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Ascot District Gas and Electricity 

Co., 346. 1008 
Associated Fire Alarms, 629 
Auckland Electric Tramways 630, 670 
Austria, 1049 
Austrian manufacturing companies, 


48 
Automatic aoe oe Manufacturing 


4,9 
Babcock & Wilcox, 546 
Bahia Tramway, Light and Power 


Co., 
Barbados Electrio Bupply Corpora- 
tion, 767 
Relgium, 108, 846, 180, 671, 756, 1008 
Blackpool & Fleetwood Tramroad Co., 
187, 347 
- Bt. Annes and Lytham 
Tramways Co., 1011 
Bombay Electric Bupply and Tram- 
ways Co., 26 
Bournemouth and Poole Electricity 
Supply Co., 65 
Brazilian amalgamation, 108 
У Light and Power deal, 8&8 
EN Traction, Light and Power 
Co., 690 
Brisbane Electric Tramways Invest- 
ment Co., 629 
Bristol Tramways and Carriage Co., 


187 
British Columbia ao Railway 
a Continental Electricity Co., 


7 
i Electric Traction Co., 964 
» Electric Transformer Co., 499 
"E Insulated and Helsby Cables, 


461 
Bromley (Kent) Electrio Light and 
Power ‚4 
Brompton and Kensington Electricity 


Co., 327 
"Brush "Electrical Engineering Co., 
104, 147 
-Buenos Ayres City and Suburban 
Tramways Co., 759 
„ Ayres Port and City Tram- 
ways Co., 499, 507 
ii an Tramways Co, (1904), 


Bullers, 968 
Caergwrle Electricity Supply Co., 105 
Calcutta Electrio Supply Corpora. 
1070 28, 188, 048, 672, 968, 
„ ‘Tramways Co., 50) 
Calgary Power Co., 268 
Callender's Cable and Construction 


Co., 590 

Canadian General Electric Co., 881 

Cape Electric Tramways, 629, 713 

„ Town Consolidated Tramways 
and Land Co., 24, 66 
Capital expansion in Germany ‚ 467 
reduction, 924, 1050 

Castner- Kellner Alkali Co., 800 

Central London Railway Co., 146, 
184, 296, 1007, 1049 

Charing Cross, West End and City 
Electricity Supply Co., 187 

Chatham and District Light Railways 
Co., 108, 187 

Chelsea Electricity Supply Co., 182 

Chile Telephone Co., 29, 103 

Chilean Electric Tramway and Light 


М 23, 


CiTY Nores—continued. 
China Light and Power Co., 967 
Churchill, Charles, & Co., 24 
City and South London Railway Co., 
64, 107, 149, 882, 1009 
» Electric Light Co., Brisbane, 716 
» Of Buenos Ayres Tramways Co. 
(1904), 182 
» Of London Electric Lighting Co., 
149, 185 
Claud Hamilton, 267 * 
Cleveland and Durham Electric 
Power Co., 509 
Clontarf and Hill of Howth Tramway 
Co., 65, 466 
GT Valley Electrical Power Co., 


Companies struck off the Register, 
265, 646, 883 

Company registrations in 1912, 229 

Consolidated Diesel Engine Manu- 
facturers, 103 

Electrical Co., 68 

Gas, Electric Light and 
Power Co. cf Balti- 
more, 846, 546, 801, 
064 


LAU 
» 


Cordoba Light, Power and Traction 
Co , 926 


Costa Rica Electric Light and Power 
Co., 516 
„ Rica Electric Light and Trac- 
tion Co., 1008 
County of Durham Electrical Power 
Distribution Co., 420 
» of London Electric Bupply 
Co., 149 
Crompton & Co., 105, 148 
Crossley Bros., 809 
Cuba Submarine Telegraph Co., 672, 
714,75 
Dick, Kerr & Co., 588, 628 
„ R. & J., 756 
Direct Spanish Telegraph Co., 469 
United States Cable Co., 27, 590 
429, 1049 


Д 


„ West India Cable Co., 
Dorman, Long & Co., 799 
Dorsetshire, 967 
Douglas Southern Electric Tramways 

Co., 926 
Drake & Gorham, 589, 670 
Dublin and Lucan Electric Railway 
Co., 239, 309, 347 
» United Tramways Co., 64, 149, 
182 


Dumbarton Burgh and County Tram- 
ways, 429 
Dudes, Broughty Ferry and District 
Tramways Co., 467, 646 
Durham Collieries Eleotric Power Co., 
64 


Eastern Extersion, Australasia and 
hina Telegraph Co., 610, 


` 156, 801, 964 

» Telegraph | Co., 28, 507, 756, 
Edison & m United Electric Light 

Co., 718 


Edmundson's Electricity Corpora - 
tion, 104, 183, 760 
Electric Construction Co., 61. 146 
T Supply Co. of Victoria, 267 
Electrical and General Investment 
Co., 924 
s Securities Trust, 1010 
Utilities Corporation, 588 
Electrolytic Alkali Co., 799 
Electro-metallurgy in Bwitzerland, 21 
Electroimobile Co., 1010 
Falkirk Electric Construction Co., 207 
Ferranti, 629, 672, 714 
Folkestone Electricity Supply Co., 510 
rd 229, 267, 718, 756, 644, 925, 964, 


Fraser & Chalmers, 800 
French carbon works, A. 887 
„ Edison Co., 24 
M Westinghouse Co., 187 
General Electric Co., 66 
German electrical companies, 26, 467, 
09, 769 


% "д American Cable Co., 


Globe 2 едан 'and Trust Co., 28, 
887, 480 
Grassington Electric Bupply Co., 760 


ree. a bem and City Hailway Co., 
Hadfield’s Steel Foundry Co., 274 
Halifax and Bermudas Cable Co., 429 


"Harper" Electric Piano (1910) Co., 


238 
Hart Accumulator Co., 1048 
Helsby Wireless Telegraph Co., 546 
Henley's, W. T., Telegraph Works 


Co., 
Hobart Electric Tramway Co., 1048 
Hong Kong Tramway Co., 756 
Hornsby, Richard, & Bons, 842, 927 
Hove Electric Lighting Co., 546 
Hurst, Nelson & Co., 802 
Imperial Tramways Co., 926 
India-Rubber, Gutta-Percha and Tele. 
graph Works Co., 934, 965, 1009 
Indian Electric Supply and Traction 


Co., 

Indo-European Telegraph Co., 527, 628 

Insurance amalgamation, 148 

Isle of Thanet Electric Tramways and 
Lighting Co., 924, 066 

Italy, 844 

Jandus Arc Lamp and Electric Co., 387 

Johnson &ecret Wireless Telegraph 
со Telephone Testing Syndicate, 


Kalgoorlie Electric Power and Lightng 
Corporation, 545 
T Electric Tramways, 23, 66 
Kaministiquia Power Co., 671 
Kensington and Knightsbridge Elec- 
tric Lighting Co., 229 
Lanarkshire Tramways Co., 67, 103, 
146, 188 
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City NorEgs— continued, 
La Plata Electric Tramways Co., 206, 


755 
Lima Light, Power and Tramways 
Co., 388, 024 


Lisbon Electric Tramways Co., 547 
Liverpool District Dighting Co., 267 
Overhead Railway Co , 14^, 
228, 365 
London Electric Railway Co., 186, 228 
Electr cal Trading Co., 924 
„ United Tramways Co., 925 
Lyme Regis Electric Light and Power 
Co., 24 
Mackay Companies, 316, 884 
Madras Electric Supply Corporation, 
64 


v9 


ve 


„ Electric Tramways (1004), 546 

Mslagn Electricity Co., 888 

Mangos Tramways and Light Co., 267, 
309 

Manila Electric Railroad and Light- 
ing Corporation, 429, 964 

Manx Electric Railway Co., 966, 1008 

Marconi's Wireless Telegraph Co., 


06 
Mather & Platt, 228 
Melbourne Electric Bupply Co., 965, 
1007, 1047 
Meldrum Bros., 925 
Mersey Railway Co., 182, 187 
Metallic Seamless Tube Co., 672 
Metropolitan District Railway Co., 
185, 228 
i Electric Supply Co., 
185 
Electric Tramways, 
149, 186, 2223, 309, 547, 


„ 


924, 969 
» Railway Co., 146, 148, 
155, 927, 1049 
Mexican Light and Power Co., 98, 


645, 588 i 
Mexico Tramways Co., 67, 688 
Monte Video Telephone Co., 629, 672, 
715 
Monterey Railway, Light and Power 
к 28 


O. 
Montreal Light, Heat and Power Co., 
104, 929, 671 
Nairobi Electrio Power and Lighting 
Co., 105 
National Electric Construction Co., 


* Electric Supply Co., 64 
is Gas Engine Co., 184 
ii Telewriter Co., 712 
Newcastle and District Electric 
Lighting Co., 188 
-upon-Tyne Electric Supply 
Co., 104 
New Genera! Traction Co., 629, 759 
North Berwick and District Electric 
Light and Power Co., 964 
Northampton Electrio Light 
Power Co., 809 
Norwegian Electrolytic Copper Ex- 
traction Co., 1003 
Norwich Electric Tramways Co., 758 
Official announcerinents re companies, 
187, 926 
Oriental Telephone and Electric Co. 
628 


LAJ 


and 


Ottawa Electric Co., 671 
Oxford Electric Co., 429 
Paignton Electric Light Co., 267, 309 
Paisley District Tramways Co., 267 
Para Electric Railways and Lighting 
Co., 267 

Paris lighting companies, 187 

» Popp Co., 926 
Parsons Marine Steam Turbine Co., 


629 

Perth Electric Tramways, 266, 308, 
718, 757, 844 

Porto Rico Railways Co., 299 

Power Gas Corporation, 924, 967 

Provincial Cinematograph "Theatres, 

629, 199 
Tramways Co., 800, 842 

Quebec Railway, Light, Heat and 
Power Co., 548 

-Reason Manfacturing Co., 56 

Rio de Janeiro Tramway, Light and 
Power Co., 547 

River Plate Electricity Co., 024 

Russia, 610, 683, 766 

Russian Schuckert Co., 466 

Ruston, Proctor & Co., 926 

Bt. James’ and Pall Mall Dilectric 
Light Co., 105 

Bao Paulo Tramway, Light and 
Power Co., 

Bcott, Walter, 808 

Bhawinigan Water and Power Co., 
28, 887, 467, 965 

Shropshire, Staflordshire and Wor- 
cestershire Electrio Power Co., 


925 
piemen and Schuckert Companies, 


Singapore Electric Tramways, 26, T14 
South African Lighting Association, 
628 


» American Light and Power 
Co., 187 

» Metropolitan се Light 
0 Power Co., 266, 887, 430, 


Spanish Telephone Co., 66 
Standard-Waygood (Australia), 28 
Btewarts & Lioyds, 887 
Btock Exchange notices, 24, 67, 105, 
149, 183, 229, 887, 
467, 510, 547, 589, 714, 156, 800, 848, 
838, 927, 964, 1007, 1049 
Suffolk Electricity Supply Co., 588 
Sunderland District Electric Trani» 
ways, 25, 647, 58 
Swiss electrical companies, 347 
Switzerland, 267 
Tata Hydro-Electric Co., 1008 
Tramways (M. E. T.) Omnibus Co., 996 
Trowbridge Electric Supply Co., 93 
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Cin Nor r- continued. 
Tynesie Electrical Development Co., 


267 
8 Tramways and Tramroads 
Co., 307 
Undereround Electric Railways Co. 
cf London, 267, 508 
Umud Electric Car Co., 428, 508 
5 Evectric Trams of Monte 


Video, 924 

a Electric Tramways Co. of 
Caracas, 646, f 90 

ч River Plate Telephone Co., 


108, 184, 843 
Ushridzge and District Electric 
Supply Co., 670 
Veritys, 
Vickers, 149 
Укпа Falls and Transvaal Power 
Co., 117, 264, 881 
Waste Heat and Gas Electrical 
Generating Stations, 267 
West African Telegraph Co., 760 
India and Panama Telegraph 
Co., 672, 718, 156 
"i Kootenay Power and Light Co., 
25 


Western N Co., 718, 756, 801, 


" Union Telegraph Co., 756 
Westmineter Electric Supply Cor- 
poration, 183 
White, J. G., & Co., 21, 1048 
Winnipeg Electric Railway Co., 466, 
E SEI 


Yorkshire Electric Power Co.. 429, 509 
" (West Riding) Electric 
ways Co., 
"Z2" Electric Lamp Manufacuring 
Co., 887 


Cum, English engineers’, 179 
e ners. Notes on vacuum, 119 
Съ скз, E.lectric, 711 
Ind baidings, New Westinghouse, 498 
. Manchester, The proposed Engi- 
neers’, 144 
Сз Је electricians locked out, 880, 998 
Cral Fill, L.C.C., 928 
. Cutters on rails, 71 
„ Cutting machinery in 1911. Out- 
put of minerals and the use 


ol, 
. Deterioration of stored, 519 
„ dust explosions, 179 
for Lone Mechanical Вава 
ug Qu by C. J. B. Cooke, 892 
4, -gas and methane by on oe 
electric arcs, The ignition 
by Wm. Thornton, «07 
„ens engine, A remarkable, 774, 810 
„ handling plant at the Wigan elec- 
tricity works, 501 
. market, Mechanical stokers and 
their effect on the, by Harold 
C. Wright, 1038 
. Mines Act (1911), The, 117 
. Market, Mechanical stokers and 
their effect on the, by Harold C. 
Wright, 1058 xe 
. purchase calorific capacity, by 
W.H. th, 206 
. purchasing, Co-operative, by Н. C. 
Wright, 337 
4, Spontaneous combustion of, 122 
transport lailway, An elevated, 195 
C a! tite, 43 
C. fone mill, Electrically-driven, 7&3 
Co hery, Titmanstone, 272 
C. scns at sea, 62 
Col-nial tariffs on electrical goods, 
Foreign and, 159, 319, 899, 440, 640, 
6&3, 727, 771, 816, 979. 1019 
Colour difference in the photometry of 


incandescent lamps by means of - 


multi-voltage standards, Elimina- 
tion of, by Davis H. Tuck, 809 
Cc. med switch and plug connectors, 
by D. 8. Munro, 7 
Combustion of coal, Spontaneous, 122 
Commercial development as it should 


be done, 641 

x development of electricity 
supply, The, 819, 901, 
1014, 1623 

aj electric vehicle, The p'o- 


gress of the, 
Commission agents, The employment 
of, 691 
Cc:o mon sense, A call for, 83 
Communication with railway trains, 19 
Company end consumer, 835, 801 
Canpensating voltmeters, by F. T. 
Hcman, 564 
Competition, A лев electric lamp, 


e at Buenos Ayres, 932 
x German safety lamp, 747 
ve in Australia, Electrical 
trade, 528 
in Buenos Ayres, 482 
Cr Cr i palsory purchase of tramways, 216 
Ccccrete, Electrical applications of re- 
inforced, 271 
Cencreting wooden poles, 709 
(cadensers for the prevention of spark. 
ing at contacts, Electrolytic, 478 
Ccaductors, Aluminium overhead, 117 
S Wood casing for elec- 
trical, 748 
Cor gress in France, An International 
Electro Culture, 506 
C. OnEDITACY , 979 
Une stant continuous currents in mines, 
A plea for the use of high-tension, 
by 8. P. Walker, 1025 
Constantinople troubles, 831 
Consu'ar notes, 210, 296, 838, 379, 115, 
401, 96. 799, R15, RAL, 870, 909 
Cemaltants r. contractors, 777 
Crasaitiog engineers, Morals for, 861 
" Engineers, Associa- 
tion of, $51 


Consumer, Company and, 885, 891 
Continental exhibitions, Two, 442 
Contract, Abandonment of a, 557 


” grievances, Indian, 283 
i of се Notice to termi- 
te a, 522 


Contractors ána monicipalities— waste- 
ful controversy: an 
appeal to both tides, 202 


is Consultants v., 717 
" hydro-electrio power 
scheme, 1CO 


- Registration of, 649, 701 


Contracts (CLOSE DPD 
‚ Aberdare, 463, 497 
Aberdeen, 57 
Accrington, 19, 577, 915 
Adelaide, 19, 178, 2€8, 888 
Ad miralty, 881, 794 
Aldershot, 877 
Argentina, 4277, 660 
Arnside, 625 
Ashton-under- Lyne, 804, 944, 468, 1045 
Atherton, 268, 838, 915 
Australia, 19, 99, 178, 217, 263, 844, 884, 
164, 491, 549, 577, 625, 660, 794, 838, 
877, 915, 997, 1 1045 
Austria, 542, 626 
Ayr, 497, 997 
Bacup, 884, 915 
Barking, 709 
Barnes, 626 
Barnsley, 178, 497, 997, 1015 
Barrow, 178, 263, 916 
Bath, 188, 217, 708 
Battersea, 62, 877 
Bedford, 915 
Belfast, 19 
Belgium, 99, 178, 497, 059 
Bermondsey, 19, 100, 464, 997 
Bexhill, 188, 178 
Bexley, 463 
Birkenhead, 19, 626 
Birmingbam, 141 
Blackburn, 61, 577 
Blackpool, 577, 877 
Bolton, 468, 512, 916 
Bootle, 268, 577 
Brad ford, 99, 178, 497, 577, 660, 959 
Bray, 19 
Bridlington, 678, 916 
Brighton, 61, 464, 5492, 660, 878, 916, 997 
Brisbane, 178, 963, 8:6 
Bristol, 19, 427 
British Compl 468, 959 
Brassels, 796 
Buenos 281. 708 1015 
. Burnley, 354 
Burslem, 497 
Bury St. Edmunds, 99 
Canada, 427, 708 
Canterbury, 61, 217, 497, 959 
Cardiff, 877, #16 
Carnarvon, 178 
Chester-le-Street, 19, 997 
Christchurch, 916 
Colchester, 626, 877, 959 
сеен 19, 138 
Crook, 
Cro ciae 99, 178, 917, 464, 572, 871 
Dariaston, 703 
Dartford, 61, 578, 959 
Derby, 178, 542 
Dewsbury, 178, 217, 838 
Doncaster, 747, 838, 916, 959 
Douglas, 997 
Dover, 877 
Dublin, 217, 916, 997 
Dundalk, 138 
Dundee, 884, 427, 997 
Durham, 188 
Eastbourne, 19 


pso 
Erith, 19, 497 

Faversham, 660 

Felixstowe and Walton, 795 
Finchley, 542, 959, 1045 

Fleetwood, 99 

Folkestone, 217 

Fort William, 796 

France, 804, 385, 464, 497, 542, 626, 997 
Fulham, 497, 666 

Germany, 138, 578, 1045 

Glasgow, A 844, 285, 427, 497, 


, 838, 
Gosport. 960 
„ contracts, 99, 304, 464, 
G.P.O., 491, 548, (60 ‘ 


Gravesend, 997 
Greenock, 138, 795 
Grimsby, 19 
Bacbney, 62, 138, 178, 497 
Halifax, 217, 885, 461, E48, 578, 7С3 
Hammersmith, 100, 178, 578, 666 
Hanwell, 747 

"Haslingden, 19 

- Hereford, 268 
Hobart, 888 
Holborn, 100 
Holland, 100 
Hor-ham, 747 
Houghton. Је. iR 464, 548, 741 
Huddersfield, 100, 578 
Hull, 19, 178, 960, 1045 
India, 464, 704 
Ipswich, 6 
Islington, 578 
Italy, 61, 626, 108, 916 
Japan, 19, 61 
Johannesburg, 178, 411, 344, 960 
Keadby, 19 
Keighley, 427, 795, 888 
Kensington, 648 
Kingston-on Thames, 178 

- Launceston, 844 
Leeds, 427, 643 
Leek, 747 
Leyton, 19 
Liverpool, 100, 217, 747 
. Llandrindod Wells 464 


Contracts CLosED—conttnued. 
Llandudno, 19, 747 
London, 19, 62, 100, 188, 178, 217, 263, 
i 844, 427, 464, 497, 548, 578, 
626, 666, 19 55 747, 795, 838, 
877, 916, 960 
- County Council, 19, 62, 100, 
148, 178, 226, qi 3, 741, 195, 
83, 877, 916, 960, 977 
Lowestoft, Kon 997 
Luton, 20, 4 
Маша 217. 578, 747 
Maidstone, 217 
Malvern, 464 
Manchester, 844, 885, 457, 747, 1045 
Manstield, 143, 795 
Margate, 20, 305 
Marglebone, 548, 916 
Melbourne, 268, 577, 888, 915 
Mersey, 497, 997 
Morlev, 217 
New Jenland, 660, 916 
Newcastle on- "Tyne, 61, 427, 497, 578, 
626, 660, 795 
-under- уе, 217 
New port (Mon.), 464, 578 
Norbeck (near Fleetw ood), 877 
Norwich, 143, 877, 1046 
Nuneaton, 344, 838 
Paisley, 464, 795 
Perth, 99 
Peterborough, 885 
Plymouth, 20 
Portsmouth, 179, 217, 841 
Ramsbottom, 20, 888 
Rarnsgate, 960 
Rathmines, 704 
Rawtenstall, 344, 548, 626, 660, 877, 1045 
Reading, 701, 29 1 
Reigate, 179, 805 
River Plate, 100 
„ Wear Commission, 548 
Rochdale, 464 
Rosario, 464 
Rotherham, 305, 464, 549, 626 
Rugby, 217, 648, 626 
St. Helens, €6n 
„ Pancras, 19 
Salford, 20, 262, 305, 885, 548, 704, 838 
Scarborough, 305 
Shanghai, 704 
Shettield, 61, 268, 960 
Shipley, 578 
Shipston-on-Stour, 960 
Bhoreditch, 454, 626 
Shrewsbury, 704 
Simla, 747 
South Africa, 703, 916, 1045 
» America, 960 
» Australia, 263 
Southampton, 20, 46!, 676 
Southend-on-Sea, 814, 497, €60, 1015 
Southwark, 6 6 
Btatford, 217, 747 
Stepney, 62 
Stockport, 61, 917, 427, 798, 960 
Btockton-on- Teee, 179 
Stoke Newington, 100 
-on- Trent, 217, 141, 860 
Stretford, 626, 960 
Bunderland, 100, 578, 696, 795, 838, 960 
Sutton Coldfield, 143 
Swansea, 626, 960 
Swinton and Pendlebury, 100 
Bydney, 10, 99, 178, 263. 625, 898, 218 
Taunton, 666 
Tavistock, 626 
Torquay, 578 
Tunbriuge Wells, 217 T 
Victoria, 915 
Wallasey, 20, 427, 464, 487, 626 
Walsall, 61, 148, 263, 464, 626, 960 
Walthamstow, 20, 877 
Warrington, 217, 464 
Watford, 217, 626, 796, 838, 969 
Weaving shed equipment, 179 
Wednesbury, 159 
West Bromwich, 179, 497, 997 
», Ham, 62, 100, 217, 960 
» Hartlepool, 626, 7:5 
Wigan, 263 
Willesden, 877 
Wimbledon, 217 
Winchester, 100 
Witney, 626 
Wolverhampton, 701 
Woolwich, 19, 178, $60 
Worcester, 20, 626 
Worksop, 62, 100, E05, 497, 704 
Worthing, 378 
Yarmouth, 626 
York, 20, 656, 960 
Yorkshire, 626 


Contracts, L.C.C., 43 


is Melbourne railway e'ect:ifl. | 


cation, 998 
Є New Zealand, 523, Е33 


CONTRACTS (OPEN)— 

Aberaman, 804 

Aberdare, 18 

Aberdeen, 794 

Abertillery, 876 

Aldershot, 541, 625, 876 

A‘geria, 18 

Ashton-under-Lyne, 18, 463 

Atherton, 99, 659, 1144 

Australia, 18, 61, 99, 137, 177, 262, £01 
318, 381, 463, 476, 542, 177, 6:5, 659, 
746, 897, 916, 959, 9%, 1045 

Austria, 18, 216, 304, 126, 496, 625, 659, 
702, 791, 837, 876, 915 

Ayr, 887 

Balderton (Notts.), 837 

Barnsley, 6l 

Barrow-in-Furness, 577, 625 

Barton-upon Humber, 187, 959 

Batley, 177 

Battersea, 625 

Beckenham, 876 

Bedwas, 216 


Contracts Orr n—continued. 
Belfast, 959, 996, 1015 
Belgium, 99, 137, 262, 384, 496, 625, (59, 
887. 959, 996, 1045 
Birkenhead, 18 
Birmingham, 486, 702, 746 
Blackburn, 137 
Biackpool, 876 
Bohemia, 997 
Bolton, 301 
Bournemouth, 659 
Bradford, 99, 262, 571 
Brazil, €76 
Bridgend, 18 
Bridlington, 99 
Brighton, 18, 381, 659 
Bristol, 61 
Brussels, 887, 915 
Bulgaria, 137, 843, 884 
Bury, 348 
Canada, 61, 577, 703 
Canary Islands, 137, 216 
Carnarvon, 18 
China, 137 
Christchurch, 660 
Colchester, 915 
Costa Rica, 177 
Crete, 496 
Dartford, 794 
Dewsbury, 876, 915 
Doncaster, 216 
Dover, 746 
Dublin, 18, 61, 137, 625, 876 
Dundalk, 18 
Dundee, 426, 708, 916 
Dunfermline, 18 
Eastbourne, 703, 837, $97 
Eccles, 18, 177 
Edinburgh, 703, £37 
Egypt, 703 
Enniscorthy, 18 
Felixstowe and Walton, 804 
France, 99, 262, 343, 496, 642, 708, 704 
876, 95 9, 997, 1015 
Fulham, 463, 918 
Gateshead, 177 
Germany, 99, 304, 542, 969 
Gillingham, 542 
Glasgow, 342, 625 
Gravesend, 468, 887 
Great Western Railway, 496 
Greenock, 496, 703 
Grimsby, 384, 577 
Hackney, 463, 837 
Haiti, 876 
Halifax, 18, 137, 463, 837 
Hammersmith, 126 
Harwich, 997 
Hebden Bridge, 959 
H.M. Office of Works, 18 
Huddersfield, 625 
Hull, 99, 703, 746 
Hungary, 99, 216, 962, 304, 126, 8,7 
Ilford, 1045 
Isle of Thanet, 463 
Islington, 18 
Italy, 61. 187, 703, 746, 1045 
Keighley, 660 
Knottingley, 577 
Lambeth, 915 
Leeds, 216, 384, 837, 995 
Leicester, 304 
Leigh (Lancs.), 660 
Lewisham, 262 
Liverpool, "468 
London, 5 S 137, 177, 216, 262, 301, 
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Exbibition, 412, 516, 544, 586 


Norway, Electrochemical schemes in, 
29 | 


i Electrochemistry in, 599 

" Electrolytic copper in, 551 

АА The electric smelting of iron 
ore in, 476 


Norwich electricity works and the flood, 
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Dargue, Griffiths & Co., 887 
Dawson, Roger, 746 
Direct West India Cable Co., 155 
Dixon & Corbett andR. 8. Newall and 
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ELECTRICAL ACCIDENTS IN 1911. 


Few documents are of greater human interest to the electrical 
engineer engaged in practical work than the annual report of 
H.M. Electrical Inspector of Factories. Therein Mr. G. 
Scott Ram places on record, clearly and concisely, the tale of 
accidents that have been brought to his notice during the 
year, compares it with previous records, and discusses the 
causes of such misadventures. But he does not stop there : 
he goes on to show, as far as possible, %% / these accidents 
happen, and to offer sound advice for their prevention in the 
future; and we have no doubt that many a workman un- 
consciously owes his life to the sagacious comments and 
unsparing criticism often embodied in these reports. 

One of the most singular features of the report is the 
frequency cf accidents to skilled persons engaged in cleaning 
high-pressure switchgear— accidents that often prove fatal. 
Of all parts of an electrical installation, the switchboard is at 
once the most exposed and the most respected. Everybody 
about a high-pressure station is well aware of the hidden 
dangers of the switchboard—hidden, because electricity 
offers no indication of its presence. Elaborate safeguards are 
prescribed, to be observed before any person is given access 
to the cells containing the switchgear—yet, in spite of the 
best intentions, sometimes the most obvious and elementary 
precautions are omitted, with disastrous results. 

There is clearly a great want for a really effective and 
reliable indicator of the fact that an electric conductor is 
alive. Various devices have been put forward for this 
purpose, but apparently they do not adequately meet the 
case—otherwise they would surely be used. Unfortunately, 
however, very many of the accidents are to be ascribed to 
carelessness on the part of the person—often highly com- 
petent and experienced—who becomes the victim of the 
accident, and thus pays for his own slackness. 

It will.be noticed that the number of accidents has 
appreciably, though but slightly, increased, and in view of 
the continuous expansion of the electrical industry in 
all directions, this is not surprising ; it is, however, gratify- 
ing to observe, from curves given by Mr. Ram, that while 
the use of electricity for motive power in factories has 
steadily increased during the last 10 years, the number of 
accidents occurring annually has been almost at a standstill 
since 1907—the year in which the draft regulations of the 
Home Office were issued. Until then they were increasing 
at the same rate as the use of electricity, and if there had ' 
been no check, they would now have numbered twice as 
many as they did last year. This is a result upon which 
the Home Office, and Mr. Ram himself, may well be 
congratulated. 

As usual, a considerable number of accidents were due to 


the use of defective hand lamps and other portable apparatus 


[1] 


not efficiently earthed, two of them being fatal at 250 volts 
D.C. and 220 volts А.С. respectively. 
The impossibility of providing against all conccivable 
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eventualities is well illustrated by a fatality which occurred 
in connection with a dock crane. The trolley wires were 
enclosed in a conduit with а longitudinal slot, and were 
apparently inaccessible; yet а man who had dropped some- 
thing into the conduit put his hand through the slot and 
touched the conductors. 

We regret to note that in many cases compliance with 
the Home Office Regulations is still avoided, sometimes de- 
liberately and with full knowledge of the fact. Fuses of 
dangerous types are being installed, even in new work. In 
some instances fittings, such as portable hand lamps, though 
described as **of Home Office pattern," and honestly in- 
tended to comply with the Regulations, have been found to 
be radically defective through the ignorance of the designer ; 
indeed, some of the examples described by the Inspector are 
amazing in their absolute neglect of the most elementary 
precautions against accident. Many of these instances are 
presumably due to incompetence in the drawing office; 
draughtsmen are notoriously underpaid, and many of them 
are devoid of practical experience, not only in the use of the 
apparatus they design, but even in the workshop. It is not 
their fault, and we do not blame them, but their employers. 
Electrical apparatus ought to be designed by competent 
men, and no design should leave the drawing office 
until it has been rigidly scrutinised and passed by an ex- 
perienced electrical engineer not merely by a mechanical 
draughtsman, who may have no acquaintance with the con- 
ditions under which the apparatus will be used. But even 
in the case of important plant—such as high-pressure 
switchgear—serious defects are reported ; for example, on a 
large main switchboard designed by a firm of consulting 
engineers, the “isolating” switches were found to be not 
between the oil switches and the bus-bars, but on the other 
side of the oil switches. Surely this is the limit. 

But, while Mr. Ram necessarily deals mainly with the 
faults which he has discovered, it is consoling to note his 
remark that there is an increasing number of examples of 
excellent work in electrical works and factories, and the general 
standard is much better than it was a few years ago. While we 
can never expect to see bad work and carelessness wholly 
abolished, there is clear evidence of a great improvement on 
the whole, and we hope to see the accident curve not merely 
horizontal, but actually trending downwards, whilst the 
output curve becomes even steeper. 


THE RULE OF LAW. 


In many of the text-books on Constitutional Law appears 
the statement that England’s claim to greatness is founded 
upon the respect of her people for the law, If this is a true 
saying—and we have no reason to doubt that it is—the 
present state of affairs in the industrial world must cause 
people to look forward to the future with grave misgiving. 
We appear to be abandoning those principles of government 
by which in the Empire beyond the seas a handful cf 
Englishmen is able to govern millions of less civilised race. 
We once heard Lord Curzon of Kedlestcn, with the horouis 
of his Viceroyalty fresh upon him, say that ours was not a 
military rule in India; it was not the English legions which 
won the respect and admiration of the native population. 
"It is," he added, the administration of even-handed 
Justice according to the best traditions of English law.” 

It is, indeed, by a sober and temperate, yet unflinching, 
application of English principles of justice that the native is 
to be controlled. Have we reached such a pitch of excellence 
nearer home that we can afford to “draw cff the watch 
dog" whose duty it is to preserve public peace and order ? 

A curious state of things has been revealed in the papers 
during the last few weeks. In one column one reads of a 
gross and deliberate outrage perpetrated by a band of lusty 
strikers upon a weak and defenceless old man. In another, 
one learns that the Home Secretary— who is the ostensible 
custodian of public order—has made the following statement 
in the House of Commons: —“ No circumstances have arisen 


which render it necessary to call out the military." What 
new form of justice is it that is to be administered or not, 
according to the degree of interference with the liberty of 
the subject which has taken place? If 20 men have their 
heads broken ; if 30 dockers are prevented from pursuing 
their lawful avocation; if 50 women and children are 
starving to death— prove the attainment of any one of these 
standards, and we shall set the law in motion, but not 
before ! 

Moreover, in considering the amount of harm which is 
being done, the assaults or other overt acts of a violent 
picket are but a superficial indication of what is really 
taking place. The fear of being intimidated is, of itself, an 
influence well calculated to make a man keep away from his 
work. Addressing a deputation which recently waited upon 
him, Mr. Asquith pointed out that there was nowadays less 
violence in trade disputes than there was 20 years ago. Mr. 
Baird, to whom the observation was addressed, said: I think 
the probable reason is that those who are anxious and willing 
to work are so intimidated nowadays that they will not move 
at all.” 

In what sense, then, has the rule of law been ruthlessly 
abandoned? Let us glance at the evolution of the law as 
affecting trade combinations since 1800. In that year it. 
was declared by the Combination Act that every combina- 
tion for obtaining an advance in wages or altering the 
hours of work, or decreasing the amount of work, or pre- 
venting any person employing whomsoever he might think 
fit to employ, or for preventing workmen hiring themselves, 
of attempting to induce workmen to leave their work, was 
illegal; and not only illegal, but punishable criminally. 
In 1824 the criminal liability of combination in advancing 
or fixing the rates of wages was removed. In 1859 peaceful 
persuasion to induce workmen to abstain from working in 
order to raise their wages was, for the first time, declared 
lawful. So much for criminal liability. As regards civil 
liability, in the reign of Henry VIII Trade Unions were 
declared unlawful, as being in restraint of trade. Not only 
are Trade Unions lawful bodies at the present day, but 
they are above the law, in the sense that they are not to be 
made responsible for torts which may be committed or in- 
stigated by them. And picketing has been declared to 
be legal by Act of Parliament. 

The most melancholy aspect of the present situation is 
that the Government stoutly refuses to interfere even in & 
matter where interference would be at once warranted and 
effective. 

There are two kinds of intimidation, open and secret. A 
man may be made miserable at his work and in his home, 
although no overt act can be proved against his persecutors. 
The open act of oppression can be prevented by methods 
which are swift and sure; but which of us can suggest a 
remedy for that petty tyranny and spite which can reduce & 
man to the depths of misery. In refusing that measure of 
relief which they can afford, the powers that be appear to 
have forgotten the lines of Dr. Johnson when he wrote :— 

How small of all that human hearts endure, 
That part which laws or Kings can cause or cure ! 
Btill to ourselves in every place consigned, 

Our own felicity we make or find, 

With secret course, which no loud storms annoy, 
Glides the smooth current of domestic joy. 

Mr. Asquith is prepared to admit the existence of such 
forms of intimidation. In his address to the deputation he 
said: “ Do not let it be supposed that, if you have people who 
are disposed to practise intimidation, by penalising one 
particular form of it you get rid of other forms of it. Inti- 
midation is a very subtle thing, and may be exercised in many 
different ways. And although anything in the nature of 
violence and hustling is comparatively easily detected and 
easily dealt with, there are, as we all know, other methods by 
which people who are evilly enough disposed, can coerce the 
free will of their neighbours and their fellow employés." 

If one were to-judge by the results of another form of 
Government interference—viz., so-called conciliation between 
masters and men during recent years, it must be confessed 
that such interference is not very satisfactory. The number 
of strikes has not diminished. The arrogance of the demands 
made by labour has also increased ; and there is no evidence 
— indeed, the evidence is all the other way—that the award 
of a Government arbitrator makes for lasting peace. 
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The madiator appointed by Government is by a natural 
tendency the apostle of compromise. Now compromise 
involves the proposition that each party gives and takes 
something. ^ Consequently, if there is a strike, and the 
strikers are content to submit the matters in dispute to the 
mediation of a Government official, they gain something, 
even if they do not gain all. In the result they are 
encouraged to strike again, until the whole of their demands 
are conceded. 

It is not surprising that, in the disheartenment created by 
all these trade disputes, employers should sigh for the good 
old days when every man was free to dispose of his capital 
or labour as he willed. We are convinced that whether the 
time is near or distant, those days will come again, and the 
working classes, having been taught in the stern school of 
experience, will ultimately find that there is little to be gained 
by strikes and continual disputes with their employers. 


Іт is a quite common clause in a con- 
tract for a machine maker to contract to 
fix his machinery upon foundations to be 
provided. Such foundations are now usually in the form of 
з concrete block, in which are embedded certain vertical 
boxes of light wood, into which the holding-down bolts are 
fixed by being grouted up with cement mortar. If 4 
machine supplier engages іо fix," ought this word“ fix to 
include the whole of the operation of fixing, including the 
supply and running of the cement grout ? 

Some contractors say that the grouting is part of the 
supplying of the foundation. If this construction be allowed, 
then the fixing of a machine means nothing more than 
levelling it on a bed by means of wedges, its holding-down 
bolts simply hanging loose in the bolt sockets. But does 
not the word “ fix” mean to render immovable? and how 
can the machine be immovable if the bolts are hanging 
loose? Aud is not a holding-down bolt a part of the 
machine? Holding-down bolts are always furnished by the 
machine or engine builder, and he is, therefore, bound to fix 
such bolts. 


Fixing 
Machinery. 


Some engineers say that on no account would they allow . 


their machines to be grouted except by themselves, and this 
seems to be a proper attitude. Again, if machines are to be 
grouted at the cost of the client, the machine builder is 
not responsible for failure if the grouting is badly carried 
out. It appears to be a correct view to take, to demand 
that the machine builder shall certainly gront up his own 
bolts. One would also think that he should construct 
foundations, for he might fall back on a bad foundation "' 
to cover a failure of his machine, especially if the foundation 
did not agree exactly with the drawing he had supplied. 
Since there is, perhaps, liable to be a divergence of opinion, 
would it not be well that engineers should more particularly 
define the limits between two separate contractors? Thus, 
a foundation might be specified to be provided not more than 
1/n of an inch low, and with bolt holes to template to be 
provided by machine builder, and the machine builder to be 
called on to fix and grout, or otherwise properly bed his 
machine, and be responsible for bolt fixing also. 
It is not always that the demarcation word admits of such 
а clear definition as the word “fix” seems to do, and it is 
thus the more necessary to insert a special clause that shall 
define without risk of ambiguity where responsibility ends 
and begins, 


Years ago, before machine beds were so easily fixed and 
on wedges and grout, the fixing of a machine was a 
bit of careful work which required time. Using planks as 
levers the bed was rubbed to and fro on the ashlar masonry 
of millstone grit of which all beds were built. The blackened 
stone was dressed down, and a second rubbing was done, the 
bed being tested at every operation, and the stone dressed 
away until finally the bed was level, and the stone surface 
fairly well blackened all over, showing good contact and 
Support. No grout or packing was used ; the cast-iron was 
direct upon the grit. All bolt fixing was done by the 
machine builder, and there is this precedent to show that 
fixing always has incladed the bolts. 


THE I.M.E.A. CONVENTION, 1912. 
(Concluded from Vol. 70, page 1037.) 


The Trading Departments and Rate Relief. 
WE are very glad to see this most important subject taken 
up by Mr. Pearce, in whose great city of Manchester the 
matter ia just now a very live consideration. 

Mr. Pearce considera with great care the arguments put 
forward by those who desire to annex profits in relief of 
rates. Of course he deals with the subject mainly from the 
point of view of the electricity supply department. The use 
of tramcars being optional, and their income being derived 
partly from visitors, it may be fairly argued that some of their: 
profits should go to the community in this direct manner. 
This is further rendered desirable by the fact that the 
debt charges on road widening expenditure, due to the tram- 
ways, are borne by the rates. 

The chief argument of the profit-takers is that the credit 
of the ratepayers is pledged ; they have to take the risk and 
should, therefore, take the money earned. Mr. Pearce 
rightly points out, however, that this money should be con- 
sidered as the underwriters’ premium, and should not be 
spent, but invested so as to reduce the risk. Thus, if there 
is any profit it should be kept by the department, and if 
there is no profit—why, then there is nothing for distribution. 
Of course, if the undertaking has, in previous years, been 
assisted financially out of the rates, the money so received 
should be paid back as soon as possible. 

Mr. Pearce next goes on to say that, as local authorities 
raise money at rates some 1} per cent. better than do com- 
panies, this advantage might fairly be handed over to the 
rates. We do not greatly object to this, though it is really 
* fortune of war," and we think the money would be better 
employed by being kept in the business. 

The argument as to the use of highways for distributing 
mains holds very little water. The undertaking is itself a 
ratepayer of no mean order, and is entitled to this privilege. 

The next argument is that absence of profit-making leads 
to mismanagement. We have little patience with so absurd a 
statement. It convicts itself the moment it is uttered. We 
know that it is the custom to jeer at officialdom, whether 
municipal or civil; but it would be false t» say that, because 
the Navy, the Army, the Civil Service (with the exception of 
the Post Office), the police, the highways department, the 
cleansing department, the education committee, and many 
other departments of the State or town are not profit-earning, 
but money-spending departments—that for this reason they 
are mismanaged, Vet this is the logical conclusion of the 
„argument.“ The fact is that officials, as a whole, earn all 
the money they get, and the outcry against them is largely 
due to envy and misrepresentation. 

Mr. Pearce thinks it stem3 impossible to justify charging 
consumers with more than— 

(a) Production, distribution, and management costa. 

(6) Debt redemption charges, supplementing these where 
necessary to make them equivalent to true depreciation. 

(c) Interest charges. 

(d) Underwriting charges (relief of rates) at 1 to 1} per 
cent. 

We think this is not unfair, though, as we said above, 
item (d) would be better if merged in item (b). 

In general Scotch law, the rates may not be relieved by 
trading profits, and in the Potteries Federation Act this 


provision was imposed by Parliament. 


Next Mr. Pearce says it is a point of contention whether 
relief should be calculated on the total capital or on the out- 
standing debt; he himself comes to the conclusion that the 
latter is the correct basis. This outstanding debt is the 
total risk, and even this is only true if the assets are assumed 
t> be valueless. 

While we agree that municipal electric and gas supplies 
are not fit subjects for any beyond the slightest taxation, we 
do not think it is true that “there is no justification for 
indirect taxation upon one part of the community as a means 
of affording relief to the direct rating of the whole community. 
This is done every day in Imperial taxation, and we suppose 
that is justification enough. 

Quoting from both the Municipal Journal and the 
Accountant, Mr. Pearce points out that if money is taken from 
the rates, this delays Imperial contributions, and he goes on 
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to say that Mr. Haward, Comptroller to the L.C.C., estimates 
the claim of the local authorities against the Imperial 
exchequer for services which are national in character at 
£7,500,000 per annum. Of course, all this money has to 
come from the pockets of the community as a whole, and 
theoretically it makes little difference whence it comes ; but 
it must not, any part of it, be obtained by robbing the 
electricity supply departments. If the Government paid 
more it would tend to centralise local administration ; and 
while we think that in many ways this would be an 
advantage, yet there is no doubt that fierce opposition 
would be aroused. 

The great thing to do, in order to safeguard the rate- 
payers completely, is to see that the outstanding debt is less 
than the value of the assets. This does away with all risk, 
and all justification for payment of money in relief of rates 
is thus removed. Mr. Pearce rightly emphasises the indirect 
benefits gained by low charges for electricity in attracting 
new industries and retaining old ones, besides the lessening 
of the smoke evil. Those are the advantages of cheap elec- 
tricity, and they cannot be estimated at so many pence in 
the £. 

In arecent article on Mr. Wilkinson’s presidential address, 
we said that the only reference made, in any of the papers 
this year, to meters, was in Mr. Pearce’s paper. He thinks 
it an advantage that services, meters, instruments, tools, 
spare parts, &c., should be bought out of revenue, and 
where the finances of the undertaking allow of it, there 
is much to be said in favour of this course. The policy 
of the L.G.B. is to grant meter loans for five years, 
thus making it better to buy at once out of revenue. 
This period is rather short, for good meters will last 
quite 10 years; but meters are nearly always neglected, and 
good meter men are scarce. An engineer has no 
right to expect good meters an the prices which have 
prevailed in recent years. J buy a meter for about 
sixteen shillings, it lasts for two years, and I scrap 
it. ‘That is economy." So the fallacious argument goes. 
It is forgotten that during the whole of its life such a 
meter is getting worse and worse, and losing revenue— 
the life-blood of the undertaking. This is, as we have 
pointed out, perhaps the most important of all the 
directions in which economy can be pursued with the 
certainty of an immediate and ample return on the ex- 
penditure of time and money incuried. It is easy to 
lump together all the missing units under the heading 
“ unaccounted for," but how many of those units repre- 
sent a loss of two or three pence each ? 

The whole subject is full of interest, and we hope that 
in the future the economic questions attaching to the pro- 
fession will be more prominent at these conventions than 
they have been in the past. It is often the case, however, 
that the expression of any decided views on the part of an 
engineer attracts hostile notice from members of his town 
council. As the engineer is probably far better able to 
think upon the subject than the majority of the councillors 
of to-day, this fact, besides being cruel and unjust to the 
engineer, is of grave disadvantage to the community. 


The Limitation of Rate Rellef from Trading Profits. 


By S. L. PEARCE, Chief Electrical Engineer, Manchester 
Corporation. 


(Abstract.) 


THE object of this paper is to emphasize the need which exists for 
a definite pronouncement from Parliament as to the extent to 
which local authorities should be permitted to relieve the rates 
from the profits of their trading departments. 

First and most important of the arguments usually advanced 
in advocacy of rate-relief is that the credit of the ratepayers being 
pledged for the trading undertakings, the ratepayers are in the 
position of underwriters end as such, bearing the ritk of any losses 
that may be made by those undertakings, they are entitled to come 
return for their services. 

But experience has shown that the risks of losses on well- 
ettablished supply undertakings are slight. 

In any cese it is surely absurd to spend the premium which, if 
the underwriting risk be a real one, ought to be set aside to meet 
the loss, It will not be seriously contested that the prcper eafe- 
guards to employ to conserve the ratepayers’ interests should be 
more adequate [reserve funds in addition to the statutory sinking 


funds. But under existing methods the ratepayers of to-day are con- 
suming what ought to be available for ratepayers of perhaps 10 or 20 
years hence. The risk, such as it is, would largely fall on the 
next generation, and aà they cannot receive present profits, the only 
way to help them is to prevent the risk occurring by providing 
adequate reserve and renewals funds. 

The author admits that when an undertaking in the first few 
years of its existence has made losses, which have fallen on the 
rates, those losses should be liquidated as and when profits are 
available in addition to such reasonable annual return as may be 
made to the ratepayers. 

Seeing, however, that local authorities undoubtedly raise money 
more cheaply than companies do, it may be asked is there any valid 
reason why the extent of advantage measured by credit should not 
be accepted as the full measure of rate-relief. Turning to a neutrat 
source, we find that the Accountant puta the balance of advantage 
in favour of the local authority raising money, as compared with 
companies formed to furnish the supplies now under review, at 
about 1] per cent. per annum. 

Next, and of much less importance, are the argumenta that 
trading departments enjoy the almost unrestricted use of the high- 
ways for distributing mains. 

Against these may be put the fact that the main object of muni- 
cipal trading is the general convenience of the public. | 

A further argument ured is that absence of profit-making leads 
to mismanagement. 

It is difficult to follow the reasoning on which this argument 
is based. Competition for those supplies with which we in this 
Association are concerned, viz., light and power, is, and must neces- 
earily be, keen, which in itself is an incentive to economy. 

The final argument used is that it is undesirable for any com- 
munity to use its credit to cheapen those commodities which come 
within the sphere of municipal trading. f 

Where the rate-relief from trading equals the percentage already 
suggested, this argument may be dismissed. 

As previously shown, if the total charges for loan interest and 
ratepayers’ underwriting premium equal the charges which would 
have to be met by private enterprise, then municipal and private 
trading are on the same econcmic footing. 

As a fair market price it seems impossible to justify charging 
consumers with more than the following, the total of which would 
probably equal, if not exceed, the price which would satisfy joint- 
stock companies working under leases from local authorities. 

(«) Production, distribution and management costs. 

(^) Debt redemption charges, supplementing these where neces- 
sary to make them equivalent to true depreciation. 

(c) Interest charges. 

(d) Underwriting charges (relief of rates) at 1 to 1} per cent. 

Presumably the keenest advocates of rate-relief would not urge 
that consumers should be worse off under municipal than under 
private trading. | 

If this were the case, municipalities would certainly be unable to 
resist the encroachments of the large power companies, as they 
have had to do from time to time. 

The recent declarations of Parliament are of great interest, and 
as the decisions of the two Houses are opposed to what may be 
termed the prevailing practice, they afford some hope that the per- 
missive powers conferred upon local authorities by Sec. 7 of the 
Electric Lighting (Clauses) Act, 1899, may at no very distant date 
be reviewed and a statutory limitation of profite be imposed. 

In the case of the Salford Corporation Bill of 1909, the House of 
Lords’ Committee proposed to limit the application of gas profits 
for rate relief to 1 per cent. on the outstanding mortgage debt. 
The Bill was withdrawn, and now the outside districta have agreed, 
subject to the approval of the L G. B., that the profits to be used for 
rate-relief should be limited to £10,000 per annum, instead of 
between £5,000 and £6,000 under the House of Lords’ decision, and 
instead of £20,000 as claimed by Salford. 

The next example is that of the Glasgow Bill before the House 
of Commons’ Committee at a later date, when the Committee 
refused to recognise the right and prohibited any profit being 
applied to rate-relief, thus keeping in line with the general Scotch 
law regarding gas and other undertakings. ` 

A further example, and one possibly more important still, as 
indicating the L.G.B.'s present attitude, is the Potteries Federation 
Act, under whick no trading profits are to be devoted to rate-relief. 

As far as the assets of any form of municipal enterprise are con- 
cerned, clearly the ratepayers’ risk, whatever it may be, can only 
apply to the portion as yet unliquidated by the operations of the 
sinking fund, and the measure of benefit to be returned must be 
determined on the basis of the outstanding mortgage debt. 

Economists in general do not regard municipal electro and gas 
supplies as fit subjects for any beyond the slightest taxation. 
Obviously there is no justification for indirect taxation upon one 
part of the community as a means of affording relief to the direct 
rating of the whole community. 

Both the Municipal Journal and The Accountant observe :— 

" Corporations which insist upon reducing rates out of profits 
prevent the focusing of public attention upon the rapidly rising 
general rates and to the extent to which this is done Imperial 
contributions are withheld and the reform of local taxation 
delayed." 

It is worth asking what is the main force compelling local 
authorities to take up this attitude towards municipal trading. 

Apparently the answer is to be found in the necessity for 
meeting the cost of ever-increasing duties imposed on them by 
Parliament without a corresponding increase of Imperial con- 
tributions, 

The results of establishing a rational system of rate-aid would 
clearly be far-reaching. 
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Trading Committees would be relieved from the present haphazard 
control which is regulated by local exigencies and considerations 
external to the real question. They would further be under little 
temptation to neglect the provision of proper reserve and renewals 
funds, and for which neglect the author considers the present 
practices are largely accountable. 

The author would here emphasise the invaluable, though indirect, 
benefits afforded to the ratepayers and citizens generally by a pro- 
gressive policy of catering for power loads at low rates, consistent 
with the financial stability of the undertakings. 

If large grants in aid are to be made in the future it will be 
practically impossible for local authorities to supply current for 
power purposes at prices which will command business, in which 
event the case for the municipality when threatened by power com- 
pany legislation is thereby so much the more weakened. 

Digressing for a moment, it is worth noting that in not a few 
local authorities are to be found those who, in addition to advo- 
cating substantial rate-aid, urge that the proper policy is not only 
to render their undertaking free from all debt in the first cycle of 
the working life of the undertaking, but also to provide moneys 
so as to present their successors with entirely new assets to begin 
another cycle. 

As Parliament has intimated ita preparedness to grant reborrow- 
ings for assets when worn out, there is surely no need to handicap 
the present development of electricity undertakings for the financial 
benefit of posterity. 

What, however, is not equitable on the large scale may be wel- 
comed in a small way. It is all a matter of degree. On this score, 
then, the action of the Local Government Board in recent years in 
advocating or compelling the purchase of services, meters, instru- 
menta, tools, spare parts, &c., out of revenue, instead of raising loan 
moneys therefor, may be welcomed. The author considers this is in 
the direct interests of supply undertakings, and in the absence of 
other checks helps to prevent the undue burdening of trading 
departments for rate aid. 

Returning tothe author's main theme, he endorses the suggestion 
made in various quarters that the matter is worthy of consideration 
at the hands of a Royal Commission. Alternatively he would ask 
why should not the Government refer it to the Special Committee 
now deliberating upon the Relation and Incidence of Imperial and 
Local Taxation. : : 

As the question is one vitally affecting the development of the 
electrical industry, the author trusts that both the I. M. E. A. and 
I.E.E. will take up the idea. 


ALD. BRUCE (Sunderland), while agreeing as to the policy of 
reducing the price to the consumer before subeidising the rates 
from the surplus profits, did not agree that Parliament should 
limit in any way rate contributions. In his opinion Parliament 
already daminated the profits made by municipalities, and if 
further legislative restrictions were introduced, there would be 
little control left at all to the municipality. He disputed the 
verrion of the Salford gas settlement given in the paper, which was 
finally arranged by mutual agreement, and argued that the present 
L.G.B. regulations safeguarded future generations, who would 
unquestionably be much better off than the present one. When an 
undertaking found iteelf with a large surplus it should revise ita 
tariff and ensure that it did not occur a second year. In conclu- 
sion, he urged that the electrical engineer and his committee were 
competent to influence the Council, without Parliamentry control. 

BaILIE SMITH (Glasgow), after pointing out the difference 
between tramway and gas or electricity undertakings, said in the 
latter case the tariff should be fixed from the balance of the previous 
years working. If prices were inflated to produce rate contribu- 
tions, it would in effect penalise the electricity users as compared 
with the Jess enterprising ratepayer who stuck to his smoky 
chimneys. 

BAILIK STEVENSON (Edinburgh), in an admirable speech, said he 
was altogether opposed to the policy of relieving the general 
ratepayer at the expense of the electricity consumer. In Edinburgh 
during the last eight years, the electricity department had con- 
tributed £49,000 to the relief of the rates. which it had been repeatedly 
urged should be placed to reserve. But the temptation to the 
Council to appropriate it had always been too strong, and as long 
as the option existed, the policy of appropration would continue, 
This was unfair to the electrical undertaking, particularly because 
the Edinburgh and Leith gas undertaking had no power to 
subsidise the rates, and thus were able to compete unfairly. The 
Edinburgh reserve fund was up to the atatutory limit of 10 per 
cent., but it was desired to provide a depreciation fund in addition 
to meet possible obsolescence—a policy which Ald. Bruce had 
criticised. In regard to the question of tariffs, they in Edinburgh 
had estimated for a surplus of only £400 on a revenue of nearly 
£140,000, on the principle of the prayer "lead us not into 
temptation, &c.," the temptation, of course, being the surplus, 
which it was always desired to acquire for the rates. He thought 
there should be unanimity in asking Parliament to take that 
temptation away, even if the limit were not fixed. 

Me. A. E. SEATON, who as a Manchester ratepayer of some 
years’ standing, jocularly drew attention to the peculiarities of civic 
promises in October, from all of which he gathered that the race 
of Ananias was not yet extinct. 

ALD. SMITH (Liverpool) urged the broader view of responsibility 
to the municipslity; the latter had a right to deal with its 
own funds in its own way. The ratepayer had a right to the 
surplus a3 a gtarautor, who would be called on in case some 
catastrophe happened to the undertaking. 

COUNCILLOR LEESE (Stoke-on-Trent) agreed with the author that 
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a limit should be set to rate appropriation ; the reference to the 
position in the Federation Act was, however, rather misleading. 

Mr. CAMPBELL, Brighton, suggested that it might be of more 
benefit to the community at large to reduce the price of electrical 
energy than to reduce the rates by & small amount. Parliament 
should be allowed to step in to safeguard the consumer, because the 
Corporation was in the position of a monopolist in electricity supply, 
and could adopt the same methods as a private monopoly. 

BAILIE WILLOCK (Glasgow) also agreed that the best policy was 
to reduce the price of electricity rather than contribute to general 
rate aid. 

MR. S. L. PEARCE, in replying, said he was surprised that Parlia- 
mentary action should be deprecated. He didn't agree that the 
Council had a right to take, eay, 4 or 5 per cent. or that it should 
receive nothing ; he suggested a middlecourse. The Parliamentary 
safeguard was wanted because electricity committees were 
absolutely powerless to sway the councils. The tendency of 
legislation was in the direction of restricting rate aid from profits, 
and he urged the absolute necessity of supplementing sinking fund 
о from a reserve fund where assets would not last their 
Btated life. 


irj 


Organisation in Electrical Undertakings. 


A PAPER on this subject was contributed by Mr. C. M. Shaw, chief 
electrical engineer, Worcester, who takes the csse of what is 
apparently a very large undertaking, and outlines by the aid of a 
skeleton chart the sub-division of duties among the staff. He 
urges that, subject to the Electricity Committee, the chief engineer 
should be responsible for the entire control of the undertaking, 
through the various departmental heads. | 

The first division is into engineering, clerical and commercial 
departments; the former covers all engineering work proper, the 
duties being divided under electrical, steam and mechanical 
engineers, distributing assistant (sub-station), mains engineer, test- 
ing (under chief assistant), chief draughtsman and chief inspector 
of street lighting, with further sub-division under each of them. 

Mr. Shaw also adds a load dispatcher to be responsible for the 
control of current between the generating station and the con- 
sumer. Under the clerical department, the duties are principally 
divided between a private secretary, chief works clerk, accountant 
and their assistants. . 

The commercial department devotes itself to sales and publicity 
work, with a manager, under whom are advisory experts for the 
different classes of work undertaken, “ business-getters," a corres- 
pondence department, showroom and construction department. The 
author outlines the duties of the various departments, and refers 
to the apparently harmonious co-operation of the central station 
and contractor in America, even though the former run wiring 
departments and sell consuming apparatus. 

He points out, however, that the wiring departments confine 
themselves to large work or work which the contractor neglects, 
such as the smallest consumers and maintenance work. 

We may mention that the relations between the central station 
and contractor in the States were discussed in connection with the 
report on residence business at the recent annual convention of 
the National Electric Light Association, and that it was agreed to 
appoint a committee to devise means of co-operation with con- 
tractors, architects, manufacturers, &c., a procéeding which some- 
what qualifies Mr. Shaw's statement. 


Мв. C. E. C. SHAWFIELD (Wolverhampton), who opened this dis- 
cussion, suggested that the author had evidently prepared for one 
of the national power houses mentioned in the presidential addresa, 
judging by his genealogical tree—at any rate, it was a station 
larger than he knew of, and was generally outside the scope of the 
average electricity undertaking in this country. The speaker then 
outlined a system applicable to the average sized plant, dividing 
the work up under generation, distribution and accountancy. 
Under the first heading, there would be responsible heads of the 
boiler house, engine room and for maintenance, while under dis- 
tribution would be included responsibility for the current from the 
station to the consumer. This section of the work would cover 
publicity, mains work and current consuming devices, but more 
particularly the latter. As regards accountancy, it was absolutely 
essential that the engineer should be responsible for the allocation 
of expenditure, and that the electricity department should have 
charge of its accounts; the accountant should be the auditor to 
certify the accuracy of the figures. : 

Mr. Harry RICHARDSON (Dundee) reminded the author that the 
object of all organisation was simplification, and the scheme was 
not, perhaps, so simple as might be. It required a higher order of 
business ability to run an electricity undertaking than to run a 
tramway, which was practically a monopoly. 

Mr. J. E. Ерссоме (Kingston-on-Thames) regretted that so 
large an undertaking had been dealt with, but its size was not 
mentioned, although the chart mentioned about a hundred heads 
of departments, He doubted the wisdom of accepting the lowest 
tender just because it was the lowest one. | 

Several Councillor members also took part in the discussion, to 
which Mr. SHAW briefly replied, pointing out that the paper had 
been prepared in a short time, and that it was originally intended 
to include the small station in its acope. 
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Pressure Regulators. 
By S. J. Watson, Chief Electrical Engineer, Bury. 
(Abstract of introductory remarks). 


In discussing the question of pressure regulators, it may be as well 
to eliminate any reference to automatic regulation which may be 
incorporated in the design of generating machinery, A compound 
winding may be termed an automatic regulator, and has been found 
quite suitable for special cases, but impracticable in ita application 
for general supply purposes. The following remarks will, therefore, 
have reference to regulators which may be provided as a separate 
piece of apparatus to the machine or machines which are to be 
regulated. ' 

It may be noted, in passing, that close regulation on a generator, 
however provided, has & oertain merket price. Such being the 
case, it appears not unlikely that, as automatic regulating devices 
become still. further improved and adopted as standard practice, 
designers may be allowed to attach less importance to regulation, 
and by so doing, improve the design in other directions, and at 
the same time effect an economy in materials and in cost. 

Automatic regulators have been designed principally with the 
object of maintaining a constant pressure on the bus-bars at the 
generating station, or sub-station, or even to produce a com- 
pounding effect, so that the bus-bar pressure may be automatically 
varied to suit the load. They may aiso be used to maintain a 
constant speed on direct-current motors, which have to deal with 
large and frequent fluctuations of load. There exists, however, a 
much wider field for the application of such appliances. For 
instance, it is usual to connect up all feeders to a common bus-bar, 
‘but feeders are usually of different length, and adjustment of the 
pressure on each individual feeder may be necessary, owing to 
variations in the locality of the load, or to changes in the power- 
factor, during different periods of the 24 hours. The ideal place 
for the regulator would be the consumer's premises, or even on each 
large consuming device connected to the system, as, however con- 
stant the pressure may be maintained at the bus-bars, or at the 
feeder points, a certain amount of disturbance to the pressure will 
occur on the distributing system, through the switching on and 
off of large individual appliances. 

It ie, perhaps, well to bear in mind the fact that, although 
voltage regulation is of the greatest importance in its relation 
tO a direct-current supply, both for lighting and power, and 
also for alternating-current lighting, the development during 
the past ten years of alternating-current motors for power 
purposes necessitates a constant motor speed for many industries, 
and this can only be obtained by maintaining a constant speed on 
the prime movers. Where the fluctuations of load are large, it muy 
be necessary to apply the principle of the pressure regulator to the 
governor of the engine or turbine, so as to ensure, not only a con- 
stant voltage for lighting, but also an absolutely constant fre- 
quency for power. | 

Probably the best regulator for a direct-current supply system is 
a storage battery of large capacity, with an automatic booster or 
regulating switch controlled by the bus-bar pressure, In addition 
to acting as a-regulator, the battery would be found exceedingly 
useful at the time of a breakdown or other emergency. 

The principal requirement of an automatic regulating device is, 
of course, that it should be, at all times, and under all conditions, 
completely automatic in its action. Unfortunately, few automatic 
devices are free from trouble in this direction. 

The majority of the instrumenta used for the purpose of con- 
trolling the pressure of supply, consist, either of a movable iron 
core, inserted in a shunt coil, or of a movable shunt coil, which can 
rotate between the poles of a permanent magnet. The shunt coils 
in both cases being excited from the bus-bars If the bus-bar 
pressure falls, the movement of the core or the shunt coil is in one 
direction, and if the bus-bar pressure rises, the movement is in the 
other direction. 

With ordinary changes of pressure the movement produced, and 
the power exerted, is quite small; it is, therefore, necessary to 
magnify the movement or to use relays, in order to obtain a 
sufficient range of regulation, and the mechanical power required to 
operate an auxiliary regulating device. 


By means of the auxiliary device, which may consist of a small 


motor or solenoids, regulation is obtained by: (1) Moving the 
switch which varies the resistance in circuit with the field- winding 
of the generator ; (2) varying the field of & small, separate, exciter 
supplying the field of the generator ; or (3) diverting more or less 
of the field current of the generator, 

When a number of generators are run in parallel, a regulator 
may be used, controlling them all,in which case any variation in 
load is distributed equally over all the plant, or with one generator 
only, which will then deal with the fluctuations and allow the 
other plant to run at constant load. 

Regulators are usually provided with hand adjustment to 
enable the bus-bar pressure to be varied, when necessary, to suit the 
load conditions, 

Quickness of operation and closeness of control must always be 
special features in automatio regulating devices, particularly when 
a mixed system is supplied from a common bus-bar; but for 
lighting purposes only extreme sensitiveness in the instrument is 
not so essential. А variation in pressure of 1% per cent. up or 
down over a period, say, of 20 seconds, would in such a case, give 
almost as good results in practice as absolutely instantaneous 
operation, but where lighting is supplied for general purposes from 
а power main dealing with a large and fluctuating load, or from a 
railway supply, a similar regulator would be almost useless. 

It is difficult to express the value between a system where the 


pressure regulation is good and where it is bad: but that dt 
must have a very real value from the user's point of view, is 
undoubted. 


Mr. FRANK AYTON (Ipswich) commented on the necessity of 
automatic regulation where both power and lighting were supplied 
from the same mains. The introduction of some large motors at 
Ipswich had led him to investigate the matter, and after inspecting 
the excellent working of the Taylor-Scotson apparatus at Sunder- 
land, he had decided to install two similar regulators, one between 
the outers and the other in the midd!e wire where the worst out- 
of-balance occurred. 

Mr. Н. M. TAYLOR (Middlesbrough) spoke at length on the sub- 
ject of automatic regulation, pointing out that the great trouble in 
D.C. supply was voltage variation in the feeders, not in the bus- 
bars, and that, no doubt, a similar state of things would occur with 
А.С. feeders as they got loaded up. He described in detail the 
method of using regulators in Middlesbrough for keeping a constant 
pressure at any desired feeding point. On most D.C. systems the 
out-of-balance variation was more serious than the voltage variation 
in the outers, and this called for the use of a series booster in the . 
neutral. Simultaneous regulation of all generators should be pro- 
vided, and the regulating apparatus should be applicable to any 
kind of plant. Mr. Ayton's arrangement provided for regulating 
the neutral at a different point to the outers, and a pilot board 
should be used to allow for regulating any required point. 

MR. A. H. Watson (B.T.-H. Co.) described at length the Tirrill 
regulator; he thought the Thury device was admittedly slow in 
action, and that the Brown-Boveri apparatus was an improvement. 
on the rheostat arrangement, The checking action of the Tirrill 
regulator was, he thought, preferable to the pendulum control 
adopted in the Taylor device, and it seemed that the failure of the 
latter would upset the excitation unless the booster were hand regu- 
lated by the central zero voltmeter. It was a coincidence that one 
of the first stations to use a Tirrill regulator was Harrogate, but 
generally it was surprising that automatic regulation was not more 
often adopted by electric lighting stations. 

Мв. C. E. C. SHAWFIELD (Wolverhampton) described how the 
synchronism of rolling-mill loads in his undertaking sometimes 
gave 50 to 75 per cent. overloads on the running plant and made 
automatic regulation imperative. He had used the Tirrill regulator 
for some time, and its defect was that, without warning, the regu- 
lating contacts would remain either in the open or closed position, 
sending up the bus-bar preesure to, say, 7,000 volte, with damage to 
lamps, or dropping it to, say, 3,000 volte, which meant practically 
a shut down. Careful attention would not prevent this occurring, 
and an abnormal peak was certain to bring it on. As a result of 
this, he had installed a Brown-Boveri regulator, and found that, 
while it controlled within 13 per cent. (as compared with under 
1 per cent. in the case of the Tirrill) it was was quite reliable and 
free from the defects of the latter. 

Mr. J. E. EpGcomeE (Kingston.on-Thames) mentioned the 
excellent regulation obtained at Kingston, where a large motor had 
upset the 2,000-volt supply during the day, and the Tirrill 
regulator had been introduced to take care of this. He was now 
faced with a more difficult problem of providing a regulator which 
woald deal satisfactorily with the load when two direct driven 
exciters were installed to run in parallel with three steam driven 
exciters. He thought both nickel and silver contacts were employed 
in the Tirrill contacts which had not given much trouble. 

Мв. А, H. WATSON here said that silver relay contracts were usually 
supplied, but they were not so satisfactory on low voltage exciters 
as platinum contacts, and Mr. Shawfield added that he had used 
both silver and platinum alloy contacts and found only slight 
improvement with the latter. 

Mr. A. J. BECKETT (Bridlington) mentioned the effect of the 
illumination load (20 per cent. of the total) which came on in the 
evening at his town, and had been met by installing a Tirrill regn- 
lator; he was also installing a C.M.B. balancer to deal with the 
balance in the town. ; 

Mr. W. J. BACHE (Cheltenham) mentioned having installed a 
Taylor-Scotson regulator, which was necessitated by having 
recently added a traction supply ; he regulated on a feeding point 
2,000 yarde away. 

Мв, C. TURNBULL (Tynemouth) said he had considered both the 
Tirrill and Taylor-Scotson devices, but not being able to afford 
them had borrowed the design of an arrangement made and used 
by Mr. Watson, at Bury, and having copied this for himself, found 
it quite satisfactory in use, although not so good as the previously- 
mentioned devices, Electric cooking would not be satisfactory on 
a three-wire system on account of pressure variation, even though 
the feeding point was regulated, and he suggested as a solution 
distribution from А.С, sub-stations equipped with automatic 
regulators. 

Мв. A. C. CRAMB (Croydon) agreed that so long as the Tirrill 
apparatus was not subjected to severe use it behaved satisfactorily. 
The Tirrill apparatus. however, had to be added for each machine 
with increasing expense, while one Taylor-Scotson apparatus 
would provide for all of them. 

Mr. S. J. WATSON, in replying, alluded to the necessity of 
arranging that voltage reyulating apparatus should automatically 
cut iteelf out of action if anything went wrong. 


Baildon Electric Lighting.— The U.D.C. has passed a 
statutory resolution to apply to the B.O.T. for- a prov. order for 
electricity supply. 
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COMBINED SWITCH AND PLUG 
CONNECTORS. 


Bx DONALD SMEATON MUNRO. 


Тик 1911 Wiring Rules of the Institution of Electrical 
Engineers and the new Home Office Regulations both dwell 
at some length on the importance of controlling flexible 
cords by switches at the supply end. | 


In many towns it has always been the practice to fit a con- 
trolling switch for every wall socket, or small group of 


sockete, and in other districta the precaution has been almost 
universally ignored. 


It is found in practice that the use by the consumer of 


such separate switches is neglected, very often because they 
are placed at some little distance from the socket and plug 
which they control Even when they are fitted close 
together, ғау, on the same block if switch and socket are of 
raised pattern, or in the same box if they are of sunk flush 
pattern, the two separate accessories are somewhat clumsy 
and expensive to fit. 
and even when the socket is of the smallest size, the whole 
fixture with its containing box is large and awkward to fix. 
There are now on the market several forms of combined 
switches and sockets. Unfortunately, they are mostly 


applicable to fitting above the wall or baseboard surface. 


Tbe requirements of a good switch and socket are difficult 


to combine in a compact form. The moving parts are поё. 


conveniently accessible for repair. Some of these combined 


FIG. 1. 


Fic. 2. 


P d 


patterns are needlessly complicated by arrangements whereby 
the switch is off before the plug can be withdrawn. 
This quality is, perhaps, desirablé in an explosive atmos- 
phere, but for ordinary use it is unnecessary, as even should 
the switch be left accidentally **on " when the plug is pulled 
out, the break caused by the prongs is a double-pole one, 
and the spark is therefore very slight. 

In actual use the flexible cord is apt to get broken or 
pulled out before the user notices that there is a trick about 
the arrangement. Some forms of combined sockets and 
switches put an unsafe stress on the contact pins, and are 
ю arranged that the pins enter by the side of the plug 
instead of the front, so that the plug is liable to fall out and 
the flexible is apt to be bent sharply at right angles. | 

There is a further drawback that where ordinary sockets 
are already fitted switches cannot; now be added, to comply 


with the Insurance and other rules, without changing the. 


whole appliance and probably also injuring the surrounding 
decorations. There switch sockets are, therefore, but 
sparingly used. | 

| There are some advantages, the writer considers, in com- 
bining the switch with the movable plug instead of with the 


fixed socket as has hitherto been the practice. Two forms. 
of this arrangement for which patent rights have been 


applied for are illustrated in fig. 2. 

In the larger size a flat pattern tumbler switch is chosen. 
Instead of having two holes for the hard wires to enter, it 
carries instead two stout split contact-pins projecting behind, 


Fig. 1 shows a common arrangement, 


of a size and position to fit any desired make of plug 
socket. m | un ү 

Grooves for the flexible wires are provided in the base, as 
is also an axial exit passage, so that the twin or triple 
flexible may enter and be connected to appropriate terminal 
sockets. The switch is thereby converted to serve also the 
purposes of a plug from which the flexible.conductors emerge 


downwards, leaving the switch “ dolly ” and gear unaltered. 


The base of the switch makes an effective band guard, 
and a grip for the fingers is formed by fitting a shallow- 
trumpet-shaped piece on the centre screw of the switch, as 
shown, or the china base or spun cover may be suitably 
shaped to form a convenient handle. | 

In places where it is desired to have a very small plug, 
the miniature piston type of switch as shown is applied, and 
this is quite neat and effective for single iamp control. 


BULK SUPPLY IN DURBAN, 


[FROM OUR SPECIAL CORRESPONDENT AT DURBAN.] 


PREPARATIONS have been in hand for some time at the 
Durban Corporation Electric Power Station for the supply of 
electric power in bulk to the Government of the Union of. 
South Africa for the railway and harbour requirements in 
Durban and district, and on Sunday, June 2nd, tbe change- 
over was satisfactorily effected. ТЕ. 
, This means the shutting down of the Government power 
station, which is only a-few years old and was described on 
page 299 of our issue for August 21st, 1908. 

'The building now becomes one of the sub-stations at which 
point the bulk of the supply is taken from three Corporation 
mains at 6,600 volts three-phase 50 periods. 

Tne cables were supplied by Messrs. Callender's Co., and 
are of three-core 1 sq. in., paper-insulated, with copper 
earth shield, which, after laying and jointing, were tested 
to 10,000 volte. | DE 

At the sub-station there are five Reyrolle standard three- 
phase switch panels, for controlling the various incoming 
and outgoing cables ; the outgoing cables are two in number 
and they were laid by the Government at the time the plant · 
was put in; these also are 1 sq. in. three-core, and are for 
supplying power for the Point and Bluff. 

At the Point section, current is taken at 6,600 volts 
three-phase and also 500 volts p.c., the conversion from 
three-phase to b. C. being effected by the previously installed 
300-kw. La Cour converters, now taken over by the Cor- 
poration. 

At the Bluff section, current is taken at 6,600 volts 
three-phase into the Government sub-station as before, but 
in this. case the Government do the converting. 

Under the agreement between the Corporation and the 
Government, the former takes over certain of the plant, for 
which payment will be made to the extent of about £26,000, - 
while the Corporation itself has entailed an expenditure 
of about £50,000 for the extension of plant to meet this 
bulk supply, and also for future requirements in Durban 
and district. Among manufacturers and other users of. 
machinery, the plant taken over by the Corporation from 
the Government is as follows:—Two 750-Kw. Willans- 
Parsons turbines, with three-phase 6,600 volts 50 periods 
Bruce-Peebles generators ; two surface condensing plants 
and circulating pumps; two 300-Kw. La Cour converters ; 
and cables between works and Bluff. 
` The new plant installed by the Corporation is as follows: 
Two 2,000-kw. Parsons turbos three-phase 6,600 volts 
50 periods; one barometric condenter (Mirrlees-Watson) ; 
two B. & W. boilers, 28,000 lb. evaporation, with chain- 
grate stokers ; extension of cooling tower and pumping plant ; 
three-phase switch panels. : 

The agreement is for 15 years, and the very low price of 
3d. per unit has been fixed upon with a minimum of 2} million 
units per annum, and it may be of interest to mention that 
this price is far away the lowest rate for bulk supply in 
South Africa, as will be seen by comparison with the other 
Government bulk supplies, as follows :— 
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Durban . . ‘76d. per unit, 24 million units minimum Association of Mayors of the State referred to has endorsed 
„ oo " | Т в n " the Ontario policy, and has asked the State Legislature to 
„Port Elie ben 2d. „ 150,000 „„ н work on similar lines. The Conservation Commission of 
East London. 3d. „ 125,000 „ 2 Oregon is also considering how to promote a similar under- 


The average day load taken by the Government is about 
1.200 Kw., and at night 300 kw. This will very materially 
help to flatten out the peak and tend to more econcmical 
running, and .now that the Corporation are in a position to 
incet practically all demands for power, it is expected that 
other consumers will follow on; in fact, already one brick 
company is taking three-phase current for two 300-H. P. 
motors at a distance of five miles from the centre of the 
town. It might be of interest to mention that this new 
load will bring the output of units sold from the Corporation 
power station to nearly 12 million units per annum, and the 
next municipal year should see this figure reached if not 
exceeded. Considering that the population of the town is 
about 34,000 whites and the same number coloured, the 
average consumption per head of population far exceeds that 
which obtains in most English towns. | 

Touching briefly on the financial side of the undertaking, 
considering the output the capital expenditure of £350,000 
cannot be considered excessive. 

The cost of production is also a creditable figure for a 
Colonial town where wages and coal are high, being 9d. per 
unit sold, excluding capital charges. 

It is hoped later on to give a full account of the exten- 
sions at Durban, as since our description of the plant when 
first laid down in 1900 many additions have been made and 
plant has been replaced, causing quite a transformation in 
the power station. 


NOTES FROM CANADA. 
[FROM OUR SPECIAL CORRESPONDENT. | 


AN event of importance in the Canadian electrical world is 
the Convention of the Canadian Electrical Association, which 
meets this year at Ottawa during the current month. The 
programme includes the presentation of reports by various 
sectional. committees, visits to places of interest, and a 
number of papers will be read. 

Work is now in progress on a civic hydro-electric plant 
for the city of Prince Albert, Saskatchewan. The water 
power available is some 12,000 H.P. under a head of 30 ft. 
The transmission line voltage is to be 35,000, stepped down 
to 23,000 in the city. Altogether the scheme will cost 
nearly a million dollars. | 

The double tracking of the C.P.R. throughout the British 
Columbia section is contemplated, the probable cost being 
about £1,250,000; such an undertaking, it is reported, 
would not have been thought of for many years to come, 
but for the fact that the Panama Canal is approaching com- 
pletion. Activity is also apparent, for the same reason, cn 
other trans-Continental lines. | 

A Toronto morning paper points out that the finarcing 
of the great works in band, or about to be undertaken, by 
these railway companies has been rendered much easier 
owing to the beneficial effects which it is recogniscd the 
canal will have on the trade of British Columbia. The 
following sentence from an editorial in the paper referred to 
is worth quoting :—“ It will be the policy of that Govern- 
ment (i. e., the Provincial Government of British Colombia) 
“to keep railway freights low enough to favour British 
Columbia ports for Western Canada's incoming and out- 
going merchandise. British manufactured goods will be 
shipped to such centres as Regina and Edmonton by way of 
the Panama Canal and the ports of Vancouver and Prince 
Rupert. The lower through freight rates will give British 
manufacturers a new advantage in the competition for the 
market of Western Canada.” 

Reference was made recently in these notes to the fact 
that a deputation from New York State was investigating 
the operations of the Hydro-Electric Power Commission of 
Ontario. It is now re; orted that this Commission may be 
the pattern for similar public enterprises in the States. The 


taking. 

The event of the week in Toronto has been the visit of the 
British manufacturers who arrived in Canada recently. 
Although the object is to, if possible, enter the Canadian 
market, thus constituting themselves competitors of the 
Canadian manufacturers already on the spot, the latter have 
extended every courtesy to the visitors. Toronto itself gave 
them a civic welcome, and they were invited to locate factories 
in the “ Queen City," and were also informed that the city 
would do everything in its power to assist them by supplying 
any desired information and giving them every facility it 
could. Everywhere they are being received with open 
arms. | 

The visitors, although they have as yet seen only Eastern 
Canada, are greatly impressed with her resources and the 
future possibilities of trade. The representatives of some 
firms have already decided to recommend that a factory or 
works should be established here, while others are evidently 
prepared to consider the matter seriously. 

In some quarters it would appear that present practice 
and fashion, which are mainly based on American ideals, 
militate against the British manufacturer; these factors 
have to be reckoned with, as the average Canadian is very 
conservative, and is little or no more inclined to depart from 
what he bas been used to all his life than the average 
Britisher, who is supposed to have a special reputation of his 
own on this point. 

The repeated strikes in the British labour world are 
going to be a very serious thing for home firms; already 
one hears that over here people wonder whether it will 
be worth while to send an order to Great Britain; they 
ask themselves when the goods are likely to be delivered 
should another strike occur. What a pity that the British 
workman is so blind to this aspect of affairs ! 

The Hydro-Electric Power Commission of Ontario is still, 
like a well-known whisky, “forging ahead" ; every month 
fresh applications for power are being made by towns and 
villages. Starting with 13 municipalities taking power, 
some 18 months ago, there are now 29 being supplied, and 
many others anxious to participate in the scheme. 

Rules, having for their object the minimising of the life 
and fire risks connected with electrical work, are now being 
drafted, and a chief inspector has been appointed to organise 
inspection work in all tbe municipalities throughout the 
province. 

The work of this department, if efficiently carried out, 
should prove a boon in this country where, from an electrical 
standpoint, life is regarded far too cheaply. One is glad to 
find, for example, that the Commission has very wide powers 
in relation to overhead wires, as it can order all such as are 
considered to be a menace to the public safety to be placed 
underground. One has only to see the wires in any large 
town here to realise that the linemen take their lives in 
their hands whenever they climb a pole; accidents and death 
to such men are of very frequent occurrence. 

The Commission is also going to erect at once a large 
building to serve as a testing laboratory and stores, for 
supplies which will be bought in bulk by the Commission 
and retailed to the municipalities. 

Next week a demonstration is to be given for the benefit 
of the farmers in a certain district, to show them the multi- 
plicity of uses to which electricity may be applied on a 
farm. 

It has been decided to spend £35,000 on electric light 
and power machinery, and £16,000 on extensions to the 
distribution system at, Saskatoon, Saskatchewan. 

The city of Edmonton, Alberta, has recently placed orders 
for а 2,000-Kw. turbo-alternator, a 750-KW. D.C. generator 
direct-coupled to a steam engine, and а 425-H.P. three- 
phase motor. | | 

So far as the writer is able to judge at present, the oppor- 
tunity of the British manufacturer lies in motors of fair 
size, generators, and switchboards, rather than in acces- 
sories, small motors, &c., though there are possibilities even 
in the latter items. Unfortunately, it is doubtful if home 
firms will ever be able to enter the field for apparatus, 
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switchgear, &c., for the very high voltages now coming into 
use on this side of the Atlantic, owing to lack of oppor- 


tunity of gaining practical experience with pressures of 


100,000 volta and upwards. 


A field which is likely to develop over. here is the use of 


sub-stations with transformers and the necessary switch- 
gear put out in the open air and merely fenced round to 
prevent people from getting shocks, thus saving the cost 
of a building where this is not essential to the satisfactory 
operation of the sub-station. Several such stations are in 
operation in the United States at the present time. 


512, Continental Life Building, Toronto. 


CORRESPONDENCE. 

Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


Indirect Lighting. 


The article and correspondence which have appeared in 
your issues of June 14th-28th are of considerable interest at 
present, as this system of lighting is now more widely 
adopted. ' 

Having been one of the first firms to introduce this system 
for metal-filament lamps, we venture to suggest that the 
best type of fitting is one designed to combine a certain 
үн of transmittted light with reflected or indirect 
light. 

Tbe quality of the glass in the opalescent shade used in 
such fittings is of the greatest importance in securing efficiency 


and adequate diffusion. It must not be too dense, so as to 
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absorb much light, but still dense enough to screen the lamps 
from view and give a soft, diffused light, without any glare. 
The disadvantages of the latter have been fully pointed out by 
“ Whistlefield.” | 

When dealing with candle-powers of 300 to 600, as now 
in demand, it is eseential to arrange the lamps in a vertical 
group of three to six. | 

In our experience it is impossible to rely on ceilings and 
walls for efficient reflection in all cases. They can be de- 
signed and decorated to give an ideal system of indirect 
lighting, but in practice they are often of colours which 
absorb light instead of reflecting it. 

By the design adopted in the Adnil” fittings (shown 
herewith), the illumination is made largely independent of 
the ceiling and walls, & large conical reflector of diameter 
16 to 214 in. being permanently used. This acts in con- 
junction with the opalescent shade referred to, and the 
required foot-candle illumination can be arranged to be 
uniform over large spaces with maximum efficiency. 


ondents should forward their conmuni- . 


A central indirect light fitting, with lamps screened by an 
opalescent shade, as used in the Adnil system, is preferred 
by many on account of its being more sightly in appearance 
than a metal lower shade, as used by some manufacturers for 
purely indirect lighting. 

The various arrangements proposed by your correspondents 
are ingenious adaptations of standard material, but do not 
provide for high candle-power so as to compete with indirect- 
light arcs. and for such cases would apparently be more costly 
than special fittings as above. 

The “ Adnil " fittings bave now been installed in many of 
the largest works in the ccuntry, and to suit the most varied 


requirements of illumination. 
Adnil Electric Co., Ltd., 


S. G. LEACH, Manager. 
London, E. C., July 2nd, 1912. 


— ——— — 


Publicity. 


We bave read with interest the article under the heading 
„Some Second Thoughts on Publicity," which appears in 
your issue dated April 26th, and, bearing on this subject, it 
may interest you to know what has been done in the direction 
of publicity by the Sydney City Council, at the instigation of 
Mr. H. R. Forbes-Mackay, the chief electrical engineer, in 
order to popularise and extend the use of electricity along 
the routes of new mains. This takes the form of a 26-page 
illustrated pamphlet, in which a great deal of useful informa- 
tion in respect to the relative costs of driving machinery by 


different methods is set out in tabular form by Mr. G. A. 


Julius B.Sc., M.E., who also contributes the introductory 
matter. M 

The managers of several local factories operating their 
plant by means of electricity supplied through the Council's 
mains were interviewed, and their experiences are given, 
together with photographs of electrically operated machinery. 

Works inspected and reported on include those cf builders, 
box-makers, timber yard, cordial factory, flour-milling com- 
pany, a large drapery establishment, printing works, &¢. 

Under separate cover we have pleasure in sending you a 
copy of Power,” which is the title of the pamphlet 
referred to. This is published by Mr. Critcbley Parker, of 
the Australian. Mining Standard, Engineering and Electrical 
Record, for the Sydney City Council, and is intended for free 
distribution within the area covered by the Council's mains. 


Critchley Parker. 
Melbourne, May 29th, 1912. 


An Objectionable Clause. 


From “ Fairplay's" first letter I gathered he wanted the 
contractors to combine to except the objectionable clause 
from their tender. By so doing (if the clause was knocked 
out) it would leave the contractors in the position that is 
now held by the Trade Unions Codlin or Short. That is 
how it appeared, I feel sure, to the majority of your readers. 

„Fairplay now comes out as an upholder cf Trade 
Union rates and conditions, and admits that all labour is 
underpaid. Then, according to Fairplay,” if wages rise 
the trade of the country goes abroad, «с. What a blessing 
it would be if no wages were paid at all, then, evidently, 
this country, or any other for that matter, would capture all 
the work of the world! Then we find, according to “ Fair- 
play," that whenever, through the efforts of Trade Unions, 
wages have risen, unemployment has been more rife. In. 
the same breath Fairplay” tells us that No thinking 
man would deny the good done by Trade Unions in the past 
in bettering the lot of the workers." Both statements can- 
not be right. Which is true? 

Fairplay goes on to tell us we are petted and 
pampered ; we have grown mighty in the land. Just so; 
that is the reason that one sees so many advertisements in 
the “ Wanted" columns of the Review. Then Fairplay 
goes on to tell the world that my organisation is weak. 
Possibly so, in London; but from the rush to join that has 
been going on recently, that statement will soon be a state- 
ment only. His next gem. That the E. T. U. is one which 
most of the best men in the trade ignore," is false, and I 
challenge him to prove it in London even. I maintain that 
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the majority of the best men in the trade in London are 
now in the ranks of the Electrical Trades Union. A large 
number of our members at present do not consider it 


-advisable to wear their hearts on their sleeve. It might 


mean tlie sack if some of their masters, fair contractors I 


think they are called, got to hear of it. 


The last part of Fairplay's article is rare and refreshing. 


My followers, is fine, and although up to the present I have 
not been appointed sole arbitrator," most workmen (and, I 


suppose, workmen, equally as much as contractors, have 
certain rights), would rather the E. T. U. be the judge than 
some contractors that we wot of. In reading the corres- 
pondence on this matter one of our members remarked, 
„ Fairplay’ is clever; Mr. Collins is easy." I trust 


neither gentleman will take that as flattery or insult. 


It is apparent to the merest outsider that Mr. Collins's 
tirade against Trade Unionism answers itself. I have re-read 
Mr. Collins's first letter, and it certainly is most convincing. 
I can quite understand his suggestion for the total abolition 
of anything, in any clause, appertaining in the slightest 
degree to Trade Unions. Yes, Mr. Collins, I should most 
certainly think it a crime if a contractor made a mistake 


‘in the rate of wages paid. the same sort of crime as if you 


discovered one of your workmen taking home a coil of wire 
by “mistake.” Both are robbery, and the sentence should 
be the same in each case. 

For the benefit of your readers generally, and Mr. Collins 
in particular, I should like it to be generally known 
that the Electrical Trades Union is not permeated with 
Socialistic rot, but is an organisation that is out to raise 
wages and better conditions for the men employed in our 
industry. I have just heard that this particular contract 
has been placed, and the objectionable clause remains; and 
I trust that the contractor will act up to the letter of his 
contract. "Then there will be no friction between my society 
and himself. If, however, he attempts to“ rob " his work- 
men, then it is within the bounds of possibility that one of 
the sole arbitrators may be 


W. J. Webb. 
Lohdon, S.W., June 29th, 1912. 


THE NON-FERROUS METALS EXHIBITION. 


ALTHOUGH the title of this Exhibition did not appeal very strongly 
to the electrical engineer, there were many exhibita of more or lees 
direct interest to him. The Exhibition, however, fell very far 
short of what it might have been; it was Jargely confined to pro- 
ducts, whereas there was great scope for the display of processes, 
in every stage from the reduction of the ore to the finished article, 
and it is to be regretted that the opportunity was not more fully 
utilised. 

Amongst the exceptions to the foregoing remarks were the 
RAPID MAGNETTING MACHINE Co, LTD., who exhibited several 
of their latest types of machines for removing magnetic particles 
from " non-ferrous” substances. The rotary machines have been 
described in our pages; they are intended for dealing with 
materials containing large quantities or large pieces of iron. A 
new type of separator has recently been introduced for cases 
where the percentage of iron is small, but must be completely 
removed. It consists essentially in a succession of iron bars fixed 
transversely in an inclined shaking trough, and partly covered 
with brass plates, which, however, allow the iron bars to 
form shallow steps; the material to be sorted is fed from a 
hopper over a shaker feed tray into the shoot, the inclination of 
which can be varied to suit the material. As the stuff slides 
slowly down the shoot, the iron bate, which are magnetised from 
below, arrest the magnetic particles, and these are pushed over the 
front of each step, clinging to the iron, while the non-magnetic 
material passes over the top of the step. As there are a great 
many bars, it is almost impossible for a particle of iron to 
escape contact with one or other of them, so that the iron is very 
thoroughly eliminated. The iron collected is discharged at 
intervals into a bucket by stopping the feed and switching-off the 
current, tbe operation taking only a few seconds. The machine 
exhibited can deal will 40 to 60 cwt. of braes turnings per day of 
10 hours, with a current of 3 amperes at 110 volta. 

Messrs. THEEMIT, LTD., had a stand, at which they showed а 
variety of metals and alloys produced by the alumino-thermic 
process, which yields products aniform in quality, and absolutely 
free from carbon. They showed also a number of interesting welds 
effected by the Thermit process, cut in halves to show the com- 
pleteness of the welds ; broken cylinders, shafts, and other castings 
and forgings can be repaired by this means. The process of welding 
steel tram-rails was demonstrated by a miniature cinematograph, 
with a screen about 15 in. x 18 in., which formed a very effective 
and interesting exhibit. We understand that all such welding is 
done under the direct supervision of one of the company's permanent 
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staff of welders. The company claim to be welding 90 per cent. of 
all tramway trackwork in this country, and recently, as the result 
of comparative teste, have secured the L.C.C. tramway welding 
contract, having already welded 20 miles of track for the Council. 
MESSRS. GEORGE JONES, LTD., Birmingham, showed some elec- 
trically-driven rolling mills of substantial construction; MESSRS, 
DUGDILL'S PATENTS, Faileworth, had a stand of their patent 
fittings; Messrs. JAMES Воотн & Co., LTD., Birmingham, showed 
a great variety of sections of extruded brass and copper, including 


turbine blades and commutator segmenta, while the allied firm of 


SAMUEL BooTH & Co. showed electric light fittings. THE BRITISH 
ALUMINIUM Co., LTD., MEssns. H. ERHARDT & Co. (tinfoil manu- 
facturers) and Messrs. LocKE, LANCASTER, & W. W. & R. 
JOHNSON & Sons, LTD. (lead and litharge merchants), showed 
their respective manufactures; Duralumin made a noteworthy 
exhibit at the stand of Messrs. VICKERS, LTD., and the SULPHA- 
LIUM Co. aleo had a stand of their products. Ribbon metals and 
strip solder were shown by the BRITISH LEAD Co. Switch-plates 
were shown by MR. JAMES SMITHIES, of Wilmslow, and wire- 
drawing machines were in operation on the stand of MESSRS. 
W. H. A. ROBERTSON & Co., LTD., Bedford. Copper and braes tubes 
and numerous other manufactured metals were well represented. 


ET) 


ELECTRICAL ACCIDENTS IN 1911. 


THE annual report of the Chief Inspector of Factories and Work- 
shops to the Home Office, issued last week, contains the report of 
the electrical inspector, Mr. G. Scott Ram, which is given in abstract 
below :— 


TABLE I.—ACCIDENTS AT ELECTRICAL GENERATING STATIONS 
AND SUB-STATIONS IN 1911. 


The emall figures relate to fatal accidents, and are included in the 
principel figures. 


| Public supply | 
8 lons АП Other 
Description. clesie and stations. 
| tramways. 
(1) | Qo (3) 
Non-electrical :— 
At engines, pumps and generators 05 18 4 
At boilers and steam plant “as sis 39 6 
At coal-handling plant сав m 18! 3 
Falls ... КР e na 2 "m 76^ 8! 
Struck by falling bodies ... РР — 28 — 
Miscellaneous 0: sis m sit ^] 91! 17 
-— — üä—ᷣ —— 
Total. 270 381 
Electrical :— —d 1 — — 
At switchboards when engaged in ordinary 12 | 5 
routine work—mostly due to faulty de- 
sign of apparatus or to mistakes on the | 
рагі of the switchman. | 
Cleaning, repairing, &c., at “live” switch- 20 2 
boards or other live" conductors. 
Cleaning, repairing, or other handling of | 
switchboards supposed to have been | 
made dead — | 
Skilled persons m 3! | — 
Unskilled persons. — — 
Adjusting brushes & cleaning oommutators 9 | 3 
Miscellaneous s hs iat "S 12 | 1 
Total is TN 63! | 11 


! 


The number of mechanical accidente is about the same as in the 
previous year, and calls for no special comment. The number of 
electrical accidents was somewhat greater—74 against 58 last year 
—the number of fatalities, 4, being the same. With few excep- 
tions the causes of the accidente were similar to those which I have 
described in detail in former reports. In working on & dead 
portion of a high-tension switchboard, adequate screening of 
adjacent live conductors is not always provided. In one of these 
cases the man received a shock and severe burns from a 6,000-volt 
system. He was rendered ineensible, but was brought round by 
artificial respiration, and was able to return to light work in about 
six weeks, In another similar case, the man was killed outright on 
a 20,000-volt system. Screens were actually provided in this case 
and were lying on the floor unused. The actual work in hand was 
upon some apparatus about 2 ft. or 3 ft. from the floor. There were 
live conductors above, about & ft. 6 in. from the floor. It was over- 
looked that in reinstating the apparatus a man might climb on to 
a part of it, and so be within reach of the live conductors. | 

Several accidents occurred in cleaning extra-high-tension switch- 
boards. In one case—in a sub-station—a cell had been made dead 
and the door opened for cleaning. A second door was then opened 
before the conductors had been made dead. The cleaner went into 
the second chamber and received a shock between his hand and 
neck. A heavy short-circuit occurred, bringing out the circuit- 
breaker at the generating station. The man was badly burned and 
was rendered insensible, but was brought round by artificial respira- 
tion, and was able to return to work in a few weeks, In another 
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case, in а generating station, the switchboard was arranged in two 
sections во that either could at any time be made dead for cleaning 
or other work, bat was not otherwise subdivided. There was an 
interconnecting switch at the end of one section, but not screened 
off. This switch could have been made dead by means of isolating 
switches in the gallery below, but this had not been done, and it 
was therefore live on one side. The man who was cleaning, who 
` was also a switchboard attendant, touched this switch, and although 
severely injured by shock and burns, his right arm having to be 
amputated at the shoulder, he escaped with his life. In subsequent 
legal proceedings, the responsibility for the accident was held to 
lie with the injured man himself for going into the chamber while 
the interconnecting switch was alive. In another case, а man was 
cleaning insulatoss with exposed conductors at extra-high-presrure 
close by. He was severely injured, but not killed. In another, a 
sub-station attendant received a shock at extra-high pressure, 
apparently through his own fault in not making sure whether the 
current had been switched off at the generating station end of the 
line before starting to clean the apparatus. Another high-tension 
accident occurred to a man working in a switchboard cell, and 
appears to have been due to the stupidity of the man in charge in 
allowing the pressure to be turned on before the work was com- 
pleted. In another case, a competent man was fixing a guard 
at some high-tension apparatus with wire. As might have been 
expected, the loose end made contact with a liveconductor. Intte 
second fatal case a competent and experienced man appears to have 
forgotten that the oil switch which he was examining was live, 
and touched one of the terminals. It is remarkable that of the 
above nine accidents on high-tension or extra-high-tension alternat- 
ing systems, only two had fatal results. 

Several accidenta occurred through men making short circuits on 
direct-current medium-pressure systems. Some were due to the 
omiesion to take any kind of precautionary measures. Thus, 
ordinary engine room spanners were used in several cases to 
tighten up nuts at the backs of switchboards, no precautions by 
screening or otherwise being taken, the spanner being applied to a 
live nut on one pole, and bare bus-bars or other conductors on the 
other pole being only a short distance away—less than the length 
of the spanner. The extraordinary thing is that such things are 
done by switchboard attendants of experience. Much of the blame 
often, however, lies with the employers or their responsible 
engineer in not providing special insulated spanners or other forms 
of temporary protection in view of work on live conductors 
becoming neceseary. In one case, two assistant engineers proceeded 


on the above lines to tighten up a live nut on one of the main . 


connections behind the bus-bars at the back of the switchboard, 
and produced the inevitable short circuit. 'They were both burned, 
but not very badly. The short circuit apparently produced a surge 
with probably & big rise in the pressure on the breaking of the 
short-circuit current, with the result that a flash-over occurred at 
another part of the switchboard several feet away, at a place 
where the positive and negative conductors on & marble panel were 
barely 1 in. apart without any insulating division between. The 
normal difference of pressure between these conductors was 580 
volta, and although this would be a long way below that necessary 
tostart an arc between conductors in eir, it might conceivably do 
во without difficulty if dirt or dust were allowed to accumulate on 
the surface of the marble. There is no doubt, however, that on 
the breaking of a very heavy current such as would be caused by a 
short circuit on a station switchboard with 2,000 or 3,000 Kw. 
behind it and with no circuit-breakers on the generators, a very 
great momentary rise in pressure might occur. On 550-volt 
traction switchboards it has been proved that the operation of a 
feeder circuit-breaker on heavy overload may produce a momentary 
rise of preasure of over 10,000 volts, The design of the switch- 
board, with the main conductors placed so closely together, was 
obviously at fault, as even under normal conditions accidental 
short circuit might be readily brought about, and the mere 
cleaning of the surface of the marble between the conductors 
would be a hazardous undertaking. The above accident 
had a very unfortunate sequel a few hours later. The 
switchboord attendant noticed that at the place where 
the arcing-over had occurred, there was a elight dis- 
charge going on across the marble between the positive 
and negative conductors. This may have occurred through 
a film of copper having been deposited on the marble at the time 
of the flash-over. He reported the sparking to the station super- 
intendent, and while the latter was looking at it, it again developed 
into a flash-over or short-circuit, with the result that the super- 
intendent was so severely burned that he died within a few 
hours. - 

Under the next heading, the fatal accident occurred to an ex- 


perienced man who was about to do some work in a cell of a 


single-phase high-tension switchboard. The system had one pole 
earthed, snd the switchboard was a single-pole one. The cell con- 
tained an oil switch for a generator. The switch was connected 
directly, and not through isolating switches, to the ring bus-bars 
of the switchboard. The bus-bars were, however, provided with 
a number of disconnecting links in order that any circuit might 
be isolated by removing the link on each side of the point where 
it connected with the bug-bars. The man had removed the links 
on each side of the connection to the switch at which he was 
intending to work. Unfortunately the system of discon- 
necting links had not been adhered to when extensions had been 
made. A generator placed at a later date in another engine 
reom had been connected to the same part of the bus-bars. The 
femoval of the two disconnecting links did not, therefore, dis- 


connect the eecond generator from the switch cell in question. 


This second generator ha to be at work, and although it 
was connected to the bus-bars through an oil switch, the man 
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appeared to have forgotten the arrangement of the connections, 
and omitted to pull out the switch. He consequently opened the 
door of the switch cell of the first generator, thinking it was all 
dead, and received a fatal shock. The accident appears, therefore, 
to have been in part attributable to the connection of the subse- 
quent generator with the bus-bars not having been carried out on 
the same lines as those of the other circuits. The design of the 
switchboard was such that the connections could not be readily 
It is important with all such switchboards, where the 
connections are not visible or obvious, that a diagram of the con- 
nections should be hung up in the switch room for ready reference 
before any work is undertaken. A useful precaution adopted in 
many stations is also recommended, namely, that a second com- 
petent person should check the position of the switches and isolat- 
ing links before any work is commenced. | 

Of the miscellaneous accidents, several occurred to unskilled 
persons, and were due to lack of proper supervision, Four occurred 
on extra-high-tension systema, and were remarkable only because tbe 
injuries did not prove fatal. 

(7o be continued.) 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


B.T.-H. Residence Holophane Reflectors. 


A new line of reflectors has been devised by the BRITISH 
THOMSON- HOUSTON Co, Ltp., of Rugby, for use in private 
residences. They are made on the same principles of light control 
and distribution as the standard stiletto type reflectors, so that a 
high degree of efficiency is obtained. At the same time, however, 
due regard has been given to the «esthetic side of the question. Ав 
a result these reflectors not only give excellent lighting effects at 
night time, but they also have a permanent decorative value. 


Fig. 1.— B. T.-H. RESIDENCE REFLECTORS. 


The residence Holophane reflectors are made in a number of 
different patterns, to suit every class and period of electric- light 
fitting. Some of the shapes are shown in the accompanying 
In every case they have been designed, not only to 
appear beautiful and to give efficient lighting results, but also to 
hood or cover the lamp, so that the brilliant filament is not directly 
visible. The effect given by one of these reflectors with a lighted 
Mazda lamp inside it is that of & uniformly brilliant surface, 
throwing out light equally from every point. 


The “Stove System“ of Electric Ironing. 


In many clothing workrooms it is the custom to use solid irons 
heated on a gas stove. When internally-heated iroms are intro- 
duced to these rooms it is often found that the cords or tubes, that 
carry the current or gas to theirons, are inconvenient, and interfere 
with the use of the irons. In several of the big West End estab- 
lishmente, and in many other factories, the '' hot-peint ` electric- 
ally-heated irons made by MESSRS. EASTMAN & WARNE, of 241, 
Acton Vale, W., have been installed on the stove” system, and 
have been found to be highly efficient. Each gas stove is replaced 
by a substantial shelf covered with fireproof material. A group of 
three to five ironclad contact-boxes is fixed to the wall by each 
shelf, and so arranged that when the irons are stood on the shelf 
they slide into the box and are heated up by current passing 
through windings inside the irons, 
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The hot-point irons made for this system have automatic 
loadings ; i. e., they attain their proper working temperature very 
rapidly, and then automatically cut down the current consumption 
to a very small amount. They hold practically as much heat as 
solid irons of the same weight; they can, therefore, be used for 
quite a long time without requiring to be heated up again. 

Careful tests of the hot-point irons arranged on this system in 
comparison with ordinary solid irons heated on a gas stove have 
shown a saving in running cost of 40 per cent. The further 
advantages of freedom from risk of fire, increase in &mount of 
work done, and reduction of labour troubles are additional to this 
saving. | . 

A Lightning-Conduetor Bridge. 


The testing of lightning conductors is often done with the aid of 
induction coils and telephones, on account of the electrolytic 
character of the earth connection. An apparatus recently con- 
structed by Messrs. Dr. Paul Meyer, A. G., of Berlin, to the design of 
Prof. Ruppel, is mainly intended for facilitating the test in the 
hands of unskilled persons. Its main feature is an oscillating 
switch A, fig. 2, which by mechanical oscillations converts direct 
current into alternating current. This does away entirely with the 
induction coil. The oscillating switch consists of a tuned steel 
spring, which alternately applies the positive and negative ter- 
minals of a battery to the branches of the bridge, The frequency 
of the alternating current thus produced is about 17 cycles per 
second, which suffices even for work on electrolytes, as borne out 
by tests at the Reichsanstalt. 


FIG. 2.—OScILLATING SWITCH. 


This also allows the telephone to be replaced by a sensitive 
galvanometer, suitably damped and fitted with a light system 
which is set vibrating by the alternating current. Instead of a 
galvanometer deflection, the amplitude of vibration thus gives the 
reading. The use of a galvanometer, which ensures far greater 
simplicity and rapidity than a telephone, constitutes a considerable 
advantage of the new arrangement. 


FIG, 3.—ALTERNATING-CURRENT OSCILLOGRAM. 


| Details of the oscillating switch and its mode of working will be 
inferred from fig. 2: A is the steel spring oscillating between the 
two contacts С and су, which are connected to the two terminals of 
a battery. Two diagonal points of the Wheatstone bridge are con- 
nected on one hand to the spring a, and, on the other, to the 
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middle of the battery, the galvanometer G being applied to the two 
other diagonal points, The number of periods as well as the 
shape of the curve of the alternating current generated by 
the switch van be adjusted by varying the position of the weight k. 

In fig. З is shown an oscillographic record of the alternating 
current thrown into the branches of the bridge, the frequency 
being 17. The broken line a bcd e corresponds to half a period, 
the amplitude of the switch spring being near its maximum. As 
this amplitude decreases, the section ab of the zero line is 
lengthened and cd is shortened. The current curve agrees with 
the pressure curve if the resistances in the circuit are free from 
inductance. These curves are very regular and well suited for 
measurements 


The oscillating spring A is set working mechanically by causing 
a rod to strike it as an ebonite button is pressed down. The 
battery circuit is closed at the same time. The battery is 
only used during the actual measuring process, that is to say, 
only so long as the contact button is in its lowermost position. 
The apparatus can be used for direct-current measurements by 
pressing down the button only until the spring is just touched. 
The same ebonite button serves for displacing the sliding contact. 

The “ multimeter,” as the apparatus is called (fig. 4), is equipped 
with two standard resistances, giving ranges from 0'1 to 20 ohms 
and from 2 to 500 ohms respectively. Readingsare taken in ohms; 
the apparatus comprises two scales, of which, however, only the 
one adjusted for is visible. 


Helsby Wireless Detectors. 


The demand for a reliable detector of the crystal type has led 
the AUTOMATIC TELEPHONE MANUFACTURING Co., LTD., of 
Milton Rosd, Edge Lane, Liverpool, to design the instrument shown 
in section in fig. 5. It consists of & brass diek with a large hole in 
the centre, carrying six crystal cups С, in which the crystals 
are fixed by means of a special fusible alloy. The disk is held up 
against a flanged nut on a spindle by the springs D, and can be 
rotated and moved sideways so as to bring any part of any crystal 
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Fic. 5.—HELSBY WIRELESS DETECTOR; SECTION. 


into contact with the point B; the pressure of contact can be 
adjusted with the greatest precision by means of the screw A and 
the arrangement of opposing springs shown in the figure. The 
makers find that crystale of galena of a particular formation give 
the best results, provided that the pressure of contact is extremely 
light, and this end is readily attained with the Helsby device. 
Double headgear receivers wound for use with the detector are 
made by the company, as well as standard "quenched-spark " 
apparatus. 


COMMUNICATION WITH RAILWAY 
TRAINS. 


ON Friday last a demonstration of the Railophone and its 
recent developments was given on the Stratford-on-Avon and 
Midland Junction Railway, by Railophones, Ltd., in the presence of 
a large number of representatives of the Press, railway engineers 
and others, including a deputation from French railways which is 
at present investigating British methods. We gave a brief account 
of the system as it then stood in our issue of April 28th, 1911 ; at 
that time, while it was proved possible to communicate with 
moving trains by telephone—i.c., the Railophone’’—it was not 
yet practicable to actuate signals or effect any other mechanical 
movement on the train by inductive tranemission. А _ apecial 
relay, however, was then in process of evolution, in the hands of 
Mr. H. von Kramer, the inventor of the Railophone, and Dr. Gisbert 
Kapp; this relay has now been developed to a high degree of 
perfection, and was employed in the demonstration last week. The 
principle employed is one familiar to wireless telegraph engineers: 
it is that of building up, by resonance, a cumulative effect which 
eventually attains sufficient amplitude to close a local circuit; that 
accomplished, there is, of course, no limit to the mechanical 
operations which may be performed with the aid of a sufficiently 
powerful storage battery or other electric generator, and electro- 
magnetic mechanism. 

At the same time, as the relay can only be actuated by accu- 
rately timed impulses of a given frequency, the irregular vibrations 
due to the motion of the train on which it is carried, or of trains 
past the signal-box in which it is installed, are powerless to affect 
it, and thus а very formidable difficulty is overcome. The relay іе, 
indeed, the heart and soul of the system; telephonic and wireless 
communication with moving trains is not a novelty, but the per- 
formance of mechanical movements with unlimited power by 


inductive transmission to a moving train is, we believe, unique. 


Naturally so difficult a problem was not solved at the first attenipt, 
and we understand that 25 experimental models were made before 
satisfactory results were attained ; relay No. 26, however, proved a 
success, and many relays have since been constructed on the lines 
of this design, 
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In broad outline, the system comprises an insulated wire laid 
underground alongside tbe railway track and connected to the 
apparatus in the signal boxes and at stations, and a pair of coils 
wound on frames round a coach, one for sending and the other 
for receiving, connected with the apparatus mounted in the coach 
—preferably the guard's van. No change-over switch is necessary 
when passing from sending to receiving, or rice rersa. The apparatus 
carried on the train consists of a 24-volt storage battery (which 
may be that used for lighting the coach), the detector, an electric 
hooter, and a magnetic device for applying the ordinary automatio 
brakes, as well as telephonic and telegraphic instruments, At fixed 
stations or signal boxes electric gongs take the place of the hooter, 
and apparatus can be installed to operate signals, &c., with the aid 
of local batteries, MEE 

The demonstration was carried out with the aid of Dr. Silvanus 
P. Thompson, F. R. S., who received a message from Mr. Russell 
Willmott, general manager of the railway, on board & moving train, 
and transmitted a reply. Dr. Thompson also repeatedly stopped 
the train at a distance by applying the brakes, simultaneously 
sounding a hooter on the train. A variety of other demonstrations 
was given, including the following :—A train was run at full speed 
into a section against a semaphore signal set at danger ; by the 
automatic operation of the system the train was immediately pulled 
up by applying the brakes, and an alarm signal was sounded at the 
signal box. 


A train was given “Line clear” by semaphore, but the signal 
was cancelled and the train pulled up by the signalman. 

A train entered a clear section ; the signalman left his post, and 

failed to replace the signal at danger,“ whereupon the train 
automatically restored the signal, locked the lever in the signal- 
box, and recorded the fact against the rignalman. 
: Assuming that fog prevailed, & train was automatically stopped 
in front of a signal and prevented from entering the section. until 
the signalman had released the brakes and sounded the hooter on 
the train three times as a signal to proceed 

A fast train followed a slow one into a section against the danger 
signel ; both trains were automatically pulled up. 

Two trains started in opposite directions on the same line of 
rails: when both arrived in the same section, the brakes were 
automatically applied and both trains stopped. 

All thege operations were performed with perfect success. Com- 
munication with the train by telephone or telegraph was at all 
times possible, and audible signals could be, and were, transmitted 
from the signal cabin to the train and from the train to the cabin 
at will. The underground wire is divided into sections of lengths 
correaponding to the signal sections comprised in three groups: 
The main section, of 1 to 10 miles or more; the resturiog section, 
and the cloaring section, the last two being each about 100 yerds 
long. The position of a train can, if desired, de indicated con- 
tinuously by coloured lamps in the signal box, and the danger 
signal behind a train is automatically locked, so that the signalman 
cannot give line clear" while the train remains in the section. 
In fact, as we have said, any desired movement or indication can 
now be effected, thanks to the К K.“ resonant detector. 

At a luncheon which followed the demonstration, D-. S. P. 
Thompscn, proposing the health of Mr. H. von Kramer, referred to 
the conservation of railway engineers, but pointed out their 
dependence upon new inventions. In his reply, Mr. von Kramer said 
he had demonstrated only the cardinal principles of the Railophone ; 
he left the application of those principles to the railway engineers, 
whose requirements could now be fully met by the manufacturers. 
He had been asked what would happen if some part of the inetalla- 
tion were to fail; any such failure would give an automatic 
signal, as a small current was constantly maintained throughout 
the circuit, the interruption of which was at once indicated. His 
system was intended not to supersede, but to be superimposed 
upon, the existing methods of signalling ; the detector, which was 
the key to the problem, was as reliable as any other relay. 
Mr. H. Raynar Wilson, the well-known signalling engineer, said he 
had been very much surprised at what he had seen. He believed 
they were at the beginning of a revolution in railway signalling, 
and had taken particular interest in cab-signalling systems during 
the past year; but of all that he had seen, there was certainly none 
that excelled that developed by Mr. von Kramer. : 

In view of the complete success of the demonstration, the 
capabilities of the Railopbone system cannot be questioned; it did 
all that was claimed for it. But the technical solution is not 
always the end of the struggle, and perhape the greatest difficulties 
remain to be overcome, in persuading railway managers to make 
use of the facilities thus provided by Mr. von Kramer and his 
colleagues. They, no doubt, sre well aware of the fact, and while 
we tender our congratulations on their prerent achievement, we 
wish them good luck in their coming campaign. It may be 
point«d out that the first practica] application of the electric tele- 
grsph was to the working of railways, and the telegraph, now 
indispensable, was then a far greater innovation than the Railophone 
is in these days of enlightenment. The prospects of succese, 
therefore, are not unfavourable, | | 
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Deed of Assignment. Mr. A. Meapows (W. A. 
Meadows & Co.), electrical engineer, Percy Street, Hanley.— Creditors 
n e E 8 а 

: е trus under the d, Mr R. E. „ Albion Stree 
Hanley, by Jaly 8th. | : 
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BUSINESS NOTES. 


Private Arrangement.—Grosk Evecrric Co., LTD., 


11, Farringdon Avenue, E.C.—An adjourned meeting of the creditors 


in this matter was held on Tuesday last at the Cannon Street Hotel, 


E. C., when Mr. E. C. Pegler, F.C. A., the liquidator of the company, 


presided. It will be remembered that the first meeting was 


‚adjourned at the instance of a number of creditors, although the 


liquidator expressed the opinion at the time that an adjournment 
of a meeting was not in order, as he was advised. | 

In opening the proceedings of the meeting on Tuesday, the 
Chairman said that he had called the second meeting without pre- 
judice as to whether an adjournment was in order or not. Pro- 
ceeding, he said that since the last meeting he had been served with 
a summons by one creditor. This took the form of an originating 
summons, and it pressed for his (Mr. Pegler's) removal as not being 
а fit and proper person to occupy the position of liquidator, and it 
requested the Court to make such order as it might think fit. 
This summons had not been taken out in connection with Sec. 188, 
but was under another section which empowered the Court in the 
event of a voluntary liquidation taking place to remove a liqui- 
dator and appoint another person in his place. Such, said Mr. 
Pegler, was the present position of affairs, and he had entered a 
defence to the summons. Before proceeding further, he would like 
to know whether any creditors present desired to ask him any in- 
formation with reference to the company s affairs. 

In reply, a creditor asked for information in regard to the 
agreement which had been entered into between the Globe Electric 
Co. and Mr. Weinert. The chairman said that his recollection was 
that there were two agreements, one a prior agreement which was 
subsequently dispensed with in favour of another one. In reply to 
another creditor, the chairman said that the creditor who had 
issued the summons was Mr. Weinert, and the Electrical Co., Ltd., 
had also instituted proceedings. At this juncture a creditor 
suggested that in vie v of what had been said, the repreeentative of 
Mr. Weinert might perhaps tell the meeting what the pcsition was 
во far as his client was concerned. The representative of Messrs. 
Michael Abrahams & Sons, solicitors, thereupon said that the 
position at the last meeting had been that he had informed those 
present that an important question existed in this liquidation, and 
that was with reference to certain debentures which had been 
issued. Having regard to the importance of this matter, he had 
auggested without, of course, casting any aspersion whatever upon 
Mr. Pegler, that he ought not to be liquidator of the company, 
bearing in mind that he was Receiver for the debenture-holders as 
well, and he hoped that the creditors would emphasise their view 
of the matter in the same way. Since the former meeting he had 
taken the advice of counsel, and on that he had taken out an 
application for the removal of Mr. Pegler as liquidator, and for the 
appointment of somebody else in his etead. In hiseummonshe had 
not suggested who should be l'quidator, but this no doubt the 
creditors present would determine, and if they did ғо, he should in 
that case, when this summons came on, inform the Court of what 
the creditors had resolved to do. To some extent the trade 
creditors might coneider Mr. Weinert's position as not being 
exactly identical with their own. He thought, however, that an 
independent liquidator in this matter was absolutely imperative. 
The speaker also referred to the Armorduct Co., who, he said, 
were alleged to have & claim in the present liquidation. The 
Chairman, replying, said that the matter as it affected the 
Armorduct Co. was really a set-off, and they figured on both sides, 
but there was a net balance against the Armorduct Co. In the 
courre of the discussion which ensued, it was stated that there was 
another important question, and that was that just before the 
liquidation the Armorduct Co. took over a portion of the business 
of the Globe Electric Co., and the speaker said he was informed that 
no consideration had been paid to the Globe Co. The Chairman 
said thet, as he understood it, this was not во. The gentleman who 
had made the assertion thereupon said that the information had 
come to him from bis own client, and it had also been contained 
in a circular sent out on May 31st to the trade. 

The Chairman, interposing, said the Armorduct Co. had made 
him an offer for the rights in the Globe lighting patents, this offer 
having been made to him as Receiver, Mr. Schmahl, Mr. Atkinson 
and the Globe Co. were all registered as the joint owners of these 
patente, Mr. Weinert's solicitor said he did not want to judge the 
matter there, but he certainly thought that the question of an 
independent liquidator should be settled, and he thought Mr. Pegler 
might himself be rather pleased to relinquish his present position. 

The solicitor to the company, addressing Messrs. Michael 
Abrahams & Co.'s representative, asked whether he seriously 
suggested that the liquidator of the Globe Co. had no claim against 
his olient, because if so, he thought it was an extraordinary 
proposition, Mr. Weinert's solicitor replied that what he suggested 
was that the claim against the Globe Co. was for a substantial 
amount of something like £3,000 odd, and that in regard to any 
alleged claim which the Globe Co. had against Mr. Weinert, that, 
so far as he knew, had never been formulated. The solicitor for the 
company said that whatever might be the merits or the demerita of 
this claim, he thought that it would be agreed that the matter was 
one for independent investigation, and he would at once say that so 
far as the appointment of an additional liquidator was concerned, 
Mr. Weinert was in duty bound not to have anything whatever to 
do with it. | 
— The Chairman said that his view was that the creditors should 
pass whatever resolution they thought fit and proper, and then act 
on it afterwards, 

A solicitor in the room thereupon said that he was in the posi- 
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tion of г judgment creditor-who would very much like to get his 
money. It appeared to him that the present liquidator was Receiver 
for the debenture-holders, and in that capacity some difficult 
questions might arise. A question might crop up as to the validity 
of the debentures, and then the position would be that the liquidator 
would have to challenge these debentures, and would have to take 
an action against himself as being in the eapacity of Receiver. 

Now, it was obvious that this would not do at all. They were now 
told that someone had issued a summons to move for another 
liquidator, but it seemed to him that another liquidator might be 
appointed to act with Mr. Pegler, and he would suggest Mr. 
Corfield. dos PEE 

Mr. Scholey said that undoubtedly it would be more harmonious 
if Mr. Corfield were associated with the present liquidator, and for 
the reason that the Receiver now possessed practically all the asseta, 
and nothing could ge derived by the creditors unless the Receiver 
was friendly. If this business was realised quickly the result 
would be bad for the creditors ; but if, on the other hand, it were 
realised with due regard to the creditors’ claims. there might be 
something in it. As to Mr. Weinert's action, he did not think that 
concerned the trade creditors one iota. [n any case, he thought 
that any liquidator who now took on the liquidation of this com- 
pauy would be in & most unenviable position. 

The solicitor for the company then said that, speaking on behalf 
of Mr. Pegler, that gentleman would be pleased to bave anybody 
nominated with him as liquidator. There was undoubtedly a good 
deal in what had been said by creditors as to the position which 
the liquidator in this matter should occupy, but he could only tell 
them that in regard to this company there was no desire to conceal 
anything, and all the facts would be put before the creditors. Some 
question had been raised as to the constitution of the debentures, 
and these facts likewise could be gone into. If the derire was to 
appoint someone jointly with Mr. Pegler, then the latter would be 
only too pleased to act with him. 

In the result, a resolution was passed nominating Mr. Corfield as 
joint liquidator with Mr. Pegler, and & committee of inspection was 
appointed, consisting of the representatives of Ships' Carbons, the 
Sloan Electrical Co., and Messrs, Francis А. Perryn. 


Correction.— With reference to our notice respecting the 
contract for the electrification of the South-Eastern Railway Co.'s 
shops at Ashford, MESSRS. TYLER X FREEMAN inform us that the 
British Westinghouse Co. received this contract, and that they are 
acting as sub-contractors to the latter for the wiring work only.. 


Change of Address,—The offices of the Wakefield 
Corporation Eléctricity Départment Have now been femoved to new 
premises, and all communications should be addressed to the City 
Electrical Engineer, Old Town Hall, Crown Court, Wakefield. 


Eastern Canada,—The Imperial Trade correspondent at 
Toronto (Mr. F. W. Field) writes. that one of the outstanding 
features of the year has again been the establishment of branch 
plants in Canada by United States firms. In this connection, 
particular attention is being paid by United States manufacturers 
of agricultural implementa, who appear to be making Ontario the 
manufacturing centre for their Canadian business, with distributing 
houses in Western Canada. 

There is a likelihood of some electric railway construction being 
undertaken in Ontario during the coming year. Probably in the 
next few years marked activity will exist in this directiob, as there 
is a disposition to build electric radial lines from the suburban 
towns and villages to the large centres of population. 

General conditions in Ontario during the past year were atin: 
factory and the crop was an average one. Many additions were 
made to manufacturing plante, a greatly increased output was 
recorded, and there were numerous cases of inability to cope with 
the demand for goods. The factories, on the whole, are well 
equipped with modern machinery and are making: headway in 
efficiency and economi¢al production. Developments along these 
lines are expected during the coming year. Mr. Field adds that a 
large number of catalogues of British firms were received by him 
during tbe year 1911, and were distributed as desired by their 
senders. He suggests, however, that business returns are not likely 
to be secured in this way. 

The Imperial trade correspondent at Quebec reporte as follows: 
Electric wire and fittings are imported from the United States 
because they conform with the standards set by the Canadian under- 
writers, but there does not appear to be any reason why British 
manufacturers could not provide similar grades if they wished to 
compete'for this trade. Artistic shades of most expensive qualities 
for electrico lamps are imported. from Austria in very considerable 
quantities, 

Judging from instances which have: been brought. to notice, the 
German rystem of delivery through representative firms is popular, 
and the practice of many United States firms of frequently sending 
expert salesmen, well supplied with well got- up catalogues, to 
prospective buyers, often secures order; irrespective, to a certain 
extent, of the comparative valued of the goods. There appears 
réasoriable grounds for expecting that large contracts will be let 
and considerable work done in the Quebec district during the next 
two years. The Government have decided to build Jarge new immi- 
gration buildings of a permanent character. The long-discussed 
graving dock will probabl y be decided upon and a contract for its 
construction entered into. Proper accommodation for the grain 
and other trans-continental traffic, 5 elevators and freight» 
handling machinery, will have to rovided in anticipation of thé 
completion of' the Trans- idol: Railway. A car férry will 
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probably be required to tranefer the cars of the Trans-Continental 
ilway across the river during the interval between the completion 
of the railway and the completion of the bridge, possibly five years 
later. Provision for the repair of naval vessels will also have to be 
made at some point on the St. Lawrence, possibly at Quebec. 
Several new railways are also either under construction or in 
contemplation in the vicinity of Quebec.— Board of Trade Journal. 


- Bankruptcy Proceedings.— GEORGE Ерлер HERVEY, 
Nas and electrical engineer and ironmonger, 24, Susan's Road, 
Eastbourne.— The Receiving Order herein was made on the debtor's 
own petition, and, according to the accounts filed, the gross 
liabilities amount to £268, of which £242 is expected to rank for 
dividend. The assets are estimated to produce £80, less £16 for 
preference claims, leaving a deficiency of £177. It appears that 
the debtor started business in 1907 in partnership with another, 
they having a joint capital of £45. The partnership was dissolved 
in March, 1910, the partner receiving £50 as his share, the debtor 
Bince continuing the business alone. The business has declincd 
very coneiderably lately, owing to depression in the building trade. 
The failure is attributed to the lack of capital, depression in trade, 
The debtors household 
furniture was sold in May last for £50, in order to pay off an over- 
draft at the bank which was secured by a relative. The business 
has been closed, and the stock and loose fittings removed for gale. 

A. G. ADAMSON, electrical engineer (late 22, Christopher Street, 
Finsbury Square, London).— July 17th is the last day for receipt of 
proofs for intended dividend, by the trustee, Mr. C. Mercer, 14, 
Bedford Row, London, W.. | 


Trade Announcements,—Messrs. SAMUEL DEACON AND 
Co., advertisement agents and contractors, have removed to No. 7, 
Leadenhall Street, E. C., nearly opposite their old premises, which 
have been acquired by a large insurance company. 

MR. ARTHUR P. HASLAM, asks us to state that his telephone 
number, aud that of the Westminster Tool and Electric Co., has been 
changed to "City 54." 

Mzss3R8. SCHOLEY X Co., LTD., of 151, Queen Victoria Street, Е.С. 
have arranged to act as representatives in this country for the Tool 
Steel Gear and Pinion Co., of Cincinnati, Ohio, whose products are 
widely used on electric tramways and railways in the United 
States. 

Тнк FOREST CITY ELECTRIC Co. has removed to Clegg’s Court, 
Chapel Street, Salford. 


: Book Notices. —“ Studies in N By W. H. 


Bragg. London : Macmillan & Co. 1912. Price 5s, net. 
“ Proceedings of the American Institute of Electrical Engineers." 


Vol. XXXI, No. 6. June, 1912. New York: The Institute. 
Price $1.00. 

" Bulletin Mensuel, de la Société Belge d'Electricieng." vol. 
XXIX, No. 4. April, 1912. Brussels: Emile Bruylant. 

“ Bulletin of tbe Association des Ingenieurs Electriciens.” 
May 6th, 1912. Liége: The Association, Price 6 fr. 


Journal of the Institution of Municipal Engineers.” June, 
1912, London: The Institution. Price 1s. 

" Journal of the United States Artillery," with Index to Current 
Military Literature." Vol. 37, No. 3. May-June, 1912. Fort 
Monroe, Va.: Coast Artillery School Press, 

“ Proceedings of the Physical Society of London.” Vol. XXIV, 
Part IV. June 15th, 1912. London: Flertrician Printing and 
Publishing Co., Ltd. 


Liquidations.— SMVLEX SUPERHEATER Co., Lrp.— 
This company is winding up voluntarily, with Mr. C. A. M. Buckley, 
40. Tweedy Road, Bromley, Kent, as liquidator. 

CARIBBEAN ANGLO. COLOMBIAN CABLE Co., Lr. -A meeting їз 
called for August 2nd, to hear an account of the winding up from 
the liquidator, Mr. A. R. Bennett. 


catalogues and Lists. Tur UNION nane Co., 
LTD., Park Street, Southwark, London, S.E.—Pamphlet No. 118, of 
12 pages, dealing with the electric driving of machine tools, and 
illustrating a number of drilling machines, lathes, rhears, punch, 
circular and cold sawe, driven by Union D.c. or three-phase motors, 

MESSRS. SIEMENS BROS. DYNAMO Works, LTD., 38 and 39, Upper 
Thames Street, London, E. C.— 28- page pamphlet (No. 5˙18) contain- 
ing an admirably illustrated account of the Siemens G5" watt-hour 
meters for direct or alternating circuits. Instructions for use are 
given, with diagrams of connections, and illustrations clearly show- 
ing how the renewal of parta is carried out. 

Messrs. ROSE BROS., 38 and 39, Beech Street, Barbican, London, 
E.C.—56-page fully illustrated catalogue, giving brief particulars 
and prices of a variety of small electrical manufactures, including 
the following: Pocket, hand' and torch electric lamps of many 
types, cycle lampe, battery reading lamps, watch stands, decorative 
table lamps, “Schmidt dry cells, White Star dry celle, battery 
lampe, ignition and lighting accumulators, medical coils, small 
motors, motor-car accessories, electric bells,.&oc.. 

Messrs. W. A. WALBER & Co., 38, Victoria Street, London, S. W. 
— Illustrated pamphlet concerning their machine tool department, 
giving & list of the principal types of machines made by their 
principals :—Scriven & Co.; Ward, Haggas & Smith; J. Beardshaw 
ahd Son, Ltd. ; Clifton & Baird, Ltd,; and Clarks Machine Tool 
Co. (1907), Ltd. 

THE CENTURY ELECTRIC Co., St. Louis, U.S. A.— Bulletin No. 18 
(48 pages), in which appear excellent illustrations and full parti- 
culars of the Century single-phase self-starting motors. 


pa -— 6. - - E о ә 


vol. 71. No. 1, 806, JULY 5, 1912.] 


- а-ә ae -r 


— REVIEW. 1 


Tuk BRITISH ANTI-VIBRATION AND Notse Co., LTD., 105, St. 
Vincent Street, Glasgow. 24-page pamphlet entitled The Isolation 
of Vibration and Noise, 
interesting manner in respect to electrical machinery, Diesel plant, 
shafting, printing presses, shearing and other machinery. The firm 
manufacture & number of different materials for use in machinery 
isolation. as follows: Iron-framed nutural cork for heavy founda- 
tions: resilient plates, for placing under girders, rail chairs and 
sleepera, and for pads under railway carriage and tramcar bodies; 
patent anti-vibration isolators for all classes of machinery ; and 
' Silence," a material specially made for surrounding noisy machines, 
telephone boxes, and gear cases. 


THE AUTOMATIC TELEPHONE MANUFACTURING Co, LTD, 
Milton Road, Edge Lane, Liverpool.—New pamphlet describing, 
with diagrams, the Helsby wireless detectors and headgear 
receivers, and giving prices of same. 


Tuk Boscu MaGneto Co., LTD., 40-42, Newman Street, London, 
W.—Two pamphlets (10 and 12-pp. respectively) containing 
descriptions, accompanied with detailed diagrams, of the Bosch 
patent force-feed lubricators, type A C" (from two to eight feeds) 
provided with sight feed, and type “L” (from four to eight feeds) 
specially designed for very large stationary and marine engines, 
and a statement of their advantages. The firm are now con- 
structing lubricators arranged with from 1-16 feeds, also with 
double tanks for supplying both cylinder and ordinary lubricating 
оц. | 

Messrs. BAXENDALE & Co., LTD., Miller Street, Manchester.— 
ata log ue of 56 pages containing profusely illustrated particulars, 
with price information, of & great variety of electric bells, bell 
pushes and plates, indicators, batteries and accessories, medical 
coils, speaking tubes, and lightning conductors. Several pages are 
occupied with connection diagrams for bells. In many cases prices 
have been reduced. A separate 8-page list (No. 21,651) shows, and 
states prices of, electric fans of a number of types, table fans, 
lampholder fans, battery fans, porthole, exhaust and ceiling fans, 
also speed regulators. 

MESSRS. OZONAIB, LTD., 96, Victoria Street, London, S.W.—New 
elition of their catalogue No. 1, “Ozonair Apparatus for General 
Purposes," containing illustrations, prices, and other particulars, 
of Ozonair portable generators for purifying the air in rooms of 
from 3,000 to 12,000 ob. ft. capacity, for connecting to supply 
circuits or to portable accumulators. These apparatus are made in 
a variety of patterns, for standing on the table (horizontal or 
vertical current of ozonised air): for fixing on the wall; with 
medical fittings, Kc. The consumption varies from only 10 watts 
to 130 watts. so that they can be connected to any lampholder 
or plug. The catalogue also contains interesting information 
regarding the nature of ozone, and the many public and industrial 
purposes to which the firm's apparatus can be applied. 


Messrs. JULIUS SAX & CO. 244, High Street, New Oxford 
Street, London, W.C.— Supplementary illustrated list of eight pages, 
giving prices, &c., of a number of electrical accessories, including 
wall pluga, tumbler switches, candle fittings, adaptors, automatic 
plog switches, wood blocks, &c. 


Messes. BRUCE PEEBLES & Co, LTD., Edinburgh.— New 
pamphlet, No. 21B of 20 pages, dealing with their medium size 
self-contained type continuous-current dynamos and motors. The 
list opens with a specification of various types (protected, semi- 
enclosed. totally enclosed, and mining), and later gives the ratings 
and efficiencies of the different frame sizes at standard voltages 
for protected, semi enclosed, and totally -enclosed machines. 
Special attention may be drawn to the Peebles standard mining 
type motor, which is the outcome of many years’ experience of 
the conditions prevailing in mines. Approximate weights and 
dimensions of all machines listed are stated. 


Messrs. Ecntrse ELECTRIC Co., 6, Cambridge Road, Great 
Crosby, Liverpool.— Leaflets giving prices, &c., of Harvey 
electric vacuum cleaners, and Whipple electric tire pumps. 

THE BRITISH THoMxsoN-HovsrTON Co., LTD., Mazda House, 
London. E.C.— Eight-page price list No. 352, relating to the B. T.-H. 

Exe Rest system of indirect lighting, illustrating every type of 
D Eye Rest " fitting, and giving reproductions of eight photographs 
of interior lighting on this system, including examples of resid- 
ence. hotel, office, theatre, ball-room, and picture gallery illumina- 
tion. Full information respecting prices, reflector types, and 
finishes is given, together with instructions for ordering and con- 
ditions of sale and delivery. Examples of the system can be seen 
at, and copies of the list obtained from, Mazda House. 


THE STERLING TELEPHONE AND ELECTRIC Co., LTD., 200, Upper 
Thames Street, London, E.C.—The company has just issued the 
eighth edition of its new full catalogue of telephonic and electric 
bell manufactures, It consists of about 160 pages, bound in strong 
stout covers, containing illustrations, brief particulars, and prices 
of a large variety of items—about 1,200 in all—including Parly- 
phones, "Twencen" domestic telephones, " Primax" automatic 
interphones, secret conversation interphones, & large selection of 
telephones 'and signalling apparatus for use in mines, central 
battery instrumenta and switchboards, traction telephones, military 
raüway and other portable sets, electric blasting machines, pushes, 
Dells. relays, вугепв, indicators, fire alarms, medical coils, batteries, 
wires, insulators, kc. The revised prices which came into force on 
July lat are given in the list, The frontispiece consists of an 
illostration of the firm's works at Dagenham, Essex, and internal 
views appear of several of the principal departments, of which 
we recently gave an illustrated description. The catalogue 
inelodes a full range of diagrams of connections, and a tele- 
graphic code. 


in which the subject is dealt with in an 


For Sale.— The City Electric Lighting Department, 
Leeds, has for disposal & quantity of metal, and copper wire, 
Messrs. P. Huddleston & Co. will, on Tuesday, July 9th. at Dalling 
Road, Hammersmith, sell by auction a large quantity of electrical 
apparatus. See our advertisement pages in this issue. 


LIGHTING and POWER NOTES. 


Accrington.— The Electricity Committee has had under 
consideration an application from the Albert Mill Co. for a supply 
of current to drive the company's mill in Victoria Street, the 
estimated consumption being 200,000 units per annum. The 
Committee acceded to the request on the following terms and 
conditions, viz., the price to be 525d. per unit, this price allowing 
for not exceeding 5 per cent. of the consumption for lighting 
purposes, with the usual condition as to fluctuation in the price of 
coal. Period of supply, five years. The consumer to be entitled 
to any reduction of the scale of charges made at any time for 
similar supplies and quantity of consumption. 


Aberdare.—The U.D.C. has decided to apply for a loan 
of £12,000 for developing the electricity works in order to provide 
current for lighting at Aberaman and other parts of the district, 
and power for the proposed tramways. 


Arnside.—The Traders’ Association is endeavouring to 
raise funds for lighting the front by electricity for six weeks 
during the season in accordance with the suggestions of Mr. T. 
Wilkinson, electrical engineer. 


Birmingham.—The City Council has approved of the 
recommendation of the Electric Supply Committee that the cost 
of works authorised by the Council at Dale End, Harborne and 
Aston Manor sub-stations, be increased to the extent of £688. 


Bourton-on-the-Water.—The ratepayers here have 
decided by 68 votes to 9 in favour of an electric supply scheme by 
means of overhead lines submitted by the Rural Electric Supply 
Co., who offer to supply current at not above 8d. per unit. The 
Stow-on-the-Wold R.D.C., in whose area Bourton is situated, has 
assented to the company applying to the B. of T. for a licence. 


Bradford.—The balance-sheet of the Corporation Elec- 
tricity Department for the year ended March 31st last shows a 
profit of £5,052, as compared with £8,980 in the previous year. 
The total income amounted to £119,892, as against £115,100. 
Sales of current, other than for tramways, increased by £4,610. 
During the year current was supplied to the tramways depart- 
ment at Id. per unit, as against Id., a reduction which represented 
по less than £5,000 to the electricity undertaking. The total 
capital expenditure to March 31st last was £825,038, against 
which there ів a present debt of £415,000, which is less than the 
debt last year by £9,000, notwithstanding the expenditure during 
the year of £25,000 on extensions. ; 
Clacton-on-Sea.—The electrical illumination of the sea 


front was inaugurated on Saturday. Twenty arc lamps, each of 
3,000 C. ., have been installed by Messrs. Johnson & Phillips, Ltd. 


Continental ^ Notes,—SwrTZERLAND.—The hydro- 
electric works at Augst-Wyhlen, which have been established by 
the city of Basle in conjunction with the Rheinfelden Power 
Transmission Co., are now approaching completion after work 
extending over four years, and are to be brought into operation in 
the ensuing autumn. The works are situated between the Swiss 
village of Augst and the Baden locality of Wyhlen, where the 
river Rhine forms the frontier between German Baden and Switzer- 
land. А large dam has been built across the river at the joint 
ex pense of the two parties interested, the cost being put at £200,000, 
whilst the hydro-electric plant on the Baden bank belongs to the 
Rheinfelden Co., and that on the Swiss bank to the city of Basle. 
There are 10 openings in the dam of & width of 56ft., which 
can be closed by heavy iron gates of a height of 30ft. By 
the raising and lowering of the gates the water level above 
the dam is maintained, except in periods of high water, at the 
same height of 880 ft. above the sea level throughout the 
year. During low water the Rhine delivers about 300 cb. m. of 
w&ter per second at Wyhlen, but this rises to 0,000 cb. m. at times 
of high water. The height of the dam corresponds to the useful 
fall at which the turbines work, and amounts to 27} ft. at low 
water: the fall is 214 ft. with average water, and is still 204 ft. in 
the favourable period of summer, when the flow of the river is 
1,200 cb. m. per second. The gates, which weigh from 90 to 95 


‘tons, are suspended by chains, and are raised in 20 minutes by 


means of electric motors of 50 H.P., although they can be elevated 
by hand. Both installations are of the same type, each being 
arranged for 10 Francis turbines of from 1,600 to 2,000 B. b. 
The total normal output in each case is 15,000 н.г. 
measured on the turbine shaft. The output decreases to 
from 20 to 30 per cent. below the normal in periods 
of low water, and also in times of high water, in consequence of 
the large reduction in the fall. In both cases the deficiency has to 
be met by reserve steam plant; the reserve for Basle is located in 


the city itself, whilst the Rheinfelden company has erected steam 
plant on the Wyhlen bank in the immediate vicinity of the turbines. 
If all the 10 turbine units were simultaneously in operation under 
normal water conditions, each would have to yield 1,500 H.P. As, 
however, it must be possible to stop individual turbines for repairs, 
&c., without reducing the total output, and as the fall largely 
varies, the performance of each unit has been fixed at 1,600 to 
2,200 н.Р. in order to secure full utilisation of the plant. Each of 
the four wheels of each turbine unit: has, therefore, to pro- 
duce from 400 to 500 H.P. The turbines are outside the machinery 
house, and the dynamos are arranged directly on extensions of the 
turbine stages, and have a of 107 R.P.M. The energy from 
the Swiss plant is transmitted at 7,000 volts to transformer stations 
in Basle, and that produced by the Baden plant can be raised to 
40,000 volts in the former station combined with the before- 
mentioned reserve steam station. | 

SPAIN.—L& Compagnie d'Energie Electrique du Centre de 
l'Espagne, which has lately been formed in Paris, will take overthe 
existing  electricity-generating stations at Valdepenas and 
Manzandres, and will also put down a new plant to utilise the 

. water power of the Ruidera falls. 

Russ1a.— The Second Department of the Council of Empire has 
formally endorsed a resolution of the Cabinet for the granting of a 
concession for .75 years for the utilisation of the water powers of 

the Caucasus and the transmission of electric power at high tension 
throughout that region, toa British engineer, Mr. Stewart, with 
powers to transfer his rights to a foreign company. 


Croydon.—The T.C. has applied to the B. of T. for per- 
mission to supply current in bulk to the County of London Electric 
Supply 09, Ltd. the undertakers under the Croydon Rural E.L. 

rder, 1906. 


Devonport.—The T.C. has received from the L.G.B. 
sanction to a loan of £9,983 for extensions to the buildings and 
plant at the electricity atation. 


Eastbourne.—The B. of G. has decided to have the 


pumping plant at the workhouse well worked by electricity, which 
jdn be supplied by the Corporation, and cost from 21d. to 3d. per 
our, 


Fecles.—The Town Clerk of Eccles has been instructed 
to write to the Town Clerk of Salford, informing him of the Com- 
mittee’s readiness to consider any proposal which may be made by 
the Salford Tramways Committee as to the price to Le paid for 
electrical energy for the tramways, 


' Farnworth.—The Lighting Committee has decided to 
adapt 30 of the ordinary street lamps for incandescent lighting, 
and as a result of aconference between the Lighting and Electricity 
Sub-Committee it has been agreed to discontinue the arc lamps 
throughout the town. 


Haslingden.—Several applications having been received 
from owners of mills in the Helmshore district for a supply of 
electricity for power purposes, the Tramways and Electricity 
Committee has resolved that the whole question of erecting 
a high-tension cable from the electricity works to Helm- 
shore be referred to the chairman and vice-chairman, and that 
per ag be requested to report fully thereon to a subsequent 
meeting. 


Heybridge.—The P.C. has entered into a contract with 
Messrs, May & Butcher for publio lighting by electricity. This 
will supersede oil lamps, and current will be supplied from the 
firm’s power station. | 
. Hull.—The gross revenue of the electricity department 
for the last year amounted to £67,773, an increase of over £6,300 ; 
working expenses amounted to £35,768, leaving £32,005 gross 
profit, and after meeting financial charges, a net profit of £6,067, 
which was carried to reserve, The unappropriated balance of the 
later fund amounts to £14,206—some £36,000 having been applied 
for capital purposes. During the year approximately 18 million 
units were generated, and nine million sold ; the maximum demand 
was 6,970 kw. The works cost was 77d. per unit (a slightly higher 
figure than in 1911, attributed to special circumstances) ; the total 
working cost was '96d. and the overall cost per unit 1°64, or the 
same as in 1910-11. The engineer, Mr. Bell, is of opinion that pro- 
gress in the future will be considerably greater than during the 


IIford.— The U. D. C. has decided to improve the lighting 
between Scrafton Road and Hunter Road, IIford Lane, by replacing 
13 arc lamps with bunch lights of 400 С.Р. 


Kirkealdy.— Treasurer Kilgour states that the Cor- 
ration electricity undertaking showed a loss for the year of 2239. 
he extra cost of coal due to the strike was about £700, and the 
output of the undertaking had also been diminished through the 
азо сео The tramways showed а surplus for the уеаг of 
,924. 


Leicester,—The T.C. proposes to apply to the B. of T. 
for an order extending the area of electricity supply to the 
parishes of New Parks, Oadby, Evington, Humberstone and Birstall. 
The application will be considered at a special meeting of the 
Council on July 30th. | 

GREEN.—The 


London,— BETHNAL Electricity Com- 
mittee reporte that in October last the Council decided to engage 
the services of Mr. J. F. C. Snell to prepare a scheme for electricity 
supply, upon which tenders could be invited by the Council, He 
advised that before he proceeded further, inquiry should be made 
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from the Borough Councils of Hackrey, Poplar, Shoreditch and 
Stepney, and also from the City of London E.L. Co.. the Charing 
Cross Co., the County of London E.S. Co., the London E. S. Corpora- 
tion, and the South London E.S. Corporation, as to the terms and 
conditions upon which they would be willing to supply electricity 
in bulk to Bethnal Green. Also that alternative quotations should 
be invited for a direct current and a three.pbare alternating- 


current supply. Mr. Snell estimated a minimum sale ‘of 
1,000,000 units per annum from the commencement of 
a supply. At the present time over 300,000 vnits are 


supplied from the public mains in the borough.. After 
considering the proposals, Mr. Snell advieed the purchase of 
high-tension alternating three-phase energy from Stepney 8.C., 
and that the Council should transform it to a lower pressure for 
general distribution. At the same time it would also be available 
in the form in which it was obtained. If the tender of the 
Stepney Council were uccepted, it would be necessary to erect two 
sub-stations in the borough, each of which would contain, to begin 
with, transformers aggregating 750 KW., and be adequate for an 
increased accommodation of 2,000 kw. Mr. Snell advises that a 
sale of only 500,000 units a year at the very low average receipts 
of 2°028d. per unit, will enable the undertaking to pay its way 
after the payment of interest and sinking fund on the capital 
outlay. That is to say, less than 200,000 further units are 
required in addition to the consumption already supplied (300,000). 
Acting upon the recommendation of Mr. Snell, the Town Clerk was 
requested to negotiate with the Stepney Borough Council as to 
whether that authority would be willing to undertake the 
administration of an electricity undertaking in the borough. 
This, the Committee had ascertained. the Stepney Council would 
undertake. The Committee did not anticipate there would be 
any difficulty in effecting & satisfactory agreement with Stepney 
for the purpose of giving effect to the recommendation of Mr. Snell, 
that the Stepney Council should work the undertaking on behalf 
of Bethnal Green, with a view to enabling the latter Council to 
afford a supply of electricity at the lowest possible cost. The Com- 
mittee recommends that the Council accept the proposal of the 
Stepney B.C. for a supply of electricity in bulk to Bethnal Green on 
the extra-high-tension three-phase system for a period of 15 years, 
at а charge, in accordance with a sliding scale, of £3 per KW., and 
0'25d. per unit: that the Council adopt a three-phase four-wire 
system of distribution of electrical energy in accordance with the 
recommendation of Mr. Snell ; and that, subject to the completion 
of the proposed agreements, application be made to the L.C.C. for 
sanction to raise a loan of £21,420 for the inauguration of the 
undertaking as recommended. 

WooLwICH.—The Electricity Committee reports having con- 
sidered the report of Mr. J. F. C. Snell on plant extensions neces- 
sitated by the increased load and by future increased demands. 
After dealing in an exhanstive manner with the whole situation, 
Mr. Snel] makes the following recommendations: (a) “That an 
extension be made at Globe Lane station of 3-1,250 (or 1,500) Kw. 
turbo-alternators with the necessary extra boilers and extension of 
buildings; that the building extensions should be made at the 
south end of the present station, and water-tube boilers with 
marine casings, underfeed stokers, &., be adopted: and that a Pro- 
perly designed circulating rystem for the condensers should be laid 
down with rotary strainers and change-over suction and discharge 
pipes.” (/) “That application be made to the L.C.C. for a loan not 
exceeding £50,000 for the above purposes.” Having given the 
matter careful consideration, the Council has decided to carry out 
the works recommended. In connection with the acceptance of 
the tender of Messrs. Mirrlees, Bickerton & Day at £10,176 for the 
supply of two 340-K w. oil sets a short time ago, Mr. Snell being 
unable to advise at present the installation of oil sete, the Council 
has rescinded its resolution accepting the tender. 

ST. PANCRAS.—The gross income on revenue account of the 
electricity undertaking for the year ended March 31st last, amounts 
to £85,214, which is an increase of £3,845 over the previous year. 
After paying all working expenses, repayment of loans, interest, &c., 
and providing for accrued charges, a profit remains on the year’s 
working of £12,436, this being a decrease of £766 on 1911. To 
thie profit the balance of £4,328 from last year is added, increasing 
the balance to credit of net revenue account to £16,765, of which 
the sum of £4,000 is to be retained as a working balance. Regard- 
ing the reserve fund, the balance in hand at the commencement of 
the year was £40,517, to which is added £947 for interest on 
investments during the year, which makes a total credit of £41,465 
in the fund at the end of the year. This balance is represented 
by cash at the Council's bankers and £20,439, the balance of the 
Joan advanced to the capital account. The capital expenditure 
payable out of loan during the year was £10,639, which has been 
incurred in the provision of mains, machinery, eervices, &c. The 
revenue derived from the sale of unite at 3d. per unit amounted to 
£27,025, while £44,639 resulted from the eale of units at 6d. per 
unit, and under, to 3d. per unit. The cost of generation amounted 
to £28,028 as against £26,950 in 1911. 


Manchester,—The annual report of the Corporation 
electricity department shows that the sales for 1911-12 totalled 
over 93 million unite, The year's trading resulted in a net 
surplus of £28,319, of which £24,500 goes to the relief of the rates, 
Sales of current showed an increase of over £30,000. The 
downward trend of the cost of production, however, was seriously 
arrested by the high prices paid for fuel during March, and the 
effect on the supply caused by exceptionally unfortunate breakdowns 
of plant, Phe working expenditure, exclusive of depreciation, 
showed a rise from £189,026 to £215,895 last year. 


Perth,—On receiving an assurance that under the Loch 
Ericht Water and Power Bill, it is now simply proposed to telke 
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water from the River Ericht, use it for power purposes, and again 
discharge it into the river, and that a clause to this effect will be 
inserted in the Bill, the Town Council has withdrawn its 
cpposition to the measure. 


Rochford.—The B. of G. on June 25th considered a 
recommendation from a Committee in favour of the installation of 
an electric lighting and heating system at the workhouse at an 
extimated cost of £6,320, and the matter was adjourned for two 
weeks, The scheme has been prepared by Messra. Dolby and 
Williamson, of Westminster. 

Sevenoaks.—The U.D.C. has provisionally consented to 
the following terms being inserted in the tranefer of the E.L. order 
to Messers. Crompton & Co., Ltd. :—Public street lighting, maximum 
price 2d. per unit; interior lighting of public buildings, maximum 
price of 4d. The Council has asked Messrs. Crompton & Co. to 
agree to pay all charges up to £450, and to give security for costs 
which may accrue from this date in the event of the transfer not 
teing effected by reason of the proposed company not being formed, 
or of its falling through. 

Southborough.—The U. D. C. has granted the Tunbridge 
Wells T.C. permission to lay lighting cables from Broomhill along 
Speldhurst Road for the purpose of supplying current at Speldhurst. 
The Council is to consider the advisability of applying for a pro- 
risional order for electric supply. 


Southgate.—The offer of the North Metropolitan 
Electric Power Supply Co. has been accepted for the lighting of 
Green Lanes main road for a period of five years. 


Stalybridge.— On Friday last Mr. T. C. Ekin held a 
L.G.B. inquiry into the application of the Joint Board for sanction 
to borrow £31,850 for electricity purposes. It was stated that the 
plant required was a 3,000-Kw. turbine and condenser (£8,500) ; 
steam, exhaust and water piping (£600); switchgear and cable 
connections (£700); three Lancs. boilers (£1,800); superheaters 
(£350); boiler house buildings (£1,500); three mechanical 
stokers (£450); conveyor and coal bunkers (£500); boiler and 
pipe covering (£150); boiler seatings (£350); economiser 
(£750); feed pumps, pipes and valves (£700). Mr. Blackmore 
stated that they would have to make application shortly for further 
pisnt, and he asked the Inspector if he would consider the advisa- 
delity of amending the application to the L.G.B. for two plants 
instead of one. 

The Inspector said he took it that application would be for 
4, 800, which would bring the application up to over £40,000. 


Sunderland.—aA L. G. B. inquiry was held on June 26th, 
tefore Mr. Н. R. Hooper, into the application for sanction to 
borrow the sum of £37,200 for the extensions of plant and mains, 
and the renewal of mains in connection with the electrical under- 
‘akmg. Mr. G. D. Duncan, the assistant town clerk, said the appli- 
cation was made on account of the pleasing renewal of activities in 
the shipbuilding and engineering world. The largest item in the 
amount to be borrowed, it was stated, was from £20,000 to £22,000 
for new plant. Some of the new plsnt was required for Dunning 
Street station, which was used as a stand-by. In reply to a 
juestion, the Inspector was informed that it was two or three 


vears since steam was up at Dunning Street, and he said he thought 


they ought to consider whether they should not supersede certain 
of the plant at Dunning Street. He then turned attention to the 
lans on plant which is now superseded, and Alderman Bruce 
(chairman of the Electricity Committee) said he hoped the Board 
would bear with the Council a little longer. The Inspector said 
the Board could not make exceptions between local authorities. 
Alderman Broce said there were exceptional circumstances with 
regard to Sunderland during the last three years. They depended 
very largely for their consumption of power upon shipbuilding and 
engineering industries, and it was a matter of notoriety that for 


two years the shipbuilding industry was doing nothing. Under: 


these circumstances, they found it very difficult to make both ends 
meet, and during this same period they paid a considerable sum out 
of revenue for alterations at Dunning Street station by substituting 
motor-driven for steam-driven plant. The Inspector pointed out 
that the Council was applying for sanction to make fresh 
capital expenditure obviously for the purpose of superseding 
plant for which it had already made capital expenditure, 
and the L.G.B. would not sanction two loans for the same 
plant. If one plant superseded another they must meet the 
cost out of a reserve fund, or from revenue in а proper 
way. Alderman Bruce: Unfortunately, we have never been 
able to do it out of reserve funds. The Inspector added that 
they had had plenty of time to find out that the plant would not 
Ert as long as the period of the loan, and they ought to have put by 
money for that contingency. Many other authorities had done 
that, Alderman Bruce later asked whether the L.G.B. would grant 
a short loan for the superseded plant, and the Inspector said they 
would grant a loan for three years. At the conclusion of the in- 
quiry, Alderman Bruce asked that the Board might give a decision 
ss quickly as possible, because manufacturers were anxious that 
the new plant should be installed. The Inspector said so far as the 
evidence went, it appeared clearly that the additional plant was 
very desirable, and he should be prepared to advise the Board 
accordingly. | 

Tripoli.— Following on the occupation of the district by 
Italy. & central station for the supply of electrical energy for 
-ighting and power purpoees has been established in the town of 
Tripoli. The plant, which has been put down by an Italian syndi- 
cate, was vy by Messrs. Tosi, of Legrano, La Société Italiano 
Largen and Wolff, of Milan, and La Société Tecnomasio Italiano, 


Wednesbury.—A new departure is about to be made 
with the electric light undertaking, judging from a statement 
made by Alderman Griffiths (chairman) at a meeting of the T.C. 
on Monday. The alderman said that in February a resolution was 
agreed to by the Committee that new engines should be purchased 
at & cost of £3,500, but shortly afterwards they thought it wise 
not to carry out the resolution in its entirety. He intimated now 
that it was the intention of the Committee shortly to bring forward 
a new scheme for making extensions on a new site, which would be 
on the canal or railway, or both, although the present station would 
still be useful for stores, offices and for generating purposes. 


Worksop.—The U.D.C. has received from the B. of T. 
permission to utilise overhead wires for supplying current to outside 
portions of the district. 


TRAMWAY and RAILWAY NOTES. 


Belfast.—At the monthly meeting of the Corporation the 
question of a universal penny fare over the tramway system, which 
had been adopted at the previous meeting, again came up for 
discussion, and after an animated debate the proposal was negatived 
by a small majority. A motion was subsequently passed fixing the 
tramway fares at the present rate for the ensuing year. 


Continental Notes,—Avstria.—As will, perhaps, be 
remembered, a French financial syndicate is in competition with a 
group of Vienna banks in regard to the proposed conversion of the 
Vienna City Railway and the construction of new underground 
electric railways. The electrical firms associated with the Austrian 
banks in question are the Siemens & Halske Co., and the A.E,G., of 
Berlin, whose engineers have submitted a report on the subject for 
the guidance of the banks in their negotiations with the Vienna Traffio 
Commission, According to the scheme prepared by the Berlin com- 
panies respecting the City Railway, only the lines serving the 
requirements of the interior of the city would be transformed, the 
total length being 20 miles. A mixed serviceof locomotivesand motor- 
cars would be introduced, with overhead conductors ; the expenditure 
is estimated at £1,250,000, and the work would mostly be completed 
by the end of 1914. As far as the projected underground railways are 
concerned, the scheme provides for the construction of three lines 
during the initial period of the work with a total length of 83 miles, 
and of two further lines with a total length of 4'2 miles in the 
second term of construction. The outlay on the former is said to 
be computed at £5,000,000. The underground lines would be 
narrow gauge, so that an interchange of traffic with the City 
Railway would be out of the question, and the supply of direct 
ourrent for working them would be furnished by the municipal 
electricity works which would have to erect sub-stations for the 
purpose. 'The report expresses the opinion that if the capital 
already invested in the City Railway is left out of consideration, 
the present deficit on working would disappear after the 
inauguration of electric traction and the opening of the under- 
ground lines, and that interest and redemption on the new 
capital would be earned after a few years’ working. On 
the other hand, it is estimated that a period of from 
15 to 20 years would elapse before the underground lines 
would be able to yield 44 per cent. on the capital expenditure. 
These assumptions have induced the Vienna banks to inform the 
Traffic Commission that it will only be possible to raise the capital 
for the underground lines if the interested corporations— State. 
city and province—agree to make a corresponding contribution 
towards the work. The French financial group, however, regards 
the prospects as being more unfavourable in the case of the 
city railway, and a considerable contribution is also required if the 
work is to be undertaken. The estimates of the Berlin companies 
provide for the grant of a concession for the whole network for 
90 years, and exemption from taxation for & period of 25 years. 

It is proposed to adopt electric traction on the railway between 
Meran, Bozen and Mals, in the Tyrol. 

Russ1a.—A scheme has been brought forward for the conversion 
to electric traction of the St. Petersburg junction railways in con- 
nection with the projected transmission of power from the rapids 
of the Walchow, to which reference was recently made, The 
experiments are to be carried out at the cost of the State, as the 
Ministry for Railways has adopted a sympathetic attitude towards 
the scheme, which contemplates the use of H.T. alternating current. 


Conway.—The promoters of the Vale of Conway Light 
Railway have decided to apply to the Light Railway Commissioners 
for powers to enable them to extend the line from Trefrew to 
Gwydyr, to make a deviation from the original route at Llanbedr, 
and to abandon about 9 miles of the intended railway. 


Coventry.—The T.C. has applied to the B. of T. for a 
loan of £220,538 for the purchase of the tramways undertaking. 


Doncaster.—The Light Railway Commissioners will on 
July 19th hold an inquiry into the application of the T.O, for an 
order for extending the Corporation tramways, 


Glasgow.—The tramway department's accounts—pub- 
lished recently in the REvIEW— were confirmed and passed at the 
last meeting of the T.C. In presenting the budget, the convener, 
Bailie W. F. Russell speaking of the doubling of the half. 
penny stage, said that the introduction of that innovation had 
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brought the numbers buying penny tickets down by 50 per cent., 
while it sent up the number of half-penny passengers by 100 per 
cent., resulting in their carrying at the rate of 50 million extra 
passengers in the year. That had led to a considerable amount of 
congestion, and the overcrowding had probably led to a con- 
siderable increase in the number of accidents reported. That state 
of matters should improve every day now, as the 50 new cars in 
course of construction would be available for traffic very shortly. 
As regarded the current year's revenue and expenditure, they would 
require to watch things closely, because with reduced fares they 
were now sailing pretty near the wind. If trade kept good and traffic 
oontinued as it had done lately, he had no doubt they would be 
able to persevere with the extended halfpenny fare, and 
have a surplus to hand over to the common good as large 
as the present (£52,067). He did not anticipate any big extensions 
of route. A matter which had engaged the attention of the 
committee was the adoption of pay-as-you-enter cars, the 
development of which was being closely watched. Replying toa 
question, Bailie Russell stated that the local tramway strike cost 
the department £8,000, of which £6,000 was estimated as loss of 
revenue and £2,000 as other expenditure incurred in bringing the 
strike toanend. The coal strike involved an extra £5,000 in the 
price of coal, representing the purchase of between 10,000 and 
11,000 tons, 


. Halifax.—The Tramways and Electricity Committee 
proposes to fit up 20 tramcars with top covers, at an estimated cost 
of £92 in respect of each car. 
The borough engineer has been instructed to reconstruct the 
tramway track from Free School Lane to the terminus at Skircoat 
Green, at an estimated cost of of £2,890. 


Keighley.—The Corporation last week decided to sus- 
pend the issue of penny return tickets on the tramways for a period 
of three months— except on Saturday afternoons and Sundays-—and 
to divide the routes into six sections, halfpenny tickets being issued 
for any two consecutive sections. Ald. Midgley, in criticising the 
proposal, expressed fear that the tramway system would thus become 
a losing concern. He concluded, however, by intimating his inten- 
tion to vote in its favour, and hoped the scheme would be a success, 
though he had his doubts. 


 Luton.—The T.C. has applied to the B. of T. for an 


extension of time until August llth, 1914, for completing the 
works authorised by the Tramways Order, 1905. 


South Africa,—At a meeting of the Blomfontein "T.C. 


on June 7th, a resolution was adopted for a railless traction 
system, for which it has been decided to ask the authority of the 
ratepayers for £76,000. 


Sunderland.— The annual report of the Corporation 
Tramways for the year ended March 31st last shows a total revenue 
from traffic of £67,871, compared with £58,889 for the preceding 
year. The total expenses were £38,955, and there was a gross 
profit of £29,278. Bank interest brings this up to £29,687. Of 
this £7,263 is absorbed by interest on capital, and £22,152 is 
carried to the appropriation account. The repayment of loans 
accounts for £9,880, £6,018 is devoted to renewals, and after 
meeting several small items, £5,000 is left for the relief of the 
rates. The average working expense per car-mile, including power, 
was 795d. During the year nearly 17 million passengers were 
carried, and 1} million car-miles run. 

At a meeting the other day in connection with the Sunderland 
District Electric Tramways, the Receiver (Mr. Chas. Eves) stated 
that it was of the utmost importance that a supply of new cars be 
provided at the earliest possible moment, as many of the present 
cars were obsolete and worn out. It was also mentioned that a 
portion of the track would have to be relaid at an estimated cost of 
£5,000 per mile. 


TELEGRAPH and TELEPHONE NOTES. 


Ihe International Radio-Telegraphic Conference. 
— On Friday the delegates to the Conference were conveyed to Fal- 
mouth by special train as the guests of the General Post Office, and 
on Saturday they visited the great wireless Marconi station at 
Poldhu. Messages were received from Canada and the U.S.A.. and 
dispatched to Italy, Spain and Portugal. The station is being 
greatly extended in generating capacity. and has been equipped 
with receiving apparatus, which was not formerly provided. On 
Sunday the delegates proceeded by steamer up the River Fal to 
Truro. whence they returned by train to London. On Tuesday the 
delegates were entertained at dinner by the President and the British 
delegates, on behalf of the Government. 


Siberia.—The telegraph rate to the whole of Russia in Asia 
(Siberia and Bokhara) is now 41d. per word, instead of 1s. 


-Uraguay,—The law establishing compulsory installation 


of radio:telegraphy on board all passenger vessels arriving at 
Usaguayan ports will come into operation on July 15th. . ...., 


CONTRACTS OPEN and CLOSED. 


OPEN. 
Aberdare,—July 29th. (/ Additional plant at the 


generating station; (%) construction and equipment of tramways 
and railless system for the U.D.C. See " Official Notices " to-day. 


Algeria,— A,LcikgRs.— The Chamber of Commerce of 
Algiers has been authorised to acquire for the ports of Algiers and 
Agha 24 portable electric cranes and four cranes worked by 
mechanical motors. 


Ashton-under-Lyne.—July 30th. One 400-kw. motor- 
generator, one fuel economiser, two boiler feed pumps, coal elevator 
and conveyor and ash elevator, for the Corporation. See “ Official 
Notices to-day. | 

Australia.—W EsSTERN AUSTRALIA.—July 31st. Post- 
master-General's Dept. Telegraph and telephone material. See 
„Official Notices June 2 Ist. 

New SovTH WALES.—August 28th. Common-battery and auto- 
matic switchboards, for Newton, Glebe and Balmain, for the Post- 
master-General's department, See Official Notices“ to-day. 

SoUTH AUSTRALIA.— October Ist. Telephone switchboards at 
Unley, Adelaide, for the Postmaster-General's department. See 
" Official Notices " to-day. 

July 30th.—Steel rails and track fastenings for Municipal Tram- 
ways Trust, Adelaide. Mr. W. G. T. Goodman, chief engineer and 
yeneral manager, Hackney Road, Adelaide.— Australian Mining 
Standard, . 

October 1st. — Telephone switchboards at Norwood, for the 
P.M.G.'s department. See Official Notices.” to-day. 

October 22nd.—Telephone &witchboard at Port Adelaide, for the 
P.M.G.'s Department. See "Official Notices" to-day. - 

ViCcTORIA.--October 22nd. Fourteen sections of common-battery 
multiple switchboard, for the P.M.G.'s department. See Official 
Notices " to-day, 

Austria, —Popconzk.—Supply of а 250-н.р. engine and 
boiler plant, dynamos, leads, accumulators, and a switchboard for 
the projected extension of the municipal power station. Particulars 
at the Municipal Bureau. 


Birkenhead.— July 8th. Two 750-kw. mixed-pressure 
steam turbines and D.C. generators, with condensing plant, &c., and 
nine tuperheaters and interconnecting steam pipes, forthe Corpora- 
tion. See Official Notices June ? Ist. | 


Bridgend,—July 9th. 225-Kw. steam engine, alternator, 
and accessories, for the U. D. C. See Official Notices June 28th. 


Brighton.—. July sth. Electric light installation, Stan- 
ford Road Schools, for the T.C. Mesers. T. Simpson & Son, 16, Ship 
Street, Brighton. 


Carnarvon.—July 10th. Electric plant, wiring, &c., 
of the existing main and other workhouse premises and of the new 
infirmary buildings now in course of erection, for the B. of G. 
Mr. R. L. Jones, architect, 14, Market Street, Carnarvon. 


Dublin.—July 18th. "Transformers, for the Corporation. 
See Official Notices" to-day. ) 


Dundalk.— July 8th. Materials and stores for the U.D.C. 
Electricity Department. See Official Notices June 28th. 


Dunfermline.— Electric lighting work for new Opera 
House, at Dunfermline. Mr. J. D. Swanston, architect, Kirkaldy. 


Eccles.—July 15th. Slack (5,000 tons a year) for the 
Corporation electricity works for two years. Borough Electrical 
Engineer, Cawdor Street, Patricroft, Eccles. 


Enniscorthy,—July 17th. Continuous-current motor, 
for the District Asylum. See Official Notices to-day. 


Halifax.—July 9th. Coal (14,000 tons) for the Corpora- 
tion electricity works. W. M. Rogerson, borough electrical engineer, 
Foundry Street. (Returnable deposit £5.) 


London, — ISLEIN G TON. — July 24th. One 3,000-Kw. 
steam turbo-alternator, with exciter, condensing plant, switch- 
gear, piping, &c., for the B.C. See Official Notices" June 14th. 

July 22nd.—The Howard Smith Co., 33, Cornhill, London, E.C., 
are inviting tenders for the following: — One 350-kw. Rateau 
mixed-pressure turbine; one 350- KW. three-phase alternator; one 
surface condensing plant, together with electrically-driven pumps ; 
two 30 ft. x 8 ft. 3 in. Lancashire boilers. Specifications and forms 
of tender on application. 

Н.М. OrricE oF WORKS —July 18th. Arc lamp carbons for two 
years. See Official Notices " to-day. 

July %th.—The Commissioners of H.M. Works and Public 
Buildings are inviting tenders for the erection of Victoria New 
Telephone Exchange. Mr. J. Rutherford, 22, Carlisle Place, 
London, S. W. 

Manchester. — July 9th. Corporation Tramways. (v) 
Tramcar trucks; and (5) Motors and controllers for tramcars. 
Mr. J. M. McElroy, general manager, 55, Piccadilly, Manchester. 

July 16th. — Permanent way special track work for the Corpora- 
tion Tramway Committee. Mr. J. M. McElroy, general manager, 
55, Piccadilly. (Returnable deposit £2 28.) 


Newcastle-under-Lyme, — July loch. 1,000 yd. of 


v. B. mu ins, for the Corporation. See "Official Notices Y to-day;. - 
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New Zealand,—Angust- 16th. Eleotrig : motor and 
induced fan for Christchurch City Council. Tenders to City Sur- 
veyor. it £5. Copy of -specification can be seen at Board of 
Trade Commercial Intelligence Department, London, E.C. p 


Nuneaton.—July 16th. One electrically-driven turbin 
type boiler feed pump, &c., for the Corporation. See „Official 
Notices to-day. VV Ml RC 

Partick,—July 9th. Cables for the Burgh Electricity 
Department. See "Official Notices to-day. 

Pembroke.—July 15th. Electric lighting and other 
works in connection with 43 dwellings for the wárking glasses Bt 
Beatty's Field, Ball's Bridge. Mr. 8. L. R. Price, electrical engineer, 
Plans, хс. at Town Hall, Balls Bridge, Pembroke, Co. 
Tenders to Chairman of Housing Committees. 5 


Rotherham.— July 8th. 
(a) Tramwaye manager; (5) Borough electrical engineer. 


Salford.— July 25th. Electric light, telephone and fire 


alarm installations at the Union Infirmary, Hope, Pendleton, for 


One. 


the B. G. See “Official Notices” to-day. | | 
South Africa, —PrIETERMARITZBURG.—July 29th. 
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) (a) Tramway stores and: 
materials for a year for the T. C., and (>) Electricity meters. 


~ ` 


steam turbine with tandem generators, switchboard snd condensing · 


plant for the Corporation.— South African Mining Journal. 
Spain.—July 31st. 


Electric lighting, for 15 years, of | 


the town of Merida. Full particulars are given (in Spanish) in the 


Gacetu, which may be seen at the Commercial Intelligenoe Branch 
of the Board of Trade, E.C. i 


Tenders have lately been invited by the municipal authorities of 
Santa Otalla (province of Huelva) for the concession for the electric . 


lighting of the town during a period of ten years. - 


Uruguay.—MoNTkE VipEo.—July 13th. Tenders are 


called for the supply of 21 electric transporters for the port. 


Particulars, Ministry of Public Works. 


Walthamstow,—July 19th. Extra-high-tension and 
low-tension cables, for the U.D.C. See "Official Notices " to-day. 


CLOSED. 


Aecrington.—The Corporation has accepted the tender 
of Messra. Glover for the supply of electric cables for Clayton-le- 
Moors, at £3,414. 


Australia, — According to the 
Standard, the following contracts have been placed :— 
Victorian railways :— | 


Cast-iron pipes and fittings for electric light station. £837.— 

of Engineers Pty.. Ltd. " телка ыо. 
тс шокы for electric street railway cars.—Noyes Bros. (Melbourne) 
8 miles electric wire, £118.—W. T. Henley's Telegraph Works Co., Li 
8 miles electric wire, £114.—Noyes Bros. d is : in 


Australian Minin 


8 xxn cable, at £24 10s. per mile.—British Insulated and Helsby Cables, 


MELBOU BNE.— Postmaster-General's department :— 


Five common-battery switchboards, 100 lines, at = 
Bartram & Son Pty., Ltd. А V' 
Jacks and plugs, £65.—British Insulated and Helsby Cables, Ltd. 


40 tons bard-drawn copper wire, 800 1. per mile, at £84 4s. per ton, 29,368. 


— British Insulated and Helsby Cables, Ltd. : ; 
33,000 porcelain insulators, pattern A, at 5:89d. each, £719; 120,000 porcelain 


insulators, pattern B, at 2°16d. each, £1,080; total contract, £1,799.—. 


Theodore Zwicker & Co. 
3.200 dry cells, at 9s. 4d. each, 2257.—A. J. Sage 4 Co. 
100 calling devices, 2190. —Automatic Telephones (Australasia), Lid. 


Department of Home Affairs :— 


Installation of electric light service at Fort Scratehley, N ' 
£969.—Joseph Bakewell, Newcastle. RR 
Sy pNgy.-— Post master-General's department :— 


17 miles 50 chains of cable, telegrapb, lead - covered. -i 
screened, 25 conductors, 50 Ib. 5 реа 
mile.—Siemcns Bros. Dynamo Works, Ltd. 


ADELAIDE.— Postmaster-General’s department :— 
Relays, duplex repeaters.—British Insulated and Helsby Cables, Ltd. 


Birkenhead.—The Tramways ‘Committee has accepted 
the tender of Messrs. Siemens Bros. Dynamo Works, Ltd., London 
for the supply of eix cars (with bodies built by Meesra, Hurst, Nel- 
son & Co., Ltd.,) each seating 60 passengers, for the sum of £4,371. 


Belfast.—The B.C. Electricity Department accepted the 


following tenders :— 
Whipp & Bourne.— Extra Н.Т. switchgear. 
Bertram Thomas.—Switchboard extensions. 
Johnson & Phillips, Ltd.— Car-shed panels, | 


Bristol.—The В. of G. has accepted the tender of Messrs. 


mile, in 220-yard lengths, at £277 per 


Collings Bishop, Ltd., Cardiff, for electric light at Stapleton Work- 
house, at £890. Fourteen firms tendered, the highest quotation ` 


being £1,648, 


The Docks Committee of the T.C. on Monday accepted the tender 


of "Messrs. Johnson & Phillips, Ltd., for cable for. the shed cranes, 


and that of Messrs. Siemens Bros. & Co. for crane connection, | 


boxes. 


Bray. The following tenders were received by th 


F. D.C. for the electricity works: 


7 +" Section (1). —100-ку. alternator and Diesel engine. 


Diesel Engine Co, (86-x w. set) ЗИ са 22 ET P 
Berrien, Bickerton & Day (accepted) (including Phoenix alternator 
Willans & Robinson à - - - xx i» 3 dx 1,9 


Diesel Engine Co. (1838. M w. Seti 2293 
ES 9.971 


.. £1,781 
1,811 
9 


Cole, Marchant & Morley .. ds es - 
British Westinghouse Co. (118-xw. set) 2 . . 2,544 - 
+  Bection (2).—Overhead travelling crane. 

Herbert Morris а Co. (accepted) £128 J. Spencer x . . £140 
J. Smith se 25 e» «« 199 Carrick & Ritchie . .. 180 
Pickerings,Ltd. ... 182 J. Williams .. . 150 
5. Whiteley .. A 188 Но & Willets .. 150 
Уап һап & Son 184 Mevrsball Fleming .. 170 
J. Carrick .. з, oun n САМ J. Thompson: -+ з . e. +199 


' Chester-le-Street.—The В. of G. has accepted the tender 
of Mr. G. H. Armstrong for motor machinery for the Workhouse 
laundry, at £56. | 


Coventry.— The Management Committee of the Coventry - 
and Warwickshire Hospital has accepted the tender of Messrs. 
Waygoods, Ltd., for an automatic electric lift. 


Eastbourne.—A contract for elevators for the Corpora- 
tion electricity works has been placed with Messrs. Ed. Bennis & Co. 


Erith,—The U.D.C. has accepted the tender of Messrs. 
Allen & Simmonds, Ltd., for repairing No. 4 engine at the electri- 
city works, at £182. 


Grimsby. — The Borough Education Committee has 


accepted the tender of Messrs. E. H. Buck & Co.. Ltd., of Man- 
chester, for electric light fittings at Victoria Street Schools, at £83, 


Haslingden,—The Committee of the Bury Road Baptist 


Church has placed the order for the electric lighting of the 


church and the electric blowing of the organ with Mr. A. M. 
Cramp, of Haslingden. 


Hull.—The Tramways Committee of the T. C. has 
accepted the tender of Messrs. Bolling & Lowe for steel tramway 
rails (manufactured by the Phonix Co., of Hamburg), at C7, 969. 


Japan.— The Dil, News states that an important 
Japanese contract has been obtained by Messre. Dick, Kerr & Co., 
Ltd., from a Japanese hydro-electric power company. It is 
described as probably the largest order for water-driven alternators 
which has been placed in this country. The order covers six alter- 
nators, each of 7,775 K.V.A. capacity. 


Keadby.— The Great Central Railway Co. has accepted 


the tender of Sir Wm. Arrol & Co., Ltd., of Glasgow, for a lifting 
bridge, electrically operated, over the river Trent at Keadby. 


Leyton.—The U.D.C. has received the following tenders , 
for the supply of 75 double concentric cable: „ 5 
Aubert Grenier & Co. .. . . £1,230 Johnson & Phillips, Ltd. .. £1,180 
Brit. Ins. and Helsby Cables .. 1,133 Biemens Bros. & Co. .. .. 1,181 
Elec, Eng. and Equip. Co. 1,102 Standerd Cable Manníaciuriag 
General Electric Co., Ltd. 1,217 Co., Lt (accepted) 1,052 
W. T. Henley's Telegrap R. R. Todd is i . 1,060 

Works Со. .. ВЕ: .. 1,180 Union Cable Co. .. "S 1,201 
W, T. Glover & Co. es .. 1,100 Western Electric Co. oe . . 1,250 


The tender of Bertram Thomas bas been accepted. at & 105, for 
the supply of an additional feeder panel to the switchboard. 


Llandudno.—The U.D.C. has accepted the tender of 
Messrs. Thomas Parry & Co., of Mold, for from 4,000 to 5,000 tons 
of slack for the Electricity Works, at 9s. 9d. per ton. 


London.— L. C. C.— The Fire Brigade Committee received 


the following tenders for electric light wiring and fitting at 
Shooter's Hill fire station :— 

A. Hawkins & Sons .. (accepted) £171 Barlow Bros.& Co... 198 . 
Pinching & Walton EM .. 180 J. Bryden & Bons .. 252 


The Horsfall Destructor Co., Ltd., having intimated its inability to 
enter into the necessary contract for the provision of sand crushing 
and drying plant, at £651, fresh tenders were invited as below :— 

Mechan 2 Sons, Ltd. .. . (accepted) £1,211 
Edgar Allen & Co., Ltd. T .. 1,289 
The Highways Committee received the following tenders for 
guards for shafting, &c., at the Greenwich generating station :— 
Rownson, Drew & Clydesdale, Ltd. . (accepted) £971 
. 8t. Pancras Ironworks Co., Ltd. nm .. 888 
Hunter & English, Ltd. .. e T 2x .. 546 

A contract has been entered into with the Morgan Crucible Co., 
Ltd., for brushes for electrical machinery for the year 1912-13. 

BERMONDSEY.—The tender of Messrs. Myers, Rose & Co., Ltd., 
has been accepted by the B.C. for a 12 months’ supply of Shipley 
peas coal at 168. 3d. per ton, subject to the firm agreeing to supply 
3,000 tons, the Council to have the right to order 20 per cent. up or 
down on that quantity. 

WooLWICH.—The following tenders have been accepted by the 


C. A. Parsons & Co.—Renewing comnrutator to dynamo of No. 8 turbo set 
"*' at Woolwich. Werks, £98. NF. E Ne: 
Yorkshire Copper Works, Ltd.—Renewal of condenser tubes to Nos. 6 
and 7 engines at Plumstead Works, £116. 
Willans & Robinson, Ltd.—One 1, 500-Kw. turbo-alternator, 41.782. 
Siemens Bros. Dynamo Works Co., Ltd. Sub- station switchgear, 4805. 
. Ferranti, Ltd.—Sub-station switchgear, £205. 


~ Е m . 


ST. PANCRAS.-The . PC. "Ekétricity -and!: Publier Lighting 
Committee reports having received the following tenders for two 
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1,000-Kw. motor-generators for the Tavistock Place sub-station and 
the King's Road generating station : — 


Crompton & Co. . a is 5% T А ‚ £4,696 
General Electric Co. . es ee ee ee ae 5,102 
Eleotric Construction Co. 9 РРА vs CUI A De 

Bruce Peebles & Co. А . 5,410 


Brush Electrical Engineering Co. ui 2 né » .. 5,600 
Siemens Bros. & Co. ee ee . "n . 

. Dick, Kerr & Co. Wes ү $4 e 055... 6,516 
British Westinghouse Co. А э 026 
British Westinghouse Co. (alternative rotary at 500 revs.) .. 6,510 
British Westinghouse Co. (alternative rotary at 518 revs) „„ 6,900 
British Thomson-Houston Co. We uns 7,800 

The chief electrical engineer advised the Committe that having 
regard to the amount of floor space occupied, the interchangeability 
of plant and the elasticity &nd simplicity 1m operation of the set 
offered by Messrs. Bruce Peebles & Co., he considered their offer the 
most suitable for the Council's purposes. This offer includes £50 
fot a D.C. starter and also £50 for tests on site, but he states that 
as four of the firm's machines are already in use at the Council's 
electricity stations, the test on site will not be necessary, nor is the 
D.C. starter required, so that their offer will be reduced to £5,310, 
and he recommends that the firm's tender at this price should be 
accepted. He further points out that all the tenderers except 
Messrs. Bruce Peebles ask for modifications either in the arbitra- 
tion clause or in the general conditions. For these reasons the 
Committee states, although the offer in question is not the lowest 
received, it agrees with the engineer's proposal that it should be 
accepted. 

The tender of Messrs. J. H. Beattie & Co. has been accepted for 
annual supplies of the following coals to the Electricity Depart- 
ment :—20,000 tons Mansfield best slack, 14s. 2d. per ton; 2,000 
tons Staveley large slack, 15s. 2d. ; 8,000 to 9,000 tons Nuneaton DS. 
nuts, 158. 2d. 


Luton.— Messrs. E. Bennis & Co., Ltd., have received an 


order for mechanical stokers апі self-cleaning oompressed - air 
furnaces for the borough electricity works. 


Margate,—The T.C. received the following tenders for 
electrically-driven sewage pumps :— 
Rees Roturbo Manat Co.. Ltd. .. 
Run Patent Evaporator Co., vie T 
Marshall, Osborne & Co.. 
British Electric Plant Co., Ltd. 


(&ccepted) £295 

“> .. 262 
281 or 282 
B08 or 830 


eo ee ee 


Plymouth.—The tender of Cory Bros. & Co., Ltd., for 
8,000 tons of coal, at lis. 6d. per ton (le. per ton above present 
contract) was accepted by the Electricity Committee. 


Ramsbottom.—The U.D.C. has accepted the tender of 


Messrs. Dawson & Manfield, of Manchester, for a refuse deetructor 
and steam disinfector, at £3,8CU. 


Salford.—The following tenders have been accepted by 
the T.^,:— - 


J. Lomax, Kendal & Co., Ltd.—Installation of electric light at Nashville 
Street Scboo), £138. 


Walter Scott, Ltd. — Ito tons Sandberg steel tramway rails, £7 15s. per ton. 


Jobn Smith (Keighley), Ltd.—10-ton engine room travelling crane at elec- 
tricity works, £2 


Browett, Lindley & Co. —Rebcring three high. pressure cylinders and 
making and fitting complete three new high-pressure pistons fitted with 
restrained piston rings, £60. 

The following tenders have alto been Accepted. for an annual 
supply and delivery of high-speed electric motors: 


Genera! Electric Co. (approximate value of contract), £5€8. 
Horace Green & Co., £219. 

Electric Construction Co., Ltd., £34 

Phenix Dynamo Manufacturing Co., Ltd., £49. 


Southampton.—The tender of the Union Cable Co., Ltd., 
has been accepted by the T.C., at £131, for the supply of 1 ‚600 yd. 
of high- tension cable. Three other tenders were received at prices 
ranging from that accepted to £182. The tender of Messrs. Myers, 
Rose & Co., Ltd., has also been accepted for a supply of 500 tons of 
Pinxton coal at 203, 9d. per ton for the generating station ; as has 
the tender of Messrs. Dinham, Fawcus & Co., Ltd., for 250 tons of 
Bolsover coal at 208. 11d. per ton. For the supply of 1,120 yd. of 
1 in. cable and 190 yd. of 1˙5 in. cable, the tender of Messrs, William 
Rickard, Ltd., has been accepted, at £706 and £61, respectively. 


Wallasey (Cheshire).— The contract for mechanical 
stokers and furnaces for the borough electricity station at Liscard 
has been given to Messrs, Ed. Dennis & Co., Ltd. 


Walthamstow.—The II. D.C. has accepted the tender of 


the British Thomeon Houston Co., Ltd., at £411, for a low-tension 
switchboard. 


Worcester,—The Infirmary Committce has accepted the 
tender of Mr. H. J. Harding, of Worcester, for electric lighting work 
at the infirmary, at £125, and for telephonic installation, at £27. 


York,—The B. of G. has accepted the tender of Messrs. 


T. H. Cabey, Ltd., of South Shields, for materials for extending the 
fetephones and re ati me at the Workhoties, at £73. 


- 


- FORTHCOMING EVENTS. 


„ 


Association of Tuslneers - ln. & 
St. Bride's Institute, E. C. 
and Efficiency." . . 


—Saturday, July 26th. At 7.80 p.m. At the 
iscussion on Condensers: heir Construction 


NOTES. 


Census of Production.— The second census of produc- 
tion, under the Census of Production Act, 1906, will be taken in 
1918 in respect of production carried on in the present year. The 
schedules to be issued to manufacturers and others for the purpose 
of this census cover, in the main, the same ground as those for the 
first census. The instructions have been simplified, and the majority 
of the schedules have been reduced from eight pages to four pages 
of somewhat larger size. In certain schedules, particulars are now 
required of the total make of important semi-manufactured products 


such as yarns, pig-iron, steel ingots, &с., whether further worked 


up by the makers or not. By arrangement with the Home Office, 
the particulars of the numbers of persons employed will also serve 
as the ordinary return required for 1912 under Seo. 130 of the 
Factory Act, and manufacturers will thus be saved the trouble of 
making two separate returns. Small firms employing not more than 
five регғопв besides the employer, on making a declaration to that 
effect on the schedules issued to them, will be exempted from the 
requirement to furnish returns. At the present time, the schedules 
are being issued in draft to Chambers of Commerce and Trade Aeso- 


ciations in order to afford them an opportunity for the consideration : 


of the details of the information required before these are finally 
settled. The schedules on which manufacturers will be required to 
make their returns will not be sent out until the beginning of next 
year, 


Legal.— Frrrox v. Murr.—<aAn application was made at 
the Manchester County Court on Tuesday, before Judge Mellor, 
K.C., by Mr. Brocklehurst, on behalf of John Fitton, of Victor 
Street, Lower Broughton. Messrs, Muir were the defendants. The 


case aroee out of an unusual event which occurred at Strangeways, . 


Man hester, at the works of Wm. Muir & Co., engineers and 
machine tool makers, and the application was made under the 
Workmen's Compensation Act. Plaintiff's case was that on March 
4th he was following his employment as a crane driver for Messrs. 
Muir, when he stumbled, and his left hand touched an unprotected 
“live” wire attached to the crane. He received a shock to the 


left hand and arm, and they were numbed for about half-an-hour . 


afterwards. Thearm had been flung violently backward when the 
shock occurred, and it caught against the crane. 
was unable to lift the arm, but he continued working under great 
difficulties until he went to the manager and reported the accident, 
This wason March 8th, and the manager told him he ought to 
have reported the matter earlier. That, Mr. Brocklehurst said, he 
understood, was something on which the defence relied for their 
answer to the claim for compensation at the rate of 138. a week, 
Another point of the defence (said Mr. Brocklehurst) was that the 
locomotor ataxy which came on subsequently was due rot to the 
accident but to natural causes. In that connection he mentioned 
that the plaintiff was an old Rugby footballer, who had played 
20 years ago for the Broughton Club. He had always been in very 
good health, and it was a remarkable thing that he should contract 
locomotor ataxy almost immediately after the accident took place. 
There had been no trace of it before, and as to the health of his 
family, his father died when he was 74, and his mother was older, 
and still living. 

Plaintiff in his evidence denied Mr. Wingate Saul's suggestion 
that his arm had been wasting and getting weaker before the 
accident. It was all right until the accident. 

Judgment was eventually given for the defendants, 


The First A.C. Railless Trolley.— The first alter- 
nating-current railless trolley in the world is being shown in 
working order on a tar macadam road, by the Gesellschaft für 
Gleislose Bahnen Max Schliemann & Co., at the Electrical 
Exhibition of Leipzig. This is an electric- bus travelling on a 
strip of tar macadam 100 ft. in length, which has been rolled on an 
existing uneven stone pavement 6 cm. in thickners, after scratching 
out the joints as far down as possible. The bus is operated by a 
1.000-volt single-phase commutator motor of 15. H. P. output. at 
1.200 R.P.M. and 50 cycles, started and controlled by shifting the 
brushes. The motor drives the rear axle through a double cardan 
shaft and a worm gear of 10: 1, and the rear wheels by an elastic 
clutch. The form of current, the voltage and the use of a 


repulsion motor constitute decided novelties in this connection, . 


The rubber tires are guaranteed for 20,000 km., but 40,000 km. 
have been reached in actual operation. corresponding to a cost of 
jd. perkm. The vehicle is lighted by metal-filament lamps. The 
speed is 20 km. per hour, the average consumption being 1 Kw. - 
hour per kilometre. 


London Labour Troubles,—4À meeting of waterside and 
other manufacturers in the London district was held on Wednesday 
at the London Chamber of Commerce Building in Oxford Court, to 


consider the position of London manufacturers owing to the 
lightermen’s strike, 


Will.—Mr. John Dodd, late chairman of Platt Bros. and 


Co., L 


„ Of Oldham, left £228,100 grow and £222,880 net 
personal 3 


Later be found be 
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Institution. Notes,—IxsriTUTION oF ELECTRICAL 
ENGINEERS.— The annual conversazione of the Institution of Elec- 
trical Engineers was held on Thursday evening, June 27th, at the 
Natural History Museum, South Kensington. The guesta, who in- 
cluded a number of the delegates to the International Radio- 


Telegraphic Conference, numbered about 1.250, and were received by 


the president, Dr. 8. Z. de Ferranti, and Mrs. de Ferranti, and the 
Council of the Institution. Among those present were :—Lord 
Justice Buckley, Sir John Gavey, Col. Sir T. H. Holditch, Sir 
Walter Howell, Prof. Jackson (president, American I. E E.), Sir 
Alexander Kennedy, Major W. A. J. O'Meara, Sir Henry Tanner, 
Sir Cecil Trevor, Dr. J. H. T. Tudsbery, Sir Edward White, and 
many other distinguished guests. The string band of the Royal 
Eegimeers performed іж the Central Hall, and the Royal Windsor 
Glee Singers in the Shell Gallery, and the function passed off 
with the usual success. 

INSTITUTION OF MECHANICAL ENGINEERS.—The balloting list 
of new members to besubmitted to the general meeting on the 30th 
inst., we should think, breaks the record; it contains the names of 
no fewer than 206 candidates for admission or transfer— 35 to the 
class of Membere, 117 to that of Associates, and 54 to that of 
Graduates. Is it the spectre of examination that looms in the 
background of the near future ? 


Annual Outings.—The staffs of the Urban Electric 
Sapply Co., at Dartmouth and Newton, held their annual outing on 
June 20th, the party, nambering upwards of 30, journeying by 
motor from Newton to Bovey Tracey, where breakfast was partaken 
of. The run was ther continued to Chagford, where a halt was 
made, and upon arrival at Okebampton, dinner was provided at the 
Plame of Feathers, Mr. G. E. Smith, the engineer and manager, 
occupying the chair. Subsequently a cricket match was played 
between the two ateffs on the Okehampton cricket ground, through 
the kind permission of the local club, the Newtonians winning by 
two wickets and eight runs. Later the journey was resumed to 
Crediton, where tea was served. On the return journey the party 
passed through Exeter, and remained for a while at Chudleigh for 
supper. 

The Fuller Electrical and Manufacturing Co., Walthamstow, had 
their annual outing on Saturday, June 29th, when a party of 29 
went to Clacton-on-Sea. After a morning bathe in the sea, the com- 
pany were early ready for the repast, which was served at 
12 o'clock at the Clifton Restaurant. Tea was served in the grounds 
attached to the restaurant. 

The International Electric Co., of Kilburn, held their annual 
outing on June 29th. Close upon a hundred of the employés and 
staff took part. Yarmouth was reached toon after ten o'clock. 
The party asrembled for lunch at the Granville Hotel, with Mr. 
H. R. Rooee in the chair. The usual toasts were given, and tbe 

continued success of the I. E. C. was referred to by the chairman. A 
ены mueical programme served to while away the time during а 

wer. 

Astor Gift to Mackay-Benuett" Crew,—According 
to the New York Times, Capt. Larnder, of the cable steamer 
Maeckay- Bennett, which recovered a large number of bodies of 
victims of the Titanic dit aster, including that of Col. John Jacob 
Astor, bas received from Mrs. Astor, his widow, and Vincent Astor, 
bis son, as proof of their appreciation of the work of the crew of 
the Macka y- Bennett, $82,000 for distribution in gratuities to those 
who assisted in any way in the work of recovery. 


Foreed Vibrations,—An interesting letter from Prof. 
J Perry appeared in Nature last week, on the subject of forced 
vibrations, pointing out that the amplitudes of forced vibrations 
are greatest when the forcing influences are in tune with the 
natural vibrations only if there is no damping ; when damping or 
corresponding loes of energy takes place, the statement is not 
correct, Itisan important matter for persons concerned with telephony 
or wireless telegraphy ; for instance, the tuning of the antenna 
should be readjusted when the sender becomes the receiver. Prof. 
Perry gives various examples, worked out, to illustrate his point. 


Veritys’ Derbyshire Climbing Club.—On Saturday 
last the members of the above club trekked to Edale, and, underthe 
direction of Chief Guid:s Ride, Landon and Knowles, ascended 
Back Tor, climbed over the Ridge to Mam Tor, ascended the chain, 
and then went over the Winnats, descending to the Speedwell 
Caves; there they took boat and covered the underground waterway 
to the Main Cavern, where the source of the wells was negotiated. 
After the subterranean exploration, the party dined at the George 
Hotel, Castleton. In the evening a visit was paid to Peveril of the 
Peak’s Castle, and then to Hope, where the party joined the 
homeward train, after a very enjoyable climb. 


Fatality.— An inquest was held at Willington Quay-on- 
Tyne on Jane 28th respecting the death of David Carrot, 31, wha 
was killed at the Willingtou Foundry. Ralph Stevens, an elec- 
trician, stated that the deceased was employed aa a labourer and 
spare craneman. On June 26th he learned that the deceased had 
fallen from an electrically driven crane on to a live wire which 
was carrying an alternating current at 440 volts. The current could 
be cut off, he explained to the Factory Inspector, by drawing out 
the fuses controlling the crane supply, and also by the switch 
which controlled the whole of the machinery in the works. Ralph 
Paton said he and deceased were assisting in ereoting a new crane. 


It was necessary to move the existing crane, and Carrot went up to 


dothis Witness saw him move the crane and leave the cage. The 
next moment someone shouted an order for the fuses to be drawn. 
Witness looked up and saw Carrot standing on a girder, grasping 
Che electric wire with his hand. ‘The fuses were drawn, and deceased 
at ome fell to the 


2H _. 


d 
, nd fractured his skull He died 


immediately afterwards. Other evidence having been given, the 
jury returned a verdict to the effect that deceased was killed by a 
fall from an electric travelling crane, and recommended that a 
separate switch should be provided to control the crane alone. 


Coal Cutters on Rails.—It frequently occurs in colliery 
practice that where mechanical coal cutters are adopted, these 
machines are mounted so as to run on rails which have to be laid 
on the floor of the working place. These tracks are necessarily of 
a temporary nature, and in some situations the use of rails has 
proved productive of considerable trouble owing to the fact that a 
Jarge amount of time is taken in laying the rails and many of the 
joints between the various sections prove bad. The result of this 
is that as the cutter passes over these joints it shows a very great 
tendency to come cff the rails, and the difficulty of getting heavy 
machines of this nature back again in a more or less confined space 
can easily be imagined. Cases have been known where up to two 
hours of valuable time have been absorbed in doing work of this 
description. Another point with regard to this method of working 
is that as these rails are very often laid in a slipshod manner, the 
undercut is very likely to be irregular.. In some cases it has been 
known to vary from 4 ft. 6 in. to 6 ft., -and this varying depth of 
undercut seriously interferes with clean and regular working. The 
use of skids obviates all this trouble, as there are no rails to lay and 
there is, of course, nothing for the machine to slip off. The depth 
of the undercut is regulated in an easy and sure manner by a side 
rail which runs along the props, and in addition to these advantager, 
it is found that the machine is not so liable to slew as the type 
which runs on a rail track. For these reasons a skid possesses 
advantages which should be considered by the colliery engineer. 


Appointments Vacant.—Two prime cost clerks, for the 
Hackney B.C. Electricity Department (£90 and £105 respectively) ; 
station superintendent for the City Electricity Department, Carlisle 
(£120). Seeour advertisement pages to-day. 


Electricity Works Table.— We regret that the under 
taking of the Rawtenstall Corporation, which also supplies Bacup 
with electricity in bulk, was inadvertently omitted from our 
list. On the other hand, the Folkestone District E.L. and P. Co. 
should be deleted, having been sbsorbed by the Folkestone 
Electricity Supply Co., Ltd. ° 


OUR PERSONAL COLUMN. 


The Editors inrite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway oficials, to keep readers of the 
ELECTBICAL REVIEW posted as to their movements, 


Central Station Officials.— At a smoking concert held 
on Friday last. tbe staff of the Hull Corporation electricity 
department presented MR. H. BELL, the city electrical engineer, 
whose marrisge was recently announced in our columns. with a 
set of silver epoons in cage. suitably irscribed. The presentation 
was made by Mr. J. Е. Magorie, the chief assistant electrical 
engineer, who referred to the high esteem in which Mr. Bell was 
held, and the good fellowship existing throughout the department. 
Mr. Bell euitably responded, and his health was toasted with 
musical honours. An excellent programme of music and song was 
rendered during the evening. 

The Kingston-on-Thames T.C. has increased the salary of Mr. 
P. C. Simpson, of the electricity works staff. from £5 to £3 10a. 
per week, with a further increase to £4 on April 1st, 1913. He is to 
havecharge. under the electrical engineer, of the work both out- 
side and inside the central station. 

Mr. WINTERHALDER, second assistant engineer and mains super- 
intendent at the Kingston-on-Thames Corporation Electricity 
Works, has secured an appointment at Rio de Janeiro. 

Blackburn General Purposes Committee has had under con- 
sideration the proposal to increase the salary of Mr. P. P. WHEEL- 
WRIGHT, borough electrical engineer, from £500 to £700, by incre- 
ments of £50 a year. The Labour members offered strenuous 
opposition, but the recommendation was carried. The opposition, 
however, is to be renewed at the next open Council meeting. 

On June 29th MR. S. R. RYMER, assistant to Mr. Percy Murray, 
of the Newcastle-upon-Tyne Electric Supply Co., Ltd., was married 
to Miss Cissie Dotchin, of Newcastle. A number of his colleagues 
and other friends were present. 

Мв. А. W. BABHAM, station superinterdent, Carlisle, has been 
unanimously appointed to the position of chief assistant at Watford 
U.D.C. electricity works. MR. J. ELLIS, of Llanrwst, has been 
appointed junior shift engineer. 


General.—4At a general meeting of the Royal Institution 
on Monday, MR. J. S. HiGHFIELD was elected a member. 

Mr. FRANKLIN PuNGA has established himself as consulting 
engineer in Liége (Avenue Rogier 30). ! 
It is announced in the Times that МАЈОВ Н. G. K. Wart, R.E., 
has been appointed Chief Instructor in Electricity at the School of 

Militery Engineering, Chatham, vice Major Dumaresq. 

The Times New York correspondent states that at a dinner of 
the American Institute of Electrical Engineers in Boston, the 
Institute presented MR. GEORGE WESTINGHOUSE with the Edison 
Medal for meritorious achievement in connection with the 
development of the alternating-current system for light and 
power. | A Lie 
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MR. WILLIAM OLIVER, B.Sc., A. M. Inst. C. E., of Messrs. Bruce 
Peebles & Co., Ltd., was married on Wednesday last week. in St. 
Giles Cathedral, Edinburgh, to Miss Kate Wilson Somerville Shaw. 
Mr. Oliver was recently presented by his colleagues with a hand- 
some silver salver and silver cigarette box, both suitably inscribed, 
to commemorate the event. 

MR. Joux E. RAwORTH. of 28, Broadway, Westminster. S.W., 
announces that he has just acquired the business, established in the 
year 1871 by the late Mr. Newnham Browne. chartered patent 
agent. and carried on by him and his successors at the Old Mansion 
House, 73. Cheapside, E.C. Mr. Raworth is retaining the offices.in 
Cheapside. and will conduct them as a City branch of his business. 
under the management of Mr. C. I. Perry, who was for many 
years with Mr. Newnham Browne, and has had over 25 years 
experience in patent and trade mark matters. 

: On the afternoon of Friday last, MR. H. CHAS. Gover bade fare- 
well to the head office staff of the Edison & Swan United Electric 
Light Co. Ltd. with which he has been since its inception ; 
indeed, he was connected with the business prior to the amalgama- 
tion which established the company whose name is now a house- 
hold word. The whole of the managers and staff of the offices, 
depots and works of the company, united in showing their respect 
and esteem by presenting Mr. Gover with a massive chest of cutlery 
and sterling silver fruit dishes. The presentation was made by 
Mr. John Cooper, the accountant of the company. in the presence 
of the head office staff. In replying, Mr. Gover, who, in company 


with all present, was: much affected, expressed his great apprecia- 


tion of the gift which he said he knew was merely the manifestation 
of the warm feeling which underlay it. At such a time one's 
feelings were almost too deep and too strong to find expression in 
words. When he looked round the room and saw that picture. the 
group of those who had been his colleagues and who had given him 
80 willingly their assistance in all his duties, he felt it was 
a picture he could never forget. He had newer dreamed of 80 
spontaneous an expression of regret at his leaving the firm. He 
had known most of those in the room for some years, and during 
that time the staff of the company had gone on steadily attendiug 
to their work and their duties, There had been perfect harmony 
between everyone, and very few difficulties had cropped up, but the 
best way to go through life was to keep your eyes towards the sun 
of the future and not to look back to any shadows which might 
have existed in the past. Mr. Gover indulged in some interesting 
reflections on the position of wage-earnera and the general condition 


of the country to-day as compared with those of the year 1848, 
when he was an apprentice, 


Obitaary,—An inquest was held at St. Margaret’s, near 
Dover, last week. into the death of Мв. W. F. Nosworthy, a retired 
superintendent electrician of the Western Telegraph Co., who dis- 
appeared from Folkestone a few days previously. Death wasshown 
to be due to morphia poisoning. Deceased had been in the habit of 
taking morphia for malaria and rheumatism contracted in South 
America. 

We regret to record the death of Mr. W. S. B. MCLAREN, М.Р. 
which occurred on Saturday last, at the age of 59 years. The 
‚ deceased gentleman had been for the greater part of his lifetime very 

actively engaged in connection with mining, iron, textile and other 
industries, and among other companies with which he was 
associated were the Electric Construction Co., Ltd., and the Madras 
Electric Tramways (1904), Ltd., of both of which he was chairman. 


——À — 


NEW COMPANIES REGISTERED. 


— ——— M — 


Lemington Glass Works, Ltd. (122,562).—This company wag 
registered on June 12th, with a capital of £25,000 in £1 shares (15,000 6 per 
cent. cumulative preference), to carry on the business of manufacturers of, 
and dealers in, glassware for lamps, and other apparatus for use in connection 
with electric and other illumination, and with the generation, distribution, 


accumulation, supply and employment of electricity, &c., and to adopt an 


agreement with Robertson Eleotrio Lamps, Ltd. The subscribers (with 100 
preference shares each) are:—H. Hirst, 67, Queen Victoria Btreet, E.C., 
electrical engineer; J. Fraser, 31, Copthal Avenue, E. C., 
accountant. ivate company. "The number of directors is not to be less 
than two or more than five; the first are H. Hirst and J. Fraser; qualification, 


100 shares; remuneration as fixed by the company. Registered office, 
91, Copthal Avenue, E.C. 


United Carborundum and Electrite Works, Ltd. (122,569). 
—This company was registered on June 12th, with a capital of £100 in £1 
shares, to take over the business of the Vincit Co., Ltd., to acquire and work 
the agency for Great Britain and the Colonies for the sale оѓ “ Carborundum ” 
and ''Electrite" products manufactured, produced, or sold by the Vienna 
Carborundum Co.,to manufacture and sell appliances for use in the engine 
building, acetylene gas plant, agricultural implement, anchor, armour plate, 
and bicycle manufacturing and various other trades, &c. The subscribers 
(with one share each) are:—B8. Whitman, 25, Gledhow Gardens, 8.W., com- 
pany director; W. T. Batteo, 179, Queen Victoria Street, E.C., company 
director. Private company. Table A" mainly applies. 8. Whitman signs 
ав а director. Registered office, 70, Queen Victoria Street, E. C. 


К. F. Syndicate, Ltd. (122,722). — This company was 
registered on June 20th, with a capital of £2,000 in £1 shares, to acquire 
patents and inventions connected with incandescent electric lamps, gas 
mantles and burners, &c., and to adopt an agreement with J. T. Robin and 
others. 'The subscribers (with one share e&ch) are:—W. J. Willis, 85, 


Frederick Road, Chingford, clerk ; H. Douglas, 15, East Bank, Stamford Hill. 


N., clerk; E. Mackenzie, Foxholme, Barron Road, Streatham, 8.W., clerk ; 


J. T. Robin, 88, Tooting Bec Gardens, Streatham, S. W., manufacturer. 


Private CO ected The number of directors is not to be less than two or more 
e subscribers are to appoint the first, Registered by Ashurgt, . 


than five; t ) 
Morris, Orisp & Co., 17, Throgmorton Avenue, E. C. 


chartered 
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North Berwick and. District Electric Light and Power £o., 
Ltd. (8,298).—This company was registered in Edinburgh on June 15th, with , 
capital £7,5C0 in £1 shares, to carry on business of an electric light ard power 
company in North Berwick, &c. The subscribers are :—E. А. Schafer, at 
knowe, North Berwick, professor of physiology. 100 shares; F. Kinloch, Shipka 
Lodge, North Berwick, J.P.. 100 shares; P. Farquharson, Westwood, Dori 
Berwick, house agent, 100 shares: J. McK. Brown, Wardville, North Berwick, 
chartered accountant, 1 share: W. Т. Perves, 18, Albany Street, Edinburgh, 
civil engineer, 1 share; J. E. Ivens, Hillside, Hanger Lane, Ealing, London, 

^ Civil engineer, 100 shares: К. A. Scott Monorieff, Balisbury House, London 
Wall, London, E. C., 100 shares. The number of directors is not to be less than 
three or more than nine; the first are Prof. Schafer, F. Kinloch, P. заа 
воп, J. E. Ivens and К. A. Scott Moncrieff; qualification, £100. Register 
office, 9, East Road, North Berwick, | - "n 


Listowel Light and Power Co., Ltd. (3 552) —This company 
was registered in Dublin on June 18th, with a capital of £2,000 in £1 shares, 
to carry on at Listowel the business Of an eléctrie suppl mpanv'ivre1l igs 
branches. The subscribers are :—J. Macanley, Listowe), agent, 25 shares; . 
P. Corridan, Listowel, grocer and vintner, 25 shares; Wm. McElligott, Lis- 
towel, auctioneer, 25 shares; Daniel J. Flavin, Listowel, chairman U.D.C., 
5 shares; P. Bocen, Listowel, secondary teacher, 25 shares: John McKenna, 
Listowel, merchant, 15 shares; Thos. J. Walsh, Listowel, draper, 25 shares: 
E. J. Long, Limerick, leather merchant, 25 shares; Я, J. Cantwell, 6, Fleet 
Btreet, Dublin, engineer, 25 shares. Private company. The number of directora 
is not tobe less than three or more than seven; the first are J. Масапеу, 
Wm. M. McElligott, E. J. Long, P. Bocen, P. Corridan, T. J. Walsh and G. J. 
Cantwell; qualification, £25; remuneration as fixed by the company. Regis- 
tered office, Power House, Listowel, Co. Kerry. " 


T. Wilkinson (Arnside), Ltd. (122.064).—This company was 
registered on June 18th, with a capital of £3,000 in £1 shares, to take over the 
business of an electrical engineer carried on by T. Wilkinson at Arnside, West- 
morland. The subscribers (with one share each) are :—O. W. Porritt. Torside, 
Helmshore, woollen manufacturer; W. F. Crowther, Union Bank Chambers, 
Bolton, chartered accountant; T, Wilkinson, Braeside. Arnside, Westmor- 
land, electrical engineer. Private company. The number of directors is not 
to be less than three or more than five; the first are O. W. Porritt, W. F. 
Crowther and T. Wilkinson; qualification, £100; remuneration as 7 
the company. Solicitor, J. G. Priest wood, Arnside, Westmorland. Registe 
by Jordan & Bons, Ltd., 116-117, Chancery Lane, W. C. ; 


Canadian-British Engineering Co., Ltd. (122,775). — 
Registered June 94th, by Slaughter & May, 18, Austin Friars, E.C. Capital 
£205,000 in 200,000 7 per cent. preferred ordinary shares of £1 each, and 100,000 
deferred shares of 18. each, to carry on in Canada or elsewhere, the business of 
consulting, civil, naval, mining, railway, eleotric, gas, mechanical, and 
general engineers, manufacturers of and dealers in agricultural and mining 
implements and machinery, iron, steel, and other metal manufacturers and 
workers, founders, smelters, machinists, tin-plate workers, manufacturers of 
all kinds of metal goods, contractors for the erection of engineering worka, - 
and to adopt an agreement with Key Engineering Co., Ltd. The signatories 
(with one share each) are :—А. Corbett, 18, Austin Friars, E.C., solicitor; H. 
Pettitt, 18, Austin Friars, E.C.. solicitor; L. H. Hiscock, 84, Lonsdale Square, 
Barnsbury, N., clerk; P. J. Hellis, 8, Merthyr Terrace, Castlenau, Barnes, 
S.W., secretary; D. Avory, 18, Austin Friars, E. C., solicitor; А, C. C. 
Hutchinson, 13, The Boltons, 8.W., gentleman; R. Hill, 129, Deacon Road, 
Willesden Green, N.W., clerk. Minimum oash subscription, seven shares. 
The first directors (to number not less than three or more than seven) are 
C. L. Agnew, The Pole, Northwick, Cheshire; W. H. Patchell, M. I. C. E., 
Caxton House, Westminster; L. Andrews, M. I. C. E., 4, Queen Victoria Btreet, 
E.C.; and W. A. Martin, 2, Toronto Street, Toronto, Ontario (managing 
director in Canada); qualification, £250; remuneration, £150 per annum 
chairman £60 extra). 


Colne Valley Electric Supply Co., Ltd. (122,867).— This 
company was registered on June 28th, with a capital of £200 in £1 shares, to 
carry on the business of an electric supply company in all ite branches. The 
subscribers are:—H. W. Couzens, 50, Queen Anne’s Gate, 8.W., consulting 
engineer, 25 shares; N. Gunn, 65, Hillier Road, Clapham Common, B. W., law 
clerk, 1 share; F. A. Hayward, 87, Wandle Road, Upper Tooting, S. W., 
engineer's assistant, 1 share; F. C. Judd, 6, Devereux d, New Wands- 
worth, 8. W., clerk, 1 share; H. Perkins, Osborne House, Bartholomew Villas, 
Kentish Town, N.W., accountant, 1 share; G. F. Baker, 141, Bennerley 
New Wandeworth, clerk, 1 share: H. H. Vardon, 25, Victoria Street, B. W. 
clerk, 1 share, Minimum cash subscription 20 per cent. of the shares offered : 
to the public. The number of directors is not to be less than two or more 
than five; the first аге Н. W. Couzens and A. L. Radford; qualification, 95 - 
shares. Bolicitors, Chas. Rogers, Sons & Abbott, 13, Victoria Street, B. W. 
Registered oftice, 50, Queen Anne's Gate, Westminster, ' 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


M. E. Robinson & Co., Ltd. (121,625).—Particulars of £700 
and £350 second debentures, created May 7th, 1912, filed pursuant to Sec. 98 (8) | 
of the Companies' (Consolidation) Act, 1908, the whole amounts being now | 
issued. Property charged: The company's property, present and future, 
including uncalled capital. No trustees, 


Electrical Advertising Co., Ltd. (108,465).—Debenture dated 
May 28rd, 1912, to secure £132 128. 92d. Property charged: The aren rl el 
undertaking and property, present and future, including uncalled capita » 8ub- 
ject to prior charge for £700. Holders: London and Provincial ‚ща. А 


Penrith Electric Supply Co., Ltd. (99,764). — Mortgage 
dated June 3rd, 1912, to secure all moneys due or to become due from the 
company to Parr’s Bank, Ltd., charged on land and building in Friar Btreet, 
Penrith. е 


Ceara Tramway, Light and Power Со., Ltd. (119,030), — 
Trust deed, dated May 24th, 1912, to secure £400,000 debenture stock, charged 
on the company’s undertaking and property, present and future, including . 
uncalled capital. Trustees: British and International Investment Trust, Ltd., 
6, Austin Friars, E.C. 


Brilliant Arc Lamp and Engineering Co., Ltd. (119,811).— 
Particulars of £200 debentures, created June 4th, 1912, filed pursuant to. 
Bection 93 (3) of the Companies’ (Consolidation) Act, 1908, the whole amount 
being now issued. Property charged: The company's undertaking and pro- 
perty, present and future, including uncalled capital, No trustees. a 


John Tinsley, Ltd. (91.206).—Issue on June bth, 1912, of £700 | 


debentures, part of aseries of which particulars have already been filed. 


Electromobile Co., Ltd. (75.139).— Issue on June. 12th, 1912,, 


ot £159 158. debentures, part of. a. series of which. particulare have alfeadybeen. 
Alea,’ ^ * - б и 
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Newcastle and District Electrie: Lighting Co., Ltd. 
(24,022c).— Particulars of 2150.000 second debentures and a premium of 5 per 
cent., created March 19th, and secured by trust deed dated June 6tb, 1912, filed 
pursuant to Вес. 93 (3) of the Companies’ (Consolidation) Act, 1908, the whole 
amount being now issued, Property charged : Freehold land and generating 
station at the Close, Newcastle-on-Tyne, and Lemington and Close Banks, 
and company’s other assets, present and future, except uncalled capital. 
Trustees: United States Debenture Oorporation, Ltd. 

A memorandum of satisfaction in full on June 4th, 1919, of debentures dated 
April th, 1907, securing £100,000, has been filed. 


Engineering and Are Lamps, Ltd. (116,030). —Іғвпе on June 
dee 1313 of £500 debentures, part of а series of which particulars have already 
ееп . 


Corona Lamp Works, Ltd. (116.527).-—Particulars of # 5.000 
prior lien depentures created June 11th, 1912, filed pursuant to Section 98 (3) 
of the Companies’ (Consolidation) Act, 1908, the amount of the present issue 
being £500. rty charged: The company's undertaking and property 
present and future, including uncalled capital. No trustees. 


Sonth American Light and Power Co., Ltd. (71,446). —А 
memorandum of satisfaction in full on June 19th, 1912, of trust deed dated 
March 11th, 1903, securing £50,000 5 per cent. debentures and 5 per cent. 
premium, has been filed. 


Penrith Electric Supply Co., Ltd. (99,764).—A memorandum 
of satisfaction in ful) on May 17th, 1915, of mortgage dated Beptembor 18+, 
1909, securing all moneys due from companv to bankers, has been filed. 


CITY NOTES. 


Kalgoorlie Electric Tramways, Ltd. (W.A.). 


THE directors report that the gross receipts for the year ended 
December 3lst, 1911, amounted to £41,472, as compared with 
£43,004 for the previous year, while the net profits earned were 
814.250, against £15,199 for 1910. The directors regret that 
owing to the decline in the mining industry in Kalgoorlie and the 
absence of any fresh discoveries of importance in the district, the 
returns continue to decrease. The gold production for the year has 
not been very jnaterially lessened, but the introduction of labour- 
saving appliances bas, no doubt, had its effect on the number of 
men employed, and this in turn has adversely affected trade in the 
district. A considerable amount of labour agitation has also tended 
to disturb local conditions, all of which is reflected in the decreased 
traffic. The earnings for the current year show a further decline 
as compared with those of 1911, and the directors greatly regret 
that they bave no option but to suspend payment of the full 
interest on the "B" debenture stock, which accordingly will 
receive interest for the half-year to June 30th. 1912, at the rate of 
3 per cent. instead of 6 per cent. per annum. The directors have 
done, and are doing. all they can to protect the interesta of the 
shareholders and debenture-holders, but, obviously, it is impossible 
for them to create traffice, when, as in this case, the traffics depend 
entirely on the prosperity of the town. It was hoped that the 
Government depóts for the trans-Continental railway would be 
erected at Kalgoorlie, but latest advices are to the effect that the 
engineers recommend placing them some miles away ; should this 
course be decided upon no great benefit could result to Kalgoorlie 
as the workmen would be compelled to live at the depóts instead of 
in the town. The directors understand that great efforts are being 
made to induce the Government to erect the depots in or near to 
Kalgoorlie. The engineer reports that during the year the cars 
travelled 621,086 car-miles, as against 624,790 car-miles in 
1910, and carried 2,694,936 passengers as against 2,798.216. 
The earnings per car-mile in 1911 were 15°98d., as against 16°45d. 
іп 1910, with an expense of 9')7d. per car-mile in 1911, as against 
10°13d. in 1910. The expenses per cent of earnings in 1911 were 
62°39, as against 61°57 per cent. in 1910. The company’s rolling 
stock, plant, tracks and overhead lines have been kept in a satis- 
factory state of repair during the year. In the meantime every 
effort is being made to reduce the working expenses. A further 
amount of £5,709 of A debenture stock was purchased for 
redemption, in July, 1911, making the total stock redeemed to 
December 31st last £30,431. By the operation of the sinking 
fand, a further amount of stock will shortly be redeemed, reducing 
the amount of “А debenture stock outstanding to approximately 
£64,000. The board record their appreciation of the work done 
by the whole of the staff in Western Australia during the year. 


Chilian Electric Tramway and Light Co., Ltd, —The 
report states (according to the Financier) that the accounts for the 
year 1911 show, including £11,553 brought forward, and after 
placing £60,000 to renewals reserve account and £7,000 to insurance 
suspense account, an available balance of £80,531, out of which a 
dividend of 6 per cent. on the preference shares in respect of the 
year 1911, amounting to £39,000, has been declared. A further 
dividend ,in respect o£ the arrears of interest on these shares to 
December 31st, 1900, has also been declared, amounting to £30,175, 
leaving £11,357 to be carried forward. ...  — "T 


Mexican Light and Power Co., Ltd,—The directors 
have declared a dividend of 1 per cent, for the quarter ended June 
30th on the ordinary shares. 


Shawinigan Water and Power Co.—The directors 
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bare declared a dividend of 14 per cent. for the quarter to June 


Globe Telegraph and Trust Co., Ltd. 


PRESIDING at this company's meeting, held on Tuesday last week, at 
Electra House, E.C., Sir J. Wolfe Barry, K.C.B., after referring to the 
death of the Marquis of Tweeddale and the election of Viscount 
Midleton to the vacancy thus created, said that the receipts were not 
quite so much as in the previous year, when they were the largest 
ever received. The total receipts for the 12 months, after deducting 
working expenses, amounted to £210.172 as against £211,858, or a 
decrease of £1,386, making with the balance brought forward 
£239,004. They had already distributed three quarterly dividends of 
Зв. per share on the ordinary shares and three interim dividends at the 
fixed rate of 6 per cent. per annum to the preference shareholders. 
Those payments had absorbed £131,085, and the directors now 
recommended the payment of & final dividend on the ordinary 
shares of 6s, per share net, which, with previous distributions. made 
the total dividend for the year on those shares 6 per cent., being 
at the same rate as last year. The amount required for this final 
dividend together with that of the final dividend of 3s. per share 
on the preference shares, absorbed £79,922, leaving a balance of 
427,996 to be carried forward to the next account. Turning to the 
company's return from its investments the Chairman said that the 
dividends from the Anglo-American Telegraph Co., Ltd., showed 
a slight decrease. There was also a slight decrease in the 
receipts from their holding in the Direct United States Cable Co. 
of £123, due to the fact that they had disposed of some of their 
holding in the company. The receipts, however, were somewhat 
larger than they otherwise would have been, owing to the fact 
that the company, in conformity with the arrangements made with 
the Western Union Co., had decided to close their accounts and pay 
their final dividend three months earlier than usual. They sold 
those shares at a very much higher rate than they paid for them, 
and the profit on the transaction—£2,351—had gone to reduce the 
item in the balance-sheet under the heading, differences of securi- 
ties realised. Their receipts from the Mackay companies had 
considerably increased, owing to their having increased 
their holding. There was а slight diminution in their 
receipts from the Submarine Cables Trust, owing to the fact that 
seven of their certificates were drawn last year. The largest falling 
off occurred in the case.of the shares which they held in the Tele- 
graph Construction and Maintenance (o. Last year their attention 
was drawn to the fact that their increased receipts on that occasion 
were largely due to the fact that the company had increased their 
dividend from 174 per cent. to 20 per cent. This year their dividend 
had again dropped to 174 per cent, which accounted for a loss 
under that heading of £1,105. The result was a total decrease of 
£2,122; but against this there was first the increased dividend 
from their holding in the Mackay companies of £736 and the 
increase in the balance brought forward of £551. Those two items 
together amounted to £1.587, so that the total decrease was only 
£535. Taking all the circumstances into consideration, he 
thought they would ayree, especially in view of the fact that the 
ordinary shareholders were receiving & dividend at the rate of 
6 per cent. as last year, that it was a very satisfactory state of 
affairs. In conclusion. he said it would interest the shareholders 
to know that the present value of their securities, taking the 
lowest market prices, showed an increase over the original cost of 
over £300,000. 

Sin J. DENISON-PENDER, K.C.M.G., seconded the motion, and 
the report was adopted. 


Standard-Waygood, Ltd., Australia, —This company, 
which about three years ago took over the businesses of the 
Standard Electric Elevator Co. and Waygood, Ltd., appears to be 
doing a very successful business. According to an Australian 
exchange, it made a net profit for the year ended March 3186 of 
£19,972, making a total, with £10,022 brought forward, of £29,994. 
The profits show an increase of (2,223. An interim dividend for 
six monthe, at the rate of 10 per cent. per annum, absorbed 4 4, 345. 
The directors recommend a final dividend at the rate of 10 percent., 
amounting to 45,000, and a bonus of 10 per cent. for the year, 
amounting to £10,000, leaving ¢10,647 to be carried forward. The 
premiums on the second and third issues of capital were not 
brought into the account, but were used to extinguish goodwill. 
There is to be a new issue of shares (25,000) to shareholders at par, 
in the proportion of one new share to every four shares held. 


Trowbridge Electric Supply Co., Ltd.—The first 
annual meeting was held last week, Mr. J. H. Blake presiding. The 
directors reported that, for the portion of the year under review up 
to December last, the profit and loss account showed a balance of 
£54. After placing £20 asa nucleus of a depreciation fund, the 
directors recommended that the full dividend of 5 per cent. per 
annum be paid upon the cumulative preference shares, and that £2 
be carried to reserve for outstanding expenses, leaving £9 to be 
carried forward. 


Eastern Telegraph Co., Ltd.— The directors have 
declared a dividend at the rate of 3} per cent. per annum, less 
income-tax, on the preference stock for the quarter to June 30th, 
and a first quarterly interim dividend of 1} per cent. on the 
ordinary stock, free of income-tax, in respect of profits for the 
year ending December 31st, 1912. 


Caleutta Electric Supply Corporation, Ltd.—The 
number of unite delivered to consumers, during the five weeks 
ended May. 31st, 1912, amounted to 1,257,608, compared with 
1,105,607 units in the corresponding five weeks of 1911, . ы. 
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J. €. White & Co., Ltd. 


THE annual meeting was held on Thursday last week at 9, Cloak 
Lane, E.C., Lord Arthur Butler presiding. 

The CHAIKMAN, in proposing the adoptiou of the report (see 
ELEC. REv., Vol. 70, page 1014), said he was sure they would share 
the satisfaction of the directors at the results of the past year. When 
they met last year, the chairman (Mr. J. G. White), who he 
regretted had been detained in New York, and was unable to be 
with them that day. stated that the outlook was encouraging. 
They would find these anticipations had been fulfilled, and that the 
net profit for the year amounted to £87,107, which, although 
£4,360 less than in the record year of 1911, was far greater than 
in any other year in their history, and enabled them, after making 
substantial provisions for reserves, to recommend the same 
dividends as last year. Тһе cash, loans at call, and short-time 
loans, in other words. their quick assets, amounted to £156,746, or 
nearly equal to their total capital, and more than three times the 
total creditors. Regarding the investments, he could only say 
that the directors believed them to be very conservatively valued, 
and this course they considered prudent to adopt, although the 
securities were earning a very handsome return on their balance- 
sheet valuation. The prices received on sale of securities from the 
investment account during the past year confirmed the valuation, 
as the profits from such sales had been substantial, and no 
security or investment had been sold at a price below its balance- 
sheet valuation. The amount of investment account, £196,162, 
was approximately 4 46.000 higher than а year ago. 
Naturally, with the increased resources of the company 
from the building up of its reserves, and the in- 
creased financial business done, the amount of this account 
had -grown, and would undoubtedly continue to grow. The divi- 
dend returned on investments amounted to 6} per cent. on the 
present valuation, This was a little smaller than during the pre- 
ceding year, but still he thought they would agree that it wasa 
very good interest rate. The amount of £10,837 shown against con- 
tract retentions and works in progress did not in anyway represent 
the volume of works in progress; as a matter of fact. this figure 
covered only retentions held for uncompleted work, and should be 
combined with sundry debtors, &c., in one item of £72,358, to show 
the current working cspital in the contracting portion of the com- 
pany's business. This debtor item was very substantially larger 
than the creditor item on the other side of the account. Plant, 
instruments and stock of materials had been written back to £1 
nominal valuation, following their usual custom. The purchase of 
business or goodwill was written off last year, as they would 
remember, and stood at the nominal value of £1. "The debit side of 
the balance-sheet required no further comment, except perhaps to 
call attention to the substantial reserve accounts, amounting 
together to £115,000. The protit and loss balance available for 
allocation amounted to £53,212. The profit and loss accounts 
showed that the net profit on their contracts, engineering and 
financial work amounted to & 87.246, after ample allowances for con- 
tingencies. The percentages to staff and directors who were members 
of staff, in accordance with agreements, amounted to £11,707, and 
were contingent salaries, which he trusted they would agree had 
been earned, in view of the substantial profits shown and the 
eubstantial dividends they were about to recommend. Regarding 
the distribution of profits, they had first set aside £25,000 to add to 
the dividend equalisation reserve fund, making this reserve now 
£10,000. In other words, nearly one-third of the profits earned 
was being retained for the present in the business. The balance 
permitted them to recommend a dividend (together with the 
interim dividend already paid) amounting to 12 per cent. on the 
whole of the preferred shares, and also 12 per cent. on the 
ordinary shares, and a further extra dividend of 10s. per share, or a 
total of 62 per cent, upon the ordinary shares. The amount 
carried forward would be increased from £19,813 to £21,212. As 
to the outlook for the future, he could say that bueiness was pro- 
gressing favourably, and generally the conditions in their line 
appeared to be improving. There was considerable new work in 
sight, and they looked forward to continued prosperity. This did 
not mean that they expected in every year to be able to pay as 
large dividends on the ordinary shares as on this occasion, but it 
meant that the company should continue to increase its bus‘neses 
and strengthen its position, and maintain a generally satisfactory 
rate of return to its shareholders. 

Mr. JOHN B. WHITE seconded the motion and the report was 
adopted. 


Lyme Regis Electric Light and Power Co., Ltd 


THE annual meeting of the company was held at Dorset on Satur- 
day, when it was decided to sell the undertaking to a company 
which is now being formed for the purpose of supplying electricity 
in practically all the chief towns of the county of Dorset. Mr. 
A. J. Woodroffe presided. 

The annual report showed a profit of £372 on the year's working, 
and the directors recommended the payment of a dividend of 4 per 
cent. (free of income-tax), the balance of £194 to be carried to the 
depreciation and reserve account, making a total reserve of £487. 
The private consumers, numbering 70, took 13,945 units during the 
12 months. Another 11 consumers were now being connected up, 
with 103 extra lights. 
had increased from £224 odd in 1911, to £352. 

The directors had to report the death ini February last of the 
company's engineer, Mr. Henry Clements. Mr. F. Cheshire, who 
had charge of the station during the late Mr, Clement's illness, has 
been engaged as the new engineer. В 


t 


The profits on the consumers’ department 


The CHAIRMAN dealt with the proposal to sell the company to 
the County of Dorset Electric Supply Co., Ltd. An offer had been 
made by this combine to purchase the Lyme Regis Co. at a sum of 
£5,500 cash, and although they might feel sorry to see the concern 
passing into other hands, the directors considered there were many 
advantages to be gained by merging it into the larger company, 
which should be able to work it even more cheaply than they had 
been able to, by having a central station. They would also be able 
to deal in Jarger quantities, and, therefore, cheaper, and there would 
be a supervising engineer to properly inspect the various sub- 
stations. Again, the shares of the combine would, of course, have 
a Stock Exchange quotation, which was hardly ever the case with 
a small company. The County of Dorset Co. was being formed for 
the purpose of supplying electricity for public and private use in 
the county of Dorset, and proposed to commence business in the 
following towns: Dorchester, Sherborne, Blandford, Wimborne, 
Swanage and Lyme Regis, and statutory powers had already been 
granted in the first five towns. The share capital was £75,000 
divided into 75,000 ordinary shares of £1 each, the whole of which 
would be offered at par. Competitive tenders had been obtained for 
the plant and mains for the towns other than Lyme, and the lowest 
complying with the specifications had been provisionally accepted. 

A report on the entire scheme had been obtained from Mr, 
W. C. C. Hawtayne, consulting engineer. 

The CHAIRMAN said that to his mind the Corporation were certainly 
the people who ought to have taken it over, but it had been offered 
to them, and they had declined it. Shareholders would be paid 
out at par, but it was hoped that they would keep their money. in 
the new company, 


Stock Exchange Notices. — The 
appointed a special settling day as under :— 


Friday, July 5th.—New York Telephone Co.—Scrip, fully and partly paid, 
for a further issue of £1,760,000 44 per cent. first and general mortgage 
90-year bonds (London issue). 

And ordered the under-mentioned securities to be quoted inthe 
Official List :— 

Aron Electricity Meter, Ltd.— £100,000 5 per cent. first mortgage convertible 
debentures of £100 each (Nos. 1 to 1,000.) 

Marconi's Wireless Telegraph Co., Ltd.—Further issue of 250,000 ordinary 
shares of £1 each, fully paid (Nos. 750,001 to 1,000,000.) 

New York Telephone Со. –Ббсгір, partly paid, for a further igsue of 
£1,750,0C0 44 per cent. first and general mortgage 30-year bonds (London 
issue). 

Tramways (M. E. T.) Omnibus Co., Ltd.—Ful)y-paid scrip for £100,000 43 per 
cent. guaranteed debenture stock. 


French Edison Co.—The report of the Compagnie 
Continentale Edison states that the gross receipta, including 
interest and profits on investments, amounted to £175,000 in 1911, 
as compared with £154,000 in the preceding year. As net profits 
the accounts show the sum of £152,000, as against £134,000 in 
1910, on an ordinary share capital of £400,000. It is proposed to pay 
a dividend of £4 4s. per share on the 20.000 ordinary shares, being 
the same rate as in 1910, and to pay £3 per share on the 14,000 
profit shares. The incrensed profits from the supply of electricity 
afford proof of the extension of the supply in Paris, which is still 
undertaken by the Union des Secteurs. As from 1914, how- 
ever, the Edison Co. will only be interested in the business 
through its holding of 20,000 shares in the Compagnie de 
Distribution. These shares could be divided among the share- 
holders, and the company oould go into liquidation, were it not 
for the fact that this course is not permitted by the statutes, 
which provide that the company has to be continued until 1932 in 
the interest of the profit shares. In there circumstances, the 
directors are seeking other fields of irdustrial activity, but this is 
no longer an easy matter in the lighting branch. The company has 
already participated in the formation of the Société Hydro-Electrique 
de Lyon, which is to utiliee the water-power of the Fier, Haute- 
Savoye, for the supply of electricity to Lyons, and negotiations in 
regard to other enterprises are reported to be in progress, 


Cape Town Consolidated Tramways and Land Co., 
Ltd.—The directors’ report states that after charging London 
administration expenses and trustees’ fees, and after crediting 
accrued interest and transfer fees, a balance of £1,412 is shown to 
the debit of profit and loss account for the year 1911, making 
the total to the debit of profit and loss account £4,627, to be 
carried forward. No dividends have been declared by the sub- 
sidiary companies during the past year. While it has been 
possible to work the tramway at a small profit, the estate 
companies have been worked at a loss. This condition must of 
necessity continue until there is a larger settled population. The 
operation of the Camps Bay tramways during the year shows con- 
siderable improvement, the number of passengers carried being 
78,161 over the preceding year, with a profit on working of £1,274, 
compared with a loss of £375. From what can be seen of the 
current year's working this improvement will be more than main- 
tained, 


Charles Churchill & Co., Ltd.—The report for the year 
ended March 31st last states that the trading profit after due pro- 
vision for depreciation is £22,973. The directors propose to place 
to reserve £4,300 and to pay a dividend of 20 per cent. on the 
ordinary shares, less £1,500 interim dividend already paid, to place 
an additional £6,500 to reserve account, and to carry forward 
£2,766. 


Automatic Telephone Manufacturing Co., Ltd.— 
The directors have declared the dividend on the 6 per cent, 
cumulative preference shares. 


Committee has 


i | 
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Sunderland District Electric Tramways, Ltd. 


ON 22th ult, at Winchester House, E.C., Mr. Charles Eves, the 
Receiver, presided over a meeting of the 5 per cent. prior lien 
bondholders and the debenture-holders, for the purpose of consider- 
ing a scheme for the future conduct of the concern. 

The CHAIRMAN, in proposing a resolution adopting the scheme, 
ssid it provided for the re-arrangement of the capital of the exist- 
ing company, instead of the formation of a new company. The 
prior lien bonds would be paid off with interest to date, and in their 
place new prior lien bonds would be created for £300,000. Of this 
amount £20,000 had to be issued, and arrangements had been made 
for guaranteeing the same. The first mortgage debenture-holders 
were asked to give up 25 per cent. of their present holding, and to 
accept in lieu thereof first mortgage bonds. They were also asked 
to accept those income bonds in settlement of the two and a half 
years’ unpaid interest which would have accrued up to the end of 
the present month. The total issue of first income bonds would 
amount to about 4 72,000. The holders of the second charge 
debentures were also being asked to accept those income bonds in 

‘part settlement of their debentures. The interest on the first 
income bonds would be payable out of any profits available 
after the payment of debenture interest, and the setting 
aside of £500 per annum towards the redemption of the 
prior lien bonds. The amount required to meet prior lien bond 
interest, and interest on the reduced amount of first mortgage 
debentures, would then be £7,100, whicb, together with the £500 
for redemption, made a total annual fixed charge of £7,600, which 
was well within the present earnings of the company. The com- 
pany had always been handicapped for want of adequate working 
capital with which to provide a large and up-to-date service of 
cars, and to keep the line in an efficient state of repair. It was 
considered that under the present echeme sufficient capital would 
be provided to meet those requirements. It was of the utmost 
importance that a supply of new cars should be provided at the 
earliest possible moment, the present cays, excepting some few, 
being either obsolete or worn out. He had found it necessary 
during the last few months to discontinue the running of some of 
the older cars, which were no longer in a safe condition, and the 
service had had to be reduced accordingly. With regard to the 
track, а large portion ran throvgh colliery workings, and was, 
consequently, subject to continual subsidence, During the two 
years of his management, they had spent a considerable sum in 
repairs, and he thought he might say that the line was now in a 
better condition than it had been for some years past, 
A certain portion of the track would, however, have to 
be relaid, and that would involve an expenditure of 
about £5,000 per mile. The district was a growing 
one, and with an efficient service of cars the traffic receipts 
should gradually increase. If the scheme met with the approval 
of that meeting it would have to be submitted to the Court for 
confirmation. 

Mr. R. TAYLER seconded the resolution, 

Replying to a question, the CHAIRMAN said the guarantors were 


prepared to take the new bonds at 90 per cent. They would be . 


redeemable at par 40 years hence. He had no doubt that if any of 
the present shareholders would like to take up some portion of the 
bonds an arrangement might be made, but he would not have been 
able to come before them with the scheme unless he had first got 
somebody to guarantee to take the whole issue. 

The resolution was carried unanimously. 


Singapore Electric Tramways, Ltd. 


THE directors’ report states that the accounts for 1911 show an 
exces3 of revenue over expenditure of £32,970, the profit for the 
year, after charging debenture interest, depreciation and royalty paid, 
£5,055. Tramway revenue shows an increase of £2,053; 344,155 
more passengers were carried, although 75,402 fewer car-miles were 
run. The number of passengers carried per car-mile was 6°42, as 
against 6°04 in 1910. The revenue from lighting and power again 
shows a very satisfactory increase, being 36 per cent. higher than 
1910, and 88 per cent. higher than 1909. Notwithstanding that the 
company has during the past three years made a net profit of 
£7,034, after providing for debenture interest, depreciation and 
royalty, thus reducing the debit on profit and loss account to £9,183, 
the possibility of the payment of regular dividends on the present 
capital is rather remote. In the opinion of the board the tramway 
undertaking stands at too high a figure in the books of the com- 
pany, or, in other words, the capitalisation of the company is much 
in excess of the value of the assets, and when the dividend stage, 
to which the progress of the company justifies the board in looking 
forward, is reached, the rate of distribution on the present capital 
would necessarily be very low. The directors recently instructed 
the general manager, Mr. J. H. Garratt, to make a valuation of the 

and plant, and this valuation Mr. Garratt reporta by 
cable to be £425,000. In view of this the board recommends that 
the 400,000 shares be reduced from £1 to 78. 6d. each. 


U 


SIR FRANK A. SWETTENHAM presided on 25th ult, over the 
annual general meeting of the company held at the officer, 19, St. 
Swithin's Lane, E.C. 

In moving the adoption of the above report, he said the de- 
benture liability had been reduced by £3,000, debentures to 
that amount having been bought by the company. The tramway 
undertaking stood at 4 689, 055, as against £699,328 in the accounta 
for 1910. There had been small additions on capital account for 


buildings, for a stone-breaking plant which would reduce the cost 
to the company of metal for road-making, and a small installation 
in connection with a direct supply of current to Government House, 
In regard to depreciation, they had not written down the plant at 
the full rates suggested by the general manager, but this year the 
better working results had enabled them to increase the figure by 
about £900, to £12,477, which was a very substantial amount. Tbe 
accounts sgain showed an appreciable increase in receipte, both 
from the tramway and from the sale of energy for lighting and 
power, and, asin the past two years, they were again in a position 
to point to the improvement in the net result of the working of 
the undertaking. The year 1909 was the first period in which they 
were able, after deduction of debenture interest, depreciation and 
royalty, to show a surplus, the profit for that year appearing in 
the accounts as £134. In 1910 the balance was again on the right 
side, showing a surplus of & l. 843, and for last year in respect of 
the accounts now in their hands, the profit was increased to 
£3,318. The expenses for power and maintenance and repairs 
were higher than those for the preceding year. The increase in the 
case of power was due to fuel and to slight increases under other 
heads. As regarded maintenance and repairs, the expenditure 
under permanent way exceeded the figure for the previous year by 
about £2,000. Each year it was necessary to repair or relay con- 
siderable lengths of the track, and in order to minimise as much as 
possible the costs under this head in future years, more solid work 
was being put in than was provided for in the original tram- 
way contract. The traffic expenses were lower by £425. The ratio 
of total expenses in Singapore to receipts was 61°17 per cent. as 
against 52'88 per cent. for the previous year, or a decrease of 
171 per cent, making avery low percentage. Electric lighting 
was becoming increasingly popular in Singapore and he bad no 
doubt that this popularity would continue. The company con- 
tinued very fortunate in regard to its staff. For the satisfactory 
results to which he had referred they were indebted to the able 
management of their general manager, Mr. J. H. Garratt, and 
those working under his direction. For some time past they had 
been able at the general meetings favourably to compare the 
years under review with the preceding years, and he thought 
they might now regard the buriness of the company as estab- 
lished on a firm foundation, snd this brought him to a 
convenient time for referring to the two resolutions which 
were included in the notice convening the meeting. Although 
the company had reached the stage when it could meet all its 
charges out of revenue, and show a small profit, the directors were 
of opinion that, if the company was to take its place with dividend- 
paying commercial concerns, the shareholders should consent to a 
reduction of the share capital. Although depreciation amounting 
in all to £64,454 had been written off the cost of the tramway 
undertaking, the latter still stocd in the books of the company at 
over £659,000. Feeling that this capitalisation was much in excess 
of the value of the company's asscts, they recently instructed the 
general manager to make a valuation of the company s undertaking 
and plant, and this valuation the general manager put at £425,000, 
They, therefore, recommended that the shares of the company be 
reduced from £1 to 78. 6d. each, which would have the effect of 
writing off £250,000, or five-eighths of the share capital. They 
believed that this course would be in the interests of all the 
shareholders, and it would undoubtedly bring the company 
nearer the dividend - paying stage. The second resolution 
had reference to the borrowing powera of the company. As they 
were &ware, the original debenture debt was £350,000, and the 
borrowing powers under the articles of association admitted of 
borrowing up to the nominal amount of thecapital. If, therefore, 
the resolution reducing the capital to £150,000 was passed, it would 
be necessary to alter the borrowing powers to a fixed sum, which 
they put at “£350,000” instead of the expression, “the nominal 
amount of the capital." 

SIR CHARLES PETRIE, J. P., seconded the motion, and the report 
was adopted. 

At a subsequent meeting, the resolutions reducing the capital 
were adopted. 


German! Electrical Companies. 


THE Elektra Gesellschaft, of Dresden, realised gross profits of 
£39,000 in 1911, as compared with £23,000 in the previous year. 
After placing £8,000 to depreciation, as against £2,500 in 1910, 
and making other allocations, the accounts show net profits of 
£29,000, as contrasted with £18,000. It is intendel to make a 
distribution of 6 per cent. on the share capital of £225,000, this 
comparing with 54 per cent. in 1910 

е The accounts of the Continentale Ges, für Elektrische Unterneh- 
тилдеп, of Nuremberg, indicate that £14,000 has been placed to the 
reserve fund for the renewal and capital redemption of works under 
the company's management, and £4,100 to the legal reserve fund, 
Having made these and other appropriations, the net profits are 
returned at £84,000 for 1911, as against £76,000 in 1910. The 
directors propose the payment of a dividend of 5 per cent., as con- 
trasted with 44 per cent. in the preceding year. 

The Ges, für Elektrotechnische Unternehmungen, of Munich, which 
has been unable to pay any dividends for several years past, reports 
a fresh loss for 1911, which increases the total deficit to £49,000, 
or nearly one-half of the ordinary share capital of £100,000. 
Apart from owning and working supply stations the company 
became interested in an Austrian railway enterprise, in which 
heavy losses have been incurred. It ie now proposed to reconstruct 
the company by reducing the share capital in the proportion of five 
shares to one, and to ask the shareholders to make an additional 
payment of 25 per cent. on the reduced shares, which would then 
be converted into 6 per cent, cumulative prefercnce shares, 
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The report of the Alektrizitats (ves, corm, W, Lahmeyer Co., 
whose dividend announcement of 5 per cent. for 1911 has previously 
been reported, states that all!the works and companies under the 
management of the company experienced & favourable development 
during the year, and the prospects for the new financial year 
appeared to be satisfactory. The latter statement was confirmed at 
the recent general meeting, when it was mentioned that the degree 
of employment at the Felten « Guilleaume works, in which the 
company holds shares of £600,000, was also very good. It will be 
remembered that the Lahmeyer company exchanged shares of about 
£1,050,000 for new shares in the Bank for Electrical Enterprises of 
Zurich two years ago. | 

The Deutsche Pope Lampen. А. U., of Air-la-Chapelle, in reporting 
on the second year's operations, states that only four months could 
be regarded as the actual working period, as the greater part of the 
machinery was only delivered in the course of the year. The 
business organisation had stood the test and had rendered possible 
the rapid introduction of the Pope lamp, whilst the oversea trade had 
developed and would presumably further advance. On the other 
hand, the movement in prices had been in a downward direction. 
The accounts for 1911 ehow, including the loss in the year of 
formation, a total deficiency of £4.400 to be carried forward. 
Owing to the uncertainty regarding the course of prices the com- 
pany has been induced to take up other manufactures, partly on its 
own account and partly in agreement with firms engaged in allied 
branches of trade. 


Aluminium Corporation, Ltd. 


MR. S. G. Віввү, deputy-chairman, presided on Monday, last week, 
at Salisbury House, E.C., over the second ordinary general meeting 
of the above company. : 

The CHAIRMAN. in moving the adoption of the report (see ELEC. 
REv., Vol. 70, page 1014). dealt brietly with the items in the 
balance-sheet, and said that when the present company was formed 
the directors rather anticipated a time of stress, and to assist them 
in thisit was arranged that the preference stock should not become 
cumulative for the first two years, The wisdom of this view had 
been amply demonstrated by the unforeseen difficulties which had 
been experienced during the past year. First. it was found 
necessary to render the inside of the walls of the Eigiau dam with 
cement; this, though not a very costly operation in itself. created a 
difficulty which was of real importance, for it called for the com- 
plete emptying of the lake at & period of the year when the rainfall 
was at its lowest. and consequently held up the manufacturing 
operations until it was too late for the works to make up the lee- 
way. In fact. in the earlier part of 1911 there scemed every pros- 
pect of the actual running expenses of the company being covered. 
Serious difficulties were also experienced in the transport of material 
to and from the works, and to meet these, a wharf had to be 
erected on the river at Dolgarrog. a steamboat purchased, a short 
railway line constructed, and extra stores erected. Then the price 
of aluminium in the market was depressed to such an extent that 
it was quite impossible for any newcomer like themselves to make 
any contracts which would show a reasonable profit. while further 
difficulty was experienced in the carbon factory, which naturally 
made the task of showing & satisfactory result almost impossible. 
The actual loss on the manufacture could not be described as a 
heavy one, and was caused by the fact that for months they had to 
keep a staff quite out of proportion to their production of metal. 
During the year very serious difficulties were experienced in con- 
nection with the housing of their workmen, there being no cottages 
in the neighbourhood of the works. This difficulty had been got 
over by their chairman coming to the rescue and providing funds, 
which enabled a builder to erect some 20 model cottages imme- 
diately at the gates of the works. Later in the year, when they 
were able to get into active work, the known deficiencies of the 
carbon works erected at Wallsend by the old company became acute, 
and once again the chairman came forward with the financial eup- 
port necessary to lift the company out of a very difficult and 
unsatisfactory position. There could be no question that the 
consolidation of their carbon and metallurgic manufacture 
at Dolgarrog would be of the very greatest service, but, 
in addition to that, the funds that Mr. Clark had 
provided would enable the company to erect a regenerative 
gas furnace of the most modern type, which would place the com- 
pany upon a basis for the economical manufacture of the metal 
equal to that held by the best of the other manufacturers. Had 
they desired, a great deal of the expenditure which had appeared 
under the heading of profit and loss account could have been 
treated in otber ways, but the directors had laid down a rigid line 
that every section of the works should be maintained in the very 
highest state of efficiency out of revenue, and they therefore had 
not thought it necessary this year to make any provision for 
depreciation ; they felt sure that if any of the shareholders cared 
to visit and inspect the works they would cordially agree with 
the statement which he made, that the various sections of the 
plant were being taken care of in the most careful manner possible. 
With regard to the future, he had pleasure in confirming the state- 
ment made in the report that there appeared to be every prospect of 
the present improved market price of aluminium being maintained, 
and they would forgive him if he did not enlarye upon this state- 
ment. Since the close of the accounts the works had steadily 
maintained their ontput, and while they did not anticipate 
reaching during the present year the fullest tonnage that it 
was possible for their machines to deal with, they were 
justified in saying by the tonnage obtained in the first 
half of this year that the total would be а satis- 
factory one, giving every promise of a full output next year. 


The question of costs in the manufacture of such a highly scientific 
product asaluminium was of the greatest importance, and this item 
was receiving the directors’ most careful consideration. The bauxite 
mines, in France, had been very carefully developed in such a way 
as to give the maximum outpat at a minimum cost; in fact, he 
might say that no other company hada bauxite deposit which they 
could work as economically as they were doing, and when certain 
storage accommodation (which was at present in hand) had been 
erected at the port of shipment, they anticipated that this, the first 
step in their process. would be placed in a position second to none. 
At the bauxite refining works, Hebburn-on-Tyne, of which the com- 
pany held five-sixths of the shares. manufacture had now been in 
full swing for a sufficient time to bring the plant into balance, and 
it was anticipated that the close of this year would show that works 
put in a sound and satisfactory position. At Wallsend, the works 
which at present existed had always been an incubus to the com- 
pany, and would be closed in the early future, and the old metallur- 
gical works had been let upon lease, so that another relief had been 
afforded the company. At Dolgarrog they were now in & very 
satisfactory position; the old difficulties of transport, caused by the 
geographical position of the works, had been overcome, the com- 
pany's raw materiais and manufactured goods being dealt with 
at the port of Conway, and conveyed up the River Conway to the 
wharf at the company's works by their own steamer, where the 
raw materials were handled on an electric tramway right into the 
works, The power house plant had given the utmost satisfaction, 
additional storage accommodation had been provided, and active 
operations were at present in progress for the building of the 
new carbon works, while accommodation for their workmen had 
been provided. In fact, when certain work at present in hand was 
completed, they would be able to claim that they had & model 
installation capable of turning out metal of the highest grade in 
sufficient quantities, under the new conditions, to give a return 
which would at least justify the reconstruction. 

Mr. ROBERTSON LAWSON seconded the motion. 

Mr. HUGHES asked why three of the directora had resigned; 
how much aluminium had been actually made; what value the 
board attached to the Wallsend site: and how much the chairman 
had advanced to the company. He also called the attention of the 
board to a report in a French paper of a new invention for the 
braziug and soldering of aluminium. 

MR. F. E. ANDREWS remarked that the report proved the wisdom 
of the advice he gave that the company should have accepted the 
offer to sell their assets to another company instead of recon- 
structing. 

The CHAIRMAN said that when Mr. Clark, the chairman, 
advanced the money to the company he made it a stipulation that 
two directors should retire from the board, while Mr. Stennett 
retired, for reasons of his own. The chairman had advanced 
£20,000 to the company and held second debentures for the loan. 
The question of what aluminium they had made would, he hoped, 
be answered satisfactorily in next year's report. He could not say 
what value they had put on the Wallsend works. If they had 
accepted the offer to buy the assets of the company the share- 
holders would have got nothing. 

The report was adopted. 


Bombay Electric Supply and Tramways Co., Ltd. 


SIR CHARLES OLLIVANT (chairman) presided on Tuesday last week 
at the offices of the Electrical Federation, Kingsway, over the annual 
meeting of this company. 

In moving the adoption of the report (see ELECTRICAL 
Review, Vol. 70, page 1016), the CHAIRMAN first referred 
with regret to the death of Sir Edward Sassoon, who was the 
chairman of the company from its formation. His colleagues had 
done him the honour of electing him as chairman, probably , 
because of his intimate acquaintance with Bombay, and it was his 
firm belief that the successful administration of the company's 
undertaking would be to the convenience and interest of the 
citizens of Bombay, whose interests he from long association had at 
heart. The board were glad to be able to present a record of steady 
and continuous progress. They bad increased their gross revenue 
by £19,900. as compared with the previous year, at an increased 
cost of only £3.600. Whilst. therefore, their gross revenue had 
increased in the proportion of 911 per cent., their net revenue had 
increased in the proportion of 16˙88 per cent. This would be 
regarded as satisfactory, particularly as evidence of the attention 
directed to the control of the working expenses, The net receipts 
aggregated £113,580, and after deducting the interest on the deben- 
ture debt, amounting to £35,718, there remained £77,861, to which 
had to be added £11,748 brought forward, making an available total 
of £59,610. The preference dividend paid in August, with the 
accrued interest to December, absorbed £35,993, leaving £53,616, 
which the directors recommended should be dealt with by placing 
£16.700 to the depreciation account, £6,521 to the sinking fund, 
£5,000 to the general reserve fund, and by appropriating £18,000 
to the payment of a dividend at the rate of 3 per cent. per annum, 
thus leaving £7,385 to be carried forward to next year. The 
revenue from the tramways branch of the undertaking had again 
shown considerable extension, which was helped by the influx of 
visitors into Bombay in connection with the Royal visit, The 
traffic for the first five months of the present year continued to show 
a satisfactory growth. No extensions had been made to their lines 
but thesubject of furtherextensions, which must great] ydepend on local 
developments and corresponding street improvementa, was receiving 
careful attention. The working of the two-car trains had : proved 
of such value in dealing with the rush boure’ traffi», that it had been 
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decided further to augment their number by the provision this year 
of eight new trains, and it was intended that these should be 
delivered by November Ist. The proportion of operating expenses 
fo the groes revenue of the tramway branch worked ont at 47 per 


cent, which was exceedingly favourable. It was the more satis- 
factory in view of the low scale of fares in force in Bombay, 
averaging only 1 anna, or ld. per passenger carried. The total 
receipts from the electricity supply section of the business amounted 
to £76,540, against £66,920 for the previous year, while the 
working, expenses were £48, 264, compared with £13,897 ; so that 
the increascd revenue of £9, 608 had been earned by an additional 
expenditure of £4,366. In connection with this expenditure it 
must be borne in mind that the transfer of the load from the old 
Wari Bunder power station to the new Kussara,station took place in 
the second half of the year, and for several weeks it was necessary 
to keep both stations connected with their mains whilst the relia- 
bility of the new plant was being proved, and aa Could be under- 
stood that added to the costs. As soon as the new plant at the new 
station was in efficient working order, the transfer of the plant 
from the old to the new station was taken in hand, and its instal- 
lation had now been practically completed. During the year 
several email extensions to the mains were carried out in the 
populous portions of the city within the old town of Bombay. 
In consequence of the conservative habits of the bulk of the people, 
it had taken some time for them to arrive at an appreciation of the 
advantages of electric supply, and for some years their development 
in this direction moved but slowly, «т a field of exploitation 
was mainly restricted to the more pean centres of business 
and the residential districts. It was satisfactory, to be able to say 
that now there was a decided change in this respect, and inquiries 
and applications for supplies were increasing rapidly from traders 
and others in the heart of the town. Several furtber extensions of 
their mains had been undertaken in response to this demand and 
the increasing revenue from these would, he was confident, make 
itself felt in the returns they would submit next year. Side by side 
with this development of supply, hé was glad to inform them that 
the working of their new power house had effected & considerable 
reduction in their generating costs. In the first two months of the 
current year the cost per unit delivered showed a reduction of 
2? per cent. on the costa of the same two months last year, and as 
their load increased the fixed costs of generation would of course 
show a progressive decline. In the year under review they secured 
597 new consumers, representing an increase of 40 per cent. on the 
previous year, and taking a supply equivalent to 11,733 lamps of 
8-c,P., being an increase of 20 per cent. Contracts ‘had recently 
been entered into with the Bombay, Baroda and Central India Rail- 
way Co. and with the Findley Mills Co. for a supply of power. 
During the year the capital expenditure amounted to £86,698. Of 
this, £81,389 représented expenditure in' the electricity gupply 
branch, chiefly ih connection with the construction and equipment 
of their new power station. The amount of £4,122 was expended 
in connection with the tramways, mainly for new rolling stock. 
The investments "were taken in the balance-sheet at their о 
price, viz., £42,130. and the average yield obtained exceeded 14 pe 
cent. He wished to testify to the services rendered by the staff 
especially during the anxious pertod of the Royal visit, when much 
arduous work devolved upon them, both in connection with the 
illuminations and the heavy tramway traffic, A telegram had just 
reached him from Bombay, showing that in the first five months 
of the present year thes gross earnings, showed an increase of 
1312 per cent, as against an increase of 8'7 per cent, in the first 
five months of last year over the corresponding period of the pre- 
oeding year. 

Mr. E. GARCKE seconded the motion, and the report was adopted 
without discussion. 


Direct United States Cable Co., Ltd. 


THE meeting of this company, held on Tuesday last week at Win- 
chester House, E. C., was presided over by MR. E. M. UNDERDOWN, 
K.C., who, after remarking that the dividend proposed had already 
been paid in order to meet the wishes of the Western Union Co., 
said that they now had no direct concern in the working of the 
cable—their duty was simply to maintain and repair it. The traffic 
was dealt with by the Western Union Co, who collected all the 
revenue and discharged the expenses. They received the rental set 
out in the lease, and that for the nine months to March 3lst 
amounted to £45,426. Adding to this, the interest and dividends 
on the reserve fund investments, the total revenue amounted to 
£62436. Outofthat they had to pay the cost of repairs to the 
cables, income-tax, and consulting electrician's fee, amounting 
together to £12,160. leaving a balance available for dividend of 
£50,276. - The dividend: ‘and bonus at the rate of 5 per cent. per 
annum for the nine months, which was the highest that under tlie 
lease they were permitted to pay without the assent of the Western 
Union Co.. absorbed £42,876, and. the balance of £7,399 had been 
transferred to the reserve: account. After charging all the expenses 
in connection with the negotiations resulting in the lease, which 
were necessarily somewhat high, and reserving the sum of 4 10,803, 
which they had to- pay: the: Western -Union- Co., on the 
determination of the lease, the. balance: of the reserve fund 
was well in excess of balf-a- million; the exact figure being 
£509,128. Last December -the main: cable was interrupted in 
the- mid-Atlantic, and its - repair would naturally involve con- 
siderable expense. It was impossible to undertake the repair in the 
winter, but at the latter end of last month:the cable ship Faraday 
sailed for the position for the purpose of effecting the repair. 
They had had news: that she was on the position, end there was 
sufficient equipment of cable on board to enable her to do all that 
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was necessary in the way of repaire. He might say that the 
Western Union Co. had given very considerable evidence of their 
desire to carry out the terms of the lease in the most liberal 
manner. He learned that the traffic receipts had been well main- 
tained, and they knew that the Western Union Co. were quite 
satisfied ; in fact, he saw the chairman recently, and he'expressed 
himself as very much pleased with the relations that existed 
between them, and acknowledged that they had only done what 
they ought to in protecting the interests of their shareholders. 
They were quite satisfied with the arrangements that had been 
come to with them and the Anglo-American Co., and they, on their 
part, were perfectly satisfied, too. 

The How. T. H. A. E. COCHRANE seconded the motion, and the 
report was adopted. 


Electro-Metallurgy in Switzerland.—The report of 
the Société Electrométallurgique Paul Girod, of Neuchatel, records 
net profits of £15,000 in 1911, as against £2,000 in the previous 
year. After placing £4,000 to depreciation the balance has been 
carried forward. The report states that the increase in the net 
profits was partly dueto the setting in operation of the St. Gervais 
works. Various technical advances were made in important 
branches of manufacture, and an understanding was proceeding in 
regard to securing stability in the sale prices for alloys. The 
effect of the syndicate for ferro-silicon was only slightly noticeable 
during the year, although the company has assured its position in 
the syndicate, and has utilised a large amount of power for the 
production of ferro-silicon. During the year the company 
made 7,000 fons of alloys, as compared with 5,000 tons in 
1910. At the recent meeting reference was made to the 
proposed reorganisation of the undertaking, the rapid develop- 
ment of which has rendered it necessary for considerable 
banking credit to be obtained. Owing to the decline in the prices 
of alloys during the past two years, and the difficulties encountered 

in starting the steel works, the idea of raising additional capital by 
the issue of new shares and bonds has had to be abandoned. A 
Franco-Swiss financial group now proposes to form a new company 
with an ordinary share capital of £480,000 to take over the 
Neuchatel company, and also to issue bonds of £320,000. The 
organisation of the new company is to be arranged so as to permit 
also of the absorption of the Compagnie des Forges et Aciéries 
Electriques Paul Girod, in which the Swiss company is largely 
interested. The holders of ordinary shares in the Socicté Electro- 
métallurgique will only receive £10 shares i in the new company for 


their present £20 share. 
ә 


STOCKS AND SHARES. 
Tuesday Evening. 


IN spite of the fact of its being July, some of the markets con- 
cerned with Electrical stocka and shares are still active enough, 
more particularly those connected with what we call, for want of 
a better name, the Latin-Canadian group. Here there ie still very 
considerable activity—a little patchy, perhaps, but, on the whole, a 
good deal more than might be expected from the season of the year 
and the apathy of the investor so far as other markets are 
concerned.: 

Home Railways, after being flat, have experienced a mild 
recovery. It would almost seem that there is some mysterious 
character taking the heart out of holders, for it is difficult to lay 
the whole blame of the selling to the door of the labour troubles 
that still bother the body industrial. Indeed, the stocks of the 
great trade lines of the country are amongst those which hold their 
prices with a fair amount of tenacity, the depression being most 
noticeable amongst speculative issues, such as Brighton Deferred 
and some of the Underground stocks. District have gone back 23, 
Metropolitans 34. Central London Deferred shed 3, but rallied 6, 
and the Preferred stock has gone back a point. The Ordinary is 
2 higher. City and South London slumped to 35, but recovered 
more than its loss, being 4 up on the week. Great Northern and 
City Preferred are unchanged, notwithstanding the advertisement 
which the Company received the other day when traffic was 
practically suspended for a couple of hours owing to a slight 
accident. 

Underground Electric issues have hardened, and the income bonds 
rose а point after their fall. Much discussion continues to rage 
around the position of the various securities connected in one way. 
or another with the London General Omnibus Co., and speculation 
goes on merrily enough in the Underground Electric 19. shares, 
which have been: fluctuating between 138. 9d. and 158. 9d.. being 
now, this Tuesday evening, about midway between these two figures. 
British Electric Traction 7 per cent. „ has given way, and 
London United Preference at 5j are } Icwer, the Debenture stock 
at 754 being er 2 per cent. dividend. A large number of other 
stocks are also quoted ex dividend in our lists this week. 

The Electric Supply market is very firm, without freeh business 
developing to any material extent. Charing Cross came into some 
demand at 444. Bournemouth and Poole Ordinary are only buyers, 
and on the basis of 104. In connection with this, attention may 
again be drawn to the misleading character sometimes assumed by 
Stock Exchange quotations in the Official List. It is a thousand 
pities that the Committee do not see their way to fix some sign by 
which it would be seen at once from a price that there were only 
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buyers or only sellers in the market for the time being. It is a reform 
that could be easily carried out, and one which would prove of 
great value, both to brokers and to their cliente, City Lights have 
not recovered from their recent dulness, the Ordinary being quoted 
at 18 middle and the Preference at 16. Hove shares are 10s. up 
at74. . 

In the Latin-Canadian group, as already mentioned, business is 
animated enough. Speculation centres principally around Mexioo 
Trams, Rio Trams, Mexican Light and Power and one or two 
others ; bat in all the issues there is a steady volume of trade going 
on. Rio Trams touched 160, dropped to 151, and then rallied to 
156 after the announcement of the proposed amalgamation between 
this undertaking, the Sao Paulo Tramways, and Sao Paulo Electric 
Company. A new holding concern, called the Brazilian Traction, 
Light and Power Company, Ltd. has been incorporated to do the 
deal, and at first the Stock Exchange was inclined to regard the 
transaction as distinctly favourable. Then people began to ask 
What the Sao Paulo Electric Company was, and inquired about the 
market in ita shares. When it became evident that little informa- 
tion was available, and that there was no market whatever, the 
sceptical began to ask whether the proposed amalgamation was a 
quiet way for marketing the shares of the Sao Paulo Electric Com- 
pany; andon the consideration that, after all, the Rio Tramways 
might not benefit greatly by the deal, the price dropped, to go 
ahead later. Sao Paulo shares from 2524 have fallen back to 2403. 
Mexico Trams are 2 points lower on the week, the shares being 
affected by the movements of the Tramway group; but Mexican 
Light and Power, after sprinting to 102, eased off to 97}, still show- 
ing a rise of a point. The Preference, on the other hand, from 
1121 have gone back to 110}. Montereys are steady, without 
change. Montreals have risen 6 points, and Shawinigan Water 
remains at 144. Lively dealings: in Mexican Northern Power 
bonds put up the price to 77 at one time, and at the moment it is 
74, ez the dividend of 2} per cent. deducted last Monday, while 
. the shares have reacted to 29. 

Kalgoorlie Electric Trams A" Debenture is down 3, and the 
6 per cent. B" Debenture 8} on the report. The directors state 
that owing to a decline in the company's earnings, they have no 
option but to pay interest on the B Debenture stock at the rate 
of 3 per cent. only, instead of the full 6 per cent. 

The feature in the Telegraph market has been a big rise in 
National Telephone Deferred stock, the price at one time jumping 

10 points to 153, and reacting but slightly from this. The Third 
Preference have also come into prominence again, and smaller 

speculators are buying these, because it is argued in some quarters 
that holders of the Third Preference will do better, at the present 
price, out of the result of the arbitration than proprietors of the 
Deferred stock. What there has been up to the present in the 
arbitration proceedings to cause the prices to fluctuate so substan- 
tially, it is a little difficult to see ; but a small clique of speculators 
is at work, and one of their aims apparently is to make the market 
look as volatile as poseible. 

Marconis, after being comparatively steady during the last week 
or two, have braced up again, and show advances. The old shares 
hardened to 61, while Americans rose to 118, Canadians to 25e, 6d., 
with Spanish rather a dull market at 252. The American end 

Eastern groupe are firm, without showing any particular charac- 
teristics. A good many issues are ez dividend, the deductions in 
several cates being already partially recovered. 

The mention of ez-dividend markings serves as a reminder of 
the remarkably high yields obtainable from certain stocks and 
shares in the list of electric manufacturing companies. Reference 
to the price-lists overleaf shows that Aron Ordinary are paying at 
the rate of 8 per cent. on the monéy, while on Brush Second 
Debenture 114 per cent. can be obtained, on Crompton Debenture 
71 per cent., and во on. It is a truism, of course, that the higher 
the yield, the greater the risk, General Electric Preference have 
again risen 10s. on the top of their 17e. 6d. advance of last week, 

the price having hardened to nearly 11. The Rubber market, after 


being upset last week by the advent of the Synthetic Producta Oo., 
, Ltd. took a sharp turn for the better when the actual prospectus 


was out. It does not require a very careful examination of this 
document to see that, commercially speaking, the latest synthetic 
production is not in the least likely to compete with the raw 
material, for at all events, several years to come. · 


Chili Telephone Co, Ltd.— The directors’ report to 
March 31st, 1912, states that the aggregate number of subscribers 
at all centres at the end of the year was 11,647, a gain of 1,728 for 
_the year. The gross revenue in Chile from all sources in 1911-12 

was $2,307,818, an increase of $266,620. The expenditure in Chile 
was $1,136,970, an increase of $160,400. The net income in Chile 
from all sources was $1,170,847, an increase: of $106,220. The 
Average rate of exchange for the year was 10°49d., as compared 
with 10'90d. in the previous year, giving a decrease for the year of 
0'41d. Converted into sterling at these rates, the income figures 
just given are £51,210, showing an increase of 22,853. The liquid 
assets and liabilities in Chile on March 91st, 1912, were valued at 
10jd., the current rate of exchange on that day, the same rate at 
which they were valued on the corresponding date of the previous 
year, The balance to the credit of the revenue account, including 
£3,225 brought from the previous year, is £52,185, of which 
£28,942 has been carried to reserve. An interim dividend of 38. 
per share, lees income-tax, was paid on J anuary 16th last, and the 
directors now recommend a final dividend of Ds, per share, leas 
income-tax, leaving a balance of £38,882 to be carried forward, 


MARKET QUOTATIONS. 
IT should be remembered, in making use of the figures appearing 


in the following list, that in some cases the prices are only general, 
and may vary according to quantities and other ciroumstanoes. 


Wednesday, July 3rd. 


| 


CHEMICALS, &c. | | Latest Fortnight's 


| Price. Inc, or Dec. 
2 = — S | 
а Acid, Hydrochloric ee +. percwt., | 5/- 
а м Nitric ee ee ee .. [1] 22J- 
а „ Orxalic ьа oo . per lb. 23d. 
a „ Sulphtric .. T .. рег сж, 5/6 
а Ammoniac Sal 82 P oie b - | bs 
a Ammonia, Muriate (large crystal) per ton £29 10 “a 
a Bleaching powder .. Бе s ө #5 10 | va 
a Bisulphide of Carbon .. xe % #18 | T 
a Borax.. “ә A 3 - е £16 10 $5 
a Co r Sulphate ee ee ee " £94 15 ee 
a L Nitrate "+ .. ee M" £26 10 ee 
а » White Sugar .. „+ ” £25 10 ee 
„ Peroxide... 90 oe 9 £32 i 
e Methylated Spirit .. P .. per gal. 2/6 $5 
a Po um, Bichromate, in casks per lb. Bad. bs 
a Potash, Caustic (88/90 96) .. рег ton £22 10 ee 
a » Chlorate ee ee ee per Ib. d. °з 
а " Perchlorate * oe n 4 d. ee 
a Potassium, Cyanide (98/100 95) .. б Tid. 
(for mining purposes only) 
a Bhellac fs ae 95 e рег смі 707% 5l- dec. 
a Sulphate of Magnesia .. per ton £4 10 d'a 
а Sulphur, Sublimed Flowers E £6 10 T 
a я Recovered $5 vs " £5 10 #0 
а * x Lump jac 0/79) 25 T E T 
a Boda, Caustic (white - m ee 
а „ Chlorate $3 5% .. per lb зга. va 
„ Crystals vs ye .. per ton &8 5 M 
a Bodium Bichromate, casks .. per lb Bd. i» 
METALS, &c, 
b Aluminium Ingots, in ton lots .. per ton #15 £6 ine. 
á Wire, in ton lots .. а £162 ví 
b › Sheet, in ton lots .. Ж #120 os 
p Babbltt's metal ingots .. ata ii £38 to £145 ze 
c Brass (rolled metal 2° to 12" basis) per lb. 94d. Id. ioc. 
с „ Tube (brazed) ee os 10 1134. id. inc. 
C » » (solid drawn) ‘a x 10d. id. Inc. 
с „ Wire, basis A ag h 9id. js 
c Tubes (brazed) .. Ws » 1/08d. 2d. inc. 
C v» „ (solid drawn) ss 18.7 id. inc. 
& „ Bars (best selected) .. рег ton #94 #9 део. 
& „ Sheet - ó os m £94 #9 dec. 
& „ Rod.. T is i n £94 £9 dec. 
d „ (Electrolytic) Bars A » £81 10s. 10s, inc. 
d a T Sheets » £99 10 ios 
d „ ке Rods v а £58 | 10s, ine. 
„. H.C. Wire per lb, 10id. và 
f Ebonite Rod T * Ex Р б/а 
f v Sheet - ee $4 i 4/9 sa 
n German Bilver Wire г» xa be 17 | sa 
В Gutta-percha, fine.. a ya и А | к 
h India-rubber, Para fine „2 ҮЕ 4/9 ца. ino. 
Iron Pig (Cleveland warrants) .. рег ton 54/1 | T 
„ Wire, galv. No. 8, P.O, qual. 8 £14 is 
g Lead, English Pig .. es ot 8 | £18 15s. to £19 5s. ine. 
m Manganin Wire No. 28 es ee per lb, 6/6 oe 
g Mercury a3 «5 e  .. рег bot. £8 5J- dec. 
e Mioa (in original cases) small .. per lb. 6d. to Bs. s 
е. н н medium " 8/6 to 6/. 
е » » , lerge .. н 7/6 to 11. ee 
p Phosphor Bronz plain qe ы ^ 114. is 
p Е н rolled bars & rods Ж sk 
» rolled strip & sheet W eo 
o Platinum ee ee ee be per og, ы es 
d Silicium Bronse Wire . per lb. 114. id. inc. 
r Steel Magnet, in bars .. . per ton 255 Es 
g Tin, Block (English å ae РИ 2208 to £209 "T 
n 08.1t016 .. per lb. 9/5 
p White Anti-friction Metals .. yer ton &45 to £150 
k Zino, Bh't (Vieille Montagne bud.) " £929 15 


Quotations supplied b 

a G. Boor & Co. і Bolling а Lowe. 
b The British Aluminium Co., Lid. k Morris Ashby, Ltd, 
с роса оюп а Bons, ТА, ср Ка bem Ll, 
d Frederick Bmith & Со, m W., T. Glover & Oo., Ltd, 
eias grins а Bons. : a P. Ormiston & Sons | 
fIndis-Rubber, Gutta-Percha and o Johnson, Matthey & Co., 144, 

- Je Еа он, P W. F, Dennis & Oo, 

T Award TH & o n | 


Monterey Railway, Light and Power Co.—The 
annual report of this company for the year ended December 81st, 


1911, states that the effect of the disturbances in Mexico during the 


year 1911 has not been so great in Monterey and its immediate 
neighbourhood as it has been in other parta. On the other hand, 
the general situation in the Republic has tended to restrict busi- 
ness development and travel in Monterey and in the State of Nuevo 
Leon, as well as in the other States of Mexioc. Notwithstanding 
this (says the Times abstract of the report) the total net earnings 
have increased, although the earnings from the railway service have 
ehown a slight decrease over the corresponding earnings of the 


previous year. The gross income was $506,984, less debenture 


interest, $289,997 ; dividend on preference stock, $25,000 ; surplus, 
$191,987. The profit and loss account shows a total surplus of 
$573,162 gold. The directors have considered it advisable to begin 
the creation of a reserve fund, and have, therefore, passed to the 


credit of reserve from the surplus the sum of $150,000, 
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SHARE LIST OF ELECTRICAL COMPANIES. 


ENGLISH ELECTRICITY SUPPLY AND POWER COMPANIES. 


Closing 


Rise | Present 


Quotations | + or Yield 


МАМЕ, 


Cl 


osing Rise | Prosen 
otations | + or Yield 


for | July 2nd. Fall ^ p.c. E uly må. Fall p.e. 
Poole, Ord 10 1010. 191). 91— 103 $5 Kensington ё Knightabridg „ T"— 72 de 
Bournemouth & "e n e, Ord ә 
Do. éb% Prei. ..| 10 d d 9 — 10 410 0 4% Deb. i stock 4 | 4 | 92 — 95 .. 1448 
Do. Second 6 % Pref. КО 10 6 6 10$— 11 591 Lan Elec. Power, 4 % Deb. .. Stock 44 i 80 — 84 à 5 7 2 
Do. 43 & Deb. Stock. .. | Stock | 44 4 98 —100 xà | .. | 410 0 || London Electric, Ord. ld. 8 2 li— 1 .. |4 5 6 
Brompton & К „Ота... 6 |10 1 E. . |Б14 В Do. 6% Pref. . .| 6 |6 6 4— A * |514 8 
Do. 1% Cum. E а 6 1 1 7 . 14 6 2 Ns 4 b First Mort, Deb. js diss Н A „Как HE - 6 0 
Central © 4 E etropo ee ee ee 4 ee 
бер] 100 | 4 | 4 | 97 100 8. Cum, Prei. 5 40 400 .. [417 4 
Cross, West End & City 8 5 b 5 1800 Do. 4 First Mort. Deb. .. | Stock 99 —102xd| .. 14 8 8 
Do. Мо саа пә. "s 6 44! 4 148 417 4 Na : Pearce рер ü .. | Btock 86 — 87 41414 0 8 
Do. ; Un " dlan lectric Corporation 
у E] a 4 4 A- re : в І м CET Mon, "Deb. | 100 | 4 4| 9 — xd] .. | 418 9 
Do. Do. 4 b... * 1 4 — ee ewoas e-on- e er. 
a Deb... . | Stock m à 97 тода 110 0 N rth Metropolita. iced NE ek d Кыр» „ 
Do. $us a we —100 x o еко n Power Zu 
)V%VVVVJCVJ%%V%ĩ . l.i n. 
2 „„ es ot on-Lum. 
Do БФ Deb. be. (Stock | 6 А 15 10 4 4 3 8| о ' Pret x A 6 pp ө эй, : 
Do. Becond ° е 1 mm x [I ое 
Goong London. Ord... Z 10 "a 6 103— 1'j 556 55 James and Pall Mall, Ord. 5 | 10 10 8 — | „ |614 8 
Do. 6 96 Pref, "T ee ео 10 6 6 ll 12 ee b 0 0 Pref, ee ee ee 5 7 7 68— 7 . 4 15 0 
Do. Deb. ee oe oe Stock 106 —108 xd 4 8 4 B De eo . ee 100 18 84 82 — 85 xd ee 4 2 4 
Do, d Second Deb. .. | Stock 100 —108 s 4 88 Pins arkets, Ord zs 5 N 2 lf 12 ès T 
Edmundson's, Ord. a is 5 | Nii N — th Nil Bouth Tondon, Ord. " ss 4 5 b 9i— 83 +51618 4 
Do, 696 Cum. Pref. .. Я б Nil Nil 5— 3 E Nil Do. % Fires Mort, Deb. ae 100 6 b 98 —101 xd 419 0 
Do. 44 95 First Mort. Deb. .. | 100 44| 4| 8 — . 151 2 Bouth Metro үте. 1 1 7 1 1 . |6 1 0 
Folkestone ee ee ee МО b 6 6 m i ee | 5 14 8 ERA 100 ij 43 — 1 +1 4 10 0 
Do, 5% Cum. Pref. .. .. b | 5 5 — 415 8 U?ben, е - | £8 | б |... 2 2s 82 
Do, 4496 First Deb. .. ..| 100 44 | 44| 94 — 97 . 1419 9 Do. 5% Cum. Pret. . 6 6 3 8 .. |8 6 8 
Hove .. sö os ә Кя 5 | 9 9 — "4 +41516 2 09. 43 Pie М eb w 105 15 — 830 +3 ar 8 
estminster sa не í 
Do. 4b% Cum. Prein. 6 4| 4 5.— $xd| .. 1 5 9 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
Adelande, 6 % Pref. - ee 5 6 6 .. |6 9 9 | Monterey Rly. Light & Power 
Calcutta, Ord. .. .. 6 83 8 ts s 5 11 6 J lst Mort. Beb.] 100 | 5 | 5 | B— 914 8 9 8 
Do. 59$ Pref. .. ar i0 5 5 eu o du : Montreal, Lt, H and bower .. | $100 | 7 8 | 217—299 +6 812 1 
Calgary Power, Ist Mort. Bás. x "и orthern, Lt., Power and Coal, : 
Canadian Gen. Bl. Com. . 100 7 | 4/119 —16xd | .. |6 0 8 5 1st Mort. Bonds } $500 5 5 | 89—42 e 41 18 2 
укш - 100 1 7 | 120 —124 s 5 13 0 River Plate а... is .. | Stock 10 10 240 —250 T 40 0 
Omdobe fa. Toner and F., Ord. | 1 | 8 | а н 184591 . 69, Non-Cum. Pref, ..| Do. | 6 | 6 | 109 —114 . 5 5 В 
rog s гер TER b 100 b e —97 oe 531. Roy Ele Б iita РА ро. 5 5 101 —108 ха x 417 1 
Elec. Lt. 20 habam . Elec. Co., Montreal 
5 Eoi J! MEAM eter мые 
Elec. cto b 8 = | gan Water, Cap 4 — m 
ы e оп, о.) LOO! ее SES ERO е DB HE Do. 5% Par pers Bonis $500 | 6 | 6 |109 1 | :: |410 1 
Elec. Dev. tario, 8 $500 Z er. Deb. tock — гь 
Ка lie EI P. and L nda) 10/ 10 : 5 pe И Toronto Power, LEE d ^ 29 4 4 pie E nei 
r eo. . an [] АУ ee era vM [] 
x. 6 Pref. : 116 5 n . 186 0 i Rent. Dek 100 6 5 90 — 921d. |5 8 
quia Power, 5 & d. Bs. $500 | 5 5 | 104 —106ха | .. 414 4 || Victoria Falls Boner: Pref. .. 1 Nil 1144. í— j4xd| .. es 
Madras, Ord. 5 T Ч 2 — — } 25 West Kootenay Power and Lt. } 100 6 6 1 107 8 11 7 
Melbourne, 5 9% 1st Mort. Deb. | 100 | 6 | 6 102 —10⁵ xa | .. 4 15 з lel Mort, 6% Gold 053-1074 | .. 
Mexican El. Li- 5% 1n M. Bde.. | б | 6 | 88 —901xà| .. | 10 0 
Lt. & n | $100 4 4 96 — 99 41 |4 010 
Do. 1 V Cum. Prel. ..  ..|$10 7 | 7 |109-13 |—2 6 5 0 
Uo. 6 1st Mort. Gold Bds. zs 5 6 984— 1003 . . | 419 6 
: TELEGRAPH AND TELEPHONE COMPANIES. 
| А = моз tA. 
Amason Т vs és 10 Nil 4t 7i— 73 .. |5 8 3 |, Monte Video Telephone, Ord... 1 6 6 1— . 15 6 8 
Do. 9 Deb. Red, Stock | 5 6 96 — Bx | +1 |5 2 0 ; Pref. .. <4 s 1 5 5 i— .. [614 B 
American "i nt Teleg., Cap. 3100 8 8+ | 1475—1494 x | 41 | 5 7 O National pelephone, Pref, ..|8tock| 6 6 | 101 —104 +1 va 
Anglo-American Telegraph .. Stock 81 8 — . 49 7 Do. 5% Non-oin, Br Prol" b b b — 6, | + we 
Do. . - Do. 6 6 | 110 —111 +915 8 1 Rew Lore тее оеп, Bods 100 43 & —1 + 499 
Do. Def. ee та ро. 80J- 80/- 961— 251 oe 5 16 6 onma aon апо стос. oe ч р А 1 1 se { 18 о 
= . 0 um. е ee ee ee 
ы ni 27 88 = : 5 pce. e zd : ро. 4% Red. Deb. о . Stock 4 | 4 | 88—90xd | 41 |4 9 0 
Chili ex — ГА cific an nropean д 
ратыны NN 4% Deb. | Stock! 4 | 4 | 82 — ваха | +14 1415 9 Guar. Boe] Do. | 4| 4 | 988 —100 d .. | 818 5 
Cuba Telegraph .. .. ..| 10 | 6 | 6t 104 . 1614 8 Reuters в | | 5| 112— 112 . |8 8 0 
Do. 10% Frets a бе 19 ш 0, 1 17 ix ри д Ворша ше 8 Renn а .. | Cert. | 6 6 | 127 —1н0 . 1412 4 
Direct egra А А phone Co. o 
Do. 10 % Cum. Prei. 5 10 |10 7— 7 .. 6 9 0 Jb. Red. Stock | 3 4 pei 14191 
Direct United States Cabie 10 44 5 й— 7 ; 6 7 0 || United River Plate as el 5 8 8 1 — 5 2 3 17 
ee C e a| wows two) e ЖУН 
е =, ee 5 е e 
Do. a Telegraph, On .. | Do | Bh 8| 7641— 78h —1 | 4 9 2 eup. by Bras. Sub. Tel. 100 4 | 4 $5 — wa 13 |4 010 
4 96 Mort. Deb. .. | Do. 4 4 99 —101 . 18 19 8 Weer ln and Panama Teleg. 10 13 à — 2 114 9 
- Si 10 7 6t | 123— 18} 5 5 8 Do. Cum. 1st Pref. Ра 10 6 6 1 1 611 7 
Do. 4% Deb. .. - Stock 4 4 99 —101 819 8 Do. à Cum. 20а Pref, .. 10 6 6 9 . 1617 1 
Bast and B. Africa Tel. 4 } 36 4 4 ar 400 Do. 5% Debs. .. Am ..| 100 б 5 |1 1024 ха .. | 417 7 
Globe Telegraph and Trus es 10 6i 6+ 15 . 5 6 8 [] 4 96 ° ee ee ee Stock 4 4 06 — 98 xd ee 4 1 8 
Do. 6% Pref. .. .. .. 10 | 6 6 : 410 7 || Western Union 43 % Fdg. Bonds | $1000 | 4 | 44 | 100 —109 47 5 
— Telegraph = 39 T 4 . б 8 Н 
р "t 
Mackay 92 100 6 5 10 — 75 vs 510 0 
кси з шш ЖАКА ы ИШИНЕ 
в cas Telegrap + 
1% Cum. Partio. Pref. 1 |16 | 17 Ё ei^ Hi: 8 0 4 


* Unless otherwise stated, all shares are fully paid. 


t Interim dividend. 
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SHARE LIST OF ELECTRICAL COMPANIES.—( Continued.) 
ELECTRIC RAILWAYS AND TRAMWAYS.—HOME. 


mr a a  — M — —— € MÀ n M MÀ" a e —— € a M A À— — 


"n 
Stock Closing Rise Present Stock Closing Rise Present 
NAMB, or Divia nar Quotations | + or | Yield NAMB, r күш Quotations | + ог | Yield 
Share. Ө July 2nd. | Fall] p.o. У Share. July 2nd. Fall] p.c. 
| 
*  |1910./1911. & s. d. Ы m 1911. £s. d. 

Bath Trams, Pref. Ord. .. sx 1 | Nil | Nil — 44 T Nil e Кайта Consol: .. | 100 1 60 — —34|3 2 0 
Do. 5% Pre. 1] 6/6 | 4— xsxd .. l6 R 1 Do. lus Lan . 100 3| 2 | 6 — 69 . 4 8 4 
Do. 4496 Deb. ss .. | 100 4$ 4 78 — 83 s |5 8 5 Do, Deb. is ..| 100 89 — 91 . |3 16 11 

Brit Elec. Trac., 6% Pref, 100 ee ee 11 =, 13 ee, ee | Do, Pref. . ee ee 100 86 _ 88 ee 3 19 7 
ро Do. Deferred .. | 100 6— 8 | ; | Do. Con. Prei. | 100 87 — 89 .. 3 18 8 
Do. Do 6% Cum. Pr'f 100 s» 6 90 — 92 ха 610 6 Metropolitan District Ord, . 100 |N èa 89 — 394 —22 Nil 
Do. 796 Non-Cum. Pr'i 100 еа ee 40 41 —1 | oe Do. : Deb. ee ee ee 100 6 6 142 —144 xd +1 4 8 4 

i 5% Perp. Deb. 100 6 5 93 — 97 6 8 1 Do. Deb. .. we 100 4 4 94 — 96 xd š 43 4 
Do. ERI Deb. 100 | 4 s| 80 — 84 572 | Do. Prior Lien ..  ..| 100 | 4 | 4 | 99 —101 319 8 
Do. Pref. ss Sa 100 4 4 R3 — RÖ —1 [414 8 Do. 96 Gtd. se .. | 100 76 — 78 ‚ |4 9 9 
Do. Пе 24 - ..| 100 9 2 76 — 78 +2 ,211 3 | Metropolitan Elec. "Trama, Ord. 1 6 тй 1 4,6800 
Do. 4% Deb. ee е ө e. 100 4 4 100 —102 xd . ; 8 18 5 | Do. Def. ee ee ee ее 1 N es 1— E . Nil 

City & Bouth à London, Ord. . 100 13 18 | 87 — 33 +4 4 6 6 Do. 5% Pref. .. vs vs 1 6 6 э 33 " 510 6 
Do. b 55 1891 ee . 100 b 5 108 —110 ee | 4 11 0 ' Do. 44 Deb. ee ae e 100 44 4$ 96 EM 98 xd ae 4 11 10 

Do. 186 .. ..| 10 5 5 |104 —106 1415 3 Do. 5 % Ded. 100 6 | 6 | ya —100 41500 
Do. Do. 190 .. ..| 10 | 6 | 5 | 104 —106 .. 114 4 | Potteries, Ота. .. æ. à. 12 W E NM 85 
Do. Do. 1908 ee oa 100 5 5 103 —105 ee 4 15 8 Do. 5 % Pref, ГЕ) ee ee 1 b b 4 — H ° е | 6 18 4 
Do. 4% Deb. 100 4 4 99 —101 .. ‘819 8 | Do. 44% Deb... e ..| 100 44 | 44 | 87 — 90 . 15 0 0 

Dublin United Trams, 6% Pref, 10 6 6 102— 117 .. 15 2 2 South Metro. Trams, 6 96 Pref. 1 6 T {: P. А 7 7 

Great Northern & City, Pr f. Ord 10 | Nil! .. = ч | Nil | Do. 4% Deb. УР is 100 4 4 70 — 1b xd sd 5 6 8 

Hastings Trams, 6 % Pref... 5 Nil! 6 m R 0 0 Underground Elec. Railways; 10 |.. | 4i— 4i | + z Nil 
Do. 44% Deb. 100 "1 — 76 | 618 5 Do. 4% pude P EN 100 44 13 98 —100 xd ©» 410 0 

Isle of Thanet Trams, 5% Pref. b 2? 4110 Do. 8% Incom 100 1 151 88 — 90 +1 T 
Do. 4% Deb. 100 4 4 79 — 78d | .. 5 2 7 | Yorkshire (West Riding), Ord. 6 | Nil] .. 7 s Nil 

Lancashire United, 5 Deb. 100 6 Б 81 — xd ‚60 6, Do. 69$ Pref. .. vi - 5 Nil] 8 2i— Ву xd 49 0 

London Elec. Railw’ ya, 4% Deb. 100 4 4 95 — 97 xå 42 6 Do. 4$ % Deb... өө .. | 100 443 % 78 — 82 xd 5 9 9 

London United Trams, 5 & Pref, 10 | Nil| .. Di-- 58 —5h — .. | 
Do, 4% Deb. .. ee we 100 4 4 14 — 77 xd es 5 4 0 . 

ELECTRICAL RAILWAYS AND  TRAMWAYS, COLONIAL AND FOREIGN. 

A^glo-Arg. Таты, 18+ Pref, .. 5 6 65 57.— бул 5 1 2 La Plata Elec. Trms, Ord. " 1 vs P | — 3 ке 92 
Do. 2nd Pref. .. .. .. 5 6 55 48 513 5 6 0 Do. Pref. ies s 11616 f 1 . |6 0 0 
Do. 4 Deb. .. se ..| 100 4 4 Q4i— 06 „ | 4 3 4 Lisbon Elec. Trams, Ord, ss 1 53 6 — 1 148 0 
Do. 44 Deb. oe ње e 100 43 44 604 1014 se 4 8 8 Do. 6 96 Pref. ee ee ee 1 6 6 1— 1 T xd oe 5 1 1 
Do. 596 Deb. ..| 100 b Б 101 —10! .. 416 2 Do. 6% Deb. ..| 100 b b 914— YEA xd 5 49 

Auckland Trams, 5 Deb. ..| 100 6 5 102 —104 ха .. | 414 4 || Madras Elec. Tr. (1904), Deb. ..| 100 6 5 | 100 —102 xd 418 0 

Bombay Elec. 8. & Trams, Pref. 10 6 6 11là— 115 ' .. 5 8 3 | Manaos Trams & Lt., Ist Deb.. 100 5 5 R94— 994 xd 5 8 1 
Do. 4$ % Deb... s ..| 100 é | 44 96 — 9% xd .. 4 11 10 Manila Elec. R. and Ltg. ‚ Bonds $1000 | 5 6 | 103 —105 415 2 
Do. 6 % 2nd Deb. oe ee 100 5 6 964— Hsi xdi .. 5 1 6 Mexico Trams Com. $100 7 7 po m —2 |6 7 З 

Brisbane Trams lavis Ord. .. 5 8 8 7 — 73 5 6 8 Do. Gen. Con. 5 Bonds ihe b b 9R$— 100 .. 1419 6 
Do. 6% Pref. .. .. | 5 8 | 6 | 4— 56) 415 8 Po. 6% Bonds. 410 | 6 | 6 | 102 —10 xa | .. |515 5 
Do. 44% Deb... is .. | 100 44 | 44 | 99 —102 xd | 4 8 8 | Para Elec. Rlys. & Lt., Ord. эге 5 10 10 64 — d . 1618 0 

B. Columbia Elec. Rly., Def. .. | 100 8 В+ | 135 —140 .. 65 14 4 Ро. : Pref. .. xà ee 5 6 6 5 — 7 0 4 
Do. Pref. Ord. .. T es 100 6 6 118 ~—123 | . 1417 7 Do, lst Deb, А 5% 100 b b 100 —102 А 418 0 
Do. 6% Pref. vs Em ..| 100 6 Б 107 —110 . | 411 0 || Perth W A.) Elec. Tr., Ога, ae 1 9% | .. là&— 172 . [1108 4 
Do. 4 1st Mort. Deb. .. 40 994—1024 | . 4 710 Do. 5 & Ist. Deb. 100 b 5 99 —102 xd а 418 0 
Юо, 4 Vancouver Deb, .. | 100 103 —106 . 14 5 9 Mes 1. Tr. & Bup., Pret. . Б 6 6 51— 5. ха 106 4 4 
Do. Con. Deb, .. .. | 100 4 1024—1044 ; | 46 2 Do. 44% 1st Ded. ..| 190 44| 97 — 9 хар... 1411 0 

Calcutta Trams, Ога, .. . b 6 7 68— Ев à 5 6 8 25 de Janeiro Trams... . | $100 6} | 152 —154 —4418 5 4 
Do. 5% Pref. .. T és 5 6 5 4ja— B, xd .. 141. 9 Do. Ist Mort. 6 Bonds zx Б 6 |1037—104; xd | .. | 415 в 
Do. 4495 Deb. e. 100 4 9) —102 xd, . 4 8 3 Do. 5 % Mort. Bonds ..1 10 | | 6 | 9v —100 .. 5 0 0 

Cape Electric Trams 1 | Ni 28+ ке $ | „р Bao Paulo Tram, Lt. and P, .. | $100 | 10 | 10+ | 288 —213 | —12 4 2 4 

Cit ty Buenos Aires Trams (1904) 6 5 5 | 652—853 „ 410 6 Do. 5% Ist Deb, . .. | $600 | 6 | Б | 105 —107 . 1418 6 

4 % Deb. 10 | Б | 5 | 9) —102 xd! .. 418 0 || Bingapore Trams, ö 95 Deb. .. 10 | 6 | 8 | 83 854 42 5 17 0 

Colombo Elec. Tr. & Lt., ö M Deb. 100 | 6 | 6 | 94 — 98 . 16 2 0 Southern El. Tr. В.А Deb., | 100 | 6 | Б | 07 — 99 4151 0 

Havana Elec. Rly., 5 % Bonds $1000 | 5 6 | 100 —103 ‚ 1417 2 Un. Elec. Trams Morte) ideo.. 6 6 7 62 — b xd EM | 519 2 

Kalgoorlie Piee: Trams .. "" 1 | Nil] .. te s Nil Do. 6 7 Pref. T .. 6 6 6 44— bixd|. 5 11 7 
Do. 5 A Deb. oe ee | 100 6 5 R9 — 90 —8 | 611 1 Do. 6 & Ist Deb. 100 5 5 100 —103 417 1 
Do. 6% B Deb, T .. | 100 b 6: | 47 — 52 — 8 ‘ae Winnipeg Elec. Rly., 4 [4 Deb. 100 44 | 4$ | 1014—1064 446 

MANUFACTURING COMPANIES. 
| 1 

Aron, Ord. .. з T ds 1 | Nil; 6 | 2 xd 8 0 о || Dick, Kerr .. ee oe es 1 5 T EL] 58 1 
Do. 6 Pref. ее ee ee 1 9 6 an 11 * 7 7 8 Do. Pref. oe ee ee 1 6 6 1 = 1$ ° 5 6 8 

Babcock & Wiloox <. . 1 |a |a EA. к Do. Deb.. e| 100 | 4.) 4 06 — 98 a .. | 41010 
Do. Pref Фе ees 1 6 6 1 — 13 4 0 0 Edison & Swan d 45 paid ee 5 N a ee 14— E ee Ni) 

B.I. & Helsby Cables T T 5 |10 | 10 7i— RI 6 1 8 Do. fully paid .. . ee 5 Ni!!! .. 18— 2 5s Nn 
Do. Pref. vs s. 5+ б 6 6 64— 6; .. 14 9 0 Do. 4% Deb. ..| 100 4 4 66 — 70 xd 614 4 
Do. Deb... . 100 ‘ 4 101 —103' xd +2314 " 5 Do. 6 % Second Deb. .. | 100 b 6 75 — 78 6 в 2 

British Thomson. Houston, Deb. 100 96 — uH .. 4 11 10 | Electric Construction .. ee 2 Nil] 23 1 15 00 

British Westinghouse, Pref. .. BIN i4 ух 14 x Nil Do. Pref. p 2 7 7 1 2 1700 
Do. Deb.. js ..| 100 4 4 54 — 61 xd —1 6 11 2 || Greenwood & Batley, Pret, s 10 7 7 74— 8 . |8 58 
Do. 6% Prior Lien .. | 100 6 6 | 102 —105 . 16514 3| Do. Deb.. .. | 100 6 b 92 — 94 Ў 5 42 

Browett, dley, Ord. .. ii 1 Nil| .. 2/. —3J. vc» Nil General Electrio, Pret. . m "S 10 b 10 — 11 xd + 3,4 1011 
Do. Pref. T "E x 1 | Nil| .. 4/6 —6/- T Nil ' Do. Deb.. ВЕ ө» .. | 100 4с. 4 85 — . 14 811 

Brush, 7 % Pref. .. "T 9 Nil“. 0— 2 S Nil , Henley's, Ord. T T se 5 150 | 10! 1li— 123 -- 16 00 
Do. b o Ard Lien Deb. ee 100 5 5 75 -— 80 xd е 6 5 0 М Do. Pref. ee eo ees 6 үй 4; SS 55 4 6 9 
ро. 44% De .. | 100 4) | 62 — 51 BELL | Do Deb. 100 101 —103 00475 

Do. 4 B codd Deb. ..| 100 | 85 — 40 xd, .. 11 5 0 |, India-Rubber, G. & T. .. <a 10 | 10 ae = 23 

Callender’s Cable.. - © б 16 1 Ета | — 41613 4| Do. Pref. ae 10 5 5 чА— 104 xd 417 7 
Do. Fref, ee ee ГЕЈ 5 6 5 4 — xd . | 4 17 7 | ерл Conetruction., * ee 12 20 104 324— 84 е 6 17 0 
Do. Lob... ee ee ee 100 4 gx —100 xd oe | 4 10 0 |! oe ве 100 4 4 0 

Castner-Kellner .. - “+ 1 179 | 20 8:— Bi + & 5 6 8 | Willans & Robinson oe - 1 |Nil| .. k- Nil 
Do. b.. es ee oe 100 ‘4 104 —10 +14 | 4 10 " Do. Pret. ee ee ee b Nil . $— 1 ° Nil 

Crompton & Co. ae oe 8 Nil N bk ? =» Nil Do, Deb... T oe .. | 100 4 4 58 — 60 6 13 4 
Do. Deb... oe ee өө 100 6 6 66 — (6 xd ee 7 11 6 
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* Uniess otherwise stated, all shares are fully paid. + Interim dividend. 


0 ꝗ—ʃ— ———————————————————————————————————————————————————————————————á 
Bank rate of Discount 8 per cent., May 9th, 1912. 


Vol. 71. No. 1,806, JULY. 5, 1913.] 


THE ELECTRICAL REVIEW. 


81 


EXPORTS AND JMPORTS OF ELECTRICAL GOODS DURING MAY, 1912. 


THE May returns of electrical business show a satisfactory increase 
alike in exporte, importa and re-exports, as compared with the pre- 


-ceding month's figures. 


Thus the exports reached £428,655 in value, as against £403, 328 
in April, the former figure, it is true, including a bulky telegraphic 
export. The imports reached a total of £200,301, as against 
£198,038 in the preceding month, while the re-exports at £30,806 
were more than £2,300 in advance of those for April. 

The above export total compares with a monthly average of 
£384,000, approximately, during 1911; similarly the importe total 


compares with a 1911 monthly average of £206,000 approximately. 
Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


3 8 
= [^] 
Destination of exporta and country consigning FEE 
Importe. 22 
TUE 
o d 
| | Z 

= " 
Russia, Sweden Dorsay and Denmark. | 1.145 
Germany . | 1,886 
Netherlands, Ja ava and Dutch Indies se 562 
Belgium кё Sa ss . б 829 
France ... exi oes -— А e. | 1,204 
Portugal i ass РИЯ Vis 243 
Spain and Canary Isles 488 
Switzerland, Italy and Austria-Hungary . 391 
Greece, Roumania and Turkey dis 33 
Channel Isles, Gibraltar, Malta and Cyprue... 49 
U.S.A., Philippines and Cuba vos iv 359 
Canada and Newfoundland ... 205 oo | 1,349 
British West Indies and British Guiana ... 220 
Mexico &nd Central America РРА kai 79 
Peru and Uruguay : ... em isi 98 
Chile vis avs svi eis iss 883 
Brazil aes ове T" eee ec 774 
Argentina wos 880 a 2. | 1,847 
Colombia, Ven“ zuela and Bolivia .. s 8 
Egypt and Persia m 900 
British West Africa and St. Helena.. Macs чө 91 
Rhodesia, O.R.C. and Transvaal  ... ... | 2,687 
Cape of Good Hope ... i ose we | 1,528 
Natal vss 876 

Zanzibar, Brit. E. Africa, Liberia, Mauritius 

and Aden . m 193 
Azores, Madeira ‘and Portugucee Africa 137 

French African Colonies and Madagascar ... TE 
China and Siam eee eee ave es | 1,556 
Japen and Korea zm oes - >. | 2,060 
India ees Tm oss ëse es 118 
Ceylon ... T 398 
Straite Settlements and Fed. Malay § States 311 
Hong Kong. es „+. | 1,151 
West Australia wee Me ET va 263 
South Australia ass NT vis UN 101 
Victoria $s ete is eve š 1,572 
New South Wales ee - tac ... | 2,562 
Queensland es. uen - 576 
Tasmania vs г T ses 83 
New Zealand and Fiji Islands ju — | 1,175 


— 


Total, £ 30, 084 


Wires and cables, 
ж rubber and other 


87,286 


insulations. 


fittings and 
accessories. 


‚| Electrio lighting 


19,531/20,966 3,020 |14,917 


Machinery exports during the month showed a considerable decline, 


as compared 


with April, this being true in a lesser degree as 


regards cable exports. Some improvement was, however, shown in 
most of the other sections of the exports. 


On the other hand, machinery importe rose during the month to 


over £100,000 in value, and’ telegraphic imports were doubled, 
while the cable imports fell away by half. 


The premier position amongst this country's customers for the 
month fell to Canada, due to a large telegraphic purchase, w 


while 


Japan's high total was due to activity in telephonic matters, as 
was the case in April. 


ж! Electric glow 
lampe. 
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Electric aro 
lamps and lamp 
parts 


35 
81 


Electric meters 
Electric 
machinery. 


y- 


machinery. 


Electricall 
driven 


Batteries and 
accumulators. 


: E 
"-9 


А 28% 35 D 
à ойо 822 
2 |а 82 7 
3 832 3858 
НДЕ 
б e 
£ | & 4 
137 3200 641 
130 -— ies 
e] 590 
209 1,007 162 
68 107 28 
ssa 110 82 
24 34 1,368 
s 103| 1,913 
89 275 
31 227 624 
12 | 41736477 
11 43| 15 
ee 715; 169 
.. 327 1,884 
39 141| 6,394 
71 | 1,941| 2,840 
290 | 2,283| 614 
is ... | 2,508 
Р 64 330 
oes 300 324 
61 1,380 247 
28 276 887 
24 26 427 
24 97| 2,090 
- 86 163 
‘et 198 
oe |. 319 236 
. 12,228 3,205 
236 652 779 
4 40 52 
sus 165 3b5l* 
59 41 446 
11 138| 764 
29 | 6,720  ... 
2,702 8 
51 | 376 
8 693] 891 
1 720| 2,328 


104,54 524,889 15,028 1,906 |36,387/70,096 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


Russia, Norway, Sweden and Denmark 652 
Germany — .« .._ 00 . | 1,718 
Belgium e eee . . 314 
France ... РЕА — БЕС vee á ve 
Switzerland... was ве ace $ 193 
Italy... T : ; 17 
Austria-Hungary 925 es В 


United States ... wo e xS 01 


— — | — À | ——M — | ——À — | — — di — ааа 


Total, £ | 6,595 


4,981 
1,531 


100 | 


l 571 15,216 


927 


12 | 4,807 


3,850 1,809 |71,727. 


502 
20 
610 
47 


55 
1,412 
557 
1,286 
2.021 


68 
155 


53 [12,055 


360| 636 

12| 2,294 
330 

1520 54 

1,498 

8 

NI 15 

9,380 63 


14,435 3,568 [17,505 in 2,097 о at 4,568 


Additional importa : Spain, carbons, £350. 
Registered Бс of Foreign and Colonial] Electrical Goods from the United Kingdom. 


Various countries, mainly as above 


TOTAL EXPORTS: £428,655. 


materials to those ура ш ш oolumus. 


tho oountry of origin 


А [sons 


690 | ese 


622 


287 


TOTAL Вк-Ехровтв : £30,806. 


Nork.— The amounts appearing under the several headings are classified according to the Customs returns. The first and 
third columns contain many amounts relating to goods otherwise unclassified, the latter, doubtless, consisting of similar 


saos | ы | 336 


x 7,594 
4,107] 18,866 
n 232 
782 6,211 
3,145 1,248 
16 738 

" 1,640 
362 85 
45 1,575 
8457| 88,189 


467 


TOTAL imports: £206,301. 


156 | 


128,655 


14,161 
126,157 
1,363 
10,610 
9.686 
3.937 
7,193 
2,441 
30,403 


205,951 


Imports are credited to the country whence consigned, which is not necessarily 
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METAL MAREET. 


Flactuations in June. 


Е SPELTER (G.O.B's.) 
JUNE3 4 56 7 10111213141718192021 2425 262728 


JJC 
JJC 


24 


* 


LEAD (ENGLISH). 
JUNE 3 4 5 6 7 1011121314171819202124252627 28 


OE ON NS FAB GG GEG SO SO 
19 fas ESI 
ESL 


EE 
| 
Ey 
E 


IRON. 


s 


CC 


[ILES I. 
EE rr pcs p 


I 
KERN NES 
иишиш 


TIN. 


4210 


7 
204 7 


200 ES 


COPPER (G.M.B’s.). 


JUNE 3 4 5 6 7 10111213 141718 19202124 25 262728 


£80 
79 


Barrow-in-Furness Lighting.— At a recent meeting of 
the T.C., it was decided that the electrical engineer should replace 13 
arc lamps in Abbey Road. Ramsden Square and Duke Street by 50 
100-volt lamps suspended from the tramway span wires, in a similar 
manner to that adopted in the greater portion of Abbey Road. Six 
„Beacon flame lamps, which had been used experimentally in 
Dalton Road, were ordered to be retained, and three other lamps 
were ordered to be replaced by “ Beacon " flame lamps. 


AUSTRALIAN TRAMWAY COMPANIES AND 
THEIR EMPLOYES.—VI. 


THE conditions of employment in the Melbourne tramway system 
were next inquired into. Mr. Mitchell, a trackman, said he had 
recently received an increase from 7s. 6d. to 88. per day. Theclaim 
asked for 10s. per day. Horse-car drivers wanted 60s. per week of 
48 hours. Under the Carters’ Board award they were to receive 
50s. fora week of 52 hours, It was stated that the company's Act 
stipulated fora 48 hours’ week, but that until the Union drew 
attention to the fact they worked a 54 hours’ week. Mr. Simmons, 
an engine driver at the company’s power house, stated that his 
ordinary pay was £2 14s. per week, and that with half-time 
extra for Sunday work, it amounted to £3 per week, He wanted 
148, per day, or £4 4s. per week of 48 hours. 

Mr. O'Shea, a shed foreman, who received 108. per day, claimed 
14s. per day. A night foreman receiving £3 per week, asked for 
148. or £4 48, per week of 48 hours, An engine driver who, after 25 
years service, received £4 per week, thought he ought to get £5. А 
lamp trimmer receiving £2 28. per week of 48 hours, wanted £2 148. 
A car washer getting £2 per week, thought he ought to get as 
much asacar cleaner. А shunter getting £2 28. 6d. per week, 
wanted £2 14s. Mr. Greenough, a tunnel cleaner, paid at present 
£2 a week, claimed £4 4s., but could give no satisfactory reason to 
account for the difference. A conductor claimed that the present 
method of occasional employment called "battling" should be 
abolished, and that at least a fortnight's holiday on full pay should 
be given. Some time was then taken up in examining a witness 
who stated that he lived in a house owned by the company. 
Originally he had free quarters, but since a wage board determina- 
tion which awarded him 458. a week, rent had been charged on such 
a sliding scale that the extra due to him under the award for 
higher pay and overtime was deducted for rent. 

The caee of the workers on the Ballarat system then came under 
consideration. Mr. Pringle, for many years borough electrical 
engineer at Burton-on-Trent, is the manager ef this undertaking. 
The claims made were very general, and resembled in substance 
those already referred to. Conductors received 5s, 4d. per day, 
and motormen 68. 8d. per day; they wanted lls. per day and a 
fortnight's leave of absence per annum on full pay after 12 months’ 
service. It was admitted that Mr. Pringle made no difference in 
his attitude towards unionists or non-unionists, but still the men 
pressed their claim for preference to be given to men belonging to 
their organisation. Reference was then made to a case in which 
it was alleged that the Melbourne Tramways Co. had brought 
pressure to bear on one of their receivers to induce him to resign 
membership of the men’s union. 

The men were then asked whether they expected a full day’s pay in 
the case of a car breaking down as it was leaving the station, and 
there was no further work for the driver and conductor. The 
men's reply was Yes,” as the breakdown was not their fault. 

The men asked for further time to complete their preparations 
for showing the serious rise in the cost of living which had recently 
taken place, and it was agreed that a later opportunity should be 
given for this to be produced. One of the men's witnesses, a con- 
ductor on the Essendon tram service, was seriously pressed as to 
the practicability of enforcing the whole of the men’s claims. He 
admitted that it was largely a question of resources, as the cost of 
working under the proposed conditions would be very high. Asked 
how he would find work for all the workers во as to abolish split 
turns, he was quite unable to do so. 

A further instance of the impracticability of some of the claims 
was afforded by the appearance of Henry Burton, a youth of 18, 
receiving 318. per week for boiler cleaning after 74 months’ 
experience. He. claimed 12s. a day, or £3 128. a week. The Judge 
pointed out at once the inconsistency of asking 128. a day for a 
youth after a few months’ experience and 118, a day for a motorman 
or conductor after as many years. 

This practically closed the men's case, except the submission uf 
proof as to the cost of living. The Prahran and Malvern Tramway 
Trust tried to get the case as against themselves dismissed, on the 
ground of there being no dissatisfaction on their system, but the 
Judge intimated that it would have togo on. They then called their 
chief inspector, who stated that he considered the present rates of 
pay—88. 4d. per day for a fortnight of 96 hours—sufficient. There 
was no general discontent, though, no doubt, the men would like the 
11s. per day asked for. 


—_———————— ÁN 


Keighley Lighting.—A statement submitted to T.C. last 
week showed that it was considered that the approximate surplus 
on the last year's working, though only £3, was satisfactory in 
view of the coal strike and serious water shortage. A working cost 
on the year of 39d. per unit, in comparison with 75d. in 1910, 
represented a saving of nearly 50 per cent. Total expenditure of 
'56d. per unit was compared with neighbouring municipal under- 
takings’ figures of 52d. at Leeds, 82d. at Halifax, and ‘95d. at 
Shipley. Were it not for heavy debt on original plant, the depart- 
ment would show a net profit of about £2,500, but at present some- 
thing like that amount was paid in interest and sinking fund on 
plant which was of no use at all. 


А ' 
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THE SWANSEA CONGRESS OF 
THE TRAMWAYS AND LIGHT RAILWAYS 
ASSOCIATION. 


WE look always to the T. and L. R. Association to provide 
a satisfying programme at its annual meetings, and we have 
not yet, been disappointed. 

It is true that the papers which were read at the Con- 
gress held on Jane 27th and 28th do not, as a whole, contain 
very much that could not be recognised by anyone who is 
gifted with a particularly retentive memory ; but, in our 
opinion, they are none the worse on that acconnt. | 

The tramway industry is now well established. upon 
principles which have remained unaltered for some years, 
and even in practical working details there has been little 
movement to record; but there are many aspirations still 
unreached, many abuses still unremedied ; and many tram- 
ways which have not risen to the current standards of excel- 
lence. "Therefore, papers which may not be more than a 
digest, and a re-iteration, of facts and opinions already 
accepted by the higher or more alert intelligences of any 
industry, serve nevertheless a most useful—nay, an indis- 
pensable—purpose, by bringing before all of us in an 
authoritative and permanent form, a concentration of many 
scattered publications. E 

In the absence of the Hon. Arthur Stanley, M.P., chair- 
man of the Association, who should have presided at the 
Convention, the chair was occupied by Mr. Harry England, 
the vice-chairman, and right well did he carry out his duties. 
Terse and to the point, he did not waste words for the mere 
sake of talking, nor did he omit anything which could have 
had any practical bearing upon the position he held. 
The able manner in which he presided over this important 
gathering, which officially, and excluding local guests, 
numbered 177, will not readily be forgotten by those who 
took part in the meeting. 

The organisation, too, which from beginning to end of the 
Congress, with ite many social functions, showed a master- 
hand, may, we assume, be credited mainly to the urbane and 
ever courteous secretary, Mr. de Turckheim, whose duties were 
anything but а sinecure, and to him, to Mr. James, and the 
Association we offer our hearty congratulations on a success 


which, but for the part played by the Clerk of the Weather on‘ 


the first day, would not have offered a single excuse for a 
grumble on the part of even the most hardened and cynical 
misanthrope. è | "E. 

Mr. A. H. Pott’s contribution fo the proceedings was the 
first in order, length and importance. It was a very fair 


and temperate comparison of the public value of tramways, 


"buses and railless cars, and it may serve to revive again (if 
that be necessary) the crusading spirit which has fought so 
strenuously, and, withal, so unavailingly, against the pressure 
of restrictive legislation. * 8 | 

The tenour of Mr. Pott's argument is that there is a place 
in the sun for all tbree systems of road traction ; that the 
limitations of each system are defined with some clearness ; 
and that without unfair handicapping the tramway would 
show to more advantage against the bus than it does under 
present conditions. | | 

It is well that all of us should recognise the fact which 
has been patent for some years that the development of the 


motor-'bus is not going to be retarded simply because it may 


be disagreeable to a number of tramway owners. The 
history of the motor- bus has been one of surprisingly rapid 
development in the face of considerable difficulties, and we 
should be the last to begrudge the pioneers their meed of 
praise. At times, no doubt, the champions of the motor- 
'bus have seemed to exceed the limits of fair controversy in 
their efforts to anticipate facts; but, speaking generally. 
they have fought well, and they cannot be blamed for 
turning to their own use any of the laws and regulations 
which have hampered the full and proper development of 
tramways. | : | | 

We notice with surprise that the Board of Trade, in 
the 1911 Report of the London Traffic Branch, has taken 
some pains to prove the motor-’bus superior to the tramway 
with respect to,cost, without giving due weight to the 
arguments of the other side, although we should hesitate to 
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go so far as Mr. Pott in surmising that a certain basis of 
comparison was taken to enable this conclusion to be reached. 

Tramway owners have raised, andestill maintain, the most 
strenuous objection to the clauses which saddle their under- 


. takings with the cost of maintaining all but the margins of 


the roads, and they are, undoubtedly, more than a little sore 
that motor-'buses in direct competition are exempt from 
such liability. The petrol tax was designed to provide a 
fund for the improvement of roads, and owners of 'buses 
contend that this tax is equivalent to tle burden on the 
tramways. The Board of Trade states that a comparison 
on these lines between the London General Omnibus Co. and 
the L.C.C. tramways gives the following results :— 


L.G.O. petrol tax := 0'009d. per seat-mile 
L. C. C. rates on track = 0°008d. п 


thereby demonstrating that if anyone is treated unfavourably 
it is the bus owners. | 

We want to know, with Mr. Pott, why the seat-mile basis 
was adopted, when obviously the car-mile is the proper 
divisor as road repairs are under consideration. The figures 
have a very different appearance if the car-mile is used :— 


L.G.O. ... 0:312d. per car-mile 
L.C.C. ... 0:594. - 


In arriving at an approximate comparison of working costs 
for tramways and 'buses, Mr. Pott considers that he has a 
right to omit the rates paid on track work with the excep- 
tion of rails, and to reduce the permanent-way renewals and 
paving repairs in the same manner ; while on the other side 
he deducts the petrol tax. Without these adjustments the 
comparison reads :—Tramway, cost per car-mile, 802d; 
bus, cost per 'bus-mile, 7°460d. Having made the adjust- 
ments, the comparison becomes:—Tramway, 6°97d. ; 
"Бов, 7°16d. | 

We must remember that however equitable these adjust- 
ments may be, they serve only at the present time the 


purpose of giving us all a brick to throw at the 


Legislature; and the fact remains that Mr. Pott’s 
figures prove that the motor-’bus can, under favourable 
conditions, be run at a lower working cost (including 
interest on capital) than the tramcar, and that is not a thing 
which many of us were prepared to admit before. We may 
as well state here Mr. Pott’s estimates of capital cost :— 
Tramways, £7,000 per car, or £21,000 per mile; ‘buses, 
£1,350 per car, or £4,000 per mile. All that must be very 
gratifying to the exponent of the beauties of transit by 
motor-’bus, but there is another side of the picture, of which 
the tramway enthusiast can make full use. | 

In the first place, the comparisons bave been drawn on 
the basis, we understand, of a five minutes' service. 

Secondly, Mr. Pott has assumed, in many instances.“ 
that the traffic conditions in the streets of London are 
typical of traffic conditions in towns generally. 

Thirdly, the motor-'buses have been assumed to run over 
streets equal to the lightly graded, well-paved London 
streets. 

Fourthly, the ratio of fatal accidents in London during 
1911 as between motor-’bus and tramcar, based on the same 
number of vehicles, was 6 : 1. 

Lastly, the bodily and mental comfort of a ride on a 
tramcar is said to be in excess of that experienced upon a 
"bus. That is the only point put forward in favour of tram- 
cars, which is entirely a matter of opinion, and it is included 
merely for what it is worth. 

Evidently it is easier now to write an article favourable 
to motor- buses than it was five years ago; and, as we said 
above, the owners are to be congratulated upon the very 
great success which has attended their efforts, but Mr. Pott 
is doing a public service by placing in our hands a compact 
and well-reasoned indictment of the laws which have per- 
mitted the expenditure of £75,000,000 upon tramways and 
light railways, but refuse legitimate protection to that 
enormous capital sum when competitors arise who are not 
hampered and restricted at every turn. 

If the margin of profit on the working of tramways were 
abnormally large we could not expect in these anti-capitalist 
days to arouse much popular sympathy ; but the reverse is 
notoriously the case ; and, while the tramway owners are 
not so mean as to wish their competitors to be loaded with 
vexatious and costly burdens, they do plead that a juster 


me 
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balance may be granted by the removal of unique burdens 
from their own shoulders. | 

There is something very wrong when the following tale 
can be told :— | | 

There are cases where the local authority is not the road 
authority, but receives a contribution towards the mainten- 
ance of roads from its County Council. Therefore, when a 
tramway is laid, the C.C. is relieved by the Acts under which 
the tramways are constructed of a contribution to road 
maintenance proportionate to the area occupied by the 
tramways, and local authorities are now discovering that it 
may be better where a single track is laid to augment the 
car service by running railless cars over the tramway route 
rather than double the track. (Mr. Pott’s paper.) 

That is humorous enough in its way, but, from the point 
of view of the public, and altogether apart from the interesta 
. of tramway owners, it indicates the existence of an evil 
which ought to be remedied. | 

Mr. Pott thinks that traction by trolley 'bus (unsuitably 
styled “ railless traction" as a distinction) falls into a 
position midway between trams and "buses, being more 
flexible and mobile than a tramway, but less so than a bus. 
He puts down the capital cost at £1,670 per 'bus, or £5,000 
per mile of railless route ; and he estimates the working 
cost (20 to 30 vehicles) at 6'06d. per 'bus mile. He has 
made use of all available statistics in arriving at these 
figures, but it would be well not to take the working cost too 
much for granted until the system comes into more general 
use. 
Mr. Pott believes that the trolley bus system is most 
suitable for extending transit beyond a tramway terminus, 
provided the road is good, and that a minimum service of 
15 minutes can be maintained. 

We suggest that the real intention of the Light Railways 
Act is more likely to be carried out by means of a system 
such as the trolley 'bus than by steam or electric tramways, 
or motor-car and lorry services. Attention should be paid 
to this solution of the former's chief trouble. 

Our attitude in relation to the whole question of tramways, 
motor- buses and trolley buses can be summed up shortly. 

Under existing conditions, new tramways cannot be con- 
structed with hope of reasonable profit, therefore the greatest 
possible use should be made of the motor-'bus or of the 
trolley-’bus, according to circumstances, by the tramway 
owners themselves; but, in view of the great hardship 
ceused to existing and heavily capitalised, immovable, 
tramways by comparatively unrestricted, lightly capitalised, 
and removable motor- bus undertakings, Parliament should 
be moved to reduce the handicap to a more equitable 


figure. . (To be continued.) 


THE Tramways and Light Railways Association held its annual 
Congress at Mumbles on Thursday and Friday of last week. The 
pier pavilion had been placed at the disposal of the Association for 
the purpose, and about 150 members were present. 

In the absence of the chairman (the Hon. Arthur Stanley, M.P.) 
the chair was excellently filled by Mr. Harry England (the vice- 
chairman) who was supported by members of the Council, the 
Secretary (Mr. A. de Turckheim), and other officials. 

Мв. TEGETMEIER, ав chairman of the Swansea Improvements and 
Tramways Co, at the outset extended to the members a hearty 
welcome. 

In opening the Conference the CHAIRMAN said he thought it 
would be their wish that the papers should be practically taken 
as read, and the discussion be begun almost at once. 

MR. A. H. Pott, M.Inst.C.E., chief engineer of the Metropolitan 
Electric Tramways, Ltd., then introduced his paper on The 
Respective Value of Tramways, Motor-'buses and Railless Traction 
as Means of Transport." 

Мв. Porr explained that the figures of cost were based very much 
on London figures, but he had tried to bring up the cost of railless 
traction and motor-’buses to the same standard, and if they 
increased the one they must increase the other, and vice rersd. The 
question of legislation, however, he regarded as the most important 
part of the paper. 

Mr. Стоссн (Bury) said the paper was largely based on oondi- 
tions which only existed in the metropolitan area. Referring tothe 
capital coste, which the author stated were calculated on a five- 
minute service, if they had to consider the respective values of the 
various means of transport, it would not be in districts where the 
five-minute service could be run, but in sparsely-populated districte ; 
and instead of representing the cost of the tramway at £21,000 
per mile, he thought Mr. Pott ought to have taken the cost of a 
single track. If, as the author raid, it was necessary to take steps 
to make tramways more profitable and to approach Parliament for 
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the purposes he named, they must be prepared with а reasonable 


scheme. He could not agree with the author when he said that . 
none of the expense of street widening should go against the tram- - 


ways. After having been allowed to lay rails in the public streets 
with the object of cheapening the cost of working their tramways, 
could they seriously suggest that they should be entirely relieved 
from their obligations in order to place them in a better position to 
compete with the Jater means of transport? It was an interest. 
ing fact that at a more recent date than horse traction, and when 
companies were seeking permission from local authorities to con- 


- struct steam tramways, one of the strongest arguments then used 


was that companies would keep & large proportion of the main 
roads in repair and that the lines would be rated. As regarded 
the class of paving, in the provinces they had not suffered in the 
same way, but a good case could be made out for some assistance 
in meeting the extra expenditure which in recent years had fallen 
upon tramways owing to the excessive wear and tear of the tram- 
way paving by motor vehicles, which conveyed over the tramway 
paving a great weight of goods which had been diverted from the 
railways. Often alongside the rails there were patches of paving 
which had sunk a couple of inches, invariably caused by water 
getting under the rail and the underbed of the paving being 
pumped out. If the road authority had to repair the paving, what 
would be the use of it unless the rail repairs were carried out at 
the same time! If they were to secure an alteration of 
Clause 28 of the 1870 Act they must be prepared with a workable 
scheme, 

In the paper the author gave the cost of power for railless 
traction ая 0°66d. per car- mile. Were they to understand that the 
energy per car-mile was 34 per cent. less in the case of railless 
traction than in the case of a tramway? Rubber tires were given 
at a penny per car-mile. At the Dublin Conference in 1910 Mr. 


Pott stated that tires for railless traction would cost anything from 


134. to 21d. per car-mile, and he (the speaker) agreed with this 
opinion. It was important to know that those figures for railless 
showing the total of 6'06d. per car-mile were only estimated, and 
he thought the author was wrong in his conclusion that, provided 


only a 15 minutes’ service was justified, the best travelling : 


facilities could be given by railless traction. They now knew that 
the working of the raillees traction system at Leeds had cost 


more than the figure given by Mr. Pott, and that at Bradford 


the total cost had been 7:626d. per car-mile. He contended that 
to give a 15 minutes’ service, even under present legislation, a 
tramway could be run chesper than the railless system. 

ALDERMAN IvEY (West Ham) said that Mr. Clough, in the com- 
parisons he made, quite forgot that in 1910 Mr. Pott was dealing 


with the cost of tires generally all over the country, whereas he was 


now dealing with it from the metropolitan standpoint. He agreed, 
however, with Mr. Clough that if there was any need for a further 
provision of transport they had far better use a few motor-'buses 
than go in for railless traction. The best thing todo was to try the 
motor-'bus of the very lightest character, and build up their traffic 
so that in time they would need, and would have, a proper tram- 
way. He thought the only duty that ought to be saddled on the 
tramway was as Mr. Clough said—though not in so many words— 


the maintenance of the rails, joints and foundations ; the rest should 
be put on the highway authority. The Bill that had been intro- . 


duced would, he hoped, become an Áct of Parliament such as tram- 
way managers could use to some advantage. | 

Mr. J. B. HAMILTON (Leeds) thought he had never looked over 
а paper which contained more thoroughly-reasoned and well. 
balanced views than those Mr. Pott had presented, and he generally 
agreed with his conclusions. In London the motor- bus had the 
very obvious advantage of the centre portion of London, in which 
there was a feeding point which made it impossible for tramways 


to compete on anything like the same conditions. Tramways were 


an impossibility in the centre of London. Moreover, the motor- 


'buses were enabled to go further out, and therefore at both ends of 


the route the tramways were enormously handicapped. But this 
did not obtain in provincial towns, and for that reason the comparison 
was not very conclusive on the general question. The motor- 
omnibus under exactly the same conditions would be an un- 
successful competitor. He agreed with Mr. Clough that those who 


felt the pinch should briog forward a definite scheme as to what 


Portion, if any, of the road making should be borne by the public 


transport undertaking, whether a tramway company or a municipal 


undertaking, and some thoroughly eetablished views could be put 
in & concrete form with which they might possibly knock at the 
Parliamentary door for some redress. Wherever & motor-cmnibus 
could go through narrow streets, it was equally possible for the 
mobile railless car to go. Wherean infrequent service was required, 


the very first essential was reliability, and he did not consider that. 
the motor-omnibus was anything like sufficiently reliable in an . 


infrequent service for those in charge of public transport facilities 


to depend upon it. He could assure Mr. Clough that the cost of 


energy in the case of raillees traction was not 34 per cent., but 
50 per cent. less than in the case of a tramway, and he could show 


him a contract with a notable firm, in which the contractor gave . 


ld. per car-mile for rubbers for railless traction. He gave the 
figures to Mr. Pott, and they were actual figures, and not suppoei- 
tion. In the case of the motor-omnibuses, beyond the published 
statements, they knew no more than what they did before, and he 


hesitated very mucb to advise any tramway man who desired to 


feed his system to consider the motor-omnibus until more definite 
facts came before him. The installation of railless traction put in 
at Leeds had worked with entire satisfaction. It was not put 
there with any idea of financial return, but to serve a district of 


the city which the Corporation thought it necessary to provide for, ` 


and it had amply and thoroughly fulfilled that want at the very 
lowest possible cost | 
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ALDERMAN RODGERS (Newcastle) said Mr. Hamilton spoke about 
the reliability of the railless trolley as compared with the motor- 
bue. Was that Mr. Hamilton’s true experience in Leeds’ At 
another conference Mr. Hamilton stated that the cost was 6 20d. and 
647d, and he admitted at that conference that that did not include 
his proportion of management expenses, They had a statement 
with regard to Bradford at the same time. The cost of the rail- 
lesa trolley there was 7°26d. Even at that he did not think they 
bad got to the bed rock bottom of the cost of the trackless trolley. 
Messrs. Tilling & Co., who had had 3} years’ experience of the 
new electric motor-'bus, had scrapped 300 of their old ‘buses and 
were going to replace them by 300 electric motor-'buses, and their 
cost waa 61d. per c. m. inclusive of everything and scrapping the buses 
in five years. He thought that that was a very satisfactory state 
of affairs. They had adopted the motor- bus in Newcastle. They 
tried to get the powers for the railless trolley on two routes and 
for motor-’buses as well. The Parliamentary Committee would not 
let them run the railless trolley outside their own area unless they 
undertook to pay for the road maintenance, and the result was it 
had to go out of their Bill They got the powers for the motor 
dus for the same route without any road maintenance being 
mentioned at all. The ospital oharges of their motor- овез was 
£550 per 'bus, and they saved the £1,250 per mile of overhead 
equipment. They had been running four weeks and doing excellent 
aervice. 

MR. HAMILTON, with regard to the figures given for railless 
traction, explained that the circumstances were different. In Leeds 
fheir working expenses were calculated on an effective speed of 
84 m.p.h., whereas in Bradford, it was only 53 m.p.h. The cost of 
the vehicles was exactly the same, but Mr Spencer's figures 
included a certain proportion for management and other expenses. 
But his own figures were «qually correct. 


Мв. SIDNEY E. GARCKE (London) said the comparison between 
the costs of the motor-omnibus and railless traction in Table A 
was not quite fair. They had had only a short experience of the 
raillesa traction, and the probability was that sufficient time had 
not elapeed to enable them to arrive at a proper figure for wear and 
tear. He thought 66d. rather low for power, and he could not 
see why the maintenance of the rail less trolley car should be materi- 
ally less than for the motor-omnibus. He saw no reason wny 
the administration, insurance and other charges should be so much 
lower in the case of the trackless trolley—he thought they would 
be higher ; and in regard to accidents, why should one be put at 
400d. and the other at "10d.? He also thought Mr. Pott had put 
down the interest on capital for the motor-omnibus out of propor- 
tion to the others. He put the motor-'bus at £1,350, but £1,000 
was ample He brought the motor-omnibus total to just over Id. 
higher than that for the trackless trolley, and said that if that 
was the only difference he felt that the motor-omnibus held its 
own, because it had the advantage which could not be strictly 
shown in figures and being sent on different routes. Those 
interested in tramway enterprise should treat the motor-omnibus 
eeriously, and tramway companies should be first in the field to 
establish. motor-'buses in their districts outside their areas. 

Мв. GEORGE BALFOUR (London) suggested the addition of two 
columns to the tables one bringing the cost of the omnibus 
operation up to the same basis as the tramcar as regards capacity, 
and another bringing railless traction up to the same basis as the 
tramcar. In other worde, if they multiplied the cost for railless 
traction by two, they then had something like a true com- 
parison with the cost they had in the firat column. The whole 
question was how many people could be carried for a given 
amonnt of money, and it was idle to compare the cost of a 
trackless trolley with that of a tramcar carrying 50 people. 
for at once they found the cost was out of all proportion. 
On the question of road widenings and road maintenance, in 
his view as long as they were rated on the present basis they 
should be entirely relieved of all costs of road maintenance 
except in so far as the upkeep of the paving immediately adjoining 
the raila, Mr. Clough mentioned that it was quite impracticable 
to separate the item of maintaining the paving on either side and 
between the rails, but he might tell him that he (Mr. Balfour) 
had had it in operation. They paid the municipal authority a 
lump sam and took the responsibility of maintaining the paving 
on either side of the rails. He thought the most important change 
that they ought to try for was that they should be rated on the 
hereditable things only, but if the present system of rating con- 
tinued the difference between the two methods should be applied 
entirely to the cost of maintaining the road. 

Мв. WHITE (Grimsby) said he had been working motor-’buses at 
Grimsby for tbe last four years. He found from experience that 
the maintenance of the engine costs about twice as inuch as that of 
the chassis. Sixty per cent. of his rubber tires had given him as much 
as 20,000 to 22,000 bus miles, and, therefore, the cost per bus of Id. 
was certainly ample. Не thought the item of O 3d. for maintenance 
of bodies was too high. His insurance on his inotor- buses was £20 
per ‘bus as compared with £16 per car, third party risk. And, 
therefore, that item should be considerably reduced. He agreed 
with Mr. Balfour that the costs should have been per passenger 
mile and not per bus mile, because the tramcar naturally carried 
relatively double the number of ers compared with either 
the moter-omnibus or the railless trolley. In Grimsby they pre- 
ferred the motoc- bus to the railless trolley. 


The CHAIRMAN then closed the discussion, and, in reply to a 
vote of thanks, B 

Мв. PorT explained that the object he had in view was to bring 
forward the point that more legislation was really required to help 
the tramways, bnt the discussion had turned chiefly on the relative 
merita of the railless traction and the motor-omnibus. The omnibus 


figures were correct, and not estimated, but as regarded tramways, 
they were estimated on certain London undertakings. 

Mr, CLOUGH then read a paper on the use of car meters. 

Мв. A. A. BLACKBURN (Belfast) said that in Belfast they had a 
most complete system of instruction for both motormen and 
conductors, and it must not be forgotten that conductors 
played a very important part in saving current. Their methods 
depended entirely on keen, efficient road supervision. They now found 
many undertakings investigating troubles that should have been 
discovered long ago, and would have been had engineers had the 
problem to contend with. Apart from making grants of money to 
both motormen and conductors, they had recently introduced a 
profit-sharing system, in which all tramway employés received an 
equal share. 

Mr. W. Н. EpWARDEs (Atherton) said it was a debatable point 
whether a bonus system for workmen was desirable. They (in 
South Lancashire) paid their men a good wage—some people con- 
sidered it rather too hizh—and such men ought to do their work 
properly and efficiently without any offers of bonus. Mr. Clough 
said car meters were of very little use unless there were bonuses 
for the lowest consumption, but he could not agree with him. A 
bonus system, no doubt, induced & man to save more current than 
he really should. It was a most difficult matter for the manager 
to hit on the happy mean of current consumption. Personally, he 
considered car meters essential, and he could not understand the 
manager who thought otherwise. 

Mr. R. HUMPHRIES (Birmingham) said that if a system was 
capable of a reduction in units per car-mile from 1'8 to 12, he 
would be very chary of placarding such a result to prove what 
a horrible state it must have been in before. Car meters 
were not the secret of success in every way. Mr. Clough 
said: "In seeking to eliminate all waste, you will bring your 
cars up to such a state of efficiency that in addition to & reduced 
energy bill, you will have a large saving from secondary causes 
which will amply repay you." It did not take a meter to find that 
out. Overhauling and periodical inspections carefully done in the 
shops were the proper methods. Не took it that‘at least 90 per 
cent. of the benefita meter of any kind had on a car was to teach a 
motorman how to coast, and & very simple device he had had 
attached on the 200 cars under him was the clock meter, which waa 
much used on the continent. They were fixed up at a cost of 108. per 
car, and by their use they had got down, he took it, te bedrock economy. 
On the Birmingham and Midland system they had got down from 
1˙4 to 1˙2 units per c. m. on one, and on the other from 1'4 to 13. 
And if the car system was looked after thoroughly and the plant 
overhauled, that was as much economy from the motorman as one 
could expect, if the men were doing their duty to the passengers 
on the line, He remembered a case of three meters in a station 
that were all going fast, and when overhauled and standardised, : 
there was 25 per cent. difference in the reading to what it was. 
before. There were many directions where economy could be 
effected other than in car meters. In outlying lines where feeders 
had been cut down to a minimum, there was a good deal of energy 
lost and it would pay for a little capital to be invested in feeders, 

Mit, DUGDALE (Oldham) said his energy consumption used to be 
2:5 units per car-mile; to-day it was 1'7; and that had all been 
brought about by taking statistics and watching each man in his 
energy consumption. It had also assisted him in finding out the 
cars that were taking the most current. Those were put on one 
side and overhauled piecemeal thoroughly. During this financial 
year they had a saving of £700 already on energy consumption, 
and last year with their bad cars they saved £760. 

Mk. TEGETMEIER (Swansea Tramways Co.) said the question 
of car meters was a very important one, and the companies he 
had been connected with that had adopted them had never 
seen any reason to regret doing so. He considered car meters an 
essential addition to a tramway undertaking. The Swansea service 
was a difficult one to work owing to the considerable gradients and 
very frequent stoppages, and they had very big and crowded cars. 
The energy consumption was 14 units per car-mile, which was 
reasonable certainly compared with what had just been said. The 
consumption was now 171, thanks to the introduction of car 
metere, He thought bonuses were unnecessary, and he would 
almost say they were somewhat degrading to the men. 

Mr. E. E. Suarp (Messrs. Venner & Co.) said that on the 
question of bonus, he had gathered experience from a large 
number of undertakings, and, generally speaking, he thought 
bonuses had been rather a failure. The trouble was that those 
who did not get bonuses made their voices heard. The leading 
makers offered to put meters on cars for six months, and if 
they did not prove satisfactory to take them back. That 
seemed an answer to every objection. Mr. Clough seemed to 
think that everybody now had meters, but he was wrong, and 
the worst sinners were the bigger systems. Mr. Blackburn, he 
thought, had not taken into account the cost of the inspection, and 
that when the car was going through the shops the car was useless. 
That represented money value, and if they had a meter they could 
find out what was the matter on the first day. Mr. Humphries had 
aleo discovered à cheap system, but he did not know whether he 
knew that that system on the Continent was very nearly dead, 
whilst as regarded the 10s. arrangement, of course they could not 
buy a decent clock for that sum. An inspector could not be on 
every car, whereas a meter could be. 

The CHAIRMAN here closed the discussion, and moved a vote of 
thanks to Mr. Clough for his paper. 

Mr. CLOUGH, in reply, disagreed with Mr. Blackburn tbat it 
must have been inefficient management before the meters were 
introduced. It was not the regular annual overhauling that he 
referred to so much as to the little things that crept in each night: 
and took the "juice" the next day. It was then they saw the 
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difficulty of inspection, and it was in those little alterations of the 
car that the meter would show what was wrong. If Mr. Hum- 
phries, with his 108. instrument, could bring the figure down from 
1'4 to 1'2, he was just the gentleman who could do with a good 
meter—he would save 30 or 40 per cent. 

This concluded the first Congress sitting. 


LUNCHEON ON THE PIER. 


At the invitation of the chairman (Mr. Tegetmeier) of the 
Swansea Improvements and Tramways Co., the members of the 
Association sat down to an excellent luncheon, provided in the pier 
pavilion. Mr. Tegetmeier presided, supported by the Mayor of 
Swansea (Mr. E. S. Protheroe) and little Mayoress (Miss Mildred 
Protheroe), Sir Griffith Thomas, Chairman of the Swansea Harbour 
Trust, Mr. England and others. 

The toast of " The Tramways and Light Railways Association " 
was submitted from the chair, and MR. TEGETMEIER faid it was 
appropriate that the Conference was being held in Swansea, where 
the relations that existed between the Tramways Co. and the Cor- 
poration (which owned a portion of the undertaking) were of such 
а cordial and harmonious character. 

The toast was heartily received, and Mr. ENGLAND responded, 
making reference to the benefits derived from such assemblies and 
thanking Mr. Tegetmeier and Mr. D. James, the local manager, 
for their efforts to make the congress successful and enjoyable. 

In consequence of very wet weather an afternoon drive was 
abandoned, and instead, the members were entertained with a 
concert in the pavilion, by the Brownies.“ 

In the evening the Mayor and Corporation of Swansea entertained 
the members to dinner at the Hotel Metropole. The Mayor 
presided, and during the evening Councillor H. J. Rodgers (New- 
castle) and Alderman Brown (Leeds) paid a warm tribute to 
Swansea’s hospitality to the Association. 

(To be continued.) 


M 


LEGAL. 


PERFECTA SEAMLESS STEEL TUBE AND Cox pix Co., LTD., 
v. G. E. TAYLOR & Co. 


ON Friday the Court of Appeal, composed of Lords Justices 
Vaughan Williams, Fletcher Moulton and Buckley, had this case 
before them. The plaintiffs appealed from a judgment of Mr. 
Justice Pickford at Birmingham. 

Мв. ATKIN, K.C., for the appellants, said that Mr. Justice 
Pickford gave judgment for the defendants for the sum of £162 on 
their counterclaim with costs. The plaintiffs, a Birmingham firm, 
sued the defendants, electrical engineers, of London, to recover 
£403 for goods sold and delivered. The defendants said that in 
respect of 81,000 ft. of the metal tubing supplied, £97 was over- 
charged, the plaintiffs having, as was asserted, charged a higher 
price than the contract price. Defendants further said that the 
plaintiffs had failed to deliver 26,700 ft. of tubing, and that, in con- 
sequence, they had had to buy on the market, involving an additional 
expenditure over the contract price of £64, and for this sum they 
counterclaimed. Defendants admitted liability for £241, and the 
dispute at the trial was whether the plaintiffs were entitled to an. 
additional £97, and whether the defendants on their counter- 
claim could recover £64, Finally, the learned Judge gave judgment 
for the defendants on the counterclaim for £162, which was 
„ wrong, because the plaintiffs had never been paid 

e : 

MR. Jov, for the defendants, agreed that the form of the judg- 
men was wrong, and that if the plaintiffs did not persist in their 
claim for £97, the judgment must be rectified by reducing it by 
that amount. 

MR. ATKIN said that being so the only real point between them 
was the construction of the contract. The plaintiffs were manu- 
facturers of steel tubing, and the defendants electrical engineers, 
who entered into contracts for the installation of electric light, and 
во on. On January 16th, 1910, the defendants gave an order to 
the plaintiffs, which was accepted by their London manager, “ for 
the supply of solid drawn tubes required during the year 1910." 
The plaintiffs’ contention was that that contract did not give the 
defendants an unlimited power to buy any quantity of tubes, but 
that all they were entitled to order were tubes which they required 
for uee in their businees during 1910. 

MR. JUSTICE PICKFORD took the view that the contract was 
limited to the defendants’ requirements during 1910, and the con- 
troversy between the parties was whether the tubes in question 
were required for use in 1910. From time to time the defendants 
sent in specifications and the plaintiffs delivered in accordance with 
those specifications some 160.000 ft, of metal tubing from January 
to November in 1910. In December there was due for delivery, and 
was in fact delivered, a further 44,000 ft. On December 6th, 1910, 
defendants sent in two specifications amounting together to 87,500 
ft., to be delivered within 21 days. Plaintiffs, in reply, wrote that 
they could not see their way under the circumstances to undertake 
the supply of the tubing as they did not consider that the goods 


could be required for use during the remaining days the contract 
had to run. 


LORD JUSTICE BUCKLEY: I suppose the price of tubing had 
gone up? 

Mr. ATKIN: Yes, my Lord. 

LORD JUSTICE MOULTON : A prudent contractor when he gets a 
job guards himself against rise in price by buying material for the 
job. 
| LoRD JusTICE BUCKLEY : Is theonly point between you whether 
“ required ” means required for use during the year or required 
for use for an impending contract? i 

MR. ATKIN : Yes. My submission is that goods required for use 
in 1911 did not come within the contract, and that, therefore, the 
plaintiffs were not under an obligation to supply them. 

Without calling upon counsel for the respondents, 

Their Lordships dismissed the appeal with costs subject to rectifi- 
cation of the figures by reducing the amount of the judgment on 
the counterclaim from £162 to £61. 


FosTER Bros. v. ELECTRIC CONSTRUCTION Со. 


IN the King's Bench Divisional Court on Friday, Mr. Justice Ridley 
and Mr. Justice Bucknill had before them, in the Civil Paper, the 
appeal of plaintiffs in the action Foster Bros. v. Electric Construc- 


, tion Co. from the decision of Judge Howard Smith, on the counter- 


claim in the action. The plaintiffs were Messrs. Foster Bros, of 
Birmingham, and the defendants the Electric Construction Co., of 
Wolverhampton. 

Мв. WARD said the present appellants were the plaintiffs in the 
action, in which they sued for the balance due on a contract to 
supply certain fittings for a barometric condenser at the works of 
the Wolverhampton Corrugated Iron Co., Ltd. The defendants 
admitted the claim, and counterclaimed for damages for alleged 
breach of contract. They alleged that the plaintiffs had contracted 
to supply a pump for the barometric condenser. On this point, the 
learned Judge found for the defendants, and awarded them 
£14 15s, The plaintiffs did not supply pumps, and this was 
known to defendants. The original contract had been for the 
supply of a jet ejector, which did not necessitate a pump, and when 
the matter was altered, new specifications had to be submitted for 
the barometric condenser, which did not include a pump. In the 
work, which cost £171 3s., was provision for an exhaust pipe, and 
on that supplied by the plaintiffs was a T joint, to which was attached 
a drain cock. It was necessary in order to work this that a pump 
should be placed over the drain cock. But plaintiffs did not supply 
these pumps, and it was not in the specification. The defendants 
said in the County Court, " You agreed to eupply us with a proper 
installation, but we found we had to provide this pump, and we 
charge you with breach of contract in not supplying that." 

Mr. JUSTICE BUCKNILL said apparently if a round instead of a 
sharp bend had been provided, the pump would have been 
unnecessary. 

Mr. WARD said this was not provided for in the specifica- 
tions, and in fact it was not part of the plaintiffs’ trade to supply 
pumps. 

Counsel pointed out that, in the jet ejector condenser, the plaintiffa 
contracted to supply a complete installation. In the second con- 
tract, however, they were more careful, and only contracted to supply 
the pipes and certain accessories, and an automatic trap was not in- 
cluded. In the Court below, said Counsel, he wanted to call Mr. 
Foster, but, from what the learned Judge said, he (Counsel) thought 
Mr. Foster would not be believed, so he called no evidence. 

On the last point, MR. STURGE, for the respondents, said the 
learned Judge never refused to hear the witness, and he never 
said he would not believe the witness if called. 

The CoUvRT said the witness should have been called in the Court 
of first instance. The Court could not send the case back for further 
inquiry. On the general matter, their Lordships agreed with the 
finding of the learned Judge on the evidence before him. 

The appeal was dismissed, with costs. 


TRAMCAR ACCIDENT CLAIMS, 


THE hearing concluded on June 27th at the Durham Assizes, before 
Mr.Justice Eldon Bankes and a special jury, of the action brought 
by Miss Sarah Pym, dresemaker, of West Hartlepool, to recover 
£150 damages for personal injuries from the South Shields 
Corporation. 

Mr. Meynell was for the plaintiff, and Mr. Scott Fox, K.C., and 
Mr. Simey for the defendants. The case was heard at the previous 
Assizes, but the jury then disagreed. . 

Мв. MEYNELL, for the plaintiff, said complainant undoubtedly 
received somewhat severe injuries by reason of her fall from the 
defendants' tramcar. The issue was whether that fall was due to 
the negligence of the defendants, or whether, as the defendants 
alleged, it was caused by Miss Pym attempting to get out of the 
tramcar while it was in motion. 

In the result, the jury found for the plaintiff for £145 damages. 


BEFORE Lord Hunter and a jury, in the Court of Session on 
Friday, the trial was concluded of an action by Mrs. Catherine Gibb, 


* widow, against the Edinburgh and District Tramways Co., for 


£2,000 in respect of personal injuries. The pursuer alleged that 
the lower part of her skirt was caught by a vertical stay on the 
right side of the car, or became jammed between the main stay and 
the body of the car. She was, in consequence, thrown violently to 
the ground and dragged for some distance along the causeway on 
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her face, and a wheel of the car passed over her left leg, the injury 
necessitating an amputation. She contended that it was the duty 
of the defenders to have had both the vertical stay and the main 
stay guarded, but this they failed to do. The defenders denied 
fault, and pleaded contributory negligence. There was no necessity 
for any such guards as the pursuer suggested (they contended), and 
the introduction of such would be both impracticable and dangerous 
in view of the construction of defenders’ cars. A model cf a 
cable car, provided by the company, was produced. 

Мв. JAMES BENNETT, of Edinburgh, said he had seen the pro- 
jection at the foot of the vertical rod on the car, which was con- 
cerned in the accident, and he considered it quite possible that a 
woman's dress might be caught by the projection. A car with such 
a projection was not safe. The effectual way to obviate an 


accident of this kind would be to put on a screen. There would, 


however, be one little inconvenience in this, in that it was some- 
times necessary to push back cable tramcars with crowbars, and if 
а астееп were erected it would be in the way. As a result of his 
inspection of various types of care, he had come to the conclusion 
that the need for protecting the space below the cara and between 
the bogies was becoming more generally recognised than it used 
to be, and while Corporations like Newcastle, Blackpool and Burnley 
had gone in for providing side acreens, others had got over the 
dificulty to a large extent by protecting the inner faces of the 
bogie wheels. If such precautions had been taken by the Edin- 
burgh Tramway Co., the accident to Mrs. Gibb would have been 
prevented. Cross-examined, Witness admitted that apart from the 
present action and another, he had never known of any accident 
alleged to have been caused by a projection on the side of the 
Edinburgh tramcars. He was not a member of the Tramway 
Association, and was not aware that that body had never discussed 
the question of side guards. With one exception, the Witness con- 
tinued, he had not seen any type of car with so much unguarded 
open space as the Edinburgh cars had. 

Mr. A. H. CAMPBELL, Corporation engineer, gave it as his personal 
opinion that some side guard was necessary for the Edinburgh cars. 
Replying to Lord Hunter, he said he had never known of any 
accident occurring through the absence of the side guard. 

Мв. В. W. HOGARTH, consulting, mechanical and electrical 
engineer, was of opinion that some fencing was required for the 
space from the front to the rear wheels. He saw no difficulty in 
applying to the Edinburgh cars the same principle as that adopted 
in connection with the Liverpool cars. 

Mr. G. W. CRAWFORD, consulting engineer, Edinburgh, said that 
last year Edinburgh cars killed as many people as the cars of Glasgow, 
Aberdeen, Leith, and Dundee put together, In Glasgow the cars 
ran at a much higher speed, went about three times as far, and 
carried four times as many people as the Edinburgh cars. This line 
of evidence was disallowed by the Judge. 

For the defendera, Мв. ANDREW WILSON, Edinburgh, said the 
Edinburgh car was much safer than any he had seen in respect of 
the tendency to touch or catch clothing ; there was no projection to 
touch the clothing of a person standing near the car. Witness 
described experiments he had carried out, and which he held proved 
that there was no sucking-in influence exerted by a car as it passed, 
and he could not see any possible way in which a skirt could be 
entangled. 

Mr. BENJAMIN HALL BLYTH, chairman of the company since 
1894, gave it as his opinion that it was impossible that there could be 
suction at the front or side of a tramcar. The vertical stay at the 
side. of the car constituted no danger at all. The side guard 
tuggested by the pursuer would project 24 in. from the body of the 
car, and would cause а real obstruction, which might be a danger to 
the public. The directors of the company had taken the best advice 
available, and their only anxiety was to find out something better 
than they had got at present. 

MR. C. W. SHEPHERD, manager of the company, spoke of the money 
spent by the company in experimenting in lifeguards. His atten- 
tion having been called to the stat« ment that it was impracticable 
to fit the guard to a car, the manager explained that it was 
impracticable to guard the whole of the side of the car. 

MR H. E. BLAIN, tramway manager of the borough of West Ham, 
and President of the Municipal Tramways Association, said he 
пош accidents would be sggravated by the presence of side 
guards. 

ud jury returned a unanimous verdict in favour of the Tram- 
way Cc. 


NORTH METROPOLITAN ELECTRIC SUPPLY Co. SUMMONED, 


THE North Metropolitan Electric Supply Co. was eummoned at 
Highgate Police Court on June 26th, before Sir Alfred Reynolds, 
for that they being occupiers of a certain factory within the 
meaning of the Factory and Workshops Act, 1901 and 1907, to wit, 
the sub-station at Woodberry Grove, Finchley, were guilty of an 
offence against Sec. 18 of the Regulations of 1908 made for the 
generation, transformation, and distribution and use of electrical 
energy that when work was being done by A. R. Shapcot on the 
switchboard, the switchboard was not so arranged that work could 
be carried on without danger. The second summons charged the 
company with employing a person not being an authorised person 
or competent person over 21 years of age, to undertake cleaning, 
EE work where technical knowledge or experience was 
required. 

Mr. Hunter Gray prosecuted, and Mr. Bodkin defended. 

Mx. Gray said the first summons had regard to the proper pro- 
tection of an electric installation so as to prevent injury or loss of 
life, This case was at the sub-station at the North Finchley 
tramway station, and as a result, he alleged, of the non-compliance 


with these rules ard regulations, a boy of 18, named Arthur 
Reginald Shapcot, was killed by an electric discharge. Finchley 
was a sub-station. The pressure at which the current came in was 

10,000 volts. Before it was used for tramway purposes it was 

transformed down to 500 volts. Mr. Grey explained the switch 

arrangement, The wire in the vicinity of the isolating switch was 

covered, but as it passed through the current transformer it was 

surrounded by porcelain tubing which should meet and cover the 
rubber wires. It did not, however, and there was a little bare 

place. On March 25th Shapcot was working under a man named 

Styles, cleaning and standing on the oil cell, when his body came 

into contact with the bare part of the conductor, and he was killed. 

Styles, who set the youth to do the work, observed him most 

of the time. It was suggested that Shapcot should have done all 

the work from the right-hand box, but he (Mr. Gray) thought 

that they would find from the dimensions that he could not have 

done it. On the other hand, he could have been on the box with 

absolute safety if the isolating switch had been open. It was not 
open. It would have been still safer had the whole been dis- 

connected, which could have been done, That was one provision 
made by Rule 18D. The whole thing could be made dead, or 

if it were going to be made dead in sections, it must be divided or 

screened off, so that no carelessness would cause anyone to be hurt 
whilst working there. He should have said that this was the 
three-phase system, and anyone would get about 6,000 volts. In 
this case there were neither permanent nor removable screens or 
divisiors. Rule 28 provided that no person except an authorised 
person or а competent person should undertake any repair, exten- 
sion, cleaning or such technical work. This youth was 18 or 19 
years of age, and had been with the company 9 or 10 months, 

He was not an authorised or competent person over 21 years 
of age. 

Mn. THOS. GEO. STYLES said Shapcot worked under him, and 
witness understood that he had had training at Tottenham Institute. 
Once in three weeks, the switch limits were cleaned. Shapcot was 
told to work at the switch cells on the right. The oil cells were 
about 6 ft. high and the distance between the two oil cells was about 
2 ft. 6in. After Shapcot had cleaned the right oil cell, he went to 
the left oil cell, and the accident happened there. The isolating 
switch was closed, and there were no screens, The pressure limits 
were cleaned every week, but he only did it once in three weeks. It 
was always done at night, and each man had to have an assistant. 
Witness was quite satisfied to have Shapcot as his assistant. 

Mr. BODKIN produced a scale model, which was shown to the 
Bench, being placed on the dock. Witness said Shapcot could have 
stood on the girders or angle bars or right on top of the bus-bar 
coverings with perfect safety. For any work he had to do it was 
not necessary for him to be anywhere but on the right-hand range 
and the top of the bus-bars. At the inquest, the jury exonerated 
witness from all blame. Witness thought that Shapcot was 
able and competent to do the work that he was set to do He 
did not know how he got across to the left-hand cell, and 
witness thought it was partly a matter of speculation as to 
whether it was easier to get across by stepping over or by getting 
down, crossing to the left-hand cell, and climbing up again. 

Mr. RAM, Home Office Inspector, said he had visited the station. 
He could get across under the bus-bars from one oil switch to the 
other with ease. A person standing on this particular oil switch 
would be in reach of the bare piece of wire. 

Mz. BODKIN eaid he was pursuing that subject because Shapcot 
had probably been out of the line of vision of Styles just before the 
accident. Had he stepped across the cells he would not have 
gone out of the line of vision, and therefore, he (Mr. Bodkin) 
believed that he got down and got up again on the other side. That 
concluded the case against the company. Mr. Bodkin said that 
the prosecution affected the methods adopted by numerous other 
electrical power supply companies in different parts of the kingdom. 
This was the first time that either of those regulations had been. 
discussed, and the Highgate justices had another opportunity of 
breaking fresh ground in law. They had to assign a reasonable 
interpretation to the regulations, and he did not hesitate to say that 
they would have great difficulty in interpreting them. Mr. Bodkin 
went on to argue that it was the duty and liability, solely and 
entirely, of the workmen, and from the beginning to the end the 
employer was not mentioned in the regulation. It was the work- 
man who was forbidden to undertake the work, unless he was an 
authorised or competent person. He (Mr. Bodkin) submitted that 
Shapcot was an authorised person for he was selected by the com- 
pany, or their representative, to perform certain duties, and those 
duties were to do this cleaning under the direction of Styles, about 
whom ro question was raised at all. What Shapcot did was 
practically to deliberately move the screen, if there had been one, 
to get into what he thought was a more easy position for cleaning. 

Mr. Percy M. Hunt, engineer in charge of the sub-station, 
cross-examined, said the sub-station had two feeders, He admitted 
that the one main could easily have been made dead. 

Mr. GRAY: And you could still supply your tramways ?— Yes. 

Mr. Gray : I put it to you, he was not in such a convenient posi- 
tion to clean one side of the limit resistance from the left-hand side 
as he would be if he were working from the other side? He 
could clean the whole easily from the left-hand side. 

In answer to MR. BODKIN, the Witness said that in his opinion 
the provisions in force complied with Regulation 18. 

Мв. ARTHUR Hy. Porr (engineer-in-chief to the tramway com- 
pany): He thought the arrangement of the apparatus complied 
with the regulations. It was perfectly possible to clean the carbon 
resistance from the top of the bus-bars, or by sitting astride on one 
of the angle irons. That was absolutely safe. By putting a 
division between the right-hand series of cells, and the cells on the 
left hand, he thought they were complying with the regulations. 
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He considered Shapoot capable of doing the work allotted to him. 
Witness pointed out to Mr. Gray that it was possible to make one 
of the mains feeding the station dead, but he pointed out that the 
other main might break down, and the result of that would be that 
the trams would be stopped, and the lights go out. 

Мв. RuTHvEN MURRAY, engineer-in-chief to the Power Co., 
also gave evidence. 

SIR ALFRED REYNOLDS, in giving the decision of the bench, 
said: We consider that the occupiers are liable, and also say that 
Shapcot, in our opinion, was not an authorised person. On the 
summons against Rule 18 we fine the defendant company £25, 
and we give costs of £5 5s. On the summons under Rule 28 we 
make a nominal fine of 40s, and the Court costs. 


BRITISH WESTINGHOUSE ELECTRIC AND MANUFACTURING 
Co., LTD., т. UNDERGROUND ELECTRIC RAILWAYS OF 
LONDON, LTD. 


THE House of Lords on Monday last concluded the hearing of an 
appeal by the plaintiffs in this action from a decision of the Court 
of Appeal (Lords Justices Vaughan Williams, Buckley and 
Kennedy) in December last. The previous hearing was reported in 
the ELECTRICAL REVIEW for December 8th, 1911. 

The question arose with reference to certain turbines and 
generating machinery supplied by the plaintiffs in connection with 
the supply of electricity for the defendants’ railway plant. 
The matter went to arbitration, and a motion was made to a 
Divisional Court (Justices Pickford and Lush) in June of 1911, to 
set aside the Arbitrators award. The Court feeling bound by a 


previous decision of the Divisional Court upon certain points of 


law that had been submitted, dismissed the motion 
By a majority of the Court of Appeal, that decision was upheld, 
and the House of Lords now reserved judgment. 


THE TELEPHONE ARBITRATION. 
(Continued from Vol, 70, page 1067.) 


Мв. DANCKWERTS, K. C., said the counsel for the Postmaster- 
General had intimated that the figures given on the previous day 
by Mr. Goddard would not be taken as proved unless the gentlemen 
who helped in their preparation were called. That would involve 
the appearance of about 100 witnesses, all of whom were now 
employed in the Post Office, 

His LORDSHIP said the Court had indicated that opportunity 
should be given to a representative of the Post Office to go into all 
these matters with the persons who prepared the tables. The 
Postmaster-General would then know what particular facts he 
desired to be proved. 

Мв. DANCKWERTS acquiesced in that course, and said he would 
ask the Solicitor-General to give instructions for such investigation 
to take place speedily. 

_ The SoLICTTrOR-GENE RAL said he did not desire to put the other 
side to the trouble of calling 100 witnesses. If he were informed 
of the names of the gentlemen who had carried out the investiga- 
tion, he would see that the necessary inquiry was made. 

SIR ALFRED CRIPPS said that there was so much to be done out- 
side the Court that he would ask the Commission not to sit on 
the Monday following. 

This request was granted, it being supported by the Solicitor- 
General. 

Ta the course of a subsequent discussion on the claim with regard 
to the freight charges for the carriage of plant, &., from the 
manufactories, it was admitted that the company had made a 
mistake respecting the main rates charges, and his Lordship seid 
that meant a reduction of about £30,000 on one item. 

MR. FRANK GILL, the engineer-in-chief to the company, was then 
recalled to give evidence on the question of the freight charges. 
During the course of his evidence, Sir A. Cripps said that 
in connection with these charges there was a difference between 
the company and the Post Office of only 1d. over a very large 
ares, 

Мв. GODDARD was recalled for cross-examination, and was 
examined with regard to a figure of £4,401,000 which was given as 
expenditure on plant for a period of six years, A table was put in 
by the company showing that the total expenditure on capital 
account for the period 1895 to 1910 was £11,085,070, and on revenue 
account £15,340,255. Witness caloulated that £504,000 was the 
average cost of plant for one year. 

SIR J. SIMON : Is it not the company's case that the figures in 
their books for capital expenditure are not true because they have 
charged to revenue account what really ought to be charged to 
capital account ?— That is во. 

Therefore the figures in your books should be larger ?—Quite so. 

Do you think, then, £501,000 for one year is a fair figure to take 
to arrive at your percentage for plant cost for a year ?—I am 
afraid I cannot answer that question. 

With all your desire to assist the Court by your knowledge, 
cannot you say whether or not the figure of £504,000 is within 
a quarter of a million of a fair average for one year's plant cost ?— 
Y think it is, 

Counsel asked witness to take the six years’ capital charges from 
1905 to 1910-11.. Having added up this total, witness said it came 
to £5,080,247. | 

The SoLICITOR-GENERAL : That is so. Now, you see in the year 
1905 the figure for plant cost was £30,000 short of £1,000,000 ; in 
1906 it was over £1,000,000; in 1907 it was over £1,000,000, and 
in 1908 it was over £750,000.— Witness agreed with these figures. 


SIR J. SIMON : Do you still say, then, that £504,000 was a fair 
figure to take as a year's average cost for plant ?—It all depended 
on the period which was taken. 

Do you agree with me that a substantial part of the expenses do 
not vary? -es. 

And if you take that part, do you not see that the percentages 
you seek to produce are all false, if you have taken an abnormally 
low year of plant cost 7— Tes, if I have done so. 

Do you or do you not agree that you have taken an abnormally 
low year ?—No; І до not think I do. It depends whether I am to 
be confined to the six years’ average. If J am, my answer is Tes, 
T have taken an abnormally low figure,” but I do not think, upon 
the 11 years’ construction, which is the period upon which the 
company's claim is based, that the £501,000 is an abnormally low 
figure. 

Then we will test that answer. Take the figures for the five 
years before 1905; the total cost for that period amounts to 
£3,477,000, giving a figure of £8,557,249 for the 11 years. Now, if 
you divide that, you will see that the average cost per year works 
out at £778,000 ? —That is во. : 

Therefore, the substitution of 11 years for six years does not help 
you out of your difficulty. Do you now agree that the figure of 
£504,000 is abnormally low ?—Witness eventually agreed that the 
figure of £504,000 would probably turn out to be a lower figure 
than was actually thecase. Of course, witness added, there was the 
additional cost of line repairs to be considered. 

Accepting witness's last answer, the SOLICITOR-GENERAL asked 
him to take the six years’ cost of plant construction and line 
repairs added together?— Witness agreed that the total under the 
two heads for that period amounted to £5,643,500. 

SIR J. SIMON: Now, if you divide that by six you get a year's 
average of £940,600 ?— That is so. 

But the yearly average according to your figures is £734,000. Is 
that not also an abnormally low average ?—If one is wrong all are 
wrong. Later witnees explained that the figures, he had now been 
informed, were only estimates. 

The Solicitor-General next dealt with a figure of £80,578 which 
was included in the capital account under replacement charges. 


: He submitted that that figure should really be a great deal more, 


and proceeded by an enormous number of complicated queries to 
witness to try to analyse the way in which the figure was arrived at. 
Eventually this became another matter to be left over, with a view 
to the experta on both sides investigating it out of court. 
Respecting the figures given for replacements, it was arranged 
that certain items under that head should be gone into by the 


` accountants for the respective parties, and a table prepared. 


SIR ALFRED CRIPPS said if that were done he hoped to be able to 
complete the company’s case by the end of the next week. 

Mr. Goddard's cross-examination having concluded, SIR ALEX- 
ANDER KENNEDY gave evidence in support of Mr. Gill's figures. 
With regard to tendering for a large contract, witness said that 
a contractor who had to raise several millions would have to incur 
interest on the borrowed money as well as the expense of raising 
the loan. That would all come within contractors’ charges. Con- 
tinuing, witness said that Mr. Gill's estimate of 30 years for the life 
of underground armoured cables was, in his opinion, rather short. 
Twenty years for vulcanised rubber cables was reasonable. He 
had put down a cable of that description 25 years ago, and when 
it was taken up recently it was found to be perfectly good. In 
reckoning for depreciation, allowance had to be made for scrap 
value. 

MR. DANCKWERTS : It has been suggested that the cost of main- 
tenance increases with the life of the plant ? 

WiTNESS: Ido not think that is really true in respect of the 
greater part of telephone plant. In the matter of poles and wires, 
for instance, there is no increased maintenance. Either the pole is 
there doing its work or it is not. Cases of switchboards and 


. portions of plant, where, on the face of things, a question o? main- 


tenance would come, have been allowed for by reason of the fact 
that the parts which require maintaining have been taken at 
extremely short lives—2 and 3 years. Of course, if questions 
relating to revenue were allowed to come into the matter, he would 
point out that the company’s plant in most cases had a greater 
earning capacity than was the case when it was put down. For 
instance, a pole when it was put up might only carry 10 wires, 
but after five years it might be carrying 30 wires. He understood, 
however, that such revenue considerations were barred from the 
valuation. 
( Zo be oontinued.) 


The Horsfall Destructor Co., Ltd.—Owing to very 
heavy litigation - in connection with thrashing machines sent to the 
South of Europe to the order of an English firm, which resulted 
unfavourably to the company, the latter found itself unable to 
meet its obligations, and a few weeks ago Mr. A. W. Wyon was 
appointed receiver and manager on behalf of the debenture-holders. 
We are authorised to state that Mr. Wyon is carrying on the 
business at Atlas Works, Pershore, and that he is making arrange- 
ments for the carrying out of any destructor contracts entrusted to 
the firm, with the assistance of a well known and very strong firm 
of contractors, The services of the skilled staff of the company are 
available, and it is hoped at no distant date to re-establish the 
concern on a substantial basis. 


Patent Application.—Application has been made for 
restoration of patent No. 23,725 of 1907 for “A new or improved 
recording mechanism for engine-room telegraphs and the like,” by 
Oswald Dean. 


үш шиш тш 


Е MM —————————————————— n JV ————— du 
— — /" " UÜO)€"-"—————————————————— 


vel. 71. No. 1,806, JULY 5, 1912.] THE ELECTRICAL REVIEW. 89 
d Hawkins Bros. & Со. .. 1 0 0 Baldwin, J. Н. .. .. 010 0 
ELECTRICAL TRADES BENEVOLENT n Prestige, J. Theo, jun. 1010 0 Ёё Wiggins, F., £Sons -. 1 1,0 
m a . J. 92 m O'Meara, Major W. A. 0 
INSTITUTION. m Hay ко 110 s Kearsley, Robt., & Co. 1 1 0 
d Pilkington Bros. 010 6 s Green, 1 150 
d Kidd, G. W. x 010 6 s Brimsduwn Lemp Works 2 2 0 
d Gill, 4. B. 5 5 0 m Morton, P. 01Q 6 
| А . | s Traun, Dr. Hein , 4 Bons 200 m Hawes. F. B. O. 1 1 0 
THE following is the list of contributors for the six months тшме ns ‚ & Bons 3 0 0 em Hanti, во 0 0; 0 
ending June 30th, 1912 :— d Harburg & Vienna LR. d Ormiston & Bons 830 
d Ferranti, B. Z. de .. 210 10 0 d Hill. оло, T. . £1 1 0 e 2 a : D M MER AR Аз . 350 0 0 
„Berry. 5 ee F. 4 W. ый, к 1 Hurst, A., & Со, 2320 s Wilson, E. C. 010 6 
ren riori qi ыш armiloe, F. . d Nettlefold & Bons, Lad. 2320 d Falk, Stadelmann & Co. 5 5 0 
5. д 4 Spies Bros: & бо. ES. dCookson&Co. .. .. 1 1 0 d Anderson, John,&Sons 2 2 0 
n б, Н.” К 110 oster, Cawson & co. 110 d Wallach Bros., Ltd. 11 0 d Gillespie & Beales 11 0 
3 a. B. 1 : 0 4 Locke, Lancaster & Co. а 5 ^ The letter coming before each of the names sign. fies the following :— 
e Ashton, Н. 050 d Anonymous 1 010 6 m, Member; s, Subscriber; d, Donor; I m, Life Member; la, Life Bubscriber. 
le Electrical Pertex 10 10 0 d Hewetson, H., &Co. .. 0 10 6 
"Сое, Bir Living .. б 50 d English Bros. .. 010 6 
кр. 110 4 Bolton, Geo., & Bon 010 6 
„Hund, R., E 00. 110 d Rogers, R © 010 6 
щ . WW. . 010 0 d Brundle, F. H. Р 010 6 
а Kap . Gisbert . 110 d Groves, J. & N. .. 0 10 0 
"arbe. ч и 5 Lid... 010 0 
en enner er 
pile Co. ^ .. 110  dBisbop,8.& C.. 0 5 0 PARLIAMENTARY. 
m Bangham, A. H. .. 010 6 ts Gray, as. Hunter .. 1010 0 
London Electiio Firm 1 1 0 d Heilbut, Bymons & Co. 5 0 0 
Bartha G. . 0 10 ß dAlen А Ha CO. . 110 
я ee en, e 
4 Morris, Alex. 010 0 —dMeyer, Arthur 110 Bingley Tramways, 
s Venner 4 Co 110 d Teleg. Cons. & Main. Co. 5 5 0 
Tens асо | 15 о d Pug gh, о. iv 155 DE. : i d ON June 25th and 26th Sir J. Compton Rickett's Select Committee 
CCC a ace « Marryat а Place 2 T X of the House of Commons considered the Tramways Provisional 
= Marshall E. id 240 : Un Button, КЫЯ : Ра mu u 0 m Confirmation Bill which, amongst other orders, confirmed 
: Home & Row orse, Bydney .. . the Provisional Order granted by the Board of Trade to the Bingley 
4 Ermer E. f. 4 Co. 0 id A bas Heras ie: i n 2 Urban District Council authorising the construction of & tramway 
d Waddie & Со, 9 10 6 ова & TIL 1 1 0 through the urban district of Bingley, and connecting with the 
Eller, . Вагг, Мо . tramways of the Bradford Corporation. 
d Cook, А. Ө. H. А А 0 d Hill, Fredk., & Со. l id | MR. DILLON, who appeared for the promoters, explained that the 
dBtagg & Robeon 110 d Cook, W. W 110 tramway would be just over 3 miles long, and at Shipley it would 
d MET & 8 d A a Heminond,: Robt. І i 0 connect with the Bradford Corporation Tramway, and provide а 
совага. і ео 010 6 : Holophane, Lad. 230 means of communication between Bingley and Bradford. The only 
4 Nizon, J. d Bons 0 б 0 «Bates, W. A. - 0 2 6 роо, came from the West Riding County Council, who asked 
m Kaye, eville that certain roads should be wid and th tere, ilst 
„ A. Campbell : : ^ an er, Arthur & & Co. . Hs 1 1 5 agreeing that these roads required * ка A ere 
d шиа ТӨЧЕ E Exhibit. 5 5 С Е Behmabl, W. E 3 3 0 porion of the cost should be borne by the County Council. 
м Ireland, A. J. chant, H, F. 0 R. H. BOTTOMLEY, surveyor to the Bingley District Council, 
4 5 A : 1 ? a Dayer E L. A l о estimated the cost of the tramway at £11,000, after allowing for 
tY. 
‚ Essex | Accumulator Co. 1 1 0 4 Вревт, E В. А 1 1 0 ш 07 a . land. | 
Raw Bros... eary, в. C. J. SPENCER, general manager of the Bradford Corporation 
т сере id glad up 4 Tong, G. K. в. В = TE Tramways, said the tramways would be worked by the Bradford 
SeSe e изле шш 110 сы evidence having bees gi TM 
cDougall, Jas., er evidence having been given in support of the BiU, the 
2 ad. W. G. A. Ernest i І н P ste alt ME бе” 1 l р surveyor to the West Riding County Council was called by Mn. 
4 Burton Col. Н. i 1 0 d Bun Electi v ical Co. 5 5 0 ок and he urged on the Committee that a large share of 
= er, J. Y. s Beaver, А. G. i 1 7 jB- 
2 Wolfe Ba d my 3 3 0 18) кше, RE í 010 с со оер ое proposed widenings should fall on the Urban Dis- 
= ire, Charles e. 1 А { uis 
d Birmingham Light Co. 1 i 0 d n Jun 4 Robson 0 15 0 s ааа ресс 75 xx subject to the condition that the 
: Whitehouse, Wm ustus .. cost of widening Cottingley Bridge should be equally divided 
diis Carbon d Baier 110 d Garbe Lahmeyer & er & со. 3 0 4 between the County Council and the Urban District Council of 
Co. 110 d Körting & Mathiesen .. 5 0 0 Bingley. With regard to the widening of Rushworth Corner, they 
s rayon Posen l : 0 dr това н... .. 010 6 fixed that the County Council should contribute two-thirds and 
S ad wan aca Sabu Ад 'мш, чё 010 0 the U.D.C. one-third ; and that the cost of widening Main Street 
4 Меһге, J, 9. 0 1 i 0 ч Har fie . 0 18 0 онш К borne as to one-fourth by the County Council and three- 
А » Miss H. ; istri i 
4 Peach, J. C. 110 s Lynen, R... .. .. 220 шшен the Distrito ungue 
m Madgen, Wm. I. 110 dBuck&Hickman  .. 110 
d Quitman, 110 8 H. M. 1 1 0 
d Watlington & Co., Lid. 010 6 d Crump, Frank & Co. 230 
d Carbon Paper Bapply Со. 110 d Moulton, Rt. Hon. Lord 
loan Electrical 220 ile F. 110 Eleetric Tramways (London).—Mr. Kellaway asked the 
8 HO го ^ 3 Willeoz, W. H., & Co... WE. President of the Local Government Board what was the total 
s Crampton & Sons 010 6 4 Union Cable Co. 22 0 amount, and the amount per vehicle, paid last year in rates (1) 
s Cantie Switch Co., Ltd, 1 1 0 d Goulding, T. W. 9390 on the track; (2) towards road making and maintenance; (3) 
. o4: ег + — ct 212 0 отага cost of road widenings, by the London County Council 
s Griffiths Bros. 2 20 1sGeneral Electric Co. .. 1515 0 tramways and the motor-omnibus companies, respectively, in the 
d Cham n, C. H. 050 m Hirst, Н. .. .. 1010 0 administrative county of London.— Mr. Burns, in reply, said he was 
2 ner Lad du E eu Lo eee informed by the London County Council that in the year ended 
J e oriee eee tramways wan 206 626, belug 45i per car” ia 
А us . . of their electric tramways was 5 ing £84 per car in 
gp ura E 0 : : A Meese at b в. 1 | 0 use ; that the estimated charge for road-making and maintenance 
2 Fell, J. M. 110 d Pirelli, Alberto . 220 was £120,000, or £102 per car, and that the amount paid towards 
s Straus, G., & Co. 250 8 Bir 8. B. 550 the cost of road widenings was £23,030, or £20 per car. He had 
5 І Г 0 тав 9510 8 no information as to the rates paid by the motor-omnibus com- 
9 ee ° 
P Horna Richd., Bons 1 1 0 4 Bevis, Н. ? 1 0 panies. Rates were not assessed on movable property. 
» Boxxet. бо e ; 
= Wallis-Jones, Reed у, 1 1 0 n. rg, А A. P., va Bons a 2 0 en eee Watt asked whether it was the 
oper, Jobn oare, intention of the Home Secretary to appoint a Committee to inquire 
5 5 m Thomson, А. " : ee Pate into the question of illumination standards; if so, would he say 
« Black barn, Starling& Co. 3 2 0 навео, 2: Боом * 110 ые mee to 18 appointed, of how many it would consist, and 
+ Thompson, W. P., . з Concordia Elec. Wire whether he would see that a Scottish member was put on it. Mr. 
: Manifold "Printing ixl S : Benen W. A. B, &Co. 0 0 Ellis Griffith said it was the intention to appoint a Committee, and 
Bare Tele & Elec.Co. 3 3 0 2 Handcock & endy Elec 110 га Moss vin now under consideration. The Committee would 
. Ever-Re y eo. e à Committee of experts, and questions of the representation of 
" Goocordia Elec Wire Co : А 0 n Wild, L. W. d 1 d particular parts of the country, or particular industries, would not 
ка ton, Ў G. 1 1 0 8 Reld, Ed J. і 1 0 arise. He could not give any further details at present. 
ж en, m er, "M 0 
» Davidson 6 ё Co, Lid. 1 1 0 8 Pope’ в Eteo ‘Lamp Co. 1 1 0 Lighting of the House of Commons.—Sir Daniel Goddard 
= Kings з Crompton 0 asked the Hon. Member for St. George's. in-the-East, as repre- 
< Preece, Са ew Е вей 114 SK dan B, LES T о senting the First Commiseioner of Works, whether the First Com- 
s Digby, Thos RS a 5 0 : Lawton, John, a f Sons. 1 1 0 missioner of Works would consider the possibility of substituting 
* Tegetmeier, ectrica ngineers’ a modern system of gas lighting for the illumination of the House 
d Ollivant, si А : л. 8 t ана І 
4 Rainsford, он 114 1. Brit, Thomson- Houston 29.0.9 which, whilst increasing the illumination, would greatly reduce 
45 A Р. & Bons 1 1 0 ES. Е 3: : 10 10 0 un ipee cost and be far more economical than electricity ; 
„W. . « Espir, Fernan whether the present system had been in use for at least 40 years 
4 Plutte РИ A ? 
ad gue . British Traders’ Азоо, 010 0 and was now obsolete; and whether the experiments reported to 
e Croggon & Co., Ltd. 110 m Lawrence, A. 010 0 have been made were experiments with electricity only, and not 


—ñ :?: Á— —— [i —8—...— T——— . — 9————À——— — TE I PIE IO EID IEE TE IIE ES 


40 | THE ELECTRICAL REVIEW. 


[Vol. 71. No. 1,806, JULY 5, 1913. 


with gas, under the improved conditions of modern light ing.— Mr. 
Wedg wood Benn replied that after consideration it appeared that 
incandescent mantles could not well ba used, by reason of the 
draught from the ventilating fan, and no experiments had been 
made with them. The present system of lighting had been in use, 
with slight changes, for rather more than 40 years. 


Metropolitan District Railway Bill.—This Bill came on 
June 25th before the Unopposed Bill Committee of the House of 
Lords, and was ordered t» ba reported for third reading. 


NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED.) 


oe expressly for this journal by Mezssas. W. P. Tsompson & Oo., 
leotri Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed, 


14,096. *''Electric starting and regulating switohes.’’ G. O. Doxovan, June 
17th. (Complete.) 


14,056. ''Turbo-field magnets." R. A. Ногвесн and A. Rorre. June I7th. 


14,063, “ Means for automatically illuminating advertisements in electric 
trains and the like." R. H. MondAN. June 17th. 


14.087. Mercury switches and arrangements for starting electric motors 
by means of the same.“ SIEMENS SCHUCKERTWERKE G. m. b. H. (Convent ion 
date, June 21st, 1911, Germany.) June 17. (Complete.) 


14.083. Switobes or switch arrangements for use in electrical circuits.“ 
F. BROADBENT. June 17th. 


14,116. "Electric measuring instruments." BritisH THoMSON-HOUSTON 
Co., Ltp.,and F. Ноьркм. June l7th. 


14.120. Automatic electromagnetic cut-outs.” P. WEssEL and T. GvsLER. 
June 17th. (Complete.) 


14,143. E;eotric welding." A.L.JonHNsow, Junel"7th. (Complete.) 


14,157. Armoured electric cables." CALLENDER'S CABLE AND CONSTRUCTION 
Co., LTD. and C. Pirxin. June 17th. 


14,164. '' Electric induction heater or furnace." A. HELFENSTEIN, (Conven- 
tion date June 16th, 1911, Germany). Junel7th. (Complete.) 


14,178. “ Electrical means of volatilising metals and the direct rapid con- 
version into compounds of a finely divided state." E. M. BaiLEy, W. PI. x ws. 
H. F. MoDoweLL and T. MippLE&TON. June 18th. 


14,187. Incandescent electric lamp cap." J. WinLsoN and W. HENDERSON. 
. June 18th. 

14,188. ''Electric 
June 18th. 


14,189. Braided wire electrical resistances.” A. B. Soar. June 18th. 
14.190. Electrio resistances.” "W.F.Jowxs. June 18th. 


14,202. ''Miners' electrical safety lamps." W. THomson and J. H. Rora- 
WELL. June 18th. 


14.216. Protection for telephone wires." G. H.Joxwzs. June 18th. 


14,294. " Automatic electrica] announcer.” A. J. W. MUNDEN and J. M. 
Мов. (Convention date, November 29th, 1911, New Zealand.) June 18th. 
(Complete.) 


14,225. © Electrically operated announcer.” A. J. W. Monpen and J. M: 
Мов. (Convention date, January th, 1919, New Zealand.) June 18:h. 
(Complete.) | ME. 

14,288. “ Commutating devices for dynamo-electrio machines." M. DERI, 
Jane 18th. (Complete.) 


14,51. Sparking plugs." G. Farra. June 18th. (Complete.) 


14,267. Carbon electrode for electric furnaces." PLANIAWERKE AKT.-GR8. 
FoR KoHLENFABRIKATION. (Convention date, July 21st, 1911, Germany.) June 
18th. (Complete.) 


14,270. '' Eleotrio switches." Н. Leitner. June 18th. 

14,271. '' Electric switches." A. С. WarsH and BRITISH ELECTRIC TRANS- 
FORMER Co., Lip. June 18th. 

14,980. ''Magnetio and gyroscopic compasses.” E. H. Crirr. June 19th. 

14,806. ''Terminal mounting and cord-gripping means for electric lamp- 
holders, adaptors, or the like." G. 8r. J. Day. June 19th. 


wee “Telephone sub-station switching systems." W. AITKEN. June 
th. 


14.318. Telephone exchange systems. W. AITKEN. June 19th. 

14,839. ''Ships'compasses." L. F. Fucus. June 19th. (Complete.) 

14.354. Method of utilising electric current for heating purposes.“ W. R. 
RaAWwLINGS8, June 19th. 

14,365. Magneto-electric machines for combined ignition and illuminating 
пгровва on motor road vehicles," F. R. BMAS and Зіма MAGNETO Co., LTD. 
une А 

14,870. ‘* Protection for telephone wires.“ G. Н. Joxxs. June 19th. 

14.878. Electric measuring instruments." BRrrisg Тномвом-Носвтои Co., 
Lr, and A. P. YouNG. June 19th. ` 

14,885, ''Miners' safety lamps of the electric type." 
June 19th. ; 

14,889. Method of increasing the frequency of alternating.currents by 
means of statio transformers." Н. BkrTON-JoNES. (Ges. fur Drahtlose Tele- 
graphie m.b.H., Germany.) June 19th. 

14.990. Method of and apparatus for the production of alternating 
currents of high frequency.“ .BrrroN-JomkS. (Ges. fur Drahtlose Tele- 
graphie m.b.H., Germany.) June 19th. 

14,896. ‘Control and use of series-wound dynamo-electric machines.“ 
H. F. HAwonRTH and THoMAS TRANSMISSION, LTD. June 20th. 

14, 460. Elestrio fuses or out.outs." H. R. Schul Tz. June 20th. 

14,466. Electromagnetically- controlled gas valves.“ COMPAGNIE DU Gaz 
ELEcrRIQUE. (Convention date, April 17th, 1912.) June 20th. (Complete.) 

14,514. “ Combined windmill and dynamo-electric machinery." J. A. 
LzgxkMiNG. June 2186. 

14,516. Arc lamps." 
(Complete.) 

14,560. '' Means for obtaining two separate and opposite drives from a single 
electric motor." H. T. Ногмев and J. Kxur-WELCh. June 2lst. 

14,568. ''Automatic telephone systems.“ SIEMENS Bros. & Co., LTD. 
(Siemens & Halske Akt.-Ges., Germany.) (Addition to No. 7,093, of 1910.) 
June 21st, (Complete.) 

14,564. © Electromagnetic relays.” BIEKMENS BROS. & Co., Lro., and W. H: 
GRINSTED. June2ist. (Complete.) 


14,576, "Electromagnetic indicating instruments.“ 
HUNTER, June 2136, | 


lampholder.“ J. Winsox and W. HENDERSON. 


J. L. Нором, 


KoRriNG & MATHIESEN AKT.-GER, June 2184. 


W. J. Davis and C. E. 


14,589. ''Controlling apparatus for electric motors." The Hon. R. C. 


Parsons. June 92184. 

14,635. Electric fittings." Bnrrisn Тномвон-Носвтои Co., LTD. (General 
Electric Co., United States.) June 22nd. 

14,689. Dynamos, rectifiers, turbo- generators.“ J. LxcochRE. June 2204. 

14.653. “ Electrically- controlled signals for use in determining tempera- 
ture.“ A. MeNaB. June 22nd. (Complete.) 

14.651. Methods of drawing fine wires of refractory metals.“ K. Fargas. 
(Convention date, June 28rd, 1911, United States.) June 22nd. (Complete.) 

14,655. ''Incandescent lamps with drawn metal wire filaments.” K. Farkas. 
(Convention date, June 28rd, 1911, United States.) June 22nd. (Complete.) 

14.658. Signal installations for supervising the relative positions of turn- 
tables or other rotating stations." Siemens Bros. & Co., LTD. (Siemens and 
Halske Akt.-Ges., Germany.) June 22nd. (Complete.) 


PUBLISHED SPECIFICATIONS. 
Copies of any of the cations in the folio list may be obtained 
of Mzssns, W. P. омрвои & Co., 986, High born, W. O., and at 


Liverpool and Bradford ; price, post free, 9d. (in stamps), 


1810. 


ELECTRIC Furnaces, M. Ruthenburg. 98,126. December 8rd. (May 930th, 
1911.) 


1811. 


TRANSMITTER FOR TELEPHONE AND OTHER BOUND-TRANSMITTING INSTRUMENTS. 
E.C. R. Marks. (Webb.) 16,955. July 24th. 

APPARATUS FOR THE ADJUSTMENT OF OSCILLATION CIRCUITS OF WIRELESS TELE- 
GRAPH TRANSMITTING BTATIONS. G. C. Dymond. (Gesellschaft fur Drahtlose 
Telegraphie.) 17,149. July 26th. 

ELECTRIC Pocket LAMPS, A. P. H. Pouteaux. 17,981. July 28th. 

ELECTRIC SwircHes. H. J. Furneaux and W. B. Rock. 17,502. August Ist. 
ELECTRIC BWITCHES YOR Use этн TIMING OR OTHER PREDETERMINING 
Mecuanisé, Н. P. Allison and H. J. Arnold. 17,788. August 4th. 
TELEPHONES. B. Gwozdz. (Convention date not granted. Addition to 

No. 11,284 of 1911.) 17,900. August 5th. | 

CERTAIN Kinps oF FiTTiNG8 FOR ELECTRICAL CoNDpvrTS. J. W. Brooks and 
А. E. Read. 18,901. August 28rd. 

Sysrems oF ELECTRIC DisrristTion. British Thomson-Houston Co. (General 
Electric Co.) 19,260. August 28th. 

CIRCUIT ARRANGEMENTS FOR AUTOMATIC TELEPHONE Systems. Siemens and 
Halske Akt.-Ges, 19,645. September 4th. (October 19th, 1910.) 

TELEPHONIC APPARATUS. Е. A. Graham. 22, 684. October 18th. 

MEANS oF JOINTING AND BONDING BETWEEN LEAD COVERED OR LEAD COVERED 
AND ARMOURED ELECTRIC CABLES, AND Cast-IRON, WROUGHT IRON ов MILD 
STEEL SLEEVES OR JOINT-Boxes. R. B. Mitchell and F. J. Cooper. 92,868. 
October 17th. 

MEANS FOR VARYING THE INDUCTANCE OP ELTOrRIO Circuits. G. Schiefer- 
stein. 23,288. October 21st. (Patent of Addition not granted. Divided 
application on No. 12,978 of 1911. May 80th.) 

AUTOMATIC REGULATORS FOR ELECTRIC WELDING APPARATUS. Оев. fur Elektro- 
technische Industrie. 23,948. October 28th. (October 29th, 1910.) 

METHOD or MaNvrFACTURING ELECTRIC BTEREL Castings. G. Fisher and B. 
Schudel. 27,877. December 6th. (December 7th, 1910.) 

Ілөнтімо or Moron-DRIVXN VESICLES BY Exvectnricity. H. Leitner. 27,483. 
December 7th. 

Execrarc DisrRiBUTION Systems. J. Bijur. 28,891. December 16th. (De- 
cember 21st, 1910.) 


1912. 


Joints FOR ELRCTRIO Conpuctors ENTERING VACUUM APPARATUS. Y. Sakai. 
88. January lst. (January "th, 1911.) 

CIRCUIT ARRANGEMENTS FOR CONNECTING A TRUNK Line TELEPHONE EXCHANGE 
WITH THE SUBSCRIBERS OF A LocaL AUTOMATIC EXCHANGE. Siemens Bros. 
and Co. (Siemens & Halske Akt.-Ges.) 528. January 6th. 

MANUFACTURE OF Digs FoR WIRE-DRAWING AND THE LIEE. British Thomscn- 
Houston Co. (General Electric Co.) 536, January 6th. 

CONSTRUCTION OF ELECTRICAL ACCUMULATOR. P. Marino. 2,076. January 8156. 


Memorials to the “Titanic” Engineering Staff. 


—The Institute of Marine Engineers is promoting a memorial to 
the engineering staff of the Tunic, every member of which lost 
his life whilst keeping the pumps and electric light going to the 
last moment. Only those who have been through the mill can 
realise the splendid courage and devotion of these men, who, 
taking no thought for themselves, and obedient only to the call of 
duty, steadfastly remained at their posts, knowing as they must 
have done that the great ship was doomed. There is no case on 
record where British engineers have failed in their duty on a sink- 
ing ship; but this instance is marked by the exceptional magnitude 
of the disaster. The engine-room staff consisted of no fewer than 
35 persons, of whom 6 were classed as electricians—namely, Messrs. 
Peter Sloan (chief), А. S. Allsop, Н. Jupe, A. P. Middleton, A. С. 
Irvine and W. Kelly. No finer staff of engineers ever went to sea, 
and we commend their memory to our readers. А special issue of 
the Journal of the Institute of Marine Engineers contains portraits 
and biographical notices of them all, and contributions to the 
Memorial Fund may be sent to the Secretary, 58, Romford Road, 
Stratford, London, E. A memorial is also to be erected on the 
banks of the River Mersey ; & strong Committee has been formed, 
and contributions may be sent to Mr. A. J. Maginnis, the chairman, 
10, Drury Lane, Liverpool It is intended that the fund shall 
provide also for the erection of memorial tablets or other records 
in other seaports. | 
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REGULATING WIRELESS 
TELEGRAPHY. 


THE International Radio-Telegraphic Conference, which 
opened in London on June 4th, was formally closed on 
Friday, July 5th, after the signing of the amended Convention. 
The programme of serious business and social events which 
the delegates have successfully overcome has been a 
strenuous one—so strenuous, indeed, that the departure of 
some two or three delegates for their respectivé countries 
was delayed owing to indisposition. The Government, 
public departments, and wireless companies vied with each 
other in making the stay of the distinguished foreign 


visitors a pleasant and memorable one, and we do not think 


that there is any exaggeration in the claim so freely made 
during the past month, that wireless telegraphy is an 
important factor in international friendship.’ The bitter 
jealousies between public officials and factions supporting 
rival interests found no voice during the Conference, and it is 
sincerely to be hoped that the last has been heard of a 
rivalry which boded no good for anybody. How striking is 
the contrast between the Conference which has just closed 
and its predecessors of 1903 and 1906, both of which were 
shrouded by the grey mist of suspicion and jealousy! What- 
ever may have been the motives of the German Government 
when they summoned the first two conferences, there can be 
no question as to the benefit which has resulted. The fear 
that the bondage of official regulations imposed upon 
wireless telegraphy in the early stages of its development 
would have the effect of hindering and delaying the 
introduction of improvements has been shown to be ground- 
less, and the pioneering wireless company has not only not 
sufféred the injurious effects which it was prophesied would 
befall it, but has progressed in a way which even its most 
sanguine supporters could not have foreseen. It is only fair 
to acknowledge that the present stage in the development of 
wireless telegraphy is largely due to Mr. Marconi and his 
company, whom everyone will most heartily congratulate 
upon having safely weathered the early failures and dis- 
couragement which beset their path. In spite of the removal 
of restrictions and the freedom of competition throughout the 
the Marconi Co. controls 80 per cent. of the 
mercantile telegraph business of the world, and alone 
carries on а long-distance shore КЕЧЛЕ wireless telegraph 
business. 

A full report of the proceedings in connection with the 
International Conference just closed has not been published, 
and we doubt whether we are likely to see anything in the 
nature of such a report. At a later date no doubt we shall 
be in possession of the complete amended Convention. In 
the meantime, an interim statement has been issued by the 
Post Office, which indicates that some important changes 
have been made in the regulations which will considerably 


affect the future of wireless telegraphy, and will not only 
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go far to render its use universal, but will help to secure 
greater efficiency. 

The vexed question of intercommunication between ships 
fitted with different systems has been most satisfactorily 
disposed of, and although the regulations, if ratified by the 
respective Governments, do not take effect until July 1st, 
1918, it is pleasing to note that the Marconi Co. intend to 
put the new conditions into immediate operation, without 
waiting until that date. The United Kingdom and the British 
Dominions, with Italy and J apan, have hitherto opposed 
the principle that ships must accept messages from 
other ships, whether or not they use the same system 
of wireless telegraphy. This objection has now been 
removed, with the approval of all countries. The decision, 
however, of the greatest importance has been the unanimous 


resolution by the delegates to recommend to their Govern- 


ments immediate legislation for compulsory wireless tele- 
graphy on board all sea-going vessels, both passenger and 
cargo. 

Compulsory wireless has already been adopted in some 
countries—notably, in the United States of America, where 
the law came into operation on July 1st, 1911, and seems to 
have worked very smoothly. The Commissioner of Naviga- 
tion recently pointed out that there were 488 ocean passenger 
steamships departing from United States ports equipped with 
wireless, compared with 370 such vessels before the Act took 
effect. This increase is perhaps not wholly due to the law, 
but partly to the appreciation by owners of the economies in 
dispatch, and facility in securing pilots and loading berths, 
made possible by the use of wireless. Moreover, the 
demands of the public travelling by sea on small steamers 
have impelled owners to equip their vessels with wireless 
telegraph apparatus. 

The International Conference has passed a resolution 
providing that ships in future will be required to possess 
an auxiliary source of power able to work the wireless 
apparatus for at least six hours. This provision is well 
calculated to render more effective the service of wireless 
telegraphy in cases of distress at sea, but it is not altogether 
new, for apart from the United States law to which we 
have just referred, the Marconi system makes provision for 
the installation of an auxiliary source of power, which is 
independent of the ship’s plant. 

The Conference has taken steps to lessen the danger of 
distress calls going unheard, by laying down rules for 
attendance on the wireless apparatus in various classes of 
ships. The necessity for a provision of this kind was driven 
home by the lamentable 7i/antc disaster, when it appeared 
that there were vessels in the immediate vicinity efficiently 
equipped with wireless apparatus, but unable to receive 
the distress call in consequence of the sole operator carried 
on board being off duty. The obvious means of avoiding 
such difficulty is the provision of a continuous watch 
on board ship, but in many cases it would be 
an expensive matter to employ two operators on the smaller 
ships. The Conference has recognised this, for a permanent 
watch will be required only on ships of the first class, and 
in this case two fully qualified operators at least must be 
carried. Qn ships of the second class, where a permanent 
watch is not considered practicable, the operator must listen 
during the first 10 minutes of every hour. It must strike 
the reader that this provision is entirely impracticable, inas- 
much as it appears on the face of it to require the operator 
to leave his bed and attend on duty during the first 10 
minutes of every hour of his rest. What is intended, no 
doubt, is that one of the junior officers of the ship, or some 
member of the crew, will be trained to receive a certain 
signal—the distress signal—and that during the first 10 
minutes of every hour he will listen for this particular 
signal. 'This seems a decidedly common-sense regulation, 
which there should be no difficulty in carrying out, and 
should serve admirably until the production of a suitable 
audible signal. 

Mr. Marconi, in his evidence before the Titanic Court of 
Inquiry, pointed out that he had been considering means for 


making the wireless apparatus ring a bell, and thereby give 
a warning that a ship in danger needed assistance. In order 
to make such a system effective, given that the apparatus is 
all right, it would be necessary to alter the regulations of the 
International Convention so as to enable the danger signal 
to consist of, or be accompanied by, a “long dash," as it is 
called, an impulse or sequence of waves which will last for a 
period of 15, 20 or 30 seconds. This would cause a bell to 
give a prolonged ring, like that given on shore by a fire 
alarm, and that would be a signal to denote that a ship 
required assistance. So far as we can judge from the brief 
statement issued by the Post Office, there is nothing in the 
amended regulations to allow such a thing to be done. 

The operators on every ship are now specifically placed 
under the authority of the captain. Hitherto, the position 
of the operator has been an anomalous one, for he has 
generally been an employé of the wireless company, and only 
nominally under the control of the captain. 

It is satisfactory to note that the delegates agreed that it 
would be premature to attempt to lay down regulations for 
long-distance service between land stations, and it was 
expressly laid down at the Conference that each country 
remains free to organise services of this nature as it thinks 
best, the only principles adopted being that interference 
between different stations must be avoided as far as possible, 
and that differences in the system of wireless telegraphy 
employed must not be a basis for refusing intercommunica- 
tion. We do not think that we are over-sanguine in pre- 
dicting that, in the normal course of events, long-distance 
shore-to-shore communication will be the chief question to 
be discussed when the next Conference is held in Washington 
in 1917. 


ELECTRICAL undertakings have by this 
тп їп time settled down into а standard method 
c of working. A constant interchange of 

55. : 

managers and assistants, who move from 
one place to another in order to improve their prospects, is 
always going on, and what a man has learned in one concern 
he takes with him and introduces, with the necessary 
modifications, into his new post. Years ago it could be said 
with truth that, as regards organisation, some dozen or so of 
stations had considered the matter, and the rest were 
floundering about as best they might. Nowadays, however, 
& new man can almost get a system cut-and-dried for him by 
manufacturers of office furniture. This fact may account 
for the woeful depletion of the audience on the occasion of 
the reading of Mr. Shaw’s paper recently, before the I.M.E.A. 

In the discussion which followed, several speakers laid 
stress upon the number of persons shown in Mr. Sbaw's 
skeleton diagram, and some of them evidently had misgivings 
as to the outcome of organisation on these lines. Of course, 
many of the duties shown separately can be—and are— 
advantageously combined in one person. Small undertakings 
contain many examples of individuals whose functions are 
nearly as various as those of the immortal Pooh-Bah. By 
following out such a system, however, the chief knows how 
to sub-divide any office or post when the duties at first 
attached to it get beyond one man’s capacity. Thus, it 1s 
possible to build up an undertaking from a small affair of a 
few hundred kilowatts to the size of some of the mammoth 
concerns of the United States, maintaining all the time that 
continuity of system and policy which is so desirable. 

Mr. Shaw refers to the desirability of interchange of 
labour between sections of the mains department. With 
the co-operation of the surveyor’s department, this inter- 
change, chiefly of unskilled labour, can be carried to a much 
further extent, and it has a useful tendency to ensure the 
labourers a certain constancy of employment. 

He also emphasises, very rightly, the necessity for looking 
after a consumer, after his installation is connected to the 
mains, just as carefully as he was looked after while he was 
still what Mr. Shaw calls **a prospect" ; if this is not done, 
he is only too likely to take his complaints to the gas 
authority, where he gets attention. 
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We think Mr. Shaw must be poking fun when he suggests 
that the lack of sign business in this country is due to 
esthetic reasons. Signs can be, and frequently are, made 
beautiful and artistic, and the chief reasons against their 
adoption have been, so far as we can judge, the arbitrary 
regulations of the street anthorities and the curious 
reluctance of electric suppliers to grant an economic 
rate of charge for their supply. Signs have an excellent 
diversity factor, especially AEA they are of the flashing 
variety, and are mainly used off the peak. We do not see 
any reason why the majority of undertakings should not 


supply signs at 2d. per unit. 


T THE annual meeting of Coalite, Ltd., 

Ы which should have been held in March, 
was held in London last week under the chairmanship of 
Mr. A. M. H. Walrond. This company, it may be explained, 
owns the foreign patents relating to the Coalite process. 
The non-success of the original process, as worked at 
Barking and other places where it has been tried, has drawn 
this company into the morass of difficulties, which have so 
far proved the natural inheritance оѓ “ Coalite manage- 
ment and finance. The delay in holding the meeting, it 
was explained by the chairman, had been due to the desire 
to present to the shareholders the results of the lengthy 
practical trials of the improved process now being operated 
by the Eticoal Syndicate, to which reference was made 
at the last annual meeting of the British Coalite Co. (see 
ELECTRICAL Review of April 12th, 1912). Unfortunately, 
owing to the difficulties caused by the Coal and Dock Strikes 
in the spring of the present year, the three months’ trial run 
of the new battery of coking ovens which have been‘erected 
by the Eticoal Syndicate at Barking was delayed, and 


this battery has only now been at work a fortnight, car- 


bonising 35 tons of coal per day. It is recognised that no 
final judgment upon the value of the new process can be 
based upon such a short trial run, but Mr. Hermann Clarke, 
who is in charge of this new development of the original 
Coalite process, is quite satisfied with the results of the trial 
so far, and it is intended at an early date to ask Sir William 
Peat to examine and report upon the new process and plant. 
The chairman of Coalite, Ltd.,“ stated that the modified 
„Coalite process was developing on the lines of the well- 
known coke-oven processes, and that it was hoped Sir William 
Peat’s report would prove that the modified Coalite process 
was superior to any coke-oven process now in operation, and 
that it would produce a household fuel which was absolutely 
smokeless. The gist of this statement is in its relation to 
the value of the patents now held by Coalite, Ltd.,“ and 
Mr. Walrond was only repeating what is self-evident when 
he stated that “ our success and our ability to deal with our 
foreign patents rests on the ‘ Eticoal’ Syndicate proving a 
commercial profit.” 

The balance-sheet and profit and loss account of ** Coalite, 
Ltd.," contained little to raise the hopes of the shareholders, 
and it is certain that if the favourable expectations of the 
value of the Eticoal” process are not fulfilled, the 
investors in Coalite, Ltd., and also in the British 
Coalite Co., must be prepared for very heavy losses in con- 
nection with their investments in these two companies. As 
stated in onr last reference to Coalite in this journal (see 
ELECTRICAL REVIEW of April 12th, 1912), our criticism 
has been directed not against Coalite” per se, but against 
the bed management and doubtful finance that have marked 
the history of the various companies connected with it. We 
shall be only too pleased if Mr. Hermann Clarke, who is 


now managing director of the Eticoal Syndicate, and 


those who are associated with him in the direction of the 
various Coalite companies, can pull these out of the morass 
in which they have been embedded for a considerable time. 
Mr. Walrond stated in his closing remarks at the meeting 
of “Coalite, Ltd., that Mr. Hermann Clarke was really 
the motive force behind the Coalite process at the present 
moment; and it will be a notable achievement if this 
gentleman can rehabilitate the various Coalite companies in 
the eyes of the public, and is able to present to their share- 


holders balance-sheets which show a surplus instead of the 
repeated deficit to which they have for so long been 
accustomed. | | 


AT a recent meeting of the London 

- County Council, new Standing Orders, to 
form part of contracts entered into by the 
Council for the supply of various classes of goods and the 
carrying out of engineering and building work, were agreed 
to. These regulations are the recommendation of a Com- 
mittee which has been considering the subject for some time. 
They aim at ensuring that contractors to the Council pay 
fair wages and recognise standard hours of labour, and, so 
far, they are worthy of general acceptance. Hitherto the 
difficulty has been in so framing the clauses that they 
achieved their object without  unduly penalising the 
employer on the one hand, or serving as а mere 
lever for obtaining new concessions by the workmen 
on the other. Тһе old clauses were open to 
these objections, and from time to time we found 
it necessary to criticise them on this account. The new 
regulations have evidently been subjected to careful revision, 
irritating and unnecessary words have been omitted, and in 


L. C. C. 
Contracts. 


their present form there is little to which any first-class firm 


need object. | 

Lists of firms able to supply various classes of goods, who 
are willing to abide by these regulations, are to be kept, and 
specifications will be sent to them as goods are needed. 
Applications to be placed on these lists may be sent in at any 
time and will receive careful attention. Where Trade Union 
rates of pay and conditions of labour are generally recognised 
by employers and workers, these must be adhered to. In. 
other cases, the Council will prepare and have open to 
reference at its offices, a list of minimum wages and con- 
ditions which must be held as binding. These lists will 
approximate to the conditions of working under the best 
employers. If work is sublet, it must be subject to the 
approval of the Council, and the main contractor is still to 
be held responsible for compliance with the regulations. A 
copy of the regulations is to be posted in the contractor's 
works, and if cases of underpayment or other breach are 
brought to the notice of the Council, the latter reserves 
power to pay the workers the difference and deduct the sums 
thus disbursed from any account due to the contractor. 


Trouble with the Trolley Head.— The trolley head is 
probably that part of an electric tram-car which is exposed to the 
severest treatment and roughest wear experienced in electric 
traction running equipments, and the wear is especially evident on 
a car where the pole is not getting enough tension. In such cases 
the contact between the trolley wheel and the overhead line is not 
very secure, as in some cases the line has to be higher at one point 
than at another, especially where bridges or other overhead 
obstructions have to be negotiated on the route. Where this is 
the case ial instructions are usually issued to the motor- 
man to go slowly, but unless very careful attention is exercised 
in supervising the running of the cars, it frequently happens 
that the motorman will rush his car under a bridge without 
thinking of the possible damage which may ensue. Under 
such circumstances jt is more than likely that the trolley 
head leaves the overhead track and the trolley pole jerks upward, , 
and on such occasions it is very possible that the trolley head may 
become broken. In one case where this sequence of events occurred 
the pins and cotters came out of the trolley head, and before the 
car could be started again it was of course necessary to get the 
wheel on again in some temporary fashion. It was found that the 
pin was broken, and at first sight it looked as if the car 
would have to be towed or pushed to the depot by means of another 
саг. One of the men on board, however, happened to have а long 
wood screw in his pocket, and this was put through the fastening in 
place of the pin and tied round with wire so as to construct a 
make-shift repair. This was sufficiently good to enable a successful 
trip home to be made, but care should be taken on tramway systems 
that the trolley heads are not subjected to undue strain by reason of 
high-speed running by the motorman at inconvenient points. 
Moreover, an examination of the pins on the trolley heads will often 
be found worth while, as although it is preferable to make these 
of steel, it will be found that oftener than not they are of ordinary 
iron, case hardened to resist wear. For this reason the above note 
may be useful in calling timely attention to a fault which may 
easily dislocate the running of a tramway system. 


41 THE ELECTRICAL REVIEW. 


[Vol. 71. No. 1, 807, JULY 12, 1912. 


THE PRODUCTION OF PIG-IRON IN THE 
ELECTRIC FURNACE.' 


ExTENSIVE experiments have been carried out from time to 
time in Scandinavia with a view to rendering commercially 
practicable the reduction of iron ore in an “ electrically- 
fired " blast furnace. The coal supply of these countries 
being poor, and, on the other hand, a quantities of cheap 
electric power being available, the subject has become of 
particular importance, and further investigation was decided 
upon by the Jern-Kontoret,” an association of. Swedish 
ironmasters. They erected a powerful reducing plant at 
Trollhättan, the site being particularly suitable by reason of 
its proximity to the large hydro-electric station, and as 
regards transport facilities. The results recorded in this 


article cover experiments and investigations which lasted 
six months, and terminated in June, 1911. 

Principles Governing the Design of the Furnace.—The 
following special considerations had to be carefully taken 
into account in the design :— 

1. Working with high temperatures produced electrically, 
means must be taken to obviate current losses through the 


linings of the furnace, particularly because the materials in 
question increase in conductivity with the rise in tempera- 
ture. 

2. The construction must make allowance for decrepitation 
of the walls due to the intense heat and the contact with the 
charge. 

3. The hot substances in the hearth must not exert 
pressure on the electrodes, as, in such a case, only very low 
voltages could be employed. This would, of course, 
necessitate excessive dimensions of electrodes and con- 
nections. 

4. The combustible material does not “burn” in the 
ordinary sense of the word ; therefore, to obtain uniformity 
in the quality of the products, the hearth must be made of 
large dimensions and must also act as a mixing ehamber. 

In order to fulfil these conditions, the hearth (x in figs. 1 
and 2) is made in the shape of a large crucible with a 
domed cover. The electrodes pass through this dome 
but do not come into actual contact with the hot substances 
in the hearth. The body is so designed that the descending 
substances discharge into the hearth as through a cone, 
leaving a clear space above the level of the slag, and 
surrounding the electrodes. The usual method of 
regulating the heat by raising or lowering the electrodes, 
for constructive reasons cannot be adopted here, and for the 
first time the heat regulation has been achieved by 
independent regulation of the voltages on each of the two 
phases of the current employed. 

Construction of the Furnace.—The furnace is designed to 
produce 7,500 tons of pig-iron during 11 months of the 


* Translated from Le Génie Ciril. 


year, or about 23 tons.per diem. The following data were 
established as basis for calculation :— 


(а) 1 cb. m. of wood charcoal weighs 150 kg. 

(5) To produce 3 kg. of iron, 1 kg. of charcoal is 
required. 

(c) 1 kg. of pig-iron can be obtained from 1:725 kg. ore. 

(d) Specific gravity of ore employed = 2:5 kg./cu.dem. 

(e) Half of the mineral charged will fill the interstices 
between the pieces of charcoal of the same charge. | 

(f) The daily amount charged is 1:55 times the cubic 
contents of the furnace. 


To produce 28 tons of pig-iron under these conditions, 
51 cb. m. of wood charcoal must be mixed with 7:9 cb.-m. of 
ore—say 59 cb. m. in all; this, divided by 1:55, gives a 
capacity of 38 cb. m. capacity for the furnace, divided 
roughly into 13 cb. m. for the hearth and 25 cb. m. for the 


у. 

The building which contains the furnace covers a piece of 
ground 24 m. x 15} m. The overall height of the building 
is 21 m. and the height from the ground level over the throat 
of the furnace is 1377 m. 

The furnace is composed essentially of two parta, the body 
с and the crucible or hearth x. 
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The boiler-plate shell of the former varies in thickness 
from 10 mm. at the top to 12 mm. round the cone ; it also 
carries all the iron supporte for the fire-brick lining. The 


whole structure is supported on two girders by means of an 


octagonal channel-iron framework riveted to the shell. Thus 
the weakest part of the furnace, the dome of the crucible, is 
relieved of all stress and independent expansion is possible 
for each of the essential parts. The joint between them is 
made with sand. The maximum internal diameter of the 
lining is 450 mm., tapering to 360 mm. at the throat. The 
charging cone is actuated by a 2}-B.H.P. motor, and the 
charges of ore and charcoal are raised to the charging stag 
by a 16-H.P. motor. = 
The crucible hearth ог melting chamber resta on а solid 
concrete bed, and like the body is encased in boiler plate, 
which here is 15 mm. thick. At the point where the weight 
of the dome is taken, the shell is reinforced by a steel band 
having a section of 200 mm. х 18mm. The lining of 
refractory material is covered with magnesia bricks, and the 
floor of the hearth is formed of magnesia bound with tar. 
Fig. 3 shows the original section of the hearth, and its 
appearance after six months’ working. 
Four electrodes (k, figs. 1 and 2), two to each phase of 


| the two-phase current used, pass though asbestos-packed 


gas-tight openings in the dome, making an angle of 65° 
with the horizontal. Each electrode is made up of four 
pieces of carbon, has a total section of 660 x 660 mm. and 
weighs 1,800 kg. The average loss in weight by burning 
away is 5 kg. per ton of iron produced, but to this must 
be added an equal amount rendered unfit for any further 
use, Outside the crucible the electrodes pass through: 
copper water jackets. Connection with the.cable leads is 
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made by cast-steel terminals, which clamp the cables to the 
carbons. 

A quantity of gas extracted at the throat is drawn through 
s dust screen by a centrifugal fan, and is blown again into 
thespace which exists between the molten mass and the dome. 
Four adjustable twyers or nozzles are vsed to distribute this 
gas, being arranged at intervals of 90^ apart round the 
crucible. This supply of waste gases into the crucible serves 
a double purpose : the gases are heated up in the crucible, 
and give off the absorbed heat as they pass into the upper 
zones, thus materially assisting the reduction ; further, they 
cool the dome, and thus prevent its too rapid destruction. 
With gases at 200° C., and containing equal volumes of CO 
and CO, 70 cb. m. per minute at a pressure of 325 mm. 
water gauge are blown into the crucible by the 8-H.P. electric 
fan. There are the usual fittings for drawing off the slag 
and the iron. 

Electrical |. Equipment.—' The supply is three-phase at 
10,000 volts, and is transformed to two-phase current with 
a pressure variable in each phase from 50 to 100 volts. 
From the transformers the energy is led to the furnace by 
four leads, each lead consisting of six copper strips 200 mm. 
x mm. in section. Each strip, again, is connected to 
eight cables, each having 185 sq. mm. section; thus 48 
cables having a total section of 8,800 sq. mm. are connected 
to each electrode. | 

Electric measuring instruments of various kinds are sup- 
plied, including platinum and platinum-rhodium pyrometers. 

The current varied hetween 3,000 and 18,000 amperes, 
with a pressure variation of between 50 and 100 volts per 
phase. The power used varied considerably, the load ranging 
from 300 to 2,000 Kw. 

Conclusion and Results——Three series of experiments 
were made by Messrs. Leffler & Nyström, of the “ Jern- 
Kontoret," in the six months referred to, and the results are 
tabulated below :— 


Number of experiment как І. П. ПІ. 
Mean primary load, KW. ... .. 1,819 1,717 1,680 
Phase I 652 75 81˙9 
Mean secondary voltage | Phase II 65˙9 83 88˙2 
Phasel 13,731 13,564 11,922 
Mean secondary amperes { Phase II 13416 11,817 10,406 
kw.-hours per ton cast "T .. 2,296 2,481 2.241 
T к „ useful work 1,454 1,686 1,595 
Р © „ losses ids 842 795 646 
Efficiency, per cent.... xus .. 62:03 % 0679695 717796 
Losees— Transformer losses s. 1'83% 2714 % 2:12 96 
Secondary losses (including 
leads) ..  ..^ .. 331% 383% 303% 
Absorbed by cooling water 653% 6°57 % 6'53 95 
Radiation and other losses 2600% 18:90% 1655 95 
100% 100% 100% 
Calorific value of waste gases per | 
cubic metre к vs .. 2,786cal. 2,892 cal. 2,544 cal. 
Of this 80 Y only can be utilised... 2, 230 cal. 2, 315 cal. 2,035 cal. 
Consumption of charcoal in hecto- 
litres per ton cast... — .. — ... 25:02 23:88 21°66 


The average consumption of charcoal in other furnaces is 
62'8 hl. per ton. 


In conclusion, it is interesting to note that the most 
serious incident in the six months’ work was an explosion in 
the crucible due to the rapid descent into the molten mass 
ү A quantity of powdered ore which had not been thoroughly 


Ottery St. Mary Lighting,— At a meeting on the 4th inst. 
of the U. D. C., a letter was read from Messrs. J. & W. Purves, of Exeter, 
Kiving the Council notice of their intention to apply in the autumn 
to the B. of T. for a provisional order to enable them to supply 
electricity to consumers within the urban district of Ottery St. 
Mary. Mr. Luxton said they had already approved the plan of 
Mr. Coleberd, who had been given permission to erect standards, &с. 
The turbines had already been fixed, the power station pretty well 
built, and the standards would be ready by the end of the week. 
He thought the Council ought to oppose this application, as the 
town did not want two sets of electric light works. He moved that 

the B. of T. be informed that the Council have already given 
permission to Mr. E. R. F. Coleberd to install electric light through- 
out the town, and they strongly oppose the application of Messrs. 
Purves for s provisional order.” Mr. Pratt thought they should 
add that the Council acceded to Messrs. Purves's application some 
imd on condition that the work was carried out within 12 

onthe, 


That, however, was not done. The suggestion was 


THE SWANSEA CONGRESS OF 
THE TRAMWAYS AND LIGHT RAILWAYS 
ASSOCIATION. 


(Concluded from paye 36.) 


Mr. Clough read a short but useful paper upon the results 
which can be and onght to be obtained from car-meters. 

It is more than three or four years since there was con- 
siderable controversy over the type of meter best suited for 
tramway conditions, and two years before that hardly anyone 
thought it necessary to install meters at all, except perhaps 
for an occasional test. Now, as Mr. Clough said, the man 
who would try to argue against the meter as an essential 
portion of the equipment of every car, is too much behind 
the times to be worth troubling about. 

Meters are used primarily to classify the motormen, and 
while this is being done economy in energy is being obtained 
with an unaltered service ; but quite apart from increased 
personal efficiency the expenditure on meters may be justified 
by the higher efficiency of the rolling stock, with longer life 
and lower repair charges. While some saving can be made 
almost surely by merely putting the meters on the cars, a 
great deal more attention, thought, and trouble are necessary 
if anything like the highest possible results are to be got. 

Mr. Clough thinks that the men must have a direct 
monetary interest in any saving for which they are re- 
sponsible, and probably every tramway manager agrees 
with him, but, unfortunately, the word bonus to a Trade 
Unionist of the new school is as distasteful as medicine to a 
child, as he has a fixed idea that what is sauce for the goose 
must be poison to the gander. However this may be in a 
trade, it does not hold with relation to energy saving on a 
tramcar, and it is hoped that the men's leaders will have an 
opportunity of reading Mr. Clough's clear and sound reason- 
ing on this point. A bonus to stimulate output іп a work- 
shop, says he, may be bad Trade Unionism, because thereby, 
five men may be able to do the work of six, and the sixth 
would be thrown out of employment for the sake of a bonus 
to the luckier five; but this objection cannot be raised 
against a bonus for saving materials, as thereby no one is 
dispensed with, hours are not reduced, and Trade Unionism 
is unhurt. In fact, if the cost of running the cars is 
lessened, it is likely that more car-miles will be run by 
more men. Unfortunately, efficiency itself is anathema to 
the extreme Trade Unionist ; and there is an undisguised 
tendency to regard actual waste, whether of time or of 
materials, as the right thing, se long as the employer is hit. 
We do not imply that such a truly immoral feeling is to be 
found in the general mind of tramway employés, but it is 
evident enough in other directions, and it is too much to 
hope that it will not spread. 

However that, may be, the fact remains that Mr. Clough 
has managed to reduce the cost of energy per car-mile 
within two years by the extraordinary amount of 25 per 
cent., and he regards this as the best proof of the soundness 
of his own bonus system. 

Certain men and cars are allocated to each section, and 
every section is cons.dered separately with reference to 
awards. Every man, by rotation of duties, goes through 
the same running as every other man, and in addition to 
first and second prizes, there are consolation prizes for all who 
have & figure per car-mile whirh is less than the actual 
average for the period. In addition to these prizes, the 
man on each section who has the lowest figure per month, 
gets a monthly bonus of 5s. 

This scheme of maintaining the interest in the competition 
scems to be the best devised so far, and it must be simple 
enough to work, and very easily grasped and checked by the 
men themselves. The fault of many bonus schemes has been 
that they have not appealed strongly to the men. Either they 
have been too complicated ; or they have not been worth 
while for any but the very best, or, perhaps, they have got 
stale. 

Mr. Clough regrets that not more use is made of the 
meters to check car condition. A wasteful car is more 
expensive than a wasteful motorman,” and we know, from 
his own records, how bad the latter can be. Obviously, if a 
simple record is kept for each car of the units per car-mile, 
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it is the easiest thing in the world to see when a car ought to 
be put into the repair bay. Probably the men who are work- 
ing under a fair bonus system, and are therefore keenly 
interested in it, will doa good deal towards weeding out 
expensive cars, for their own sakes, but no respectable tram- 
way should allow matters to stand there, especially as the 
end of all this sort of thing is less cost and greater case of 
mind. 

Mr. W. Thom, in his short paper on ** Track Maintenance," 
gave some useful data of rail wear. Ile endeavours to replace 
the rails on his lincs according to curve; that is to say. he 
has constructed curves showing the relation between life and 
car-tons, derived from the experience of good many years ; 
and having once adjusted this curve to suit. the conditions 
of any particular section, it is not necessary to trouble 
about gauging extensively to ascertain depth of wear. 

It is a fact well known, that much rail wear arises frem 
causes outside the cars themselves, and it is easy to believe, 
therefore, Mr. Thom's d/c/vm, that heaviest car service gives 
the best results in rail wear. For instance, his curve of life 
(16 in. maximum wear) and car-tons shows about 23 years 
at the rate of 100,000 car-tons per annum, but nearly 
10 years at the rate of 1 million car-tons per annum. 

The effect of rail composition is well shown incidentally :— 


C. P. Mn. B. Bi. Wear in 7 years. 
Best rail on route 50 0595 50 22 186 071870 in. 
Worst 5 53 111 580 OI]. 76093. 047 y 
Average 35 42 064 450 "099 190 0125 „ 


We agree with Mr. Thom that rail corrugation should be 
dealt with when it, first appears, but we hope that he is 
wrong in thinking that recurrent corrugation must continue 
to be cut, like a cancer, out of the rail head. 

This practice always seemed to Le so drastic as to amount 
to barbarism, and we should be very sorry to think that all 
the research. work which bas been done on the causes of 
corrugation has produced no better cure than this. If it 
has, however, the fact did not come out in the discussion of 
this paper. 

Mr. H. M. Howard read a paper on the P.A.Y.E. tramcar, 
setting out all its advantages when used in the U.S.A. and 
Canada, under the single-fare system. Nearly 15,000 of 
these cars are in use, во the scheme must be good, but the 
paper gives us no clue to the solution of the multi-fare 
problem, which is up against the P. A. V. E. car in this country. 
All we are told is that a solution has been found. 


The Congress resumed on June 28th at the Mumbles Pier. 
Mr. Н. England again presiding. *À paper on Track Maintenance 
was read by MR. THOM. 

Мв. А. A. BLACKBURN (Belfast) said that about 44 years ago in 
Manchester he made a suggestion to use a double drive— with 
pinions on each end of the armature shaft. Since then tbey had 
equipped 50 or 60 cars, and the resulte had been more than they 
expected. The flanges were abeolutely equal both on the inner and 
the off side, which was & very important factor, so far as main- 
tenance of the tire was concerned. They got a much steadier drive, 
and generally they were perfectly satisfled with the extra expense 
that it had entailed. They had at Belfast very little corrugation 
indeed. The sub-soil was very bad at Belfast; if they got 18 in. 
or 2 ft. below the surface, they were into а bog. 

Мн. J. B. HAMILTON (Leeds) thought Mr. Thom was perfectly 
right in his method of determining what amount of work a rail had 
done before its life expired. They could not possibly calculate it in 
years ; they had to consider the frequency of the service. He could 
not follow Mr. Thom in his optimistic view that they might possibly 
yet 30 years of life from the rail, even by his most ingenious 
methods of closing up. The rails themselves were not the cause of 
their greatest expenditure. In Leeds it was their sub-structure- 
concrete foundations, and wherever they found joints beginning to 
pound, the elimination of that one portion at the head of the rail 
did not remove the trouble, because if they examined a little further 
on they would find that the surface of the concrete was abraded, 
and that necessitated a thorough and careful supervision of their 
sub-structure and concrete foundatione. He felt sure that it was 
best to make a thorough overhaul of the permanent-way in regard 
to the foundations and have new rails of a greater length. He 
thought it was for them, as tramway operators with experience as 
us to the results, to insist that they got the composition in the rails 
which they thought best. An improved specification should first be 
devised, and as a member of the Engineering Standards Committee on 
Rails, he might say that that Committee was engaged upon the 
matter, and would welcome any hints or suggestions as to the best 
composition of rails. The section of the rail was also engaging 
their attention. 

Mr. A. J. PANTON (Liverpool) said with reference to Mr. 
Thom's remarks as to the machine that would plane the rail and dish 
out the groove at a cost of probably 3d. per foot, he had obtained 


data, and was quite sure that the cost per foot with “ inadequate" 
arrangements worked out at about jd. and not 3d. They all knew 
that corrugations could be removed by grinding, but they invariably 
returned. 

Mr. Crovan (Bury) said it was just as important to the local 
authority as to the companies to know the life of rails, because the 
local authority must make provision for renewals in addition to the 
sinking fund payments, because the period allowed for the repay- 
ment of the loans was always far in excess of the life of the rails. 
On the Bury system, the wear of the rails was gauged year by year - 
and calculated on the present service, and the date fixed when each 
renewal would require to be relaid. On the whole system, this 
averaged out to a 15-years life. Each year a fixed amount was 
placed to the renewal fund, so that, by the time the rails required 
renewing, sufficient money would have been accumulated for the 
purpose. His impression was that it would pay him far better to 
buy new raila and use the old ones in making up his track, after 
cutting off the ends. A 30-years' life for a tramrail wasto him an 
entirely new figure, and it would be of interest to hear under what 
extraordinary conditions a rail would last so long. On the Bury 
system, long lengths of corrugation bad been removed by means of 
fiat emery blocks rubbing on the rails ; he knew many large systems 
where this simple and inexpensive device was relied upon to keep 
the rails free from corrugation, and it certainly never cost them at 
Bury 3d. per foot. 

MR. GEORGE BALFOUR said they were replacing at the present 
time in the City of Carlisle; there the rails had been laid between 
12 and 13 years, and at the present moment they showed no appre- 
ciable wear, and so far as he could judge, had at least another 
20 years’ wear in them. On the question of corrugation he felt 
firmly convinced that the whole matter was in the chemical com- 
position of the rails, and until they could get that eet right, they 
would not get rid of it. By adopting a heavier section throughout, 
probably 100-1. rails with heavy fish plates, they would get over 
a considerable amount of the difficulty. 

Mk. A. H. Potr (London) said, what Mr. Thom obviously 
meant was that they should be able to calculate their renewals for 
at least 30 years The company in which he was engaged had 
drawn out renewal work for about 15 or 20 years, and every year 
they corrected that by gauging; the corrections were very small, 
and so they were able to keep very close to the time for renewals. 
If they allowed their repairs to ran down they would have to renew 
earlier. It was a little premature to say that either double gear or 
proper composition would cure corrugations ; nobody had yet solved 
the corrugation problem. For taking out corrugations there was 
nothing like a file. 

Mr. DUGDALE (Oldham) agreed that the principal upkeep of a 
rail was in the joint. Last year he persuaded his Committee to 
allow him to put in inset pieces. They had adopted this now for 
12 months, and had had remarkably good results from it, 

MR. F. W. KETLEY (Norwich) said at Norwich the track was 
12 years old, and it had an extremely light 65-10. rail. There were 
194 miles of track, and it was entirely welded with Falk jointe 
throughout. There were roughly 40,000 joints, and over the whole 
of the track there were not more than 300 bad jointe, and there 
had never been a broken one. 

Mr. Humphries (Birmingham), Mr. Coutts (Paisley), and Mr. 
White (Grimsby) continued the discussion, and Mr. Thom was 


. thanked for his paper. 


Discussing Mr. Howard's paper on ''Pay-as-you-Enter Cars," 
MR. EDWARDES (South Lancashire) said there were many advan- 
tages in the pay-as-you-enter ' system, the chief being, no doubt, the 
saving of mis-fares, with probable decrease in the number of 
accidents at the rear of the cars. At present he failed to see how 
the “ pay-as-you-enter ` system could be adopted in this country, 
where they had differential fares and stages, and where they used 
top-deck cers, If an inspector got on to a car with the zone 
system working, and found a passenger had been over-riding, who 
was he to blame? In his district they had a great many colliers, 
and they were very fond of over-riding ; if they were going to 
summon every collier who over-rode in Lancashire, they would 
have their hands full. 

Mr. Coutts (Paisley) said, supposing the difficulty of 
differentiating fares was got over. how were they going to check 
over-rides? It was no good catching passengers as they left the 
cars. The writer of the paper had said that many of the accidents 
occurred through the conductor being off the platform. He agreed, 
but to get over that he thought an evil greater than the number 
of accidents was propored to be introduced. He asked the con- 
ference to imagine the hanging up of the cars on the pay-as-you- 
enter ' system when there were about 100 people waiting, and said 
that giving change on such days would also be a tremendous business, 
The services instead of being improved would be hindered, because 
under the present system the conductor was able to collect the 
fares as the cars travelled along. At Aberdeen they were favour- 
ably situated as there were very few fares. 

Мк, TEGETMEIEKR said he had recently had an opportunity of 
travelling through Canada and the States, and was very much im- 
pressed with the ease and smoothness with which the cars were 
worked under the pay-as-you-enter" system; but in every case there 
was a uniform fare, and they were single-deck cars, whilst the 
passenger was educated up to carrying the nickel fare in his pocket. 
A tramway official on the Montreal system, who had had experience 
in this country, eaid that with differentiating fares and top-deck 
cars it was out of the question. 

ALD. IvEY (West Ham) who had also seen the system in the 
States, declared that the system was not universal in America. If 
they went to the States to-day they would see that they were now 
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a long way behind Great Britain; in fact, Great Britain could be 
proud of its street car traffic. How would Mr. Howard suggest 
controlling the traffic on the London County Council cars with 
their many overlapping stages and upper-deck cars, and the class 
of people who gathered in them ? 

Мв. Laine (Blackpool) asked how he would deal with a Black- 
pool holiday crowd not knowing where they wanted to go on the 
pay-as-you-enter system ? 


At the invitation of the Swansea Harbour Trustees, the members 
were afterwards entertained to luncheon at the Hotel Metropole, 
Swansea, Sir Griffith Thomas (chairman) presiding. 

After lunch an enjoyable drive into the Gower peninsula took 
place, the weather now being beautifully fine. 

In the evening the members were entertained to a banquet held 
at the Langland Bay Hotel, by the British Electrical Federa- 
tion, Ltd., Mr. Emile Garcke, the President, took the chair, and he 
was supported by the Hon. Arthur Stanley, M.P. (chairman of the 
Association), Lord. Glantawe, the Mayor of Swansea, Mr. E. G. 
Protheroe, Mr. John Williams, M.P., Sir Robert Morris, Bart., 
Sir Griffith Thomas, Mr. Harry England and others. 

ALD. Ivey (West Ham) gave "The Houses of Parliament," to 
which LoRD GLANTAWE replied. 

The CHAIRMAN gave the toast of " The Tramways and Light 
Railways Association," and expressed his most sincere thanks for 
the «xoellent work which the Association had done on behalf of the 
whole of the tramways of the country. He wanted to say a few 
words on the conclusions that he had drawn from the discussion on 
the relative merits of various forms of traction. He did not despise 
the important details that were disoussed, but there were certain 
broad principles that ought to be considered in connection with those 
matters that were in advance of the details. There was a pyscho- 
logical moment when they could with advantage legislate and deal 
with the principle, and now was the time to consider what they 
ought to do for the best development of the transit service of this 
country—whether by means of the tramway, the motor-omnibus or 
railless traction—and having decided what their duty was, at a very 
early stage, to see that they received adequate consideration from 
Parliament for the promotion of that form of traction which was 
most suitable to the industry with which they were concerned. Mr. 
Pott, who was thoroughly qualified in every aspect of the question, 
stated that they wanted more legislation to help the tramways. He 
advised them not to depend upon broken reeds. What he wanted 
to say was, " Don't let us waste our energies in the hope that we can 
get impartial legislation for tramways as against other forms of 
traction." Mr. Pott also said that, given any particular route or 
district, there was one system which waa better adapted for it than 
another. He thought that that was am abeolutely correct view 
of the situation, and it pointed to this—that there was an 
essential monopoly in the provision of public service in the 
matter of transit. They could not have two tramway systems on 
any route. Neither could they have two railless systems or two 
motor-omnibus systems in the same district. And in the same way 
it waa clearly proved by analysis and examination of any particular 
route that it may be more suitable for one form of traction than 
another. It seemed to him that what they needed was not more 
legislation in favour of the tramways, but some measure by which 
they could get those rival interests properly adjudged and decided 
upon, instead of its being left to Imperial methods—a process 
of trial and highly uneconomical method. They wanted an 
intelligent, authoritative and thoroughly impartial body to decide 
what was the right system for particular districts, what should be 
the speed of the cars, what (if it was a tramway) should be the 
gauge, whether or not they should have top-deck cars, and what, if 
any, should be the contribution made to the community in respect 
of repairs and maintenance of roads. They had to acknowledge as 
ap established faot that public utility had become a matter of 
private enterprise, and it was their duty as reasonable men to 

ise all ite conditions, and to do the best under the circum- 
stances to see that the capital which had been expended, either by 
municipalities or by companies, was not needlessly wasted by fruitless 
and unnecessary opposition. However distinctive might be the 
interesta of the ratepayers, of the shareholders, and of the customers, 
if they analysed the situation deeply, they must come to the con- 
clusion that, essentially from the point of view of the wealth and 
material comfort of the nation, there was no essential differ- 
ence between them. Therefore, it was only a matter of adjust- 
ment between those respective rights and interests. And then, 
again, they wanted some impartial authoritative body. which 
would decide when they were quarrelling abont petty details. 
They wanted more co-operation, more action in common, во 
as to avoid unnecessary waste on the part of the 
community. Competition was necessary in certain cases. 
The struggle for existence was the only means by which they 
advanced. But the struggle for existence was really only 
necessarily confined to the lower orders, and as man developed and 
intelligence advanced, he found methods of avoiding the 
exceedingly expensive and uneconomical method of competition. 
A good deal of the competition which they saw in their commercial 
and industrial affairs was unnecessary, and could be avoided by 
talking things over calmly. What he had been leading up to was 
this: That they did not want a Board of Trade to regulate the 

of the tramcar, and the police authorities or the Home Office 
to regulate the speed of the motor-omnibus. The present system 
was absolutely absurd, and it was a disgrace to the Legislature, and 
to everyone who was concerned in the proper regulation of the 
affairs of the country. Why should they not have one body, 
which could regulate the speed of the omnibus and the speed 
of the tramcar, and consider what was fair to each, instead of 


separate bodies, whichregulated those matters without consideration 
to other interests? They had had many discussions about the 
advisability of a Traction Board for the whole country. He knew 
there were serious objections to it, but what he appealed to them 
to do. was to consider in that Association, and in the Municipal 
Tramways Association, whether it was not advisable to agitate 
and to work together with a view to the establishment of a joint 
authority, which would adjust those matters. There was no reason 
whatever that he could see, why the companies, the municipal 
associations, the Tramways and Light Railways Association, the 
Roads Board, their Automobile Associations, and the Institution 
of Electrical Engineers, should not all combine to impress upon 
Parliament and the Government the desirability of providing some 
authority that would avoid wasteful expenditure of capital all over 
the country. 

The Hon. ARTHUR STANLEY, M. P., responded, and before sitting 
down presented. on behalf of the Association, Mr. de Turckheim, 
the popular secretary, with a handsome marble clock as a mark of 
the esteem in which he is held by the members. MR. DE TURCK- 
HEIM suitably responded. 

Mr. H. ENGLAND proposed the toast of " The British Electrical 
Federation," and the CHAIRMAN, in reply, paid a warm tribute tc 
Mr. Tegetmeier and Mr. David James for the admirable way they had 
carried out the arrangements for the visit of the Association. MR. 
TEGETMEIER and MR. JAMES responded. 

A vote of thanks to the chairman concluded a most enjoyable 
evening. 


PROCEEDINGS OF INSTITUTIONS. 


Electric Furnaces and their Application in the 
Manufacture of Steel. 


By Hans NATHUSIUS, Dr. Ing. (Friedenshiitte). 


(Abstract of paper read before the TRON AND STEEL INSTITUTE, 
May, 1912.) 


THE principal advantage of the arc furnace consists in the ease 


. with which the heating of the charge can be regulated to any 


desired temperature from above by electric arcs directed upon the 
slag which covers the metal bath. This method of heating. combined 
with other advantages of the electric furnace—such as a neutral 
atmosphere in the melting chamber and absolute purity of the 
heating agent—has made possible the production of reactions 
between the slag and the metal with respect both to oxidation and 
reduction which it was impossible to obtain with the resources 
previously available. 

The idea occurred to the author that it might be possible to 
combine the advantage of the arc furnace (good heating of the 
slag) with the advantage of the induction furnace (heating in the 
charge itself), and thus to avoid the disadvantages of both systems. 

The induction furnace is only to be recommended when it is a 
question of & melting process, and when its otherwise serious 
defects are not prohibitive. Notwithstanding its higher thermal 
efficiency, the working of an electric furnace is too costly to enable 
it to be used ordinarily for a melting-down process. For purely 
economical reasons the less perfect, but cheaper, gas-fired furnace 
is preferable for this purpose. On the other hand, for a process of 
refining metal already melted, the arc furnace is particularly well 
adapted. To produce reactions which depend on the reciprocal 
action of the slag and the metal, it is requisite to have a very hot 
slag, and to be able to work with fluid masses of slag in large 
quantity. This cannot be done in the induction furnace, and the 
arc furnace alone lends itself to such operatione, In finishing the 
charge, however, the steel has to be alloyed with other metals, and 
must remain quiescent for a period. For this purpose heating by 
an ordinary electric arc is less favourable. The reactions take 
place only within the bath; the slag has ceased to react, has 
become neutral, and serves now only as & protecting cover. 

It is, however, impossible to make use of an arc furnace for one 
part of the process and an induction furnace for another. The 
difficulty can only be met by means of a combined aro and 
reaistance furnace, 

In the author's furnace the charge is heated on the surface by 
several electric arcs, 80 distributed that the heating is effected as 
equally as possible. 

From the drawing it will be seen that the furnace is circular in 
form. Small furnaces up to 6 tons capacity are tilted on trunnions 
resting on vertical supports (in the same manner as converters), 
and larger sized furnaces have rockers resting on rollers (like tilt- 
ing open-hearth furnaces and mixers). | 

The characteristic of the furnace, as illustrated, is that it has 
three carbon electrodes above the surface of the charge which pro- 
ject through the roof into the furnace, and three, or a multiple 
of three, bottom electrodes of mild steel rammed in the hearth. 
No regulating devices or other electrical apparatus, such as trans- 
formers or motors, are attached to the furnace itself. 'The furnace 
is purely a metallurgical apparatus, and all operations may be 
performed without risk of burning & motor or transformer, or 
exposing a regulator to dust. 

The carbon electrodes, which require continuous adjustment, are 
suspended by cables from overhead runways. When tilting the 
furnace the electrodes are drawn up. 

The lining of the furnace may be either basic or acid, and the 
roof is built of silica bricks. In a basic furnace the bottom and 


* See also illustrated article in the ELECTRICAL REVIEW, April 
5th, 1912. 
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the side walls are lined with dolomite and tar rammed in the usual 
way. Approximately 100 heats may be obtained under one roof 
when only cold metal is charged, and nearly double that number 
when hot metal is charged. The fact of the current flowing 
through the bottom increases its durability considerably, for it is 
well known that a thorough burning at high temperature is the 
best security for a high degree of refractoriness. 

The current employed is three-phase, of any convenient fre- 
quency. Different systems of connection are employed according 
to the particular requirements of the furnace. In fig. 2 it will be 
seen that there are three surface carbon electrodes which are con- 
nected to the outer terminals of the secondary windings of the 
furnace transformer, and three bottom electrodes connected to the 
three inner terminals of the secondary coil The three inner 
terminals of the transformer are obtained by separating the wind- 
ings at the neutral point, where the three secondary windings of 
an ordinary three-phase transformer are connected. By this means 
the neutral zone is transferred to the bath itself, and the current 
must gravitate from all points of supply towards this neutral zone. 
In other words, the current, though supplied from a single source 
only, is forced to flow not only between the upper and bottom 
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For the melting down of ferro-alloys electric furnaces may prove 


highly useful in large iron and steel works. For this purpose the 
arc-resistance furnace has special advantages. 

This process has been used for more than a year at Friedenshiitte 
in Upper Silesia, using an arc-resistance furnace of 2 to 3 tons. 
The furnace is in continuous operation, and is employed to melt 
down ferro-manganese for use in the basic Bessemer converter. The 
gain obtained by this process amounts generally to 0°36 shilling net 
per ton of steel, and has at times risen to over 0'4 shilling. It is 
based on the saving of ferro-manganese, which amounts to about 
30 per cent. of the former consumption when using cold ferro- 
manganese, The saving is effected by tbe taking-up of all the 
molten ferro-manganese into the bath, and the losses in the slag 
are eliminated. The molten ferro-manganese reacts much more 
vigorously, and a smaller quantity is therefore required to produce 
the same reducing effect as a larger quantity of cold ferro- 
manganese. Lastly, ferro-manganese which has crumbled to 
powder through storage for & long time may be used without 
disadvantage, whereas formerly it was considered valueless. 

The cost of the former method of heating the ferro-manganese in a 
reverberatory furnace was 4s. 2d. per ton, and that of the present 
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Fic. 1—ELEVATION AND PLAN OF NATHUSIUS FURNACE. 


electrodes, but also between any upper electrode and any bottom 
electrode. It is thus possible, with a single source of current, to 
heat the charge in all parts, provided that its resistance is sufficiently 
high, or that the current is strong enough to produce sufficient heat 
in the charge when the resistance is low. 

Experts have expressed doubt as to whether any current flows 
through the bottom electrodes or even between the bottom elec- 
trodes of this furnace. In fig. 2, in which (in two phases) the course 
of the current, flowing from the outer terminal (1) of the secondary 
winding of Phase I, is indicated by arrows and numbers, it may 
clearly be seen that it is impossible for the current to return to the 
starting pointif it passes only between the surface electrodes. Hence, 
. with this connection, no closed circuit can be established through 
{ thesurface electrodes only. Since the neutral point is disconnected 
and transferred to the bath, a circuit can only be established when 

an equalising current flows through the bottom electrodes as well 

as through the upper electrodes towards the neutral zone in the 

bath. Sinoe there is a fall of potential between any two electrodes, 

and since the electrodes are all mutually in conductive connection 
; throagh the metal bath, there must be a flow of electricity between 
the apper electrodes and also between the bottom electrodes. 
The current flowing between the bottom electrodes may be 
* strengthened by inserting a booster transformer. By this means 
the heat produced by the bottom electrodes may be regulated from 
zero to any desired maximum, just as the arc-heat may be regulated 
by lifting or lowering the carbon electrodes. By using the booster 
transformer in connection with a pressure regulator, the power 
delivered at the upper as well as at the lower electrodes can be 
| regulated to any desired degree. The regulation is based on 
„changing the voltage, is independent of the actual resistance of 
: the current, and is effected by the use of a double push-button 
without disturbing the working of the furnace and without switch- 


| ing the transformer out; it is also independent of the main trans- 
| former. 


melting-down process in an electric furnace is 198. ld. By saving 
30 per cent. on the former annual consumption of 3,300 tons of 
ferro- manganese, the gross saving amounts to £8,208 15s, This isa 


considerable saving in less than one year, due to the introduction of 
the electric furnace. 

But even if the costs of energy, ferro-manganese, and other 
items were such that there would be no net saving, it would never- 
theless be of advantage to erect an electric furnace for the prooese. 
By the use of molten and somewhat overheated ferro-manganese 
important improvements are obtained in the quality of steel, and 
the working is facilitated. 


Platinum in Russia,—Special legislation is about to 
be enacted for the regulation of the manufacture and sale of 
platinum in Russia. It is proposed to forbid the export of raw 
platinum abroad, and to confine ite refining exclusively to Russia. 
Penalties for theft and trading in stolen platinum are also 
imposed. The question of the creation of a monopoly for platinum 
refining remains unsettled.— Herue Industrielle. 


Benn Friction Clutches.—We understand that in 
response toa request by the Museum authorities, the UNBREAKABLE 
PULLEY AND MILL GEARING Co. are presenting a finished Benn 
friction clutch, complete, to be included in the permanent 
collection at South Kensington. The clutch shell is cut away во 
as to show the construction and action of the levers and toggles 
used to create the necessary driving torque, and at the same time 
lock the clutch both in and out of gear. This appliance is now 
being manufactured in nine different countries, and it is 
anticipated that by the end of the present year clutches repre- 
senting 1,000,000 H.P. will be in use. 
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NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


* Sentinel? Surplus Steam Valve. 


The use of storage reservoirs for low-pressure steam, in conjunc- 
tion with turbines taking the exhaust steam from reciprocating 
engines, has become widely extended during recent years. In some 
cames, as, for instance, in connection with winding gear or rolling 
mills, the supply of exhaust steam is irregular and occasionally 
much in excess of the capacity of the reservoir and turbine, and 
the excess steam hag to be automatically by-passed to atmosphere. 
Messrs. ALLEY X MAOLELLAN, LTD., of Sentinel Works, Polmadie, 
Glasgow, have devised for this purpose the valve illustrated in 
section herewith, for which patents are pending. The valve body 
is bolted to the storage tank by the bottom flange, and the main 
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safety plates. A massive adjustable rest is fitted to the emery 
wheel. The bearings are of the self-lubricating type, fitted with 
adjustable bushes, the length of the bearings being five times the 
diameter. The motor is of 2} H.P., totally enclosed, suitable for 
220 volts direct current, and a totally enclosed starter is mounted 
on the front of the machine; the speed of the set is 1,900 revs. per 


minute, 
Semi-Indirect Lighting. 


THE BkITISH THoMsON-HousTON Co., LTD., have recently pro- 
duced a line of semi. indirect lighting fittinge, which fills the gap 
between direct lighting with prismatic glass reflectors and indirect 
lighting on the Eye-rest" system. These fittings are supplied in 
two patterns, of slightly different shape. One is intended for 
single lampà, and the other for clusters of four or six Mazda 
lamps. The reflector bowls are made of & specially prepared opal 
glass, which transmite & small proportion of the light, but throws 
most of it on to the ceiling, whenoe it is reflected evenly over the 
room. The opal glass of which the bowls are made has a very low 
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Fic. 2.—CoMBiNED DISK AND EMERY GRINDER, 


valve D is normally held closed to slightly above the working 
pressure by two adjustable springs, of which one is seen in the 
figure; it opens with any excess of pressure. A governor is also 
provided, which ensures wide opening and prevents chattering. 
Pressure steam from the tank is admitted by the pipe a under the 
valve в, which opens when the pressure rises above normal, 
admitting steam above the pistonc. This assists the main valve 
to open. When the pressure falls slightly below normal, B closes 
and, the steam above C escaping through the pipe F, the main valve D 
is allowed to close. The resistance to the flow of steam is slight, 
and the valve, being guided on a central spindle, cannot jam. The 
parts are readily accessible, and easily adjusted. 


Emery and Disk Grinder. 


Messrs. В. R. ROWLAND & Co., LTD., of Climax Works, Reddish, 
near Stockport, have recently supplied a number of machines like 
the accompanying illustration (fig. 2), consisting of a combined 
emery and disk grinder. The disk is 12 in. in dia., and is turned 
with a spiral groove on each face. The emery wheel is 10 in. in dia 
X II in. wide, and is mounted on the makers’ improved doveta 


coefficient of absorption, and the light waste, which is a very 
general objection to semi-indirect lighting, is avoided. The 
visibility of the light source (at a greatly reduced brilliance) gives 
a more familiar aspect to the installation, and satisfies those who 
require a slightly luminous appearance. 


Variable-Frequency Machine. 


THE CRYPTO ELECTRICAL Co., of 155, Bermondsey Street, В.Е. 
are putting on the market a new machine for supplying alternating 
currents with a wide range of frequency, as the result of a large 
number of inquiries received from people who supply A.c. apparatus 
but, owing to the enormous variety of voltages and frequencies in 
use in Great Britain, are unable to test it. The generator is 
intended also for all cases where variable periodicity is required, for 
such purposes as wireless telegraphy, &c. It is possible with their 
device (which they have protected) to obtain a variation in 
frequency of 1 to 4, and under certain conditions 1 to 6 without 
an unreasonable increase in speed. The chief feature of the 
machine is that it is possible to increase the frequency from 1 to 4 
with a speed increase of only 1 to 2. 
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Auto-Transformer Starters (Drum Type). 


THE ELECTRICAL APPARATUS Co., LTD., of Vauxhall Works, 
South Lambeth Road, S.W., have recently introduced a line of 
auto-transformer starters, which, like the firm's star-delta switches, 
are of the controller type, with renewable copper contacts acting 
under the influence of strong coil compression springs. 

The springs are shunted so that they do not carry current, and 
the switch generally has been designed to require the minimum of 
attention. 

The insulation is of moulded mica throughout, and the trans- 
formers are three-phase, built up with the best armature iron 


Fig. 4.—OIL-IMMERSED AUTO-TRANSFORMER STARTER. 


stampings, with tappings giving 40, 60 and 80 per cent. of the line 
voltage. 

on illustration, fig. 4, shows an oil-immersed starter, while fig. 5 
shows the interior of the switch with transformer. A non-oil- 
mmersed but totally-enclosed starter of similar type is made by 
the firm, and automatic releases can be fitted. 

In each case the motor is completely disconnected from the line 
n the off position, so that a separate main switch is not required; 


Fie. 56.—INTERIOR OF STARTER, SHOWING TRANSFORMER. 


moreover, “full on” cannot be reached without a pause in the 
"starting " position, although the switch cannot be left in the 
latter position. 

The oil-immersed switches can also be tendered flame-proof with 
1}-in. machined metal-to-metal joints, and are supplied in sizes from 
5 to 150 H. P., the totally-enclosed type being constructed up to 75 H. p. 


Residence Reflectors. 


Referring to the reflectors illustrated in this column in our last 
issue, MESSRS. SIEMENS Bros. Dynamo Works, LTD., of Tyssen 
Street, Dalston, N.E., inform us that these types of reflector have 
been listed by them for a long time past, two of the designs being 
illustrated in their leaflet H2 of April, 1911, for use with tantalum 
lamps. 


G.E.C. New Type Wall Plug. 


We illustrate in fig. 6 a new design of weatherproof wall plug, 
which the GENERAL ELECTRIC Co., LTD., has brought out to suit 
Home Office requirements. It is made in capacities from 5 to 100 
amperes, and is constructed especially to withstand the rough usage 
which such apparatus meets in docks, railway sidings and work- 
shops. The insulation-is of impregnated hard wood, and the knife 
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Fic. 6.—G. E. C. WEATHERPROOF WALL PLUG. 


contacts are eelf-aligning. A terminal is provided in the plug for 
an earth wire, and an aperture allows inspection at the point where 
the earth wire enters its terminal, as required by the Home Office 
Rules. An automatic grip catch prevents the plug from accident- 
ally dropping out, and when the plug is withdrawn dust is kept out 
of the socket by a spring cover. 


A Model Induction Furnace. 


In the Zeit. für Elektrochemie MESSRS. FR. FICHTER & G. 
OESTERHELD describe a neat little transformer, as illustrated, 
which they have constructed for demonstrating, during lectures, 
the principle of electric induction furnaces. The rectangular 
magnet core, cut out of transformer sheet, has & cross-section 
of 80 x 80 mm., and comprises two halves, secured by an arrange- 
ment of bolts. Two magnetising coils are used, each being wound 
with 40 turns of copper wire 3 mm. in diameter. A small terminal 


. ) 40 TURNS 


PRIMARY COILS 


SECONDARY RING 


Fic. 7.—MOpDEL INDUCTION FURNACE. 


board permits of making various connections, the windings of one 
of the two coils being subdivided in.the centre for the purpose. 
Between the two coils, and insulated from them by asbestos card- 
board rings, is placed the secondary winding, consisting of a copper 
ring 10 mm. in cross-rection, and of 130 mm. internal diameter. 
On connecting the 80 turns to А.С. at a pressure of 110 volta, the 
copper ring is heated to a bright red in 1 to 2 minutes, the load being 
30 amps. The instrument can, of course, also be used as a 
laboratory transformer. 


The Multi-Meter. 


Referring to the device described in our last issue for measuring 
the resistance of lightning conductor earths, &., the ELECTRICAL 
ENGINEERING AND EQUIPMENT CO, LTD., of 109-111, New Oxford 
Street, W.C., inform us that they are the sole selling agents for the 
instrument in this country, and point out that the “ Multi-meter " 
can be used not only as a resistance bridge, but also as an ammeter 
or voltmeter, and (in conjunction with a magneto-generator supplied 
separately) as an insulation testing set, it being, in fact, a Uni- 
versal Testing Set.“ 


Vol. 71. No. 1,807, JULY 12, 1912.] 


THE ELECTRICAL REVIEW. | 51 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possibla moment. No letter can be published 
unless we hare the soriter's name and address in our possession, 


Timber Preservation. 


We have read with interest the article by Mr. W. 
Manktelow on the subject of timber preservation, in your 
issue of June 28th. As regards creosoting, it is stated that 
this process is costly and that the wood is left in a more or 
less objectionable state. These remarks may apply to the 


older processes of creosoting, but they certainly do not apply’ 


to the new Rueping process of creosoting. By this process 
the cost is very considerably decreased, and the wood is left 
dry and clean. 

As regards the value of Асло] аз а preservative, we are not 
competent to express an opinion, but we venture to suggest 
that something more than a few years’ test is necessary to 
obtain conclusive evidence of its reliability as а preservative. 
We may mention incidentally that a life of more than 
10 years has been obtained from creosoted piles in a jetty in 
the north of England. We could give other instances to 
show the great value of creosote as a preservative. 

In making any estimate of the cost of preservative treat- 
ment, it is essential that the guaranteed life of the timber 
should be taken into account. That is really the determining 
factor in all cases where the choice of more than one form of 
treatment can be given. 


Richard Wade, Sons & Co., Ltd. 
CHRISTOPHER WADE, Managing Director. 


Hull, Judy 8th, 1912. 


Railway Cab-Signalling. 


I have read with great interest Mr. Dammond's article 
on railway cab-signalling. I am entirely in agreement that 
the clear signal! must be absolutely positive, and every failure 
must give the danger indication. But as it is equally 
necessary from the traffic point of view tbat every clear 
indication must be picked up, I am rather at variance as to 
the &uperiority of the rotating contactor. 

I believe that he will find in practice that as the 
rotating contactor does not give such good contact as a 
rubbing one nor so efficiently clean the ramp rail, a stronger 
pressure will be necessary than for a rubbing contact, and 
with a suitably designed contactor, as in the Brown- 
Mackenzie system tried on the Great Central Railway, the 
sliding contact can be kept so light that the total pressure is 
of a quite small value. Since the slightest lift gives danger, 
this is a positive system, and has proved itself absolutely 
reliable. 


Sutton, July 2nd, 1912. 


H. A. Dupré. 


An Objectionable Clause. 


On dissecting the E.T.U. letter in your last issue, one 
cannot help remarking, “What a weak organisation!“ 
When a man becomes a member of it he has to keep quiet, 
as he dare not make it known to the contractor he is working 
for. Mr. Webb talks of the majority of the best men being 
in the ranks of the E.T.U. Does not Mr. Webb mean the 
majority of the men in ће “ Old Brigade? Then we have 
Mr. Webb's simile—a contractor paying a fair rate of wage, 
and a dishonest workman stealing cable. I should like to 
take Mr. Webb a little further in his logics, and ask him if 
he wonld punish a member of the E.T.U. who, when the 
contractor was away, sat about half the day hanging the job 
out? I suppose, according to Mr. Webb’s reasoning, this is 
quite right. 

We next hear that the aims of the E.T.U. are not 
Socialistic ; then why do they want to be sole arbitrators in dis- 
putes which probably will not concern them? І suppose the 

E.T.U. only look after the interests of their own members ? 
And providing the contractor employs non-Unionists and 
complies with the rate of pay, what have the E. T. U. to do in 
the matter? No, the real idea of the objertionable clause is 


to force non-Unionists employed on this work to take up.a 
Union ticket. Trade Union leaders have an erroneous idea 
of what Socialism really is. 

The objectionable clanse remains, yes, to save the faces of 
the Socialist Guardians ; but it has lost its sting, and I 
venture to predict that we shall not be troubled with it 
again. 

Why have we not had the threatened new rules and rates 
of pay hurled at us? Is it because Mr. Webb is fully 
aware that his organisation is a weak one, and comprises 
very few of the best workmen, or is he pondering over the 
recent Transport Union fiasco ? 


Perey D. Collins, 8 
Electrical Contractor, 


Wimbledon, July s/h, 1912. 


Deterioration of Traction Field Coils, 


A serious item of expenditure on the renewal side of any 
electrical tramway undertaking is undoubtedly due to the 
deterioration of field coils, and the question, therefore, arises 
as to the cause, and the best method to adopt to overcome 
this defect. 

The insulation on field coils at present in use consists 
either of a double covering of cotton, or of a covering of 
asbestos and cotton combined, the ends of the wire after 
winding being carried to a metallic connector, soldered on 
to the coil, to which the field leads are attached. 

The purely cotton-covered wire will not on traction coils 
stand a high temperature for any length of time, even if 
the coils be impregnated, and although the coils wound with 
asbestos and cotton covering combined give much better 
results, deterioration takes place ia both cases, and the coils 
have to be taken out, scrapped or rewound, in many cases 
before a useful life has been attained. 

The present methods of dealing with these defective coils 
are as follows :—(a) To clean and re-insulate the same wire, 
re-wind and impregnate the coil; (b) to adopt the American 
system, $.e., scrap the old field coils and build new ones. 

The first method is not satisfactory. The other certainly 
gives the best results, for the time being, but it does not get 
at the cause of thetrouble ; neither does the method of some 
manufacturers of impregnating new coils after winding, 
although giving a solid coil, with a high insulation resistance, 


arrest for any length of time the deterioration which 


undoubtedly sets in. 

After careful examination I have, therefore, come to the 
conclusion that the fault is due to the metallic connectors to 
which the ends of the coils are attached. As previously 
explained, these connectors are soldered on to the coils after 
winding, and immediately the temperature of the coils 
exceeds the melting point of soft solder, no matter how well 
these may have been fitted on, we get a loose joint in the 
connector, thus rendering the copper plate which is riveted 
to, and sweated on to the brass casting for the field leads, 
defective. We then get a field or fields with bad connec- 
tions, the result being that, instead of working under normal 
conditions, they get unduly heated, perishing all the insula- 


tion on the wire, and thus rendering them useless. 


To overcome this defect, { would suggest that the present 
connectors be dispensed with, and that after winding and 
insulating the field coils, the inside and outside leads of wire 
be taken direct to terminals fitted in a suitable place on the 
inside of the motor case (the exact position to be decided 
upon after examination of the respective cases). If this were 
done, there would be no possibility of any loose connections 
on the coils, and providing the coils are accurately wound 


and insulated with the highest quality of insulation, we 


should obtain perfect coils in which the temperature would 
be always equally distributed ; the life of the coils would be 
greatly increased, and the cost of renewing the electrical 
equipment, owing to the present deterioration of the coils, 
would be reduced to a minimum. ; 

That this is correct in theory is partly shown by the 
designers of the Witting motor, who, however, failed at the very 
point where they should have gone forward, by having a soft 
solder joint to connect up their coils. 

In short, I have satistied myself that the connector is the 
root of all the trouble, and if it be removed from the coil, 
as [ have suggested, we shall get a great deal longer life out 
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of the coils, economy will be effected, and such troubles ав 
fields burning out through the field coil plate and terminals, 
also motor faults due to burnt leads, will be abolished. 


Harry H. Sheppard. 
Sheffield, July 8th, 1912. 


— 


PARLIAMENTARY. 


Birmingham Tramways Bill, 


HaviNG passed the House of Commons' Committee, the Bill of the 
Birmingham Corporation was considered by the Duke of Bedford’s 
Committee of the House of Lords on July 2nd, 3rd, 4th and 5th. 
Various tramways are proposed in the Bill, the most important of 
which is one up the Hagley Road to the King's Head. When the 
Bill was before the House of Commons' Committee they cut out that 
route by which it was proposed to link up Harborne with the 
centre of the city, on the ground that it should wait until the town 
planning scheme had been further advanced. Mr. Balfour 
Browne, K.C., Mr. H. Lloyd, K.C., and Mr. W. J. Geeves represented 
the Corporation, whilst the London and North-Western Railway Co. 
and a number of residents were also represented. 

Mr. BALFOUR Browne, K.C.. explained that the only route 
opposed was the Hagley Road. This was a main thoroughfare for 
people in Birmingham, Oldbury and Halesowen, and was more or 
less a residential road. Traffic on the road had greatly increased of 
late years, and there had been a considerable agitation for tram- 
ways along it, as the existing facilities for conveyance were 
insufficient. The tramway system of the city was very extensive, 
and the only districts with anything like a large population which 
were without tramways, were Hagley Road and Harborne. 

Mn. A. BAKER, manager of the tramways department, gave 
evidence, and said he anticipated that the number of passengers 
who would be carried on the City tramway system next year, 
would approach 150 millions. Last year £46,000 was handed over 
by the tramways department for relief of the rates. The con- 
struction of the Hagley Road route proposed by the Bill would 
give them one continuous line from Bearwood to the centre of the 
city. He considered Hagley Road was an ideal road for a tramway, 
and that the tramway would give great satisfaction to everyone 
in Birmingham, excepta few frontagers on the Hagley Road. The 
capital cost of the proposed tramway, including cars and overhead 
equipment. would be £43,291. He estimated a gross profit of 
£7,314, and a net profit of &pproximately £3,000 from their 
working. 

Replying to Mn. TALBOT, К.С. (for the North-Western Railway 
Co.) Witness said the Tramways Committee had been considering 
the application of the trackless trolley system to Birmingham, but 
not in connection with the Hagley Road route. He did not think 
trackless cars could deal with the mass of people on that road. 

In re-examination, Witness said he favoured tramways as against 
motor- buses. Owing to the difficulties of turning round in New 
Street, he thought motor-’buses would be more obstructive to the 
. public convenience than tramcars, 

A number of local witnesses were called and gave evidence in 
support of the Bill. 

Mn. А, Dickinson, consulting engineer, of Birmingham, con- 
firmed the estimates of Mr. Baker, and expressed the opinion thata 
motor-'bus service equal to that of a tramway service could not be 
given profitably. 

Mr. Н. Н. Joy, counsel fora number of frontagers, called several 
witnesses, who expressed the opinion that the tramways would 
seriously prejudice the district. 

Мв. KINGSFORD, the secretary of the Birmingham and Midland 
Motor-Omnibus Co., gave evidence to the effect that his company 
would provide a proper number of "buses for the Hagley Road 
route. 

Mr. G. Conary, consulting engineer, in answer to Мк. Joy, eaid 
he had grave doubts as to the future of tramways, although he 
would not go so far as to say omnibuses would sweep them off the 
face of the earth. 

Mz. TALBOT, K. C., on behalf of the London and North-Western 
Railway Co., submitted that the present facilities offered by the 
company were sufficient, but if the Committee were of opinion that 
further facilities were required, then he urged that a system of 
traction should be adopted which would throw the smallest burden 
on the ratepayers, 

The CoMMITTEE decided to allow the proposal, and there being no 
opposition to other parts of the ill, it was ordered to be reported 
for third reading. 


Midland Railway (L. T. & S. R. Purchase) Bill, 


AFTER a long hearing, the Select Committee of the House of 
Commons, presided over by Sir Compton Rickett, has passed the 
preamble of the above Bill by which the London, Tilbury and 


Midland Co., the shareholders in the latter concern taking stock of 
the Midland Co. for their present holdings, The Bill hag already 
been passed by the House of Lords’ Committee, the opposition of the 
Great Eastern Co. being then me‘ by the promoters agreeing to give 
the Great Eastern equal facilities to those they enjoy at present in 
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regard to Fenchurch Street station. The only opposition to the Bill 
came from the Great Northern Railway Co. 
SIR Guy GRANET, general manager of the Midland Railway Co., 


Arising out of the evidence of Mr. R. Philipson, the general 
manager of the Port of London Authority, in support of the Bill, 
the Chairman asked for further evidence as to the electrification 
of the line being compatible with the development of goods traffic. 

SIR G. GRANET said it was quite possible to have a thoroughly 
good electric service without running such a number of trains as 
would make it impossible to deal with goods traffic, and if any 
difficulty arose he would advise that some means of dealing with 
the electric passenger service should be found that did not inter- 
fere with goods traffic. It would be possible to accommodate an 
increase of 100 per cent, on the present traffic. 

In the course of the proceedings the CHAIRMAN pointed out that 
although the Midland Co. had promised to electrify the line, yet 


Mr. TAI nor, K. C., for the promoters, agreed that this was 80 - 
but he was prepared to justify the Bill apart from the question of 


The preamble of the Bill was eventually approved of subject to 
the insertion of the following clause: “The company shall forth- 
with prepare a scheme for working traffic by electrical power by 
the direct route between Fenchurch Street Station and Southend, 


out such scheme within seven years from obtaining such powers or 
such time as may be extended by Parliament afterwards,” 


Brighton Tramways Bills, 


AFTER a week's adjournment the Bills promoted by the Corpora- 
tions of Brighton and Hove for the construction of systems of 


consideration of the suggestion thrown out by a member of the 
Committee that the Hove Corporation, which seeks to remove the old 
tramway owned by the British Electric Traction Co., should make 
some payment to the company. 

Mr. BALFOUR Browne, K.C. (for the Hove Corporation), now 
said his clients were prepared to give £1,000 for the old materials 
in the roadway in Hove. About a fifth of the company’s tramway 
was in Hove. Theoffer was, of course, contingent on the preamble 
of the Bill being proved. 

Mn. Hutcuison, К.С, (on behalf of the British Electric Traction 
Co.), agreed to the offer, but pointed out that it was not accepted 
from the money point of view, but from the point of view of 
Principle, They did not want such a clause ав the Hove 
Corporation originally proposed brought up at some future time as a 
precedent, 1 

The Committee recalled the Mayor of Hove with reference to a 
number of letters which had been received from residents in 
opposition to the proposal. In reply to questions, the Mayor said 
that the Corporation of Hove had passed a resolution opposing the 
tramway proposals which had never been rescinded. There could 


Motor-'busses would serve the purposes of Hove, and, 
personally, he thought of Brighton also, and he could not see 
why Brighton could not see eye to eye with them and adopt that 
system. 

The CH AIRMAN pointed out that the Committee were placed in an 
awkward position because the Corporation of Hove were the pro- 
moters of the Bill, and yet the Mayor told them that the people of 
Hove were opposed to it. Witness asked the Committee to under- 
stand that Hove promoted the Bill as a precautionary measure, If 
they had not Brighton might have got their Bill to empower them 
to run through Hove. He would himeclf rather have the trackless 
vehicles installed by Hove than allow another borough to use their 
roads, 

Atter further discussion, the Committee intimated that having 
regard to the pledges given by the representatives of both Corpora- 
tions they had decided to prove the preambles of both Bills, 


London Electric Railway Bill, 


THE Duke of Bedford's Committee of the House of Lords com. 
menced the consideration of the Bill promoted by the London 
Electric Railways Co. on June 28th, and concluded their hearing 
on July 3rd by passing the preamble, after cutting out several 
clauses, 

MR. BALFOUR Browne, K. C., who appeared for the promoters, 
explained the provisions in the Bill. At present the Baker Street, 
and Waterloo Railway is being extended from Edgware Road to 
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Paddington, and it was proposed by the Bil] to further extend 
from Paddington to Queen's Park. where there would be a junction 
with the line of the London and North-Western Railway now being 
converted to electric traction. The North-Western Co. would find 
£1,000,000 for the construction of the new line, and the London 
Electric Railways Co. had agreed to pay interest on this amount, 
and would also be bound to run a minimum of four trains per bour 
from the Elephant and Castle to Watford over the new line. The 
Bill also authorised the company to take over the authorised rail- 
way of the Edgware and Hampstead Co., and to construct a moving 
staircase in substitution ifor the passenger lifts at the Oxford 
Circus Station. 

Having heard evidence, the Committee rejected the Oxford Circus 
scheme. There was no opposition to the other portions of the Bill, 
and. having heard formal evidence, the Bill was ordered to go for 
third reading. 


Illumination Committee.— Mr. Lynch asked the Home Secretary 
whether he proposed to limit the proposed committee on illumination 
to the personnel of the department, in view of the eventuality of an 
international congress on iliumination, having regard also to the 
scope of inquiry of the French commission ; and whether experts 
competent to deal with every aspect of the question, and two or 
three Members of Parliament to consider the problems in their 
legislative bearings, would be appointed on the committee. Mr. 
McKenna replied that it was not the intention to limit the com- 
mittee to officiale of the department. The committee would be one 
of experts, and they would be chosen as far as possible to represent 
the varied scientific questions involved. In view of the fact that 
the inquiry would be of a scientific character, he did not think it 
would be desirable to add non-scientific members to the committee. 
The consideration of the administrative or legislative action would 
comelater. Mr.Lynch also asked whether the Home Secretary would 
consider it wise not to restrict the question to the means of establish- 
ing a standard of illumination, but would so extend the terms of 
reference as to permit the investigation of & number of other 
matters of industrial as well as scientific interest. Mr. McKenna 
said the exact terms of reference were not yet settled, but it was 
intended that they should be wide enough to allow the committee 
to institute such scientific investigations as might be necessary in 
order to enable them to advise not only as to standards, but also 
generally upon the lighting of industrial premises. 


Lighting of the House of Commons.—Mr. Lynch asked the 
representative of the First Commissioner of Works, whether experi- 
ments had been carried through with regard to different filaments 
for the electric lights of the House; and, if so, whether he could 
state the conclusions obtained. Mr. Wedgwood Benn, in reply, said 
that experiments with different filaments were not carried out as the 
tungsten filament was considered the best. 


Loch Ericht Water and Electric Power.— This Bill has 
been passed by the Unopposed Bill Committee of the House of 
Lords and referred for third reading. By the Bill it is proposed 
to incorporate a company with & capital of £450,000 to construct 
and work a water-power for electrical] generating stations at Loch 
Rannoch, in the county of Perth. 


Electric Lighting Provisional Order (No. 2) Bill.—This 
Bill, prornoted by the Board of Trade for the confirmation of 
certain electric lighting orders, has been passed as an unopposed 
measure by Lord Donoughmore's Committee of the House of Lords. 
The Bill confirms orders in respect of Abercarn, Aylesbury, Bid- 
dulph, Burnley, Darton, Doncaster, Dorchester, Ilkley, Pontefract 
and Sherborne. 


Speedometers.—-Replying to Mr. S. Collins, Mr. J. Burns says 
he is advised that it would be within the powers of the Local 
Government Board to require every motor-car to carry a speedometer, 
but he does not find that a sufficiently reliable instrument has yet 
been devised to jugtify his making the use of such an instrument 
compuleory. 


Bognor Electricity.—The Bill of the Bognor Gas Co., which 
seeks power to generate and supply electricity in the area of their 
gas supply, has been passed by Lord Donoughmore's Committee of 
the House of Lords as an unopposed measure. When the matter 
was before the House of Commons’ Committee, the opposition was 
withdrawn on the understanding that the promoters would come to 
a satisfactory arrangement with the promoter of an electric lighting 
order, who is already supplying a block of business premises, and 
the kursaal of which he is the owner. 


County of Lanark Tramways Bill.—The Bill promoted by the 
Lanark County Council for the construction of tramways and for 
the acquisition of the Lanarkshire Tramways Co.'s undertaking has 
passed the House of Lords’ Unopposed Bill Committee, and been 
referred for third reading. Terms have been arranged with the 
Tramway Co., and it is provided that if within two years after the 
construction of the lines proposed in the Bill, the undertaking of 
the company is not purchased, then the company will have power 
to acquire the new lines. 


Second Reading.—In the House of Lords on July 3rd, the 
LC. C. (Tramways and Improvements) Bill, and on the following 


day the Preston, Chorley and Horwich Tramways Bill, were read a 
second time. 


LEGAL. 


ROBINSON r, NEAL. ; 


Ix the Divisional Court on Thursday last week, before Mr. Justice 
Ridley and Mr. Justice Lush, Mr. Hogg applied for an order for a 
mandamus to the magistrate of Chester to make and sign a special 
case in the case Robinson and Neal. 

Mr. Носс said on May 29th bis client, Mr. Neal, was served with 
а summons for the recovery of the sum of £8 12s. 2d.—the balance 
said to be due for the supply of 1s. 6d. worth of electricity. and 
£8 10s. 8d. for electric cable and motor fixed by the Corporation so 
far back as July, 1911. As to the supply of electricity, defendant's 
solicitor submitted that this was a continuing debt, and as to the 
motor and cable, it was contended that under the Summary Juris- 
diction Act, there was no jurisdiction to hear the summons. The 
magistrate over-ruled these objections, and without giving any 
reasons, entered judgment for the plaintiff, 

The Court granted the rule. 


THE TELEPHONE ARBITRATION, 
(Continued from page 38.) 


SIR A. CRIPPS said it had been agreed that the evidence should be 
confined to the first four plant items, and that other items might 


be left over with regard to that inquiry. 


His LORDSHIP said that seemed to involve more than one 
inquiry. 

Sır A. CRIPPS said the big inquiry was undoubtedly the plant 
cost. If they took the item of plant cost the evidence would be 
finished before the Long Vacation. 

MR. JUSTICE LAWRENCE said the proposal would involve either 
a postponement until after the Long Vacation or the making of 
more than one award, and he was not sure they had the power to 
make more than one award. ^ 

SIR A. CRIPPS said he thought probably the Court would have 
to deal with the matter in more than one inquiry, but he thought 
the suggestion of an interim award would be the most convenient. 
If that were done other matters might smooth down. 

His LORDSHIP pointed out that that would involve counsel 
making speeches on the first part of the case, and having the right 
to make speeches on the further part. 

SIR ALFRED said an interim award was wanted for а certain 
sum agreed upon, because the Government were anxious to pay the 
company and the latter were anxious to receive it in the interests 
of the preference shareholders. It was not as a question of speed 
that they asked for the award, but they thought the matter could 
be conveniently dealt with in two separate compartments. 

His LORDSHIP agreed, but said there was a certain amount of 
difficulty in making an award before the Long Vacation. 

SIR A. CRIPPS said both sides agreed that there was an advantage 
in having an interim award for a definite figure, say about 
£3,000,000, because that would enable the claimants to deal with 
their preference shareholders, and the Government would escape 
paying a high rate of interest up to the time of the making of the 
award. By an agreement upon an interim award, it would be 
unnecessary to press for the ultimate award at an early date. 

His LORDSHIP asked if there were any advantage in giving an 
interim award if the parties had agreed upon the sum to be paid on 
certain items 

Sin A. CRIPPS said that according to the Telephone Transfer 
Act the money was not to be paid by the Government, except on an 
award made by the Court. 

The SOLICITOR-GENERAL said there was a Treasury difficulty, 
and one which the Postmaster-General had not the power to get rid 
of. He agreed, looking at it in a business way, that it would be a pity 
if it were possible to deal with a substantial part of the case to 
postpone it unduly, because undoubtedly it was a serious burden 


- thrown upon the State to have to pay interest on what might turn 


out to be a large sum of money — larger than was reasonable and 
commercially fair. He asked for an opportunity of consulting the 
Attorney-General and mentioning the matter again. 

His LoRDsHIP said the Court was anxious to fall in with the 
views of counsel, 

SIR ALEXANDER KENNEDY, continuing his evidence, said he had 
compared the cost to electric lighting companies of underground 
work with the figures given by Mr. Gill for the cost of under- 
ground cable work in connection with the National Telephone Co. 
So far as digging up the road and reinstating work was concerned, 
they were fairly comparable, but, of course, so far as the cables 
themselves were concerned, there was no comparison. 

Cross-examined by SIR JOHN SIMON, Witness said the problem 
was what would be the cost of the undertaking if made brand new 
by the contractor at the time it was taken over. 

In all your large experience of tramway undertakings that is 
always the method applied by valuers . — Les, what it costs the 
contractor to do the work completely. 

Is 10 per cent. for contractors’ profit a usual and reasonable 
figure — I am afraid I cannot say, I tried to find out from some 
contractor friends of mine, but I was unable to do so. 

Contractors’ profit is usually charged on contractors’ costs /— Yes. 

In answer to his LORDSHIP, SIR J. SIMON said the odd thing was 
that Mr. Gill’s figures for contractors’ profit were calculated on 
something quite apart from the contractors’ costs for material, &c. 

Mr, ANNS, chartered accountant and secretary to the company, 


. was again called into the box for further cross-examination on the 


company's figures The salaries for the euvineering department 
E 


— € €———— —À— P ——— O 


54 THE ELECTRICAL REVIEW. 


[Vol 71. No. 1,807, JULY 12, 1913, 


were calculated at £181,142, he said, and for the solicitors’ depart- 
ment at £63,000. 

SIR J. SIMON: According to your basis of calculation, if the 
engineering department figure is £181,142 and the solicitors' depart- 
ment £63,000, then it follows that there would be three times as 
much space and office room in the engineering department as there 
is in the solicitors’ department ?—Yes, that is the assumption. 

Do you really think that is approximately correct ?—Well, it is 
rather difficult to say. 

I should think it is.—This is head office engineering. It is not 
as if you had a large number of workshops. I think it would 
be fair to take a three to one basis. 

SIR A. CRIPPS said at a later stage of the proceedings that he was 
glad to inform the Court that the friendly feeling which sometimes 
exhibited itself in Court had shown itself in a very agreeable 
manner behind the scenes, and one or two more matters had been 
most satisfactorily arranged between the parties. It had been agreed 
that the sum of £592,548 should be allowed for one of the items of 
plant cost. 

MR. JAMES SWINBURNE gave evidence in support of the 
company's claim. In his opinion the table of depreciation pre- 
pared by the company was perfectly sound. It was a much better 
principle to take the purchase price over a number of years instead 
of endeavouring to arrive at it by taking one particular year. 

Mr. W. WILSON Cook, late assistant engineer-in-chief to the 
National Telephone Co., said he assisted Mr. Gill in preparing the 
figures for the company, and he supported that witness's evidence. 
There were 1,507 exchanges in the company's system, and the esti- 
mated cost of construction was £2,641,640. The depreciated valua- 
tion was £2,297,598. He had divided the exchanges into three 
classes for the purposes of valuation, viz.: the electric battery 
exchanges, the local battery exchanges. with more than 300 lines, 
and the local battery exchanges with 300 lines and under. There 
were 67 central battery exchanges, and 167 local battery exchanges 
with more than 300 lines, Each of these exchanges had to be 
valued separately. With regard to the remaining 1,273 exchanges, 
it had been arranged that a certain number should be taken as 
typical of the rest. 

Mr. JUSTICE LAWRENCE 8skgd whether some arrangement could 
not be arrived at with regard to the 234 exchanges which had been 
valued separately. If this were not done, the Court would have to 
go into 234 valuations. 

MR. BuCKMASTER, K.C., said on the question of the prime cost of 
constructing the 234 exchanges, the parties were not very wide 
apart. The real difficulty was with regard to the loading of the 
original figure by percentages. 

Mr, JUSTICE LAWRENCE suggested that the parties might finally 
agree as to the original cost of the 234 exchanges and the unit cost 
of the remaining 1,273. 

SIR A. CRIPPS said the parties would endeavour to do this. 

Mr. BUTTERWORTH, general manager of the North-Eastern 
Railway Co., was called by the Telephone Co., and stated that 
his company had 17,000 miles of telegraph and telephone lines. 
Their poles cost them the same figure as that claimed by the National 
Telephone Go. In dealing with the execution of large works cost- 
ing several millions, witness gave it as his opinion that it was 
impossible to avoid the expense of raising capital. Therefore, such 
cost was part of the value where value was based on cost. On the 
question of depreciation, he said the company’s methods of valuation 
were quite right. 

SIR WILLIAM PLENDER, of the firm of Deloitte, Plender, Griffiths 
and Co., the well-known firm of chartered accountants, and Pre- 
sident of the I.C.A., gave evidence on behalf of the company. 

Examined by SIR A. Cripps, he said he was consulted in the 
transfer of the water and docks companies and other undertakings. 
He thought the method of the Telephone Co. in arriving at the 
amount of depreciation was perfectly correct. 

Мв. W. W. Соок was cross-examined by the Solicitor-General in re- 
gard to the company's claim for subscribers’ apparatus, The tables, 
he said, showed there were 524,122 installations, and the cost was 
£3,750,000, after deducting depreciation. Theclaim of the company 
amounted to £3,056,474. Dealing with particulars of the claim, 
witness said that the company paid £2 13s, 3d. for a particular instru- 
ment, which was supplied by an Antwerp company amongst others. 

The SoLiCITOR-GENERAL pointed out that under the contract 
dated May 11th, 1911, the Government purchased the same kind of 
instrument of the Antwerp firm at £2 9s. 8d., or a difference of 
Зв, 7d. That sum had to be multiplied by 139,396, the number of 
this particular type of instrumente for which the company were 
claiming. 

Mn. GATHORNE HARDY suggested that the documents relating 
to the purchase of these instruments should be examined by both 
sides in order to see where the difference arose. ° 

Мв. DANCKWERTS said he noticed that the Government contract 
provided that the instruments should be British made, whereas 
they came from foreign manufacturers. 

Мв. GATHORNE HARDY said the Court had enough to do with- 
out going into the question of Tariff Reform, 

At this juncture of the case, the ATTORNEY-GENERAL asked how 
long the case for the company would last, and what Sir Alfred 
Cripps proposed to do at the close of the evidence. He was 
anxious to know before he opened his case what was the claim in 
money, and what sum was put forward as representing value of 
the plant. He was very desirous of dealing with the part of the 
case concerning plant before the Long Vacation. 

. SIR A. CRIPPS said he saw no reason why that part of the case 
should not be finished before the Long Vacation, 

The ATTORNEY-GENERAL said that if the Court came to a con- 
clusion upon the matter he hoped an interim award would be 
given. If the parties agreed to a consent order, subject to the 


assent of the Court for the payment of an amount on account, that 
would relieve the situation very much. If they did not do that 
the difficulty was that by an adjournment of over two months the 
payment of 5 per cent. interest would be thrown upon the exchequer 
in respect of a large sum of money during the two months in 
which the Court would be in vacation. 

His LogpsHIP intimated that the Court was anxious to fall in 
with the views of the parties on that particular point. If both 
sides would agree upon a certain figure and consent to an interim 
award, the Court would give it before the long adjournment. 

Str ALFRED Cripps thought that the Attorney-General was 
rather optimistic in assuming that the award for the whole plant 
would be given so early. He did not think it would, but another 
form of meeting the difficulties he hoped might be arranged. 
The consent to an award of something like £3,500,000 was not yet 
completed. 

The ATTORNEY-GENERAL said he did not think it could be done 
before the Long Vacation, but he did not think it need stand over 
until after the long adjournment. 

Mr. W. Cook was then further questioned in the witness box with 
regard to the payment made to company’s employés during holiday 
times, and the averages arrived at in the tables calculating wages, 
&c. In the case of a foreman in the company's employ about two 
weeks’ annual holiday in the year were paid for. 

SIR Guy GRANET, general manager of the Midland Railway Co., 
was called for the National Co. He said his company maintained 
17,000 miles of telephone and telegraph lines; 14,000 miles of 
this belonged to the Post Office. It was largely telephonic, 
because the company were superseding the telegraph by the tele- 
phone, especially between the signal boxes. His company con- 
structed the trunk telephone from London to Settle for the Post 
Office, 248 lineal miles. The railway company's figure for the cost 
per pole was little above that estimated for pole cost in 
the National Telephone Co.'s claim. He agreed with the 
method adopted by Mr. Gill in calculating depreciation. If 
they dealt with the problem of arriving at the then 
value, they had to take into consideration the fact that the 
plant was satisfactorily constructed and established and in a profit- 
earning condition. He thought undoubtedly that the method 
adopted by Mr. Gill was the correct one, subject to it being a fact 
that the charge for maintenance was a constant charge and not 
an increasing one. If it were an increasing one, it would not be 
possible to look at the matter in the same way. It was also sub- 
ject to the life of the articles in question being correctly estimated. 

Cross-examined by SiR J. SIMON, witness said he had assumed 
that the plant was to be built up little by little, and that a very 
substantial tract of country might be fitted up in a space of two 


years, i 

Mn. W. E. WESTON, formerly chief of the statistical department 
of the National Telephone Co., now in the employ of the Post Office, 
gave evidence upon agreed figures in regard to the plant cost. 

This concluded the evidence for the company on the item of 
£ 17,000,000 for plant cost, which it was decided the Court should 
deal with completely before the Long Vacation, and SIR ALFRED 
Cripps addressed the Commissioners generally on the tables, data, 
&c., bearing upon that item. He pointed out that there was not 
more than 5 per cent. difference between the parties on the 
extremely complicated tables of figures which had been produced, 
and he thought that it was a remarkable testimony to the great 
care with which they had been prepared. 

SIR J. Simon: My learned friend must be saying that upon 
instructions, because there is no evidence to that effect. 

Sin A. Cripps said that he was entitled to make the submission 
whether he was right or wrong. He was told by some the 
difference was only 1 per cent. 


(To be continued.) 


GARLAND r. NEWCASTLE-ON-TYNE CORPORATION. 


AT the Newcastle-on-Tyne Assizes, on 6th inst., before Mr. Justice 
Scrutton, Harry Saxton Garland and his wife Elizabeth Garland, 
of 86, Fern Avenue, Newcastle, sought to recover damages from 
the Newcastle Corporation for personal injuriés to Mrs. Garland, 
caused by a tramway accident. The defendants denied that Mrs. 
Garland was injured to the extent alleged, and that was the issue 
before the jury, the accident itself being admitted. According to 
counsels statement, the plaintiffs were in an Osborne Road car 
which came into violent collision with a Gosforth car at the foot 
of Northumberland Road. 

Dr. W. E. Hume, for the defence, gave it as his opinion that 
Mrs. Garland’s symptoms would disappear very soon after the 
verdict of the jury was given. They were mostly mental. 

Мв. SHORTT pointed out that Mrs. Garland had already spent 
£15 158. on medical fees, and she was entitled to something for the 
pain and suffering she had undergone. 

The jury found for the plaintiffs for £115, and judgment was 
entered for that amount with costs. 


ARMSTHONG AND ARMSTRONG т. NEWCASTLE-ON-TYNE 
CORPORATION, 


AT the Newcastle-on-Tyne Assizes on the 6th inst, the hearing 
concluded before Mr. Justice Bankes and a special jury, of this 
action, in which Robert Bayles Arms and Daisy Bayles 
Armatrong claimed damages against the d ta for personal 
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and other injuries sustained by them on November 26th last, 
through the alleged negligence of the defendants in leaving a tram- 
way standard in the middle of Scotswood Road, in such a position 
as to be a danger to the public using the road. The defendants 
denied negligence, and alleged contributory negligence on the part 
of the plaintiffs. i 

Mr. Scorr Fox, K.C., in opening for the plaintiffs, said that on 
November 26th, Mr. and Miss Armstrong and the former's son were 
motoring along Scotawood Road, and were following the tramlines. 
Upto point about 15 minutes’ walk from the Central Station, 
Newcastle, the overhead wires were supported by poles standing at 
each side of the road ; at the point indicated, however, the system 
changed, and the poles were there placed in the middle of the road. 
Up to that place, Mr. Armstrong, who had been driving the car, 
had been accustomed to the poles being at the side of the road, but 
at that point he drove towards the centre of the road in order to 
safeguard himself from the traffic which might emerge from the 
aide streets. In doing so he crashed into the first centre pole. The 
ear was seriously damaged, Mr. Armstrong was severely shaken, 
and Miss Armstrong was thrown through the glass screen. 
Counsel contended that the pole should have been properly lighted. 
The Corporation, on the other hand, contended that the system was 
sanctioned by the Board of Trade 10 years ago, and that the place 
was efficiently lighted. He (counsel) contended that the sanction 
of the Board of Trade, granted 10 years ago, could not be taken as 
a guarantee that the system was safe. 

The PLAINTIFF, а mechanical engineer, living at Heaton, New- 
castle, bore out his counsel's statement, and added that it was dark 
at the time of the accident, and he did not see the centre pole. 

Miss ARMSTRONG gave evidence as to the absence of light and 
as to her injuries, and the landlord of an hotel near the scene of the 
accident said that he recollected two previous accidents by collisions 
with the same centre pole. 

After medical evidence had been called by plaintiff, MB. Davin 
BALFOUR, jun., engineer, was called, and he said it was dangerous 
to have a pole in the centre of four street junctions like the place 
in question. It was an obstraction, and ought to have been 
lighted. 

Mr. FREDERICK EDGE, civil engineer, and formerly city 
engineer for Newcastle, expressed the opinion that all centre poles 
ought to be taken away; but if they were not removed, they 
should be lighted so that they could be easily seen. He considered 
the centre pole in question very dangerous. In several towns, 
centre poles had been removed because of the danger to traffic. 

MR JAMES SIDNEY CRITCHLEY, vice-president of the Insti- 
tute of Automobile Engineers, said the tendency was now to 
remove centre poles wherever possible. He had not seen a single 
unlighted pole. In London all were lighted. He did not know a 
town where the first centre pole was not lighted. 

MR. WAUGH, addressing the Court for the defence, said that, so 
far as the placing of the standard in position was concerned, the 
defendants had the authority of Parliament to do it. Its position 
alone, therefore, would not give rise to any cause of action. The 
jury had to find that the defendants had been guilty of some neglect 
of duty towards the plaintiffs which itself was the cause of the 
accident. He submitted that there had been no neglect of duty at 
all. Had the plaintiffs kept a proper look-out, and had the car been 
going at a reasonable speed, under the circumstances, the car could 
not possibly have collided with the standard, 

Мв. ERNEST HATTON, manager of the city tramways, gave 
evidence as to the Board of Trade sanction of the centre-pole 
syatem. That was the first accident that had, to their knowledge, 
been reported to the Corporation since the pole was erected. 

In reply to Mr. Scott Fox, witness said it was a matter of opinion 
whether side poles were better than centre poles. Standing at that 
particular centre pole at 10 o'clock at night in December, he could 
clearly read the print of a newspaper. The centre-pole system was 
preferred because of the danger under the other system of the over- 
head wires falling on to the street. 

Evidence was then called to show that the lighting was adequate 
at the place of the accident, and a constable said that at the time 
of the accident the plaintiff made no complaint of the lighting. 

His LORDSHIP, in summing up, said if the jury thought the pole 
was so insufficiently lighted as to be a cause of danger, they would 
come to the conclusion that it was negligent on the part of the 
Corporation not to provide adequate lighting. But, even if they 
came to the oonclusion that the pole was a source of danger, and 
insufficiently lighted, they had to be satisfied that the plaintiff 
could not, by reasonable care, have avoided the accident. 

The jury found for the plaintiffa awarding Mr. Armstrong 
£37 58. and Miss Armstrong £80. Judgment was entered acoord- 
ingly, with costs. 


Pym r. SOUTH SHIELDS CORPORATION. 


JUDGMENT in this case (which was mentioned in our last issue) 
was entered at the Newcastle-on-Tyne Aseizes on July 4th, on 
Mr. Meynell's application, for £145 and costs in. both trials, that in 
which the jury disagreed, and the last hearing. 


Electric Fans in Formosa,—According to Der 


Mechaniker, there exists at the present time a lively demand for 


electric fans in Formoss. The power station in Taihoku, a State 
concern, has laid in a stock for this season of 252 16-in. fans, and 
1,487 12-in. fans. Local representation for the pushing of sales is 
recommended, 


BUSINESS NOTES. 


Correction.—In the 1912 edition of the Universal 
Electrical Directory, the names of the GILBERT Акс LAMP Co., 
LTD. ENGINEERING © ARC LAMPS, LTD., and Авс LAurs, LTD., 
were by pure inadvertence omitted from the Arc Lamp Manufac- 
turers’ section among the classified trades. All three companies 
however, will be found in the Alphabetical Sections. 


Leeds.— Messrs. CLAYTON & Co., HUDDERSFIELD, LTD., 
of Huddersfield, have just completed a petrol-motor tower wagon 
to the order of the Leeds Corporation Tramways Department. 


Books Received, — Reception des Signaux Radio- 
télégraphiques Transmis par la Tour Eiffel.” 1912. Paris: 
Gauthier-Villars. 

"Il Nuovo Cimento.” June, 1912. 

„The School of Mines Quarterly." Vol. XXXIII, No. 4. July, 
1912. New York : Columbia University. Price 50 cents. 

“The Electric Circuit.” By V. Karapetoff. 1912. London: 
Hill Publishing Co., Ltd. Price 8s. 6d. net. 

Testing of Electrical Machinery, for Non-Electrical Students." 
By J. H. Morecroft and F. W. Hehne. 1912. London: Constable 
and Co., Ltd. Price ба. net. 

"Wireless Telegraphy for Amateurs." By R. P. Howgrave- 
Graham. Price 2s. net. "How to Drive a Motor-Cycle.” By 
"Phoenix." Price tid. net. London: Percival Marshall & Co. 


Pisa : Tipographico Toscano. 


Dissolutions and Liquidations.— RENO ELECTRIC 
STAIRWAYS AND CONVEYORS, LTD. -A meeting is called for 
August 7th at 1, Basinghall Street, E. C., to hear an account of the 
winding up from the liquidator, Mr. M. Lancaster. 

FRENCH ELECTRIC LIGHTING Boarps, LTD.—À meeting із 
called for August 29th at 13, Basinghall Street, E.C., to hear an 
account of the winding up from the liquidator, Mr. W. H. Pannell. 

FLEET BRASS Co. brassfounders and manufacturers of electric 
fittings, 9 and 11, Fleet Street, Birmingham.— Messrs. A. Raybould 
and У. Huxley have dissolved partnership. All debte, &c.. will be 
attended to by the Fleet Brass Co., Ltd., whose registered oflice is 
as above. 


Holidays.— We have received an interesting illustrated 
handbook relating to Deal and its attractions as a holiday resort. 
The book is an official publication of the Corporation, and copies 
can be obtained free by sending a postcard application to Mr. A. C. 
Brown, Town Clerk. Municipal Offices. 


South Africa.—The British and South African Export 
Ga:ette states that the purchase of electrical hoists for tram 
haulage at the Shamva Mine is to be undertaken ; also that plans 
and specifications are in course of preparation for an electrical 
power plant for this property estimated to cost about £100,000. 


Catalogues and Lists.—Mr. G. BRAUI Ik, 8, Lambeth 
Hill, London. E.C.—New catalogue (ninth edition) of 170 odd 
pages, illustrating and stating prices of & great variety of electric 
light fittings, glassware and other manufacturee. Opening with a 
number of different styles of bracketa, ceiling fixtures, hall lanterns 
and pendant fittings, there are many examples of electroliers in 
different styles with chain suspension, church fittings, adjustable 
pendants for dining and dressing rooms, French bronzes, standards, 
wireless cluster fittings, ships’ fittings, illuminated signs, street 
and shop lighting fittings, and many accessorial parts, followed 
with electric radiators, heating and cooking apparatus, and glass 
and silk shades. 

MESSRS. STEWARTS X LLOYDS, LTD., Winchester House, London, 
E.C.—New catalogue (Section О”) of 12 large pages, giving illus- 
trated descriptions of several designs of branch service connections 
for use in conjunction with their steam pipes. The designs are 
suitable for gas, water and air mains. 

MESSRS. JAMES KEITH & BLACKMAN & Co., LTD., 27, Farringdon 
Avenue, London, E.C.—Several illustrated pamphlets; No. 15, 
describing the new open electrically-driven Keith fan; No. 22, 
dealing with the Keith electric plenum ventilators for window, 
railway carriage and tramcar service; also a pamphlet on Indus- 
trial Unrest,’ in which Mr. James Keith puta forward what he 
regards as the only possible solution. He advocates the formation 
of a great federation of capital and labour. 

THE ELECTRICAL ENGINEERING AND EQUIPMENT Co., LTD., 
109-111, New Oxford Street, London, W.C.—Several illustrated 
price cards relating to electric fans, Mego- meter insulation 
testing seta, &o. 

Messrs. WILLANS & ROBINSON, LTD., Victoria Works, Rugby.— 
Well-bound fully-illustrated catalogue containing descriptive 
matter concerning the special features of their Willans disk and 
drum turbines; impulse and reaction blading; rotors; steam 
glands and packing; bearings and lubrication ; governor gear ; 
back pressure and pass-out turbines; exhaust steam turbines ; 
mixed pressure turbines ; and mixed pressure governor gear. A 
large number of half-tone illustrations of complete plante and parts 
thereof are given, also explanatory line drawings, and at the end 
occupying many pages is an imposing list of users of Willans 
turbines, type, speed, and capacity being stated. We have no doubt 
that power station engineers and designers at home and abroad will 
welcome this fine publication. 

THE WESTINGHOUSE BRAKE Co., LTD., 82, York Road, King's 
Cross, London, N.—86-page pocket booklet entitled Compressed 
Air and ite Uses.“ 
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Messrs. ScHOLEY & Co., LTD. 151, Queen Victoria Street, 
London, E.C.—56-page catalogue containing full descriptive and 
tabular price and other information relating to switchgear for both 
A.C. and D.C. circuits, which is intended for the use of super- 
intending engineers and those engaged in buying offices. Motor- 
starters, regulators, and drum type controllers for D.C. circuits are 
covered in Section I; starters and switchgear for A.C., circuit- 
breakers, switches, distribution boards, instruments, electric speed- 
ometers and resistances are dealt with in Section II. 

Messrs. SIEMENS Bros. DyNAMO Wokks, LTD., Tyssen Street, 
Dalston, London, N.E.—New price list W.B. L.1, giving tabulated 
particulars and illustrations of Wotan battery lamps for motor- 
сагв, motor-'buses, yachts, model lighting, and flashers for miners’ 
lamps, including a number of new types. The firm has arranged a 
new scheme of discounts, regarding which information can be 
obtained on application either to Dalston or to any branch. 

For the coming lighting season MESSRS. SIEMENS Ввоз. 
Dynamo Works, LTD. of Dalston, have prepared a number 
of new poster and circular designs. One of these which is before 
us as we write, is a very effective reminder that “Tantalum is 
strength,” and it cannot fail to carry its intended lesson to the 
public mind. 

Messrs. ERCOLE MARELLI & Co., Milan (26, Garlick Hill, 
London, E.C.).—16-page price list with illustrations, sizes, code-words, 
and other particulars of various types of electric fans—desk, bracket, 
swivel and trunnion, special railway carriage and ship (with 
aluminium blades), self-rotating ceiling, porthole exhaust with 
automatic shutters, &c. 

Messrs. ADNIL ELECTRIC Co, LTD., Adnil Building, 
Artillery Lane, London,  E.C.—16-page list (No. 
containing descriptive particulars of their starting con- 
trollers, and starting and regulating controllers, for non- 
reversible motors, also weights and prices of same for direct 
current and three-phase. The list gives prices of D.C. starters up 
to 350 H. P., three-phase starters up to 300 H.P., and D.C. and three- 
phase controllers up to 75 Н.Р. 

Messrs. J. W. BROOKE & Co., LTD., Adrian Works, Lowestoft.— 
20-page illustrated catalogue of Brooke industrial motors applied 
to petrol- electric lighting sets, pumps, lifting machinery, organ 
driving and salvage work. 

Messrs. SIMPLEX CONDUITS, LTD., 116, Charing Cross Road, 
London, W.C.—Supplementary sheet, M. 8, giving particulars of 
their hand lampe for factories, made to meet the requirements of 
the Home Office. They are in three types, two being of the usual 
pattern, with insulating handle, and the third a cast-iron pattern 
for use in situations where the hand lamps require to withstand 
very severe handling. 

WESTERN ELECTRIC Co, LTD., North Woolwich, London.— 
Leaflet describing their resin-cored solder, consisting of a drawn 
seamless tube filled with pure white resin, which cannot set up 
corrosion. They have used this solder exclusively for many years 
in telephone exchange work. 

THE KORFUND Co., 47, Victoria Street, London, S.W.—Leaflet 
giving a number of testimonials received from users of Korfund 
insulating foundation plates, 

ALLGEMEINE ELEKTRICITATS-GESELLSCHAFT, Berlin.—Brochure 
on the economical regulation of the speed of three-phase motors, 
describing the various systems available; and list of high-speed 
three-phase motors for driving centrifugal pumps, &c., installed by 
the company. Also leaflets on the use of portable motors in 
agriculture, and the A.E.G. thrashing-machine. 


Bankruptcy Proceedings.—J. W. GARSDEN, elec- 
trical engineer (J. W. Garsden & Co., Blackburn).— Adjudication 
order made June 29th, at Blackburn and Darwen Court, First 
meeting, July 18th, at Manchester; public examination, August 
2nd, at Blackburn. 

FRED. SHAW, electrical contractor, Hessle Road, Hull,—July 24th 
is the last day for receipt of proofs for intended dividend. Mr. 
G. Н. Acheson, Official Receiver, York City Bank Chambers, 
Lowgate, Hull. 

E. J. CROSIER, engineer and merchant, Newcastle-on-Tyne.— 
Second dividend of 6d. in the £ payable July 22nd, at 145, Pilgrim 
Street, Newcastle-on-Tyne, by J. A. Gardner, trustee. 

HENRY HALLIFIELD OXLEY (otherwise known as Oliver 
Huxley), 22, Uxbridge Road, Hanwell, lately residing at 120, 
Coldershaw Road, Ealing, described as a consulting engineer. 
Receiving order made June 21st on creditor's petition at Brentford. 
This is an amended notice appearing in the London Gazette of 
July 5th. 


Private Arrangement.— HERBERT TUCKER, 232, 
Kingston Road, Portsmouth, electrical dealer, &c. The creditors 
interested herein were called together on the 5th inst., the repre- 
sentative of the General Electric Co. being elected to the chair. A 
statement of affairs was presented by Messrs. E. J. Mills & Co.. 
accountants, of 110, Cheapside, E.C., which showed liabilities of 
£3,658, of which all but £10 was due to trade creditors, The 
assets were estimated to realise £1,537, less £51 for preferential 
claims, leaving net assets of £1,486, or a deficiency of £2,132. 
It was reported by Mr. Mills that in addition to the liabilities shown 
on the statement there were bills discounted at the bank to the 
extent of £755. Those formed a contingent liability on the estate, 
and the debtor estimated that three-fourths of them were good. It 
would, therefore, seem that the liabilities would be increased by at 
least £150. It was further reported that the debtor started 
trading in small premises in Commercial Street, Portsmouth, in 
March, 1910, with a capital of about £200. Up.to October, 1910, 
a profit of about £440 had been made. The following January 
the debtor was joined in partnership, and the partner brought in a 
sum of £250. The arrangement was that the partner should find 
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£1,000, but that amount was never brought into the business. 
During the time of the partnership there were some heavy expenses 
which the business could not stand. Proceedings were commenced 


for a dissolution of the partnership, and eventually the debtor paid 


his partner out, and handed over to him a sum of about £300. 
The dissolution took place in February of the present year. A loss 
of about £570 was made during the partnership, exclusive of the 
drawings of £180. The present premises were held on a yearly 
agreement. The debtor had three life policies, all of which were 
taken out in favour of his wife. The household furniture was made 
over to the wife by & deed of gift about four years ago. "The turn- 
over of the business had been in the neighbourhood of £12.000 a 
year. One or two creditors stated that goods had recently been 
ordered by the debtor, and the latter stated that he was not aware 
of his position until a few days before the meeting. Until a 
statement of affairs was prepared he was not aware that his 
position was so bad. The debtor’s solicitor made an offer of a 
composition of 68. 8d. in the £, fully guaranteed. An increased 
offer was pressed for, and it was stated that a larger offer might be 
made if the meeting was adjourned. Eventually, however, it was 
decided to ask the debtor to file his petition in bankruptcy. The 
following are creditors :— 


Austin, J., & Sons .. B .. £24 Light, C. & R. ДЕ Pe .. £52 
Boote, T. & R. iis 928 .. 80 Morwoods, Sons & Со.  .. .. 47 
Burtle & Bon, Ltd... a .. 25 Meredith & Co. ee . 27 
Baldwins, Ltd. m Su .. 58 McKechnie Bros s .. 18 
Breeden, J., & Co... E we, 51 Miles, Druce & Co... 23 . . 19 
Bowness Iron Co. .. si — 58 Nordens & Co. s Es . 18 
Corker, J. & R. ra s 117 Newton Chambers & Co... . . 19 
Cod ner & Callender T . 0 Newport Enamel Slate Co. .. 157 
Cameron & Roberton... .. 52 Normanscll & Co. .. ^ .. .. 20 
Clyde Nail Co. еж -" .. 33 Orme, Evans & Co... " .. 23 
Dorrator Iron Co. .. e .. 22 Park Foundry Co. .. T .. 74 
Diamond Foundry. ae .. 22 Pritchard, A. A. . ne .. 46 
Every, Jobn.. d E oe 789 Parkes, Josiah T E .. UI 
Falkirk Iron Co. .. bs .. 399 Purefoy Wood Co. .. 5, .. 24 
General Electric Со, - .. 160 Pountney & Со. .. sa .. 22 
Gibbons, Skinner .. Ar .. 106 Quitman, E. & CW. nt „e 20 
Giles & Son .. ке 9 .. 19 Redpath, Brown & Со. .. ve. 709 
General Iron Foundry... .. 24 Rhodes Tile Co. zë . . 74 
Green & Co. .. 2 "Y .. 21 Smith & Wellstood oe ta WB 
Grenberg, J. O. ee be. B Scottish Central Iron Co. .. 23 
Gross, Sherwood & Heald — 22 Bummerford Iron Co. .. .. RO 
Harrison & Cook .. 55 .. 42 Sessions & Bons  .. Ж .. 56 
Hill & Со. .. ps x .. 105 Sanders & Co. ENT .. 46 
Hendry Bros. - is єє 172 Siemens Bros. Dynamo c. 86 
Howie, J. & R. ex, $a .. 18 Tomks, Ltd... si oe ww 19 
Jones, John (Chelsea) .. 42 Tonks, E., & Co. = — 24 
James & Rosewall .. i .. 201 Turner, T., & Co. .. A .. 22 
Krupka & Jacoby .. ys .. 20 Wickston Foundry Co. .. ze 20 
Kingsland Steam Joinery Co. .. 20 Wade, С. .. Е v vc W 
Lysaght, John x т .. 81 Welsbach Gas Co. .. a .. 35 
Legg, J., & Co. Vs T .. 98 Whitehouse & Co. .. - xe 27 


And a large number for smaller amounts. 


Advance in Prices.—TuHE GENERAL ELECTRIC Co., 
LTD., of Queen Victoria Street, E.C., have issued а, list of advances 
in the prices quoted in their four-volume catalogue. These 
advances are consequent upon the continued rise in the price of 
raw material and the higher rates of labour and transit. 

THE INDIA-RUnnER. QUTTA-PERCHA AND TELEGRAPH WORKS 
Co., LTD.. announce that. owing to the continued advance in the 
cost of copper and of other items of manufacture, they have been 
obliged to increase the prices of rubber-insulated wires and cables 
as from 10th inst. Price List No. 40 (October. 1910) will be subject 
to the following discounts to the trade :—Association grades, 2,500- 
megob m. 600-megohm. 300-megohm. 600-volt. C.M.A. and Associa- 
tion pure india-rubber flexibles, 20 per cent., 15 per cent. and 10 per 
cent.; pure india-rubber wires and cables. 15 per cent. and 10 per 
cent. Price List No. 40А (September Ist, 1911) will also be subject 
to the above terms. 


Trade Announcements, —T ur ELECTRICAL ENGINEER- 
ING AND EQuIPMENT Co, LTD., of 109-111, New Oxford Street, 
London, W.C. have just been appointed sole agents for Great 
Britain and the Colouies for the firm of Dr. Albert Lessing, of 
Numberg, whose dry cells and carbon brushes are 80 well known. 
Dr. Lessing's products also cover carbon contacts for switches, cir- 
cuit breakers, carbon battery plates, welding carbons and electrodes 
up to the largest sizes for electrical furnaces, and his factory is one 
of the oldest in the world. 

Messks. BAXTER & IMPEY, electrical contractors, 54, Dudley 
Street, Birmingham, have opened a branch office at 10, Orchard 
Street, College Green, Bristol, and they desire to receive price 
lists, &c. 

Messrs. VERITYS, LTD., announce that owing to increased busi- 
ness they have taken over larger premises at Gascoigne Street, 
Boar Lane, Leede, where they have an extensive fittings showroom 
with a good display of Aston cooking appliances. Large stocks 
of electrical supplies will be carried there. 

Mrssks. Н. W. BUTLER х Co., of Craven House, Kingsway, London, 
W.C., have been appointed sole agents for the Crocker-Wheeler Co., 
of Ampere, New Jersey, U.S.A., whose motors, generators, and other 
machinery are already known in this country. A stock will be 
kept here of the sizes chiefly in demand. 


Safety Shot-firing Applianees,—A method of making 
and using detonators in such a way that mis-fires are avoided, or, 
if they occur, are deprived of danger by the withdrawal of the faulty 
detonator at a safe distance, has been devised by MESSRS. PRICE 
AND PRYSE, under the name of the "P P" system. After the 
withdrawal of a detonator, a fresh one can be inserted without 
difficulty or danger. 

Reduction of Capital.—RrasoN MANUFACTURING Co., 
LTD.—A petition for confirming the reduction of capital of this 
company from £70,000 to £37,553 8s. 6d., is to be heard in London 
on July 22nd. 
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LIGHTING and POWER NOTES. 


Australia.—The Melbourne City Council contemplates 
spending £140,389 on extensions to the electrical undertaking 
during the next three years. A 2, 000-Kw. turbo-alternator has 
already been ordered for the winter of 1913, and two D.c. turbo- 
generators are required for 1914. An underground concrete water 
tunnel is to be constructed between the river and power station to 
supply the condenser water, &c., at a cost of £22,000. 


Barnet.—A letter has been received from the North 
Metropolitan Electrical Power Distribution Co., Ltd., stating that 
it was the intention of the company in the next ensuing available 
session to apply for a provisional order under the Electric Lighting 
Acta, 1552-1909, enabling it to supply energy at Arkley. 


Bexhill.— Application has been received by the Council, 
on behalf of the De La Warr Eetate, for the extension of theelectric 
cable to supply & further pumping station to be erected on 
the Cooden Beach Estate. The Council has agreed to carry out 
the work on an annual revenue of 10 per cent. of the cost being 
guaranteed. 


Blackburne—At the T.C. on the 4th inst, Ald. 
Thompeon defended the advance of the electrical engineer's salary 
on the ground that the town's electrical business was increasing at 
a rapid rate, and that the present works would have to be removed 
at a cost of C50, 000. One of the factors was the increasing demand 
for electricity for mills. They already had a contract to supply 
a mill containing 1,000 looms, each driven by its own motor, and 
another mill with 300 looms would be applying in a few days. 


Bournemouth.—The Lighting Committee has recently 
recommended the substitution of gas lighting for electric lighting 
in certain roads, and this was adopted by the T.C. ; àn amendment 
referring the matter back, in order that the borough engineer— 
who had not been consulted—-might have an opportunity of looking 
into the matter, was defeated by 18 votes to 16. Both the electricity 
company and the borough engineer wrote pointing out the 
possibility of introducing greatly improved electric lighting. 


Bradford,—The Union Workhouse has been provided 
with & new generating set, and last week this machine was 
formally started. The new machine is of 100-KW. capacity, and is 
to be used as a reserve in case of a breakdown, and for providing 
additional current when there is a demand for it for lighting and 
power purposes. 

The Electricity Committee of the T.C. recommends extensions of 
mains and the provision of a transformer station at an estimated 
cost of £1,114, and a change from direct current to alternating 
current in four districts, with the provision of & transformer 
chamber. and the relaying of cables at an estimated expenditure of 
£2,111. 


Brighton.—The T.C. has reduced the price of current 
for power and cooking purposes to consumers just outside the 
borough, to 1d. per unit. 


Bristol. According to the accounts of the electricity 
undertaking for the year ended March 25th last, it appears that 
the groes receipts amounted to £89,269, as agaimst an expenditure 
of £39,097, which leaves & gross profit of £50,172, which, with 
bank interest received, brings the total to £50,616. After allowing 
for interest on loans, &c. (£22,191), repayment of capital borrowed 
(425.240), and expenses re exchange premises (£185), there 
remains a balance on the year's working of £2,998, which, with 
the balance from last account, brings the total to £5.627. From a 
combination of circumstances which could not be foreseen. the 
reserve fund accumulated a larger sum than was necessary for 
its purpose, and Prof. Dicksee was instructed to review ‘his 
original recommendations, and advise upon the present and future 
positions of the fund. His advice was that in the altered circum- 
stances, if no further additions were made to the fund, and if the 
fund is accumulated at 3 per cent. compound interest, by the time 


that the whole of the assets chargeable against it have been 


renewed, the fund will show a balance of £6,989, being a surplus 
sufficient to meet any likely contingencies, In these circum- 
stances, the Committee does not propose to make any further 
contributions to the fund. The number of consumers at the 
end of the year amounted to 3,833, being a net increase of 297. 


The total connections to the mains are equivalent to 583,71 


30-watt lamps (as compared 551,991 at the corresponding 
period of last year. The number of units sold was 10,458,916, 
being an increase of 1,424,207, or 15°7 per cent. over the 
preceding year. The sale of units was made up as follows:— 
Private lighting, 2.793.427; power and heating, 65,462,997 ; 
combined rates, 1,318,587; public lighting, 883,905. The total 
revenue from current sold has increased by 25.072 over that 
of last year. According to the chief engineer (Mr. H. Faraday 
Proctor) the total cost per unit sold has again been reduced, 
the reduction amounting to 5 per cent. as from last year’s 
cost, notwithstanding the extra expense arising owing to the 
coal strikes, which resulted in a 10 per cent. increase in the 
coal bill, as compared with what it would otherwise have been. 
During the year the showrooms were very extensively used, 
both by persons anxious to obtain information of a preliminary 
character, and by the general body of consumers of electricity. 
Poblicity was kept well to the fore, and advertising has been 
carried out on bolder lines than hitherto, which resulted in a 


stimulating effect on the number of new consumers connected to 
the system. The total number of consumers increased from 
3,586 to 3,883. This inorease, viz., 297 (net) is the largest number 
recorded in one year since 1904. The results from the increased 
work of the publicity department, indicate that a still further 
expansion of that department is desirable. 


Carlisle.— For the past year the gross profit on the elec- 
tricity undertaking was £9,971, and the net profit £3,340. There is 
now а surplus on the net revenue account of £8,337, which includes 
£4,996 brought forward from the previous year. і 


Cheltenham.—At a meeting of the T.C. it was reported 
that in reference to the provisional order granted by the Board of 
Trade for the extension of electric supply to the adjacent parishes 
of Prestbury and Leckhampton, the gas company, which is being 
supported by the Ratepayers’ Association, has decided to carry its 
opposition to the Committee Room of the House of Commona. 


Chester.—As previously mentioned in these notes, the 
Corporation is embarking on an interesting hydro-electric scheme, 
utilising the water of the River Dee, which was originally used in 
the old Dee Mills. In connection with the new scheme, Messrs. 
James Gordon & Co. are supplying three vertical shaft turbines, 
two capable of passing 30,000 cb. ft. of water per minute, and one 
for 20,000 cb. ft. per minute. The wheels are specially designed 
for the tidal conditions of the river, in which the fall of water 
may vary twice a day from as much as 9 ft. to as little as 2 ft. ; on 
a fall of 8 ft. the turbines together are to develop 950 H.P. Judging 
by the records of many years, the generation of power will at no 
time be seriously interfered with, even when there are high spring 
tides. The turbines are to be ccupled by means of helical bevel 
gearing to dynamos which will be employed in battery charging— 
the batteries being situated at the existing steam station—and in 
supplementing the present supply to the Chester mains network. 
The estimates of output from this plant vary from 1 to 14 million 
units per annum, at a total cost of 31d. per unit, which is lees than 
the coal cost at tbe Chester station. The installation will be the 
only one of its kind in this country, and its completion will be 
watched with considerable interest. We may add that Messrs, 
Gordon's contract embraces the buildings and hydraulic plant. 


Clacton-on-Sea.— With further reference to our note of 
last week, the Council has had installed 20 Metropolitan flame 
arcs along the sea front; these are magazine lamps giving 80 hours’ 
burning, and are provided with lowering gear. The installation 
has been carried out by Messrs. Johnson & Phillips, Ltd., and will 
provide some 60,000 c.P. at a cost for energy and maintenance of 
£272 per annum, 


Clayton (Yorks,),—Ata meeting last week of the District 
Council, a deputation from the Queensbury District Council attended 
for the purpose of discussing the question of supply of electricity 
for the two districts, It was pointed out that the Yorkshire 
Electrical Supply Co. had given notice of intention to apply for 
power to sell electricity within the two urban districts. The 
Queensbury deputation desired to know if the Clayton Council 
had come to a decision as to the best course to pursue, it being 
recognised that it was open to the two councils to apply for pro- 
visional orders enabling them to purchase in bulk and distribute. 
Eventually it was decided to invite the Yorkshire Electric Power 
Co. and Bradford Corporation Electricity Committee to send 
representatives to a joint meeting of the Clayton and Queensbury 
Councils. 


Cobham.— The local Council is offering no opposition 
to an application made by the Leatherhead Electricity Co. to supply 
electricity to certain premises in this parish which are at present 
outside the area of the company's supply. 


Croydon.—The T.C. has reduced the price of energy 
for heating and power from 2d. per unit to 14d. 


Ellesmere Port.—Some months ago it was announced 
that the Council had decided to apply for an electricity order. The 
Mersey Power Co., however, which had entered into an arrange- 
ment with the Widnes Corporation, opened negotiations with the 
Council, and the latter decided to proceed no further with its own 
application, and dissolved its Electricity Committee. The agree- 
ment with the Mersey Power Co. was not completed, and as the 
Shropshire Union Railways and Canal Co., which has & monopoly 
of the gas supply, had not replied to the Council's demand for a 
substantial lowering of the price of gas, the Council. sitting in 
committee, has again decided to apply for an electric lighting 
order. 


Exeter.—At a recent meeting of the City Council, Mr. 
Gayton called attention to the fact that the Gas Co. approached 
builders and offered to bring the gas main to the doors of new 
houses, and supply the buildings with gas burners and fittings free. 
He suggested that the Electric Light Committee should offer to 
wire houses free of cost, and supply fittings gratis, so as to compete 
with the Gas Co. Mr. Widgery said some Corporations fixed electric 
fittings and wired houses; Exeter did not. Mr. Gayton said he 
supposed it was business. What did the Electric Light Committee 
propose to do in order to meet this form of competition ? The 
Town Clerk said he would bring forward the subject at the next 
meeting of the Committee. 


Farnworth.—The U.D.C. has decided to substitute for 


the present street ато lamps, 91 metallio-filment latipr of 300 d. v. 
each. 
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Dudley,—The statement of accounts of the electricity 
undertaking for the year ended March 31st last shows that there 
was an income of £13,722, as against an expenditure of £8,007, 
leaving a gross profit of £5,714. The sale of current for private 
lighting at 33d., 31d., 3d.. 21d. and 2d. per unit amounted to £4,692, 
while that for public lighting realised £1,377. The income from 
the tramway supplies at ld. per unit amounted to £4,351, while 
£2,886 was realised by motor supply at 14d., 1%., Id., 95d. per 
unit. The cost of generation amounted to £4,415. 


Gillingham (Rent).—The T.C. proposes to extend the 
plant at the generating station. and the electrical engineer has 
been instructed to inspect the latest types of Diesel engines and 
prepare a specification. 

The T.C. has decided to offer current to the Royal Naval and 
Marine Orphanage at a flat rate of 3:4. per unit. The approximate 
annual consumption will be 800 units, 


Guildford.—The T.C. has, after a protracted discussion, 
adopted a scheme of high-pressure gas lighting in High Street and 
North Street. Originally the Gas Co. and Guildford Electricity Co. 
were asked to submit rival schemes at a maximum yearly charge 
of 4150. This was done, but the Council proceeded to put the 
electrical scheme at £150, against a gas proposal at £162. Natur- 
ally exception was taken to this, and the Electricity Co. was given 
permission to tender to the same figure and offered 26 posts each 
fitted with two 5 amp. Union semi-enclosed lamps in series, giving at 
a modest estimate about 16.000 Cc. p. The Gas Co. offered 26 so- 
called 1.000-c.P. high-pressure gas lamps (alternate lamps to burn 
al night) Ultimately the Council without reference to any 
further proposal by the Electricity Co. adopted a gas lighting 
scheme, costing £190 per annum, and giving on paper 31,000 C. P. 
—the fact that the gas tender was £28 in excess of the electrical 
tender being conveniently ignored by its supporters, when com- 
paring the tenders. 


Hastings.—At last Friday's meeting of the T.C. it was 
decided to reduce the charge for electric current for heating. power 
and cooking purposes to 1}4. per unit. 


Haywards Heath.—The U.D.C. has appointed a Com- 


mittee to go into the question of an E.L. scheme for thetown. 


Hazel Grove-cum-Bramall.— The U.D.C., which has 
been considering the advisability of applying for a prov. order for 
E.L., has asked the Stockport T.C. if it is prepared to give a supply 
of current in bulk if terms can be arranged. The T.C. has referred 
the matter to the engineer for a report. 


Hereford.—The T.C. has applied to the L.G.B., for a 


loan of £1,000 for services for two years. 


Hornsey.—Sanction has been received from the L. G. B. 
to the borrowing of £8,791 for additional plant, &c., at the elec- 
tricity works. Wood Green U. D. C. has consented to the proposal of 
the B. C. to afford a rale of current to buildings in Alexandra Park 
Road, subject to the reservation of the right to withdraw 
consent at any time on a eupply being available under the 
Wood Green Electric Lighting Order, 1902, and to the net amount 
of expenditure by Hornsey Council inlaying cable being refunded. 


Japan.—The new water-power electricity generating 


station at Kinugawa of the Kinugawa Hydro-Electric Co., has lately 
been completed. 


London,—FuLuau.—According to the report of the 
borough treasurer, there was a gross income on revenue account 
on the electricity undertaking forthe year ended March 31st last of 
£34,219, as against a gross expenditure of £32.678. This leaves a 
surplus for the year of £2,512. as against £3,861 in 1911. The net 
available surplus, after charging net revenue account with £962 
in respect of free wiring, is £1,541, which, added to the balance in 
hand of £3,235, gives a total available balance of £4,776 to be 
carried to next years account. The total number of units sold for 
private purposes during the year was 2.505,747, at an average rate 
of 2°42d. per unit, as compared with 2,345,847 units the previous 
year, at an average rate of 2'15d. per unit. The percentage 
increase in the units cold during the year over 1910-11 was equal to 
6'8, while the actual increase in the income derived from private 
sales was 2983. An increase is shown in the public lighting supply 
of £62, and the rate of charge for this supply is equal to 1'36d. per 
unit, the eame as for the previous year. 

STEPNEY.—A proposal is being made for the extension cf the 
electricity supply undertaking at a cost of £137,750. The accounts 
of the electricity supply undertaking for the year ended March 31st 
show a surplus carried to net revenue account of £38,196, as com- 
pared with £24,108 in the previous year. 


Middleton (Lanes.).— The Electricity Committee is 


seeking borrowing powers for £5,200, to cover the cost of cable 
during the next five years. 

The mover of the Electricity Committee's proceedings at the T.C. 
stated that, after allowing £500 for depreciation, there was a lose 
on the year's working of £941, and he was afraid that, until they 
could sell more current and get coal cheaper, they would not be able 
to make a profit. 


Newton Abbot.— The D. of G. has been informed by 
the electricity company that owing to the increased price of coal, 
&c., thecharges for current for power and heating will be increased 
by 10 per cent. 

Oldham,—The T.C. has received permission from the 


Springhead U.D.C. and the Crossbank local authority to lay electric 
light mains in the districts. 


Oulton Broad.—The U.D.C. has, by 8 votes to 6, 


decided to have nothing more to do with trying to buy up the 
electricity company." 


Royston.—At a Council meeting a discussion was held 
as to the advisability of the Council taking a bulk supply of elec- 
tricity. During the discussion the case of Whitwood was cited, 
where the street lamps are electrically lighted, and cost 21s. 3d. to 
maintain, as against 30s. to 358. paid by the Royston Council for 
gas. It was agreed that an interview with the Power Co. on the 
gubject ahould be obtained. 


St. Annes,—Confirmation has been given to the decision 
to apply to the B. of T. fora prov. order to authorise the supply 
of electricity for all public and private purposes within the district 
of Lytham. 


Sevenoaks,—Mr. Cecil E. Currie has informed the 
R.D.C. that he intends applying for & prov. order for E.L. for 
the parishes of Westerham, Brasted, Sundridge, Chevening, Dunton 
Green, Riverhead, Sevenoaks Weald, Seal, Otford, and Kemsing. 


Sheffield.—The surplus on the electricity undertaking 
for the year ended March 25th last, after meeting all charges, 
amounts to £1,841, which, after adding the accumtlated surplus at 
the end of last year, gives a total available surplus of £6,975. The 
number of units sold amounted to 16,902,360, as against 14,254,291 
in 1911. Working expenses during the year amounted to £37,453, 
as against £28,724. The rate of working expenses in proportion to 
total revenue and per unit sold amounted to 38'66 per cent. and 
53 per cent. respectively, as against 33°25 per cent. and 48 per cent. 
in 1911. The increase in revenue during the year amounted to 
£10,482. The whole of the generating plant had been kept in a 
thoroughly efficient state of repair out of revenue at a cost of 
£2,134. The total expenditure on capital account to March 25th 
amounted to £1,078,711. 


Shipley.—The U.D.C. has appointed a Committee to 
consider applications for current for power from large works in the 
district. If the supply is given an immediate outlay of £3,000 will 
be necessary, and within a year probably £10.000 will have to be 
expended. The engineer is to report on the question of the pro- 
posed extension of plant. 


South Africa.—At a large meeting of ratepayers recently 
held at Robertson, Cape Province, it was unanimously decided to 
establish an electric light installation for the town, and the Council 
was authorised to raise a loan not exceeding £5,000 to carry out 
the scheme. It is anticipated that the scheme will be a profit- 
earning venture, and not a burden on the rates. 

The Somerset West (Cape Province) Municipality is endeavouring 
to make arrangements with De Beers Explosives Works to give it 
& supply of electrical energy for street lighting from the company's 
works at Somereet Strand. 

According to the British and South African Export Gazette, 
Johannesburg is preparing to spend the huge sum recently awarded 
in what is known as the gas engine action, and among the more 
authoritative proposals is one for an outlay of £195,956 on 
extensions and improvements to the local gas, electric and tram- 
ways undertakings. Of this eum £67,000 would be spent on the 
power station and cables, and £60,500 on extending the electrical 
mains to all parts of the town. 


Spennymoor.—The U. D. C. has accepted the tender of 
the Northern Counties’ Electricity Supply Co. for street lighting as 
follows :—Thirty-four 120-c.r. lamps and 268 50. c. P. lamps at 
£2 108, each for the season of 10 months. 


Stafford.—The T.C. has agreed to purchase an 850-H.r. 
Willans-Peebles generating set from the Newcastle-on-Tyne Cor- 
poration for £1,200, the price including condensing plant, &c.; a 
28 ft. X 7 ft. 6 in. boiler is also being purchased for £410—the 
additions being due to the growth of the electricity department, 


Sunderland.—The annual report of the borough elec- 
trical engineer has just been issued. It states that there had been 
an increase of 21 per cent. in the units sold compared with the 
previous year, giving a total of 12,373,129. There was a net profit 
of £5,957 on the year's working, which had been contributed to by 
a further reduction in the working costa from '525d. last year to 
475d. this year, representing a difference of £2,500. This reduc- 
tion had been brought about by a further reduced coal consumption 
equal to a saving of ith of a lb. per unit sold, and also to the 
spreading of the coste over a wider basis. The load factor showed 
an encouraging increase, having risen from 18'6 per cent. in 1909 
to 20°25 per cent. in 1910, 22'6 in 1911, and 24°59 per cent. in the 
year under review. In 1907 the cost of coal was 43d. per unit 
gold, in the past year it was '17d. per unit, and the consumption 
in weight had fallen from 8'4 lb. in 1907 to 3°49 Ib. last year. 
The capital of the undertaking was £435,499. The revenue was 
£63,134 and the expenditure £28,586. After paying interest on 
capital £11,549, repayment of loans £16,620, and other smaller 
items, the profit above mentioned was Jeft. 


Teignmouth.— Messrs. J. & W. Purves, of Exeter, have 
informed the U.D.C. that they intend applying for a prov. order for 
electric lighting. 


Tonbridge.—The U.D.C. has decided to apply to the 
L.G.B. for a loan of £2,400 for the provision of a 100-Kw, Diesel oil 


engine set at the electricity works, and for a loan of £1,000 for 
mains. 
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 Tunbridge Wells. —The T. C. has agreed with the 
National Electrio Construction Co., Ltd., to pay £50 in settlement 
of the installations carried out in the town by the company. In 
сона the T.C. will withdraw its opposition to the company's 
Wadebridge.—The U.D.C. has entered into an agree- 


ment with the electric light com for lighti i 
district for two y g pany for lighting a portion of the 


Wakefield.—The city electrical engineer’s report for the 
year ending March 31st clearly points to a more satisfactory year's 
working. After referring to the great reduotion in charges for 
power, he states that the revenue has increased notwithstanding. 
Two of the largest works in the city have now become users, 
and there is an increasing demand from the Lancashire and 
Yorkshire Railway. The cost per unit sold will in future be 
reduced owing to the new plant installed, which includes a turbine- 
driven alternator of 800-Kw. capacity. The net profit on the 
years working is £695, as compared with a loss of £213 in the 
previous year, and a loss of £805 in 1910. 

Wakefield.—It is proposed to augment the electric light 
plant at Wakefield Asylum at a cost of £582. 


Walmer.—Mr. W. T. Priestland, of London, has given 


notice to the U.D.C. of his intention to apply to the B. of T. fora 
provisional order for electric lighting in the town. 


Walsall.—Mr. T. C. Ekin, on Wednesday last week, 


held an inquiry at the Town Hall respecting an applicati 
п pplication by the 
Council to borrow £10,000 for p of its electricity under- 


taking. It wasexplained by the town clerk that £6,3720f the £10,000 ` 


was required in respect of new works which it was proposed to 
carry out, and that it was made up as follows :— £3,612 for mains, 
£2,016 for additional plant at sub-station, and an item of £750 
for consumers and transformers. The Inspector: You are only 
asking for 14 years, Is that sufficient in view of your fondness 
for excessive expenditure The town clerk said the Corporation 
was advised by the engineer, and the application was due to the 
increased demand for electricity, and the opening up of new dis- 
mre ыл Barnard, electrical engineer to the Corporation, said 
t part of the £3,612 was to be used for additional plant for 
traction in respect of extra cars, and probably trolley ‘buses. 


7 Blthamstow,—Sanction has been received from the 
E to ү borrowing of £22,119 for extensions of the electricity 

Watford,—At the last meeting of the U.D.C. it was 
stated that the net profit on the electricity undertaking for the 


= year amounted to £2,122, as against £790 in the preceding 


Weaverham.—The Weaverham Electricity Supply Co., 
Ltd., has given notice to the Northern R.D.C. that it intends 
applying fora provisional order to enable it to supply electrical 
energy in the districts of Gorstage, Cuddington, Sandiway and 
un ere. This is an extension of the present lighting scheme of 

геа for which Messrs. Callow & Co. have been the con- 


Wimbledon,—During the year ended March 31st last, 
rye expenditure on the electricity undertaking amounted to 
2. 710 as ag an income of £31,906, leaving a profit of 

195, as against £2,109 in 1911, The cost of generation amounted 
to £8,896, or 810d. per unit sold, as against 787d. in the preceding 
I The amount realised by the sale of current was £26,118. 
аре by far the largest amount (£19,547) was derived from the 

e of current at 44d. per unit, the next largest amount being 
realised from units sold at 1d., which amounted to £1,620. During 
the year 3,531,480 units were generated. Of this number 2,637,810 
were sold at an average price of 2°869d. per unit, 1,223,711°2 going 
to private consumers for lighting, at an average price of 4°414d. ; 
Hd pi ре 5 for power and heating at 986d., and 

, public lighting at 2'424d. The total 
demanded amounted to 1,570 KW. лашы 


Wolverhampton.—The gross profit оп the electricity 
undertaking for the year ending March 3lst last amounted to 
£24,042, equal to 9°62 per cent. on the capital expenditure, After 
allowing for interest (£6,600), sinking fund and repayment of 
loans (£10,179) and income-tax, &c. (£182), there remained a net 
profit of £7,079, as against £5,230 in 1911. There was an output 
of 10,618,143 unite, as compared with 10,818,089 in the previous 
year. The decrease is attributable to the fact that during the 
previous year a temporary supply amounting to approximately 
796,612 units was given to Меватв, Bayliss, Jones & Bayliss during the 
period that their power station was disabled. The generation 
expenses amounted to E 16, 247. as against £18,491 in 1911. The 
supply of current for public lighting realised £1,962, while the 
following amounts were obtained for the sale of current at the 
undermentioned prices per unit: 5d., £4,586; 434., £12; 4d., 
£2,442; 31d, £1,264 ; 3d, £1,024; 24d., £1,527; 2d., £2,309; 
lid. £151; Id., $18,951; id. £2,679; $d. £1,902 ; 1d., £3,555; 
8d., £3,761 ; 4d., £380. According to Mr. Gibson, chairman of the 
Electricity Committee, the increase in the profits of the under- 
taking is entirely attributable to the considerable reduction which 
has been effected in the cost of generation. He emphasises the fact 
that these economies have been rendered possible by the installation 
of new generating plant, which has enabled the older plant to be 
shut down, overhauled and repaired. During the whole of the 
time in which a difficulty in getting a supply of fuel had been 


experienced, a continuous supply of electrical energy was main- 
tained, and at the conclusion of the strike a sufficient stock was in 
hand to maintain a supply for a considerably longer period. The 
motors connected to the mains at March 31st were 562, represent- 
ing a total of 6,718 H.P., whilst the total connection for lighting 
purposes were equivalent to 116,000 &-С.Р. lamps. 


TRAMWAY and RAILWAY NOTES. 


Blackpool, — Тһе borough treasurer recently reported that 
the Assessment Committee had increased the rateable value of the 
Corporation's tramway undertaking from £6,000 to £7,449, not- 
withstanding that the Overscers had recommended the first-named 
amount. It was resolved to enter an appeal against the increased 
assessment. 

In consequence of the Court of Appeal's decision in the Metro- 
politan Electric Tramways v. Tottenham Council. the Blackpool, 
St. Anne's, and Lytham Tramway Co. has applied to Blackpool 
Corporation for repayment of & proportion of the general district 
rate for last year, and also for a reduction in the amount of general 
district rate for the current year in respect of the company's 
undertakings. The matter has been left in the hands of the 
borough treasurer. 


Chile.— The proposa! of Agustin Boza Lillo to establish 
an interurban electric tramway service for passengers and goods to 
run between Cisterna and the Plaza Vicuna Mackenna, in Santiago, 
has been approved. Operations are to be begun before April, 1913, 
and to be finished within three yearsof the date of commencement. 
Also his proposal to establish an interurban electric railway ser- 
vice between Vina del Mar and Concon, and to supply electricity 
for lighting purposes to certain towns on the line of route, has 
been approved.— Board of Trade Journal. 


Dewsbury.— The Yorkshire (Woollen District) Electric 
Tramways Co. has issued notices to the effect that from July 15th 
the fare for four numbered sections will be 1d., five and six sections 
lid. апа seven and eight sections 2d. This is an increase of a 
farthing on the existing charges for the fifth and seventh sections, 
and abolishes the farthing fares altogether. 


Dundee,—The Corporation tramway revenue for the past 
year shows a decrease of £416. The year, which closed on May 16th, 
is interesting from the fact that its record includes the first com- 
plete 12 months of the penny-all-the-way system. The total 
revenue for the past year amounted to £61,104, as compared with 
£61,520 for the previous year. 


Halesowen.— Ab the meeting of the R.D.C. last week, it 
was announced that the Light Railway Commissioners had written 
stating that terms had been arranged between the Halesowen Light 
Railway Co, and the Birmingham City Corporation for Birmingham 
to have the line from Balden Road and Victoria to Bearwood, Hales- 


owen to lose the powers through Quinton, and for Birmingham to 


apply to Parliament for an order. 


Holywell.—The Light Railway Commissioners will hold: 
an inquiry here on July 22nd as to the expediency of granting the 
application made to them by the Mid-Flintehire Light Railway Co., 
Ltd., for an order. 


Hull.—The last year's working of the Corporation 
tramways shows a total revenue of £152,786—an average of 9'65d. 
per car-mile. The total working expenses amounted to £97,944, 
leaving a gross balance of £51,842. Interest, sinking fund, &c., 
absorbed £30,530, and the deficit on motor-omnibus working also 
took £4,393, leaving a net profit of £21,111, from which £12,000, 
as in the previous year, was contributed to the rates, and the balance 
carried to reserve. The reserve fund stands at £121,028. The 
passengers carried were 31,399,539 at 1d. fares, and 9,877,665 at 4d. 
fares, on the tramways, also 445,067 ld. and 176,839 4d. fare 

gers by motor-’bus—the car-miles being 3,761,809 and 109,126 
12,665 “ dead " mileage) for tramways and ‘buses respectively. The 
*buses apparently worked a route less than two miles in length, and 
resulted in a revenue deficit of £3,742, which, added to loan charges, 
left a debit of £4,393, or! 10°93d. per 'bus-mile, the revenue from 
fares being at the low rate of bid. per car-mile. The Tramways 
Department operates ita own power station, 4,301,386 units being 
delivered at a works cost of 55d. per unit. 


Japan.—A new electric railway has lately been com- 
leted and opened for traffic between Tasaki and Narasaki 
Kumanoto). 

Kirkealdy.—For the year ending May 15th the tram- 
ways carried 5,198,320 passengers, compared with 4,822,270 for the 
previous year, an increase of 376,050. Receipts for the year 
amounted to £15,433, compared with £14,186 for the previous year, 
an increase of £1,247. 

Leicester.—The Tramways Committee is stated to have 
ordered 10 P.A.Y.E. cars for use on the local routes, 


Plymouth,—At a meeting of the T.C. on Monday, 
Mr. Stephens said they might congratulate themselves on the v6 5 
great success of the tramway undertaking. The estimated income 
of the year was £36,256, and the actual receipts, $36,144.» The 
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expenditure was estimated at £36,302, and s mounted to £158 less, 
notwithstanding the fact that they increased the pay of their men. 
Their power cost showed & decrease of £1,042. The balance- 
sheet showed the original coet of the undertaking, £188,000, now 
stood in the books at £105,715. They had carried 8,225,659 
passengers, an increase of 151,849 over the previous year. 


Ramsbottom.— Contracts for the construction of a rail- 
less traction service between Holcombe Brook and Edenfield will 
shortly be entered into by the U.D.C. The route is 34 miles, and 
the proposed expenditure is £10,000, which includes three cars, 
overhead wiring and fittings, waiting rooms and car-shed. The 
estimated cost of running, including sinking fund and interest 
charges, is х. рег car-mile. The work is to be proceeded with as 
soon as the contracts are signed, and the service is expected to 
commence at Whitsuntide, 1913. 


Sheffield.— The total revenue of the tramways depart- 
ment for the year ended March 25th last. amounted to £341,004, 
the receipts from passengers amounting to £337,501. as against 
£316,738 in 1911. Working expenses amounted to £196,606, as 
against £186,024 in the preceding year, or an average cost per 
car-mile run of 6'111d. The increase over !911 is chiefly accounted 
for by the increased mileage run, increased assessment, extra cost 
of fuel, and increases in employés' wages. The net revenue 
amounts to £144,397, and after allowing for certain 
charges, leaves a balance on the working of £61,334, 
as against £53,209 in 1911. During the year, 7,720,024 
сат-шіев were run, and 90,458,851 passengers carried, as against 
7,618,383 and 84,500,331, respectively, in 1911. The total number 
of units generated is put at 15.603,810, the number used for cars 
being 13.772,171 at а total cost per unit of ‘642d.. as against 
12,669,319 at a cost of 634d. in the preceding year. The average 
total revenue per car-mile amounted to 10°69sd., as against the 
average working expenses per car-mile (including power cost) of 
6'606d, The undertaking has been maintained in efficient working 
order during the year, no less than £44,032 having been spent out 
of income on general repairs and maintenance. The accumulated 
balance remaining to the credit of the undertaking amounts to 
£925,917. The total amount paid out of revenue on various street 
improvements since the Corporation took over the working of the 
tramways reaches £54,267. 

The tramway track in West Bar and a portion of Gibraltar Street 
is to be renewed, as is aleo the track in a portion of South Road, 
when the opportunity is to be taken to double the line. The total 
estimated cost of this latter work is £1,302. 


South Africa.—The 120-H. p. petrol-electric rail car 
fitted with the Thomas transmission system that was recently 
supplied to the South African Railways has proved able to run 
228 ton-miles per gallon of fuel at a speed of 33 miles per hour. 
The tests were carried out at an elevation of about 5,700 ft. above 
gea level.—4A “rican Engineering. 


TELEGRAPH and TELEPHONE NOTES. 


Algeria. — А comprehensive system of telephones is about 
to be set up throughout Algeria, the Chambers of Commerce of the 
leading cities having been authorised to advance the necessary 
funds to the general Government.— La Lumiere Electrique. 


Austria,—The Government has established a department 
for wireless telegraphy, and intends itself to undertake the installa- 
tion of wireless plants on board merchant ships. The system 
adopted is that of the German Telefunken Co. In addition to six 
ships already fitted, the equipment of 26 other ships is projected. 
The manufacture of the plant is to be entrusted to the Austrian 
branch of the Telefunken-gexellschaft. 


Earphones,— Experiments are being made at the New 
Theatre, London, with the “ earphone,” an electrical instrument on 
the principle of the telephone, connected by wires with receivers on 
the stage; it is claimed that a deaf person (not stone deaf) by 
placing the receiver to his ear will be able to hear distinctly every- 
thing that is said by the actors. 


France.—The small wireless stations erected in French- 
India, namely at Hanoi, Kienan and Cap St. Jaeques, having a range 
of only 350 kilometres, are to be supplemented by three large 
stations, situated at Saigon, Hanoi and Hué respectively. The 
range of the Saigon station will be 5.000 kilometres, in order to 
effect communication with Africa and the Pacific.—Norddeutsche 
Allgemeine Zeitung, 


Germany.—The Government has just. granted a joint con- 
cession to the Dentache Telefunken-Gesellschaft and the Deutsch- 
Niederlandische Televraphen-Gesellschaft to build and work two 
large wireless stations in German Colonies in the South Seas. The 
stations, which are to be on the Telefunken system. are to be built at 
Yap-Rabaul in New Guinea and at Apia on Samoa, and will communi- 
cate with Naurn and thence with Yap, where the Deutsch- 
Niederlandische company's cable comes to land. The iron towers 
will be 120 m. high, and the plant will bo of 120 H.P. A reparate 
company will be formed to work this concession. The distances 
which will be bridged are :—Yap to New Guinea, 2,200 km.; Yap 
to Nauru, зоо ии : New Guinea to Samoa, 4, 000 km.; New 


Guinea to Nauru, 1,700 km.; and Nauru to Samoa, 2,700 km.— 
Elek. Nachrichten. 

A wireless receiving station is to be built at Heilbronn, similar to 
the one at Hohenheim. 


International Radio-Telegraphic Conference.—The 
International Conference closed on Friday last. having. with its 
three committees, held in all 28 meetings. The International Con- 
vention and the regulations for the exchange of messages between 
ship and shore were thoroughly revised and amended, and in their 
new form were signed by the delegates of all the countries, about 
30 in number, represented at the conference. At the request of 
the British Government the conference gave special consideration 
to the question of the use of wireless telegraphy for the prevention 
of disasters at sea, and passed unanimously a resolution, proposed 
by the British delegation, in favour of the principle of compulsory 
equipment of ships with wireless telegraphy. 

The new regulations contain several provisions intended to render 
more effective the service of wireless telegraphy in cases of distress 
at sea. Ships will in future be required to provide an auxiliary 
source of power able to work the wireless apparatus for at least 
six hours. This must be placed in as secure a position as possible, 
and must be entirely self-contained, во that an aecident to the ship 
which stops the working of the ship s engines need not affect the 
wireless apparatus. Steps have also been taken to lessen the danger 
of distress calls going unheard by laying down rules as to attendance 
on the wirelees apparatus in various classes of ships. On ships of 
the first class, a permanent watch will be required, and in this case 
two fully-qualified operators at least must be carried. On ships of 
the second ciass, where a permanent watch is not considered practi- 
cable, the operator must listen during the first 10 minutes of every 
hour. In the smallest ships (fishing boats, &c.) no regular periods 
of watch are prescribed. Each Government, in giving a licence to 
carry wireless apparatus, will detcrmine in which of these three 
classes a ship is to be placed. Rules havealso been made for both ship 
and shore stations to suspend work and to listen at the end of each 
quarter of an hour in cases where it is likely that distress calls 
might otherwise not be heard. To prevent confusion, the ship in 
distress will, in future. have control over the wireless working of 
all stations in its vicinity, while the operators on every ship are 
now specifically placed under the authority of the captain. 

Numerous other changes have been made in the regulations, with 
the object of promoting the smooth and expeditious working of the 
service, АП the countries concerned have now agreed that all 
ships shall be under the obligation to intercommunicate with one 
another, irrespective of the system of radio-telerraphy employed. 
It was decided that it would be premature to attempt to lay down 
regulations for long-distance service between land stations, and 
it is expressly agreed that each country remains free to organise 
services of this nature as it thinks best, the only principles laid 
down being that interference between different stations must 


be avoided as far as possible, and that differences in the system of. 


wireless telegraphy employed must not be а basis for refusing 
intercommunication. 

. The American delegation conveyed an invitation from their 
Government to hold the next Conference in Washington, which 
was unanimously accepted, and 1917 was fixed as the date at which 
it will be held. 


Italy.—The Government has entered into a contract with 
the firm of Siemens for the erection of two automatic telephone 
exchanges in Rome, making provision for 2,000 subscribers,— 
G. dei Lavori Pubblici. 


Japan.—The Department of Communications has 


decided to lay a submarine telephone cable between Aomori and 
Hakodate. The work is expected to cost about £10,000. 


Spain.— wireless station has just been completed on 
the Island of Santa Isabel which will be able to communicate with 
that at Duala, the capital of the Spanish possessions in Guinea, and 
thence to Madrid.— Industria e Inrenciones, 

The Ministry of Marine has obtained a grant of 570.400 pesetas 
(about £21,000) in connection with renewing and repairing sub- 
marine cables.— Hoard of Trade Journal, 


Telegraphic Addresses,—O wing to the large number of 
telegraphic addresses in use in London, delay is incurred in con- 
sulting the records, and the Postmaster-General announces that 
on August Ist a new system will be introduced, according to which 
an "indicator" word will be included (free) in the telegraphic 
address, enabling the staff to dispatch a telegram to the appropriate 


_ Office of delivery without reference to a directory. The adoption of 


the system, for the present, will be optional. 


Wireless Telegraphy.— A correspondent informs us 
that a French inventor has succeeded in dispensing with all exterior 
wires and antenni for receiving wireless sighals. by producing a 
detector far in advance of any in use nt present in point of 
sensitiveness. Our correspondent states that while travelling in 
France he studied there latest discoveries with Mons. Duroquier, 
the inventor, and made some interesting experimenta, listening 
to wireless messages from all parts. The most valuable of 
the discoveries made by Mons. Duroquier is that of a substance 
which far exceeds in sensitiveness any at present in use for 
receiving the sound waves ; this is incorporated in a new pattern of 
detector, which cannot get out of order, and is mounted on a hase 
6 in. X 4 in. in size. With the aid of ordinary telephone receivers 
of 500 ohms resistance, messages can be received from all over the 
world. The writer says he listened to messages sent from Ireland, 
Gibraltar. and the Eiffel Tower, and read the Marconi news- 
bulletin sent out to all shipe at sea which subscribe to the 
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“Marconi News"; all these messages were received without 
antenne or wires to pick up the waves and with no apparatus but 
the sensitive detector, the coil for “finding” the station and the 
head receivers, the whole apparatus costing about £2. At night- 
time. when the conditions of the atmosphere allows of it, signals 
can even be heard from Canada. These statements are certainly 
very remarkable ; we do not say incredible, for wireless telegraphy 
itself would have been derided not so very long ago, but confirma- 
tion of so startling a report is necessary before it can be accepted. 


CONTRACTS OPEN and CLOSED. 


OPEN. 
Aberdare.—July 29th. (7) Additional plant at the 


generating station; (^) construction and equipment of tramways 
and railless system for the U.D.C. See Official Notices July 5th. 


Ashton-under-Lyne.—July 30th. One 400-Kw. motor- 
generator, one fuel economiser, two boiler feed pumps, coal elevator 
and conveyor and ash elevator, for the Corporation. See Official 
Notices ` July Sth. 


Australia.—W EsTERN AUSTRALIA.—July 31st. Post- 
master-General’s Dept. Telegraph and telephone material. See 
"Official Notices " June 21st. 

New SouTH WALES.—August 28th. Common-battery and auto- 
matic switchboards, for Newton, Glebe and Balmain, for the Post- 
master-General's department. See Official Notices to-day. 

SOUTH AUSTRALIA.—October Ist. Telephone switchboards at 
Unley, Adelaide, for the Postmaster-General's department. See 
"Ofcial Notices to-day. 

October lst. — Telephone switchboards at Norwood, for the 
P.M.G.'s department. See “Official Notices " to-day. 

October 22nd.—Telephone switchboard at Port Adelaide, for the 
P. M. G. s Department. See "Official Notices to-day. 

VICTORIA. — October 22nd. Fourteen sections of common - battery 
multiple switchboard, for the P. M. G.'s department. See Official 
Notices " to-day. 

TA-:MANIA.—August 26th. Accumulators for main telegraph 
circuits and motor - generators for the P. M. G. s Department. See 

" Official Notices " to-day. 


Barnsley.—July 20th. Electric wiring and fittings at 
the Workhouse. Mr. C. J. Tyas, clerk to the Guardians, Union 
Offices, Pitt Street. 


Bristol.— July 22nd.  Coal-elevating and conveying 


plant at the Avonbank ‘electricity works, for the Corporation. See 


Official Notices to-day. 


Canada. — August Ist. One 500-Kw. steam-driven 
generating set, for the City Commissioners, Moose Jaw, Sask. 
see Official Notices to-day. 


Dublin.— July 18th. Transformers, for the Corporation. 
See Official Notices" July 5th. 

July 19th. — Board of Public Works. Electric lighting of Fitz- 
zibbon Street police barrack and station. Plans and specification 
to be seen at Office of Public Works, Dublin, where printed forms 
of tender can be had. 

July 24th.—The South Dublin Guardians invite tenders for elec- 
trie motors for driving the laundry and bakehouse machinery. 
Specification can be seen at the office of Mr. John P. Condon, clerk 
of the U nion, 1, James's Street Dublin. 


Enniscorthy.—July 17th. C'ontinuous-current motor, 
for the District Asylum. See Official Notices July 5th. 


Italy.—SrEZZ IA, NAPLES and VENICE.—July 22nd. 
Tenders are invited for the supply of electric lanterns to the Royal 
Arsenala to the amount of £1,600; deposit £160. Particulars from 
the Direzione Generali dei R. R. Arsenali, Spezzia. 


London, — ISL ING TON. — July 24th. One 8,000-kw. 
rteam turbo-alternator, with exciter, condensing plant, switch- 
gear. piping. &c., for the B.C. See " Official Notices June 14th. 

Н.М. OFFICE OF Works,—July 18th. Arc lamp carbons for two 
years. See "Official Notices " July 5th. 


Manchester.—July 16th. Permanent way special track 
work for the Corporation Tramways Committee. Mr. J. M. 
McElroy, general manager, 55, Piccadilly.  (Returnable deposit 
£2 28.) 


Newcastle-under-Lyme. —J aly 15th. 1,000 yd. of 
V.B. mains, for the Corporation. See “ Official Notices p 4 tly 5th 


New Zealand.—Aucust 16th. Electric motor and 
induced-draught fan for Christchurch City Council. Tenders to City 
Surveyor. Deposit £5. Copy of specification can be seen at Doard 
of Trade Commercial Intelligence Department, London, E.C. 

i 
One electrically-driven turbine 


Nuneaton.—July 16th. 
See “Official 


type boiler feed pump, &c., for the Corporation. 
Notices July 5th. 


Pembroke.—July 15th. Electric lighting and other 
works in connection with 43 dwellings for the working classes at 
Beatty's Field, Ball's Bridge. Mr. S. L. R. Price, electrical engineer. 
Plans, &c., at Town Hall, Balls Bridge, Pembroke, Co. Dublin, 
Tenders to Chairman of Housing Committee. 


Rochdale,.—July 17th. Steam coal for a year for the 
Corporation electric power station, Dane Street, and paper-insulated 
cables for a year. Mr. C. C. Atchison, engineer and manager, Dane 
Street. (Returnable deposit of £2 28. in the case of the cable 
contract.) 


Salford,—July 25th. Electric light, telephone and fire 
alarm installations at the Union Infirmary, Hope, Pendleton, for 
the B. of G. See Official Notices July 5th. 


Spain.—The municipal autborities of Calanas (province of 
Huelva) have just invited tenders for the concession for the electric 
lighting of the town during a period of 20 years. 


Walsall.—July 30th. High and low-tension switchgear 
for the Corporation. See “ Official Notices " to-day. 


—July 19th. Extra-high-tension and 
See Official Notices July 5th 


Walthamstow. 
low-tension cables, for the U. D.C. 


CLOSED. 


Blackburn.— The T. C., on July 4th, decided to accept 
the tender of Mr. T. Speak, Blackburn, for electric lighting, &c., at 
the Finnington Infectious Hospital. 


Brighton.—Messrs. F. Reid, Ferens Co., steeplejacks, 
Sunderland, have secured the contract for the repainting of the 
steel chimneys at the Southwick power station. 


Canterbury.—The T.C. has accepted the tender of Mr. 
С. E. Dash wood, for electrical work for six months; and that of 
Mr. Philpot, of Canterbury, at £40, for electrical illuminations 
during Cricket Week. 


Dartford, —The U.D.C. lins accepted the tender of Messrs. 
Cox-Walkers, Ltd., for & switchboard and motor-generator, at £813, 


Italy,—The Italian Westinghouse Co. has secured con- 
tracts for the supply of four transporters and three 10-ton lifts, at 
the price of £560 each ; also those for electric material, to the value 
of £454, 


Japan.— The order received by Messrs. Dick, Kerr & Co., 
Ltd., for six alternators aggregating 60,000 H.P. for an important 
Japanese hydro-electric power company, which was mentioned here 
last week, follows on the firm's recent success in obtaining an order 
from the Japanese Government for four large gas engine-driven 
alternators for railway work. A correspondent writes :—“ It is 
particularly gratifying at the present time, when so much is heard 
of the competition, and even the alleged superiority of foreign 
electrical manufacturers, that such an important order should be 
secured by a firm which is not only British in name, but also in 
origin." 

Neweastle-on-Tyne.—The following tenders have been 
accepted by the Corporation, viz :— 


Lorain Steel Со. — Tramway junction, £1,423. 
E. Allen & Co., Ltd.—' Tramway crossings, passing places and fish-plates. 


Sheffield.—The T.C. has accepted the tender of Messrs. 
Steel, Peech & Tozer. Ltd., for 750 tons of tramway rails ; also the 
tender of the Cavendish Electrical Co., at £58, for supplying and 
fixing a new reclining electric light bath at the Glossop Road Bathe. 
The tender of Messrs. Gilbert Heathcote & Co. has been further 
accepted, at £963, for roof principals and structural steelwork for 
the proposed extensions. to the engine-room at the Neepsend power 
station. 

stockport.—The T.C. has accepted the following 
tenders :— | | 

Brush Electrical Engineering Co., Ltd.—'Thrce railless trolley cars, £682 

Belliss & Morcom, Ltd.—1,500.&w. mixed-pressure turbo-alternator and 


condenser, 45,763, and 500- Kw. engine, including brake tests and super- 
vision of erection, £1,743. 


Walsall.—The T.C. has accepted the tender of Messrs. 
Vickers, Ltd., at £092, for a rotary converter and transformer at 
Darwall Street sub-station, for traction supply; also that of the 
British Westinghouse Electric & Manufacturing Co., at £275, for 
the necessary switchgear and connections. 
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London.—SrEPNEy.—The B.C. Electricity Committee 


received the following tenders for fuse boxes for the period ending 
June, 1915 :— 


Crompton & Co., Lid. .. = 
Henley's Telegraph Works Co. ee ee 


(recommended) £285 
Siemens Bros. & Co., Ltd. e. v 84 


British Insulated and Helsby Cables, Ltd. . 327 
Reyrolle & Co., Ltd. .. we ys Ж ve .. 404 
Reason Manufacturing Co., Ltd... ле d x ee 415 
Edison & Swan United Electric Light Co., Ltd. ee . . 472 
Johnson & Phillips, Ltd. x © “> oe .. 582 


The following tenders were submitted for meters during the 
period ending June 30th, 1914 :— 


From 23 to 10 amperes. 
Bastian Meter Co., Ltd. (do not comply with specification; no 


samples submitted) З “з = se V» dà . . £295 
W. Geipel & Co. (do not comply with specification; no samples 

submitted) ae - se ves з. alg SOOT 
Siemens Bros. Dynamo Works, Ltd. - Vs vis .. +345 
Reason Masufacturing Co., Ltd. xis T .. (recommended) 902 
British Westinghouse Electric and Manufacturing Co., Ltd. oe 405 
Isaria, Ltd. "s - is T" SN <a РЕ T .. 587 
British Thomson-Houston Co., Ltd. T e Ss E .. 545 
G. Braulik .. P oe s M Е - „з is ee 875 
Ferranti, Ltd. ee m ee ee ee ee ae ee oe 605 
Venner & Co. x " ee i ре 1 5 .. 605 
Landes & Guir .. “> А v i» Ар ex .. 676 
General Electric Сс., Ltd. E eo 752 


* Do not comply with specification. Drop at full load exceeds specified 
amount. Dial not 10 specification. Commutator type. 
From 25 to 100 amperes. 
Bastian Meter Co., Ltd. (do not comply with specification; 20-amp. 


capacity only tendered for: no samples submitted) Р .. £152 
W. Geipel & Co. (do not comply with specitication ; no samples 

submitted) Я AM i T: АР = - x . ә 
Reason Manufacturing Со., Ltd. (unsuitable) .. КУ Ре .. 415 
British Thomson-Flouston Co., Ltd. x s s з .. 481 
Isaria, Ltd. (no siunples submitted) ni $5 - Vs .. 481 
British Westinghouse Electric and Manufacturing Co., Ltd. (do 

not comply with specification ; no samples submitted) . 449 
G. Braulik (no samples submitted) .. T s "" A .. 465 
Venner & Co. Р Я - A (recommended) 479 
Ferranti, Ltd... M e s m EN s Sa . 479 
Siemens Bros. Dynamo Works, Ltd. 285 si ze we .. 501 
General Electric Co., Ltd. d as КА 689 


For demand indicators required during the same period the 
tenders were :— 


24 to 100 amperes capacity inclusive. 

Venner & Co. ('Lackie" type to be used in conjunction with 

Chamberlain & Hookham ineters; no samples submitted) £409 
Reasos Manufacturing Co. "T КЕ .. (recommended) 687 
General Electric Co., Ltd. (“ Merz“ type, including Aron meter in 

one instrument) vs is is zx is ге .. 8,156 
British Insulated and Helsby Cables, Ltd. (unable to comply with 

specification). vs a Ps .. Informal 


The following firms quoted for time switches for the same 
period :— 


ео е oe ee 


From 10 to 25 amperes capacity inclusive. 
X. L.“ Electric Co. (do not comply with specification) " si 
Reason Manufacturing Co., Ltd. 155 +» es (recommended) 275 
W. Geipel & Co. oe ee ee eo ee ee oe ee ee 
Ferranti, Ltd. 


ae oe ee oe ee ee ee ee 425 
General Electric Co., Ltd. T ae is Ei "E . 480 
Venner & Co. s vá T .. 4230 


Above 25 amperes and up to 100 amperes. | 
X. L.“ Electric Co. (no samples submitted) sg ЯЯ ate .. £41 
W. Geipel & Co. .. - es ia 


ee oe ee ees 49 
Ferranti, Ltd. (no samples submitted)  .. «s .. 62 
General Electric Co., Ltd. (no samples submitted) M . . 67 
Venner & Co. es T v se .. (recommended) 67 
Reason Manufacturing Co. s , .. 69 


For carbons required during the period ending June 30th, 1913, 
the offers were :— 


Scholey & Co. (no samples received) $4 - Lu 

Bhip Carbons, Ltd. (burning hours 8 per cent. short) ec T 

Electrical Engineering and Equipment Co., Ltd. (no samples 
received). x ix čs 23 а i ai a 

Engineering and Arc Lamps, Ltd. (no samples received; open 
type Conradty or equal flame 284 and 90 in. Siemens; flame 


.. £891 
891 


965 


16 in. Ship) .. ss 
Sloan Electrical Co., Ltd. 
U 


W. Geipel & Co. s ТЕ кы M oe 

yi з (alternative) d T - ea - .. 1,048 
C. W. Webster .. - es : ate 

J. & Н. Grevener (Conradty) | ES + - ге bce 
Johnson & Phillips, Ltd. (Conradty make; prices of “flame” for 


(recommended) 1,014 


not less than 50,000 pairs) 1,199 
Crompton & Co., Ltd. .. bd -— ka its n T .. 1,178 
General Electric Co., Ltd. .. m Fa КУ е T .. 1,981 
Siemens Bros. Dynamo Works, Ltd. (Biemens's make) E .. 1,990 


Tenders for coal have also been opened, and a number accepted. 


L.C.C.—The Highways Committee has accepted the tenders of 
Messrs. Pinchin, Johnson & Co., Ltd. and the Maritime and 
General Improvements Co., Ltd., for insulating varnishes, 

The Highways Committee received the following tenders for low- 
tension cables, &c., for the tramways :— 


Johnson & Phillips, Ltd. .. `.. (recommended) £6,663 
British Insulated and Helsby Cables, Ltd. " .. 6,748 


Western Electric Co., Ltd. Y ES .. 6,760 
Siemens Bros. & Co., Ltd. 2s TM us ES .. 6,750 
Callender's Cable and Construction Co., Ltd. xs .. 6,820 
W. T. Glover & Co., Ltd... à m bs .. $6,869 
W. T. Henley's Telegraph Works Co., Ltd... 6,898 
Estimate of Chief Officer .. ри РА 6,400 


HACKNEY.—The Electricity Committee recommends that tenders 
be accepted as follows :— 


Leeds Fireclay Co., Ltd.—*V" shaped troughs (certain sizes). 

T. Wragg & Co.— V " shaped troughs (certain sizes). 

Key Engineering Co.—Conduits. 

J. Joberns & Co.—Blue Staffordshire tiles. i 


The contract with the Dussek Bitumen Co. for box compound | 


is to be continued for а further period of three years. 
BATTERSEA.—The tender of the Foster Engineering Co. has been 

accepted by the B.C. for the supply, for another year, of the 

metallic-filament lamps required for public street lighting; 


also the tender of the Underfeed Stoker Co., Ltd., at £328, to fit a 
mechanical stoker, complete with motor-driven fan and control 
gear, to a boiler at the central station. 


West Ham.—The Electricity Committee has accepted 
the tender of Messrs. Whipp & Bourne for switchgear for the works 
power distribution boards at the generating station ; that of Messrs. 
Babcock & Wilcox, at £826, for the main economiser floor for three 
boilers, with cast-iron gratings for two only, in connection with the 
generating station extensions; and the tenders of Messrs. J. Р. Hall 
and Co. and Messrs. G. & J. Weir. at £272 and £306 16s. respectively 
for boiler feed pumps. 


Worksop.— The U. D. C. has accepted the tender of Messrs. 
Willans & Robinson, Ltd., for condensing plant, at £829; that of 
Messers. W. T. Glover & Co., Ltd., of Manchester, for cables for two 
years, at £613 ; and that of Mr. A. Chadwick for building a battery 
room, at £268. ; 


— 


FORTHCOMING EVENTS. 


Junior Institution of Engineers,.—Friday, July 12th, Visit to the works of the 
Marconi Wireless Telegraph Co., Chelmsford. Leave Liverpool Street 
at 10.66 a.m. 


NOTES. 


Electrical Trades Benevolent Institution. — We 
have received from the secretary of the Institution, Mr. F. B. O. 
Hawes, of 18, Park Mansions, Vauxhall Park, S.W., two leaflets, 
one of which briefly explains the objects of the Institution, and the 


privileges of contributors and members respectively, while the 


other sets forth the purposes and advantages of collectorship. Any 
of our readers who will assist in circulating these leaflets, and in 
seeing that they reach the right hands, will have the satisfaction 
of knowing that they are doing good service in the interest of their 
fellow-men, particularly those who are in distress, without cost to 
themselves. The leaflets can beobtained by applying to the secretary. 

The first of the collecting books to be completely filled has been 
received by Mr. Hawes; the amounts are all small, none exceeding 
6d., but they make a substantial aggregate. They were contributed 
by the staff of a firm, and the example thus shown may well be 
followed by other collectors in similar circumstances. 


Electricity Supply Rifle League.— The following are 
the results of the matches shot during June in connection with 
the above League :— Central (Gaze 96) 557, є, Ilford 542; Hackney 
(Self 96) 537, v. Ilford (Hall, McKelvey 88) 503; Hackney 
(Self 95) 559, v. Westminster (Partridge, Winchcombe 97) 572 ; 
Shoreditch (Weeks 98) 557, r. Stepney (Barber 98) 537; Shoreditch 
(Weeks 99) 558. r. Westminster (Foster 98) 569; Ilford 548, т. 
Stepney (Barber 95) 553. 


Pos IT ION OF CLUBS TO DATE. 
— Matches. — ‚——Воогев.—— 


Club. Shot. Won. Lost, Drawn. Pointe. For. Against. 
Westminster b 5 0 0 10 2,846 2,737 
Central. 5 4 1 0 8 9,783 2,735 
Shoreditch de D 3 2 0 6 2,782 2,725 
Hackney у. 5 1 3 1 3 2,712 2,722 
Stepney ... 5 1 3 1 3 2,709 2,771 
Ilford ... 5 0 Б 0 O 2641 2,783 

Accidents in London.—Mr. Kellaway asked the 


Home Secretary to state the number of motor-omnibuses and 
electric tramcars running in the Metropolitan police area for the 
first six months of this year, and how many deaths were caused by 
each type of vehicle during the same period.—Mr. McKenna 
replied that the number of motor-omnibuses was 2,461 and of 
electric tramcara 2.661. During the six months ending June 31st, 
1912, 81 fatal accidents and 1,605 accidents involving personal 
injury were caused by these vehicles ; 69 deaths were caused by 
omnibuses and 12 by tramcars. Personal injury was done in 793 
cases by omnibuses and in 822 cases by tramcars. 


Preventing Collisions at Sea.— Sir Hiram S. Maxim 
has published a pamphlet describing a new system which he has 
devised for preventing collisions at sea ; he bases the iuvention on 
an alleged sixth sense possessed by bate, which are able to fly 
about in the dark without coming into contact with obstacles, and 
gives reasons for believing that the animals apprehend the presenoe 
of obstructions by the reflection of vibrations produced by their 
wings, the heads of many kinds of bats being equipped with organs 
of fantastico shapes but delicate perception for that purpose. The 
heads of many of these extraordinary bate are illustrated in the 
pamphlet. The inventor's proposal is to install on board ship large 
steam sirens, producing atmospheric vibrations of low frequency, 
and therefore inaudible. These vibrations will travel many miles, 
and will be reflected from bodies such as rocks or icebergs ; the 
echo will be received on а large diaphragm, the vibrations of which 
may either close an electrical circuit and ring a bell, or trace в 
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record on a travelling chart. In the latter case the interval between 
the dispatch of a train of waves and the arrival of the echo is a 
measure of the distance of the object. Sir Hiram believes that the 
eystem would be useful in preventing collisions with ships and ice- 
bergs, and wrecks on shore ; but up to the present experimenta have 
not been carried out with it at sea. 5 


Appointments Vacant. — Assistant in the electrical 
department of the Great Northern Railway Co., Ireland (£120); 
assistant mains engineer, for the Fulham B.C. (£130); junior 
assistant in the engineer's department, Provincial Cinematograph 
Theatres, Ltd. (258); switchboard attendant, for the Harrow 
Electric Light and Power Co., Ltd. (258.); assistant lecturer and 
demonstrator in the Electrical Engineering Department, Battersea 
Polytechnic (£120). See our advertisement pages to-day. The 
L. C. C. is about to invite applications for the position of a chief 
engineer to fill the position from which Sir Maurice Fitzmaurice 
is retiring. The salary will be £2,000 a year. 


Tramway Sports.— The eighth annual amateur athletic 
sports of the Croydon Corporation Tramways Athletic Club were 
held on Wednesday afternoon on the Brighton Railway Athletic 
Club's Grounds at West Croydon. Among the events was a mile 
flat race for a Tantalum Challenge Cup presented by Messrs. 
Siemens. and an 18 miles Marathon race. The Croydon Corpora- 
tion Tramways Military Prize Band (bandmaster, Mr. W. Ellis) 
was in attendance. Mr. T. B. Goodyer, the Corporation tramway 
manager, is president of the club. 


Educational University of Bristol.—The session in 
the faculty of engineering will commence on Tuesday, September 
lith. See our advertisement pages to-day. 


Compressed-Air Explosion at Bray.—As we go to 
press we learn from the Daily Telegraph that a disastrous explosion 
occurred at the Bray electricity works on Wednesday morning, 
resulting im the death of one man and serious injury to others. A 
fitter named Coates was engaged in transferring compressed air 
from one bottle" to another when an explosion occurred, and Coates 
was literally blown to pieces, the upper and lower parts of the body 
being severed. Mr. Sowter, the electrical engineer and manager, 
had his feet blown away, and Mr. McDonnell, his chief assistant, 
also suffered serious injuries. At the moment further details are 
wanting, and we do not know whether the explosion was due to the 
presence of oil in the air-tenke or to failure of one of the tanks, 
We are deeply grieved to have to record so вай an event. 


Westminster Abbey Memorial to Lord Kelvin.— 
The President and Secretary of the Institution of Electrical 
Engineers have issued a circular letter on behalf of a General Com- 
mittee representing the Engineering Societies of the British Empire 
and the U.S.A., which bas been formed to carry into effect a pro- 

for the erection in Westminster Abbey of a memorial window 
to the late Lord Kelvin. As the movement is sure to receive wide- 
spread support, it is not necessary for individual subscriptions to 
exceed £2. Contributions should be sent to Dr. J. Н. Tudsbery, 
hon. treasurer, 12, Dartmouth Street, Westminster, 8.W., or to 
Mesers. Coutts & Co., bankers, 440, Strand. 


Annual Outings.— The employés of Messrs. Page and 
Miles, Ltd., Brighton and Worthing, held their twenty-second outing 
on Saturday last. The party, numbering 75, accompanied by the 
directors, Мевятв. J. W. Penfold (chairman), E. J. Page and H. J. 
Miles (managing directors), A.C. Ganson (secretary), and J. T. Baker 
(works manager) left by early morning train for Richmond, the 
Castle Hotel being the headquarters. Here they were joined by 
several London friends. After viewing the sights of Richmond, 
the party sat down to dinner. The toast of "The King” having 
been duly honoured, that of “The Firm" was proposed by Mr. 
F. Patching and responded to by the chairman in a happy little 
speech: in passing, he mentioned that another record had been 
established in the number present, and emphasised the good 
fellowship that existed between the firm and their employés. The 
toast of The Works Manager was proposed by Mr. F. Lowe, and 
Mr. Baker responded. The party then proceeded to board the launch 
in waiting for them, and went up to Sunbury Lock. Tea was 
partaken of on board. The return to Richmond was made in the 
cool evening. The outing was most successful, and the arrange- 
menta were admirably carried out by the works manager, Mr. J. T. 
Baker. 

On Saturday last, the second summer fixture of the Batti-Wallaha’ 
Society took place in the form of a launch excursion up river. The 
party left Richmond and eventually reached Walton Bridge, tea 
being taken en route at Tagg’s Island Hotel. On the return 
journey, supper was taken, followed by an impromptu concert. 
The party returned to Richmond shortly before 9 o'clock. Some 
42 members and their friends were present, including a very large 
proportion of ladies. This is the first occasion upon which the 
summer outing of the Society has taken the form of a launch 
excursion, and as it proved so successful in every way, it may be 
made an annual feature in future. 

The staff of the Salisbury Electric Light Co., Ltd., recently paid a 
visit to Ryde (I. of W.) for their annual outing. The party numbered 
25, and included Mr. A. B. Randall, engineer and manager, and Mr, 
C. Godwin, accountent. At the dinner, the directors were heartily 
thanked for generously providing the outing year after year. 

On Saturday last, the whole of the employés of the Lancashire 

and Motor Co. visited South Shore, Blackpool. Priorto the 
dinner they held impromptu sports on the sands opposite the 


7 


Victoria Café, after which they adjourned to the Café for dinner. 
The men were accompanied by the directors and their wives. 


Copper.—Messrs. H. Merton's statistical circulars for 


June 15th and 29th afford an interesting comparison of the move- 


ments of the market throughout the month. At mid-month we 
find supplies to Europe from North America 17,865 tons, which has 


' risen to 32,140 tons, not quite double, by the end of the month. 


Spain and Portugal to England and France register 1,779 tons and 
2,356 tons for the same periods; Chile shipments 2,900 and 4,400 
tons, and Australia 2,000 tons and 3,650 tona. Total deliveries, 
mid-month 25,636 tons and end of month 45,845 tons. Stocks 
(visible supplies) dropped 1,959 in the first part of the month, and 
2,995 tons by the end. Rotterdam stocks had lost 400 tons during 
the month and Hamburg 1,057 tons. American stocks fell 6,897 
tons during May, and are now given as 22,151 tons. The world's 
supplies are 74,741 tons (May 31st) or less than half what they were 
at the same date last year. 


Inquiry.—The present agents for the Moore Vacuum 
Tube lighting system in this country are asked for. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with th 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted аз to their mevements, 


Central Station Officials.— Last Saturday morning, at 
the headquarters of the West Ham Corporation Electricity Depart- 
ment, Stratford, a large gathering composed of all grades of the 
officers and employés of the department assembled to show Mr. 
Н. Н. Couzens, their retiring chief, the esteem in which they 
hold him, and the goodwill they desire that he should carry away 
with him, to his new post as engineer and manager of the Hamp- 
stead Electricity Department. The staff and employés presented 
him with a handsome gold stop watch, suitably inscribed. Mr. 
Gilbert, mains engineer, in making this presentation on behalf of 
the staff, gave utterance to the feelings of goodwill and respect in 
which Mr. Couzens was held by all those who had served under him 
at West Ham, and said that it was now three years since Mr. Couzens 
took up the threads of the great West Ham electricity undertaking, 
and that, during the period in question, the department had made 
most substantial progress in all directions, There had been a con- 
siderable increase in generating plant and extensions to the mains, 
necessitated by the large number of new customers the department 
had gained and the remarkable development of the selling side of 
the business generally, as expressed in the millions of extra units 
being disposed of to-day as compared with the output three years 
ago. Mr. Couzens, in replying, expressed his thanks for their good 
wishes and for the very handsome gift, which, in the days to 
come, he should always treasure as a pleasant reminder of his tenure 
of office in West Ham. Mr. Couzens also thanked every member of 
the staff for their hearty co-operation with him in making the West 
Ham undertaking an electrical and financial success, and though 
great progress had been made since he came there, much still 
remained to be done, and even now this great undertaking could 
only be regarded as still in a stage of transition, but he had no 
doubt that eventually the utmost success would attend the efforts 
of all those who worked for its development; in fact, he regarded 
the future of West Ham, from every standpoint, as being an exceed- 
ingly bright one, and trusted that all those who were employed in 
this department would do their best to ensure its success. The 
proceedings closed by three hearty cheers being called for and given 
for Mr. Couzens, followed by the singing of He's a Jolly Good 
Fellow." 

Despite opposition from the Labour Party, Blackburn T.C., on 
July 4th, agreed to the proposal to increase the salary of the elec- 
trical engineer, MR. P. P. WHEELWRIGHT, from £500 to £700 by 
four yearly increments of £50. The resolution was carried by a 
large majority. The opposition was led by Mr. Higham (Labour 
leader), who paid full tribute to the engineer's abilities, but said 
£500 was as much as Blackburn ought to pay for the post. He dis- 
agreed with the policy, and contended that they ought not to exceed 
the maximum of £500 fixed some years ago. Ald. Hamer (Liberal 
leader) said having regard to the fact that other towns the size of 
Blackburn paid £700 a year, and that the cost of living had 
increased to professional men, just as it had to the working classes, 
he did not think £700 too large a stipend. Ald. Thompson said 
the electrical engineer was the responsible head of a great under- 
taking, representing a capital of £350,000, and the salaries for 
officials in such positions ruled nearer £1,500 than £500. 

Newport (Mon.) T.C. has appointed Mr. D. C. HENDERSON, of 
Grimsby, as engineer-in-charge at the electricity works, 

The General Purposes Committee of Poplar B.C. have decided to 
promote Messrs. V. Н. CRUIKSHANK and E. R. INGRAM, station 
superintendent and managing superintendent respectively, to a 
higher grad$, whereby they will receive a salary of £200, rising to 
£250 per year each, as against their present salaries of £150 to 
£200. 

The salary of Mk. A. S. BARNARD, electrical engineer, of Walsall, 
is, subject to the usual sanction, to be increased from £450 to £500 


per annum, 
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The Electric Lighting Committee of West Ham Town Council 
has decided to increase the salary of Mr. F. FARNDON, sales 
manager, from £300 to £350 per annum, by annual increments of 
4 25. 

MR. A. W. BREALEY. of Willesden. has been appointed assistant 
meter inspector at the Watford U. D.C. Electricity Works. 

The Reriew of the Rirer Plate states that MR. PAKENHAM W. 
BEATTY has been appointed manager and engineer of the Tucuman 
station of the River Plate Electricity Co.. Ltd. 

The Bolton T.C. Electricity Committee has increased the salary 
of MR. B. S. HORN BY. chief assistant electrical engineer, from 
£220 to £230, and that of Mr. W. J. Woon, station engineer. 
from £240 to £250. 


General.—Mn. Е. Harrison notifies us that his 
connection with Metalite, Ltd., as engineer and works manager, 
has ceased. 

MR. DONALD MCPHERSON, an electrical engineer. while residing 
in Crieff, Perthshire, on holiday, made a gallant attempt to rescue 
a boy who had gone beyond his depth while bathing in the Earn. 
Twice Mr. McPherson dived into the deep pool in the hope of 
effecting a rescue. but ultimately he had to give up the task. The 
boy'8 body was recovered by the police. 

Mr. Jas. CULSHAW, of Dewsbury, has been appointed chief 
inspector under the Electric Traction Co., of Peterborough. 

The British Electric Traction Co., Ltd., announces that Mn. C. H. 
DADE, formerly secretary of the company, and Mr. R. J. HOWLEY, 
M.LC.E. formerly chief inspecting officer of the company, have 
been appointed joint managers. MR. THOMAS BOWER has been 
appointed secretary pro fem, 

Mr. A. BROMLEY HOLMES, consulting electrical engineer to the 
Liverpool Corporation, is retiring after a lengthy and distin- 
guished career. Mr. Holmes was born in 1849. 

We are pleased to record the appointment of Pror. C. A. M. 
SMITH, M.Sc.. as Professor of Mechanical and Civil Engineering in 
the newly-created University of Hong-Kong. During the last five 
years Prof. Smith has been working at the East London College, 
University of London, where his researches have resulted in the 
publication of many scientific papers in connection with tests on 
the strength and elasticity of materials. Prof. Smith has fre- 
quently contributed original views upon the subject of technical 
education to our pages, and is a prolific writer on engineering 
questions. A few days ago the staff of the East London College 
presented him with a silver tea set, in token of the high esteem in 
which he is held. 


Obituary.— Mr. W. R. THORNTON, the oldest-established 
electrician in Barrow, died on Saturday last at his residence after 
a somewhat lingering illness. Deceased had a seizure some five years 
ago, and had been attacked similarly since on different occasions. 
For the last 12 months he has been practically confined to the house. 
Mr. Thornton was 72 years of age, and he went to Barrow from 
Burnley 40 years ago. The business in Ramsden Square, Barrow, 
is now conducted by hisson. Mr. Thornton since 1870 had been 
in business on his own account. He completed many important 
electrical installations in the borough. | 


CITY NOTES. 


Durham Collieries Electric Power Co., Ltd. 


THE directors' report for the year ended September 30th, 1911, 
states that the trading account showed a profit of £4,215, but 
after charging head office expenses, cable rentals, fees of trustees 
for debenture-holders, and rent and royalty to the Sunderland 
District Electric Tramways, Ltd., this profit was reduced to £550. 
Against this amount must be debited the charge for prior lien bond 
and debenture interest for the year under review, with the result 
that there was a loss of £10,295. There was а considerable improve- 
ment in the sales of current for the year, but, owing to the prices 
obtained and the arrangements made for the generation and dis- 
tribution, the results were approximately the same as the previous 
year. Thereport which was received from an independent electrical 
engineer was of & disappointing character, and it had been laid 
before & committee of debenture-holders. 
there was no prospect of the company, under existing contracts and 
arrangements, making sufficient profit to meet the interest on the 
debentures. Negotiations had, therefore. been entered into with a 
view to asale of the company’s undertaking being effected. It 
was proposed that the company should go into voluntary liquida- 
tion, and the formal resolution with regard to this formed part of 
the notice convening the meeting. 


The ordinary general meeting was held on July 4th, at Basildon 
House, Moorgate Street, E.C., Mr. A. W Tait presiding. 

The CHAIRMAN, in moving the acop‘ion of the report as above, 
eaid that the company had again made a loss, after charging 
debenture interest, of £10,295. In consequence of the report which 
the directors obtained from an independent electrical engineer, Mr. 
Chamen, the prospects were so unsatisfactory that the position 
was placed before the debenture-stockholders committee, and an 
endeavour was ‘made to try and arrive at a settlement by means of 


This report showed that . 


getting some amelioration of the conditions under the contracts, 
but that was found impossible. They afterwards entered into 
negotiations with the Newcastle-on-Tyne Co. for the sale of the 
undertaking to that company, and it looked asif those negotiations 
might be successfully completed. Не was afraid that the property 
would have to be sold at a price which would leave nothing what- 
ever for the sbareholder-—in fact. there would be a substantial 
loss to -the debenture-holders. The report which they received 
from Mr. Chamen showed that not only was the position of the 
company unsatisfactory at the moment, but even if the load 
grew there was no great prospect of better results. That he 
thought was due to the mistake which was made originally with 
regard to the load factor at collieries which had turned out to be 
considerably less than was anticipated. 

Mr. T. O. CALLENDER seconded the motion, and the report was 
adopted. 

An extraordinary meeting was subsequently held, when a resolu- 
tion was unanimously agreed to for voluntarily winding-up the 
company and appointing Mr. A. W. Tait as liquidator. 


Electrice Construction Co., Ltd. 


THE directors report that the net profit for the year, after payment 
of 47,192 for debenture interest, and crediting £5,000 as formerly 
to depreciation account, is £20,364. The sum brought forward 
from last year is £6,131. and the amount available for distribution 
ie therefore £20,496. The directors recommend that this amount 
be appropriated as follows: Dividend of 7 per cent. per annum on 
the preference shares (whereof a moiety was paid on January 3st), 
4 1.395: dividend of 31 per cent. per annum (Is. 6d. per share) on 
the ordinary shares, & 8,107: transfer to general reserve fund 
(which will then amount to £33,000), £8,000; balance carried 
forward 4 5.694. The increased demand for electrical machinery 
has been maintained during the past year, and the company's works 
have been fully employed during the entire period. Consequently 
the protits again show an improvement, and enable the directors to 
recommend an increased dividend on the ordinary shares. Since 
the close of the financial year the directors have redeemed £7,700 
of the company s 4 per cent. debenture stock at a favourable price. 
The total amount of the debenture issue is now £175,000, as com- 
pared with £250,000 three years ngo. The directors report, with 
much regret, the death of their chairman, Mr. W. S. B. McLaren, 
M. P., which took place on 29th ult. They have elected Sir Irving 
Courtenay, Kt., as his successor. : 
The meeting is called for July ISth at Winchester House, E.C. 


Prospectuses,— Ceara Tramiray. Light and Power Co., 
Jid—The list of applications is to close to-day in an issue of 
£250,000 5 per cent. first debenture stock, which is being offered at 
921 per cent. by Parr's Bank, Ltd. Purchasers are entitled to a 
bonus of 10 per cent. in fully-paid ordinary shares. The company 
has acquired the mule tramways in the city, and has & concession 
for the electrification and working thereof for 76 years. also for 
the establishment of an electric light and power installation, at the 
City of Fortaleza, the capital of the State of Ceari, Brazil. A 
report on the schemes has been drawn up by Mr. J. К. Bock 
(McCarter & Kerr Bock, consulting engineers, London). and this is 
quoted from in the prospectus. The electrical plant and equip- 
ment will be supplied by Mesers. Dick. Kerr & Co.. Ltd., and the 
contract is to be completed by March, 1913. Mr. A. A. C. Swinton 
is one of the directors of the company. 

The General Electric Co., Id. -The prospectus mentioned by Mr. 
Hirst in his speech at the annual meeting of this company, 
reported on another page, is now before the public. and the list is 
to close to-day (Friday). It offers for subscription £150.000 in 
15,000 preference shares (6 per cent. cumulative) of £10 each to 
provide additional working capital for the carrying on and extend- 
ing of overseas trade through the medium of the company's 
various subsidiary and allied companies, and also for the extension 
of the G.E.C. factories. The progressive operations of the company 
are well known to our readers. and as we have already said, its 
doings in the Colonies and abroad ought to bring in a large amount 
of profitable business for many years to come. 

Major . Co, Itd- This company is offering 50,000 7 per cent. 
participating preferred ordinary shares of £1 each for subscription. 
The list closes on Tuesday next. 


City and South London Railway Co.—The accounts 
for the half-year to June 30th show a balance. after providing for 
the debenture stock interest, the payment of the dividend on the 
5 per cent. preference stocks, 1891, 1896, 1901 and 1903, and the 
transfer to the renewal fund of £1,500, sufficient to allow the pay- 
ment of a dividend on the consolidated ordinary stock at the rate 
of 1j per cent. per annum, carrying forward 4 2,194. The dividend 
for the corresponding half-year was at the rate of 1} per cent. per 
annum, carrying forward £2,797. 


Dublin United Tramways Со. (1896), Ltd.—The 
directors recommend dividends at the rate of 6 per cent. per annum, 
less income-tax, on both the preference and ordinary shares for the 
half-year to June 30th. £10,000 is placed towards the renewal of 
rails, £1,000 to accident insurance reserve, and £11,234 is carried 
forward. 


National Electric Supply Co., Ltd.—The directors 
have declared an interim dividend of 3s. per share on the ordinary 
shares for the half-year ended June 30th. 
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Madras Electric Supply Corporation, Ltd. 


The directors in their report stated that during the year ending 
December 31st, 1911, the number of units of electrical energy sold 
waa 2,583,326, compared with 1,882,787 units sold in 1910, an 
increase of 700,539. 319 new consumers came on to the company's 
mains during the year. | 

Con- Equivalent in 


Units Gross 
Year. sumers. 8-c.r. lamps. sold. revenue. 
1909 s 355 29,296 267,568 £5,057 
1910 E 719 5,329 1,882,787 £17,454 
1911 Y 1,038 105,737 2,083,326 £25,898 


The agreenients with certain large consumers referred to in the circular to 
the shareholders in December last should come into operation during the 
carrent year, and connection to one consumer has already been made which 
wil ensure an additional annual output of over 500,000 units. The board regret 
that in spite of the new connections and the growth of business, the improve- 
ment in net revenue does not come up to their expectations, The directors 
have. in conjunction with the company's consulting engineers, Messrs. Merz 
and McLellan, reviewed the whole position. and have come to the conclusion 
that to enable the company to cater successfully for the demand for power, it 
is imperative to extend the plant and reduce the generating costs. With 
this in view, the consulting engineers have prepared plans and specifi- 
canons, TO carry out these proposals and to provide for further exten- 
sions t0 Mains, additional capital will be required, which it is proposed 
to raise out of the proceeds of the sale of a further £117,500 6 per cent. 
debentures at 91. These debentures, torether with those now outstand- 
ing, will be secured by a trust deed, and a sinking fund of 2 per cent. 
wil be created for the redemption of the whole. The board have also 
decided to advise the purchase of all the ordinary capital of the Madras 
Electric Tram ways (1904), Ltd., for the sum of £102,500, to be satisfied by the 
issue to the owners of these shares of 42.500 6 per cent. debentures and 
£19,000 6 per cent. preference shares of the Madras Supply Corporation, 
becoming curnulative after January, 1914, and entitling the holders at any 
time within ten years to elect that such shares are to cease to be preference 
shares and are to become ordinary shares, ranking pari passu with the existing 
ordinary shares in the capital. This purchase will secure to the Supply Cor- 
poration the entire reversion of the tramway profits. The company already 
supplies the whole of the power required by the tramways, which is steadily 
increasing; the system has now 21; miles single track, and further consider- 
able extengiors are under consideration. The directors, therefore, recom- 
mead the acceptance of these proposals which are now submitted for the 
approval of the shareholders. 


Messrs. Merz & McLellan, in their report, state that the develop- 
ment scheme involves not only the extension of the cable system 
ю ав to.cov er a larger area, but also alterations and additions to the 
existing generating plant so as to lower the cost of production and 
enable electricity to compete successfully with other forms of 
motive power. The plans they have prepared contemplate the 
extension of the power station buildings to accommodate three new 
boilers with their auxiliary plant and chimney, and three turbo- 
alternators with condensing plant and other auxiliaries, Their 
estimate of the cost of these alterations and additions is £65,000, 
and with this expenditure the company would have a modern and 
efficient generating plant permitting of economical extension and 
capable of dealing adequately and in a remunerative fashion with 
any load which might offer in Madras. This figure does not provide 
for mains extensions. Messrs. Merz & McLellan say that from the 
estimates of net revenue of the Tramway Co. which have been 
submitted to them, and which, from their inspection of the Tram- 
way Co. s weekly returns appear to be substantially correct, they 
are of opinion that this undertaking is an improving property, and 
that the amount available for payment of dividend on the ordinary 
shares acquired by the Electric Supply Corporation will not only 
provide for the dividend upon the preference shares issued in 
exchange for the Tramway Co.'s ordinary shares, but will leave a 
substantial margin at the disposal of this company. Taking into 
account both the increased profits on the supply of electricity due 


to increase of business and reduction of costs, and the dividends on . 


the ordinary tramway shares, they are of opinion that by the end 
of the first complete year of working with the new plant, the com- 
pany should be earning sufficient revenue to cover both debenture 
interest and preference dividend, and to leave over a substantial sum 
for depreciation and the commencement of a dividend upon the 
ordinary shares. 

THE ordinary meeting of the shareholders of the above company 
was held on Friday last at the offices, Queen Victoria Street, E.C., 
Mr. A. M. H. Walrond presiding. 

The CHAIRMAN. in moving the adoption of the report, and the 
approval of a scheme for purchasing the ordinary shares of the 
Madras Electric Tramways Co., said the total expenditure on 
capital account, amounted to £329,090, of which £17,233 was 
expended last year, the largest item being £10,851 on mains. They 
had sold £6,020 worth of fans. He was glad to say that the sale 
of fans was steadily increasing, and he hoped another 12 months 
would see all, or most of them, sold, and earning revenue for the 
company. During the last six months of 1911, 476 fans were sold, 
and 676 had gone off already ithis year up to May 3rd. The 
receipts for current showed a very material increase, and now 
amounted to £23,351, and there was every indication that this 
increase would be more than maintained, as several good customers 
would come on the mains during the coming year. They were 
perfectly satisfied with the progress they were making in this 
direction. The tetal costs had increased by nearly £6,000, out of 
which the repairs and maintenance of the plant and mains repre- 
sented £2,136. The balance showed a working profit on the 
account of £2,621, against £28 last year. They would gather 
from the report that the directors were dissatisfied with this result. 
The generating plant had proved itself disappointingly expensive 
in coal consumption, wages, and maintenance, making it clear to 
the board that the existing plant could not profitably deal with 
the large field of power which they knew existed in 
Madras. The directors, therefore, reviewed the whole 
position with their consulting engineers, the outcome of which 
Was the scheme which they laid before the shareholders. They 
naturally hesitated a considerable time before suggesting the raising 
of a further large sum in debentures. They might possibly have 
been content with a smaller amount to keep themselves going, 


relying on the increased connections to increase their profits. 
Messrs. Merz and McLellan, however, pointed out that the road to 
success lay in reducing their generating costs, and this they could 
not expect to do to any appreciable extent with the existing plant. 
Since that plant was designed there had been great strides in elec- 
trical matters, and the consulting engineers informed them that if 
they allowed them to modernise the plant these costs could be 
reduced very materially. They also pointed out that with their 
present costs it was impossible to compete successfully with other 
methods of producing cheap power, for which there was a very 
great demand in Madras. If they could place themselves in a 
position to capture the trade it would be worth their while making 
а great effort to do so. The scheme which Messrs. Merz and McLellan 
suggested, and which the board had every confidence in recom- 
mending the shareholders to agree to, was, in their opinion, the 
quickest way to earn the dividend which they had so long waited 
for. ‘That could only be done by largely increasing their output, 
and the scheme would enable them to do that without increasing 
their present total costs, and they would also be in a position to 
deal with many consumers of power who, when the plant was first 
erected, they hardly contemplated being able to supply. Part of 
the scheme involved the purchase of the ordinary shares of the 
Madras Electric Tramways Co. That involved a very large 
question, and had received most serious consideration by the board. 
The price which it was suggested they should pay—£102,500— 
at first sight seemed large, but it was necessary in such a 
matter to take a comprehensive view of the whole situation, and in 
their opinion, taking everything into consideration, they had con- 
fidence in recommending that part of the scheme to the share- 
holders. The tramway company had from the first been very 
closely connected with them, They had the contract to supply 
them with all the current they required ; they had just been putting 
their house into good order, and he believed they were just at the 
commencement of a very rapid growth in the business, They had 
233 miles of single track, and the receipts from passengers showed а 
large and steady increase, and he considered that there was a big 
field for tramway development in the city. The company had a 
comprehensive scheme of extension under consideration and if they 
agreed to the present scheme they would hold the reversion to all 
profits they might make in the future after their prior charges had 
been met. The board believed that in the near future they would 
receive an addition to their revenue considerably in excess of the 
interest charge involved in the purchase. The scheme for the sale 
of the debentures and the purchase of the tramways must be taken 
together, as the purchasers of the debentures stipulated as part 
of the bargain that the tramway shares should be part of the 
assets of the company. : | 

Mr. J. G. B. STONE seconded the resolution. 

Mn. READ said he did not quite understand why they should be 
asked to pay £102,500 for these Madras Tramway Co. shares, for 
according to the last report of the company they were valued at 
£57,000, taking them at par, and were producing 2 per cent, 
dividend. 

Considerable discussion ensued on this matter, the proposal of 
the directors being strongly objected to. Col. Murray said there 
was & good deal about the scheme that had an unpleasant ring, 
and he hoped it would not be sanctioned. 

MR. REEVES said that as his name had been mentioned in 
the discussion as a former director, he wished to say that he 
strongly objected to this scheme. which he regarded as 
unsound. To place a large block of 6 per cent. debentures 
at a price of 91, coupled with the obligation to purchase the 
ordinary shares of the tramway company, was very much like a 
gambler or a spendthrift going to a moneylender as the last 
resource to put him right. He knew the difficulties the board 
were in because the company wanted money for development, but 
the price to be paid for it would put the ordinary shareholders into 
& very sorry position indeed. 

Мв. STONE explained that he had been in telephonic com- 
munication with those representing the group of trust companies 
who were prepared to guarantee the debenture issue, and they 
informed him that they would rather the offer be either refused or 
accepted then. 

The CHAIRMAN then put the resolution, which was rejected by 
three votes, no shareholders voting for. 

The CHAIRMAN said that under the circumstances he must 
demand a poll. This was taken, with the result that the proxies 
for the board numbered 17,000:вһагез, while shareholders present, 
representing 745 shares, voted against. Most of the shareholders 
refused to vote, saying that they declined to take the responsibility. 
The chairman thereupon declared the resolution carried. 


Bournemouth and Poole Electricity Supply Co., Ltd, 
he directors have declared the interim dividends upon the 47 per 
cent. preference shares and the 6 per cent. second preference share» 
of the company, less income-tax, for the half-year to June 30th, 


and an interim dividend on the ‘ordinary shares at the rate of 5 


per cent. per annum, less income-tax, for the same period. 


Held Over.—Owing to pressure upon our space our 
report of the meetings of the Marconi Wireless Telegraph Co., 
Ltd., and the Nairobi Electric Light and Power Co. Ltd., are 
held over. 

Spanish Telephone Co., Ltd.—The directors have 
declared a dividend of 5 per cent. for the year to May 31st, £400 
being placed to reserve, and £788 carried forward.— Financier. 


Clontarf and Hill of Howth Tramway Co., Ltd.— 
The directors have declared an interim dividend at the rate of 3 рег 
cent, per annum, 


— „аш К 
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Cape Town Consolidated Tramways and Land 
| Co., Ltd. : 


THE annual meeting was held on July 3rd at the offices of the 
company, l, London Wall Buildings, E.C., Mr. R. Littlejohn 
presiding. 

The CHAIRMAN, in moving the adoption of the report (see 
ELECTRICAL REVIEW, page 24), said that they had had another 
year with little, or nothing, to show in the accounts in the way of 
satisfactory results. No dividends had yet been declared by the 
subsidiary companies, whose undertakings were practically the only 
asset of this company. The past year's working of the tramway 
company showed a profit of £1,274, which, though small, was an 
improvement of £1,650, as compared with the loss of £376 for the 
preceding year, and there was further satisfaction in the fact 
that the receipts for the first five months of the current year 
showed increases as compared with the receipts for the corres- 
sponding five months of 1911. With regard to the estate companies, 
only one sale of land was made during 1911, and the revenue from 
other sources had not been sufficient to cover the outgoings for 
upkeep and necessary capital expenditure—hence the further 
advances" which the company in London had had to make during 
the year to the subsidiaries. The future, however, looked much 
more hopeful The general business conditions in the Cape 
Peninsula were steadily improving, and the outlook was brighter 
than it had been for years. These improving conditions and the 
brighter outlook would, no doubt, materialise sooner or later, so far 
as this company was concerned, in a demand for building sites on 
the estates of their Subsidiary Estate Companies. Camp’s Bay 
district came more into popular favour every year. Having referred 
to the development work being done at Camp's Bay, the chairman 
said the principal portion of the tramway revenue was derived as 
in the past from visitors and pleasure excursions to that place. 
This class of traffic depended 80 much on holidays and fine weather 
that it could not be relied upon to bring in a steady and sufficient 
revenue. A resident population was what they wanted, and what 
no doubt they would get in time. Their policy was to economise 
their resources, and at the same time to keep their properties well 
before the public. The directors proposed to issue during the 
current year the £50,000 6 per cent. prior lien debentures recently 
created, offering them in the first place to the holders of the 
existing 5 per cent. debentures, and alternatively to shareholders. 
These prior lien debentures being a first charge on the whole of the 
company's assets were well secured, and carrying as they would 
6 per cent. interest per annum, and being repayable on January 1st, 
1916, at £106 per cent., they would no doubt be readily taken up. 
Meantime, cash advances to the extent of £10,000 had been 
obtained on the security of prior lien debentures in anticipation of 
their issue. The proceeds of the issue when made would, so far 
as they could see, be more than sufficient for the company's 
requirements till the maturity of the prior lien debentures, before 
which time it was hoped & demand would have arisen for building 
sites on their subsidiary companies estates, at prices sufficiently 
satisfactory to be taken advantage of. 

MR. LUDWIG BREITMEYER seconded the motion, and the report 
was adopted. 


Kalgoorlie Electric Tramways, Ltd. 


THE annual meeting was held on July 4th at the London Chamber 
of Commerce, Oxford Court, E.C., Mr. Allen H. G. Stoneham 
presiding. 

The CHAIRMAN, in proposing the adoption of the report (see 
ELECTRICAL REVIEW, page 23), said he regretted that the accounts 
were not of a very encouraging nature. Unfortunately, the returns 
from the tramways continued to decrease. They were entirely 
dependent upon Kalgoorlie and Boulder, and those two towns were 
entirely dependent upon the mining industry. When that industry 
flourished the towns flourished, and the tramways benefited, but of 
late years the industry had not been prosperous; there had not 
been any new discoveries of any great value, with the consequence 
that fewer men were employed at the mines, and, naturally, tbeir 
traffic suffered. Another thing which had militated against the 
traffic was that Boulder had grown much more than was ever 
anticipated, and men who used to live at Kalgoorlie had gone 
to live there, and, consequently, they did not need to use the 
tramways to get to and from their work. When the tramways 
were started ıt was always anticipated that Kalgoorlie would be 
the centre where everybody would live, and that Boulder would 
simply be the headquarters of the mines. Another disappoint- 
ment had come to them in regard to the Trans-Continental 
Railway. They had always anticipated that when that rail- 
way was built the headquarters would be at Kalgoorlie, and 
although at the present moment nothing had been definitely 
decided, the probability was that the works would be situated 
б or 6 miles out of the town. The railway was to be commenced 
at once, and would take about two years to construct, and although 
there could be no doubt that it would bring considerable business 
to Kalgoorlie, the main factor in their prosperity, or the reverse, 
was whether new mines were opened up. As to whether there was 
any prospect of the Australian Government buying the company, 
there had been one or two overtures and conversations, but nothing 
definite had been submitted. He found that Governments were 
very like private individuals—they liked to buy something which 
they thought was prosperous, at a low price. He did not think 
there was any donbt but that the Government would eventuall 
want to acq the tramways, because their policy waa to buy all 
businesses of public utility. 

MR, OLIVER WETHERED seconded the motion, 

Replying to a shareholder, the CHAIRMANX said that, of courses, 


the directors were greatly disappointed with the resulte, but they 
always recognised that Kalgoorlie was dependent upon the mining 
industry. They still thought that their best policy was to reduce 
the debentures as quickly as possible, во that they might be paid 
off before the end of the concession, and the whole of the profits be 
available for the shareholders. They were bound every year to 
redeem a certain amount of the debenture stock, and last year 
£5,719 was redeemed at a cost of £5,300. 
The report was adopted. 


General Electric Co., Ltd, 


THE ordinary general meeting of this company was held on 
Monday at the Cannon Street Hotel, E.C., Mr. H. Hirst presiding. 
In proposing the adoption of the report (see ELECTRICAL REVIEW, 
Vol. 70, page 1053), the CHAIRMAN said they had every reason to 
be satistied with the year's working. The trading profits had risen 
from £107,858 to £112,324.  The.income from investments had 
increased in proportion to the additional capital sunk in such invest- 
ments, namely, from £11,279 to £21,224; in other words the net 
profits, which in 1911 were £119,000, were this year £133,000. They 
were declaring this year on the ordinary shares & dividend of 74 per 
cent. The extra 2} per cent. absorbed, however, only £10,000, and 
he thought no apology for this modest step up was needed. They 
were beginning to realise the benefits of almost luxurious deprecia- 
tions in past years. Since the inception of the company, they had 
spent practically £500,000 on property account, which now stood 
at £285,932. It was recently valued, at the suggestion of, and on 
behalf of, the debenture-holders, and found to be worth about 
£100,000 more than that figure. It was their intention, in future, 
to divide their property account up into three headinge, namely :— 
(a) Land and buildings; (0) plant and machinery; (c) tools, 
patterns, fixtures, installatione, leaseholds, kc. This would help 
them to carry their depreciation more scientifically, and the share- 
holders would have a better picture of their assets. Sundry 
debtors were £411,000; stock-in-trade, £101,000. The equality 
between those amounts was, to him, after years of experience, 
always a sign ofa certain efficiency. Both stock and debtors bore 
in a general business like theirs more or less the same ratio to the 
amount of turnover, and he wished to give them an assurance 
that those figures this year, compared with the total busi- 
neas done were, in proportion, as satisfactory as they had 
everenjoyed. Last year there was a considerable difference in these 
figures, due simply to the fact that amongst their debtcrs, which 
were £60,000 higher, there appeared a number of their foreign 
subsidiary companies. It is with these outstandings that those 
companies had been capitalised. The increase in their investment 
account was largely due to the transfer from the debtors’ item; in 
other words, instead of sending cash to Australia, China, Iudia, the 
Argentine, &c., they had sent goods and taken shares in payment, 
shares which gave them absolute control in those subsidiary com- 
panies. The investment account represented actual value invested. 
The ordinary or deferred shares which they might possess in these 
companies appeared in the investment account at the nominal 
value of £1. Since last year they had completed both the Indian 
company and the Argentine company: the former was in full 
swing. They had added tothe Calcutta branch a branch in Madras, 
and one in Bombay was under consideration. They had the 
advantage there of the partnership of their former agents, Messrs. 
Octavius Steel & Co. The Argentine company was completed, and 
one of their principal managers was over there at present to take 
over the business for the new company from their former agenta, 
Messrs, Colson, Brookhouse & Pyne, who continued with them in a 
similar partnership. Australia had, since the last meeting, with 
its main office in Sydney, opened depots in Melbourne, Wellington 
and Brisbane. In China they were now settled in Shanghai and 
Hong Kong; Tientsien was under consideration; whilst in their 
South African company it was proposed to add to the depots in 
Johannesburg, Cape Town and Durban, a depot in Kimberley. 
Matters electrical moved and changed very quickly. The average 
dealer was afraid of putting down stock, and only this policy of 
having manufactures ready for use on the shelf in any part of the 
world where and when they might be wanted secured a continuity 
of business, and the right kind of business such as enabled one to 
keep works going at a high efficiency. It was, of course, not to 
be expected that all these new enterprises were profit-bearing during 
the first few years, more especially as they pursued with 
those branches the same policy as at home, namely, writing down 
such expenses as establishment charges, fixtures, fittings, &o., 
before using the profits for distribution. As regarded the business 
itself, their engineering works were very busy, and kept commer- 
cially and technically right in the front ranks. The works were 
filled with orders, amongst which could be specially mentioned a 
very large number of turbo-generatore for the leading Corporations, 
mines, and industrial establishments at home and abroad. Machines 
ranging up to 5,000 KW. were turned out. The contracts in hand 
included the complete electrical equipment of a foreign dockyard, 
a large number of complete equipments for mines and for the 
electrification of several distilleries, breweries and cotton mills, all 
sections in which the firm had specialised. In order to cope with 
the generally inoreased heavy engineering work additional 
machinery had been put down, and the facilities for manufacturing 
at the works had been extended. The present demand for fans, 
ventilators, and small motors for domestic use and in industrial 
establishments, encouraged the company to put down further works 
specially equipped for the manufacture of these articles ; these 
shops were in full working order and working at top output. The 
company's business in switchgear and low and high-tension switch- 
boards had greatly expanded and necessitated additions] manu. 
facturing facilities. The same could be said of their arc lamp 
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works, which had profited by the generally increased demand for 
flame lamps and especially magazine lamps. Large extensions in 
their foundry had been made so as to enable them to cope with the 
increased requirements of the various works without having to 
fall back on outside supplies. The carbon works, though not 
profit - bearing as yet, were beginning to hold their own. 
It had been their policy there, as in the case of the 
engineering works, to make themselves as independent of 
the supply of raw material as possible. They had added soot works 
during the past year, which were now in working order. It was little 
realised how important the efficiency of these works would be in the 
case of national emergency. The Osram business still continued to 
develop, and he was pleased to say the patent action that was started 
to establish the Osram rights in this country had been a complete 
victory for them so far. On the patent which they considered the 
main patent, both a certificate of validity was granted and infringe- 
ment proved. In allother electric supplies for which the firm was 
well known, their output was steadily inoreasing. Though their 
conservative policy had enabled them to cope financially with their 
expansion since 1900 without issuing further capital, they thought 
it would not be safe to rely on the success of the many new under- 
takings they had in hand without strengthening their finances. 
They might be too seriously affected in the case of an industrial 
crisis or disaster. They had, therefore, decided to issue the remain- 
ing £150,000 of preference shares authorised in 1900, and the 
prospectus would be put before the public within the next few days 
inviting them to subscribe to these shares. They had been advised 
by friends of the firm, eminent in finance, that an issue at 5 per cent., 
so successful in 1900 would not be acceptable in 1912. They had, 
therefore, decided to offer 6 per cent. for the new issue. As they 
did not think it desirable, for the sake of so small an amount, to 
have two kinds of preference shares, and as those shares were 
largely held by original subscribers and friends of the firm, they 
had resolved, at a recent extraordinary general meeting, that 
the existing preference issue should also bear 6 per cent. interest. 
After alluding to the labour unrest and its indirect effect upon 
their interests, the chairman referred to the Insurance Act. At the 
last annual meeting he welcomed its introduction. provided it went 
through the House in a statesmanlike manner. To his mind it did 
not do so. Taking only one of many points which affected the 
company, he said that however little success might so far have 
attended co-partnership trials between employers and workpeople, 
in the direction of sick, benevolent funds and insurances generally 
they had undoubtedly been successful. The Bill struck a fatal 
blow at many deserving private institutions, a misfortune which 
could be obviated by the introduction of a surrender value. They 
would not mind forming themselves into a society under the law ; 
they would not mind largely contributing to this society, so that 
their own workpeople in their society should have greater benefits 
than anywhere else. As, however, they only wished to benefit men 
actually in their employ, and not people who had left them, or 
people who would join them in order to be members of their 
society, the day would arrive very soon when they would have to 
contribute to a society benefiting more people outside the firm than 
inside it. This, of course, was not desirable, and could not be ex- 
pected of them. If, on the other hand, the Bill provided a 
"surrender value" that on a worker leaving the company they 
could pay to the Post Office or some other society the surrender 
value of his insurance, and so feel sure that what the company 
paid to the society was for the benefit of its own employés, then a 
greater step forward would have been made towards the undoubted 
utility and benefit that the Bill meant to provide. The Insurance 
Act would cost them between £5,000 and £6,000 per annum. 

Мв. L. G. BYNG seconded the motion, which was carried unani- 
moualy, after oomplimentary references had been made to the 
chairman and directors and staff for their efficient conduct of the 
business, and to the strong financial position of the concern. 


Anglo-American Telegraph Co., Ltd.— The directors 
report that the lease to the Western Union Telegraph Co. has been 
completed, and operates as from April Ist, 1911, Pending the 
completion of the lease, the company under the terms of agreement 
which was submitted to and approved by the stockholders carried 
on business for and on account of the Western Union Co. In order 
to cover this period the revenue account has been brought down to 
March 31st last. The total receipts for the 12 months ending on 
March 31st last amount to £303,625. Two quarterly interim divi- 
dends of 15s. per cent. on the ordinary stock and £1 10s. per oent. 
on the preferred stock were paid on August lst and November Ist, 
1911, absorbing £105,000, and the directors on February 10th last 
paid the final dividend for the year ending December 31st, 1911, 
amounting to £1 10s. per cent, on the ordinary stock, £1 10s. per 
cent, on the preferred stock, and £1 10s. per cent. on the deferred 
stock, which absorbed £105,000, leaving a balance of £65,625 to be 
carried forward. The total distribution for the year ended Decem- 
ber 31st, 1911, was £8 158, per cent. on the ordinary stock, £6 per 
cent. on the preferred stock, and £1 10s. per cent. on the deferred 
stock. The final payment for the year 1911 was made without 
waiting for the stockholders to approve the accounts, which took 
longer than usual to prepare, as it was desirable that they should 
be final The directors felt that in making this payment they 
would be acting in accordance with the wishes of the stockholders. 


Lanarkshire Tramways Co. An extraordinary general 
meeting is to be held at 88, Cannon Street, E. O., on July 16th, when 
the Lanark Oounty Tramways Bill now opening in Parliament, 

3 


promoted by peri тапада County Council, will be submitted for 


Chilian Electric Tramway and Light Co., Ltd. 


Mr. LUDWIG BREITMEYER (chairman) presided on July 5th, at the 
offices, 1, London Wall, E.C., over the foutteenth ordinary general 
meeting of the above company. 

‘The CHAIRMAN, in moving the adoption of the report, said that 
when he addressed them last year he said they had made a record 
in the history of the company. This year they hud made another 
record, and the returns which they had had so far during the 
current year indicated that they would make stil another 
record. Altogether it seemed to him they were now on the path 
for record breaking, both ss regards receipts and profits. Last 
year the net balance to profit and loss, after deducting the interest 
on the debentures, was £106,564, and this year it was £135,972, 
which enabled them to pay not only the usual dividend on the 
preference shares, but also to pay a further dividend in respect of 
the arrears on the preference shares of £30,175, which left a 
balance of arrears on the preference shares to December 31st last 
of £263,000. The number of passengers carried on the tramways 
had risen from 83,000,000 to 93, 000.000, and the profit had 
risen from 7,300,000 piestas to 8,200,000 piestas. Inthe lighting 
department they had also the same gratifying result, for the 
receipte had increased from $1,000,000 to $5,000,000. "These were 
gratifying results, especially when they considered that for the 
first ten years of their existence they had had to struggle against 
many adversities, and it was only the force of the capital behind 
the undertaking which had brought it to the successful condition 
in which it was to-day. 

SIR GERALD FITZGERALD seconded the motion, which was 
adopted without discussion. 

It was agreed that the directors’ remuneration for the year 
should be £1,200, the distribution of the same to be left to the 
discretion of the board. 


Stock Exchange Notices.— Applications have been 
made to the Committee to appoint a special settling day in :— 


Bun Power Co. (Eastern Hemisphere), I.td.— Further issue of 3,000 shares of 
#1 each, fully paid (Nos. 165,508 to 168,507). 


And to allow the following securities to be quoted in the Official 
List :— 


Metropolitan Railway Co.—Further issue of £729,706 consolidated stock, and 
£25,000 ЗА per cent. convertible preference stuck. 


The Committee has appointed a special settling day as under :— 


Friday, July 12th.—Victoria Falls and ‘Transvaal Power Co., Ltd.—Bcrip, 
tany ary nera paid, for £1,000,000 54 per cent. second mortgage debentures, 
series A. 


And ordered the undermentioned securities to be quoted in the 
Official List :— 


Companhia Ferro Carril do Jardim Botanico (Jardim Botanico Tramway 
Co).—Further issue of £100,000 5 per cent. 40. year fiest mortgage bonds of £100 
each (Nos. A 8,001 to 12,000). 

Metropolitan Distriet Railway.—Further issue of £150,000 4 per cent. prior 
lien debenture stock. 

Victoria Falls and Transvaal Power Co., Ltd.—Rcrip, partly paid, for 
£1,000,000 54 per cent. second mortgage debentures, Series A.“ 

Westminster Electric Supply Corporation, Ltd.—Further issue of 8, 148 
43 per пеш cumulative preference shares of £5 each, fully paid (Nos. 211,953 
to 1 [] ). 


Veritys, Ltd,—The directors have (says the Financier) 
declared a dividend at the rate of 5 per cent. per annum (5s. per 
share) on the ordinary shares for the half-year to January 31st, 
making 5 per cent. for the year, £195 being carried forward. 


Mexico Tramways Co.— The directors have declared a 
dividend of 11 per cent. for the quarter ended June 30th. 


STOCES AND SHARES. 


Tuesda Evening. 


THAT business in the Stock Exchange is not as good as it ought to 
be is a dictum that found apt reflection in the several hundreds of 
members who attended the meeting held in the House itself last 
Monday. to protest against the fixed scale of commission, brought 
into being by the Stock Exchange Committee on June Ist. In 
slack days it is always easy to draw & crowd of members in protest 
against anything which is alleged to influence business for the 
worse. In the present case, however, there is ample scope for 
reform and modification in the official scale as already passed, but 
nothing tangible is likely to come of the movement until the end 
of September at the earliest. 

Turning to Electrical markets. there is still a huge business 
doing in Latin-Canadian issues of all kinds. Mexican things are 
most in favour at the moment, though Canadians and Brazilians 
continue to attract a great deal of attention. An issue of £250,000 
Ceará Tramway, Light and Power 5 per cent. Debenture stock has 
been offered this week for subscription. The stock seems some- 
what speculative. 

Home Railway stocks, after waxing a little, quickly waned when 
it was announced that the men had decided to prolong the strike in 
some of the transport trades. Weary bulls who had been hanging 
on to such speculative stocks as Metropolitans and Districts, flung 
their holding on to a poor market, and the result is that in the case 
of the former the p of 34 points of last week has been 
succeeded by а further fall of 24 now. Districts are only a point 
lower, and the 6 per cent. debenture stock has gone back a similar 
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amount. Pronounced weakness in Central Londons came as the 
natural sequel to liquidation by tired holders, and the trio of 
ordinary stocks shows falls of from one to three points. City and 
South London stock has gone back 1}, on the declaration of a 
dividend at the rate of 1{ per cent., as against 11 per cent. a year 
ago. There has been a further decline in London General Omnibus, 
the non-assenting stock being marked back to 280 ew the £10 
dividend just paid: and, in sympathy, London United Tramways 
Preference shed 4 to 5j. British Electric Traction 7 per cent. 
Preference gave way to the tune of three points, but the 5 per cent. 
First Debenture is the turn harder. In the Provincial group, the 
only change is a slight improvement in Bath Tramways Preference, 
where the price recovered the dividend deduction of last account. 

The Foreign Tramway department is practically given up to the 
dealings in Latin-Canadians. Rio Trams picked up part of their 
fall and Sao Paulo recovered 9 points after its drop of 12 last 
week. Mexico Tramways are a little easier, but the company's 
5 per cent. first bonds rose 13}. Havana Electric Railway bonds are 
1 up, in spite of the weakness of Cuban things as a whole. due to 
the report that bubonic plague has broken out on the island. 
British Columbia issues are a tritle better. The flatness of 
Kalgoorlie Electric Tramways has made further progress. the A 
Debenture dropping to 575, and the 6 per cent. “B” Debenture 
slumping a further 10 points after its previous fall of X} upon the 
scaling down of the interest on the latter. Lisbon Preference 
came into demand. and so did the company’s > per cent. Debenture 
stock, with consequent rises of ү; and l} reepectively. 

Considerable dissatis faction exists in certain quarters with regard 
to the position of the La Plata Tramways Company. The directors 
issued a statement some time avo. saying that defalcations had 
occurred amounting to about 4900. and it was decided to postpone 
payment of the l'reference dividend until the full amount of the 
trouble should have been ascertained. Nothing further has 
transpired. and a few of the people most interested in the company, 
apart from the directors, are consulting as to the advisability of 
taking drastic steps to secure the fullest information available. 
They argue that the La Plata Tramways is quite a good little 
company, and could be made to pay handsomely: so, unless the 
board care to meet the demand for news, the dissatisfaction may 
assume an energetic shape. 

In the Foreign Light and Power group, Mexicans are the 
principal feature, with a rise of 2 in the Common shares and of 1 
in the 5 per cent. First Mortgage bonds. The company's Second 
Mortgaye bonds, at 89, are also a shade better. and may be worth 
notice for the yield which they now give. Coupons are payable on 
June lst and December Ist, and the return at the present price is 
5} per cent. on the money. Canadian Generals have risen +}, 
without much stock changing hands. Calcuttas are ; higher: 
Madras j down. The rest of this market is steady, its principal 
characteristic being the insistent inquiry for sound 5 per cent. bonda. 

Home- Electric Supply shares show comparatively few changes. 
Bromptons are } better, and London Electric Preference put on 1, 
dealers finding themselves caught out of the latter and with buyers 
still pressing for the shares. Midland Electric 44 per cent. First 
Debenture rose 14 in response to a little inquiry. There is a better 
tone in the City of London market, the Ordinary shares changing 
hands freely over 18. although the Preference went back 10s. to 
153. Orders to buy provincial shares still come in pretty freely. 
There are no Bournemouth and Poole to be had to satisfy the 
various buyers. Hove shares added 58. to their 108, rise of last 
week, and other similar shares are strong. 

In the Telegraph inarket interest is about evenly divided between 
Marconis and National Telephones. In both there have been losses 
this week, due mostly to speculation in each case. The drop in 
National Telephone Deferred amounts to 4 points. though this, of 
course, is less than half its rise of the week before. The Third 
Preference lost ;. but the Preferred stock is 4 higher. Investors 
are buying Anglo-American Telegraph 6 per cent. Preferred. and 
the improvement of } is perhaps an indication of the way in which 
this stock is likely to advance to a 5 per cent. basis. The Eastern 
group is almost motionless. Eastern 3} per cent. Preference gained 
2, but beyond this there is no change worth mentioning. 

Marconis gave way after the meeting this week, despite the satis- 
factory nature of the chairman's statement, Some of the holders 
argued that there was not much left to " go for " at present, and 
accordingly sold their shares. The decisions of the International 
Conference on Wireless Teleyraphy have done nothing to help the 
Marconi market, Americans are flatter at 1$ and Canadians at 
248. 6d 

Electric Constructions are unchanged on an excellent report, and 
an increase in the dividend from 24 per cent. to 31 per cent, The 
ordinary shares of £2 fully paid look cheap at 20s., less 1s, 6d. for 
the dividend now due. British Aluminium Debenture issues have 
hardened, and, at the request of readers, the prices have been 
reinstated in our lists overleaf. India-rubber shares are wanted : 
in fact, several would-be buyers could not get the offer at all, and 
the price is 15s. higher. Edison & Swan Debenture fell 2. Rubber 
shares are weak and depressed, commanding little public interest. 


The Synthetic Rubber Prospectus.— According to the 
Financial Times only about £70,000 was subscribed out of the 
offered £160,000 preference capital in the Synthetic Products Co. 


Consolidated Electrical Co., Ltd.—A dividend of 


34 per cent. on the ordinary shares for the year to March 3lst is 
announced, 
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ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


Locality. 


Birkenhead.. „э 
Birmingham Corp. 
Blackburn .. a 
Blackpool Corp. .. 
Blackpool-Fleetw'd 
Bournemouth 
Bradford 
Brighton 
Bristol 


ee 
ee ee 
ee ae 


Brit. Elec. Trac. Co. 
Airdrie 


о э 


Barnsley .. as 
Barrow .. 
Devonport АА 
Gateshead ex 
Gravesend Че 
Greenock.. es 
Hartlepool es 
Kidderminster .. 
f{Leamington  .. 
Merthyr .. ox 
Metropolitan. 
Middleton i 
Mid.Joint Com'tee 
Oldham—Ashton 
Peterborough 
Potteries .. ss 
Rothesay .. 
Southport ès 
B. Metropolitan.. 
Swansea .. аа 
Tynemouth sis 
esBton-s-Mare .. 
Worcester ie 
Wrexham we 
Yorks. Wool, Dist. 
Miscellaneous .. 


Burnley... vs 
Burton-on-Trent .. 
Bury .. 
Cardiff ss as 
Chatham and Dist. 
Cork .. 
[Croydon 65 
1Darlington.. so 
Darwen 
Dover 
Dublin 
East Ham 
Exeter 
Glasgow 
Hastings 


Huddersfield 
Hull .. 
Ilkeston 
tIipswich  .. 
marnock.. vs 
Lancashire United 
Leede 
+ Leicester 
Leith 
Live 1 
L. O. 0 eo 
London United 
Lowestoft 
Manchester 
Newoastle .. 


Wolverhampton 


Cen. London Rly... 
City & 8. Lon. Rly. 
Doblin-Lucan Rly. 
G. N. and City Rly. 
L'pool Overh'd Rly. 
Liandudno-Col. Bay 
Lond. Bleo. Ry. Co. 
Mersey Railway 
Me olitan Rly... 
Met. District Bly... 
Anglo-Argentine 
Auckland.. is 
Bombay (B. . T.) ee 
Brisbane. «s 
rit. Columbia Rly. 
Caloutta .. ee 
Cape Electrio T.Ld. 
§Kalgoorlie, W.A... 
Lisbon 
adras 


§Montevideo | 
Perth (W. A.) 


Fort- Rege for No. Route 
night the of | Total to date. miles 
ended. fortnight. | wks. open. 
4 £* & | 4* Inc. 
July 83.168 — 85 6 7,487 — 485 1444 
К 765 ＋ 119 1 2,497 — 948 
June 26 1,007 — 72 | 26 21,832 + 1,956 | .. a 
July 7 2,520 + 19 | 13 16,033 |— 577 |18*68| .. 
June 29 | 91,381 76,288 18 | 136,985 740,244 | 57°17) .. 
July 8| 2,480 + 104 | 142 17,232 |+ 104 |14:62| .. 
„ 4| 4,001 (+ 989) . | 18,400 |+ 2,719 11.87 
„ 6 | 2,455 J 318 g 1,287 — 189 8 | ИЕ 
„ 33.602 — 183, 134 24,522 + 673 21:95 .. 
June 29 | 11,176 .— 800 13 73,410 |— 1,507 | 56 1°2 
July 7, 2,276 4 177 14 14,309 — 465 | 95 | ., 
„ 5 | 16,108 42,272 | .. | 179,068 7 16,419 | 3076| .. 
June 28 688 |+ 191 | 26 7,474 | + 1,887 | 8°65 | .. 
„ 28 891+ 3 „ 4,322 — 333. 
„ 98 825 T 141 „ 9,140 |+ 9,459 ! 5:87 | .. 
„ 8 1.100 „ 13| „ | 13,792 |+ 1,908 &85| .. 
„ 98] 9,8017 4 0 „ | 20222 |— 74 11:25 .. 
„ 28 887 — 106 „ 5,227 T 46 660 |... 
„ 28 1793 (+ 184 | „ | 20,006 + 2,857 | 25 | .. 
„ 28 638 |— 126 „ 6400 — 63 672| .. 
» 28 256 |— 18 „ 2,7814 844 
„ 28 445 — BLI] n 4,310 T 8188 U 
„ 28 551 i+ 126 „ 4,923 — 311 29 
„ 2 18,58 — 534 „ 26,35 7 7,462 22 
„ 28 TM |+ 69) „ 8,347 — 40 BH | 
„ 28 | 6,41 (+ 181 „ 81,416 T 3,107; .. | .. 
„ W 1.250 f 145 „ 15,555 ++ 1,154 918 
„ 2% au ‘+ 22 „ 3,201 1+ 218 5˙ 81 
„ 25 3.985 T 71 „ 47,185 — 2,3514 9 
» 28 og |+ 397 „ 3,153 7 5252"15| .. 
„ 28 619 — 3|, 7,300 — 71 817 
„ «28 1831 — 155 „ | 21,385 802 |... 
„ W | 238 — 124 „ | 28454 | 6 | 125] ,, 
» 98 774 + 8) ,, 5.261 — 178) B75) .. 
„ 28 376 — 35 „ 2,0410 — 275 8 |.. 
„ 28 632 |= 10 „ 7,067 — 75 5.75 
„ 28 233 1 25 „ 2.774 T 70 |... 
„ 98 2.273 f 91 „ | 25160 847 177 
„ 28 557 ＋ 91 n 5,746 “ 155 
July 6| 2.927 T 287 zi T 11°78) ., 
m. 1 573 — 46 14 8,664 |— 246 66 |.. 
„ | 2.708 83 14 18,767 186 | 92:5 .. 
June 29 | 6,973 41,159 13 80,t96 — 2,852 |1746! ,, 
July 4| Ls5lt|* 89 27 23,045 |+ 133 1490 
х 1,074 |— 19 27 12,730 |— 262 9,8 v 
June 21 1,8:2 |— 835 12 22,433 |— 229 116 75 
^ 253 |+ 42 13 2,884 |+ 44 |487 | .. 
July 6 589 |+ 68 | 14 8,952 + 68 |4836|.. 
June 29 501 |— 101 | 13 3,076 |— 206 | 4°76] .. 
July 6 | 10,718 — C20 a ea 54 25 ae 
„ 6 2.106 — 8714 14,821 |— 291 7˙87 .. 
„ 5 Tov 10 14 4,587 — 306 |65 |.. 
„ 6 | 99,167 + 615 .. | 100,745 — 1,594 98 25 
„ 1 2,111 — 4 .. |— 1.058 193 
„ 6 41.017 804 14 37,908 4 890 29˙5 1 
„ 6| 5,88 |+ 896 14 309.987 — 652 | 1351-1 
* 4 268 — 9 | 14 1,380 — 54838 
„ 6 нЗ іф 19 14 6,234 |+ 70 10˙5 .. 
„ 6 82064 3 7 1,229 — 20 425 
„ В| 2, 48 + 58 27 85,662 — 261 89 |.. 
„ 616.203 4 97/1 14 | 109,378 |+ 4,181 112.7 
June 29 | 9,756 T 2888 : ate 20 Ў 
„ 59 | 1,461 |+ 120 65| 4,475 |+ 106 8.72 
„ W | 24,049 |—1,292 | 955 | 804,834 4 10,888 110 
„ 26 | 87,465 |—10,387| .. | 646,442 |—19,026 | 140°5) 1:5 
July 6 | 13,851 — 990 | .. | 467,203 — 6,202 | .. |... 
„ 6 84 |— 88 | 40 6,253 |— 358 | 86 |.. 
„ 6 34.678 41.689 | 14 | 230,882 |+ 9,791 | 105 
„ 6 | 11,352 73,70 | 61,975 |+ 181|818|,, 
June 29 729 4 28 | 18 SRL |— 884 | 7°25) .. 
July 7 4213 |+ 812 | 16 60,458 |+ 656 | j|.. 
» 6 7127 16 | 1d 4,997 |— 989 | 5'5 | . 
June 29 | 4,987 |— 745 | 18 | 27,781 |— 9,283 | 16°75) ., 
„ 26 181 |— 56 13 | 10,454 |+ 151 10 
July 8| 1,492 [+ 181 132] 9,346 |+ 329 19. |.. 
„ 8 | 10,56 |+ 239 14 | 72,959 |+ 2,2750 | 41 |. 
„ 9 | 18.699 |+ 787 97,718 |+ 2,071 | 40 | .. 
„ 8| 2,04|— 986 | 13 | 16,925 |+ 363 11 |.. 
„ 8| 2,724 |+ 1026 | 14 | 10,190 |+ 1,276 | 7 
„ 6 1,468 |+ 270 | 14 8,704 |— 131 vai oe 
. oe .* ee oe er ee 
June 22 2,91 |— 115 | 119 | 18,2684 — 527 | 8&'T2| .. 
July 6| 1,002 |+ 76 | 14 11,901 |+ 76 | 9 $5 
June 27 | 5,308 — 462 123 | 34,351 |— 671 16˙45 1 
July 8| 2,032 — 97 | 14 13,749 |+ 88 |1876| .. 
„ 6| 9,484 — 1.6021 4,440 |— 658 | 6°82] .. 
„ 71 6145 — 772 1 2,953 |— 2388728 
„ 5 334 1+ 33] 1 931|—- 57 1 | 
„ 6| 8,071 |+ 57] 1 1,479 |+ 61 | 86] . 
„ 7| 8,806 |+ 196| 1 1,667 |+  60|66!.. 
» 4 653 |+ 82/814] 6,624 |+. 388 | 65 | 2. 
„ 6 | 97,185 |—1,180 | 1 | 18,440 / 160 | 91°25] .. 
. 6] 404 |+ 186] 1 1,997 |+  66| 46|... 
June 80 | 86,189 |— 823| 1 | 17,918 |+ 23 |25"16| .. 
July 6 | 26,352 |+ 518 | 1 | 19,949 |+ 687/95 | .. 
„ 1 | 95,871 |+2,706 | .. |1,881,142|--49,835 | .. | .. 
May 81 | 15,179 |+1,090 | .. ‚987 |+16,660 |23:81| .. 
June 7 | 5,888 |+ 284 | 28 69,550 |+ 4,186 | . | oo 
ee ee eo oe ee ee ee eo 
ee ee ee ee oe ee ee ee 
July 6 1,190 + 444. oo • oe oe 
ee ee ee Ф ~ ег ee . © ee 
May 8,270 өө 5 15,906 ee 20°6 ee 
Мау 81 | 1,798 |+ 387 | .. 16,653 |+ 1,931 | 18:6 | 78 
June | 26,891 |--4,639 | 8 | 989,422 |4-94,126 | .. | .. 
July 6 | 8,597 |+ 029 | .. 60,468 |+ 7,071 | 99 | .. 
* Compared with the corresponding period of 1911. t One week only. 


t Includes horse, steam and other receipts. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


ENGLISH ELECTRICITY SUPPLY AND POWER COMPANIES. 


Stock N Closing | Rise Present Stock Closing | Rise | Presen 
NAMB, or риме Quotations | + or| Yield NAMB, or diro: Quotations | + or| Yield 
Share. July 9th. Fall] p.o. Bhare. July 9th. | Fall] p.c. 
Bonrnemouth & Poole, Ord 10 зо. шц. 99— 103 55 d Kensingto & Enightebridg % К iS "— 72 5 16 % 
6 ё ee n e, Ord ee 
Do. 44 % Pret. "ov we] 10 1 4 9 — 10 410 0 Do. 4% De à Stock 4 | 4 | 92— 96 . 1448 
Do. 6 & Pret. А 10 | 6 | 6 | 10$— 11 . [6 9 1 || Kent Elec. Power, 4 4% Deb. ..|Bitook| 4 1 80 — 84 . 5 7 2 
Do. 4 95 Deb. tock e. e. Btook 4 d 98 === ee 4 10 0 London Electrio, e es ee 8 2 11— 1 ee 4 5 6 
с Som: Erer w = 5 q 1 vs 46 2 Tre 4 b First Mort, Deb, 9s кок í : 0—08 А : : 
u e оро ae ee oe oe 
aaf. Det) 106 447 —100 ee | 4007) ро, Cum. Pret. . Б a 4 .. 1417 4 
Charing Cross, West End & City 6 6 b 5 ө 500 Do. Firs$ Mort. Deb. Stock —102 a 48: 8 
Do. {4 % Cum. Pref... E: b 4} 4$ 48 • 4 17 4 Do. Mort. Deb... Btook 85 — 87 eo 4 0 6 
Do, “ City otertaking 51. 8 4 «| 8 — 4 | 660 MIA E eotrio 5 100 | «| 4 93— 97 +13 | 412 4 
Do. Do. 4% Deb... М 100 4 4 94 — 96 „ |4 8 4 Newocastle-on- e б Pref. 
Do. D. REI. Stock A A of —100 ; 4 10 à North Met in 8 Gam: } V 1 
е ce ee = 0 etro fes (Re п 
EX X ы e ү шна т ан рер 
0 б еї, ee ee — — On- um. 
Do. td Ded. e n „ stock 5 5 | 17 —121 4128 ; ав.) 10.610 — 11 .[59 1 
Do. ч Becond Deb. .. | 100 | 4 | 4 | 99 —102 „ |4 8 8 || Oxford 6 | R| 1 5— .. 1618 9 
County o on, Жк à 10 б 6 10j— 118 5 5 6 9 James’ and Pall Mall, Ord. 6 10 | 10 8 — 514 8 
Do. 6% Pref. .. - А 10 6 6 114— 12 .. 15 00 85 VE Erol $3 a8 x 6 1 1 63— 7 415 0 
Do. n Ep a .. | Btook 106 —108 14 3 4 ee е 100 ah 8j — . |43 4 
Do, Second Deb. „Stock 100 — 108 Y 4 8 8 MEC d ү Ота. А 5 N 2 lm 14 oe 
, Ord. ee ee 5 N N +2 . Nil South kondon, Ord. ee 4 6 6 28 8a е b 18 4 
Do. 6 % Cum. Pref. 4| e [Nii Nul 8 8 5| NI Do. 6 % Firat Mort, Deb. ..| 100 | 6 | 5 | 98 —101 419 0 
Do. 4496 First Mort. Deb... | 100 | 44| 4 86 — . 156139 Pouiu Мокорошап ddt. 1 7 7 M 1 ‚ |6 10 
Folkestone .. ss is 2 6 6 6 a ss 514 3 Do t Deb. 100 44 | 4 —1 SR 410 0 
Do. 5 Cum. Pref. ee ee 6 6 6 ef ee 4 15 8 Viba £8 b ee 3 . ee 
Do. 4 % First Ded. 100 | 4| 4 и — 97 .. | 412 9 Do. 596 Cum. Pret, .. 5 5 2 8 8 6 8 
Hove.. .. .. 8 919.1 1—8 f 5 12 6 Do. 4 First Mort. Deb, .. 100 | 4| 4 883 5 1 8 
p Weetmins и? 6 |10 | 10 83 514 8 
4 Oem Prei. ва | 5—8 : [489 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
Adelaide, 6 Eels (wo "ws b 6 6 5 2 2 || Monterey Rly. Light & Power 
Calcutia, eB n | 5|8|8 7— її 1735 9 8 Готе Mort. Beb.] 100 | 6 8e — 913 5 9 8 
6 Pon g K. Ba i : í 5. — A. M n 2 кое, тан. вос соте .. | $100 1 B | 219 —9924 +21811 6 
OH ower o "a — i orthern ower Coal 
Canadian Gen. El. Com. | $100 | 7 | 7/116 —121 743 8 15 8 ' 5 d ist Mort. Bonds] | $500 | 6 | 5 2 — 42 e 1118 2 
Do. TEM. . Я oe $100 1 7 120 —124 b 13 0 River Plate, rd. oe е oe Stock 10 10 240 —950 ее 4 0 0 
Gordona $ Готе: атов 1 8 8+ 94 — +4 А 8 4 0 Do. 6 % Non · Cum. Pret. .. | Do. 6 6 | 109 —114 s Б 8 
o 6 96 Deb. 100 b ds — 97 .. |56 8 1 Do. 6% Deb. Stock .| Do. b 5 | 101 —108 . [417 1 
Elec. Bupply Victoria, 6 A 128 E Bhawinigan Water, Capital 100 4 Bt | 142 —146 é 8 8 6 
b. 100 65 81 — Bt 619 1 Do. 6 % Con. Ist Mort. Bonds 4 2385 6 | 6 |108 —110 i [411 0 
Elec. Dev. байын СЫ 5 as} $500 5 5 944— 963 588 Do. % Per. Deb. Stock 104 —106 ‘ 465 0 
Kalgoorlie Elec. P T Ord. | 10/- | Nil Nil vere Oras La f. % Deb. 6 pos dde NE RAD Le 
20. 1 2 = e. era e e 
Do. 6% Pref, -. a 1 36 6 rr 8 6 0 ' in Mort. Det} 100 6 5 90%—94 35 8 1 
„ a. Bi: ^M b 6 | 104 —1 A à 414 4 зоа Falls . 1 Nil 118d. i— #&хӣа . T 
Madras, t — ootenay Power an 
Melbourne, 5 % 1st Mori. Deb. | 100 | 5 | 5 | 102 —105 [415 в I Mort. 6% Gold} | 100 | 6 | 6 | 1064-107) | .. [511 7 
Mexican El. Lt., 5% 1st M. Bds. -- | 6 6 894— 913 1 36 9 8 
Mexican Lt. & Power, Common | $100 4 4 98 —101 +2 1819 8 
Do. 1% Cum. Prei. $10 4 7 | 109 —113 6 5 0 
Do. 5561s Mort. Gold Bds, | .. | 5 | 5 | 100 —102 +13 | 418 0 


TELEGRAPH AND TELEPHONE COMPANIES. 


Amason ала ee è 10 | Nil| 4 5 8 8 || Monte Video Telephone, Ord... 1 6 6 1— 1 „ 6 08 
Do. 5 % Deb. V c rd Stock | 6 6 +14 6 1 6 Do. 5% Pref. .. 4% 1 5 b ,. [514 B 
American . Cap. | 8100 8 8+ 1. — x T 6 7 0 National elephone, Pref, ee | Stock] 6 6 | 1014—104 +4 oe 
Do. Collat. $ РА a 1000 | 4 4 48 4 Д ef. Do. 6 6 147 —149 — „ө 
Anglo-American Telegraph .. 88 | 8 — — 67 49 7 Do. 6 Non-oum. 8rd Pref, 5 5 6 — T 
Do % Pref, .. m .Do. 6 6 no p " ч 6 8 " || New York Telep., Gen. Bnds. 100 4i 4 + 499 
Do Det a те: d Do. | 80/- | 80/- 25 , 5 16 6 Өллө. Telep. hn eo, 22 І 8 : 25 Е ч 
rtuguese an. e am. е ee ee 
T = Bez] P : б ене, e ни : Do. 44 Red. sm ni ": Btook| € | 4 . 4 9 0 
eo б el, 
атыры iue ра вое 4| 4| ва в . [41 8 : Guar. Be qi Do. | 44 E bulbs 
Опра T X noe e ee ee 6 6+ 1 ee 6 14 8 Reuter’s Ы 8 6 6+ oe 8 8 0 
Я А > one Co. o 
Do. EIS | 6 |10 |10 | 7— 4 . воо id PET Вюск | 4| 4 ae E: 
Direct U States Cable 10 4 | 5 78— 7 š 6 7 0 || United River Plate 5 b B 8 ive 6.1 7 
Ord. оок Stock / | 6t | 180—188 558 Wen 4 of America .. 34 3j Ж . [400 
2 : : 
Telegraph, Ord .. Do. | 8| 31 784— 803 | +42 4 70 guar. by Bras. ка 10 | 4 | 4 . |4 010 
Mort. Deb. .. Do. 4 4 99 —101 .. 19 8 || West India and Panama Teleg. 10 1} 3 — 2 .. [114 9 
we se 10 7 bt 122— 18} 2 5 5 8 Do. 6 Gre) let Pr “> 10 6 6 1 1 " 511 7 
Do. 496 Deb. „Stock 4 4 99 —101 819 S8 Do. 6% Cum. 3nd Pref, .. 10 6 0 1 ‚ [517 1 
Best and B. Africa Tel. 4 } 95 4 4 97 —100 400 Do. 5 V Debs. ..| 100 b 6 |1 1 417 7 
Mt. Db. Mauritius 2 wearers elegraph, Lid, e 10 1 6t | 18 — 184 " 5 8 8 
raph and Trust ..| 10 | g| 6t| 10—11 5 6 8 4 X Deb Stock € | 4 | 96 — 98 418 
Do. 6 is 10 6 6 1 1 eo | 410 7 Western nion 44 % Fdg. Bonds $1000 | 44 | 44| 100 —108 „ |4 7 5 
Great Northern ега erai és — * Б + È . 16 5 4 
Indo-European eo — ee b 5 
8 es 100 5 b 83 — 91 . |510 0 
Do. 4% Cum. Pref. ee 100 4 4 70 — 78 5 9 7 
Marconi's Wireless Telegraph 1 6 | 20 a à | —19/3 5 4 
Do, 796 Cum. Partio, Pref. 1 |16 | 17 — — 817 8 


m 


* Unless otherwise stated, all shares are fully paid. t Interim dividend. 
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SHARE LIST OF ELECTRICAL COMPANIRES.—(Owtinved.) 
ELECTRIC RAILWAYS AND TRAMWAYS.—HOME. 


| | 


€ Closing Rise | Present Stock Closing Rise | Present 
NAME, маена Quotations | + or Yield | МАМИ, or [Dividends Quotations | + or Yield 
Bhare. = July9th, | Fall po | Share. July 9th, | Fall] p. o. 
1910. 1911. 2 в. d. | * (1910. 1911. £ в. d.- 
Bath Trams, Pref, Ord. .. ee 1 19 | re — ы: Чг» Nil | Ng c Railway Consol... | 100 1 li | 57$6— 58, —24 | 3 4 8 
Do. 5 & Pref. .. aie m 1 t— Н 16 8 1 || Do. lus Lands .. ..| 100 23 9$ | 67 — 69 EFT. 
Do, 4496 Deb. 1 100 9 4 78 — R83 $e, LS RE Do, 1 Deb ..| 100 | | | B9 — 91 + | B 16 11 
Brit. Elec. Trab., 6 % Pref. 100 | ie] 11 33 e | Be p Deb. c] A. | 86 — 88 319 7 
Do. Do. Deferred e 100 sS 6 — 8 we | % Con. Pret, T 100 | | | B6 — 88 —1 |819 7 
Do, Do. 69% Cum.Pr'f, | 100 < 6 90 — 92 . |610 6 | Meiropo XD 3 Ord. .. 100 | Nil | .. 88 — 883 —1 Nil 
Do, 7% Non-Cum. Pr'f. | 100 "- | 87 — 41 | —8 Do, T .. | 100 6 6 |141 —148 —1 14:4 0 
Do, 5 95 Perp. Deb. 100 5 6 94 — 98 ь DB 3. 0 Do, J Deb. T * T 100 B 4 94 — 96 14 3 4 
Do. 43 % 2nd Deb. .. | 10 | 4| 4| 80—8 | .. |5 7 2 Do. ‘ & Prior Lien ..  ..| 100 | 4 | 4 | 99 —101 |919 8 
Central London паляну Ord. | 100 з | 8 74 — "6 | —3 |819 0 Do, 44 % First Pref, ..| 100 "i 90 — 92 4 17 10 
Do. Pref. 100 4 | 4 | 81— вз —2 416 5 | Do. % Gtd. | 100 | | 76 — 78 49 9 
Do, 1 4 о 100 | 2 2 75 — 77 —1 212 0 Metropolitan Elec. Trams. Ord. | 1 5 6 | 3 1 6 0 0 
Do. 4% Deb. ..| 100 | 4 | 4 | 100 —102 318 5 Do. Det. | Lini]. | i4— i | Nil 
City & Bouth London, Ord, * 100 14 | 18 354— 365 —13 |4 9 0 Do. 5% Pref. e А 1 5 5 99— 3 . 1510 6 
Do. 5% Pref,189] .. . 100 | 6 | Б | 108 —110 411 0 Do. 44 % Deb. 100 | 43 4à | 96 — 98 „„ 141110 
Do, Do, 1896 100 | Б 5 | 104 —106 | 415 8 Do. 5% Deb. .. 50 100 Ж | 5 98 —100 n | 5 0 о 
Do. Do. 1901 100 | 6 | Б | 104 —106 | 414 4 || Potteries, Ord. .. T T 1 1..1 5 ce. [эг T 
Do. Do. 1903 100 b Б | 108 —106 415 3 || Do. б 96 Pref. .. e? > 1 b b — 1 „ |618 4 
Do. 49% Deb. .. 100 4 4 | 99 —101 819 3 Do. 4496 Deb. | 100 | 4| 4| 8I — 90 . |5 0 0 
Dublin United Trams, 6% Pret. 10 6 6 102— 113 . 6 2 2 || South Metro. Trams, 6 % Pref. 1 6 ME th {8 778 
Great Northern & City, Pr'f. Ord 10 | Nil | .. 1 lí es Nil | Do. 496 Deb. .. 100 H 4 10 — 75 | 56 8 
Hastings ста 6 % Pret. 5 | Nil! 6 à— 54.18 8 01 9 — Railways 10 | a | oe ЕХ 98 + oe dae 
Do. 44% D 100 43 44 | 71— 7 6 18 Б Do. 43% Bo А 100 | 4 i 98 —100 |410 0 
Isle of Thanet pm 5% Pref. 5 af 3— 2j 4110 Do. 6% — 100 1 161 88 — 90 | “ee 
Do. 4% Deb. 100 4 4 | 73 — 78 5 2 " | Yorkshire (West Riding), Ord, | 6 Nu ? ч | Nil 
Lancashire United, 5% Deb. 100 | 6 b 81 — 88 6 0 6 || Do. 6% Pref. .. | 5 |Nil| 3 21— Bà 19 0 
London Elec. Railw’ y8, 495 Deb. 100 | 4 4 95 — 97 4 2 6 || Do 4% Deb... T ..| 100 44 1 78 — 82 5 9 9 
London United | Trans, s% Pref. 10 | Nil| .. | 4j— 58 il - I | | 
| 


_ ELECTRICAL. RAILWAYS AN D _TRAMWAYS.—COLONIAL AN D FOREIGN. 


z5 — | | | Ci | 
Anglo-Arg. Trams, lst Pref, .. | 6 | 


5 | 5| 54-6, 5 1 2 | La Plata Elec. Trms, Ord. Le ul t er 2 90. ERAT 
Do. 2nd Pref, .. ae ex] b 8 Г | 44$— 55 | .. |6 6 0 || o. Pret. oa E. ГӨ 6 | #@— 1 . |6 080 
Do. 4% Deb. сБ * 100 1 4 | 941— 96 |4 8 4 || Lisbon Elec. Trams, Ord, sx] 1853 6 [ 1— 14 * 48 0 
Do, 44% Deb, ae .. 110 | 4| 4 994 —1013 48 в || Do. 6% Pref. oo | 0) i 6 | 1— J +251416 0 
Do. 6% Deb. И Н. 5 101 —103 416 2 Do, 5% Deb. .. 100 | Б 5 | 98 — 97 | +1415 8 1 
Auckland Trams, 5 Deb. ..| 100 5 5 | 102 —104 | 414 4 Madras Elec, Tr. (1904), Deb. | 100 b 5 |100 —102 xd 418 Q 
Bombay Elec. 8. & 2 Pref, | 10 6 | 6 11à— 118 5 8 3 | Manaos Trams & Lt., lst Deb. . 100 Б Б R9 —793 ха — 35 88 
Do, 44% Deb. м 100 44 | 44| 96 — 98 | | 4 11 10 Manila Elec, R.and Ltg. а Bonds $1000 | 5 5 103 —105 1 415 2 
Do, 5 & and Deb. ..| 100 5,5 964— 981 516 | Mexico Trams Com. $100 | 7 7 | 128 —131 | + { 5 610 
Brisbane Trams Invt., x ee 5 8 8 7 — 74 5 6 8 Do. Gen. Con. 5 96 Bonds «а 5 5 | 100 —1(2 | +14 |418 0 
Do. 5% Pref. .. ae 5 5 6 | 4i— 62 415 9 Do. 6% Bonds. = 100 6 6 | 102 —104 | 515 в 
Do. 44% Deb. s. | MD 44 | 44 | 99 —102 4 8 8 || Para Elec. Rlys. & Lt., Ord. .. 5 |10 | 10 7— 791 | +4/\/615 7 
B. Columbia Elec. Riy., Det. ..| 100 | 8 | 8t | 186 —141 +116518 6 || Do, 4. д, "аз Гез We we. 5 — 54 — 17 04 
Do. dx Ord. ..| 100 6 | 6 | 118 —123 АР 417 7 T 1st Deb. P am 100 5 | 5 | 100 —102 in 418 О 
Do, 5 % Pret. 5 Кр 100 б 6 | 108 —111 |*1/[410 1 Porth cw’ A.) Elec, Tr., Ord. .. 1 | Se | sn lA— 12, 5 118 4 
Do, 4 1st Mort. Deb. ө 40 4 994—102 | .. 4 710 | Do. 5% Ist. Deb. ES 100 b 5 | 99 —102 — 418 0 
Do. 4 Vancouver Deb, .. | 100 | 44 | 103 —105 45 9 | Rangoon El. Tr. & Sup., Pret. . Б 6 | 6 54— 52 | 6.4 4 
Do. 44 % Con. Deb. ..  ..| 100 | 43 44 | 102 a „ |4 6 2]|| Do 44% 1st Ded. | 100 | 4| 4| 97 — 99 . 4110 
Calcutta Trams, Ord, .. e | 5 | 8135 | ef 6 [е |5 58 8 | Rio de Janeiro Trams ..| $100 | 4$ | 5t | 15: T *1413 4 4 
Do. 5% Prof. .. .. „| 5 | 6B | 6 | 4@—5 |. 418 9 Do. Ist Mort. 6 % Bonds д: Б | 5 | 1034—1044 xd| — 4 4 15 B 
Do. 4% % Deb. " ..| 100 | 44 | 99 —102 3:19.8.9 Do. 5 % Mort. Bonds ..| 100 5 | Б | 994—100. | + 4/419 6 
Cape Electric Trams | 1 | Ni 3 — 3 ee T Bao Paulo Tram, Lt, and P, .. | $100 10 | 10t | 247 —252 | +9 3 19 4 
EA Buenos Line Trams (1904) | 5 | 6 5 3.— 513 -- 410 6 | Do, 5% Ist Deb. ^A .. | $500 b 6 | 105 —107 - 1413 6 
0. р а 100 | 5 | 6 9 —10 as 418 0 || Singapore Trams, 6 95 Deb. .. | 100 5 5 824— B54 517 O 
Colombo Elec, "Tr. &Lt,695,Deb.| 100 | Б | Б | 94 — 98 .. |5 2 0 | Bouthern El. Tr. B. A., 695 Deb, | 100 | 6 | 5 | 97 — 99 610 
Havana Elec. Rly., 5 96 — 61000 6 5 101 —104 + 1/416 2 || Un. Elec, Trams Monte Video .. 5 6 7 | S§— Sz xd 519 2 
Kalgoorlie Eleo, Trams. av 1 | Nil ET P Nil | Do. 6% Pref. .. у E 5 6 | 6 44— 62xd 5 11 7 
Do. 5 % A Deb, (4 .. | 100 5 | Б 85 — 90 .. |511 1 || Do. 6% lst Deb. T 100 5 5 | 100 —103 |. 417 1 
Do. 6% B Deb, T .. | 100 5 | 6! 7 — 45 10 6 13 4 Winnipeg Elec, Rly., 44 96 Deb. | 100 44 | 44 | 1044—1063 446 
WV 
| | | | 
ә 
MANUFACTUBING COMPANIES 

Aron, Qrd. .. T ee ee 1 | Nil; 6 i-— . . |8 0 0 Crompton & Oo. .. ee ee 8 | МП Nil ü T Nil 
Do. E iae oo ee ee 1 9 6 14— 7 7 8 е De Ix) ee ee eo 100 6 b 56 x 66 ee 7 11 6 
Baboook Wilcox ee ee 1 26 98 е ee Dick, Kerr [EJ ee ee ee 1 6 ee 8;1— n ee 6 8 1 
Do. Pref. ee ee 1 6 6 1 тте 1 ee 4 0 0 Ф е [] ee ee ee 1 6 6 1 — 1 ee b 6 8 
British Aluminium, Ord. oe 1 ee eo $5 — x . ee 0 b... ee 100 4 44 96 тет 98 xd ee 4 10 10 

Do. 6 % Cum. Pref. SE E uw p i— С Edison & Swan, A, in . 6 .. | и i Na 

Do, 5 % Prior Lien Debs. ix 100 6 5 92 — 95 +1 18 5 8 Do. y pala s Ws s 6 | Nil| .. i 2 К Nil 
Do. Deb. Stk eo e. ег ee 100 b 5 84 — 86 424 5 16 8 Do. b. ee ee е 100 4 4 64 — 68 US 5 17 8 
B. I. & Helsby Cables ae 6 10 10 71— 64 y 6 18 Do. 6 4% Second Deb. ..| 100 b b 15 — 78 . |6 8 3 
Do. Pref. os T es b 6 6 64— 6 i 4 9 0 || Electric Construction. " 2 [Nil] 3j 1 -- |710 0 
Do. Deb... ee 100 101 —108 ee 4 1 5 Do. Pref. ee oe oe 3 q q 1 2 ee 7 0 0 
British Thomson. Houston, Deb. | 100 96 — 98 . |411 10 || Greenwood & Batley, Pref. .. 10 1 1 7 8 .. |8 8 8 
British Westinghouse, Pref. ee 8 N ee е ta ee Nil Do. Deb... ee ee oe 100 6 b 92 "= 94 еә 5 4 9 
Do Deb. 100 | 4 | 4 | 58—61 611 9| General Electric, Prei. 10 | 5 | 5 | 10—11 . 140 11 
Do. 6 Prior Lien ee ee 100 6 6 102 —106 oe 5 14 8 Do. eve ee ee ee 100 4 4 85 — 90 . 4 8 ll 
Browett dley, Ord. .. m 1 | Nil] .. 2/- —8J- ds Nil Henley’s, Ord. oe ee - 6 15 101 11 p ..|06 00 
Do. 1. еә ee ee 1 Nil ee 4/6 —5/- ee Nil Do. Pret. ee eo ee 6 d 4 4} b eo 4 6 9 
Brush, 7 9% Pref. oe ee 3 Nil ee 0 ж 2 ee Ni Do. Deb,.. ee oe ee 100 101 —103 ee 4 1 5 

Do. 5 & Prior Lien Deb. .. | 100 b b 75 — 80 . |6 5 0 || India-Rubber,G.&T. .. .. 10 10 8 of + 3 2 
е d De [E ee ee 100 62 — 67 ee 917 10 Do. Pre f. ee 10 6 6 — 1 * 417 7 
Do. 4 Second Deb. ..| 100 B5 — 40 .. {ll 6 0 b Construction. . - 13 20 | 10+ | 88 — 85 4/614 8 
COallender's Cable eo ee ee 6 15 1 1 11 ee 6 18 4 eb "оо ee ee ee 100 4 4 98 — 100 ee 4 0 0 

Do. Fref. ee ee ee 6 6 6 4 = oe 4 17 7 Willans & Ro n oe eo 1 Nil ee i- ee Nil 

Do. Leb... ee oe ee 100 43 98 —100 ee 4 10 0 Do. Pret. eo ee ee 6 Nil en cm 1 ee Nil 
Castner-Kellner .. .. č .. 1 [175 | 20 88— 8i 5 6 8 » Deb... .. oe 100 4 4 | 58 — 60 . |618 4 

ө Deb... oe ee es 100 4 104 —108 ее 4 10 1 


* Unless otherwise stated, all shares are fully paid. f Interim dividend. 
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EXPORTS OF ELECTRICAL GOODS 
FROM AMERICA. 


THE following statement showing the exports of electrical and 
similar goods from the United States during the year ended June 
30th, 1911, is taken from the official statistics for that year which 
bare just been published; details for the year 1909-10 are also 
given and notes of any increases or decreases have been added :— 


1909-10. 


Dollars. 


Electrical appliances including tele- 
graph and telephone instruments, — 


To Argentina , 

, Brazil... iss 

„ Great Britain 

„ Canada T 

, Mexico 

„ Cuba 

„ Japan 

» Panama, 

» Philippine Islands 
„ South Africa ... 


" Chile - 


eee 


British West Indies 


„ Peru se 
„ Uruguay is 
„ Venezuela 
„ British India 
„ Other countries 


Total 
Neel rails, — 
To Canada wes 
„ Mexico ais 
, Cubs .. ар 
„ Argentina 
„ Brazil... 


Iren aad steel 1cire, other than barbed.— 


4, Chile . $6 

, Other countries 
Total 

To Canada 

4, Cuba ... > 

» Merico s 

» Argentina. 

©. Chile ... 
ч Australia 20 
„ New Zealand. 


„ South Africa... 
„ Other countries 


Total 
Electrical machinery.— 

To France è 
„ Germany 
„ Italy ... . 
» Great Britain 
Canada "^ 

Panama 
» Mexico 

Cuba ... ` 
Argentina 
.. Brazil... T 
» British India 
» Japan ... S 


„ Australia ў 
„ New Zealand... 


470,000 
1,604,000 
621,000 
2,356,000 
1,195,000 
476,000 
339,000 
265,000 
239,000 
70.000 
99,000 
45,000 
75,000 
55,000 
76,000 
35.000 
49,000 
25,000 
600,000 


8,694,000 


801,000 
1,917,000 
1,105,000 
2,317,000 
1,032,000 

364,000 
1,418,000 

180,000 
1,412,000 


.. 10,516,000 


„ Philippine Islands 


„ South Africa... 
„ Other countries 


Total 


1,297,000 
178,000 
266,000 
570,000 

75,000 

- 820,000 
197,000 
95,000 
477,000 


4,075,000 


387,000 
110,000 
192,000 
442,000 
1,151,000 
118,000 
829,000 
179,000 
196,000 
371,000 
133,000 
715,000 
276,000 
66,000 
121.000 
209.000 
523,000 


6,048,000 


Seam and other power engines, and 
parts thereof —stationary.— 


To Canada. 


. Mexico 
» Other countries 


Total 


840,000 
283,000 
375,000 
202,000 
126,000 
170,000 
119,000 
142,000 

83,000 
759,000 


эзе 3,099,000 


1910-11. 


Dollars. 


360,000 
1,962,000 
514,000 
3,248,000 
1,119,000 
657,000 
908,000 
163,060 
318,000 
68,000 
157,000 
23,000 
180,0C0 
52,000 
80,000 
29,000 
83,000 
27,000 
755,000 


10,703,000 


1,168,000 
1,839,000 
904,000 
1,328,000 
640,000 
1,467,000 
1,715,000 
419,000 
1,897,000 


11,377,000 


1,483,000 
206,000 
253,0C0 
864.000 

343,000 

1,228,000 
232,000 
175,000 
773,000 


5,557,000 


253,000 


295,000 
136,000 
581,000 
].665,000 
112,000 
1,350,0C0 
185,000 
187,000 
484,000 
126,000 
1,307,000 
383,600 
41,000 
151,000 
269,000 
600,000 


8,025,000 


853,000 
453,000 
144,000 
175,000 
210,000 

241,000 
155,000 
179,000 
119.000 

1,214,000 


4,043,000 


+, ++4++4+4 [+ 


Increase or 
decrease. 


Dollars. 


— 110,000 
+ 368,000 
— 107,000 


ptte] ti +i tit 
S 
& 
© 


+ 2,009,000 


+ 367,000 
— 78,000 
— 201,000 
— 989,000 
— 392,000 


+ 1,103,000 


+ 297,000 
+ 239,000 
+ 485,000 


+ 831,000 


+ 186,000 
+ 28,000 
— 13,000 
+ 294,000 
+ 168,000 
+ 408,000 
+ 35,000 
+ 50,000 
+ 296,000 


+ 1,482,000 


— 134,000 
+ 85,000 
— 56,000 
+ 139.000 
+ 514,000 
— 36.000 
+ 521.000 
+ 6,000 
— 9,000 
+ 113,000 
— 7,000 
+ 592,000 
+ 107,000 
— 25.000 
＋ 30,000 
＋ 60.000 
＋ 77,000 


+ 1,977,000 


+ 13,000 
+ 170.000 
69.000 
27,000 
84,000 
71,000 
36,000 
37,000 
36.000 

455,000 


944,000 


` 


1909-10. 1910-11. 
Dollars. Dollars. 
All other steam and other power engines 

(except traction, locomotive and fire).— 

To Canada € .. 1,867,000 1,585,000 
„ Mexico 486,000 456.000 
” Cuba eee eee eve 487,000 6: 56 000 
» ue i 122,000 125,000 
„ Brazil. Ss .. 132,000 399,000 
„ Japan. б ns 46,000 110,000 
» Other countries eee 1,049,000 1,093,000 

Total 3,689,000 — 4.124,0C0 
Seam and other power engines—locomotive—— 

To Canada s e. 248,000 346,000 
„ Mexico 412,009 623,000 
» Brazil.. 1,043,000 1,199,000 
» Japan.. m -— 30,000 395,000 
„ South Africa. ide 89,000 418,000 
„ Argentina . . 107,000 111.000 
„ Cuba .. oe 123,000 154,000 
„ Other countries * 353,000 708,000 

Total . . 2,105,000 3,954,000 
Copper ma nufuctu rea. 

To Canada . 2,835,000 3.569.000 
„ Mexico 388.000 269,000 
„ Brazil PN 158,000 84,000 
» Great Britain wee 384,000 554,000 
„ Cuba 67,000 109,000 
» Australia and New 

Zealand 44,000 82,000 
» Other countries 504,000 441,000 
Total ee 4,380,000 5, 108,000 

Brass, and manufactures of — 

To Canada . 2,024,000 2.632.000 
„ Great Britain eee 1,039,000 1,810,000 
„ Australia 9 117.000 112.000 
„ Germany 197.000 507.000 
„ Mexico 165.000 148.000 
„ Cuba 145.000 164,000 
„ Other countries 669,000 827,000 

Total e» 4,356,000 6,230,000 


Increase or 
decrease. 


Dollars. 


+ 218,000 
— 380,000 
+ 169,000 
+ 3,000 
+ 267,000 
+ 64,000 
+ 44,000 


+ 735,000 


+ 31,000 
+ 355,000 


+ 1,549,000 


+ 734,000 
— 119,000 
— 74,000 
+ 170,000 
+ 42,000 


+ 38,000 
— 63,000 


+ 728,000 


— 5,000 
+ 310,000 
— 17,000 
+ 19.000 
+ 155,000 


+ 1,874,000 


Trouble with a Fan.—4As a considerable number of 
blacksmiths’ hearths are now fitted np with blast provided by 
electric blowers, the following incident may be of interest, as it 
points out a slight defect which may easily cause trouble if not 


guarded against. 


In one case where a blast was obtained by 


an electrically-driven fan, the delivery pipe was surrounded by means 
of water on account of the heat, and it was found that the tempera- 
ture of this water ruse practically to boiling point when the fan 


had been in operation for some time. 


On one occasion it was 


found that the draught was gradually getting weaker until it 


almost failed altogether. 


Suepicion was first of all thrown on the 


electrical portion of the gear, but this was found to be perfectly in 


order. 
of the casing were found to be quite АП right. 


The fan was taken adrift and the impellers and all parts 
On going atill 


further afield and taking apart the ducts, it was found that the 
delivery pipe was burned through, which amply accounted for the 
Joss of draught. This burning action was in its turn explained 
by the fact that owing to the heating of the water, rapid evapora- 
tion set in and the level of the water fell below the level of the 
effective portion of the delivery pipe without its being noticed, 
with the result that the pipe was exposed to the full temperature 
of the escaping gases without any cooling action taking place. A 
new pipe was fitted, and when this was done instead of the water 
in the surrounding jacket being poured in by hand at intervals as 
had previouely been done, the water pipe was fitted with a ball cock 
set so that when the water in the jacket got lower than was 
advisable, the cock was opened and allowed more water to flow into 


the tank. 


This simple alteration prevented any further trouble 


from this cause being experienced, and as the breakdown of such 
parts might easily cause considerable damage due to the stoppage 
of an important blacksmith's forge or forges, the point is worthy of 


attention. 


A Newcomen Memorial.—4A proposal to establish a 
memorial to Thomas Newcomen, the inventor of the first successful 
steam engine, has been put forward by the municipal and other 


representatives of Dartmouth, his birthplace. 


It appears that the 


memory of this celebrated inventor has never been thus honoured, 
though his work was of such immense importance to this country. 
Donations may be sent to the hon. treasurer, Mr. A. R. GENES 


Lloyd's Bank, Dartmouth, 


mum-— NW a Z^ x. $9 "€ 0, 


72 THE ELECTRICAL REVIEW. [Vol 71. No. 1,807, JULY 12, 1912, " 


axles is 85 tons. The length of the locomotive overall is 52 ft. As 
SOME RECENT SINGLE-PHASE LOCO- will be seen from fig. 1, there are five coupled driving axles, Three 
MOTIVES OF THE MASCHINENFABRIK of these are free to move axially sideways, so as to facilitate 
travelling round curves. The cranks of the two motors are con- 
OERLIKON. nected together by a triangular frame and by guides to the crank 
of the central driving wheel. The gross weight of the locomotive 
* is about 108 tone, of which about 50 tona is due to the mechanical 
gtructure. 


As in the previous locomotives, these new motors are worm 


Y 
i» .- 


DR. BEHN-ESCHENBURG gave an interesting account in the Z. T. Z. 


for March 7th of the advances made in single-phase locomotives geared, as this method has proved eminently satisfactory as regards 
during the last three or four years. Some three and a half years 


noiselessness and wear. Lubrication of this gear is effected with- 

ago the Oerlikon Co. had only made locomotives having & normal out any trouble, by supplying about 2 pints of stiff grease after 
one-hour output of 500 H.P. running st 25 miles per hour, and every 600 or 700 miles travel. The gear efficiency is extremely 
high—probably over 98 per cent. The gain 
in weight of equipment by the use of the 
gear is obvious; e.g., these particular motors, 
for a 14-hour rating of 1,250 H.P., weigh 
14 tons each, whilst direct-coupled motors of 
another make, weighing the same amount, 
only give 800 Н.Р. on a l-hour rating. The 
use of the gear further enables the dimen- 
sions of the motors to be chosen to the 
best advantage, especially in the case of 
series motors, The writer considers that 
series motors have proved themselves 
| superior to those built on the repulsion 
ET principle in regard to starting current, 
аш commutation and wide speed regulation, 
UY especially when provided with commutating 
poles. The Oerlikon 1,000-H.P. motors on 
. ho 1640 -v the first Lotechberg locomotive, for instance, 
ee L o xt WHEEL omTANCE z. 340 o... 4 ^ have proved as satisfactory as regards com- 
mutation as any direct-current motor—the 

Fig. 1.—OERLIKON 8.-P. 2,500-H.P. LOCOMOTIVE. carbon brushes lasting for at least 12.000 
car-milee, and the commutator surface being 
perfectly smooth after long and varied use. 
The transformers used on the locomotives 
are air cooled, and the winding is impreg- 
nated and embedded in a solid mass of insu- 
lating compound as in H.T. cables. They 
have proved easier to handle, and lighter, 

than oil-insulated ones. | 

The controlling apparatus on the 1000- 
motives is of especial interest. The motor 
voltage is only about 400, so that the full- 
load current is about 3,000 amperes per 
motor. With, say, 12 voltage stepe, each 
step involves a jump of about 100 K.V.A., 
and the best way of dealing with this heavy 
duty is a matter for serious consideration. 
Some designers employ a series of separate 
electro - magnetically operated switches; 
others avoid opening the circuit at all, by 
the use of induction regulators or by means 
of brush-shifting control The separate 
switch arrangement is, and looks, com- 
plicated; the induction regulator is - 
pensive and heavy, and lowers the po 
factor appreciably, and the brash-shifting 
method is, of course, only applicable to 
repulsion motors. After experimenting 
8 with the various methods, the Oerlikon Co. 
СЗ, finally decided to adopt а self-contained 
controller, on the same lines as the ordinary 
tramcar controller, in which & single drum A 
makes all the necessary connections in rota- 
tion (see figs. 2 and 3). 

Each transformer carries one of these con- 
trollers attached directly to ita case, so that 
the transformer tappings can be connected 
direct to the controller contact fingers. 

Each controller occupies a space 5 ft. 
З in. long, 5 ft. wide, and 2 ft. 9 in. high and 
weighs a ton. In the controller design chief 
importance has been given to simplicity and 
ease of inspection and repair. Special easily 
replaceable carbon contacts 1— 12 are pro- 
vided to take the sparking, and this is strictly 
limited by the use of powerful blow-oat 
magneta. 

In order to remove all physical strain 
from the driver these large controllers are 
not directly hand-operated, but are worked 
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Qi — | ЕЯ by an ingenious motor-driven gear. This 
gear keeps up a reciprocating motion con- 
Fig. 3-—CONTROLLER FOR 3,000 AMPERES. tinuously, and this causes the controller 
to move backward or forward step by step 
these were amongst the largest single-phase locomotives made up to 


according to which of two electromagnetic tappets AZ has been 
that time. They were each fitted with two single-phase series com- released. 


mutator-motors of the Oerlikon type. In 1909 a similar locomotive The driver, therefore, has simply to move a small switch which 
of 2,000 H.P. was supplied to the Lótschberg line, and this proved so sends current from a battery into one or the other electromagnet, 
satisfactory that 10 further locomotives of still greater power, but m; ог тз and the controller is then rapidly and definitely moved as 
otherwise similar, were ordered for the same line a few months far forward or backward as is desired. 

ago. When completed, these will be by far the largest single- The two controllers are interlocked, во that normally both move 
phase self-contained locomotives in use. They are for the Beru- round by identical steps; each can, however, be separately moved in 
Simplon line, and are designed to give out 2,500 H.P. at the rail case of accident to the other. Further, the operation can, in case 
for one and a half hours uninterruptedly, at a speed of 31 miles of emergency, be entirely carried out by hand. The motors are so 
per hour, and the maximum speed will be 47 miles per hour, At coupled that (1) both can be used in series Or in parallel with 
starting a tractive effort of 40,000 1b. is to beexerted. The pressure 


the two controllers; or (2) both can be operated in series from 
on each driving axle is 17 tons, and the total weight on the driving one controller and transformer; or (3) each half of the appa- 
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ratus (consisting of a high-tension cut-out, transformer, con- 
troler, operating gear and motor) can be quite independently 
handled, z 


ELECTRICAL ACCIDENTS IN 1911. 


( Concluded from paye 11.) 


TABLE II.—ELECTRICAL ACCIDENTS IN FACTORIES OTHER 
THAN ELECTRICAL STATIONS IN 1911. 


The small figures relate to fatal accidents, and are included in 
the principal figures. 


. switches eee seo een ses эге een 37 
Arcing of ieee sse . 10 


Shock or burns from fuses when replacing fuse-wiree 98 d. 28 
Portable apparatus, connectors and flexible wires ice s» 62? 
Unprotected conductors, switches, terminals, fuser, &c. 1 


А $ Skilled persons —. 41 
Working on or near live conductors iv skilled persons ... 24 
Miscellaneous accidents in electrical manufacturing works— 

mostly in testing operations ... pii Ре (ss .. 361 


Adjusting brushes and cleaning commutators n: е. eee 2 
Miscellaneous Pes "AT 885 i ies s de 


Total ... Loc RN Vas A *. 2907 


These accidents show a slight increase in number over those of 


the previous year—290, as against 276— whilst the fatalities were 
seven, as compared with five in the previous year. 

Of those caused by the arcing of switches, a number on motor 
circuits were as usual primarily due to the previous failure of the 
no-voltage release on the starting switch, so that the main motor 
switch was put in on a short circuit, producing a heavy arc at the 
contacte. In some cases the switches were protected by covers 
having a slot for the handle to work through. This form of 
cover is the only one which can be applied to certain types of 
ewitch, and while it is satisfactory in preventing the operator 
from touching live metal, it does not protect the hand from being 
burned if & heavy arc occurs within the cover, unless there is in 
addition a shield on the handle. Accidents from the arcing of 
fuses are due to absence of adequate protection. Some enclosed or 
cartridge type fuses which will operate satisfactorily on a moderate 
overload will explode violently on a short-circuit, and need protec- 
tion as much as bare wire fuses. 

Many of the accidents in the renewing of fuses were with the 
primitive type of bare wire or strip-metal fuses directly connected 
to the live fuse terminals, and unprotected by a switch. Short- 
circuits were made with screw-drivers or by the fuse metal getting 
across both poles. In some cases switches were provided for cutting 
off the pressure, but were not used. In one case the man took hold 
of a live fuse terminal, 220 volts alternating, and was unable to 
leave go until pulled away by someone else. 

The 62 accidents in connection with portable apparatus were 
mostly due to short-circuits, causing burns. In 24 cases the short- 
circuits were in the flexible wires and were due to the covering of 
the wires having been damaged, or to the fact that the wires were 
insufficiently protected in the first instance in view of the rough 
treatment to which they would be subjected in ordinary use. In 
21 cases the short-circuit occurred at the connector plug, and under 
circumstances where the accidents would have been prevented by 
the use of plugs constructed with hand shields on the lines which 
I have described in former reports. Several were caused through 
connecting hand lamps and even drills, taking a considerable 
amount of current, by means of "adapters" to ordinary lamp- 
holdera. There were also several cases of shock received from 
portable drills which were leaky and had not been earthed. The 
two fatalities occurred through the use of unearthed and im- 
properly constructed hand lamps. 

The accidents to skilled men, i. e. ‘ electricians,’ when working 
on live conductors are frequently inexcusable, the men taking un- 
necessary risks of which they are fully aware. In some cases they 
have not taken the trouble to switch off the pressure, and in other 
cases the work might have waited until after factory houre, when 
the whole installation, or, at any rate, the particular circuit could 
have been made dead without inconvenience. The similar accidents 
to unskilled men, i, not having technical knowledge, were in 
several cases due to the stupidity of, or want of proper supervision 
on the part of, the electrician in charge of the work. In some 
cases the men attempted to do some work entirely on their own 
responsibility, and in others they were employed on work for which 
they were not technically competent. 

The accidents occurring at the works of electrical manufacturing 
firms were nearly all in the testing departments, and, as usual, 
many oecurred to apprentices and the like. The average age of 
32 of the 36 persons meeting with accidents was only 21 years. 

The fatal case occurred in a large testing shop, and was due to a 
mistake in connecting up two high-pressure machines with the 
same set of conductors and artificial load, one set of men apparently 
not being aware of what the others were doing. One machine was 
started up, and a man working on the other received a fatal shock. 

Under the heading " Miscellaneous " there were four fatalities. 
One occurred at s shed of an electrically-operated railway, the man 
climbing on to the roof of a carriage, apparently forgetting that 
the high-tension overhead wires werealive. The second occurred in 


a shipyard to a man working a large outdoor radial drilling machine 
which was driven by a three-phase 440-volt motor bolted toit. The 
machine was fixed to an upright baulk of timber and was not 
earthed. A leakage occurred at the motor, and the whole machine, 
together with the metal plate being drilled, which rested on timber, 
became electrically charged. The man operating the machine was 
killed, and his helper who went to his assistance received a severe 
shock. The third fatality occurred to the driver of an overhead 
electric travelling crane in an engineering shop. He was attempt- 
ing to get from one crane to another in the adjoining bay by 
climbing across a girder above which the trolley wires were placed, 
and with which he appears to have come into contact. He was 
taking a short cut instead of going down one ladder and up another. 
The fourth fatality occurred at the trolley wires of a dock crane, 
which were on the ground and protected except for a longitudinal 
slot in the cover through which the collectors travelled. The 
man appears to have dropped something in the slot and to have put 
his hand in to try and get it out, and touched the conductors, 

‘Prosecutions were taken for breaches of the Regulations in refer- 
ence to two fatal accidents and two non-fatal accidents. In the 
fatal cases convictions were obtained and penalties of £50 and £10 
with costs in each case were obtained. In the other cases a penalty 
of £1 and costs was obtained in one instance, and the other case 
was withdrawn on payment of costs by the firm, the Court deciding 
that the admitted contravention of the Regulations and resulting 
accident were due to the wrongful action of the injured person 
himself. 

During the year a considerable amount of work has been done by 
the District Staff in enforcing the requirements of the Regulations. 
Although it is evident that generally much greater attention is 
given to questions of safety, no doubt as a result of the establish- 
ment of the Regulations, there are numerous instances where occu- 
piers or their responsible engineers do not take the necessary steps 
until the various matters are pointed out to them in detail. I again 
found examples of new work which was not in compliance with 
the requirements. The electrical contractors are often responsible 
for this, either in not taking the trouble to consider the Regulations, 
or, ав is evident in some cases, for the sake of cheapness. Even 
where the occupier specifies that the work is to be carried out in 
accordance with Home Office Regulations, it is not always done. 
In one of these cases, where a new factory had been fitted up for 
light and power, a number of points were not attended to. I met 
the contractor's engineer on the works, and, as he admitted that he 
was fully cognisant of the requirements, I inquired why he had not 
carried them out. The answer was quite candid, and to the effect 
that he deliberately took the risk, not expecting that I should pay 
а visit to the works before he had finished with it. A similar case 
was reported by Mr. Topham, where & new alternating-current 
installation had been provided with & number of hand lamps of an 
old and dangerous type. The contractors assured the occupiers 
that there was nothing amiss, and it was not until the latter were 
served with a notice that they would be prosecuted on the first 
occasion that the lamps were found to be in use that the contractors 
could be induced to change them. 

Dangerous fuses continue to be found even in new work. A 
common fault is that they cannot be handled for the purposes of 
renewal without danger of shock through touching live metal. 
Thus І found grip type fuses having a porcelain grip only about 
3 in. in length, with exposed live metal end contacts, in use on 
500-volt and 440-volt alternating-current systems unprotected by 
switches, and in earthed metal cabinets, and some over metal floors, 
and others out-of-doors over wet ground. It is impossible to 
handle such fuses without risk of dangerous shock. Similar fuses 
of the cartridge type are also often found under like dangerous 
conditions. Another common type of fuse carrier for small fuses 
has the fuse wire lying in a groove on the front of the porcelain 
bridge, so that apart from the risk of shock, there is danger to the 
person renewing the fuse wire, when replacing the carrier on the 
fuseboard, of getting his hand burned should the fuse blow, as it 
often does, just at that moment by reason of the fault on the cir- 
cuit which caused it to go in the first instance not having been 
rectified. In cases where fuses are protected by switches, they are 
sometimes placed in a dangerous position. Thus, open-ended 
tubular type fuses, often for large currents, are placed on gwitch- 
boards immediately above or below the switch without any inter- 
vening guard, so that if they should blow at the moment of 
switching on, the switchman is liable to get his hand severely 
burned. I found a number of instances of such an arrangement 
with fuses up to 1,500 amperes capacity. Such fuses for circuits of 
large current are liable to be dangerous in any event, and ought not 
to be used unless specially guarded. Reliable circuit-breakers are 
mow obtainable at prices which will allow of their adoption on cir- 
cuits of comparatively small current, and are often to be preferred 
to fuses. 

In engincering shops I found unprotected main distributing 
switchboards for alternating-current power circuits not in an area 
set apart, and with lathes and drilling machines, &c., within a few 
feet, to the imminent danger of the men working at the machines. 

Manufacturers of electric irons do not yet appear to have 
realised that these articles when used on factory premises come 
under the Regulations, and that in many places they are liable to 
be used under conditions which necessitate their being earthed, no 
provision being made for the attachment of an earth wire. In one 
laundry I found 10 irons in use on a 200-volt alternating supply. 
The floor was of brick, non-insulating, and the girls complained 
that they received shccks from the irons and had to be very careful 
to handle them with a cloth, so as not to touch the metal parts. 
The conditions were such as might readily lead to a fatal accident. 
While electricity supply authorities are using every endeavour to 
get their consumers to adopt electrical methods of working, it seems 
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a pity that in such a case as this there should not be supervision to 
ensure that the consumer shall get an article suitable to his needs, 
and also that it shall be properly and safely installed. The trouble 
of the flexible wires becoming twisted up into knots and damaged 
by repeated pulling out, is a common one where electric irons are 
used. I found in another case that it had been overcome by the 
use of flexible metallic sheathing. This was rigidly fixed at one 
end at a point about 5 ft. above the table, and at the other to the 
iron. While this gave all necessary flexibility for the movement 
of the iron, it was found that the latter could not be twisted round 
more than a couple of turns without causing such a strain on the 
girl's wrist as to cause her to untwist it. If twisted up for more 
than a couple of turns, it would of itself untwist. turning the iron 
round when the hand was removed. 

In a number of works old-fashioned and dangerous types of hand 
lamps were still in use, and sometimes incandescent lamps were used 
merely ia lampholders as portable lamps, the lampholders not 
being earthed. One of the fatal accidents referred to elsewhere was 
attributable to this arrangement. Safety hand lamps which do not 
require earthing are now made by a considerable number of manu- 
facturers. Unfortunately, hand lamps and other fittings are some- 
times advertised and sold as of " Home Office pattern " without any 
justification. In one such case a well-known firm put on the 
market, as of Home Office pattern," a hand lamp which outwardly 
looked to be entirely satisfactory, and it was not until I took one 
to pieces that I found that the metal guard was in actual metallic 
connection with the lampholder. It was necessary to inform the 
firm that the occupier of any factory where these hand lamps 
might be found in use would be liable to prosecution. The firm 
took steps to recall from their agents all of the defective lamps, 
but unfortunately it is impossible to trace those actually sold. In 
this case the fault does not appear to have been in any way 
intentional, or due to a desire to produce a cheap article, but merely 
to ignorance on the part of the designer, who seems to have copied 
certain features of other Jamps, but rendered the result abortive by 
the method adopted for fixing the several parta together. 

In many works, particularly engineering works and shipyards, 
the importance of adequately earthing frames and covers of elec- 
trical apparatus is not always appreciated. A fatal accident due to 
this neglect is referred to elsewhere. 

In important electricity supply and traction undertakings there 
is often neglect of elementary precautions, and the presumably com- 
petent persons employed do not always appear to realise the risks 
they often unnecessarily take. Thus, in a railway sub-station I 
found an attendant eating his supper while sitting on the bedplate 
of & motor-generator, with & bare terminal block at 600 volte above 
earth only two or three inches behind his head, 

There are still to be found in use numerous examples of switches 
of a dangerous type, which I have so often described before, in 
which the handle cannot be grasped without danger of touching 
live metal. On a public supply station switchboard I found double- 
pole switches with live nuts on the handle side of the cross-bar less 
than 3 in. apart, with the switch handle between, there being 500 
volta difference of pressure between the nuts. 

In the case of important new stations, the engineers responsible 

for the design do not always give sufficient attention to the practical 
side of the subsequent running of the station. Two examples of 
such want of foresight came to my notice during the year. One 
was a new station for supplying light and power in a large iron and 
steel works. High-pressure three-phase current is generated and 
is required night and day, including Sundays. The switchboard, 
although divided into sections, was not arranged for screening off 
live parts from dead parta in case of work having to be done. It 
was, therefore, impossible to undertake any cleaning, repairs or over- 
haul of the apparatus in safety without shutting down the station. 
The other station was also high-pressure three-phase, for the supply 
of electrical energy over an extensive area through sub-stations, 
Here, again, the switchboard was badly designed. All the necessary 
isolating switches were there, but were wrongly connected and 
arranged. The oil switches for both generators and feeders were 
connected directly to the bus-bars, the isolating switches being 
between the oil switches and the generators and feeders. By this 
means, although it was possible to isolate any generator or feeder, 
it was impossible to isolate any of the oil switches. Should an oil 
switch require overhauling, and in every well-managed station such 
oil switches would be examined and overhauled periodically 
whether they had given any trouble or not, the work could only be 
undertaken by shutting down the whole supply. In this case a firm 
of consulting engineers was responsible for the arrangement. 
In premises where dust-clouds are liable to be formed, special 
precautions should be taken in regard to any electrical installation 
to prevent the possibility of any sparking or arcing where it could 
ignite dust. 

Although a report on my work must necessarily deal mainly 
with the unsatisfactory and dr: gerous features which come under 
my notice, and with which 1 have to deal, there is on the other 
hand an increasing number of examples of excellent work in both 


electrical stations and factories. The general standard is much 


better than it was a few years ago. The electrical exhibition held 
in London in the autumn afforded opportunity for noting progress 
in different directions. A number of firms showed apparatus 
which they had specially designed in view of the requirements of 
the Regulations. | 

A novel and useful electrical appliance for controlling cranes in 
the loading and unloading of ships, which seems likely to be 
extensively adopted, for this and other purposes, not only on 
account of its efficiency for the work, but also on account of 
greater safety to the workmen employed, waa brought to my notice 
during the year. It has been already applied to the control of 
both electric and hydraulic cranes. The driver stands at a con- 


venient point beside the hatchway, whence he can see into the 
hold. He is provided with a small drum-shaped controller slung from 
his shoulders, and he can move about freely as he likes. He, 
therefore, has the load in sight from the bottom of the hold until 
it is deposited upon the quay, railway wagon, or barge. The con- 
troller, which is connected to the crane by a flexible armoured 
cable is provided with two handles, one for controlling the hoisting 
and lowering motions, and the other for slewing. There is also an 
emergency button, by which the current can be cut off and 
the crane brought instantly to. rest. The crane motors are 
operated through a system of contactors which are con- 
trolled from the portable controller by means of a com- 
paratively small current at a low voltage. Thus the crane 
motors may be worked from a 600-volt supply, whilst 100 
volts only may be used in the portable controller, a small motor 
generator being placed in the crane cabin for providing the low 
voltage current. The operation of the cranes in this way is very 
interesting to watch. The most striking features are the perfect 
control of the load and the fact that the crane cabin having no 
occupant, the whole operation appears to be automatic. 

An apparatus has been devised by Dr. K. A. Fries, of Stockholm, 

and has been recently introduced into this country, for carrying 
out the Sylvester method of artificial respiration. The Schafer 
method is now generally considered by medical men to be superior, 
one reason being that the patient being placed face downwards, 
the difficulty of the tongue blocking the air passages is obviated. 
A representative committee of American doctors and electrical 
men, who recently considered the merits of the different methods, 
have unanimously recommended the Schafer method. 
"The use of electrical energy for motive power purposes 
in factories has been developed almost entirely during the 
past 10 years, and the horse-power of motors connected to 
public supply mains is at least 744,000. The actual total 
for all factories is, no doubt, much larger, as a number of 
important districts are omitted and factories generating their 
own electrical energy are not included. Whilst the number 
of accidents was steadily increasing up to the end of 1907, 
it has since remained almost stationary. The check in the increase 
of the number of accidents occurred in the year following the issue 
of the draft Regulations, in which the attention of occupiers and 
engineers was further drawn to the consideration of questions of 
safety by the public inquiry. Had the accidents continued to 
increase at the same rate and in accordance with the increasing use 
of electrical energy, they would now have reached more than 
double the number actually recorded. The resulta are even more 
favourable than is indicated, as there are now included for the 
first time accidents occurring at electrical stations of purely 
traction undertakings. 


TABLE III.—ELECTRICAL FATALITIES REPORTED UNDER THE 
| FACTORY ACTS IN 1911. 


| Voltage of | System—A, alter- 
circuit or nating ; l,eingle- 


Voltage of E < 
No. | Month. District. system, Lapeer Ly y N 
shock. phase; D, direct. 
1! Feb. South London | 10,000 10,000 Al. 
2 | April | Newcastle ... 580 i D. 
3 | July | Newcastle ... 440 250-440 A 3. 
4 | July | Glasgow  ... 250 250 D. 
5 | July | Newcastle ... | 20,000 12,000 A 3. 
6 | July | Manchester... | 10,000 6,000 "A8. 
7 | July | Birmingham 2,100 2,100 A 2. 
8 | Aug. | Stockton... 440 250-440 A 3. 
9 | Aug. | Newcastle ... 440 250-440 A 3. 
10 | Oct. | South: London 2,200 2,200 A 1. 
11 | Dec. | South London 220 125-220 A 3. 


* Burns, not shock. 


OUR LEGAL QUERY COLUMN. 


[ Questions addressed to this column should be written on one side 
of the paper only. | 


“А.Р.” writes :—" Our electrical system is a private one, not having 
obtained Parliamentary powers, but permission from the local 
authorities. We supply energy through overhead wires, and as the 
G.P.O. wires are also overhead, alterations to their system were 
necessary to enable us to conform with their regulations. These 
alterations were carried out at our expense, amounting to nearly 
&200. 

‘The whole of our system was passed as satisfactory by the P.O. 
authorities, but they are continually requiring of us to pay the 
cost of alterations to their system when making extensions. Thus, 
when they run a pair of insulated wires to & new customer, which, 
in|the ordinary course, would be bare, we are called upon to bear 
the extra cost. 

" At present I have a pole stayed ‘across the road, in the manner 
shown in sketch. Extensions to the telephone are being made, 
which brings their wires down to within 17 ft. from the ground 
level. I am asked to either move my stay or lower it and give 
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the necessary clearance, but both these are impossible, and I want 
them to put in a taller pole, to which they reply that if they do so, 
it will be at our expense. 

" I ask, are they justified in making these continual charges on 
us for these alterations, when a satisfactory system, approved by 
them, was laid out in the first instance? Under the present régime, I 
am abeolutely at their mercy. They can, apparently, command me 
to take up a pole when they like, and move it to a spot to meet 
their requirements, when a little bit of common-sense on their part 
could save me a lot of trouble and expense.“ 


„ “A. P." appears to be afraid that he is at the mercy of the 
Postmaster-General and having regard to the provisions of the 
Electric Lighting Act, 1888, which especially apply to undertakings 
carried on otherwise than in accordance with the terms of a 
provisional order or special Act, it appears that this is so. Thus, by 
Sec. 4 (2) of this Act, where in any case any electric line or work 
ts used for the supply of electricity in such a manner as to 
affect injuriously any telegraphio line of the Postmaster-General, 
or to affect the telegraphic communication through any such line, 
the Postmaster-General may, by notice to be gerved upon the body 
оз person Owning or using, or entitled to use, such electric line or 
work, require that such supply be continued only in accordance 
with such conditions and regulations for the protection of the 
telegraphic lines of the Postmaster-General, and the telegraphic 
communication through the same, as he may by or in pursuance of 
such notice prescribe, and in default of compliance with such 
conditions and regulations, the Postmaster-General may require 
that the supply of electricity through such electric line or work 
shall be forthwith discontinued. Provided that nothing in this 
sub-section shall apply to the supply of electricity through any 
electric line or work laid down or erected under and subject to the 
provisions of any licence, order or special Act, or which may be 
used in accordance with any conditions or regulations prescribed by 
the Board of Trade by,or in pursuance of, any notice given by 
them under this section. 


REVIEWS. 


Inrect and Alternating Current Manual. 
and C. A. Pierce. Second Edition. 
and Co., Ltd. 1912. Price 8s. net. 


This book, which was first published by Prof. Bedell in 
1909, has now been brought well up to date. Its authors 
claim that, in a restricted sense, it is now complete. This 
completeness has been gained by a process of judicious 
elimination rather than compression, experiments consisting 
of a large amount of data-taking and tabulation and a small 
amount of technical content having been dropped in favour 
of those which have proved most effective in student develop- 
ment. 

The method of the book is as follows: A typical 
machine is taken and discussed in some detail. Instructions 
for testing and obtaining charactéyistics are given, together 
with diagrams of connections and Garves obtained from such 
machines. The curves are then discussed in detail and 
appendices are added to make clear some of the difficult 
pointe. 

An unfortunate feature is that the footnotes to the pages 
are often so numerous and lengthy that they encroach on the 
space and inconvenience the reader. Such footnotes might 
have been added to the appendices to save confusion. 

Typical direct-current machinery is dealt with in the first 
two chapters, and the rest of the book is devoted to the 
generation, transformation and conversion of alternating 
currents. | 

The chapter on Single-Phase Currents " ів an extremely 
well-written one. The subject is treated graphically as well 
as algebraically, and some of the paragraphs, including those 
on power factors and wattless currents, could hardly have 
been done better. Unfortunately, the same cannot be said 
of some of the paragraphs on polyphase currents. Under 
the latter heading one also expected to find far more inform- 
ation on power distribution than is actually given. The 
"three-wire system " is spoken of іп а vague sort of way, 
but its importance seems to have been underestimated. 

Induction and synchronous motors are dealt with in great 
detail, graphical methods being frequently. employed to great 
advantage. In these sections, however, the omission of 
summarised results of experiments is a very marked dis- 
advantage. In the early part of the book one is tempted to 
believe that the authors have wilfully omitted such obvious 
comparisons as could be made, say, between the various 
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kinds of р.с. machines, perhaps with the intention of 
allowing the student to think out such things for himself. 
But when one finds no summary of the relative advantages 
and disadvantages of induction and synchronous machines, it 
becomes evident that the omissions, whether wilful or not, 
are detracting from the usefulness of the book. 

The remark that “ the growth of electric traction has been 
coincident with, if not dependent upon, the general use of the 
synchronous converter " is followed by a useful chapter on 
the theory and practice of electrical conversion. 

A chapter on Wave Analysis and a collection of problems 
complete the work. The student of electrical engineering 
should find enough in this book to enable him to carry out 
tests on all kinds of electrical machinery in a rational and 
intelligent manner.—P.H.S.K. 


Electrical Engineering Test Sheets. By Pror. Р. C. Carp- 
WELL. London: Hill Publishing Co., Ltd. Price 9s. 6d. 
net. 


This book, if book it can be called, is a fresh departure in 
the way of imparting knowledge of electrical testing to 
students of engineering. It consists of a great number of 
loose sheets fixed inside a cover, in such a manner that any 
sheet may be removed or replaced at will. 

The author calls his system“ The Question and Reference 
Method." This means a system of laboratory instruction, 
in which the student is required to answer a number of 
questions covering the theory and performance of the test 
to be made, before it is begun, and in which he gets his 
information from carefully selected references, rather than 
from a single manual. The author thinks that such a system 
combines the advantage of the research method with the 
greater expedition gained by the use of the ordinary labora- 
tory manual. The student has to work up the answers to 
the preliminary questions before he begins the actual test, 
and hence he is assured of a good knowledge of the subject 
before he actually engages in any particular experiment. 
Again, having some preliminary knowledge of important 
features of the test, he requires less explicit directions in its 
performance, independence of action being thus cultivated 
without too much loss of time. | 

The chief object of the author, however, in adopting the 
loose-leaf system is to help to solve the difficult problem of 
producing a manual adaptable to the varying conditions of 
different laboratories and courses; for further tests may 


- easily be inserted in leaf form, if such be desired, or some 


may be omitted that are already there. As many books are 
referred to in the preliminary instructions, from which 
students are supposed to make notes, a reference library is 
indispensable at the Institute where the tests are carried out. 

The range of subjects covered is very large, practically 
embracing the whole gamut of electrical measurements and 
testing. The experiments are subdivided in order of diffi- 
culty, those suitable for elementary, advanced and research 
students being suitably marked. 

It has always been a difficult matter in laboratory work 
to cater for students belonging to the different colleges and 
institutions, by reason of the varying types of apparatus 
to be found in the different laboratories, and the 
somewhat different courses followed. Most teachers have 
their own pet methods of giving instruction, and get out 
their own experimental sheets. They usually resent anything 
being forced upon them, considering, very truly, that they 
themselves are the best judges of what is suitable for their own 
particular needs. Furthermore, it is doubtful if any method, 
however elastic, can be taken as a standard in laboratory 
teaching. The very essence of experimental work is a 
flexible variation conforming to conditions of time and place. 
So that, taking all in all, laboratory teaching, above all 
teaching, usually resolves itself into individual instruction. 

The work under review is an heroic attempt to standardise 
laboratory work, to reconcile the various conflicting and . 
antagonistic elements always present in it. The author 
states that it has been very successful where it has been used, 
chiefly in the Ohio State University, and we can well believe 
this. If it would be successful anywhere, that place would 


be a well-equipped University, where many advanced students 


were to be found. For there can be little doubt that any 
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student who conscientiously carried out even one-third of the 


experiments given would have a very good knowledge of 


electrical testing ; for such places, then—for the Universities 
and higher day institutions—the book will probably answer 
well. But what about the evening classes in technical insti- 
tutions, where thousands of students assemble to learn some- 
thing of electrical testing? Will it do for them? We are 
afraid not. Evening instruction is a science unto itself. 
No man who has not engaged in it for years can 
have any conception of its difficulties and  limita- 
tions. We may safely say that any text-book which 
is suitable for day courses, is always unsuitable for evening 
classes. Indeed, we may go further and lay down as an 
axiom that what is good for day classes is ipxo farto bad for 
evening work. 

The work shows in its make-up much painstaking care, 
and although, as a general method of laboratory teaching, it 
will not find favour with all, yet we appreciate the fact that 
there are some who will undoubtedly bless it. The price 
seems to us excessive. No doubt there is a good 9s. 6d. 
worth in it, but English text-book readers are accustomed to 
obtain more volume for their money. 


Macchine Dinamo-Elettriche е Trasformatori Statici. By 
ING. CESARE DELLA SAL DA. Milan: Biblioteca di 
Elettricita. Price 3 lire. 


The bewildering number of distinct types of electrical 
machinery in actual use is only made obvious when a syste- 
matic classification is made of them. We have sucha 
classification before us in a treatise by Ing. Cesare Della 
Salda, with the title of Dynamo-Electric Machinery and 
Static Transformers.” The sub-title better explains the 
scope of this work, which is “a synthesis and explanation 
of the working principles” of the above machinery. The 
book opens with a comparison of the different conceptions of 
energy, as kinetic, electrostatic, electrodynamic, magnetic, 
with a view to keeping in the reader’s mind the analogy 
between the various forms of energy, and the fact that all 
electrical machinery exists for the transformation of these 
forms of energy. This point seems to be rather laboured, 
and indeed, the innovation which the author mentions in his 
preface, being a physical interpretation of electrostatic 
potential, seems rather to mislead the student than to help 
in the classification which forms the value of this book. In 
order to interpret electrostatic potential in this way, a product 
is arrived at of 4 Q v, where Q is the electrostatic charge, and 
v its potential, the expression being intended to show the 
analogy with the expression for the kinetic energy of a 
moving mass. The most valuable part of the present work 
lies in the very systematic way in which the types of dynamc- 
electric machinery have been classified according to the form 
of energy transformation carried out by each type of 
machine. 

Thus in Part I of the book all the different transform- 
ations of energy by electrical machinery are covered. In 
Part II the various types of dynamo-electric machinery 
in use are divided into six classes, according to the functions 
they perform in the transformation of energy. 

Class 1А includes 26 different types of machine, forming 
the most important class commercially. It covers all types 
of generators of continuous, single-phase and polyphase 
, currents, with independent fields. 

Class 24 concerns motors, 32 different types of energy 
transformations being given. 

Class 34 includes various types of transformers of electro- 
dynamic energy into electrodynamic energy, that is, static 
transformers, motor-generators, converters and rectifiers. 
Eleven types are described. 

Classes 44 and 54 cover single-phase and polyphase genera- 
tors and motors with combined fields. 

Class 64 includes various special transformations, such as 
transformations of frequency and special grouping of 
alternating-current motors. 

After the setting-out of the above six classes, and the 
types included, the types are dealt with one by one, and a 
short description is given of the working theory of each. 
In Class 14 the theory of several less widely known and 
special machines is given, and among the better known, those 


of Heyland, Hutin-Leblanc, Boucherot and Parsons. The 
theory of the Blathy, Thury and Tirrill systems of mechanical 
alternator regulators is also described. 

In Class 24 some reference is made to the control of 
induction motors, but there is no mention of the Heyland 
method of speed control, which has been previously described 
in these pages, and which has great advantages over the 
ordinary method of decreasing the number of poles by 
reversing the current in some of the stator coils. Rever- 
sible booster systems are not dealt with in this treatise, 
presumably because they present no special form of energy 
transformation. ö 

Of course the value of any such classification as the 
author has made lies in its applicability to the ordinary uses 
of the student, and if the various classes do not fall easily 
into place in the study of the theory of electrical machinery 
the classification does not fulfil its purpose. There is no 
doubt that as the various classes have been arranged in this 
treatise they enable the student to find easily enough the 
type of machine on which he may want information, but a 
good index, with something more than the headings of each 
paragraph, would be an improvement. So also would. 
clearer and larger diagrams be. In spite of any such slight 
defects the book is a thoroughly useful one, and any 
practical engineer as well as student would find a place for 
it among the working part of his technical library. 


Elementary Lectures on Electric Discharyes, Waves and 
Impulses, and Other Transients. By С. P. STEINMETZ, 
Ph.D. 1911. London: Hill Publishing Co., Ltd. Price 
8s. 6d. net. 


In the Cantor Lecture of 1900, Dr. Fleming opened his 
remarks as follows :— 

“The study of electric oscillations and electric waves has 
of late years borne fruit in practical developments which 
embrace matters of more than purely scientific interest.” 

The truth of this statement has been made evident to elec- 
trical engineers during the past decade by the vast increase 
in the use of high-tension power, while its transformation to 
lower voltages has rendered the study of “ transients” à vital 
necessity. | 

Dr. Steinmetz has already made an important con- 
tribution to the literature of this subject in his 
“Theory and Calculations of Transient Electric Pheno- 
mena and Oscillations.” In the book under review he 
has given a more descriptive account, but withal an 
account not lacking in precision, of the origin and effects of 
electric impulses on electric circuits. He describes this book 
as “a translation from mathematics into English” of his 
former work. It compfises a series of nine lectures 
originally delivered to“ the Graduate Classes of Union 
University, together with an additional chapter on the 
calculation of inductances and capacities. 

The first lecture deals with the origin and nature of 
transients. A transient is defined as “ the result of a change 
of the amount of stored energy, and is the phenomenon by 
which the circuit readjusts itself to the change of stored 
energy.” The author points out the existence of transients 
with all forms of energy, and gives three interesting reasons 
why electrical transients have been studied more than 


others :— 


(a) Electrical transients generally are simpler in nature, 
and therefore yield more easily to a theoretical and 
experimental investigation. 

(b) The theoretical side of electrical engineering is further 
advanced than the theoretical side of most other sciences. 

(c) 'The destructive effects of transients in electrical 
systems are far more common and more serious than with 
other forms of energy. | 

(a) and (c) would seem to be sound enough reasons, 
but (b) is, unfortunately, an ideal reason rather than a 
real one. 

The exponential curve, as the expression of the simplest 
form of transient, is discussed in some detail, and reference is 
made to the decay of radio-active substances as an illustration 
of another form of simple transient. The effect of friction 
on electric impulses is also dealt with. 

Lecture II is devoted to the Electric Field, the subject 
being treated in a very straightforward manner. The 
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analogous relations existing between the magnetic and elec- 
tric fields and the magnetic, dielectric and electric circuits 
are set out in useful tables at the end. 

Single-energy Transients are dealt with in three lectures : 
(1) Continuous-current circuits; (2) Alternating-current 
circuits ; (3) Ironclad circuits. 

An extremely practical question, viz. the starting 
transients in А.С. circuite, is discussed at some length; 
graphical methods for calculating the magnetic fields in poly- 

ase machinery are given, and oscillograms of armature and 
tield currents for momentary short-circuits provide valuable 
information on this subject. 

Lecture VI treats of the case in which the energy is stored 
in two forms—as dielectric and magnetic energy. The 
oscillation produced is studied by considering separately the 
pulsation of energy between the two forms and the gradual 
dissipation of energy. The subjects of Line Oscillations and 
Travelling Waves are illustrated by oscillograms taken on 
actual industrial circuits, while a whole chapter is taken up 
with consideration of the practical case in which oscillations 
take place in a compound circuit consisting of transformer, 
line, load, &c. 

In the added chapter on the calculation of inductance 
and capacity the formula— 


L = 2 (log s/r + /] 10^? henrysicm. : 
for two wires is derived by considering the internal flux in 


the conductor of radius 7 and the external flux, the return 
conductor being at a distance 8. The capacity— 


— K 9 
C= Sos be i 10? farads/cm. 
is obtained in the usual way. The value of т, for a con- 
ductor with earth return is obtained by the method of 
electrical i 

The book is well indexed, the chapter headings being 
picked ont in larger type, facilitating reference to particular 
subjects. In so far as it accomplishes the difficult task that 
its author sets out upon—viz., to translate mathematical 
physics into English (or, rather, American)—this book must 
be dubbed a success.—P. H. 5. K. 


HINTS ON DEVELOPING A MOTOR LOAD. 
By WALTER E. ROGERS, A. M. I. E. E. 


HA PPILVY, the day is now past when many of our station 
chiefs would not, or could not, admit that & cheap power 
supply was advantageous to themselves as controllers of an 
undertaking, generally speaking, representing the local 
ratepayers’ interests directly or indirectly. But in many 
quarters, especially in connection with the smaller munici- 


palities, the arguments still rage around the question, as our 


City Fathers put it, of selling a commodity under cost price. 
The committee-man’s point of view usually takes a form 
based on a number of years’ experience as a purveyor of 
tea and coffee, that if these commodities cost him 10d. per 
lb, he cannot afford to dispose of them at, say, 8d. per Ib. 
Well and good, so far as his business goes ; but this reason- 
ing does not apply toa manufacturing concern where turn- 
over may be said to be the sine qua non of а satisfactory 
balance-sheet. All the arguments brought forward by the 
station man in favour of a cheap supply of electricity for 
power can be boiled down to the statement that if, by selling 
cheaply to day-load consumers, we can increase our units 
generated by, say, 20 per cent., this so reduces the cost of 
production that a much larger profit is made on the total 
output. 

In making this statement I am aware that I am by no 
means exhaustively treating this complex subject ; but I 
maintain that it underlies the bulk of argument on this 
question. Assuming that by now our Committee has been 
worked up to the right pitch of intelligence, or enthusiusm, 
to grasp the fact that it would be to the interests of the 
department and the ratepayers to proceed on the lines 
advocated by the man whom the Council has elected, out of 
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300 applicants, to fill the onerous post of Borough Electrical 
Engineer at the princely stipend of £200 per year Where 
is the money for a motor-hiring scheme to come from ? Here 
is a facer. 

The Corporation’s Act, or Provisional Order, makes no 
provision for anything in the nature of hiring- out apparatus, 
and the Town Clerk advises that it will cost, perhaps, £300 
to obtain the necessary powers. In fact, everybody in 
authority, including the L.G.B., seems to have combined 
metaphorically to throttle the engineer. 

It may be very wrong, but I know of municipalities to-day 
operating highly successful motor-hiring schemes with never 
a bit of power or authority for doing so ; but since they are 
such a brilliant success financially, I presume nobody asks 
questions. The whole thing came about after a quiet 
conference between the chairman, the engineer and the 
borough treasurer. Not being present at the conference 
myself, I know not what went on, but I was given to under- 
stand that the air was cleared with overdrafts. 

£200 to £300 is enough to start a small motor-hiring 
scheme, provided one is sure of one’s ground, and goes to 
work feeling one’s way cautiously. Do not attempt any 
hire-purchase work at first, but just rent a few motors out, 
fixing your rents high. Nothing less than 20 per cent. on 
capital cost of motor and installation is safe. 

I know that all this does not conform to the highly 
desirable financial methods advocated in your admirable 
journal, but it is, and has been, done most successfully 
within my experience, and the only excuse I submit is that 
„nothing succeeds like success.“ | 

The remnant of & conscience prompts me to suggest an 


alternative to the above scandal. Competition is keen, we 


are told, amongst electrical manufacturers. In conversation 
with some of them, I have gathered that a few of them, at 
any rate, are prepared to stand godparent to a motor-hiring 
scheme. On these lines it should not be difficult to get to 
work, to the advantage of all concerned. 

Since this article does not purport to treat the subject 
from the large undertakings' point of view, such desirable 
aids as an army of canvassers, tons of- literature, and a 
showroom are assumed to be non-existent. I refer only to 
the undertakings where, eliminating the generating staff, the 
electricity department is run by the chief, a mains man, a 
clerk and a boy. Неге, if the mains man is keen, he will 
earn his £2 or £3 per week by combining the duties of can- 
vasser and consumers’ adviser, meter tester and draughts- 
man, and very possibly a host of other duties as well. So 
far as my experience goes, he will have far more to see to 
than any one individual can possibly attend to efficiently. 
Under these circumstances very little genuine canvassing will 
be done, except possibly in the summer months, when it is 
quite pleasant to cycle round the town, calling upon all the 
butchers, bakers and candlestick makers, &c., apropos of 
electrifying their respective chaff-cutters, hoists, &c. 

All things considered, our mains man must have con- 
siderable latitude as regards hours of attendance at the 
office or works, and, above all, he must have ample authority 
to close a deal promptly without too much reference to head- 
quarters. Most vital of all, he must be allowed to use his 
discretion. ` 

Personally, I have secured more orders, or obtained more 
consumers, by offering to install free, gratis and for nothing, 
a motor for a few months on trial, the user paying only for 
energy consumed, than by any other means. If this be done 
intelligently by an experienced man with a tongue, who 
thoroughly knows his town and the people, I venture to predict 
that very few motors will be returned to stock at the end of the 
month or two's trial. Some managers have said to me, Why 
go in for motor hiring at all, when you can get your fellow- 
townsmen to buy their own motors outright ?" Happily but 
few are the managers who can talk like this with justice. 
Usually, if one inquires into this particular manager's works 


costs, &c., one finds them high, inevitably due to a poor load 


factor 1. e., lack of day load. | 

One of the most serious disadvantages under which the 
Corporation's. official labours, as compared with the power 
company's representative, is in the matter of special rates to 
special consumers. The narrow-minded bigotry, to say 
nothing of any legal restrictions, which frequently impedes 


. or hampers the progress of a municipality operating (a. really 


~ 


——— M" man E— T . 


78 | THE ELECTRICAL REVIEW. 


[VoL 71. No. 1,807, JULY 12, 1912. 


going concern, demands that the electricity department shall 
have a printed and published tariff. In the majority of 
cases this operates well enough, and obviates compliaation if 
the maximum-demand system is not in vogue. 

One undertaking with which I was connected was feeling 
very keenly the inflaence of a power company’s competition. 
The company could step in and offer a favourable price to a 
prospective and desirable consumer, because it (the 
company) knew exactly what the local Borough tariff 
was, 

To meet this kind of one-sided competition, the Borough 
electrical officials devised a scheme of charges based on the 
 load-factor of the consumer, this being printed, published 
and circulated after what seemed an interminable amount of 
squabble and argument in the committee and Council 
chambers. Armed with the new figures and my chief's 
authority, I was placed ina position where I could, and did, 
wage а very successful campaign in competition with the 
company. Knowing the town as well as my native bush, I 
approached first of all a corn-mill owner, who was operating his 
plant with suction-gas equipment. Having had my eye on 
his plant for some time, I knew every detail of his costa, 
working hours, H.P., &c.; hence I was able to install a 
motor free on trial, with the absolute certainty that 
electricity would show & considerable economy over gas. 
This proving to be so after three months’ trial, I succeeded 
in electrifying the whole mill, disposing of the gas plant 
80 favourably that the pecuniary outlay, 8o far as this mill 
was concerned, did not exceed £10. The owner was, and 
is to-day, satisfied ; we gained a consumer, who, when last 
I heard of him, was using upwards of 20,000 units per 
quarter. 

I could repeat the above story almost indefinitely, but 
should be serving no useful purpose in so doing ; where- 
fore, I turn to other matters. | 

What method shall we adopt to ascertain the load 
factors of our consumers, be they prospective or actually 
in being ? Here I say most emphatically, when you are, 
as it were, fighting a company, the less you have to do 
with recording instraments the better. The hardest 
weapon, or, rather, the most subtle and far-reaching, which 
a company employs, is gab.“. Therefore, fight it with 
its own weapon; obtain a good man as your outside com- 
marider, and let him be your load-factor recorder. 

For many of your smaller consumers, the ordinary 
demand indicator may be installed. Here the critical 
reader will say, What a field is here opened up for disputes ! 
So it is, unless you have chosen your man well and are 
yourself strong enough to carry your point with the com- 
mittee. | 

Of course, when you have secured а power consumer; you 

must have him sign an agreement for a stated period at a 
stated rental, &c. With regard to these agreements, your 
Town Clerk will probably advise you that. they must be 
stamped; not being a lawyer, I am not in a position to 
express an opinion as to the necessity for a stamp, though, 
strictly speaking, I believe it is not in order without a 
stamp. Still, a healthy concern with which I was for some 
time associated, dispensed with the stamp, and carried 
on what to-day is, I believe, a most successful hiring 
scheme. 
Here, again, the personal element is very closely associated 
with success or failure. Now and then, an undesirable con- 
sumer will be secured, and a bad debt incurred, but this is 
the ordinary risk met with in any and every business. 

Frequently a word or two with your Borough Treasurer 
will influence your procedure as to the desirability of Mr. X 
ав а consumer. Generally speaking, deposits are advisable, 
in which case interest at the current bank rate should be 
allowed, or, as this is a variable quantity, usually your 
customers will be satisfied with 3 per cent. or 4 per cent., 
but the rate should not differ for different consumers, or 
discontent becomes rife. 

In your agreement it should be specifically stated that 
the hirer is to insure his electrical equipment. for so much. 
This does not as a rule involve a serious difficulty, because 
the amount is usually very small, and the consumer’s 
premises are generally financially protected against a con- 
flagration. 


If this course is not pursued, your motors should 


be insured along with the other municipal properties. . All 
Corporation property on consumers’ premises should be 
marked as such. 

Another point which invariably seems to crop up with 
the hiring-out of plant, is as follows :—4A consumer is, say, 
obtaining some equipment or plant on the hire-purchaae 
system, which plant is being driven by a Corporation motor. 
He fails to pay the rent of his premises. Down comes his 
landlord and seizes his goods, including the Corporation 
motor; this does not cause the motor to spark, as it knows 
allthe time that it is protected by the Electricity Supply 
“ч and cannot be distrained on as can the hire-purchase 
plant. 

Apropos of developing a power load, the following story 
is relevant. Not long ago one of the large railway com- 
panies approached a certain municipality with a view to 
obtaining a supply of electricity from the Borough; the 
query was for some 500 Kw. or 600 Kw. demand, about 
five miles from the Corporation generating station, where 
there was already an E.H.T. three-phase plant thirsting for 
more load. When this query filtered through to the chief 
engineer, imagine with what alacrity he seized upon his slide 
rule. However, on figuring it out, he found that, taking 
into account the capacity of his plant and prospective loads 
already contracted for, he could not safely tackle the job 
without some considerable extension, and if the necessary 
extension was carried out, that incubus, interest and sinking 
fund, would almost throttle his works, which at that time, 
with the load he already had, was operating very nearly at 
its ошаш capacity and efficiency as things go in England 
to-day. 

Now, I hold that in an undertaking, however remotely 
resembling an industrial or manufacturing concern, there is 
no such thing as * marking time." A concern which is not 
progressing is not just standing still, but is actually taking 
a retrograde step, is, in fact, a "sinking ship." Had this 
particular chief had a little more confidence in his staff, he 
would have put his heart into the scheme and done all he 
could to obtain the load. As things were, he was lukewarm. 
Also, and here was a serious obstacle, the Corporation had 
been approached by the company via the Town Clerk. Now, 
town clerks are, as a rule, the best of fellows. Some of them 
are my very best friends. But good lawyers though they are, 
as engineers and managers of a department with something to 
sell, they area failure. Add to this that the particular 
engineer was at loggerheads with all his brother officials, due 
to many years of studied dirty work on his part. When 
the Town Clerk’s report came before the committee, it was 
of a decidedly negative character. Result: the scheme was 
lost to this electricity department, owing to the personal 
element; but this is not all. Receiving a rebuff, the rail- 
way company placed their project before another municipality 
situated, if anything, in a worse position to supply, than 
the Borough I have written about, but with this difference, 
all was well between officials, and strong men were in 
command. | 

The scheme has gone through, and supply is about to be 
commenced, if, indeed, it is not actually in operation now. 
Of course, the price is decidedly close cut, but one works has 
secured a good load for a long period, and one of our premier 
railways is hardly likely to overwhelm a municipality with a 
bad debt. 

Returning to the question of hiring motors, greater 
satisfaction is usually obtained if the electricity department 
supplies the oil for lubricating purposes, even if the supply 
authority charges for it. Also, when the initial equipment, 
of motor brushes requires renewing, the consumer should pay 
for these. Inspection and cleaning of motors periodically 
after installation is very desirable, but very little of this need 
be done during the first 12 months after inaugurating the 
motor-hiring scheme. | 

Particulars of all charges for which the consumer is liable 
should be clearly stated in the agreement. I am in favour 
of the department maintaining all motors and wiring free, 
subject to the usual limitations, such as wilful or malicious 
damage and neglect. It will be found, as things develop, 
that the small manufacturers appreciate thoroughly the 
advantage of having skilled advice and, assistance always at 
call on the telephone. 
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NOTES FROM CANADA. 


[FROM OUR SPECIAL CORRESPONDENT. | 


THE Canadian Agency of London is said to have been 
granted a charter for constructing a dam on the Saskatchewan 
River, about 18 miles north of Saskatoon. Preliminary 
work has already begun. It is also stated that about £440,000 
will be spent by the Agency this year on the dam and in 
laying some 12 miles of street railway. 

According to the newspapers, Sir William Mackenzie, of 
Mackenzie & Mann (owners of the Canadian Northern 
Railway, which has developed so rapidly of late), has this 
week effected a deal, by which his firm now controls 
practically all the important electrical interests in the 
province of Ontario, except the Hydro-Electric Power Com- 
mission. The Dominion Power and Transmission Co., 
which controls 14 other companies, has been taken over by 
Messrs. Mackenzie & Mann, thus adding greatly to their 
already very large interests in electricity supply and electric 
railway companies. 

The West Kootenay Power and Light Co., of Nelson, 
B. C., is reported to have decided to install an 8,000-H.P. 
unit at its No. 1 plant at Bonnington Falls. The com- 
pany is getting ready to supply power for the Canadian 
Pacific Railway, a section of which, from Caatlegar to Ross- 
land, is to be equipped for electric operation. 

The Town Council of Humboldt, Saskatchewan, has just 
decided to begin work on the construction of an electric 
light plant. Humboldt lies about 65 miles almost due east 
of Saskatoon, and is on the Canadian Northern Railway 
route. Saskatoon is a rapidly growing town about 450 miles 
west and 150 miles north of Winnipeg. 


THE CARE OF CONTROLLERS ON 
TRAMCARS. 


THERE is no doubt that a great many of the maintenance 
charges which are found in connection with electric traction 
systems are due to insufficient attention being paid by the 
driver to the proper handling of the gear in his charge, and 
this is nowhere mere felt than in connection with the con- 
trollers on the tramcar. A careless driver can easily cost a 
tramway company pounds in the renewal of contact fingers 
and segments alone, and this is a point which needs to be 
very carefully watched in order to avoid undue waste. An 
increased demand for controller fingers and contacts at a 
depot on investigation will often be found to be due to the 
fact that the controllers are being neglected. When the 
cars are in the depót, cleaning and adjustment of the 
fingers and contacts is not being attended to from day to 
day, with the result that scored contacts and burnt fingers 
become increasingly numerous and require frequent renewal. 
The effect of having a bad contact of this description in a 
controller is cumulative, and wear rapidly augments, so that 
they should be attended to from the start. Moreover, it has 
a bad effect on the drivers, because if care is not exercised at 
the depét to turn out the apparatus in a good condition for 
them to handle, they will not be able to handle them 
properly and there will be trouble in driving, leading to 
premature wear, which will inevitably be put down to care- 
less driving. | 

It will be found that controller fingers and contacts rarely 
require replacing if a few simple precautions are adopted. 
The berrel contacts should be wiped over every night if 
possible, and dull contacts should be cleaned with emery 
cloth. If any burnt fingers are discovered they should be 
trimmed with a file and readjusted. Finally, the controller 
cables should be examined, copper dust should be blown ont 
of the controller with a of bellows, and all contacts 
should be wiped over with a rag, on which has-been placed 
a very small quantity of commercial petroleum jelly. If 
these points are consistently attended to before the car is 
sent out to service, it will be found that the controller will 
always be presentable and that the faults will be reduced to 
а minimum. AEN ps 


On the road a certain amount of inspection should be 
maintained. in order to see that the drivers are handling the 
controllers carefully and correctly. "The driver who tries to 
adopt a dashing style of driving should be checked before he 
can do any damage, inasmuch as not only does a slap-dash 
Style of handling the controller induce considerable wear 
and tear which might otherwise be avoided, but there is 
generally a lot of wear on the brakes due to the driver 
having to use these instead of allowing his car to coast, and 
very frequently owing to the rapid application of the brakes - 
the wheels become locked and skid, causing flats. Moreover, 
16 18 obvious that if a car is braked in this way, energy is 
being wasted which shows itself in the power-house coal 
bill. It very often happens that controllers fire badly when 
cars are passing under section insulators and the driver is 
not quick enough in shutting off his controller. When this 
has occurred a time or two the fingers become blistered very 
badly, and when the controller is passed from notch to notch 
a small amount of arcing i8 caused which would not occur if 
the fingers were cleaned and not blistered. Sometimes the 
same effect is caused by going over the notches too quickly, 
and a lot of trouble is brought about in this way. A rather 
curious point has been found on some systems in connection 
with this matter where meters have been installed on the 


cars. The driver, knowing that the intermediate notches in 


the controller are resistance notches, has the idea that if he 
can get over them quickly he will save current and thus 
reduce the record against him of energy consumption on the 
car, and his anxiety to save current has sometimes led to 
undue wear and tear on the controllers and contacte. Where 
car meters are installed, the drivers should be especially 
warned not to handle their controllers too rapidly with the 
object of saving current. 


NEW PATENTS APPLIED FOR, 1919. 
(NOT YET PUBLISHED.) 


э Ануй тА Holborn, Viandon WO. and ai 
Liverpool and Bradford, to whom all inquiries should be dressed, 
\ LI 


14,009. “ Device or protector, for window-sash fastenings, for an electric 
distribution for protection against burglars and the like." J. WI LIS. 
June 24th. | 

14,698. ‘* Awnings, roofs, canopies and the like for motor and other omni- 
buses, brakes and vans, electrio cars, motor and'other launches, vessels and the 
like military and other huts.” W. W.BxmwcovcH. June 24th. 

14,722. ‘Electric lighting and reflectors, and screens therefor, especially 
applicable for footlights or means for lighting stages of theatres, or the like 
purposes." А. W. BzvTTELL and J. A. MANNERS-SMITH. June 24th.’ 

14,724. Time control for electrio alarms," B. T. STEEL and J. A. BTEEL. 
June 24th. 

14,785. “A tus for the production of high-frequency oscillating cur- 
rents.“ v. F. FEZX V. (National Wireless Telephone and Telegraph Co., 
United States.) June Mth. (Complete.) 

14,788. ‘* Electric ignition apparatus." В. RorHscHIiLD. (Convention date, 
November 16th, 1911, Germany.) June 24th. (Complete.) 

14,789. ''Electric switching devices for railways.“ R.V. CHEATHAM., (Con- 
vention date, June 22nd, 1911, United States.) June 24th. (Complete.) 

14,741. * Electrodes for arc amps." A. BLONDEL. June Mth. 

14,750. Holders for electric incandescent lamps." R. WANKMULLER. 
June 94th. (Complete.) 

14.751. Nleotrio switches.” E. B. MERIAN. (Convention date, June Ard, 
1911, United States.) June Mth. (Complete.) 

14.752. Electric switches." E. B. Merriam. (Convention date, June 28rd, 
1911. June Mth. (Complete.) ; 

14. 885. Combined electric switches and plugs." A. H. Ramme and C. C. 
GARRARD., June 25th. 

14,821. ''Thermo-electrio generators." E. A. GRAHAM and E. J. MIDDLETON, 
June 26th. | 

14,881. ''Receivers for printing telegraph systems.“ G. 8. Нитг. June 
25th. (Complete.) 

14,887. ‘‘ Receivers for printing telegraph systems.” G. B. Hirnrz. June 
Mth. (Complete.) 

14, 846. Means for automatically equalising the load on electric tramways 
or railways.” B. J. G.; son Bereman. June 25th. 

14,884. Vacuum - tube lighting.“ O. Margizwicz. June 25th. (Com plete.) 

14,871. ''Eleotrio furnace for fixing nitrogen from the air.“ КЮЕ. K. Всотт. 
June 235th. j 

14,872. * Multiple carbon aro lamps." Кокто & MATHIESEN Axr.-Gxs. 
(Addition to No. 25,691 of 1906. Convention date, June 80th, 1911, Germany.) 
June 25th. (Complete.) 

14,910. Electric advertisement signs and the like." 
June 96th. | 

14,929. “ Apparatus designed p for starting an internal-combustion 
engine by means of electric energy.“ . V. HARTFORD and I.. MABSTRANGEL. 
(Convention date, July 27th, 1911, United States.) June 2th. 

14,981. *'Alternating-ourrent commutator motors.“ BikMENÓ ScHUCKERT- 
WERKE G.m.b.H. (Convention date, June 26th, 1911, Germany.) June 26th. 


V. vow VANGEL. 


(Complete.) 
14,989. *''Electric slip conduit continuity attachment." A. H. Lams and 
C. O'NEILL CROWLEY. June 28th. 


14,945. ''Call-distributipng telephone systems." Н. P. CL Aus ER. (Conven- 
tion date, June 26th, 1911, United States.) June 96th. (Complete.) 

14,962. '* Machines for manufacturing electric incandescent lamps.“ BRITISH 
Tyomson-Hovuston Co., . (General Electric Co., United States.) June 
96th. 
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14,989. © Miners’ oil, benzine, electrico and acetylene lamps." E. A. HAIL- 
woop. June 7th. 

15,028. ‘ Electric brakes for tramway and like vehicles." Р. 8. Turner. 
June 27th. 

15,028. Means for controlling action of electrical alarm apparatus for 
cash boxes, jewel boxes and like receptacles.” G. Downine and P. 5. Movr ron. 
June 27th. 

15,038. Telephonic transmitters." P. RER. June әл. | 

15,019. “Mine exploders." STERLING TELEPHONE AND ELECTRIO Co., LTD. 
and F, G. BELL. June 27th. 

15,053, ' Electrical resistance devices." E. RunHsTRAT. 
December 18th, 1911, Germany.) June 27th. (Complete.) 

15,007. Telephone systems." Н. P. Стловем, (Convention date, March 
11th, 1912, United States.) June 27th. (Complete.) 

15,065. Electrio ovens and other electric heating appliances.” H. T. 
Harrow. June 27th. 

15.072. Telephone systems. A. E. Keiru. (Convention date, June 28th, 
1911, United States.) June 27th. (Complete.) 

15,108. ''Eleotrolytic apparatus." A. E. KxowLzs. (Divided application 
on 23,759/11. October 16th.) June 27th. 

15,119. Manufacture of tungsten wires or filaments.” E. А. Grur«oHAM. 
June 98th. | 

15,127. “Electric lamps using incandescence filaments of the second class.” 
А. CLAREE. June 28th. 

15,184. Telephone systems." W. H. Derrman. (Automatic Elec. Co., 
United States.) (Divided application on 15, 188/11.) June 28th. (Complete.) 

15,171. Regenerative devices for apparatus for producing Rontgen rays 
and the like.“ H. Bauer. June 28th. (Complete.) 

16,178. "Automatic electric thermal control” 8. L. R. Price, June 2th. 
(Complete.) | 

15,216. * System of electrical welding by means of induction current." 
W. Sokol. June 29th. 

15,229. ''Incandescent electrio lamps." F. Носи and H. Hocr. June 29th. 

16.256. Method of, and apparatus for, the electric transmission of signs or 
speech in mines." J. H. REINEKE. June th. (Complete.) 


(Convention date, 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Bpecifications in the foll list may be obtained 
of Messrs, W. P. TnRowPsom & Oo., 986, High born, W. O., and e$ 
Liverpool and Bradford ; : price, post free, dd. (in stamps). 


1910. 


CRNTRIFUGALLY-OPRRATRD CONTRIVANCE FOR AUTOMATICALLY INTERCEPTING ОВ 
REGULATING THE F'Low or AN EXLECTRIO CURRENT FROM A Dynamo. A. N. 
Hazelhurst and Longstreths, Ltd. 28,161. December 8rd. June 6th, 
1911.) 


1911. 


TELEPHONE Systems. 8. G. B. Dicker. (Automatic Electric Co.) 10,926. 
May 5th. $ - 
Transmission OF ELEcTRIO Power. T. T. Kryshtofovich. 18,499. June 6th. 


REMOTE-CONTROLLING APPARATUS FOR ELECTRICALLY-ACTUATED 'TRAVBLLING 
WINCHES AND THE Like. M. A. Bleichert and M. P. Bleichert. 18,574. 
June 6th. 


MAGNETO IGNITION FOR INTERNAL-COMBUSTION EBGiNES, J. E. F. N 
18,683. June 7th. (June 7th, 1910.) 


MicRoPHOoMES. A. Rosenberg. 18,884. June lCth. А 

DETACHABLE COUPLING FOR ELECTRICAL CowwEcTIONS, H.D.'Thomas. 18,886. 

June 10th. "P 
Primary ELECTRICO Batreries. H. D. P. Huizer. 14,050. June 18th. 

ELECTRICALLY-DRIVRX CLOCKS OR WATCH WORKS OF THE PRIMARY OR SELF- 

 CowTRoLLING Type. T. Rushton. 14,646. June 2lst. | 

SgELEcTIVE SIGNALLING Systems FOR Party Lines. Western Electric Co. 
(E. B. Craft.) 15,821. June 80th. (Convention date not granted.) 


METHOD OF AND APPARATUS FOR CONTROLLING THE BPEED oF ELECTAO: 
Мотовв. Electromotors, Ltd., and E. Greenhalgh. 16,848. July 15th. 


Prorectine  IwxsuLATED Conpuctors AGAINST FR. E. Müller. 16,588. 
July 18th. (August 8rd, 1910.) 


ELEcrro-MECHANICAL CHANGE SPEED AND HEvERSING Device. P. Gasnier. 
16,644. July 190. (July 19th, 1910.) 


AUTOMATIC ELECTRIO SWITCHGEAR FOR OPERATING LOCKING APPLIANCES FOR 
THE Doors or RAuLWAT CARRIAGES AND OTHER VEHICLES. L. H. King. 
18,175. August lith. La 

ELECTRICAL HEATING AND Am CIRCULATING APPLIANCES. F. Rippingille. 
18,824. August 14th. 

Mxans For SUPPORTING AWD SHADING Юікствіс Lamps. M. J. Railing and 
G. Maurice. 18,588. August 17th. 

EtecrRio Авс Lamps. Ges. fur Maschinen und Metall-Industrie. 19,485, 
August 8186. (September Ist, 1910.) 

CIRCUIT ARRANGEMENTS FOR AUTOMATIC TELEPHONE Brsrx ns. Siemens and 
Halske Akt.-Ges. 19,573. September 2nd. (October 19th, 1910.) 


Prorectrvt Device ror DvxAMos, ELECTRO-MoTOBS AND 8IMILAR ELECTRIC 
OT e F. Ne Bchiódt. 20,686. September 18th. (September 17th, 
0.) 


DynamMo-ELECTRIC GEKERETORR: G. Inrig and L. Inrig. 90,906. September 21st. 


Execrric PockET-LAMPS, E. Neudorffer. 21,072. September rd. (Addition 
to No. 14,004 of 1911.) 


ELECTRIO ViBRATORS. A. H. Nicholson. 28,191. October 90th. 

BSroRAGE BATTERY ELECTRODES. W. Morrison. 28,261. October 21st. 

MEANS OF AND APPARATUS FOR RECORDING CALLS MADE BY TELEPHONE. E. H. 
Bridge. 28,500. October 24th. 
INCANDESCENCE ELEOTRIO LAMPS. C. Carangelo. 28,725. 
not granted.) Ootober 26th. (October 27th, 1910.) 
Spam PLUG with REMOVABLE ELECTRODE AND CENTRAL SLIDABLE 
ELECTRODE. А. L. Cadé. 26,947. November 21st. ' 

MANUFACTURE OF METALLIC-FILAMENT INCANDESCENT LAMPS. Deutsche Gas- 
gluhlicht Akt.-Ges. (Auerges). 28,576. December 19th. (July 19th, 1911.) 

FigLp-MAGNETS FOR MULTIPOLAR DyNAMO-ELECTRIC MACHINES HAVING Ex. 
TERNAL STATIONARY ARMATURES. E. Volkers. 29,100. December 98th. 
(December 31st, 1910.) | 

SUSPENSION DEVICES FoR DywAMO-ELECTRIO MACHINES, J. Stone & Co. and 
А. H. Darker. 9,141. April 12th. | 

BPABK PLUGS. A. Schmidt. 18,594. June 6th. (June 9th, 1910.) 

REGULATORA FOR DyNAMO-ELECTRIC MACHINES. British Thomson-Houston Co. 
&nd A. A. Pollock. 19,670. June 6th. | 

Mrawns FoR BUPPORTING A TELEPHONIC RECEIVER OR SIMILAR INSTRUMENT IN 
CONTACT WITH ТНВ EAR. A. Rosenberg. 13,885. June 10th. 

ELECTRIC LAMPHOLDERS FOR ELECTRICALLY-ILLUMINATED SIGNS AND DEVICES. 
H. Bey. 14,808. June 16th. 


(Patent of addition 


ELECTRICAL HmaTiNG Devices. 


TERMINALS FOR Iomrriox Р сов. H. G. Longford and W. A. Clark. 16,828. 
July 2nd. ` 

ELECTRICAL IGNITERS FOR Gas, Оп, AND SIMILAR INTERNAL COMBUSTION ENGINES. 
A. R. Bellamy. 17,061. July 25th. 

REFLECTOR FirTiNGS FOR ELECTRIC Lamps. B. J. Grigsby. 18,160. August l6th. 

British Thomson-Houston Co. (General 

August 25th. 


British Thomson-Houston Co. and H. H. 


Electric Co.) 19,108. 

INCANDESCENT ELECTRIC LAMPS. 
Needham. 19,10). August 26th. 

CIRCUIT ARRANGEMENTS FOR AUTOMATIC TELEPHONR ExcHANGES. Siemens and 
Halske Akt. Ges. 19,4656. August 8lst. (Ne vember &th.) 

AUTOMATICO SECTIONING MEANS FOR LIMITING ACCIDENTAL INTERRUPTIONS OF 
CURRENT SUPPLY IN CENTRAL STATIONS, к. Brandenbu 21,149. 
September 25th. (October 10th. Patent of Addition not granted.) 

AUTOMATIC REGULATION OF VARIABLE SPEED Dynamos. E. P. Prior and A. G. 
Prior. 21,215. September 26th, 

ELROrRIO SIGNALLING APPARATUS. 
(October 19th, 1910.) 

ACCIDENT PREVENTING OR LirE-BSAvING APPARATUS FOR Execraic TRAMCARS AND 
LIKE VEHICLES, Т. A. Bennett. 23,274. October 10th. 

_Execraic BATTERIES OR ACCUMULATORS. J. H. May and Electrical Power 
Storage Co. 29, 281. October 10th. | 
TELEN 55 E. J. Loosmore. 22,427. October lith. 

‚1 

Driving MECHANISM OF PORTABLE ELECTRIC GENERATORS. J. W. Record. 
22,655. October l4th. 

Process AND APPARATUS FOR THE ELECTROLYSIS OF AQUEOUS SOLUTIONS OF 
METALLIC BALTS. R. Carl. 24,288. November lst. (November rd, 1910.) 

MEANS For Provipine ELECTRIC LIGHT FOR CycLes, MoToR.CvcLkES, MoToR- 
Слав AND LIKE VEHICLES. F. von, Madaler and R. H. Morten. 21, 685. 
November 6th. 

AcousTIC PYROMETERS. C. de A. M. Costa. 95,965. November 13th. 


FOOTSTEPS FOR TELEGRAPH POLES AND OTHER LIKE Posts ов Pores. Bullers, 
Ltd., and J. W. Jones. 25,518. November 16th. 

Томовтим WIRE ESPECIALLY SUITABLE FOR USE AS INCANDESCENCE BODY oR 
FILAMENT FOR INCANDESCENT ELECTRIC Lamps. О, Krause. 27,360. 
December 6th. (March 2nd, 1911.) 


E. Hermsdorf. 22,128. October "ith. 


(February 


1912. 


SPARK Gaps ror Use IN ELTOrRIO CIRCUITS ADAPTED FOR RAPID ELECTRIC 
OscrLLATiONS. W. P. Thompson. (Ges. fur Drahtlose Telegraphie.) 4, 768. 
February 2nd. 


Means ron Ногрімо ELECTRICAL INSULATORS AND CONDUCTORS. G. V. Bullers, 
Ltd.,and T'wiss. 8,395. February 9th. 

TiIME-CONTROLLED ELECTRICAL Switcues, G. W. Free, 8,808. February 15th, 

February 15th, 1911.) 

BIGNALLING Systeme FOR PARTY Line TELEPHONES AND THE LE. Western 
Electrie Co. (Western Electric Co.) 4,276. February 20th. j 

COVERING rog ELECTRIC CABLES, C. J. Beaver and E. A. Claremont. 5,206. 
March 1st. 

ANTI-VIBRATION SUSPENSION DEVICE APPLICABLE FOR ELECTRICO LAMPS. A. W. 
Sparkes. 491. January 6th, 

AUTOMATICO ELECTRIC WINDING-MECHANISM FOR CLOCKS AND THE LB. Soc. 
ТАК des Horloges Electric-Silentia. 1,039. Januery 13th. (March 10th, 

VARIABLE-SPEED Dynamos. H. Leitner. 1,474. January 18th. 


MEANS FOR CONTROLLING ELECTRIC SWITCHES FROM A Distance. Siemens 
Schuckertwerke Ges. 1,541. January 19th. (January 20th, 1911.) 
ELEOTRICALLY-DRIVEN HYDRAULIC Lirrs. E. M. T. Boddam. 1,829. January 


Driving or LiguTing Dynamos FoR MoToR-OARhs, 
ruary 2nd. | 
ELSOTrRICALLT- DIVE Fans. A. Schaeffer. 8,556. February 12th. 
llth, 1911. Addition to No. 18,623 of 1911.) 
ELECTROMAGNETICALLY-OPERATED CIRCUIT BREAKERS. 
- February 36th. 
APPARATUS FOR KCC WXL DING OF Tuses. Ges. fur Elektrotechnischo 
Industrie. 6,962. March 9th. (March 9tb, 1911.) 
ELECTROMAGNETIC VibBRBATORS. А. H. Nicholson. 9,502. April Mrd. 
Exvecrrio Aro Lampe Winnie. А, P. Strohmenger. 1,274. January 16th. 
(August 28th, 1911.) 
InsuLATING WALLS AND OkiLINGS. W. Mittelmann. 1,882. January 17th. 
ARO ане тш & Mathissen Akt.-Ges. 8,969. February ењ. (December 
U 
GNETO- ELECTRIC MACHINES For LióHTING or Cros, Motor VEHICLES, AND 
DE 11911. J. Geisslinger and E. Schlurick. 8,946. February 16th. (May 
Я ; 


F. Sieber, 2,779. Feb- 
(February 
W. Schroeder. 4,798. 


- ELECTRODES OR ANODES EMPLOYED IN THE PREVENTION OF CORROSION IN STREAM 


BOILERS AND OTHER LIQUID-OONTAINING BTRUCTURES. Р, E. G. Cumberland, 
4,251. February 20th. (Divided application on 19,887 of 1911, Sept. 4th.) 


R 


A New Accumulator.—Referring to a recent notice in 
our columns of Prof. Hannover's invention df a metal alloy, 
"Porenmetel," and its use in the construction of accumulators, 
whereby a fivefold increase of electricity is effected, the Elektro- 
techniker, of Vienna, deplores the fact that we gave no particulars 
of this invention; while, on the other hand, the Z. Z. Z. declares the 
claims made regarding these accumulators to be unfounded. The 
following details of this invention are summarised from a notice 
in our German contemporary, Elektrotechnische Nachrichten -—The 
outcome of a number of experiments carried on since 1907 with 
various alloys, Porenmetall is a porous lead alloy, whose surface is 
pierced with millions of microscopic holes. This peculiarity fite it 
especially to store electricity, and experiments in the State Rail- 
way workshops have shown that accumulator plates made of this 
alloy possess a four to five-fold greater receptivity than the 
ordinary plates. Patent rights have been applied for in Denmark 
and other countries ; but the inventor admits that the new metal has 
not yet been exhaustively tested, and particularly with regard to 
the durability of the plates. It is also to be tested with an alkaline 
electrolyte instead of acid, with a view to its use in Edison's accu- 
mulator; should it retain ite receptivity, it will mean a great 
improvement for the latter. Prof. Hannover adds that porous zinc 
for use in primary batteries is likewise capable of being produced 
by a similar method. 

. New storage batteries are notoriously apt to prove disappointing, 
and we have little faith in the merits of the alleged invention. 
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THE reports of four leading British electrical manufacturing 
firms bear testimony to the improved conditions that have 
of late prevailed in connection with the industry. In two 
cases the betterment finds expression in a manner imme- 
diately satisfactory to the ordinary shareholder, the G.E.C. 
ordinary dividend having advanced from 5 per cent., at 
which figure it had stood steadily for many years, to 7} per 
cent., while that of the Electric Construction Co. has risen 
from 24 per cent. last year to 33 per cent. this. The other 
two companies we have in mind are not yet able to yield 
return in an equally acceptable form, but they are able to 
report a lower rate of loss for the 12 months, which, at 
all events is something to be thankful for; we refer to 
Crompton & Co., Ltd., and the Brush Electrical Engineering 
Co. Of course it will require & prolonged period of 
increased output at good prices to enable ordinary 
capital in electrical industrial concerns to return any- 
thing like & commensurate profit to investors but we 
shall all welcome these better results, especially bearing in 
mind that they have been obtained in a year of exceptional, 
almost universal, labour troubles, and we may reasonably 
hope that, if there be a cessation of strife, for which all 
industries are now crying out, the present returns may mark 
the beginning of better times all round. 

A year or two ago it seemed to be the fashion to write 
and speak as though there was no hope for the British elec- 
trical industry ; those who, like ourselves, endeavoured to 
keep reasons for optimism well to the fore have some occasison 
to feel satisfied at the present upward movement, small as it 
is. Despondency is good for neither ‘man nor industry, and 
the hopeful spirit which is now more prevalent will 
itself bear good fruit. Even the Brush Co., which, 
surely, nobody will accuse of over-joy at any time, finds 
that its manufacturing output for 1911, both from the 
electrical engineering and from the rolling-stock depart- 
ments, shows a marked improvement over the results for the 
previous three years, in spite of industrial disorganisation 
through strikes. The loss, which in 1909 was £21,230, 
and in 1910 was £10,780, has been reduced to £5,688 for 
1911, and the directors “confidently hope that in future at 
least an equilibrium as between expenditure and income 
will be established.” Lack of working capital has been one of 
the company’s troubles for some time, and naturally while 
things were in so bad a state this was a difficulty not easily to 
be overcome. Now, however, it is considered that the time has 
arrived for dealing with the accumulated debit of profit and 
loss, and the shrinkage in assets value, and a scheme for 
reduction of capital is to be considered. A special effort is 
needed ** to strengthen the company’s finances in order that 
full advantage may be taken of the improved conditions." 
Steam turbine contracts and orders for motor-'bus bodies 
are two branches in which there is greater activity, but in 
all Brush departments the orders in hand and in prospect 
are satisfactory, and “ prices—although still too low—begin 
to show an upward tendency." Remembering the great 
tribulations through which the Brush Company has 
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passed again and again ever since the old days 
when the late Duke of Marlborough was its chairman, 
it is high time for it to have a successful issue from its 
reconstruction experiences, though, seeing the quoted values 
of its different classes of securities, we suppose the operation 
will not be altogether painless. Maybe, however, with the 
new Electrical and Industrial Investment Bank of the 
B.E.T. group at its back, the operation may be somewhat 
facilitated, though it is stated that the nominal stake of the 
B.E.T. in the Brush Co. was £247,310 at March last. 

Cromptons—another of the good old names of the 
electrica] industry—have also in their career passed 
through periods of trial requiring capital reduction. 
A year or two ago, however, just as things appeared to be 
righting themselves, an unfavourable wind brought bad 
weather, and, no doubt, a good deal of care has had to be 
exercised to steer a safe way through the rocks. How 
far success has attended such efforts may be gathered 
from the statement that the loss for the year 
has been only £1,507, as compared with £14,195 in the 
previous year, and £20,493 in the year before that. The 
hope that these figures engender that the current year may 
witness a return to profit-carning, is further encouraged 
by the statement that the economies effected in various 
directions, and a careful selection of the class of business 
undertaken, have distinctly improved the company’s position, 
with the result that although a loss was incurred in the first 
half of the financial year (1911), „the gross profit earned in 
the second-half was more than sufficient to pay all outgoings 
for that period including debenture interest and other 
charges against revenue, and this improvement is being main- 
tained." Furthermore, some of the company's electric 
supply investments have begun to yield dividends, while the 
value of orders in hand at the end of the year showed a 
satisfactory increase. But unfortunately there is an 
accumulated debit balance of £58,730. 

The improvement that has taken place in the transactions 
of the two dividend-paying companies mentioned at the 
beginning of these comments bas already been indicated in 
our City Notes" pages, but it may be as well to set 
forch here, as bearing upon the subject, the experience of the 
E.C.C. :—“ The increased demand for electrical machinery 
has been maintained during the past year, and the com- 
pany's works have been fully | during the entire 
period. Consequently, the profits again show an improve- 
ment and enable the directors to recommend an increased 
dividend on the ordinary shares." Remarks of this kind 
are very acceptable reading, especially when they issue from 
some of the oldest electrical manufacturing works in the 
United Kingdom. 

If we bear in mind that reports by other industrial 
undertakings issued earlier in the year showed that their 
works were so full of orders that extensions were imperatively 
and urgently needed; that the electrical export figures 
continue to show very satisfactory advances, in spite of labour 
troubles and a large importation of Continental electrical 
machinery (taking last year's return ss а basis); that 
the electrical export trade spirit is still healthy and 
active; also, that electrical supply works everywhere are 
expanding, and will do so wherever proper measures are 
taken to secure the varied domestic load ; and finally, that 
the general trade of the country continues to be very good 
amidst all the drawbacks of modern times—we cannot help 
feeling that unless some severe world-shock occur, like the 
American financial panic of a few years ago, to shake the 
universal confidence, there should be a continuance of profit- 
able activity affording an opportunity for our old-established 
and greatly-tried concerns to retrieve their fortunes and for 
firms generally, ancient and modern, to secure an ampler 
Share of profit, setting even ordinary shareholdings in a 
position of less reproach. This is an objective well worth 
aiming at and a result worth living to see. 


SOME time ago we drew attention to the 
establishment of an Associution with the 
title“ Australian Association of British 
Manufacturers and their Representatives," which had 
been started under the auspices of Mr. Hamilton Wickes 


Australian 
Trade. 


(then H.M. Trade Commissioner in Australia) for the 
purpose of seeking to extend British trade in the 
Commonwealth. Since that date we have occasionally heard 
of this Association's activities, and it would appear that it 
has already been found possible to do some useful work. 

Our reference to this Association again, springs from the 
fact that we have received from the Secretary a very 
careful analysis of the trade of Australia in 1910 pre- 
pared by H.M. Trade Commissioner. The first part of this 
analysis gives a new idea of the British position in Australian 
trade. Mr. Wickes shows that to take the gross figures 
of total imports into Australia, and the gross figures of 
imports of British origin, does not give an accurate view of 
the real situation. A considerable amount of the total 
imports consists of what he calls “ non-competitive” goods, 
i.e, goods in which the United Kingdom cannot compete, 
such as rice, coffee, tea, timber, &c. If the amount of 
these ** non-competitive " imports is deducted from the gross 
imports, the proportion of British trade to the total is found 
to be much larger than would otherwise appear. For 
instance, the gross imports in 1910 were valued at 
460,014,351, and the imports from the United Kingdom 
at £30,420,540. But if the non-competitive imports are 
deducted, the total imports are found to be £47,145,514, 
and the imports trom the United Kingdom, £29,905,551 
or 63:42 per cent. of the total. 

This proportion is very satisfactory, but a glance at the 
second part of the statement now under review shows that 
conditions are not altogether as they should be, and that 
with proper organisation the British proportion could be 
much increased. From time to time we have urged manu- 
facturers to approach export trade in a scientific way, and 
instead of relying on snatch orders, to choose their market 
and work it thoronghly. We could have no better illustra- 
tion of our point than the figures now submitted to us. 
Their idea is to show the position in each State of British 
trade in the leading lines, and the differences in the propor- 
tion in different States for the same lines of goods which 
the figures indicate, prove that British firms are not work- 
ing the whole of Australia with equal force. So far as we 
can gather, this is primarily due to ineffective representation 
in some States, as compared with others, and we would 
impress upon firms the necessity for reviewing their Austra- 
lian position, in order to find out why their goods are not 
just as successful in one State as in another. То illustrate 
our contention, we may take one example from Mr. Wickes's 
analysis, which, as regards ** chemical fertilisers,” shows that 
although the British proportion of the total imports of this 
line into Western Australia is 82:7 per cent., it is only 14:1 
per cent., 25:8 per cent. and 19 per cent. in New South 
Wales, Victoria and Queensland respectively. | 

The whole analysis is interesting, but from the point of 
view of the electrical trade we should have liked to see & 
little more detail, and, perhaps, we may express the hope 
that another year the Association may see fit to extend the 
examination without making it too exhaustive. Theanalysis of 
the trade in which our readers are chiefly interested goes no 
further than the general headings machinery and 
manufactured metals," but it may be interesting to repro- 
duce the figures under these headings :— 


Percentage Percentage 
of British of British 
trade to trade t 
Machinery. total. Manufactured metals. total. 
New South Wales 492 New South Wales ... 703 
Victoria x vis 457 Victoria ЯАР is 642 
Queensland ... "x 572 Queensland ... gii 651 


South Australia  ... 47°5 
West Australia s 47°4 West Australia... 62°2 
Tasmania  ... es. 407 Tasmania diss 74˙7 

The Association has done a service to British trade by 
publishing these statistics, and we congratulate it on its 
enterprise, in the hope that as time goes on it may receive 
such support as will enable it to do even more valuable work 
in the interests of British trade than it has been able yet to 
accomplish. The offices of the Association are at 424, Little 
Collins Street, Melbourne, and we would again urge British 
manufacturers who are interested in Australian trade to get 
into touch with its secretary for the purpose of co-operating 
in what must prove to be a very valuable service. 


South Australia 70˙3 
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THE town of Somerset East in Cape 
Colony, South Africa, contemplates estab- 
lishing an electricity supply undertaking. 
Its scope may be gauged by the fact that the white popula- 
tion numbers 1,875 and the coloured about 3,000. 

We have not seen the actual specification, but a copy of 
the general conditions has been sent us, and in view of the 
size of the town they are in several respects worthy of 


comment. They fill ten sheets of typed foolscap. and are 
largely concerned in keeping power in the hands of the 
purchaser of the plant while throwing all responsibility upon 
the contractor. Such attempts were common in this country 
ten years ago, but, fortunately, now are somewhat rare. One 
may be mistaken, but the perusal of such stringent clauses 
tends to give the impression of weakness and indecision—if 
not want of knowledge—on the part of the technical adviser 
of the purchaser. 

Thus Clause 1 stipulates that omissions from either or 
both specification and drawings shall not absolve the con- 
tractor from liability to supply without extra charge anything 
necessary for the completion of the work. 

Clause 5 gives the purchaser's inspector power at any time 
to suspend the progress of the work without any allowance 
being made to the contractor. Clause 7 empowers the 
inspector to alter, amend, pull down or remove any work if, 
in his opinion, it is unsound and imperfect, and the contractor 
shall protect all the work against immediate or future injury, 
whether by the act of God or otherwise, without extra 
payment. In Clause 9 it is stated that if, during the period 
of maintenance, immediate attention is demanded and the 
contractor i8 not, a& hand, the purchaser may employ others 
to do the work and charge the full cost to the contractors. 

If the inspector allows imperfections in the work to pass 
unobserved, Clause 10 calls upon the contractor to make 

good at his own expense all such defects, and completely 
absolves the inspector from the results of his own 
remissness. 

Clause 11 asks for the constant attendance of the con- 
tractor himself, or the appointment of a duly authorised 
responsible representative, who must obey the instructions 
of the Council's inspector. This inspector is to have 
full power to discharge any of the contractor’s foremen 
or workmen who may demur at obeying his orders, or 
may be, in his opinion, unskilled or incompetent. Such 
powers would be refused to any purcbaser in this country ; 
he might have the power to ask for the removal of any 
incompetent person from that particular job, but here at 
any rate the employer, who pays, is allowed the right to 
dismiss or retain his own men. 

In asking permission to sublet any parts of tle work, the 
price at which the sub-contract is let must be stated. The 
contractor is to keep the works free from water, and take all 
risks of landslips and floods, high gales or other con- 
tingencies. If, in the opinion of the inspector, the com- 
pletion of any part of the work is urgent, he may call on 
the contractor to work continuously day and night without 
extra payment. The value of the contract may be varied 
hy the inspector to any extent he may think fit, and should 
the price of the work be increased, full details of the names, 
occupations and times of all workers employed upon the 
extra work are to be sent in not later than the next day, or 
they will not be considered. Any practica] man will see 
that such а course is not possible, and if insisted upon, would 
mean that no claim for extras could be substantiated. 

Clause 25 makes the contractor responsible for the 
accuracy of any figures or quantities furnished by the 
purchasers. Several clauses deal with the manner in which, 
for various causes, the purchasers may take the work out of 
the contractors hands, and make use of any of Ње 
coutractor's tools or appliances for the purpose of completing 
the work. 

As one might almost have expected, the Council's repre- 
sentative or inspector is to be the sole judge and arbiter in 
the event of any dispute between contractor and purchaser 
as to the contract, his decision being binding on both partics. 
This is one of the most flagrant cases we have recently come 
acroes of one of the disputants being judge of his own case. 
It is not fair that such should be the case, and whether in 
England or South Africa we shall always condemn it. 


A Call for 
Common Sense. 


Stringent clauses oblige the contractor to pay to all 
workers recognised rates of wages. If this is not done, the 
purchasers may call upon the contractors to pay them—not 
the workers—a fine of £100 for every breach of this 
regulation, without its being necessary for the purchasers to 
prove that they have suffered any actual damage. 

This outline shows how in remote districts antique customs 
still survive, and how watchful contractors still have to be in 
insisting, when dealing with such would-be purchasers, that, 
in carrying out contracts, each side has rights, and that 
Justice and common-sense demand that these rights should 
be mutually recognised. Experience shows that stipulations 
such as those in this case only increase the cost of carrying 
out work, without in any way improving its quality. 


DR. Beppr, who presided over the 


ard dm twentieth annual conference of the Verband 
n Sons n Deutscher Elektrotechniker, which Wag 


held at Leipzig last month, submitted a 
report in relation to the development of clectrical engineering 
in Germany in 1911, from which it appeared that employ- 
ment in all departments was good, although no epoch-making 
innovations were recorded. As far as light electrical 
engineering was concerned, the working of wireless telegrams 
on all German merchant ships by the German Operating 
Company for Wireless Telegraphy had passed into the hands 
of a German company, in which native engineering had a 
predominating influence. A further noteworthy development 
in automatic telephony took place as a result of the striking 
success of the exchanges at Munich. The Imperial Post 
Otlice authorities were introducing the semi-automatic system 
at Dresden and Posen, whilst the first exchange on that 
method in Europe was erected at Amsterdam. Interesting 
successes of German industry were implied by the obtaining 
of orders for the telephone exchange at Bucharest, and the 
fire and police-alarm installation at Winnipeg. Probably the 
most important technical progress in heavy electrical 
engineering in 1911 was the achievement of the regulation 
without loss of three-phase motors. Winding engines up to 
600 Kw. were already making headway, and small polyphase 
current motors were being adopted in all possible branches of 
industry, especially in the textile trades. The use of high 
pressures was increasing, and voltages up to 110,000 volts 
were employed. A growing business was to be found in 
turbo-generators, which were already constructed up to an 
output of 21,000 Kw. The report proceeded to state that a 
prominent success of German industry lay in South Africa, 
where the power transmission plant of the Victoria Falls 
and Transvaal Power Co. had been set in operation. "The 
large winding plants, where tlie motors were connected either 
directly with the drums or through toothed gearing, had well 
stood the test. In Germany the sale of winding engines, 
especially for potash mines, had assumed a large scale. Re- 
ferring to overland central stations, it was mentioned that a 
quiet period had arrived: tlie cases of prosperity were not yet 
sufficiently numerous to allow of general conclusions being 
drawn ; the existing cases were partly unsatisfactory. The 
situation was affected by the fact that stations were built 
years ago which would not be erected to-day; the financing 
of agricultural enterprises was not lightly undertaken by 
serious firms, and that could be regarded as an advantage. 
On the whole the experience with electric ploughs was 
satisfactory, and several German ploughs were at work in 
other countrics. It was desirable that smaller ploughs of from 
30 to 40 H.P. should be built for agriculturists in a medium 
way of business. The principal event in connection with 
lighting was the introduction of drawn-wire filaments, which 
also facilitated the use of electric lighting in trains. As fer 
as electric traction is concerned, the report stated that the 
conversion of the Berlin City Railway had entered upon the 
stage of practical preparation and ten experimental locc- 
motives had been ordered and were to be first tested on the 
Dessau-Bitterfeld railway. Electrical working on this line 
had been completed and the proposed extensions to 
Magdeburg, Leipzig and Halle, &c., were in progress. In 
conclusion, it was mentioned that the Electrotechnical 
Association had decided to prepare an historical work in 
relation to electricity. 
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FURTHER NOTES ON THE DESIGN 
AND EFFICIENCY OF AMERICAN STREET 
LIGHTING STANDARDS. 


Bv L. CROUCH. 


By kind permission of the Editors, the author is allowed to 
add a few more to the street lighting standards illustrated in 
his earlier article (ELECTRICAL REVIEW, March 22nd, 1912, 
pages 479-481), and to discuss, in particular, the question 
of the efficiency attained and the capital and operating costs 
of the new equipments. 

DrEsIGN.—In preparing the earlier article referred to, the 
writer endeavoured to make a representative selection from 
the numerous designs at his disposal. Fig. 10 (page 480) 
hardly does justice to the design shown—the cross arm is 
really more slender, and of very elegant appearance. The 
post shown in fig. 7 (page 480) is admittedly bizarre, but in 
the surroundings for which it was designed its appearance is 
thoroughly good, though a less degree of ornamentation 
would have been desirable. A yet more unpromising design, 


which has, nevertheless, given satisfaction in lighting facades, 


entrances and so on, is shown in fig. 1 berewith. Fig. 2 
shows the style of lamp pillar used' on the kerb line round 
the People's Savings Bank (Cedar Rapids, Iowa) ; а square 
brick column carries an ornamental metal capita] and a 
single large opalescent globe. This design is certainly not 
artistic to English eyes, but has been very considerably 
praised in the land of its inception. 


Fig. 8. 


The success of the magnetite arc for street lighting has 
been phenomenal. A not inconsiderable advantage of this 
lamp is the great reduction possible in the size of the 
control-mechanism container. This is strikingly illustrated 
in fig. 3, which shows a magnetite-arc lamp-post and globe, 
as recently adopted in New Haven (Conn.). A photograph 
reproduced in the February issue of the Illuminating 
Engineer (New York) shows the exceptionally uniform and 
brilliant lighting effected by this installation. 

Improved designs of street lamp-posts (along the lines 
illustrated in this and the earlier article) are appearing in 
every part of the States, and are meeting with such general 
approval and exteusive adoption that the importance of the 
movement cannot safely be neglected or belittled. To show 
that these tendencies of design are not confined to the 
electric lighting field, or even to the U.S.A., reference may 
be made to figs 4, 5 and 6. 

Fig. 4 shows a unique design of post (carrying four five- 
mantle inverted gas arcs), designed by the Sheboygan Gas 
Co. (Wis.), and considered by the Zlluminating Engineer 
to represent a positive advance in ornamental street 
lighting." It need hardly be pointed out how very great is 
the obstruction offered by the platform, carrying the lower 
lamps, to light directly emitted from the upper globe—yet the 
subdivision of the total candle-power, and the echile finish” 


* “Тһе post is made of cement, fine cinders, sawdust and expanded 
metal, finished with a weatherproof coating, which gives it the 
appearance of polished white marble,  Lucite globes and white 
enamelled fittings are used. and are in keeping with the general 
appearance of the post." The cost of this (experimental) post, 
without lamps, was $85, and & number of similar poste were to be 
installed a few months ago. 


of the post and all fittings, make the whole an efficient 
lighting unit. Obviously, the latter expedient for raising 
efficiency could be applied to all the multi-light posts 
illustrated in the present and previous notes. The efficacy 
of such a means of reducing obstruction losses is well 
instanced by the Jandus flame arc lamp, the large circulating 
tubes of which throw a negligible shadow, and result in 
very little loss of efficiency, owing to their white surface 
and the diffused source formed by the opalescent globe; 
(these conditions are very similar to those existing in many 
of the designs here discussed). 

Figs. 5 and 6 represent designs for street lamp-posts by 
Mr. A. Stevens (designer of the Wellington Memorial, 
St. Pauls). The designs are applicable to either gas or 
electric lighting, and certainly come within the same category 
as many of the American designs illustrated. Apparently 
we have already started in pursuit of our American friends : 
we may attain results which are more beautiful than theirs 
(to our eyes), but the principle is the same in each case— 
departure from the dreadful plainness of the average lamp- 
post with its plain lantern, or, in the case of arc lamps, with 
its ** one-foot globe surmounted Бу a miniature bucket ” (to 
quote an American contemporary). 

* ErricreENcy.—O wing to the foreign field of application of 
the new lamp-posts, and the comparatively short time which 
has elapsed since their installation, the writer has found 
some difficulty in collecting authoritative cost data. 
However, the following examples will show that the 


Fig, 6. Ес. 7. 


Ес. 5. FIG. 8. 


efficiency of the new installations is by no means so low as 
might at first sight appear to be the case. 

Savannah. — Three and five-light standards (in the styles 
shown in figs. 7 and 8) are placed only 30 ft. apart in the 
main shopping streets, and a 100-watt tungsten lamp is 
placed in each globe. Exceedingly brilliant display lighting 
is obtained, but a greater pitch, post to post, is, of course, 
economically essential in smaller streets, and is then quite 
satisfactory from the illuminating standpoint. 

Five-year contracte, with the tradespeople, are made for 
energy supply and lamp renewals on a foot-frontage basis. 
According to figures published by the Savannah Electric 
Lighting Co., the costs for 11 posts (nine three-light, two 
five-light) on each side of the street in a 300-ft. building 
block are : — 

Materiale and labour for supply | 
gyetem ... з ie . . 11s. 8d. per foot frontage 
Decorative lamps, globes, &c. ... 98. 2d. ii ij 
Total ... £310 10s. per block. 
Lighting and maintenance, 54. per foot frontage per montb, 

Comparing the costs per 60-c.P. unit for 2,000 burning 
hours per annum, and assuming electricity at 3d. per unit ; 
gas at 2s. per 1,000 cb. ft. ; one new tungsten lamp, two 
new carbon lamps; 1°5d. per night per gas burner for 
maintenance, renewals and lighting; 1°25 w. and 8:5 w. 
per C.P. respectively for tungsten and carbon lamps, and 
9:5 cb. ft. per hour for the gas burner :—The total annual 
costs are £2 Os. 6d. tungsten, £5 7s. 6d. carbon, £2 19s. 8d. 
gas, and in order that the gas lighting may be as cheap as the 
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tungsten 8 , the cost of. maintenance, renewals and 
lighting must be about 0:87d. per lamp per evening in the 
former. (New York experience shows the cost of lighting 
by tungsten lamps and Auer mantles to be roughly equal at 
£4 158.-£6 per 60-75 С.Р 

In addition to the above decorative scheme, Savannah 
has 4-amp. series D.C. ares in another important street, 
and with the posts 90 ft. apart (in a 40-ft. street), 
t.é., віх lamps рег 180-ft. block, the illumination is not to 
be compared" with that given by the above incandescent 
system. The cost of the arc lamps and poles installed com- 
plete was, per pole, £155 in overhead supply districts, and 
$275 in underground supply districts, i. e., from $980-$1,650 
per 180-ft. block, as against $1,500 per 300-ft. block in the 
other installation. The power consumption of the arc 
installation per mile of street is probably abont one-fourth 
that of the incandescent scheme. 

Atlanta.—The installation laid down in this town was 
based on the above equipment in Savannah. Five-light 
14-ft. * Corinthian" standards (see fig. 1, page 479) were 
placed 70 ft. apart, and 122 posts were used in all. 100- 


watt tungsten lamps were mounted in 12-in. and 15-in. opal 


globes, so.that the power allowance here = 75:5 KW. per 
mile, as against 130 Kw. per mile in Savannah. The cost 
of the installation amounted to 68. 3d. per foot of frontage, 
paid half by the property-owners and half by the tenants, 
while the operating and maintenance costs (paid by the city 
authorities on contract) work out at £9 7s. 6d. per post per 
year = 2°75d. per foot frontage per month. 

The great expenditure of energy per mile of street in both 
of the above installations is very noticeable but, as discussed 
below, the end seems to justify the means. An allowance 


of 5-10 Kw. per mile will, if expended in tungsten lamps pro- 


vided with fluted, or other specially designed, reflectors, yield 
an illumination sufficient for the needs of small streets, but 
in important thoroughfares 20-60 KW. or more per mile 
shoul 
lower, usual allowances.* 


E. Darrow (loc. cil.) estimates the maintenance costs in 


the “curb line" system of illumination (as used in Des 
Moines, Seattle and Indianapolis) to be, per 1,000 burning 
hours per post (in shillings) :— 


Approx. n o 


Lamp re- 
newals and an р per sq. ft ot 
— attendance or ass. Total.“ toen Pie ft- | action - 
illumination, (feet), | 
608. 0˙3—0˙5 100 


348. 108. 0˙25—0˙45 125 
66s, | 0'06—013 | 300 
7456. = c 


Including £s. depreciation allowance and 2s. fcr 500 units in each саке. 
? Using standards such as shown in figs. 1-6, p. 479 and figs. 7, 8, herewith. 


(These figures appear to overcharge for tungsten renewals 
and to underestimate, relatively, at least, the cost of repairs 
and globes for enclosed arcs.) 

In support of the general contentions of this article, the 
following excerpt (Darrow) is.significant :— 


* From the above considerations it would appear that, due 


to the combined influence of public sentiment, first costs, and 
maintenance charges, series burning constant metallic flame 
lighting units are driving all other types of illuminants from 
the residence and suburban districts of our municipalities. 
However, there is а strong trend in business sections of our 
progressive cities to artistic lighting effects, as is evidenced 
by the many attractive forms of arches and curb line lighting 
which have been developed in the past eighteen months.” 
GENERAL CONSIDERATIONS AND CONCLUSION.— Granted 
that some of the post designs illustrated in this and the 
earlier article, on the same subject, involve a somewhat 
higher total annual lighting cost, is it not reasonable to pay 


the additional cost (which has been shown not to be 


excessive) on grounds of justification by results? In work- 


shop and general Mterior lighting, the fallacy of selecting a 


system by cost considerations alone is already realised. In 
such a case the cost of lighting is so small a fraction of the 


In this connection, refer to B. Darrow, Michigan Technic 


(reprint in July, 1911, issue of Municipal Engineering). 


not be grudged - if it provides better results than the 


total costs of administration, and the effect of the quality 
and distribution, of light on output and esthetic and 
physical comfort is so great, that the direct lighting-costs 
become of secondary importance in deciding the choice. 
Admittedly, that system which will give certain results with 
minimum outlay will always hold the field, but, in the 
writer's opinion, the question as to the suitability for street 
lighting of the lamp-posts here illustrated is answered in the 
affirmative, by the following considerations :— ey x 

1. On the testimony of very many keen American 

communities, supported by numerous photographs reproduced 
in various American journals, multi-globe standards, of the 
types here considered, present an attractive appearance by 
day and by night, and provide brilliant and ашу 
lighting at a reasonable cost. 
2. These installations may- be wasteful of energy (ав 
judged оп а purely technical basis) but to produce an 
equally desirable effect, gas. lighting must sacrifice a 
corresponding percentage of efficiency, hence the relative 
merits of the two illuminants are unaffected by the new 
means for their application. 

Some of the posts illustrated are suitable for use A 
residential streets, others are best adapted to display 
shopping areas, seaside promenades, and so on, In any es 
uniformity of illumination is the first essential. In 
“ display ” lighting—providing dazzle is avoided—the actual 
source of light should be visible, there undoubtedly being a 
fascination in promenading streets plentifully strewn with. 
“ soft ” sources of light, placed at a reasonably low height. 

Whatever may be said for the latest arc and gas lighting 
systems (which involve very high candle-power units and the 
use of costly poles), the older of these systems provide very 
irregular street illumination. Multi-light standards avoid 
this defect without involving any of those inherently 
attached to high c.P. units. With several of the types of 
pole here illustrated, higher efficiency could be obtained by 
increasing the height of the main column—a matter which, 
is easily arranged, and which is specially desirable where 
inverted globes are used (as in fig. 2, p. 479). Such 
increase in height must not be carried to excess, or the whole 
object and suitability of the designs is sacrificed, and if the 
kerb-line is planted with trees, the foliage of the latter 
causes great obstruction losses. | 

The comparatively low height at which the lamps are. 
arranged in the designs employed in the States does not 
cause dazzle to pedestrian or vehicular traffic, since the 
intrinsic briliancy of the diffusing globes is quite low.* 
On the other hand, this arrangement of lamps greatly 
favours the perception of traffic, obstacles, and so on by 
* gilhouetting," the importance of which in street illumina- 
tion appears to have been overlooked in this country. ·. 

A great advantage of the multi-light standard is the 
possibility of switching out one or more lamps per post at 
11 or 12 p.m., thus reducing the illumination to the bare 
needs of late night traffic, while retaining a uniform distri- 
bution, which will, in itself, reduce the total lighting output 
required. It is an easy matter to increase the total C.P. per. 
standard at crossings, &c., by the use of more globes or 
higher C. . units per globe, ‘and it is interesting to note that 
at least one American city (using the type of post shown 
in fig. 1, page 479) provides an additional service wire on, 
each standard (from the positive and negative mains 
alternately), and a plug socket, so that festoons and arches. 
of lamps can be run along and across the streets with . 
minimum cost and trouble on days of festival. | 

In conclusion, it may be emphasised that though most of. 
the new designs dealt with above have primarily heen. 
designed for use in White Ways—with a view to providing 
that abundant (even spectacular) lighting which is so. 
beneficial to shopping districts and pleasure resorts that. 
far greater extravagance than is actually involved in its 
realisation might well be pardoned many of the styles are 
quite applicable, and bave already been applied, to ordinary. 
town-street and residential lighting. т 


* Many low posts used in this country for gas and electric: 
lighting do not employ diffusing globes, though these are certainly | 
desirable ; further, many arc lamp installations remarkable for | 
their high electro- luminous efficiency are realised to be “garish ” 
and distressing to the eye, when once the novelty of their brilliance 
and (possibly) peculiar colour has subsided, | 

D 
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CORRESPONDENCE. to the Union, to my knowledge. Some, as Ee. Webb 
Let ved É pM, Suggests, may have done so clandestinely—though why they 
ia foeni wk сосы oe О мша be ashamed of it, he knows best- out most of Шеп, 


cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


An Objectionable Clause. 

. It is quite true that my first letter was written in the 
vain hope of inducing intending contractors to except the 
objectionable clause from their tenders. I am sorry, but I 
am not to blame for the fact that Mr. Webb gathered the 
impression that I thereby sought to secure for the successful 
contractor the reversion of the powers of sole arbitrator. I 
am confident that the majority of your readers did not take 
the letter in that sense. 
that it was not a necessary corollary to the deletion of the 
clause, I quote an extract from a letter covering the tender 
which my firm submitted :—“. . . While we are quite 
willing to pay the rate of wages and observe the hours of 
labour and regulations recognised by the Trade Union con- 
cerned, we are not willing to accept . . . the Trade Union 
as the sole arbitrator on any point not covered by existing 
printed regulations. We would have no objection to its 
being & joint arbitrator, we to appoint the other should 
occasion arise . . ." 

Mr. Webb writes, with misplaced sarcasm, ** What a 
blessing it would be if no wages were paid at all; then, 
evidently, this country . . . would capture all the work of the 
world!" But, surely, it is obvious. If England were 
Arcady, and bread and boots were to be obtained by pleasant 
words, we would sweep the world's markets. We owe our 
premier position to-day to the Napoleonic wars and their 
aftermath ; we obtained so long a start of our rivals in the 
development of our resources and means of communication, 
that, even after 100 years, they have not been able to catch 
us up, despite our ever-growing handicap of a heavy wages 
bill. But economic conditions tend to equalise in all 
countries having large natural resources. So, unless the 
present course of events is interrupted by political actions and 
reactions, it is not improbable that Mr. Webb may live to 
see China the chief electrical workshop of the world. The 
Chinese workman, we are credibly informed, can subsist on a 
daily handful of rice. Forgive this extract from the elementa 
of political economy, but Mr. Webb, in common with most 
Trade Union officials and Labour members, appears to be so 
far advanced in the science as to have forgotten the elements 
altogether. | 

Mr. Webb seems to find it difficult to reconcile my state- 
ment that whenever, through the efforts of Trade Unions, 
wages have risen, unemployment has been more rife, with 
my further statement that Trade Unions have done much in 
the past to better the lot of the workers. Both statements 
are correct, and he will see that for himself if he will under- 
line the word “ workers.” My point was simply that an 
advance in wages, while it benefits those who can keep in 
constant employment, inevitably swells the ranks of the 
unemployed. It is unnecessary for me to analyse the reasons 
therefor—they should be clear even to the most advanced of 
political scientists. The fact itself is incontrovertible; and 
if an incontrovertible fact needs corroboration, I refer Mr. 
Webb to Government returns. 

To descend from the general to the particular, Mr. Webb 
challenges my assertion that most of the best men in the 
trade ignore the Electrical Trade Union. Such a statement 
is necessarily made on personal experience, and not on 
figures. The onus of disproving it lies, I think, with Mr. 
Webb. I have recorded an impression, and knowing that 
it is shared by every responsible contractor I have ever come 
in contact with, I have not hesitated to record so general an 
impression as a fact. It is to Mr. Webb’s interest, of 
course, to prove that this general impression is a wrong one. 
I co not know how he will set about it. It is no use his 
pointing out that, let us say, 60 per cent. of the wiremen in 


the kingdom belong to his Union. That does not prove 


that, to take an extreme case, the remaining 40 per cent., 
who do not belong to his Union, do not comprise all the best 
men. We are dealing with quality, not quantity. In 13 
years’ experience of contracting—mainly country-house 
work—1 have known many good foremen, charge-hands, and 
wiremen. Of them all I cannot remember that one belonged 


That Mr. Webb may be satisfied 


I know for a fact, did not belong to it. On the other hand, 
some of the bad workmen I have met did belong to it—the 
sort of men who knew they could not possibly command 94d. 
an hour unless they did belong to it. Such are the grounds of 
my assertion ; and if some of those of your readers who are 
experienced contractors will take the trouble to write to you, 
I have no doubt there will be found plenty of support for it. 
And Mr. Webb, I am sure, will do his best for the other 
side. | | 
The correspondence has broadened to a wider issue than 
its heading betokens, and, as Mr. Webb tells us that the 
contract in question has been placed (it is curious, by the 
way, that he should have information that has not yet been 
vouchsafed to my firm, one of the tenderers), and that the 
objectionable clause remains, it is of little use discussing it 
further. One can only sympathise with the fortunate con- 
tractor, should it come to pass that Mr. Webb, as he 
threatens with a characteristic albeit Hibernian touch, is 


appointed ** one of the sole arbitrators.” 
Fairplay. 


Mr. Collins raises a few points to which I should like to 
reply. My organisation may be weak, or it may not. Ihave 
heard some people say that we were too strong, and even 
Mr. Collins, in his first letter on this subject, said that this 
particular clause in this particular instance was framed for 
our benefit. And really an outsider would not consider it to 
the credit of an employer to discharge men for belonging to 
a Trade Union (my branch alone can point out dozens). 
One hears such a lot of the Old Brigade.” Perhaps Mr. 
Collins was at one time a member of the E.T.U. At any 
rate, it is nearly time that Old Brigade” yarn died a 
natural death. We have no room for it. If it pleases Mr. 
Collins, he has my assurance that I should make it a penal 
offence for any man (I suppose non-Unionists do it even us 
Union men) to rob his master of time, by hanging bis job 
out, or what not. But it should also be prison for 
the employer who puts in 300-megohm grade wire 
when he ought to put in 1,200 grade, or C.J. tube, when it 
ought to be brazed. Also the same penalty for the employer 
who sent a boy out to do а man's job, such as repairs, &c., 
and charged his customer the rate of a man. Of course the 
employer's excuse would be * business" or commercial 
instinct." In conclusion, I may say that our new rules and - 
rates of pay will be presented just as soon as the E.T.U. are 
ready ; much as I should like to oblige Mr. Collins, I am 
only one, and my society will not be hurried or flurried by 
Mr. Collins or the Transport Workers' strike, feeling sure 
that when the time is opportune our demands will be made 
and met satisfactorily by those masters (and I certainly trust 
Mr. Collins is one of these) who admit that the district rate 
for wiremen in London, viz., 94d. per hour, is much too low 
for the class of work done. My best thanks are due to the 
editor of this journal for his fair treatment. His columns. 
are always open to men of my class, and if I may be allowed 
to say so, that is something very seldom given (in some 


rs). 
Papers) W. J. Webb. 
London, S.W. 
July 15th, 1912. 


[This correspondence is now closed.— Eps. E.R. ] 


Trouble with the Trolley Head. 


With reference to the article on page 43 of your issue of 
July 12th, the conditions essential to safety and economy 
in the use of current collectors on railways and tramways 
with overhead conductors are :—That the make and break 


of contact with the conductor be effected by the driver 


from his compartment with ease and certainty of action on 
any portion of the track, on the straigft, on curves, on - 
points and crossings, whether the vehicle to which the | 
collector is attached is at rest or in motion in either . 
direction, without danger or inconvenience to the driver or 
the public. 
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- The bow collector complies with these conditions entirely; 
its use has by its small contact pressure (about one-fourth 
that of the trolley), and its elimination of the hammer at 
the ears, the very great advantage of lengthening the life of 
the кишш wire, and sticking to its post, for it cannot 
derail. 


бео. P. Spoener, M. I. Mech. E. 
July 15th, 1912. 


Railway Cab-Signalling. 


Mr. Dupré is very much mistaken when, ín your edition 
of the 12th inst., he expresses the opinion that I should find 
in practice that the rubbing contactor is better thàn the rota- 
ting one. The fact is, I started upon a two years’ full-sized 
test with the same views that Mr. Dupré expresses on this 
point ; and it was the practical experience thus gained that 
caused me to abandon the incorrect idea which he advances. 

Several times during this test I ran the locomotive over 
the ramps while the brushes gripped the wheels so firmly 
that the latter could not rotate. With this rubbing contact 
I got several safe errors of indication. But during the whole 
two years and more, no matter how dirty, rusty, or icy the 
rampe, a rotating contactor never once gave an error of any 
sort. Now that a practical tesb has taught, me the fact, I 
have gince been able to see the reason ; and I think that, 
ona little reflection, Mr. Dupré will see it as clearly as I. 

It is very much to be regretted that Mr. Dupré tacitly 
contradicts in his concluding statement the important truth 
contained in the second sentence of his letter. The Brown- 
Mackenzie system is certainly not ‘absolutely reliable," for 
it violates Mr. Dupré's statement that every failure must 
give tbe danger indication." 


West Bridgford, Notts, 
| July 13th, 1912. 


William H. Dammond. 


Agencles Abroad. 


In the course df an article headed Trade with Canada," 
in your issue of May 4th, you make use of the following 
remarkable expression, Agencies are notoriously unsatis- 
factory." Living, as I do, in a town where everybody is, or 
wishes to be, an agent for somebody, and where everything 
is distributed, from needles to anchors, from patent medicines 
to men-of-war, I crave space for the views evoked by your 
opinion set forth in the above sentence with uncompromising 
clearness. 

Obviously you intend to convey to your readers (as you 
are writing at home) that agencies are notoriously unsatie- 
factory to manufacturers and producers, i. e., that agents are, 
on the whole, a mighty poor lot, and the sort of fellows to 
have as little to do with as possible; believe me, Sir, there 
is a vast deal to be said on the other side, as to the why and 
wherefore of the unsatisfactory working of agencies, when 
they are unsatisfactory, as I propose to show you. 

There are various agencies, bank, shipping and insurance, 
which, from their very nature, are satisfactory, all expenses 
being borne by the concern represented, and a decent liveli- 
hood assured to the agent. For the purposes of my argu- 
ment, however, these may be dismissed with the remark, 
that they are satisfactory because they are properly organised, 
adequately remunerated and efficiently backed. 

Again, there is the brass plate agency" ; by this I mean 
the agent who puts on his doorpost the name of Messrs. 
So & So, Ltd., for a small retaining fee, and sits supinely 
behind it waiting for orders which seldom come. This sort 
of agency is the direct outcome of two unsatisfactory con- 
ditions : on the one hand, the desire of Messrs. So & So., 
Ltd., to be representéd at a nominal cost, and to be able to 
refer proudly, but inexpensively, to their “agencies in all 
parts of the world" in their circulars and addresses to 
shareholders ; and on the other, the readiness of the class 
of agent these small retaining fees are likely to secure, 
to accept any and every agency offered, till the multipli- 
cation of numbers alone provides him with a living. No 
previous experience necessary is a standing condition of 

this class of agency, with the inevitable lack of results, and 
occasional squabbles leading to a reshuffling of the brass 


plates ; little loss on the one side, little work on the other, 
and no credit to either; just, in fact, what you describe 
* Notoriously unsatisfactory.” 

I come now to the type of agent who in the real and 
active sense of the word ** represents " his principals ; the prin- 
cipals in this instance being makers of electrical machinery 
and kindred products, the agencies, say, nambering threc. or 
four, all being sympathetic and homogeneous, and each 


` reacting upon the other; І say electrical machinery, for this, 


Sir, is your business and mine. To a marked personality, 
this man must add practical experience, a thorough know- 
ledge of the Chinese and their customs, and be able to 
devote the whole of his time and energies to his work, viz., 
electrical development, a field which, assiduously cultivated, 
offers great opportunities. His part of the contract is well 
defined, and it is certainly up to his principals to see that 
he receives wholehearted support, power to act on his own 
initiative, and adequate remuneration. But does he get it ? 
From my own experience, and that of others similarly 
situated, I say he does not. His the pioneer work, his the 
labour and heat of the day, his also the charges for travelling 
and entertainment inseparable from the transaction of Chinese 
business ; money which he must spend to have any hopes 
of success. And for his remuneration the commis- 
sion, often reduced to meet competition, accruing 
on accomplished sales, plus a small, a very small, annual 
contribution towards expenses ; he is fortunate, indeed, if at 
the end of the year his income meets those expenses. All 
the time, too, he is steadily establishing the reputation of 
the firms he represents, building up a goodwill which, in the 
not unlikely event of disassociation, belongs to them, and not 
to him. The crux of the question, the rea! reason for the 
existing notorious dissatisfaction, is the inadequate remunera- 
tion offered by the home firms for this special and valuable 
work ; believe me, if this were accorded, there would be no 
need for the formation of large special concerns to push the 
sales of British machinery, here or elsewhere, such as you 
advocate. Parsimony and production do not go together, 
and until British manufacturers have learned the lesson, 
„There is that scattereth and yet increaseth ; there is that 
withholdeth more than is meet, but tendeth to poverty,” so 
long will their business be restricted, and so long will 
dissatisfaction endure. | 
Video Meliora Proboque. 
June 28th, 1912. 


[Our correspondent is entitled to defend his profession, 
and we welcome the expression of his views. "There are 
certain features of his letter, however, to which we must 
direct attention. In the first place, our article explicitly 
related to Trade with Canada " ; the conditions in Canada 
are unique, in that the border of the Dominion marches for 
thousands of miles with that of a great manufacturing 
country, one of our keenest industrial rivals, admirably 
equipped with knowledge of local conditions and exceptional 
business aptitude to compete with us, and our remarks were 
not intended to apply equally to China, as our correspondent 
appears to suppose. Secondly, we spoke of agencies, whereas 
he deals more particularly with «genis. We have no quarrel 
with the latter ; we referred to the system, not to the men, 
and we had not the slightest intention of conveying to our 
readers, as he infers, the impression that agents are, on the 
whole, a mighty poor lot.” We do not blame the agent for 
the faults of the system, nor did we say anything in the 
article reflecting upon his qualities. The financial agencies 
which he cites are satisfactory, for the reasons given by our 
correspondent, which are precisely the features in which the 
general agency is lacking. In fact, in the main we are in 
hearty agreement with him, and, moreover, he agrees with 
us when he attacks the system, to which he ascribes, in 
terms almost identical with our own, the existing notoriou 
dissatisfaction.” — Eps. E. R.] | 


- Searehlights for Liners —The Hamburg-Amerika 
Line has installed on the Kaiserin Auguste Victoria an electric 
searchlight of 80,000 C. P., equal in size and range to the search- 
lights mounted on German men-of-war. It will be used asa means 
of guarding against collision with icebergs and other vessels, ; 
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I3 | PARLIAMENTARY. 


Falkirk Electric Lighting. 
On July 10th, Viscount Falkland's Committee of the House of Lords 
considered the Electric Lighting Confirmation (No. 4) Bill, which 


seeks to confirm a Board of Trade order for electric lighting in. 


respect of certain burghs and parishes in the Counties of Linlithgow, 
Stirling and Dumbarton, to Mr. Geo. Balfour. Mr. Fitzgerald, K.C., 
and Mr. Macassey appeared for the promoter, and Mr. Balfour 
Browne, K.C., and Mr. Beveridge for the Falkirk Town Council. 
The facts, as explained by MR. MACASSEY, were that Mr. Balfour, 
who had carried out various electric lighting and tramway schemes 
and was a director of the Falkirk and District Tramways Co. and 
the Scottish Central Electric Power Co., sought to obtain an order 
for the supply of electricity over a considerable area adjoining the 
Burgh of Falkirk ; but such order, if confirmed, would have to be 
transferred to a company within 12 months. The Town Council of 
Falkirk, whose area was not included in the order, opposed the appli- 


cation. Last year that Council promoted an order forthe extension 
of their boundaries and after a local inquiry by a Commission 


presided over by Lord Clinton, the order was rejected. The Town 
Council had now promoted another order for an extension of their 
boundaries, and also asked that they should be enabled to supply 
electricity and gas within the area they had scheduled. It had 
been decided by the Chairman of the House of Lords and the chair- 
man of Ways and Means, that the Town Council could only proceed 
by way of private Bill to get power to supply gas and electricity, 
but the order for the extension of the burgh would proceed and 
would be heard towards the end of the month. When Mr. Balfour's 
application came before the Board of Trade, the Town Council 
asked that the area which they sought to annex should be struck 
out of the order, but this the Board refused to do. They did, how- 
ever, insert a clause to the effect that if the Falkirk Town Council 
got their extension order then Mr. Balfour should not be entitled 
to exercise the powers contained in the Board of Trade order in that 
area which might be added to the Burgh of Falkirk. He sub- 
mitted that this adequately protected the position of Falkirk. 
ais hearing evidence, the Committee passed the preamble of 
the Bill. | | 


Cheltenham Electric Lighting. 

Sip Francis Lowe’s Select Committee of the House of Commons 
on July 11th and 12th, considered Electric Lighting Provisional 
Order (No. 3) Confirmation Bill, the only opposed order being the 
Cheltenham Order, the object of which is to enable the Corporation 
to extend their area of supply so as to include Prestbury and Leck- 
hampton.—Mr. Jeeves appeared for the Corporation, and Mr. Raikes 
represented the Cheltenham Gas Co., who were the petitioners. 

Mk. RAIKES said the Gas Co. opposed as ratepayers, and not on 
the ground of competition, and they asked for the insertion of a 
clause in the Order regarding the charges which were to be made 
for public lighting. He pointed out that the Corporation embarked 
on their electric lighting undertaking in 1896, and had made a loes 
of something like £14,000 by 1904. In that year the Local 
Government Board held an inquiry and sanctioned a loan for the 
payment of the debt, and he submitted that since then excessive 
sums had been charged for public lighting. He asked the 
Committee to insert a clause dealing with the prices which should be 
charged for public lighting, во as to prevent the Corporation making 
an undue profit out of the ratepayers in this way. | a 

Мв. G. L. Jones, A. I. E. E., gave evidence, and submitted a table 
dealing with 10 towns, which he said were fairly comparable with 
Cheltenham, and in connection with which the average charge for 
public lighting was slightly over 2d., whereas in Cheltenham the 
price was nearly 3d. | 

. After hearing evidence from a representative of the Board of 
Trade, the Committee refused to insert the clause asked for, and 
passed the preamble of the Bill. 

Мв, JEEVES applied for costs for the Corporation against the Gas 
Co., and these were allowed. 


Sheffield Corporation Bill. 

AFTER a long hearing, Sir R. W. Holme's Select Committee of the 
House of Commons, has passed the preamble of this Bill. The 
main objects of the Bill were sanitary, but powers were also sought 
to construct tramways and to run trolley vehicles, this portion waa 
not opposed. One of the tramways sought to be constructed, will 
go beyond the boundaries of the City into the Urban District of 
Handsworth, but the Committee found that, having regard to the 
circumstances, such construction ought to be allowed, and that it 
was not necessary to insert the clause referred to in Standing 
Order, No. 1704, for the protection of the local authority in whose 
district such tramway is proposed, as Sec. 43 of the Tramways 
Act, 1870, is incorporated in the Bill. The promoters withdrew the 
clause empowering them to enter into agreements for running 
powers over other tramways. The Committee fixed the following 
periods for the repayments of loans sanctioned by them :— £137,000 
for the construction of tramways, 30 years; £24,000 for the 
ш of tramways, 15 years ; £38,000 for the general purposes 
of the tramway undertaking, 20 years ; £20,000 for the electrical 
equipment for trolley vehicles, 20 years; £7,500 for provision of 
of trolley vehicles, 10 years, | ster 4 


London Tramears.—Mr. Kellaway asked the Home Secretary 
whether, in the. comparison which he recently made between the 
533,000,000 passengers carried by the L.C.C. trams and the 
520,000,000 passengers carried by the London General Omnibus Co., 
he was aware that the L.C.C. trams were limited to the County of 
London, which was a much smaller area than the Metropolitan 
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police area; and whether, in order to allow of а more jnst оош» 
parison, he would ascertain the numbers carried by the tramway. 
companies operating in the larger area, viz, the London United 
Tramways, the North Metropolitan Tramways, and others, and 
would show the number of fatal accidents for vehicles snd per. 
million passengers carried respectively.—Mr. McKenna, in reply, 
said that so far as could be ascertained in the absence of official 
figures, the total number of passengers carried upon tramcars in the 
metropolitan area was approximately 746,000,000, and the total 
number carried by motor-omnibuses was approximately 595,000,000. 
On this basis the number of fatal accidents for 1911 would be 
approximately, for tramcare, one for every 27} million passengers 
carried ; and for omnibuses, one for every 6} million passengers 
carried. 92˙5 per cent. of the tramcar accidents occurred in th 
County of London. | - 
Third Readings.—In the House of Lords on July 11th, the 
Metropolitan District Railway Bill and the London United Tram- 
ways Bill passed third reading. | И 
The following passed third reading in the Lords on July 10th :— 
the Lanark County Tramways Bill, the Ericht Water and Electric 
Power Bil, and the Bognor Gas Light and Coke Company 
(Electricity) Bill, | | | 
On July 16th, the London Electric Railway Bill passed third 
reading in the Lords, and the Ericht Water and Electric Power 
Bill was read a second time in the Commons. TN 


LEGAL. 


BANKRUPTCY PROSECUTION: A DEBTOR CONVICTED. | 
BEFORE the Common Sergeant (Sir F. Bosanquet, К.С.) at the 
Central Criminal Court last week, Ludwig Lehmann, lately 
carrying on business as a shipper of hardware and electrical and 
cycle goods, at Basinghall Street, E.C., surrended to his bail, and 
pleaded not guilty to an indictment charging him with failing to 
disclose to Mr. Е. H. Hawkins, of Messrs, Poppleton, Appleby and 
Hawkins, 4, Charterhouse Square, E.C., the trustee in his bank- 
ruptcy, how certain goods had been disposed of. 

Mr. Travers Humphreys and Mr. Waldo Briggs prosecuted, while 
ше defendant was represented by Мт. В. D. Muir and Mr. Curtis. 

ennett. i 

It was stated that the indictment was framed under three sub- 
sections of the Debtors’ Act, and the charges related to one fraud 
which it was alleged was committed during the defendant's bank- 
ruptcy. А person who was made bankrupt was obliged to disclose 
to his trnstee all his property, and the way in which he had dis- 
posed of property which had been obtained on credit. It was 
alleged that in regard to some of his property, the defendant 
intentionally misled the trustee in his bankruptcy with regard to 
the disposal of those assets for cash. The defendant was made 
bankrupt on January 21st of last year, and according to the state- 
ment of affairs which he prepared, the liabilities amounted to 
£12,000, of which some £5,000 was due to unsecured trade 
creditors in respect of goods supplied within four months. The 
assets were estimated to realise £8,000, but they were made up of 
such things as an interest in a Russian coal mine. That asset alone 
he valued at £4,000, and there were shares of a considerable 
nominal value, The whole of the defendant's assets, however, had 
only produced £47. At the date of the bankruptcy there was 
stock-in-trade of £117, and cash in hand of £1 138. 11d. In other 
words, the debtor, having had £5,000 worth of goods on credit, had 
neither stock or cash to show for them. During the bankruptcy . 
proceedings the defendant was ordered to file cash and goods 
accounts, covering the period from July, 1910, to January, 
1911. In the goods account he stated that he had sold goods to the 
value of £400 to Mr. Leo. Kaiser. He declared that he had been 
dealing with Kaiser for a long time, and gave his address as West- 
bourne Park Terrace. Mr. Leo. Kaiser was privately examined in 
the bankruptcy, and stated that he was a traveller on commission, 
and had never bought anything from the defendant. The latter. 
was then further examined, and said he had made a mistake, The 
goods had been sold to Mr. Max Kaiser, à brother of Mr. Leo. 
Kaiser. A private sitting was then held for the examination of 
Max Kaiser, and that gentleman also declared that he had never 
bought any goods from the defendant. 

Мв. HAWKINS stated that the defendant did not keep а full set 
of books. He kept a cash-book, which covered the last 15 months of 
his trading, but it contained no record of any dealings with Mr. Kaiser. 

Evidence having been given for the prosecution, the defendant 
went into the witness-box, and denied that he had withheld any 
information. The figures which he had produced had been supplied 
to him by his manager. 

The jury found the defendant “Guilty,” and the Commom 
Sergeant sentenced him to five months’ imprisonment in the second 
division. | i 


THE TELEPHONE ARBITRATION. 
( Continued from page 54.) 

The SOLICITOR-GENERAL, in opening the case for the Post- 
master-General on this claim for plant, eaid he desired, first of all, 
to mention to the Court that when the inventory was being taken 
from time to time, the Post Office representatives were dis to 
take the view that certain things ought not to be included in the. 
list on the ground that they were not things the Postmaster— 
General ought to take over, whilst on the other hand, the N.T.C3. 
took the opposite view, Of course, that was inevitable, but what 
was done was very sensible, It was decided to include in the invera ~ 
tory everything which the company suggested should be put in. The 
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inventory, therefore, gavé correct figures in this sense: It was 
agreed that its contents were the quantity of plant which the com- 
pany were tendering to the Postmaster-General, but it was subject 
to modification if the Post Office were right in seeking to reject 
some portions of the plant tendered. | 

Sir John handed up to the Commissioners the inventory in 
question, which was a very bulky document. It was impossible, he 
seid, to ask any tribunal to deal in.detail with the particulars of 
such à gloomy document. What the Post Office had done, there- 
fore, was to obtain a summary of the quantities in their different 
classes, to which exception was taken, and so put before the com- 
mission two sets of figures, One set was based on the assumption 
that the Post Office had got to take everything in the inventory, 
and the second set on the assumption that they had to take the 
list in the inventory, less those portions of plant, to which objection 
was taken. He suggested, however, that if the parties could agree 
in the meantime upon a right sum to subtract it would very 
greatly help the Court. 

In reply to a question by Sir Alfred Cripps, the SOLICITOR- 
GENERAL said it would be quite easy to supply the N.T.C. with a 
list of plant to which the P.M.G. took exception. | 


SIR J. SIMON, continuing, then again reminded the Court in some 


detail of the "tramway terms which he said, substantially the 
Court would have to apply, in arriving at а decision. The " tram- 
way terms," counsel said, which were ih substance, the terms of 
the purchase, were defined by the Court of Appeal and the House 
of Lords as meaning that the sum to be paid was what it would 
cost the purchasers if they had to make the undertaking. The 
object of the House of Commons in using. those words was to get 
a well-known system applied to the transfer. The tribunal would 
have to consider what were the tramway terms and how they were 
arrived at. He pointed out that Sir Alex. Kennedy in his evidence 
said that if tramway terms were applied in the ordinary way the 
contractor's price would be ascertained. That would cover the con- 
tractor 's profit. Secondly, he said they would regard the contractor aa 
making his prices on the date of the transfer. Further, they had to 
provide the over-all charge from the company’s side whioh, he said, 
was in practice expressed as a percentage, and which was as small 
as 4 per cent. or 5 per cent., tending to be smaller in proportion as 
the contract was larger. That was the view which he, the Solicitor- 
General, was given to understand ought to be adopted. 

Mr. GATHORNE Harpy said he could not see how the con- 
tractor's price on December 31st, 1911, could be right. They must 
have his price at such a date as he would be able to construct and 
deliver a telephone system in working order. 

The SOLICITOR-GENERAL said he saw the force of the suggestion, 
and the Court wonld find that that consideration had not been 
neglected, because he would be in a position to show that if one 
did to that extent vary the accepted traditiongl method, the effect 
upon the price they would have to pay would, not be to their 
disadvantage. 

Мв. GATHORNE HARDY: That is a matter of evidence. 

His LORDSHIP thought they were being asked to consider what 
was impracticable, No contractor had ever undertaken the provision 
of & telephone system for 10 or 11 millions. 
Court had to do was to find "the then value," , 

The SOLICITOR-GENERAL said that he did not appreciate how it 
mattered whether they assumed a single contractor or two or three 
contractors. It was often expedient to give work to several con- 
tractors. Proceeding, he submitted that the method of the com- 
pany might fairly be attacked as a method which could not be 
accepted as leading to a reasonable, accurate, and trustworthy result. 
He hoped to offer an alternative method which was more consonant 
with experience and more useful as a guide to the Court, Their 
complaint about the' method of the National Telephone Co. was 


that it made a maximum use of assumptions instead of a minimum 


use and laid iteelf open at every stage to the possibility of error, 
which in the cumulative result might well amount to millions 
of pounds, &nd which made it extremely difficult to find out the 
stage at which error occurred. Counsel then went into detail on 
the criticisms which he offered to the claimants’ method of 
ealculations, tracing the courses of alleged error in proceeding 
by the percentage method. He complained that the ocmpany had 
distributed certain figures between capital and revenue which were 
largely the result of estimates, although they had by their district 
books kept a record of what they regarded as properly due to 
capital and properly due to revenue. ` 

SIR JAMES WOODHOUSE said he understood the contention to 
be that the system on which the claim was founded was so full of 
fallacies as to be unreliable. 

The SOLICITOR-GENERAL: Exactly. 


Criticisi g the company's figurer, the SOLICITOR-GENERAL said | 


their revised figures were based on percentages, which, according to 
their own showing, could not stand. Was it suggested, he asked, 
that the general manager's salary in a great business like that was 
properly to be regarded as spent on the construction of new works 
and on the management of his business in proportion to 
the money spent on construction of new works? He hoped 
to show a method which would not involve such a 
wilderness of figures as those in the company’s method, 
In the course of a critical analysis of the company's figurer, 
Counsel asked, “Can people rely on figures based on percentages 
when assumptions have to be made before you arrive at your per- 
centages ?" А matter of £1,000,000 hung on the percentage. At 
every stage in the calculation one could point to error of logic, 
error in proportion, and error in percentage. The most reckless 
ateumptions had been made in order to divide between construction 
and revenue. He further pointed out that part of the figures put 


forward by the company were based on piecemeal construction, - 


it right, he inquired, 


which meant expense, Was 


He thought all the 


that in endeavouring to arrive at “tramway terms " the then value 
of a physical installation like the telephone system, they should 
be guided by the figure of cost? The question to be decided was 
not what it had cost the companv, but what it would cost if it had 
to be re-erected by a particular date. Once it was conceded that. 
piecemeal construction meant added expense. it followed that the 
figures admittedly based on piecemeal construction, as were the 
percentages, were figures that were too big. 

The SoLICITOR-GENERAL said it was the experience of all tele- 
phone undertakings that in many cases they were begun on a small 
scale and multiplied and made bigger as time went on. That was 
common with most distributing undertakings. That, however, 
was not the case in the present instance. The Telephone Company 
were here tendering to the Post Office a highly developed under- 
taking, and what the Postmaster-General ought to be asked to pay 
for that was not what it had cost to construct, in view of its piece- 
meal history, but what it would cost to construct if it were con- 
structed in its present state. 

Мв. JUSTICE LAWRENCE said the question which weighed most 
strongly on his mind was not what the undertaking had coat, but 
what it would cost to carry out by some contractor, supposing he 
was going to build it as it stood to-day. The difficulty there was 
how they were going to treat the matter. Was it possible to look 
upon it as something which could be done at a particular date. It 
seemed to him that when they tried to get close to that point, a 
vast field of difficulties cropped up. 

SIR J. SIMON said there were two difficulties. First, as a matter 
of business and good rense, it must be recognised that a telephone 
installation was always a matter of gradual growth, and secondly, 
there was the difficulty of applying the idea of reconstruction on & 
certain date, in view of the fact that they were dealing with an 
undertaking which could not be constructed in a night or so. His 
contention on the piecemeal point was that, in order to arrive at 
the *then value," they must ask themselves the question, " What 
would this thing cost if it were going to be reconstructed now ?" 

Мв. GATHORNE Harpy: We are not inquiring into the cost, but 
into the value. . | 

SIR J. SIMON said that was quite right, but the question they 
must consider was what would the undertaking cost if it were con- 
structed in its present state, and it could not be made any more 
valuable because of its history. Therefore, what the Court and 
valuers had to do, putting aside any question of depreciation, was to 
say what it was that was being sold. They were selling poles, &c., 
of such and such a weight, and wires of a certain number, &c., and 


‚ if it were right to say that the cost of it all, as it stood, was less 


than its cost, if regard be had to its history, then the smaller figure 
and not the larger one should be adopted as a guide to the 
then value of the undertaking. The history of the undertaking 
could not affect its price. It was impossible, of course, to treat a 
telephone undertaking like that of the company as a thing of 
mushroom growth which could spring up in a night, between the 
rising of the sun on December 31st last, and January lst of this 
year. He agreed that the price of the plant, as it stood, was not 
likely to be the same in any one year, because there was a tendency 
for metal and rubber to vary. Having obtained the price of the 
undertaking on a particular date, however, one had to consider 
whether there was anything further to add to the contractor's 
profits. There would be something to add, because it would be 
necessary to supervise what the contractor was doing. The proper 
way to approach that, and the way it was approached in ordinary 
practice, was to charge an over-all percentage upon the contractor's 
own price, such percentage representing the employer's supervision. 
That was a business-like way of approaching the matter, and 
would not involve any hypothetical provisions about the work 
being carried out in a moment of time. | | 

The whole undertaking of the National Telephone Co., con- 
tinued SIR J. SIMON, contained about 500,000 stations. Iu 
America the construction of the same number of telephone 
stations was going on every year. Indeed, he had just been 
informed that it was something like 800,000, so that they were 
not making a very extraordinary hypothesis when it was sug- 
gested that if the United Kingdom were deprived of its telephone 
system it could get a new one in something like two years. 
They recognised that there must be a certain time occupied in 
construction, and the contractor would have regard to that. As 
a guide to what would be a fair price, therefore, the practical 
basis would be to ascertain the contractor's price and the sort 
of considerations by which the contractor would be influenced. 
By approaching the question on those lines, the Court would 
avoid the wilderness of percentages on percentages. Continuing, 
counsel said the company's prices for materials had been based 
on an average of 11 years, but there were some items of 
materials, the prices of which had come down during tbe last 
10 or 11 years. He would be able to prove that with regard to 
instruments. They would not allow that figure to be inflated 
by the history of high prices in the past. There were special 
reasons for the company having to psy high prices. It would be found 
that they bound themselves by а contract, which had a tendency to 
keep prices high. The Postmaster-General, however, would not be 
prejudiced by that. Sir J. Simon further submitted that the cost 
of raising capital was not any part of the cost of raising plant, 
though it was an element to be taken into consideration in the 
working of the business, The Court were trying to get at the value 
of the plant, the cost if it were consecutively constructed, as distin- 
guished from the cost of their instituting or carrying on the business 
of the company. 

SIR JAMES WOODHOUSE said that how the plant could be enhanced 
or diminished in value by the cost of raising money was & point he 
would want, on either side, to be convinced upon. 

(То be continued.) 
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. THE BIRMINGHAM AND MIDLAND TRAMWAYS, LTD. | 


. By a petition heard by Mr. Justice Parker, in the Chancery Division, 
on Tuesday last, the Court was asked to sanction alterations in the 
memorandum and articles of association of this company so as to 
' give it increased powers. | 

· Мв. FREDERICK THOMPSON, in support of the petition, said that 
since the company was incorporated in 1883 electricity as a motive 
power had become much more widely used. Since the abandon- 
ment of its horse cars the company had used only electricity as a 
motive power. Recently, however, resolutions had: been passed for 
the adoption of ‘buses propelled by electricity, steam or otherwise, 
as feeders to the tramways. They had large works for the con- 
struction and maintenance of their rolling stock, but it was felt 
doubtful whether under their present powers they could manu- 
facture vehicles propelled by self-contained power. Also since the 
company’s incorporation light railways had been coming to the fore, 
and the company desired powers to promote Bills in Parliament for 
light railway construction, as they could be constructed more cheaply 
than tramways, and when they were taken over by the local authorities, 
the company was in a better position under the Light Railways Act 
than under the Tramway Act. The company were associated with а 
number of subsidiary companies, and it was desired, further, that 
they should have the power of guaranteeing the loans raised by the 
aseociated companies. 


There was no opposition, and his Lordship sanctioned the proposed 


alteration, limiting. however, the company's power to construct 
motor-vehicles to such as were used in connection with, or were 
auxiliary to, their own undertaking or the undertakings of any of the 
auxiliary companies. | 


ELECTRIC RAILWAY AND-OMNIBUS FUSION. 


on Monday, July 15th, the Master of the Rolls and Lords Justices 


Farwel and Kennedy heard the appeal of Mr. Costello and 15 
other shareholders in the London General Omnibus Co. from the 

refusal of Mr. Justice Swinfen Eady to restrain the carrying-out 
of the scheme of amalgamation between the Omnibus Co. and the 
Underground and Electric Railways. 

The appellante' objection to the scheme was that the price they 
were to receive for their shares waa inequitable, having regard to 
the price the shares stood at on the market. For the company it 
was argued that the Court would not, go against the wishes of 95 
per cent. of the shareholders, who were in favour of the scheme. 

The MASTER OF THE ROLLS said there was no evidence before 
the Court that: the price to be paid for the Omnibus Co.'s assets, 
which was £4,500,000, was not a fair price, and the wishes of the 
majority must therefore be given effect to. 

Lords Justices Farwell and Kennedy concurred, and the appeal 
was dismissed with costa. 


TRAMWAY ACCIDENT CLAIMS. 


Ах application for a new trial has been made by the Edinburgh and 
District Tramways Co., Ltd., in the action at the instance of a 
domestic servant for damages in respect of injuries sustained through 
being run over in Lothian Road when she was on her way to church. 
When the case was recently before Lord Hunter and a jury, a 
verdict was returned for pursuer, the damages being assessed at 
£350. The case has now been sent to the Roll for discussion. 

. In the Court of Session, intimation was made of an extra-judicial 
settlement in an action by a clerk for £800 damages against the 
Edinburgh Tramways Co. The pursuer averred that when he was 
trying to board a car at a stopping place, the car was violently jerked 
forward and he was dragged along the street, the wheels passing 
over his left hand. The defenders’ servant, he stated, acted negli- 
gently in first slowing down the car and then starting it with a 
violent jerk. Fault was denied, defenders contending that pursuer 
endeavoured to board the car when it was in motion, and that he 
acted in negligent disregard of his own safety. Ina minute lodged 
by pursuer, his allegations regarding the construction of defenders’ 
car were withdrawn. Defenders have made pursuer a payment of 
60 guineas iu full discharge. 


THE TAXATION OF TELEGRAPH CABLES. Р 


BEFORE the Judicial Committee of the Privy Council last week 
their Lordships dismissed the appeal of the Attorney-General of 
Newfoundland from a decision of the Supreme Court of New- 
foundland of May, 1911, the question being whether the Commer- 
cial Cable Co. was liable to taxation as a company carrying on 
telegraph business in or from Newfoundland. Their Lordships 
were of opinion that the cables were not liable to taxation. It 
was not competent for the Government to lay a tax on cables out- 
side its territorial jurisdiction. The hearing is reported in the 
Times of July 11th. 


lr ree SIE 


Battery Cars in Germany.— The battery cars used on 
the Prussian-Hessian Railways have hitherto only been able to 
travel а distance of 62 miles before the accumulators have required 
to be recharged. As this has caused inconvenience, owing to its 
being impossible to complete the intended journeys unless the cars 
- have actually reached the charging stations, it has been decided to 

make provision for additional cells, which will enable the cars to 
travel a total of 80 miles. The first cars of increased capacity have 
been placed on the Berlin-Jutebog section, and further cars are 
to be similarly equipped. 5 "X eee has 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


66 Milled » Type Simplex Nipple. 


For some eight years the practice of providing electrical con- 
tinuity in conduit installations has been gradually growing, and 
the early drawback of increased cost has led to many attempts 
to devise means for rendering ordinary unscrewed tube electrically 
continuous. One of the most successful methods for achieving this 
result was the Simplex Grip nipple, which has been used on 
hundreds of installations. This nipple was cut out of the solid hexagon 
steel bar, and, with a view to reducing the cost, the Simplex Co. has 


Fic. 1.—TEE WITH MILLED-TYPE SIMPLEX NIPPLES. 


now introduced a modification in which the hexagon head is 
replaced-by a milled head, this enabling prices to be reduced by 
approximately one half. Full particulars of the “ Milled” type 
nipples are contained in List T 2 (448) (issued by SIMPLEX 
CONDUITS, LTD., 116, Charing Cross Road, W. C.) which, amoug 
others, illustrates the inspection tee shown in fig. 1, in which it 
will be noticed the nipples are of the new type, having milled 
instead of hexagon heads. 


Mining Switchgear. 


We illustrate in fig. 2 a modification of Mrssrs. A. REYROLLE 
AND Co.s well-known design of Drawout pillar for mining 
work. In this case the pillar is fitted with a potential transformer, 
housed in a casing above the bus-bar chamber, and connected to 
the bus-bars through potential fuses ; otherwise the design follows 


— — 


Ета. 2.—REYBOLLE "DRAWOUT" PILLAR WITH 
^ ‘TRANSFORMER. 


the lines which Messrs. Reyrolle have been working on for the 
last two or three years.. We understand that they are supplying 
many of the largest colliery companies in the country with one or 
more panels, and that at the present time they have close upon 100 
panels in progress in the shops. | 


Electric Rove Stop. 


Great interest has been aroused in the Dundee jute trade by the 
invention of an electric rove stop by MR. PETER SHARP, yarn 
merchant, late of Dundee, and now of New York. The device, 
which is expected to effect a great improvement in the spinning of 
jute, has been fitted to a small spinning frame in the new Technical 
College, f - : 
§ 
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* Fabroil ” Pinions. 


" Fabroil " piniong, which are patented in the United Kingdom, 
are manufactured by the BRITISH THoMsoN-HousTON Co., LTD., 
Rugby, and consist of a special woven fabrio, which is compressed 
under several tons pressure between steel flanges, and held together 
either by threaded sleeves in the case of the small pinions, or 
threaded studs in the case of the larger ones, It is claimed that 
their strength is greater than that of any other non-metallic 
pinion, and thanks to the slight flexibility of the teeth, which 
allows of good bearing surface across the full width of the face, 
these pinions will run at high speeds without vibration, and absorb 
shocks sufficient to strip the teeth of a cast-iron pinion, or to cause 
а. ш pinion rapidly to lose its shape, and consequently give 

uble. 


Fig. 3.— FABROIL,"; PINIONS. 


The teeth are cut to the 141 degree involute system, according to 
Brown & Sharpe’s standard. After the blanks have been assembled 
and machined, they are impregnated with oil, and after the teeth 
are cut they are again impregnated with oil, thus rendering them 
self-lubricating, impervious to moisture, and proof against 
atmospheric conditions, They are also immune from injury by 
vermin and insects. Because of their noiseless operation, long life 
and high tooth strength, they are applicable to numberless types 
of machine shop tools and auxiliary machinery. j 

Machines equipped with Fabroil pinions are operating under 
every condition of service, from driving & small, light tool to 
operating heavy punch presses and shearing machines, at the works 
of the manufacturers, Under all tests so far applied, these pinions 
are said to have shown up remarkably well They are supplied 
from h in. to 12 in. outside diameter, and from 1 in. up to 
12 in. face. 


Adams Igranic Ironclad Pillar Panel. 


The accompanying illustration shows one of a range of ironclad 
pillar panels of the Conspede type, fitted with a voltmeter and 
an ammeter, made by the ADAMS MANUFACTURING Co., LTD., 
Bedford. This panel has the great advantage of having only one 
handle, so that there is no possibility of the various operations 
being performed in improper sequence, as might occur if there 
were two or more handles, and the attendant were to operate them 
in incorrect order. The circvit-breaker and starter are so inter- 
locked that the first movement of the handle in the direction for 
starting causes the circuit-breaker to close, but should an overload 


Fic. 4.—ApAMS "CONSPEDE" SWITCH PILLAR, 


(beyond that for which it has been adjusted) occur, either through 
too rapid starting ov from any other cause, it will reopen, and no 
effort on tbe part of the operator will avail to keep it closed until 
the load 


s lightened Furthermore, having opened, the circuit- 


breaker will not close again until all the starting resistance has 
been reinserted. : | 

The controller may also be used for “inching” to an unlimited 
extent without sustaining any injury, because of the patented 
method adopted for the interlock, whereby the slightest backward 
movement of the handle, either from the first or last or any inter- 
mediate contact, causes the circuit-breaker immediately to open, 
and so confines the duty of opening circuit always to the circuit - 
breaker, thus preventing the starter contacts being burned and 
damaged. This is a most valuable feature (especially for use with 
machine tools or printing machines). 7 


Star-Delta Starter. 


A new star-delta starter panel has recently been put on the 
market by MR. GEORGE ELLISON, of Victoria Works, Warstone 
Lane, Birmingham. It consists of a cast-iron base-plate, upon 
which is mounted a totally-enclosed drum-type star-delta starter, 
mechanically interlocked with a totally-enclosed cast-iron box, 
containing three replaceable fuses. These fuses are in circuit 
when the running position is attained. The handle of the starter 


. Fic. 5.—ELLIson STARTING PANEL. 


cannot be left in the starting position, and the fuses cannot be 
tampered with unless the starter is in the off position. If 
desired, an interlocking mechanism can be fitted to prevent the 
operator throwing the starter into the delta position before the 
start. An ammeter and bracket can also be fitted. The panel is 
designed for wall mounting, and is capable of withstanding any 
amount of rough usage. | 


Dust-proof Fitting. 


One of the most serions difficulties met with in conneotion with 
indirect lighting is the accumulation of dust, spiders’ webs, &o., in 
the upturned reflectors, necessitating frequent cleaning, under 


Fig. 6.—DUST-PBOOF FITTING FOB INDIRECT LIGHTING, 


penalty, if this is neglected, of a great loss of illuminating 
efficiency. The trouble with insects is particularly in evidence in 
tropical countries. Moreover, the accumulation of foreign matter is 
not only hidden from direct observation, but it is difficult to remove 
without damage, on account of the presence of the lamp or lampe in 
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the reflector. To remedy this disadvantage, MESSRS. SEEAR, PAGE 
AND Co., of 16 and 17, Devonshire Square, London, E.C., have intro- 
duced the device illustrated in fig. 6, p. 91. It will be seen that the 
lamp is enclosed in a clear glass bell-shaped shade, which covers 
the whole of the reflector, and effectually excludes insects and dust. 
The idea is certainly a good one, as the dust deposited on the dome 
. will be readily seen and easily removed ; the shape of the dome, as 
well as of the reflectors, ought, of course, to be designed with due 
regard to its effect upon the path of the light. 


— n 


BUSINESS NOTES. 


Meetings of creditors.—GARRErr, Hunt & Co., LTD., 


Tram Terminus, Cat ford, electrical engineers. — The creditors 
interested herein were called together last week at the offices of 
Mr. R. E. Smith, 8, Queen Street, Cheapside, E.C. It was reported 
that the shareholders of the company had already met and passed 
a resolution to the effect that it had been proved to their satis- 
faction that the company could not continueite business by reason 
of its liabilities, and that it was advisable to wind up the concern 
voluntarily. A further resolution was passed appointing Mr. Smith 
as liquidator, The latter presented a statement of affairs showing 
the position as at June 24th last. This disclosed gross liabilities 
of £624, of which £514 was expected to rank. The assets were 
estimated to realise £301, less £89 for preference claims, leaving 
net assets of £213, or a deficiency of £301. It was stated that the 
business was originally carried on by Messrs. Garrett, Hunt & Co., 
and was then transferred to a private limited liability concern with 
а nominal capital of £2,000. Practically all the shares of the 
company were issued as fully-paid. In March of last year a 
Mr. Daniels bought the shares of the company for a sum of 
£1,500, and since that time he had put in other moneys and was 
now scheduled as a creditor for £139. In addition, he was entitled 
to certain arrears of salary, and £50 of that claim had been 
included as preferential. The stock of the company had been 
removed from the premises, but sufficient had been left to satisfy 
- the claim of the landlord, who was a creditor for £20, and that 
amount was not included in the statement of affairs. During the 
past year there had been a loss on the trading of £500. The 
principal business of the company .had been contracting for pioture 
theatres, but owing to the falling off in the turnover, and the 
heavy expenses, it was unable to continue. After some discussion 
a resolution was passed confirming the voluntary liquidation of the 
company with Mr. Smith as liquidater, and the representatives of 
the Armorduct Co. and Mr. A. C. Hands were nominated to act as 
an informal committee, The following are creditors:— 


Armorduet Co. .. ds .. 291 Daniels T m bs .. £187 
Attree & Co... is 3a Pe 14 Hands, A. C, x ae asd 85 
British Thomson-Houston Со... 18 Welsbach Oo. vs =; ifa 15 
Crypto Electrical Co. .. £s 14 


H. G. Norton & Co., LTD., Cheltenham and Gloucester, auto- 
mobile, cycle, and electrical engineers. —A meeting of the creditors 
of the above was held recently, when a statement of affairs was 
presented, showing the position as at June 25th last, which had 
been prepared by Messrs. Lewis Izard & Son, I.A., Cheltenham. 
The statement disclosed unsecured liabilities of £13,517. There 
were fully-secured creditors for £9,620, who held securities of the 
estimated value of £16,600, or a surplus of £6,980. There were 
contingent liabilities of £1,084 in respect of bills discounted, but 
no portion of that amount was expected to rank on the estate. 
The assets were estimated to realise £18,769, from which had to be 
deducted £187 for preference claims, and £9.337 owing on 
debenture bonds. The estimated amount available to meet the 
claims of the unsecured creditors was £9,245, showing a 
deficiency of aesets to meet liabilities, subject to the costs of 
liquidation, of £4,272. The company was said to have had 
numerous difficulties to contend with. It had been hoped that 
some proposal would have been made for the continuance of the 
business without. liquidation proceedings taking place. When the 
figures were got out the bank appointed Mr. Izard as Receiver, and 
that gentleman was in possession of the assets. Voluntary liquida- 
tion was then recommended, and Mr. Izard and Mr. G. G. 
Poppleton were appointed joint liquidators. It was pointed out 
that in order to conform with the requirements of the Companies’ 
а) Act, a further meeting of the creditors would have 
to be called. 


Book Notices.— Alternating Electric Current and 
. Induction Motors. By T. Harding Churton, M.I.E.E.—This is the 
second edition of a booklet published by the author’s firm at Leeds, 
8t28.; in many ways it is au exoellent production, containing in 
briefest form just such information as would be required by an 
engineer who was fairly familiar with direct-current work, but 
knew very little about alternating current. Starting with 
explanations of the terms used, and the construction of induction 
motors, the author deals with the control, rating, selection and 
management of A.c. motors, as well as with their installation, in 
a comprehensive manner, and with many sage hints derived from 
practical experience. The contents are highly useful and 
instructive; and it is only with the view of making them still 
more useful in future editions that we proceed to point out some 
faults that we have noted. On page 8 the root-mean-square 


be deleted, for the lag is in phase only—synchronism is maintained. 
We also read on page 8 “the actual power, or energy, of the 
circuit" ; but power and energy are very different things. On 
page 10 we read "the electrical energy (watts) and “the 
mechanical energy (B.H.P.)"—but why? Energy is never 
measured either in watts or B.H.P. These slips may be said to be 
of minor importance, though we do not agree, but a serious error 
certainly occurs in a diagram (fig. 24) on page 53. When the 
switch is in the starting position, the main winding of the stator 
is on open circuit, and as the starting winding also is connected 
with only one of the supply mains, the starting torque and current 
are both likely to be zero. ; | 

The Wireless Operator is the title of an interesting little book 
issued by the British School of Telegraphy, Ltd., of 179, Clapham 
Road, S. W., for the benefit of youths who intend to enter wireless 
telegraphy as a profession. The romance and pleasures of an 
operator's life on board ship are painted in the rosiest colours, and 
certainly the post is one which offers many attractions to the 
young adventurer—especially now that first-class passenger ships 
are to carry two operators. The illustrations are very effective, 
and the booklet leaves a good impression on the mind of the 
reader. 

“Science Abstracts.” Sections A and B. Vol. 15, Part 6. June 

25th, 1912. London: E. and F. N. Spon, Ltd. Price 1s. 6d. net. 
each. 
* Journal of the Institution of Electrical Engineers.“ Vol. 18, 
No. 218. London: E. and F. N. Spon, Ltd. Price бав. — The issue 
for May, 1912, contains the following papers :—Electrical Driving 
of Rolling Mills, by C. A. Ablett; The Heat Paths in Electrical 
Machinery, by H. D. Symons and M. Walker; Dynamos for Motor 
Road Vehicle Lighting, by J. D. Morgan ; Recent Steam Turbine 
Practice, by K. Baumann ; Flashing-over in Commutator Machines, 
by W. W. Firth; 1,200-volt Traction in U. S.A., by T. Stevens. 


“ A Primer on Alternating Currents.” Ву W. G. Rhodes. 1912. 
London: Longmans, Green & Co. Prioe 28. 6d. net. 
* Journal of. the Western Society of Engineers.“ Vol. XVII, 


No. 5. May, 1912. Chicago: The Society. Price 50 cente. 

"First Annual Report of the Bureau of Mines, June, 1911." 
Washington : Government Printing Office. 

Transactions of the North-East Coast of Engineers and Ship- 
builders.’ Vol. XXVIII, part 7. July, 1912. -Newcastle-on-Tyne : 
The Institution. 

"Portable Wireless Telegraph Stations.” London: Marooni’s 
Wireless Telegraph Co., Ltd. 

" Atti della Associazione Elettrotecnica Italiana." 
Milau: The Association. 

"Information for Visiting Members, Entertainment Program 
and Program of Excursions." (Announcement No. 4 of the Eighth 
International Congreess of Applied Chemistry. New York: The 
Secretary of the Congresa. 

"Eighth Report of the University of Leeds, 1910-11." Leeds: 
The University. 

“Та Soudure Autogéne du Cuivre, des Laitons et des Bronzes. 
Ву M. R. Amedeo. Paris: Union de la Soudure Autogéne. Price 
1 fr. 


Holidays.—Mxrssns. T. W. BnoADBENT, Lro., Victoria 
Electrical Works, Huddersfield, are closing for the annual works 
holiday from Friday night, July 26th, to Tuesday morning, August 
6th. An office staff will deal with special correspondence. 

THE WARDLE ENGINEERING Co., LTD., of Manchester, announce 
that their works and offices will be closed from August 2nd to 12th, 
for the annual holidays. 

The works of the ADAMS MANUFACTURING Co., LTD., of Bedford, 
will be closed from 12 o'élock noon Saturday, August 3rd, until 
9 a.m, on Monday, August 12th, for the annual holidays. A small 
office staff will be in attendance to deal with urgent corres- 
pondence, : 


Liquidations,—Cowans, Lrp.—A meeting is to be 
held at 33, Princes Street, Manchester, on September 9th, to hear 
an account of the winding up from the liquidator, Mr. J. Cooper. 

PERFECTOPHONE, LTD.—This company is winding up volun- 
tarily with Mr. W. Adgie, Park Row, Leeds, as liquidator. A 
meeting of creditors is called for July 24th. 

SWITCHGEAB Co., LTD.—4À meeting is to be held at 109, Colmore 


June, 1912. 


. Row, Birmingham, to hear an account of the winding up from the 


liquidator, Mr. H. Keeling. | 

THE DAVIS ELECTRICAL Co., LTD., 17, Moor Street, Cambridge 
Circus, London, W.C.—The public examination of Harry Emanuel 
Davis, promoter, vendor and managing director of the above-named 
company, has been fixed for July 23rd, at 2.15 o'clock, before Mr. 
Registrar Hood, at Bankruptcy Building, Carey Street, W.C. 


Oerlikon Single- Phase Locomotives.—M xssns. 
ANDRE CITROEN & Co. write to point out that all the new Oerlikon 
locomotives for the Loetschberg railway are equipped with their 
Citroën gears, and not with worm gear, as stated in our last issue. 
We regret the error, which must have occurred in the course of 
translation, à 


New Zealand.—According to а recent report the value 
of the electrical machinery imported into New Zealand last year 
attained a value of £256,474, as contrasted with only £207,565 in 
1910 | 
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Bankruptcy Proceedings. MR. ALFRED SLATTER, 
consulting electrical engineer, Caxton House, Westminster, 
S.W., a director of the Wycombe Borough Electric Light and 
Power Co., Ltd., and the Chesham Electric Light and Power 
Co., Ltd. At Bankruptcy Buildings, Carey Street, W. C., on July 
llth, the statutory first meeting of oreditors was held under this 
failure. Mr. Egerton S. Grey, Official Receiver, presided. For the 
past 10 years the debtor had carried on business as a consulting 
electrical engineer, first at Bridge Street, Blackfriars, S.E., and 
afterwards at Caxton House. In 1910 he went to Mexico and 
secured a concession from the Federal Government for a railway 
between Zacateras and Manewra (160 miles long) and he then 
formed a syndicate in thia country, called the Mexican Zacateras 
Development Co, Ltd., for the purpose of working the concession. 
The syndicate had applied to the Government for an extension of 
time for beginning work, but had not yet received advice as to 
whether such application had been granted. It had expended some 
£5.000 on the scheme. The debtor held. in the syndicate 9,000 
ordinary shares of £1 each, fully paid, and it owed him £1,000. 
In 1910 he secured an option for the utilisation of certain rights in 
a certain town in Mexico for the development of electrical power, and 
entered into an agreement with a Parisian firm of financiers to find 
£400,000, which was the amount of capital necessary to carry out 
the scheme, Under the agreement he was to receive £5,000 by 
March 31st, 1912, and £100,000 in shares in a company which the 
Parisian firm undertook to form, but they failed to carry out the 
agreement, with the result that the option had lapsed. But for 
the purpose of keeping the project alive the debtor had obtained 
loans. Judgment was obtained against him in respect of one of 
them, and the Receiver's order followed. He estimated his liabilities 
at £800, whilst the only available asset was a sum of 15s. The 
debtor, 
value in his shares in the Zacateras Co., although they were all 
charged. He entirely attributed his present position to the failure 
of the foreign financiers. On behalf of the debtor, Mr. T. 
Goldman asked for an adjournment of the meeting to enable his 
client to bring iu a proposal, but the chairman refused to accede to 
this application, and, acting upon his proxies, passed a resolution 
from them. Mr. F. G. Salaman, chartered accountant, was there- 
upon appointed trustee. 


H. Н. OxLEx (Oliver Huxley), consulting engineer (see last issue). 
—First meeting July 22nd at 14, Bedford Row, W. C., at 3 p.m. ; 
public examination, July 23rd, at Brentford Court House, at 11 a.m. 


W. F. FLINT, electrical engineer, Hull.—July 27th is the last 
day for receipt of proofs for dividend. Trustee: W. G. Hall, 
Union and Smith's Bank Chambers, Silver Street, Hull. 


T. E. MORGAN, electrical engineer, Sheffield.—July 29th is the 
last day for receipt of proofs for dividend. ‘Trustee: J. C. Clegg, 
Figtree Lane, Sheffield. 


When the first meeting of creditors was held ou Monday of M. 
CHosipcw & Co., Russian merchants, 4, Lloyd’s Avenue, E. C., an 
application was made by debtor for an adjournment as he had been, 
and was still, engaged negotiating for an electric light concession 
in Europe, which, if obtained, would enable all creditors to be satis- 
fied. The meeting was adjourned until August 2nd. 


Meeting of Lamp Salesmen.—At Rugby on July 8th 
and 9th the BRITISH THomson-HovstTon Co. held the annual 
meeting of their lamp salesmen, who came from all parts of the 
country to take part in the Convention. The meeting brought 
together some 40 active aggressive representatives. The object of 
these annual meetings, we understand, is three-fold, and may be 
briefly stated as:—(1) Encouragement, (2) instruction, and (3) 
conviviality. The papers and disoussions at the meeting afforded 
evidence of the valuable work which the lamp and wiring supplies 
department of the company is doing in extending electric lighting 
service throughout the country. We learn that the event was a 
thoroughly enjoyable one to all taking part therein. 


Continental Notes, —ITALY.—The report of the French 
Chamber of Commerce at Milan states that the manufacture of 
electric glow lamps in Italy is only of recent date; neverthelese 
several fairly large manufactories are already in existence. Not- 
withstanding this, the importation of these articles continues to 
advance each year, and the growing number of installations shows 
that their employment is far from having attained its maximum. 
Consequently, despite the increasing output of the native works, 
there is still & good opening for the products of foreign manu- 
factories. The placing of a good article of foreign manufacture 
should not prove difficult, The help of explanatory advertisements 
should not, of course, be neglected, the more so as much enterprise 
is already locally shown in this direction by the use of multi- 
coloured placards and electrically-illuminated announcements, 
Much good business has, says the report, also been alrer.dy secured 
by the direct approach to concessionaires and individual consumers 
by means of coloured cards and prospectuses. Imported glow lamps 
are subjected to a duty of 5 lire per cent. Another line capable 
of sale is carbons for arc lamps, the imports of which are on the 
up grade, this form of publio lighting having a tendency to displace 
gas in all the large towns. The articles are subjected to a duty on 
importation of 10 lire 100 per kg. gross weight, The imports of 
carbons for dynamo-electric machines is likewise considerable, but 
their supply is generally reserved to the firms having direct 
relations with the builders of tbe machines.—ZL« Lumière Elec- 
trigue, 

À new company to import and manufacture electrical 
appliances at Perugia, Italy, has been founded under the title of 


however, thought that there might be some surplus . 


" Societa Perugina di Elettricita," with a capital of 150,000 lire. 
Sacheri & Francesi is а new firm to import and deal in electrical 
goods at Turin. Capital, 10,000 lire. 

GERMANY.—The South German Telephone Apparatus, Cable and 
Wire Works Co. is the name of a new concern which has just been 
formed in Nuremburg, with a capital of £50,000, to acqtire and 
carry on the Nuremburg branch works of Messrs. Felten and 
Guilleaume, Carlswerk. 

NoRWAY.—Until further notice, carbon brushes for electric 
machines are to be admitted into Norway free of Customs duty.— 
Board of Trade Journal, 

SPAIN.—The Province of Catalonia, in Spain, according to the 
Moniteur Officiel du Commerce, эв a consequence of the present 
prosperous commercial situation, offers an excellent opening for 
various kinds of electrical wares. In particular, there is an active 
demand for dynamos, motors, both benzene and electric, and 
accessory electrical material. Long credit is, however, expected 
from large suppliers, payment being required to be spread over 
five years. 2n 


Catalogues and Lists,—Mxssns. MACDONALD, SyER 
AND Co., LTD., 295, Gray's Inn Road, London, W.C.— Price leaflet 
relating to “ E.S.M. " p.c. ventilating fans. 

Messrs, PIRELLI, LTD., 144, Queen Victoria Street, London, 
E.C.— Forty-page catalogue in a cover of very pleasing and artistic 
design, giving a great deal of tabular matter relating to their wires 
and cables. The contents include ordinary standard types as well 
as most other types of wires and cables likely to be required. Space 
has not been occupied with general particulars, effort being made 
to limit information to data necessary for estimating purposes. 
Paper, rubber and bitumen insulated cables, for light and power, 
extra-high-tension cables, colliery, aerial and telephone cables, 
flexible cords, motor-car cables, bell wires, shot-firing cables, 
instrument wires, rubber gloves, and accessories for installation 
work—these may be mentioned to roughly indicate the contents. 
Members of the trade can have copies for keeping in their 
catalogue files on application. 

Messrs, W. MICKELWRIGHT & Co., Sicilian House, Southampton . 
Row, London, W.C.—Pamphlet describing the “ Wright” number 
indicator for indicating the next item or turn at music halls and 
cinematograph theatres, arrivals and departures at railway terminii, 
results of sports, tramway routes, sc. A number of special shaped 
metal boxes or compartments, each of which contains an electric 
lamp, are 80 arranged behind a coloured glass panel that when the 
lamps required are switched on, perfectly shaped numerals are 
formed. The lamps are controlled by a switch of new design. 


THE BRITISH THOMSON-HovuSTON Co., LTD., 77, Upper Thames 
Street, London, E.C.—Price list of miniature carbon-filament lamps, 
covering all the shapes and sizes of lamps likely to be required for 
ornamental lighting purposes, including small pear shape and 
round bulb lampe, tubular, flame, and tinted flame candle lamps, 
mushroom, onion lamps and miniature lamps for outline lighting. 


From the FLANDERS MANUFACTURING Co., of Pontiac, Mich., 
we have received a large and effective print in artistic colouring on 
a black background showing one of their Flanders Colonial electric 
automobiles (1913 model). 

Messrs. OTTO REUNERT & Co., Munich.—Leaflets relating to 
their various systems of automatic electric regulation as applied to 
heating apparatus, thermostats, reducing valves, pumps and fans, 
boiler-feeding, water-level indication, &c. . 

THE BRITISH ALUMINIUM Co., LTD., 109, Queen Victoria Street, 
E. C.— Leaflets relating to their aluminium ship and cabin fittings 
and gas lamps, and various applications of sheet aluminium, includ- 
ing spun lamp reflectors, pressed meter cases, tanks (with welded 
seams), car bodies, kc. One leaflet shows the laying of 60,000-volt 
aluminium feeders for a railway. 

Мв. G. BRAULIkK, 8, Lambeth Hill, London, E.C.—Eight-page 
illustrated price lists of electric fans and small-power motors, also 
motor hair brushes, hair dryers, vibrators and vacuum cleaners. 
Copies may be obtained on application. 


Holiday Resorts,—Three useful publications relating to 
Llandrindod Wells, Ventnor and Bembridge respectively have been 
issued for the benefit of undecided holiday-makers. All are fully 
illustrated, and are issued by the Health Resorts Association. 
Copies can be obtained by sending a postcard to the town clerk at 
either of these places. 


Trade Announcement.— Messrs. BAXTER & CAUNTER, 
LTD., are removing from their present address in Charing Cross 
Road, to 219, Tottenham Court Road, W. The warehouse and trade 
counter will be at the back of these premises, at 8, Alfred Place, 
W.C. The firm's telephone numbers will be the ваше. The removal 
is consequent upon the need for larger premises due to increasing 
business. . 


The Far East.—It is reported from Saoul that the 
Japanese firm of OKURA & Co. has obtained a concession for the 
establishment of a central station in the province of north Ping 
Yang, which is specially intended to furnish power to the mines in 
that district. The work of equipping the station, particularly the 
supply of turbines and overhead conductors, has been entrusted to 
the A.E.G., of Berlin. It is as yet uncertain whether the Japanese 
firm will form a separate company or carry out the enterprise on 
its own account. Comparatively cheap coal can easily be obtained 


from the Penschiho coal mines, which are also in the possession of 


the Japanese firm and which adjoin the Mukden-Antung railway. 
E 
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Electric Furnaces,—The Société Electro-Mctallurgique 
(Paul Girod), of Ugine, has concluded & community of interests with 
the Gesellachaft für Elektrostahl Anlagen, of Berlin, which is asso- 
ciated with the Siemens group, whereby the Berlin company has 
acquired the exclusive right of utilising the arc resistance furnace 
on the Girod system, the company already using the Deubs arc- 
radiation system. The agreement is said to be of great importance. 
as the Berlin company already owns the leading patents for induc- 
tion furnaces, and its scope extends, apart from Great Britain, the 
British Colonies and the United States, over all other countries. 


LIGHTING and POWER NOTES. 


Acton.—When the Metropolitan Electric Supply Co., 
Ltd. in June, 1911, obtained their Parliamentary powers for the 
transfer of the Council в undertaking to them, one of the conditions 
of the transfer was that the company would accept liability for the 
payment of interest and sinking-fund charges on the loans then 
taken up by the Council in connection with the undertaking. After 
the actual transfer had taken place, however, there were still 
several outstanding matters needing attention, such as stores, Xc., 
and in. March last the company intimated to the Council that they 
claimed, as coming within the terms of the transfer. a sum of some 
£5,700 representing the unexpended balance of money previously 
borrowed by the Council for capital expenditure on electricity. With 
this contention the Council disagreed, but the company subsequently 
deducted from their repayments of principal and interest on the 
Council's loans, a sum equivalent to the amount of principal and 
interest accrued to the lenders of the £5,700, one instalment of prin- 
cipal and interest on which they had previously paid, in anticipation 
of the unexpended loan being handed over to them later. The Council 
promptly returned the company's cheque, and protested against 
such a course of action and interpretation of the contract by the 
company. and although conferences and efforts at a compromise 
have been numerous, and the claims of both sides have been 
modified substantially, a deadlock has occurred. The Council 
at its last meeting decided to make a final offer to the 
company, failing the acceptance of which proceedings are to b2 
commenced, the dispute. unfortunately, not being covered by the 
arbitration clause in the agreement for the transfer. Another bone 
of contention is the ground rent in respect of the site of the 
Councils generating station ; the Council asks a firm price of £75 
per annum, whilst the company refuse to go beyond £50. 


Algeria.—4A scheme is at present under consideration for 
the establishment of a central electric lighting station and an 
electric tramway in the town of Birkadem. 


Australia.—Mr. J. E. Donoghue, general manager of the 
Balmain (N. S. W.) Electric Lighting Corporation, has been appointed 
consulting electrical engineer to the Manilla Municipal Council, and 
is to prepare plans and specifications for the proposed electric light- 
ing scheme.— Australian Mining Standard, 


According to the same paper, the Footscray (V.) City Council 
is about to borrow £10,000, of which £4,000 will be devoted to 
extension of the electric lighting system. 


The same exchange states that the Order-in-Council having been 
granted, empowering the Brunswick (V.) City Council to install 
electric light and power, permission is being sought to borrow 
£16,000 for that purpose. The conaulting electrical engineers 
(Messrs. J. A. McCarty & Co.) have nearly completed the 
specifications. 


Barrow.—The annual report of the borough treasurer 
states that the income of the electricity department last year from 
lighting and power supply was £11,262 ; traction, £2,810; public 
lighting, £1,858 ; sundries, £2,701—total, £18,631, compared with 
£15,369 inthe previous year. The expenditure was for generation 
and maintenance, £7,268; services, £2.224; loan charges and 
interest, £7,466—total, £16,958, compared with £14,663. The high 
expenditure and income in connection with services were due to 
work done by the department on the overhead equipment of the 
Biggar Bank and Ferry Road tramways. The gross profit was 
£9,139, and the net profit, £1,673, compared with £706 in the 
previous year. The net profit was allocated to the renewals fund, 
which at present amounta to £2,187. Owing to the refusal of the 
L.G.B. to sanction further borrowing powers for the purchase of 
new meters, a sum of £441 had had to be charged against the 
renewals fund for that purpose. The capital account was £118,203, 
and the outstanding debt was £82,734. 


Bath.—Some considerable time was spent at the last 
meeting of the T.C. in discussing the report and accounts of the 
Electricity Committee. The receipts for private lighting, it was 
pointed out, had amounted to £11,273, and for power and heating, 
which was a comparatively new branch, to £4,001. They had sold 
under contracts to the amount of £200, and the revenue from 
public lighting was £4,704, the total groas revenue for the year 
being £21,427. The expenditure had amounted to £11,329. They 
had incurred bad debts to the amount of £32 out of a revenue of 


over £21,000, and the balance of profit was £9,885. The main 
items of the expenditure were the coal bill, £3,369, as against 
£3.056 last year: salaries and wages £3,455, and rates and taxes 
£591. Interest on loans had absorbed £5,289, and repayment of 
capital £5,793, and the balance carried forward was £1,522. They 
had received interest on their investments of £1,600. They had in 
the sinking fund towards the repayment of loans £44,963; they 
had actually paid to the sinking fund £62,122, but out of that they 
had repaid mortgage loans of £5,750, and also borrowed for half 
another loan £11,409. The original loan for the purchase of the 
undertaking, £44,000, would be paid off on April 18th, 1918. It 
was stated that in spite of the reduction of energy consumption 
due to the invention of the Osram lamp, they had supplied 
1,725,165 B. of. T. units, against 1.557,132 for the year before. 

The E.L. Committee proposes to apply to the L.G.B. for power to 
raise £5,000 for extension of mains and house services, in addition 
to £4,000 applied for in connection with the western extension. 

Messrs. Waygood & Co. have just installed two electric lifts in 
Bath institutions, one ft the Royal United Hospital and the other 
at the Church Street Nursing Home. 


Bettws-y-Coed, — The U.D.C. is applying to the 
L.G.B. for sanction to a loan to carry through the electric light 
undertaking. 


Burnley,—The annual report of Mr. J. E. Starkie shows 
that the units sold for lighting, power, heating, &c., were 921,727 
(previous year, 834,221) ; for domestic purposes, 357,337 (273,266) ; 
for traction, 2,717,670 (2,410,498): the total being 3,999,734 
against 3,547,085. Financially, the year had been very success- 
ful, and enabled the department to contribute £1,500 to the 
relief of rates, and there was a furtber contribution of £2,281 
tothe depreciation fund. Compared with last year the capacity 
of the plant has received an important addition by the install- 
ation of a 1,500-Kw. turbo-generating set, making the total 
capacity of the station 4,140 Kw. Mr. Starkie recommends the 
early sale of the last rope-driven set rather than wait until it 
has to be removed to make room for additional plant. Three 
boilers are recommended for immediate removal, to be replaced by 
two large boilera. Mr. Starkie again brings forward the question 
of supplying electricity for long-hour power users at cheaper 
rates. The recent price reduction has made no appreciable 
difference, and is certainly not sufliciently tempting to attract 
power users of between 40 and 50 hours per week. He suggests 
that all consumers using full power installed, for over 25 hours 
per week, should have further reductions. (ther industrial towns 
are building up large day loads at charges varying from jd. to Id. 
per unit, and providing the generating plant used is modern and 
efficient, a handsome profit should be made. 


Сапаба. — Ву the terms of the agreement for the transfer 
of the Dominion Power and Transmission Co.'s stock to Messre. 
Mackenzie & Mann, the latter undertake to pay over %6,006,000 
now, and the balance during the next five years. The price paid 
for the stock, it is learned, was at the rate of $135 a share for 
first preferred, $115 for second preferred, and $1t0 for common 
stock. The company has a capital of $25,000.000, and of this the 
following amounts have been issued: — First preferred, $3,673,000 ; 
second preferred, $5,100,000 ; and common, $2,608,^00 ; $6,488,000 
5 per cent. bonds are also outstanding. The acquisition of the 
Dominion Co. which controls a number of power and traction 
concerns, will provide the Canadian Northern with an excellent 
system of feeders.— Financier. 


Continental Notes,—FnANcE.—La Société. d' Energie 
Electrique de Mons-en-Pevele is the name of a new company which 
has lately been formed at Roubaix, with a capital of £34,000. 

The Conseil Général of the Department of the Vendée has 
accepted the modification made by the Conseil d'Etat in their 
scheme for the construction of the second network of departmental 
tramways, relating to the increase of the sume allocated for this 
object, and a loan of 18,400, 000 fr. (instead of 16,000,000 fr.) is now 
to be raised to realise the scheme.— La Lumiere Electrique. 

SprAIN.— The Barcelona Light and Power Co, which has 
acquired the major part of the ehares of the Compania Barcelonesa 
de Electricidad, has contracted with the A.E.G. Thomson-Houston 
Iberica for the supply of two new turbo-generator units of 
6,250 KW. each, at a pressure of 6,000 volta and 1,500 в.р.м., thus 
raising the capacity of the Barcelona central station to 
34,500 K. v. A., and making it the largest steam central station in 
Spain, and one of the largest in Europe. This central station is 


- destined shortly to serve as the reserve station of the large hydro- 


electric plant of 130,000 H.P., which the aforesaid company has 
acquired in the Pyrenees.— Zndustria e Invenciones, 

NonWaY.—According to German newspapers a joint stock 
company is in course of formation, with the object of utilising & 
waterfall at Meloy in the Nordland Amt, Norway, for the genera- 
tion of power for an electric smelting works which is to be 
established there. The scheme will call for an outlay of 12,000,000 
marka, one-third of which will be raised in Norway, the remaining 
two-thirds being supplied by foreign capitalists—presumably 
German.— Elektrotechnische Nachrichten. 

GERMANY.—A huge water conservation scheme with a view 
to the generation of electricity on a large scale is projected 
in Prussian Silesia. The waters of the River Oder, and 
various other streams which rise in Austrian Silesia, are 
to be impounded in reservoirs whose contents will aggre- 
gate 275 million cubic metres. Four dams are to be con- 
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structed in the River Oppa district, five in that of the Ostrawitza, 
nine in that of the Biele, two in that of the Weide, and one in each of 
those of the Oder and Mohra ; in the district of the Vistula three 
weirs and five dams are required. The costs for the works on the 
Oder are estimated at 100,000,000 marks, It is expected that part 
of this outlay will be recovered by the establishment of " overland " 
electricity works. Five power stations in the Oder district are to 
be erected, and one in the Vistula region. The report on this 
subject issued by the Prussian agricultural engineer Kohut con- 
cludes with the remark that, as Prussia will derive the chief 
advantages from the dams to be erected on Austrian territory, it is 
only right that she shall bear the greater portion of the cost.— 
Eick. und Maschinenbau, | 

As the result of a suggestion from the Government, the Circuits 
of Gottingen, Münden, Warburg, Fritzlar, Melsungen, Hofgeismar, 
and Homburg have joined forces for the establishment of a water- 
power electric generating station on the reservoir built in the 
valleys of the Eder and the Diemel. Prof. Kraetzer, of Bingen, 
has been appointed consulting engineer to the scheme.— Zeif. fur 
das qez, Turbinenwesen, 

The establishment of an overland electricity works to serve the 
whole of the administrative district of Stade, exclusive of Verden, 
but inclusive of Harburg, in the neighbouring district of 
Lüneburg. has been decided upon. The Siemens-Schuckert Werke 
have submitted an offer to supply energy for lighting at 5d. and 
for power at 23d. per unit. 

An overland station has also been decided upon to serve the entire 
circuit of Heinsberg in the Rhineland, an agreement as to 
electricity supply having been come to with the Kohlecheidt 
Electric Co. The distribution network is, however, expected to cost 
1.200.000 marks, for which a loan is to be raised.— “it. fur Elek, 
und Maschinenbau, 

The Elektricit ats Genossenechaft Weiershaben und Doabenderhóhe 
is the style of a company just formed to supply thore and 
neighbouring localities in the Gammersbach circuit with light and 
power. 

A limited liability company has been founded at Astrup and 
Sondernx in Schleswig-Holstein to supply electrical energy to the 
places named. Its title is die Elecktrische Gesellschaft m.b.H. 
Astrup og Sonderna:.— 7, fur Elek. und Masch. 

AUSTRIA.—The Austrian-American Magnesite Co. at Radenthein, 
Carinthia, propose to erect a hydro-electric station at Tweng. on 
the Tieferbacb, for the generation of electricity for their works. 
Another industrial undertaking, the cellulose manufactory at St. 
Michael, near Leoben, intend to erect a hydro-electric station to 
generate current to work their factory, on the River Mur, by the 
construction of a weir and the utilisation of a fall of 4°35 metres. 
The Imperial State ironfoundry are likewise erecting at Kudzsir, at 
a cost of 1,000,000 krorren. an electric supply station, with armoured 
concrete dam, flume and turbine house for the supply of 1,500 H.P. 
to the projected extension of the rolling mills.—Zvit. für das 
grvinte Turbinenwesen. 

Sw I1TZERLAND.— The Société Franco-Suisse pour l'Industrie Elec- 
trique has, according to the Franckfort Zeitung, obtained a con- 
cession to utilise the motive power of the Rhone, and generating 
stations are to be built at Génissiat and Malpertuis. To realise the 
echeme the company's capital is to be raised frem 25 million francs 
to 50 million francs. 

BAWARIA.— The Siemens-Schuckert Co., of Berlin, have secured a 
contract for the eupply of electrical energy for lighting purposes in 
the town of Olfenbach. 

SERVIA.—At Vlasotinci, near Leskovac, Servia, a new company 
has been formed with a capital of 200,000 fr., to erect a hydro- 
electric power station. : 

DENMARK.—A central generating station is about to be estab- 
lished on the Island of Falster, in the Baltic Sea, to give lighting 
and power supply to six small towns on the Island. Diesel plant 
is to be at first put down, of 1,200 H. p. 


Cuba,—A station is to be set up at Palmiras, in the 
Province of Santa Clara, for lighting the town by electricity. 


Darwen.—The electricity department accounts show а 
gross profit of £4,173 and a net profit of £572. Out of the depart- 
ments balance £1,000 is being transferred to aid the general 
district rate. The revenue account of the tramways shows a net 
profit on both sections of £271. This is the first time since the 
electrification of the tramways that & net profit has been shown 
when both eections were taken together. 


Dunfermline.— The T.C. has received a letter from the 
Fife Electric Power Co., giving notice that within one month they 
propose to commence the work of laying electric cables and mains, 
commencing at the burgh boundary in the main road from Well- 
wood to Dunfermlíne, thence through the old town snd south by 
way of Inverkeithing Road to a point a little ehort of the 
eastern boundary of the Rosyth Dockyard. The company also 
intend to lay a second cable along the western boundary of the city. 


Gloucester.—The report of the borough electrical 
engineer for the year ending March 31st last states that the gross 
profit on the year’s working amounted to £6,219. as against £6,734 
in the previous year. The revenue amounted to £13,402: working 
expenses, £7,183; interest and repayments, £5,815; leaving a 
surplus of £104. Out of the surplus a sum of £156 has been 
transferred to capital account, and the balance is carried forward 
with the surplus of previous years, bringing the total sum thus 
provided up to £1,190. The average selling price per unit during 
the year was as follows:—Private consumers, 224d.; public 
lighting, 177d.; tramways, 100d. ; refuse destructor, 1'00d. ; total 
supply, 176d. Owing to the early incidence of Easter, the con- 


sumers’ meters were read one week earlier, and hence the sales of 
electricity, &nd the revenue, 80 far as consumers are concerned, are 
both based on a year of 61 weeks. Thus, the sale of about 15,000 
units, and а sum of about £150, is carried forward to the current 
accounts, Among the special items of expenditure are £100 for 
extra coal; £110 for the prevention of possible transmission of 
vibration to neighbouring property ; £130 for water supplies; 
£100 as bank interest on overdraft; £70 in connection with the 
purchase of consumers’ meters; and the adoption of a higher rate 
of depreciation on hired arc lamps and spare parts of the 
generating plant has increased the amount written off these items 
by about £50. In view of this, the engineer claims that the 
financial outcome of the years work is fully up to that of last 
year. IIe also mentions that it has been necessary to rely almost 
entirely upon the plant installed prior to 1904 for the generation 
of the whole years output, as the new plant was not delivered 
until] January, and has not yet been brought into use. Owing to 
the use of meters on the cars, there has been a marked decline in 
the ainount of energy sold to the light railways department, the 
decrease being no less than 123,000 units, but additional business 
has been secured in other directions to the extent of 91,000 units. 
The amount of energy supplied for general lighting and power 
purposes has shown a well-maintained rate of progress, particularly 
in the class of supply devoted to the operation of industrial 
machinery. The number of consumers connected now amounts to 
SUO (equivalent to 80,000 30-watt lamps). 


Haslingden.— The new Workhouse Infirmary erected by 
Haslingden Union was opened on Saturday by Mr. John Burns, 
President of the Local Government Board. Included in the con- 
tracts for the work is that of Messrs. Simpson Bros., electricians, 
of Hapton, for the electric lighting installation. 


Heywood.—The Electricity and Tramways Committee 
has arranged with Mr. A. A. Day, the manager of the Bolton Cor- 
poration electricity and tramways departments. to give a report on 
the condition of the electricity undertaking, and possible improve 
ments, 


Hinckley.—The Leicestershire and Warwickshire Elec- 
tric Power Co. has applied to the R.D.C. for consent to erect over- 
head transmission lines in the district. 


Japan.— According to a report lately issued by the 
Japanese Department of Communications, there are now 10,41? 
electric motors, aggregating 47,188 H.P., in use in Japan, these 
figures representing an increase of 17,548 H.P. on the 12 months. 


Kidsgrove,—The U. D.C. has consented to the Birchin- 
wood Colliery Co. laying two electric lighting cables from their 
works to the residence of Dr. Steele, in The Avenue. 


Launceston.— At a meeting of the T.C. on Monday the 
question of lighting the town was introduced by Mr. Hicks, who 
outlined the negotiations with the Gas and Electrie Lighting 
Companies. On behalf of the Lighting Committee, he moved that 
the Council accept the Launceston Gas Co.'s tender for the supply 
of gas at 38. 3d. per thousand cubic feet, and the Launceston and 
District Electric Supply Co.'s tender for public lighting on the 
terms of their letter of June 4th ; and that the Launceston and 
District Electric Supply Co., Ltd., be requested to light all the 70 
lamps on their mains. The report was adopted. 


London. — HAuAERSMTTH.— The Electricity Committee 
recommends the extension of the mains in Brewster Gardens, &c., 
at a cost of 4 255, which will enable supply to be given to 92 
houses. and also enable nine public gas lamps to be converted to 
electric. The Committee alto recommends, in consideration of 
Messrs. Gwynnes, Ltd., agreeing to an extension of the present 
agreement for the supply of electricity for a further 12 months at 
existing rates (3d. for lighting and 1d. for power), additional elec- 
trical apparatus required by the company be provided by the 
Council on hire. The apparatus includes 15 D.C. motors of from 
1j to 16 H.P., one each 50 H. P., 30 Н.Р. and 20 H. P., two 2-H.P. 
variable-speed motors, and one motor- generator, the cost being 
£1,150. 

BERMONDSEY.—According to the accounts of the electricity 
undertaking for the year ended March 31st last, there was a total 
expenditure of £13,062, as against an income of £24,907, leaving а 
balance of £11,845 to net revenue account. The total number of 
units generated amounted to 4.594,293, as against 4,776,061 in 1911. 
Of the former number 4,029,160 were sold to private consumers by 
meter (3,485,418), and for public lamps (543,742). The quantity 
used on works amounted to 338,230, while the quantity un- 
accounted for totalled 226,903. The total maximum supply 
demanded amounted to 1,711 kw. The revenue derived from the 
sule of energy by meter amounted to £19,478, The total expendi- 
ture on capital account to March 31et last amounts to £181,172, as 
against receipts amounting to £180,596. The estimated surplus on 
the current year's working is put at £1,546, as against £627 this 

ear. 

The L.C.C. has granted the Borough Council permission to borrow 
£18,000 for electric lighting purposes. 

HackNEY.—Mains are to be extended in two roads, at an 
estimated cost of £260, ‚ 

MARYLEBONE.—According to the accounts of the electricity 
undertaking for the year ended March 31st last, there was a gross 
profit of £122,813, and after allowing for interest and special 
charges (£74,255), and repayment of loans (£39,912), there remains 
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a net surplus of £8,646. The total number of units sold during the 
year amounted to 13,158,608, an increase of 1,151,742 units over 
1911. The increase in the quantity sold to private consumers 
amounted to 931,789 units, or 51,160 units over the quantity 
estimated for at the beginning of the financial year. The increase 
in units sold (excluding public lighting) is at the rate of 8'6 per 
cent. over the previous year; the rate allowed for in the estimate 
was 7 per cent. The income from the sale of епег;'у to consumers 
totals £163,014, as against £156,900 in the preceding year, being an 
increase of £6,144, which is larger than on any previous occasion. 
The average price per unit sold to private consumers works out at 
3296d., which compares with 3' 44d. of last year. Including the 
net cost of the sales and publicity section of the department, the 
total expenditure on revenue account stands at £56,772, as against 
£46,371 last year, and £57.773, the amount estimated for the year. 
Generation expenses show an increase of £904 over the estimates 
for the year, and £3,177 over 1911, this being chiefly accounted for 
by the increased output. The labour unrest in the railway and 
coal trades during the year under review had an adverse result of 
upwards of £1,000, but for which the generation expenses would 
have been below the estimate, although the sales were greater than 
anticipated. The capital expended during the year amounted to 
£8,663, which is the smallest total ever recorded. The total capital 
expenditure at March, 1912, amounts to £2,069,823. Loan indebted- 
ness has been reduced during the year by £39,013, while the total 
capital raised by loan to date amounts to £2,004,506. The total 
charged against revenue account to date (i^, amounts actually 
paid or set aside) is £185,537, or 9 per cent. of the sum raised, 
leaving a balance on loans account of £1,878,969. The extensions 
to the battery plant effected during the year will be sufticient for 
anticipated requirements during next winter, allowing fora normal 
increase of business, but in the near future, when the price of lead 
is more favourable, the question of a further addition to the storage 
batteries in order to cope with the increasing demand for electricity 
in the borough will have to be taken into consideration. Of the 
total number of units sold (13.488,698), 1,617,538 were used in 
public street lighting, and 11,871,160 were sold to private consumera 
by meter. 1,053,574 units were used on works and offices, and 
1,367,344 on batteries, while the quantity used in transmission and 
distribution amounted to 1,330,258. The maximum load on feeders 
during the year amounted to 8,748 kw. The total cost per unit 
sold amounted to 1'0104,., as against 901d. last year. The lighting 
in several thoroughfares had been improved during the year 
without additional charge, and a considerable increase in candle- 
power on that which obtained when the thoroughfares were lighted 
by gas, as well as on that agreed to be given when the contract was 
transferred to the electricity department, was now given. The 
gross income from the sale of fittings. hire and maintenance пртее- 
ments, amounted to £23,188, while the total expenditure and prime 
cost of repayable works totalled £24,398. The latter sum includes 
the whole cost of publicity and development work, as well as the 
cost of attending to complaints, and in many other directions, of 
maintaining the present business and extending its operations. So 
far as the sales and publicity work is concerned, the Electricity 
Supply Committee states that the new scheme of working, by which 
a large proportion of the orders obtained is sub-let to a number of 
electrical contractors, involves a lower margin of profit, and that 
it does not anticipate being in a position in 12 months’ time to 
record 80 satisfactory a financial result, 


Merthyr Tydfil.ä— The Merthyr Electric Traction and 
Lighting Co. are making an extension from the generating station 
to Treharris, a distance of about eight miles. The company run 
cars to Dowlais and Cefn from Merthyr, and they also light the main 
streets of Merthyr and Dowlais by arrangement with the Corporation. 
They are now carrying wires along the mountain top and down 
the valley to the extreme end of the borough, and there will be a 
branch line to Merthyr Vale, which is midway between Merthyr 
and Treharris. The preseure employed will be 11,000 volts to com- 
mence with, but the line and apparatus has been so designed as 
to enable the pressure to be changed to 22,000 volts if a heavy 
load develops, Alterations are being made at the power station to 
accommodate new rotary converters and transformers for trans- 
mission purposes, the electricity supply in the Merthyr and 
Dowlais districts being on the pc. system. The electrical energy 
will be delivered to transforming stations at Merthyr Vale and 
Treharris, where the pressure will be reduced by means of trans- 
formers for lighting and power purposes. An extensive system of 
underground low-pressure cables will be laid in the streets of 
Merthyr Vale, Aberfan and Treharris. The company hope to be 
able to supply electricity for lighting and power purposes in the 
lower parts of the borough early in September. The extension is 
being carried out under the direction of Mr. Lewis N. Dixon, the 
company's managing engineer. 


North Berwick.—It was intimated at a meeting of the 
Town Council that notice had been given by the Electric Light and 
Power Co. of their intention, in terms of agreement, to apply for a 
provisional order for North Berwick. 


North Shields.—The profit on the past year's working of 
the electricity undertaking, after paying interest and sinking fund, 
amounts to 4 1.300. 


Petersfield.—A prov. order for E. L. is being applied for 
by Mr. Theophilus Wood on behalf of himself and a company, to be 
5 as the Petersfeld and District Electric Light and Power 

D., à 


Rawtenstall,—Messrs. David Whitehead & Sons, Ltd., 
weaving shed proprietors, have retained Mr. E. M. Lacey, consult- 
ing engineer, in connection with the new sheds they are building. 
The looms will be driven each by a separate motor, . 


Reading.—The Reading Electric Supply Co. has adopted 
the scheme of generating works extensions which has been devised 
by Mesers. May & Hawes, the consulting engineers. in conjunction 
with Mr. E. R. Hill, the manager, and orders are now being placed 
for the plant, The scheme embodies the erection of two 1.500-Kw. 
three-phase alternators with reversible rotary converters, E.H.P. 
switchgear, and enlargement of the economiser. These extensions 
have been necessitated by the rapidly-increasing demands which 
are being made upon the company. We recently noted the fact 
that the company had taken the bold step of fixing the rate for 
cooking and heating supplies at a 4d. per unit. Further evidence 
of the enterprising policy of the directors is furnished by the pur- 
chase of extensive premises in the town for central offices and 
showrooms. We are informed that. when completed and equipped, 
the sales department of the Reading Co. will be one of the finest in 
the kingdom. 


Romford,—The County of London Electric Supply Co., 
Ltd., have informed the K.D.C. that they intend applying to the 
B. of T. fora prov. order for electric lightiny within the area of the 
Council. 


Stalybridge,—4At a special meeting of the Stalybridge, 
Hyde. Mossley and Dukinfield Joint Tramways and Electricity Board 
last week, the business was to consider the point raised at the recent 
L.G.B. inquiry, when the Inspector intimated that there was an 
outstanding loan of £9.747, and that this amount would, in all 
probability, be deducted from whatever sum was sanctioned to be 
borrowed. It was resolved that the application to the L.G.B. for 
further borrowing powers be amended so as to include the first 
3.000-K w. set, instead of providing the same out of revenue. The 
total amount which the further application will involve will be 
about £9,000, bringing up the amount desired to be borrowed to 


about £41,000. 


Stock port,— Electric power is being used in the filtration 
works connected with the Stockport Corporation new waterworks 
at Kinder, opened last week. The plant for cleaning the filters is 
driven by power generated in a Gunther turbine by the compensa- 
tion water supplied to the river, the turbine also serving to drive a 
dynamo. 


Swanage.—The U. D.C. has supported the application of 
Dr. J. A. Purves for extending the life of the Electric Lighting 
Order for three months, the object being to do away with the 
necessity for applying for a new order, 


Swindon.—A L.G.B. inquiry has been held into an 
application by the T.C. to borrow £12,550 for electricity purposes. 
The town clerk stated that the loan asked for was required to provide 
а Diesel oil engine set for the electricity works (£6,500), and also to 
make provision for new mains and services (£6,050). It was 
ultimately decided to accept £4,000 for mains and £1,000 for 
services—making the total loan £11,500. 


Swinton and Pendlebury.—The Lancashire Electric 
Power Co. is about to open up Bridge Street, Bolton Road and 
Carrington Street for the purpose of laying a cable. 


Taunton.—At a recent meeting of the T.C. the 
Electricity Committee reported that the offer which the Council 
authorised them to make to the National Electric Construction Co., 
Ltd., in full settlement of the liabilities of the Corporation under 
the full wiring agreements, viz., £500, had been refused by the 
company. Further negotiations had been necersary, and the com- 
pany finally agreed to accept the sum of £1,000 in full settlement 
of all claims under the agreements, and to insert a clause in the 
Bill to authorise this arrangement, and to vest installations put in 
under the agreements in the Council. The amountof the liabilities 
of the Council under the free-wiring agreements was £1,457, 
and the amount of the arrears of interest to date was £397, 
making a total due to the company of £1,984. If this settle- 
ment were confirmed the Council would pay just over one half of 
the amount due to the company under the proposed terms of settle- 
ment. The Council contirmed the terms of settlement with the 
company as mentioned, and granted the sum of £1,000 for the 


purpose. 
Turton.— The following scale of charges for energy has 
been adopted by the U.D.C, :— 


Power :—First 1,000 units per quarter, IId. per unit; beyond, Id., except for 
two hours per day, when the charge is to be 2d., the hours to be between 7 p.m. 
and 9 p m. inthe summer, and 5 p.m. and 7 p.m. in the winter. Heating and 
(Cooking: — Where electric light is used in the house, ld. per unit, and 14а. 
during the two hours specified above. The minimum charge for any consumer 
is fixed at £1 per annum, 


Ticehurst (Sussex).—The Crowborough District Gas Co. 
have informed the R.D.C. that they intend applying to the B. of T. 
for a prov. order for E.L. within a portion of the Council's area. 


Tilbury.—A prov. order for electric lighting is to be 
applied for by the City of London Electric Lighting Us . 1 the 
U.D.C. has invited the company to send a representative .o discus. 
the matter. 
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venezuela. —It is planned to erect an electric light and 
power station at La Victoria, in Venezuela, to serve the districts 
of Maracay, Tejerias, Turmero, Cagua, San Mateo and El Consejo. 


Walthamstow.—The working expenses of the electricity 
undertaking for the year ended March 31st last amounted to 
£18,377, and the income was £34,833, leaving to be carried 
to net revenue account £16,455. The sale of current by meter for 
power and lighting realised £18,880, while that for public lighting 
amounted to £5,298. 27,405 was realised by the sale of current 
for traction purposes at 1}d. per unit. The number of units 
generated totalled 5,843,488, the amount sold being 4,701,664. Of 
this latter number 538,226 were for street lighting; 1. 196.478 for 
traction (including 11,542 for lighting the route); and 2,966,960 
to private constmers by meter (1,061,013 for lighting and 1,905,947 
for power). There was a total of 843,379 units unaccounted for. 
The total maximum supply demanded amounted to 1,525 KW. for 
lighting and 400 Kw. for traction. . 


Wareham,—At a meeting of the T.C. on July 5th, a 
letter was discussed from Mr. Sydney Morse, with formal notice of 
an intended application by Messrs. J. A. & W. T. Purves, for a pro- 
visional order. 


Warrington.—The T.C. has rescinded the scale of 
charges for the use of electric power adopted on March 5tb, 1907, 
and substituted the following :—Rate to consumers having motors 
running continuously, not less than 650 hours per quarter, 1,000 
to 2,000 units per quarter, ld. ; 2,001 to 4,000 units, ‘98d. ; 4,001 
to 6,000 units, 96d. ; 6,001 to 10,000 units, “94d. ; 10,001 to 14,000, 
‘93d, ; 14,001 to 18,000 units, 90d. ; 18,001 units and above, 88d. 
Consumers who run motors continuously day and night are 
allowed Id. per unit off the above scale. The charge for heating 
and cooking purposes was fixed at 1d. per unit. 


Watford.—The R.D.C. has been informed that prov. 
orders for E.L. for the parish of Chorley Wood are to be applied for 
by Mr. Fisher, of Chorley Wood, and the Colne Valley Electricity 
Co. and the question of consent is to be considered at a future 
meeting of the Council. The Northchurch E.L. and Power Co. has 
also applied for consent to supply current within the parishes of 
Rickmansworth and Watford Rural, but in view of the fact that 
electricity might be supplied from Watford, consent has been 
withheld for the present. 


Weymouth,—A L. G. B. inquiry has been held into the 
Council's application for sanction to borrow £7,500 for the elec- 
tricity undertaking. The Council has decided to erect a 220-Kw. 
Diesel engine set, costing £5,000. The other £2,500 is required for 
mains and services. 


Whitworth.—The U. D. C. has decided to invite the 
Rochdale Electricity Committee to arrange for a canvass of the 
district in order to ascertain the approximate demand for elec- 
tricity. 

Witham (Essex).—Under agreement with the U.D.C. 
steps are to be taken by Messrs. Crompton & Co., Ltd., to provide an 


electricity undertaking for the town. A local syndicate will be 
formed. 


Woodford (Essex).—Mr. W. Pressland has informed 
the U.D.C. that he intends applying to the B. of T. on behalf of 
a company for a prov. order. 


Worksop.—The U.D.C. has received the sanction of the 
L.G.B. for a loan of £2,595 for additional plant for the electricity 
works. 


TRAMWAY and RAILWAY NOTES. 


Birkenhead.—The T.C., on July 10th, considered the 
recommendation of the Tramways Committee, that the tender of 
Messers. Siemens Bros. Dynamo Works, to supply and deliver six 
tramcars (with bodies built by Messre. Hurst, Nelson & Co., Ltd., 
of Motherwell) be accepted for the sum of £4,374. The cars are 
double bogie, with a seating capacity of 60 passengers, and are 
intended for use on the New Ferry route, between the Woodside 
terminus and Port Sunlight. The original tender of Siemens Bros. 
in March last for six cars was accepted by the Council, but owing 
to allegations that the Committee had withheld from the Council 
certain matters which ought to have been disclosed, but had not, 
the whole question was referred back for special consideration by 
the Committee. Councillor E. T. Coston, in now moving tbe 
recommendation, explained that it was identical with the one 
rejected by the Council two months ago. A week afterwards the 
Committee met on the matter, and the majority came to the con- 
clusion that they could do nothing but stand by the firm whose 
tender was accepted in March last. The Committee had under con- 
eideration small single-track cars and trailers, but after negotia- 
tion with the B. of T. the idea was dropped. After the alternative 
tender had been considered and rejected, the Committee returned to 
the original tender for the 60-passenger cars, the equipment of which 
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would be up-to-date, and he did not think the Council would throw 
over Messrs. Siemens Bros. for the paltry difference of £2 168. per 
car between theirs and another tender. An amendment to take the 
minute back for further consideration was supported by Councillor 
Farnival, who advocated the acceptance of a local firm's tender, in 
the interest of local employment. The amendment was rejected 
by 27 votes against 3, and the recommendation was agreed to. 
The question of establishing tramway communication between 
Birkenhead and Wallasey was raised ona motion by Councillor 
Webb, but it was shown that the question was already under the 
consideration of a special committee appointed some months ago. 


Blackpool.—Arising out of a request to give moral 
support to Blackpool tramway men in their trouble with the Cor- 
poration, it was suggested at Accrington Trades Council, on 
July 10th, that delegates should be sent to Blackpool, at the 
Council's expense, to hold| street-corner meetings and persuade the 
people of Blackpool to help themselves by returning Labour candi- 
dates at the November electione. Lancashire holiday makers, it 
was urged, could not be expected to boycott the tramcars at 
Blackpool by walking the length of the promenade. The Council 
passed a resolution recommending Accrington visitors not to use 
Blackpool tramcars, and protesting against Blackpool Town 
Council's treatment of the tramway men. 


Chester-le-Street (Co. Durham).—The local Rate- 
payers’ Association has passed a resolution urging the Councils 
concerned in the tramway question, to run the trams themselves 
instead of inviting a company to do so. : 


Continental Notes, —IIOLLAN H. — The Amsterdam T. C. 


has been authorised to construct three more electric tramways to 
complete the system in that town. The conetructional cost will 
be over £33,000, Fifty new electric cars will be bought, 37 of 
which will be used on the new sections. : 

According to a report (says the Financial News), the A.E.G. has 
succeeded in obtaining the concession for the construction of an 
electric railway from Vaals, ria Guelpen, to Mastricht. The cost of 
construction is estimated at 1,200,000 gulden, towards which the 
Government is said to have conceded & State subsidy amounting to 
325,000 gulden, 

ITALY.—The Italian State Railway authorities have decided to 
electrify the railway between Rome and Ancona, a distance of about 
190 miles. The waterfalls at Fabriano and Terni are to be utilised 
in the generation of the necessary electrical energy. 

A new electric tramway has lately been completed and opened 
for trattic between Como and Erba. 

The Carrett, Ufficiale (Rome) publishes a decree authorising 
La Società Les Tramways de Palerme to construct and work , 
five sections of electric tramway in Palermo. Hoard of Trade 
Journal, 

TURKEY.—According to Turkish newspapers a small electric 
station is to be shortly established at Kabatache to supply driving 
current for the Galata to Ortakeng tramway pending the construc- 
tion of the central station at Silinghtar. This tramway will start 
working on August 23rd, and will probably be extended to the 
Place Emine-Enu (Stamboul). 

The Conseil Général of the Pyrences Oriental has decided to grant 
authorisation to any person or company prepared to undertake at 
its own charges the preliminary studies for the second network of 
local railways, comprising four lines, and optionally any others 
which may be required, the plans and estimates to be submitted on 
or before the last day of February, 1013. 

AUSTRIA.—The surveys for an electric railway from Pola to 
Fasana, projected by the Istria Electricity and Railway Co., have 
been sanctioned by the Austrian Ministry of Railways. 

SraIN.—Somewhat leisurely the Spanish Government has at last 
accorded its sanction for the extraction of water from the Rivers 
Carol and Segre for the generation of current for the working of 
the projected railway from Lerida to the French frontier at 
Puycerda.—La Lumière Electrique. | 


Hertfordshire,—The Light Railways Committee аге 
recommending the County Council to affix its seal to an agree- 
ment with the Metropolitan Electric Tramways, Ltd., as to the lease 
to the company of the light railways from the Middlesex County 
boundary at Bushey, through Bushey and Watford, as proposed to 
be authorised by the order now before the Light Railways Com- 
missioners, | 


Heywood,—In his annual report the tramways manager 
(Mr. J. Stott) states that the total revenue from the tramways for 
the year was £11,519, and the total expenditure £7,408, leaving a 
gross profit of £4,141. 


London.—Lord Aberconway will lay the foundation 
stone of the new Baker Street Station for the Metropolitan Railway 
on July 24th. The work of completely reconstructing the station 
shows substantial progress, and it is hoped that, by the end of the 
year, the new station will be complete. | 

In place of the single line of metals, over whicb, at the present 
time, the whole of the through traffic from the St. John's Wood 
line to the Inner Circle has to be worked, the widening scheme will 
provide for a central double track, which will lead through to the 
Circle lines, and there will be two bays or dead-ends. This will 
facilitate the dealing with a very much larger number of through 
trains from Harrow and beyond to the City. The platform area 
will be considerably increased by two island platforms 375 ft. long 
and 35 ft. wide. The additional lines have necessitated the re- 
placement of the old tunnel between Baker Street and St. John's 
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Wood Stations by & covered way of heavy girders, the biggest 
weighing about 54 tons, and reinforced concrete. In opening out 
the 560 ft. of this tunnel, a number of important sewers and water, 
gas and electric mains had to be diverted, and since the work of 
demolition had to be carried out in working hours, a special 
shield formed a temporary lining to the tunnel, and capable 
of being moved from section to section as the work progressed, 
had to be built. The permanent way will be relaid with 95-lb. 
rails. The signalling system will be all-electric, and a 37-lever all- 
electric frame box will be substituted for the existing signal 
cabins. In the signal boxes will be illuminated diagrams, which 
will show the operator at a glance the position of any train in his 
neighbourhood. 

The London Electric Railway Co. has further accelerated its train 
service on the Hampstead tube railway by running 44 trains per 
hour. Thus, 604 trains enter and leave Charing Cross Station daily. 
Counting each twice for signalling purposes, 1,208 trains are 
" worked" in and out of the station. The previous record for 
frequency of service on this or any other railway was 40 trains per 
hour, or a train every 90 seconds. The present service, however, 
provides one train every 82 seconds. Theadvantage to the passengers 
at Golder’s Green, Highgate, and other stations is that there are 
four more trains per hour, and each train passes at least one station 
without stopping. In addition to increasing the frequency of the 
trains, the new service reduces the running time as follows :-— 
Golders Green to Charing Cross, 1&4 minutes; Higbgate to 
Charing Cross, 154 minutes, as against 1:4 minutes and 164 
minutes respectively on the former service.— Standard. 

Owing to a failure of current at the Lot's Road generating station 
of the Underground Railways of London, Ltd., on Monday last at 
8 p.m., all the trains suddenly came toa standstill. and lights failed 
on trains running east and west on the District Railway, the 
Charing Cross and Hampstead Tube, and the Piccadilly and 
Brompton Tube. Thousands of travellers were held up in trains 
in the tunnels, Lights at the stations aleo failed. After half an 
hour's deluy the fault was remedied, light was restored, and the 
trains began to move, and by 9.15 everything was in perfect 
working order.— Daily Telegraph, 

HAMMERSMITH.—In reply toa question in the House of Commons 
by Sir William Bull, Mr. Buxton stated that complaints had been 
received as to the condition of the tramway track in Hammersmith 
and of that part of the road which was repairable by the tramway 
company, and an inspection thereof had been asked for. The 
position wae, however, peculiar; the company's undertaking in 
Hammersmith was being acquired by the London County Council, 
and when the :purchase was completed the track would be relaid. 
The purchase price had to be fixed by arbitration, and the 
arbitrator's award had already been issued. As regarded the actua] 
state of the track and roadway, a referee was appointed by the 
Board of Trade in November last on the application of the 
Hammersmith Borough Council, to determine certain points as to 
the manner in which the track and roadway had been maintained, 
and his determination, which was issued in May, was in favour of 
the tramway company. There was no foundation whatever for the 
suggestion that there had been any remissness on the part of the 
Board of Trade. It must be evident that no inspection which they 
could order could affect the position. as there was no question that 
the present condition of the road and tracks was unsatisfactory. 

The directors of the East London Railway Co. say in their report 
that the electrification of the line was commenced in the spring, 
and the progress made is quite satisfactory. 


Monmouthshire.—The proposal to install a system of 
railless traction in the Western Valleys of Monmouthshire is taking 
concrete shape. It is suggested that the service should extend 
from Abercarn to Brynmawr, a distance of about 15 miles. A 15 
minutes’ service during three hours of the day and a 20 minutes’ 
service during the remainder of the running period is proposed. 


New Zealand.—Curistcnurcn (N.Z.).—The Electric 
Tramways during the year ending March 31st, 1912, earned a 
profit of £2,531. The gross revenue for the 12 months totalled 
£124,017 and operating expenses £74,041, leaving the sum of 
£49,975 as net earnings. Of this sum, interest and sinking fund 
absorbed £25,475, whilst for depreciation, fire, reserves, and renewals 
£22,200 has been set aside. The number of passengers carried 
during the year was 15,183,108, and the car-mileage run was 
2,131,111 miles. The operating cost per car-mile was 8'28d., as 
against 9°05d. in 1911. | 

DUNEDIN.—The revenue of the tramways for the year ended 
March 31st amounted to £71,762, being an increase of £795 over 
the previous year. The total expenditure amounted to £65,642. 
representing an increase of £4,280,of which working expenses 
account for £3,541. The net result is a profit of £3,119, as 
against £6,601 for 1911. During the year expenditure on capital 
account for extensions and new property was £11,122, and this, 
together with the contribution of £2,000 to the municipal funds, 
has necessitated a corresponding increase in the bank overdraft, 
which on March 31st stood at £13,483. 

WELLINGTON.—The total revenue from the tramways for the 
year ended March 31st was £138,709, as compared with £133,708 
for the previous 12 months. The working expenses were 499.900. 
leaving a balance of £34,800 to be carried to net revenue account. 
The allotment of the £38,500 was as follows:—'lo interest, 
£18,935 ; sinking fund, £4,794; depreciation, £13,829; leaving 
£1,242 to be carried to the appropriation account, as compared with 
£5,646 last year. 


Southampton,—Additions are to be made to the tram- 
car dep6t at Portewood, at an estimated cost of £800. The work 


of laying a double tramway line between Four Posts and Bourne 
Road is to be carried out by Mr. J. Douglas on the terms of his 
existing contract for the reconstruction works now in hand between 
Grove Road and Shirley. 


Stourport.—The B. of T. has informed the U.D.C. that 


it intends renewing for seven years the power of the Electric Tram- 
way Co. to run tramcars between Kidderminster and Stourport. 


Tasmania, — The Devonport Municipal Council has 
instructed the town electrical engineer (Mr. G. H. Lofts) to report 
on an electric tramway scheme of 13 miles.— Mining and Eng. Renew, 


Torqua y.—4At the last meeting the Council was informed 
that the contract for supplying electricity tothe tramways company 
expired at the end of this month. After correspondence with the 
company. it had been decided to arrange & conference in London 
with a view to settling future terms. It was agreed that for the 
first 550.000 units the company should pay 1id. per unit, and for 
any additional energy in the same year 1:0. The minimum pay- 
ment of the company was fixed at £4,000. The agreement was to 
be in existence for eight years from August Ist. The committee 
had also agreed to act as “stand-by " to Paignton. 


Weston-super-Mare, — The Weston-super-Mare and 
District Electric Supply Co., Ltd., have intimated their intention to 
apply to the В. of T. for a further extension of time for a period 
of two years for the completion of the tramways authorised in 1900. 


Willesden.—Owing to complaints having been received 
as to the variable nature of the direct-current supply from Taylor's 
Lane. the Electricity Committee has decided to carry out the 
following works to overcome the difficulty :— Erection and con- 
nection of a new feeder pillar (estimated cost), £75 ; extensions to 
several mains, £633 ; erection and connection of two 60-ampere 
C. M. B. or similar balancers. The electrical engineer reports that 
the Duplex and General Bearing Co. contemplate erecting large 
works near Oxgate Lane, and will require to be supplied with 
about 80 n H.P, asa day load, which would be doubled during lighting 
time, with a night load of about 40 B.H. p. The company will 
transform the current at their works and the amount supplied 
will probably be 250,000 units per annum. This will involve 
an extension to the high-tension feeder to the transformer chamber. 
at a costof £630. In the event of the proposed works being 
erected, the work of extending the mains is to be carried out. 


TELEGRAPH and TELEPHONE NOTES. 


Telephone Communication with Ireland.—In view 
of the inefficient working of the telephone communication between 
the South of England and Ireland, which has to go through the 
cable between Stranraer and Donaghadee, the Post Office is taking 
steps to Jay a telephone cable from North Wales to Dublin. 


Solar Radiation and Wireless Telegraphy.—In an 
article contributed to the Zleefrical BHeriew and Western Elec- 
trician of July 6th, Dr. Nikola Tesla denies that the adverse effect 
of sunlight upon wireless transmission is due to the ionisation of 
the atmosphere by the sun's rays. He holds that the transmission 
takes place by conduction through the substance of the earth, and 
not by Hertzian radiation, and ascribes the weakening effect of 
sunshine upon the signals to the evaporation of water on that side 
of the earth which is turned towards the sun, the vapour carrying 
off more or less of the electrical charges imparted to the ground. 


North Borneo.— The British North Borneo Co. js con- 
eidering the installation of wireless telegraph stations in connection 
with the coal mines at Silimpopon, and at other pointe in ite terri- 
tory, communicating also with the Imperial system that is to ke 
constructed. 


The Telephone Purchase.—On Wednesday Exchequer 
Bonds for £4,000,000 were issued, at 93} per cent., bearing interest 
3 per cent. and running for 18 years; the money is required in 
connection with the interim award in the arbitration between the 
Post Office and the National Telephone Co., Ltd. The details of 
the award, which was made on ев at the request of both 
parties, were not disclosed. 


CONTRACTS OPEN and CLOSED. 


OPEN. 
Aberdare.—July 29th. (v) Additional plant at the 


generating station; (^) construction and equipment of tramways 
and railless system for the U.D.C. See "Official Notices“ July 5th, 


Ashton-under-Lyne.— July 20th. One 400-Kw. motor- 
generator, one fuel economiser, two boiler feed pumps, coal elevator 


and 5 and anh elevator, for the Corporation. See Official 
Notices July 5th. 
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Atherton.—July 31st. One 250-Kw. single-phase trans- 
former, for the U.D.C. See “Official Notices to-day. 


Australia,—W EsSTERN AvsTRALIA.—July 31st. Post- 
master-General's Dept. Telegraph and telephone material. See 
"^ Official Notices June 21st. 

New SOUTH WALES.—August 28th. Common-battery and auto- 
matic switchboards, for Newton, Glebe and Balmain, for the Post- 
master. General's department. See Official Notices to-day. 

SOUTH AUSTRALIA.—October lst. Telephone switchboards at 
Unley, Adelaide, for the Postmaster-General's department. See 
" Official Notices " to-day. 

October 1st. — Telephone switchboards at Norwood, for the 
P.M.G.'& department. See Official Notices to-day. 

October 22nd.—Telepbone switchboard at Port Adelaide, for the 
Р.М.С.'в Department. See "Official Notices to-day. 

VICTORIA.- -October 22nd. Fourteen sections of common-battery 
multiple switchboard, for the P.M.G.'s department. See Official 
Notices to-day. 

August 6th.— 9,200 yd. of 2 вд. in. concentric cable, and 2,200 yd. 
of ‘1 sq. in. concentric cable for the Melbourne City Council. See 
" Official Notices " to-day. 

TasMANIA.—August 26th. Accumulators for main telegraph 
circuits and motor-generators for the P.M.G.'s Department. See 
Official Notices " to-day. 


Barnsley.—July 20th. Electric wiring and fittings at 


the Workhouse. Mr. C. J. Tyas, clerk to the Guardians, Union 
Offices, Pitt Street. 


Belgium.—July 27th. The Belgian Post and Telegraph 
authorities at La Bourse, Brussels, are inviting tenders for the 
supply of a quantity of material required m connection with the 
erection of new telegraph and telephone lines. 


Bradford.—July 30th. Electric lighting and sundry other 
work for the new premises of the Bradford District Bank in Com- 
mercial Street and Cheapside, Halifax. Messrs. Richard Horsfall 
and Son, architects, 224, Commercial Street, Halifax. 


Bridlington,—July 24th. Wiring on the **Stannos" 
system of the new extension buildings of the Grammar School. 
Borough Electrical Engineer. 


Bristol.— July 22nd. Coal-elevating and conveying 


plant at the Avonbank electricity works, for the Corporation. See 
Official Notices" July 12th. 


Canada.— August Ist. Опе 500-Kw. steam-driven 


generating set, for the City Commissioners, Moose Jaw, Sask. 
See Official Notices’ July 12th. 


Dublin.— July 24th. The South Dublin Guardians 
invite tenders for electric motors for driving the laundry and bake- 
house machinery. Specification can be seen at the office of Mr. 
John P. Condon, clerk of the Union, 1, James’s Street Dublin. 


France.— The Paris, Lyons and Mediterranean Railway 
Co. are, eays Lu Lumière Electrique, about to place, shortly, an 
order for 1,598 goods wagons. 


Germany.—The municipal authorities of Bremen are 
about to invite tenders for the supply of a new 3.200-K W. steam 
turbine and alteinator for the exteneion of the central electric 
lighting station. 

July 22nd.—The Tramways Department of the Dresden Munici- 
pslity is inviting tenders for 25 electric tramcars and 25 trailing 
cars. 


Hull.—July 31st. Steam and water pipes, pumps, &c., 
for the Corporation Electricity Department. See Official Notices” 
to-day. 


Hungary.—ELEK (Arap).—July 31st. The authorities 
of Elek, county of Arad, Hungary, are prepared to receive tenders 
for a concession for the establishment and working of a generating 
station in the town. Particulars of the Magistrat, Elek. 

VERSES.—August 4th. Tenders are invited for a concession for 
the erection and working of an electric installation in the town. 
Particulare, Magistrat, Verses. 


London. — ISLINGTON. — July 24th. One 3,000-Kw. 
steam turbo-alternator, with exciter, condensing plant, switch- 
gear. piping, &c., for the B.C. See “Official Notices" June 14th. 

LC. C.- July 30th. Electrical installation at the County Secondary 
School, Streatham. See Official Notices to-day. 


New Zealand.—August 16th. Electric motor and 
induced-draught fan for Christchurch City Council. Tenders to City 
Surveyor. Deposit £5. Copy of specification can be seen at Board 
of Trade Commercial Intelligence Department, London, E.C. 


Portsmouth.— July 24th. Coal (other than Welsh), 


for the Corporation electricity supply department. Engineer, 
Electric Lighting Works, Gunwharf Road, Portsmouth. А 


Salford.—July 25th. Electric light, telephone and fire 


slarm installations at the Union Infirmary, Hope, Pendleton, for 
the В. of G. See Official Notices July 5th. 


Spain.— July 28th. Tenders are being invited by the 
municipal authorities of Toledo for the concession for the electric 
lighting of the town during a period of ten years. 


The municipal authorities of Tudela de Duero (province of 
Valladolid) have lately invited tenders for the concession for the 
electric lighting of the town during a period of ten years. 


Sunderland,—August 1st. Two steam-driven boiler 
feed pumps, one air compressor, one motor-driven centrifugal pump, 
pipework and valves, for the Corporation. See Official Notices“ 
to-day. 


Swansea.—July 30th. Alterations and additions to 
auction and discharge pipes, work for suction chambers, strainers’ 
&c., for the Corporation Electricity Department. See Official 
Notices to-day. 


Walsall.—July 30th. High and low-tension switchgear 
for the Corporation. See Official Notices " July 12th. 


Walthamstow,—July 19th.  Extra-high-tension and 
low-tension cables, for the U.D.C. See Official Notices July 5th. 


West Ham.—aAugust 1st. Electric light installation 
(800 points) at the Forest Gate Sick Home, for the В.С, See 
" Official Notices to-day. 


CLOSED. 


Australia.— The following acceptances of tenders are 
notified by the Australian Mining Standard :— 
PERTH.— Postmaster- General's department :— 


Four steel towers, 40 ft., at £18 cach; two steel towers, 55 ft., at £25 each.— 
W. D. Moore & Co., Fremantle (W.A.). 

2 miles 1,066 yds. 2-ft. cable, paper-insulated, lead-covered, 208 pair, at 
£526 per mile, £1,897; 627 уаз. cable, paper-insulated, 104 pair, lead- 
covered, at £326 per mile, £116.—British Insulated and Helsby 
Cables, Ltd. 


SvpNEY.— Postmaster-General's department :— 


7,500 insulators, porcelain, pattern “ А," at 5:48d. each; 9,C00 insulators, 
porcelain, pattern " B," at 2 23d. each.— British and Foreign Indent Co., 

2 miles wire, tinned copper, No. 18 L.8.W.G., vulcanised indin-rubber, 
insulated, taped and braided (black), at £9 188. per mnile.— Lawrence 
and Hanson Electrical Co., Ltd. 

Machinery, &c., required in connection with the electrical installation on 
H. M. A. Boys’ Training Ship Tingira :— One 64-Kw. generator, £155; 
one 111-kw, generator, £185; connecting same to steam, £74; overhaul 
of SOL £t9; reorganising switchboard, £67, £640.— Gibson, Battle 
and Co. 

Installation of synchronised clocks at Royal Military College, Duntroon, 
£2741.— Ingram Bros., Melbourne. 


Belgium.—Seven concerns, six German and опе 
Belgium, submitted tenders to the Belgian Post and Telegraph 
authorities in Brussels last week for the supply and laying of tele- 
phone cables in the town of Huy. The lowest offer was that of the 
Société A. E. G. Union Electrique. 


Bradford, — Alterations at 
College :— 


34- rni. . motor. Brown, Boveri & Co., Ltd., £64. 
Replating old batterv.— Chloride Electric Storage Co., Ltd., £19 10s. 
Electrical wiring of college main building.—Collinson Bros., £476 105. 
The Tramways Committee has accepted the offer of the Ramsome 
ver Mehr Machinery Co., to supply an electrically-driven No. 0 
concrete mixer for the Permanent Way Department, at £225. 


Bury St. Edmunds.— The T.C. has accepted the tender 
of Messrs. Ridley's Coal and Iron Co., of Bury, for Bolsover Mans- 
field hand-piched steam coal, at £1 08. 5d. per ton. 


Municipal Technical 


Croydon.—The County Council has accepted the tender 
of Mr. C. Sedgwick, at £149, for the erection of an electricity sub- 
station at Mint Walk. 


Fleetwood.—Mr. R. Barron, of Fleetwood, has secured 
the contract for the electrical work at the new storage house of the 
Fylde Ice &nd Cold Storage Co. 


Government Contracts.—The following tenders have 
been accepted during the past month by the Government Depart. 
ments named :— 

WAR OrrIcF. 
Electric cable.— Hcoper's Telegraph & India-Robber Works, Ltd. 


IN DIA OFFICE, STORE DEPT. 
Accumlators,—Pritchetts & Gold; 
Cable. — Siemens Bros. & Co. 
Cells. — Siemens Bros. & Co. 
Pumps. — British Westinghouse Electric & Manufacturing Co. 
Switchboards.— British Thomson-Houston Co. 


Crown AGENTS FOR THE COLONIES. 
Electric cranes.—Babcock & Wilcox, Ltd. 
OFFICE OF WORKS. 


Fuse and switchboards.—Baxter & Caunter; 
Accessories Co, 


Electric and Ordnance 


GENERAL Post OFFICE» 

Telephonic apperatus.—British L. M. Ericsson Manufacturing Co.: London 
Electric Wire Co. and Smiths, Ltd.; Peel-Conner Telephone Works, 
Ltd.; Sterling Telephone & Electric Co.; Western Electric Co. 

Telephonic cable.— Callender's Cable & Construction Co.: W. T. Henley's 
Telegraph Works Co.; Jobnson & Phillips, Ltd. ; Siemens Bros. & Co. ; 
Western Electric Co. 

Enamelled steel conduit.— Armorduct Manufacturing Co. 

Telephone exchange equipment, Margate.- Peel-Conner Telephene Works. 

Telephonic wire.—' T. Bolton & Sons, Ltd.; British Insulated & Helsby 
Cables, Ltd.; C. Macintosh & Co.; Shropshire Iron Co. 


COMMISSIONERS OF PUBLIC Мовкв, IRELAND. 
Electrical?works and supplies, Dublin district.— W. Coates & Sons, Ltd. 


— ö.—— . . (lw 22 PG 


100 


THE ELECTRICAL REVIEW. 


[vol. 71. No. 1,808, JULY 19, 1912. 


Holland,—The A.E.G., of Berlin, is reported to have 
received a concession for the construction of an electric tramway 
from Vaals Guelpen to Maastricht. The estimated expenditure 
amounts to £100,000, inclusive of the contribution of 227,000 
granted by the Dutch Parliament. 


Huddersfield,—For electrical work at the new Yeomanry 


Drill Hall being erected at Huddersfield, the tender of Messrs. E. 
Bould & Sons has been accepted. 


Liverpool.—The Mersey Docks and Harbour Board of 
Liverpool have ordered from Bir W. G. Armstrong. Whitworth 
and Co. four electric cranes with large radius jibs, fitted with the 
Musker-Davison patent luffing gear. 


London,—L.C.C.—The Fire Brigade Committee recom- 
mends that one of the horsed turntable long ladders in use in the 
fire brigade be converted into an electrically-driven appliance, and 
that the offer of Cedes Electric Traction, Ltd., to do the work 
for £410 be accepted. The other tenderer, Messrs. Henry Simonis 
and Co., quoted £780. Each firm promises to deliver in four 
months, and proposes to sublet the battery contract to the Tudor 
Accumulator Co, Messrs. Simonis would have obtained the chassis 
from Nuremberg, while the Cedes company will conetruct them at 
their works at Stamford Hill. It is proposed by the Committee 
that the six ladders in use shall be so converted by fitting electric 
motor chassis as and when opportunity occurs. It is stated that 
"these appliances are very heavy, and it is only with considerable 
difficulty that they can be taken to a fire at a good speed by a 
single pair of horses. 

The following tenders were received by the Fire Brigade Com- 
mittee for the electric lighting of the Dulwich and Greenwich fire 
stations, the two stations next in order for installation. Tenders 
were invited from five firms in each case :— 


(1) Dulwich бге station 


C. Н. Cathcart 2 Со. .. - е (recommended) £150 
Tilley Bros Ки d - is ge э ee 169 
Tredegar & Co. E T se s ee 182 
G. Harland Bow den & Co. oe iis “a ee E .. 230 
John Barker & Co., Ltd. - єє 253 


Chief engineer's aimata; £172. 


(2) Greenwich fire station— 


6. Weston 2 Sons, Lid. re 


(recommended) £145 
E. Newbald & Co. e .. 169 


W. J. Fryer & Co. Е ви Ma 2: P . . 176 
Stegmann * Co. ео es ee ee ee oe 188 
. Malcolm & Allan, Ltd. ЖОР ә .. 901 


Chief engineer's estin te: £151. 


The Highways Committee recommends the acceptance of the 
tender of Messrs. Kerridge & Shaw, at £32,722. for the reconstruc- 
tion of the horse-car shed at Cressy Road Hampstead. 

HOLRORN.— The B.C. has accepted the tender of Messrs. Barlow 
Bros. & Co., at £61, for electric light installation work in the 
Shaftesbury Avenue public convenience. 

The Metropolitan Water Board has accepted the tenders of Messra 
Falk, Stadelmann & Co. and the General Electric Co., Ltd , at £44 
and £87, for electric light fittings, including inspection tees and 
elbows, drawn wire lamps, \c., and the supply of one slate switch- 
board, two generator panels, and one power panel, respectively. 

BERMONDSEY.— The B.C. has accepted the quotation of Mesers. 
Crompton & Co.. Ltd., at £45, for two field coils for pump motor. 

HAMMERSMITH.—The Electricity Committee recommends that 
the tender of the Univereal Steam Trap Syndicate, Ltd., for 19 
traps, for £65, be accepted. . 

The following tenders for high and low- tension electric supply 
cable were received :— 


Price Prices for ensuing 12 months. 
quoted — — — —L— — = 
for Basis Tendered Tendered 


quantity priceof price, with 


price, with 
C'ass of = now 


copper copperat £75 copper at £85 


Name. cable. required. per ton. per ton. per ton. 
Eico. Engineerieg and . 

Equipment Co. .. Swiss £600 £84 £678 £602 
General Electric Co... ]ltalian 608 60 657 692 
Standard Cable Mann- | 

facturing Co. . German 619 81 595 685 
Union Cable Co. . German 653 81 636 664 
Aubert, Grenier & Co. Swiss 669 8⁴ 609 _. 678 
Western Electric Co. British 681 81 662 691 
British Insulated and 

Helsby Cables, Ltd. УЯ £90 80 614 767 
Johnson & Phillips .. К 697 81 677 707 
Jas. Littauer* .. .. Austrian 697 86 — 691 
Biemens Bros... . British 701 81 683 714 
W. T. Glover & Co. .. > 701 81 682 712 
W. T. Henley's Теје. 

graph Works Co. .. 704 B2 634 713 
R. R. Todd "e French 712 81 604 724 
Callender's Cable Co. British 718 8l 701 730 
Connolly Bros. ы» " 719 81 102 729 


* Tender withdrawn. 


The Committee recommends that the tender of the Electrical 
Engineering & Equipment Co., Ltd., at £600 10e., for the cable now 
required, and aleo for the supply of cable as specified for the 
ensuing 12 months, be accepted. 

STOKE NEWINGTON.—The D.C. has accepted the tender of Messrs. 
Bruce Peebles & Co., Ltd., at & 1,720, for the supply of a 400-kw. 
motor converter. Other tenders received were from the British 
Thomson-Houston Co. Ltd., at £1,981. for а 4/500-K Ww. rotary 
converter, with transformer and booster : and the British Westing- 


house Co, Ltd. at £1.668, for a 400-KW. rotary converter. with 
transformer. 


River Plate.—Messrs. Siemens, Schuckert & Co. have 
secured the contract for the supply of electrical material to the 


National Asylums at Open Door" and Oliva. at about £5,000.— 
Reriew of the River Jute. 


Swinton and Pendlebury.—The tender of the British 
Westinghouse Co., at £86, for a steam generator set in connection 
with electric lighting at the destructor, has been accepted by the D.C. 


Sunderland,— The T.C. 
following tenders : — 


Aiton & Co.—Cast-iron pipes. 

Alley & MaelL,ellan.— Cast-iron sluice valves. 

General Electric Co. and Sleigh & Wood.-- Metal-filanient lamps. 
Bleigh & Wood.—Carbops. 


Н. E. Pitt.—Foundations and building work at Hylton Road electricity 
works. 

Herbert Morris, Ltd.—Travelling crane, 

Davenport Engineering Co.—Cooling tower. 

Ferranti, Ltd.— r.n.T. switchgear. 

Stewarts & Lloyd. Steel tubes. 


West Ham. — The T. C. has accepted the tender of Messrs. 


Newbald & Co., at £205, for the installation of electric light at 
Coleg rave Road School. 


Winchester.— The T. C. has accepted the following tenders 
for coal for a year for the electricity works: — Mr. R. G. Gifford, 
Norton Hill elack; Messrs. Bradbury, Son & Co., Ltd., Camerton slack. 


Worksop.— The U. D.C. has accepted the tender of the 


India-Rubber, Gutta-Percha and Telegraph Works Co., Ltd., for a 
switchboard, at C67. 


on Tuesday accepted the 


FORTHCOMING EVENTS. 


Association of Consulting Engineers.— Monday, July 22nd. 


General meeting. At 
4.40 p.m. At the I. E. T.. Embankinent, W. C. 


NOTES. 


Contractors“ Hydro-Electric Power Scheme. — At the 
new waterworks contract at Loch Arklet there is an interesting 
installation of hydro-electric power. The contractors, Messrs. 
Charles Brand & Son, of Glasgow, are constructing a dam across 
Loch Arklet, and boring a tunnel through rock to convey water to 
Loch Katrine. Loch Arklet is about 14 miles from Loch Lomond, 
and hilly ground separates there two lochs. The contractors have 
an aerial ropeway conveying all the material from a jetty at Loch 
Lomond to the contract works. The little Arklet stream is tapped, 
and the water led in steel riveted flanged pipes, 21 in. in diameter, 
along the side of the stream to a point 310) ft. above the level of 
Loch Lomond. Here the water is transferred to the heavy pressure 
pipes, 16 in. in diameter, which go down the side of the hill to the 
power house built close to the Lomond shore. This pipe enters 
the power house in two branches, to each of which is attached a 
Pelton wheel of 135 n.H.P. ; and these, again, drive two compound- 
wound electric generators of 80 Kw. each. The effective hydraulic 
head is 300 ft., and either, or both, Pelton wheels can be operated 
according to the power required. When working at full load about 
650 cb. ft. of water per minute is used. A very efficient governor 
is fitted to the turbines for speed controlling. When the full load 
is on, all the water from the nozzle is allowed to pass, and to 
diminish the load a deflector is automatically brought into opera- 
tion. The system of transmission is by direct-current generated 
at a pressure of 550 volts. Overhead copper wires distribute the 
current. The aerial ropeway is on the Bleichert principle. There 
are 22 steel lattice-work standards over the 14 miles of line, the 
highest of which is 35 ft. The longest span between standards is 
950 ft. An electric motor of 55 B. H. P. operates the ropeway, which 
is capable of carrying 40 tons per hour in single loads of 2 tons 
each. Electric power is used to drive the stone crushers, the 
concrete mixers and all the derrick cranes. . The air compressors at 
the dam and tunnel are driven by motors of 40 B. I. P. All the 
lighting is by electricity, and all the pimps and labour-saving 
appliances are electrically worked. Though the cost of this hydro- 
electric scheme has been considerable, the benefit gained by the 
contractors has been very great, and the economy in working has 
much reduced the wages bill. 


The Explosion at Bray.—We regret to say that the 
facts reported in our last issue have been confirmed: Mr. Coates 
was killed instantly, and though Mr. Sowter only lost one foot at 
the time, the othe? was so badly injured that amputation was 
necessary. As Mr. Sowter and Mr. MacDonnell were unable to 
attend the inquest on account of their injuries, details regarding 
the explosion are not yet available. 


The Electric Farm,—The diversified advantages of 
electricity are well exemplified in an “ electric farm " situate on the 
outskirts of Boston. U. S.A., and operated by the Boston Ediston Co. 
With the installation, the other day, of & 2-ton electric truck, its 
equipment was completed. Electricity does everything on this 
up-to-the-minute establishment. It cuts the fodder, milks the 
cows, washes the dishes, pumps the water, churns the butter, and 
finally takes the product of the farm to the city in an electric 
truck. It is thoroughly electrified, and is attracting considerable 
attention, for thousands of Boston people visit the farm every week 
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Tramwaymen's Athleties.— The athletic festival 
annually promoted by the Liverpool Tramways Employés’ Social 
and Athletic Society was held at the Green Lane Athletic Grounds 
on Thursday and Friday last week, when an attractive programme 
was presented. The Lady Petrie Cycle Challenge Trophy Com- 
petition (3 miles scratch) was won by T. Halliwell (Smithdown 
Road depot), so that Smithdown Road, who were the holders, retain 
the trophy. 


Litigation in Belgium,—The Belgian Court of Appeal 
has (according to the Moniteur des Intéréts Materiels) just given 
its decision in a patent action between the Allgemeine Electricitäts 
Gesellachaft, of Berlin, and the Société des Constructions Elec- 
triques, of Charleroi. The former sought to prevent the Charleroi 
concern from using the Knight and Potter improvements (patented 
in Belgium in July, 1892) of the Anderson controller (patented in 
England in December, 1889, but not patented in Belgium). The 
A Е.С. are the holders of the Knight-Potter patent rights, but the 
Court of Appeal held that their claim was not well founded, ага 
ordered them to pay damages to the Charleroi company in respect 
of the controllers they had seized. 


Fire at Buenos Ayres.—Part of the works of the 
"Deutschen Elektrizitaets-Gesellschaft," at Buenos Ayres, have been 


destroyed by fire. The damage is estimated at upwards of £75,000, - 
Annual Outings.—The annual outing of the Hull 


Corporation electricity department was held on Saturday last, a 
party of about 70 visiting Kirksmeaton. The chairman and deputy- 
chairman of the Electricity Committee, Mr. Bell (city electrical 
engineer) and Mrs. Bell, Mr. Magoris (chief assistant engineer) and 
Mrs, Magoris, were among those present. The afternoon was 
devoted to sports, the boiler house А team winning the inter- 
departmental tug-of-war contest. After dinner there was an air- 
riñe shooting competition. The prizes were presented by Alderman 
Hanger, chairman of the Electricity Committee. 

The employés of Messrs. A. P. Lundberg & Sons held their annual 
outing on Saturday last. The party, accompanied by Mr. G. Pegg 
(works manager), left London by early morning train for Hastings. 
The enjoyment of the party was greatly assisted by the arrange- 
ments carried out by the stewards, Messrs. E. Burrell, H. W. 
Boulted, and J. M. Hale. 


Mesers. Siemens Bros. Dynamo Works, lamp works’ staff and 
employés also went to Hastings for their annual outing on 
Saturday last. | 

On Saturday a party, numbering some 600 staff, employés, and 
friends, associated with the Robertson and Osram Lamp Works' Social 
Club held their annual outing. The party, which included 
Мезете, Wilson, Shepherd, and Dr. Grisel, Messrs. Jessop, Simmonds, 
(Sling, Pring, Collings, Hale, and Adams, journeyed from Addison 
Road to Hastings. Luncheon was served at the Metropole Hotel 
(Gilderslava), and afterwards there was a pleasant motor drive to 
Bodiam, where, after the old castle had been visited, tea was 
partaken of at the Castle Hote], Bodiam. The party motored back 
in the cool of the evening, and began the return trip to London 
from Hastings at 8.30. The weather, like the excursion and the 
arrangements generally, left nothing to be desired. 

The annual outing of the members of the staff of the Guildford 
Electricity Supply Co., Ltd., was held on Monday, July lat, when a 
first-rate trip was made to Brighton. At luncheon, which was 
partaken of at the Old Ship Hotel, the staff were joined by several 
guesta. Altogether a most enjoyable day was spent. 


On Saturday last the employés of Messrs. Macdonald, Syer & Co., 
Ltd., London, held their customary annual outing, visiting Margate. 
During the afternoon a successful sports meeting was held ; dinner 
жаз served at the West End Restaurant. 


First Meeting of the Point Fives.—The first meeting 
of the Point Fives took place in the Artists Room at Paganis on 
Saturday lagt. All the members turned up with the exception of 
Mr. Rowley Hill, who was unable to attend owing to ill-health, 
those present being Messrs. A. S. Blackman, W. H. Cooke, C. S. 
Davidson, Themas Roles, A. H. Seabrook (secretary), Н. F. Street, 
and Mr. J. H. Bowden, chairman. "With Mr. J. Horace Bowden 
as chairman there could be little doubt as to the success of 
the evening. The principle was adopted of appointing as chairman 
of the meeting the engineer of the undertaking first adopting the 
domestic rate of ‘5d. Mr. Bowden adopted it as far back as early in 
1909, thus he was the firet in the country. Mr. Street, of South- 


ampton, being the next in order of date to adopt the rate, was 


appointed chairman of the next meeting to take place early in 
December, with Mr. Cooke, of Luton, as vice. Considerable discussion 
arose as to the name to be adopted, the decision being eventually to 
leave it as at present—‘‘ The Point Fives.” What was significant 
during the discussion was a debate as to the actual figure to be 
used, as the general opinion was that 5 would not long remain the 
lowest price charged for domestic uses of electricity other than 
lighting. 5d. was, however, agreed as a good starting price, but not 
to be considered final in view of the knowledge which was being 
gained aa to the value of this class of load and its effects upon costa 
of production (including capital charges) It was strongly and 
unanimously held that no difference whatever was to be made as to 
the eligibility between company and municipal undertakings, the 
criterion being the price per unit charged for domestic cooking or 
cooking and heating. Mr. Seabrook was appointed hon. sec. It was 
further decided that the Society should remain of an informal 
character, and its meetings should be ín the form of occasional 
dinnera, and subsequent informal discussions. At the conclusion of 
the businees (necessitated by the méetitig being the first) a general 


discussion ensued as to tariffs, design of cooking apparatus, main- 
tenance and hire schemes, and what was, of course, the most | 
valuable, was the experience to date of each member, and his 
observations as to the effect of the cooking load upon the load 
curve and the cost of production. As to tariff, it was not generally 
agreed that a universal flat rate would be the eventual outcome of 
the present attention being paid to tariffs, but it was unanimously 
held that it was desirable and quite possible for a differential rate 
to be evolved with a universal secondary charge per unit of '5d. or 
lower, and & primary charge varying in accordance with the 
locality, the costs of production of each particular undertaking and 
the nature of the service required by the consumer. It was con- 
Bidered that the great difficulty to be overcome was the method of 
arriving at the primary charge, and its application in a convenient 
form to the consumer, and so framed as to bring in from each 
different class of consumer an approximately uniform rate of profit. 


Institution and Lecture Notes.— JUNIOR INSTITU- 
TION OF ENGINEERS.—About 100 members of the Junior Institu- 
tion paid a visit last week to the works of Marconi's Wireless 
Telegraph Co., at Chelmsford. Captain H. Riall Sankey, assisted 
by the officials of the company, conducted the party over the 
works; they were particularly struck by the perfect organisation 
and administration of the factory, and the ideal conditions under 
which the men of the company do their work. "The visitors were 
entertained to luncheon by the company. 


ROYAL SocrETY.—On Tuesday the Society celebrated the com- 
pletion of an existence of noless than 250 years. A reception took 
place on Monday evening in the rooms of the Society at Burlington 
House, and on Tuesday evening a banquet was held at which many 
distinguished guests were present. 


INSTITUTION OF MECHANICAL EN GINEERS.— The Belfast meeting 
will be held on July 30th and 3lst, in the hall of the Municipal 
Technical Institute, Belfast. The following papers will be read :— 
"New Graving Dock, Belfast: Mechanical Plant and General 
Appliances," by Mr. W. R. Kelly; "Rolling Stock in use on the 
principal Irish Narrow-Gauge Railways,” by Mr. R. M. Livesey ; 
“The Evolution of the Flax Spinning Spindle,” by Mr. J. Horner ; 
“ Wire Ropes for Lifting Appliances, and the Conditions that affect 
their Durability,” by Mr. D. Adamson; “ Reciprocating Straight- 
Blade Sawing Machines, by Mr. C. Wicksteed; ‘Commercial 
Utilisation of Peat for Power Purposes,” by Mr. H. V. Pegg. 


PHYSICAL SOCIETY ОЕ LoNDON.—AÀt the meeting held June 
28th, a paper on “Hysteresis Loss as affected by Previous 
Magnetic History," by Prof. Ernest Wilson and Messrs. B. C. 
Clayton and A. E. Power, was read by Prof. Wilson. As regards 
the importance of the subject to engineers, it may be mentioned 
that the watts dissipated by magnetic hysteresis may be increased 
by as much as 45 per cent., and the magnetising force by 85 per 
cent., on the values of these quantities that suffice when previous 
history effects have been wiped out. It would seem, therefore, that 
after severe short-circuits it might pay to demagnetise the cores of 
transformers, static balancers, «c. 


A paper on "Dielectric Hysteresis at Low Frequencies” was 
read by Prof. W. M. Thornton. The paper is an attempt to deter- 
mine from dielectric hysteresis loops the nature of the change of 
polarisation which gives rise to the absorption of energy. 


A paper on “The Efficiency of Generation of High-frequency 
Oscillations by means of an Induction Coil and Ordinary Spark- 
gap, by Prof. G. W. O. Howe and Mr. J. D. Peattie, was read by 
the former. The apparatus used was similar to that employed in 
small radio-telegraph stations. The input, output and efficiency 
were determined for various degrees of coupling, various aerial 
decrements, different lengths of spark- gap and with various primary 
voltages, the object being to determine the effect of these various 
factors on the working of a small radio-telegraph station. -Oscillo- 
graphic records of the primary and secondary currents of the 
induction coil explained the variation of input with spark length. 
This was shown to be due to the particular phase at the moment 
of "make" of the remanent current in the primary induced in it 
by the oscillations in the secondary produced by the last spark; 
this depended on the time which had elapsed since the last spark. 

A paper, entitled " The Self-demagnetisation of Steel," by Messrs. 
8. W. J. Smith and J. Guild, was read by the secretary. The con- 
stituents, iron and iron carbide, are easily traceable in annealed 
steel, owing to the differences between their magnetic properties. 
It is shown that the residual magnetism of short annealed steel rods 
is determined by the retentivity of the carbide, and that the residual 
polarity of the iron is negative. The iron may thus be said to con- 
tribute less than nothing to the residual magnetism of the rode. 

THE SARADAY SocIETY.—The annual general meeting was 
held on July 2nd, when the report of the Council and the state- 
ment of accounts and balance-sheet for the year ending December 
31st, 1911, were adopted. The following officers and Council were 
elected to serve for the ensuing yesr:-—-President: Dr. R. T. 
Glazebrook, C. B., F. R. S.; Vice.Presidents: G. T. Beilby, F. R. S., 
Prof. K. Birkeland, Sir Robert Hadfield, F. R. S., F. W. Harbord, 
Prof. Bertram Hopkinson, F. R. S., Alexander Siemens, Prof. James 
Walker, F. R. S.; Treasurer: F. Mollwo Perkin, Ph.D. ; Council : 
R. Belfield, Dr. H. Borns, W. R. Bousfield, K. C., Dr. J. A. Harker, 
F. R. S., Prof. A. K. Huntington, Dr. R. S. Hutton, Dr. T. M. Lowry, 
Dr. R. Seligman, Dr. G. Senter, Maurice Solomon. Mr. Leon Gaster 
and Mr. J. W. Hinchley were re-elected honorary auditore. The 
report states that the Council endeavoured to arrange a visit to 
Norway this summer to inspect some of the installations described 
by Mr. Scott-Hansen, but the response on the part of members has 
been so meagre that the visit may have to be postponed. Unfor- 
tunately it has not been found possible to obtain permission to visit 
sotne of the most interesting of the electrochemical works. 
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The Insurance Act,—One of the clerks in the 
employ of the electricity department of the Ealing Corporation has 
just escaped being compulsorily insured under the Insurance Act. 
His present salary is £160 per annum, and as some doubt seemed 
to exist as to whether he was compelled to come under the pro- 
visions of the Act, he applied for a small increase of salary to 
enable both himself and the Town Council to escape payment of 
the contributions, At last week's meeting of the Council the 
Electricity Committee brought forward & recommendation that the 
case be met by an increased salary of 10s. per annum. Councillor 
Marshall, supporting the action of the Committee, said the 
Insurance Act was such a glorious muddle, that he did not 
think there was anything dishonourable in assisting one of their 
officials out of an entanglement. The recommendation was carried 
by a substantial majority. 


Territorials at Falmouth.— The Lancashire Fortress 
(Electrical) Royal Engineers (Territoriale), under the command of 
Col. Harry Langdon, C.B.V.D., paraded on Saturday evening at the 
headquarters in Liverpool. After receiving their equipment they 
marched to Lime Street station, where they entrained for Falmouth. 
During the training the corps will be instructed in searchlight 
work, fortress engineering, signalling, Ac. 


Metric System.—The Government of Venezuela has 
adopted the metric system for official purposes, and has made its 
use obligatory in the Law Courts and other public departments. 


Name Wanted,—A correspondent asks for the name and 
address of the manufacturer of the “ Iota " lamp. 


Fuel for the Navy.—The 7% e understands that a 
Royal Commission will shortly be appointed to investigate the 
subject of fuel for the Navy and other matters connected with war- 
ship propulsion. ‘The problems connected with coal, gas and oil 
as fuel, with various kinds of prime movers, and with motor-driven 
vessels, are many, and demand thorough inquiry": therefore, the 
terms of reference may be very wide. 


Fatalities —Mr. Joseph Herbert Wragg, electrician, of 
Bromley Street, Sheffield, was crushed to death on Saturday at 
Messrs. Hadfield's Steel Foundry, Tinsley, Sheffield. A somewhat 
similar fatality occurred lately with a travelling electric crane 
at the Wolverhampton Corrugated Iron Co.'s great Mersey Iron- 
works, Ellesmere Port. 


A report appeared in Wednesday's papers to the effect that 
three men were killed by electric shock whilst bathing near an 
electric power station at Kriegletten, near Geneva. Details are 
wanting, and it is difficult to see how the accident could happen, 
unless perhaps an overhead conductor fell upon the bathers. 


Educational.—4Às a result of a new grant made by the 
London County Ссппсії, the Senate of the University of London 
bas appointed Dr. J. A. Fleming. F.R.S., Professor of Electrical 
Engineering, to teach at University College. 

UNIVERSITY OF MANCHESTER.— The session in advanced elec- 
trical engineering commences on October Ist. Further particulars 
are given in our advertisement pages to-day. 


Appointments Vacant, —Lecturer in electrical engineer- 
ing, for the Rutherford Technical College. Newcastle-on-Tyne 
(130); assistant lecturer and demonstrator in electrical engineer- 
ing, for the Battersea Polytechnic (£120); electric wiring instructor, 
two evenings per week, for the South-Western Polytechnic, for 
Chelsea (108. 6d. per attendance) See our advertisement pages 
to-day. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with th 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials.—St. Anne’s U. D.C. has 


decided to increase the salary of Mr. J. Н. CLOTHIER, electrical 
engineer, by £12 for one year. 

According to the Awstralian Mining Standard, the Electric Supply 
Committee of the Melbourne City Council recently recommended 
that the salary of the city electrical engineer, MR. H. R. HARPER, 
be increased from £*''00 to £1,000 а year. 

The Walthamstow Council has fixed the following maxima for 
the clerical staff in the electricity department: chief clerk, £175 ; 
invoice clerk, £130: consumers’ clerk, £130; correspondence clerk, 
£100; stores clerk, £110; and junior clerk, £40 per annum. 

Mr. P. WARDLE, mains assistant at Rawtenstall electricity 
department, has been appointed mains assistant at Carlisle, and Mr. 
F. NEWEY, shift engineer at Rawtenstall, has been appointed to 
the vacant position of mains assistant. MR. Coates, of Nelson, has 
secured the position of shift engineer vacated by Mr. Newey. 

MR. W. J. S. JONES, the managing engineer of the Wellingborough 
Electric Supply Co., Ltd., was presented by Mr. W. Carter, the oldest 
hand, on behalf of the staff, with a silver mounted walking stick, 
on his leaving to take up an important engineering appointment 
at Brisbane, Australia. A smoking concert took place later at the 
Swan and Nest Hotel, a very enjoyable evening being spent. 

Mr. H. H. E. Woop, mains superintendent, has tendered his 

esignation to the Fulham Borough Council {о take up a similar 


position under the Hampstead Corporation. To fill the vacanoy 
caused, MR. J. F. WHITE, assistant mains superintendent, is to be 


promoted: the ға1агу is £180 per annum. 


On Friday evening, July 12th, a number of the staff of the West 
Ham Corporation Electric Supply met at the Connaught Rooms, 
Kingsway, at a farewell dinner to MR. H. HERBERT COUZENS, on 
his leaving West Ham to take up his appointment at Hampstead. 
Mr. Couzens, in responding to a toast, thanked those present, and 
the staff generally, for the cordial support which they had always 
given him. If the department had been attended by any measure 
of success, he said. it was due to the splendid co-operation he had 
received from members of the staff, and he hoped that the 
same co-operation would be as readily given to his successor— Mr. 
J.W. Beauchamp, A concert was given by some of the members 
of the company. Mr. Sydney Hart received several encores, as 
also did Mr. H. B. Johnson. Mr. E. Tombs and Mr. C. Rockley 
also sang, the latter gentleman rendering Sergeant Buzfuz" A 
very happy and enjoyable evening was brought to а close with 
" Auld Lang Sy ne.“ 


General.— His Majesty the King has conferred a knight- 
hood upon Mr. Francis Fox, M.I.C.E, a member of the firm of Sir 
Douglas Fox & Partners, consulting engineers. The Financial News, 
in referring to the matter, says that "he was appointed by the 
Federal Government of Switzerland, on the nomination of the 
British Government, as a member of the committee of three experts 
on tunnelling for the construction of the Simplon Tunnel. He ia 
chairman of the British Radium Corporation, a member of the 
Engineering Standards Committee, and joint engineer of the Great 
Central Railway extension to London, the Charing Cross, Euston 
and Hampstead electrical tube railway, the Great Northern and City 
Railway, the Cape to Cairo Railway. and the Electrical Equipment 
for the Supply of Power to the Mines of Johannesburg and the 
Witwatersrand. 

Mr. M. Hanorp CURRY is resigning his position as assistant 
engineer and manager of the Coventry Electric Tramways, 
and will eail at the end of August for Calcutta to take up the 
position of assistant electrical engineer of the East Indian Railway 
Co. His agents will be Messrs. King, Hamilton & Co., Calcutta, to 
whom all correspondence should be addressed. 


Mr. B. HEAT, works superintendent of the Chloride Electrical 
Storage Co., Ltd., was married on July 6th. at Bloxwich Parish 
Church, to Mies Ove Fielding, youngest daughter of the late Mr. 
J. A. Fielding, of Manchester. Mr. Heap has been with the 
Chloride Co. for 14 years, and has gained the esteem of all the 
members of the company, who marked the occasion of his marriage 
by the following presentations: Mr. Heap's colleagues, pictures 
and vases ; office staff, umbrella; works staff and employés, Japanese 
screen. 

The following appeared in the London Gazette for July 12th :— 
„Royal Engineers. London District Telegraph Companies, Royal 
Engineers (Army Troops): Lieutenant-Colonel and Honorary 
Colonel (Honorary Major in the Army) ANDREW BAIN, M. Inst. C. E., 
M. Inst. E. E., on completion of his period of service in command, is 
retired, and is granted permission to retain his rank and to wear 
the prescribed uniform. Dated July 13th, 1912.“ 

The Liverpool Tramway and Electric Power and Lighting Com- 
mittee, in accepting Mr. A. BROMLEY HOLMES'S notice to terminate 
his position of consulting electrical engineer to the Corporation at 
the end of September next, placed on record "the valuable service 
he has rendered to the Corporation and to the community during 
the 16 years he has served in the management of the electric supply 
department." Mr. Holmes has been associated with the supply of 
electricity in Liverpool for the past 30 years, as he helped to found 
the Liverpool Electric Supply Co. in 1883. He occupies the position 
of Associate Professor in the Faculty of Engineering, Liverpool 
University. and was also one of the founders and engineers of the 
Birmingham Electric Supply Co. 

On the occasion of his marriage, MR. H. C. SPOONER, of the testing 
department of the British Thomson-Houston Co., Ltd., of Rugby, 
has been presented by his colleagues with a watch and chain and 
Gladstone bag. 

Mn. Н. BACCHUS, electrical contractor, High Street, Bedford, 
has been placed on the Commission of the Peace for the borough. 

The JZimes, of July 12th, stated that Мв. D. A. THOMAS, 
managing director of the Cambrian Coal Trust, and Mr. LEONARD 
LLEWELYN, the general manager, had gone to Germany, and were 
making a tour of the steclworks, coking and by-product plants, and 
electrical machinery there. 

MR. CHARLES S. DEMAINE, late of the Melbourne City Council 
Electric Supply Department, has commenced practice as a con- 
sulting electrical engineer at 400, Collins Street, Melbourne.— 
Анд тайап Mining and Engineering Review, 

Mr. ARTHUR MUSKER, consulting engineer, has removed to 11, 
Victoria Street, London, S. W. 

According to the Lily Telegraph, DR. H. LEWIS JONES, who 
has been electro-medical specialist at St. Bartholomew's Hospital 
for 20 years. is resigning that office. When Dr. Jones commenced 
his work there, the use of electricity in therapeutics was of but 
small ‘preportions. To-day the electrical department is one of 
great importance and dimensions, and in its practice and equipment 
is a model upon which other like institutions make their plans. 


Tramway Officials —Mr. I. E. Harvey, manager of 
the South Shields Corporation Tramways, has been appointed to a 
similar position under the Ilford Urban District Council at a salary 
of £400 per annum, rising to £500. 

The Australian Mining Standard states that Mr. W. E. TOZEB, 
who for the last three years has been employed at the Great Fitzroy 
mines, Mount Chalmers (Q.), as foreman fitter, has been appointed 
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tramway engineer to the Rockhampton City Council. Mr. A. 
MILLS has been appointed traffic manager of the Council's 
tramways. 


Obituary.—Mn. А. W. G. WILMSHURST, who for the 
last five years has been the out-door representative of Messrs Home 
and Rowland, electrical engineera, of Charlton, Kent, died on 
Sunday last, of consumption, which had developed very rapidly. 
Mr. Wilmshurst had previously been engaged in the test room ‘of 
Mezers. Johnson & Phillips, of Charlton. 


LikvT.-CoL. ARTHUR HILL HOLME, J. P., whose death recently 


occurred at his residence at Liverpool, was for many years chairman 
of the Liverpool Electric Supply Co. Не was head of the firm of 
Hill Holme & Co., civil engineers and railway contractors. 


NEW COMPANIES REGISTEREL. 


Menai Bridge Electricity Supply Co., Ltd. (122.906). — 
This company was registered on June 25th, with a capital of £2,500 in £1 
shares, to take over from W. E. Parry and E. S. Lance the business of pro- 
ducers and suppliers of electrio light and power carried on by them at Menai 
Bridge, as the Menai Bridge Electricity Co." The subscribers (with 100 
sharcs each) are: — W. E. Parry, 81, High Street, Menai Bridge, cabinet maker; 
E. S. Lance, 16, Lloyd Street, Llandudno, electrical engineer. Private com- 
pany. Tbe number of directois is not to be less than two or more than tive; 
the first are W. E. Pa and E. S. Lance; qualification, £100. &olicitor, R. V. 
ак» c OUO egistered by Jordan & Bons, Ltd., 116.117, Chancery 

ne, W. C. - 


Pictorial Telegraph Syndicate, Ltd. (123,040).— This company 
was recistered on July 5th, with a capital of 48, 200 in 8,000 preferred shares 
of EI each and 4,000 founders’ shares of 18. each, to acquire any patents, 
nghts, brevets d'invention, licences, protections, concessions, options and 
interests in an invention relating to " photo-telegraphy,“ and to the electrical 
transmis: ion and reception of signals, drawings, photographs and the like, in 
particular to acquire the rights and interests in certain patents granted to 
Thomas Thorne-Baker and the Pictorial Newspaper Co. (1910), Ltd., rela':ng 
thereto. The subscribers (with one preference share each) are :—Marquis 
di Campo, Villa Margherita, Southfields; W. M. O. Wilson, 7, Althorp Koad, 
Wandsworth Common, S. W., barrister ; O. Fulton, F. R. P. B., :3, Clifford Street, 
W., ssientitic expert. Private company. The number of directors is not to be 
les than two or more than five; the first are Marquis di Campo, W. M. О. 
Wil-on and O. Fulton: the last two named are permanent. Registered office, 
Bond Street Hou: e, 13, Clifford Street, W. 


CITY NOTES. 


United River Plate Telephone Co., Ltd. 


THE directors’ report for the year ended March 31st last states that 
the gross receipts in sterling in the River Plate were £468,992. 
Deducting expenses in Argentina and London, debenture interest, 
dividend on preference shares, and interim dividend on ordinary 
shares, and adding interest on investmente, transfer fees, &c.. and 
£5.33 brought forward, there remains an available balance of 
£102,813. The provision for renewal of plant chargeable against 
revenue for the year has, as previously, been estimated and included 
in the item " maintenance." A further appropriation for the 
renewal fund is proposed, the directors, as mentioned last year, 
being of opinion that owing to the increase in the plant the fund 
requires strengthening. After making the proposed appropriations 
shown below, the directors recommend that a final dividend of 
5 per cent. be paid on the ordinary share capital, making with the 
interim dividend paid on December 30th last. a return of 8 per 
cent. for the year, free from income-tax, and that the balance of 
£5,193 be carried forward. The company continues to make satis- 
factory progress, and in consequence fresh capital is required. It 
i- proposed to make an issue forthwith of 40,000 ordinary shares to 
the ordinary shareholders at par. For this purpose an increase in 
the nominal capital of the company will be necessary and a reso- 
lution to this effect will be submitted at the meeting on July 23rd. 
In view of the inconvenience to many shareholders of having 
accounts submitted during July, the directors are arranging for 
the company's financial year to end on December 31st in future. 
The next accounts presented— probably in April, 1913, will 
therefore only embrace a period of nine months. The balance is 
appropriated as follows: To reserve for renewal of plant, £40,000 ; 
to staff provident fund, £2,000 ; to final dividend (5 per cent.) on 
the ordinary shares, £55,350 : carried forward £5,193. 


Chili Telephone Co., Ltd. 


THE annual meeting of this company was held on July 11th at the 
offices, 42, Old Broad Street, E.C., Mr. George Keith, presiding. 
The CHAIRMAN, in moving the adoption of the report (see 
ELECTRICAL REVIEW, page 28), said it was a most satisfactory 
record. The aggregate increase in the number of subscribers was 
larger than it had been in any previous year. The improvement 
shown was due to the general expansion of business at the various 
centres. The currency revenue in Chile had increased by 13 per cent. 
but with the higher expenditure and the lower exchange ruling 
during tbe year, the net sterling income did not come out so well. 
The working expenses amounted to 49} per cent. of the revenue, or 
ап increase of 44 per cent. due mainly to the rise which had taken 
place in wages and prices generally. The financial situation in 
Chile continued very depressed during the year, and the average 
rate of exchange came out at 10'49d., as compared with 10˙90d. for 
the previous year. The revenue from Chile when converted into 
sterling showed an increase of £2,853. Interest brought in £284 
more, and taking transfer fees into account the gross income 
amounted to £53.012. On the debit side, the London expenses 


remained unchanged. with the exception of the income-tax, which 
had increased by £307. The result of the year's business was a 
credit balance of £48,960, which, after providing £23,942 for the 
reserve, and £9,322 for the interhn dividend of 3s. per share 
paid last January, enabled the board to recommend а final 
dividend of 5s. per share, absorbing £15,537, making a total 
distribution of 8 per cent. for the year, leaving £3,382 to be carried 
forward. As regarded the year's surplus revenue, £13,950 expended 
on increasing and extending the property, had been carried to 
capital expenditure account, and £12,200 expended upon replace- 
ments and improvements had been charged to the reserve account, 
which now stood at £64,000. Sundry debit balances showed an 
increase of £4,026, due principally to the increased expenditure on 
untinished works at the end of the financial year. For the same 
reason the stock account showed an increase of £9,582, causing a 
decrease in investments and cash due to meeting the additional 
outlay in materials required for construction work in connection 
with the development of the business. As regarded the company’s 
property, a new exchange building had been erected during 
the year at Chorrillos, in the Valparaiso district, and another had 
been purchased for an office in Concepcion, where a new switch- 
board was now being installed. The internal and external plant at 
the various centres had been increased and improved to meet the 
growing requirements of the business, The truck lines had been 
extended to several small towns where exchanges had been equipped 
and opened for service. The placing of the aerial lines underground 
in the City of Santiago had also made satisfactory progress. 
Measures were being taken for the conversion of the currency with 
the value of the Chilian dollar fixed at 18., and should that become 
law, it would be the means of maintaining an international 
exchange which was so necessary for successful business in Chile. 

The Hon. HERBERT T. ALLSOPP seconded the motion, and the 
report was adopted. 


Chatham and District Light Railways Co. 


THE directors’ report for the half-year ended June 30th, 1912, 
states that the revenue was 421.913, and the expenses were 
£12,411, leaving £9,502; lesa rent of Rochester Corporation lines, 
£1,872; interest on debentures, £1,234; interest account, £221: 
leaving £6,175, plus balance brought forward, £496, making a 
balance of £6,671, which ia to be disposed of as follows: — £2,940 
to dividend (5 per cent. per annum for the half-year) on the pre- 
ference shares; £1,590 to dividend (3 per cent. per annum for the 
half-year) on the ordinary shares, carrying £2,141 to revenue new 
account. The traffic receipts show au increase of £469 and the 
expenses a decrease of £103, as compared with the receipts and 
expenses for the corresponding half-year of 1911. The directors 
will, as usual, provide for depreciation when the final accounts 
are made up at the end of the year. The dividends are to be paid 
on 3let inst. 


Consolidated Diesel Engine Manufacturers, Ltd. 


Mr. C. C. ELLIS presided at the statutory meeting of this company 
held on July 10th at Cannon Street Hotel, E.C. He said that the 
whole of the 427,076 shares offered to the public for cash had been 
taken up. The arrangements for building the new works at Ipswich 
had been proceeded with, and the order placed for their construction, 
including the foundry, machine shops, erecting and testing shops. 
The builders estimated that the first portion of the works would be 
erected in about seven months, so that it would not be long before 
they were making Diesel engines in this country. They were at 
present buying 20 acres of freehold land, and had obtained an 
option of a further 15 acres. The works would at first occupy an 
area 850 ft. long x 350 ft. wide, and when they got into full swing 
would employ between 500 and 600 men. It was intended to build 
stationary engines, marine engines, and other types of which they 
might hear more later. The engines would be both of the four 
and two-stroke types, and would range from 40 H.P. upwards. The 
arrangement referred to in the prospectus for the extension of 
Carels Freres’ works at Ghent had been proceeded with, and 
additional workshops were in course of erection. The company had 
taken larger oflices in Aldwych, and they would get into them in 
August. The speaker referred to the progress of the company's 
licensees (Messrs. Richardsons, Westgarth & Co., Ltd.) in the build- 
ing of the Carels-Diesel marine engine, 

Mr. CARELS, the chairman of the Carels Co., and a director of 
this company, addressed the meeting briefly. and a few questions by 
shareholders were answered by the chairman. 


Lanarkshire Tramways Co. 


AN extraordinary general meeting was held on Tuesday at the 
offices, 83, Cannon Street, E.C., Mr. A. R. Monks presiding. 

The CHAIRMAN proposed the following resolution: Resolved 
that the Lanark County Tramways Bill now pending in Parliament 
promoted by the Lanarkshire County Council as introduced or 
proposed to be introduced into the Houre of Commons and intituled 
an Act to authorise the County Council of the County of Lanark 
to construct tramways in that county; to authorise the County 
Council and the Town Councils of the Burghs of Hamilton, 
Motherwell, and Wishaw to acquire the undertaking of the Lanark- 
shire Tramways Co.; and for other purposes now submitted to this 
meeting be. and the same is hereby, approved.“ He said the share- 
holders would have seen from the circular which had been sent 
out what were the objects of the Bill. The Lanarkshire County 
Council was taking power to construct the lines which were not 
completed by the company, and they would be worked by the 
company, and they would pay interest at the rate at which the 
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County Council borrowed for the purpose. The County Council 
and local authorities would be empowered by the Bill to purchase 
their undertaking at any time before August llth, 1928, by agree- 
ment, and if they did not so purchase before the expiration of two 
years from the opening of the new lines for public traffic, the com- 
pany was to purchase these new lines from the County Council at 
cost price. | 

Мв. LEvIS seconded the motion, which was carried unanimously. 


Brush Electrical Engineering Co., Ltd. 


THE report of this company for 1911, to be presented to the 
meeting on the 22nd inst., states, as printed in the Financial Times 
(we have not been favoured with a copy by the company), 
that the company's manufacturing output for 1911, both from the 
electrical engineering and from the rolling-stock departments, 
showed a marked improvement over the results for the previous 
three years. Still better results would have been reached but 
for the disorganisation caused to the industries of the country by 
the railway and other strikes, one effect of which was to make 
it increasingly difficult to obtain deliveries of raw materials, thus 
causing serious delays in the execution of contracts, Although 
the net result of the year's working is a loss of £5,688, after paying 
interest on all the debenture stocks, this loss is less than in pre- 
ceding years and compares with a loss of £10,780 for 1910, and 
with a loss of £21,230 for 1909. The directors confidently hope that 
in future at least an equilibrium as between expenditure and income 
will be established. As stated by the chairman at the last annual 
general meeting, the directors have had in mind the necessity for 
a reconstitution of the company’s capital account, and they con- 
sider that the time has come to deal with the accumulated balance 
to debit of profit and loss account, and with the shrinkage which 
has taken place in the value of the company's assets, The directors 
have prepared & scheme for reduction of capital and for raising 
fresh capita] required to pay off existing loans and to enable the 
company to carry on its businees with greater advantage. 
They consider it advisable, however, that they should have 
the benefit of conferences with representative shareholders and 
debenture-holders with regard to these matters, and they propose 
that a small representative committee be appointed for this 
purpose. Any shareholder willing to serve on this com- 
mittee is invited to communicate with the secretary, во 
as to assist the directors in the selection of a representative com- 
mittee. The company has been hampered in its operations by the 
lack of adequate working capital, and has been obliged for this 
reason to let pass favourable opportunities for expansion of the 
business. The contracts undertaken by the company are mainly 
of aclase which involve a large lock-up of money while in progress, 
and shortage of liquid capital has made it necessary to arrange for 
temporary loans. To secure part of these loans, bonds for £50,000 
of a new issue of second prior lien debenture stock have been 
deposited. Any scheme that may be decided upon for the intro- 
duction of fresh capital will include provision for redemption of 
this stock. In theopinion of the directors, a special effort is neces- 
вату to strengthen the company’s finances in order that full advan- 
tage may be taken of the improved conditions. In the electrical 
engineering industry the most noteworthy feature has been the 
extraordinary advance in popularity of the steam turbine. The 
company's experience and excellent reputation as builders of plant 
of this class have procured for it a good share of the contracta. 
On the car-building side important contracts for main-line rolling 
stock are in course of execution. Orders for tramcars have been 
infrequent and comparatively emall in value, but this scarcity is 
now compensated for by the active demand for motor-omnibus 
bodies, of which the company has a large number under construc- 
tion. Generally, it may be said that in all departments the orders 
in hand and in prospect are satisfactory, and that prices—although 
still too low—begin to show an upward tendency. 


Edmundson's Electricity Corporation, Ltd, 


THE directors' annual report for the year ended March 31st, 1912, 
states that the business of the company continues to show steady 
progress. During the past year, the trading profit has increased hy 
£309, dividends and interest have increased by £2,555, whilst the 
loss on working the local authorities’ undertakings is reduced by 
£1,080. Owing to the expiry of the Urban Co. guarantee, adminis- 
tration expenses, hitherto charged direct to the Urban Co., are now 
borne by this company, but the consequent increase in this com- 
pany's administration expenses is more than set-off by the Urban 
Co. management fee. The net profit, after deducting interest on 
debenture stocks and other items, including a provision, which 
appears for the first time, of £4,720 for the redemption of 
debenture stock, amounts to £16,114. The directors recommend 
that this sum be carried to reserve. The loss of £94,728 on the 
company's holding of 47,364 ordinary shares in the Urban Co., 
consequent on the reduction of that company's ordinary capital by 
£2 per share. has been charged against reserve. The balance of 
the reserves, including the net profit for the past year and a sum 
of £3,640, added in respect of the past year before arriving at the 
gross trading profit, will, in due course, be absorbed under the scheme 
of capital reduction unanimously adopted by the shareholders. As 
soon as the scheme has received the approval of the Court, it is the 
intention of the directors to pay an interim dividend at the rate 
of 6 per cent. per annum for the first half of the current year on 
the new 6 per cent. cumulative preference shares arising under 
such scheme. During the year, the purchase of the Winchester 


undertaking by the Winchester Corporation was completed and the 
sum of £31,422, including a profit of £5,607 realised on the com- 
pany's holding, has been utilised towards the redemption of the 
prior lien debenture stock. On July 12th, 1912, the company 
redeemed the outstanding prior lien debenture stock, thereby 
avoiding payment of the additional } per cent. rate of interest, 
which would otherwise become payable, on the 44 per cent. first 
mortgage debenture stock. 

The report is accompanied by a schedule giving particulars of 
investments in, and advances to, subsidiary and other companies at 
March 31st, 1912. A summary of this information is as follows: 
Shares, £685,159; debentures, £228,071; advances, # 480,341 = 
£1,396,571. 

From the schedule showing capital expenditure and gross profits 
of subsidiary and other companies we extract the following :— 

Gross profit 
(before providing for 
capital charges and 
depreciation). 


Lamps connected 
(equivalent та 


Name. 1911. 1910. 1911. 
£ £ 

Alderley... ss 2,274 2.218 22,866 21.877 
Broniley .. 13,081 12.693 101,276 95,807 
Folkestone.. .. 16,539 15,465 124,149 118.049 
Guernsey .. và 3,483 5,526 106,078 95,833 
Isle of Wight 13,956 12,367 115,957 107,028 
Ilfracombe .. ae 1,2403 1,029 18.627 16.607 
Lymington.. МР 1,759 1.588 17.0413 17,370 
Melton Mowbray.. 2,232 2,215 21,063 19,889 
Newmarket * 2,121 2,401 27,039 25,998 
North of Scotland 5,782 5,097 71,672 66,597 
Ramsgate .. - 2,016 1,902 34,643 31,661 
Scarboro’ Trams.. 801 39 : — — 
Salisbury ба 0,015 5,971 89,565 87,818 
Urban Co. .. 47,649 45,300 589,737 625,160 
Winchester us (Purchased by local authority) 
Wycombe .. 25 5,432 4,931 57,901 63,379 
Cromer - Es 699 909 14.271 18.430 
Dorking ne 2,117 1,767 19,713 18,963 
Frome N КУ 1,208 907 84,258 88,154 
Hamilton .. es 3,261 2.695 52.623 48,670 
Surbiton ; 4,363 3,615 39,570 35,974 

Total £137,854 4128, 688 1,508,170 1,981,648 


* Figures for year ended March 31st. 


The annual meeting will be held on July 25th at Salisbury 
House, E.C. 


Mr. P. C. TUCKETT, chairman, presided on Thursday, July 11th, at 
Salisbury House, E.C., over an extraordinary meeting of the 
company for the purpose of confirming the resolution passed on 
June 25th for the reduction of the capital from £800,000 to 
£640,000. 

The CHAIRMAN formally moved the resolution, which, he 
explained, had been slightly altered in accordance with the feeling 
expressed at the last meeting to the extent that the commission 
which the company might pay to any person for taking up shares 
had been reduced from 25 per cent. to 10 per cent. Having gone so 
fully into the matter at the last meeting, he did not intend to 
repeat what he said, but was prepared to answer any questions. 

MR. SWINTON seconded the motion, and it was carried without 
discussion. 

The CHAIRMAN remarked that he was very glad that the reso- 
lution had been carried at both meetings without any dissentient 
shareholders. The company started fair from that day, with, he 
hoped, improved prospects, They had had a disappointing experience 
in the last four years, and had had no dividends, but if they lived 
in hope he thought they would get them, 


Montreal Light, Neat and Power Co.— The report, as 
abstracted in the Financier, states that the gross and net revenue 
and surplus earnings for the year to April 30th show substantial 
increases, notwithstanding the liberal reduction made in gas and 
electric rates during the year. The gross earnings amounted to 
$4,969,300, and the expenses to $2,125,200, leaving a net revenue 
balance of $2,844,000. Interest on bonds, together with insurance 
charges, has absorbed $495,700, dividends amounting to 8 per cent. 
have been paid, $490,000 has been written off in respect of depre- 
ciation and renewals,and aftersetting aside 310,000 to officers’ pension 
fund, there remains a surplus of $198,300, which, added to the 
balance brought forward, gives a total of $2,894,100 to be transferred 
to the 1912-13 balance-sheet. In order to meet the continued demand 
for gas and electric service consequent upon the rapid development 
of the city and suburbs, there was necessitated during the year an 
expenditure on capital account of $1,002,000. The company is 
rapidly approaching the limit of its capacity, and an auxiliary gas 
generating station is being designed for early construction. As 
regards the electric supply, the company bas, with other intereats 
purchased a control in the Cedar Rapids Manufacturing and Power 
Co., with the intention of forthwith constructing a hydro-electric 
plant, utilising the water-power of the Cedar Rapics for an estimated 
development of 150,000 H.P. 

The directors have announced a dividend of 2} per cent. (at the 
rate of 9 per cent. per annum) for the quarter ending J uly 31st, 


Newcastle-upon-Tyne Electric Supply Co., Ltd,— 
The directors have declared interim dividends of 24 per cent, on 
the preference shares, and 2 per cent. on the ordinary shares, less 
income-tax. 


Indian Electric Supply and Traction Co., Ltd.— 
A petition for confirming the reduction of capital from £600,000 t 
£547,086 is to bë heard on July 23rd in London. z 
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Anglo-American Telegraph Co., Ltd. 


THE annual meeting was held on Friday at Winchester House, E.C., 
Mr. F. A. Bevan presiding. 

The CHAIRMAN, in moving the adoption of the report and con- 
firmation of the payment of the final dividend in February, said 
that the directors did not hold the usual meeting in February, 
because, owing to the peculiar situation in which they were placed, 
the accounts. which were very complicated as between themselves 
and the Western Union Co., took much longer to finish than they 
at first anticipated. The present meeting was almost a formal one, 
for.as they were aware, the company no longer had the manage- 
ment and control of the lines, neither were they concerned as to 
the traffic. All that happened was that they received a quarterly 
sum from the Western Union for the leage of their cables, and they 
dealt with that sum by dividing it among their shareholders. The 
question had again been raised why, seeing they received that 
quarterly dividend, they did not give the deferred their proportion, 
the same as the preferred. Не was sorry to ғау they were informed 
by their solicitors that they could not legally do that, but that 
they must continue the old arrangement of retaining any dividend 
that. might accrue to the deferred shareholders until tbe last 
quarter of the year, until the preference had received their 6 per 
cent. He and the other directors very much regretted that state 
of things, but he did not see how it could be got over. 
He was sorry that the deferred shareholders should think they 
were in a worse position than formerly. Asa matter of fact, they 
were in a much better position, for instead of having to wait until 
the end of the year to know what dividend they were going to 
receive, they had the absolute certainty as long as the present 
lease lasted, that they would receive their 14 per cent. at the close 
of the year. Some suggestions had again been made that they 
should unify the stock, but he did not think it would be wise to 
enter upon that matter at the present juncture. They had been 
sounding some of the larger shareholders, and at present the 
directors did not feel much encouragement to proceed with the 
matter. All the directors were of opinion that it would be 
desirable in the interests of all the shareholders, preferred as well 
as deferred, to unify the stock to pay Б per cent., the preference 
receiving their due proportion, so that they should receive exactly 
what they got at present. They thought such a stock would be 
more marketable, but at present some of the shareholders saw 
difficulties about the matter. Therefore the board did not see their 
way to proceed any further with the question at this moment. 
M uie he hoped the unification would come about in course of 
ime. 

SIR HERBERT S. LEON seconded the motion. 

MR. H. A. BEGG endorsed the remarks of the chairman as to the 
desirability of unifying the stock, and said that now the company 
was leased to a powerful American concern, it seemed an extra- 
ordinary thing that upon some legal quibble the directors were 
still obliged to keep to their former practice of paying the deferred 
stockholders once a year only. 

The resolution was carried. 

Sig HERBERT S. LEON proposed the re-election of Mr. F. A 
Bevan as a director. 

Mr. R. H. Benson, in seconding the motion—which was carried 
—remarked that the question of unifying the stock was a matter 
for the shareholders. They could call for & special meeting, and a 
three-fourths majority of both classes of shareholders would carry 
the scheme. 

SIR J. SWINBURNE suggested that the directors should themselves 
call a special meeting for this purpose. 

The CHAIRMAN said the directors would take the question into 
consideration, and he could not help thinking that if the share- 
holders would look at the matter a little more carefully they would 
come to the same conclusion as the board, viz., that it would be in 
the interests of all to adopt a unified stock. If the guarantee of 
the Western Union was really good—and seeing the enormous 
amount there was to back it, there was no doubt that it was—the 
preferred stockholders could not be in any worse position by con- 
senting to euch an arrangement, and he thought the deferred would 

also be іп a safer position by having a better and more marketable 
stock. They must, however, give the directors a little more time 
to consider the point, because evidently some of the shareholders 
did not take their view of the matter. 


Crompton & Co., Ltd. 


THE directors report that for the year ended March 31st, 1912, the 
result of trading, after the usual provision for depreciation, shows 
aloes of £1,507. as compared with a loss of £14,195 for the year 
ending March 3lst, 1911. After providing for debenture interest 
and other charges shown in the net revenue account, the balance 
to the debit of this account is increased to £58,730. Economies in 
various directions and a careful selection of the class of business 
undertaken have distinctly improved the position of the company, 
with the result that, although a loss was incurred in the first Lalf 
of the financial year, the gross profit earned in the second half was 
more than sufficient to pay all outgoings for that period including 
debenture interest and other charges against revenue, and this 
improvement is being maintained. The directors are glad to 

that a dividend of 2 per cent. for the year ending Decem- 
ber 31st last has been paid on the shares of the Electric Supply 
Corporation in which the company has considerable interest. The 
value of orders in hand at the company's works at the olose of the 
financial year shows & satisfactory increase. Mr. A. J. Hodgson 
с Mr. E. Reeves have been appointed joint managers of the 

peny. 
The meeting will be held on July 22nd, at Salisbury House, E.C. 


Nairobi Electric Power and Lighting Co., Ltd. 


MR. А. W. MaAYvo-RonsoN presided at the offices, 8 and 9, Martin's 
Lane, E. C., on July 4th. over the meeting of this company. 

In moving the adoption of the report (see ELECTRICAL REVIEW, 
page 1054), he said that on the assets side of the balance-sheet 
the, capital expenditure on works amounted to 420, 367, an 
increase of £3,456. This was an item which would naturally 
increase as the company extended its business at Nairobi, 
and in consequence of the growing demand for current a much 
larger increase of capital expenditure would have to be faced in 
the immediate future. The concession purchase account, standing 
at £600, represented part of the purchase price paid to the vendor. 
Since the date of the accounts the vendor had completed his con- 
tract, and the remaining part of the purchase price, 3,900 fully- 
paid ordinary shares, had been allotted to him, thus discharging 
the contingent liability appearing on the other side of the account. 
Stocks on hand and in transit, at 4 3.321, showed a considerable 
increase over the figures of the previous year. The share capital 
stood at the same figure as before, and debentures at £15,000, 
against £12,800 for 1910. The further capital expenaiture 
necessitated this being called up early in 1911, bring- 
ing the issue up to the authorised total of £15,000. 
The item of bills payable represented entirely bills drawn by them 
upon their Nairobi office against shipments of goods. In the 
revenue account the receipts from sale of current, which was the 
principal source of revenue, increased from £2,718 in 1910 to 
£4,356 in 1911, an increase of 60 per cent. The expenditure for the 
year, £3,769, showed an increase of only £19 over the expenditure 
for 1910, but as debenture interest was £173 more than in 
1910, the other expenses worked out at less, which, with the 
increased business done, was satisfactory. The recent advices from 
Nairobi indicated a much greater increase cf business for the 
present year, and the directors, therefore, anticipated that the 
results for 1912 would not only wipe out the adverse balance in 
the revenue account, but would leave a considerable gum in hand 
towards the establishment of a sinking fund and the commence- 
ment of dividends. At the last annual meeting it was stated that a 
sinking fund was to be esteblished, and the matter was to be dealt 
with further at this meeting, but the board had decided that the 
adverse balance in revenue account must first be wiped out before 
this was commenced. The prosperity of Nairobi, and the rapidly 
increasing demand for current, now necessitated the putting down of 
further plant, and the directors were considering the installation 
of auxiliary power stations, as customers were already in sight for 
very much more than the whole of their present capacity. Mr. 
Charles Udall, the manager and chief engineer, had now returned 
to England for a holiday and to confer with the directors and con- 
sulting engineers as to the installation of the further plant required, 
and the thanksof the company were due to him and to those who had 
worked with him, as well as to the managing director, Mr. R. C. 
Bayldon, for all their efforts in bringing the company to its present 
measure of success, which was only small compared with that 
which they were assured lay before them in the future. 

The report was adopted. 

Мв. CHas. UDALL, the chief engineer, said that the progress 
of the company was just about the same as last year. 
They had just about as much load in front of them at the 
present time as they had four years ago, when the company 
started to look for it. The country, however, was developing very 
rapidly, and hotels were now being erected out there on European 
lines. He thought the company could considerably increase its 
earnings by supplying cooking apparatus. Most of the people out 
there still burnt wood, and he was sure the idea would go down well 
with them, and mean an increased revenue to the company. He 
did not think there was at present any large incentive to lay down 
further machinery, and at the present time he thought they were 
well equipped for all emergencies. He considered the outlook for the 
company was extremely rosy. In the first three months of this 
year they had done more business than in the six first months of last 
year. À suggestion had been put forward of passing a vote of thanks 
to the staff out in Nairobi, but he would like to say that they would 
be very glad to get a small monetary bonus. 

The CHAIRMAN said they were all very pleased to hear the few 
remarks of Mr. Udall,who had been out in Nairobi for the last 
four years. If he, as chief engineer, thought fif to increase the 
plant, he could assure him it would be carefully considered by the 
board. : 

Мв. MooRHoUsE said he would like to express his thanks to Mr. 
Udall and his staff for the excellence of the engineering work out in 
Nairobi, which, he thought, had been carried out very expeditiously 
and thoroughly. 


Stock Exchange Notices, — The Committee has 
appointed special settling days as under :— 


Friday, July 19th.—Alabama Traction, Light and Power Co., Ltd.—Scrip 
fully and partly paid for $6,000,000 5 per cent. first mortgage 50-year gold bonds 
(also to be officially quoted). 

Thursday, July 25th.— Sun Power Co. (Eastern Hemisphere), Ltd.—Further 
issue of 3,000 ordinary shares of £1 each fully paid, Nos. 166,608 to 168,507. 


Caergwrle Electricity Supply Co. — The annual meeting 
of this company was held on Thursday last week, when a eatis- 
factory report was presented. The progress of the undertaking 
Since its inception three years ago has been continuous. 


St. James' and Pall Mall Electric Light Co., Ltd.— 
The directors have declared an interim dividend on the preference 
shares at the rate of 7 per cent. per annum, and on the ordinary 
shares at t:» rate of 10 per cent. per annum, for the half-year 


ending Juns%0th, The transfer books are closed from J uly 18th 
to 31st inclusive. 
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Marconi's Wireless Telegraph Co., Ltd. 


COMMENDATORE G. MARCONI (chairman) presided on Tuesday last 
week at the Hotel Metropole over the fifteenth ordinary general 
meeting of the above company, when there was a large attendance 
of shareholdera. 

The CHAIRMAN, in moving the adoption of tbe report (see ELEc. 
Rev., p. 076), said that their business had made great strides during 
191], as compared with 1910, but the increase of business for 1912 
promised far and away to exceed the ratio of increase of 1911 over 
1910, They had followed their usual custom of dealing only in 
their accounts with completed contracts, carrying to the current 
year all the work which was in hand, but not finally disposed of, 
at December 3lst, 1911. That a substantial improvement sand 
development of their business set in last year the accounts them- 
selves indicated, but it was during the first six months of 1912 that 
the most important developments had taken place. In the first 
instance he referred shortly to the general development of their many 
affiliated companies. It was, of course, quite natural that with the 
universal recognition of the great value and utility of wirelees 
telezraphy, the success of their associated companies should follow 
closely on the heela of the parent company. There was, for 
instance, the Marconi International Marine Communication Co., 
Ltd., in which their company held over 200,000 fully-paid shares 
out of a total issued capital of about 204,000. and of which the 
receipts from ships’ telegrams, news service, traflics, ships’ subsidies, 
K., increased from some £10,000 in 1910 to £64,000 in 191 1—an 
increase approximately of 60 per cent. The profits for the year 
showed an equally satisfactory improvement. The business, 
however. of 1912 promised even a greater proportionate advance. 
He regarded the shares held in the Marconi International Murine 
Communication Co. Ltd. as one of their most valuable assets 
to-day, and one which would surely materially improve year by year. 
The Russian company was doing a very substantial and satisfactory 
business. It had already obtained orders from the Russian Govern- 
ment for considerably over one million roubles, and waa negotiating 
for further business of a very extensive and important nature. Their 
holding in that companv was substantial, and was also in their opinion 
a very valuable asset. They contemplated that St. Petersburg. where 
they had extensive freehold works. would become a very important 
centre for the development of wireless telegraphy over the vast terri- 
tory to the East, where very little in the shape of telegraphic com- 
munication yet existed. The Canadian company was also making 
satisfactory progress. During his recent visit to New York, 
accompanied by their managing director, Mr. Godfrey C. Isaacs, 
they met the chairman of the Canadian company, Mr. Andrew A. 
Allan, and with him approved the appointment of Mr. A. Lauer, 
late of the Canadian Transport Co., to act as manager of their 

company, especially devoting bimself to the extension of the 
company's business throughout Canada, where there could be no 
doubt wireless telegraphy must play a great part in the future 
development of that vast country. Their latest information was 
to the effect that & further agreement of importance had been 
come to with the Canadian Government and waited the return of 
the Ministers who were now visiting this country, for it to be signed. 
Their trans-Atlantic service had shown considerable improvement 
during the past year, and the traffics showed a marked increase. 
There had been delay in the progress of the Argentine Co. 
They had, however, a very able representative visiting Buenos 
Ayres at the present moment with the object of straightening 
out many matters which they felt required to be dealt 
with, and they had received highly satisfactory cables from 
him, and could now look forward to substantial progress and 
development in that part of the world. They hoped to be able to 
give some further interesting information in this connection at not 
too distant a date. ‘There could be no doubt that of all their 
associated companies, by far the greatest and most important 
development had been that of the American company. The capital 
had been increased to 10 million dollars. over seven million dollars 
of which was now a liquid cash asset. The balance was represented 
by valuable assets in the shape of some 50 important telegraph 
stations situated upon the Atlantic and Pacific Coasts and the Great 
Lakes: they conducted a big telegraph business both with each 
other and with ships at rea. There were also 500 ship stations on 
the principal vessels flying the American flag. This marine tele- 
graph business was conducted upon similar lines to that of their 
International Marine Communication Co. The business, however, 
had been extensively developed consistent with the progressive 
nature of the country. Thus the existing business alone of the 
American company was a very substantial and remunerative one, 
and they looked for a great extension of this branch of the company's 
business. But however important and profitable this section of 
the business might be, it was, they thought, dwarfed by 
the impending developments of the telegraph business 
which had been taken in hand, and to which the 
seven million dollars of new capitel would be devoted. 
He would not venture here to quote the anticipated revenue 
from these services. Shareholders were aware that their 
American company had been in existence for some years, but made 
slow progress, the principal reasons for this being :—(1) The fact 
that the telegraph service was not a State monopoly in America, 
and there was no legislation respecting wireless telegraphy ; 
(2) The United States of America were not adherents to 
the Radio-Telegraphio Convention of Berlin of 1906, consequently 
everybody was free to do what he would, with the result that a 
state of chaos existed; (3) The existence of the United Wireless 
Telegraph Co., of America, with whose business methods it was 
impossible to compete ; (4) The complexity of the patent situation. 
When, however, in their opinion the moment was mature, the 
managing director and himself proceeded to New York, which 


resulted in agreements of which they had already been apprised, 
The whole of the business of the United Wireless Telegraph Co, 
passed into their hands; judgment was entered in their favour in 
respect of patents, and a perpetual injunction was granted. There, 
however, remained temporarily one further complication regarding 
the patent situation, for which they had had to wait but a very 
short time for the solution. There was a further company in 
America holding patents which claimed a prior grant of their 
important patents. He need not enter into the details of how this 
came about; it would suffice to say that the Boston Courts of 
Appeal had now given their judyment in which they held that the 
patent in question had borrowed from Lodge and Marconi ; and во 
the whole atinosphere had been cleared. At the time of their visit 
the American company was doing a comparatively small business, 
and had paid no dividends; its prospects were gloomy indeed, 
and its $25 shares were practically unealeable. The directors, 
although highly appreciating their scheme, were not un- 
naturally unwilling to accept the responsibility of it without 
them furnishing the capital. Confident that they were able to 
carry through their negotiations successfully, they took it 
upon themselves to undertake to provide this capital, and 
immediately set to work in New York to make such arrangements 
as would insure them against the heavy responsibility which they 
had assumed. These negotiations, which embraced the intro- 
duction of the new shares to the markets of both New York and 
London, they were successful in carrying through to the extent 
which they felt incumbent upon them in relief of their responsibility. 
The subsequent successful termination of all their other negotia- 
tions, together with the very assiduous attentions of a very atten- 
tive American Press, brought about the unexpected result that 
every shareholder availed himself of his legal rights and applied 
for all the shares to which he was entitled. Considerable excite- 
ment resulted in New York and a great deal of speculation followed, 
in which it was not necessary perbaps to say that their company 
took no part, could not foresce, and for which it was in no way 
responsible. They were now holding a considerably increased 
number of shares in the American company; it was their 
intention to retain their interest, for they felt confident that 
it woulü see а great appreciation in the future. They 
locked to the Marconi Wireless Telegraph Co., of America, 
becoming one of the big and important industrial institutions of 
the United States. Recently they had received a telegram from 
their lawyers in America and also from their American vice- 
president informing them that all the contracts had been com- 
pleted, and he was glad to inform them that they represented a 
handsome profit to their company, which would go far to ensure 
an excellent balance-sheet for 1912. In regard to the Spanish and 
General Trust Co. which was formed this year, with the exception 
of some 2.000 shares which this company subscribed for in cash, 
there had been no issue except in respect of those £1 shares of the 
Spanish Trust Co., which were issued to shareholders of the Spanish 
Wireless Co., in payment of the 500 peseta shares which they con- 
verted. In dealing with all these matters he had in part dispceed 
of some of the developments of 1912, but he had yet to speak of 
perhaps the most important, viz, the contract entered into with 
His Majesty Government in respect of the Imperial wireless scheme. 
They had already been informed generally of the nature of this con- 
tract. The agreement comprised the construction of a number of 
high-power stations communicating over a range each of about 2,000 
miles, in places which had been already defined, and at all such 
other places ав might subsequently be required and agreed upon. 
They would be erected in accordance with specifications prepared by 
them and approved by the Postmaster-General of the United 
Kingdom on behalf of the Government of the United Kingdom and 
of the Governments of all the Dominions and Colonies concerned. 
It was also provided that all and any other long-distance stations 
which the Government of the United Kingdom and the Govern- 
ments of the Dominions and Colonies might require within five 
years of the date of the agreement should be constructed by the 
company upon the same terms as those now agreed upon, with any 
further conditions which might be found necessary or desirable. 
The conditions provided that the company should furnish com plete 
wireless apparatus for duplex and fast-speed automatic working, 
masta, earth connections, and duplicate power plant at each of the 
stations for the sum of £60,000 per station. The company under- 
took, if so desired, to construct the buildings, make the foundations 
for masts and machinery, and carry out other necessary works at 
cost price for the account of the Government. A speed of 20 Words 
a minute duplex with ordinary working, or 50 simplex with auto- 
matic working, was guaranteed. The company undertook to work 
thestations for a period of six months at cost price for the account 
of the Postmaster-G«neral, after which period the stations would 
be handed over to and worked commercially by the Governments 
concerned. Theagreement extended over a period of 28 years from 
the date of the commencement of the service of the firet three 
stations. It was determinable at the end of 18 years, in which 
case, however, the Government would cease to have the right of 
use of any of the company’s patents. During the duration of this 
agreement, the company was to receive 10 per cent. of the gross 
receipts derived from the service. It was open to the Postmaster - 
General to cease the payment of royalty in the event of his inding 
it more advantageous to use a system entirely independent of all 
the Marconi inventions and be able entirely to dispense with 
the whole of their apparatus. They regarded this as a 
perfectly reasonable and harmless condition, and did not attach 
the emallest importance to it. Wirelese telegraphy of to-day 
comprised a very large number of inventions and improvemen 
which together represented an efficient commercial system. Although 
there might be new inventions other than those of this company in 
the matter of wireless telegraphy, and of which their company 
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might not become the possessors, they were not in the least likely 
to represent a gystem, but only a 8mall part of which was comprised 
ina wireless telegraph installation such as was required at the 
present day. Аз late as this year they had applied for several 
new and valuable patents, making a further marked step 
towards perfecting wireless telegraphy, which embraced more 
perfect syntonisation, the directing of the electric waves from 
station to station, improvements in receiving apparatus, minimising 
atmospheric influences, and instruments for perfecting the efficiency 
of wireless communication between ships, They had also acquired 
& very large number of patents including all those which were 
owned by the Lodge-Muirhead Syndicate, and some 130 from 
America, representing various improvementa in some of the details 
contained in wireless telegraphic installations. These many patents, 
added to the very large number which they already possessed, and 
to which they continued to add, would give some indication of the 
reasons why they saw not the smallest grounds for objecting to the 
clause which the Postmaster-General thought should be inserted in 
the agreement with the Government for the Imperial stations. 
They looked forward to a very important revenue being derived 
from the 10 per cent. of the proceeds of such a telegraph service as 
would be represented by a Government Service conducted between 
this country and Egypt, between this country, Egypt and Central 
Africa, between this country, Egypt, Central Africa and South 
Africa, from this country to India, to Singapore, Hong Kong, 
and subsequently no doubt to Australia and other parts of 
the British Empire, and also from the services between Domin- 
ions beyond the seas with Dominions beyond the’seas. The 
revenue accruing to this company would be without cost to the 
company, and an additional profit to the company's existing 
business without affecting its capacity for output or occupying the 
time of its staff. The plans had now been prepared and much 
preparatory work done, so that the construction of the first stations, 
which they would be prepared to ercot simultaneously. should be 
complete, and the stations in operation when he addressed them 
next year. He had very considerable satisfaction in informing 
them that the International Radio-telegraphic Conference of 
London had just come to a close after some five weeks of arduous 
work, in which they had taken part, and to which they had devoted 
their whole attention. Nothing could be more satisfactory than the 
results which had been obtained. The vexed question of inter- 
communication between ships independent of their system had been 
most satisfactorily disposed of, and they had announced their 
intention of putting the new conditions into immediate effect 
without waiting until July 1st next, at which date the new Con- 
vention would come into force. The difficult position which pre- 
viously existed owing to the existence of the United Wireless 
Telegraph Co. and the non-adnerence to the Convention of the 
United States Government, bad now been entirely disposed of, and 
their company, with its affiliated companies, directly or indirectly 
controlled, with some 20 or 30 exceptions, the ship stations of the 
world. The question of re-transmission of telegrams had been 
settled, and satisfactory rates therefor had been agreed upon. Pro- 
vision had also been made for reply-paid telegrams, repeated tele- 
grams, telerrams with multiple addresses, or circular telegrams, 
and telegrams which might be forwarded by express or post. The 
accounting had been very considerably simplified, which would be 
productive of much economy in working. The question, however, 
of the greatest importance had been that of the unanimous resolu- 
tion by the delegates of 42 nations to recommend to their Govern- 
ments immediate legislation for compulsory wireless telegraphy on 
board all sea-going vessels, both passenger and cargo. The import- 
ance of this to their company, and to its affiliated companies, could 
not be overstated, for not only would it result in a very considerable 
impetus in telegraph stations on board ships, but it would also 
bring about a very large increase in the construction of coast 
stations and in the telegraphic receipts of both. Their new works at 
Chelmsford were now completed, and were capable of a very 
largely-increased production. The work they had in hand would 
keep them very fully occupied for a long time to come. 
After referring to the dividends announced in the report, he 
said that the interim dividend for 1912 was at the rate of 
double that which they paid this time last year, and he thought 
they were fully justified in hoping to maintain this ratio 
of increase in view of the fact that the &mount of their orders in 
hand alone represented well over four times the figure at which they 
stood at this time last year. Both on his own behalf and on 
that of his co-directors, he would like to put on record their 
appreciation of the manner in which Mr. Godfrey Isaacs had 
placed his whole energies and time at the disposal of the 
company. 

Mr. G. Isaacs, in seconding the resolution, thanked the chairman 
for his appreciative remarke, and said he had just received two messages 
from abroad, which the chairman had not yet heard of. One was 
from Portugal stating that the Portuguese Parliament had 
approved of a provisional contract which the company had entered 
into, and had ratified it with considerable extensions which they 
would require to deal with in the future with the company. The 
second was from their representative in Bolivia stating that the 
Bolivian Government had accepted the company’s terms for the 
erection of some seven stations on conditions which were very 
satisfactory to thecompany. These two additional contracts would 
add very materially to the figures which the chairman had dealt 
with. He would only add that the successful results were largely 
due to the loyal and untiring support of their managers, 
secretary and staff. | 

Мв. MACLAREN asked what would be the maximum speed of 
wireless telegraphy under favourable conditions, 

The CHAIRMAN said in ordinary telegraphy the speed depended 

very much on the distance over which they were telegraphing, and 
with cables the speed went down very rapidly with distance. In 


t 


wireless telegraphy distance did not come in as a factor for 
reducing speed, and if 100 words a minute could be done over a 
ehort distance it could also be done over a long one. 

A lady shareholder asked when they might expect a dividend 
from the American company. 

Mr. Isaacs said he was perfectly confident that in 12 months 
they would be able to pay a reasonable dividend. 

The report was then adopted, as were also resolutions for the 
payment of dividends and the re-election of the retiring directors 
and auditors. 

Mr. Isaacs proposed a resolution to the effect that the board 
should be enabled to take such sum as they thought desirable and 
distribute it by way of bonus to the staff, and also that they should 
be empowered to establish a pension fund for the benefit of the 
staff. He pointed out that many of their staff were constantly 
engaged in travelling for the company, and were often exposed to 
stays in unhealthy places, and it would be an encouragement to 
them to know that those dependent on them would be provided 
for, at all events to some extent if they themselves did not return. 

The CHAIRMAN seconded the motion, which was carried with 
acclamation, 


City and South London Railway Co, 


THE directors’ report for the half-year ended June 30th, 1912, shows 
that the receipts from all sources amourted to £87,926, and the 
cost of working was £42,585, leaving a profit of £45,341. Inclusive 
of the balance brought forward, the net revenue account shows an 
aggregate total of £418,156. After making provision for the 
debenture stock interest. rent charge, and the transfer to the 
renewal fund of £1,500, a balance remains available for dividend of 
£32,694, Out of this sum the directors recommend that the full 
dividend of 6 per cent. per annum be paid on the preference stocks 
1891, 1896, 1901 and 1903, and that a dividend at the rate of 14 per 
cent. per annum be paid upon the consolidated ordinary stock for 
the half-year, leaving a balance of £2,194 to be carried forward, as 
against 1i per cent. per annum and 42,798 carried forward at the 
corresponding period last year. 


Number Receipts Dividend per 
of passengers (including cent. per 
(inclusive of season annum on 
s-ason ticket tickets). ordinary 
Half-year. journeys), Stcck. 
Ended December, 1910 12,800,719 86,103 1} 
„ June, 1911 .. 13.318.622 87,591 1i 
„ December, 1911 12.840.809 85,317 12 
» June, 1912 К 12,510,728 81,656 1} 
Total since the opening of the line 298, 721, 882 2,280,704 


The reduction in the dividend is to be attributed to the coal 
strike and consequent loss of traffic and increase in the price of 
fuel and to the keen competition of the omnibuses and tramways, 
It should be borne in mind that the receipts of the last three weeks 
of the half-year compare with those of last year in which the 
Coronation festivities and functions took place, when the traffic 
was exceptionally heavy and when other unusual receipts further 
augmented the revenue. The acceleration in the speed of the 
trains is being experimentally developed with the object of 
counteracting the surface competition referred to in the previous 
paragraph. The subway connecting the stations of the Metro- 
politan Railway and the Great Northern and City Railway with 
this company's own at Moorgate Street is rapidly approaching 
completion, and the directors аге of opinion that it will be the 
means of increasing the traffic between the Metropolitan Railway 
and this company's system. | 

The meeting is to be held on July 23rd. 


STOCES AND SHARES. 


Tuesday Evening, 


THE Stock Exchange has quite assumed its holiday appearance, 
and most of the markets give the usual summer account of them- 
selves in having little business to report. The deplorable strike at 
the docks hangs over the Home markets as a cause of depression 
and flatness, accentuating the slump in Consols, the price of which 
makes a further descent almost every day. 

In the Home Railway market the outstanding feature is again a 
big drop in Metropolitans. The price has fallen within the 
last three weeks from 65 to 544, and the whole of the decline is 
difficult to explain simply on the assumption that the "bull" 
account is unwieldy. There seems to be some mysterious cause of 
the flatness which has not yet transpired. Of course, looking at 
it from the investment point of view, the yield, even at current 
price, is nothing exciting, and full trustee securities can be bought 
to pay more interest on the money than Mets." do, but hope, of 
course, hangs upon the anticipation of the Great Western or the 
Great Central, or one of the bigger lines, taking over the Metro- 
politan Company, and guaranteeing a much better dividend on the 
stock than it returns now. Districts have gone back a little, and 
City and South London shed 24 upon further consideration of the 
dividend and the report. Central Londons, after their big fall, 
have steadied at the lower levele. The Liverpool Street extension 
will be opened on the 28th inst. There has been some demand for 
London, Tilbury and Southend stock, on the impression that if the 
Midland takes over the company it will at once set to work to 
electrify the system. East Londons slipped back to 7%, in conse- 
quence of the dock trouble, but, on the other hand, Great Northern 
and City Preferred Ordinary pulled up 3, the buying being based 
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on & vague expectation that the forthcoming report may have 
something to say on the point of the company being taken over by 
& more powerful tube. 

London United Tram ways issues are unchanged, but there is con- 
siderable inquiry for the shares of the Metropolitan Electric Tram- 
ways, upon which the price of the Ordinary improved 5а. 74d. to 
12;, while business was done in the Deferred up to 5s. 3d., and the 
Preference gained k. There is some anticipation of a rearrange- 
ment of the company's capital account, wherein the Deferred might 
be paid out at a price to be settled. British Electric Tractions are 
also harder as regards the prior charge stocks. Underground Elec- 
tries were inclined to ease off, and the shilling “А” Ordinary 
shares, after changing hands as low as 12e. this week (which com- 
pares with the comparatively-recent highest of nearly 178.), 
hardened to 13s. 3d. 

The English electricity supply group is extremely steady, the 
chief firmness being noticeable in the quotations of the London 
companies. County of London Ordinary improved to 113. Citys 
have risen to 19, a gain of £1. London Electric Ordinary are 4 up, 
and their are various other improvements which do not appear in 
the official prices. It was stated in the market the other day that 
there is a scheme on foot for binding together all the London 
companies, the arrangement to includealeo a numberof the Borough 
Councils and other local authorities. The source of this rumour it 
is not difficult to guess, and the report is as interesting as at pregent 
we believe it to be premature. There is, of course, nothing 
particularly new in it. Efforts for several years past have been 
directed towards unifying in some way or another the various 
interests of companies aud local bodies, the advantages of which 
are obvious enough. It is just as obvious that to bring about any 
such rapprochement between the many parties concerned would be 
a business requiring the utmost delicacy of handling, and one which 
bristles with innumerable difficulties. In time we have little doubt 
that some such scheme may be carried through, but st present it is, 
as we have remarked, decidedly premature. 

Telegraphs and telephones are, on the whole, very steady, the 
features being marked tmprovements in the Anglo-American 
Telegraph trio. The Ordinary Stock at 663 is 4 higher; the 6 per 
cent. Preferred at 1121 has risen 1], and the Deferred at 25; is 
ё up. Here, again, unification is the word which spells improve- 
ment. A movement is being organised to convert these three 
classes into one, which seems to be the most sensible way of deal- 
ing with the matter. Ав all classes have a guarantee, there ia 
little object in retaining the three different kinda of stock. In one 
stock there would be & better market than there is now in the 
three, and it should become a popular investment gecurity, which 
the Deferred stock of the Anglo-American Company is hardly 
likely ever to do, for nothing will divest it of the old-time 
gambling flavour during the present generation. The Eastern 
group is quiet. and West India and Panama Ordinary have again 
given way, though to the extent of only үз. Marconis. now 
quoted e. 48. dividend, had a smart fall at the end of last week, 
the price being forced down at one time to 1j, from which they 
jumped to 52 again. Americans fell to 14. and recovered to 11 bid. 
Canadians touched lj, and then hardened to 248. 6d., while even 
Spanish are better. National Telephone Deferred fell to 146, the 
progress of the arbitration revealing nothing of startling interest 
during the last few business days. The Third Preference at 6,& are 
unchanged. 

The directors of the La Plata Tramways issued a circular last 
Friday to their proprietors, saying that the defalcationa, already 
mentioned. turned out to be £10,000, and that a judicial inquiry 
had been ordered. No doubt the board will see that the inquiry is 
made on searching lines, and that it covers a period of several 
years past. Inthe first place, the loss was expected by the board to 
be about £900, and now that the actual figure is 11 times as much, 
the directors are certain, one would suppose, to take the share- 
holdera into the fullest confidence that is possible. 

Amongst Latin-Canadians, one feature is a rise of 18 points, 
following upon last week's advance of 9,in Sao Paulo Trams. 
There has been a tip going round to buy these shares and Hio 
Trams, a further statement being issued in connection with the 
amalgamation of these two with the Sao Paulo Electric Company, 
the new concern to be called the Brazilian Traction, Light and 
Power Company, Ltd. Rio Trams have been moving like the 
mercury. Since this time last week the price dropped to 149, soared 
to 160, and, on balance, is 31 higher at 156 er dividend. On top 
of this deal have come rumours of a contemplated alliance between 
the Montreal Light, Heat and Power and the Shawinigan Water, 
with the result that the Common shares of the former rose 181, 
while Shaws. on the week are 144 to the good. Mexican issues 
are lower, except Monterey Fives, which are a point better. Bombay 
Electric Preference have gone ahead substantially, and Calcutta 
Preference hardened slightly, Calcutta Supply shares being 4 
higher. Para Electric Ordinary are strong, with 58. rise to their 
credit. 

The General Electric Company has been making a new issue of 
Preference capital, and this had no effect upon the price of the 
existing shares. The company's 4 per cent. Debenture stock is 
marked up 7 points to 944 middle. Electric Constructions are 4 
higher, possibly as a result of the attention drawn to their cheap- 
ness іп our last week's notes. The Brush Electrical Company, in 
its report, proposes to draft another reconstruction scheme with the 
object of wiping out the £235,700 deficit shown in the balance- 
sheet, and of raising more money for working capital. No changes 
have occurred in the quotations for the company s issues, 
Cromptons also report a loss on the year, although this is no more 
than £1,500 against £14,000 12 months ago. British Aluminium 
Debentures are still in considerable demand, and the stock, with a 
riae of 21, i is 5 points to the good on the fortnight, 


MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and may vary according to quantities and other circumstances. 


— dod 17th. 


—— 


Latest Fortnight's 
CHEMICALS, &c. — Price. Inc. or Dec. 

a Acid, ers. os S perewt. 5 / . 
a " Nitric oe . ee ee 24J- 
а „ Oxalic is s МЯ рег Jb. 22d. 
a „ Sulphuric . Vx e per ct. 5/6 
a Ammoniac Sal г 42/. 
а Ammonia, Muriate (large : cry stal) per ton £29 10 
a Bleaching powder . a id is £5 10 
а Bisulphide of Carbon vá - $i £18 
а Borax. 2 ёз 2s i £16 10 
a Copper Sulphate e» sa “> £24 15 T 
a Lead, Nitrate ; si ss is £26 10 
: » White Sugar cs ЕР ü £25 10 

„ Peroxide ^ $$ и £33 
2 Methylated Spirit . per gal. 2/6 
а Potassium, Bichromate, in casks per lb. 84d. Ў 
а Potash, Caustic (88/90 * .. рег ton £22 10 
м » Chlorate .. à es per lb. 84d. 

„ Perchlorate я » n 

: Potassium, Cyanide (98/100 % үз 73а. 

(for mining purposes m 
a Shellac ; .. per ct. 707 
а Sulphate of Magnesia Ps .. per ton £4 10 
a Sulphur, Sublimed Flowers " £6 10 
a m Recovered si vá i £510 
a " Lump .. " £5 6 . 
a Soda, Caustic (white 70/78 * ds РА £105 ‘ss 
: » Chlorate x .. per lb. BEd. 

» Crystals sia .. per ton £85 we 
: Sodium Bichromate, casks . per lb 8d. M 

METALS, &c. 

b Aluminium Ingots, in ton lots. per ton £75 
b 10 Wire, in ton lots .. 5 £102 
b > Sheet, in ton lots .. z £120 
р Babbitt's metal ingots .. " £88 to £146 es 
c Brass (rolled metal 2" to 12* basis) per lb. 9d. id. dec. 
€ „ Tube (brazed) 4% - 111d. 4d. dec, 
C » „ (solid drawn) 25 " 91d. id. dec. 
с „ Wire, basis МР xe " yd. id. dec. 
c Copper Tubes (brazed) .. А A 1/Cad. d. dec. 
с ï „ (solid drawn) А - l'3d . dec. 
g » Bars (best ио .. per ton £92 £2 dec. 
g п Sheet n e e" £-2 £2 dec. 
g Rod ©» 11 492 £2 dec. 
d „ (Electrolytic) Bars Же i £91 10s. x 
d „ si Bheets  .. it £99 10 
15 10 Rods T js £tH 
d ә „ i H.C. Wire per lb. 104d. 
f Ebonite Rod T не i 5 6/8 

ü Sheet - d ds " 4/9 
п German Bilver Wire T s " 11 
h Gutta-percha, fine. T oe " E xs 
b India-rubber, Para fine .. " 4/103 13d. ino. 
і Iron Pig (Cleveland warrants) . per ton 67/- 211 inc. 
„ Wire, galv. No. B, Р.О. . qual. + ux 


g Lead, Eng ish Pig .. 8 " 
m Manganin Wire No. 28 .. per lb. 


g Mercury . рег bot. £8 10 108. inc. 
е Міса (іп original cases) small . .. per lb. 6d. to 8s. T" 
с in и » Medium T 8/6 to 6/- 
large .. н 7/6 to 11/- s 
3 Phoept or Bronze, plain castings it па. EA 
, и н rolled bars & rods ^ 1 А 
» rolled str. ps & 0ч " 
P Platinum ©» per oz, 185 / 
9 Silicium Bronze Wire Ws .. per lb. па. 
Steel Magnet, in bars . рег ton £55 ix 
z Tin, Block (English) 5% - б 2200 to £201 £8 dec. 
Wice, Nos. 1 to 16 .. per lb. 2/5 | А 
A White Anti-friction Metals per ton 466 to £150 T 
k Zino, Sh't (Vieille Montagne bnd.) „ £29 15 | ў 
Quotations supplied by— - 
а d. Boor & Oo. i Bolling & Lowe. 
b The British Aluminium Co., Ltd, k Morris Ashby, Ltd. 


c Thos. Bolton & Sons, Ltd, Richard Johnson & Hem Ltd, 


d Frederick Smith & Co. m W. T. Glover & Co., L 
e F. Wiggins & Sons. n P. Ormiston & Bons 
fIndia-Rubber, Gutta-Percha and o Johnson, Matthey & Co., Ltd, 
s h Works Co., Ltd, Р 
James & Shaksreare, r W. F. Dennis & Co, 
Bd ward Till & Oo. 


Brazilian Amalgamation.—The shareholders of the 
Sao Paulo Tramway, Light and Power Co. Ltd., Iuo de Janeiro 
Tramway, &^., Co., and Sao Paulo Electric Co., Ltd.. have all been 
notified by circularof the detaila of the scheme for the exchange of 
their shares for shares in the Brazilian Traction, Light and Power 
Co., Ltd., a company formed in Canada with a capital of $120,000,000 
in 1,200,000 shares of $100 each. 


Anglo-American Telegraph Co., Ltd,—The directors 
have resolved to declare an interim dividend for the quarter ending 
June 30th. 1912, of 15s, per cent. on the ordinary stock, and £1 10s. 
per cent. on the preferred stock, less income-tax, payable on August 
Ist. The dividend of 14 per cent. to the A stockholders ia not 
payable before the end of the year. 


Belgium.— La Socicté Belge d'Electricité, Eclairage, et 


Force Motrice, is the name of a new company which has just been 
formed in Brussels, with a capital of £4,000. 
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SHARE LIST OF ELECTRICAL COMPANIES, 


ENGLISH висо SUPPLY AND POWER COMPANIES. i 


SS —— ŘŮ 


| 
| 


[ | | | 
Btock Closing Rise | | Present | воск Closing | Rise | Presen 
NAMB, 0 Quotations | + ог) Yield | NAMB, Гек WE m Quotations | + or| Yield 
Share. = July 16th. | Fall) p.c. | | Share. or | July 16th. | Fall] p. o. 
M 1910. 1911. | | £ s. d. | M Bog 1911.| | £ s. d. 
Bournemouth & Poole, Ord. .. | 10 4 4 92— 103 5 2 4 Kensington & Knightsbridge, Oord 5 | FF 5 16 2 
Do. 44%Pref... .. 10 9—10 ! о De. ee Deke ы век 44 4 92 — 95 | |4 48 
Do. d 6 % Pref, А 10 | 6 104— 11 65 9 1 || Kent Elec. Power, 44 95 Deb... Stock 43 | 2 78 — 82 xd 599 
Do, 4à I Stock „Stock 4 | 44 | 98 —100 | 410 0 || London Electric, Ord. .. . 2 212 — 13 1381 0 8 
n, Ord... Б |10 107 88— & | 512 8 Do. 2 Pref. . 5 6 | 6 у — bh | 16 9 1 
Do. abo. 13 Cum. Pr , 51717 79— 85 | [4 62 Do. 4 First Mort, Deb, .|Btock| 4 | 4 | 90 — 93 1 6 0 
Buppl | | etropolitan Е - b 5 4 8 4 1 8 
Hanz: D Ф| WE) 9:6 | 97—00 | 1400) Do. 4 % Cum. Pret.. Б АЕ | d— 48 |417 4 
Cross, West End & City 6 | 6 | Б 4— 5 | 500 Do. 44 & First Mort. Deb... | Stock | | 44| 99 —102 а 8 3 
— 5 * 43 4 4 48 | 417 4 ELS - p Mort Déb.. AS Stock | 854— 874 +4/4 00 
% ertaking "’ , , | an ectrio orporat on í м По d t 
~ , à C Prot. b 44 | 4 82— 4i | 5 6 0 | 44 % First Mort. Deb. 7 100 44 13 STA— 994 +2 |410 6 
Do. 4% Deb. 100 | 4| 4 | 94 — 96 ‚ |4 8 4 || Newoastle-on-Tyne 5 % Pref., 1i 8 s Is l4 500 
X Deb: : | Btock| 4| | 7 100 | 4 10 0 || North M ЖЕ те | 
T T Р tock —100 4 orth Metropolitan Power | 
uw ndon, Ота, .. А 10 7 8 183 — 20 +1 |4 0 0 ply, JT Mortgages (Red) | 100 5 | 5 100 —103 417 1 
А $4 Deb. Pret, .. , 10 6 | 6 145 — 164 .. |812 9 || Notting 1, 6 % Non-Cum. | 10 6 10 — 11 | IB9L 
Do, 6 & Deb. . es |Btok| 5 | 5 118 —3199 | +1 4 20 Pref. j | | evi 
Do. pont Deb. 3 100 4&4 | 44| 99 —102 NETT 4 8 3 || Oxford | Б 39 |. 7 bi— 68 5 19 9 
County o on, Ord... $ 10 5 6 11 118 -1|5 3 З || Bt. James’ and Pall Mall, Ord. 5 | 10 | 10 8 — 7 |514 8 
Do. 6% Prein. 1 | 6 | 6 | ni— 12 Б 0 0 Do. 7% Pref. .. 8 7178 7 415 0 
Do. 4 & Deb. „Stock | 106 —108 4 83 4| Do, 84995Deb.. .. 100 | 84| 84| 82— 85 4 9 4 
Do. Becond Deb, „Stock 4 100 —108 183 Smithfield Markets, Ord, $2 | 5 | NI! 2 là— 14 EET 
Edmundson's, Ord, T sð 5 | Nil NI у 13 Nil | South London, Ord. | T 1 | Б | 5 9 — 84 13514 8 
Do. 6 95 Cum. : 6 In М) 3— 854 | + Nil || Do. 6% First Mort. Deb. | 100 | 6 | 5 | 98—101 |419 0 
Do. 43 First Mort, Deb... | 100 44 | 44| & — 87 xd 5 8 6 || South Metropolitan, 7 % Pref... A D | 7 | l&à&— 14 16 10 
„ A 616/6 4— 5 514 8 Do. 44% First Deb. Btock .. | 100 | 44| 4 97 — 100 |410 0 
Do. 2 PEE “42 5 6 | 6 | 44— ef 415 8 || Urban, Ord.. че so) 48 б. 1x2" 4 3 MET 
Do. 4 % First Deb. .. | 100 4 4| 94 — 412 9 | Do. 5 % Cum. Pref. .. s] 56 а аа 8 8 6 8 
. 85 9 9 7à— 8 | .. 5 126 Do. 4496 First Mort. Deb... | 100 | 4 4 864— 88} | B28 
| Westminster, Ord, - 5 |10 | 10 Bi— 83 | 614 8 
Do. 44 % Cum. Pret... T 5 44| 44| 5— 58 4 8 9 
| | 
| 
| | | 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
Adelaide, 6 % Pret, өе we 5 | 6 | 6 5 54 5 2 9 | Monterey Rly. Light & Power, i EP 
tes Ort. КЕЯ, E | ВУ] 8] E 72 |+2%/5 8 0 ly, Light & Power, ) | dil Me ол Кайкы ee Мазь 
Do. 5% Pref. .. ee ev 5 65 6 5 — 5 415 8 | Montreal, Lt., H. and Power .. 8100 7 B 235 —245 | 41834 3 5 4 
бепайда Gen: чаку? m — Bds. 100 6 | 5 054— от + 4/6 2 7 || Northern, Lit., Power and Coal, $500 | 6 А 99 — 49 | 1118 9 
„ | £100 7 | T4 | 114 —119 -2 5 178 b 9) 1st Mort. Bondi | ° 2 E ке 
Cordoba P. Fo . | $100 7 | 7 | 120 —124 513 0 || River Plate, Ord. .. Stock | 10 10 | 240 —250 400 
; Power and T., Ord. 1 B | S| H-— ii з 40 || Do. 6 % Non- Cum. Pref, .. | Do. 6 6 | 109 —114 16 5 8 
"2 s- ео в |.. A 5 8 | po, SP Deb, Stock i- 1 Do. | 6 | in —108 |417 1 
, | Жр" i oy. Elec. Co., Montreal, 4 * < | 
p їй pe 100 | 6 а — 90 %% 9 0| 5e e ey lat Mort 44 % | 100 | 3 44 | 99 —101 " |: 9 
Elec. Supply 8 | | Po | awinigan Water, Capital .. | $100 4 51 | 155 —160 +144 2 6 
cw ort е.) о К i S~ аа 619 Do. 6% Con. lst Mort. Bonds | $500 | & | Б |108 —110 сета O 
Elec. v. tario | о. 4 er. Deb. .. ..|Btock| 44 | 44 | 104 —106 4 50 
Mort. as} $500 | 5 6 | 94$— 963 d |s 3 B | Toronto ower, 44% Deb. .. | Do | 4 4 99 —101 49 1 
E WIE P. and L., Ord. | 10/- | Nil 2 1 .. | Nil | Vera Cruz Lt., P. and T., 5 } 100 А | 5 901— 924 FE у 
Babe аР i 1 | 6 | 6 | i 73 „ |в 6 о | ist Mort. Deb. | got х 
uia Power, 5 9i 'G. Bs. "n b 5 | 104 —106 |4 14 4 | eae Falls Power, Pref. a г. Nil 115. i— 25 Y $6 
Ord. - * 1 28 est Kootenay Power and Lt, | | | | & 
6 % Ist Mort. Deb. | 100 | 5 | б | 102 —105 415 8 | 1st Mort. 6% Gold} 100 | G | 6 | 1064—10} | .. 517 
Melbourne, 59% Ist M. Bås.| .. | 6 | 5 | 894— 913 „ Бо 8 | 
Mexican Lt. & Power on |$100| 4 | 4 | 94—97xa|—3 |4 2 6 || 
Do. Hr tet Bi $e $1 7 7 |107 —110 '—2 |6 7 8 | 
Do 6% 15 Mort. Gold Вав, | .. | 6 | Б | 100 —102 a $380 
Lh] 
| | | | 
TELEGRAPH AND TELEPHONE COMPANIES. 
8- 8+ 147 14 ee 5 7 0 National T one, Pref, ee Stock 6 6 1014104 ee oe 
8 B 654— + 490 5% Non-cum. 8rd Pref. b b 6 — 
6 6 |111j— +12165 6 6 Now York ep., 44% Gen, .Bnds.| 100 “| & —1 +2/4 9 7 
6 6 1023 —1043 m 416 9 . 696 Cam. Pret. .. "e 1 6 6 1 ve 5 11 
Do. 4 Red. Deb. oe ee Stoch 4 4 — 90 ee 4 9 0 
H 5 n oo e 0 : Pacific an Pur 1 a.) Do. 4 4 98 —100 818 5 
tX ee uar. . 1 
6 | 6t 1 . 1514 8 | Reuters 8 | 5 651 112— 113 ..1880 
0 zh 1 17 ne 3 : 6 Cert. | 6 6 127 —180 . [412 4 
x elephone Co. o 
10 10 7— 7 — |69 0 кель dx) Stock | 4à 43 T1 . |4 91 
44| 5 — 7 .. |6 7 0 || United River Plate 5 5 в 8 7 = 5 8 8 
West Coast of America .. 2 94 | 90 1 — 1 400 
1641128 —181xd | — 2 | 6 6 10 Do. T Debes Pod tui) 100 4 4 96 — 99 4 010 
8 | 3 | 7 —79xd| .. |4 8 7 guar. by . Bub. Tel. 
4; 4 А ist — 3d 19 7 || West India and Panama Teleg. 10 14 2 2 333 | — A 115 7 
7 | Gt} 194— xd. |5 6 8 Do, 6 % Cum. ist a еа 6 6 1 10: .. 1510 7 
4 | 4 | 99» —101 à 819 8 Do: 6 Qum. юар, vs a е А 0 5 Tu 1 
А 4 4 97 —100 ее 4 0 0 estern А ри 10 3 6+ 18 — 184 22 5 8 8 
6 6 124— 1 — 3411 5 || Western Union 43 % Fag. Bonds $1000 | é 44; 100 —108 4 7 5 
6 5 90 — 94 +54165 6 5 
4 4 70 — 78 5 9 7 
6 |9 — bli xd — 44/810 6 
16 |17 ÖA ха .. 18 7 0 
* Unless otherwise stated, all shares are fully paid. 1 Interim dividend. 


Continued on nent pede. 
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SHARE LIST OF ELECTRICAL COMPANIZEB.—(On'inued.) 


ELECTRIC RAILWAYS AND TRAMWAYS.—HOME, Ў 
"o [- Closing Rise |Present | Stock | Closing Present 
NAME, Dividend Quotations b or| Yield NAME, or Dividende Quotations Yield 
Share. = July 16th, | Fall p.c. | Share. July 16th. p.e. 
| E ji 
| | 
1910. 1911. £ s. d. | * |1910. 1911. £ s. d. 

Bath Trams, Pret, Ord. .. 1 NI Ni] 4— |.. Nil || Metropolitan Railway Consol... | 100 | 18, 12 | 54 — 843 8 810 
Do, 5 % Pref. .. 1 5 Б | d— HW .. |6 8 1 Do. Surplus Lands ..| 100 9 67 — 69 4 8 4 
Do. 4% Deb. .. 100 43 4à| 78 — вз . |5 8 5 || Do, Eb .. - 4.109 87 — 8)xd 8 16 11 

Brit. Elec. Trab., 6% Pret. NE du iod AE 1| cl RE Ent... ы ШӨ | — 88 819 7 

: Ро, Do. Deferred .. | 100 £ 6— 8 Vy Paw Do. Con. Pref. „Л 100 | | B6 — 88 8 18 8 
Do. Do. 6%Cum.Prt.| 10 | .. | 6 | 90 — 98 .. |6 9 o || Metropolitan District ота, ..| 100 (Nif | .. | 972— 89 Nil 
Do. 7% Non-Cum, Pr'f. 100 $5 39 — 43 +1 ar | Do, А Deb, .. ..| 100 | 6 | 6 | 141 —143 4 10 
Do. 5 95 Perp. Deb, 100 | 6 | 5| 95 — 99 41 |5 1 Ө Do Ded. 100 4 484 — 4 84 
Do. 44 % 2nd Deb, .. | 100 44 4 80 — 84 Doe T8 А Do. і Prior Lien .. ..| 100 | 4 | 4 99 —101 819 8 

Central London жайна, Ord. | 100 | 8 | 8 74 — 76 р 36.7210. 0 Do. 44 % First Pref, .. | 100 | | sf 90 — 92 417 10 
Do. Pref . 100 4 | 4 81 — R3 416 5 Do. % Gtd. | 100 | 76 — 78 4 9.9 
Do. Det... 100 1275 — 7 219 0 | Metropolitan Elec. Trams, Ord, Е 16 | i- 14, 418 4 
Do, 4% Deb. .. ..| 100 | 4 | 4 |100 —102 818 6 Do. Def, à [Wn | — { Nil 

City & Bouth London, ота, ..| 100 13 18 | 33 — 94 —24 | 4 15 6 Do. 5 % Pref 1.1156 — 88 5 4 2 
Do, 6 % Pref., 1891 ..| 100 | 6 | 6 | 108 —110 411 0 Do. 44 % Deb. 100 | 4à| 4) 96 — 98 4 11 10 
Do, Do. 1896 100 b 5 | 104 —106 | 415 8 Do. 596 Deb, эе „,| 100 | 5 5 | 98—100 500 
Do. Do. 1901 100 | 5b 5 |104 —106 | 414 4 || Potteries, Ord. .. .. .. 11221 — д 2 
Do. Do. 1908 100 | 6 5 | 108—105 | 415 B| "Do OM eee... cao 2| 2 | 8-18 d See 618 4 
Do. 4% Deb. 100 4 4 | 99 —101 819 8 Do. 44 % Deb. 100 | 43 4 87 — 90 500 

Dublin United Trams, 6 96 Pref. 10 6 | 6 103— 11$ -- |5 2 2 || Bouth Metro. Trams, 6% Pref, 1 6 | és tè— ш 778 

Great Northern & City, Pr'f. Ord 10 Nil | .. 1lí— 2 ti Nil | Do. 4% Deb. | 100 4 | 4 10 — 7 5 6 8 

Hastings Trams, 6 96 Pret. 5 | Nil| 6 i— 1 se 00 Undergrcund Eleo. Railways | 10 VEU 44— * Nil 
Do. 44 % Deb. 100 | 4 43 71 — 76 .. 1618 6 | Do. “A” |.|. 0 3 

Isle of Thanet Trams, 8 Pref. b | of 3i 91— 22 ә 411 0 Do. 44 % Bonds T ..| 100 44 | 98 —100 4 10 0 
Do. 4% Deb. 100 4 4 | 73 — 78 „ө 5 2 7 Do. 6 % Income | 100 | 1 | 14+ 88 — 90 os 

Lancashire United, 5 % Deb. 100 Б Б | 81 — R3 6 0 6 | Yorkshire (West Riding), Ord. | 6 | Nil; .. | 1 Nil 

London Elec. Railw' y8,4 96 Deb. 100 | 4 4 95 — 97 i» 4 2 6 Do. 6% Pref. | 5 Ni; З | 9$— Bj 4 9 0 

London . N Trams, 5% Pref. 10 | Nil| .. 4q— 68 | .. * Do. 4% Deb. * ee - 100 44| 44| 75 — 82 5 9 9 
Do 4% Deb. 100 4 4 14-7 6 40 | 

| | | 
ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOREIGN. 

Aunglo-Arg. Trams, lst Pref, .. 6 6 sf 5, . 5 1 2 | Le Plata Eleo. Trma, Ord. T 1 ‘ HS | 2 T "à 

Do. and Pref. ее ео өе 6 6 4 — 98 ae 6 6 0 Do. eo oe eo 1 6 6 — 1 ee 6 0 0 
Do. 4 Deb. oe oe ee 100 4 4 т ee 4 8 4 Lisbon Elec. Trams, Ord. [E 1 83 6 — ee 4 8 0 
е De e «ec ee oe 100 44 44 —1014 ee 4 8 8 Do. Pref. ee ee ee 1 6 6 1 — 1 oe 4 16 0 
Do. 696 Deb. .. Vs .| 1 6 5 | 101 —108 . | 416 2 Do. 5 & Deb. .. | 100 b b 98 — 97 . |5 8 1 
Deb. .. | 100 b 6 | 102 —104 Ў 414 4 || Madras Eleo. Tr. 0 e Deb. ..| 100 6 6 | 100 —102 ee 14 18 0 

an rams, 10 6 6 114— 121 + # | 4 18 0 || Manaos Trams & 2 100 b 6 89 — 93 410 88 

4% Deb. 100 | 4| «| 96 — 99 . |41110 || Manila Elec. R and Lig, Bon $100 | 5 | 5 | 108 —105 .. 1615 3 

. 6 ала e oe ee 100 6 6 964 — eo Б 1 6 exioo ee ae 7 7 12⁵ —127 xd —1i 6 10 8 
Inv$., 0 ee 6 8 8 7 — 7 e 6 6 8 Do. Gen. Con. 5 % Bonds oo oe 6 6 100 —1€9 ° о 4 18 0 

Do. 2 Deb. | ee eo ae b 6 b 4&— . 4 15 8 Do. 6 Bonds .. ее e.c 1 6 6 09! + 5 14 10 
Го. Deb e. | 100 éd 9 99 —109 .. |4 8 8 || Рага Elec. Rlys. & LA., Ord. .. 10 | 10 + 611 2 
В. Columbia Кес. Ry. Det. .. | 100 8 8t | 186 —141 .. | 618 6 Do. 6% Pref. .. ec ee 6 6 6 — 1704 
° {. Ота. oe ее ee 100 6 6 118 —]98 oe 4 17 1 Do. b 1st De ee 100 6 6 100 —109 oe 4 18 0 
Do. 6% Pref. .. Я .| 100 6 5 | 106 —109xd | .. | 411 9 || Perth (W. A.) Bleo. Tr., Ord. .. 1 24 | .. Lite 14 . [118 4 
Do. 1st Mort. Deb. ee 40 994 —1024 4 7 10 . 1st. ө oe Фе 100 b b а ve 4 18 0 
Do. Vanoouver Deb, oe 100 108 —105 xd +24 4 5 9 I. Tr. Bup., Pref. ee 6 6 6 6j— 53 ee 5 4 4 
Do. Deb. ee eo 100 1 —104 * 4 6 2 в 44 96 18% De 0 ee ее 100 a 97 — 99 ee 4 11 0 

Calcutta © e ә 6 6 7 .. |5 5 8 || Rio de Janeiro . | $100 bt | 155 —158 xd | + з 3 8 
Do. 5 & Pref. ao ee ee б 6 6 d t 1 4 17 7 Do. Ist Mort. 6 Bonds ee DU 6 b 00 —1 =. 4 16 0 
Do. 44 96 Deb. T .. | 100 4 nA 99 —102 1488 Do. 596 Mort. à 5 b 994—1 t 419 8 

Electric Trams T 1 |N i 808 - Tram and Р. .. | $100 | 10 | 10+ | 265 —270 +1813 14 1 
Buenos Aires Trams (1904) 5б | 5 | б 5 .. |410 6 || Do. 5% ist Бер.  .. .. $500 о 106 mim 1 4H 1 

Havana Eleo. Riy., 5 % Bonds | $1000 | 6 6 99 —108xd | + 1| 417 1 || Un. Elec. Trams Monte Video. 6 6 1 — B „ 15 19 2 

Kalgoorlie Elec. ee ee 1 Nil ee d № ee Nil Do, 6 Pref, oe ee ee b 6 6 4 — ee 6 11 7 
Do. 5% A Deb. oe ee | 100 6 b 86 — 91 +1|610 0 Do. 5% ist Deb. ee ..| 100 6 6 | 100 —108 ee | 417 1 
Do, 6 B Deb, өө oe 100 6 8 854 — 483 xd е 6 18 0 W leo. Riy., Deb, 100 4 44 1044 —1063 ee 4 4 6 

MARUFAUSURINM COMPANIES. 

Aron, Ord. .. be ee T 1 | Ni; 6 | — 2 ja . |8 0 0 | Crompton & CO ee oe | B | Nil | Nil | i- 1 s Nil 
Du 8% Pies cc е w4 109]91.58— | 1% ТЕ De Do. d | M91 5, ИИ . lan 6 

Babcock & Wilcox - .. | 1 | 26 28 85— 35, |— W .. | Dick, Kerr .. - e - 1 5 T #1— в . [5 8 
Do, Pre. — . 44 * 451440 M23 . ae x rJ А .. 66 8 

British Aluminium, Ord. 1 |.| &— HH |. „ ] . De Deb. | 100 | 4| 4| 95 — 98 — | 4 10 10 
Do. 6 % Cum. Pret. T: 1 Кер 1— 8 E Edison & Swan A, 48 paid ка 5 N on — B ee Nil 
Do. 5 4 Prior Lien Debs... | 100 | 6 | 5 |.99—96 i |b 1 2 Do, fal ly pald sh 58 1881 eee ee ЕТУ Nil 
Do. Deb. Stk. .. 40 is 100 5 5 85 — 90 1235 11 1 Do. Deb. ..| 100 4 4 64 — 68 617 8 

B. I. & Helsby ee T - 6 |10 10 iam 8 (6 18| Do. 5 1 Deb. .. | 100 5 5 75 — 78 6 8 3 
Do. Pref. ve T 616.161 6— 6 |4 9 0 | Electric Construction T 2 24 | 3i — 14 ＋ 36 13 4 
Do. Deb.. | 100 | 4 101 —108 |4 1 8 Do. Pref. as П'Е 7 14— 2 700 

British Thomson- Houston, Deb. 100 4$ | 4 96 — 98 | 4 11 10 || Greenwood & Batley, Pret, Ер 10 | 1 7 7 8 А 8 6 B 

British Westinghouse, Pref, Ja B | Ni ni 42— 1 а О +. Do, Deb.. ЕР 100 б Б 92 — 94 6.4 3 
Do, Deb.. oe ee 100 | 4 | 4 | 57 — 60 |—1 |618 4 General Blectrio, i Pret. TA 10 | 5 | 5 10 — 11 4 10 11 
Do. 6% Prior Lien o> | 100 6 6 | 102 —105 |514 8 Do. Deb... T ..| 100 4 1 02 — 97 +7 |4 2 6 

Browett, * Ord, .. T ‚ NIA o 2/- —3/- | Nil | Henley's, Ord, 5 |15 |10t | 11 124 | 4-16. 2-6 
Do. Pref. b ic sei) 1 NI 4/6 —5/- Nil || Do. Pref. 5 4 4 4 5.2, : 4 6 9 

Brush, 7 % Pref. .. $ 9 | Nil| us И | Ni | Do. Deb. „ | MO 101 —103 475 
Do. 5 % Prior Lien Deb. ..| 100 b | 5 | 75 — 80 | |6 5 0 India-Rubber, G.&T. .. - 10 | 10 1— 9 ee 
Do. 42 Deb. .. | 100 4 452 — 57 . | 71710 | Do, Pret. е 10 5 5 9$— 1 417 7 
Do. Becond Deb. 2H 100 | 4 B5 — 40 [Ie Е 9 ыер h Construction.. T 12 20 | 10+ | 324— 344 Kd 816 6 

Callender's Cable. ёа b 15 10 104— 11 1618 4 Beb. ee ee 100 4 4 98 —100 - 4 0 0 
Do, Fref. - вә Бе" | 5 b 6 44— s} | LENT T] Wilkins & Robinson 60 ét 1 Nil E i ab Nil 
Do. Leb... - ee ..| 100 44 | 984—100 +4/49 6| Do, Pref. Р - T 6 | Nil — 1 T Nil 

Castner-Kellner .. ое $e 1 | 174 | 20 88— 8 56 8 Do, Deb... ee T ee 100 4 4 58 — 60 «+» |618 4 
Do. Deb,.. LE . +. [X 100 4 44 104 —108 4 10 7 


* Unless otherwise stated, all shares are fully paid. t Interim dividend. 
Bank rate of Discount 3 per cent., May 9th, 19:2. 


4l 


Vol 71. No. 1,808, JULY 19, 1912.] 


THE ELECTRICAL. REVIEW. 


111 


A PECULIAR FRACTURE IN A SUBMARINE 
CABLE. 


THE submarine telegraph cable between Gutzlaff and Amoy, 

longing to the Great Northern Telegraph Co. was, in May, 
1909, partly removed from its old track toa new position 
nearer the coast in order to reduce its length. 

Unfortunately, the new track turned out to be very bad, 
inasmuch as no fewer than 10 fractures occurred in the course 
of about six months, all between 46 and 49 miles from 
Gutzlaff, at a depth of about 13 fathoms. The armouring of 
the cable consisted of 10 No. 1 mild-steel wires with an 
outside serving of tarred jute. The cable, when picked up, 
was covered with a thick layer of mud and, while the serving 
was quite undamaged, the copper strand and more or less of 
the sheathing wires were broken without showing any notable 
elongation, the surfaces of the fractures being quite plane, 
exactly like those found in brittle substances. 

During one of the repairs, a bend was found in the cable, 
and when the serving was removed, nine out of the ten 
sheathing wires were found broken. In another case a small 
piece of wire a few inches long dropped out from the sheathing 
when the serving was taken off. К 

А length ofthe cable near one of the fractures was cut out 
for test by the National Physical Laboratory at Teddington. 
Two wires from the cable were compared with two new ones 
of the same quality, all being turned down before the tests 
were taken. 

The resulta are given in the following table :— 


TENSILE TESTS. 


From broken oable. New wire. 
| A. B. A. B. 
Diameter in inches... 0˙210 0˙236 0:210 0'236 
Elastic limit, tons 
11:68 11'95 1110 11°03 


per sq. in.... - 
Modulus of elasticity, 
Ib. per sq. in. | 303x105 30°5 x 10° | 30°3 x 106 30°1 x 10^ 
Yield stresa, tons per | Broke at a 


k out- . А . 
вд. in. | Sia 23°98 23°32 24°78 
Maximum stress, tons marka, the 
i 000 ТТ) rao х: 3 x к 
per aq. їп... Ending өх. | 3058 30°46 30°66 
Ratio Haim "(Ue spec 079 | 077 | 081 
Extension on 3 in, ... men. *160 % | 180 $ 197 % 


* Broke ў in. from gauge mark. 

By single-blow impact tests on notched specimens in the 
Izod machine, one sample from the broken cable absorbed 
11:75 ft.-lb. at fracture. A second sample from the 
broken cable, however, only absorbed 7°65 ft.-lb., and 
showed a crystalline fracture. 

The last-mentioned sample piece, as well as sample A, 
were nearest the fracture, and the National Physical 
Laboratory therefore concludes that the brittleness is only 
found there, and that the wire was of exactly the same 
quality as the new wire it was compared with. | 

The general micro-structure of both the old and the new 
wires was found to be very similar and quite normal for iron 
or very mild steel wires of this description. Quite close to 
the actual fracture, however, the wires showed a number of 
microscopic cracks whose presence readily accounts for the 
results of the two mechanical testa just described. The 
ap ce of one of these cracks is illustrated in fig. 1, 
magnified 100 diameters. 

The National Physical Laboratory points out that the 
cracks are of a very distinctive and typical kind, such as are 
always found in specimens of iron or mild steel which have 
been exposed to repeated alternations of stress up to, or 
nearly up to, the breaking point. These cracks are typical 


of the gradual failure of such material under fatigue or 


alternating stress. 

The different testa appear to indicate that the wires in the 
cable were of the usual quality, and that the defecta observed 
are in all probability the result of some mechanical action to 
which the material was subjected after the cable was laid. 
The fracture appears to have been caused: by the material 
having been fatigued by many thousand bends or twistings, 


and, as all the wires were broken close to the same point, 
and the copper strand showed no signs of stretching, these 
bends or twistings must have been of а very local character. 


The Great Northern Telegraph Co. have themselves tested 


several of the wires from the cable, and have obtained 
similar results to those of the National Physical Laboratory. 
The breaking strain was between 28 and 32 tons per 
sq. in., with an elongation between 15 and 20 per cent., 
and 11 to 17 twists in 6in. Two of the wires broke like 
glass when hammered out with a wooden mallet on a wooden 
block, while the remaining pieces of the same wires were 
subjected to tensile tests without showing anything abnormal. 
On bending a piece of wire (one end of which was fastened 
in & vice), backwards and forwards at a very small angle, or, 
so to speak, shaking it for about 20 minutes, a fracture 
occurred with a plane surface quite similar to that in the 
cable. 

According to a test carried out by the Government Labora- 
tory at Copenhagen, the wire contained only 0°05 per cent. 
of phosphorus. 


Fig. 1.—SECTION OF WIRE, X 100. 


. All these tests, together with the fact that the cable has 
not been interrupted after being moved some few miles 
(eastward) in November, 1909, indicate that these curious 
fractures may have been caused by some outside circum- 
stances. 

The managing director of the India-Rubber, Gutta-Percha 
and Telegraph Works Co., Ltd., Mr. Gray, thinks it is 
possible that the cable might have been laid too tightly in 
the locality where the breaks occurred, and as this was off 
the mouth of the Tsien Tang Kiang River, alterations in the 
flow may have been the cause of the vibrations which broke 
the cable. He also points out that there are numerous 
examples of breaks in cables off the mouths of rivers which 
have been difficult to explain satisfactorily. On a sloping 
beach gravitation must produce a slight slipping of the 
muddy bottom from shallow to deep water, and the friction 
of the flowing mud will eventually produce a heavy tensile 
strain on the cable. Mr. Gray mentions one case off Bombay 
where the copper conductor broke inside the cable while this 
was otherwise perfect, and another similar case close to 
Senegal. 

Mr. Petley, of the Telegraph Construction and Maintenance 
Co., has had cases in the North Sea where cables buried in 
sand broke by a sudden jerk, showing fractures similar to 
those of the Gutzlaff-Amoy cable. 

The Great Northern Telegraph Co. have themselves 
experienced a case in the North Sea somewhat analogous to 
those mentioned by Mr. Gray. During the picking-up of the 
cable, which was well buried in hard sand, and therefore 
exposed to heavy strain and violent vibrations, the telegraphic 
communication with the cable hut was suddenly interrupted, 
and on examination the core was found broken in two different 
places, although the sheathing (12 No. 3 wires) was not 
damaged in the least. The copper strand as well as the 
gutta-percha, which were quite sound, had the appearance of 
having been cut with a sharp knife. | 

Prof. E. Suenson (Royal Polytechnic College, Copenhagen), 
who has written the above article for the Danish technical 
paper, Zngenióren, thinks that, as repeated  twistings 
generally produce a fracture with a screw surface, 


and as the fracture in this» case had a plane 
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surface, the breaks must have been caused by either 
stress or bending tensions. . Such tensions might be due to 
the flood carrying the cable toward the coast and the 
ebb drawing it out again, but the number of these move- 
ments would be far too few in the short time the cable has 
been lying in this track to be of any consequence. If, on 
the other hand, the cable had been suspended between two 
submarine, rocks, it is just feasible that the out-flowing mud 
could have acted on the cable in the same way as the violin 
bow acts on the string, by carrying it along until the strain 
grows 80 heavy that the cable springs back, when it would 
again be seized by the out-flowing mud, and so on. In this 
way the number of repeated tensions would be considerable 
in the coürse of a short time; but Prof. Suenson thinks 
that even this would not account for the fractures in this 
instance. 


NOTES ON VACUUM CLEANERS. 


[COMMUNICATED.] 


THE danger of dust as a harbour and vehicle of transit for 
bacteria, and hence as a factor in the spread of disease and 
the contamination of food, cannot beexaggerated. Ordinary 
methods of dusting and sweeping merely displace dust and 
dirt into the folds of a textile material or into more or less 
open receptacles. The mechanical forces exerted in the 
operation raise a considerable percentage of the fine 
dust particles, which settle again after floating for a time, 
and of the remainder, some is pressed into the pores and 
interstices of the material on which it lies. 

The general principle of vacuum cleaning is well known 
—a reduced pressure is created at the mouth of a nozzle 
(the cleaning “ tool“), and the strong current of inrushing 
air thus created carries with it all the loose dust and dirt 
present in its path and deposits this in settling and filter 
chambers, or discharges it, mixed with water to a sludge, 
into the sewerage system. 

Apart from the hygienic merits of the vacuum process, 
there is a great saving in the labour of house cleaning ; 
spots are accessible to suction which can be reuched by no 
other means, and dirt is lifted instead of being pushed down 
and along. A little practice enables the various cleaning 
tools to be used correctly, expeditiously and with a minimum 
of changes. The uses to which vacuum plant can be 
applied include all domestic dirt-removing processes, hair 
drying, &c., and the economical shifting of large quantities 
of grain, sand, ashes, and so forth. 

The desiderata of vacuum cleaners include suitability for, 
and rapid and thorough action on, all classes of work to be 
dealt with. There are two distinct actions to be provided, 
viz, "sweeping" and “cleaning.” Surface dirt requires 
for its removal a sweeping action caused by the displace- 
ment of large volumes of air at high speed and low vacuum, 
and this case is excellently met by centrifugal exhaust fans. 
True “ cleaning " action—the removal of dirt more or less 
entangled in and below fabrics— requires a much greater 
working vacuum, and for this purpose diaphragm pumps are 
superior to centrifugal fans. Large pieces of string and 
paper are lifted with comparative ease, but in the removal 
of such light but clinging materials as lengths of cotton 
thread, ordinary brush sweepers (such as the Bissel machine) 
are better than any vacuum cleaner; the tremendous 
draught required for their removal by suction naturally 
damages the nap of carpets and other fabrics. 

Portable v. Stationary Cleaners.— Portable cleaners are 
very tempting for ordinary domestic work, but it is difficult, 
if not impossible, to provide sufficient mechanical strength 
to cover the conditions of everyday unskilled usage and 
sufficient power to allow of all classes of cleaning while 
keeping the weight of the apparatus within such limits that 
it is really portable and so light as not to damage carpets, 
polished flooring and so on. The weight of “ portable ” sets 
of really satisfactory power, strength and efficiency rises to 
0°9-0°75 cwt. | 

For reliability, satisfactory operation and low running 
costs, a stationary pumping plant should be installed and 
connected by permanent piping to nozzles, in rooms and 
corridors, to which flexible hosing and cleaning tools are 
connected in the ordinary way. Such installations are 


naturally more costly than portable cleaners, but the addi- 


‘tional outlay is not commensurate with the more satisfactory 


operation secured. At present, an equipment which is very 
cheap in first cost is likely to prove very costly in repairs, 
while affording poor cleaning. с 
Types of Pumps.—The nature of the work makes it very 
desirable to avoid valves in the exhauster, and, for this 
reason, centrifugal fans or multi-stage turbines are mostly 
employed. A simple centrifugal pump will not, however, 
provide a sufficiently high vacuum to accomplish thorouph 
cleaning, though the characteristics of the fan are admirably 
suited to sweeping operations. If the intake becomes almost 
or wholly closed (by close pressing of the tool on its work), 
a pump exhauster continues to maintain a vacuum of 7 in. to 
10 in. of mercury, and does not overload the driving motor. 
On the other hand, а rotary blower produces a much higher 
vacuum and seriously overloads the motor. Rotary pumps 
produce negligible vibration, and special foundations are un- 
necessary, but reciprocating pumps require a heavy fly-wheel 
to avoid excessive speed variation, and vibration is usually 
troublesome (the reciprocating masses forming a high per- 
centage of the total weight). | 
Typical vacuum-displacement curves for portable cleaning 
sets are shown in fig. 1; curve A applies to reciprocating 


Vacuum - inches of Mercury 


0 2 4 6 8 10 12 14 16 


18 20 22 24 
Alr Displacement = C. ft. per minute. 
Fie 1—PERFORMANCE OF AIR PUMPS, 


pumps and curve B to centrifugal pumps. It is clearly 
advantageous to work on the steep part of the curve in the 
former case, the displacement then varying little over a wide 
range of vacuum. | 

Driving Molors.—A few vacuum cleaners are built for 
hand operation, but it is unlikely that these will ever become 
very popular. The labour entailed in carpet sweeping is, 
if not greater, at least more apparent than when using 
ordinary rotary-brush sweepers, and, in cleaning bookshelves, 
cornices and the like, it is very desirable to have both hands 
free for the manipulation of the cleaning tool and for steady- 
ing oneself. Finally, the cost of hand-operated cleaners is 
not sufficiently less than that of electrically-driven sets, to 
compensate for the above disadvantages. Hand operation of 
really large cleaners is out of the question. 

In factories and the like, it may be convenient to drive 
the vacuum pump by belting from a main— or counter—shaft, - 
but usually it is preferable to employ an independent, direct- 
coupled motor. Wherever possible a D.c. shunt machine 
should be employed, but, in case of necessity, a three-phase 
induction motor (with slip-rings if over 1 or 2 H.P.), or a 
single-phase repulsion motor may satisfactorily be employed. 

In many small portable cleaners, an alarming temperature 
rise is allowed in the motor. This is very likely to lead to 
ultimate trouble, and the purchaser of euch a set should 
insist on a good life guarantec. | 

Little latitude is available in the disposition of the driving 
motor in run-about portable cleaners; gearing should be 
rigorously eschewed. Where space is limited a vertical-shaft 
motor should be directly coupled to a vertical-ahaft rotary 
pump, but if over 5 Н.Р. is required, it is generally preferable 
to use a horizontal set. A minor but appreciable advantage. 
of the vertical disposition is that the pump rotor is “ floated ” 
by the air passing and the load on the footstep bearing is thus 
considerably reduced. 
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Cleaning sets for house-to-house use or for use away from 
an electric power supply may conveniently and economically 
be driven by petrol or oil engines. 


Vacuum ; Air Displacement ; Horse-Power.— Sweeping ” 


operations require very low vacua, the cleaning nozzle being 


held slightly above the surface cleaned and thus practically 


in free air. For rug cleaning, a vacuum not less than 2 in. 
to 3 in. of mercury is necessary ; a l-in. vacuum gives very 
poor results, but too high a vacuum (e.g., 5 in.-10 in. mer- 
согу), leads to injury of the pile and soon produces a 
threadbare appearance by removing the nap. The cleaning 


of very light fabrics (such as lace curtains) amounts to a 


" gweeping " operation. 

À nozzle vacuum of 1 in. mercury produces an air velocity 
of about 1,000 ft. per minute, and of 3 in. about 2,600 ft. 
per minute, The volumetric air displacement required in the 
pump obviously depends on the area of the nozzle opening, 
on the vacuum required and on the number of nozzles in 


simultaneous use. With a single 2-in. diameter nozzle in 


free air (sweeping), & portable cleaner should displace 
1,200-1,800 cb. ft. per hour, and a stationary cleaner some 
2,000-2,500 cb. ft. per. hour. Corresponding figures when 
" cleaning " at 3 in. (mercury) vacuum are 700-1,000 cb. ft. 
and 2,000 cb. ft. per hour. With free-air suction and dis- 
charge, a 1-н.р. stationary central pumping plant should 
displace 2,000-2,500 cb. ft. per hour, and а 10-н.Р, plant 
9,000-10,000 cb. ft. per hour. 

Small centrifugal portable cleaners consume from to 100-300 
watta, and the largest portable seta require 700-1,000 watts. 
Central stationary suction plant is designed on a more liberal 
scale, and from 1 to 2 H. P. is allowed for working one hose at 
a time, 10 H.P. for four points, 50 Н.Р. for 20 points, and 
100 H.P. for 40 points. The largest stationary cleaning 


equipments yet built are the 120-H.P. “ Otovacum " turbine 


exhausters for operating 50-70 cleaning sets at one time. 


Costs und Weights—Hand-operated portable cleaners are - 


available which weigh from 10 to 15 Ib., and cost from £2 to 
£7 each (including the smallest possible set of accessories). 
The lightest motor-driven portable cleaners weigh from 
10 to 15 lb. and cost £10-£12 complete with the usual 
accessories. Larger and more powerful portable cleaners, 
mounted on trolley trucks and suitable for cleaning carriages, 
&c., weigh from 300 lb. complete (1 Н.Р.) to 1,800 Ib. (7 to 
10 H.P.). The stationary Vortex equipment weighs from 
300 lb. net in the 1-H.P. size to 1,800 lb. in the 7:5 to 
9:5-H.P. size, the overall space occupied (including motor, 
pump and tanks), ranging from 12 cb. ft. to 50 cb. ft., 
and the cost, excluding accessories, from £50 to £250. 

A portable cleaner costing £12, and consuming 200 watts, 
is not to be compared in efficiency and overall running cost 
with a 1-H.P. stationary plant costing £30 net (to which 
must be added the comparatively small cost of the necessary 
permanent piping about the building). 

Hosing and Piping.—A 1:25-in. rubber hosing is suitable 
for ordinary domestic use, and should be reinforced by a 
spiral steel wire armouring ; the diameter should be increased 
to 2 in. where a long length (say, over 30 ft.) of hosing is 
to be used at one cleaning point, or where large quantities of 
dirt are to be handled. Flexible steel hosing should be used 
for hot ashes or similar materials. 

Too much care cannot be devoted to the permanent piping 
in a central suction installation. Gas or steam piping with 
a smooth internal bore of not less 1:5 in. to 2:0 in. diameter 
should be employed, and easy changes of direction should be 
employed in its erection. Sharp elbows must never be 
employed ; where the desired deflection cannot be obtained 
by varying the set of the pipe, bends of large radius must be 
used. Crevices or other lodging points for dust must be 
avoided at.joints, and special care must be taken in the 
arrangement of cross-connections that dirt cannot be carried 
by its inertia into an opposite cross-pipe (thus blocking the 
latter), instead of being drawn down the main pipe. The 
diameter of the various sections of the piping should increase 
as the central ‘suction plant is approached. 

It is not generally realised how great is the air friction in 
piping ; much of the power lost in overcoming this resistance 
may be avoided (and the useful capacity of a given pump 
correspondingly increased) by liberality in the matter of pipe 
па and by avoiding bends, constrictions and obstruc- 
iong à M 
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Connections between flexible hosing and wall nozzleg in 
the permanent piping should be by bayonet or other easily 
fitted locking catches and conical seatings. A spring shield 
should be provided to cover each connecting nozzle when not 
in use; in case of emergency, the latter, or any other 
opening or leakage, can be temporarily sealed by a sheet 
of tough paper of suitable size and thickness. 

Cleaning Tools Required.—It is impossible to meet the 
many conditions of house cleaning by the use of a single 
suction nozzle or tool. For flat, wide surfaces, a rectangular 
nozzle 10 in. to 12 in. wide (fig. 24 for carpets, &c.), or 
15 in. to 24 in. wide (fig. 28 for bare floors, walls, &c.), 
should be employed ; in the latter case, the nozzle should be 
surrounded by felt (for floors), or good bristle-brush bristles, 
(for wall paper) A narrower (say 5 in.) rectangular tool 
is suitable for furniture upholstery, and a round or short 
rectangular brush nozzle (fig. 20) is convenient for miscel- 
laneous upholstery and small work. A suction hand brush 
6 in.—8 in. long is shown in fig. 2D; а 90° cornice brush in 
fig. 2E ; and a rubber **tufting " nozzle in fig. 2F. 


Fig. 2.—VACUUM-CLEANING TOOLS, 


The width of the suction opening in rectangular tools varies 
from 4 in. to $ in., the area of the opening ranging from 0°5 
to 2-0 sq. in., according to the size of the cleaner. In the 
best cleaning equipments, provision is made for regulating 
the vacuum at the nozzle by simple valve gear in the guiding 
handle; the latter is of tubing, built up to any reasonable 
length from bayonet-jointed sections. 

In several types of portable cleaner, it is possible to dis- 
connect the pump discharge from the collecting bag or tank 
and couple it to a length of flexible hose terminating in an 
appropriate blowing tool (usually with a simple rectangular 
slit, and often with the addition of a brush). The intake of 
the cleaner being in free air, a jet of clean air is blown from 
the nozzle and is very useful in cleaning books, dynamo 
windings, pianos, and so on. Of course, the dust displaced is 
now raised and must be collected by suction after it has 
settled on the surroundings. | 

Disposal of Refuse.— It is an important advantage of 
vacuum-cleaning plant that the dirt is entirely removed from : 
the locality of its collection. In portable cleaners, a dust bag 
and filter forms a light and satisfactory equipment, the 
fillered exhaust being discharged into the surrounding air 
(often at, quite a high temperature, owing to heating by the 
motor windings). | 

It is necessary in all but the cheapest equipments to provide 
for the centrifugal separation (usually by a single sharp bend) 
of large pieces of paper and string in “intercepting " tanks 
placed immediately before the suction pump, and preferably 
also between the various room nozzles and the main piping 

ystem. Dust which is not deposited in these chambers may 
afely pass through the rotary suction pump (providing the 
airways of the latter are made large, smooth and simple) 
and either be (1) mixed to a sludge with water, as 
in the Siemens Vortex” system, or (2) arrested by filter 
screens, or (3) deposited in a centrifugal separator, the foul 
air being discharged to а sewer or chimney, as in the 
* Otovacum " system. | | | 

Intercepting chambers require emptying at intervals, 
depending on the class of cleaning performed, and dust bags 
and tanks require emptying daily or more frequently, accord- ` 
ing to their capacity. There is no doubt that the Vortex 
sludging system, as arranged for automatic water supply (at 
the rate of about 1 gallon per 1,000 cb. ft. of air per hour) 
and sewer discharge is the most convenient and hygienic for 
stationary and large portable equipments. For small portable 
cleaners a dust-bag collector is lighter and more convenient, 
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PROCEEDINGS IN AN ARBITRATION. 


[BY A LEGAL CONTRIBUTOR. | 


THE electrical engineer who is called upon to act as 
arbitrator finds himself in a new atmosphere. Although he 
has frequent occasion to use the judicial faculty in the 
course of his professional duties, when he sits as arbitrator 
he must be a judge in the strict sense of the term. Excluding 
any element of personal bias, which the parties have been 
careful to eliminate by the judicious selection of the arbitrator, 
it is manifest that other causes may be at work to prevent a 
man from hearing and determining according to the evidence. 
He may rely too much on a preconceived opinion, or he may 
decide the case before him in accordance with some obsolete 
or fanciful theory of his own. The question at issue may be : 
Has the contractor installed an efficient plant ? That is a 
question to be decided after both sides have been fully heard. 
While an arbitrator should not allow his mind to be warped 
by mere prejudice against any particular method of con- 
struction or design which was not shared by the witnesses 
called before him, he may rely upon his own skill and judg- 
ment to some extent. In the circumstances a few notes 
relating to the daties of an arbitrator may be found useful. 

Broadly speaking, it may be stated that the proceedings 
before an arbitrator are similar to those in a court of 
justice. The arbitrator appoints the time and places of 
meeting and adjournment, but they must be reasonable and 
notice must be given to both parties, or the award will 
be void. It is usual, of course, to.consult both parties 
before fixing the time and place. 

In the conduct of the proceedinys, an arbitrator should be 
guided by the principles of fair-play, which will lead him to 
decide the case impartially. Thus, he should not hear one 
party ia the absence of the other, nor should he exclude the 
witnesses of one party from the room where he is sitting, 
unless those on the other side are alse excluded. Failure to 
observe principles such as these may have serious results. 
Thus, an award may be set aside :— 

l. If the arbitrator hears one party and refuses to hear 
the other. | 

2. If the arbitrator holds private communication with 
one of the parties on the subject matter of the reference. 

3. Where the arbitrator, unless justifiably proceeding 
er parle, examines one of the parties or the witnesses on 
one side in the absence of the other party; or receives 
information from the one party in the absence of the other. 

4. Where the arbitrator examines witnesses in the 
absence of both parties. 


In any of the above cases the award runs grave risks of 


being set aside, notwithstanding that the arbitrator may swear 
that the evidence thus received had no effect upon his 
award. The arbitrator, in his capacity as judge, is bound 
to hear and determine, and must not determine until he has 
given a fair and patient hearing to both sides. He should 
bear in mind the precept of Marcus Aurelius, who wrote : 
“ To be patient is a branch of justice." 

To the rule that the arbitrator must not hear one party in 


the absence of the other there is an obvious exception, . 


namely, that if one of the parties is deliberately keeping out 
of the way, or keeping back his evidence to delay the 
reference, the arbitrator may proceed ex parte. The 
arbitrator should endeavour to suit the convenience of the 
parties in arranging for times for the hearing. If counsel 
are employed, their convenience is usually met in fixing the 
time and place of the hearing, which may, of course, last for 
s:veral days. It will often be desirable with a view to 
accommodating the legal gentlemen employed to fix the 
hearing at 4 o’clock, and to sit on Saturday afternoon, or at 
other times when the Courts are not sitting. 

An arbitrator should refrain from accepting the 
hospitality of one party, lest the invitation may be given 
with the intent, or have the effect, of inducing him to act 
unfairly. It has, however, been decided that for an 
arbitrator to lunch or to dine with one of the parties in the 
absence of the other is not of itself sufficient to invalidate 
an award. 
be avoided. 


The practice, however, is undesirable, and should. 


The evidence which may be adduced before an arbitrator 
is to all intents and purposes the same as the evidence which 
will be received in a court of justice. The arbitrator is the 
judge of the admissibility of evidence so far as the com- 
petency of the witnesses is concerned, and if he receives 
evidence which is not admissible the party aggrieved has no 
remedy unless, indeed, he make an application to the Court 
before the award is issued. For the Court has power to 
revoke the arbitrator's authority if he admit improper 
evidence or refuse to admit evidence which is legally 
admissible. For instance, hearsay evidence is inadmissible 
in & court of justice, except under very special circum- 
stances. | 

A valid award must extend to all the matters which are 
submitted, and if the arbitrator refuge to hear. the evidence 
or to decide a particular point, the party aggrieved may go 
to the Court and say, All tbe matters in issue have not 
been decided, and I therefore claim to have the proceedings: 
set aside.“ | 

The principal statutes providing for the reference of dis- 
putes to arbitration allow witnesses to be examined on oath. 
In general, evidence should be so taken unless both parties 
dispense with it. Where the agreement to refer requires 
the evidence to be on oath, the arbitrator may not dis- 
pense with this formality without the consent, express or 
implied, of the parties. Where the submission requires the 
witnesses to be examined on oath the arbitrator cannot: 
receive evidence on affidavit, as the witnesses must be 
examined iva voce. 

The reason for this rule will be apparent when it is 
remembered that the evidence of nearly every witness is 
valueless unless he is subjected to cross-examination. If he 
makes a statement in an affidavit, or in answer to questions 
on behalf of the party by whom he ia called, he may quite 
unintentiónally omit to mention many facts which are: 
material. | i 

An arbitrator may consult men of science in every depart- 
ment where it becomes necessary, and although he may not 
agree beforehand to be bound by whatever opinion another 
may give, as that would be a delegation of his authority, 
he may submit a question to another person of skill or science, 
and adopt the opinion given thereto as his own. This power 
to consult may often prove serviceable to an arbitrator who 
may have to decide upon questions with which he is not 
familiar. It is also important for the lay (as distinct from 
the legal arbitrator) to know that he may consult a solicitor 
or counsel as to the admissibility of evidence, or as to the 
framing of his award, or he may take counsel’s opinion on a · 
point of law. He should not, however, employ a solicitor of 
either party as his legal adviser. ! 


MESSRS. R. WAYGOOD & CO.“ s NEW 
WORKS. 


ON Tuesday the new works of Messra. R. Waygood & Co., Ltd., in 
Falmouth Road, London, S. E., were formally opened by the Mayor 
of Southwark. The new building forms an extension of one of 
their existing shops, in which it is intended to concentrate the 
whole of the construction and fitting of the electrically-driven 
apparatus for which the firm is justly famed ; the department has 
a clear ground floor area of 15,500 aq. ft., with first and second floor - 
galleries of 11,000 sq. ft., and a basement of 6,000 sq. ft. The 
cubic content of the shop amounts to 750,000 cb. ft., and in view . 
of the large dimensions, special attention has been given to the 
design and construction of the building, which is fire-resist- 
ing throughout, with staircases both inside and out. Special 
heating and ventilating arrangements have been provided, 
and the shop is of course electrically driven throughout, with power 
from the Southwark Electricity Works; for this purpose four 
50-H.P. motors made by Messrs, Vickers, Ltd., have been installed in 
motor rooms in the basement, and drive line shafts in trenches, 
with supplementary shafts overhead. А 5-ton electric crane serves : 
the space between the galleries, and electric cranes are also fitted in 
two of the side bays. A "Waygood Standard " electric lift is pro- 
vided at one end of the building, for goods and passengers, and the 
other end is served by a new patent “ Electroil" lift which the firm . 
has recently introduced. The total capacity of the buildings 
occupied by the company now amounts to 1,700,000 ob. ft. 

The business was founded by Mr. Richard Waygood early in the 
last century, and the manufacture of lifts was begun in 1865, 
manual power being then employed. The introduction of hydraulic 
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power gave a great impetus to the use of passenger lifts, and was 
quickly followed by the application of electricity to this purpose. 

The first electric lift made by the company was exhibited at the 
Crystal Palace in 1890; since then over 10,000 electric and hydraulic 
lifts have been installed by Messrs. Waygood, many of them being 
of the automatio type, of which the firm makes & special feature. 
The present output is over 1,000 lifts and cranes per annum, and 
the company has over 1,000 employés. In the course of the opening 
ceremony silver cupe, each containing & £10 note, were presented 
to two employés who had been in the service of the company for 58 
years. Mr. H. C. Walker, chairman of the directors, has himself 
heen with the firm for 4T years and the sales manager, Mr. H. 
Harmsworth, for 30 years. The most kindly relations obtain 
between the firm and their employca. 


PROCEEDINGS OF INSTITUTIONS. 


Air Resistance to Trains in Tube Tunnels. 


IN a paper read before the AMERICAN 8001ЕТҮ OF CIVIL 
ENGINEERS on May 15th, MR. J. V. Davies describes the results 
of investigations he has made into the subject above-named, in 
connection with the Hudson and Manhattan Railroad tunnels, 
including tests in the open on the Pennyslvanig Railroad. 

The tunnels are lined respectively with concrete and iron 
segmenta, the former being 14 ft. wide and the latter 15 ft. 3 in. in 

inside the lining-plate flanges. 
the conorete tunnel is 166 sq. ft., and that of the iron tunnel 
160 sq. ft. 

For trains in the open, at speeds up to 32 M.P.H., the total 
resistance due to the air was found to correspond with that given 
by the following formula :— 

Р = 00672 D А У? (1772 — Q'0282 v), and for speeds above 
32 M.P.H.— 

Р = 0'0072DA Dy? (00182 v — 0°03), where 

P is the total air resistance in pounds, 

у the train speed in miles per hour, 

D the weight of the air in pounds per oubio foot, and 

A the crose-sectional area of the car in sq. ft. 


The cars were flat-ended. All other resistances, when running on 


чн level track, were given by the formula :— 
р= 4 + 01У, 
where р is the resistance in pounds per ton. 
The air resistance in tunnels is divided into two — ( 


that due to impact of the train on the air, and that due to the 
"static friction of the displaced air on the walls of the tunnel. 
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The “impact” resistance is independent of the length of the 
tunnel ; its value was found to be given for iron tunnels by :— 


= 00761 v? (12°75 — 01809 v), 


where P is the ul resistance in pounds, between 18 and 28 M.P.H. 
(probably correct from 15 to 40 M.P.H.). 
The static resistance was given by :— 
р = 0'000205 L v? 


where L is the length of tunnel between train and air suse in ft. 
In tbe tunnels in which the teste were made the greatest values of 


L were 4,000 ft. (concrete lined) and 6,600 ft. (iron lined) The. 


total air resistance was the sum of the two components given 
above, to which must be added the miscellaneous tractive resist- 
ances given by p = 4 + Ol. v (pounds per ton). 

In the case of concrete-lined tunnels the formule were 
respectively P = 0'0745 v? (12°75—0°1809 v) and P = 0°000016 L va. 

Various curves of total resistance to trains are plotted in fig. 1. 
The discrepancy between the curve given by Mr. J. A..F. Aspinall 
and that obtained on the. Hudson and Manhattan Railroad may be 
due to the difference in type of rolling stock. 

In the case of an iron tunnel 2 miles long between air exits, at 


5 M. P. H., the total resistance is 30 Ib. per ton, and with a six-car 


The net internal area of 


train weighing. 240 tons, allowing for a loss of 25 per cent. in 
transmission, the . electric horse-power .required would be 
1,200 H.P. 

In the Simplon Tunnel a locomotive weighed 62 tons, and was 
rated at 900 to 2,300 H.P. ; it was found that the power required to 
haul a train at 43° 5 M.P.H, through the tunnel was 400 H.P. greater 
than that required in the open. 

To reduce this great resistance in tunnels, the author considers 
five possible methods. Of these, the use of blowing and exhaust- 
ing engines at the ends of the tunnel would be costly, but the 
size and cost of car motors would be reduced, and in some instances 
the saving would balance the cost of installation. If more than 
one train is in the tunnel at once, the resistance per train will be 
reduced. The use of a wind shield on the leading car would 
save about 25 per cent. of the power as compared with 
a flat front in the open, and this would be a very 
important economy ; in some cases it might be abeolutely essential. 
The ventilation of the tunnel, however, would be adversely affected. 
Probably at least 20 per cent. of the power would be saved by 
lining the segments of an iron tunnel with concrete, so as to pre- 
sent a smooth surface, but the cost would be too great. Increase 
in the diameter of the tunnel (in new construction) would be far 
more costly than the saving effected. 


The Shape of Scales Required for Reflecting Instruments 
with Concave Mirrors. 


By E. H. RAYNER, M.A. 


(Abstract of paper read before the OPTICAL CONVENTION, 
June, 1912.) 


THE accuracy of reading certain types of deflecting instruments, 
which operate without uny static friction, can be greatly improved 
by observing their deflections by the reflection of a beam of light 
from a concave mirror having a radius of curvature of several feet 
When the angular deflection is large, the shape of the scale for 
such an instrument is somewhat similar to a cardioid, varying 
according to the relative values of the radius of curvature of the 
mirror and the distance of the source. 

A special case is discussed when the curve approximates (over а 
large arc) exceedingly closely to a circle of definite radius, In 
general the radius of a similar circle may be calculated, which will 
approximate sufficiently accurately to the true curve. 

The experience which emphasised the importance of the subject 
dealt with in this paper has been gained by the arrangements 
adopted at the National Physical Laboratory for the precision 
apparatus for alternating-current measurements, These have to 
be of the deflecting type, and to enable readings to be made to an 
accuracy of one or two parts in ten thousand, it is necessary to 
have a scale length of some 20 ft. or more, the instrument being 
at about 10 ft. from the centre of the scale. 

Of the instruments in use the two most important are a Kelvin 
electrostatic voltmeter of the single-quadrant type, and a specially 
designed quadrant electrometer used as a standard wattmeter. Of 
these the voltmeter has much the larger torque, and has oil damp- 
ing; and it is interesting to note, as the result of several years’ 
experience of this type of instrument, that there has never been 
any tendency to "sticktion," provided the oil surface be kept dust 
free; full advantage is obtained of the magnification 50-fold above 
that for which the instrument was intended. The other instru- 
ment is specially designed with sufficient air friction to bring it to 
rest in the most suitable time. 

A concave mirror is employed, and a real image of an artificial 
source of light is projected on to a translucent or opaque white 
scale, on which suitable marks are drawn. A Nernst lamp and a 
condensing lens with a fine vertical wire in front of it form a 
suitable source of light, producing on the scale a circular bright 
spot with a fine line across the vertical diameter. 

The paper deals with the shape of the gcale required in order 
to have the vertical wire always sharply in focus, while the concave ' 
mirror rotates about a vertical axis. If the angular deflection be 
only a few degrees, a straight scale is commonly used; but it 
becomes unsatisfactory if the deflection is considerable. Neither 
does a circular scale with the mirror at the centre sufficiently’ 
approximate to the proper curve for instruments reading by a 
reflected ray of light whose working deflection may reach 120°. 

From the diagram given (page 116) it will be seen that the scale 
has to approach continually the mirror as the angle of incidence 
increases, and that for deflections of 90° from the incident ray the 
distance may be reduced to one-half. 

Nomenclature,— 

u = distance from object to mirror. 

= distance from mirror to scale when the angle of incidence 
ina кооп! plane is zero. The angle in a vertical plane is 
assumed to be zero. In practice it should be kept as small as con- 
venient ; v, is measured along the axis of symmetry of the curve 
and intersects the scale at its “ centre.” 

ry = distance from mirror to scale when the reflected beam 


makes an angle Ө with the incident beam. The angle of incidence 
= 6/2. 

т = magnification = 1%. 
a = radius of curvature of the mirror. 


Then as + E. de are which, when 0 = 0, reduces to 
a сов 0[2 


tg * 


the ordinary equation of the concave mirror. 
If any convenient value, r, has been chosen for the distance 


between the instrument and centre of the scale, the value of x 


—— ——————————————————aüdlia ы À—'À 
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can at once be calculated when the curvature of the mirror is 
known; and, therefore, also the value of vg from point to point 
along the soale. For any permanent installation, this is worth 
doing, drawing out the curve full size and bending the scale to it. 
For ordinary purposes, however, a circle may be drawn which will 
agree sufficiently accurately with the proper curve, The radius of 
this circle may be taken as the perpendicular to the axis of symmetry 
from the point where the curve is parallel to that axis, the centre of 
the circle being on the axis of symmetry at a distance from the 
intersection of the scale and the axis equal to the above radius. 
For about 60° on each side of the axis of symmetry, a circle во 
drawn will lie within or without the true curve according as the 
magnification is less or greater than about 1:37. When, however, 
the curve is parallel to the axis of symmetry at the point where 
Ө = 60°, the coincidence between the circle во drawn and the true 
curve is exceedingly close, In this case, the perpendicular to the 
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axis of symmetry, from the point where the curve is parallel to 
that axis, is exactly equal to the distance from the foot of the 
perpendicular to the point where the axis of symmetry cuts the 
scale at right angles. We thus have the circle touching the true 
curve at 6 = 0, and also at two points on each side, where Ө = 60°; 
and intermediately the two curves do not diverge from one another 
by 2 parts in 1,000. 

Throughout the paper, the distance t, between the scale (0 = 0) 
and the mirror has been taken as 1,000, In this special case u, the 


distance between source and mirror, is 1,000 (4/3 — 1) = 72:05 and 


a = 1,000 * 3 (3 = V8) = 845'298, 
| І 3 i 

The magnification r = ————————— = 1'36608. 

| ol 2 (3 — V3) 

Fig. 1 gives the curve for this case, and the agreement with a 
circle drawn as described is so near tbat it is quite impossible to 
distinguish between them for about 70" on each side of the axis of 
symmetry, except when drawn on a very large scale, Two other 
circles have been drawn instead, one longer by 1 per cent. of e, and 
the other shorter by the same amount, to show how close the coin- 
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cidence is. It is, therefore, desirable. to choose, if. convenient, the 

values for v., u and a in the ratio of 1,000, 732 and 845, аа 

5 above, using a radius of 634 for the curvature of the 
e, ADS Я и 

The angle at which the curve is parallel to the axis of symmetry 
being p, at a distance ty from the mirror, rp sin p is the perpen- 
dicular distance to the axis of symmetry from the. point of the 
curve; and r. — єр cos p is the distance from the centre of the 
scale to this point. As mentioned above, these are equal when 
p = 60°, and the difference between them increases as p diverges 

m 60°. . 

Às the mirrors commonly used are small compared with their 
distance from the source and image, the depth of focus is con- 
siderable, and it will generally be found quite sufficient to use a 
circular scale of radius +, sin p which will be satisfactory over 
about 70° on each side of the axis of symmetry. The difference 
between v, sin р and 1,000 — т, cos p will give an indication of 
the divergenoe of the circle from the true curve, Ifa leas angle 
than 70° on each side of the axis of symmetry be sufficient, a slightly 
different circle will fit the curve somewhat better. 

It is generally essential to enclose instruments completely to 
avoid entrance of dust and disturbance by air currents, Some trans- 
parent window must, therefore, be provided, and for moderate 
deflections plane parallel glass will probably be found most satis- 
factory. For large deflections a curved window is necessary, and 
mica is the most convenient material. 

This should be split into as thin a sheet as possible (thin paper. 
seems to be the best tool to use) and it should not be bent toa mall 
radius. If the material is thick or the curvature sharp the 


definition will be seriously impaired. In any case curvature will 


cause the mica to act as a lens, and modify appreciably the focal 


length of the system as caloulated from the mirror alone, especially 


when the latter has a radius of curvature of 5 or 10 ft. The focal 
length of the combination should, therefore, be determined and 
used in any calculations. 

The accompanying table gives the distanoes from the mirror to the 
scale for every 10° of deflection of the reflected beam from its 
original direction. The values for various magnifications (m) are 
given. It will be seen that though to obtain a large length of 
scale a magnification of two or three times may be desirable, it 
would generally be preferable to lengthen the radius of curvature 
of 1 mirror, as the scale will then not approach the instrument so 
mu i 

Values are also given for rp sin p, this being half the breadth of 
the curve; and this length may often be used as the radius of a 
circular curve sufficiently accurate for many purposes, 


TESTS OF A CURTIS 5,000-KW. TURBO- 
ALTERNATOR. 


By the courtesy of Mr. C. P. Sparks, chief engineer of the County 
of London Electric Supply Co., Ltd., we are enabled to reproduce a 
set of curves relating to tests on a 5,000-Kw. Curtis turbo-alternator 
built by the British Thomson-Houston Co., Ltd., Rugby, and 
installed at the City Road station of the County of London Electric 
Supply Co., Ltd. These curves show a very low steam consumption 
per KW.-hour at different loads. At 4,500 kw. the steam consump- 
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tion is 13.7, and at 5,600 kw. it is 13°6 lb. per KW.-hour. The 
thermal efficiency, which includes the generator losses, is st full 
load 68°9 per cent., and at overload over 69 per cent. These figures 
are particularly good for a turbine of 5,000 Kw. capacity, as the 
superheat is not as high as is generally the case when high 
efficiencies are obtained. This turbo-alternator was illustrated and 
described in our issue of April 12th last, | | 


Electric Fan Accident.—Edward Jones (25), of Black- 


Thermal Efficiericy $ 


pool, sustained serious injury to several fingers, on July lith, © 


through a mishap with an electric fan. 


Jones had been working . 


near an electrical fan, when his hand was caught in the blades, - 


which cut off his first finger, nearly severed 


the second and badly 
damaged the third. | X 
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ALUMINIUM OVERHEAD CONDUCTORS. 


WE have received from the British Aluminium Co., Ltd., of 109, 
Queen Victoria Street, E.C., а copy of a remarkable chart which 
the company has developed for the purpose of determining the 
deflection and stress in overhead conductors of aluminium. The 
use of this metal is rapidly extending, and in view of the import- 
ance of the subject we have obtained permission to reproduce the 
chart, of which the company retains the copyright. 

The company claims that this is the first logically correct means 
of determining the physical characteristics of aluminium con- 
ductors that has yet been issued in this country, and it should take 
the place of the calculations, often only rough approximations, 
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2. To allow for a rise of temperature follow the ordinate vertically upwards 
Umm. to 1? F.); e.g., as above, allowing for a rise of 70° F. Deflection 11˙8 ft., 
stress 6,100 lb. per sq. in. ч 

3. Again, as example 1, but taking into account а wind pressure of 30 lb. per 
sq. ft. on a conductor of 0 6 sq. in., the stress to be as before, multiply the span 
by the appropriate value of ‘tq " given below, ie. 700 x 2°33 = 1,681. ceed 
as before, but divide the deflection so obtained by q,” i.e., 39/283 = 16°7 ft. 

4. The deflection on the line in still air will be found by following the 
horizontal line through the point just determined until it intercepts the 
ordinate corresponding to the true span of 700 ft., giving a deflection of 13°6 ft., 
and a stress of 5,300 lb per sq. in. 

The value of“ 1 " is the ratio of the total loading per ft. run to the weigh, 
of conductor per ft. run. Thus, if ** be the weight and “p” be the effective 
wind pressure per ft. run of projected area (reduction factor 0'6) then 
q = Av? + plo. 

Cross-sec. of conductor, sq. in. 
Value of “q ” (301b. per sq. ft. 
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which have hitherto served. Information not found on the chart 
will be readily supplied by the company ; a useful and complete 
comparison between copper and aluminium condvctors will also be 


is reduced in the ratio 5: 2; the temperature scale is therefore 
modified, and each division represents 20 mm., or 20* F. 

UNIVERSAL BSrRESS-DEFLECTION CHART FOR STRANDED ALUMINIUM 
OVERHEAD CONDUCTORS, 


Based upon the Laws of the Elastic Catenary. 
Modulus of elasticity 9,000,000 Ib. per sq. in. Coefficient of linear expansion 
0-0000130 per 1° F. Weight per sq. in. per ft. run 1°175 Ib. 
1. At constant temperature the intercept of the ordinate of the span with the 
curve of required stress will give the corresponding deflection ; ¢.g., span 700 ft., 
stress 10,000 lb. per sq. in. Deflection 7*2 ft. 


The €oal Mines Act (1911).— The Coal Mines Act 


(1911) came into operation on July Ist, embodying the new rules 
to govern the use of electricity in mines. Sec. 60 of the Act, 
which applies specially to electricity, states that electricity shall 
not be used in any part of a mine where, on account of the risk of 
explosion of gas or coal dust, its use would be dangerous to life, 
and lays down the conditions where risk occurs :— If at any time 


in any place in the mine the percentage of inflammable gas in the 


general body of air in that place is found to exceed 1} per cent., 
the electric current shall at once be cut off from all cables and 
other electrical apparatus in that place, and shall not be switched 
on again as long as the percentage of inflammable gas exceeds that 
amount, provided that nothing in this sub-section shall apply to 


. any telephone or signalling wires or instruments, as long as the 


conditions prescribed with reference to the installation and use 
of such wires and instruments are complied with, nor to any electric 
hand-lamps of a type for the time being approved.” 
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BROWETT-LINDLEY FOUR-CYLINDER 
VERTICAL GAS ENGINE. 


MESSRS. BROWETT, LINDLEY & Co., LTD., have recently completed 


and shipped one of their standard four-cylinder vertical gas engines, 
of which we give below a brief description :— 

The engine is of the Otto or four-cycle type, and has four in- 
verted cylinders mounted on a frame enclosing the crankshaft and 
motion work, similar to their high-speed steam engines It was 
built for a tramway power station in New Zealand, and is coupled 
by means of a flexible coupling to an E.C.C. 225-Kw. dynamo; 
the engine is to work with a Mond-type pressure gas producer, 
using local coal. 

The normal output of the engine is 400 B.H.P. continuously and 
440 B.H.P. maximum load for half an hour, at a speed of 250 R. P. M. 


Fig. 1—BROWETT-LINDLEY 400-B.H.P. GAS ENGINE. 


One of the special features of this engine is the total separation 
of the gas and air, and the provision of a double valve for the 
inlet. This arrangement absolutely obviates any risk of back fires, 


which in an engine of this size might be'serious. 


— 8 


FIG. 2.—VERTICAL TRANSVERSE SECTION OF ENGINE. 


The main inlet valve has a supplementary valve mounted loosely 
on its spindle, and this valve is held against the seat of the gas 
port by means of a short spring. A collar on the main valve 
spindle opens this gar valve, and by adjusting its position a certain 
amount of lag can be given, so that air enters the cylinder first, 
and then, by further travel of the main valve, the gas valve opens 
and the combined charge is taken in. 

Starting is effected by means of compressed air, and is entirely 
automatic. No compression release is provided, as this is unneces- 


sary under the system adopted. By opening the main compressed- 
air valve, compressed air is admitted to two valve boxes placed 
underneath the cam shaft, and raises the valves against their 
levers and cam. Should the swell on the cam be opposite a lever, 
as it will be if the engine is in correct starting position, the valve 
cannot close, and the compressed air then passes to the cylinder 
through the check valve on the face of the cylinder, and the 
engine at once commences to revolve. The provision of the auto- 
matic check valye on the cylinders allows a charge of mixture 
to be taken in on the second stroke, and firing takes place imme- 
diately. When the pressure of the explosion in the cylinder is 
greater than the pressure of air tending to open the valve, the 
valve remains closed and no more air is used. When firing com- 
mences, therefore, it suffices to close the main compressed-air valve, 
and the operation of starting is completed. 

The governing of the engine is effected by varying the quantity 
of both the gas and the air admitted to the engine, and is con- 
trolled by a standard high-speed engine-type shaft governor. 
The whole of the governor valves, together with the ports, 
are carried in a removable liner in the governor valve casing, 
so that they can be very easily removed for cleaning, should 
the gas contain tar or other impurities. 

Forced lubrication is fitted throughout all bearings and 
guides, the oil under pressure being supplied by two valveless 
pumps, either of which is able to maintain the working 
pressure of oil. Duplicate strainers are provided, and the 
act of removing a strainer for cleaning causes an automatic 
valve to close, so that it is impossible for the pumps to 
draw unfiltered oil. | 

Particular care has been taken in the design to keep 
the cylinder covers free from any gear or piping, and to 
remove the cylinder cover only the small water joints which 
are necessary for the water-cooling of the cover, and 
which are specially arranged to be horizontal, have to 
be broken. The covers joint with the cylinders by a 
metal joint, and by this means cleaning of the pistons 
and inspection of the cylinders is rendered & very easy 
operation. The covers are provided with small supple- 
mentary covers, во that the water space can be freed of any 
deposit from the cooling water. The cooling water is 
circulated by a small Albany pump driven by means of a 
Morse chain from the end of the governor shaft. The 
cylinders, together with the outer jacket, are cast in one 
piece, but to obviate any temperature strains and risk of 
fracture, the end of the water jacket is free from the 
liner, an expansion joint being provided at the lower end. 

Duplicate ignition has been provided. Lodge high-tension 
ignition is used on one set of plugs, and Bosch high-tension 
ignition for the other. 

The engine was tested on April 27th by Mr. W. A. Tookey. The 
specified full-load test was 225 Kw. for six hours, and the actual 
load carried was 229 Kw. At the end of the six hours’ full-load 
test the load was raised to slightly over the specified overload of 
247˙5 KW., which load was carried for the specified period of half an 
hour. In the governing tests the momentary rise from full 
load to no load was 4 per cent., and the permanent rise was 2°8 
per cent. 

The accompanying illustrations show the engine as completed, 
together with a section through one of the cylinders. A similar 
engine, but with six cylinders, is being constructed for a works 
in Scotland. 


Ee 
BRITISH TRADE WITH BULGARIA. 


THERE is no doubt that various classes of British goods if sold on 
credit, their qualities and prices being clearly etated in terms 
comprehensible to the native buyer, would find a ready sale in 
Bulgaria. Amongst such goods are unquestionably all kinds of 
machinery aud electrical appliances. British articles, as a rule, can 
compete with similar goods of foreign manufacture, both as to 
price and quality, and even in cases where cheaper goods are quoted 
by Austrian and German firms, the superior quality of British goods 
is recognised. There is little doubt. in fact, that though the 
country is flooded with cheap inferior wares, many native firms 
would gladly purchase British goods if offered on the same con- 
ditions as those of foreign manufacture. 

The British Consul at Sofia, in a recent report, points out that, 
thanks to her advantageous geographical position, which enables 
her to pour goods into the country both by rail and Danube steamer, 
and still more to the energy she displays in her efforte to capture 
the market, Austria-Hungary seems likely to out-distance all her 
foreign competitors, save Germany, her most dangerous rival. Her 
commercial travellers, who make extensive tours, invade even the 
hamlets bidden in the remotest recesses of the Balkans. The 
Banque Balkanique, created under the auspices of the Wiener Bank 
Verein. with headquarters at Sofia and branches in the provinces. 
gives valuable assistance in promoting trade relations and providing 
information as to the credit of local firms. The Austro-Hungarian 
Museum, established in the capital with provincial branches, con- 
tinues to facilitate the purchase of Austro-Hungarian goods, 
samples of which may be seen and handled by native buyere. The 
Austro-Hungarian commercial community in Sofia and the principal 
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provincial towns, is more numerous than that of any other 
foreign country, and includes many important firms and commis- 
sion agente, &c., who assist greatly in fostering Austro-Hungarian 
trade. i 

Germany, whose share of the imports shows an increase of 
£196,000, is displaying similar energy, and though placed at a dis- 
advantage as regards distance and transport rates, she can in many 
cases undersell her less industrially developed neighbour. Her 
commercial travellers are numerous and active, and the Banque de 
Crédit, a German concern, renders assistance to German traders. 
German activity is shown particularly in tendering for Government 
contracts—she has agents resident in Sofia in close touch with 
the various Ministries concerned—and her share of the imports is 
largely increased by Government orders. 

Turning from the successes of our rivals, it is well to examine 
the causes of the decline of British trade with Bulgaria, and to 
suggest means for improving it in future. The apathy of the 
Britiah trader, so far as Bulgaria is concerned, is no doubt due, in 
some degree, to the amallness of the market compared with the 
wider field to which his energies are mainly directed. He fails to 
note that, owing to the lack of native industries, Bulgaria takes a 
proportionately larger share of foreign manufactured goods than 
many countries of greater size with which he is more familiar. 
Moreover, the starting of new industries which is at present being 
witnessed and is actively encouraged by the Government itself, 
creates a demand for machinery and other similar goods which will 
undoubtedly increase. The material for Government contracts, too, 
forms a very large demand which is supplied almost entirely from 
abroad. Important orders for railway materials, harbour plant, 
electric lighting and other municipal undertakings are constantly 
being given as a result of the economic advance of the country and 
they continually go to Continental firms. The demand for manu- 
factured articles of every kind, in fact, is steadily growing as the 
country develops, and the excellent harvests of last year, combined 
with the cessation of unrest, which so frequently produces a depres- 
sing effect on trade, should indicate the moment as being especially 
propitious for the adoption of new methods in order to compensate 
for some of our errors of the past. : 

It is going over well-trodden ground to say that the lack of com- 
mercial travellers, severe insistence of cash payments, defective 
trade catalogues and the non-existence of a British bank, are the 
chief causes of our failure to keep pace with our foreign rivals. 
As our shortcomings in these respects, however, are as evident 
to-day as they have been in the past, it is necessary to allude 
to them again. As regards commercial travellers, the fol- 
lowing figures tell their own tale. Out of a total of 183 licences 
granted to commercial travellers in 1910 (of whom 16 remain 
unaccounted for), 89 were taken out by Austrians, 35 by Germans, 
and only nine by British subjects. It is, moreover, to be remarked 
that the former in many cases make prolonged tours in the 
country, gain an intimate knowledge of the people’s wants, and 
return later with fresh samples suitable for the country. British 
travellers, if they wish to meet with any success, should speak 
either French or German, preferably a little of both, and should be 
provided with suitable catalogues, Flying visits will generally be 
of little avail. 

As has been so often pointed out before, catalogues, to be of any 
use, ehould be printed in French or German, and should give 
quotations in francs with metric weights and measures. Such 
would not only be suitable for Bulgaria, but also for many other 
Continental countries, and seeing the large amounts which are 
expended on catalogues by British firms, it is difficult to under- 
stand why the requirements of the foreign customer should be 
thus ignored. 

It is unnecessary to say much at present as to the enormous 
advantage held by our foreign rivals in the granting of credit. It 
is, of course, desirable to exercise more caution than is shown by 
many foreign firma, who, through the indiscriminate granting of 


credit, are often hard hit by the bankruptcies of native firms, but, 


where possible, at least three or four months’ credit must be given 
if we are to compete on even terms with our rivals. 

A great deal of risk may be avoided, however, by appointing 
reliable agents on the spot. Great care should be shown in their 
selection, and in case of doubt the Consul is prepared to give hints 
as to the standing of those it is proposed to select. Though infor- 
mation on this subject is given with all reserve and subject to the 
Consul's discretion, and though it is not possible on all occasions to 
speak authoritatively as to the reliability of the firms in question, 
yet itis generally possible to determine what parties are obviously 
undesirable. There are not a few of the latter kind, who, possessing 
neither capital nor business morality, will combine with the buyer 
to defraud the foreign exporter. The references given are often 
valueless or invented, and itis a point to note that whenever a com- 
mission agent professes himself to be unable to extract payment 
from a local importer, who is of the same religion as himself, 
immediate recourse should be had to a lawyer of a different religion. 
Complaints are sometimes heard of the dishonesty of Bulgarian 
traders, but if the question be more closely examined, it will often 


be found that the dishonesty proceeds from the commission agent, 


a man whose stock-in-trade consists of a chair and a little stationery, 
and the right to sit in some co-religionist’s office in return for his 
cleaning it out in the evening. 

A list of the principal commission agents in Bulgaria is kept at 
all the British Consulates in the country, or can be seen by British 
firms at the Commercial Intelligence Branch, Board of Trade, 73, 
Basinghall Street, E.C. 

Particular attention should also be paid to Government and 
municipal contracts, of which many, both large and small, are 
announced annually. Amongst the most important of these may 
be mentioned contracts for rolling. stock and railway material of 


every kind, harbour works, coal, electric lighting and tramways, 
bridges, road rollers, telegraph wires, motor boats, &c. Electrical 
appliances, too, are often required from time to time for minor 
contracts. Local agents are necessary in tendering for Govern- 
ment and municipal contracts, but in the case of large con- 
tracts it is preferable for any British firms wishing to 
tender to send out its own representative, as is often done by 
other foreign firms, who thereby greatly increase their chances of 
success, 

On the subject of public contracts in Bulgaria, however, a word 
of warning is necessary. Experience has shown that the Govern- 
ment's methods both in awarding its orders and in interpreting the 
terms of contracts are sometimes the subject of criticism. Cases 
have occurred in which contracts have been arbitrarily awarded. 
Complaints are also heard of the uncompromising attitude adopted 
by the State authorities towards parties who have unintentionally 
deviated from the exact terms of the specifications. Firms tender- 
ing, therefore, should be most careful to adhere rigidly to the con- 
ditions laid down, for they may expect that where any case of doubt 
arises they will be held rigidly to the letter of the law. For 
similar reasons parties applying for concessions should exercise 
caution in leaving nothing to chance if they wish to avoid future 
difficulties. 

Frequent complaints are heard on the part of British merchants 
as to the treatment of their goods by the Bulgarian Customs, and in 
view of this fact it is necessary to state clearly that in case of wrong 
declaration of goods, not only is the higher duty levied, but an 
additional fine is imposed. The fact that the wrong declaration 
was made without any intention to defraud is immaterial. Con- 
sequently, should a firm have any doubt as to the tariff number 
under which the goods should be declared, they should make sure 
by applying to the Customs Department of the Ministry of Finance, 
sending samples, if possible, or, in any case, drawings and full des- 
criptions, with the request that the case should be submitted to 
the expert Commission attached to the Ministry, and their classifica- 
tion fixed. In cases where goods are held to be wrongly declared, 
a protest on behalf of the buyer may be inserted in the Customs 
declaration; if this protest is without result, an appeal to the 
Ministry of Finance that the case may be submitted to the 
Revisionary Commission may be made. If the decision of the latter 
is unfavourable, no further appeal is admitted, and the deposit of 
the extra duty and fine is forfeited. It may be mentioned that the 
custom prevalent in commercial circles between buyer and seller is 
that the party who is responsible for the wrong declaration is also 
responsible for the resulting loss. 


Glasgow Electricity Accounts,—The annual accounts 
and balance-sheet of the electricity department of the T.C. have just 
been issued. From these it appears that the gross revenue amounted 
to £276,659, and the working expenditure to £115,610, leaving a 
balance of £161,019, from which loan charges, &c., absorbed 
£19,697, and depreciation £46,242 ; whilst special depreciation for 
the Kelvinside plant and for mains, accounted for £8,585, leaving a 
surplus on the year's operations of £6,524, which has been trans- 
ferred to reserve, which now amounts to £31,870, The total 
capital expenditure as at May 31st, 1912, less depreciation written 
off, stood at £1,893,443. During the year the scheme of giving 
domestic consumers a supply of energy for cooking, heating, and 
other domestic uses, at a rate of ld. per unit, as compared 
with 3d. per unit for lighting, without separate wiring, was 
continued, with favourable results, the number of consumers taking 
advantage of the scheme amounting to 560. Notwithstanding 
that contracts had been entered into for the supply of coal at an 
estimated increased expenditure of £10,000 as compared with 
the previous year, the Committee recommended that the maxi- 
mum demand number of hours for consumers at present on the 
3}d. per unit rate be reduced from 730 hours to 650 hours per 
annum, other rates remaining unchanged. 'The quantity of elec- 
tricity sold to private consumers during the past year was 42,721,849 
units, as compared with 39,063,540 units during the previous 12 
months, an increase of 936 per cent. Of these 42,721,349 
units, 16,294,645 were sold for lighting at £169,736, and 
26,426,704 for power and heating at £264,405. The number 
of consumers at May 31st, 1912, was 22,645, as compared 
with 21,166 at May 31st, 1911, being an increase of 1,479, or 
7 per cent. during the year. The total number of motors in use 
and supplied off the Corporation mains as at May 3ist, 1912, was 
6,018, with a total H.P. of 40,045, as compared with 5,375, with a 
total H.P. of 36,831, as at May 31st, 1911. The number of units con- 
sumed for power purposes was 26,011,574, of which 6,400,116 were 
sold at 11d. per unit, 1,636,904 at 1d. per unit, 8,294,274 at 1d. per 
unit, and 9,680,280 at $d. per unit. The total number of arc and 
incandescent lamps erected and in regular use in the streets as at 
May 3lst, 1912, was 861, the same number as last year. The 
quantity of electricity consumed for street and stair lighting was 
1,771,281 units, as compared with 1,759,550 unite during the pre- 
ceding year. The Committee, in conjunction with the Watching 
and Lighting Committee, had directed their attention to improving 
the electric lighting of streets, and had now erected 400 flame arc 
lamps in some óf the principal streets of the city. The maximum 
load on the generating stations during the winter was 25,624 KW. 
on December 16th last, compared with 23,524 KW. in the previous 
year. For the year 1910-11, 3:470 lb. of coal were used per unit 
generated. This year the figure was 3258 lb., which was equiva- 
lent to & saving of 5,200 tons of coal. 
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NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P. THOMPSON & Oo., 
lectrioal Patent Agente, 285, High Holborn, London, W.O. and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


15,270. ''Electric-circuit interrupters.” H. T. Влвметт. July lst. 


15,275. “Electrical heating elements." SIMPLEX CONDUITS, LTD., L. M. 
WATERHOUSE and T. BinkErT. July lst. 


15,281. Are lamps.“ KORTING & MATHIESEN AKT.-GE8. (Convention date, 
August 12th, 1911, Germany.) July lst. (Complete.) 


16,292. '' Telephone exchange systems and the like." W. AITKEN. July lat. 
15,291. Telephone microphones.” W. AITKEN. July lst. 


15,309. Device for comparing and measuring the magnetic properties of 
magnets and the like," W. Laurie. July lst. 


15,824. Means for attaching electric wires and cables to insulators.” T. 
TAYLOR., July ist. 


15,342. Leading · in conductors for electrical apparatus.“ BRITISH THOMSON- 
HousToN Co., LTD. (General Electric Co., United Btates.) July Ist. 


15,862. Devices for measuring electric resistances.” SIEMENS BROS. & Co., 
LT». (Siemens & Halske Akt.-Ges., Germany.) July Ist. (Complete.) 


15,366. ''Electrio switches.” VENNER Time BwiTCHER, Ітр., and R. C. 
GRIESBACH. July lst. (Complete.) 


15,378. Electric signalling contrivances." A. ORLING. July lst. 


15,381. *'Electrically-operated telphers and tracks therefor.” 
STRACHAN and STRACHAN & HENSHAW, LTD, July lst. 


15,388. ‘Telephone lid." V. Bamow-Pankk. July 2nd. 

15,388. “ Device for locking an electric incardescent lamp of the bayonct 
type to its holder." H. T. WonRaLL. July 2nd. 

А UM: " Radio-action and arrangements therefor.” G. J. Epstein. July 
n LJ 
15,404. Storage batteries," E. Вокал. July 2nd. (Complete.) 

15,418. Electrolysis of metallic solutions." J. A. Romer. July 2nd. 
$ 1 210 “ Dictaphone and like sound- recording instruments.“ A. C. FULLER. 

uly 2nd. 

15,429. Electric heater." H. W. PugLE. July 2nd. 

15.448. Means applicable for photographic print boxes for produeirg 

e prints by electric light." E. H. Srix XET and E. R. Car Er. 

u y . 

15,456. “Candle lamps and the like.“ 
P. F. EscaRE. July 2nd. 

15.469. Methods for compensating the fluctuations in the lond in electric 
power installations." SIxMENS SCHUCKFRTWERKE G. M. h. H. (Convention date 
July 8th, 1911, Germany.) July 2nd. (Complete.) 

15,71. **Brush-holders for dynamo electrie machines." PINTSCHF’s 
ELECTRIC MANUFACTURING Co., LTD., and C. H. Vinar. July2nd. (Complete.) 

15,479. ‘Processes and apparatus for electric welding." L. W. CHUBB, 
e UO date, February 16th, 1912, United States.) July 2nd. (Com- 
plete. 

15,483. ''Arc light electrodes." BRITISH TuHoMsoN-Hovsrow Co., LTD. 
(General Electric Co., United Btates.) July 2nd. 

15,485. Supporting devices for filaments or wires in incandescent metal - 
filament lamps." J. Румтьсн AKT.-Gks. (Convention date, November 18th, 
1911, Germany.) July 2nd. (Complete.) 

15.486. Bupporting devices for incandescent metal-filament lamps." J. 
PiNTsCH Akr.-GES. (Convention date, November 21st, 1911, Germany.) July 
2nd. (Complete.) 

15,492. Electro-deposition of metals and like electrolytic processes and 
apparatus or appliances to be used in connection therewith.” A. Rounp and F. 
FisHer. July 8rd. (Complete.) 

15,532. Process for the manufacture of iron alloys for dynamo-electric 
purposes." W.RuBeEL. (Addition to 12,183, 1911. Convention date, July llth, 
1911, Germany.) July 3rd. (Complete.) 

15,589. Dynamo electrie machine." ALLGEMEINE ELEcTRICITATS GES. 
(Addition to 9,577, 1908. Convention date, July 3rd, 1911, Germany.) July 8rd. 
(Complete.) 

15,591. Telegraphic apparatus," H. Kxupsen. July 8rd. 

15,604. Electric arc lamps." A. T. DowDELL. July 4th. 

15,616. Method of and means for illuminating by electric lamps.“ W. E. 
Watton, July 4th. 

15,683. ''Electrically-driven tilling machines.“ W. WoRIMANN. July 4th. 
(Complete) i 

15,648. “Metal connection for joining wires electrically and mechanically.” 
WatTLinaton & Co., LTD., and A. M. PooLEv. July 4th. 

15,047. "Electrical transformers." BIEMENS BcHUCKERTWERKE G. m. b. H. 
(Convention date, July 4th, 1911, Germany.) July 4th. (Complete.) 

15,049. “Electric candle lamp, bayonet cap and holder." B. A. Rouse. 
July 4th. 

15,656. ''Driving installations comprising internal combustion engine 
and electrical machines.“ GaSMOTOREN FABRIK Deutz. (Convention date, 
July 5th, 1911, Germany.) July 4th. (Complete.) 

15,059. '"Electromagnetically operated switches, cut-outs and the like.“ 
BirxEeNs Bros. Dynamo Works, Ілтр., and R. Brooks. July 4th. 

15,660. Photometers or the like." SikwENS Bros, Dymamo Works, LTD., 
and В. H. CALLOW. July 4th. 

15,862. „Making connections to commutator segments of dynamo-clectric 
machinery." SirMENS SCHUCKERTWERKE G. m. b. H. (Convention date, July 4th, 
1911, Germany.) July 4th. (Coinplete.) 

15,667. ‘Electric balance system." J. M. 8мин. July 4th. 

15,072. Multiplex telegraphy.” К. H. WanrviNGE and A. HASSELBERG. 
(Convention date, July 5th, 1911, Sweden.) July 4th. (Complete.) 

Р TA u Detectors of combustible gases." А. PurLiP and L. J. STEELE, 
uly ; 

15,686. ''Electric aro lamps." British "THoMsoN-HousTON Co., LIV. 
(General Electric Co., United States.) July 4th. 

15,704. Magneto machines." C. W. Hinksuan. July 5th. 

15,766. “Electrical distribution junction boxes or apparatus." 
INSULATED AND HELsBY CABLES, LTD., and Н. ALLWOOD. July Sth. 

15,727. ''Electrio furnaces and apparatus for the volatilising of metals.” 
E. M. Влітку, A. Baxter and T. MippL&roN. July 5th. 

15,750. “ Róntgen-ray examination table for gynecological and like pur- 
poses." BigMENS Bros, & Co., Ltd. (Siemens & Halske Akt.-Ges., Germany.) 
July 5th. (Complete.) 

15,757. Electric arc lights." GENERAL Composine Co., G. m. b. H. (Addition 
to 8,907, 1912, Convention date, June 15th, 1912, Germany.) July 6th. 
(Complete.) 

15,760. Electrical rheostats, starters or controllers." Н. Вхожром and 
Resisto ELxCTRICAL MANUFACTURING Co., LTD. July 5th. 

15,7714. Magnetio or electric fields." M. Prout. (Convention date, July 
llth, 1911, Austria.) July 5th. (Complete.) 

15,776. Electric switches." British THoMsoN.HovsTON Co., Lrp. and 
J. M. WALLACE, July Sth. 


R. P. 


C. Damey and С. М. Escare and 


BRITISH 


PEU " Electro-deposition and refining of lead." 8. О. Cowren-CoLes. 
y 0 
15,635. “ Resinous bodies." BnirisH THomson- Houston Co., LTD. (General 
Electric Co., United States). July 6th. (Complete.) 

15,886. Socket terminal.” Ковект BoscH (firm of). 
April 8rd, 1912, Germany). July 6th. (Complete.) 

15,831. ''Name-plate and electric press buttons." B. Bonnin. July 6th. 

15,848. “ Advertising systems for electric tram-cars.”’ M. P. SCHLESINGER. 
July 6th. 

15,851. ''Time-controlled valves.“ VENNER TIME BWITCHES, Lro., and R. C. 
GRIESBACH, July 6th. (Complete.) 

15,852, “Manufacture of electrodes." A. E. біввв. July 6th. (Complete.) 


(Convention date 


PUBLISHED SPECIFICATIONS. 


Copies of any of the ifications in the follo lis may be obtained 
of Messrs. W. P. ompson & Co., 985, High Holborn, W. C., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


1911. 

ELECTRICALLY- OPERATED REVERSING GEAR. K. Brull. 9,255. April 14th. 

TELEPHONE Systems. 8. G. 8. Dicker. (Automatic Electric Co.) 
April 19th. 

ELECTRICAL SERVO AND TELE MOTORS AND THEIR MODES OF APPLICATION. L. 
Rottenburg. 14,175. June 15th. 

MAGNETO GENERATING MACHINES, PARTICULARLY APPLICABLE FOR PROVIDING 
ELECTRIC CURRENT FOR LIGHTING AND IGNITION PURPOBES ON Motor CYCLES 
AND OTHER MOTOR VEHICLES. E. Vaughan. 14,860. June 16th. 

Avromatic ELECTRIC FikE ALARM, 8. W. H. Edwards. 14,439. June 19th. 

ELECTRIC TRANSPORTATION Systems. G. G. Vaughan. (Sturgis.) 14, 505. 
June 19th. 

STORAOE BATTERY PLATES, W. E. Lake. (United States Light and Heating Co.) 
14,988. June 26th. à 

ELECTRIO Time ALARM. W. H. Boorne. 15,804. July Tth. 

ELECTRICALLY HEATED Соокіме APPABATUS. W. P. Perry. 17,007. J uly 25th. 

MANUFACTURE OF ELECTRIC STEELS. W. Stobie. 17.179. July 27th. 

VisIBLE. ELECTRICAL SIGNALS IN CONNECTION WITH COLLIERY WINDING ENGINES. 
T. Charlton and P. F. Smith. 17,490. July 3186. 

TALEPHONES. B. Gwozdz. 18,060. (Convention date not granted. Addition to 
No. 11,234 of 1911.) August 9th. 

ELECTRIC CONTROLLING OR SYNCHRONISING PENDULUMS, R. Milne. 18,922. 
August 14th. 

DovsL&.PonLEe ELECTRICAL Switches. Midland Electric Manufacturing Co. and 
W.L. Barber. 20,811. September 13th. 

APPARATUS FOR HEATING WATER OR OTHER LIQUID BY MEANS OF ELECTRICITY. 
Naamloze Vennootschap Fabriek van Instrumenten en Electrische 
Apparaten "Inventa," 25,091. November 10th. (July 20th, 1911.) 

MAGNETIC TacHoMETERS. W. P. Thompson. (Akt.-Ges. Міх & Genest 
Telephon and Telegraphenwerke.) 25,468. November 15th. 

ELECTRICAL SIGNALLING APPARATUS. Fabryka Akumulatorow “Systemu Dr. Z. 
Staneckiego“ Dr. Zdzislaw Stanecki (Firm of). 28,611. December 19th. 
(December 27th, 1910.) 


9,577. 


~ 


1912. 


Lido RTNIxO AnnEsTERS. К, W. G. L. Stoffels and J. B. Van Der Sprenkel. 
4,885. February 27th. 

MEANS Fon CONNECTING ELECTRODES FOR ELECTRIC FURNACES. Geb. Siemens 
and Co. 6,248. March 18th. (March 28th, 1911.) А 

ELECTRIC Сохкестіом Box wirH REvoLviuG Contacts, L. M. Waterhouse and 
Simplex Conduits, Ltd. 6,961. March 2186. 

ARRANGEMENTS FOR STARTING GROUPS OF ELECTRICAL MACHINES CONSISTING OF A 
SYNCHRONOUS AND AN ASYNCHRONOUS MACHINE CONNECTED IN CASCADE WITH 
т. W. P. Thompson. (Ateliers de Constructions Electriques de Charleroi). 
7,135. March 23га. 

ELECTRIC IGNITION APPARATUS FOR INTERNAL COMBUSTION Enoines. С. F. 
Kettering. 7,428 and 7,480. March 2jth. (March 12th, 1910. Divided 
application on 5,502 of 1911. March Yth.) 

Ввсвы HOLDERS For DYNAMO-ELECTRIC MACHINERY. Akt.-Ges. Brown, Boverie 
et Cie. 7,578. March 28th. (June a2nd, 1911.) 

ELECTRIC Arc Lamps. Siemens Bros. Dynamo Works. (Siemens Schuckert- 
werke Ges.) 955. January 12th. 

Fink AND TEMPERATURE ALARMS. W. B. Hughes. 1,781. January 22nd. 

c rim TEgLEGRAPHY. Dr. A. Muirhead and Muirhead & Co. 2,049. January 
bth. 

ELECTROLYTIC APPARATUS.  Hazard-Flamand, L.H.A.B.M. 2,124. January 
26th. (February 6th, 1911.) 

Erxrcrmic BoaAr.Hoi&TriNG APPARATUS. J. Fielding. 9,979. February 6th. 

ELECTRICALLY-DRIVEN CLocks, P. A. Bentley. 8,286. February 8th. 

ARRANGEMENTS FOR ÁCCELERATING THE VABIATION OF A MAGNETIC FIELD 18 
DyNAMO- ELECTRIC Macuines. Allmanna Svenska Elektriska Aktie-Bolaget. 
4,288. February 20th. (February 241h, 1912.) 

METHOD or SUSPENDING ELECTRIC CONDUCTORS BETWEEN BUFPORTS, Pohlig 
Akt.-Ges. and W. Ellingen. 4,779. February 26th. 

MULTIPLE ELECTRIC Авс Lamps, Ges. fur Maschinen und Metall Industrie. 
5,901. March $nd. (March 2nd, 1911.) 

Pyrometers. F. Rogers. 6,964. March 14th. 

ELECTRIC CincorT.-BREAKERS AND THE LIKE. E. A. Fagerlund. 9,647. April 
23rd. (April 24tb, 1911.) 

Disk AnMATURES FOR CoxTINUCOUS-CURRENT ELECTRIC METERS, 
Schuckertwerke Ges. 9,823, April 25th. April 26tb, 1911.) 


Siemen 
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Electric Brick Mould Drying.— One of the obstacles to 
the use of electric driving in brick works has been the necessity 
for steam to dry the-brick moulds. In a moulding machine having 
a capacity of 22,000 bricks per day, eatisfactory electric heating has 
been provided by the heating elementa from eight 500-watt flat 
irons. The motors used in the plant total 60 H.P., and the drying 
heater consumes 4 KW. for 10 hours а day. The improvised electric 
heating system proved the turning point in securing the motor 
load. The wages of an engineer and fireman have been saved by 
the adoption of electric drive ; thespeed and outputof the machines 
have been increased 5 to 6 percent, ; and thecurrent bill practically 
equals the old fuel and supplies cost. A damaged mould heating 
element can be replaced without dismantling the machine.— 
Electrical World. 
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with the magic of prophecy. 


GOVERNMENT INTERFERENCE. 


Ir was once written by a surly critic of modern literature : 
“When a new book comes out, I read an old one!" 
Might not the same principle be adopted in relation 
to other matters, even to matters of greater importance 
than modern literature? The industrial world has been 
much troubled of late years by Government interference. 
New principles of political economy appear to have been 
evolved. When a new principle of political economy is 
devised, consider it in the light of an old one! It is by 
no means uninstructive to consider those new principles 
in the light of the precepts laid down by one of our 
leading economists in the middle of the last century. 
We refer, of course, to John Stuart Mill. He devotes 
a whole chapter of his“ Principles of Political Economy“ 
(bk. 5, chap. XI) to the “ Limits of the Province of 
Government." Here one may discover precepts which, 
having regard to existing events, appear to be enshrouded 
“The intervention of 
Government," wrote the Great Philosopher, * may extend 
to controlling the free agency of individuals . . . but 
there are large departments of human life from 
Which it must be unreservedly and imperiously ex- 
cluded. Whatever theory we adopt regarding the founda- 
tion of the social union, and under whatever political 
institutions we live, there is a circle round every individual 
human being which no Government, be it that of one, of a 
few, or of the many, ought to be permitted to overstep ; 
there is a part of the life of every person who has come to 
years of discretion within which the individuality of that 
person ought to reign uncontrolled either by any otker 
individual or the public collectively." 

Since the days of Mill, the magic circle which he described 
with the compass of а master draughtsman has been all 


too frequently encroached upon. We have, during the last 
60 years, seen Government encroachment in many and various 
forms. The vis a tergo animating the movement has been 
described аз “ liberty“; but if this be true liberty, it would 
be small wonder if many people were to prefer to remain in 
chains. 

Wholly apart from measures passed for the suppression of 
crime and for the maintenance and benefit of the public 
health, we have been subjected during the period mentioned 
to a series of measures all of which most seriously interfere 
with the liberty of the subject. When the history of the 
last 50 years comes to be written, it will probably be 
described as the age of the development of taxation of 
and Government interference with employment in all its 
forms.” 

The Factory Acts, for which, of course, there is much to 
be said on the ground that they benefit the public health, 
have now become so interwoven with the life of the com- 
munity that they have ceased to call for much comment. 
Nevertheless, the owner of a factory, his managers and 
foremen are continually made aware of the existence of such 
a person as the Factory Inspector. The provision of addi- 
tional sanitary arrangements, additional air-space and the 
fencing of machinery may all be very good things and 
beneficial, but they involve interference with liberty, 
expenditure of money, and increased cost of production. A 
more forcible example of Government interference i is afforded 
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by the Workmen's Compensation Acts. The principle of 
universal compensation has been gradually evolved since the 
early eighties, and the statutory protection of workmen has 
been so sedulously developed that the old common law 
liability of master to servants for accidents happening 
during the employment bas almost ceased to be discussed in 
the Courts. Nor is it possible to contract out of the 
obligation to pay compensation. No agreement to dispense 
with compensation is binding on tbe employé. The 
beneficial results of this legislature may be real; but 
so far as the worker is concerned they are certainly 
not very apparent. No doubt the disabled worker 
has something to be thankful for; but there are thousands 
of older workmen who are kept out of employment through 
inherent liability to suffer grievously from an accident. As 
for the employer, he seeks refuge in insurance. The burden 
is transferred from his to other shoulders, and the result 
is the loosening of the friendly tie which formerly connected 
the master and the servant. 

Many other examples of restriction upon employment 
might be culled from the Statute book. The miner 
may not work for more than eight hoursa day. The shop- 
keeper may not keep open on one afternoon a week—even 
if he keep no assistant; ard last, but not least, it is pro- 
vided by the Insurance Act that practically every contract of 
service in the kingdom is to be modified by the compulsory 
payment of insurance premiums. 

Enough has been said to show that the Legislature has 
by direct statutory enactment seriously interfered with the 
freedom of contrect. The indictment, however, does not 
end with the enumeration of certain Acts of State, in 
relation to matters which, according to the canons of 
political economy already alluded to, might properly be left 
to private enterprise. What are the legitimate functions of 
Governments? Is it certain that at the present day, the 
Government leaves nothing undone which should be done ? 
We have recently seen that with a view to aiding and abetting 
the forces of trade unionism, the Government is unwilling to 
exert its legitimate powers for the protection of the man who 
is willing to work. Free Labour" has become a thing of 
the past. | 

Itis passing strange that these things should be, under the 
rule of a Government alleged to be the most democratic that 
the world has ever seen. But Mill was far-seeing enough to 
prophesy that your democrat can, if occasion suit him, also 
be an autocrat! Experience,“ wrote the philosopher, 
* proves that the depositaries of power who are mere dele- 
gates of the people, that is of a majority, are quite as ready 
(when they think they can count on popular support) as any 
organs of oligarchy to assume arbitrary power, and to encroach 
unduly on the liberty of private life. . . and the present 
civilisation tends so strongly to make the power of persons 
acting in masses the only substantial power in society, that 
there never was more necessity for surrounding individual 
independence of thought, speech and conduct, with the most 
powerful defences, in order to maintain the originality of mind 
and individuality of character, which are the only source of 
any real progress and of most of the qualities which make 
the buman race much superior to any herd of animals.“ 

Of course, no one will be heard to dispute that there are 
certain interferences with complete liberty which every 
Government may properly impose. 

In the matter of education the intervention of the 
Government is justifiable, because the case is not one in 
which the interest and judgment of the consumer are a 
sufficient security for the goodness of the commodity. But 
a good Government should give all its aid in such a shape 
as to encourage and nurture any rudiments it may find of a 
spirit of individual exertion. It were scarcely necessary to 
insist upon that part of the functions of Government which 
all admit to be indispensable, namely, the function of pro- 
hibiting and punishing such conduct on the part of 
individuals in the exercise of their freedom as is clearly 
injurious to other persons, whether the case be one of force, 
fraud, or negligence. It is the illegitimate interference with 
individual effort, which one looks upon with dismay and 
apprehension. Let us, in conclusion, quote Mill once 
more :— 

*'To be prevented from doing what one is inclined to 
or from acting according to one's own judgment of what 


is desirable is not only always irksome, but always tends, 
pro tanto, to starve the development of some portion of the 
bodily or mental faculties, either sensitive or active, and 
unless the conscience of the individual goes freely with the 
legal restraint, it partakes either in a great or in a small 
degree of the degradation of slavery. Scarcely any degree 
of utility, short of absolute necessity, will justify a prohibi- 
tory regulation, unless it can also be made to recommend 
itself to the general conscience ; unless persons of ordinary 
good intentions either believe already, or can be induced to 
believe, that the thing is one which they ought not to wish 
to do." 


Tur Frame Thomson lecture on the 


5 principles and practice of accountancy 
ees in relation to engineering design and 


work was this year delivered at the 
Institution of Civil Engineers, by Mr. Frame Thomson, 
the founder of the lectureship. Terse expressions, in 
terminology probably more familiar to engineers than to 
accountants, formed a notable feature of the lecture, which, 
though only dealing in the main with first principles of 
common practice, bore the impress of careful and exact 
study and preparation, and should appeal to all engineers 
whose knowledge of the construction of accounts has 
perforce suffered neglect by reason of the exigencies and 
superior demands of their profession. After sketching in 
outline the financial history of a successful enterprise, the 
lecturer introduced the subject of accountancy, indicating 
as the different processes composing it— constructive or 
creative, productive or operative—destructive and  recon- 
structive or reproductive. 

The subject was succinctly treated from a basic point of 
view, and the lecturer is to be congratulated on his able 
exposition of the subject. Sir William Plender and Mr. 
L. W. Hawkins, professional accountants, contributed a few 
observations of elementary importance to the discussion. 

Mr. Thomson hopes to be able to give next year a lecture 
on similar broad lines dealing with legal knowledge. "There- 
after it is proposed that the annual lecture should be 
delivered by a lawyer or an accountant, treating of some 
of the special features of their respective professions with 
which engineers should be familiar. 

If we may say 8o, iv would emphasise the broad lines if 
some of the prominent or able members of the other several 
societies of accountants were invited to contribute some 
phases of their experience of, and impressions on, engineering 
accounts and costs, &c. 


A MEMORANDUM by the chief engineer 
surveyor of Lloyd's upon the spontaneous 
ignition of bunker coal will be interesting 
to engineers of large power stations whose 
bunkers have features similar to those ofa ship, viz., exposure 
to high temperatures, as where placed above boilers. Coal 
has long been suppesed to owe its danger of spontaneous 
ignition to pyrites, but this has now been disproved. In 
1911, of 127 reported cases of ships with coal on fire, only 
24 were fires of the coal cargo, and 103 were bunker fires. 
Cross bunkers appear more liable to fire than side bunkers. 

The investigation for the foregoing cases did not apparently 
afford much material for a report, and so the present memo- 
randum is based on past knowledge, and the reports of special 
commissioners, starting from that of 1875, which is now 
regarded as more wrong than right in its conclusions ; 
though Dr. Percy and Prof. Abel were correct on the point of 
oxygen absorption, they were wrong in their suspicions as to 
pyrites. Since pyrites oxidises more quickly when damp, it 
was thought that damp coal was more likely to fire than dry 
coal, and therefore that damping ccal should not be 
practised, forgetting that the water would act as a beat- 
absorbing agent and also by evaporating would displace 
oxygen and Шив deprive the fire of food. A few years later 


Spontaneous 
Combustion 
of Coal. 
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than the above date one Henri Fayol, of Commentry, France, 


gave details of observations and experiments on coal of 
eighteen varieties. He showed that between 25 and 400? C. 
under the action of air all the coals first iost weight, 
after which they more than fully recovered the loss. 
The recovery was due to the absorption of oxygen. After 
a certain period diminution of weight set in again. This, 
of course, was due to slow combustion of the coal by the 
absorbed oxygen. Coal was found to absorb as much as 100 
times its own volume of oxygen. In the course of the ex- 
periments, heaps of coal of about 8 cb. yards capacity were 
piled up in conical form, heated to 100? C. and covered with 
a bell, through which, at the top and bottom, were holes 
for the passage of air. When the holes were closed the 
temperature fell. If some holes were left open the tempera- 
ture rose steadily until ignition took place. When the bell 
was removed the mass cooled down. Air was shown to be 
essential in a certain quantity, but the quantity must be 
limited, for given plenty of air, this carried away more heat 
than was produced. Fayol found that moisture was more 
of a safeguard than a danger, nor could he trace any 
special effect to pyrites. 

He laid stress only on air absorption, and as air or 
oxygen absorption is a surface action, small coal is necessarily 
far more dangerous than large coal. Thus, the conditions 
for safety are large coal and complete absence of air, or else 
a very good flow of air. The latter cannot so well be 
secured with small coal, for it packs closely, and hence small 
coal offers a double danger, for it has bigger surfaces of 
absorption and affords less passages for the free flow of air. 
The lesson is that small coal should be enclosed in air-tight 
bunkers—a matter of no little difficulty. Towards this 
point, however, bunker doors should be kept closed below 
when not in use. Since heat assists oxygen absorption, that 
coal which is nearest the boilers should be used first, so as 
to get it out of danger. Fayol advises the damping of small 
coal when bunkered. It may be recollected that some years 
ago a favourable report appeared in certain technical journals 
upon the good effect of burying bottles of liquid CO, in 
masses of coal. By some means, possibly fusible metal plugs, 
when the coal hated, the CO, was allowed to discharge into 
the mass of coal, and this appeared to stay further mischief 
and there was no recurrence of heating. 

It would appear to be a good plan to lay a perforated water- 
pipe through the mass of coal in a bunker; the pipe could be 
used for the insertion of a tell-tale thermometer or for water 
injection. Coal in a fine state of division is very absorptive 
of oxygen, and is reduced to CO, by slow combustion. Some 
years ago at the hotel at Cranbrook, in Sussex, a well 
200 ft. deep and about 4 ft. in diameter was put down in the 
Ashdown Sand formation. As is well known, this sandstone 
is highly carboniferous and carries many fine veins of coal, 
some of them as much as ,'; in. thick. While the barometer 
was rising, men could enter the well and work atthe bottom 
of it, but when the barometer fell, the air imprisoned in the 
porous sandy rock expanded and flowed out of the well. 
The mouth of the well was half inside the pantry of the 
house and half in theopen air. The doorway was over the 
well mouth, and the door was absent. 

Yet with all this ventilation a candle on a shelf in the 
pantry, 3 ft. high, was extinguished by the “air” flowing 
out of the well, and it was quite impossible to introduce a 
lighted candle below the cover boards of the well. Every 
change in the barometer produces alternate inflow and out- 
flow of air at every well which enters porous strata, and the 
thin coal seams were thus exposed to constantly renewed 
supplies of oxygen, with the result that much СО, was 
formed. | 

Fayol, though finding great differences in the ease with 
which different coals will ignite spontaneously, says that all 
coal, not excepting even anthracite, is liable to spontaneous 
ignition. 

It is really so simple to place trial tubes in every bunker, 
and take thermometer readings, that it should be possible to 
prevent the temperature reaching such a point as to be 
dangerous. One safeguard would be to avoid extreme length 
of bunker; water-space division bulkheads might be used to 
separate them into moderate lengths, so that any specially 
heating division could, if necessary, be damped or com- 
pletely drowned. 


ROTHERHAM ELECTRIC LIGHT, POWER 
AND TRAMWAYS UNDERTAKING. | 


BUILT to the designs of Prof. Kennedy in 1900, the 
Rotherham Corporation electricity works bids fair to become 
a purely turbine-driven station in the near future, and as 
good an example of modern concentration of power within 
small compass as it has been in the past of the use of 
small engine-driven sets and the generous allocation of floor 
Space. 

The original equipment comprised two 90-kw. Allen 
sets and two 2 x 13-Kw. steam balancers, and subsequently 
there were installed two 165-kw. Allen sets and one each 
320-KW. Allen-Allen and Allen-Siemens sets (see figs. 2 and 3, 
pp. 124-5). Where the steam balancers once stood, there is 
now working a 500-Kw. Westinghouse turbo-dynamo 
with radial commutator and Morganite brushes. During 
the past 18 months this generator has averaged 19 hours’ 
running per day; it is only at week-ends that the com- 
mutator can be thoroughly cleaned, yet no sparking or 
other troubles are experienced. In place of the steam 
balancers, a 70-Kw. Siemens motor balancer is now employed. 
The 256-cell 250-amp.-hour battery merely “ Ноаіз” on the 
lighting bus-bars. 

The 500-Kw. turbo set being fully loaded soon after its 
installation (in 1909), it became necessary to provide 
further generator capacity. The existing equipment com- 
pletely filled the effective floor space in the engine room 
(110 ft. x 40 ft. overall), and building extensions being 
prevented by the destructor and by the gas works, at the 
respective ends of the power house, increased capacity could 


only be secured by replacing the older plant by turbo-sets. 


Following this plan, a 950-H.P. engine-driven surface con- 


. denser plant has just been replaced by a 1,000-к\. hori- 


zontal Westinghouse turbo-alternator (three-phase 3,300-volt, 
50 cycles, 3,000 R. P. u.) and its auxiliaries, and a duplicate 
steam-driven condenser set will be similarly replaced in the 
immediate future. 

The lay-out of the present extension unit (see figs. 1-3) 
provides for the future installation of a similar machine on 
the adjacent bed, with a minimum of derangement or altera- 
tion to existing pipework, &c. The most striking feature of 
its general design is the small floor space occupied (5 ft. 6 in. 
x 17 ft. 6 in. overall), this being secured by employing a 
high-pressure impulse turbine. A velocity wheel in the 
initial stage is followed by seven Rateau stages— an arrange- 
ment which secures efficient utilisation of the high-pressure 
steam (140 lb. per sq. in. at the stop valve), while reducing 
the pressure to which the turbine casing is exposed to about 
40 lb. per sq. in. Fig. 1 clearly shows the arrangement of 
the main and auxiliary parts of the set, which is further 
shown in course of erection in figs. 2 and 3. 

At a power factor of 0:8 the alternator has a continuous 
full-load output of 1,000 Kw. and an overload capacity of 
25 per cent. for two hours and of 50 per cent. momentarily, 
without special adjustment, or for 10 minutes with the aid of 
a by-pass supply. The turbine is at present supplied with 
steam at 140 Ib. per sq. in. and 100° F. superheat, but it is 
so designed and built that the inlet temperature of the steam 
may safely be raised to 560? F., if desired ; a 28-in. vacuum 
is maintained when the barometer stands at 30 in. 

The surface condenser and circulating pump were supplied 
by Messrs. Allen, and the air and extractor pumps by the 


Westinghouse Co. ; for the arrangement of these auxiliaries 


and their driving motors, see fig. 1. The Leblanc air pump 
has been adopted on account of its great simplicity 
and high volumetric efficiency, which is, moreover, practically 
constant at all vacua. Approximately one volume of water 
is required per 6 to 10 volumes of air. 

The alternator is of the latest Westinghouse standard 
design. The slot-wound field structure is shrunk on to the 
shaft, and designed with a view to its permanent rigidity 
and balance in service and thorough ventilation in all parts. 
The armature winding is contained in wedge-closed slots, 
and is provided with special bracing of the end coils 
to guard against displacement of the latter by the mechanical 
forces set up under short-circuit conditions. Ventilation is 
effected by means of fans mounted on the generator shaft ; 


D 
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cool air is drawn through a Buffalo” filter in the rotary 
room (fig. 1), and a system of ducts xx (fig. 1), and ia 
expelled from the top of the alternator housing. An **over- 
hung" exciter with radial commutator allows of complete 
alternator regulation by means of the exciter field rheostat 
in conjunction with a Brown-Boveri automatic regulator. 


room is full of turbo se's a fresh site will be secured, with 
ample em for extensions, and the station will be entirely 
reduilt. 

The seven Lancashire boilers already installed (totalling 
35,000 lb. per hour evaporative capacity) have never yet 
been worked to their full capacity, and, in view of the great 
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a, turbine; B, alternator; c, condenser; p, circulating pump (E suction, Р discharge); o, air pump (H seal water suction, J air suction, K diso 


L, main steam pipe; м, atmo. exhaust; и, automatic valve: o, motor; p, extraction pump (o suction, R 


); 
harge); s, motor; T,oil cooler; 


v, rotary converter; v, transformer ; w, air filter; x, air duct; z, switch 
FIG, 1—ARBRANGEMENT OF NEW PLANT IN ROTHERHAM ELECTRICITY WORKS. 


The guaranteed overall efficiency of the generating set, 
and the actual performance realised during the recent official 
tests at the maker’s works, were as follows (see also fig. 4). 
Conditions :—Stop-valve pressure 140 10. per sq. in. gauge; 
superheat 100° F.; vacuum, 28 in.; barometer, 30 in. 

Lb. steam per xw.-hour at 0:8 p.f. 


Load. Guaranteed. Test. 
11 ... sis Y iis Ws 17°0 15˙8 
Full Se vis Ру TT 17:0 161 
Я ws n du — eut 18:2 (17 2) 
| ES fus iux E 885 20'8 193 
lu ixi 28'5 (2375) 


(Bracketed figures interpolated.) | 
The whole of the extension plant and its erection was 
executed to the specification and under the supervision of 
Mr. E. Cross, engineer and manager of the undertaking. 
The specification issued to tendering firms wisely left a 
number of details of manufacture and design to be specified 
by these firms, with a reservation that such recommen- 
dations would not be accepted if inconsistent with the 
general requirements of the department, thus at once securing 
the interests of the latter while taking fall advantage of the 
special experience of makers. 
In addition to the duplicate turbo-alternator which must 
soon be required, a 500-K w. rotary converter is now on order. 


FIid. 2.— WESTINGHOUSE TURBU-ALTERNATOR 
IN COURSE OF ERECTION. 


Further converters will be installed as required in a room 
adjoining the power house. As still greater generator 
capacity becomes necessary, the reciprocating engines will be 
successively replaced by turbo-alternators, supplying con- 
verters in the main and sub-stations; when the engine 


steam economy effected by the turbine plant (19:5 Ib. per kw.- 
hour on the 500-kw. turbo set and 16:0 lb. on the 
1,000-kw. unit, as against 30 lb. per Kw.-hour on the 
largest reciprocating engines, condensing in every case), it is 
improbable that boiler extensions will be needed for some 
time to come. i 

A two-unit (three cells each) Heenan-Froude refuse 
destructor, heating two Babcock & Wilcox boilers, is worked 


'by the sanitary department in a building immediatel 


adjoining the electricity works. The refuse handled is ric 
in cinders, and is delivered over a weigh-bridge, being paid 
for at 1s. per ton by the electricity department. "The steam 
raised is not metered, but from 60 to 70 tons of refuse (of 
average evaporative value 2:075 lb. per lb., from and at 
212° F. with feed at 175? F.) are destroyed per day. 
Clinkers from the destructor are ground down by two 40- 
H.P. electrically-driven mills, and conveyed by barge to the 
sewage filter beds. 

Town water at 10d. per 1,000 gallons is used for feed 
purposes, the canal water being so corrosive that the surface 
condensers need tubing once weekly. For the privilege 
of drawing this fluid through a 12-in. pipe, the department 
pays £150 per annum, though the whole of the circulating 
water is, of course, returned ! 

The surface condensers on the turbo-sets are highly 
efficient, but the remaining 950-H. P. steam-driven con- 
denser serving the Allen engines gives negligible vacuum 
when the latter are on full load, owing partly to leakage in 
the exhaust line, but mainly to corrosion of the circulating 
tubes; nevertheless, the condenser is useful in restricting 
the consumption of town feed water. 

The supply area covered by the Corporation's order is of 
straggling shape and totals about 9*4 sq. miles, of which two- 
thirds is open country ; of the more densely populated area, 
two-thirds is provided with mains, and special supply is given 
to the Home Office testing station at Greasborough and to 
two works in Tinsley. The station is situated 600 yards 
north of the centre of the town, and the most remote con- 
sumer is at a distance of 3:25 miles; 24 miles of lighting 
and power cables and 10 miles of traction feeders are now 
laid. 

Hitherto it has been impracticable to supply large power 
loads at remote parts of the supply area (the maximum 
station voltage being 520 volts D.C.). Similarly, it has been 
unprofitable to lay special cables for small consumers, so that 
the development of the undertaking, as regards industrial 
supply, has been considerably hampered. Matters came to a 
crisis with the demand for 500-600 H. P. by a large tube works 
at Wincobank, near Tinsley. To avoid the necessity of 
transferring the area concerned to the Sheffield Electricity 
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Department, and in order to demonstrate the economy to be 
derived from the use of electric power, the Rotherham Cor- 
poration removed one of its 250-H.P. Allen sets to the new 
consumer's works, where it has been running satisfactorily for 
18 months past, steam being supplied from a special boiler, 
and the electricity department paying the coal and stokers’ 


Еа. 3.—ROTHERHAM ELECTRICITY WORKS: ENGINE Room. 


bill and charging about 0:764. per unit for the energy 
delivered. Simultaneously, arrangements were made for the 
installation of a 1,000-Kw.turbo-alternator at the Rotherham 
station, and henceforth high-pressure supply of the above and 
other bulk consumers will be a simple matter, and, in contrast 
to the present Wincobank plant, will yield a reasonable profit 
to the department. The temporary installation at Wincobank 
will be dismantled at an early date and replaced by a 250-Kw. 
converter supplying such motors as are necessarily of D.c. 
type; three-phase motors will be employed wherever possible. 

So far as can be foreseen, high-pressure supply will be 
entirely by underground cable. On the Wincobank route, 
three-core armoured Callender cables are drawn into conduit 
and the line is already complete except at railway bridges. 
Seven of the latter have to be traversed, and incredible 
difficulty has been encountered in securing the necessary 
wayleaves from the owners. 

For P. C. distribution, Glover's lead-covered diatrine 
cables are laid solid and in Sykes conduits ; Callender single 
V. B. cables are also employed, but the old concentric cables 
have been almost entirely replaced, with a great reduction in 
the frequency of faults. 

The latest available returns show that a generator capacity 
of 2,650 Kw. supplies 3,746 Kw. connections, and a maximum 
demand of 745 KW. non-traction and 742 Kw. traction 
load (1,487 Kw. total). The total sales by meter during the 
years ending March, 1910-11-12, were as follows :— 


B. T. Uv. 1911-12. B. r. v. 1910-11. B. r. v. 1909-10. 
Lighting re 370,292 335,878 303,362 
Power è etl 1,118,912 991,396 465,553 
Traction ... 2 1,414,449 1,342,954 1,209,097 
Total 2,908,653 2,669,727 1,978,012 


It wil be seen tbat the total sales are rising rapidly, 
mainly owing to the increasing power demand. The annual 
load factor of the station is now -23 per cent., as against 
25 per cent. in 1910-11 and 21°3 per cent. in 1909-10. 
Already there is a valuable over-lapping of the evening 
traction and non-traction loads, so that the peak demand 
(1,900 Kw.) lasts from 4 p.m. to 8 p.m. (in winter), with 
cresta at 4.45 and 6.30 p.m. 

Although the traction demand is steadily increasing and 
will be considerably augmented by the opening of various 
railless trolley routes, it is in the power sales of the 
undertaking that the greatest expansion is likely to be 
attained. The area served is teeming with industrial works 
of every description, and the availability of high-pressure a.c. 
for distributing purposes will render their electrical supply 
profitable to all parties concerned. 


— 18:48 miles single track). 


Total Steam Consumption Ib. per hour 


The present routes served by the Rotherham Corporation 
tramways have a total length of 9°39 miles (equivalent to 
The maximum gradient is 1 in 
10:5 (on the Kimberworth route), and, taken as a whole, 
the conditions are not severe. 

Extensions which are in immediate prospect include 
| т furlongs to the important colliery 
village of Thrybergh (7,000 population 
tapped) ; and 1 mile 1 furlong to the 
borough boundary along the existing 
Broom Road route (tapping a popu- 
lation of 3,170). The latter line, 
serving a residential area, has so far 
been a source of serious loss to the 
department, but, by the inauguration 
of a 4°75 miles railless-trolley route 
from the borough boundary to Maltby 
(serving about 10,000 inhabitants in the 
district traversed), it is hoped to realise 
a large net profit from the route. If 
the service proves remünerative, one of 
the most extensive railless systems 
in the country will immediately be 
inaugurated.* 

The tariffs levied are 4:04. per unit 
for lighting supply, less 2:5 per cent. 
for cash, or 10 per cent. if the con- 
sumption exceeds 10,000 B. T. v. per 
annum, up to 30 per cent. discount for 
over 40,000 units per annum. Small 
power consumers are supplied at 1°5d. 
per unit; consumers demanding not 
less than 5 H.P. steadily during working hours are supplied 
at 1°04. per unit, less discounts varying from 5 per cent. to 
40 per cent. for consumptions exceeding 10,000 or 750, 000 
units per annum respectively. | 

The average price obtained for allsales was 1:525d. per 
unit during 1911-12, leaving a gross surplus of 0°60d. per 
unit generated. The gross profit on the electricity under- 
taking during the same period was 10°85 per cent. (and 
6°88 per cent. on the traction system). These results were 
the most satisfactory obtained since the commencement of 
supply. The net profit was 4°78 per cent. in 1911-12. 


1000 


. — 


Steam Consumption Ib. per KW. hour 


. Output in Kw. 
Ета. 4.— TESTS OF WESTINGHOUSE 1,000-kw. TURBO-ALTEBNATOR 


Our best thanks are due to Mr. Ed. Cross, engineer and 
manager of the Rotherham Corporation Electricity and 
Tramways Department, and to his chief assistant, Mr. J. 
Williams, for their courteous assistance in the collection of 
the above notes, at a time when they were busily engaged on 
the extensions described. 


Patent Application,—Application has been made for 
restoration of Patent No. 24,411, of 1906, for "Improvements in 
and relating to the regulation of the supply of liquid fuel to internal 
combustion motors,” granted to Georg Brandstetter. 


* The Corporation has Parliamentary powers for a further total 
length of route 94 miles. 
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CORRESPONDENCE. 


Letters received by us after b P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we hare the writer's name and address in our possession, 


Trouble with the Trolley Head. 


Mr. Geo. Spooner's remarks are quite correct so far as 
systems with centre running trolleys are concerned, but where 
the overhead equipment is erected on bracket arms for 
swivel-headed trolleys, the bow collector would be of no use, 
and the great majority of tramways are equipped with the 
trolley wires in anything but a centre-running position. In 
the case of a centre-running trolley, the deviation from the 
centre line does not allow of more than about 2 ft., whereas 
with a side-running trolley the trolley wire need be only 
approximately parallel to the track and as far from the centre 
as the length of the trolley-arm will permit. 

R. A. Pickmere. 


London, E., July 20th, 1912. 


Vacuum Cleaners. 


The Notes on Vacuum Cleaners," appearing on pages 
112 and 113 of your last week's issue, have been of con- 
siderable interest to us. It seems to us that whilst your 
correspondent is well informed on general grounds, he loses 
sight of one important issue. 

There are, broading speaking, two types of vacuum 
cleaners .—Type “A,” high-vacuum machines, i.e., machines 
operating with a small volume of air at a high vacuum; 
and Type B," low vacuum large-air displacement machines, 
i.e., machines relying upon a large volume of air in place of 
a high vacuum. , 

We think vacuum cleaner construction during the last 
few years, both here and abroad, proves beyond all doubt 
that the latter principie is the correct one. Let us look 
into the merits of each type :— 

А. Hiyh-Vacuum Machines—It may be readily claimed 
for this type that they effectively clean floor coverings, and 
that they are equally suitable for the removal of dust from 
cornices, walls, K., if maintained in a high state of 
efficiency, and if they are used with more than ordinary 
intelligence, and these advantages niay be claimed for both 
domestic and industrial use, and where employed for 
industrial use, they are, in our opinion, preferable to low- 
vacuum machines. But let us look into the disadvan- 
E — 

Mechanical damage to floor coverings resulting from 
T cutting action of the intake nozzle, since it is necessary 
to maintain very close contact with the floor covering in 
order to obtain sufficient suction. 

2. Damage to the pile of floor coverings from the exces- 
sive suction, which in the absence of a sweeping volume of 
air is necessary for effective cleaning (ask your carpet dealer 
whether the high-vacuum cleaner is not his best friend). 

3. The small intake nozzle necessary to maintain a high 
vacuum prevents the removal of the rubbish met with on 
the ordinary carpet in the house, restaurant, club smoke- 
room, &c. 

4. The absolute impossibility to construct a self-contained 
really portable apparatus, which leaves the operator free to 
work both hands. 

5. The great weakness of the delicate suction mechanism, 
and the impossibility of obtaining even ordinary repairs from 
an ordinary engineer. 

There are many other disadvantages, but the above will 
serve to show the most important of them. 

Low- Vacuum Large Air Displacement Type.—The advan- 
tages of cleaners of this type as compared with the type 
previously dealt with are many :— 

1. The simple construction, i. e., 
delicate mechanism. 

2. The possibility of constructing self-contained movable 
machines on wheels of a weight and type securing comfort- 
1 transport to every part of the house by the lady or 
mai 

3. Automatic compensation of the large volume of air in 
place of a high vacuum when the machine is not kept 


absolute absence of 


actually on the floor covering. (As the vacuum is reduced 
the volume of air is increased, and equally effective work 
is secured.) 

4. The absolute harmlessness of continuous use, owing to 
the low vacuum, and owing to the fact that it is unneces- 
sary to maintain a hard-rubbing action with the floor 
covering. 

5. Large intake nozzles, admitting of the reception of 
ordinary rubbish—such as pieces of paper, cigar and 
cigarette ends, matches, &c.; thus the machine possesses 
all the advantages of the ordinary carpet sweeper. 

6. The automatic ventilation of the motor which prevents 
an undue temperature rise, and thus assists towards long 
life. 

7. The reduced exertion required in the use of a small 
self-contained machine, compared with the continued 
operation of the nozzle of high-vacuum machines, which 
must be kept in perfect contact with the floor covering. 

8. The possibility of using the machine as an ordinary fan 
or as a blower for bedding renovating purposes, &c. 

9. And this, perhaps, is the prime advantage—‘ The 
adaptability and usefulness of a small self-contained cleaner 
for its prime purpose, t.e., the cleaning of floor coverings.” 

The first consideration in the design of a vacnum cleaner 
surely lies in the question as to where it is to be used, and 
it will appeal to the ordinary intelligence that at least 75 per 
cent. (in actual practice it is probably 90 per cent. or 95 per 
cent.) of all the work expected from it is on the floor, and 
if this is admitted it is necessary to construct an apparatus 
which will efficiently, conveniently and thoroughly do this 
work. 

It may be claimed for machines of the high vacuum type 
that they are more effective in actual use than low vacuum 
and large air displacement types, but if we remember that a 
small portable machine will be used with the same regu- 
larity as the brush or carpet sweeper in the home, we must 
come to the conclusion that we obtain reliable cleaning work 
from a suitable small and portable machine. 

We claim all the advantages enumerated above for the 
* Magic," which, especially for domestic use, may be relied 
upon to do all its work, and to do it continuously and well, 
and when it is remembered that the complete equipment, 
including a set of attachments which answers every possible 
application, is supplied at the moderate price of £13 to 
the public, the average householder will require much con- 
vincing that a stationary plant, costing, as your correspondent 
points out, say, £30, which, however, before it is fixed, i.e., 
before the necessary piping in a house of even average size 
has been provided, is more likely to cost from £120 to £150, 
is а more suitable appliance for him. 

We are hopeful that we shall have an opportunity of 
demonstrating the use of the “ Magic“ in open competition 
with some of the high-priced high- vacuum machines at some 
future date. 

The popular fallacy that a high vacuum is necessary in 
order to efficiently remove dust and other impurities is 
rapidly going to pieces. | 

For Magic Appliances, Ltd., 
J. SCHMAHL, Managing Director, | 


London, E.C., July 23rd, 1912. 


Electricity in the Restaurant.— Mr. Hilary Quertier, 
of Wellington, bas invented an electric waiter for hotels and 
restaurants, which is worked by the customer in direct communi- 
cation with the kitchen. On each table is a wooden frame bearing 
the menu card, and opposite each item of the bill of fare is a button. 
Having chosen his dish, the customer ргеғѕев the button, and imme- 
diately the number of the table and the order are displayed on a 
recorder in the kitchen, while an electric alarm bell is rung to 
attract the notice of the cook or attendant. The apparatus in the 
kitchen automatically issues a ticket with the number of the table 
in the restaurant, the nature of the order and the amount to te 
collected from the diner. A duplicate of the ticket is kept on sn 
endless tape, so that an absolute check may be kept on both money 
and goods. When the ticket is dropped from the electric printer in 
the kitchen into the tray, the order can be prepared and delivered 
with the bill by the waitress at once. Where it has been used in New 
Zealand, the electric waiter has proved a great success.— Brit, Aus. 
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PARLIAMENTARY. 


Metropolitan Railway Bill. 


THE Metropolitan Railway Co.'s Bill, which passed the House of 
Commons’ Committee a few weeks ago, came on Jaly 16th and 
17th before Lord Falkland’s Select Committee of the House of 
Lords. As originally drafted, the Bill asked for powers to con- 
struct a new railway at Hammersmith to join up with the autho- 
rised line of the Great Western Railway to Ealing, and also for 
powers to construct a new line from Rickmansworth to Watford, 
and thus to create a new route from the latter town to the metro- 
polis. The Ealing proposal was rejected by the House of Commons’ 
Committee, and consequently the chief matter before the Lords’ 
Committee was the extension to Watford, which was opposed by 
the London and North-Western Railway Co. 

Mr. R. H. SELBIE, general manager of the Metropolitan Co., 
gave evidence in support of the Bill, stating that at present between 
Baker Street and Harrow the company now run about 200 trains 
daily, and these trains could be extended to Watford as the traffic 


demanded. 
Evidence of & local character was aleo called on behalf of the 


propoeal. 

Mz. F. REA, general manager of the London and North-Western 
Railway, whose line is being electrified to Watford, contended that, 
in view of the facilities now given and intended to be given, the 
extension was not required. i 

The Committee passed the preamble of the Bill, subject to a 
clause being inserted to provide for the construction of & bridge by 
the Metropolitan Co., which will permit of the extension of the 
London and North-Western Co.'s line from Croxley Green. Widen- 
ings of the Metropolitan Co.'s line between Finchley Road and 
Kilburn were also The proposal of a subway for foot 
passengers at King's Oross was withdrawn. 


Midland дала] (London, Tilbury and Southend Rail- 
way Purchase) Bill. Having passed the preamble of the above 
Bill, Sir J. Compton Rickett's Committee sat on July 16th to 
further consider the clauses, and were chiefly concerned in dealing 
with the running powers of the Great Northern Railway Co. over 
the line. The Committee decided to confine such powers to the 
dock traffic or to any future docks that the Port of London 
Authority might construct on the northern side of the river. The 
promoters asked the Committee to insert a clauee to the effect that 
the Great Northern Co. should be obliged to electrify their trains 
running over the Tilbury line when the Midland Railway adopted 
electric haulage, but the Committee considered this was a matter 
which should be left to agreement or to the decision of the Rail- 
way Commissioners. 

Light Railways Bill.—-Answering a question by Mr. Munro 
on Monday, the Prime Minister said he was aware of the desirability 
of the early passage into law of the Light Railways Bill, but he 
was not sure that it could be taken before the autumn adjourn- 
ment. He was aware that at least one railway in the north of 
Scotland, which had the support of the Board of Trade, was being 
delayed by the non-psssing of the Bill. 

Second and Third Readings.—In the House of Lords on July 
23rd the National Electric Construction Co.'s Bill was read a second 
time, and the Preston, Chorley and Horwich Tramways Bill passed 


third reading. 


LEGAL. 


BRITISH WESTINGHOUSE ELECTRIC AND MANUFACTURING Co 
LTD., r. THE UNDERGROUND ELECTRIC RAILWAYS Co. 
or LoNDON. 


In the House of Lords on Friday, July 19th, the Lord Chancellor, 
and Lords Ashbourne, Macnaughton and Atkinson delivered their 
reserved judgment in the appeal by the plaintiffs in this action, 
seeking to reverse the decision of the Court of Appeal in favour of 
the respondents with reference to arbitration proceedings. The 
matter had reference to a contract for the supply of £225,000 
worth of plant for generating the electric energy required for the 
working of the defendante’ railways. This plant included eight 
turbines, which were admittedly not satisfactory on a given coal 
consumption, and the respondents substituted Parrons machines 
for them. The appellants claimed for £53,000, the balance of the 
purchase price of the turbines supplied under the contract, and the 
respondents thereupon counterclaimed for damages for breach of 
contract. The matter was referred to arbitration. and the arbi- 
trator found that the respondents were entitled to £15,000, The 
appellants contending that they were liable only in nominal 
damages, and were entitled to the full balance of the purchase 
money, took the matter to a Divisional Court, which held that that 
contention was not well founded, and that the respondents were 
entitled to recover from the appellants, as damages, the purchase 
and installation of the Parsons machines, The matter was there- 
upon referred back to the arbitrator, who made his award on Feb- 
ruary 23rd, 1911, finding that the appellante were not entitled to 
recover anything from the respondente, while the respondente, on 


the basis of the decision of the Divisional Court, were entitled'to 
recover from the appellanta £15,394. The appellants moved the 
Divisional Court to set aside that award, but the Court were of 
opinion that they were bound by the previous decision. The, 
matter then went to the Court of Appeal, which, by a majority 
upheld the award. 

The LORD CHANCELLOR, who read the judgment of the House of 
Lords, said two questions were raised before the Court of Appeal. 
One was whether it was competent for that Court to review the 
opinions given by the Divisional Court to the arbitrator. Lords 
Justices Vaughan Williams and Kennedy had come to the con- 
clusion that the action of the respondents in purchasing the new 
machines had given them advantages in the conduct of their 
business subsequent to the breach of contract, but the appellants 
were not entitled to claim the benefit. On the other hand, Lord 
Justice Buckley had thought that the appellants were entitled 
to have a decision of the arbitrator as to whether the purchase of 
the new machines was reasonable and prudent for the purpose of 
mitigating the damages apart from its prudence for their own 
pecuniary advantage, and whether it was the only reasonable and 
prudent course which they could have taken to mitigate the 
damages. For instance, they could have purchased Parsons 
machines of 5,500-KW., which was the standard efficiency. under 
the contract, instead of purchasing, as they in fact did, Parsons 
machines of 6,000 KW. On that point, Lord Justice Buckley had 
considered the appellants had had no decision of the arbitrator. 
and were entitled to it. Не (the Lord Chancellor) was 
unable to agree with the majority of the Court of Appeal, 
but he could not wholly agree with the view taken by 
Lord Justice Buckley. The arbitrator had found clearly that the 
effect of the superiority of the Parsons machines and their efficiency 
in reducing working expenses was, in point of fact, such that all 
loss was extinguished and that actually the respondents made a 
profit on the course they took; though not bound to purchase 
machines of a greater power than those contracted for, 
they, in fact, took a wise course in doing so, and with pecuniary 
advantage to themselves. Moreover, they had used the appellants’ 
machines for several years, and had recovered compensation for loss 
occasioned by these machines not being up to the standard specified 
in the contract. The arbitrator had found that after that period it 
was a reasonable and prudent course to purchase the more powerful 
machines, and thereby all the remaining loss and damnge had been 
wiped out. There were, however, certain broad principles that were 
well settled. Anyone who had proved a breach of bargain must. so 
far as money could do it, be placed in as good a position aa if the 
contract had been performed, but that, however. was qualified by 
an obligation on the plaintiffs to take all reasonable steps to mitigate 
the loss consequent on the breach, and he was debarred from 
claiming any part of the damage arising from his neglect to take 
such steps. In his (the Lord Chancellor's) opinion the principle 
which applied in this case was that which made it right for a jury 
or arbitrator to look at what actually happened and balance the 
loss and gain. Apart from the breach of contract. the 
lapse of time had rendered the appellants’ machines 
obsolete, and, as men of business, the respondents would be doing 
the only thing they could properly do in replacing them with new 
and up-to-date machines. For those reasons the special case stated 
by the arbitrator on the points of law had been wrongly answered 
by the Courts below, and the result was that the award could not 
stand, but must be sent back to the arbitrator with a declaration 
that the contention of the appellants so far—but only so far—as 
they contended that the several facts relied upon by them were 
relevant matter to be considered in assessing the damages was 
right, and the contention of the respondents on the second question 
was wrong. 

The appeal was accordingly allowed, with costs, the appellants 
being also awarded the costs in the Court of Appeal and the 
Divisional Court upon the motion to set aside the award. 


THE TELEPHONE ARBITRATION. 
(Continued from page 89.) 


THE ATTORNEY-GENERAL, at this juncture, said he was pleased to 
inform the Court that Mr. Danckwerts and himself had agreed upon 
the terms of an interim award. It was unnecessary to trouble the 
Court about the details. They would a'l be found in the document 
he intended to hand up. It was signed by his learned friend, Mr. 
Danckwerts and himself, and he proposed to ask the Court to make 
the award in the terms of the document. The document in question 
was then handed up to Mr. Justice Lawrence, and was perused by 
the Commissioners. Its contents were not disclosed. 

Mr. JUSTICE LAWRENCE said be supposed it would be necessary 
for the Court to make the award, and the Attorney-General replied 
in the affirmative, and said its object was that the Post Office might 
pay over to the Telephone Co. at once the amount due under the 
award. 

[It will be remembered that a few days previously the question 
of an interim award was mentioned to the Court, and in connection 
with it, & sum of £3,500,000 was mentioned, the parties having 
agreed upon certain figures in the plant items. Sir Alfred Cripps. 
K.C. mentioned at the time that the company were anxious to 
obtain the sum to pay over to the preference shareholders, and on 
behalf of the Postmaster-General, no objection was raised to an 
interim award, Sir J. Simon stating that if such award were made 
the Postmaster-General would avoid paying some 5 per cent. interest 
on the money up till the time the final award was made, and that 
interest would represent a large sum of money. 

Mr. Cook, assistant engineer-in-chief to the company, was recalled 
and gave further details as to figures of plant cost, &o. 
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The first witness called on behalf of the Postmaster.General was 
Mr. J. F. C. SNELL, M. I. C. E., who said his firm were advisers on 
all telegraphic and telephonic matters to the South African 
Government, the New Zealand Government, and the Crown Agents 
for the Colonies. In company with Mr. Andrew Young, chief 
valuer to the L.C.C., and officials of the Post Office, he had prepared 
the tables of figures which he now put forward. Witness had 
supervised the preparation of the fundamental prices on which the 
reinstatement cost was arrived at. The quantities used were agreed 
quantities. He had taken the fundamental prices for each of the 
classes of material scheduled in the inventory on the prevailing 
market prices at or about December 31st, 1911, the date of the sale 
of the system. Then for the actual contract work he had taken the 
records of the Post Office based upon actual contractr—not hypo- 
thetical tenders—carried out for work exactly comparable with the 
work which they were now valuing. Those contracts included all 
the items the contractor charged—contingencies, insurances, con- 
tractors’ profits, and ordering and storing material—but in eome of 
the materials he had to make adjustments in order to get at the 
proper costs by altering some of them, 20 as to bring them into 
exact alignment with the specifications of the company. Then he 
had added engineering fees, for supervision and designing, and the 
total represented the cost of construction. Dealing with the item 
of iron piping, witness said he thought £121 was a fair 
price for & mile run of 3-in. cast-iron piping delivered 
free on rail at the works, or ls. 44d. per yard. Witness 
gave further evidence with regard to figures for materials 
and freight charges. He said that there were 68 centres through- 
out the company's system which he had investigated on behalf of 
the Post Office with regard to freight charges. He had taken the 
actual length of piping used in each centre, and had converted it 
into weight. Then he had taken three actual sources of supply 
for this piping— viz. foundries in Wolverhampton, Nottingham 
and Sheffield—and by this means had arrived at the station- to- 
station rate between the foundries and the 68 centres in question. 
The calculation was not based on mere assumption but on actual 
material supplied to the various centres. Taking the whole of the 
68 centres, he arrived at a total weight figure of 38,09:0727 tons 
and a total freight charge of £15,126 2s, 8d, or an average of 
practically 88. per ton. 

SIR J. SIMON said the National Telephone Co. relied upon what 
they said was their experience in arriving at their figures under 
this head. They had assumed that & certain proportion of the 
material would be carried in small parcels and another percentage 
in 2-ton lots and another in 4-ton lots. The Post Office, whether 
they were right or wrong, had assumed that they would get this 
material carried in substantial quantities, and therefore their figure 
for station-to-station rates was based on the calculation that the 
lots carried were 4-ton lote. In arriving at the source of supply 


for cast-iron piping, they had relied on experience and geography, 


and he did not think there was any error in that direction. 

SIR A. Cripps said the substantial point between the parties 
was whetber this station-to-station rate could be applied in all 
cares, subject, of course, to the question of quantities carried. 

Mr. BUCKMASTER said that witness's tables showed the figures 
for 4-ton, 2-ton and 1-ton lots, all differently dealt with, and Sir 
Alfred Cripps could see at once the average figure obtained 
per ton. 

Mr. JUSTICE LAWRENCE said he was living in hopes that 
some sgreement might be arrived at with regard to the freight 
question. 

SIR J. SIMON assured the Court that both sides were working in 
that direction. : 

SIR А. CRIPPS said that a point between them was whether the 
whole calculation should be worked out on the 4-ton basis. 

Witness added that in arriving at a figure of 8s. per ton, they 
had not Jost sight of the fact that in certain cases the lots of 
material dispatched might be less than four tons, but taking this 
into consideration they considered the 8s. to be a fair figure. 

Witness, further explaining the method he had adopted in 
valuing the plant, said he had fixed the total cost of construction 
at £1,372,469. For supervision he would add 5 per cent., which 
was the general engineering percentage for supervising and 
administering construction. 

The SoLicITOR-GENERAL: By making that addition you arrive 
at the figure which adequately represents the reinstatement cost ?— 
Yes, I think the total of £1,441,093 is a fair cost for this par- 
ticular section. 

. Counsel then proceeded to contrast the company's figures with 
those of the Postmaster-General and asked witness if the company's 
figure for the estimated cost of construction of 3,128'6 miles 
of single duct as on December 31st, 1911, was £2,840,755, or £828 
per mile, ard the Poetmaster-General's figure, £1,441,093, or £420 
odd per mile of eingle duct ?—Witness agreed. 

Witness said his tables in respect of wrought-iron piping were 
based on the actual prices taken from contracta, and the same 
remark applied to the laying of the conduit in the earth. Mr. 
Snell then proceeded to deal with the cable cost. &c., and gave 
figures with regard to the 68 centres for 600- pair dry-core 
.lead-covered underground cable. He based his figures as on 
December 31st last. He worked out the actual cost per mile of 
this particular class of cable at £966:058. Witness, continuing, 
said that these figures were arrived at with the assistance of 
eminent cable manufacturers, including Messrs. Callender. Their 
instructions were that the prices obtained were to be for cables 
strictly in accordance with the N. T. Co.'s specifications. The 
materials were also to be based on the market prices ruling 
for copper, lead, tin, &c., on the nearest dates available to the date 
of sale. Those dates were December 2nd, 1911, and January 2nd, 
7912. The prices were to include the testing of the cables at the 


maker's works, the coiling of the cables on the drums, the packing 
of the drums, the manufacturer's usual special charges and profit, 
and delivery at the works. In this way they arrived at the figure 
of £966'058 per mile, and he had checked it by quotations sub- 
mitted to his firm for the delivery of practically the same cables to 
a Colonial Government. They had also gone so far as to obtain an 
independent tender from an eminent firm of cable makers. 

SIR A. CRIPPS said that he admitted the prices given were fair 
as based on December 31st, but the question between the parties 
was whether that was a fair basis to calculate upon. There was 
also a dispute between them as to the question of wastage. 

Proceeding with his evidence, MR. SNELL dealt with the question 
of wastage. The waste allowance per mile was 4 ft. multiplied by 
20 joints. As а rule in contract work, cables were ordered, if they 
were of a large size, to suit the particular distances between the 
manholes which had already been constructed. Therefore there 
ought to be nothing but a very trivial! waste upon what might be 
termed the manufacturer's length of the cable. The conduits and 
manholes were put in on the plans, and the cable ordered 
accordingly. The parties had agreed on the number of joints in a 
mile, viz., 20, and these were the places at which the cable had to 
be cut: allowing a length of 2 ft. wastage at each end of the cable 
at every joint, that made 4 ft. wastage per joint. He considered 
that was an ample allowance, and would not be exceeded in actual 
practice. Of the wastage, 75 per cent. was recoverable from the 
manufacturer. Making further comparisons between the company's 
figures and those of the Postmaster-General, witness eaid he 
estimated the cost of constructing the company's underground 
cables at £1,962,659 odd; that included supervision and con- 
sulting engineers' charges. 

Mr. BUCKMASTER: It is roughly £2,000,000 on our side, and 
£3,500,000 on the company's side.—Witness said he estimated the 
cost of poles, including engineering charges, at £1,662,981, or an 
average of £3,889 per pole, compared with the company’s figures 
of £2,614,444, or £6,115 per pole. The distribution wiring was in 
shorter lengths than what he might call the ordinary straight 
through” wiring and that obviously necessitated more labour, also 
the wiring on house tops incurred more labour than wiring from 
the ground level. Therefore, in arriving at his figures for wiring, 
he had added 10 per cent. on the ordinary straight through 
work for the shorter distribution work and 20 per oent. for 
the more difficult over house work. These figures were, of 
course, largely arrived at by judgment, but he thought they were 
fair. ° 

In reply to SIR JAMES WOODHOUSE, MR. BUCKMASTER said the 
most serious difference between the parties was the question of 
freight. The Post Office had calculated the weight of material as 
being at the centres, whilet the company contended that it should 
have been taken at the distributing townships round the centres. 

SIR A. CRIPPS eaid there was a question of special rates and class 
rates to be considered. 

Mr. JUSTICE LAWRENCE: I think the parties would be very 
wise if they could adjust the difference. It is no good fighting a 
broad view to the last penny. 

WITNEsS said the total figure for the cost of construction of bare 
wire was £2.037.811, to which had to be added consulting 
engineers’ charges of 5 per cent., making a grand total of 
£2,139,702, or £8°3 per single mile. The company's figures were 
£ 3,348,651, or £12°97 per mile. The total cost of aerial cables was 
estimated at £497.987, or £9°406 per mile, as against the company’s 
estimate of £1,017,055, or £19 per mile. There were 98 centres, 
The figures for exchange equipment were estimated on behalf of 
the Postmaster-General at £1,505,139. 

The SolLICITOR-GENERAL pointed out tbat this figure did not 
include the Glasgow exchange, because the Postmaster General took 
exception to acquiring that exchange altogether. 

Witness, continuing, said the company's figure, including the 
Glasgow exchange, was £2,612,344. 

In the course of further evidence, Mr. SNELL said the estimated 
cost of subscribers’ instruments, &c., was put by the Post Office at 
£ 2,369,735, compared with the company's claim of £3,759,393. With 
regard to the total contractors’ corts, witness said there were only 24 
millions difference between the parties, but when they came to arrive 
at the total cost of construction, the company added charges which 
increased the difference to over eight millions. In other words, the 
figure for the total cost of construction was put by tbe G.P.O. 
at £11,617,166, whilst the company estimated it at £19,499,309. 
Dealing with @ggurance and maintenance charges, witness eaid that 
the period of contractors’ insurance and maintenance charges of 
an exchange slightly overlapped the period when the exchange 
became revenue-earning, because it was customary to begin to 
employ the exchange before it actually left the contractors’ hands 
or was finished. . 
(7o be continued.) 


SUNDERLAND DISTRICT ELECTRIC TRAMWAYS$, LTD 


IN the Chancery Division on Tuesday, July 23rd, Mr. Justice 
Swinfen Eady had before him u petition by the company to sanction 
& scheme for the rearrangement of certain portions of the capital. 
There was also a summons taken out in a debenture-holder's action 
to eanction an agreement by which the proposed new iseue under 
the scheme was to be under-written. 

Mr. Gore Browne, K.C., for the company, said it was formed 
in 1903 for the purpose of working the tramways in the colliery 
districts adjoining Sunderland. Owing to subsidences in the soil 
difficulties had arisen which necessitated very important and 
expensive repairs. The ordinary capital of the company was not 
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affocted by the scheme, but subsequent classes of capital were.. 
Five per oemt. debentures to the amount of £160,000 were issued in 
1907, and there were also & number of loans secured by a charge 
dated December, 1906. Such loans amounted to £19,700. In 
December, 1907, with the sanction of the debenture-holders and the 
holders of various charges, £20,000 of prior lien bonds at 5 per 
cent. were put in front of them and secured by а deed. The bonds 
were redeemable at 5 per cent. bonus. The company earned 
sufficient profits to pay interest upon its securities down to 1910, 
but did not earn sufficient to pay any dividend upon its share 
capital On May 28th, 1910, the holders of the £160,000 5 per 
cent. debentures commenced a debenture-bolder's action on the 
ground that the company's property was in jeopardy, and Mr. Eves 
was appointed Receiver. In1910 Mr. Eves wasalso appointed Receiver 
for the prior lien bondholders, and the actions were consolidated. 
The tramway was worked until May, 1911, by the Receiver, and had 
since been worked by the directors; but the Receiver bad been 
paid the money. Altogether there was a balance in hand of 
£16,000. The certificate showed that the outstanding prior lien bonds 
to the amount of £11,025 had been issued, and £160,000 of deben- 
tures, in addition to the loan of £19,700 secured by a third charge. 
No interest had been paid since December, 1910. A considerable 
sum was now required to put the line into proper order, owing to 
sinkages which had occurred. It was proposed to create an issue 
of 54 per cent. new prior lien bonds, but to issue only £20,000 of it 
at present, and out of the proceeds of that iseue to pay off in full 
the whole of the existing prior lien bonds. For the rest it was 
proposed to create first income bonds up to £72,000 carrying in- 
tereat at 5 per cent., such interest being subject, ameng other 
things, to payment of a sinking fund. The capital was to be 
charged further by the creation of a second series of debenture 
bonds at 5 per cent. to an amount not exceeding £12,000, 

His LogpsuiP sanctioned the scheme, and also the agreement by 
whioh the underwriter agreed to underwrite the new classes of 
securities to be issued under the scheme. 


THE REASON MANUFACTURING Co., LTD. 


In the Chancery Division, on Monday, Mr. Justice Swinfen Eady 
heard a petition by this company to sanction a reduction of capital 
by wiping off the amount of a debit balance of £32,000. 

MR. ASHTON CROSS appeared for the company, and said the 
reduction did not involve any diminution of liability on the unpaid 
shares The company was formed in 1900 to take over the business 
of an old electrical compeny. For the first few years it was a very 
successful concern, and paid dividends ranging up to 10 per cent. 
Then came a change in the fortunes of the company. It was un- 
successful, and as a result of ite trading it found iteelf with a debit 
balance. This balance went on increasing until now the company 
were anxious to get rid of it. It was proposed to reduce the capital 
from £70,000 divided into £1 shares, to £37,533 divided into 
61,803 shares of 9s. 6d. each and 16,394 share of 10s. each. The 
reduction was to be effected by cancelling capital lost or unrepre- 
sented by available assets to the extent of 10s. 6d. on each of the 
61,803 £1 issued shares, &nd by converting the remaining 8,197 un- 
issued shares of £1 into 16,894 shares of 108. each. It was proposed 
at the same time to issue these 16,894 shares and call them prefer- 
ence shares bearing interest at 6 per cent. 

His LORDSHIP sanctioned the scheme. 


INDIAN ELECTRIC SUPPLY AND TRACTION Co,, LTD. 


In the Chancery Division on Tuesday, Mr. Justice Swinfen Eady 
had before him a petition by the company to confirm a reduction 
of capital. It was explained by Mr. Gibson for the petitioners that 
the company was incorporated in 1905 to establish electric tram- 
ways and work electrical enterprises generally in India. It was 
formed with acapital of £600,000 divided into 120,000 shares of £5 
each. Of these the company had issued 26,009 shares fully paid up, 
making the issued capital £130,035, and it was proposed to reduce 
the shares from £5 to £3, and thus wipe out aloss of £52,014. 
His Lordship eanotioned the scheme. 


WORKMEN'S COMPENSATION CASE, 


GIVING judgment in a stated case in an appeal under the Work- 
men's Compeneation Act, between the Wemyss Coal Co, Ltd., and 
John K. Symon Buckhaven, who was injured in attempting to 
board a car, Lord Justice Clark said the boy left a fixed 
stopping place and went towards the coming car. No one 
invited him to go forward and meet the running car and get on 
while it was going at 5 miles an hour. His Lordship could not 
assent to the view that because a boy might not run much risk in 
mounting а car moving at that rate any accident which occurred 
was to be regarded as incident to his employment. The rule as 
to stopping-places was established because there was danger, 
and the person who broke the rule did so at his own risk. The 
act was not necessary to the fulfilment of his duty, and in no way 
facilitated his employers’ business 


Barnstaple Lighting.—The T.C. has decided to extend 


the mains so as to supply current for the lighting of Pilton 
Jhurch. 


BUSINESS NOTES. 


A Perpetual Calendar.— Messrs. EVERETT, EDGCUMBE 
AND Co., LTD., of 117, Victoria Street, 8.W., have sent us a very 
ingenious perpetual calendar, mounted on a reprerentation of one of 
their 6-in. dial ammeters. The numbers representing the dates of 
the month sre printed on a movable chart in such a way that, on 
setting the first day of the month against the correct day of the 
week, the calendar is right for the whole month; it is easily 
adjusted at the beginning of each menth, and is printed in bold, 
clear figures. The idea appears to be quite novel in this form. 
Mesers, Everett, Edgcumbe are distributing the calendars to tbeir 
friends, and willbe pleased to forward one to any of our readers. 


Annual Holidays.—Mzssns. E. Brook, Ітр., of Colne 
Roed, Huddersfield, announce that their works will be closed from 
Friday night, August 2nd, to Monday morning, August 12th, for 
the holidays, 


THE MIDLAND ELECTRIC MANUFACTURING Co., LTD., of Rea 
Street, South Birmingham, will close from Saturday, August 3rd, to 
Monday morning, August 12th. 


THE BRITISH PROMETHEUS Co., LTD, of Birmingham, are 
closing down their works for the annual holidays and stock-taking 
on Wednesday, 31st inst, and will reopen on Avgust 12th. The 
London showrooms will be open as usual. | 


Мквввв, WILLANS & ROBINSON, LTD., of Rugby, announce that 
their works and offices will be closed from August 2nd until 
August 12th. 


MESSRS. MUIRHEAD & Co., LTD., of Elmers End, Kent, will olose 
their works from August 3rd to 15th inclusive. 


THE WESTINGHOUSE BRAKE Co., LTD., of York Road, London, 
N., will likewise be closed for the annual holidays from the evening 
of August 2nd until the morning of August 12th. 

In all the above cases a small office staff will deal with cor- 
respondence. 


Russis,—The Russian Customs authorities have lately 
issued an amendment with regard to the import duty on electric 
incandescent lampe with metal-filaments, the duty having been 
increased from 30 to 65 roubles per pood in the case of lampe (a) 
mounted, and from 60 to 90 roubles as regards (b) not mounted 
lamps. A rouble is approximately 28. Id., and а pood 36 Ib. 


Veritys’ Glasgow Depót.— Owing to an increase in 
their Scottish business of a specially encouraging nature, MESSRS. 
VERITYS, LTD., have opened a supplies department and machinery 


. and fixture showrooms on an extensive scale at 51, Waterloo Street, 


Glasgow. The depót, both in external appearance and internal 
arrangements, is very similar to their head depót at 31, King 
Street, Covent Garden, London. of which we gave an scoount in 
our issue of October 20th, 1911. At the entrance one comes 
acroes sn extensive display of the productions of their engineering 
department—" Aston" motors, ready for delivery—a complete 
range of Aston switchgear, "Aston" arc lampe, and other 
interesting adjuncts. From this one passes to the supplies depart- 
ment, fitted up in the usual manner for the ready handling of 
over-countertrade, which is such an important item in a bury 
metropolis like Glaegow. The showroom has been built into the 
depót, and has been laid out and decorated by Meesra, Wiley and 


THE ENTRANCE TO VERITYS' SHOWROOM AT GLASGOW. 


Lockhead. Here, not only'have the firm displayed their lighting 
fixtures in their periodised manner, but they have also arranged an 
exhibition of lighting fixtures to show the application of up-to-date 
principles of light distribution—an important feature with the 
public to-day. In addition to the above, there is aleo a display of 
radiant lanterns, and other street-lighting apparatus, also of 
“ Aston heating and cooking appliances, calculated to appeal to 
the public. We are informed that large stocks are being kept at 
this depót in order to give prompt delivery, and these stocks are 
backed by the completed extension of the works, which wae in 
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hand last year, enabling them to give quick deliveries of Aston 
motors and switchgear, and, finally, supported by their new large 
delivering warehouse in London, where some thousands of pounds 
worth of stock has been accumulating for quick dispatch to any 
part of the country. 


Meeting of Creditors.— H. G. NORTON & Co., Lrp., 
cycle, motor and electrical engineers, Cheltenham and Gloucester.— 
Pursuant to the provisions of the Companies (Consolidation) Act, 
a meeting of creditors of the above was held on 17th inst. at 
the Imperial Hotel, Birmingham. The chair was occupied by 
Mr. G. G. Poppleton, of Messrs. Poppleton & Appleby, chartered 
accountants, Corporation Street, Birmingham, who had been 
appointed to act as joint liquidator of the company as the repre- 
sentative of the trade creditors. According to the statement of 
affairs presented the liabilities amounted to £13,517, while the 
assets were estimated to realise £9,245, or a deficiency as regarded 
the unsecured creditors of £4,272. As regarded the con- 
tributories there was a deficiency of £13,774. That less was 
principally due to two items which had not previously been written 
off—bad debts and differences in the value of the stock. The 
company had never paid any dividends, and had been hampered from 
the start by lack of capital and heavy expenses. The principal 
creditors’ were Humber, Ltd., whose claim amounted to £2,300. 
Their claim was quite in order, although a counterclaim was made 
against them. After some discussion a resolution was passed in 
favour of the voluntary liquidation of the company with Mr. G. G. 
Poppleton and Mr L. Vizard as joint liquidators, A committee of 
the principal creditors was elected, and the liquidators were 
authorised, if the necessity arore, to take proceedings to set aside 
debentures to the extent of £3,200 issued to the vendor. 


Catalogues and Lists,— Messrs. F. Darton & Co., 


142, St. John Street, London, E C.-—18 pp. catalogue, giving illus- 


trations and prices of a variety of electric novelties, including 
miniature lamps, flash lamps, table Jamps and other small electric 
lighting sets, dry batteries, small motors and dynamos and parts 
of same, demonstration motors, bells, telephones, advertising 
novelties, medical coils, vacuum tubes, &c. 

Messrs. W. GEIPEL & Co., St. Thomas Street, London, S.E.— 

Four-page illustrated list, giving particulars and prices of vul- 
canised rubber insulated aluminium electrical conductors, from 
1/22 to 37/4 s.w.G. A table is given, compiled by Mr. Geipel, 
showing diameters, aréas, resistances, weights and current for 
wires of various S.w Gs. Owing to the present price of copper, a 
saving of from 5 to 25 per cent. (according to the size of the con- 
ductor) can be shown by the use of aluminium insulated con- 
ductors of the same power transmitted and the same drop in the 
line. 
THE Brush ELECTRICAL ENGINEERING Co, LTD., Lough- 
borough.—Art brochure of 70 pages, with coloured frontispiece, 
entitled “The Book of the Steam Turbine.“ The book is profusely 
illustrated giving views of complete turbines and parts of same, 
and it describes the principles of the machines. 

MESSRS. ADNIL ELECTRIC Co. LTD., Adnil Buildings, Artillery 
Lane, London. E ('.--8-page illustrated pamphlet showing a variety 
of telephone and signalling apparatus for coal and gold mines, 
railways. ships, and works. 

THE Вкітіхн THOMSON-Hovuston Co., LTD. Rugby. 20.page 
price list (No. 363) giving very full particulars of the B.T.-H. 
"Fabriol" pinions. А number of pages give detailed tables of 
prices of various sizes, and there nre alao rules for determining 
dimensions of spur pinions, diagrams showing velocity at pitch 
line and H.P. per in. of face, and a data sheet. 

Messrs. UNION ELECTRIC Co., LTD., Park Street, Southwark, 
London, S. E. — New complete list (over 40 pages) relating to switch- 
board instruments, divided by & thumb index into five sections as 
folows: Electromagnetic instrumenta for D.C. or A.C. ; moving- 
coil instruments for D.C. ; electro-dynamometric ampere, volt and 
wattmeters and power factor indicators; induction Ferraris type 
A.C. instruments, and electrostatic voltmeters. The list is fully 
illustrated, and prices and code- words are clearly set out in tabular 
form. 

MESSRS. SEEAR, PAGE & Co., 16 and 17, Devonshire Square, 
London, E.C.—Small pamphlet explaining what Plas-mica is (a 
soluble form of mica), and its uses and price. 

THE LONDON ELECTRICAL TRADING Co, LTD., Palmerston 
House, Old Broad Street, London, E.C.—Catalogue comprising a 
number of leaflets, giving first general and then descriptive illus- 
trated and price information relating to Bastian electric-heating 
apparatus. The contents include :— The Bastian A, F, "FF" 
and “С type heaters, standard heater frame. the lantern-type 
heater, ships heatera, " Exchange and " Admiralty " types, table 
heater or toaster, kettles and saucepang. hot-plates and ovens. 
Special attention may be directed to the Pygmy " heater, which is 
a very cheap line to run from the house lighting circuits for many 
household and nursery purposes. It is described as cheaper than 
the methylated epirit lamp, and it will cost for half an hour per 
day. with electricity at 6d. per unit on the lighting circuit. less 
than 3d. per week, or for one hour per day on the heating circuit at 
1d. per unit less than 1d. per week. 

Messrs. KANSON & Co., 1, Argyll Street, Oxford Circus, London, 
W.—Card giving prices of Cross metal-filament lamps. 

MrssnRs. SIMPLEX CoNDUrTS. LTD., Charing Cross Road, London, 
W.C.—Supplementary list D.10 giving particulars of their motor 
pervice and house service fuse-boxes. They are the usual split type 
of box with bushed inlets and outlets, and a type with a boss at 
either end which can be drilled and tapped for screwed conduits: 
both may be obtained designed for ordinary fuse wire, or for 
Simplex enclosed fuses, Those for 500-volt circuits are for cartridge 


‘fuses only. Prices are stated. The double-pole fuse with a double 


switch mounted complete on teak board, is also illustrated in this 


` leaflet. 


THE ELECTRICAL Co., LTD., of Charing Cross Road, W.C., have 
announced reduced prices of flat-irons of from 44 to 10 lb. weight. 
Тнк EDISON AND SWAN UNITED ELECTRIC LiGHT Co., LTD, 
36 and 37, Queen Street, Cheapside, London, E.C.—The company 
has issued a hanging showcard very effectively depicting one of its 
" Ediswan " fans, also several pieces of publicity literature relating 
to these manufactures, among them being No. Н 2,248, giving a 
brief specification and illustrations with prices of the firm's 
special types of convertible table or bracket pattern, with swivel 
and trunnion movement, and ring or porthole fana. 

MrssRks. ELLIOTT BROTHERS, Central Buildings, Westminster, 
S.W.— Two new lists have been issued. No. 51 (20 pages) contains 
a general epecification, illustrations, prices, and во forth of D.C. 
switchboard instruments, moving-coil type (round, edgewise and 
sector patterns), shunts and resistances for ditto, also soft iron 
types (round and edgewise patterns) The prices show a large 
reduction on those in previous lists. No. 57 (16 pages) deals with 
portable testing sets, and several new patterns of these are listed. 

MESSRS. SIEMENS Bros. DYNAMO WORKS, LTD., Tyssen Street, 
Dalston, London, N.E.—Reference was made here some months ago 
to the firm's framed cartoons "Selling the Tantalum Lamp," and 
Making the Wotan Lamp." These are now being supplied to con- 
tractors doing business in these lamps, and the firm will be pleased 
to forward a pair upon request. 
` THE SUN ELECTRICAL Co., LTD., 118-120, Charing Cross Road, 
London. W.C.— List describing with illustrations, and giving prices 
of, wireless china Sunlite," the reflecting surface of which is of 
white glazed china. Instructions for fixing are included. 

THE POWER PLANT Co., Lro., West Drayton.—Booklet No. 4, 
dealing with double helical gearing and its application in electric 
generating stations. 

Mr. G. BRAULIK, 8, Lambeth Hill, London, E.C.—16-page 
catalogue of electro-medical apparatus, giving illustrations and 
prices of induction coils, electrodes for medical coils, magneto 
machines, electric vibrators, &c. А 

THE HART MANUFACTURING Co, 77, Rochester Row, West- 
minster, London, S.W.—Leaflet describing the Hart series-parallel 
heater switches (three heats) for use on heating and cooking 
apparatus. A connections diagram and statement of prices are 
given. 

THE ANTI-WINDOW-STEAMING Co., LTD., 52, Gracechurch Street, 
London, E.C.—Small pamphlet relating to an electrically-operated 
apparatus for the prevention of steamy windows. A centrifugal 
blower forces cold air through & nozzle on to the surface of the 
window preventing accumulation of moisture. 


Japan.—The Allgemeine Electricitiits Gesellschaft have 
recently supplied the cable requbed to connect up the central 
station at Kobe, Japan, with two sub-stations for the Kobe Electric 
Light Co. Thecable ia iron tape armoured, and consiste of asphalted 
lead cable with paper insulation and three sector-shaped, stranded 
copper conductors, each having a section of 64°52 sq. mm., and 
transmitting current ata pressure of 11,000 volts. The A.E.G. have 
also supplied 10 single-phase oil transformers for the eub-stations as 
well as the switchgear for the main and sub-stations, 


Osrams at the Palace,——We have received from the 
GENERAL ELECTRIC Co. an interesting illustration showing the 
guperbly-decorated апа brilliantly-illuminated interior of the 
Palace Theatre, London, as arranged for the recent visit of Their 
Majesties King George and Queen Mary. The floral decorations of 
the auditorium were illuminated mainly by Osram lamps, of 25 
and 32 C.P. about 2,000 being supplied for that purpose. The 
dome of flowers taking about 600 Osrams, and the centre light, 
composed of about 100 Osrams, were particularly effective. 


Book Notices.—7/e University of Liverpool Engineering 
Society Journal, of which the first number has just issued from the 
University Press of Liverpool (price 18. 6d. net), is produced in a 
manner worthy of its origin ; it is intended to provide & record of 
the transactions of the Society, with papers and articles on 
engineering matters, and is edited by Mr. J. F. Gill, M. Sc., with the 
aid of an advisory board comprising other members of the University 
staff, including Profs. Marchant, Perrott and Watkinson, and the 
President of the Society, Mr. E. L. V. Dakin. A serial by Mr. E. J. 
Rimmer on The Law Affecting the Engineer" is begun in this 
issue, and several abstracts and articles are included. 

Everyday Uses of Portland Cement. London: Associated Port- 
land Cement Manufacturers (1900), Ltd. Price ls. 6d. net.—This is 
the second edition of a useful treatise, bringing together a great 
deal of valuable information as to the nature and qualities of Port- 
land cement, its treatment and applications. The book is abun- 
dantly illustrated, and contains the most detailed instructions and 
memoranda, together with numerous examples of concrete construc- 
tion, showing the extraordinary versatility of the material. 
Amongst other items of interest to electrical engineers may be 
mentioned concrete telegraph and transmission line posts and 
standards, telpher line supports, chimney shafts, water towers, coal 
bunkers, water mains, and buildings of every description. 

Red Book," No. 166, of the British Fire Prevention Committee 
describes fire tests with glass, the subject being the Copperlite " 
glazing of Messrs. Hayward Bros. & Eckstein, Ltd. It waa found 
that this glazing afforded a most useful amount of protection from 
the effect of an external fire—provided that the glazing was 
properly fixed. | 

The Valveless Car Handbook is an admirable account of the con- 
struction and working of the Valveless motors, issued by Messrs. 
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David Brown & Sons (Huddersfield), Ltd. The ingenious engine 
whicb forms the chief feature of the system has two cylinders side 
by side, with shafte geared together, and works on the two-stroke 
cycle, and, if not actually innocent of valves, comes as near to tbat 
condition as is conceivably possible. The description of the 
mechanism is clear and well illustrated. 

" The Post Office Electrical Engineers’ Journal." 
Jaly, 1913. Special Number. 
and Co. Price 2s. net. 

“Journal of the Franklin Institute." Vol. CLXXIV, No. 1. 
July, 1912. Philadelphia: The Institute. Price 50 cents. 

"Boletin de la Sociedad de Fomento Fabril.” May, 
Santiago, Chile: The Society. 

“Journal of the American Society of Mechanical Engineers." 
Vol. 34, No. 7. July, 1912, New York: The Society. Price 35 
cent». 

" Bulletin of the Association des Ingenieurs Electriciens." 
39th, 1912. Liége: The Association. 


Meter Testing.— In our advertisement pages to-day will 
be found a full statement of the rules and scale of fees proposed 
by the L.C.C. in connection with the testing by the Council of 
electricity meters, in place of those now in force. 


Eleetric Irons,—4As as example of the durability of 
electric irons we quote the following :—Over five years ago the 
G.E. Co. supplied do one of their customers a 4-Ib., 100-volt 
Domestic electris iron, which, it is reported, has ever since been 
in almost daily use until a week or so ago, when it was returned to 
the company owing to its owner moving to a district served at 
a higher voltage. In spite of its hard life, it is still in perfect 
working condition, and can now be seen in operatión at the show- 
rooms of the company in Queen Victoria Street. 


Bankruptcy Proceedings,—RosERT EbwiN WALKER, 
Eign Road, and 16, Widemarsh Street, Hereford, electrical engineer, 
kc.—An application was made by Mr. F. Carver (Mesers. Allen and 
Carver), to his Honour Judge Harris Lea, sitting at the Shire Hall, 
Hereford, last Tuesday week, for the discharge from bankruptcy 
of the above debtor. He said that the debtor sold a half share of 
the business to a Mr. Vickery, at which time his assets were valued 
at £320, and, if they had been properly realised, they would have 
been sufficient to pay over 20a. in the £, the liabilities being only 
£229, but although the affairs went into the hands of a solicitor, 
they got into such a muddle that the assets realised only £128, 
instead of £181, as estimated. Debtor was pressed by a creditor 
and filed his petition. A dividend of бв. 9d. in the E was paid on 
proofs for £223. The debtor attributed his failure to complica- 
tions arising in consequence of entering into a partnership which 
prevented him from paying his own debts, whilst at the same time 
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his partnership and other assete were insufficient. The Official 


Receiver made no objection to the application. The Judge remarked 
that the debtor’s mistake was in selling his half share, and he had 
evidently been more sinned against than sinning. His Honour 
gavea full discharge on his paying £5. 

GEORGE EDWARD HERVEY, 24, Susans Road, Eastbourne, gas 
and electrical engineer and ironmonger. The public examination 
of the above-named debtor was held at the Town Hall, Eastbourne, 
on Tuesday last, week, when the debtor was legally represented by 
Mr. Reed. He stated that be started business with a partner in 
1906, but had since paid him out. His liabilities amounted to £241, 
nod the book debts totalled about £20, and the stock could realise 
£50. During the past two years he had paid something like £856 
to his creditors, and had received about £1,530 during that time. 
The balance would have been paid in wages and other expenses. 
The failure was attributed to lack of capital, depression in trade, 
bad debts, and depreciation of stock. The case was formally 
adjourned for the signing of notes. 

HEX BT HALLIFIELD OXLEY (otherwise Oliver Huxley), con- 
salting engineer, 22, Uxbridge Road, Hanwell, late 120, Coldershaw 
Road, Ealing.— The first meeting of the creditors of the above 
was held on Mondsy, at the offices of the Official Receiver, 14, 
Bedford Row, W.C.. Mr. Cecil Mercer presiding. According to the 
statement of affairs the gross liabilities amounted to £1,424, all 
of which were ex to rank, while the asseta were valued at 
£117, or a deficiency of £1,307. The debtor attributed his failure 
to want of employment and losses over attempted flotations of 
companies, The deficiency account showed that the debtor had 
lost £1,411 through bad debts, while he had incurred liabilities of 
£550 on behalf of a company. The receiving order was made on 
the petition of a creditor, the act of bankruptcy alleged being the 
debtor's failure to comply with tbe requirements of a bankruptcy 
notice. The debtor, aged 29, was appointed managing director of a 
company in January of the present year, and filled that position 
upto June 24th last. He was now acting as manager of the British 
and Foreign Investments Corporation, Ltd., at a salary of £500 per 
annum. Between November, 1910, and January last, he had earned 
commission by introducing capital to various concerns, and he had 
tried to float the Electrical Power Users’ Association, Ltd. He 
Wes not successful, and followed that up with the Imperial Crown 

Co. Ltd, which was not successful as far as he was 
concerned. He lost about £1,000 in the flotation of these two 

Companies. A solicitor who appeared for the debtor asked for the 

meeting to be adjourned, as it was proposed to bring in a scheme 

with the object of paying the creditorsa cash composition of 7e. 6d. 
in the £. The money necessary for the payment of the composition 
would be found by friends. In addition, three of the creditors 
would release their debts. The Chairman pointed out that it would 
have to be an absolute release, and there must be nothing under- 


handed about it. The solicitor eaid he understood that and 


money would be lodged in cash to pay 78. 6d. in the E, 


and the whole of the expenses. In answer to questions, the debtor 
stated that he had spent about £800 on one company. The 
Chairman remarked that at the date of the receiving order several 
creditors had obtained judgment, and executions had been levied. 
The debtor had himself admitted that he bad been frequently sued 
during the last four years. Asked regarding his losses on the two 
companies, he said that one company was the development of 
another. The household furniture belonged to his wife. Some of 
it was given her by her father, and the rest she purchased with her 
own money. She had means of her own, as her father made her 
an allowance. Last year that allowance came to more than £1,000. 
Acting on his recommendation, his wife put £700 in a company, 
and that money was lost, but certain proceedings were pending. 
The Chairman remarked that it appeared to be a very foolish 
investment, and it would have been better had the money been put 
into the bank. The Chairman then asked what the British and 
Foreign Investments Corporation did, and inquired whether it was 
a company which lent or spent money. The debtor replied that it 
did both, but it dealt chiefly with investments. The Chairman : It 
invests other people's money does it? TheDebtor: Yes. Replying 
to further questions, the debtor said he did not think the fact of 
a receiving order being made against him would cause him to lose 
his position with the Corporation. The Chairman said that the 
Court might make an order for a portion of the salary to be 
set aside, but if the composition was paid that question would not 
arise. The meeting was adjourned to enable the offer to be 
formulated. 

At the Court House. Half Acre, Brentford, on Tuesday. the 
debtor appeared before Mr. Registrar Ruston for his public 
examination. 

Answering the Deputy Official Receiver, the debtor said that for 
about 15 months he was employed in Sheffield teaching engineering 
ata salary and commission. He then took the name of Oliver 
Haxley, in the hope that the name of Huxley would produce 
more pupils than he otherwise would get. In January, 1912, 
having a number of influential friends, he introduced certain com- 
panies, in the flotation of which he had expended about £800, 
most of which belonged to his wife. He never received any salary 
or expenses in regard to the Electrical Power Users’ Association, 
nor the Imperial Crown Insurance Co., but as manaying director of 
the British and Foreign Investments Corporation he obtained a 
salary of £500 a year. He was not now managing director of that 
Association, but was manager at that salary ; he retired from the 
managing directorship automatically, but he expected to be rein- 
stated. He had agreed to take up 100 £1 preference shares in that 
company, and 1,000 Is. deferred shares, but they had not been paid 
for at the present time, although he had received the letter of 
allotment. In connection with the other two companies, more than 
the £800 he had mentioned had been lost, but that was approxi- 
mately the amount lost by himself and his wife; the creditors had 
also lost their money in that way. To find the total loss it would 
be necessary to add the amounts claimed by the biggest creditors 
mentioned in his statement of affairs, and there were also several 
others. f 

The Deputy Official Receiver: Do you think you were justified in 
in incurring these liabilities ;—I had four good directors who 
promised to support me, but who did not. Proceeding, he explained 
that he had attributed his failure partly to unemployment, because 
when he found the two companies were failures, he epent some 
time in looking for a berth. He waa embarrassed about four years 
ago, but it was not until the Official Receiver pointed it out on the 
previous day that he recognised that he must have been insolvent 
at that time. 

You have been sued several times during the last six months 
Yes. 

And executions have been levied against your goods. — Yes. 

As far back as May 29th, 1909, Messrs. Waring & Gillow obtained 
a judgment and costs against you, and on June 2nd served you with 
a bankruptcy notice ? Les. 

That notice was served out of the Manchester Court ?--I think 
that is so. 

Where were you living at that time '—In Manchester. 

What did you do when you received that bankruptcy notice /—I 
went around and saw them, and told them I would do what I could 
in the matter. 

Then did you leave Manchester '—Shortly after that. 

What became of the bankruptcy notice ’—I do not know. 

At all events a petition was not served upon you subsequently 
No, Sir. 

Mr. Stone has obtained judgment against you ’—That is right. 

For £65 1s. 6d. '— Yes. 

Did you defend the action brought against you by Mr. Stone ’— 
No, Sir. ; 

Are you quite certain Ves. | 

Judgment went against you by default ?— Yes. 

Was judgment obtained against you and Sir Paynton Piggot '— 
Yes 


Was he a director of your company No, but he was connected 
with it. 

Application was made afterwards to set aside the judgment 
against Sir Paynton Piggot ? — Yes. 

Mr. Anderson has obtained judgment against you, has he not '— 
Yes. Debtor stated that that was in respect of £250 money lent 
for the requirements in connection with the flotation of a company. 
Mr. Anderson filed a bankruptcy notice against him in the High 
Court a long time before Christmas, but did not file a petition. Mr. 
George Stone had filed a petition against him in the High Court, 
which was pending against him at the time of this receiving order. 
When he heard of the receiving order, he did not proceed further 
with it. 
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So that, to put the matter shortly, you borrowed a very consider- 
able amount of money in connection with the flotation of these 
companies, and you have been continually sued for some years“ — 
No, not for some years, but this year, and particularly during the last 
six months. 

And in 1909 by Waring & Gillow ?— Yes. Proceeding, he said 
that, in his etatement of affairs, he returned no furniture, as that 
was claimed by his wife ; some ehe had obtained by purchase, some 
by gift and some by hire. His wife had an allowance from her 
father, but that amount had been considerably exceeded during the 
past year. 

Did you hire furniture from John Harrop, Ltd., of Manchester ? 
—No. I had some furniture years ago, but that was seized for 
rent. 

Messrs. Harrop, Ltd., hired certain furniture to you ?—They 
hired it to me four years ago, but it was seized. 

These agreements of September 8th and September 12th, 1906, 
were entered into by you /—Yes. 

What became of the furniture ?—It was seized for rent, and they 
did not object. 

Messrs. Waring & Gillow obtained judgment against you in 1909 
for furniture supplied in 1908 — That was seized at the time 
Harrop's was. I left it behind and never saw it any more. 

Where was that | —At Chorlton-cum-Hardy, near Manchester. 

Did you leave it behind and never inquire about it — There was 
the bankruptcy notice when I came away. 

Whose was that '—Messrs. Waring & Gillows. 

You are quite certain that a receiving order was not made '— Yes, 
quite sure, because I saw them within a very few weeks afterwards: 
I did not leave Manchester right away. I remained there at 
another address for some months, and saw them two or three times, 
but no receiving order was made. 

Did you take any steps to ascertain anything about it ?—I did 
when Harrop's kicked up a row about it. 

I am talking of Messrs. Waring & Gillows?—Apparently it was 
seized in execution. 

They say you still owe the amount of judgment with costs ?—I 
do not know, I think I got some of it back, but at the moment I 
really do not know what was the end of the matter. 

Messrs. Waring & Gillow state: — We obtained judgment against 
this debtor on May 28th, 1909, but the debtor fled and we were 
unable to find him." You cannot assist me further! Are you 
quite sure that you have not any furniture belonging to you in 
your possession - Quite. The oflicers of this Court have exhausted 
that matter two or three times recently. 

Do you remember writing on August 30th to Messrs. Turner and 
Osman speaking of making some arrangement’ You say: "Iam 
married with a good house of furniture and effects, and hold a good 
permanent berth” ’—It was not my furniture; that was a mis- 
atatement, | 

It was fair to assume that you had а good house of furniture at 
that time ’—I daresay I could have got my wife to be security for 
me. 

Did you discuss it with your wife ?—Yea. 

Did she say she would be willing to help you She did not; 
she said she would rather find the money herself. 

Answering further questions, the debtor said he borrowed small 
sums of money from his wife in connection with the flotation of 
companies and certain debts. The British and Foreign Investments 
Corporation owed him about £100, which would be paid. A book 
debt of £1,500, put down to the Electrical Power Users' Association, 
Ltd., was in connection with the preliminary expenses of flotation ; 
he had never received any salary or any return of money expended ; 
that debt was bad, because he did not think that concern had got 
the capital. He was prepared to make an offer of 7s. 6d. in the £, 
and his creditors adjourned their meeting of the previous day 
(Monday) until August 12th, to enable him to make a proposal. 

The Deputy Official Receiver: Who is to guarantee payment 

Debtor's Solicitor: It will be paid into the hands of the Official 
Receiver. 

Debtor: The money will be paid by someone, not myself. 

After & few further questions the examination was adjourned. 

JOHN WILLIAM GARSDEN (trading as J. W. Garsden & Co.), 
electrical engineer, 24, Preston New Road, Blackburn.—The first 
meeting of creditors herein was held on July 18th, at the Official 
Receiver's offices, Byrom Street, Manchester. Mr. Chas. H. Plant, 
the Official Receiver for the Preston and Blackburn districts, 
presided. The statement of affairs disclosed liabilities amounting 
to £5,036, and assets estimated to produce £925 net, leaving a 
deficiency of £4,111. The debtor attributed his failure to being 
made jointly and severally liable for a sum of £1,100 in connection 
with a previous partnership dissolved at the end of 1909, and for 
which he never considered himself liable. The chairman explained 
that when he came into possession of the estate there were a 
number of contracts which required to be completed, and he con- 
sidered it advisable to carry on the business and work out the 
contracts. For that purpose a special manager was appointed and 
the business continued. It was hoped, he added, that the business 
might be sold as a going concern. Debtor having no offer to make 
the meeting appointed Mr. Joseph Smith, I. A., of Blackburn, as 
trustee with a committee of inspection. The debtor first com- 
menced business about nine years ago with a Mr. Wesley Sutton, 
and a Mr. Samuel Lord, trading as the Howe Electrical Engineer- 
ing Co. Debtor put £700 into the business, money given him by 
his father. Sutton and Lord were previously carrying on the 
business, and the £700 purchased a third share. The business was 
not successful, and at the end of 1909 it was turned into a limited 
company, Sutton going out and a Mr, Sington coming in and 
bringing in further capital to the extent of £1,000. The limited 
company traded in the same name, but the business was not 


successful, and in February of last year it was wound up, no 
dividend being paid. The company had a branch business at 
Blackburn, and this the debtor took over in February, 1911, paying 
£155 for the goodwill and stock. ‘This money he got from the 
bank, his father guaranteeing his account to the extent of £200, 
afterwards increased to £300. This business at Blackburn has, 
according to the debtor, been a paying one, and he made about £3 
a week net profit out of it. He would have continued to make it 
pay, but a judgment was obtained against him for £1,118 and 
costs in June last, in connection with money which had been 
brought in or advanced to the partnership of which he was formerly 
a member. Debtor stated that he had never considered himself 
liable for this money, and that it was lent to and brought in by 
one of the partners personally. Judgment, however, was obtained 
against the debtor, and he was compelled to file his petition. In 
March Jast a balance-sheet was prepared, showing that he was 
solvent save as to the moneys advanced by his father and brother- 
in-law. The amount due to the father is £2,156, part of that 
being for rent. 


Trade Announcements, — Tur LORD-HOWE ELEC- 
TRICAL ENGINEEEING Co., LTD., of 18, James Street, Liverpool, 
who have had the agency for the National Telewriter Co., Ltd., for 
Liverpool, for some time, have been appointed agents for all Lan- 
cashire and Cheshire, and have opened a branch office at 5, Cathe- 
dral Yard, Manchester. Telephone, “ No. 3300 City." 

MESSRS. JAEGER BROS. 18, Christopher Street, Finsbury Square, 
London, E.C., have been appointed sole agents for tbe British Isles 
for the Swiss Cable Works, Ltd., and they are accumulating large 
stocks in London for immediate delivery. 

Messrs. KRUPKA & JACOBY have purchased in Westminster a 
very large property, consisting of offices. warehouse and factory, 
built on up-to-date lines and fitted with all modern improvements, 
where they will carry much larger stocks enabling them to deal 
more expeditiously with orders. 

The business of Mr. E. J. West. electrical engineer, 474, Market 
Street, Bacup, has been taken over by the executors of J. 
BIRTWISTLE, of Waterfoot. 


Liquidations.—Brck Frame Lamp, Lrp.—Creditors 
must send particulars of their debts, \c., to Messrs, H. J. Page and 
G. E. Corfield, 21, Ironmonger Lane, E.C., the joint liquidatore, by 
August 26th. 

LIVERPOOL INTERNATIONAL EXHIBITION (1912) Co., LTD.—AÀ 
meeting is called for August 27th at 1. Vernon House, Bloomsbury 
Square, London, W.C., to hear an account of the winding up. 

VAUGHAN ENGINEERING INSTALLATIONS, LTD.—4AÀ meeting is 
called for August 29th. at 60, Oakley Street, S.E., to hear an account 
of the winding up from the liquidator, Mr. W. Purchas. 


Meter Approved,—The В. of T. has approved of the 
Adnil single-phase two-wire A.C. watthour meter, type B E, deposited 
by the ADNIL ELECTRIC Co., LTD., in August, 1909. 


Lamps for Lagos.—W e understand that SIEMENS Bros. 
Dynamo Works, LTD., have just supplied about 400 tantalum 
traction lamps for use on the new pontoon dock for Lagos Harbour, 
where they will, of course, be used in positions where vibration is 
very severe. These were supplied through Messrs. Swan Hunter 
and Wigham Richardson, Ltd., of Newcastle. 


For 8ale,—The Wallasey Corporation electricity depart- 
ment has for disposal about 200 Schallenberger ampere-hour meters. 
See our advertisement pages to-day. 


Spain.—The following information is from the report by 
H.M. Consul] at Bilbao (Lord H. Hervey) on the trade of that 
district in 1911, which will shortly be issued :—The total] imports of 
electrical machinery into Bilbao during 1911 amounted to 271 tons 
as compared with 284 tons in 1910. Of this amount, only 37 tons 
came from the United Kingdom. It is exceedingly difficult for 
British firms to compete in the Bilbao market with other foreign 
makers, who, with good showrooms carrying heavy stocks, and 
with complete staffs of engineers and travellers, neglect no oppor- 
tunities of monopolising the trade.— Board of Trade Journal, 


LIGHTING and POWER NOTES. 


Acton.—At last week's meeting of the U. D. C. Public 
Health Committee, the deputy surveyor, Mr. C. J. Yoratt, presented 
& report showing the cost of lighting the isolation hospital and 
dust destructor by electricity with the Council's own installatiog 
as compared with electricity as now supplied by the company, or 
gas supplied by the Brentford Gas Co. The figures showed that at 
present the cost of lighting the hospital (electricity) and dust 
destructor (gas) amounts to £170. If the hospital were lighted by 
gas, the cost was estimated at £165; and with generating plant 
installed at the dust destructor for lighting both buildings, the cost 
worked out at £161 per annum. The prime cost of the installa- 
tion would be £1,500 (£121 per annum repayments), and the other 
items amounted to £40.—In reply to Councillor Poulton, the 
Surveyor said the gas company would not consent to carcase the 
building with pipea, and consequently £75 had been allowed for 
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that.—Councillor Poulton: If a private firm wished it, they would 
do it.—The Surveyor : The gas company were preesed on the matter, 
but refused to consent. The olerk pointed out that the estimated 
saving of £8 & year was based on the present rate of electricity 
paid to the company— 5d. per unit. The price was, he thought, 
likely to go down. It was decided to adjourn further considera- 
tion of the report for three months, and that in the meantime the 
wiring at the hospital be tested. 


Argentina.— The Municipality of Trelew (Chubut) is 
negotiating with a Buenos Ayres firm for the installation of electric 
light. The municipality of Laboulaye (Cordoba) has signed a con- 
tract for the lighting of the whole town by electricity. The 
Nogoyá Municipality have under consideration a proposal for 
installing electric light, made to them by Mr. M. Grut. Mr. C. 
Ella has applied for a concession for installing a telephone 
exchange. The president of the Compania Italo-Argentina de 
Electricidad, Engineer J. Carosio, accompanied by his legal adviser, 
has paid a visit to the Mayor of the City of Buenos Ayres, advising 
him of the formation of the company with Argentine, Italian, 
French, Belgian and German capital. He stated that it was the 
intention of the company to establish power houses in the Federal 
Capital, and that in the cburse of a few days а scheme would be pre- 
sented to the authorities.— Review of the River Plate. 


Barrow-in-Furness,—Mr. T. C. Ekin held a L. G. B. 
inquiry on Tuesday, into the application of the Corporation to 
borrow £22,000 for the purposes of their electrical undertaking. 
Mr. H. R. Burnett, borough electrical engineer, pointed out that 
there was a steadily increasing demand for electricity for lighting 
and power. The Corporation was also desirous of providing for 
eventualities in connection with two or three large works in the 
borough. There was no opposition to the application. 


Barrowford.—At a Council meeting on July 18tb, a 
letter from Newton-in-Makerfield Council relative to the refusal of 
the Board of Trade to grant an electric light order to that Council 
having been read, it was resolved— That the clerk communicate 
with the member for the Clitheroe Division requesting him to 
support Lord Wolmer, M.P., in his endeavour to get the Board of 
Trade to reconsider the application or to state definitely what will 
satisfy the Board's requirements before they consent to grant the 
order.” Rishton and other East Lancashire Councils have taken 
similar action. 


Batley,—5ome time ago the Council authorised an 
expenditure of £16,000 on & scheme for the extension and 
remodelling of the electricity works. Subsequently, however, 
negotiations were entered into with & private power company in 
regard to a supply of current in bulk to the Corporation. After 
considering the question for some time the Electricity Committee 
bas come to the conclusion that the best interests of the town will 
be served by extending the present works, at an estimated cost 
of £17,000— £18,000, and the sub-Committee has been authorised 
to institute inquiries with a view to the adoption of the best 
possible scheme. 


Belfast.—The report of Mr. Bloxam, electrical engineer 
to the Corporation, on the proposed extension of the plant, &c., has 
been received, together with that of Mr. S, L. Pearce. Mr. Bloxam 
gives the following estimate of the cost of the plant for a new 
station: Two turbo-generators, with spare armature, condensing 
plant, air and circulating pumps, motors, valves, &c., £14,500 ; 
four boilers, superheaters, mechanical stokers, economisers, motors, 
&c., £13,689 ; pipes, pumps, tanks, &c., £5,100 ; switchgear, £1,180; 
coal-handling machinery, £6,200; engine room travelling crane, 
4800; three sub-stations, motor-generators, £10,410; switchgear, 
£2,370; cables, E.H.T. feeders and L.T. distributors, laid complete 
with boxes, £30,720; with 5 per cent. added for contingencies. 
Mr. Bloxam's report anticipates & demand for 15,600 H.P. in 1920, 
plus 10,000 H.P. which may be secured from large firms which at 
preeent generate their own current. The present plant can be 
increased only to 11,400 H.P. Mr. Pearce's report deals with pro- 
posed extensions to the existing station as follows: Six Babcock 
and Wilcox boilers with economisers and superheaters, £9,000 ; 
three 1, 500-Kw. turbo-generators with condensing plant, £14,000 ; 
extra-high-tension and low-tension switchgear and cabling, £3,000 ; 
housing for same, £500 ; three cooling towers, motors, foundations, 
£3,000; pipework, £500; removing old plant and preparing 
foundations for new, £1,500; with 5 per cent. for contingencies. 
No discussion on these proposals has yet taken place. 


Berhill.— The assessment of the electric light works is to 
be appealed against. The Assessment Committee recently raised 
the amount from £440 to £1,600. 

Bideford.— Mr. J. A. W. Purves, of Exeter, has informed 


the T.C. that he intends applying for а prov. order for EL. The 
Council has deferred consideration of the matter. 


Bolton.—Important developments are contemplated in. 


connection with the Corporation electricity undertaking, instruc- 
tions having been given to the engineer to prepare plans and 
estimates for a proposed new generating station at Back- o- the- 


Bradford-on-Avon,— Messrs. J. and W. Purves having 
informed the U.D.C. that they are applying for a prov. order for 
EL, the Council has decided to obtain full information of the 
ird asit is desirous that the town should haye an electrical 
supply. 

Burford.— The P.C. has invited the E. L. company and 
the gas company to tender for publio lighting for the distriot. 


Bury.— The Т.С. has decided to apply to the B. of T. 
for permission to use overhead wires for the supply of current to 
the new works of Ashworth and Parkers, Woodhill Road. 


Chalfont 8t, Peter.—Mr. R. E. H. Fisher, of Lincoln's 
Inn, W.C., has given notice to the Amersham R.D.C. of bis intention 
to apply for a prov. order for electric lighting in part of the parish. 
The Council has resolved to offer no opposition. 


Chester.— The accounts of the electricity department 
(Mr. 8. E. Britton, engineer) for the year ending March 25th, show 
an output of over 2,000,000 units sold, at an average cost of 
0°946d. per unit; the works cost was 0:678d. The total income was 
£23,023, and the expenditure £11,499, leaving a gross profit of 
£11,524 ; interest and sinking fund absorbed £7,332. £1,441 was 
transferred to the rates, and £2,810 was put to reserve, During 
the year £3,575 out of the reserve fund was expended on 
renewals, and the fund now stands at £12,429, as against £13,207 
last year. 


Chile.—4A 10 years’ concession has been granted to Don 
Arturo Vicuna for the erection of a central generating station, to 
supply electric light for the town of Bulnes. "The installation must 
be completed in 12 months.— Board of Trade Journal, 


Christchurch (Hants).— It has been decided to obtain 


estimates for installing electric light throughout the workhouse. 


Continental Notes. — BELGIUM. — The Belgian State 


Railway authorities have decided to put down electric lighting 
installations at the railway stations at Louvain and Namur, and at 
the railway workshops at Louvain 

HUNGARY.—The establishment of central electric lighting 
stations in the Hungarian towns of Antalfaloa and Szelistze has 
lately been decided upon. 

FRANCE.— A central electric lighting station is to be established 
in the mining town of Bethune. 

A scheme to light the towns of Montceaux, Marmagne, Saint 
Symphorien, Broye, Mesvres and Etang, Department of Saóne.et- 
Loire, by electricity has been submitted by a society just formed at 
the first-named place.— La Lumitre Electrique. 

GERMANY,—The parish church on the Klosterstrasse, in Berlin, 
with its famous 200-year old bells, ia the first church in Berlin to 
be fitted with electric ringing appliances. This ingenious apparatus 
is the invention of a Coloyne firm, and has already been installed 
in some 30 churches in the Rheinland and Westphalia, as also in 
the Cathedral at Limburg, and in the Marien-Kirche at Landau- 
pfalz, where bells of a total weizht of 11,500 kg. are set in motion. 
The special advantage of the apparatus is that it gives a two-sided 
pull on the bells, whereby an absolutely precise and uniform stroke 
of the bammer is made, without shake or shocks. The current 
consumption is small. 

The great increase in consumption of current has induced the 
T.C. of Düsseldorf to construct a second power house. The new estab- 
lishment will be of ample structural proportions, and its output 
capacity will be 42,000 KW., equal to 60,000 н.р, The station will 
be steam driven, having as first equipment two 8,500-H.P. turbines, 
increased later by three of 10,000 kw. each. The steam plant of 
the old station will also be modernised, its present plant being 
replaced by modern turbines of a total capacity of 20,000 KW. 

A society, composed of capitalists and large manufacturers, has 
been formed at Diisseldorf, whose object is to open up and develop 
the mountainous district of the Eifel, by the establishment of 
electric stations on its numerous watercourses, and the creation 
of an iron industry. The Government has lent its assistance to 
the scheme, and the provincial governor has accepted the presi- 
dency of the group. 

An electrical exhibition with the object of popularising the use 
of electrical apparatus in the house, in trades and in husbandry, is 
to be held at Nuremberg from September Ist to 30th. 

RvussiA.—The municipal authorities at Kronstadt have decided 
to light the public streets of the town with electricity. 

TURKEY.—The formation of the Constantinople Electric Society, 
to supply the Turkish capital with light and power, has already 
been announced. The works of construction are now in full 
swing. The generating station, of a capacity of 15,000 Kw. is in 
course of construction at the mouth of the river Silightar, where it 
empties into the Golden Horn. The works are being carried out by 
two companies. The Gesellschaft Ganz, of Budapesth, are supplying 
the machinery equipment, electrical and mechanical; and the 
Société Générale d'Enterprises of Paris, are constructing the 
power-house, canals, roads, offices and sub-stations. It also sup- 
plies and installs the distributing network. The buildings are on 
foundations of armoured concrete 1 metre thick, the buildings 
themselves consisting of a metal framework with walls of iron 
and brick. Water for the boilers and for condensation is 
drawn from the river Silightar and conducted to the 
station by a canal 150 metres long of armoured cement. Waste 
water is discharged into the Golden Horn by means of another canal 
of armoured cement, For the landing of the material and fuel a 
quay has been built on piles. The network, underground throughout, 
has a total extent of 350 km. The cables are being made by the 
Canalisation Electrique Co., at their works at St. Maurice and Dijon, 
and will be laid so soon as they are delivered. The Société 
Générale d’Enterprises has built a brick works near the Golden 
Horn, and equipped it with petrol motors, where the cement and 
sand bricks are being made for use in the construction of the 
station, &c. The sand itself is brought from a quarry in Asia, on 
the shore of the Black Sea, and imported specially for the purpose.— 
La Lumiére Electrique. 

ITALY.—À Milan company has applied for a concession to utilise 
the water-power of the River Plane at Mel, in the Prefecture of 
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Belluno. It is proposed to put down an electricity generating plant 
of about 6,000 H.P., the current being distributed for lighting and 
power purposes in the provinces of Vicenzo, Padua and Treviso. The 
plant is estimated to cost about £200,000. 

L.G.B. 


Erith.—The U.D.C. has received from the 


sanction to the following loans: £8,000 for mains; £2,070 for 
transformers and sub-stations; £1.200 for house services ; £230 
for excess expenditure on house services and sub-stations, and £170 
for & coal bunker—a total of £11,670. The L.G.B. declined to 
sanction a loan of £300 for electric heaters and cookers. which, 
they considered, should be paid for out of revenue account. 


Exeter.— At the last meeting of the Electricity Com- 
mittee, a letter from the city electrical engineer was read, in which 
he suggested that, in view of the resignation of the official can- 
vasser, this position should be abolished, and that, instead, a com- 
mission of 6d. per point for lighting and 28. 6d. per H. P. for motors 
should be offered to wiring contractors for duly signed applications 
brought in by them. The engineer said that practically all these 
contractors put in sanitary and water fittings, and therefore had 
the earliest information as to new premises, &c. It was resolved 
that these suggestions be adopted. 

The Committee has decided that, in future, the charges for 
energy for power and heating shall range from 2d. to Id. per unit. 


Faversham.— The T.C. has arranged to supply electricity 
to the new residence being erected in London Road by Capt. 
O'Brien. 

Finchley.—In connection with the scheme for the 
removal of the centre tramway poles in Great North Road, the 
Highways Committee of the Council reports that it appears to be an 
opportune time for the question of improving the lighting to be 
considered, so that any alterations that the Council may dcem 
necessary may be carried out concurrently with the removal of 
such poles. The electrical engineer has prepared several schemes. 
and out of these the Committee thinks that it would be in the best 
interesta of the Council to adopt the one for the erection of 25 arc 
lamps at & total cost of £1,341. The lamps used would give 
3,000 c.P. each and would be fitted with dioptric diffusers. The 
annual extra cost of this scheme is put at £448. At a meeting 
of the Council this work was approved of, and the Committee was 
further authorised to submit a report on the question of improved 
lighting at Church End. At this meeting the debate on the electric 
lighting balance-sheet (reported in our issue of June 25th) was 
resumed. It was stated by the chairman that from the beginning 
of the undertaking a deficit had been shown in three annual 
balance-sheets, the others showing a profit. The excess of profit 
over loss amounted to 4 1.093, and, in addition, they had repaid 
£25,000 capital and paid £30,000 interest. 


Fishguard.—The Fishguard Development Syndicate, of 
Essex Street, Strand, have intimated to the Haverfordwest R.D.C. 
that they intend applying for & prov. order for the supply of elec- 
tricity within part of the rural district. 


Gellygaer.—The U.D.C. kas appointed a committee to 
consider & scheme for lighting the Bedlinog district by gas or elec- 
tricity. It is suggested that electricity could be produced at a 
cheap rate by harnessing the river. 


Grays.—The County of London Electric Supply Co. 
has informed the U.D.C. that it intends applying for & prov. order 
for electric lighting. When the matter came before the Council, the 
chairman remarked that they did not want the threatened com- 
petition, and the clerk was instructed to draw up & report on the 
matter. 


Greenock.—For the 12 months ending June 30th the 
units sold by the electricity department were as follows: — Private 
and public lighting, 1,135,153 ; power, 8,038,531 ; traction, 1,030,601. 
This is an increase of 3,000,000 units as compared with the previous 


year. ; 

Messrs. Fleming Reid & Co. have consented to the terms as to the 
guarantee for a supply of electricity to their mills for 14 years at 
£70 per annum, and the engineer haa been authorised to lay the 
necessary high-pressure cable at a cost of £751. 


Hendon.—The R. D. C. has decided to oppose the applica- 
tion proposed to be made to the Board of Trade by the Colne Valley 
Electric Supply Co., Ltd., for a provisional order for supplying 
electricity within the district. 


Hertford.—The Herts. C.C. has decided to have an 
electric lift installed at the Shire Hall, at an estimated cost of 
£120. 


Heston and Isleworth.— The electricity mains аге to be 
extended for a distance of about 1,700 yards, at an estimated cost 
of £850. 


India,—The work of laying over 60 miles of three-core 
6,600-volt cable, for connecting up the new Cossipore power station 
and Calcutta sub-stations, has, according to the Zndian and Eastern 
Engineer, been completed—the jointing by Messrs. W. T. Glover 
and Co., and the laying by the Calcutta E.S. Corporation. The 
cable is paper ineulated, lead sheathed and wire armoured, and is 
laid solid in cast-iron troughing. Some 600 drums were shipped by 
Messrs. Glover to Calcutta. We gather that the Ccssipore Works, 
situated near both river and railway, are equipped with three 
3,000-KW. high-pressure and one 800-KW. mixed - pressure turbine sets 
by the Oerlikon Co., and condensing plant by Messrs. W. II. Allen, 
Non х Co., who also supplied four 80-5.H.P. vertical-spindle elec- 


trically driven centrifugal pumps for supplying circulating water 
to the condensers, The main switchboard at the power station 
and all the switchboard work at sub-stations has been carried 
out by the B.T.-H. Co. Of the existing stations of the Electric 
Supply Corporation, three—at Alipore, Ultadanga and Howrah-- 
are being converted into sub-stations, and, in addition, there will be 
new sub-stations at Princep Street, Wellesley Street and Jackson's 
Lane. At the Princep Street sub-station there are being installed 


. six Bruce-Peebles motor-converters, each set having a capacity of 


500 H.P., and the Wellesley Street, Jackson’s Lane and Howrah 
sub-stations are equipped with similar plant, each having three 
seta. f 


Kingston.—In his annual report, Mr. J. E. Edgcome 
states that there was a net loss on the yearof only £60 as compared 
with £1,193 in the previous year. The net loss on the undertaking 
up to the present has been £15,274. 


Kingswood.—The B, of T. have informed the U.D.C. 
that they propose to revoke the Electric Lighting Order of 1904, as 
the undertakers have not yet made the deposit of £500, nor have 
they executed the compulsory works specified in the order. 


London, —Sr. Paxcras.—The Electricity Committee of 
the Borough Council reports having had before it a scheme from 
the chief electrical engineer, submitting proposals for the extension 
of the boiler house and boiler plant at the King’s Road electricity 
station at an estimated cost of £35,460. In respect of this proposal. 
the Finance Committee did not see its way to submit an estimate 
of cost to the Council for the reason that the scheme presented 
difficulties. The engineer informed the Committee that it was 
absolutely necessary either that further boiler plant should be pro- 
vided at the station without delay, or that some scheme of much 
larger magnitude should be undertaken in the direction of providing 
& new generating station with a siding where coal could be 
obtained and handled more easily and cheaply, and where 
ample space would be available for extensions. For a 
number of years past, the generating of electricity in the 
borough had been carried on under extreme difficulties owing to 
the absence of sufficient and properly arranged boiler and coal- 
handling plant, and it was the general opinion that unless steps 
were taken to regain lost ground. it would be impossible to generate 
electricity at the Council's existing stations at anything like such 
low prices as those obtained in other boroughs. It was suggested 
by the engineer that now that the proposed small extension of the 
boiler house and plant at the King's Road station had been 
adjourned, it would be better to go more fully into the possibility 
of & larger extension on the above lines, with a view of placing the 
St. Pancras electricity undertaking again to the fore and enabling 
it to generate and place its electricity on the market at more 
attractive prices, The Committee thinks, before further considering 
the subject, that information should be obtained with regard to some 
of the more modern electricity stations, and for this purpose it 
has appointed a small sub-committee to consider fully the question 
of the future generating and supply of electricity, with instructions 
to visitsome modern works to ascertain at first hand the advantage 
to be obtained by a bolder handling of the problem under dis- 
cussion. Mains are to be extended in various streets at a cost of 
£640, 

LEWISHAM.—The B.G. has decided to have the electric Hght 
installed at the infirmary laundry. 

STOKE NEWINGTON.-—At the last meeting of the B.C., Dr. White 
said that he hoped before the dissolution of the Council in November 
next to bring up some proposals for the reduction of the electric 
lighting charges from a flat rate of 5d. to, say, 4)d. Some con- 
cessions, too, could be made to users of power. 

IsLINGTON.—Mains are to be extended in various parts of the 
borough at a cost of £580. 

STEPNEY.—The accounts of the electricity supply department 
for the year ended March 31st show that the year has been the most 
satisfactory yet experienced. The sales of energy have increased 
by over 31 per cent., to 11,972,955 units; the net surplus, after 
paying capital charges, is £12,757, as against £1,760 last year, in 
spite of a reduction in price representing £5,100, and an increase in 
capital charges of £4,500. The total amount available for alloca- 
tion is £14,554, of which £673 will be allotted to capital expendi- 
ture, £1,426 written off capital account, £250 reserved for bad 
debts, £10,251 placed to renewals of machinery, and £2,254 carried 
forward. The statement embodies the first complete year's working 
of the turbine generating station at Limehouse, under con- 
densing conditions, and the load has been transferred 
almost wholly from the Whitechapel station. The effect 
of the change, combined with a 100 per cent. increase in 
output during the past two years, has been an actual reduction in 
the cost of coal (partly due also to delivery by barge instead of 
carting) from £12.290 to £11,995, and of the cost of coal per unit 
generated from 074364. to O 210d. | 

The works cost per unit sold has dropped from 0'86d. in 1909-10 . 
to 0'56d. for the past year, and Mr. Tapper points out that Stepney s 
works cost per unit sold is now the lowest yet attained in the County 
of London. The load has increased so rapidly that the margin of plant 
capacity has already been absorbed, but. thanks to the provision of a 
1,000-KW. stand-by supply from Poplar, extensions will not be 
required for the coming winter. The power load connected now 
represents nearly 11.500 H.P., and the total connections amount to 
the equivalent of 536,068 30-watt lamps. 


Mansfield.— At a meeting of the T.C. on Friday last, the 


Electricity Committee reported a gross profit for the year of £5,342, 
as compared with £1,343 last year. After payment of interest on 
loans (£2,241) and contributions to sinking fund (£1,710) there 
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remained a net profit of £1,391, against £466 last year. The 
number of consumers was 682, compared with 590 customers at 
March, 1911. The total number of units sold was 1,127,139, com- 
pared with 938,330 ; 562,221 units were for general supply, and the 
balance for the tramways. The number of private motors con- 
nected was 127, of 446 H. P., compared with 99 and 306 H.P. The 
Committee was fortunate in anticipating the miners’ strike, and the 
provision made was adequate to enable full service to be maintained 
during the whole period. The distribution system had been ex- 
tended in various directions, particularly in the rapidly-growing 
eastern side of the town. The output of the works, by far the 
largest since they were opened, indicated that the increase in 
customers had neutralised the effect of the metallic-filament lampe. 
while the tramway extension had brought up the consumption on 
this account to a figure reasonably compatible with the capacity of 
the plant and mains which had been specially provided. The 
increase in the output, totalling roundly 200,000 unite, had been 
produced with but a very small increase in expenditure. 

Councillor J. H. Collins, in moving the adoption of the report, 
remarked that the net profit of £1,400 was the highest that had 
been made up to the present. It had been decided to establish 
& rederve fund, towards which £790 would be paid. The Com- 
mittee would in a short time supply the township of Woodhouse 
with electricity. There would not be a great deal of profit attached 
to this extension, but he was convinced that there would be no loss. 

The town clerk reported that the L.G.B. had sanctioned the 
Corporation's application to borrow £4,000 in connection with the 
work of electrical extension. 


Middlesbrough.—The Corporation Electricity Com- 
mittee bas adopted the recommendation of the electrical engineer 
(Mr. H. M. Taylor) that electric flat-irons should be lent, with free 
wiring, to customers prepared to use them on lighting rates. 


Norwich.—The revenue of the electricity undertaking 
for the past year was £45,941, while the working expenses were 
£23,530, leaving a rough profit of £22,411. The charges for 
interest and sinking fund were £15,733, and the balance carried to 
appropriation account was £6,678, increasing the amount at the 
credit of that account to £16,!51. The cost of production per unit 
during the year was 5 per cent. lees than the corresponding cost 
for 1910-11. It is expected that the increase in the price of coal 
will affect the net revenue for the 1912-13 year to the extent of at 
leist £1.500, but 16 is not proposed to increase the price of energy. 
The renewal of old mains laid in the early stages of the under- 
taking has been proceeded with, and 6 miles 600 yd. of new mains 
have been laid. 


Oldham.—On the 17th inst., Mr. T. C. Ekin held a 


L.G.B. inquiry into an application of the Corporation for sanction 
to borrow £22,983 for the purposes of the electricity undertaking. 
Mr. Newington, the borough electrical engineer, pointed out that 
the extension of the plant was necessary, owing to the demand having 
been increased by the coal strike. The inspector said he had found 
that throughout the country the coal strike had been a great 
blessing to electricity. It was subsequently agreed to add £3,000 
to the amount for which sanction is being sought. 


Ramsbottom.—The Lancashire Electric Power Co. are 
extending the electric mains from Woodhey, Holcombe Brook into 
Summerseat. Primarily, this is to provide motive power for 
pumping in connection with the extension of the sewage works for 
the D.C. It is also understood that electric lighting will be 
installed in several premises, including the new Summerseat Liberal 
Club. 

Rawtenstall.—With reference to the scheme for the 
lighting of the main roads by electricity, a Special Sub-Com- 
mittee, after going over the roads, has given the borough electrical 
and tram ways engineer instructions with regard to the positions 
of the proposed 90 lamps between Queen's Square, Rawtenstall, and 
the borough boundary at the Thrutch, Waterfoot. 


Redrath.—The U. D.C. has granted permission for. the 


Cornwall Electric Power Co. to erect an overhead line for the 
transmission of current from the power station to Tresavean Mine. 


Rishton.—4At a meeting of the T.C. on July 18th, a 
notice was read from Mr. J. W. Speight, consulting electrician of 
St. Annes-on-Sea, stating that he intended on behalf of the 
Kishton Electric Supply Co., Ltd., to apply to the B. of T. for a 
prov. order to authorise the supply of electricity within the 
district. 7 xs 

Rugely.—4^ meeting of ratepayers has been held for the 
purpose of considering the scheme for the lighting of the town by 
electricity. It was moved that the scheme put forward by Mr. 
Balbiani should be adopted, but, after some discussion, the motion 
was defeated by an overwhelming majority. 


Sidmouth.—The U.D.C. has scaled a notice to the Gas 
and Electricity Co. of the Council's intention to purchase the 
undertaking. 

South Africa.—The Imperial Trade Correspondent at 
Durban (Mr. A. D. C. Agnew) reports that the Pietermaritzburg 
Uorporation is applying for powers to borrow £42.000 for additions 
to electric lighting plant, and that the Ladysmith Corporation is 
making application for £22,000 for the same purpose. 


Sunderland.— The report of Mr. A. S. Blackman for the 
year ending March 318 states that 12,378,429 units were sold, an 
increase of 21 per cent.; the works oost was reduced from 0'525 
to 0478d., and the load factor rose to 24°59 per cent. Fuel cost 


was O'17d. and total cost l'17d. per unit. Motors connected 
amounted to 3,178 H. P., and the power units sold were 81 millions, 
as well as 12 millions for traction. The total income amounted to 
£63,134, and expenditure to £28,586, leaving a gross profit, with 
£112 brought forward from last year, of £34,660 ; after deducting 
capital charges, £1,126 was paid to the ratesi n repayment of an 
amount transferred in 1908-9, and £2,832 was carried to the 
depreciation and renewals fund. The outstanding debt amounts 
to £297,641, and the depreciation and renewals fund (from which 
£575 was drawn during the year) stands at £2,257. The maximum 
Gemand was 5,740 KW. 

At the T.C. meeting on 16th inst, Alderman Bruce moved the 
adoption of the Electricity Committee's report. Mr. G. 8. Lawson 
criticised the preferential tariff allowed to tradesmen who used 
electric light only, and said that in the event of a breakdown at 
the generating station, the shopkeepers would be without a light. 
As to the sales department, it was not right for the Corporation 
to carry on the business, which at any time might plunge the rate- 
payers into great legal expense. He also drew attention to the 
fact that in the finance report, the shares of Messere. Laing, the ship- 
building firm, valued at £2,177, were carried forward at their full 
value, and considering the state of the company's affairs, he thought 
they should not be put down at more than 5s. per share, Mr.F. 
Nicholson said that £2,257 had been placed to reserve, and would 
cover any difference there might be in the value of Messrs, Laing's 
shares. After & short discussion, the report, as submitted, was 
approved and carried. 


Truro.— The T.C. has received notice of the intention of 
Messrs. J. & W. Purves, the Truro Gas Co., and Messrs. W. & T. 


` Pressland, of London (on behalf of a prospective company) to apply 


for prov. orders for electric lighting. 


West Ham.—The report of Mr. Н. Н. Couzens on the 
working of the electricity department for the year ended March 
31st shows that the output was 24,147.890 unite, an increase of 
14 millions; the total connections amount to 15,637 KW., as com- 
pared with 13,334 last year, the increase being mainly in power 
connections. The average price obtained increased, almost for 
the first time. from 0'93d. to 0'96d. per unit, the price obtained 
for power alone rising from 0'6d. to 0'63d. Strikes increased the 
cost of fuel by over £2,500, and higher rates and wages, as well: 
as special breakdowns, raised the cost of labour by £1,000. The 
sales department shows an increase in the gross profit of £450, 
although the capital charges are heavy on account of the short 
period of the loan (three years), the capital engaged being £7,000. 
The surplus on the year’s working of the whole undertaking 
amounts to £3,389, as against £3,996 last year, in spite 
of the special extras amounting to £4,820. A 3,000-kw, turbo- 
alternator has been installed, bringing the total capacity of the 
generating plant up to 14,100 Kw. The current year will be bur- 
dened with the balance of the results of the miners’ strike and the 
Thames dock strike, and the supply of electricity to the Port of 
London Authority has been delayed for the same reason. 

The maximum demand on the station was 10, 826 K. v. A. 
(9,341 кж); motors connected number 1,338, aggregating 
13,928 H.P. Total units generated were 30 millions, of which 24 
millions were eold for private lighting, 1 million for public light- 
ing, 15 millions for power and heating, and 54 millions for trac- 
tion. The load factor was 29˙5 per cent. The capital expenditure 
amounted to £531,951, of which £365,732 was outstanding. The 
total revenue was £:/5,045, and the gross profit £38,122. The works 
cost was 0°571d. per unit, and total cost 0'017d. 


Willesden,— According to the accounts of the electricity 
undertaking for the year ended March 31st last, there was an 
expenditure of £17,412, as against an income of £31,296, leaving a 
yross profit of £13,883. After allowing for interest on loans 
(£3,919), instalments of loans (£4,664), and depreciation (£115), 
and adding £115 on the income for interest on bank balances, 
there remains a net profit on the years working of £5,339. The 
cost of distribution during the year amounted to £1,783, or 152d. 
per unit, while £11,916, or 1'016d. per unit, was expended in the 
purchase of energy in bulk. There was an income of £3,042 from 
public street lighting, and £26,454 from the sale of energy. The 
output during the year amounted to 2,815,129 units (2,459,200 for 
private supply, and 355,929 for public lighting), as against 2,638,766 
units during 1911. The total working costs amounted to £17,412, 
or 1˙485d. per unit, as against £18,303, or l'665d. in the previous 
year. The maximum supply demanded during the year amounted 
to 1,502 Kw., as against 1,509. There was total expenditure on 
capital account to March. 31st of £203,770 (£4,731 of which was 
expended during the year under review), compared with £119,039 
last year. An income of £1,058 was realised from meter rents. 


Yeovil,— Messrs. J. & W. Purves have informed the 


T.C. that they intend applying for a prov. order for electric 


lighting. The Council has decided to take no action in the matter. 
A previous application by the same firm was opposed by the Cor- 
poration. 


TRAMWAY and RAILWAY NOTES. 


Bath.— Meters are being fitted on the tramcars running 
in the city. 
Bingley.—The D.C.'s survevor has becn instructed to 


prepire estimates of the cost of the variotin improvements entailed in 
the proposed tramitay from Bingley thtough Nab Wood. A 
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meeting of the Council is to be held to consider the position, and to 
decide whether it would be advisable to proceed with the work. 


Birmingham,—Arrangements have been made for 
securing the necessary materials for the new Hagley Road tramway. 
It is expected that the work of constructing the track will be 
commenced in October, | 


Bradford.— The question of tramway accommodation 
has again been brought before the City Council by the tramways 
manager (Mr. C. J. Spencer), who advocates a scheme of building 
a large new central depót at Longlands at a cost of £46,500. An 
alternative scheme is the rebuilding of the temporary depots, Kc. 
(costing £22,408), but it is suggested that this would not be so 
economical, The Committee has decided to recommend to the City 
Council the suggestion for the establishment of a large central 
depót. If the scheme is carried through certain of the present out- 
district depots will be retained, whilst others will be dismantled. 


Chester.—The accounts of the Corporation tramways for 
the.year ending March 25th show total income £12,820, working 
expenses £7,952, and gross profit with bank interest £4,963 ; 
interest and sinking fund absorbed £3,791, and £1,172 was placed 
to reserve, The car-mileage was 347,904, and passengers carried 
3,078,564. 


Continental Notes,—GEknwANYy.—4A novelty in the 
matter of electric traction is furnished in the city of Altona, where 
an electric towing railway service has been established. In a steep 
street of the city, 600 metres long, with a rise of 15 per cent., 
where there is a daily traffic of some 200 vehicles with loads of 
from 5 to 10 tons, electric locomotives worked by direct current 
at 550 volts from overhead lines are used to tow two or three 
wagons at a time up the hill. The horses remain with the 
wagons, the towing coupling being simply attached and dropped 
when the top of the hill is reached; the locomotives descend 
the hill on the return journey without current. The equipment 
is supplied by the Gesellschaft fiir Gleisbahnen (Max. Schiemann 
and Co.) of Wurzen, LS. The charge for the towing is from (r5 to 
2 marks for loads of from 2°5 to 7:5 tons, and a discount is allowed 
for several wagons of 20 per cent.— Z. T. Z. 

A beginning has been made with the building of the electric 
railway from Opladen to Burscheid, which step will hasten the 
construction of the section Burscheid-Hilgen and Wemmelskirchen ; 
as also that to Witzhelden and Solingen. With the completion of 
these several lines, Solingen, the Sheffield district of Germany, will 
be fully catered for in the matter of electric railway facilities.— 
Elek. Nachrichten, 

FRANCE.—The company owning the Nord-Sud underground 
electric railway in Paris, the first section of which was opened at 
the beginning of November, 1910, had 7°4 miles in operation by the 
end of 1911. The gross receipts last year amounted to £285,000. 
After defraying working expenses and paying £16,000 as the share 
of the City of Paris, the accounts show net profits and balance 
forward of £81,000, which sum allows of the distribution of a 
dividend of 2} per cent. ou the ordinary share capital of £3,000,000. 
The proportion of working expenses to gross receipts was 52 per 
cent, this comparing with 42 per cent. in the case of the older 
Metropolitan railway. When fully completed, the Nord-Sud railway 
will have a total length of 12'4 miles and the total outlay will 
presumably be £6,400,000. A loan of £1,400,000 is in circulation, 
and the directors are already authorised to raise a further loan of 
£1,400,000, whilst the balance of £600,000 is expected to be 
obtained with the assistance of the banks associated with the 
company. 

The Midi of France Railway Co. is reperted to be studying the 
adoption of electric traction on the railway between Toulouse and 
Bayonne. 

In the Department of the Lot, a Government inquiry has just 
been held regarding a scheme to build six separate lines of 
electric tramway. A line 15-km. long has also been officially 
inspected to link up Ervy and Chaource, in the Department of the 
Aube.— La Lumiére Electrique. 

HuNGARY.—Losonez is to be provided with an electric tramway 
system, & concession having been seoured for this purpose by the 
Engineer Desider Frank, who intends to form a company for the 
realisation of the scheme. Elek, und Maschinenbau, 

AUSTRIA. A preliminary concession has lately been granted in 
respect of a projected narrow-gauge electric railway between 
Alttersee and Unterack. 

: ITALY.— The Gazzetta Uthiciale (Rome) contains a decree whereby 
а concession is granted to the communal authorities of Modena for 


the construction and working of three sections of electric tramway . 


in Modena.— Board of Trade Journal, 

SWEDEN.—The existing railway between the fashionable seaside 
resort of Saltsjóbaden and Stockholm is to be electrified, thus 
bringing it within 25 minutes’ ride of the capital instead of one 
hour. The line is to be worked from the Stockholm municipal 
power house, three-phase current at 6,000 volta and 25 periodicity 
being supplied to acentrally situated transformer station, where 
it will be transformed into direct current at 1,200 volts pressure 
and distributed by an overhead network. Orders for the rolling 
stock and the whole electrical equipment have been placed with 
the Allmänna Svenska Elektriska Aktie-Bolag, of Westeraas. It 
is expected that the line will be in full working by next summer 
(1913).— Elek. und Maschinenbau, 

ITALY.—The Consiglio dei Ministri has authorised the concession 
to the Società Varesina per Imprese Elettriche for the construction 
of an electric railway from Ghirla to Ponte Tresa, of a length of 
9,030 m The line forms a branch of the same company's existing 


line running from Bettole di Varese to Luino. Its estimated cost, 
including rolling stock, is 1,687,480 lire, but the Government gives 
a yearly subvention of 6,487 lire per km. for 50 years.— L Ingegneria 
Ferroviaria. 


Coventry.—The B. of T. has sanctioned the borrowing 
by the Corporation of £220,538 for the purchase of the tramways 
and incidental matters. The Committee which has the matter in 
hand recommends the Council to expend £20,475 on the purchase 
of 10 additional cars and new construction works, which do not 
include any lengthening of existing lines. 


Dewsbury.—At a special meeting of the T.C. last week, 
it was decided to apply to the Board of Trade for a provisional 
order for the purpose of reviving and extending the time for the 
exercise of the powers of the Dewsbury Corporation Tramways 
Order, 1911. 


Doncaster.— An inquiry was held by the Light Railway 
Commissioners on Saturday last into the Corporation's application 
for powers to borrow £40,700 for tramway extensions in the 
directions of Brodsworth and Warmsworth. Consideration of the 
matter has been adjourned. 


Halesworth,—An inquiry was held here on July 16th 
by the Light Railway Commissioners relative to the Light Railway 
Co.'s proposal to construct a line between Haleeworth and Cratfield, 
which will complete the service between Haughley and Halesworth. 
The estimated cost is £36,109. The Commissioners will report in 
favour of the order, 


Huddersfield, —The Tramways Committee has instructed 


the town clerk to promote a Bill to obtain Parliamentary powers 


for the construction of tramways in the following districts: Brig- 
house, Elland, Marsden, Mirfield, Longwood (Dod Lea), Crosland 
Hill Road, and Kirkheaton Railway Bridge. 


Japan.— The work of electrifying the Karuizawa section 
of the Japanese State Railways has just been completed. The line 
passes through 26 tunnele, which were very objectionable to passen- 
gers, owing to the smoke from the engines. Ву the adoption of 
electric traction all trouble from this cause is avoided, and greater 
speed is attained. Я 


Liverpool.—On Wednesday, the 17th inst., а tramcar 
got out of control while descending James Street. On the way 
down it crashed into another car proceeding in the same direction. 
Six people were injured, one seriously. ' 


Mexico.—H.M. Consul at Tampico reports that the con- 
cession for an electric tramway system there has recently been 
acquired by British capitalists, and active work on construction 
will be started immediately. The same company have also pur- 
chased both of the existing electric light plants and intend con- 
structing a central power station for the lighting of the city, as 
well as for working the electric tramways. 

The British Vice-Consul at San Luis Potosi reporte that э. very 
favourable concession has recently been granted by the State Legis- 
lature to & British company for the construction and working of 
an electric street railway in that town.— Foard of Trade Journal. 


Portsmouth.—The general manager of the Corporation 
Tramways, Mr. W. R. Spaven, reports that the working of the 
system for the year ending March 31st resulted in an income of 
£112,602, an increase of £85,097; the expenses were £51,879, 
leaving & gross profit of £60,723, which, together with bank 
interest, amounted to £61,412 (£6,671 increase). Capital chargee 
absorbed £39,365, leaving a balance, with £1,989 brought forward, 
of £24,035 (£7,351 increase). Of this, £8,694 was transferred to 
the renewals fund, £2,000 to reserve and insurance, £4,000 to the 
rates,and £8,068 was carried forward. The revenue worked out at 
12261d. per car-mile, an increase of 0 626d., and expenses at 5°644d., 
compared with 5'567d. Power cost 0'467d. per car-mile. Passengers 
carried were over 25 millions, an increase of two millions, and the 
total car-mileage waa 2,201,012. 


TELEGRAPH and TELEPHONE NOTES. 


Argentina,—The Government intends to make com- 
pulsory the introduction of wireless equipments on all passenger 
boate. A Bill has been introduced into the Chamber making the 
wireless service up to 1,000 km. from the Argentine Coast a State 
monopoly.— Elek. Nachrichten. 


Australia.—It is reported that the Marconi Co., which 
some months spo commenced an action against the Postmaster- 
General for alleged infringement of patent rights, has now offered 
to sell its rights to the Federal Government. 


France,—The Compagnie Générale Radio-Télégraphique 
has just carried out experiments with & special musical spark 
arrangement on board the Sari, of the Transports Maritimes Co. 
The results are said to have been satisfactory, and to demonstrate 
the advantages of the new method, The company will shortly 
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install wireless apparatus on the Paul Local and the Chili, ships 
of the Messsgeries Maritimes Co. Eight mail boats of the 
Compagnie sud Atlantique are likewise to beequipped with wireless 
apparatus. Journal des Postes. 


French Indo-China.—A sum of about £30,000 has 
been allotted by the Government for the erection of wireless 
stations in French Indo-China. The installations comprise a 
chief station at Saigon, on which £24,000 is to be spent, and a 
dependent station at Hué to cost £4,000. The range of the 
Saigon station will cover the Indian Ocean and the Pacific, and it 
will act in the extreme East the róle of the Eiffel Tower in Europe. 
Besides communicating with ships to and from China, Australia 
and the Suez Canal, it will supply the correct time and forward 
Press and exchange news, meteorological telegrams, &c. The 
Saigon station will cover & radius of 8,000 km., and the electric 
equipment will be exactly the same as that of the Eiffel Tower. 


Germany.—The Postal Authorities have decided to copy 
the Swedish example and to install automatic telephones in some 
of the busiest and noisiest thoroughfares of Berlin, with a view to 
testing the innovation under the worst conditions. Should the 
results be satisfactory, automatic telephones will be installed 
throughout the city.— Elek. Nachrichten. 


Imperial Wireless Stations, — Тһе agreement between 
the Postmaster-General and Marconi's Wireless Telegraph Co., 
Ltd., was published on Tuesday, together with an official explana- 
tion of the policy of the Government. It is stated that the 
Governments concerned will own and work the stations on their 
respective territories. In view of the! facts that the Marconi Co. 
possessed unique experience in the transmission of long-distance 
wireless messages, and that foreign Governments were commencing 
the erection of long-distance installations, so that prompt action 
was essential, the Government decided to &ecure the assistance of 
the company in carrying out at oncethe necessary worke. The 
Postmaster-General, acting for the Governments concerned, will 
provide the sites, on which the company will erect the installa- 


tions in accordance with specifications drawn up by the Postmaster- - 


General. If other commercial stations having a range of at least 
2.000 miles are required during а period of five years by any of the 
Governments taking part in the agreement, the company will have 
the exclusive right of providing them, at a cost of £60,000 each. 
All the patents and information at the disposal of the company will 
have to be placed at the service of the Postmaster-General during 
the royalty period," but if the Government adopts another system 
not using any of the Marconi patents, it may terminate the " royalty 
period" at any time. Subject to this proviso, the agreement and 
royalty period will run for 18 years, and if not then terminated, 
for 28 years. A speed of 20 words a minute under the duplex 
ordinary system, and 50 words on the simplex automatic system, is 
provided for. During the royalty period, besides paying for the 
sites, plant and buildings, and the cost of trial working, the 
Goverment will pay the company a royalty of 10 per cent. of the 
gross receipts. 


London Telephone Service.—In reply to а question in 
the House of Commons last week, the Postmaster-General stated 
that he did not regard the present situation as satisfactory ; but 
the provision of extensions to existing exchanges and the construc- 
tion of new exchanges to make good the deficlencies were being 
pushed on as quickly as possible. The staff available was not 
sufficient to cope with the demand for telephones, and the amount 
of work involved in the extension of exchanges and the transfer of 
overhead wires to underground lines was abnormal. Additional 
men had been employed, but the use of partially skilled assistance 
in the endeavour to meet the requirements had, to some extent, 
increased the difficulties. The trained staff was being increased 88 
rapidly as possible. Complaints regarding the giving of engaged 
signals when the lines were possibly not engaged numbered 
only 0°05 per cent. during the month of June, and complaints 
of false calls amounted to 2,857 out of 8,295,030 calls in that 


month. The average time taken to answer signals observed during - 


the latter half of 1911 was 7'1 secs., and during the first half of 
1912 it was 6'9 secs. The percentages of irregular cut-offs to total 
calls observed during the same periods were respectively 0°75 and 
0°62. Since December, 17 exchanges had been closed, 8, 142 sub- 
scribers being transferred to other exchanges, and six new 
exchanges had been opened. Five entirely new exchanges were in 
course of erection, and seven new exchanges to replace existing 
boards. Eight extensions had been completed since the beginning 
of this year, and 20 were in progress. Eight further extensions 
were about to be applied for. 


CONTRACTS OPEN and CLOSED. 


OPEN. 
Aberdare.—July 29th. () Additional plant at the 


generating station; (b) construction and equipment of tramways 
and railless system for the U.D.C. See Official Notices July 5th. 


Ashton-under-Lyne.—July 30th. One 400-K w. motor- 


generator, one fuel economiser, two boiler feed pumps, coal elevator | 


and conveyor and ash elevator, for the Corporation. See “ Official 
Notices July 6th. 


Atherton,—July 31st. One 250-Kw. single-phase trans- 
former, for the U.D.C. See "Official Notices" July 19th. 


Australia, — New Soutre Warrs.— August 28th. 
Common-battery and automatic switchboards, for Newton, Glebe 
and Balmain, for the Postmaster-General’s department. See 
“ Official Notices to-day. 

SOUTH AUSTRALIA. — October Ist. Telephone switchboards at 
Unley, Adelaide, for the Postmaster-General's department. See 
„Official Notices to-day. : 

October Ist. — Telephone switchboards at Norwood, for the 
P.M.G.'s department. See "Official Notices " to-day. 

October 22nd.— Telephone switchboard at Port Adelaide, for the 
P.M.G.'s Department. See "Official Notices“ to-day. 

Victoria.--October 22nd. Fourteen sections of common-battery 
multiple switchboard, for the P.M.G.'s department. See „Official 
Notices " to-day, | 

August 6th.— 9,200 yd. of `2 sq. in. concentric cable, and 2,200 yd. 
of ‘1 sq. in. concentric cable for the Melbourne City Council. See 
"Official Notices to-day. 

NEW SouTH WALES.—September 11th. Telegraph, telephone and 
electric material for a year, for the P.M.G.'s Department. 


Barton-upon-Humber.—The Lighting Committee of 
the U.D.C. is inviting tenders for the lighting of the town by gas, 
electricity or otherwise during the coming winter months. 


Belgium.—August 3rd. The Ghent Exhibition Co. is 
inviting tenders for the supply, installation and maintenance of the 
high-tension cables, telephone cables and transformer boxes required 
in connection with the Exhibition. Particulars may be obtained 
from, and tenders are to be sent to, La Société de l'Exposition, Rue 
des Moineaux, Ghent. 

August 3rd.—The Belgian Post and Telegraph authorities at La 
Bourse, Brussels, are inviting tenders for tho supply of a quantity 
of telephone cable. 


Blackburn.—August 3rd. Steam coal, for the Corpora- 
tion Electricity Department, for a year. Мг. P. P. Wheelwright, 
electrical engineer, Jubilee Street. 


Bradford,—July 30th. Electric lighting and sundry other 


work for the new premises of the Bradford District Bank in Com- 


mercial Street and Cheapside, Halifax. Messrs. Richard Horsfall 
and Son, architects, 22А, Commercial Street, Halifax. 


Bulgaria.—SorHIA.— Supply of electric lamps, measuring 
instruments, arc lamp pillars, machine tools, &c. Railway and Port 
Administration, Sophia, | 


Canada.—August Ist. One 500-Kw. steam-driven 
generating set, for the City Commissioners, Moose Jaw, Sask. 
See Official Notices July 12th. | 


Canary Islands,—Tenders have just been invited by the 
municipal authorities of Telde, Las Palmas, for the concession for 
the electric lighting of the town during a period of 30 years. 


China.—August 13th. High and low-tension sub-station 
switchgear, for the Shanghai Municipal Council. See Official 
Notices" to-day. 


Dublin.—August 7th. IIigh-tension switchgear and 
accessories for the Corporation. See Official Notices to-day. 

August 7th.—Oerlikon and Westinghouse motors and pumps, for 
the Corporation. See Official Notices to-day. 


Halifax,—August 5th. Portable X-ray switchboard, &c., 
for the Guardians. See "Official Notices " to-day. | | 


Hull.—July 31st. Steam and water pipes, pumps, &c., 
for the Corporation Electricity Department. See “Official Notices" 
July 19th. 


Italy.—Rome.—July 81st. Supply and erection of electric 
light and mechanical fittings in the new building of the Ministry 
of Agriculture, Industry and Trade, at an estimated cost of £2,000. 
Guarantee deposit, £100, and eventually one-tenth of total cost. 


London.—L.C.C.—July 30th. Electrical installation at 
the County Secondary School, Streatham. See Official Notices 
July 19th. 

A committee is about to invite offers for water level indicators 
for the new engine-house at the Abbey Mills pumping station, and 
& telephone apparatus and electric wiring for use in connection 
therewith. 


New Zealand.—August 16th. Electric motor and 
induced-draught fan for Christchurch City Council. Tenders to City 
Surveyor. Deposit £5. Copy of specification can be seen at Board 
of Trade Commercial Intelligence Department, London, E.C. 


Nottingham.—The Electricity Committee wants tenders 
for coal required at the Talbot Street and the St. Ann's Well Road 
generating stations for 12 months, Mr. H. Talbot electrical 
engineer. | 
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Rosario.—October 15th and September 21st. According 
to the Reriew of the Rirer Plate, the Municipality is calling for 
tenders, until October 15th, for a second system of electric tram- 
ways, including their construction and working. Full particulars 
from the Municipality. Tenders for the public electric lighting 
will be opened on September 21st. 


Russia.— According to an advertisement appearing in the 
Times on July 23rd, the St. Petersburg С.С. will, on August Ist, 
consider tenders for erecting at the principal water-pipe station a 
station for distributing flltere and ozonated water over the free 
grounds existing at the principal station and also on the grounds 
which will become free after the demolition of the group of English 
filters. The successful contractor will also have charge of the 
working of the ozonated filtered station during a period of two 
years. A guarantee of 400,000 roubles is to be paid. 


Spain,—July 31st. The municipal authorities of Merida 
(province of Badajoz) are inviting tenders for the concession for 
the electric lighting of the town during a period of 15 years. 
Particulars may be obtained from, and tenders are to be sent to, El 
Secretario del Ayuntamiento de Merida, Badajoz. 

August 3rd. —The municipal authorities of Telde invite tenders 
for & 30 years' concession for the provision of electric light and 
power for the town. 

Augnat lOth.—' Tenders are also invited by the "Dirección 
General de Telegrafos," Madrid, for the installation and working of 
a telephone system in Cestro "Urdiales (Santander) The Board 
of Trade Journal states that although these contracts will doubtless 
be awarded to Spanish firms, the carrying out of the work may 
involve the purchase of some materials out of Spain. 


Sunderland.— August 1st. Two steam-driven boiler 
feed pumpe, one air compressor, one motor-driven centrifugal pump, 


pipework and valves, for the Corporation. See Official Notices 
July 19th. 


Swansea.—July 30th. Alterations and additions to 
suction and discharge pipes, work for suction chambers, strainers, 


&c., for the Corporation Electricity Department. See "Official 
Notices " July 19th. 


Turkey, — CRETE. — October 21st. Tenders will be 
received at the Bureau de la Mairie," Canea, for a 50 уеагв' con- 
cession to construct and work an overhead system of electric tram- 
ways in Canea and the neighbourhood. Copies of the Cretan 
Oficial Gazette, containing the conditions and further particulars 
regarding these concessions, may be seen at the C.I. Branch of the 
Board of Trade, London. E.C. 


Walsall.—July 30th. High and low-tension switchgear 
for the Corporation. .See " Official Notices " July 12th. 


West Ham.—August Ist. Electric light installation 


(800 points) at the Forest Gate Sick Home, for the B.G. See 
Official Notices July 19th. 


OLOSED. 


Bath.—The T.C. has accepted the tender of Messrs. 
Hughes & Stirling for a dust destructor, at £4,069. 


Bexhill,—The Council has accepted the tender of 
Mesars. Denham, Fawcus & Co. for 1,000 tons of Tibebelf Peas or 
Shipley Peas, at 188, 9d. per ton. 


Caventry.— The General Committee of the Coventry 
and Warwickshire Hospital has accepted the tender of Меғвг», 
Lee, Beesley & Co., of Coventry, for installing the electric light in 
the new wing, at £912; and that of Way goods, Ltd., for a lift, 
at £104. : 


Dundalk.—The Guardians received the following tenders 
for the electric lighting installation at the workhouse :— 


Gack'n Bree. . (accepted) £188 А P. J. еи yq 5 .. £158 
J. C. Meldon .. . £144 


Durham,—The Rural Council has accepted the tender 


of the Durham County Electrical Power Distribution Co. for 
installing the electric light at Honghall Hospital, at £53. 


Germany.—The Allgemeine Electricitats Gesellschaft, of 
Berlin, has secured & contract for the establishment of a central 
electric lighting station in the town of Hameln. 


Greenock,—The Corporation has accepted the tender of 


Messrs. Chamberlain & Hookbam, for meters. 


London.—HacksNEy.— The Electricity Committee re- 


ceived the following tenders in connection with the extension of 
the generating station :— 


Boiler house plant. 


Babcock & Wi оох. Ltd. .. (recommended) £7,105 
Clark, Chapman & Co., Ltd. ee es oe ee Ti 821 
Howden Boiler Co. NS А m ov i ee 8,000 

l „ 1,818 


Bennis & Co., Ltd. 


Induced-draught pu | 
Howden Boiler Со. $5 > .. 2500 
Matthews & Yates, Ltd. ; 794 
Baboock & Wilcox, Ltd. . 


The engineer, in reporting, pointed out reasons why i in this case 
the highest tender should be accepted. It complies in every r 
with the specification, and includea far more substantial plant than 
that offered by the next tenderer. The motor fan is more powerful, 
and the chimney weighs 13 tons as against 75 tons. The Howden 
tender could only have been accepted if the whole of the Howden 
system of generating plant had been adopted. 


Economiser. 


Baboock & Wilcox, Ltd. es recommends) £1,405 
E. Green & Sons, Ltd. A es 14 17 


Both tenders comply with specification, and in either case the 
economiser would be manufactured by the patentees, E. Green and 
Son, Ltd. 


(recom mended) 869 


Feed pumps. 
J. P. Hall & Sons, Ltd. M З Аб, s3 н .. £499 
F.Friedenthal .. - си d x T mM ws .. 502 
Nicholls Bros. 566 
Babcock & Wilcox, Ltd. (for J. P. Hall or other approved pump). 574 
Foster Bros., Ltd. (for Hall pump) . 


Foster Bros., Ltd. (ОР Nicholls ів pump) e Е NNUS . . 621 
G. & J. Weir i boi ess Ж 53 .. 690 
Isaac Storey & Co. ; ст m ie is d .. 698 
Clark, Chapman & Co., Lid. a i уе КА s ае .. 718 
Foster Bros., Ltd. (for Weir pomp) . .. 768 
British Westinghouse Electric and Manufacturing Co., Ltà, .. 774 


The specification called for " Weir" or other approved pumps. 
The engineer says :—'' The lowest tender for. Weir pumps’ is that 
of the makers, G. & J. Weir (£690). There are three lower tenders, 
viz. J. P. Hall & Sons, Ltd., £499; F. Friedenthal, £502; and 
Nicholls Bros. £566. All these pumps are of lighter conatruction 
than the Weir, weighing 504 cwt. 60 cwt. and 48 cwt. 
respectively, as against 84 cwt. for the Weir. Hall's pumps, how- 
ever, have a good reputation. Excellent service has been obtained 
from, and we have spent very little money on maintaining, our 
Weir pumps, which have been in use for a large number of years. 
I recommend that the tender either of G. & J. Weir, Ltd. (£690), or 
of J. P. Hall & Co., Ltd. (£499), be accepted." 


Coaling plant and bunkers. 


E. Bennis & Co., Ltd. 

W. J. Jenkins & Co., Ltd. 
Strachan & Henshaw, Ltd. 
Spencer & Co., 

Babcock & Wänden, Ltd. 

New Conveyor Co., Ltd. 
Robert Dempster & Sons, Ltd. 
Heenan & Froude, Ltd. 
Mechan & Sons, Ltd. 


These tenders may be divided into two main classes :—(a) Those 
in which the telpher runs on the top of a rail, called top-rail 
systems ; (5) those in which the telpher runs on the bottom flanges 
of an I eection runway, called bottom-rail systems. The engineer 
says: It is a debatable point which of these two methods is to 
be preferred, snd the best method does not at present appear to 
have been definitely decided by practice. I havestudied the matter 
very carefully, however, and am inclined to the opinion that the 
top-rail system will be the more economical in maintenance, and 
will operate faster round curves and over switches of the system, 
which will be unavoidable in connection with further extensions of 
the coaling plant at a later date. Four of the tenders are for the 
top-rail system, and four are for the bottom-rail system, while one 
offers both alternatives.” The engineer states why he does not 
recommend the acceptance of the lowest tender, and recommends 
that the tender of W. J. Jenkins & Co., Ltd., Retford, or that of 
Strachan & Henshaw, Ltd., Bristol, who have erected a similar 
piang at Stepney, be accepted for the plant. 


Pipework and valves. 


1 28882285 5 


S 


p= 
+ 


Brightside round and Engineering Co., pH £8,958 
John Spencer, Ltd.  .. 4.105 
Foster Bros., Ltd. si T 225 Vs . . 4,774 
Aiton & Co. n vs eu а .. 4,798 
Babcock & Wilcox, Ltd. .. s 25 $^ . . 6,223 
Edward Le Bus & Co. E i wi ae .. 6,680 


The engineer recommends that the tender (£4,105) of John 
Spencer, Ltd., or that (at £3,958) of the Brightside Foundry and 
Engineering Co., Ltd., be accepted. 


Travelling crane, 


Chatteris Engineering Works Со. .. x ae .. £816 
Sir William Arrol & Co., Ltd. У 25 " .. 866 
S. H. Heywood & Co., Ltd. .. аў 2d Бе .. 881 
Royce, Ltd. ү ee oe *. € ee ee 920 
Carrick & Ritchie, Ltd. aig ies is BIS .. 921 
Babcock & Wilcox. Ltd. B x » ide .. 987 
- Herbert Morris, Ltd. 8 vs os `. 997 
John Smith (Keighley), Lid. m 970 


The engineer, after comparing the nee says that it is very 
d.ffüicult to decide between the two lowest tenders, but he recom- 
mende that a final decision should be given in favour of either the 
tender of the Chatteris Engineering Co., Ltd., or that of Sir 
William Arrol & Co., Ltd. 


Turbine-alternator, exciter and condensing plant. 


Willans & Robinson, Ltd. б» £7,950 
Belliss & Morcom, Ltd. . ME . 8,660 
James Howden & Co., Ltd. a e is ee 9,087 
Brush Electrical Engineering `Со., Ltd. s ss чт .. 9,326 
Dick, Kerr & Co., Ltd. 9,450 
British WwW estinghouse Electric and Manufacturing Co., Led. 10,231 
Richardsons, Westgarth & Co., Ltd. > . 10,688 
British Thomson- оп Co., Ltd. ©» T . . 10,867 
C. A. Parsons & Co., 875 


e 
A.E.G. Electrical Co., Dita. (tender opened J uly lit, 1919) . 9,400 
(Continued on page 148.) 
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ELECTRICITY IN A SPANISH LEAD MINE. 


[BY OUR BERLIN CORRESPONDENT. | 


One of the Spanish mines where electrical operation has 
been adopted on a large scale is that of El Guindo, in the 
southern range of the Sierra Morena, which contains 
abundant deposits of lead ore. 

Fig. 1 illustrates the plant recently installed there by 
the A.E.G. On the 
extreme left are seen 
the winding tower 
and building for the 
winding engine ; on 
the right (not seen 
in the view) is the 
transformer station 
connected to the 
high-tension trans- 
mission line, while 
the centre is taken 
up by the separating 
plant, which, in 
view of the large 
quantity of material 
worked in the mine, 
plays an important 
part. It is practi- 
cally impossible to 
form any more than 
a mere conjecture as 
to the actual value of a lead ore deposit. Whenever the vein 
islost sight of, the only thing to be done is to drive a shaft 
for some depth and to make cross-cuts to the right and 
left at various levels, until the ore is again encountered. 
In lead mining it is therefore necessary to start with a 
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Ес. 1—HEADWORKS or EL GuINDO MINE. 


However, the electrification of the mine was facilitated 
by the hydro-electric power house of the Mengemor 
Electric Supply Co., installed by the A.E.G. on the 
Guadalinar, a tributary of the Guadalquivir. In fig. 2 the 
interior of the turbine room with the two 450-k.v.A. turbo- 
generators may be 
seen. The company 
undertook to supply 
the mines with 
electrical energy at 
the comparatively 
low price of 12 
centimos per KW.- 
hour, but under 
two rather onerous 
conditions, namely, 
that the mines 
would bind them- 
selves to a minimum 
consumption per 
year, and at the 
same time agree 
not to exceed a 
given amperage. 
These conditions 
are particularly 
difficult to fulfil 
with a service similar to that described here. By far the 
greater quantity of energy is consumed by motors working 
very intermittently, such as those for winding and the 
driving of the stamp mills, washers, &c. Forms of service 
which otherwise, as, for example, in coal mining, give a 


FIG. 2,—INTERIOR OF TURBINE ROOM, MENGEMOR POWER STATION. 


small mechanical equipment, and only to extend the plant 
quite gradually. As, moreover, the El Guindo Mine is 
situate at about 7 to 8 km. from the nearest railway station, 
the question of economy as regards the actual consumption 
of fuel had to be considered much more carefully than is 
usually the case. | 


certain uniformity to the power supply in the electric generat- 
ing station, such as pumping, ventilation, compressed-air 
supply, and lighting when necessary, are here of subordinate 
importance, and are in part non-existent. | 
When the great advantages accompanying the use of 
electric power for working the mines in question had begun 
F 
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to be realised, it was at first decided to replace the largest 
coal consumers, viz., the various small steam engines driving 
the washers and stamp mills, and a number of small pumps 
working underground, by electric motors, and the first 
electric generating station which was 
erected at the Guindo mine consisted of 
some flue boilers and two 150-н.р. Sulzer 
steam engines, from each of which a con- 
tinuous-current generator and a three- 
phase machine were driven by belts. 
Continuous-current motors were pre- 
ferred for certain operations on account 
of their more economical speed regu- 
lation, while three-phase motors, on 
account of the advantages of higher 
voltages in transmitting power to long 
distances, were considered preferable 
for other purposes. 

As soon as the Mengemor Electricity 
Co. began its operations, the mine 
authorities commenced the electrifica- 
tion of their plant on a larger scale. It 
was first necessary to erect an efficient 
steam power station to serve as a stand- 
by in the event of a failure in the supply 


These two steam stations are, of course, only reserve stations, 
electrical energy being usually obtained from the Mengemor 
Co. This company supplies three-phase current at a pressure 
of 22,500 volts, which is transformed down to the pressure 


derived from the Mengemor Co. In spite Fic. 3.—REsERVE STEAM PLANT AT MANZANA MINE. 


of the most careful 
planning of the 
water-power station 
and its steam 
reserve, a power 
distributing plant 
of this kind neces- 
sarily comprises an 
element which can 
never be relied upon 
absolutely, in its 
transmission line 20 
kilometresin length, 
which is carried 
over mountains and 
valleys through very 
desolate districts. 
The reserve station 
was erected at the 
Manzana mine and 
consists of a port- 
able engine of an 
output of approxi- 
mately 500 H. P., 


of 1,150 volts used 
on the mines by 
means of trans- 
formers. At each 
of the three mine 
shafts there is a 
transformer station 
containing one or 
more transformers, 
with output rang- 
ing from 200 to 
300 K. v. A., to- 
gether with the 
necessary acces- 
sories, | such as 
switchgear, excess 
voltage dischargers, 
lightning arrestera, 
meters, &c., which 
are placed on the 
various floors of 
the transformer 
stations. To sup- 


Fig. 4.—ILGNER PLANT AT EL Guinpo MINE. plement the plant 


a converter set has 
also been provided, which serves the 
double purpose of generating about 
20 k. v. A. continuous current for light- 
ing and fordriving the continuous-current 
motor still in use on the one hand, and 
improving the power factor on the other 
hand, for which purpose a 150-K. V. A. 
three-phase synchronous motor has been 
selected. The question of the power 
factor is one of special importance in 
the present instance, as the conditions 
under which the energy is supplied 
prohibit the current taken from exceed- 
ing a certain fixed value (and not the 
output). 

The most important winding plant, 
as above stated, is installed at the 
Guindo shaft. Ia spite of the consider- 
able advantages of electrically-operated 
— winding engines (greater safety in opera- 
tion, permanent readiness without any 
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Fig. 5.—ELECTRIC WINDING ENGINE. 


supplied by Messrs. R. Wolf, of Magdeburg, which drives a 
400-K.V.A., 1,150-volt, three-phase generator at 600 R.P.M. 
by means of two pulleys constructed as fly-wheels. This 
set is illustrated in fig. 3. 


steam, and remarkable economy due to 
a reduction in the staff), the electrifi- 
cation of the main pit winding plant 
was postponed for a considerable time, mainly because of the 
uncertainty with regard to the extent of the available ore 
deposits. When, however, the appearance of the Mengemor 
Co. placed electrical energy within easy reach, at a relatively 


Vol 71. No. 1,809, JULY 26, 1912.] 


THE ELECTRICAL REVIEW. 


141 


low price, the advantages of electrical winding were found 
to be so considerable that this mode cf operation was soon 
adopted. Provision was made to compensate any fluctu- 


FIG. 6.—A.E.G, 3,000-R. P. M. MOTOR AND PUMP, 


ations in load by means of the well-known A.E.G. Ilgner- 
Leonard system. 

In fig. 4 is shown the Ilgner plant installed at the 
Guindo shaft, and in fig. 5 the winding engine, inclusive of 
the motor and auxiliary apparatus. The three-phase motor 
of the converter (farthest to the right in the figure) 
works at 1,150 volts, 
50 cycles; the 
continuous - current 
dynamo (in the 
middle of the figure) 
yields an average of 
180 Kw., and during 
some three minutes 
360 Kw., the pressure 
being controlled be- 
tween plus and minus 
450 volts. The fly- 
wheel, which is en- 
closed in а sheet 
metal housing (to the 
left in fig. 4), so as to 
diminish losses by 
air friction, is 5 tons 
in weight. The whole 
set can be controlled 
between 730 and 
600 R. P. M. 

The winding motor 
absorbs on an aver- 
age an input of 
225 H.P. and tempor- 
arily 450 H.P. at 
120 R. P. 1x. The 
mechanical part of 
the winding engine 
has been supplied by 
Messrs. Gebrüder Weissmiiller, of Frankfort-on- Main. 
The engine is designed on the following data :— 

Maximum useful load... 2,500 kilogrammes. 


Maximum winding load T 8,500 " 
Maximum depth (to be reached in a 
few years) as T e* 600 metres. 


Winding speed ... "- bus i i 
Number of winding trips per hour ... 10 
An electrical winding capstan of about 30 H.P. has been 
instaled in the same shaft for supervision trips and similar 

purposes. 


per sec. 


The pumping presents some difficulties, though this 
mine, like most other mines in the same district, only 
contains relatively little water. Still, the fact that 
small amounts of water have to be raised to considerable 
heights makes the operation of centrifugal pumps uneco- 
nomical. Furthermore, the depth of the shaft increases 
from year to year as the working advances, so that 
centrifugal pumps designed for a given head could not 
immediately be used. On the other hand, however, 
there could be no question of installing expensive 
piston pump sets. These difficulties were solved by 
adopting a special 3,000-R.P.w. three-phase motor of 
the A.E.G. 

At this high speed of revolution, centrifugal pumps raising 
small amounts of water to considerable heights could 
be constructed, while the low price of such machines allowed 
a number of them to be installed at different levels, so that 
the water pumping could be effected by stages. Some small 
piston pumps driven by electricity were used to supplement 
this installation. 

Two centrifugal pumps, each of 150 H.P., raising as a 
maximum $800 litres per minute against a head of 465 
metres, have been installed at El Guindo. In the neigh- 
bouring Manzana shaft there are two sets of 100 H.P. each, 
for 700 litres per minute against a head of 290 metres, one 
of which is shown in fig. 6. Finally, the Urbana shaft 
employs a similar plant of 100 H. P., but for 1,500 litres 
per rainute against a head of 180 metres. 

All the auxiliary machinery is operated by electricity. 
The separating plant of the Guindo and Manzana mines 
comprises a number of motors driving stamp mills, washers 
and sieves. In both these mines there are further installed 
piston compressors supplying compressed air for the auto- 
matic stone drills, each of which is operated by a 60-H. p. 
motor. There are further a number of motors for the 
workshops, &c. 

Finally, there is in course of construction a wire-rope rail- 
way 8 kilometres in length connecting the mines with La 
Carolina, This will be operated by a 30-H. p. electric motor. 


DUNDALK ELECTRICITY WORKS: MIRRLEES-DIESEL ENGINES AND SIEMENS DYNAMOS, 


DUNDALK ELECTRIC LIGHTING. 


THE history of electricity in Dundalk dates from the year 
1896, when a syndicate was formed, with the principal 
object of establishing an electric tramway system between 
Dundalk and Blackrock. An application for a provisional 
order was made by the Town Commissioners in that year, 
on the understanding that the syndicate would pay the 
expenses of the order, and the matter in due course was 
brought before the Grand Jury, and sanctioned by them. 


142 


THE ELECTRICAL REVIEW. 


[Vol. 71. No. 1,809, JULY 26, 1912. 


The total length of the tramways was 5i miles, and the 
estimated cost of the undertaking was £40,000. | 
In 1900 an extension of the order was applied for, аз it 


DUNDALK : MAIN SWITCHBOARD, 


was found that the enormous increase in the price of the 
materials had upset the calculations of the promoters. The 
extension was granted, but the scheme eventually fell 
through, after a con- | 
siderable amount of 
expense had been in- 
curred. The Council 
at a later date 
unanimously pro- 
ceeded to promote a 
Bill in Parliament 
for the present elec- 
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tric lighting scheme. DEI == = 
In September, fan — 
1907, the Urban | 

Council retained 
Messrs. Miller, 
Wilson & Pegg, con- 


sulting electrical 
engineers, of Bel- 
fast and Liverpool, 
to make an in- 
spection of the town 
and draw up a report on the prospects of a scheme of electric 
lighting. This report was furnished, and considered by 
the Council, and the financial prospects of the undertaking as 
a probable commercial success being considered satisfactory, 
steps were taken to secure the necessary borrowing powers, 
which were granted on application to Parliament. Resolved 
upon makiny no mistake, the Council accepted schemes from 
several other engineers, and finally referred all the schemes 
submitted to the arbitrament of Sir A. B. W. Kennedy ; 
acting on his advice, they unanimously adopted the scheme 
proposed by Messrs. Miller, Wilson & Pegg. 

The Electric Lighting Bill was in May, 1908, read the 
third time in the House of Commons, and in March, 1910, 
a Local Government Board inquiry was held, when the 
scheme was vigorously opposed by the Dundalk Gas Co. and 
a number of large ratepayers. It was mainly owing to this 
opposition that a subsequent Board of Trade inquiry was 
held, when the opposition strongly criticised some of the 
features of the scheme, such as overhead wires in secondary 
thoroughfares. The Board of Trade approved of the 
scheme, reserving power to review the circumstances as 
regards the overhead lines upon the expiration of a period 
of five years. In a letter to the Council they stated that, 
having regard to the nature of the soil of Dundalk, no 
better kind of electrical mains could be used than those 
proposed, no other system being better able to resist damage 
by heavy traction-engine traffic or from the effects of 
escaping gas or water. The Local Government Board also 
granted their sanction to the loan of £20,000 for the purpose 
of carrying out the scheme. 

The work is now complete, and Dundalk can lay claim to 
the possession of one of the finest and most up-to-date 
electrical installations of any town of a similar size in 
the United Kingdom. | 


BALANCER AND BATTERY SWITCHBOARD. 


The generating station, which is adjacent to the Technical 
Schools, is picturesquely situated on the old Grammar School 
garden, and centrally located in the supply area. The 
building of the station was commenced on September 1st by 
Mr. James McAdorey, contractor, Dundalk. Messrs. Siemens 
Bros. & Co, Ltd., who obtained the mains contract, com- 
menced the work of laying the underground cables on 
December 12th, 1911. 

The generating plant consists of two Mirrlees, Bickerton 
and Day Diesel oil engines, running at 250 revolutions per 
minute, and direct-coupled to Siemens generators, the full- 
load output being 400 amps. at 250 volts. In May last 
both these generating sets were subjected by the engineers 
to exhaustive tests at half-load, full load and overload ; some 
particulars of these tests are given below. A third 
generating set, identical with the above, has been provided 
for, and will be erected within the next four months. 

The main and battery switchboards were made by Messrs. 
Brooke, Hirst & Co., and the balancer and booster by the 
British Westinghouse Co. The storage battery, supplied by 
the Sandycroft Foundry Co., consists of 126 cells, and is 
capable of giving a normal discharge of 200 amps. for 
3 hours, or 400 amps. for one hour, with an emergency dis- 
charge of 720 amps. for half an hour. The general scheme 
provides for direct-current three-wire supply at 220-110 volts. 
The underground feeders and distributors are Siemens three- 
core paper-insulated, lead-covered and steel.tape armoured 
cables. These are 
laid direct in the 
ground, and wher- 
ever possible are 
placed under the 
footpaths. ^ There 
are 9 miles of over- 
head mains, and 24 
miles of under- 
ground mains. 

There are 335 
street lamps, vary- 
ing from 20-C.P. in 
the back streets, 
and  50-c.P. and 
75-C. P. in the main 
streets, up to 
400-C. p. in the 
market-place. The 
lamp standards and 


FEEDER PILLAR. 
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brackets are of the Haydn Harrison pattern. The street 
lighting from the overhead mains is divided into seven 
groups, in order to facilitate the control of the public 
lighting. The feeder pillar, shown on p. 142, is for one 
three-wire feeder, with twelve 200-ampere switch-fuses for 
six three-wire distributors. "There are already over 150 
applications for a supply, and of this number 101 
premises are already supplied from the underground 
mains, and 15 premises from the overhead mains. It 
is owing to this large number of applications, consider- 
ably in excess of those anticipated, that the Council 
has decided at once to put in hand the third generating set 
as mentioned above. About 50 H.P. of motors has already 
been connected, and it is anticipated that over 200 H.P. in 
motors will be connected to the mains within the next six 
months. The new picture theatre, which is to be opened this 
month, will also be supplied from the town mains. 

The charge for lighting purposes is 6d. per unit, with a 
sliding scale, and for power purposes from 22d. down to 1d., 
according to the amount consumed. The works are under 
the capable management of Mr. P. A. Spalding, A. M. Inst. C. E., 
A.M.I.E.E., who came from Galway to take up the position 
of resident electrical engineer, and the entire scheme was 
carried out under the supervision of Mr. H. V. Pegg, 
M. I. E. E., A. M. Inst. C. E., of Belfast. 


TESTS OF GENERATING PLANT. 
CONSUMPTION OF FUEL OIL, IN LB. PER KW.-HOUR, 


. No. 1 set. No. 2 set. 
Full load 647 lb. 648 1b. 
Half load 704 lb. 726 lb. 


Average thermal value of the crude oil by analysis, 19,376 B. TH. u. 
B.TH.U. per KW.-hour : No. 1 set, 12,526 ; No. 2 set, 12,544. 


REMARKS.— Both engines and dynamos ran very well throughout 
all tests; the exhaust from the engines was smokeless. Four 
samples of oil were taken during the full-load tests, and two 
samples were taken during the half-load tests. 


Effect of sudden removal of full load on engine :— 
Steady voltage at full load SN Md 
Momentary voltage at instant full load was ‘removed 25 
Increase = 8 volts = 324 percent. > 
Temperature rise on dynamo. 


After comp'etion of 
6 hours’ full load. 


phe el =% 
After completion of 
1 hour overload. 


Commutator 40° F. 85° F. 
Armature coils .. 51° F. 44° F. 
Shunt coils 08° F. 56^ F. 


CONTRACTS CLOSED. 


(Concluded from page 13%.) 


HACKNEY (coxtinued).— After briefly summarising these tenders, 
the engineer advises the acceptance either of the tender of Willans 
and Robinson, Ltd., or that of Belliss & Morcom, Ltd. 


Motor-generator or motor-converter. 


General Electric Co., Ltd. š P £2,421 
Brash Electrical Engiveering Co., Ltd. es is .. 2,832 
Vickers, Ltd. is "T РЕ a . . 929,967 
Electrical Constrnotion Co., Ltd. s as $4 i^ .. 8,525 
Bruce Peebles & Co., Ltd. ©з m 8,355 


Brace Peebles & Ce., LW. . (recommended) 3.500 
British Westinghouse Electric and Manufacturing Co., Ltd. 8,760 


British Thomson-Houston Co. T . 8,841 
Siemens Bros. Dynamo оза Ltd. m 2 8 - .. 405 
Dick, Kerr & Co., Ltd. " "e .. 4,0€8 


üwitchgear ind. connections. 
British Westinghouse Flectric and МАРА те Co., Ltd. £1,585 


Siemens Bros. Dynamo Works, Ltd. 1.790 
British Thomson-Houston Co., Ltd. A "E = . . 1,960 
Spagnoletti, Ltd. А vi l i5 .. 2,128 
Ferranti, Ltd. s (recommended at £1,613) 2,958 
Electrical Construction Со. .. bs in ЕХ ne . . 2,207 
Johnson & Phillips. Ltd. T n T - и: .. 9,823 
Whipp & Bourne, Ltd. .. " i A AN ea .. 2,194 


In referring to these tenders, the engineer recommends the 
acceptance of that of Ferranti, Ltd., at £1,613, the reasons being 
that, allowing for the reduction due in view of the switchgear 
being required for a motor-converter, the tender becomes £2,100. 
It is the lowest tender which approximates to compliance with 
the specification, and the firm are willing to make a further 
reduction, in view of the fact that a mistake was made in 
measuring the cables off the drawings. With these modifications, 
the tender becomes £1,613, and is the lowest complete and eatis- 
factory tender. 

It is also recommended that a contract be entered into with the 
Tudor Accumulator Co. for the renovation of the storage battery, 
at £2,379, and for its maintenance for 10 years, at £385 per 
annum, 

The Council recently accepted the tender of Messrs. T. Wragg 
and Co. for 2}-in. and 1ł-in. U-shaped earthenware troughs 


This firm now intimate that they are unable to acoept the contract, 
and that of the Leeds Fire Clay Co. Ltd., is to be accepted, at 
428. 9d. and 368. respectively per 100 yd. run laid. 

PoPLAR,—The B.C. has received the following tenders for the 
supply of a works switchboard, to control the motors for driving 
the auxiliary plant now being erected in conection with generating 
station extensions :— 

Peoley & Austin .. (accepted) £210 | General Electric Co. .. .. £261 
Crompton & Co... 279 | E. F. Moy, Ltd... oe .. 849 
British Westinghonse Co., £356 

L.C.C.—The Highways Committee recommends the acceptance 
of the tender of Mersre. W. Cory & Son, Ltd.. for the removal of 
ashes from the Greenwich generating station for one year, at 18. 5d. 
per cubic yard. 


Mansfield,—The T. C. has accepted the tender of the 
Western Electric Co. for cables, &c., for the extension of the mains 
to Woodhouse. 


Norwich.—The Electricity Committee of the T.C. has 
accepted the following tenders for coal :— 
T. Moy, Ltd.—800 tons of Hucknall Main slack, 14s. 9d. per ton. 
W m. Cory & Bon, Ltd.—6,000 tons of washed peas, 10s. per ton. 
The Electricity Committee has accepted the tender of Messre. 
Brackett & Co., Colchester, for a self-cleaning water screen, at £275. 


Sutton Coldfield,—The Corporation Electricity Depart- 
ment has provisionally accepted the following tenders :— 


Le Blano jet condensing plant and Worthington steel cooling tower.— 
British Westinghouse Electric & Manufacturing Co. 

150-K W. steam balancing generator (with G.E.C. dynamos).— Belliss and 
Morcom, Ltd. 


Walsall.— The T.C. has accepted the tender of Messrs. 
Vickers for a rotary transformer, at 4692; and that of the 
Westinghouse Co., Ltd., for switchgear and connections, at £275. 


FORTHOOMING EVENTS. 


institution of Electrical insere (Yorkshire Local Section).—Saturday, July Ath. 
Visit to the Acton Hall Colliery, Featherstone, Leave Central Station, 


Leeds (L. & Y, Railway), at 2.7 p.m. 


NOTES. 


The Marylebone Bonus,—The Electric Supply Com- 
mittee of the Marylebone Council reports having taken counsel's 
opinion with regard to the payment of a bonus of £519 to officers 
mentioned in a recommendation brought up by it at the last 
meeting of the Council. By an agreement between Mr. Seabrook 
and the Council the former receives a bonus equal to a percentage 
of the surplus revenue of the electrical undertaking, but this is 
subject to a proviso which provides that the Council shall not be 
bound to pay any bonus in respect of any year unless (1) the 
number of units sold increases during the continuance of the agree- 
ment at the average rate of 500,000 per annum, and (2) the average 
price charged during the year in respect of which the bonus is pro- 
posed to be paid is less by 5 per cent. than the average price 
charged in the preceding year. In the year ended March 3lst, 
1912, the Committee states that there was a substantial surplus, in 
respect of which the bonus would have been psyable if the two 
conditions laid down had been complied with. "The condition as to 
the increase in the number of unite was amply complied with, but 
not the condition with regard to the reduction of price, as although 
the average annual reduction since the commencement of the 
agreement exceeds 5 per cent., the actual reduction of last year 
from the preceding year amounted to only 4'41 per cent. In these 
circumstances it seems quite clear that Mr. Seabrook cannot claim the 
bonus. Counsel was accordingly requested to advise (1) whether the 
Council can legally pay the bonus in accordance with the recom- 
mendation of the Electric Supply Committee; (2) whether the case 
‘comes within Sec. 64 of the Metropolis Management Act, 1855; (3) 
generally. The counsel's opinion is that if the Council, after due 
consideration, should decide to psy the bonus, it would be legally 
entitled to do 20, and the Court would not interfere, With regard 
to Sec. 64 of the Metropolis Management Act, 1855, Mr. Seabrook 
is not concerned or interested in & contract with the Council 
within the meaning of the first part of that section, and in counsel's 
opinion, the second part of the section does not apply, for the bonus 
is part of Mr. Seabrook’s proper salary . . . and allowances, for it 
is part of the sum which the Council has agreed to pay him in 
return for his services, On the whole, therefore, he is of opinion 
that the Council may pay the bonus if it thinks fit. As the 5 per 
cent. average reduction in the price per unit was not reached, and 
as an error occurred in respect of an over-credit in the adjustment 
on interest on bank balances, the Committee has decided to withdraw 
its previous recommendation, and has recommended the payment 
of a bonus of £450. 


Fatalities.—An inquest was held at Failsworth Town 
Hall by Mr. W. Sellers, County Coroner, on Friday, on the body of 
George Henry Gibson (56), an electrician, who met with his death 
on the morning of the 17th inst. at Faileworth, whilst working in 
an electrical manhole. 

Henry Gibson, deceased's son, identified the body of his father, 
who, he said, had worked for the Corporation for 17 or 18 years, 


* 
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On the Wednesday morning his father was apparently in good health, 
and witness had never known him to have a doctor. 

John Greenwood, a labourer, said that on Wednesday he was 
working with the deceased, painting and cleaning cables in the 
manhole. At 11.15, while he was above ground, he heard Gibson, 
who was in the manhole, shout “ George!” He looked down, and 
saw that Gibson had his hand оп а red cable covered with rubber. 
Witness pulled deceased off the cable, and saw that he was appa- 
rently dying. He ran for a doctor and other assistance, and when 
he got back with a policeman Gibson was dead. 

The Coroner: Was the deceased wearing gloves 7—No. 

Jas. Walvin, a collier, of Ashton Road, Failsworth, said he helped 
to get the body out of the manhole. 

Mr. Lee, mains engineer to the Electricity Department, said he 
visited the scene about two hours after the accident. It was quite 
probable that Gibson might have had a shock, but not a severe one. 
In that manhole they did not consider it possible for a man in 
ordinary health to receive a shock sufficient to cause death. 
As a matter of fact, they had 30 to 35 men engaged in such 
work as the deceased was doing every day, and they did not consider 
there was any danger, or it would not be allowed. The deceased 
was working in his ordinary boots, though the men had definite 
verbal instructions that when engaged in such duties, they must 
wear rubber shoes. Gibson had been cautioned and reprimanded on 
the 14th inst. for not wearing rubber shoes in a similar box, end 
new shoes had been supplied to him. At 2 o'clock witness tested 
the cables, and found that the voltage was 240, which was normal. 
In answer to a juror, witness said the department did not insist on 
the men wearing gloves, but they did insist on the use of rubber 
shoes. He had never seen a man working without such shoes. 
Witness did not think Gibson got a shock from the cable on which 
he had his hand when geen by Greenwood. 

Dr. Heslop, who made a post-mortem examination of the body, 
was able to tell the jury that death was due to a sudden arrest of 
the act of breathing, which he said might have been caused by an 
electric shock. Both hands were clenched and the lower extremi- 
ties of the body showed marked rigidity. There were no marks of 
burns. He could not account for the arrest of the breathing except 
by the shock. The deceased had a very weak heart. A shock 
would have much more effect on & man in that condition than on 
a man with a normal heart. 

The jury returned a verdict that death was due to a shock and 


suffocation, the result of an electrical shock, and that there was no 


negligence by the Corporation. 


A man named David Roberts was killed, and another man was 
severely burnt, at Messrs. Renton & Fisher's engineering works at 
Bathgate, on 7th inst., through a crane coming into contact with a 
live wire. 

The Blyth Coroner was on Saturday notified of the death at 
Wallsend on Friday night of a boy named Charles Wilfrid Evans, 
A man found the body, near Glover's Row. It was badly burnt 
about the left side of the neck and the left arm and hand, and was 
in contact with a live line. 

At Messrs, Johuson’s wire works, Forge Lane, Bradford, Man- 
chester, on Sunday, Albert Thornton, a young man, newly married, 
of Windermere Street, Ashton Old Road, received a fatal shock 
whilst repairing a dynamo. 

At an inquest at Fenton, Staffs., on Tuesday, it was stated that a 
gang of workmen were putting an iron girder into position at the 
Glebe Colliery, when it came into contact with an electric wire and 
rabbed off the insulating material. A 500-volt current went 
through the unfortunate men to the earth. Edward Roberts, the 
foreman, was standing on an iron plate, and was killed. The other 
men, who were on dry coal-dust, escaped fatal injuries. 

On Wednesday Robert Riches, a labourer in the employ of Messrs, 
Blackwell & Co., contractors, of Westminster, was repairing the 
overhead wires on the electric railway, near Tulse Hill Station, when 
his hand came in contact with a live wire, causing instant death. 


Annual Outings and Sports,—The Linolite Co.'s 
sixth annual outing took place on Saturday, July 13th. The party 
(numbering about 30), which consisted of the works and offiée 
staffs, Mr. A. S. E. Ackermann, engineer and manager, Mr. R. L. 
Matthews, assistant manager, and Mrs, Ackermann, drove from the 
company's offices in Westminster to Kingston, then through. 
Surbiton and Esher to Oxshot, which was reached at noon. 
Luncheon and tea were served al fresco in a delightful garden, with 
а great variety of flowers and fruit at their best. After luncheon 
the party walked to Oxshot Heath, where a keenly-contested 
cricket match was played between the works and office staffs, 
resulting in a victory for the office. After tea the party drove back 
to London. 

On Saturday, July 13th the head office staff and friends of the 
Armorduct Manufacturing Co., Ltd, went for their sixth annual 
outing, a party of between 60 and 70 going, as on previous occa- 
sions, for an up-river trip. Boarding the launch Princess Beatrice 
at Richmond they went to Walton, luncheon being served en route, 
In the afternoon during the return to Richmond tea was served, 
and shortly after 8 p.m. the company sat down to dinner at the 
Greyhound Hotel. Several toasts were drunk, and an impromptu 
concert was held. Mr. Marchant, the secretary. proposed the toast of 
the managing director, and Mr. Schmahl responded, calling atten- 
tion to the fact that their staff had doubled in five or six years. 

The annual outing of the White Electrical Instrument Co. took 
place in propitious weather on Saturday last, Brighton being the 
place visited, and a most enjoyable day was spent. Dinner was 
served at the Royal Pavilion Hotel. In replying to the toast pro- 
posed by Mr. T. Johnson of The Health of Mr. White and the 
continued Prosperity of the Firm," Mr. White referred to the many 
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advantages given by the new works, and attributed the increasing 
Prosperity of the firm to the special facilities and up-to-date 
appliances they now possessed. | 

Upwards of 40 employés of Electrical Installations, Ltd., spent 
their annual outing on Saturday last, 20th inst, at Ramsgate. 
Luncheon was served at the Victoria Hotel. The afternoon was 
taken up by a brake ride through the country to Minster, where 
tea was served at one of the well-known tea gardens. The 
weather was all that could be desired, and a very enjoyable day 
was spent. | 

The Grantham employés of the Urban Electric Supply Co., 
Ltd., accompanied by Mr. J. E. Edmonds, went for their annual 
outing to Yarmouth on Saturday, and were joined by members of 
the Cromer staff 


М.Е. Tramway Sports,.—On Thursday afternoon last 
week the M.E.T. Athletic and Social Club held its annual athletic 
sports meeting at Oakleigh Park, Whetstone. This is the fifth of 
these annual events, and this year, for the firat time, the Tufnell 
Park Athletic Grounds was not the place of meeting. The change 
to Oakleigh Park was more than justified by the very large gather- 
ing of members and friends of the club and their wives and 
children. The club is a strong and excellently organised Institu- 
tion with a membership of about 600. It has cricket and football 
sections, recreation rooms provided by the company and equipped 
for billiards, &c., by the club, and a military band, whose perform- 
ances at the Alexandra Palace have already received praise in these 
columns. In the cricket section a challenge shield has been pre- 
sented to the club by Mr. W. E. Hammond, traffic manager, to be 
competed for by the different branches ; and in the football section 
Mr. A. H. Pott, the chief engineer, has presented a challenge shield 
for a similar competition. Among those present on the ground last 
week were Messrs. A. L. Barber (secretary to the company and 
chairman of the Sports Committee), W. B. Bruce, W. E. Hammond, 
Gordon C. Innes, R. Johnston, J. McLeod, A. H. Pott, O. Robson 
and B. G. West, all of whom acted a3 judges, and Mr. W. P. Sparks, 
who acted as time-keeper and handicapper. The aforesaid military 
band, under Bandmaster E. Wallace, rendered efficient service during 
the carrying out of the very interesting programme of eventa. 

The latter included running and walking races, potato race, 
three-legged races, tug-of-war contests between the several 
branches of the Club, in which the men competed with an 
earnestness and determination which it was good to witness, this 
good old-fashioned sport sustaining both a keen and prolonged 
interest. and at times excitement; a veterans’ handicap, races for 
the ladies, and for little boys and girls, and many other events, giving 
aD opportunity for members and their familiea, even down to 
youngsters of five years of age, to demonstrate their abilities, We 
were going to mention "all the winners,” but space fails us, The 
Programme wound up with a Fire Drill Competition. and a 
consolation race. In the former, the competing teams were the 
Finchley, Wood Green, Edmonton, Hendon, and Stonebridge 
branches, also shops and staff. In the result “Wood Green" 
succeeded in winning the Challenge Cup from “ Finchley,’ who 
had previously held it. A highly euccessful day wound up with 
the distribution of prizes by Mr. Henry Burt, J.P., the vice- 
chairman of the Middlesex County Council, and chairman of the 
Light Railways and Tramways Committee of that Council. Mr. 
Burt was first introduced by Mr. James Devonshire, the president 
of the Club, after which he, in a short speech, complimented the 
competitors on the close finishes, and the keen sportsmanship dis- 
played by the members of the Club, 


The Proposed Engineers’ Club, Manchester,—A 
general meeting of those who had intimated their desire to join 
the proposed Manchester Engineers’ Club was held in the 
Memorial Hall, Manchester, on the 16th inst. Mr. Daniel 
Adamson was elected chairman, and Mr. A. L. Green secretary 
(pro tem.). The chairman reported that the number of applications 
for membership exceeded 500, which was the figure suggested in 
the original circular issued by the Provisional Committee. It was 
unanimously resolved :—(1) To form an Engineers’ Club; (2) to 
elect a committee of 12, with power to add ; (3) to extend the date 
for applications as original members without entrance fee up to 
the end of July. The following are the names of the gentlemen 
elected to form the Committee, viz. :—Mr. Daniel Adameon, Mr. 
Julius Frith, Mr Henry N. Allott, Mr. Geo. Hughes, Mr. A. E. L. 
Chorlton, Mr. G. Layton, Mr. R. H. Clayton, Mr. Frank Nasmith, 
Mr. Wm. Cramp, Mr, S. L. Pearce, Dr. G. J. Fowler, Mr. J. H. 
Stubbs, : 


Educational Notes. — NORTHAMPTON POLYTECHNIC 
INSTITUTE, LONDON, E.C.— Full day courses in mechanical and 
electrical engineering, and courses in technical optics, commence 
on September 30th. For further particulars see our advertisement 
pages in this issue. 

UNIVERSITY OF LONDON, KING's CoLLEGE.—Notice is given in 
our advertisement pages of a series of advanced lectures in 
engineering to be given nextsession. The following subjects will 
be dealt with : — (1) Internal-Combustion Engines, Petrol and 
Kerosene Engines ; (2) Applications of Chemistry to Engineering ; 
(3) Eleotrical Traction; (4) Irrigation ; and (5) Design, Organisa- 
tion and Operation of Central Electrical Stations. 

Àn announcement is also made regarding courses of study in the 
Faculty of Engineering. 


Legal.—Conpuits ror Canapa.—At the Birmingham 
Assizes last week, Mr. Justice Avory and a special jury heard the 
case of the Perfecta Seamless Steel Tube and Conduit Co., Ltd., +. 
Veritys, Ltd., in which plaintiffs sought to recover £345, the price 
of goods supplied. Defendants pleaded that the goods were not 
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delivered within the 14 days specified in the contract ; that they 
were not in accordance with the ifications ; and that they were 
not of & marketable quality and saleable in Canada. "They counter- 
claimed £178 for expenses and loss of profit ; £66 for loss of freight 
and insurance, and £104 for loss of profit. After a hearing extending 
over two days, his Lordship summed up. According to a report in the 
Birmingham Daily Post, hesaid that the only question for the jury was 
whether the goods supplied were in accordance with the contract 
of May 23rd, 1911. “He did not see any ground whatever for 
imputing to either of the parties any want of honesty. He saw no 
cause for imputing to the defendants that they were trying to get 
out of payment for that which they ought to have paid for, or, 
on the other hand, to the plaintiffs, that they had not put forward 
this claim in the perfectly honest belief that they were entitled to 
be paid for the goods. His Lordship quoted a letter written by the 
plaintiffs before the order was given, in which, whilst willing to 
guarantee the tubes as complyiug with the Canadian underwriters’ 
specifications, and to submit the goods to inspection to satisfy the 
defendants as to that, they declined to undertake that the tubes 
should pass the inspection of any inspector of the Fire Under- 
writers’ Board in Canada. The ground for this stipulation was 
stated as being that some of these inspectors represented American 
fire offices, and were biased in favour of American manufacturers. 
His Lordship went on to вау that he did not think the defendants 
were entitled to reject the tubes on the ground that an American 
or Canadian inepector had refused to passthem. The fact that a 
Canadian inspector, who might be presumed to be honest, had re- 
fused to pass the tubes was evidence for their consideration, but 
it was evidence only, and could not in itself be conclusive of the 
rights of the parties in that case. The broad lines upon which the 
defendants appeared to object to paying for the tubes was that the 
enamelling was defective, and that the inside was not sufficiently 
amooth.” The jury, after lengthy deliberation, were unable to 
agree, and they were discharged. 


Appointments Vacant,— Assistant installation inspector, 
for the Shanghai Munici Council (£25 per month): evening 
class teacher in electri engineering at the Leeds Technical 
School: chief assistant engineer (£180) and draughtsman (55в.), 
for the Coventry Electric Tramways ; assistant telegraph engineer, 
for the Federated Malay States Government (£360 and £75 duty 
allowance). See our advertirement pages to-day. 

The Birmingham Electric Supply Committee, in its report to 
be presented to the City Council on July 30th, is recommending 
the appointment of an assistant to Mr. Chattock, as constructional 
engineer. The commencing salary is to be £400 per annum, rising 
to a maximum of £500 per annum at the discretion of the 
Committee. 


The Dundee Meeting of the B.A.—According to 
Press announcements we gather that the following are among the 
matters that are to come before the meeting of the British 
Association, which opens at Dundee in the first week in 
September :— | 

Mr. B. P. Haigh, B.Sc., on "A New Machine for Alternating 
Load Testa." 

Prof. Coker on Optical and Electrical Methods of Determining 
the Stress Distribution in Springs and Other Bodies." 

Prof. A. E. Kennelly on “ Telephone Circuits.” 

Dr. T. F. Wall on " The Hysteresis Loss in Iron due to a com- 
bined Pulsating and Rotating Magnetic Field," the paper 
bearing on the subject of commutator motors. 

Prof. E. Wilson on Magnetic Hysteresis.” 

Mr. R. S. Whipple on a New Coal Calorimeter.“ 


It is also stated that Dr. J. A. Fleming will open a discussion on 


wireless telegraphy, and Messrs. Dugald Clerk and Holzwarth (of 
Mannheim) one on the gas turbine. 


A Model Home.—Through the courtesy of the directors 
of Gidea Park, Ltd., we were recently enabled to inspect the model 
house which is on view at the Latin-British Exhibition, Shepherd's 
Bush, W. The house is a replica of a number which have been built 
at Gidea Park, near Romford. The rooms are furnished in the 
styles of different periods, and suitable electrical fittings have been 
aupplied by Messrs. Veritys, Ltd. The dining and living rooms are 
illaminated by artistic candle fittings, the three bedrooms by two- 
light pendants and single bracket fittings, while in the hall are two 
ceiling lights. 

We understand that there is at present no electric supply at 
Gidea Park, but powers are being sought by the company to erect 
a generating station to supply the estate, and to supply electricity 
to the town of Rom ford. 


Copper.—Noticing a reduction in price of this metal, 
one naturally looks for increased supplies, and the figures in 
Mesars. Merton’s mid-monthly circular in the preeent case bear out 
the theory. The stocks in England and France, and afloat from 
Chile and Australia on July 18th, stood at 43,339 tons, an increase 
of 1,746 tons over the quantity registered for June 29th. Of 
this 1,355 tons are at Havre, and a further 825 tons increase in 
Chile shipments outweighs the 200 tons decrease in Australian, 
and the withdrawals from English ports. Rotterdam has, however, 
dropped 550 tons, and Hamburg 249 tons, so that the change in 
quantities may be local. The American supplies showed a drop of 
2,358 tons from the end 8? May to the end of June, and the world's 
supplies 5,353 tons for the same period. Turning to detailed supplies, 
we find North America to Europe considerably below average, Spain 
and Portugal also low, Chile well above, and Australia also high. 
Deliveries are unusually low, which may possibly be due to the 
modern conditions under which a surplus of willing hands results 
in no work being done. Z2 dE E 
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OUR PERSONAL COLUMN. 


Zhe Editors invite electrical engineers, whether connected with th 
technical or the commercial side of the profession and industry, 
also electrio tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW vosted as to their movements, 


Central Station Officials, —Mn. R. S. Jinn, late 
assistant engineer at Fareham, has taken up an appointment as 
station superintendent under the Chichester Electric Light and 
Power Co., Ltd. 

The Mansfield Council has adopted the recommendation of the 
Committee that the ealary of the engineer be increased from £275 
to £300 per annum. | 

It is recommended by the Stepney Electricity Committee that 
MR. W. Youna be transferred to the official staff of the Council 
and appointed as resident electrical engineer at £275 per annum, 
rising in 12 months fo £300, together with residence, coals, water 
and light at 27, Osborn: Street. 

Mr. PLOWMAN, shift engineer to the Poplar undertaking, has been 
placed under the Scale V of the Council's grading scheme at а com- 
mencing salary of £150, rising by annual increments of £12 108. to 
a maximum of £185 per annum. 

The Hampstead B.C. has given consent enabling MR. CoUZENS to 
act as consulting engineer to the West Ham Corporation for a period 
not exceeding six months. 


Tramway Officials, —The Leith Council has resolved to 
increase the salary of its tramway manager by £50 this year. and 
by £25 per annum in each of the two succeeding years. 


General.—On Friday evening, 19th inst., at the Criterion 
Restaurant, Devonport, a smoker and musical evening was held, at 
which a presentation was made to Mr. F. O, TROTMAN, the mains 
and distribution supervisor of the electrical engineere' department 
of H.M. Dockyard, Devonport, in recognition of his marriage, 
which takes place to-morrow. Mr. P. J. Watts, the first assistant 
to the electrical engineer, presided, and tendered the best wishes of 
the chief electrical engineer, Mr. Z. H. Kingdon, who was unable to 
be present, and also of Mr. E. E. Benham, first aesistant to the 
electrical engineer, who was unfortunately ill, and also of Mr. G. R. 
Battle, second assistant to the electrical engineer, who was also 
unable to be present. Mr. Watts referred appreciatively to the 
services of Mr. Trotman since he had been in the department, and 
wished him and his consort every happiness. Mr. Trotman 
suitably responded. The presents included a large silver tray 
(suitably inscribed), silver forks and spoons, silver-mounted pipe, 
and an autograph album containing the signatures of the 
subscribers | 

Мв. ALFRED STILL, who left England in the early part of Jast 
year to take up the position of electrical engineer to the Lake 
Superior Power Co., of Sault-Ste-Marie, Ontario, Canada, has lately 
been appointed chief electrical engineer to the mining department 
of the Algoma Steel Corporation. His headquarters will be at 
Magpie Mine, Ontario, where he will have charge of the very com- 
plete and up-to-date electric power equipments at the various 
mines controlled by the company, and will also be responsible for 
the completion and operation of the 4,0^0-H.P. hydro-electric 
generating station connected to the mines through an 18-mile 
three-phase overhead transmission. Mr. Still is an Assoc. . Inst. C. E. 
aud & member of both the American and British Institutions of 
Electrical Engineers. He is the author of books on electrical 
engineering subjects, and a frequent contributor of technical 
articles to the electrical journals. 

MR. JOHN MURRAY CRAWFORD, A. M. I. E. E., late of the Engineer- 
ing Department of the British Post Office, has just sailed for 
Melbourne to take up the position of assistant electrical engineer 
in the Postmaster-General's Department, Commonwealth of 
Australia. 

According to Indian Engineering, Mr. M. G. SIMPSON, electrical 
engineer-in-chief, Telegraph Department, has left Simla for Cal- 
cutta 

Мв. R. R. G. MANN, A. C. G. I., has recently been appointed pro- 
visional telegraph officer in Southern Nigeria at a salary of £360 
per annum, and he sails for West Africa on July 31st. After being 
54 years with the Eastern Telegraph Co., Mr. Mann spent a year nt 
Finsbury Technical College and entered the City and Guilds 
(Engineering) College as a second-year student in 1910. At the 
close of the past session be was awarded the diploma of the College 
(A. C. G. I.) in electrical engineering. 


Obituary. —The death is announced, at the age of 73 
years, of Mr. HENRY LEA, M. I. C. E., senior partner in the firm of 
Henry Lea & Son, Bennett's Hill, Birmingham. : 

HENRI POINCARE.—The lamented death of Prof. Poincaré, on 
July 17th, has removed from us one of the most eminent mathe- 
maticians of the age, whose influence, especially in France, where 
he was Professor of Mathematical Astronomy in the University of 
Paris, was very great. The original work which he accomplished 
is worthy to rank with that of Kelvin and Heaviside, and his 
investigations in connection with Hertzian waves and wireless 
telegraphy, as well as the electromagnetic theory of light and 
electrical oscillations in general, are of permanent value. His 
genius covered the whole range of mathematical physics, and his 
breadth of view, doubtless due in part to his early training as а 
mining engineer, enabled him to link together subjects of the 
widest dissimilarity. His age was only 58 years. 
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CITY NOTES. 


Electric Construction Co., Ltd. 


SIR IRVING COURTENAY (chairman) presided at Winchester House, 
E.C., on July 18th, over the nineteenth annual general meeting of 
the above company. 

The CHAIRMAN first referred with regret to the death of Mr. 
W. S. B. McLaren, M.P., who was the chairman of the company for 
five years, and moved a vote of condolence with Mrs. McLaren, 
which was passed in silence. 

In moving the adoption of the report (see ELECTRICAL REVIEW, 
page 64), the CHAIRMAN said the directora had done him the 
honour of electing him to the chair. and, while he had great hesi- 
tation in accepting office, he was influenced by the fact that they 
had a managing director who devoted his whole time to this com- 
pany's business and its allied undertakings. He appreciated the 
honour highly, and no effort would be spared on his part to dis- 
charge efficiently the duties which devolved upon him. He had 
peculiar pleasure, on the first occasion of presiding at the general 
meeting, in presenting accounts which showed a net profit 
approaching that of their earlier years. Indeed, on comparing 
the results of last year with the past. he was somewhat surprised 
to find that the net profit earned exceeded some of the years when 
they distributed a larger dividend. After the protracted period of 
depression through which they had passed, however, the board felt 
that they were consulting the best interests of the company in 
providing liberally for reserves, and they therefore recommended 
the distribution of 31 per cent. on the ordinary shares, as compared 
with 21 per cent. last year. As stated in the report, the works had 
been fully employed throughout the vear (the number of machines 
produced again forming a record), and he was pleased to say that 
their products continued to enjoy their reputation for high-class 
design and workmanship. They were steadily increasing their 
exports to foreign markets., and the growing demand for 
electrical machinery at home warranted them in expecting a 
continuance of the enhanced profits earned during the past two years. 
Notwithstanding the general industrial unrest which had prevailed, 
the relations with the workmen continued to be of the most satis- 
factory character. Like everybody else they felt the result of the 
coal strike, but, having secured a good stock of fuel and raw 
material, they were able to keep the works going without cessation, 
although considerable inconvenience was suffered and extra expense 
incurred. With the view of economising the supply of fuel during 
the strike, the management at the works introduced what was 
known as the “ one break system," and so satisfactory did this prove 
that it was decided to adopt it permanently. Under this system the 
works did not open until 7.30 a.m., the interval for breakfast being 
abolished. The total number of hours worked per week was now 
50, as compared with 53 formerly, but careful investigation had 
shown that there had been no reduction in the amount of work 
produced, and there was little or notimelost through unpunctuality. 
The change was very popular with the workpeople, and he was 
satisfied that it would tend to confirm the feeling of content- 
ment which was vital to the welfare of such a concern. The 
Insurance Act would involve a considerable increase in their 
standing charges, and whether. as alleged, they would receive a 
quid pro quo in increased efficiency, experience alone would prove. 
However. as behoved every good citizen.they would do all that 
they could to administer the Act in a proper spirit, recognising that 
its principles were sound and that anything that was done to 
ameliorate the conditions of the infirm or unemployed must be for 
the general good. Since the end of the financial year the board had 


redeemed £7,700 of the company’s debenture stock. The stock 


redeemed would be kept alive (like the previous purchases) for the 
purpose of reissue, if required, but this they regarded as only a 
precautionary measure. 
standing was now £175.000, ascompared with £250,000 three years 
ago. Thegradual reduction of the company's indebtedness enhanced 
the value of the preference and ordinary shares, and it was the inten- 
tion of the board, if opportunity offered to reduce still further the 
amount of debenture stock outstanding. Dealing with the accounts, 
there was really very little that he could say. All the items in 
the profit and loss account were strictly comparable with last 
year, the outstanding feature being an increase in income of 
£6,418, while the expenditure had only increased £1,095. This 
proved again what they had always said, that they looked to increased 
overturn for increased profits, seeing that a large volume of business 
could be handled without any material increase in expenses. The 
balance-sheet exemplified their strony financial position. The 
prudent and gradual realisation of the holdings in other companies 
had enabled them to discharge a good part of the debenture debt, 
and the attention to reserves had put them in possession of 
liquid investments which enabled them to view with equanimity 
any recurrence of the acute depression which prevailed a few years 
ago. Of such recurrence there was no indication at the moment. 
He would not attempt to prophesy, but he was entitled to say that 
the prospects for the new year were satisfactory, and they had 
every reason to hope they would come next year with a report as 
good as, if not better, than the one now presented. 

Sik H. C. MANCE seconded the motion. 

Mr. BALL asked how the company’s investments in the Madras 
Electric Tramways Co. and the Electrical Power Storage Co. now 
stood. 

MR. Jas. GRAY (managing director) said the company's holding 
in the Madras Electric Tramways amounted at the date of the 
accounts to something like £17,500, but since the close of the 
accotints they had reslised part of their holding. They were only 
interested in the 6 per cent. cumulative preference чан but the 


The total amount of debenture stock out- 


company had paid 2 per cent. on its ordinary shares. Their holding 
in the Electrical Power Storage Co. was valued in the books at 
approximately £55,000. They had received no div idend from that 
concern for the past two years. 

The report was adopted, and the retiring directora and auditors 
were re-elected. 

Мв. P. E. BEACHCROFT, on behalf of both the board and the 
shareholders, proposed a vote of thanks to the staff and employés of 
the company for their services during the year. He remarked that 
there were two essential qualifications for the success of & manu- 
facturing company, viz., efficiency and good management, and the 
first was dependent on the second. They had a managing director 
who threw his whole heart into the work week in and week out, 
whilst under Mr. W. Bullock, their works manager, they had a 
technical staff which he considered second to none in the electrical 
industry of the country. They had also in Mr. Willock, their secre- 
tary, a man who not only devoted his energies to the secretarial 
work, but also went into the highways and byways and compelled 
orders to come in. Last, but not least, they had a bond of good 
feeling and harmony existing between employer and employé which 
in these days of industrial unrest was so essential for the successful 
carrying on of the business. He believed unless anything unfore- 
seen happened, that the current year would be more successful than 
the past. 

Мн. JOHNSON, 88 a shareholder, seconded the motion, and said 
that having watched the progress of the company for the last 20 
years, he was glad to see they had emerged from the dark days 
owing to successful management at both the offices and the works, 
and were now again in the forefront of the electrical industry. 

The motion was carried and acknowledged by MR. J. GRAY, who 
said that the staff would continue to give their best services to the 
company with the knowledge that their efforte were appreciated. 


Lanarkshire Tramways Co. 


THE directors’ report for the half-year ended June 30th, 1912, 
shows that the revenue was £37,101, and the expenses were 
£21,173, leaving £15,627, less contributions payable to local autho- 
rities, £822; interest on debentures, £901; interest account, 
£621 = £13,248, plus £1,385 brought forward, leaving a balance 
of £14,633. which is to be disposed of as follows :— £9,432 to divi- 
dend at the rate of 5} per cent. per annum for the half-year on the 
issued capital. carrying £5.200 to revenue new account. The 
traffic receipts for the half-year show an increase of £565 and the 
expenses an increase of £2,113 as compared with the corresponding 
half-year of 1911. The traffic receipts were considerably affected 
by the coal strike, and it is estimated that but for the strike 
the takings would have shown a further increase of fully 
£2,500. The directors have arranged that in the event of 
the Lanark County Council obtaining powers to construct 
the uncompleted lines authorised by the 1903 Order, the County 
Council will construct the same and the company will work 
them, paying interest to the County Council on the amount of the 
cost of construction. The arrangement also provides for the 
County Council and other local authorities purchasing the com- 
pany's undertaking at any time before 1928 at a price to be agreed 
upon with the company, but should this option not be exercised 
within two years from the opening of the new lines for public 
traffic the company will purchase the new lines from the County 
Council at cost price. The director& will, as usual. provide for 
depreciation in the accounts to December 31st next. 


Prospectuses,— The Egham and Staines Electricity Ch., 
Lid. — The list was to close yesterday in an issue of 1,000 parti- 
cipating 5 per cent. cumulative preference shares, and 1,000 
ordinary shares, all of £5 each offered at par, in all £10,000. A 
new station equipped with two Diesel engine sets of 100 KW. each, 
to the designs of Messrs. Handcock & Dykes, was completed in 
February last. The money is required for providing for the capital 
expenditure necessary to meet the growing demand. 

Buenos Ayres Lacroze Tramways Co.—The list closes to- -morrow 
(Saturday) in an issue of £500,000 5 per cent. consolidated mort- 
gage debentures. The expansion of the business renders farther 
works necessary, and the proceeds of the issue will go to the pur- 
chase of rolling stock, additional car-sheds and repair shops, 
extensions, and other improvements. 


Metropolitan Railway Co, — The directors announce, 
subject to final audit, a dividend upon the ordinary stock for the 
past half-year at the rate of 14 per cent. per annum, carrying 
forward 4 4.500 to the next half- year's account, and placing £7,500 
aside for electrical renewal and depreciation. 


Great Northern and City Railway Со. — The report of 
the directors, according to the Timex, is very satisfactory, as, for 
the first time for several years, the company is able to pay the full 
dividend on its debenture stock without any outside help, and to 
carry a small balance forward. The number of passengers carried 
shows an increase of 532,716, and the receipts an increase of £2,613. 
The expenses show an increase of £1,140 ; the largest item is under 
“locomotive generating power," in which there ів an increase of 
£897 for coal. e 


Central London Railway Со. — The directors announce 
dividends ata rate of 3 per cent. per annum on the ordinary stock, 
at the rate of 4 per cent. per annum on the preference stock, and at 
the rate of 2 per oent. per annum on the deferred stock, leaving 
£23,776 to be carried forward. The dividends a year ago were at 
the кате rates, and the carry forward waa £30,855. 
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Brush Electrical Engineering Co., Ltd, 


Мв. E. GARCKE, chairman, presided on Monday at the offices of the 
Electrical Federation, 1, Kingsway, W.C., over the annual general 
meeting of the above company. 

The CHAIRMAN, in moving the adoption of the report (see 
ELECTRICAL REVIEW, page 104), said he had had the honour of 
appearing as chairman of the company.in three successive years. 
When ke first took the chairmanship, in 1909, he did so in the 
expectation that it would be only for a year or two, for the purpose 
of assisting to carry out à much-needed rearrangement of capital. 
He was sorry, however, that the delay in bringing about this 
desirable change had been greater than he anticipated, but the 
progress towarde & better state of things, although slow, had, never- 
theless, been very clear and definite. For 1909, their gross profits 
were just under £20,000 ; for 1910, they were over £28,000, and 
last year (1911) they were £35,500, and the standing charges, which 
were very materially reduced three years ago, had only gone up by 
about 4 per cent. although the gross profits had very nearly 
doubled. Four years ago, the directora had to record a loss on 
working for the year of close on £40,000. The following year the 
loss was about £20,000. Last year they reported a loss of £10,800, 
and this year they showed a loss of £5,688. They had, therefore, 
made steady progress during the past four years, although of a 
negative kind. If they continued their progress iu this way, there 
was reasonable hope that the accounts for the current year 
would, at any rate, show an equilibrium between profits 
and expenses, including all debenture interest and other 
charges. The directors, therefore, considered ‘that the present 
time was opportune for .carrying out the long-delayed 
reorganisation of the capital account, and the accounts 
had been made up with the view to showing what, in the 
opinion of the directors, should be the reduction of capital. When- 
ever this matter had been mentioned at previous meetings the view 
had been expressed by the shareholders that the reduction of 
capital when made should be drastic, so as to avoid the necessity of 
the operation being repeated. He hoped shareholders would agree 
that the writing down which the directors proposed, or that they 
indicated, was as drastic and as complete as was practicable. To 
do more than they proposed would, they thought, be asking the 
shareholders to make an unnecessary sacrifice, The company had 
in the past been confronted by many difficulties, and it had 
weathered many storms, and he had recollections of the company 
having enjoyed periods of prosperity, and saw no reason, whatever 
why shareholders should not look forward to the company enjoy- 
ing some measure of prosperity again ; at any rate, it was the duty 
of all concerned to combine in the endeavour to carry the company 
through its present difficulties with a view to its again becoming 
prosperous. They proposed to carry out a reduction of capital so 
as to place the balance-sheet on a proper footing, and to write off 
the accumulated loeses of the past years, in order that the profits 
which they hoped to make in future years might be available for 
distribution as dividend to the shareholders, and simultaneously 
they proposed to raise a little further capital, во as to discharge 
the outstanding loans and to provide some working capital. 
They had raised some temporary loans and had given 
& second prior lien charge as security, but these loans 
and this charge would be merged or disposed of in some 
way in the new arrangement. The problem of raising fresh 
capital was not an easy one, and, in order that they might be able 
to submit a scheme to them with a prospect of their being able to 
accept it, they suggested that a committee of shareholders and 
debenture-holders should be appointed in order to confer with the 
directors on the scheme, which they were prepared to submit to 
and discues with such Committee. They had invited shareholders 
who were willing to serve on the Committee to communicate with 
them, and they proposed to ask the shareholders to appoint as a 
Committee all the gentlemen who had expressed their willingness 
to serve. This would make rather a large Committee, but, having 
asked gentlemen to come forward, it would be better that all 
should be appointed rather than that they should discriminate 
between them. They were Мевегғ. F. J. Marchmont (solicitor), 
Wm. Parker (representing several trust companies), Wm. Geipel 
(electrical engineer), J. J. Bisgood (manager of Edinburgh Life 
Office), Gerard H. Perryn (civil engineer), R. V. Greene, J. G. 
Lorrain (engineer and patent agent), and C. H. Dade (manager of 
the British Electric Traction Co.), with Mr. J. B. Braithwaite 


(of Messrs. Foster & Braithwaite) and Mr. J. Cecil 
Bull to represent the debenture-holders, In 1911 the 
benefit of reviving trade was felt generally in the 
engineering industry. Better business, however, brought 


with it the usual accompaniments of labour troubles, The railway, 
strike in August, 1911, had effects altogether disproportionate to 
the period of ite duration. Other local strikes followed, and in the 
spring of the present year the coal strike and a general strike of 
steel moulders in the Sheffield district were severely felt. One of 
the resulta of these strikes was that in many branches, and particu- 
larly in the iron and steel industries, the various works were much 
behind with deliveries, and it was very difficult to carry out time 
contracts. The moral of this was that buyers should in their own 
interesta endeavour to place their orders well ahead of the actual 
requiremente whenever possible, instead of, as was too often the 
case, leaving them over until the machinery was urgently wanted. 
He was glad to say that there were signs that buyers were 
beginning to realise the importance of doing this, and they had 
lately booked orders for delivery asfar forward as inthe latter part 
of next year. He waspleased to say also that the prices of steam and 
electrical machinery were stiffening somewhat, although they were 
still far below what was required to give the manufacturer a 
reasonable return—having regard to the highly skilled .character 


of the work. and the unavoidable risks of the business. Prices of 
commodities were going up all round. Coal was 28. to 3s. per ton 
higher, and other raw and partially finished materials showed 
advances. All manufacturers of electrical machinery would have 
to follow suit, because their profit margins were already so narrow 
that they would not be able to stand anything in the way of 
increased cost. On the other hand, they must not forget 
that increased prices would strengthen the competition from 
abroad, so long as they admitted the manufactured imports free of 
duty. In the report, reference was made to the great advance in 
popularity of the steam turbine. This advance had been so marked 
that the turbine now practically held the field where large 
generating units were required, They had now been building 
turbines for a good many years, and had latterly had more orders 
than they could conveniently deal witb. having regard to the 
abnormal conditions which he had already explained. They 
furnished these turbine sets, not only for central power stations, 
but also for many industrial applications, and they had them in 
successful operation so far away as Japan, New Zealand, South 
America, and South Africa. The demand for plant of this 
description appeared likely to increase, and they were very desirous 
of being able to take full advantage of the favourable position they 
occupied as makers of turbine machinery. On the rolling stock 
side, they had an improved turnover in 1911, and he was glad to 
report that the orders in hand, and in prospect. were satisfactory. 
They had executed, and had in hand, important contracts for main- 
Jine passenger and freight rolling stock for Brazil. Siam, Egypt, 
and Chile, and had just been successful in securing an order for 
coaches for the Central London Tube Railway. Tramcar orders in 1911 
were not good, but there had been an improvement during the present 
year, and they were now fairly busy in that department. They were 
also building motor-omnibus bodies for all the leading companies, 
including the London General Omnibus Co., the Tramways (M.E.T.) 
Omnibus Co., the Central Omnibus Co., British Automobile Traction 


Co., and this wasa branch of business in which they looked for an 


increasing demand. He could speak to them at great length on 
the general condition of the electrical industry in this country ; on 
the legislative obstacles which had been placed in the way of its 
development ; on the frequent recurrence of labour troubles; on 
the absurd encouragement of competition from abroad, with con- 
sequent reduction of profit leading to still keener competition 
among the home manufacturers. He might also say something 
about the ever-increasing rates and taxes, but he would only have 
to repeat what had been already stated on former occasions, All 
they could do was to continue to the best of their abilities along 
the path of their duty in the full conviction that improvement in 
the conditions must follow, and while they were grateful to the 
shareholders for the patience they had shown, they hoped that an 
early improvement in the position would reward them for their 
forbearance, and diminish some of the anxieties and troubles 
which directors and officers carrying on an electrical manu-: 
facturing concern in this country experienced. 

Mr. W. L. MADGEN seconded the motion. 

Mr. BusH pointed out that the gross profits were £35,000 odd, 
which seemed very small, considering the large capital the company 
had. He did not know what the percentage of gross profit was, 
but he assumed. in a manufacturing business like theirs, they would 
want 25 to 35 per cent, which would give a turnover of £150,000. 
But even with a turnover of £200,000, the amount of gross profit 
was ridiculously small with the capital of the company. He saw 
the chairman smiling, which probably meant that their turnover 
was much greater, but if so it was obvious that they must do the 
work at very low prices and probably some at а lors, He suggested 
that the directors might consider theinadvisability of taking so much 
work if they were doing it at a logs, and considered the shareholders 
should be told what relationship the gross profit bore to the turn- 
over. The chairman had given no details of the suggested 
re-organisation of capital, and it appeared to him that what was 
really required was a re-organisation of management. He failed to 
see how the re-organisation of capital could give them bigger profits; 
what they wanted was more profitable business. 

The CHAIRMAN said the turnover was much greater than that 
mentioned by Mr. Bush, whilst the profits were very much smaller 
than they considered reasonable. Their complaint was that the 
profits were so small owing to the reduction in prices over which 
they had no control. The prices for the commodities were deter- 
mined by competition which was very keen. They were opposed 
to the competition of powerful manufacturers abroad who had 
protection in their home market and who were able to dump their 
goods into this country at a low price. It was true that the 
foreign importation was not so big as it was because the low prices 
had made the business unprofitable, but the moment they put up prices 
they would bring in foreign goods again. They were doing a large 
volume of business, and the management was most careful, but the 
margin of profit was very small. They were bound to take a large 
volume of business to cover standing charges. 

Mr. ABBOTT remarked that the most prosperous time the com- , 
pany had was when they had a profit-sharing scheme with the 
employés, and he suggested that the directors might consider the 
advisability of re-establishing such a scheme. 

Mr. CATHCART thought they stood a chance of the ordinary 
capital being further wiped out by reconstruction. It seemed to 
him that £19,000 for administrative expenses was very high, whilst 
£4,250 for advertising and London expenses appeared very large. 

The CHAIRMAN said advertising experses were higher that year, 
owing to their having taken a stand at the Olympia Exhibition 
Still, if they did not advertise, they could not attract the business 
they required, and they did not spend more on advertising than 
other firms. He admitted that the expenses seemed high in com- 
parison to the profits, but if they could once increase the rate of 
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profit, then all the figures would assume their right proportions. 
He was afraid that employés would not appreciate a profit-sharing 
scheme when there were no profits, but the board would consider 
the question, although it was not an easy one. 

Mr. R. V. GREENE withdrew his name from the suggested Com- 
mittee, in view of the number who were prepared to serve, and 
remarked that it did not seem fair that the British Electric 
Traction Co. should have such voting power as to have practical 
controlof the company. It seemed to him that they would be 
liable to & reduction of capital in respect of the prior lien bonds 
issued some years ago. 

The CHAIRMAN said the scheme was by no means cut and dried, 
and he thought it better to refrain from mentioning what was in 
the minds of the directors until they met the committee, when they 
could thoroughly discuss the whole matter. Afterwards the share- 
holders would have an opportunity of expressing their views, He 
did not quite know what Mr. Greene meant by his reference to the 
British Electric Traction Co. That company were large share- 
holders, but they were no more. 

Mk. GREENE said what he meant was that if the whole of the 
other shareholders were of one mind, they would not have sutficient 
voting power to equal that of the British Electric Traction Co. 

The CHAIRMAN said the B.E.T. Co. had never exercised their 
voting power to the detriment of the company. In fact. there had 
never been any dissension amongst theshareholdera. They were all 
in the same boat, and had to work together. So far from theshare- 
holders having been prejudiced by the association of the B.E.T. Co., 
it was entirely due to the assistance of that company that the 
position of the Brush Co. was not worse than it was. 

Replying to MR. Ronerts, the CHAIRMAN said the British 
Electric Traction Co. held some of the first prior lien bonds, which 
they took up when they were offered by the company, and they 
alto held the whole of the second prior lien bonds, against the 
advance made by them during the year. 

The report was then adopted, and the retiring directors were 
re-elected. + 

Мв. BisG00D said he wanted it to be understood that he was 
going on the Commiteee simply as a private shareholder. The 
Edinburgh Life Co. had no interest whatever in the company. 


Crompton & Co., Ltd. 


THE twenty-fourth annual general meetirg was held on Morday at 
Salisbury House, London Wall, E.C., Mr. John Trotter presiding. 
The CHAIRMAN, in propoeing the adoption of the report (see 
ELECTRICAL REVIEW, page 105), said that when he addressed them 
on the last occasion low prices and the depressed condition of the 
electrical manufacturing industry had produced a state of affairs in 
the company which gave them all cause to take a depressing view 
of the situation, and whilst they did not now consider the results 
which had been obtained in the past year by any means satisfactory, 
still he thought they had turned the corner, and that they were 
entitled to take a more optimistic view of the future. A few words 
might not be amiss in explanation of the tluctuations which had 
appeared in the results of the company. For a good many years 
past the competition in the electrical trade had been very keen, and 
there had been a good deal of cutting of prices. In those circum- 
ftances, to make profits it was necessary that the manufactory 
should be kept well supplied with ordere. With that end in view, 
a considerable amount of contract work was done by the company, 
which in turn brought business to the company's worke. In 1909 
the contract work fell off, and that coinciding with a scarcity of 
orders at the works, resulted in a serious diminution in the gross 
pr fits, which in the year ended March, 1910-11, and the first balf 
of the year under review, were not sufficient to cover expenses. Iu 
order to do the extent ive turnover, which reached its maximum in 
the year ending March, 1908, the directors made temporary arange- 
ments for a loan from the company's bankers until such time as 
further capital could be arranged. Subsequent depression 
made the idea of raising further capital out of the question, 
and the board were compelled to restrict the company's businers 
in certain directions in order to permit of the bank loan being 
reduced. This restriction, which was more particularly in the 
direction of refusing to take on any business which would tend to 
lock up the company's capita), coming at a time when orders on 
more satisfactory terms were few and far between, resulted in 
many orders being taken during that period at a price which left 
but little margin for standing charges. Those standing charges 
were reduced somewhat, but a heavier loss still would have keen 
incurred had the selling staff been further reduced, as the output at 
the works would obviously have drcpped away still more. Scme 
of the business which was taken a year or more ago, when orders 
were difficult to obtain, was completed in tbe first half of the year 
under review, but such business brought little or nothing in the way 
of profit to go against standing charges, and that accounted for the 
bad results obtained in the first half of the year. It was very fatis- 
factory to be able to say that they had come to the end of the orders 
taken under such conditions. The demand for gocds of the com- 
pany's manufacture was steadily improving. That improvement 
was shown in the fact that in the fecond half of the year the results 
were 80 much better, and he was glad to say that, in one department, 
where the want of orders was most severely felt, they had, during 
the first quarter of tbe current year, secured business to a value of 
40 per cent. in excess of the orders secured in the corresponding 
‚ period of last year. The sales of machines covered by the C.M.B. 
patents continued to besatisfactory. It might interest shareholders 
to know that, so far as they had been able to ascertain, the com- 
pany's selling prices were, generally speaking, about the 
average of those ruling in the trade. In some particular 


sizes of machines, that did not quite suit their standards, 
their price came out above the average, but in other 
cases their prices were fairly low, and the increase in the 
orders received during the last few months was pretty good 
evidence that the company's prices were about right. With regard 
to foreign and Colonial business, the directors would of course like 
to see the business abroad increased. In one or two directions 
openings presented themselves at the present time, but in the more 
important markets a certain amount of stock was required to be 
held, and much as they would like to cultivate such markets, the 
directors did not feel justified at present with the company’s 
limited working capital in embarking on such business. At the 
last meeting he told them that there were two contracts in 
dispute. He was glad to say that in one case the dispute had been 
settled satisfactorily in the company's favour without litigation. 
The other case involved a dispute with the Government of India, 
and the matter was not likely to be cleared up for another 12 
months. He was glad to say that the company's relations with 
their customers were excellent, and during a year when there had 
been labour disputes on every hand, it was satisfactory to be able 
to report that their relations with their workmen were all that 
might be desired. He might say that the Insurance Act would 
probably cost them between £800 and £1,000 a year. Turning to 
the balance-sheet, the short term notes which appeared on the lia- 
bility side of the account at £9,375 had been reduced by £3,900 
since March 31st. Sundry creditors had been reduced by £2,000 
during the year, and the bank loan by £4,000, and they were 
within a few months of seeing a further considerable decrease in 
the bank loan. On the other side of the account, plant, tools, &c., 
were reduced by £2,271, due to the usual writing off. Trade 
debtors amounted to £105,555, as against £125,819. That reduction 
was satisfactory, as showing that the policy which was indicated last 
year of concentrating business and not taking orders which would 
tend unduly to lock up capital, had had its effect. In regard to 
the Electric Supply Corporation, it was satisfactory to find that 
the shares of that concern which they had had to hold for so 
many years, had at last paid a dividend and began to show signs 
of life. In the profit und loss account there was an increase of 
£1,200 in trading expenses due to the increased turnover. On the 
other hand, there was a decrease of £1,850 in administration due 
to economies effected in many directions. The gross profit showed 
an improvement of over 334, or £11,000. There still remained 
the disagreeable fact that there was a loss to revenue account of 
£1,500, but that compared with a loss of £14,000 last year. He 
bad great hopes that on the next occasion they would be able to 
show much better results. In the last six months they had 
covered the debenture interest and other charges against revenue, 
and the same position of things was being maintained up to the 
present, and had it not been for the first six months they would 
not have had to show any further increase in the debit balance, 
which was now £58,000, as against £48,000 last year. 

CoL. CLIBBORN seconded the motion. 

The CHAIRMAN, in reply to questions, said that there would be 
various ways eventually of dealing with the company’s finances, 
and amalgamation might be one of them. He did not, however, 
think the present was an opportune time to talk about amalgama- 
tion, because obviously things were on the mend, and they would 
get avery much better price a little while ahead than if they 
attempted to amalgamate with anybody at the present time. 

The report was adopted. 


Austrian Manufacturing Companies. 


THE report of the Austrian Siemens-Nchuckert Works, of Vienna, 
states tbat a considerable increase in the orders took place in 1911. 
The works were employed to the full extent of their capacity, and 
extensions became necessary. Owing, however, to the prevalence 
of keen competition, it was difficult to obtain satisfactory sale 
prices, After placing £58,000 to depreciation, the accounts show 
net profits of £75,000, as compared with £56,000 in 1910, and a 
dividend of 6 per cent. has been declared, being the same rate as in 
thd previous year. The favourable degree of activity has continued 
in the present year, and work is on hand for a long time forward. 
The Ver. Gluhlampen und Elektrizitate Gesellschaft, of Neupest, 
reports that the departments for telephony and railway safety 
appliances were abundantly provided with work in 1911, and the 
existing orders will also assure uniformly good employment in the 
present year. On the other hand, a further decrease in orders was 
experienced by the carbon-filament lamp factory through the 
extended use of wire lamps. The wire lamp factory was «nlarged, 
and the capacity of production was doubled. After allocating 
£14,000 to depreciation, the accounts exhibit net profite of £42,000 
for 1911, as contrasted with £35,000 in the preceding year. It is 


proposed to pay a dividend of 104 per cent., as compared with 9 per 
cent. in 1910. 


Metropolitan District Railway Co.—The directors, 
after setting aside £10,000 as reserve for renewals, recommend a 
dividend on the 4 per cent. guaranteed stock for the past six 
months, at the rate of 4 per cent. per annum, a dividend on the 
first preference stock for the six months at the rate of 44 per cent. 
per annum, and a dividend on the second preference stock for the 
six months at the rate of 2 cent. per annum, as against no payment 


= е corresponding period of last year. The carry-forward is 
£6,300. 


Insurance Amalgamation.—It is announced, says the 
Times, that a provisional agreement has been entered into for the 
acquisition by the Royal Insurance Co. of the shares of the British 
Engine, Boiler, and Electrical Insurance Co., of Manchester. 
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City and South London Railway Co. 


THE ffty-sixth ordinary general meeting of this company was 
held on Tuesday at the oftices, 71, Finsbury Pavement, E.C., the 
Right Hon. C. B. Stuart Wortley, K.C., M.P., presiding. 

The CHAIRMAN, in proposing the adoption of the report (see 
ELECTRICAL REVIEW, page 107), said he did not think they would 
expect him to take up much time in confeesing or explaining that 
this half-year was, and was sure to be, a very different half-year to 
that which they had to discuss a year ago. The events of that 
half-year were unusual, they produced financial results that were 
unusual, and they had to recommend unusual measures for dealing 
with those results. In all the circumstances they might well be 
glad of the foresight that was showed last year, by reason of 
which they stood to-day & good deal better than without it they 
would have done. Gross receipts were down by the large sum of 
£5,947. But that adverse fact was neutralised by the fact that the 
expenses had been kept down, &nd showed a net decrease of £153. 
The result was that the balance to net revenue was down by £5,794. 
That situation was mitigated to the extent of £1,827 by the facts 
that they brought forward from the December, 1911, account, 
£1,027 more than they did from December, 1910, and that they 

to renewal account £1,500 this year as of old, instead of the 
£2,300 that they thought it well to put to that account last year, 
when they had some very exceptional incomings to deal with. 
Charges for interest were less by £612, and this added to the 
£1,827, reduced by £2,439 the decrease on net revenue, and gave 
them a sum available for dividends of £32,694, against the record 
sum of £36,0/9 that they had last year. They had, however, to 
pey more by £949 than they had last year in dividend 
on 1903 preference, with the final result that for dividend 
on the ordinary stock they had less by £4,304 than 
in July, 1911. Paying 10s. per cent. less dividend on the 
ordinary stock would save £3,700, and if they agreed to this 
proposal, it enabled them to recommend a final carry-over reduced 
by no more than £604 from the unusually large sum of £2,798 that 
they carried forward 12 months ago. Compared with what might 
have been expected, this result might well have been worse. The 
June receipts of 1911 were swollen by the extraordinary traffic of 
the Coronation period, and there were no strikes in that half-year. 
The June half-year of 1912 had seen two strikes, one of which 
raised the price of fuel, and both of which interfered with the 
employment of the classes from which their passengers were drawn, 
and reduced their spending power alike on journeys to and from 
work and on excursions in search of pleasure. Then, again, the 
national game of cricket seemed to some extent to be losing popu- 
larity as an attraction to spectators. The matches at the Oval were 
not attended by the multitudes whose fares were formerly so 
-beneficial to their gross receipts. The number of passsengers carried 
was only 12,510,728, against 13,318,622 in the Coronation half-year, 
but was nevertheless greater than in any other June half-year in their 
history. It was too soon to say whether they had got to the worst of 
the omnibus competition. So long as their tramway rivals had not 
the direct access which they had to the heart of the City at the 
Bank, it seemed that there must remain a large and perhaps a 
growing class of people to whom their service was indispensable, 
and whose patronage nothing could take away from them so long 
as they could hold their, own in the matter of speed. It had been 
made known to them already that this important matter of speed 
was occupying their practical attention; and he might go so far 
now as to say that improved speed seemed assured to them as a 
matter of mechanical possibility, and that its realisation was only 
& question of finance. À new subway had been built to give 
access from their own Moorgate Street Station to those of the 
Metropolitan and the Great Northern and City lines. The policy 
of this subway was that of keeping their customer underground 
when they had got him—of giving him facilities for continuing 
his journey without coming to the surface and there encountering 
temptations not addressed to him in the interest of underground 
railways. Their relations with their wage-earning staff con- 
tinued to be as good as they could wish. They 
had benceforward to provide some £500 a year as 
employer's pence under the Health and the Unemployment portions 
of the National Insurance Act. It certainly seemed strange that 
contributions for insurance against unemployment should have to 
be taken from either masters or men in the case of employment 
which was so little casual or precarious as employment under a 
railway company. It was an employment which, subject only to 
good behaviour, a man enjoyed in practical permanence. They had, 
indeed, men now in their employment who had been with them for 
no less than 22 years, the whole period the undertaking had existed. 
He said something last January about his own desire that some- 
thing should happen to them that might remove some of the bad 
effects of competition, and make them partners in some cases where 
now they were rivals and antagoniste. They had doubtless seen 
that the speculating public had chosen to assume that that some- 
thing was much more imminent than it really was. They formed 
that opinion not, as he believed, in consequence of what he said, 
but as ап inference from considerations which were of the same 
sort as those which he had in mind when he spoke. Those con- 
siderations were really the public property of all observant men. 
All he could say was that his colleagues and he remained of the 
same mind now as then, and that he had nothing either to add or 
to take away from what he then said on that point. He could not 
report any newly-arisen prospect, but he could ssy that nothing 
bad happened to close any door or make their position or prospects 
otherwise worse. 

Мв, SEYMOUR GRENFELL seconded the motion. 

Mr. WHITE criticised the management of the line and deprecated 
the expenditure that had been made upon extensions. 


Cor. PERRY said he was in favour of still further extensions if 
the line was to hold its own. He would like to see & branch 
leading direct from Victoria to the Oval. 

Mk. HiGHTON urged the directors to do what they could to give 
an improved service and expressed the hope that when the question 
of accelerating the speed of the trains was taken into consideration 
the board would use less powerful engines, which would enable 
them to run lighter trains in the middle of the day. 

The CHAIRMAN, in reply, said the directors certainly did not 
contemplate any extension to Victoria. With regard to running 
lighter trains, their difficulty was that they had not the facilities 
for breaking up the trains, and they had satisfied themselves that 
it was more economical to continue the present practice rather than 
acquire ground for giving them those facilities. 

The report was adopted. 


Stock Exchange Notices.— Applications have been 
made to the Committee to appoint a special settling day in and to 
grant a quotation to— 

Babcock & Wilcox, Ltd.—Further issue of 830,000 ordinary ahares of £1 each 
fully paid. i 

And to allow the following securities to be quoted in the Official 
List :— 

Georgia Light, Power and Railways.— $2,280,000 first lien 5 per cent. 80-year 
gold bonds of $1,000 each (Nos. 1 to 2,230), and 60,000 common shares of $100 
each fully paid. 

The Committee have appointed special settling days as under :— 

Thursday, August Ilst.—Shawinizan Water and Power Co.—Further issue of 
$1,000,000 capital stock, in shares of 8100 each. | 

Апа ordered the under-mentioned securities to be quoted in the 
Official List :— 

Metropolitan Railway Co.—Further issue of £729,706 consolidated stock, 
and £25,000 34 per cent. convertible preference stock. - 

Shawinigan Water and Power Co.—Further issue of $1,000,000 capital stock 


in shares of $100 each; and a further issue of £205,480 44 per cent. perpetual 
consolidated mortgage debenture stock. 


Metropolitan Electric Tramways, Ltd.—A circular 
has been issued by the secretary relating to a scheme for consoli- 
dating the ordinary and deferred shares. The board proposes the con- 
version of the issued deferred shares into ordinary shares on the 
basis of one fully-paid ordinary share of £1 for four fully-paid 
deferred shares of £1 each, such new ordinary shares to be entitled 
to dividend from January lat next, but in all other respects to rank 
pari passu with the existing ordinary shares. It is stated that the 
average market prices of the ordinary and deferred shares for the 
past year were 188. 6d. and 3s. 6d. respectively. The proposal 
involves the reduction of the company's issued capital to the extent 
of 15s. in respect of each of the issued 314,016 deferred sharee, 
representing £235,512, to which extent the capital of the company 
is unrepresented by available assets. It is also proposed to cancel 
the 185,984 deferred shares which have never been iasued. Meetings 
of the shareholders to consider the scheme have been called for 
to-day, July 26th. 


The German South American Cable.—The ordinary 
share capital of the Deutsch-Sudamerikanische Telegraphen Gesell- 
schaft, of Cologne, is to be increased by £125,000 to £625,000 for 
the purpose of defraying part of the expenditure for extending the 
company's cable from Monrovia гіа Togo to the Cameroons, whilst 
the remainder is to be raised by the issue of & loan of £192.000. 
A financial group headed by the Schaaffhausen Bank Verein is to 
take over the shares at par, and offer them to existing shareholders 
at the price of 105 per cent. The concession for the extension has 
already been granted, and the cable working agreement with the 
Imperial Post Office authorities, which is generally based upon the 
same financial principles as that for the Borkum-Teneriffe-Monrovia- 
Pernambuco connection, is on the point of being completed. 


Vickers, Ltd.—The directors have declared interim 
dividends for the half-year to June 30th of 23 per cent. (less 
income-tax) on the preferred 5 per cent. stock and 5 per cent. pre- 
ference shares, and ls, per share (free of income-tax) on the 
ordinary shares. 


Dublin United Tramways Co. (1896), Ltd.—The 
directors report that the amount available for division is $57,829, 
out of which it is recommended that dividends be paid for the half- 
year at the rate of 6 per cent. per annum, less income-tax, on both 
the preference and ordinary shares. £10,000 is to be set aside 
towards the renewal of permanent way, and £1,000 to accident 
insurance reserve. £11,234 is to be carried forward. 


Liverpool Overhead Railway Co.—The accounts for 
the half-year ended June 30th last, show an available balance of 
£13,528, and the directors have resolved to recommend the payment 
of dividends at the rate of 5 per cent. per annum on the preference 
shares and 2 per cent, per annum on the ordinary shares, leaving 
$4,852 to be carried forward. 


County of London Electric Supply Co., Ltd.— The 
directors have declared &n interim dividend on the preference 
shares at the rate of 6 per cent. per annum, and an interim dividend 
on the ordinary shares at the rate of 4 per cent. per annum, both 
for the half-year ended June and both less income-tax. 


City of London Electric Lighting Co., Ltd.—The 
directors have declared an interim dividend at the rate of 6 per 
cent. per annum (6s. per share) less income-tax, on the ordinary 
shares for the past half-year. 
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„ 5 170 2814 f 88 |i 114,729 + 400 11 E Sao Paulo, at 263}, is four points lower, some criticism having been 
Southend-on-Sea .. | „ 17 | 2,040 |+ 876 16 | 12431 |+ 1/62] 7 |.. directed to the arrangement for amalgamating these two with the 
Bonth | Shields e ЕРЕ v le Sao Paulo Electric Company. British Columbia Electric Railway 
allasey .. ..| „ :0| 2.558 , 199 | 159 18.202 |— 581 | 872] °° stocks аге а trifle easier. The Indian group keeps very firm. A 
. „ 20 Fe + 108 145 0 + Р T. ud a few movements of 1 to 4 have occurred е 0 various bond 
est Ham. ee ” ге ' n ; i i istribut rett А 
Wolverhampton .. | „ 17 | 2,807 |+ 102 | 16 | 16,007 |+ 148 |1876 .. Mur der tee et bid | 1 8 0 Ta 5 Я eer 
| there was a recovery to 53. The market now isa good deal at the 
pem Попово ,, се тоо, mercy of two speculative groups which are pulling іп opposite 
Du in Lucan RI. i 19 5 844 ER 14 à 9255 = 91 a 3 directions. National Telephone Deferred is for the time being в 
G.N. “1 Gis RI . " 2 2 + 55 8 3305 н 5 Hi ee somewhat dull market, results being awaited о a ares 
d Y» | n ALTE ч , р" proceedings. Тһе Third Preference shares have fallen j. ey 
Loud. Els. Ry. Co- hi 20 os = (95 5 82.376 ES 6.288 25 m are to be paid off on July 31st, at par, without prejudice to 
way ..| ~ 20|] 4071 1+ 167| 8 56,898 |+ 328 | 4/6 | .. whatever other rights they may be adjudged to possess. West India 
Me on ED Abe E EE MESH кы ES and Panama Telegraphs again dwindled, bot Anglo-American 
Anglo- tine. . 15 98.960 4 2.706 1, 450,122 4 62011. Deferred, at 25i, is up 1, American Telephone and Telegraph 
1 oo . June 28 15,889 |4 1,662 | .. 976 |+ 18,82 138:81| .. capital stock also being a little better. Eastern Extensions have 
ombey (B.H.T.) .. | „ 31| 8,660 * 240) % | 75410 475 |.. |.- recovered part of their dividend, and a 10s. rise in Great Northerns 
Pr. Columbia R.. no | ou |1 . took the price to 281. Reuters are not во good, easing off to 111. 
Calcutta .. .. July 28 8,069 |+ 84 ee $e doses fres Henley's continue to be in request, and show a rise of i; 
Саре Eleotrio T. Ld. . of | oe Callender's Preference fell 4. Electric Construction Ordinary shed 


c NA June ыб e 9 к 20 15, the fraction being picked up by the Preference. Inquiries for 
дааа. «з ее Joly 15 ae 1 Mb ED rat 18:6 | +75 British Westinghouse 4 per се 5 have 5 5 
са рекете Ж ыы ' | е |e and the price is 2 higher. British Aluminium 5 per cent. nture 
Pee, о о Ede МӨӨ КЛЫ URS went tack 1} after its recent steady шрготё лош. Babcock and 
Wiloox are also duller, the selling coming apparently from the 
North of England and from Scotland, while Dick, Kerrs, at 14, are 
about 2a down. General Electrics maintain their good rise, and 
* Compared with the corresponding period of 111. + One week only. the new Preference shares are 4 premium, this being one of the 

1 Includes horse, steam and other receipts, $ One month, few recent new issues to be materially over-subaoribed. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


N 


ENGLISH ELECTRICITY SUPPLY AND POWER COMPANIES. 


—— — 


or Dividends Closing Rise | Present Btock Dividends Closing Rise | Presen 


= но С) С — ма (0 О O v 


NAME, Quotations | + ог | Yield NAMB, or tor Quotations | + ог | Yield 
Share. July 28rd. | Fall p. o. Bhare. July 23rd. Fall] p. o. 
е |1910. 1911. & s. ё. 1910. 1911. 8 s. d. 
Bournemouth & Poole, Ord. .. 10 9 92— 102 5 2 4 | Kensington & Knightsbridge, Ord 9 9 git at . . | 516 2 
Do. 96 Pref.. ee ee 10 9 — 10 4 10 0 Do. 4% De b. oe oe Stock 4 4 ee 4 4 8 
Do. S cond 6 Pref. Е 10 -6 104— 11 Б 9 1 | Kent Elec. Power, % Deb... Stock | 44 2 та — 82 xd 5 9 9 
Do. 41 % Deb. Stock .. Stock 44 4 98 —100 .. 1410 0 || London Electrio, Ord, .. oe B 2 2 13— 14 408 
Brompton & Kensington, aes 10 |1 BA — 8i . 15 12 8 . Pref. .. ae 6 6 6 5 — 64 «7059 1 
Do. 7 сш. асаа, cx b 1 1 — 84 .æ. |4 6 2 MI Мү: First Mort. Deb... Stock 4 1 yum 93 $3 { ` 0 
Central о е горо tan = Y 6 6 8 4 ЯБ 
Guar’ Det }| 100 | a | € | 97 —100 epe 99 1 Do, Cum. Prei. 4— 48 417 4 
EN өн End & City b b b 4 Б . 6 0 0 Do. У First Mort. Deb... ШООК 99 —102 483 
ре эсш ‚ Pret.. 6 4 4 4 48 . | 417 4 S, RAE Mon Deb: RE u tock 853 — 873 * 400 
LA dlan 
diio: 55 | C 4 % First eee | r lc 
Do. Do. 4 % Deb... .. | 100 4 4 94 — 96 . | 4 8 4 || Newoastle-on-Tyne 596 Pref., { Б b 5 di 56 5 0 0 
V вога 4 gi 100° 410 0| NorshM titan Powe Cam. р 
Р oe as — ort etro tan Power 8u 
o1 ot ondon, a. — Sf] 30 i 6 13 — 163 . |512 Voting H wie Co j „ d 
. 9 ое eo 1: met 1 о 8 On- Cum. 
Do. 6% Deb .. ..  ..|Biock| 5 5 | 138 —129 420 i Prel.] 10 |. 6 10 — 11 * 
County of London, Ord... è 10 b 6 а 17 — 35 3 3 || В, РА and Pall Mall, Ord. 6 10 | 10 8— 8 6 14 8 
Do. 6% Pref. ee ee e 10 6 6 11 — 12 e b 0 0 Do. 1% Pref, ee ee Б 7 7 68 — 7 4 15 0 
Do. 5 рер. ee ee ee Btook 106 —108 4 8 4 Do. 96 Deb.. ee 100 83 82 — Bó ee 4 2 4 
Do. Second Deb. „Stock 100 —108 Р 48 8 Smithfield Markets, Ord. is 5 N 2 là— 1 ra rs 
Edmundson’s, Ord. ee .. 6 | Nil| N 10 ФА Nil Bouth London, Ord. А 4 b b 3 — 5 14 3 
Do. 6 % Cum. Pref. .. Es 6 | Nil} Nil 8— 84 EN Nil Do. 5 % First Mort. Deb. .. | 100 b b 98 —101 419 0 
Do. 44 96 First Mort. Deb... | 100 44| &| 84 — 87 xd; . |5 8 6 нош Metropolitan, 7 рш 1 1 1 1 145 6 10 
Folkestone ee ee ee ee 5 6 ; 8 a nf ee 5 14 8 4. Br First Deb. Btook . 100 4% 44 — 100 е 4 10 0 
Do, 5 % Cum. Pref. .. is b b 6 4i— Б . |415 8 Uo. s = £3 6 j.. 2 ; - 
Do. 43 9$ First Deb. e- | 100 43 44 | 94 —97 412 9 Do. 5 % Cum. Pret. “> 6 6 2 2 8 8 6 8 
Hove .. - oe T T 6 9 9 71— 8 5 12 6 Do. 44 96 First Mort. Deb... | 100 4 4 — 883 5 18 
Westminster, Ord, T x 6 |10 | 10 8i— в} А 5 14 8 
Do. 4$ % m. Pref... ee b 4$ 4 5 = 55 ee 4 8 9 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
MOL EE а ——— P HIC JJ А Beas зз кас 
Adelaide, 6 96 Pref. ee oe 5 | 6 6 BR— 5 6 2 2 | Monterey ву. Light & Power 
Calcutta, Ord, .. o n| 6 83 83 7 1 580 |: 3% ist Mort. Beb.] 100 | 5 | 6 | B — 90 . jan, 
Do. 6 Pref, * . ; 2 р ^ — 5% , : 15 8 оша, D ds and paver p $100 1 B 235 —245 ‘ | 8 5 
Calgary Power, 15% Mo А j— 98 + 2 0 orthern, Lt., Poweran a __ 
Canadian Gen. El. Com. $100 | 7 | 7 114119 517 8 5 9) 1st Mort. Bonds | $9500 |.5 | б: 89. 42 UTER 
Do. Cordoba ЇЙ Bo sa $100 7 120 —124 5 13 0 |. River Plate, Ord. Stock 10 10 | 240 —250 as | 4 0 
t y Power and T., Ord. 1 8 8t $— 4g - 8 4 0 ре 6 % Non- Сат. Pref, .. Do. 6 6 | 109 —114 5 5 
Elec. . hab — 7. eo. ontreal, 4 E 
M Bonas} 10 6 | 6 | 91—93 690 5 - " ot Mort: Deb. | a 4| 4| 99 —101 Ta , е 
Elec. Supp to st awinigan Water, Capita - 100 4 51 152 —157 x : 
€ A 275 b. 100 e 619 1 Do. 5 % Con. Isi Mort. Bonds $500 Б | 5 | 10s —110 — [in 
Elec. v. tario " ; о. er. De as .. 5 Btoc 104 —1C xu 
е Mor. E p | A $ m= 805 FA е 7 Se . „Aud T. Do. 4 4 | 99 —101 - |4 9 
палоого ec. P. апа L. . J- ©» — ats i era Crus Lt. an b | — 
Pref. i 6 6 if А .. 8 6 0 | „let Mort. рей] 100 | 6 | 5 | 9091— 923 ES 
M аш Ponor, 8 8. Be. 50 | b 6 10 —1 j .. [114 4 | va Falls роле p ui 1 Nil п. à— 13 NS "à 
xc vL e á— 5 est Kootenay Power an | 
Melbourne, 6 & lst Mort. Deb. 100 | 6 | 6 | 102 —105 . 4 15 3 1st Mort. 6 % Gold |, 100 6 | 6 |106}—107} | .. |5111 
roe THREE RH 
е ower n — 91x 25 
Do. 1% Cum. Prei. $100 | 1 | 7 | 108 —1H +1 |6 6 2 
TELEGRAPH AND TELEPHONE COMPANIES. 
rema Telegraph Md 10 Н а — 72 г : : 8 Monte Video Te Telephone, Ord. .. 1 4 : 1 — 4 oe : 1 4 
Deb tock . Н в ret e ee ee ee e 
american eleg, & Tele Cap. 3100 8 8t | 148 —150 + 5 6 8 |, National Telephone, Pref. ..|8took| 6 6 1013-304 АР аш 
Do. а 1000 | 4 94 — 96 А 13 4 Do. Det. Do. 6 6 143 —145 —2 S 
Anglo-American Telegraph .. Stock 82 | 8 m H .æ. |4 9 0 Do. 696 Non-cum. 8rd Pref. 5 5 b 518 — — aa 
Do. 6% Pref... .. ..| Do. 6 | 6 [1114—1102 5 6 6 | New York Telep.,44%Gen.Bnds.| 100 | 44 | 43 905—100 + 49 7 
Do. Det i AD ae Do. | 80/- 80/- 256 — 265 + 1 5 14 10 cda Telep: E көр. we = в В 143 — B - Р 2 1 
Anglo - ortuguese L] . um rel, oe ee а” ee 
' Deb} к : б par Ju Ren : | pDo, 20d Bed. Dobr: ad Stock 4 | 4 | &3 — 90 . 49 0 
.. és T А х ee cific and European Te = 
Cable, Btlg.4% Deb. Stock 4 | 4 — 84 . 416 8 Guar. Debe. | Do. 4.|-$ | 98—100 d nerd: 
Cube Ж ae 10 6 6+ 9 17 .. 5 14 8 | Reuters 8 6 51 | 11— 113 — 28 8 7 
8 Spanish 105 i aa 18 1 yt 85 — 17 гь р н : бшкп сарез Du 4 Cert. | 6 6 | 127 —180 .. |412 4 
egrap oe elephone Co. of Eg = 
Do. Cum. Prei. 6 10 10 | 7— i . 6 9 0 si Db. 4%) Btock | 4 4 99 —101 M ees 
Direct Un ted ogee Cable E 10 4$ 5 R- 7 . 6 7 0 | United qa Flats пето Б : т T) | +уң j i о 
Direct 0 India e * Б um re oe "P ә 0 . 
Reg. Beto 100 а é} | 98 —100 410 0 West Coast of America : 24 | 94 | 94 | lye 1% .. 14 0 0 
Do. 8$ „Stock. Do. 84, 8 i- 71 ＋ 3481 guar. by Braz. Bub. Tel. "e 
Do. 4% Mort. Deb. .. .. Do. | 4 4 984—1004 8 19 7 | West India ana Panama Teleg. 10 12 2 21— 61 — 1 16 4 
Eastern Extension AS es 10 1 51 12;— I9 xd! + d 5 5 8 Do. 6 96 Cum. lst Pref. ix 10 6 6 101 — 10: ; 511 7 
East ca 81. А е 8. ee ee = . 
Mt. Db. Mauritius Zub.] 36 | € | 4 | 97 1 + |4 0 01 Western elegraph, Lidl. 10 7 | 6+] 18—135 | . 5 8 8 
Globe Telegraph and Trust... 10 58 6+! 103— hi К 6 6 8 Do. 4% Deb Btock | 4 4 96 — 98 eS | 42 В 
Do. 6% Pref. .. s s 10 6 6 12x — 13 411 5 || Western Union 44 ^; Fdg. Bonds $1000 | 43 (3 100 —108 . 147 5 
а Tel Ib "| $» % soe |. sss 
uropean oe — Я 6 8 5 
Mackay Companies Common oe 100 6 5 90 — 94 5 6 5 
Do. азса. Pret. eo ph и : 20 70 — 78 b 9 : 
Marconi’s ess Telegra 5,5, — Бү, — 8 13 
De. 7% Cum, Partic. Pref. 1 116 17 43 — 4)" — i 8 9 8 


* Unless otherwise stated, all shares are fully paid. t Interim dividend. 


Continued om next pada. 
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SHARE LIST OF ELECTRICAL COMPANIES.—( Continued.) 
ELECTRIC RAILWAYS AND TRANWAYS.—HOME, 


Stock Closing Rise | Present Stock Closing Rise | Present 
МАМЕ, or Dividends Quotations |+ or | Yield NAMB, or | Dividends! Qaotations | + er Yield 
Share. 9r July 28rd. | Fall p.c. Share. July 28га. | Fall] p.c. 
| * 1910. 1911. 2 s. d. *  |1910.| 1911. 8 s. d. 
Bath Trams, Pref. Ord. .. EM 1 | Ni | Nif ir PN Nil Metropolitan Rail Consol... | 100 1 544— 55 +4/8 8 2 
. % Pret. eo oe ee 1 6 6 е" H ee 6 8 1 Do. 8 lus ee ee 100 67 — 69 ee 4 8 4 
Do. 44 % De е өө ee ee 100 44 — 88 ee b 8 5 Do, Deb. ee ee ee 100 86 — 88xd —1 8 16 11 
Brit. Elec. Trao., 6 96 Pref. oe 100 j ee ee 1l — 18 ee ee Do. eee oe eec 100 86 — 88 ae 8 19 7 
Do. Do. eferred ee 100 ee ee 6 — 8 ee Do. Con. Pref. ео ee 100 Ы 86 тте 88 oe 8 18 8 
. Do. 696 Cum.Pr'f. | 100 is 6 90 — 98 6 9 0 || Metropolitan District » ee | 100 | Nil | Ni 883— 89 + 3 Nil 
" 7% Non - Cum. Pr'f. | 100 M s 49 — 45 +2% * ‚ 6% Deb. T e- | 100 6 6 | 141 —148 ~ | 4 4 0 
е 6 Pe в е ee 100 5 5 96 — 99 ee 6 1 0 Do. 4 Deb. ee ee ee 100 4 4 04 — 96 ee 4 8 4 
Do. 4) 96 9nd Ded. | 100 44| 4| 80 — 84 5729 4 96 Prior € .. | 100 4 4 98 —100 —1 |4 0 0 
Central London Railway, .| 100 8 8 74 — 16 . . |819 0 Do. Tirst Pref. .. ..| 100 8 90 — 92 . | 41710 
le Pref. ee eo ee 100 4 4 81 — R8 4 16 5 Do. Gid. ee e 100 76 — 18 oe 4 9 9 
Do. Def... #6 œ ..| 100 9 2 78 — 75 —2 2 18 4 || Metropo tan Elec. Trams, Ord. 1 6 1— 1 — 5 6 8 
4 96 Deb. te oe ee 100 4 4 99 —101¹ —1 142 - ре: 5% ee oe ee ee " t їч е one 2 
e ee 1 1 1 841— 8! +1 1 Pret. эр ee eo oo eo 
ee оваа ов ae 100 55 He 105 1o là 111 0 | Do. 4 % Deb... T ..| 100 44 | 44 | 96 — 98 „ | 4 11 10 
1896 .. .. | 100 b 6 | 104 —106 . 1415 8 Do. 5 b. .. T »- | 100 6 6 93 —100 - |656 0 ө 
Do. Do. 19001 .. ..| 100 б 5 | 104 —106 . 1414 4 5 Prot ee oe as 1 2 T $— * oe ee 
ә Do. 1908 ee е 100 6 b 108 —105 ee 4 15 8 ee ee ГЕЈ 6 6 ee 6 8 4 
Dublin United Trams, 6% Pret. 10 6 6 1 113 . |6 2 2 Bonth "Ei s, Tree, 6% Pret 1 6 ex it E. $5 : 1 : 
Great Northern & City, РЕН. Ord 10 Nil! 1 2 - Nil 0 4 4 — : T Nil 
Hannes 1 B66. 3 Я E: Nil) 6 Е 765 PX Е 18 9 Ex 510. Railways | d ИЕ {= A vs 
Isle of Thanet Trams, 6 % Pref. i p 1 s nt i Ы 1 0 ро. a epus ws és 100 а i 0 mpi +1 |4 9 1 
Lancashire United, 5 % Deb. 10 | 5 6 81 — 83 . |6 0 6 5 (West Riding), Ord. 6 | Nil] .. 1 vs Nil 
London Elec. Railw' 75.4 Deb. | 100 4 4 94 — 96 —1 14 3 4 6 96 $5 - as 6 | Nil — Bj . 49 0 
London United Trams, 6 V Pref. 10 | Nil, .. 51— 53 * d 82 Do. 4 % Deb ee | 100 4$ w — 83 . |5 9 9 
Do. 4 % Deb, ee ee oo 100 4 4 78 — 77 — 4 5 4 0 
ELECTRICAL RAILWAYS AND TRANWAYS.—COLONIAL AN D FOREIGN. 
Anglo-Arg. Trams, lst Pref, .. | 5 b А. БА— Б 5 1 - | насан, Trms, Ота. вә - | * à: | E 1 "cba 73 
Do. 2nd Pref, .. е КР Б 5 5 448— 5,2, 5 6 0. - — 
Do. 4 Deb. * 400 4 4 + 96 4 3 4 Lisbon Elec, Trams, Ord, se. | 1 | 58 6 i — l 4 8 0 
Do. 4% % Deb... 100 4} 43 | 994—101 |4 8 8 || Do. Pref, .. éa se 1 | 6 6 1— 1 ‚ {416 0 
Do. 6 % Deb. ..| 100.| 5 | 5 | 101 —103 (116 2 || Ро, Deb. . 100 | Б | 6 | 93—97 о UI 
Auckland Trams, 5 Deb. ..| 100 b b 102 —104 414 4 || Madras "Ebo, Tr. (1904), Deb. 100 | 65 5 100 — 102 ea 418 0 
Bombay Elec. 8. & Trams, Pref. 10 6 6 | 114— 12 118 0 | Manaos Trams & Lt., Ist Deb. . 100 5 5 89 — 92 6 8 8 
Do, 44 eb. .. “a ..| 100 44 | 44 | 96 — 9s 4 1110 || Manila Elec. R. and Ltg., Bonds | $1000 | 6 Б | 108 —105 1 4 15 2 
Do. 6 % 2nd Deb. * «s 100 5 5 97 — 99 + 5 10 | Mexico Trams Com. ..| $100 7 7 128 —126 xd | —14 5 11 1 
Brisbane Trams Inyt., * ee 5 9881 t— 7 5 6 8 Do, Gen. Con- 6 9$ Bonds ..| .. 5 5 | 100 —1'2 418 0 
Do. 5% Pref. .. s | b | B. 1v. d od 54 |415 B Do, 6% Bonds. ie | 100 6 6 | 1024—1044 „ | 5 14 10 
Do. 44 % Deb... ..| 100 44 | 44 | 99 —102 4 8 8 Para Elec. Rlys. & Lt., Ord, aed 5 10 | 10 74— 7 А 611 2 
В, Columbia Eleo. *. Def. .. | 100 8 8+ | 185 —140 1 |514 4 Do. 6% Pref. .. ч exi AB Is 6 5 — 704 
Do. Pref. Ord. ..| 100 6 6 | 117 —122 —1 |418 4 | Do. 6% Ist Deb. T . | 100 | 6 5 |100 —102 4 18 0 
Do, 5% Prat e. ds 100 5 5 | 1054—1084 xà, — L 412 2 сма Hé А.) pM Aida Ord. .. 1 N .. — 14 118 4 
Do, 156 Mort, Deb... | 40 | 43 4 | 994—1024 | .. |4 710 Do. Ist. ‚| 10 5 | Б | 9—1 418 0 
Do, © Vancouver Deb. | 100 4 44 | 108 —105 xd | |4 5 9 еы L Tr. e hup. Pret. .. | b 6 6 54— 57 ee 6 44 
Do. Van Ded. | 100 | 44| 44 | 1024—1044 4 6 2| Do, 49% 184 Ded. | 100 4 4 97 — 99 .. |41 0 
Calcutta rams, Ord, .. xe 5 6 7 6h— Є 5 5 8 || Riode Janeiro Trams .. | $100 | 4 5+ | 152 —155 xd | —8 3 5 9 
Do. % Pref. .. T - 6 | 65 5 44— 62 417 7 Do, Ist Mort. 5 % Bonds .. - 5 | 6 108 —104 — {| 416 2 
Do. % Deb. - за 100 | 5 4) | 99 —102 | 48 8 Do. 5% Mort. Bonds . | 100 | 5 5 992— 1003 ў 4 19 8 
Саре юа Trams 1 | Ni 2h — 3 | WT | Bao Paulo Tram, Lt, and P, .. | $100 | 10 | 10+ | 261 —266 —4 |815 3 
City Buenos Aires Trams (1904) | 5 6 | Б | 65—51 | 410 6 | ро. 5 J 18 Deb. — .. ·. | $500 | Б | Б | 166 —108 412 7 
Do. 4% De eb. 100 | Б 5 | 99 —102 418 0 | Singapore Trams, 595 Deb. .. | 100 | 6 | Б | 824— B54 5 17 0 
Colombo Éleoc. Tr. & Lt. , 596 Deb. | 100 b 5 | 94 — 98 6 2 0 | Bouthern El. Tr. B.A., 5 % Deb. | 100 | 5 b 98 —1C0 +1 |6 0 0 
Havana Elec. Rly., б % Bonds 81000 5 b | 99 —103 xd | |417 1 Un. ЖГ Monte 7040 У - | - 1 1 ч v : 19 1 
Kalgoorlie Elec, Trams sl 1 Nil | .. — | Nil | 0 ref. .. вә — . 
Do. 5 % А Deb, ee ee | 100 E IE | ^ m 91 | 510 0 || Do. 1st Deb. 21-2288 0 5 | 100 —108 6 141221 
Do, 896 B Deb, - ee 100 6 | 8 | 854— 434 xd 618 0 | Winnipeg Elec, Rly., @ % Deb. | 100 44 | 44 | 1045—1064 £T. 
| | | | | 
| | | | | 
| | | ie 
MANUFACTURING COMPANIES, 
Aron, Ord, .. - a6 Y 1 | мі! 6 | 8— 3 |8 0 0 || Crompton & Co, .. о e? 8 | Nil| Ni | i— È ee Nil 
Do. 6% Pref. .. ac- 1 11|9|€6 H- H I3 T а Do. Deb. | 100 | 6 | 5 | 66 — 66 „ә КҮЗҮ 8 í 
Babcock & Wilcox - әл 1196 | 28 28— Be — 3,4 9 7 || Dick, Kerr. ae ое T 1 Б 5 — 1 — 4514 3 
Do. Pref. > as 1 6 | 6 | 11— 14 | |4 0 0 Do. Pref. ee we T 1 6 6 l — 14 568 
British Aluminium, Ord. ' aie 1 e ee 2 T x „1% Deb... "à mo ve — 44 | 95 — 98 , as, ce i 
Do. 6 % Cum. Pret. 5% 1 T „ө — d s5 ison wan pa^ es ce ө 
Do. 5 % Prior Lien Debs. .. 100 | 5 | 5 | 93 — 96 | 15 4 9 DO. fully pala ee P 7 7 it al 1 А 1 A 
Do. Deb. Stk. .. es T 100 | 5 | 5 RA — 88 —13 5 18 8 0. e А T | — T 
B. I. & Helsby Ra: - ği 6 |10 |10 73— 1 6 19 Do. 5 59 Second Deb. ..| 100 5 5 75 — 78 — |6 8 3 
Do. Pref, T T. b 6 | 6 61— 61 | 4 9 0 | Electric Construction .. jo 2 N 332 2— l% — 251619 6 
Do. Deb.. 100 | 101 —108 | 4 7 5. | Do. Pref. - 2 7 7 1 E QA, + $4615 7 
Бене Nen Houston, Deb. | 100 | - 4 96 — 98 MUT H 10 xu а Batley, Pret, Ба — aa 1. mA 4 а : 
British — house, Pref. .. 8 BE ss = 1 T Nil о. ер... oe — oe 
Do. ox z ae T 100 E14 5) =- 62° a +2 |5 9 1 General Electric, Pret, әл 10 Б Б 10 — 11 ч 41011 
Do. Prior Lien .. ss | 20 6 6 | | 108 —10 | .. |5148 Do. Deb.. e - .. | 100 4 4 92 — 97 «1459 5 
Browets ^ anni» Ord. .. а 1 Nil | .. 2/- —8J. l2. 4 NU Henley's, Ord, ee T T | 5 | 15 | 101 12 — 123 1 45 16 8 
o. as ont 1 | Nil 1/6 —5/- | oe | ND || Do Pref. ба $5 E 5 4 4 um 52, 469 
Brush, 1% Pref. * seh 29: NL d 9.3 ..| м | Ро. Deb. n AO 102 —104 +1 46 7 
Do. 5% Prior Lien Beb. 100 5 5 75 — 80 .. 6 5 0 || India-Rubber, G. & T, .. T 10 | 10 | .. А жа t A T 
Do. Deb. . 100 | | 62 — 57 71710 Do. Pref. : 10 | 6 | Б 1 . |4111 
Do. а Becond | Deb. i^ 100 4 | т | B5 — 40 „ HÀ. 5.0 Top h Construction. . > 12 20 | 10ł | 324— 844 хд) .. |616 6 
Callender's Cable. TE 5 15 10 104— ni . [618 4| Deb. ee «+ | 100 4 4 98 —100 „ | 40 0 
Do, Fref. i» Р vs. | 5 6 | 6 44— | 315 0 0 | Wilhins & lobis: (e T Re КТ 2 i ба Nil 
Do. Deb... T ee ..| 100 4 44 | 981 —1008 49 6 Do, Pref, T T . 5 | Nil — 1 ow Nil 
Castner-Koliner .. - ва 1 |175 |90 | 38— Bł 56 8 || Do. Deb... ee - ,.| 100 4 4 58 — 60 „ |618 4 
Do. Deb... T А 100 4 44 | 104 —108 410 7 | 
| | 
" PTT шага ан Tally рма; + Interim dividend. 


Bank rate of Discount 8 per cent., May 9th, 1912. 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING JUNE, 1912. 


THE returns for the month of June again show a substantial completed, compared with the corresponding half of 1911, are as 


increase in exporte, as compared with the previous month, and still follows :— 
more in comparison with June last year; importe, however, have n E Ne mper gerens А 
declined to the lowest figure touched this year, and re-exports also : ' 1912 = 496,895 919, 497 95,862 


show a heavy drop, the figures being :— 
| These figures confirm the reports of manufacturing companies’ 
Imports. Re-exports. 


Exports. which have lately assumed a more healthy complexion. 
June, 1911  .... £366,614 £183,260 £28,688 During the month exports and imports of glow lamps fell off 
May, 181292. 428.655 206,301 30,806 very considerably, no doubt a seasonal effect ; machinery exports 
June, 1912 461,771 171,032 19, 036 went up, and imports down. There was an exoeptionally heavy 


export of carbons to the Cape, and an item of £52,000 worth of 


The average monthly returns for the six months of 1912 now submarine cable to Italy. 


6. дада Exports of British and Irish Electrical Goods from the United Kingdom. 


| 


ToTAL EXPORTS: £461,777. 


NoTE.—' The amounts appearing under the several 


TOTAL RE-ExPORTS: £19,036. 


are classified according to the Customs returns. 


TOTAL IMPORTS: £171,032, 
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Russia, Sweden, Norway and Denmark 627 672 142 32 12 | 255 4, 064 4,600 |... 32 905 | 11,316 
Germany * | 1,295 | 7,154 32| ... | 976 i 2 | 112 12| 149 | 10,901 
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British Honduras 54 13 55| 32 13 12 1150 .. Sb uu 25| 663 | 1,005 
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The first and 


headings 
third columns contain many amounts relating to goods otherwise unclassified, the latter, doubtless, consisting of similar 
materials to those appearing in adjacent columns. Imports are credited to the country whence consigned, which is not necessarily 


the country of origin. 
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MAINS DEPARTMENT RECORDS. 


By "RECORDER." 


IT is so difficult to make profits, and our friends, the L.G.B. 
inspectors, are so down on much expenditure that would 
really make for efficiency in the station, that there is a 
tendency to scamp records. At times one i8 apt to envy the 
days when the chief was a personage in the clouds, who 
might be approached—even by consumers—only when it 
suited his will. It is related of one man in those far-off 
times that, as he reclined peacefully smoking one summer's 
day among the trees, on the far bank of the river which 
flowed past the works, a clerk came out of the office and 
shouted that a prospective consumer wanted to see him. 
„Tell him I'm busy," was the reply, and soon the chief was 
lying on cushions in the stern of & boat pulled by an obliging 
friend. Nowadays the likely consumer is angled for as 
eagerly as if he were a big trout in summer time when the 
water runs clear. 

Perhaps those days were not so good after all. Certainly 
the big (7) set used to break down at intervals on peak Icad, 
sometimes leaving the town for days without juice, and 
everybody spoke with admiration of the new dynamo, whose 
sparking was so subdued that it would actually carry three- 
quarter load without blowing its brushes to pieces, and 
without diffusing the smell of burnt insulation throughout 


the engine-room. Certainly, the important task of keeping. 


records of the mains as they were laid was too often 
neglected. For a time the wonderful memory of Bill the 
jointer sufficed, but when Bill disappeared, and the mains 
superintendent got another job, it became a serious matter 
to find out just where the mains were and where they were 
not. Do we not all remember the case of one station which 
kept current pouring into an unknown leaky cable until the 
arc nearly cut through a railway bridge girder? No doubt 
a draughtsman should be kept continually entering up 
elaborate drawings of all mains on large-scale maps, but tco 
often this is prevented by lack of cash. Since the pleasing 
fiction has been created by L.G.B. Inspectors (for reasons 
best known to themselves) that cables fade away in a few 
years after being laid, so that they must be paid off by 
abnormal sinking funds, and meters are supposed to have 
lives of only two or three years, and therefore must be paid for 
out of revenue, while the yearly income must also pay for all 
permanent labour required for capital extensions (unless 
inefficient casual labour be employed, in which case it may 
be charged to capital), there is little or nothing left where- 
with to provide a draughtsman. At any rate this is so in 
small struggling stations, in which the recording work must 
be done at odd times by a poorly paid assistant who may not 
be enamoured of his job. | 

Even when a capable man has been retained it is difficult 
to enter up the cables in an efficient manner without undue 
expenditure. A common plan is to try to indicate different 
kinds of mains on the maps by the use of differently coloured 
inks, or by lines broken in various ways, but this method 
has its defects. Take, for instance, a footpath in which are 
laid two or three lighting feeders, a pair of tramway feeders, 
a lighting distributor with services, and an arc lighting 
cable, laid over a long period of years, and on varying 
systems, solid, drawn-in, armoured, bitumen-covered, &c., 
with a multitude of sectional areas, some cables being single 
conductors, and some of other types. To represent such a 
conglomeration adequately by any of the above methods is 
impossible. Books or cards of some kind must be kept in 
addition to the maps, in which must be entered all the 
essential details for which there is not room on the map. 

In the following system of records, which has been in use 
for many years in a station, will be found a compromise 
between undue elaboration and scantiness, although the 
amount of detail required will obviously vary with circum- 
stances. Each length of cable is drawn on the map as soon 
as possible after it is laid, one set of maps being used for 
feeders, and another for distributors ; if desired, a third set 
may with advantage be set apart for street-lighting records. 


(A rough plan of small scale may be hung on the office wall, 


giving the position of distributors without detail. This is 
useful for general purposes.) On the map may be entered 


someinotes, but these must be brief, as the space available 
is scanty. Ful! details are written up in the Mains Book, 
in which is written a description of the cable, maker's name, 
drum numbers, date of laying, depths and distances from 
the walls or kerbs, and tests. Accurate measurements of 
joints from fixed points must also be written up, so that any 
one may be found with the least possible delay, and along 


NORTH PARADE 


with this should be given an account of the joint-box used, 


filling-in compound and jointer’s name. This forms a check 
on the jointers, as blame may be located should a fault occur 
through careless laying, even if the trouble happen years 
afterwards. This fact makes the men careful, and is, 
indeed, a valuable safeguard. At the ends of each length 
of cable laid is entered the number of the page in the mains 
book in which the account is written, so that the map acts 
as an index. Even if the mains be laid in small sections at 
long intervals, one is able instantly to turn up the entries 
relating to them, which is a great convenience in emergency. 
In the mains book may be drawn enlarged details of special 
circumstances, such as deviations to avoid cellars and pipes 
belonging to other people, or, where necessary, drawings 
may be made on loose sheets, which may be filed and indexed 
in the mains book. A fault may be marked with the letter 
“ F,” and the number of the page in which an account of it 
is written up. The diagram above, fig. 1, will show how 
the scheme is carried out. 

Services are indicated by the letter 5" with the page 
number on which details are entered. They may be drawn 
in red, and should be entered up in a separate book, called 
the Service Book, in which details similar to those mentioned 
in the case of distributors are written up. Services should 
also be written up on cards, which enables balancing to be 
followed easily. | 

Drum books are kept, in which is written an account of 
every drum of cable which enters the stores. Maker’s name, 
drum number, date of arrival, length, sectional areas, style 
of cable and insulation, tests, &c., all are entered. Each 
length cut off is noted, and all lengths are added up when 
the drum is empty, so that the whole of the cable is 
accounted for and any leakage is traced. The date on which the 
drum is returned to the makers forms the final entry. Drum 
books are particularly useful for stocktaking, and also enable 
one to judge When further supplies of cable are required. 

Meters.—The recording and indexing of meters have 
been debated frequently, and men in control of large test rooms 
have expressed varying opinions. Some prefer card systems 
throughout, but it is noticeable that many people still prefer 
that books should be made use of to some extent, and, for 
my part, I agree with them. Ease of changing them about 
is the cbief reason for the use of cards, which have otherwise: 
many disadvantages, but for the primary index there are 
advantages in the certainty of reference possessed by the 
bound book. А card may easily be lost in a small meter 
department, where everything, including testing and clerical 
work, is done by one or two men, and once lost it is by no 


means certain that track of that meter will be recovered. 


The following system for recording meters may seem rather 
elaborate, but it has proved satisfactory in actual working. 
The primary index is composed of a set of books, which 
should be made up of good paper, thoroughly well bound. 
The strength of binding is important, as badly made books 
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fall to pieces before they are obsolete. Three hundred pages 
makes a handy size, the page being of sufficient dimensions to 
enable the details to be entered without cramping. The ruling 
may be in accordance with the diagram, fig. 2, modifications 
being made to suit requirements. The pages of the meter 
book are numbered, and each meter, when it arrives, is 
given the number of the first vacant page. Clock meters, 
indicators, and, in fact, every kind of meter, may be 
entered in the same book in rotation. The maker’s name, 
capacity and type of meter, and other permanent items, are 


{ 


One of the buildings in the Western city of Regina, 
Saskatchewan, which on June 30th was visited by a terrific 
hurricane, leaving death and destruction in its path, was the 
Provincial Government telephone exchange—the whole 
place being, it is reported, completely wrecked. 

£60,000 is the expenditure voted by the city of Brandon, 
Manitoba, for the construction of 10 miles of street car 
lines. 

French and Canadian capital i is invested in a new concern 
called the Stadacona Hydraulic Co., which proposes to develop 


Amps. | 


Maker's Name. Maker's No. Received, . | Type. Volts. Testing K.“ 
Hookham. 93,274 5/2/10 . | Amp.-hour. „ 10 a 200 37 | Meter No. 1,000. 
JJ... 8 t у 
Consumer's Name and Address. Service No. E е 1 | Tested by. | Test Book. | Sent Out | Returned. 
| j | 
о MMC ыты Грае е — = 
Jones & Co., 50, High Street. 1,983 | +5 0 — 2 G.D.M. 829 10/3/10 | 13/3/12 Damaged 
uu QN MUI ME MUERE DLE ENTE IUE d RN = og este 
P TE: Oe ee БЕРЕЕРИН 
F1G. 2. 


entered at the top of the page, while details relating to 
services on which it is put are entered below. The full 
history of a meter may thus be promptly traced; If more 
details are required of meter tests than are shown in the 
test column, these may be entered in a separate test book, 
and indexed in the test book column. 

Consumers’ Cards.—Cards are made out for each consumer, 
giving details of the meters on his premises. From the 
meter book, therefore, we may find out where any particular 
meter is, or from the consumers’ cards we may learn what 
meters are on any service. 

Meter Ledger.—A ledger is required to keep a check on 
the stock. This should be a substantial book with not too 
many leaves, as it may become ragved if its life be unduly 
prolonged. On one side is entered the stock at the 
beginning of the year, with columns for the principal sizes 
used. Separate columns may be added for indicators, clock 
meters, &c. Each meter coming in, whether from makers 
or from consumers’ premises, is entered up in the ledger on 
the inwards side, the maker’s name, meter number and type 
being stated to enable it to be recognised, while the figure 1“ 
is entered in the proper column. Similar entries are made 
on the outwards side when the meter is sent out. At the 
end of the year, stock-in-hand is entered on the outwards 
side, and balances are taken. Any shortage can instantly 
be traced to its proper columns, for, as the meter numbers on 
the outwards side .are identical with those on the inwards, a 
comparison of numbers on the two sides will disclose the 
identity of the missing meters, which may then be looked 
up in the meter book, when their fate will probably be 
discovered. 


NOTES FROM CANADA. 


[FROM OUR SPECIAL CORRESPONDENT. | 


Ox June 29th Canada lest one of her most prominent and 


brilliant engineers, Cecil Brunswick Smith. Much has been 
accomplished in his short life of 47 years. The chief 
interest in his career to electrical engineers lies in his work 
in connection with the large power station of the Canadian 
Niagara Power Co., which contains generatiug plant uggre- 
gating more than 50, 000 H.P. with powers to take up to 
110,000 H.P. From June, 1906, to February, 1907, Mr. 
Smith was a member of the Hydro-Electric Power Com- 
mission, of Ontaric, and afterwards was the chief partner in 
the well-known firm of consulting engineers, Messrs. Smith, 
Kerry & Chace, of Toronto, &c., who have won a wide 
reputation in the design and equipment of large hydro-electric 
power schemes at Winnipeg, Calgary, in Eastern Ontario and 
98 parts of Canada, not to mention similar schemes in the 


10,000 H.P., as a commencement, at Seven Falls, a short 
distance from St. Anne de Beaupré, which is a town on the 
St. Anne River, a tributary of the St. Lawrence, which joins 
the latter river on its northern shore, at a point about 
25 miles north-east of Quebec. 

From a well-known electrical engineer here comes a 
warning, which may well be heeded by British firms repre- 
sented here, with reference to the choice of a representative. 
Engineers here are sometimes chary of placing an order with 
even a first-class home firm if they feel that, in the event of 
anything going wrong, the local representative is not the 
man to see the job through satisfactorily. On the other 
hand, firms of repute with capable men at this end appear to 
be giving satisfaction. 

The choice of a good man is a matter of moment and not 
always easy of attainment, for a Britisher new to this 
country cannot do his best till he is accustomed to 
Canadians and their ways, and a Canadian, althongh | 
perfectly aw fait with everything which concerns this end, 
is probably sadly lacking in a knowledge of home practice. 
The best man, undoubtedly, other things being equal, would 
be he who has had two or three years' experience here, zu 
who has received his training at home. 

Long-distance overhead transmission is all very well in its 
way, but in Toronto early this month (July), if the state- 
ments of the company concerned be correct, it has had its 
drawbacks. Owing to numerous thunderstorms no fewer than 
four serious interruptions have occurred in the service from 
Niagara to Toronto, each of which has, for a more or less 
extended period, amounting in one case to about four hours, 
stopped all the tramcars and paralysed innumerable works 
and factories, large and small. 

A special Providence seems to have watched over the 
Hydro-Electric Power Commission's supply, as there has 
been no interruption at all—result, much kudos for the 
Commission and great confusion of face-for the company. 
How much of this situation is due, on the one hand, to pure 
good luck or to excellent foresight and design, and, on the 
other band, to ill-luck or utter mismanagement, it would be 
hard to say. In the meantime, the public draws its own 
conclusion, while the company holds out bright, if somewhat 
remote, hopes for the future—viz., next summer. 

The Board of Railway Commissioners has just approved 
the plans of the Canadian Northern Railway Co. for a tunnel 
which it is proposed to cut under the Mount Royal in 
Montreal. ‘The railway company is thus creating a new 
outlet for Montrealers, and to increase the usefulness of the 
tunnel it is building a garden suburb on the other side of the 
mountain. Now that the plans have been approved, it 
is to be expected that the work will be pushed ahead as 
rapidly as possible; the interesting point to electrical 
men respecting the tunnel is that it is, the writer 
believes, intended to employ electric locomotives through 
it. The tunnel will ES be completed in about. two 
years’ time. | 
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The Shawinigan Falls Power Co., which supplies Montreal 
with current, has just ordered а 15,000-Kw. 60-cycle gene- 
rator, this being the largest in Canada. 

News from Montreal states that an electric railway scheme 
is being promoted, to connect Ottawa and Kingston; the 
two towns are about 90 miles apart, the latter being almost 
due south of the former on the shore of Lake Ontario. 

Kingston has also been brought into prominence recently 
by its decision, on the advice of an expert, to refuse offers 
for the supply of electric current from bqth the Hydro 
Electric Power Commission, of Ontario, and the Seymour 
Power Co. The town has decided to extend its own steam 
plant, the expert having reported that in this way the town 
could, for several years to come, generate its own electricity 
at lower cost than that at which it could obtain a supply 
from either of the competing parties referred to. | 

The engineers of the Quebec Commission on Running 
Waters and of the Ontario Hydro-Electric Power Commis- 
8ion are to be instructed to prepare reporta on the subject of 
the development of Chats Falls, on the Ottawa River. 
According to the Commission of Conservation, these falls are 
capable of furnishing 58,000 H.P. under present conditions, 
or 150,000 H.P. with regulated water and canalised river ” ; 
the falls are situated about 30 miles east of Ottawa. 


TRADE STATISTICS OF NEWFOUNDLAND. 


THE following statement of the imports of electrical and similar 
materials into Newfoundland is taken from the recently issued 
annual trade statistics for the year ended June 30th, 1911; figures 
for 1909-10 are added for purposes of comparison, and notes of any 
increases or decreases are given :— 


Dollar = 4r, 2d. 
1909-10, 1910-11. !ncrease or 
Dollars. Dollars. Dollars. 
Belt iag.— à 
From United Kingdom ... 1,000 8,600 4 2.000 
„ Canada ... ... 6,000 5,000 — 1,000 
„ United States 12,000 18,000 + 6,000 
Total ps 19,000 26,000 + 7,000 
Gutta-percha manufactures.— 
From United Kingdom ... 7,000 9,000 4 2,000 
„ Canada 80; 31,000 85,000 + 4,000 
„ United States 35,000 50,000 + 15,000 
» Other countries ... — 1,000 + 1,000 
Total . 173,000 95,000 + 22,000 
Iron and steel railway bars and fittings.— 
From United Kingdon ... 1,000 — — 1,000 
„ Canada... 2,000 2,000 . zt 
» United States 30,000 7,000 — 23,000 
Total eas 33,000 9,000 — 24,000 
Locomotives and automobiles,— . 
From United Kingdom ... 17,000 32,000 15,000 
» Canada... bs 44,000 5,000 — 39,000 
„ United Sta 35,000 21,000 — 14,000 
Total 96,000 58,000 — 38,000 
Radiators, electric light material, $c.— 
From United Kingdom ... - 8,000 10,000 + 7,000 
» Canada .. eet 14,000 9,000 — 6,000 
„ United States 24,000 46,000 + 22,000 
» Germany ... eus 1,000 1,000 — 
Total ace 42,000 66,000 + 24,000 
Machinery for mining purposes.— 
From United Kingdom ... 46,000 61,000 + 5,000 
„ Canada... 93,000 142,000 4- 49,000 
„ United States 38,000 39,000 + 1,000 
| Total 177,000 282,000 + 55,000 
Machinery for local industries, — 
From United Kingdom ... 7,000 10,000 + 3,000 
„ Canada...  .. 11,000 1,000 — 10,000 
» United States 9,000 7,000 — 2,000 
Total 27,000 18,000 — 9,000 


I 
1909-10. | 1910-11. асан 
Dollars. Dollars. Dollars. 
Motor engines.— 
From United Kingdom ... 1,000 1,000 — 
„ Canada d 1,000 8,000 + 2,000 
„ United States 6,000 17,000 + 11,000 
» Denmark. 7,000 4,000 — 3,000 
Total ius 15,000 25,000 + 10,000 
Scientific instruments, — 
From United Kingdom ... 1,000 1,000 — 
77 Canada eee TP 1,000 — RR 1,000 
Total ooo 2,000 1,000 йе 1,000 
Goods for Anglo-American Telegraph Co.— * 
From United Kingdom ... 2,000 — — 2,000 
„ Canada е, 1,000 — — 1,000 
” United States eee 3,000 — кш 3,000 
Total eee 6,000 x ra TC 6,000 
Materials for wireless telegraphy.— 
From United Kingdom ... — 6,000 + 6,000 
33 United States оге E 1,000 T 1.000 
Total — 7,000 + 7,000 
Materials for Western Telegraph Co.— 
From United Kingdom ... 15,000 + 15,000 
» United States... 1,000 + 1,000 


Total өөө 
Material for Direct Cable Co.— 


— 
— 
——ñ—ä— НИСО 
— 
a 
— 
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From United Kingdom 18,000 + 18,000 
» Other countries ... 1,000 + 1,000 
Total Vis d 19,000 + 19,000 


PROCEEDINGS OF INSTITUTIONS. 


The Faraday Society. 
PROPERTIES OF ALUMINIUM ANODE FILMS. 


At the July meeting of the Faraday Society, Mr. G. E. BAUSTO, 
M.Sc., B.ENG., presented a further study of these interesting and 
remarkable electrolytic formations, following on his paper of last 
year on the same subject. The present communication deals with 
the effect of temperature on the conductivity of the films. This 
can be expressed by the exponential relationship i = aE? or log 
i = log a + a0, where i is the leakage current through the film, 
and 0 the temperature. The universal obedience to this logarith mic 
law suggests that the relationship has some physical significance, 
although it is not quite clear how it follows from Mr. Bausto's 
theory of aluminium films, according to which the films consist 
of an inner portion, probably oxygen in а liquid or highly con- 
densed form, and an outer portion, whose constitution varies with 
the electrolyte. 

The exponential constant “а is of considerable interest, as it 
was found to be independent of the time of formation of the films, 
the voltage of formation, the strength of the electrolyte, the cation 
present in the electrolyte, and, up to a point, the applied voltage 
on the cell. It varied, however, with the electrolyte, and it was 
proved to be a property solely of the anion, being a definite - 
function of the quantity given by the sum of the atomic weights 
of the elements in the anion divided by the valency ; in other 
words, of the equivalent weight of the anion. This relationship is 
shown іп the accompanying curve, fig. 1, and when once this curve 
has been obtained it furnishes us with a method for the deter- 
mination of the equivalent weight of the anion in an electrolyte. 


A NEW ELECTROCAPILLARY EFFECT. 


A paper by Mr. A. P. RoSHDESTWENSKY and Dr. W. C. Mo C. Lewis 
described some curious pulsations of a mercury meniscus confined 
ina capillary tube dipping into a solution of a mercury salt, which 
were first observed accidentally during the progress of some experi- 
ments with a capillary electrometer. The movements of large 
mercury surfaces in contact with various substances have been 
observed many times, but such effects have usually been traced to the 
formation in the mercury of films of insoluble salte, whose presence 
alters the surface tension of the mercury, and which break 
mechanically, setting up vibrations, as they grow thick. These 
effects take place without the application of any electromotive 
force, but the present observations are truly electro-capillary. The 
apparatus employed is shown in the accompanying diagram, fig. 2. 

he E.M.F, up to 1˙5 volta was applied between the capillary 
B &nd D, the former being the negative and the latter the positive 
pole. The solution to be examined was placed in the tube B. The 
difference between the levels of mercury in A and A!, read by a tele- 
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scope, gave the inoresse- еж даркөале in pressure required to bring 
the meniscus in B to the zero point. 

Asan example of the kind of pulsstios which took place, the 
саге of a decinormal solution of Hg (CN), may beesnsidered. This 
solution supported a mercury column 550 mm. іп height. No pul- 
sation was observed until the applied E. M. F. reached 1 volt. Then 
en closing the circuit, the mercury meniscus was seen to rise slowly 
for about 6 minutes, and it then commenced to pulsate over ampli- 
tudes of about x mm., the time of oscillation being 12 seconds. 

The occurrence of pulsation is determined by three factors :—(1) 
The value of the applied E.M.F. ; (2) the diameter of the capillary; 
(3) the nature of the solution. With regard to (1), as the E.M.F. 
increased, the amplitude of the pulsation increased, but there did 
not appear to be any corresponding change in the periodic time. 
As to the capillary, when it was so fine that it would support & 
column of mercury 700 mm. in height (i. e., a diameter less than 


Equivalent Weight. 


Fic. 1.— VARIATION OF а WITH EQUIVALENT WEIGHT 
OF ANION. 


0'02 mm.), no pulsation occurred under any E M. F. applied. With 
larger capillaries, the lower limit was found to vary with the 
strength of the solutions. The question of an upper limit has not 
been investigated. With regard to the solation, pulsations have 
been observed with saturated and decinormal solutions of Hg (CN). 
but none have appeared with the more dilute solutions N/100 and 
N/1,000 Hg (CN), and none have been observed when the mercury 
cyanide solutions bave contained free potassium cyanide. These 
limitations. suggest that for the pulsations to take place, the 
mercury ion concentration must not be too low. 

The pulsations only appear with an E.M.F. sufficiently high to 
annul the natural P.D. between the mercury and the solution; in 
other words, the natural charge on the mercury surface has to be 
removed before visible pulsation sets in. Further, a small amount 
of electrolysis must be continuously going on, Hg or Hg, , or 
some complex cation being carried towards the capillary mercury 
surface. The approach of these cations will induce a charge of 
opposite sign, that is, cause the mercury to become more negatively 
charged with respect to the olution than it already is, and this 
would decrease the surface tension. This may explain the second 
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stage of the pulsation, the fall of the mercury column. The 
initial stage, the slow upward movement of the mercury 
column, or a slow increase in the surface tension, is more 
dificult to account for. It may be caused by a reduction 
of the mercuric solution to the mercurous state, although this does 
not seem likely. Experiments with mercurous solutions would 
have to be made before this point conld be settled. The pulsations, 
as a whole, are quite analogous to the case of a leaky condenser 
which is being gradually charged up until the insulation finally 
breaks down. The accumulation of cations, whether due to capil- 
lary or to electrolytic movement of the ions, would go on, depending 
on the rate at which the ions approach the surface and fo. ining a 


double layer; the fons induce a greater and greater negative 
charge on the mercury, thereby lowering the tension until the 
potential across the double layer becomes too great for the medium 
and deposition of metal occurs. This would momentarily cause a 
sudden fall in the P. D., whereby the mercury would rapidly return 
to its original position, with consequent stirring of the solution in 
the neighbourhood. The conditions would thus be once more those 
of the first stage. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


«€ Meta”? Flat Switches. 


The manufacture of flat switches has long been a speciality of 
the METALLIC SEAMLESS TUBE Co., LTD., of Wiggin Street, Bir- 
mingham, and they have now sent па particulars of their most 
recent patterns. The complete range is illustrated in leaflets A7/14 
to A7/22, which cover switches for 5 and 10 amperes, single or 
donble-pole, and fitted with either brass or china covers. The 
switches are divided into two classes—the ‘‘Standard’’ and the 
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Fio. 1.—'" META STANDARD Fig. 2.—" META" FLAT 
SwITCH INTERIOR. SWITCH ON EXTORT BASE 


" Colonial" patterns— which differ only in that the former has a 
brass link movement, while the latter is fitted with a steatite link, 
and is particularly suitable for use in damp positions. The interior 
of the standard pattern is shown in fig. 1; two of these mounted 
together on a wooden block, with coupled dollies, form the D.P. 
switch. The standard and colonial patterns are also to be had on 
the export base, fig. 2, which has small feet, keeping the switch 
about үх in. from the wall. A two-way switch is made, as well as 
a pattern with an earthing terminal; and lastly, in fig. 3, we show 
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Fia. 3.—" META” SWITCH WITH GRoOvgDp ВАЗЕ, 


a switch mounted on a grooved base for surface wiring—a pattern 
of which large quantities have been exported to Continental 
countries. The dolly can be provided with an insulated knob, and 
the bases, which are of English porcelain, are white or black as 
required. 


A Thermo-Regulator for Electric Resistance Furnaces. 


The electric resistance furnaces used in the laboratory are not 
ordinarily fitted with special means for regulating the temperature, 
and therefore give more or less fluctuating temperatures, according 
to the constancy of the supply current and the temperature of the 
room. This is not a serious matter in the majority of inveetiga- 
tiong; but when the process under study is very sensitive to 
temperature, it is desirable to exclude the variations if possible. 
The principle used by MAX BODENSTEIN and FRANZ KRANENDIECK 
in their thermo-regulator, described in the Zeit. für Elektrochemie, 
is that an enclosed volume of nitrogen forces a thread of mercury 


‚ into a glass capillary when temperature variations occur, and this . 


mercury opens and closes a relay and alters the current heating the 
furnace. This principle is very simple and well known, but the 
difficulty has been to put it into practice. When the regulator was 
placed in the usual type of furnace, very large temperature 
fluctuations were observed, which were undoubtedly due to 
temperature lag. This can be got over by winding the heating 
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spiral inside the regulator vessel; and, as a matter of fact, Dr. 
Horak, along with one of the writers, was enabled to secure a 
satisfactory constancy of temperature in this manner. Howéver. 
only one specimen of the device was made, since too much work 
would be involved in making others, in view of the life of the 
nickel-wire furnaces being very limited. The writers have pro- 
ceeded in the following manner :— 
The temperature variations of a furnace arise from variations i 
the supply voltage, variations in the room temperature, and the 
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FIG. 4.—SECTION OF THERMO-REGULATOR. 


heating effeot of the reactions taking place. The last-named 
factor may be ignored. The first two changes, however, will 
influence in the same manner two furnaces worked in parallel, 
assuming that the exchange of heat with the surroundings 
is similar in both. Thus, if a second furnace is set up along- 
side the working furnace, and if instead of having the usual 
wound tube the second furnace contains & porcelain or metal bulb, 
in which the heating coil lies, the change of pressure of the gas 
coutained by this bulb can be used to keep the temperature constant, 
after the fashion of an ordinary thermo-regulator. The practical 
realisation of this idea is shown in the illustration, fig. 4, where A is 
the regulator vessel, a weldless steel tube, 45 mm. in diameter, and 
180 mm. long. Into the cover of this steel tube are insertel 
insulated current leads. Inside the vessel two short pins project 
through the cover, and, in conjunction with three similar ones let 
into the bottom of the vessel, they support & thin-walled porcelain 
tube, on which the nickelin resistance is wound. 

Like the working furnace, this vessel lies in &n asbestos box 
filled with burned magnesia. At B a steel capillary leads from the 
vessel to the mercury contact c. The stopcock D serves for intro- 
ducing the nitrogen and for coarsely adjusting the volume to be 
used. Fine regulation is secured by the contact screw E. In order 
to prevent the mercury from working back into the regulator 
vessel when the heating current is intentionally cut off, a loop, 
4 mm. in diameter and nearly 760 mm. long, is inserted between 
the steel capillary and the contact, and underneath the loop is an 
extension. This regulator must not, of course, work against the 
outside atmospheric pressure, otherwise barometric variations will 
cause errors. A closed air-volume is therefore introduced at F in a 
Dewar vessel. kept constantly in ice. It is protected against the 
outside air at the contact screw by a mercury seal, and can be filled 
or relieved by a cock attached laterally. 

The writers state that this regulator does more than those which 
keep the voltage at the furnace constant, since it compeneates for 
the variations in room temperature. It has been possible with the 
regulator to keep temperatures of 800° to 900° C. constant to within 
1° over periods of several weeks. | 
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Electrically-Driven Frequency Recorder. 


To meet the necessity for a. permanent record of the frequency 
of supply in AC. stations, a device was brought out by MEssrs. 
JENS ORTEN.BóvriNGa & Co, of 94, Union Court, Old Broad 
Street, E. C., and supplied to the Newcastle-on-Tyne Electric 
Supply Co., in which a combined tachometer and tachograph, 
operating upon the centrifugal pendulum principle, was driven 
by a horizontal synchronous motor mounted on the same base 
plate, and connected to the tachograph spindle through bronze 
bevel gearing. Slight troubles were, however, experienced from 
vibration due to the horizontal arrangement, and although after 
several alterations and repairs this instrument is now running very 
satisfactorily, the makers felt that something more suitable might 
be devised by the employment of a vertical motor. They have 
therefore, after many careful tests, put on the market an instru- 
ment in which practically the same tachometer and tachograph 
have been employed, but a special bage has been added to it to take 
a neatly enclosed self-starting synchronous motor, which is mounted 
vertically very close to the tachograph spindle, to which it is 
directly connected by a flexible coupling. Ball bearings take up 
the weight of rotor and tachometer pendulum, with the result that 
the whole apparatus runs without vibration, and takes very little 
power to drive it. The tachometer pendulum, which acts on the 
principle of the centrifugal governor, has been designed so that the 
centrifugal force of the weights is directly opposed by the springs 
without the intervention of cranks or levers, and the outward 
motion of the weights is a rotating one, so that all friction ia taken 
up by a small steel spindle. The ratio of the internal friction to 
the centrifugal and centripetal forces (which constitutes the 
insensitiveness) is extremely small, and any change in speed, however 
small, is therefore instantly and exactly recorded. In addition, 
four weights are employed, which, being in exactly opposed 
positions, keep the whole pendulum balanced, and the instrument 


is therefore unaffected by vibration or position. Efficient dampers 


аге fitted to secure a smooth and easily read curve without 


destroying its accuracy. | | | 
The recording mechanism consists of a paper chart 19 in. long by 
4b in. wide, which is fixed to an aluminium drum driven by an 
eight-day clock, and so arranged that, by means of a little switch, 
it can be made to revolve once every 12 or 24 hours as desired. A 
amall steel fountain pen, capable of very nice adjustment, is screwed 


FIG. 5.—ORTEN-BoviNG FREQUENCY RECORDER. 


to a little roller carriage, which moves up and down between two 
guide rods, and is connected directly to the indicator mechanism by 
a straight rod. 

The dial is about 13 in. in diameter, and both dial and chart are 
calibrated in cycles per second and corresponding revolutions per 
minute to suit the generating station for which the instrument is 
made. The whole instrument, as shown in fig. 5, stands nearly six 
feet high, and is finished in black, with silver plated edges, rims 
and lubricators. 

Especial care is taken in the testing of each instrument, which is 
completely calibrated by hand, so that absolute exactitude is 
assured at all speeds, and the makers guarantee each instrument 
for twelve months. 

The Glasgow Corporation and the British Thomson-Houston Co. 
are amongst the users of these instrumenta, and express perfect 
satisfaction. 


An Electric Riveter. 


An account is given in the Génie Civil of an electric riveter 
made by MRSABB. KARL FLOHR, which is illustrated herewith in 
part section, fig. 6. The armature a of the motor, which is pivoted 
at h, can be coupled to the shaft v, which is screwed to fit the 
swivelled nut i; the armature runs continuously in one direction, 
and the coupling is effected by a magnetic clutch in the'fiy-wheel, 
which is controlled either by the lever г or automatically by the 
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contacts g A, which actuate the circuit-breaker /, and are adjusted 
80 that the armature is unclutched before the die touches. the 
rivet. The closing of the rivet is therefore effected by the 
momentum of the fly- wheel on the screw-shaft c; at the same time 
a spring on the end of the shaft c is compreseed, and seryes to 
bring the nut i back to place after the operation. The die-hesd is 
pivoted to the lever which carries the nut and to a rod k, which 
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maintains the die always in alignment with ite fellow. The 
machine weighs about 1,200 kg., and is suspended at its centre of 
gravity from a crane by a swivel, so that it oan easily be manipu- 
lated by one man with the handle e. 


DAVIS ELECTRICAL CO., LTD. 


[ENHANCED DEBENTURE SECURITY, | 


AN inquiry was held on Tuesday, before Mr, Registrar Hood, at the 
London Bankruptcy Court, into theaffairsof Davis Electrical Co., Ltd., 
17, Moor Street, Cambridge Circus, W.C., against which a compul- 
sory winding-up order was made last J anuary upon the petition 
of в creditor. The accounts filed under the liquidation showed 
assets valued at £2,928 and entirely absorbed in the debenture 
claims of £3,313 ; unsecured debts, £3,358; and with regard to 
contributories a deficiency of £4,786. 

Mr. H. Brougham, Senior Official Receiver, attended for the 
Board of Trade to conduct the inquiry ; Mr. Rook represented the 
Sloan Electrical Оо. ; and Mr. Whateley was briefed on behalf of 
Mr. Harry Emanuel Davis, the only witness called to give 
evidence. 

Replying to Mr. Brougham, the witness stated that he was the 
managing director of the company which was formed in October, 
1908, as a private company, to acquire and carry on his business of 
manufacturer of and dealer in electric and other lamps and electrical 
accessories at 17, Moor Street. Witness had started the business in 
1903. The accounts of the trading for the three years preceding the 
formation of the company showed a gradually diminishing profit. 
In 1905 it was £559 ; in 1906 it was only £484 ; and in 1907 it had 
fallen to £377. 

What was your object in forming the company ?—It was to 
obtain further capital, and his father-in-law (Mr. Charles Levy) 
was willing to provide it on the security of the debentures. The 
additional capital was required in order to increase the turnover, 
and, consequently, the net profits. 

Was it not only required for the payment of current liabilities ?— 
The witness agreed that a portion of the money so obtained was 
used in that manner, although he could not state the amount. The 
directors were Mr. Chas. Levy, Mr. Harry Norman Howlett and 
himself. Mr. Howlett had been a trade competitor for 12 years. 
The directors’ qualifications of £10 shares each were all provided 
by witness, who was appointed managing director for life at a 
salary of £500 per annum. 

How was that salary arrived at, having regard to the profits 
previous made ?—The average of the three previous years was £400 
& year, and it was thought that with an increased capital there 
would be increased turnovers and profits, My. Howlett was to 
receive £3 10s. per week and a commission of 20 per cent. on the 
net profite, his duties being to supervise the shipping department, 
and to act as buyer and general representative of the company. He 
remained on the board of directors until the company was wound 
up, when he went abroad. Mr, Levy retired from the directorship 
in March, 1910. The purchase agreement was executed on October 
12th, 1908, and by its terms the company agreed to purchase 
the goodwill and assets of the business as at January Ist, 1908, 
subject to the liabilities at that date. The company were to make 
up any deficit or retain any surplus; they were to purchase the 
fixtures and fittings, stock in trade, and the equity in the lease of 
17, Moor Street; that lease was valued at £370, and was held by 
the bank as security for an advance of between £400 and £500. 
The purchase consideration came out at £1,998, and was satisfied 
by the iseue of 998 fully-paid ordinary sbares of £1 each, and 
£1,000 debenture bonds, carrying 5 per cent. interest, and covering 
the whole of the company's asrets. As the business was to be 
acquired from January lat, 1908, witness was to receive £200 
for his services between that date and the date of completion. 


Asked why the business was taken over as from January Ist, 


1908, the witness explained that the reason was to avoid the 

se of stock-taking and accountants’ fees. The goodwill was 
taken at £1,129, and the purchase price was fixed after consul- 
tation with his solicitor and accountant. At the first board 
meeting held on October 12th, 1908, witness was allotted 998 shares, 
and the directors authorised the issue of debentures for a sum not 
exceeding £2,000 at 5 per cent. interest, and to be secured on the 
company's assets. The purchase was completed on November 12th, 
1908, when 10 debentures of £100 each were issued to bim. On 
tbe same day five debentures for a like amount were issued to Mr. 
Levy for cash advanced. The trading accounts for the year 1908 
showed a trading profit of £155, but after charging witness's 
remuneration of £268, and the debenture interest of £10, that profit 
was converted into aloss of £123. 

Therefore, the company was insolvent from the start ?—I under- 
stood from the accountant that there were more assets. 

The aseete, apart from the goodwill, amounted only to £800 or 
£900 ?— Yes. 

Mr. Whateley advised the witness not to answer a question in the 
affirmative if he did not thoroughly understand it. 

Was the balance of assets over liabilities sufficient to cover the 
debentures that were issued ?—I cannot say; I do not quite under- 
stend it. 

Further examined, the Witness agreed that the result of the 
company's trading had been a continuous loes. In 1908 it was 

£60 ; in 1909 it was £834 ; in 1910 it was £63; and for the nine 


months in 1911 until the appointment of a Receiver for the 
debenture-holders, it was £1,718. In consequence of those losses, 
it was deemed necessary to obtain further funds with which to 
carry on the business, and they were provided, from time to time, 
by Mr. Levy, on the security of debentures, The first issue was 
exhausted by the allotment on November 12th, 1908, of £1,000 to 
witness as part of the purchase consideration; of £500 on the 
same date to Mr. Levy for cash advanced ; and in September, 1909, 
of £560 to Mr. Levy, also for cash advanced. Then on May 16th, 
1910, an issue of £2,000 second debentures was authorised, of which 
Mr. Levy received £600 for cash, one-half being advanced 
at the time, and the other half having been advanced one 
month previously, and witness received #500, being £200 for cash, 
£200 in respect of a liability of the old business, which liability 
was taken over by the company, but from which his creditor would 
not release him, and £100 for salary due. In March, 1910, on the 
occasion of his mafriage, witness transferred to the trustees of the 
marriage settlement his £1,000 first debentures and £960 shares, 
whilst Mr, Levy transferred £500 first debentures. 

So that at the present time £1,500 first debentures are held by 
the trustees of your marriage settlement /—Yes. 

And Mr. Levy holds £500 first debentures and £600 second 
debentures ?—Y es. 

And you hold £500 second debentures?—Y es. 

The compeny was pressed for money throughout its existence '— 
I don't think so. 

But did you not continually have to get advances from Mr. Levy 
for the purposes of the trading ?—А1П the advances made by Mr. 
Levy were for the purposes of the trading. 

They amounted to £1,600 ?— Yes. 

Examination continued: In August or September, 1911, one of 
the company's customers informed them that he was unable to pay 
his account, and asked for further time in which to do so; witness 
thereupon approached his father-in-law, with a view to obtaining a 
further advance of £1,000. He was led to believe that the loan 
would be forthcoming, but in the early part of October Mr. Levy 
told him that “it was no good enough to put any more money into 
the concern.” On September 25th witness had consulted his 
solicitor regarding the position of the company, and was advised 
that if the desired advance was not forthcoming, “the best thing 
to do would: be to close the concern up." A notice of voluntary 
liquidation was sent out to the shareholders on September 28th; a 
meeting of the shareholders was held on October 6tb, when a reso- 
lution for voluntary liquidation was passed, and Mr. G. E. Corfield, 
chartered accountant, was appointed as Receiver on behalf of the 
debenture-holderr, and took possession of the company's property 
and assets, 

Did you propose Mr. Corfield for the post of Receiver ?— Yes. 

The Senior Official Receiver: Then he was practically your 
nominee. 

In further examination, the witness stated that, between 
September Ist and October 6th, inclusive, goods to the amount of 
£1,613 were delivered to the company, and he admitted that he had 
never ordered goods to that extent within a corresponding period in 
former years. In addition to the goods which were delivered, orders 
were given to two firms for stock to the valueof £160, which were 
not delivered, but witness only knew of one, at least, of thore two 
orders having been given, until after the winding-up order was made 
against the company. It was probably the fact that, out of the 
£1,613 worth of goods delivered in the last six weeks of the com- 
pany’s existence, nearly one-half was delivered after September 
25th—the date on which witness consulted his solicitor upon the 
company’s position. 

And goods to the extent of £236 were actually ordered after 
September 25th ?—Those goods were ordered by Mr, Howlett, ав a 
rule. 

Did you order any of them yourself ?—] cannot say. 
have ordered a few, but I cannot remember what they were. 

Did you tell Mr. Howlett to stop the orders after you consulted 
with your solicitor ?—No. 

Did you tell him you had seen your solicitor and what his advice 
was )—I did. 

Did he say anything about that ?—I cannot remember what he 
said, but he was under the same impression as myself—that the 
money would be forthcoming. 

From September lst to October 6th, 1911, goods to the extent of 
£665 were sold ?—Yes, - 

The result of those transactions was a considerable addition to 
the stock during that period ? —Not a considerable addition, 

Well, an addition of over £1,000 ?—Y es. 

So that the security available for the debenture-holders was 
greatly enhanced at the expense of the unsecured creditors — Yes. 

Was the principal reason for making these considerable additions 
to the stock to enhance the value of the debentures ?— No, sir. 

You received your salary as managing director in full ?—I thought 
I did not, but it appears that I did. 

Witness further agreed that the business was still being carried 
on at Moor Street, and the proceeds of the sales were being received 
by the Receiver for the debenture-holders, He was now acting as 
manager for the Receiver at a salary of £4 per week. No attempt 
had been made to dispose of the goodwill, but in October or 
November, 1911, an attempt, in a private and confidential manner, 
was made to sell the business as a going concern. 

And the proceeds of the sale of these goods are devoted to paying 
off the debentures ?—I suppose you are right. 

Mr. Rook asked the witness: Seeing that goods to the value of 
£1,613 were delivered between September Ist and october 6th, 


I must 


.1911, what was the value of goods ordered between those dates 


but not delivered ?— Witness replied that he had not the slightest 
idea. 
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But surely everyone you gave orders to did not send them in? — 
I should think they did. 

Mr. Rook: Well, if so they are one of us.“ | 

Further replying to Mr. Rook, witness said the orders given 
would have been signed by Mr. Howlett, or Mr. Williams, the 
accountant, or —— | 

Mr. Rook: The office boy, did he sign orders ?— That is a silly 
question. 

Referring to goods supplied by a certein firm, Mr. Rook 
remarked, “ You always told me their goods were too dear for уоп; 
they were cheap to you then, I suppose." | 

Asked regarding a duplicated order, witness explained that it 
had been duplicated by mistake. He would not admit that he was 
very pleased to get delivery of both seta of goods. 

Mr. Rook: Where is Mr. Howlett ?—He has gone to Canada. 

Did he pay his own passage money?—No. 
Very well I won't ask you who did. 
goods on consignment ?—' The company did. 

But you are the company. You were vendor, shareholder, 
debenture-holder and managing director. Why have you not set 
out the lease as an asset in the statement of affairs ?—Because the 
dilapidations would cost more than the lease is worth. 

Mr. Rook: When you sold the business to the company it was 
valued at £370, and you are still occupying the premises, although 
the lease is of no value. 

Mr. Whateley : He is not occupying the premises. 

Mr. Rook: If he is not, his ghost is in the shape of the 
Receiver. 

The Witness reminded Mr. Rook that before leaving this country 
for Canada, Mr. Howlett saw the members of the Committee of 
Inspection, and informed them that he had been offered an appoint- 
ment in Canada. 

Mr. Rook: Who had, or will have, the advantage from the 
orders given in September, either by you or Mr. Howlett, or the 
others ?—Eventually the debenture-holders will. 

It was your intention for them to have it ?—Certainly not. 

The Registrar : We need not go into the witness's intentions. 

Re-examined by Mr. Whateley, Witness agreed that the goodwill 
which had been taken at £1,128, was partly represented by book 
debts owing to the business at the date of the company’s formation. 
Although he had told the Senior Official Receiver that the company 
was pressed for money, no writ had ever been issued against them. 
Al the departments, except the shipping department, showed a 
profit on the trading, and witness only discovered at the latter end 
of last October that that department was not making a profit. 
Mr. Corfield, the Receiver for the debenture-holders, had never 
previously been employed either by witness or the company, but he 
had acted for certain of the creditors. Mr. Levy had advanced 
money to the company from time to time, and right up to October 
6th, 1911, witness felt certain that he would make them a further 
advance. 

Mr. Whateley : Is there any, ground for the suggestion that you 
ordered goods because you wanted to cheat the unsecured creditors 
for the benefit of the debenture-holders?—Certainly not. The 
witness added that having in the usual way ordered goods heavily 
in May, 1911, the orders dropped down in June, July and August, 
with the result that it was necessary to replenish the stock in 
September. When he gave the orders in the latter month he had 
no idea that they would have to close down. The value of the 
duplicated order referred to by Mr. Rook was £8. 

The inquiry was closed, 


Now, you had certain 


NEW PATENTS APPLIED FOR, 1912. 
| (NOT YET PUBLISHED.) | 
ed e by 
tri Patent Agents, 385, High Holborn, London, W.C., and at 
addressed, 


15,878. ‘* Galvanic batteries.” H. E. Fry. July 8th. 

15.905. ''Electric lift or hoist starting-rod or rope-locking apparatus." 
M. T. MxDwAr. July 8th. 

15.915. Method cf enabling microphones to be worked when connected in 
parallel.“ R. Gorbechupr. July 8th. (Complete.) 

15,920. Electric serial rail or rope-ways." EL#K1ROMOTOREN-WEREE 
HERMANN GRAD ENWITz. (Addition to and divided application on 12,833, 1919. 
Convention date, July 8th, 1911, Germany.) July 8th. (Ccmplete.) 

16,927. “Electric aro lamps." M. А. Hrrwic. July sth. (Complete.) 

15.990. Tensioning device for the contact wires of electric trains.“ 
BERG MANN-ELEETRICITATS-WERKE, Axr.-G ES. (Convention date, August 23rd, 
1911, Germany.) July 8th. (Complete.) 

15.937. Metal-vapour rectifiers and similar apparatus." E. HARTMANN. 
(Convention date, March 12th, 1912, Germany.) July 8th. (Complete.) 

15,952. '' Telepbone-machine switching- system.“ WESTERN ELECTRIC Co., 
Lrp. (Western keotric Co., United States.) July 8tb. 

15,957. Electric beaters.” FERRANTI, LTD., and J. RooTHAAN. July 8th. 

15,958. ''Electrically-heated devices." E. C. R. Markus. (Landers, Frary 
and CLARE, United States.) Jnly 8th. (Complete.) 

15,959. Systems of electric lighting." E. C. R. Manxs. (Jebangir Sorabjee 
Banajee, India.) July 8th. 

15,960. “High-efficiency electric incandescent lamp and holder. E. C. R. 
Manxs. (J. B. Banajee, India.) July 8th. s 

15,901. “‘ Electric toasters and the like devices.“ E. C. R. Manxs. (Landers, 
Frary & Clark, United States.) July 8th. (Complete.) 

16,002. “Electric switches, bell pushes controllers, and anal 
articles.“ M. AHRONBBEBG. July oth. pet : dE 


16,024. “ Means for electrically lighting road vehicles or other rolling stock.“ 
L. Kress. July 9th. M i iius 


16,040. Induction electric furnaces.” J. BALLY, (Convention date 1 
Lith, 1911, France.) July 9th. (Complete.) NE 


16,041. “Electric retort furnaces.” J. Batty. (Convention date, July 11th, 
1911, France.) July 9th. (Complete). 

16,042. '' Electric boilers," J. Barry. (Convention date, July lith, 1911, 
France.) July 9th. (Complete.) 

16,048. *' Electrio transformer boilers.” J. Batty. (Convention date, July 
20th, 1911, France.) July 9th. (Complete.) 

16,044. “ Process for manufacturing fire-proof electrically conducting moulded 
bodies." GkBRuDERSIEMENS & Co. (Convention date, July 20th, 1911, Germany.) 
July 9th. (Complete.) 

16,048. Apparatus for automatic electric heating." H. LxiTwER. July 
9th. 

16,065. Switches forelectric wiring systems." L. Mixx. July 9th. 

16,082. ''Bignalling apparatus, particularly for use in mines." STERLING 
TELEPHONE AND ELECTRIC Co., LTD., and F. G. BELL, July 9th. 

16,084. © Secret intercommunication telephone systems.“ "CT'ELEPHONFABRIK 
AxT.-Gks. vonn J. BERLINER. (Convention date, December 22nd, 1911, Germany.) 
July 9th. (Complete.) | 

16.096. “ Eleotrically- controlled rove stops." J. R. K. ВнАвр, July 9th. 
(Complete.) 

16,104. ** Means for connecting electrical conduits to their fittings.” ELEC- 
TRICAL CoNDuiTS, Lro., and J. R. A. Hemmine. July IOth. 

16.119.- Brackets or pendants for gas, electric and other lighting purposes.“ 
H. Perry. July 10th. 

16,126. ‘Electric battery lamps.“ Н. Hunts. July 10th. 

16,1194. " Prepayment meter for electricity, gas, or the like.“ ALLGEMEINE 
ErLEkTRICITATs-GES. (Convention date, July 10th, 1911, Germany.) July 10th. 
(Complete.) 

16,142. * Time switch." B. CHicxR. July 10th. (Complete.) e 

16,144. ''Electrical contact plugs for switchboards or the like and meth 
of producing same." M. B. аст, (Convention date, July 10th, 1911, 
Bweden.) (Complete.) 

16,147. ‘Protection of electric mains and the like." W. B. WoopHovss. 
July 10th. . 

16.150. “Electric heating or cooking apparatus.“ fSixwEews Bros. Dynamo. 
Works, Ltp., and Н. A. Bate. July 10th. 

16.151. ''Belector switching device for automatic telephone systeme and the 
like." Ткікрном APPARAT FaRRIK E. ZwieTUsCH & Co., G. m. b. H. (Conven- 
tion date, January 18th, 1919, Austria.) July 10th. (Complete.) 

16,152. Method of moisture-proofing cord conductors." Western ELEC- 
Dc Co., Lin. (Western Electrio Co., United States.) July 10th. (Com- 
plete.) 

16,153. “Electric cable sheath.” Western ELECTRIC Co., тр. (Western 
Electric Co., United States.) July loth. (Complete.) 

16.163. „Wave detectors for radio-telegraphy and telephony." L. J. І. D. 
алчы (Convention date, May 24th, 1919, France. July 10th. (Com- 
plete.) 

16,164. “Flectric discharge apparatus.“ R. Monrrri. (Convention date, 
July 15tb, 1911, Italy.) July 10th. (Complete.) 

16,174. Automatic electric supply system." H. LsrTNzR. July 10th. 

16,207. ** Accumulator саве and the like." J. A, WALSHAW. July lith. 

16,219. “Treating iron scrap by electrolysis." H. C. WOoLTERECK and J. 
MozLLER, July lith. 

16.229. Electrical switches.” A. H. KLG and B. D. Новтом. (Con- 
vention date, July 11th, 1911, United States.) July llth. (Complete.) 

16,231. **Electromagnetio hammer." W. RicHARDS and W. W. RICHABDR. 
July lith. 

16,241. ''Telepbones," Е. Ran Donn. July llth. (Complete.) 

16,269. "Automatic cut-outs and ammeters for car-lighting and other 
dynamos." OPrTALYTE, LTD., and J. Hewerr. July llth. 

16,270. „Electrical connections for motor-car lamps and the like." 
OPTALYTE, LTD., and J. Hewett. July llth. 

16,287. ''Electric-current governors.” J. Е. W. BEARLE and B. H. Lacry. 
July 12th. 

16.296. Method of oarrying out chemical gas reactions by means of an 
electrical discharge.“ H. ÁwpnIEessENS and J. BCHEJDEMANDEL, July 12th. 
(Complete.) | 

16.307. "Appliances or means for mounting incandescence electric lamps 
and the manufacture thereof." A. W. BEUTTELL., July 12th. 

16.817. “Thermostats for controlling electric eirouits.“ A. W. Pam and 


F. W. Roper. July 12th. 


16,818. *“ Electrico conduite." E. A. EDwanps. July 12th. 

16,349. Electric controllers. starting switches and the like." BIEMENS 
Bros. Dynamo Works, LTD., and B. G. Payne. July 12th. 

16,858. Maximum time meter." ALLGEMEINE ELEETRICITATS Ges. (Con 
vention date, July 14th, 1911, Gei many.) July 12th. (Complete.) 

16,860. ‘Telephones and hooters for motor-cars." STERLING TELEPHONE 
AND Exectric Co., LI D., and F. G. Вк. July 12th. * 

16,374. "Subscribers! stations in automatic telephone systems.“ Zirxo- 
STENSKA BANKA v Praze. (Convention date, July 12th, 1911, Austria) July 
12th. (Complete.) 

16,984. ‘* Apparatus for measuring the e'ectric conductivity of liquids." 
M. Cortans. July 18th. 

16,406. Revolving electric furnace intended chiefly for the manufacture of 
aluminium nitride."  BOCIETE GENERALE DES Nitrures. (Addition to 
о: Convention date, August 4th, 1911, France.) July 18th. 
plete.) 


(Сот. 


PUBLISHED SPECIFICATIONS. 


Copies of any of the ifications in the following Hist may be obtained 
of Messrs. W. P. Тномрвои & Co., 985, High Holborn, W.O., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


1911. 


ELECTRICAL PorENTIAL REGvLATORS. M. Fuss. 7,220. March 22nd. (March 
22nd, 1910.) 


Exvecrro-DErcsiTION AND REFINING OF ZING. 
7,235. March 23rd. 


SYNCHRONISING OR LIKE Devices OR APPARATUS. J. Chansay and L. F. Rampal. 
12,782. May 26th. 


THFRMO-ELEcTRIC GENERATORS, C. V. Albrecht. 14,284. June 15th. (Decem. 
ber l€th, 1911.) ў ; 


COMBINED BOILER AND THERMO-ELECTRIC GENERATOR. 
June 28th, 

SELECTIVE-CALLING APPARATUS. E. B. Craſt and G. Brown. 15,120. June 90th. 
(June 30th, 1910 ) | 

MANUFACTURE OF ARTICLES OF TUNGSTEN. 
(General Electric Co.) 15,5&6. July 4th. 

MANUFACTURE OF EY ECTRICAL CONDENSERS AND @1MILAR ÁPPARATUR. 
Dearlove and 8. G. Brown. 16,654. July 1&th. i 

ELECTRIC Arc LAN PE. Ergineering and Aic Lamps, Ltd., and A. T. Dowdell. 
16,079. July 20th. (Ccgnate application, 989 of 1912.) 


V. C. Tainton and J. N. Pring. 


W.P.Perry. 15,087. 


British Thomson- Houston Co. 


J. A. L. 
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years, it is of the utmost importance to engineers and manu- 
facturers to see that they are not called upon to pay an 
undue proportion of the burden. The rating authorities are 
naturally anxious to draw water from the deepest well. A 
large and flourishing concern which is known to be making 
considerable profits is supposed to be able to pay rates with- 
out any serious difficulty ; and what is more. in its corporate 
capacity, it has no vote or say in the appointment of the 
body which levies the rate. If rates аге unduly raised in 
residential suburbs, the ratepayers can make their voices 
heard at the next elections. But a concern which has a 
rateable value far exceeding that of a thousand small 
dwellings can secure no relief by such means. 

In what way, then, can relief be obtained? 

By an unfortunate development of judge-made law, 
it has come about that although theoretically it is only 
land and buildings that are brought into rating, loose 
machinery is taken into account for the purpose of 
enhancing value. Take, for instance, a mill which is 
electrically driven. The numerous motors which are avail- 
able for the distribution of power must all be treated 
as part of the premises of which the hypothetical 
tenant is supposed to be the leaseholder. This was 
decided in the Tyne boiler case. That decision is 
so well known that we need not refer to it except to say that 
it is the leading authority for the proposition that loose 
machinery is to be taken into account as enhancing the rate- 
able value of the property where it is found ; but it dces not 
lay down any principle upon which the enhancing value of 
machinery is to be estimated. Nor is there any other case 
which does this. It appears to be settled now that each 
Court of Quarter Nessions must work out this difficult point 
for itself: and provided the bench of magistrates— or the 
recorder of a borough, as the case may be—gives no reason 
for a decision, that decision is final. This is an exceedingly 
unsatisfactory state of the law. To take an illustration : 
What is there to prevent the Court taking the value or the 
profit-earning capacity of the machinery into consideration in 
order to arrive at the rateable value of a mill? 

Having regard to the decision in the Tyne boiler case, it 
appears to us that the Recorder of Leeds and the Court of 
Appeal came to a correct conclusion as the law now stands ; 
but it is quite within the power of the House of Lords to 
reverse the principle of the Tyne boiler case if the Hunslet 
case is brought before them. Whether they will dosois another 
matter: but the case is of such importance that a statement of 
the facts is well worthy of perusal. The appellant was the 
occupier of certain buildings, known as the Standard Works 
in Hunslet, where he carried on the business of a general 
jobbing engineer. The gross estimated rental of the property 
was £67, aud the rateable value of buildings, &c., £45. 
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Before the above rating the appellant was assessed at £29 
gross and £22 rateable. He appealed from the decision of 
the Assessment Committee to the Recorder of Leeds. It is 
necessary at this point to state that the appellant/s property 
consisted of an office, a model room, a fitting shop, a 
machine shop, a store, an engine room, a shed, and a yard, 
all of which except the office, model room, and store, con- 
tained machinery. Some of the machinery, such as a hori- 
zontal steam engine, certain shafting and pulleys, admittedly 
formed part of the freehold, and was, therefore, properly 
brought into rating, but there were a number of machines 
which did not come in this category, and which had been 
placed there by the tenant or his predecessor in the title for 
the purpose of making, and which did make, the property fit 
for the particular purpose for which it was used. On 
December 31st, 1891, the appellant agreed with Benjamin 
Greaves, the owner of the property, to take it complete as it 
stood on lease for five years at a rent of £26. After 
1896, he continued to remain as a tenant from year 


to year. He disputed the new rate on the following 
grounds: —“ (1) That in valuing premises the value 
or the user of the machinery, other than that 


which forms part of the freehold, ought not to be con- 
sidered ; (2) that the said machinery ought only to be 
taken into account in so far as its presence (4) afforded proof 
that the premises were fit for the purpose of the business 
carried on therein, and (5) would be likely to induce a 
tenant to give a higher rent for the premises than he would 
give if the said machinery were not upon the premises." 
He also contended that machinery of the class to which 
the said machines belonged, if it were not upon the premises 
when a letting took place, would be brought and put upon 
tke premises by the tenant to whom the premises were let 
and not by the landlord who let the premises, and that, 
therefore, it was wrong to include the value of the machinery 
in the annual rent which such tenant would pay to such 
landlord." The Hunslet Union contended, in effect, that 
the proper criterion was the rent at which the property 
would let, assuming the tenant had the right to use the 
machines. The Recorder of Leeds held that this contention 
was right. He also held that the value to the user of the 
machinery was not necessarily to be arrived at by taking 
the cost or value of the machinery and putting a percentage 
upon such value, as had been done by the respondent’s 
valuers. In fact, he refrained from disclosing the way 
in which he arrived €t his figures. He viewed the 
works himself, and reduced the assessment to £46 as 
the gross estimated rental, and £31 as the rateable 
value. He also pronounced that if the appellant’s argu- 
ment should be sustained, the gross value was £39, and the 
rateable value £26. The Divisional Court and the Court of 
Appeal upheld the Recorder’s decision, the Master of the 
Rolls, in the latter Court, saying that the case was governed 


by the Tyne boiler case, which was decided in the Court of 
Appeal in 1886. 

Finally, in order to try, if possible, to have the Tyne 
boiler decision overruled, the Hunslet case was taken to the 
House of Lords, where the attempt proved to be in vain. 
Lord Halsbury, in giving judgment, said: —“ I decline 


myself to enter into what I may call the original equities 


which might have guided this matter. It is enough for me 
that a long series of decisions for certainly half a century 
have established the bald proposition which is all I am 
insisting upon, namely, that although the machinery may 
not be part of the freehold, it yet has to be taken into 
account ; and in saying that I do not want to muffle it in a 
phrase, but what І mean is that to increase the amount of 
the rate which is exacted from the tenant you may enter 
into that question and form a judgment upon it, although, 
as a matter of fact, the machinery may not be attached to 
the freehold.” 


That is the last word on the subject. Nothing short of 
an Act of Parliament can now take machinery out of 
rating. 

One observation of a practical nature remains to be made. 
In a recent rating case at Leeds, the Recorder declared that 
in order to ascertain the rateable value, the Court should 
have regard to the evidence of practical men. Let the 
practical man see the premises, and say how far their value 
has been enhanced by the presence of machinery. In other 
words, the question is, What rent would he give for the 
premises fully equipped as they stand? This question 
answered, the rateable value can be ascertained by a simple 
sum in arithmetic. 


For ‘many years past in these pages 


рее we have consistently urged the importance 
Antiquation. of providing for the antiquation or obsole- 


scence of electricity supply plant. In some 
cases our argumenta fell upon deaf ears, in others they were 
reluctantly set aside by those who, having to show a loss on 
their undertakings, did not desire to report a larger deficit 
on account of an uncertain factor. We were at times charged 
with hostility to municipal control because we urged for 
sound finance in this respect, but, as so often happens, prac- 
tical experience has, with a ruthless disregard for losses or 
profits, convinced the unbeliever who was disinclined to pay 
heed to warnings until necessity was knocking at the 
door. Companies and municipalities to-day are being brought. 
face to face with the problem of scrapping machinery of 
which perhaps only a half of the cost has been paid or written 
off. Plant, which was the best of its kind obtainable 
when installed, cannot stand in the presence of modern plant. 
if the maximum efficiency and economy are desired, and 
unless engineers and their authorities are content with high 
production costs, the old plant must be got rid of in favour 
of turbines or Diesel engines, and loans for displaced equip- 
ment must hang round the neck of the undertaking if the 
contingency has not been provided for. The economies made 
possible with up-to-date machinery are often more than 
enough to meet the financial charges on the old plant while 
still giving the benefit of a reduced cost per unit; but how 
much better it would be for the cause of cheap electricity if 
these loans could be wiped out when the plant dies. Mr. 
Frank Ayton, in his annual report to the Ipswich Corpora- 
tion, enters very fully into the question of reserves for anti- 
quation, expressing his approval of the action of his Committee 
in starting, two years ago, to build up such a fund. He does so- 
because he feels that it is not always understood how 
necessary such provision is in connection with the business 
of electric supply. Emphasis is laid upon the industrial 
importance of cheap electricity, and upon the fact that the 
latter cannot be obtained unless inefficient plant is scrapped 
in favour of turbines for large sets and Diesel engines for 
small, a kind of supersession which is continually observed 
in electrical engineering developments, while *the rate of 
progress and improvement in the future bids fair to eclipse, 
if anything, the record of the present and the past.“ Who 
knows," he asks, “what changes the next few years may 
bring forth >” Mr. Ayton has something to say about the 
disinclination of the Local Government Board to grant loans. 
fore new plant in place of old, when the original loans are 
only partly paid off, its authority being given to reborrow 
only such portion of the loan as has already been paid off. 


In such an event, the result is that the undertaking must. 


either call upon the rates for the remainder of the cost, 
or continue with the old plant and keep up the price charged 
for electric supply. He proceeds to urge his own 
Council to aim at making ite reserve fund equal to 10 per 
cent. of the capital expenditure and maintaining it at that 
figure. | 

We feel that, speaking generally, engineers whose busi- 
ness it is to keep themselves informed regarding electrical 
engineering developments agree to-day with the soundness of 
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these views, but unfortunately it does not always follow 
that they can convince their Councillors. We hope there- 
fore that advantage will be increasingly taken by them of 
opportunities for dealing with the subject in plain language. 
Many reports issued during the last few years have 
emphatically shown how great has been the benefit obtained 
from the installation of up-to-date plant in replacement of 
old : but to do this reserves are necessary, and it is nothing 
short of iniquitous that money should be put to rate relief 
which should properly be applied to reserves, and so improve 
the stability and efficiency of the undertaking. | 


THE regrettable lift accident whereby 
the Duc de Lorge lost his life last week 
serves to remind us that it is always the 
unexpected that happens, and even when we have taken, as 
we believe, every conceivable precaution against mechanical 


A Lift 
Fatality. 


or electrical breakdowns, and mistakes on the part of the . 


users of such apparatus, there is still sure to be some contin- 
gency that has not been taken into account. Human fore- 
sight, in fact, has its limitations, and it is only by long years 
of experience that its deficiencies can be remedied. 

The lift in question was of the automatic push-button 
type, and every care had been taken with the express object 
of ensuring safety. The mechanism was in good order, but 
it happened that the unfortunate gentleman, perhaps 
impatient, apparently pulled the door before the cage had 
descended to the proper level; this caused the cage to stop 
and released the door, and the Duc hastily walked through 
it and fell down the shaft. 

The stopping of the cage was normally effected by a trip 
at the top of the cage, engaging with a corresponding device 
on each floor, and it was suggested that had this arrange- 
ment been at the bottom instead of the top of the cage, the 
accident would not have happened. Not having the actual 
details before us, we cannot express an opinion on this 
point, bnt it is clear that even the many ingenious safe- 
guards already provided are not sufficient to render accident 
impossible. It would be easy to aad a mechanical lock 
which would prevent the door from being opened unless the 
cage was in the correct position, and this would be a wise 
precaution. 'The use of glass panels in the door, as sug- 
gested by the jury, might also be advantageous, but clearly 


no reliance at all can be placed upon the vigilance of tlie 


users of the lift. If a man cannot see that the cage is not 
there when he opens the door, he is not likely to pay atten- 
tion to what he sees through the panels. 


Electricity in Ipswich Sanaterium.—The recently 
opened sanatorium at Ipswich is provided with an elaborate steam 
heating, cooking, electric lighting, laundry, and sewage disposal 


plant. The machinery is installed in a separate block of buildings . 


standing in a corner of the site. Steam is provided by two Cornish 
: boilers (each 18 ft. x 6 ft. dia.), natural draught being secured by 
a handsome 60 ft. brick chimney. Two high-speed, enclosed 
Reavell engines, in a room adjoining the boiler house, are direct 
coupled to Crompton dynamos and can also drive overhead shafting 
which is carried through into adjacent laundry rooms. Abutting 
on that end of the engine room containing the four-panel switch- 
board is an accumulator room. A compressed air ejector plant 
(on the Shone system) delivers sewage into the Corpora- 
tion sewers, the necessary air supply being obtained from two 
Reavell compressors in the engine room. Electric irons are used in 
the laundry and large quantities of steam are required for heating, 
cooking, &c. The latter consideration determined the use of steam 
plant instead of internal combuston engines. Boby water softeners 
are installed in the boiler house and, after treatment, water is 
delivered by an automatically-controlled, electrically-driven pump 
to an overhead service tank whence distribution is by gravity. The 
softened water leaves no appreciable deposit in the various 
calorifiers and hot-water radiators, which, therefore, maintain a high 
thermal efficiency. Steam is taken from the boiler house through 
underground mains to the administration block and to the patients’ 
blocks and the whole of the steam condensed in pipes, calorifiers, 
steam jacketed vessels, &c., is returned through steam traps to the 
boiler feed tank. The whole of the electrical plant, including an 
extensive lighting installation, has been supplied and erected by 
Messrs. Mann, Egerton & Co., who have recently installed a number 
of other important lighting schemes in the neighbourhood. 


PROFIT-SHARING AND CO-PARTNERSHIP. 


IN the autumn will be published a full report by the Labour 


Department of the Board of Trade upon the inquiry which 


is now being made into profit-sharing and co-partnership. 


The- investigation into certain of the schemes in operation 


has been completed, and from the preliminary report 
thereon, which is full of interest, much valuable information 
may be acquired. 

With regard to the legality or obligatory nature of the con- 
stitution of some of the profit-sharing arrangements, that is 
to say whether they are purely voluntary or legally binding, 
it is expressly stated in some cases that participants possess 
no legal rights, whilst in a few others it is stated that the 
ae in profits is conferred as a matter of strict legal 
right. i 

The amount of profit to be appropriated to the profit- 
sharing fund is in the majority of cases ascertained on the 
basis of a fixed proportion of the profits. In some instances 
a maximum is imposed at which the claims of the workers 
cease. In a small number of cases the amount available for 
the payment of bonus is not a proportion of the profits, 
but a sum contingent upon a certain rate of profit being 
earned by the business, this sum being, in some of these 
cases, а fixed percentage on wages, and in others an amount 
ascending with the rate of profit earned. 

With profit-sharing gas companies the bonus depends upon 
the price of gas. These companies are by law allowed to 
increase their dividends beyond a certain point only in pro- 
portion to a reduction in the price charged by them for gas. 
In gas companies, accordingly, the bonus, instead of varying 
directly with profits, varies with the same factor which 
governs profits, and rises as the price of gas falls. 

The profits taken into account for the purpose of ascer- 
taining the amount available for distribution as bonus are 
almost invariably the profits earned in the year, or in 
a certain number of cases the half-year, preceding the distri- 
bution ; but in a few cases a part of the profits of each year 
is carried forward in order to enable a bonus to be paid in an 
occasional bad year. The divisible profits for the purposes 
of the profit-sharing scheme are usually declared to be the 
clear or net profits—that is to say, the gross profits after 
deduction of rent, taxes, rates, wages, salaries, and other 
working expenses. In joint stock companies the salaries 
include those of managing and other directors, and an 
analogous practice obtains with a few private firms, though, 
as arule, in such firms the remuneration of the management 
is included in the proportion of the profits not allotted to 
employés but retained by the partners. As to the minimum 
remuneration of capital, interest at fixed rates is usually 
included, whether in the case of joint stock companies or of 
private firms, among the deductions to be made before net 
profits are arrived at, this rate being generally 5, sometimes 
6, per cent., and only exceptionally a lower or a higher per- 
centage. In some cases special mention is made of sums to 
be set aside for depreciation and for reserve funds. 

The reserved limit—1.e., the point at which the partici- 
pation of the employés begins—is in a few cases known to 
be based not on the actual profits earned in the years imme- 
diately preceding the introduction of the profit-sharing 
scheme, but on an amount below those profits. 

The principle upon which the reserve limit is calculated is 
generally communicated to the employés, and the results of 
the calculation determining the total amount available for 
participation are, in a certain number of cases, certified by 
professional auditors, whose figures can be seen by the em- 
ployés. In а few instances the employcs are allowed to 
inspect the books of the firm. 

The proportion of the profits allotted for division between 
the employés varies considerably in different schemes. In 
cases in which no mention is made of any part of the total 
net profits being retained for the employers as reserved 
limit, there are a few cases of 10 per cent. of the profits 
being allotted as the share of the employés, a case of 5 per 
cent. is mentioned, and another in which the share of the 
employés is 25 per cent. on the divisible profits up to a 
certain sum, and 5 per cent. of the profits in excess of such 
sum. In a very small number of cases capital and wages 
share concurrently, the bonus being at the same rate on 
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wages as the rate of interest received on the capital. Where 
a reserved limit is mentioned, the proportion of the surplus 
profits above this limit, which, so far as is known, is appro- 
priated to the payment of bonus, varies from 5.to 50 per 
cent., well over one-third of the schemes in auestion allotting 
the latter percentage, and nearly one other third giving from 
20 to 25 per cent. In a certain number of cases the surplus 
is shared between capital and wages pro rata. | 
With regard to the division of the total bonus fund 
among the different employés, by far the most common 
method adopted is to divide this fund between the par- 
ticipants in proportion to the amount which each has earned 
in the period to which the distribution relates, no deduction 
being in many cases made for time lost by illness up to & 
certain limit, but in making the calculation overtime is 
excluded in a few cases, and overtime and piecework in a con- 
siderable number of schemes. In a few cases other elements, 
such as length of service, or the nature of the duties per- 
formed by the employé, are taken into account, and in a very 


small number of schemes the share to be assigned to each 


employé is fixed by the employers at their discretion. 

There are some cases in which the form of profit-sharing 

adopted either exclusively or in conjunction with the more 
common type, consists in paying to employés who leave 
money in the hands of their employers in the first place, a 
fixed rate of interest, usually 4 per cent., and then a further 
return on these deposits varying with the rate of profits of 
the business; this extra return is, in a few cases, of such 
amount as, together with the fixed interest, will bring the 
total return up to the dividend paid by the company, with 
a maximum limit of 10 per cent., while in a very small 
number of cases the extra return is to be one-half of 
the difference between the minimum interest and the 
dividend paid by the company, with a maximum limit of 7 or 
10 per cent. Where employés hold shares which they have 
bought in the market, they are not considered to be employed 
under the method of profit-sharing. But where shares are 
issued to employés either without exacting any payment, or 
on special favourable terms as to purchase price or method 
of paying up instalments, &c., this is a form of profit- 
sharing ; but cases of this nature are not frequent. 
. In some cases all the employcs without distinction are 
allowed to share in the bonus fund ; but in many instances 
participation is confined to persons who possess certain 
qualifications, the most frequent of which is a certain 
length of service with the firm, varying from six months up 
to seven years, the most frequent period being one year. In 
а few cases, persons below a certain age are excluded. Ina 
small number of schemes, participation in profits is confined 
to employés selected by the management. In a few instances 
certain classes of employés, such as persons receiving com- 
mission, piece-workers, or casual labourers, are excluded trom 
participation. 

Sometimes conditions are attached to participation, by far 
the most frequent of which is the signing of a contract of 
service for a stated period—generally 12 months—as is the 
case with nearly all profit-sharing gas companies, this contract 
providing that wages shall not be reduced during the term 
specified. In a few cases profit-sharing employés are 
required to be members of a fund for provident purposes. 

In about one-half of the schemes the bonus is paid in 
cash ; in a considerable number part of the bonus is paid in 
cash, the remainder being credited to a thrift fund available 
to provide provident benefits for the employés, as a rule, 
individually, but in some cases collectively, this fund being 
usually deposited at interest with the employers. In a very 
sinall number of schemes the whole of the bonus is devoted 
to provident purposes. 


In many schemes one-half of the bonus is retained for 


investment in the capital of the undertaking ; in others the 
whole is 80 retained until the employé holds a certain amount 
of stock; subject to this retention, the other half is either 
paid out in cash or retained on deposit with the employers, 
unless permitted to be applied for purposes of a provident 
character. In a few schemes, the whole of the bonus is 
in the shares or stock of the employing company. In others, 
shares obtained by the investment of bonus cannot be dis- 
posed of except with the permission of the employers, and 
many schemes provide for the loss of his right to share in 
profits by any employé selling without permission. 


As а rule, to which there dre, however, important 
exceptions, the shares owned by the employés give them the 
ordinary voting powers, and as time goes on and their 
holdings increase their voting strength should, in due 
course, be augmented. At present the proportion of 
employés! votes to the total number of votes that might 
be given at a general meeting of shareholders, hardly 
ever reaches 5 per cent., and in nearly all cases it is a 
quite insignificant percentage. In only six out of the 100 
cases dealt with are the employés represented on the board 
of directors. There exist, however, under a very large 
number of profit-sharing schemes, joint committees com- 
posed of employers and employed, whose functions, although 
of a consultative nature only, cannot be considered as other 
than important. 
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CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear «niil 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, Мо letter can be published 
unless we have the writer's name and address in our possession, 


Railway Cab-Signalling. 


Surely Mr. Dammond’s letter in your issue of July 19th 
entirely corroborates my contention that (other things being 
equal) a rubbing contract is superior to a rotating one. 

If, as he states in his letter, he is liable to pick up false 
indications with the wheel clamped by the brushes, his 
apparatus is too sensitive under perfect conditions of contact, 
and his sole factor of safety is the imperfect contact of his 
rotating wheel, which is too uncertain a factor to allow of 
confidence in its reliability. ** 

As regards the concluding paragraph, I enclose my 
pamphlet on the final form of the Brown-Mackenzie system, 
and would ask your correspondent, in face of that, to sub- 
stantiate his statement that the system is not absolutely 
reliable.“ 

| Henry A. Dupré. 
Sutton, July 27th, 1912. 


Australian Labour Conditions.—We have from time 
to time drawn the attention of our readers to the case of the 
Australian tramway employés and the progress which is being made 
with the action they have brought against their employers for higher 
wages and improved service conditions. It was hardly to be expeoted 
that this particular class of workers would be the only one to take 
action in the Federal Court, and we now find that others have 
commenced arbitration proceedings. Among them we may speci- 
ally пате: — 

Gas Employes —These are already working under a Wages Board 
award which granted very considerable increases on previous rates. 
Amongst the new claims are :—stokers and firemen, 12s. per day of 
eight hours, 16 days’ annual leave on full pay, coal trimmers 11s. 
per day, skilled labourers 108. 6d. per day, blaekemiths 128. per 
day. 

Fruit Growers.—Pickers and general workers over 17 years of 
age 8s. per day. The existing rate was 7s. per day. Practically 
the whole of this work is done by women. It was claimed by the 
secretary of the Union that a full day's pay should be given for a 
broken day's work. . 

Postal Electricians,—This class of employés have sent in a long 
claim. All payments are put in as annual salaries. They ask for :— 
Mechanicians, £450 per annum ; senior foremen, £400 per annum ; 
firat grade foremen, £350 per annum ; second grade foremen, £300 
per annum; third grade foremen, £250 per annum; instrument 
fitters, £192 per annum; junior instrument fitters, 16 years old, £72 
per annum; 17 years, £84 per annum ; 18 years, £96 per annum; 
19 years, £108 per annum; 20 years, £120 per annum; 21 years, 
£140 per annum; 22 yeare, £160 per annum; 23 years, £180 
per annum. In the electric light and power department the sums 
claimed are:—Engineer, £325 per annum; assistant engineer, 
£235 per annum ; shift engineer, £222 per annum ; aseistant shift 
engineer, £192 per annum; hours of duty 44 per week; various 
allowances if meal times interfered with; three weeks annual 
leave with full pay, all gazetted holidays, sick leave, and right of 
furlough ; leave of absence for trade union's annual picnic ; pre- 
ference to be given in all matters of promotion, transfers, or leave 
of absence to trade union members ; four years’ fees at a technical 
college to be paid in addition to wages for all juniore, and when 
no claims are accessible books to an equivalent value to be placed 
at their disposal. 

It will be noticed that many of these claims far exceed those 
made as yet in this country, and the result of these various applica- 
tions will be of interest. 
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NOTES FROM CANADA. 
[FROM OUR SPECIAL CORRESPONDENT. | 


THE city of Kingston, Ontario, to which reference was 
recently made in these notes has now decided to spend 
£10,000 on extending the civic steam-driven electric plant 
instead of utilising power supplied by either the Hydro- 
Electric Power Commission or the Seymour Power Со. 

The E.B. Eddy Co., of Hull, near Ottawa, who are large 
manufacturers of matches, paper and other articles, intend to 
erect a hydro-electric plant of their own, which, it is said, 
will be one of the largest privately-owned plants in the world. 
Work has already been begun on excavations. 

A few weeks ago the electric lighting plant in a small 
town in Ontario was completely destroyed by fire, and this 
week comes news from Quebec of an exactly similar occurrence 
toa 2,000-H.P. plant owned by the Quebec and Jacques 
Cartier Electric Co., which lighted part of the city of Quebec 
itself. 

A large American concern, the Standard Underground 
Cable Co., has recently commenced active manufacturing 
operations in Hamilton, Ontario. This company has for 
years supplied large quantities of all kinds of cable, wires, 
&c., to Canada, and has evidently decided that the time is 
now ripe to enter the field as an actual Canadian manu- 
facturer. | 

Indications point to the probable establishment of many 
other U.S.A. industrial enterprises over here in the next few 


i Mr. P. W. Sothman, the chief engineer of the Hydro- 
Electric Power Commission of Ontario, has resigned in order 
to take up private practice as a consulting engineer ; as yet no 
successor has been appointed. Last week reference was made 
by the writer to the deplorable way in which the equipment 
of the line of the power company which supplies the trams 
and the local lighting company with electric current, failed 
in the performance of its duties, owing to thunderstorms. 

This week has been even worse, while the Hydro-Electric 
Power Commission's line has maintained throughout an 
uninterrupted service. This latter fact will undoubtedly 
enbance Mr. Sothman's already wide reputation here, seeing 
that he has been responsible for the construction and 
equipment of the Commission's lines. 

The interruptions to the company's service have been so 
serious that the city authorities of Toronto have taken the 
matter up as, also, has the local Board of Trade. It has 
been stated that the company will probably plead an act of 
God, seeing that they have no direct control over the pranks 
which lightning may play, but, if this be allowed, it would 
seem only reasonable to argue that a specially appointed 
angel has been carefully watching over the interests of 
public ownership as represented by the Power Commission. 
The company, though, appears to have had a run of specially 
hard luck this time. | 


PARLIAMENTARY. 


L. C. C. Trainways and Improvements Bill. 


Ох July 22nd, the Marquis of Bath's Select Committee of the House 
of Lords commenced the consideration of this Bill Mr. Ernest 
Pollock, K. C., and Mr. Lynden Macassey represented the Council. 
The Bill had already passed the House of Commons Committee, but 
as the result of the decisions of that Committee and of the with- 
drawal of certain proposals, it was considerably modified. The 
proposals for tramways in the Hampstead and Euston Roads, Essex 
Road and Stamford Road, and Farringdon Road and Farringdon 
Street were struck out for non-compliance with standing orders; 
whilst in consequence of a resolution passed іп the House with 
reference to the use of overhead wires, the tramway from Wood 
Lane to Harrow Road was dropped. The House of Commons Com- 
mittee passed the remainder of the. proposals, i.e, an extension of 
the Tooley Street tramway towards London Bridge, an extension of 
the tramway at Rushey Green along Bromley Road to Southend, 
the doubling of the tramways in South Lambeth Road, and the 
reconstruction of the tramways in High Street, Woolwich. They 
also assented to clauses regarding the making of by-laws for 
establishing the queue system for passengers, and an important 
clause enabling the Council to run trailer and coupled tramoars, 
subject to certain conditions, The Committee decided to consider 


the Tooley Street scheme first, which was opposed by the owners 
and occupiers of various wharves, who were represented by Mr. 
G. J. Talbot, K.C., and Mr. R. W. Harper. 

MR. POLLOCK, K. C., said the total cost of the works proposed to be 
constructed under the Bill was £238,565. The County Council were 
running 1,725 electric cars, and employing 11'000 men. With regard 
to the Tooley Street tramway, it was proposed to extend this by 
316 yards, 32 yards of which, in the narrowest part of the thorough- 
fare, would be single line. Tooley Street had been widened ata 
total cost of £376,000, but further widening was impossible, Three 
and a half million passengers were carried along the street on the 
tramcars last year, and the traffic was increasing. 

SiR M. FITZMAURICE, engineer to the Council, gave evidence in 
support of the proporal, which he said would cost £6,900. 
Throughout the extension there would be a width of 94 ft. between 
the rail and the footway. 

Mn. J. C. SPENSLEY, assistant statistical officer of the L.C.C., MR. 
Bryson, Town Clerk of Woolwich, and Mr. A. L. C. Fell, general 
manager of the L.C.C. Tramways, gave evidence in support of the 
Bil. In cross-examination, the last witness said he had every 
confidence in the tramways, and was not nervous about the com- 


. petition of the buses. . 


On the 23rd ult., considerable evidence was given by occupiers 
in Tooley Street with reference to the oongested state of that 


. thoroughfare, and MR. TALBOT addressed the Committee, and urged 


that the scheme should be rejected. 

The Committee decided to allow the tramway, on condition that 
& clause was inserted to the effect that the cars should not go 
further than the present terminus during certain hours of the day. 

The matter was left in this state for the promoters to oonsider 
the position, and the Committee adjourned. 

On July 24th, Мв. PoLLock, on behalf of the County Council, 
intimated that that authority would accept the decision of the 
Committee relative to the conditions on which the extension of the 
Tooley Street tramway should be sanctioned, viz., that the extension 
should only be used before 9.30 in the morning and after 5.30 in 
the evening. 

Mr. A. L. C. FELL, the tramway manager, then gave evidence in 
support of the clause in the Bill to enable the Council to run 
coupled tramcars and trailers, He considered that such a system 
afforded the best means of dealing with the large and increasing 
traffic at certain periods of the day. 

The proposal was opposed by the Metropolitan Police, and 
evidence was given by Mk. F. S. BULLOCK, Assistant-Commiseioner, 
and SUPT. Basson, to the effect that, in their opinion, the running 
of such cars would tend to increase the congestion and the number 
of accidents in the streets, 

Having conferred in private, the CHAIRMAN said the Committee 
were prepared to allow the clause with limitations. They would 
confine the use of trailers to the South of the Thames, but including 
the cars which passed over Westminster and Blackfriars Bridges 
and along the Thames Embankment, so as not to interfere with the 
circular routes, They would also allow their use on the lines 
crossing Vauxhall Bridge to Victoria and Battersea Bridge to 
Chelsea, but not on the line crossing Putney Bridge. The Chair- 
man added that by allowing the limited use it would give an 
opportunity to both the County Council and the police to see how 
the system worked, and hence they would be in a better position to 
judge in the future whether it would be applicable to the more 
crowded termini on the North of the Thames. 

The Committee afterwards considered the proposal to double the 
tramline in South Lambeth Road, and approved of it, subject to the 
removal of the public convenience there. 


Loch Ericht Water and Electric Power Bill.—This Bill has 
been passed by the Unopposed Bill Committee of the House of 
Commons, and reported for third reading. 


National Electric Construction Co.’s Bill.—In the House of 
Lords on Tuesday this Bill, as amended, passed its third reading. 


LEGAL. 


AN UNEARTHED SWITCHBOX. 


AT the Gateshead County Police Court on July 25th, Henry 
Marshall Imrie, manager of Chopwell Colliery, Co. Durham, was 
summoned on a charge of having failed to comply with certain special 
rules and regulations of the Coal Mines Act, 1887, relating to the 
installation and use of electricity in mines, inasmuch as a certain 
gwitchbox was not earthed in accordance with Rule 8. Mr. Sheriton 
Holmes prosecuted on behalf of the Home Office, and Mr. Cooper, 
of Newcastle-on-Tyne, defended. 

Mg, SHERITON HOLMES stated.that the defendant was manager 
of the colliery, and on May 2nd and 3rd the switchbox of a conveyor 
—which carried the coal frum the face to the tubs—was out of 
order. From the evidence given at the inquest subsequently, a 
miner named Hudson found the switchbox was out of order, and on 
May 3rd Hudson said he could put it right. After the current had 
been cut off, Hudson took the cover off the switch. Inside the 
switchbox were three fingers, and the cover should not have been in 
contact with these at all, but in putting back the cover, apparently, 
he must have shifted one of them eo as to bring it in contact with 
the cover. Hudson then asked that the current should be put on, 
and the result was that he received & shock that proved fatal. In 


D 


166 


. THE ELECTRICAL REVIEW. 


vol. 71. No. 1,810, AUGUST 2, 1912. 


fairness to Mr. Imrie, Mr. Holmes said it must be mentioned that 
it was a purely voluntary act on the part of Hudson, but the defen- 
dant, as manager, was responsible for seeing that the switchbox was 
right. The prosecution asked the Bench to uphold the rules that 
were framed for the safety of all concerned, and, although it might 
have been a rash act оп the part of Hudson, it was just the sort of 
case for which the rules and regulations were required. "The real 
offence was that the switchbox was not earthed 

Mr. J. B. ATKINSON, Mines Inspector, gave evidence that the 

switchbox was not earthed. 

M. Cooper, for the defence, eaid that there was an exemption 
clause which covered the case. Under Clause 20 it was expressly 
stated that the rules relating to constructional work would not 
apply to apparatus in use before June, 1911, until 1920. He contended 
that earthing was part of the constructional work, and, as such, was 
therefore covered by the exemption. 

. After some argument as to the interpretation of the rules, the 
magistrates asked for some expert evidence bearing out the con- 
tention of the defence. 

Mr. W.C. MOUNTAIN, consulting electrical engineer, of Newcastle- 
. on-Tyne, said that earthing would clearly require constructional work. 
As the apparatus was in use before June, 191], when special rules 
came into force, and before which there was no need to have it 
earthed, if an earthing system were to be carried out, it would 
mean new constructional work; therefore it would come, in his 
opinion, under the special clause. He was in a position to say that 
the opinion among the majority of the owners in Northumberland 
and Durham was that the exemption clause referred to all apparatus 
in use at the time the order came into operation. The new rules, 
they took it, applied to apparatus since constructed. 

Мв. ROBERT WINSHIP, chairman of the Bench, observed that it 
was really a test case, and Mr. HOLMES said that if it were so 
regarded, he would wish to call further evidence. 

Mn. ROBERT NELSON, Home Office expert, who acted as secretary 
to the Committee which drew up the special rules, said the question 
of earthing was entirely apart from the construction of apparatus. 
It did not involve the scrapping of, or the interference with, the 
construction of any existing apparatus. It would be an efficient 
earthing to connect a piece of cable to the switch and to the 
armoured cable. This had nothing to do with the construction of 
the switch, and, therefore, did not come within the exemption. 

The bench, after a short retirement, said they came to the con- 
clusion that 'the case came under the exempeign, clause, and it 
would be dismissed. 

Mr. HOLMES asked the Bench to state a case. 


RosE Bros. +. ALBANY ENGINEERING Co. AND ANOTHER. 


IN the City of London Court, on July 25th, before Judge Rentoul, 
K.C., plaintiffs, electricians, of 38, Beech Street, E.C., sued the 
defendant company, electrical engineers, Ossary Road, Old Kent 
Road, and Captain Gavan Inrig, 154, Bishopsgate, E. C., for 
. £2 128. 3d. for electrical goods supplied. Mr. H. Strouts appeared 
for the plaintiffs, and Mr. W. Webb for the company. Captain 
Inrig defended in person. It was said that the orders were given 
by Captain Inrig on behalf of the Albany Engineering Co. The 
goods were delivered in part to the company and part to the 
Captain. Mr. Webb said that the company repudiated their 
liability, and said that the goods were ordered by Captain Inrig. 
Captain Inrig said that if anything was due from him or the com- 
pany he would pay, but he had had noinvoice. Mr. W. A. Rose, 
one of the plaintiffs, said that they looked to the Albany Co. for 
payment, and that was why no invoice was sent to the Captain. 
The Court found for the plaintiffs for £1 5s. 9d. against Captain 
Inrig only, without coste. The Albany Co.'s costs were awarded 
them against the plaintiffs. 


Тик TELEPHONE ARBITRATION. 
(Continued from page 128.) 


Мв. J. F. C. SNELL proceeded to deal with the life of the plant, 
and said that he had calculated the life of the cast-iron pipes as 
15 years. He gave the earthenware pipes known as the Post 
Office type" a life of 50 years, and other classes of earthenware 
pipes 20 years. 

In regard to the scrap value, SIR J. SIMON pointed out that, of 
course, such value did not amount to much in the case of the iron 
pipes, but when they came to the cables it was a very different 
matter. 'The scrap value under the head of cables was estimated at 
half ə million. 

WITNESS then proceeded to deal with the life, &c., of the cables. 
In answer to the SOLICITOR-GENERAL, he said there were various 
kinds of cable, the biggest class of which was the lead-covered dry- 
core cable; then there was the rubber-covered dry core and the 
gutta-percha insulated ; also armoured cables and the composite 
types. The lead. covered cable was built up of copper conductors, 
insulated by means of dry paper, and when made up into the cable 
it was covered by a continuous sheet of lead-tin alloy which 
hermetically sealed the whole of the conductors and their insu- 
lation, If these lead-covered cables were not exposed to any elec- 
trolytic or chemical action, their physical life would be about 
50 years. 

Sin J. Simon: Have you had experience of the life of these 
cables — Witness said that he could speak of 25 years’ experience. 

‘Telephone cables may not in all respects stand on the same footing 
as power cables /—I quite agree; it is only fair to say that the 
power cables, upon which I am basing my experience to some 
extent, are subject, of course, to certain effects—such as over 


- heh 


electrical pressure and over-heating to which telaphone cables are 


not subject. For that reason I should give for cables made prac- 
tically of the same specified materials, and used for telephone pur- 
poses, a longer life than those used for power purposes. 

That is contrast ; now let us deal with resemblance. Take, for 
instance, electrolytic action /—Of course, electrolytic action is 
common to both. A telephone cable is just as liable to suffer from 
it as a power cable. 

When you talk of electrolytic action you mean action due to 
outside electric currents, apart altogether from the current the 
cable is carrying ?—Oh, yes; of course. I mean external electric 
currents. 

Have you made any investigation or test of this action on the 
telephone lead-covered cables /— Yes, I visited Plymouth and made 
з test of telephone cable of this description which was laid there. 
I found electric current was actually traversing the lead- sheeting 
of the cable and it was coming from the adjacent iramway 
system. 

M&. DANCKWERTS: Was 
certainly. | 

SIR J. Simon: And you found that the cable was in fact 
suffering from electrolytic action ?—Yes. 

Is that a risk which these lead-covered cables run 7—14 is. I also 
examined similar cables in Belfast, where one was actually with- 
drawn from its duct. In that case the cable-sheathing showed 
distinct marks of pitting and corrosion due to the passage of 
external electric currents. 

In answer to his Lordship, -witness said, that at Plymouth he 
tested the cable with an ammeter: in Belfast, which was an 
investigation and not merely a test, he examined every inch of the 
cable as it was withdrawn from the duct. 

SIR J. SIMON: At the time this cable was withdrawn was there 
any reason to suppose that it would show signs of electrolytic 
action? Witness explained that in Belfast there had been cases of 
electrical decomposition of the telephone cables. It was a matter 
of history and so he decided to go there and make an investigation. 
Of course, he did not know before he examined it whether this 
particular cable would show effects of electrolytic action or not. 

As it happened, however, there were distinct marks of electrical 
decomposition upon it. Witness was not quite certain but he 
thought in the case of Plymouth the cable was laid in & cast- 
iron conduit, and at Belfast it waa laid in cement. 

SIR J. SIMON: Were the signs of electrolytic action which you 
observed on the Belfast cable signs which made a difference to the 
practical life of the cable ?—Yes, certainly, some of the fittings in 
the thin lead sheathing were one-sixteenth of an inch deep, that 
means that a considerable amount of the lead covering had dis- 
appeared. If that state of things continued the cable would soon 
become useless, because the very life of the cable depended on the 
unperishability of its lead sheathing, and when that perished the 
whole cable was gone. Of course, if the trouble was only a small 
local fault, the cable might be repaired, but if the depreciation of 
the lead sheathing was general, the cable would soon become useless. 
Continuing, Witness said whilst the physical life of the lead- 
covered cable was, in his opinion, 50 years, deductions had to be 
made which reduced the practical life to 20 years. These deduc- 
tions had to be made in r tof electrolysis and its action, the 
depreciating effect of chemical action and the actual melting of 
the lead sheathing by stray ourrents— by which he meant currents 
sustained by the cable owing to its coming inte actual contact with 
power cables. It did not often occur, but did so occasionally. 

SIR J. Simon: When you withdraw а 20-10. conductor you have 
the scrap value of the wire 7—Oh, certainly. 

His LorpsHip: What is the object of putting ina 20-1b. con- 
ductor in the first place? Witness replied that it was not done so 
much now; the 20-Ib. conductor was used originally for the purpose 
of better transference of speech, but owing to improvement in the 
telephonic art in recent years, 10-Ib. conductors were able to take 
the place of the 20-10, conductors and give the: same facilities For 
speech. 

By improvements in other parts of the telephone system you are 
able to use smaller conductors ?— WITNESS: Quite во. 

How does all this affect the life of the plant ?— That is the point, 
we have to consider. 

Sin J. SIMON said there were two considerations to be borne in 
mind. In the first place, they must remember that they were here 
considering the life of the plant in situ. It was not a question 
whether this particular piece of wire, or that, was going to live in 
the sense of existing on the surface of the earth without decay for 
a particular time, The question was how long was it going to live 
as an installation. Secondly, they had to remember that what they 
were trying to do was to arrive at value. If they took 
the value of the plant in situ and its value as scrap, then, he sub- 
mitted, they would arrive at the true value. 

His LORDSHIP said it seemed to him that what they had been 
discussing was not so much the life of the plant as the develop- 
ment of the business. He thought that if the Solicitor-General 
dealt with that he would be drawing a two-edged sword. 

SIR J. SIMON argued that the evidence witness was giving was 
very germane to the question of the life of the plant and accord- 
ingly germane to the value of the plant. 

Continuing, witness said that it was the experience of the 
G.P.O. that a certain annual replacement of cable was necessary 
each year owing to the inadequacy of its size; that was to say the 
insufficiency of the pairs of wires the cable conteined. He was of 
opinion that 24 per cent. allowance for this inadequacy wasa fair 
amount to take, and if that were so the practical life of the cable 
was reduced to 20 years, having taken in conjunction with this 
inadequacy the depreciation of the cable from other causes which 
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His Lon ůU0BBBZ IT: Do you get your 24 per cent. from estimate or 
from any actual calculation 7)— WITNESS said the figures was an 
estimate based on the actual experience of the G.P.O. From 1906 
to 1911 the cables of the G. P. O. service of that calibre were replaced to 
the amount of { to 1 per cent. on the ground of inadequacy. If they 
applied that to the smaller-sized cables the percentage would be 
higher. Then, having regard to the fact that the Post Office plant 
was more up-to-date than that of the N.T. Co., there would he a 
greater percentage of replacement necessary in respect of the 
latter's system. Taking all these things into consideration, he had 
arrived at the figure of 21 per cent. | 

Мв. DANCKWERTS : It comes to this. You have adopted 2} per 
cent. for the company because the G.P.O. percentage is one 
Oh, no, there is more in it than that. 

Proceeding, Mr. Snell then dealt with the vulcanised india- 
rubber cables, He estimated the life of these cables at 15 years. 
They were especially liable to deterioriation. He said this from 
his experience of power cables of the same materal. 

Sm J. SIMON: What is the cause of the deterioration /— 
Moisture chiefly, and sometimes the effect of coal and other gases 
in the ducts. 

Do these cables suffer from electrolytic action /— Yes, they do in 
power work. i 

Is 15 years the life of these cables when they are used for power 
work ?°— Oh, no, it is very much less than that; when they are used 


for power work their life is 10 years at the most. In fact, so much 


do they deteriorate, that these cables are seldom used for power 
work now. Witness added that he noticed Mr. Gill had 
estimated the life of this cable for telephone purposes at 20 years. 
Now, take underground armoured cable. What is the total life 
you estimate for that —Armoured cable, witness replied, laid 
directly in the ground should only be assessed ata short life. He 
was quite aware that there had been cases where such cable under 
certain conditions had been known to last a longer time than he 
estimated, but that was only in cases where the cable had been laid 


in particularly suitable and very dry soil. But speaking generally. 


only a short life could be given to this kind of cable. Witness 
further said that steel-armoured cable was also very liable to decay. 
He should not give that cable more than 15 years’ life ; but it was 
really a small matter, because there was very little of it in use in 
the telephone system. The potheads, which were the weakest 
portion of the underground telephone system, he had estimated at 
12 years’ life. Mr. Gill had given them 15 years. Taking all these 
cables and accessories together, witness said he had arrived at a 
general figure of 20 years for the life of the whole underground 
system. Later witness said he had had a conversation with Sir 
Alexander Kennedy with respect to the life of the cables, and Sir 
Alexander had told him that he had advised the L.C.C. to adopt 
the period of 30 years for the repayment of the loans made to the 
municipal authorities for power purposes, He did not necessarily 
mean that 30 years was the life of the cables assessed by him. 
Questioned with regard to the life of iron poles, witness said he 
allowed the same life to them as he had allowed to creosoted poles, 
viz, 205 years, although, in fact, investigation showed that the 
effective life of iron poles was only 13] years. The effective life of 
bere wire in position, he calculated at 84 years, although 
in his estimates he had actually allowed nine years of 
effective life, an addition of 65 per cent. After ex- 
plaining, at some length, how he arrived at this conclusion, 
witness was taken to the subject of aerial cables of all kinds, and 
he stated that he had arrived at the equated life of these in the 
same way as he had arrived at the equated life of conduits. He 
gave 15 years as the average effective life of the aerial cables. In 
the case of the exchange equipments, witness said there was an 
average effective life of 15 years allowed in the case of central 
battery exchanges. In the case of magneto exchanges of more 
than 300 lines, the effective life allowed was 10 years, and for 
magneto exchanges of under 300 lines also 10 years, but with a 
residual value. The witness observed that succeeding witnesses 
might be able to make this table, and that dealing with subscribers’ 
apparatus, plainer than he could do. By following the process of 
equation previously pursued, he adopted an age of 6`6 years for these 
exchanges. In the case of subscribers’ instruments and apparatus, 
witness said the conclusion he arrived at was that the effective 
life was 9'5 years, and the age 4'3 years, instead of 6'6 yenrs as 
suggested by the company, s conclusion which was in the company's 
favour. The total estimated cost of construction being £11,617,166, 
which reduced by 292,000 odd, the value of plant not within the 
contract of p e, reduced the cost of the purchaseable plant to 
£11,524,539. Witness estimated the actual value of the plant at 
£7,005,851. He had found as the result of experience that the 
existing scrap value of a plant bore a ratio of from 60 to 63 per 
cent. to the price of construction. In the case of conduite, Witness 
said there was no scrap or residual value, the cost of recovery being 
greater than the gain. In the case of cables, he made an allowance 
of 32°4 per oent. of salvage value, and that was actually arrived at by 
Mr. Callender, the cable manufacturer. The Witness went into 
many others of the subjecta, contrasting the residual values allowed 
by the Post Office with those estimated by the company, but 

Mn. FORBES LANKESTER pointed out that there could be no real 
comparison, the company taking residual values at the end of the 
physical life of the plant, and the Post Office basing ita estimate on 
the ''effective life. | ; 

SIR A. CRIPPS asked WiTNESS whether he estimated that a 
system like that of the National Telephone Co. could be laid down 
and brought up to its present condition in two years 7 — Witness 
replied -that if a catastrophe destroyed the whole system to-day, he 
thought it would be quite poseible to recreate the system, and 
connect up the subscribers in two years, He agreed, however, with 
Mr. Gill's figures that 12 years would not be an unreasonable time 


for substituting the system and starting it with its existing 
subscribers. The problem he had to deal with, was the replace- 
ment cost of something which already existed. 

I will not argue that now, but in the event of an earthquake 
destroying the system, if you had all the labour in this country 
sufficiently skilled to deal with matters of this kind, you could not 
as an actual possibility put up a system under a period much longer 
than two years —1 am advised that it could be done. From 
investigations we have made, we believe that in two, or at the most 
in three years, we should replace the system. 

His LORDSHIP: Would the two years involve working night and 
day 7—WITNEss replied that that was a question which could be 
better answered by another witness. 

Further questioned by Sir A. Cripps, WITNESS admitted that he 
had not ascribed any particular time required by the consulting 
engineer in preparing plans, &c., for the 98 centres in different 
parts of the United Kingdom. He did not think the preliminary 
work would take more than two years. 

BIR А. CRIPPS : Supposing the consulting engineer had no know- 
ledge of who the subscribers were likely to be, how long would he 
take then? I cannot answer. | 

A scheme like the company’s system, said COUNSEL, could only be 
built up over a long period of years, and it was utterly impossible 
to suggest that a contractor could build it up in two or three years, 
or any definite period of time. 

The ATTORNEY-GENERAL suggested, when the Court resumed on 
Monday, July 29th, that at the conclusion of the day's proceedings 
the Court should adjourn until after the Long Vacation. There 
was a good deal of matter, he said, for inquiry, and many figures 
had to be calculated. The adiournment would be & great 
convenience to the parties. 

SIR A. CRIPPS agreed, and said it would be impossible to con- 
clude the cross-examination of Mr. Snell before the Long Vacation. 

Мв. JUSTICE LAWRENCE said the Court would consent to the 
proposal. 

~ SIB A. Cripps asked that proceedings should be resumed on 
October 15th. 

MR. JUSTICE LAWRENCE: We will fix the date for resuming on 
the promise that the parties, in the meantime, put their heads 
together and try to shorten matters. 

SIR A. Cripps: I hope that, after the holidays, the spirit of con- 
ciliation will develop. 

MR. SNELL, further cross-examined, gave greatly detailed evidence 
with regard to a number of contracts for trenching, piping, &c., and 
the prices for the work in its different branches. i 

= Тһе Court adjourned as stated. | 


MARCONI’S WIRELESS TELEGRAPH Co., LTD. v. UNITED 
WIRELESS TELEGRAPHY Co, 


Mr. COLEFAX before Mr. Justice Parker in the Chancery Division 
mentioned this action, the parties having come to terms. 

The action he said was brought for an injunction in respect of 
alleged infringement of patent, but the parties had agreed and 
there should be judgment for the plaintiffs upon certain terms. 

Мв. GRAY appeared on the other side, and his Lordship made an 
order as arranged. ` 


A Broken Саг Axle.— The rolling stock superintendent 
of an electric tramway frequently has cases brought under his 
notice which call for a certain amount of ingenuity in coping with 
them, and very often the incidents which give the most trouble 
arise from very simple causes, An instance of this sort of thing 
occurred in connection with the axle of a single-truck car which 
broke about 6 in. from the wheel boss. The cause of this was very 
simple. A- in. hole had been drilled in it in order to secure a 
pinion to the axle for driving the compressor for the air 
brake, and this hole had made a weak spot in the axle, and 
subsequently a fracture occurred across the point of weakest cross- 
section where the hole was situated. The failure of the car in this 
way caused traffic on the line to be held up, and it was necessary 
to remove the car as quickly as possible.. In doing so the following 
method was adopted :—First of all, the inspection traps inside the 
car were taken up and a heavy plank was laid along the car floor. 
A small ratchet screw jack which was kept for the purpose was 
then placed under the motor on the broken axle and the motor was 
lifted to a distanceof about 2in. When this had been accomplished 
the motor was then fastened to the plank with a chain sling, so that 
the plank took the weight of the motor off the axle, and this 
allowed the wheel to run freely on the rail. The short end of the 
axle was then secured by jacking up the truck frame and inserting 
a block of wood between the axle box and the horn stay. When 
this had been done, the car was returned to the depót. When 
towing a car in this way, should the car have a broken axle, great 
care should be taken when approaching points and crossings in 
order to see that the loose wheels take the right track. It is also 
extremely probable that the wheels may jam on a gharp curve, and 
in order to overcome this difficulty, it is necessary to apply a little 
grease to the wheel flanges. The incident narrated above shows 
how necessary it is to exercise due circumspection when it is pro- 
posed to make any addition to the structure of a tramcar, inasmuch 
ав the whole trouble would have been. prevented if the axle had not 
been deliberately weakened by the insertion of a hole which it was 
never intended to receive ; 
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PROCEEDINGS OF INSTITUTIONS. 


Recent Advances in the Measurement of Light and 
Illumination. 


By J. S. Dow and V. Н. MACKINNEY, 
(Abstract oy paper read before the OPTICAL CONVENTION, June, 1912.) 


PERHAPS the most interesting feature of the progress of the past 


10 years has been, not.so much the actual advance in the con- 
struction of apparatus, as the change in the view-point from which 
measurements of light have teen regarded. There has been a 
growing recognition that the measurement of light and illumina- 
tion is not only of considerable industrial consequence, but a fairly 
simple and feasible process in the hands of others besides the expert. 
For practical purposes the actual illumination in a room, on a table, 
desk, or paper is often of much greater importance for the layman 
than a knowledge of the amount of light given by the lamps em- 
ployed. Determinations of the illumination on a table or desk, 
for example, enable us to judge whether the light is sufficient for 
reading, in a school or library, or for some industrial process in the 
factory. 'They also afford & ready means of comparing the con- 
centrating power of different kinds of shades and reflectors, and 
have many other subsidiary uses. In practice the chief requirements 
in an instrument for the measurement of illumination are that it 
should be compact and portable, easy and quick to. manipulate, 
_ sufficiently accurate for practical purposes, and readily set right 
should the reading, for any reason, vary in course of time. For 
the great majority of practical purposes an accuracy of Б or 10 per 
cent. is ample. | 

In 1909 the authors bad the pleasure of describing a compact 
and portable instrument for measuring illumination before the 
Optical Society. This has since been improved and remodelled, 
and is now known as the Holophane Lumeter." The most novel 
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FIG. 2.—DIAGBAM SHOWING CONSTRUCTION OF LUMETER. 


feature is that it can be used not only to measure illumination, but 
also surface brightness. The general appearance of the instrument 
(which is only 51 in. x 44 in. x 11 in.) is shown in fig. 1, and the 
details in fig. 2. А 

The small glow-lamp B is enclosed in a cylindrical chamber, 
whitencd inside and uniformly illuminating the rectangular 
aperture G, which is covered by a ground opal glaes plate. This 
plate in turn acts as a source of light and illuminates the photo- 
metric screen С. The lid A is attached to a cylinder fitting con- 
centrically round the chamber, and having cut in it an aperture of 
special shape. As the pointer H is revolved this adjustable shutter 
covers the source G to a greater or less extent, and varies the 
illumination of the photometric screen C accordingly. By moving 
the pointer across the scale the illumination is reduced uniformly 
from 2 foot-candles (with the aperture fully open) to 0°2 and then 
to zero. 

In using the instrument the observer points the instrument at 
the surface whose brightness he wishes to study, and places his eye 
at Е, at the same time pressing the contact at the base of the 
instrument and lighting the lamp. He then sees through the 
central aperture D in the illuminated surface C the surface to be 
tested, and adjusts the pointer until photometric balance is secured. 


The reading can then be observed on the scale in foot-candles 
The screen С is made by covering a glass surface with a very fine 
white emulsion, scraping away the centre, and then protecting it bya 
covering glass. In this way & screen which cannot be soiled or 
scratched by contact with the fingers is obtained, and, the emulsion 
being very thin, an exceedingly fine line of photometric division can 
be obtained. The makers, Messrs. R. & J. Beck, Ltd., have now 
succeeded in preparing very sensitive screens of this kind. — 

In order to increase the range of the instrument, recourse is had 
to two dark glasses (shown at м) reducing the light to yy and ү}, 
respectively. These can he placed in the path of the rays from 
the object studied by pulling out the knobs N. By this means the 
reading can be multiplied by 10, 100 or 1,000, so that values up to 
2,000 foot-candles can be measured. 

The smalllamp used in the instrument is fed from a four-volt 
accumulator packed in the case of the instrument, and the whole 
can be carried about as easily as a small hand camera. The 
instrument can be be set to read correctly, by reference to a given 
illumination, by simply adjusting the position of the lamp alightly. 
When measurements of illumination, as distinct from surface 
brightness, are to be made, all that is neoessary is to obeerve the 
brightness of & standard mat celluloid soreen supplied with the 
instrument, and this is also used in calibration. An interesting 
point which almost invariably occurs to people unfamiliar with the 
instrument, is the effect of the distanoe from which the illuminated 
object is observed. Within practical limits this is immaterial, since 
the amount of light entering the eye and the area of the retinal 
image both diminish inversely with the square of the distance. No 
appreciable difference due to this effect will be observed in 
measurements of illumination in a room. It should, however, be 
borne in mind that the area of surface included within the aperture 
in the field of view of the instrument, is greater with increasing 
distance ; consequently, if the surface examined is not uniformly 
bright, one would expect this to be recorded on the instrument. 
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FiG. 3.—POLAR CURVE APPARATUS. 


A useful addition for daylight measurements is a small cap 
provided with a special yellow Wratten gelatine screen, which 
makes the transmitted light identical to the eye with daylight, and 
so removes the difficulty experienced by many observers in oom- 
paring sources of light which differ in colour. For relative measure- 
ments (such as mostly oocur in daylight work), the amount of light 
absorbed by this screen may be ignored. It is, however, quite oasy 
to determine the approximate absorption and allow for it when 
absolute measurements are desired. 

Measurements of illumination in practice enable the lighting 
engineer to verify his calculations, and to demonstrate to consumers 
the effect of a certain change in their installation. It is not uncommon 
to meet consumers whose personal impreesion leads them quite astray 
in judging an alteration of this kind, their views being based on 
examination of the apparent brightness of the lighting unite rather 
than the actual working illumination provided. By the aid of a simple 
measuring instrument, the engineer has little difficulty in showing 
that the recommended form of shade and reflector leads to an 
increase in the illumination in desirable directions. In cases in 
which the present installation clearly gives too low an illumination, 
а measurement tells him how much it must be increased, and what 
types of lampe and fixtures ought, therefore, to be introd 
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Some authorities assert that illuminante should be so screened and 
shaded that their brightness should not exceed 2—3 С.Р. per square 
in, of radiating area, while others would place the limit even lower. 
A surface brightness of 2,000 ft.-candles is equivalent to about 4} С.Р. 
per eg. in., and a brilliancy not exceeding this figure could, therefore, 
be measured by our instrument. 

In connection with industrial processes, again, it is a great 
advantage to be able to measure illumination in any plane, and 
even in places which are only accessible with difficulty. In many 
cases this can be done easily with an apparatus utilising a separate 
test-plate. The standard screen can be readily placed at any point 
where it is desired to take a measurement and observed from a 
distance. When it is only desired to obtain relative values and to 
determine surface brightness, it is not necessary to do even this, 
since one has only to point the instrument at the object to be 

The facility to measure illumination and surface brightness 
carries with it the possibility of determining the relative reflecting 
power of a surface. All that is necessary is to measure the surface 
brightness at a given spot, and then to place the white celluloid 
test card in position and measure the illumination. A simple 
calculation shows the relative reflecting power of the surface, as 
compared with the test card. This method can be readily 
applied to the wall papers in any room lighted by natural or 
artificial. light, and the following table, showing the results 
obtained in four typical rooms, may, perhaps, be of interest :— 


REFLECTING POWER OF WALL PAPERS. 
(From actual Results obtained in Rooms lighted by Tungsten Lamps.) 


Burface Ilumination |Reflecti 
Nature of room. Paper. fons Еа dect ende ро теве 
Drawing room | Light blue 0˙3 0'72 40% 
Hall. . | Dark red 015 0*6 25% 
Library ... | Deep green 015 1°0 15% 
Dining room | Very deep blue 0'015 0°35 45% 


It may be mentioned, in passing, that, as a result of experiments 
m many different schools, libraries and private houses, a surface 
brightnese of 0°3 foot-candles seems to be about what is usually 
needed to give a room a cheerful appearance. In some cases, 
however (^g. in a library) a more subdued effect is preferred, 
and walls with a surface brightness of only 0°1 foot-candles may 
be found. | 
It may be observed that the reflecting power of coloured materials 
depends to some extent on the quality of light by which they are 
illuminated, and the same resulte will not be secured by natural 
and artificial light. This fact has been recently utilised by Mr. 
T. E. Ritehie, of the Union Electric Co., as a means of testing the 
resemblance of various artificial illuminants to daylight. A series 
of-ribbons of delicate shades of colour was prepared, and the reflecting 
power of the series tested with the holophane lumeter by good 
average daylight. The teste were subsequently repeated with a 
series of artificial illuminants, and it was found that the closest 
approximation to the daylight values ocourred in the case of 
indirect aro lighting. | 

The same appliances which serve for the measurement of 

g power can also be used to measure the absorption of 
glasses, gelatines and solutions, An interesting case has come to 
our notice in which the reflecting power of the powder, as 
measured by the holophane lumeter, was utilised as an index to the 
quality of а certain class of coal. 

During the last few years it has come to be generally recognised 
that it is not sufficient merely to state the intensity of a source 
a certain direction, or even to give its mean spherical candle-power. 
It is also most important to show how the light is distributed, 
especially as the natural polar curve of light distribution from an 
illuminant can now be modified very greatly by the use of suitable 
globes and reflectors. The tendency is illustrated by the great 
variety of holophane prismatic globes and reflectors which enable 
the distribution of light from a lamp to be entirely altered—either 
а spreading or a “concentrated " effect being obtained, as local 
conditions demand, 

The authors have recently devised an apparatus to facilitate the 
determination of such polar curves, 

The apparatus is shown diagrammatically in fig. 8. It is mounted 
ов а substantial base n; the lamp to be tested L is attached to an 
adjustable rod D, which can be moved up and down or to and fro. 
When more powerful lamps are to be tested, it may be desirable to 
remove this arm (which can be done by means of the sliding 
piece ©), and to hang thé lamp from the ceiling. In any case the 
lamp is brought central with the point E (corresponding with the 
centre of the polar curve paper shown at k). The rod F rotates 
about E, and carries the standard celluloid surface G, the distance 
of which from the lamp tested can be adjudged. Ав F rotates, 
therefore, the face of с is always presented vertically towards the 
lamp L, and its brightness will be proportional to the candle-power 
of the lamp in that direction. There is also a pointer 1 rigidly 
connected with r, which rotates with it and indicates on the sheet 
of polar Curve paper the angle with the vertical which F takes up. 
This paper is arranged to be a convenient height (about 5 ft.) from 

operation of testing the lamp is as follows: A lamp of 
known candlepower is first placed in position. The standard sur- 
aee G is observed through the holophane lumeter, and its distance on 
той is adjusted until the reading of the instrument is some 
Comvenient submultiple of the known candle-power in that direc- 


* 


tion. (For example, if the oandle- power were known to be 16, the 
reading on the instrument might conveniently be 1˙6 foot- candles.) 
G is then clamped in position, and the lamp to be tested is sub- 
stituted for the standard lamp. 

The arm F is then rotated, the brightness of a being noted in 
each case, and the corresponding candle-power marked on the polar 
curve paper opposite the pointer. The curve is thus traced out at 
once, while the experiment is in progress, and there is no need for 
subsequent calculations. 

When great accuracy is not necessary it might even be possibl 
to use this apparstus in rooms which have not black walls, and in 
which there is a certain amount of stray light. Under these con- 
ditions we make use of H, which is an adjustable black screen, and 
which can be inserted in any convenient position between the lamp 
and G. If, therefore, there is any question of the readings being 
affected by stray light, a reading is taken first without E in posi- 
tion. The brightness of d is then proportional to the illumination 
due to the lamp tested plus the stray light (if any). The screen 
H is then inserted, blocking out the direct light from the lamp 
tested. The brightness of G is now due to stray light only. 
Hence, by subtracting the latter reading from the former, we get 
the true value, i.e., reading without dark screen — reading with dark 
screen = true candle-power. 

Experience has shown that in the caae of a simple source of light 
it is possible to repeat the curves obtained by an ordinary bench 
method with extreme accuracy. In the case of focusing forms of 
reflectors, however, one precaution is necessary, i.e., to arrange for 
the distance between the illuminated photometrical surface and 
the source of light to be the same in both cases, as results depend 
to some extent on the distance at which the tests are made. 

It is, therefore, desirable to adopt some standard of distance of 
testing such as 10 or 12 ft., this being the nearest equivalent to the 
distance at which the light would be required as a rule in praotice. 

In the case of apparatus of the type shown in fig. 3, it is difficult 
to make the rotating rod long enough to secure a distanoe of 10 ft. 
This difficulty can, however, be readily obviated by replacing the 
celluloid sheet by an inclined mirror and directing the beam on to 
the teat screen at any required distance. | 

The peculiar advantages of the combination of this form of polar 
curve apparatus with the holophane lumeter have been described 
above. The saving in time is often remarkable, owing to the facts 


that a reading with the holophane lumeter is obtained more quickly 


than one on a photometrical bench, and that the results are expressed 
direct in candle-power, without any complicated calculations. Not 


‘infrequently a complete curve has been obtained in from 5 to 10 


minutes, 

Some experiments have also been made on & new form of portable 
standard of light. It consiste essentially in a low-voltage tungsten 
lamp which is fed by a portable accumulator. A mounted celluloid 
screen attached to a graduated metal tape is also provided in the 
case, and the screen can thus be set up any desired distance from 
the small tungsten lamp, which acts as a secondary standard, and 
any desired illumination produced. 

The most novel part of the apparatus is the means employed of 
maintaining the voltage across the standard tungsten lamp constant. 
This is accomplished as follows. A small carbon-filament lamp is 
run in el with the tungsten lamp, and in series with both is 
placed a suitable adjustable rheostat. Between the two lamps is 
placed a specially designed form of photometric screen by the aid 


of which their intensities can be compared. 


The action of this part of the apparatus depends on the fact that 
any change in the P.D. supplied by the cell affects the two lampe 
unequally, and therefore puts the screen out of balance. 

` When using the apparatus the operator first regulates the resis- 
tance in such a way that the metallic-filament lamp gives some 
convenient light, say, 1 C.P, by comparison with a suitable 
standard in the laboratory. He then alters the position of the com- 
parison carbon-filament lamp until the photometric screen appears 
to be in balance, and clamps the lamp in this position. The 
standard is now ready for use, and the position of the comparison 
lamp should not be altered until it eventually becomes necessary to 
set the standard once more. Should the voltage of the cell fall at 
any time, this will affect the lamps unequally, and the changed 
conditions are made evident. Ву readjusting the resistance he can 
secure photometric balance once more and bring the standard back 
to its original candle-power. A similar adjustment can be made 
should the voltage of the cell be abnormally high owing to its 
having been recently charged. The standard will, therefore, 
always give the same light, provided the lamps themselves do not 
alter. As, however, it is intended that this should be used as a 
“ reference standard only, so that it should be unnecessary to run 
the lamps for more than a minute or two at & time, such a change 
should only take place very gradually. 

With the three appliances—the lumeter, the polar curve apparatus 
and the portable standard of light—one should be able to carry out 
practically all the operations undertaken in theordinary laboratory, 
with the additional advantages that the work can be done quicker, 
that the apparatus is portable and can readily be removed from one 
room to another, and that illumination measurements can be шиде 
outside the laboratory. 


Sr ... 


Ogmore Valley Electricity Supply.— The Electric 
Light and Power Supply Co., Ltd., has applied to the B. of T. for 
permission to erect overbead lines for the transmission of current 
at a minimum pressure of 2,500 volts for the purposes of supply 
under the Electric Lighting Order of 1900, 
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NEW ELECTRICAL DEVICES, FITTINGS 
! AND PLANT. 


Bastian Portable Meter. 


Station engineers and contractors often experience a difficulty in 
effecting the purchase or hire of the many electrical appliances on 
the market for cooking, heating, &c., owing to the consumer being 
unable to obtain energy at power rates unless he goes to the 

nse of separate wiring. This difficulty may be overcome by 
using the new Bastian portable sub-meter (Mounsdon patent), 
which is constructed so that it can be carried about from one room 


Fic. 1—BASTIAN PORTABLE METER. 


to another, and connected in series with whatever appliance is to 
be used, by the usual plug and socket. The unite recorded on the 
portable meter are deducted from the total consumption-as shown 
by the fixed master meter, and charged for at the reduced rates, 
This meter should prove to be invaluable to salesmen of small 
electrical appliances, as it removes the consumer's chief objection. 
It is suitable for direct current only, as is the case with all ian 
meters, and is supplied by the BasTIAN METER Co., LTD., Bar- 
tholomew Works, Kentish Town, N.W. 


An Eye Magnet. 


A Swiss oculist, Dr. O. Haab, profeseor at Zurich University, has 
entrusted the OERLIKON MACHINE WoRKs with the construction 
of a special magnet for extracting magnetic particles from the eye, 
which is illustrated herewith: An undoubted advantage of this 
electromagnet is the use of a pedal for completing the circuit, 
thus leaving both hands of the oculist free to handle the patient. 
This also dispenses with the necessity of removing the magnet 
from the eye when discontinuing its action, as even with the best 


suspension imaginable the heavy mass formed by the magnet and - 


` 


Fig. 2.—EyÉ MAGNET, 


its windings cannot possibly be removed quickly. Another 
important feature is the form of the pole-piece used for extraction, 
The magnetic strength of this pole is the higher the more com- 
pletely it is enclosed by the windings.. Ae, however, the field of 
operation should not be hidden by the pole-piece, a suitable com. 
promise must be found between the two opposing desiderata, 

Dr. Haab's eye magnet is a bell magnet, only one pole of which 
is destined for the. extraction of fragments. This pole has the 
shape of a reotengular core, pnd the adjoining part of the winding 


also has this conical shape, thus leaving on all sides a free field of 
vision as far as the point of the magnet. The shape of the pointa 
screwed on the working pole can be adapted to the necessities of 
each case (fig 3). 

The other pole is bell-shaped, the iron surrounding the greater 


part of the windings, so as to protect them against mechanical 


Ес. 3.—SET OF POINTS. 


damage. This form also has the advantage of greatly increasing 
strength of the magnet, and, generally speaking, of reducing the 
region traversed by the flux outside the apparatus. 

The electromagnet is free to rotate round a hollow cast-iron 
pillar fitted with castors. A shelf arranged slightly above the 
middle of this pillar allows the patient to rest his arm, so as to 
keep the head in a position as steady as possible. 

By pressing the pedal, the circuit is closed through a two-pole 
switoh, and as soon as the foot is removed, this switch is brought 
back by a spring into its initial position. Thanks to the relatively 
low current density in the copper, the windings are not heated to 
any material degree. The attraction exerted by this electromagnet 
is much stronger than that given by most other devioes of a 
similar kind. The magnet obviously lends itself also to the removal 
from other parts of the body of iron filings and other magnetic 
fragments, and therefore will be used to advantage in the sick- 
rooms of large metallurgical works. 


Indirect Lighting in Industrial Premises. 


THE BRITISH THOMSON-HovstTon Co., LTD., Rugby, have recently 
developed a line of indirect lighting fittings, which, while giving 
the same efficient lighting results as their well-known Eye-rest 
system, are less elaborate and expensive, and consequently are more 


Fic, 4.—B.T.-H. INDUSTRIAL INDIRECT-LIGHTING FITTING, 


suitable to industrial conditions, These fittings consist of a plain 
metal bowl with an internal retiecting surface of high efficiency, 
suspended by chains from s cejling plate (fig. 4).: The lamp is placed 
vertically inside the bowl, and the light is thrown on to the cejling, 
whence it is reflected downwards, Tho fittingsare supplied in both 
extensive and concentrating types, and in three sizes, to take a 
60-watt, 100-watt or 800-watt Mazda lamp, ` 
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Book Notices,— Réception des Signaux Radiotélégraphiques 
transmis par la Tour Eiffel. Paris: Gauthier-Villars. Price 
1 fr. 75 0.—This small book is issued by the Bureau des Longitudes, 
which originated the idea of transmitting time signals from the 
military wireless station of the Eiffel Tower, and in view of the 
proved utility and wide appreciation of these signals, has felt it 
desirable to facilitate their reception. The first two chapters of the 
book are therefore devoted to a detailed explanation of the various 
receiving systems suitable for the purpose, the apparatus employed, 
and the mode of transmitting and receiving the time signals, 
which will shortly be brought up to an accuracy of 4-second. 
Improvements are being made in the Eiffel Tower installation, and 
a musical spark" will shortly be substituted for the present 
type of signal, which will facilitate reception in spite of external 
disturbances. The remaining chapter deals with the methods which 
have been evolved for the comparison of time at different places, 
by means of the system of coincidences, to an accuracy of 10 second, 
for astronomical purposes, &c. The book is written in lucid 
language, with good illustrations. 

" Bulletin Scientifique de l'Association des Eléves des Ecoles 
Speciales.” June, 1912. Liége: The Association. Price 75 cents. 

“The Physical Review," Vol XXXV, No. 1. July, 1912. 
Lancaster, Pa.: The Neriew Offices. Price 60 cents, - 

“ Universal Directory of Railway Officials, 1912.“ 
The Directory Publishing Co., Ltd. PricelOs. `. 


Stoker Contracts. Among the orders recently received 
by the UNDERFEED STOKER. Co., LTD., for stokers are the 
following :— 


City of Birmingham, Summer Lane Electric Раков: 
Central entine вапяа г nee bs : 
, Battersea Borough Coun 
Borough of West Bromwich Electricity Department. . 
Eastbourne Corporation . 2: ix 
Adelphi Hotel Extension, Liverpool 
Steel Co., of Scotland 
Calcutta Electric Bupply y Co. 
Leidon Electricity Station 


Ball Bearings. We understand ба diis demand for 
" Hoffmann.” ball bearings, which are made at Chelmsford, has now 
reached very large dimensions, and in addition to those employed 
in motor-cars, machine tools, woodworking, textile and elec- 
trical machinery, large quantities of these bearings and steel balls 
are regularly exported, their good qualities enabling them to over- 
come the extremely high tariffs which now prevail in many 
countries, 


The B. T.-H. Fire Brigade. We learn that ab the 
National Fire Brigades Union, Midland District, Annual Competi- 
tions which were held at Dudley on July 20th, the B.T.-H. Fire 
Brigade were successful in gaining a prize in every competition. 


London : 


2 
» 
8 


. } 
PRBS IBI 


They were second and third in the two Hose Cart Competitions 


respectively, and won the steamer drill out-right, after tieing with 
Cape Hill F.B. for first place. By their successes in these com- 
petitions, the B.T.-H. Fire Brigade have now won at one time or 
snother every trophy presented for fire brigade drills in the Midland 
District Competitions, except the Mitehell Challenge Shield for 
manual drille, for which they do not enter. Over 20 Midland 
fire brigades were represented in the competitions. 


Bankruptcy Proceedings.— THOMAS Huen PARKER, 
consulting engineer, 18, Regent Street, London, S.W.—The first 
meeting of the creditors of the above was held on the 19th inst. at 
the offices of the Official Receiver, 132, York Road, Westminster 
Bridge, В.Е. Mr. E. W. J. Savill presided, and reported that no 
statement of affairs had been filed, owing to the indisposition of the 
debtor. The latter wished to submit an offer of 7s. 6d. in the £, 
and the meeting was, therefore, adjourned to enable the scheme to 
be brought forward. It appeared that, in 1897, the debtor was one 
of & syndicate which was formed to promote the manufacture of 
motor-cars He was appointed managing director, but the business 
was eventually sold, and he received £600 for his share of the 
concern. Subsequently he was in employment, but in June, 1905, 
took offices for himself, first in Piccadilly and then in Holborn. He 
designed and patented an electrically-wound clock, and obtained 
orders for them at $75 each. Severalof the customers complained, 
and he returned to each about £15 per clock. The manufacturers 
of the clocks obtained judgment against him in the Clerkenwell 
County Court, but on an appeal to the Divisional Court that finding 
was reversed. The manufacturers took the matter to the House of 
Lords, where the finding of the Court in his favour was upheld. 
Although he won the action, he estimated that his law costs 
amounted to about £1,000. He had also patented other inventione, 
including a carburettor and a method for steering vehicles. A com- 
pany, with a capital of £12,000, was formed to exploit there 
patente, but later went into voluntary liquidation. The debtor 
alleged that the other directors of the company tried to oust him 
from the position he held, and as they were unsuccessful, they let 
the company go to ruin. Last June the debtor entered into partner- 
ship to carry on & business as a manufacturing chemist and engineer 
at East Sheen. When he entered into the partnership, he assigned his 
interest in the venture to his wife in consideration of moneys he 
owed her, 

CECIL Wray, electrical and mechanical engineer, 16, Chevin 
Mr Ecolechill, Bradford, late 94, Simes Street, Bradford, = Ап 

pplication was made to bis Hopour Judge Graham, K.O., on July 


23rd, sitting at the County Court, Manor Row, Bradford, for the 
discharge from bankruptcy of the above debtor. Mr. W. Durranoe 
(the Official Receiver) said that the debtor's statement showed rank- 
ing liabilities, £1,508, but the proofs and probable claims not yet 
admitted amounted to £ 1,609, while the assets, which were estimated 
to produce £147, had only produced £6 10s., the difference being 
accounted for by the fact that the household furniture was covered 
by a bill of sale, that the stock-in-trade, which had been valued at 
£50, had only realised £5, and that book debts of the estimated 
value of £49, had only realised £1 108, No dividend whatever had 
been or could be paid to the creditors. The debtor had commenced 
business as an electrical engineer, but neither that nor a subsequent 
business had been successful. He was now inreceipt of about £160 
& year as manager of a business. The Judge consented to give 
judgment for £100, of which £25 was to be paid down, and the 
balance by weekly instalments of 15s. spread over a period of two 


years. 


HARRY ERNEST SCARBOROUGH, electrical and mechanical 
engineer, 33, Hampden Place, Halifax, Yorkshire (late trading in 
partnership with Frederick Leopold Woilliard-Rigg as Woilliard 
Scarborough & Co.), late Wade Street, Halifax, Yorkshire. 
An application was made at the Court House, Prescott Street, 
Halifax, on July 29th, for the discharge from bankruptcy of 
Harry Ernest Scarborough. His Honour granted the application 
subject to a payment to the creditors including oosts, of £36, to be 
paid within a year. 

FRED SHAW, electrical contractor, Hessle Road, Hull.—Supple- 
mental dividend of 12s. 6d. in the & payable August 8th at Official 
Receiver’s Office, York City Bank Chambers, Lowgate, Hull. 


Dissolutions and Liquidations.— DuRHAM COLLIERIES 
ELECTRIC Power Co., Ltp.—A meeting of creditors is called 
for August 2nd, at Basildon House, E.C. 

THE BLACK SEA TELEGRAPH Co, Ltp.—This company ів 
winding up voluntarily, with Messrs. A. R. Hardie and W. Hibber- 
dine, Electra House, E.C., as liquidators. The cable between Con- 
stantinople and Odessa, belonging to the company, is transferred, 
under an approved assignment, to the Eastern Telegraph Co., Ltd., 
and the Indo-European Telegraph Co., Ltd., in equal moieties. 
HAL IN's PATENT THERMAL STORAGE, LTD.—This company is 
winding up voluntarily, with Mr. S. V. Tiddy, 5, Coleman Street, 
E.C., as liquidator. A meeting of creditors is called for August 2nd 
at 5, Coleman Street. E. C. 

MAY-OATWAY FIRE APPLIANCES, LTD. —A meeting is called for 
August 29th at 22, Paul Street, Finsbury, E.C., to hear an account 
of the winding up from the liquidator, Mr. E. 'W. Elliott. 

J. б. CHILDS & Co., LTp., Willesden Green.—Date of release of 
liquidator (Mr. H. de Vaux Brougham) July 22nd. 

NATIONAL LIGHTING CORPORATION, LTD.—Date of release of 
liquidator (Mr. H. de Vaux Brougham) July 22nd. 


Trade Announcements.— Mr. H. Bevan Swirr has 
removed to larger premises at 15, Great Sutton Street, Clerkenwell. 
The business of the Dallett Electric Clock Co. is also 88 to 
the same address. 


Owing to increased business the BRILLIANT iie LAMP AND 
ENGINEERING Co. LTD., have removed to larger premises at 
Actinorae Works, Oaklands Road, Cricklewood, where in addition 
to their ordinary manufactures, they also do electrical and 
repetition work of any class, including small aeroplane bolts and 
screws. 

The address of МЕ. CHAS, 
Bradford. Telephone, No. 
Bradford.” 


3, PULLAN is now 21, Union Street, 
4,768; telegraph address, “Switch; 


Annual Holidays. Тнк. „OMEGA“ ELECTRIC LAMP 
Co., LTD., Palace Works, Crab Tree Lane, Hammersmith, W., state 
that their factory will be closed from Monday, August 5th to 
Saturday, August 10th, both days inclusive, for the annual holiday, 


The works of the LANGDON-DAVIES Motor Co. will be closed 
from to-day, Friday, until Monday, August 12th. A small staff 
will be at the offices, 110, Cannon Street, E.C., to deal with 
correspondençe. 


The works of the LONDON BRASS AND ALUMINIUM DIE CASTING 
FouNDRY, 90-92, Banner Street, E.C., will be closed from to-night 
till Monday morning, August 19th. 


Messrs, CHAMBERLAIN & HOOKHAM, LTD., Solar Works, Bir- 
mingham, announce that their works, test rooms and offices will be 
closed from to-morrow, August 3rd to August 10th inclusive. A 
small staff will deal with urgent correspondence only. 


The works of the Гокрох ELECTRIC FIRM, Croydon, will be 
closed from to-morrow, August 3rd until August 12th, inclusive. 
A small staff will deal with urgent business. 


THE CABLE ACCESSORIES Co., LTD., of Tipton, are closing down 
from to-morrow, August 3rd, until Monday morning, August 12th, 
for the “ national holiday week.” 


Messrs. RAMSDEN, CAMM & Co., LTD., of Brighouse, announce 
that their works will be entirely closed from the evening of 
Friday, August 9th, until the morning of Monday, August 19th 
for the local holidays, The pies: will be closed on August 12th 
and 13thonly. 


Patent Restoration.—An order has been made restoring 
Patent No. 1,146, of. 1902, granted to Chas. Vincent Potter, for an 


improved solution to be used in and process for the separation of 
metals from the zulphide ores, 
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Meter Approved.—The B. of T. has approved of the 
B.T.-H. single-phase two-wire A.C. prepayment meter, type R.P. 
deposited in March last by the British Thomson-Houston Co., Ltd., 
of Rugby. 


Wiso Water-Softening Apparatus.—Messrs. Wiso, 
LTD, of 66, Victoria Street, S.W., are makers of water-softening 
apparatus from the little plant of 5 gallons per hour capacity to 
the big plants for hotels and industrial purposes. In the 
small sizes of the Wiso apparatus the supply comes in under 
the control of a ball valve and enters a float chamber, so 
arranged that as the float rises it lifts a valve, and a quantity of 
water is allowed to run out of the float vessel through a siphon 
overflow. The escaping water has a double outlet, of which one is 
small and adjustable. This portion of the supply is sent to the 
base of a lime vessel, where it is saturated with lime, and the 
clear supernatant lime water at the top of the lime vessel over- 
flows and passes down into the mixer vessel with the larger 
division of the water. 

Thus each discharge of water from the measuring tank is 
separately and equally limed. The float movement serves to work 
an agitator at the foot of the lime vessel and keeps it in a state of 
agitation sufficient to ensure the taking up of lime by the freshly 
supplied water. The mixed stream descends a pipe to the bottom 
of the mixer vessel, where the softening action is perfected, and 
deposit of the removed lime carbonate takes place. This deposit 
is very perfectly sedimented. The overflow of this vessel then 
flows to the filter tank to remove any remaining crystals, and the 
water is ready for use, The filtering material may be wood wool 
or sharp sand, or other approved material. The apparatus seen by 
us at work did its work well and was simple in construction. It 
works on the Clark process, which may be generally formulated as 
Ca COs + CO, + CaO = 2(CaCOs). The caustic lime, which is 
the soluble chemical employed, takes up the carbonic acid from 
the calcium bicarbonate which is dissolved in the water, reducing 
this to insoluble monocarbonate and itself becoming an insoluble 
monocarbonate, or Ca COs. 

The process is one of those exchanges of bases which are so usual 
in commercial chemistry, and the results are excellent and produc- 
tive of great economy in industrial works, saving sod& and soap, 
and in the art of dyeing producing colours of richer and fuller 
intensity. 


Japan.— The Korean Government contemplate in their 
Budget for 1912-13 the acquisition of new passenger and goods 
wagons, engines, and the elegtric lighting of the principal express 
trains, 


A New Scheme for Buenos Ayres.— The Compana 
Italo-Argentina de Electricidad is the title of a new company which 
is to be formed at Buenos Ayres, principally with Italian capital, 
for the purpose of supplying electricity in Buenos Ayres and 
suburbs. Similar schemes have previously been brought forward at 
different times, but they never seem to reach the stage of realisation, 
as it is unlikely that a competitive undertaking could prosper in 
Buenos Ayres in rivalry with the gigantic enterprise of the German 
Transmarine Electricity Co. in the city. Apart from the excep- 
tionally large lighting load, both for public and private services, 
the latter also supplies the extensive network of tramways with 
power on the basis of contracts which are operative for many years, 
and the cost of production on the whole business has been reduced 
to a level which is said to be impossible of attainment by any possible 
competitive undertaking. 


“ Exide” Battery Plates.—We recently gave some 
particulars of the large battery, stated to be the largest in the 
world, installed by the Electric Storage Battery Co. for the Con- 
solidated Gas, Electric Light and Power Co., of Baltimore, U.S. A. 
This battery is fitted with Exide platee, which are manufactured 
in this country by the CHLORIDE ELECTRICAL STORAGE Co., LTD., 
of Pendlebury. The Exide plate has shown itself to be well 
suited to “stand-by” battery work, a class of service which is 
extending, and likely to increase in favour in the future. 


Catalogues and Lists.— THE Pyro BOILER CLEANING 
Co., 37-39, Essex Street, London, W.C,—Pocket pamphlet relating 
to their apparatus for the removal of boiler scale. 

MEssRS. SCHOEN BROS., 29/30, Cock Lane, Snow Hill, London, 
EC.—40-page catalogue containing illustrated particulars and 
prices of a variety of electric bells and bell material, lighting 
brackets, pocket and hand lamps and other novelties and accessories. 

Messrs, SIEMENS Bros. DYNAMO WORKS, LTD., Tyssen Street, 
Dalston, London, N.E.—32-page price list (D5) containing illustra- 
tions, &c., of a variety of shades and reflectors in glass, metal and 
silk. In addition to the ordinary types of glass shades, a selection 
of bead and lustre shades is shown, the latter being specially 
effective when used in conjunction with massive fittings, High 
quality cut-glass globes and pines are listed in a number of patterns, 
together with lantern globes and well glasses for outside fittings, 
Silvered glass and mirror reflectors for shop window lighting are 
illustrated, and in the section dealing with silk and linen shades 
there are exclusive artistic designs for many classes of fittings. 
There is no advance of prices. 

THE BRILLIANT ARC LAMP AND ENGINEERING Co., LTD., 
Oaklands Road, Cricklewood, London, N.W.—Ten-page pamphlet, 
containing illustrated descriptions and prices of the Brilliant 
enclosed, Brilliflamme long flame, and the Actinoræ photo- 
graphic arc lamps; also а 12-page pamphlet, entitled Artificial 
Light in the Studio,” giving particulars of the firm's lamps, stands, 
reflectors and screens, and hints on arranging the studio and using 
the lamps. : 


LIGHTING and POWER NOTES. 


Ascot.— Owing to the increasing demand for current, the 
Ascot District Gas and Electricity Co. are laying feeder and pilot 
cables from their Sunninghill works to a point near Ascot grand 
stand, the distance being upwards of & mile. 


Belfast.—At a special meeting of the Tramways and 
Electrical Committee on Monday last, held for the purpose of con- 
sidering the reports of Mr. 8. L. Pearce, of Manchester, the fol- 
lowing points in his report were discussed and recommended to the 
City Council for approval :—(a) That it is inexpedient to attempt 
at the present time to supplement the total power at the East Bridge 
Street station by replacing &ny of the older high-speed engine sets 
with steam turbines, or by installing new steam plant on the vacant 
land. (b) That such portions of the vacant land as are available 
at the existing power station be held for further developments. 
(c) That negotiations be immediately opened for the purchase of a 
site on which to erect à second power station, which should be 
available for service by the autumn of 1914. (d) That the ultimate 
capacity of the new power house ahould not be less than 24,000 B. P., 
generating three-phase alternating current at 6,500 volts for 
transmission to sub-stations, there to be transformed and distributed 
either in the form of A.C. or D.C., as the exigencies of the localities 
may require. (e) That in view of the present knowledge and 
experience with the Diesel engine, the first instalment of the plant 
at the new power station should be of the steam turbine order. 


Bradford,—The T.C. has been recommended to install 


additional converting plant at the Valley Road Electricity Works, 
at an estimated cost of £6,235. 


Brighton.— The T.C. has decided to reduce the price 
of energy supplied to large business premises using not lees than 
15,000 units per annum to 3d. per unit, the same price to be 
applicable to high candle-power metallic-filament lampe for out- 
side lighting. 

The Council has also decided to supply electricity to the new cold 
storage to be erected in Russell Street at à standing charge of £80 
per annum, plus 61d. per unit metered, the demand to be 40 Kw. 
There is provision for an increased charge if coal exceeds 178. per 
ton, and it is estimated that the revenue to the Council will be 
about £400 a year, exclusive of the income from lighting, for which 
energy will be supplied at ourrent rates. 


Bushey.—The U.D.C. has consented to Watford U.D.C. 


supplying current to the premises of Messrs. Blyth & Platt, Ltd. 
Greatham Road. 


Chester-le-Street.ä— The B.G. has decided to engage 
an electrical engineer to prepare specifications, quantities, and 
estimates for lighting by electricity the workhouse, infirmary, and 
other buildings. At present gas is used. 


Chile.— The Ministry of the Interior has granted to 
Don Pablo Fabre a 10 years’ concession for the installation of 


electric generating plant and the distribution of electrical energy 
in Curacautin.— Board of Trade Jour nal. 


Chingford.—The Works Committee of the Metropolitan 
Water Board reports having had under consideration the question of 
the motive power to be provided for the temporary purpose of 
pumping from foundations, and for the permanent purposes of. 
operating the coal elevator and air compressor and lighting the 
pumping station and the road leading thereto from Enfield Lock, 
and has come to the conclusion that, subject to satisfactory 
arrangements being made, electrical energy would be the most 
suitable power to adopt. The works are within the area of supply 
of the North Metropolitan Electric Power Supply Co., and that 
compeny is prepared to provide and erect the requisite cables, plant 
and apparatus, at a cost of £840. With respect to the supply of 
electrical energy, the terms upon which this can be supplied depend 
to some extent upon the granting of concessions which the com- 

y seeks from the Board for the laying of an electric main 
through the Board'sland. After considerable negotiations, the 
Committee has decided to grant an easement on certain terms, 
and that electrical energy should be supplied to the Board on the 
following conditions :—(1) The contract to be for 21 years, deter- 
minable by the Board at the end of 7 or 14 years. (2) The maxi- 
mum supply the Board may demand not to exceed 50 Kw.; the 
company to be notified six hours beforehand if the Board require 
to use extra power between the hours of 3 p.m. and 11 p.m., 
during the months from October to March. (3) The charge to be 
one penny per unit, subject to a minimum payment of. £10 per 
quarter whether energy to this value is consumed or not. 


Clayton-le-Moors.—The U. D. C. has entered into an 
arrangement with the Accrington Electricity Committee, relative: 
to the lighting of Whalley Road, under which the latter agrees 
to install and maintain 18 100-c.P. lampe, at £3 15s. per lamp per 
&nnum. 


Continental Notes.—GrrRMany.—The Prussian Water- 
way Administration proposes to obtain water from the rivers 
Lippe and Weser for meeting the requirements of the Rhine- 
Hanover canal. In order to prevent interference with shipping on 
the Weser in periods of low water, two reservoirs are being built to 
furnish the compensation water, one on the Eder, near Hemfurt, 
and the other on the Diemel, near Helminghausen, The construo- 
tion of the dams will render available considerable power asa 
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result of the delivery of the compensation water to the Weser, and 
the Waterway Administration has come to the conclusion that the 
power should be utilised for the production of electricity in State 
works and the energy furnished to a number of neighbouring 
towns for industrial purposes.  Water-power belonging to the 
State is also accessible on the Werra and Fulda and a third power 
station is, therefore, held in prospect at Munden. It is estimated 
that the three stations would be able to yield 41,000,000 Kw.-hours 
per annum. The scheme contemplates the erection of six turbine 
sets of a total of 15,000 H.P. on the Eder, three of 2,400 H.P. on the 
Diemel and six of 4.000 H.P. at Munden. The total expenditure is 
computed at £365,000, of which £85,000 would be required for 
high pressure mains in the chief districts to be supplied. 

An unusually large electrically-operated crane—it having a 
lifting capacity of 250 tons—is at present being constructed by 
the Deutsche Maschinenfabrik Gesellschaft, of Duisburg, for the 
shipbuilding yard of Messrs. Blohm & Voss, of Hamburg. 

It is announced that an English syndicate has secured a con- 
cession from the Government of the Grand Duchy of Luxembourg 
to utilise the water power of the Haute-Süre. It is proposed to 
construct a "barrage" about 150 ft. high near Insenborn, which 
would create an artificial lake 11 miles long and render about 
6,000 H.P. available, which will be utilised in the generation of 
electrical energy for lighting and power purposes. 


Coventry.— The E.L. Committee has decided to apply 
to the L.G.B. for sanction to a loan of £20,000 for the extension 
of mains. Guarantees having been received from residents at 
Longford, an outlying district, the extension of mains to that dis- 
trict is to be proceeded with ; mains will also be laid to supply the 
Centaur Road and Spon Street Council Schools. The Committee 
is also asking the Council to confirm recommendations for the 
extension of the office accommodation at the works and for two 
additional sub-stations, the cost of these to be paid out of revenue. 
The Committee has been approached by the Tramways Committee 
regarding an additional power supply for the tramways. which have 
just been taken over by the city authorities. It has been decided 
to submit a proposal to supply direct current at 500 volts to the 
tramways at the lowest price for the time being charged to any 
consumer, the necessary converters to be provided at a cost of 
£3,800 out of the profits of the electric light undertaking. 


Deal.— The T.C. has been informed that a prov. order for 
electric lighting is to be applied for by a private company. Powers 
have already been obtained by a syndicate, but have not yet been 
put into force. 


Derby.—The E.L. Committee of the T. C. has reduced 
the charge for cooking and heating purposes from 114. to ld. per 
unit, and has decided to supply apparatus on hire at an annual 
rental of 10 per cent. of the cost. The charge for energy for 
electric signs has been reduced to 22d. per unit. 

The mains are to be extended to the premises of Messrs. 


John Smith & Co., Ltd., and to the Baseball Hotel, Shaftesbury 
Crescent. 


Dublin,—Mr. Patrick Moore, clerk of works to the South 
Dublin Union, has estimated that the introduction of electric light 
into the workhouse will, at the end of 12 months, have saved about 
£900. The premises were first lighted electrically on January sth 
last, and the cost of the intervening half-year works out at a figure 
which is less by £433 than the gas bill (for lighting purposes only) 
paid by the Board of Guardians for the corresponding six months 
of 1911. The installation was carried out by a German firm of 
electricians, who allege that they lost £1,400 on the contract, 
owing to a mistake in their original estimate. 


.Ealing.—The borough electrical engineer has been 
inetructed to go into the question of the existing machine switch- 
board with a view to its replacement by a new switchboard capable 
of dealing with the output of the station for some years to come. 


Epsom.—A L. G. B. inquiry was held last week to con- 
sider a loan of £3,721 for purchasing a Diesel engine, and £500 for 


extending mains to Ewell. The Epsom and Ewell Gas Co. opposed 
the application. | 


Gillingham (Kent),—The Kent Education Committee 


bad accepted the offer of the T.C. а electricity for lighting the 
County School for Girls. 


Greenock,—The Port Glasgow and Greenock authorities 
recently came to an agreement ynder which the latter were per- 
mitted to provide electricity to power users in Port Glasgow for a 
period of 30 years. It is now stated that the Board of Trade, when 
appraached for power to carry out the agreement, replied that their 
‘sanction would be given on condition that should application be 
made within a reasonable time on behalf of a public company to 
supply Port Glasgow with electricity, Greenock must give way, and 
allow their service plant to be taken over at a valuation, all dis- 
. putes being settled by the Board's arbiter. A deputation from the 

Greenock Electricity Committee will ask the Board of Trade for a 
modification of the conditions. 


Halifax.—The accounts of the electricity department for 
the year ended March 3186, show а total income of £42,783, and 
working costa £21,528; after deducting capital ‘charges there 
remained a net surplus ‘of £2,199, The units sold amounted to 
6,256,583, and the maximum demand was 3,034 Kw. The renewals 
fund stood at £3,802, and the reserve fund at £1,241. 


Heckmondwike,—The U.D.C. has received a commu- 
nication from the L.G.B.. stating that the Board proposes to defer 
consideration of the Council's application for borrowing powers.in 


respect of its electricity undertaking until the audit of the Council's 
accounts has been held. 


Hereford,—4A L.G.B. inquiry was held on July 25th 


into the application of the T.C. for a loan of £1,000 for public 
services for two years. "There was no opposition. 


Ipswich.—The report of the engineer and manager, Mr. 
F. Ayton, on the working of the electricity supply department for 
the year ended March 3lst, shows a total revenue of £21,485, 
working expenses £12,951, interest and sinking fund £06,157, and 
special charges £1,281, leaving a net surplus of £1,066, which has 
been placed to reserve. The charge for energy supplied to the 
tramway department having been reduced, the revenue from this 
source was £348 less than it would otherwise have been. The 
special charges included the purchase of meters, conversion of 50 
street lamps from gas to electric lighting, and the wages of per- 
manent staff engaged upon work chargeable to capital account. 
Mr. Ayton deals at length with the reserve fund, emphasising the 
immense importance of such a fund to an electricity supply under- 
taking, in view of the rapid developments in electrical practice, 
and points out that some of the original generating plant will have 
to be scrapped within a few years to make way for larger and more 
efficient sets. The reserve fund, in his opinion, ought not to be 
allowed to fall below 10 per cent. of the capital expenditure. 


The revenue from electric supply has increased by over 28 per cent., 


compared with the previous year, and the working expenses by 
15} per cent.; the revenue from power supply alone (excluding 
traction) has increased by 884 per cent. The installation depart- 
ment has received a total income of £3,728, showing a net profit 
of £66. The capital expended on rental wiring now amounts to 
£2,608. The units sold for all purposes were over two millions. 


Kingston-on-Thames.—The T. C. Lighting Committee 
will shortly advertise for tenders for the following items sanctioned 
by the L.G.B.: Generating plant, fuel pipe, fuel tankr, extensions 
to sub-stations, &c., £10,327 ; engine-room extension, 4 1,459; new 
switchboard, £564. The L.G.B. condemn the existing high-pressure 
board as out of date and dangerous, and state that a stand-by 
gwitchboard is unnecessary. 

At the T.C. meeting last week, lengthy correspondence was read 
regarding alleged preferential rates granted to Mr. Frank Bentall, 
a local draper, who has a contract for lighting at 3'1d. per unit till 
April, 1913, and afterwards at 2'8d. until April, 1916, Mr. Bentall 
agreeing to рау a minimum sum of 4 2,300 during the period of the 
contract. For a substantial day load for his basement, Mr. Bentall 
has the use of 20 meters free. A rival trader avers that, if he had 
the same terms, he would pay £82 a year instead of £150, and that 
the preference accorded Mr. Bentall is equivalent to a id. rate. 
After discussion in camera, a resolution of confidence in the Lighting 
Committee was confirmed in full Council, though it was adinitted 
that the motion originated with the Committee itself. The town 
clerk justified the special terms by reference to Sections 19 and 20 
of the Act of 1552, and cited Clause 46 of the Kingston Lighting 
Order, 1891, which permite meter rents to be charged by agreement. 
In view of eventualities, Mr. Bentall is contemplating the possibility 
of installing his own generating plant. 


Lancaster,—The T.C. has decided to extend the mains 
from High Street to Dallas Road Council School, which is just 
approaching completion. 

On being informed that the coal contracts were £500 up, 


Councillor Bland suggested that they should harness the Lune 
and get water power. 


Leicester, —The Tramways and Electricity Committee of 
the T.C. recommends that a prov. order be applied for respecting the 


rural parishes of New Parks, Oadby, Evington Humberstone and 
Birstall. 


Leigh.—Tlie annual report of Mr. A. T. Smith, engineer 
and manager, to the Electricity Committee for the year ended 
"March 31st, shows a revenue of £8,637, working costs £25,137, and 
gross profit £3,500, compared with £3, 611 last year. After paying 
capital charges there was & net gurplus of £507. The units sold 
increased Љу 13 рег cent. to 1,028,430, and new plant recently 
installed is showing much more economical results. The load 
‘factor was 22'4 per cent., the highest yet recorded, the power out- 
put being three times that for lighting. 


London.—Berunat. GREEN.—In order to meet the 
requirements of persons residing in portions of Bethnal Green con- 
tiguous to the Borough of Stepney, it is proposed that the Stepney 
Borough Council should take advantage of Sec. 3 of the London 
Electric Supply Act (1908) by laying cables and spare ducts along 
‘Cambridge Road from the boundary to Patriot Square, and slong 
Green Street to Poplar boundary, and also in any other street within 
these limits. Cables suitable for D.c., 3-wire 480-240-v. supply and 
for three-phase, 4-wire А.С. supply are to be laid. and under the 
proposed agreement the Stepney Council is to proceed in all respects 
as if it were the undertaker under the Bethnal Green order. The 
Bethnal Green Borough Council is to have the right at any time to 
terminate the agreement upon its being in a position to give the 
necessary supply and upon paying the cost of mains, services, 
meters, &c., laid down under the proposed scheme. 

The question as to what arrangements should be made for the 


supply of electricity to the borough was once more before the 


Council on July 25th, when, after a protracted discussion, the 
E 
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whole matter was again referred back. In 1899 the B. C. obtained 
a prov. order (which precludes private companies from undertaking 
the work of supplying the borough with electricity), it being the 
intention of the borough to make some arrangement for a 
municipal supply. Time went on, and nothing was done, until the 
B. of T. intimated to the Council their desire to meet a deputa- 
tion from that body. To that deputation the B. of T. insisted 
upon the importance of the Council giving immediate effect 
to the prov. order. Thereupon the Council engaged the services 
of Mr. J. F. C. Snell, to prepare a scheme for the supply of 
electricity to the borough, and as a result of his report (which 
appeared in these columns on July 5th), the Electricity Committee 
recommended the acceptance of a proposal of the Stepney 
B.C. to supply electricity in bulk to Bethnal Green. After a 
discussion which covered a very wide ground, Councillor Brooks 
moved that the whole matter be referred back, in order that 
information as to details of the arrangement with Stepney might be 
obtained. Personally, he would like Stepney to come in and take 
over the whole work, and, if there were any profits, take those 
profits. The Town Clerk, in answer to & question, said the Board 
of Trade had told the deputation іп «Тес that they must insist on 
the importance of Bethnal Green giving immediate effect to their 
provisional order. There was also an application from Shoreditch 
under the Electric Light Act of 1908, and the Board intimated that 
the Act was to enable a neighbouring authority to deal in a pro- 
visional way with the supply of electricity on the border of a neigh- 
bouring area when application was made, but it was clear that the 
Board would not sanction any Council making a general use of the 
provisions of the Act for the purpose of supplying in a general 
way anyone in the neighbouring borough irrespective of locale. It 
was necessary, the Town Clerk added, that the Council should come 
to some conclusion. A vote was taken, when the amendment was 
defeated, but a division being claimed, the amendment was carried 
by one vote, the chairman exercising his vote. 

HACKNEY.—A loan of £16,400 is to be taken up from the L.C.C. 
for a period of 50 years. Mains are to be extended in various parts 
of the district at an estimated cost of £426. The Electricity Com- 
mittee reports having been in negotiation with the National Electric 
Construction Co. as to the terms upon which the Council's opposi- 
tion to the company's Bill should be withdrawn. The object 
of the company in promoting the Bill was to legalise the agree- 
ment entered into in 1901 by the Council, which enabled the com- 
pany to provide and fix wires and fittings on premises of the 
Council's consumers, receiving, as rental, 5jd. per lamp per quarter. 
The agreement did not prove satisfactory in working, and it was 
terminated by the company on September 26th, 1903, except as to 
work already done. Before and after the last-mentioned date dis- 
putes had arisen between the company and the Council as to the 
interpretation of the agreement, and as to the liability of original 
consumers wh» were parties to the agreement, and of new consumers 
who were not. The Council had always contended that the rental 
was only payable so long as the installation was in actual use ; but 
the company had, on the other hand, contended that the original 
consumer at least was bound to pay the rental whether the installa- 
tion was in use or not. Asa result of negotiations the Committee 
has been able to come to terms, which it thinks will place the 
Council and the consumers under more satisfactory conditions. The 
company are now prepared, in consideration of their agreement 
being confirmed, to adopt the Council's view as to the interpreta- 
tion of the clause relating to the method of charging, and it is 
suggested that a supplementary agreement be entered into pro- 
viding for the confirmation of the original agreement as regards 
work already done on September 26th, 1903, in consideration of the 
company agreeing that the sum payable to them under the original 
apreement shall be payable only while the installation is in actual 
use, and upon such number of lamps as shall from time to time be 
agreed to be used, either by the consumer signing the agreement, or 
successive consumers who were not parties thereto. On the execu- 
tion of the agreement the company will delete from their Bill all 
reference to the Council or to the principal agreement. An agree- 
ment on these lines has accordingly been prepared by the town 
clerk. 

WOOLWICH.— The Electricity Committee has received a letter 
from the L.C.C. informing it that in view of the London 
Electric Supply Acts, 1908 and 1910, under which the County 
Council is constituted the purchasing authority of the under- 
takings of the companies supplying electricity in London, the 
Council has appointed a Special Committee to consider and report 
to it on the question of the supply of electricity in London, in the 
light of the present situation. In the course of the inquiry, the 
letter continues, the Committee will necessarily have under con- 
sideration the possibilities, from the point of view of bulk supply, 
of each of the existing undertakings, and it thinks that, before 
arriving at any conclusion under this head of the inquiry, it 
would be of advantage both to the Council and to the several supply 
authorities in London, if an opportunity were afforded the separate 
supply authorities to discuss the possibilities of their individual 
undertakings with the Committee. With this object in view, the 
letter concludes by asking the Local Committee to appoint a repre- 
sentative to meet the Supply Committee on a date to be mutually 
arranged. The Electricity Committee is in agreement with this 
proposal, and has appointed Mr. W. H. Dawson and the borough 
electrical engineer. The electricity mains are to be extended at an 
estimated cost of £190, subject to protective conditions. 

L.C.C.—Consequent upon the decision of March last to discontinue 
therunning of Blackwall Tunnel generating station, taking supply 
from the Poplar Council and the South Metropolitan Electric Light 
and Power Co, by which a saving of £1,900 per annum will be 
effected in the maintenance of the tunnel, steps are now being taken 
with regard to the staff of the station, Employment for all but 


three of the 15 men whore services must be dispensed with has 
been found. These three have been offered work at rates of pay 
closely approximating to their present wages, but, for various 
reasons, it has been declined, and their cases are still receiving 
consideration. Messrs. H. H. Evans, engineer, and F.J. Butler, 
foreman, have been appointed electrical wiremen and fitters. Two 
switchboard attendants will be wanted at the tunnel, but this matter 
is to be reported upon later. 


Newport.—The accounts of the electricity undertaking 
for the year ending March 31st show a loss of about £2,000. 


New Zealand.—According to an Australian contem- 
porary, a scheme for electricity supply and dust-destractor plant 
has been prepared for the Oamaru Council, and in consequence a 
scheme for gasworks extensions stands over for a time, 


Nottingham.—After considering the reports of two inde- 
pendent experte, Mesars. B. M. Jenkin and W. H. Patchell, on the 
best means of improving the plant at the electric generating 
stations and obtaining more economical and efficient working, the 
Electricity Committee has come to the conclusion that it is desir- 
able to install at St. Ann's power station an exhaust steam turbo- 
generator with condensing plant, at an estimated total cost of 
£17,140, which it is proposed to take from the reserve fund of the 
electricity undertaking. 


Paisley.—The accounts of the Electricity Department 
again show a deficit (£143). The department has done better than 
last year, and but for the coal strike would have closed the year 
with a surplus. The estimates for coal this year are £1,277 higher 
than those of last year, and unless there is a fresh demand for 
energy there will be a debit balance of about £700 for the current 
year. During the year 2,930,775 units were sold, an increase of 
fully 19 per cent. Energy supplied to the tramways was fully 
3 per cent. over that of the previous year. There is an increase of 
50 per cent. under private lighting, power and heating, while the 
quantity used for public lighting is about 2 per cent. less. 
Although a fifth more electricity had been produced, the costs 
(apart from coal) were lower by £556 than in the previous year. 


Plymouth.—The revenue account of the electricity 
undertaking for the year ended March 31st showed &n income of 
£28,028, compared with £27,025 in the preceding year. The 
working expenditure amounted to £14,664, leaving a gross 
profit of £13,364, as against an expenditure of £14,208 and 
gross profit of £12,817 the previous year. The gross profit was 
applied as follows :—Dividends and interest, £4,644 ; stocks and 
mortgages redemption, £3,942 ; and repayment of loans, £1,320, 
leaving a net profit of £3,458, of which £2,071 was spent on 
mains, &c, £1,251 transferred to district fund in aid of rates, and 
£135 placed to reserve fund. In the previous year the net profit 
amounted to £2,969, of which £1,797 was spent on mains and 
£1,170 applied in relief of rates. 


Runcorn.— The work of carrying the high-pressure over- 
head electric cable from the Mersey Power Co.’s Works at Weston 
Point across Frodsham Marsh to Helsby has been completed, and 
the current has now been switched on at the Helsby works of the 
British Insulated and Helsby Cables, Ltd. 

A circular has been issued to. ratepayers by the Clerk to the 


R. D.C. in which it is stated that “ recognising the advantages of a 


public supply of electricity in the district, the R.D.C. (through the 
Stockton Heath Parochial Committee) had approached the Mersey 
Power Co., Ltd., who have Parliamentary powers, authorising them 
to supply current in the rural districts of Runoorn, and to extend 
their mains into the neighbourhood at an early date. The extension 
was under consideration, and should a sufficient demand fer power 
and light be received, the mains would be laid." 


Shipston-on-Stour.— The ratepayers having decided in 
favour of an E.L. scheme, the R.D.C. has given permission for 
Messrs. Brown & Parsons, of Leamington, to erect standards to 
carry the wires. 


Shrewsbury.—The total income of the Corporation's 
electric light undertaking for the past year was £7,858, as against 
£8,262 in the previous year, a reduction accounted for by the 
reduced price of energy during the twelve months, £2,200 was 
spent on the undertaking on capital account, and the sinking-fund 
contribution was increased from 42,445 to £2,476. 


South Africa,—In the course of his speech at the 
meeting of Messrs. A. Goerz & Co. held at the end of June at 
Johannesburg, the chairman, Mr. M. G. Elkan, as reported in the 
South African Mining Journal, said : " The electrification of a large 
number of plants on the mines, in anticipation of the power to be 
supplicd by the Victoria Falls and Power Co, was com- 
pleted early last year ; unfortunately, however, the Power Oo.. was 
delayed for various reasons the chief among which was the 
foundering of a steamer carrying considerable quantities of 
machinery, which it took many months to duplicate. The supply 
now obtained from the completed stations is giving general 
satisfaction, and an additional power station is in course of 
erection at Vereeniging, which is expected to be in full working 
order towards the end of this year, while the station at the Simmer 
Pan is going to be further increased—such increase will, however, 
only be completed during 1918. From the experience gained so far, 
Ithink I am right in saying that no doubt existe in anybody's 
mind as to the great savings to be obtained from the use of pur- 
chased electric power, as against steam power raised by the mines 
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themselves, either when it ів a question of equipping a new mine or 
any existing mine with a long life before it." 


South Shields.—Mr. H. S. Ellis, borough electrical 
engineer, in his report on the fifteenth year's working of the Cor- 
poration's electricity undertaking, states that after meeting all 
statutory charges, the surplus amounted to £2,195, an increase on 
the previous 12 months of £780. Revenue from private lighting 
had increased from £12,412 to £13,110 during the past three years, 
and owing to the high efficiency and long life of the latest types 
of metal-filament lamps they could look forward to a continued 
increase of revenue. Revenue from power supply was £5,936, as 
against £4,662 in the previous year, while the total sales for 
traction were £5,918. The revenue for the year was £27,831, and 
the expenditure £13,666, leaving a gross profit of £14,168, For 
interest and sinking fond £11,973 was required, leaving the net 
balance above mentioned, which Mr. Ellis recommended should be 
added to the reserve fund, bringing that up to £10,078, equivalent 
to 6˙1 per cent. of the capital spent on plant of a depreciative 
character. Mr. Ellis refers to the desirability of establishing a 
show-room for the latest electrical accessories for various domestic 
purposes, and he states that a sub-committee has this matter under 
consideration. 


Southampton.— The Electricity Committee has decided 
to put Бола fide clubs on the same basis for the supply of energy for 
lighting as private consumers, i.e., the charge after the first 
50 unite being reduced to 24d. per unit. 


Stoke-on-Trent.—The T.C. has offered to provide а 
three-phase stand-by supply of current to the Shelton Iron, Steel 
and Coal Co., Ltd., when the new plant and mains are ready, on an 
agreement for payment of standing charges at the rate of £300 
per annum, and for energy consumed проп the consumption rate 
in force. 


U.S. À.—According to a Press report the town board of 
Miller, III., ordered the electric light to be turned off recently 
because of the visit of millions of fire flies. They decided that the 
flies furnished enough light. 


Wakefield.—The report of the city electrical engineer, 
Mr. H. A. Nevill, for the year ending March 31st, states that the 
great change in the methods of charging adopted during the year has 
proved satisfactory; the income per unit sold has fallen from 
9 279d. to 1'757d., but the total costs have also dropped, from 2°334d. 
to 1°666d., showing now a profit of 0'091d., compared with a loss 
last year of 0°055d. New plant has been installed, which will 
farther reduce the cost of production. The gross income was 
£13,604, working expenses £7,767, and net profit, after deducting 
cipital charges, £695; last year there was a loss of £213. The 
capital expenditure amounts to £05,499, and the reserve fund to 
£303. The number of units sold was 1,557,186, an increase of 
22'4 per cent.; the power connections amounted to 2,100 H.P. The 
price of lightiog supply was raised in 1910-11, but the diminished 
consumption resulting has almost neutralired the gain, and Mr. 
Smith is of opinion that the former price (4d. per unit) should be 
restored. 


Wellingborough.—The U.D.C. has decided to ask the 


Electric Supply Co. if they are prepared to sell their undertaking to 
the Council, and if so at what price. 


Weston-super-Mare,—The Electric Supply Co., Ltd., 
has reduced the price of energy supplied to the U.D.C. for lighting 
to 41d. per unit, lees Id. per unit discount. For energy for the 


Milton sewage pumping station the price has been lowered to 14d. 
per unit. 


— 


TRAMWAY and RAILWAY NOTES. 


Aberdeen,—The Corporation tramway accounts show а 
total revenue of £77,180, the highest figure ever obtained, and an 
an increase of £3,710 over the preceding year. The surplus of 
£11,158, the largest ever recorded, is an increase of £3,554 over 
last year. £6,262 has been placed to the renewal account, and the 
remaining 24, 396 carried to reserve account. 


Algeria.—Plans are being prepared in respect of a pro- 
jected electric tramway in the town of Bone. 


Australia.—Reuter states that, with the assistance of the 


Federal Arbitration Court, and as the result of a conference between 
the parties, the dispute between the Melbourne Tramway Co. and 
ite employés has been amicably settled. 

The preliminary steps to the purchase of the Perth tramways has 
been taken by the Western Australian Government. The purchase 
price is £475,000, and the agreement is only waiting for the ratifica- 
tion of the shareholders.— Australian Mining Standard. 


Birkenhead,—The manager of the Corporation Tram- 
ways (Mr. W. Wyld) in his report shows a net profit of £2,478 on 
the year's working, compared with a loss of £115 last year. Traffic 
receipta were £59,282, an increase of £2,565, and the total income 
from all sources reached £60,151, an increase of £2,489. Working 
expenses increased by £707 to £86,314, which left a gross profit of 
223.836, an inorease of 21,782, Interest on capital accounted for 
411,856 and instalment to sinking fund, &c., £9,500. The net gain 
hae been placed to renewals account, which now amounts to over 


£15,000, equivalent to4 per cent. of the total capital outlay. The 
increase in passengers numbered 633,600. The average consumption 
per car-mile for traffic purposes was 1°96 units. The percentage of 
working expenses to receipts was 60°37 (1911—61`75); average 
working expenses per car-mile, including power cost, 711d. (1911 
—5˙72d.) 

A conference between the Mayor of Wallasey and other members 
of his Council and representatives of the Birkenhead civic 
authorities was held on July 24th relative to the provision of 
improved communication between two boroughs by means of tram- 
ways. The reports of the respective engineers were considered, and 
after some discussion it was decided not to proceed further in the 
matter at the present time. It was considered that the least costly 
scheme proposed at the meeting would involve an expenditure ofẹ 
something like £200,000, and the time was not thought opportune 
for such a commitment. 


Blaekpool.— At a meeting of tlie Tramways Committee, 
on July 25th, Mr. Furness (manager) presented the following 
figures:—From April lst to July 18th the total receipts were 
£23,561, an increase of £3,656—remarkable in view of the 
threatened boycott of the cars. The greatest increase, one of no 
less than £2,561, was on the circular route, the receipts being 
£2.787, against only £226 last year. The receipts per car-mile on 
the circular route amounted to 2s. 73d., and the passengers were 
212,883. The passengers carried on all routes during this period 
totalled 3,431,968. 


Bradford,—A report presented to the City Tramways Com- 
mittee by the manager, Mr. C. J. Spencer, on the effect of the 
institution in the city of jd. fares in the early mornings during 
May and June, shows that the actual decrease in receipts is £7,606, 
with an increase in mileage of 124,574, the cost of which was 
computed at £3,620, making a total increased cost to the depart- 
ment of £11,226. Mr. Spencer feared that the cost would probably 
be still more, as, according to the traffic chart, the early morning 
traffic was not being catered for as it might be. Comparisons with 
last year show that the decrease in receipts before 9 a.m. has been 
almost exactly balanced by the natural increase of traffic after 
9 алп. In connection with transfer tickets and return tickete, 
Mr. Spencer drew attention to the possibilities of fraud in that 
system. 


Continental Notes.—Rtssia.—The grounds of the 
Polytechnic Institute, in St. Petersburg, are now being utilised for 
the purpore of making experimenta on a large scale with currents 
at very high pressure. and the trials are to be continued in the 
winter, The tests, which are said to have already resulted in the 
attainment of a pressure of 250,000 volts, are being conducted at 
the order and expense of the Minister for Communications, who 
bas under consideration the question of converting to electric 
traction the railways centring in St. Petersburg. The capital 
lies within reach of four supplies of water power. The Narvas 
waterfall is situated 92 miles distant from the Baltic Railway: and 
the Imatra in Finland, the Kiwatch near Petrosavodek, and the 
Volchoff waterfalls are located 155 miles from the capital. The 
use of the Inst mentioned is held in prospect in the first place, 
whilst the others would be drawn upon as occasion might arise, 

FRANCE.—A scheme is at present under consideration for the 
construction of an electric mountain railway between Chamonix, 
Mer de Glace and Le Convercle (Haute Savoie). 


Coventry.— The Tramways Committee of, the T.C. has 
decided to apply for a loan of £20,475 for the purchase of 10 
tramcars, the construction of additional passing places and over- 
head electric signals, extensions of sheds and stores, cables, &c. 
The B. of T. has sanctioned a loan of £220,538 for the completion 
of the pprchase of the tramway undertaking. 


Dutch East Indies,—<A project is on foot for the con- 


struction of an electric tramway in Sourabaya, designed to connect 
the town with the harbour.— Beard of Trade Journal, 


Edinburgh,—-A report has been submitted by the burgh 
engineer as to the self-propelled cars running between Morecambe 
and Heysham. The Edinburgh Town Council desires to develop 
tramway transit in and about the city, but considers the laying of 
additional cable lines too costly. Electric trolley tramways and 
raillees cars are under consideration. The Edinburgh burgh 
engineer is impressed with the feasibility of the self-propelling 
system, The track is an ordinary tramway ; the gradient is fairly 
steep, and the cars are of the single-decker, closed-in type, capable 
of seating about 34 persons. The motive power is derived from a 
petrol engine, and istransmitted directly from the enginesto the axles, 
The burgh engineer has conferred with the designer of the petrol- 
electric mechanism as applied to the newest type of motor- bus in 
London, and the designer is sanguine that the application of the 
petrol-electric system would result not only in the same economy of 
working cost, but in greatly reduced vibration and increased com- 
fort of travelling by a car propelled on this system. It is stated 
that the cost of a car would amount to about £1,100, as compared 
with an electric car of about £650 ; but against the difference is the 
saving in the fitting up of overhead electric equipment, viz., £1,500 
per mile of track, and, further, there would be no central generating 
station. As regards the Morecambe car, the cost of actual running 
is about Id. per car-mile for power, The report has been continued 
for further consideration. 


Holywell.— An inquiry has been held here by the Light 
Railway Commissioners into the application of the Mid-Flintshire 
Light Railway Co,, Ltd., for an order for the construction of a line 


of light railway, about 11 miles long, at an estimated cost of 
£100,000, 


& 
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Ipswich.—The report of the engineer and manager of 
the tramwayr, Mr. Frank Ayton. for the year ended March 31at, 
shows a total revenue of £22,939 and working expenses £16,861 ; 
after deducting capital charges, there remained a profit of £294, of 
which £117 was appropriated for the cost of fitting meters on the 
care With the aid of a contribution of 42, 100 from the rates, the 
deficit of £1222 from the previous year was liquidated, and the 
sum of £1,054 was carried forward. The use of meters on the cars 
has reduced the energy consumption 10} per cent., and an appre- 
ciable reduction of wear on motors, bruker, &c., has also been 
observed. The passengers carried numbered 5} millions; car-miles 
run, 662,792 ; units used per car-mile, 1:007. 


‘Leeds.—The Corporation has under consideration a 
scheme for a 2-mile extension of the Pudsey section of the 
tramways. 


London.—L.C.C.—The recent tramway report shows a 
serious decrease in traffic receipta, which is largely attributable to 
the great increase in the competition of other means of locomotion 
during the past 18 months. The heaviest tramway traffic is 
carried during the early morning, late afternoon and early evening. 
Much of this traffic is carried at very unremunerative workmen's 
fares (in some instances averaging Id. for 9 miles journey). At 
present tramways are not allowed in the most profitable traffic 
areas, but motor omnibuses and tube railways for the most part 
operate on routes where there is a large amount of all-day traffic. 

With a view to removing these obstacles to the more profitable 
operation of the tramways and to increasing the value to the public 
of the system as a whole, the Highways Committee proposes the 
following tramway schemes to be introduced in the next Parlia- 
mentary session: 

Marble Arch to Cricklewood (7 m. 5 f., conduit and overhead, 
£125,294). 

Chalk Farm to Child's Hill (5 m. 4 f., conduit, 4 114, 880). 

Grays Inn Road to Farringdon Road (5 f. 6 ch., conduit, 
£20,300). 

Charles Street to Ludgate Circus (5 f. 6 ch., conduit, £19,055). 

Seven Sisters Road to Crouch Hill (1 m. 2 f., conduit, £26,300). 

Seven Sisters Road to Stainford Hill (1 m. 2 f., overhead, 
£22,130). 

The subjoined railless trolley schemes are also put forward :— 

Mare Street, Hackney to Wick Lane Bridge (1 m. 4 f., £6,270). 

Stanstead Road, Catford to Sydenham Station (2 m. 0 f., 
£11,510). 

Sydenham Station to Foreat Hill (1 m. 0 f., £2,640). 

Sydenham Road to county boundary (1 f. 8 ch., £620). 

These estimated costs cover construction and equipment of lines, 
but not street widenings. The total outlay involved by the pro- 
posed 174 miles of tramways and 41 miles of railless route, includ- 
ing street widenings, approximates £770,600, the most expensive 
scheme being that for the tramway from the Marble Arch to 
Cricklewood. This involves an outlay of nearly half a million, and 
has already been rejected three times by Parliament, but the route 
offers & large volume of traffic all day long, and would, therefore, 
be especially valuable to the Council. No street widenings will be 
necessitated by the railless schemes, and experience in Bradford and 
Leeds has shown that trolley ‘buses are very suitable for the class 
of work here concerned. | 

It is further proposed to secure powers for running tramways 
across the new St. Paul's Bridge, and constructing & tunnel from 
the City end of the bridge to Cheapside. This tunnel would cost 
£86,000, and the Council is willing to give a contribution of 
£350,000 to the St. Paul's scheme. It has been suggested that the 
tramway which will cross St, Paul's Bridge should be extended 
through the City to connect with the northern tramways. A scheme 
to link up with the tramways in Aldersgate Street woüld cost 
£1,631,000, while one for connecting with Goswell Road would cost 
£1,281,000. These proposals would involve the construction of 
tunnels large enough to admit double-deck cars, and, for the pre- 
sent, they are to be laid aside on account of the'r great cost, which 
would bring up the outlay on the St. Paul's scheme to over 
£2,000,000. Under the scheme which it is proposed to adopt for 
getting tramways to Cheapside, a total outlay of £447,000 will be 
involved ; of this £350,000 will be contributed by the L.C.C., only 
£20,000 of this amount being charged to the tramways account. 

The Highways Committee has further considered the ques- 
tion of the working of the tramways from West India Docks to 
Crossland Road, Hackney, at present worked at a loss by horse-car 
services. As the Committee cannot obtain the consent of the 
Stepney B.C. for the reconstruction of the lines on the overhead 
trolley system, and owing to the extra cost involved by the use of 
the conduit system, it has been recommended that three horse cars 
be equipped with petrol-electric propelling machinery at a cost of 
£2,400. The equipments are to be manufactured by Messrs. W. A. 
Stevens, Ltd. The work is to be put in hand at once, and the 
cars will be tried on one of the existing routes, so that the B. of T. 
may inspect the working of the cars, and indicate whether it is 
prepared to approve of the adoption of the system for the Burdett 
Road lines. / 

` PoRT OF LONDON AUTHORITY.—The Authority, which has for 
some time been considering the question of adopting motor 
ambulances, owing to the fact that the docks controlled by it 
cover an extended area, has finally decided on electrical vehicles, 
and has acquired four such ambulances from the Cedes 
Electric Traction Co, Ltd. The machines are fitted with electric 
motors built up on the hubs of the rear road wheels, current 
being supplied by a battery of 44 Tudor accumulators, which give 
a radius of action of 25 miles at a speed of 16 miles per hour and 
of 35 miles at 12 M.P.H. Each ambulance is designed to carry 
two stretchers, and in addition seating accommodation is provided 


in the interior for three persons. The vehicles, which have been 
built under the supervision of Messrs. Markham & Prance, who 
acted as consulting motor engineers to the Port of London Authority, 
will be stationed at the London, Surrey, Commercial, West India 
and Royal Victoria Docks, where special garages and battery- 
charging stations have been established. 

METROPULITAN RAILWAY.—On July 24th, Lord Aberconway, 
chairman of the company. laid the centre, stone of the new Baker 
Street station, which will be the chief station of the Metropolitan 
Railway. Mr. К. Н. Selbie, general manager, said that they intended 
putting in an underground junction which would enable trains from 
EL to Harrow to cross the up circle line without fouling the 

East LONDON RaiLway.—Speaking at the half-yearly meeting 
the other day, Lord Claud Hamilton said that the electrification of 
the line was progressing satisfactorily, but he was unable to say 
when it would be finished. At the three stations—-Shoreditch, 
Whitechapel and Shadwell—the platform was being raised to 3 ft. 
above the rail level. When the electrification was completed the 
speed of the trains would be greatly increased. 


Middlesex.—The Light Railways Committee of the 
County Council reports that the lessee company (the Metropolitan 
Electric Tramways, Ltd.), have intimated that owing to the con- 
dition of their rolling stock, and the increase of the car service 
north of Wood Green, further car-shed accommodation is required 
in or near that district. і 


Newport.—The accounts of the Corporation tramways 
for the year ending March 31st last show a profit of £1,300. 


Plymouth.—The assessment of the Corporation tram- 
way undertaking has been increased from £3,254 gross to £10,299, 
and from £1,789 net to £5,208. 


South Shields,—The Corporation Tramways Committee 
has recommended that the tramways be extended to Harton, giving 
a 20 minutes’ service, at a cost of £8,098. The profit on the last 
year's working of the tramways amounted to £5,663. 


Southpert,—The Tramways and Electricity Committee 
has had under consideration the question of the appointment of an 
expert to inquire into the Corporation tramways undertaking. and 
bas decided to defer the inquiry pending the receipt of the report 
of Mr. Watson, electrical engineer to the Bury Corporation, on the 
electricity undertaking. 


Stalybridge.—It has been decided by the Stalybridge, 


&c., Tramways and Electricity Board to alter and increase the fares 
of workpeople on the Board's cars. Alderman Clark, in explaining 
the increases, said the tramways had had to be subsidised out of 
the rates of the four boroughs of Stalybridge, Hyde, Mossley and 
Dukinfield to the extent of £70,000. Last year the loss was £6,500. 


Walthamstow.—A sp'cial committee has been appointed 
to consider the question of providing additional tramway cars. 


West Ham.— The report of the manager, Mr. H. E. 
Blain, for the year ended March 31st, shows that the total revenue 
was £144,147 ; working expenses, £104,574; net surplus, £4,509, 
compared with £8,513 last year, of which £4,082 was transferred 
to the reserve fund. The car-miles run were 3,287,917, and the 
passengers carried 41 millions. The energy used per car-mile was 
1°69 units. The reserve fund now stands at £41,944. During the 
year £8,800 has been epent on track maintenance and renewals. 
The cost of energy purchased from the electricity department. at 
0'95d. per unit, was £22,055 ;-on the basis of charge recommended 
by the Joint Committee of the Municipal Tramways and Municipal 
Electrical Associations, the price has now been reduced to 0754. 
per unit. The department carries its own riske, and has paid 
£2,840 in compensation for injuries during the year. 


TELEGRAPH and TELEPHONE NOTES. 


Australia,—Tests at the Pennant Hills wireless station 
(N. S. W.) have proved satisfactory. With 70 H.P., the station has 
succeeded in establishing communication up to a distance of. 2.920 
miles. It is considered probable that communication may be 
established at night time between Sydney and San Francisco—a 
distance of abont 6,000 miles.—Awe/ralian Mining Standard. 


City of London.— According to the report of the city 
engineer, Mr. F. Sumner, to the Corporation, during the year 1911, 
four miles of disused overhead wires were removed. Private 
owners of overhead wires in use numbered 135, and the telephone 
service possessed about 7 35,824 spans crossing public thoroughfares. 
Notifications of defective materials, broken wires &c., were issued 
to owners in 9,030 cases. The Post Office gave notice of intention 
to open telephone manholes on 4,052 occasions, and laid 464 new ser- 
vices ; the City of London E.L. Co. laid 206 new services and con- 
structed 39 new street boxes, and the Charing Cross Co. laid 288 ser- 
vices, The County of London E.S. Co. laid mains from Deptford to 
City Road, along & total of 1,400 yards in theCity ; they found the 
footways so crowded with other pipes and mains that they were 
compelled to lay their mains under the carriageway. Only 35 out 
of 100 private clocks fixed above the public ways of the City are 
‘synchronised from Greenwich, | 
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Canada. — Arrangements are being made for Mr. Lucas, 
of the Ontario Cabinet, to study the question of publicly-owned 
telephones in Great Britain this summer. 


China.—It is proposed to establish wireless communica- 
tion between Pekin and Lhassa, with two intermediate stations, 
one at Tachienlu and the other at Batang. The establishment of a 
chain of 12 wireless stations along the entire length of the Chinese 
coast, from the island of Hainan to the Gulf of Pechili, is also under 
consideration. 


East Indies,—Of the four wireless stations in Dutch 


India, whose erection was entrusted to the Telefunken Co., of 
Berlin, those of Sabang (Wé Island) and Sitoebondo (Java) are 
finished. The installation at Koepang (Timor) was recently begun, 
while Ambon will shortly be taken in hand. The first named 
serves shipping alone, on which account it is favourably placed in 
the traffic-frequented Straits of Malacca; with plant of 2°5 kw. 
power, a range of 750 km. is attained by day and 3,600 at night. 
The stations’ operations have produced disturbances on the Lodge- 
Muirhead station at Victoria Point, Burmah, giving rise to protesta, 
with the result that the Dutch Government has ordered that 
Sabang shall in future work only with 36 per cent. of its power. 
For the remaining three stations a power equal to 5 KW. is planned; 
those on Timor and at. Amboyna will effect connection with the 
German-Dutch system. The distances covered will be : Sitoebondo- 
Koepang, about 1,100 km.: Koepang-Ambon, about 900 km.; and 
Sitoebondo-Ambon, about 1,600 km.— Zeit, für Schwachstromtechnik. 


Express Telegrams.—Tbe favourable consideration 
given by the Postmaster-General to the proposal that express tele- 
grams should be accepted at a special tariff bas evoked a protest in 
the Press from Sir J. C. Lamb, a former secretary of the Post Office, 
on the score that all telegrams are urgent, and no priority should 
be recognised save that of receipt. In 1eply, Mr. F. A. B. Lord 
writes to the Times pointing out that there is an urgent demand, 
backed by the London Chamber of Commerce, for express telegrams, 
which already are common practice on the Continent, and have 
given great satisfaction there ; he questions whether ordinary tele- 
grams suffer any appreciable delay through the transmission of 
express messages, and urges the necessity of greater expedition in 
many instances, 


Germany.—The Telefunken Co., of Berlin, has taken 
over the high-frequency machine invented by Count Arco, and has 
erected one at the company's station at Nauen. Although this 
station is at present equipped with a mast only 250 ft. high, it has 
been possible to obtain a range ‘of over 620 miles with the use of 
the high-frequency generator. The erection of & new tower in 
place of that which was overthrown in March has been begun ; 
it will extend to 670 ft. in height. 


Imperial Wireless Stations.— Having received notice 
of opposition to the agreement between the Postmaster-General and 


the Marconi Co., the Government has deferr«d the discussion of the * 


matter till next week. 
It appears that the station originally set down for Aden will be 
erected in British East Africa. 


Italy.—The Bill for the improvement of the telegraph 
service in Italy, introduced last month, contemplates the expendi- 
ture of 1,850,000 lire on a variety of objects. Seven new copper and 
five new iron inland lines are to be established, and two submarine 
cables laid. The projected new lines include two between Genoa and 
Spezzia, for the traffic between central and southern Italy, or Pied- 
mont and Lombardy ; two others from Genoa to Ventimiglia and 
Porto Maurizio respectively, to serve the traffic in Liguria ; one from 
Palermo to Messina, and another from Messina to Catania, and a third 
between Catanzaro and Reggio. А cable will be laid between Naples 
and Palermo to improve the connection between the Continent and 
Sicily and Tripoli, and another between Sicily and Calabria.— Zeit, 

Sar Schwachstromtechnik, | ‘ 


Wireless Control.—A demonstration was given by 
Mr. Raymond Phillips at the Ccliseum last week, of his system of 
control from a distance, 8s applied to an airship, and to musical 
instruments. It is understood that a new system of selection of 
signals with the aid of synchronised revolving drums is employed, 


Wireless Telephony.— Mr. H. Grindel Matthews 
recently demonstrated his wireless telephone system before 


members of the Government, and it is reported that the invention 
will be tested at the forthcoming Army Manceuvres. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia, — New South Warks.— August 28th. 
Common-battery and automatic switchboards, for Newton, Glebe 
and Balmain, for the Postmaster-General’s department. See 
Official Notices July 26th. 

September 11th.— Telegraph, telephone and electric material for a 
year, for the P.M.G.'s Department. See Official Notices” to-day. 

September 25th.— Trunk line switchboard, for the P. M. G. 's 
department. See "Official Notices " to-day. 

October 2nd.—N.S.W. Government Railways. Six 1,000.kw. 
sub-station unite to specification No. 357, Specification (10s.) from 
Electrical En r's Office, 61, Hunter Street, Sydney.— Australian 
Mining Standard, 


SOUTH AUSTRALIA.—October lst. Telephone switch boards at 
Unley, Adelaide, for the Postmaster-General's department. See 
" Official Notices " to-day. | 

October Ist. — Telephone switchboards at Norwood, for the 
P.M.G.'s department. See Official Notices to-day. 

October 22nd.— Telephone switchboard at Port Adelaide, for the 
P.M.G.'s Department. See Official Notices to-day. 

VICTORIA.—-October 22nd. Fourteen sections of common-battery 
multiple switchboard, for the P.M.G.’3 department. See Official 
Notices " to-day. 

August 6th.—9,200 yd. of 2 aq. in. concentric cable, and 2,200 yd. 
of `1 sq. іп, concentric cable for the Melbourne City Council, See 
„Official Notices" July 19th. 


Batley.— August 28га. High-tension cables, for the 
Corporation. See Official Notices to-day. 


China,—August 18th. High and low-tension sub-station 
switchgear, for the Shanghai Municipal Council. See "Official 
Notices" July 26th. 


Costa Rica.— December 9th. "Tenders will be received 


for the building and working of an electric tramway between 
Alajuela and Grecia, a distance of 18,100 m. Particulars of the 
Secretaria de Fomento, San José. 


Dublin.—August 7th. High-tension switchgear and 
accessories for the Corporation. See Official Notices July 26th. 

August 7th.—Oerlikon and Westinghouse motors and pumps, for 
the Corporation. See Official Notices July 26th. 


Eccles.—Subject to the usual section, tenders are to be 
invited for four mechanical stokers at the electricity works. 


Gateshead.— August 10th. Installation of electrical 
plant at the new lunatic asylum at Stannington, for the Visiting 
Committee. See Official Notices to-day. 


Halifax.—August 5th. Portable X-ray switchboard, &c., 
for the Guardians. See Official Notices July 26th. 


London.— L.C.C.— The Fire Brigade Committee is 


obtaining tenders for a portable set of electric charging apparatus 
for use in the event of the failure of the public electric supply at 
any station or in any other emergency. This action is consequent 
upon the increasing number of electrically-driven motor appliances 
in use in the Fire Brigade. 

It has beeir decided to provide electrical dischargers at various 
tramway substations to act as safety valves should the pressure on 
the high-tension cables rise above a safe limit. Tenders are to be 
invited forthwith for the necessary spark gaps at the whole of the 
existing sub-stationr, and the most suitable will be accepted during 
the recess. The cost is to be about £2,200. 

Three narrow-gauge electrically-propelled shop trucks and battery 
charging apparatus are to be purchased (about £570), also wheel- 
turning lathes, for the central car repair depót ; tenders are to be 
obtained from selected fi! me, and one will be accepted during the 
recess. 


Newcastle-on-Tyne,—August 9th. Electric light in- 
stallation at the workhouse hospital, for the B. of G. G. Walker, 
clerk, 127, Pilgrim Street. 


New Zealand.—August 16th. Electric motor and 
induced-dravght fan for Christchurch City Council. Tenders to City 
Surveyor. Deposit £5. Copy of specification can be seen at Board 
of Trade Commercial Intelligence Department, London, E.C. 


Rosario.— October 15th and September 21st. According 
to the Reriew of the River Plate, the Municipality is calling for 
tenders, until October 15tb, for a second system of electric tram- 
ways, including their construction and working. Full particulars 
from the Municipality. Tenders for the public electric lighting 
will be opened on September 21st. 


Roumania,—Giurcevo.—Electric lighting installation 


for the city. Estimated cost 350,061 fr.  Particulars, Conseil 
Superior Technique, Bucharest. 


Shipley.—August 14th. (a) One 300-Kw. rotary con- 
verter with E.H.T. and L. T. switchgear and (b) supply and laying of 
E. H. T. cables, ducte, telephone cables, &c., for the U. D. C. Mr. S. D. 
Schofield, electrical engineer, Dockfield, Shipley. (Returnable 
deposit for each contract of £1 1a.) 

The U.D.C. has decided to invite tenders for 5,000 tons of engine 
coal for the Dockfield Works, and also for alternating-current plant. 


South Africa.—September 11th. Durban Corporation. 
One-ton electric storage battery vehicle. A statement on the 
matter can be seen at the Board of Trade C.I. Department, 
London, E.C. 


Spain.—August 10th. Tenders are being invited by the 
municipal authorities of Maguilla (province of Badajoz) for the 
concession for the electric lighting of the town during a period of 
15 years. Particulars mav be obtained from, and tenders are to be 
eent to, El Secretario del Ayuntamiento de Maguilla (Badajoz). 

MADR1D.— October 22nd. Concession for installation and working 
of an electric light service for 15 years. Deposit, 5 per cent. of the 


offer, eventually 20 per cent. Particulars from Hotel de Ville 
Madrid, 
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Stockport.—Stcel lattice tramway poles and trolley wire, 


for the Corporation Tramways Committee. Mr. R. Lomax, borough 
electrical engineer, Electricity Works, Millzate. 


Turkey, — CRETE.— October 21st. Tenders will be 
received at the Bureau de la Mairie," Canea, for a 50 years’ con- 
cession to construct and work an overhead system of electric tram- 
ways in Canea and the neighbourhood. Copies of the Cretan 
Oficial Gazette, containing the conditions and further particulars 
regarding these concessions, may be seen at the C.I. Branch of the 
Board of Trade, London. E.C. 


Warrington,— August 9th. Electric lighting and elec- 
tric bell installation in the boys' department, Bolton Council School, 
Latehford. Mr. J. Moore Murray, Education Office, Warrington. 


CLOSED. 


Australia, — According to the Australian Mining 
Standard, the Newcastle (N. S. W.) City Council has adopted a report 


by its consulting engineer (Mr. J. E. Donoghue) in regard to the 
tenders received for condensers :— 


Haes & Eggers (a) ‘ .. £4,150 Fyvie & Stewart (a) . . £2,818 
T (b) Pe . . 5,246 z (b) e .. 9,8 

te) - . 8,410 Simpson Bros. i .. 2,086 

Goodall & Co. 5 И .. 8,836 Belliss & Morcom "E . . 1,179 


Morrison & Be 'arby né . . 8,520 


The lowest complete tender as per specification was that of 
Messrs. Fy vie & Stewart, at 42,263, and this was accepted. 


The rame exchange reports the placing of the following orders 
by the P.M.G.'s departments: — 


SYDNEY.— 


13 miles cable, paper- -insulated, lead-covered, 7 paire, 124 Ib. conductors, ае 
&60 рег тіс; 61 miles cable, paper- insulated, lcad-covered, 26 pairs, 
123-Ib. conductors, nt £156 per mile; 89 miles cable, paper-insulated, 
lead-covered, 104 pairs, 194.1b. conductors, at £862 per mile.—B.1. and 
Helsby Cables, Ltd. 


47 miles cable, paper-insulated, lend.covered, 18 pairs, 124-]b. conductors, 
at £95 per mile; 24 miles cable, paper- -insulated, lend-covered, 39 pairs, 


)23-)b. conductors, at £190 per mile. —Western Electric Co. (Aus- 
tralia), Ltd. 


234 miles cable, paper-insulated, Jead-covered, 52 pairs, 124-1]. conductcrs, at 
£233 per mile; 78 miles cable, paper-insulated, lead-covered, 78 pairs, 
$4-lb. conductors, at £294 per mile.—W. T. Henley's Telegraph orks 


24 miles cable, paper-insulated, lead-covered, £08 pairs. 124-)b. conductors, 
at £527 per mile: 74 m les cable, paper-insulated, lead-covered, 260 
раі в, 194-1. conductors, at £628 per mile; 4j miles cable, paper- 
insulated, lead-covered, 812 pairs, 124 lb. conductors, at £709 per mile. 
— Siemens Bros. Dynamo Works, Ltd. 


ADELAIDE.— 


ЁЗ miles cable, paper. insulated, lead covere d, 416 pair, 124 lb. conductos, at 
£851 per mile; ; 440 yds. cable, switchboard, silk and cotton-insulated, 
21 pairs of conductors, at £79 per mie; 160,000 paper jointing sleeves, 
nt 2s. per 1,060. - Western Electric Co. (Australia), Ltd. 

44}, miles cable, paper-insulated, lead-covered, 208 pair, 124-]b. conductors, 
at £512 per mile; 3 mile cable, paper-insulatea, lead covered, 156 pair, 
123 lb. conductors, at £450 per mile; 3 mile cable, paper-insulated, lend · 
covered, 156 pair, 90-1. conductors, at £610 per mile; З miles cable, 
paper-insulated, lead-covered, 104 pair, 124.1. conductors, at £807 10s. 
per mile; 8i miles cable, paper-insulated, lead-covered, 52 pair, 124.1b. 
conductors, at £192 10s. per mile; 4 mile cable, paper-insulated, lesd- 
covered, 26 pair, 1°4-10. conductors, at £131 58. per mile.—W. Т. 
Henley's Telegraph Works Co., Ltd. 

€00 yd. telephone ewitchhoard cable, silk ard cotton-insulated, and light 
ead.covered, 104 pair, 124-10, conductors, for a sum of £142.—B.I. and 
Helsby Cables, I.td. 


BBISBANE.— 


4 nauts cable, submarine telegraph, india.rnbber.insulated, at £177 10s. 
per naut, —W. T. Henley's Telegraph Works Co., Ltd. 

The Victoria Government Reilways Department has accepted the 
offers of Messrs. B. I. and Helsby Cables, Ltd., for trolley wire, earr, 
insulators and other overhead material for the duplication of the 
St. Kilda-Brighton electric street railway. 


Barnsley.—The B. of G. has accepted the tender of Mr. 


J. Taylor, May Day Green, at £422, for the fitting up of the work- 
house premises and infirmary with electric light. | 


Barrow.—The T.C. on Monday approved the acceptance 
of a tender of Messers. Wm. Gradwell & Co., Ltd., amounting to 
£983, for extensions to the electricity works buildings. The elec- 
trical engineer was also authorised to purchase a second-hand two- 
seater motor-car, for about £75, for the use of his department. 


Belgiam.—The Belgian Post and Telegraph authorities 
last week opened tenders for the supply of 25 telephone cables. 
Eleven concerns, seven German, three Belgian and one British, the 
latter being the British Insulated and Helsby Cables, Ltd., of 
Prescot, competed for the contract, the lowest offer being that of 
the A.E.G. Union Electrique, of Brussels. 


Bexhill-on-Sea.— The T.C. has accepted the tender of 
Messrs. Dinham, Fawcus & Co. for 1,000 tons of Tibshelf peas or 
Shipley peas for the electricity works, at 188. 9d. per ton. 


Bradford,—The Tramways Committee has accepted the 


following tenders for the supply of equipment and materials required 
for 24 new cars :— 


Siemens Bros. Dynamo Works, Ltd. — Motors, resistances and circuit 
breakers, £5,389. 
Dick, Kerr & Co., Ltd. - Controllers, £1,152. 
J. Rushforth K Sons. —Teak and oak, £576. 
-Beecroft & Wightman, Ltd.—Ash and birch, £113, 
Gabriel & Co., Ltd.—Car fittings, £67, - z 


The tender of Messrs. Taylor Broe. & Co., Ltd., for the supply of 62 
chrome nickel steel axles, for £167, has been accepted by the Com- 
mittee, as also has the tender of Messrs, Cammell, Laird & Co., Ltd, 
for 200 steel tires. for £307. 

The order for the electric lighting of the works of Messrs, Crest- 
wells, Ltd., asbestos manufacturers, Wellington Mills, Bradford, has 
been placed with Mr. H. Moss. 


Carnarvon.— The B. of G. has accepted the tender of 
Mr. D. O. Evans, of the National Electric Construction Co. for the 
electric lighting installation at the Workhouse and new Infirmary. 


Croydon.—The tender of Mr. Sydney Hunt, at £50, has 


been accepted by the Croydon Education Committee for the instal- 
lation of electric light at the South Norwood School. 


Derby.—The Tramways Committee of the T.C, has 


accepted the tender of Mesers. Edgar Allen & Co., of Sheffield, for 
points and crossinga, at £96. 


Dewsbury.—The Joint Hospital Board has accepted the 


tender of Mr. J. T. Foggo, of Dewsbury, for installing electric light 
at the new. diphtheria block, at £39. 


Hull.—The Electricity Committee has accepted the tender 


of Messrs. Siemens, for mains. 


Johannesburg.—The Municipality has accepted the ten- 


der of the Brush Electrical Engineering Co. for 10 double-deck car 
bodies and covers. à 


Kingston-on-Thames.— The following tenders have 
been accepted :— 
Coal (four kinds) till June 30th, 1913.—W m. Cory & Sons, Ltd., 14s. 9d. to 
1Fs. 11d. per ton. 
Building extension foundations at Cc rporatie n works to accommodate Diesel 


engines.—B8. Kavanagh, £1,987, accepted after the tender of Powley 
Bros., at £1,476, had been withdrawn. 


Cable, 3 mile *1 aq. in. low-tension concentric.—Craigpark Electric Cable Co. 


London.—HackNEY.—With reference to the list of ten- 
ders given in our last issue, the Electricity Committee recommended 
at the Council meeting of July 25th, the acceptance of the following 
tenders where alternatives were mentioned by the «ngineer:— · 


Feed pumps.—J. P. Hall & Co., £499. 

Coaling plant and bunkers. W. J. Jenkins & Co., £7, 518. 

Pipework and valves. — Brightside Foundry and Engineering Co., 2 ?,9:8, 

Travelling crane. —Cbatteris Engineering Co., £816, 

Turbo-alternator, exciting and concensing plant.— Willans & Robinson, 
Ltd , (£7,950 plus extras) £8,280. 


Messre. Pooley & Austin have just secured the contract for the 
supply and erection of plant comprising automatic reversible 
booster, switchboard. milking booster. automatic battery regulating 
twitch and cables from the Baltic Mercantile and Shipping Ex- 
cbange, Ltd., St. Mary Axe, E.C. 

The Central London Railway Co. has accepted the tender of the 
Brush Electrical Engineering Co., for the supply of 24 motor care, 
26 motor trucks and 26 trailer trucke. + 

L.C.C.—The Fire Brigade Committee received the following 
tenders for electric lighting installation at the Hampstead fire 
ttation :— 

Barlow Bres. & Co. es 
E. Lawrance & Bons, Ltd. 

Lund Bros. & Co. .. T - n . А 
Waring & Withers. e he che is .. 196 
G. E. Taylor & C». .. s - si da . . 191 
Foote & Milne, Ltd. #6 sa 217 


Chief einen 8 estimate. £175 


WooLwICH.—The B.C. has received the following tenders for the 
supply of two 500-Kw. converters :— 


F 19 


Efficiency per cent, at load of. | 


Í Extra if 
ө ; Total; crane is 
Nene: | Delivery. | amt. not 
i $ à |Ful. | 11 | available. 
j 
Brit. Thomson- 44 10 5{ & & 


Houston, Co... | 81°7 | 88:8 | 90°75 | 92:0 | 920 ' 
Brit. Westing- 


house Co. . 81 29:25 | 92°25 | 08:25 | 93:5 
Bruce Peebles and 
81 88:5 1 90:5 91 91 


Ce. | 18 weeks | 3,186 2n 
Dick, Kerr & Co.* 69-6 | 49° 85°5 |8T4 | 87:5 | {4 months | 8,168 20 
Biemens Bros. | 


6 
At n. T. u. 750 . 794870 |f0:5 91-75 | 923 | 26 weeks | 2,996 20 
i 500 ..]| 74:4 | Bad 98:8 | 9025| 91:0, 26 weeks | 3,741 20 


* This tender was for motor-generators, and the figures relate to the over-all 
efficiency. 


The tender of Bruce Peebles & Co. has been accepted, at £3,186. 


HAMMERSMITH.—The B.C. has accepted the tenders of Mesere. 
Spagnoletti, Ltd., and the Edison & Swan United Electric Light Co., 
Ltd., for the supply and delivery of low-tension switches (400 and 
1,000 ampere), and high-tension switch parels, respectively, during 
the coming year. 

The Electricity Committee has agreed to furnish New Olympia, 
Co.. Ltd., with an additional supply of continuous current, including 
the use of a motor-generator, in consideration of the company paying 
the Council £175 in reepect of such supply, plus the agreed rate for 
the supply of current consumed. With regard to the generator 
mentioned above, one at the White City, but now not required, is 
to be taken and altered to give 220 volts, and to carry out this altera- 
tion the Committee has accepted the tender of the Westminster 
Engineering Co., at £87 10s. This price includes the supply of a 
new commutater. In connection with the question of the purchase 
of the apparatus provisionally agreed to be hired to Messrs. Gwynnes, 


months | 2,967 10 


21 weeks | 8,816 10 
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the Electricity Committee has decided to accept the following 
tenders :— 

Chatteris Engineering Co.—(1) The electrical equipment ot ope 10-ton crane, 
consisting of three motors, опе 12 H.P., one 8 H.., and one 10 R. p., 
complete with controllers, switchgear, 40., £99; and (3) the electrical 
equipment for three 5-ton oranes, consisting ot one 10 H.P. one 6 H. p. 
and one 14 нр. motors for 5 crane, complete with controllers, 
switchgear, &c., £89 10s. per 

The Submersible and J. L. Moton. Ltd.—(1) Two motors, at £23 each, and 
(2) two regulators and starters, for £5 8s. 


For-the supply of one each 50, 30, and 20-H.F. A. C. motors also 
required, tenders are to be invited. 

The Metropolitan Asylums Board has accepted the tender of 
Messre. J. W. Gray & Son, at £110, for the supply and fixing of, 
and repairs to, lightning conductors at five of their institutions. 
The following tenders have also been accepted :— | 

Pump and Power Co., Ltd.—Provision of small electrioally-driven cen- 

trifugal pump, 272. 
Brush Electrical Engineering Co., Ltd. — One generator, regulator, and 
nerator panel for electric light plant at Surbiton, £174. 


gen 
General Electric Co., Ltd.— Electrical fittings, including cut-out boards, 
switches, lampholders, Ko., for electric lig t plant at Burbiton, £69. 


Portsmouth.—The Tramways Committee has accepted 


the following tenders for materials and fittings for Twyford Avenue 
tramway extensions :— 


Welded fointe.— Thermit, Ltd., at £1 8s. each. 

Bails.—Boholey & Co., Ltd., at £7 4s. 6d. per ton. 

Tiebars.— Pe ee Jones & Bayliss. 

Junction a special work. — Hadfleld's Steel Foundry Co., Ltd., 
junctions, panis and crossings. 

Poles and fittings.—Watlington & Co., Imeson & Finch, J. Shervell, Ltd., 
Siemens Bros. & Co. and Johnson & Phillips. 

Becton Sas and mechanical ears and safety bridle ears.—Imeson 
and Finc 

1/16 telephone and pilot wire.—Watlington & Co. 

Feeder cables and connections.—B.I. and Helsby Cables, Ltd. 

Copper bonds.— Watlington & Co. 

Fibre conduit.— Watlington & Co. 

Frames and covers.— J. Sherwell, Ltd., £1 10s. 84d. each. 

Feed and section pillars.—W. Boydell 4 Sons, Ltd. 


Reigate.— The T. C. has accepted the tender of Messrs. 
Rickett, Smith & Co. for 800 tons of coal for the electricity works, 
at 25s. per ton. 


Stockton-on-Tees,—Messrs. T. B. Watson & Son have 
secured the contract for lighting and power at the new model fac- 
tory of Messrs. Cerebos, Ltd., Greatham, Stockton-on-Tees ; also 
the lighting contract for the Parish Church and Hall, Meddowfieid 


Co. Durham. 


Weaving Shed Equipment.—We recently mentioned 


that it was proposed to equip the new weaving shed of Messrs. 
David Whitehead & Sons, Rawtenstall, with electric power. We 
now learn that the complete electrical equipment, comprising 
generating plant and 268 loom motors, has been placed with the 
A. KG. Electric Co., Ltd., to the specification and requirements of 
Mr. E. M. Lacey. The same company has just secured the order 
from Messrs. Nelson & Greenbalgh for the new weaving shed at 
Whitefield, including the equipment of 300 looms for individual 
drive, also to the gpecification of Mr. E. M. Lacey. 


 Wednesbury.—The Lighting Committee has accepted 
the tender of the General Electric Co., Ltd., for a 250-Kw. dynamo, 
with compound wiring. The Committee will aleo purchase a 
400-H.P. gas engine from Messrs, Fraser & Chalmers, of Erith.. 


West Bromwich.—The Corporation has accepted the 
tender of Messrs. Clough, Smith & Co., Ltd., for the removal of 217 
existing tramway centre polea, and for tbe replacing of the same with 
side-pole span-wire construction. А 


NOTES. 


Fatalities.—On July 25th, an inquest was held on 
the body of Robert Henry Riches (32), assistant linesman 
employed by Meesre. Blackwell & Co. The evidence showed 
that the man was working with a gang on the overhead 
electric wires between Tulse Hill and Peckham Rye. The 
switchman at the former station earthed the end of his wires and 
at the same time notified the Peckham switchman of what he had 
done. The Peckham man replied by telephone all right; current 
is off." At 3.50 am. the current was switched on and the deceased 
received a shock at 6,600 volta and was immediately killed. 
Thos. Tothill, foreman of the linesmen, under whom deceased 
worked, said he assumed that the current had been earthed at 
Peckham as well as at Tulse Hill. He had every right to think 
that the Peckham switchman would earth his line when he knew 
that there were men working on the line; when the deceased 
received the shock sparks flew from his hand and a finger fell off. 
He fell from the: girder on which he was sitting. Cecil Draeger, 
of Coniston Road, Croydon, the switch-cabin attendant at Peckham 
Junction, said he inadvertently turned on the switches at Peckham 
Janction forgetting that he had been asked to discharge the current 
at Tulse Hill; but he ought, under the company’s rules, to have 
been told that the work was of an exceptionally dangerous 
character, so that he could have taken extra precautions. A verdict 
of accidental death wae returned. 


Mr. E. À. Gibson, Manchester City Coroner, held an inquest on 
Wednesday last week on the body of Albert Thornton, aged 22 
years, an assistant electrician in the employ of Messrs. Johnson and 
Nephew, Forge Lane, Bradford, Manchester. He had been em- 
ployed by the firm for about four years. Mr. A. F. J. Pickford 
represented the Electricity Department, and Mr. S. L. Pearce, the 
city electrical engineer, was also present at the proceedings. The 
foreman electrician of the firm said that Thornton was employed 
on Sunday morning cleaning motors at the works, a task he was 
well acquainted with. Rubber mats, gloves and shoes were pro- 
vided for electrical work attended with danger, but the work of 
cleaning motors while stopped did not require these precautions. 
In the course of his work it appeared that Thornton found that 
the motor would not run when he made a test. He could not 
locate the fault, and went to the house of the foreman, who gave 
him instructions not to interfere with it till his arrival 
Apparently Thornton disregarded the warning, for when the for- 
man arrived at 1 o'clock deceased was found lying on the floor 
dead, with his feet towards the motor. One of the wires, which 
was disconnected from the motor, and led directly to 
the Corporation's main, was in Thornton's hand, and in 
the other hand he held a pair of test lamps. The 
switch was in the "on" position, so that the current was going 
through the wire and his body and burning hishand. A man who 
took the wire away received a shock himself. The foreman added 
that the deceased had no right to be testing the wires, and in any 
case proper precautions for insulation should have been taken 
before the wires were touched. The Coroner said it was perfectly 
clear that Thornton died from an electric shock while doing what 
he had no right todo. He had not taken the ordinary precautions 
that he should have done when meddling with the high pressure. 
The jury returned a verdict of Accidental death." 

The general manager of the firm expressed sympathy with 
Tbornton's family. The firm, he said, had lost a very useful young 
fellow, and it was the first accident they had ever had with elec- 
tricity in the works 

The Coroner remarked that, as far as he could see, there could be 
no possible suspicion of blame on the part of the firm. 


Is the Trade Union a Failure ?—Events of the last 
few years have shown that, although the influence of the Trade 
Union in modifying the relationship of employers and employed is 
proclaimed on every platform, very few genuine or lasting reforms 
have been carried out through the agency of these bodies, During 
the past few years they have persuaded the Government to inter- 
vene on various occasions, but their intervention has done but little 
good. The Labour Party are now imploring the Ministry to come 
to their assistance again; but, as the Times pointed out on July 
26th, it behoves the Government to be very wary in this matter. 
ds They have attempted a good deal of legislation already, and the 
experience offers more warning than encouragement. Apart from 
the Trade Disputes Act, which might be named an Act for pro- 
moting strikes, they have tried their hand at conciliation. Only in 
1908 Mr. Churchill set up an Arbitration Court, which was to per- 
form wonders. It has performed so little that last year it was 
superseded by the Industrial Council, which was also received with 
& flourish of trumpets. Now that is pronounced a failure. Then 
there was the Minimum Wage Act of this spring. The miners are 
finding out what it means by degrees, and are more and more dis- 
appointed. The other day we had Mr. Wilson's gloomy pronounces 
ment, and now the secretary of the Cleveland miners is still more 
outspoken on the ill-effects of the Act. Whatever is done or not 
done, let us have no more legislation in a hurry on these social 
questions.“ 


Coal-Dust Explosions.— The first report of the Com- 
mittee engaged in investigating the subject of explosions in coal 
mines was issued last Friday. It states that the fact has now been 
established beyond all doubt that coal dust suspended in air, with- 
out the presence of any inflammable gas, is capable of being ignited 
and of propagating an explosion through dusty galleries. The use 
of stone dust to prevent such explosions is now being investigated. 


Belfast Disturbances.—One of the consequences of the 
disturbances in the shipyards at Belfast was to render idle about 
3,000 men at the works of Harland & Wolff, owing to the molesta- 
tion and intimidation of skilled employés in the power station. 
The effect of shatting down a considerable part of the power plant 
naturally was to stop operations in other departments. 


English Engineers’ Claim.—The Belgian Court of 
Appeal has dismissed the claim of two English electrical engineers 
against the Antwerp Bell Telephone Co. for £8,000 damages. Last 
summer, says Reuter, the two engineers were prosecuted by the 
company for the alleged betrayal of trade secrets and were 
acquitted. They subsequently brought the present action against 
the company on account of the moral prejudice they had suffered 
from the unfounded action against them. 


Osram and Robertson Cricket Club.—The annual 
fixture between the General Electric Co. Witton’ and the Osram 
and Robertson C.C. was played on Saturday last on the latter's 
ground at Shepherd's Bush. The Witton team arrived from Birming- 
ham in the morning, and occupied themselves with sight-seeing, &c. 
In the corresponding match last year in London, the Lamps were 
easy winners. This year the visitors won the toss and opened the 
batting. J. Jessop and L. Ralph commenced the bowling for the home 
team, and half the side were out for 24 runs ; then C. Heywood and 
A. Metcalf stopped the rot, and before they were parted 98 runs 
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appeared on the board, and the side were eventually out for 118. 
After tea the Lamps commenced batting, and it was evident they 
had a very difficult task before them; it was thought that the 
homesters were a beaten team when three wickets fell very cheaply, 
but 35 runs were added for the fourth wicket, J. Jessop and 
E. Furnell playing the fast bowling of Heywood with ease, which 
caused great anxiety in the Witton camp. The home team were 
eventually dismissed for 88 runs, the last wicket falling as time 
was called, leaving the Witton team winners by 30 runs. After 
the match both teams were entertained in the recreation room at 
the Robertson Works. The Witton party left Euston at midnight, 
after having spent an enjoyable day. 


Institution Notes.—Institute or Metars.—The 
annual Autumn meeting of the Institute will be held in London 
on Sepfember 25th and 26th, at the Institution of Electrical Engi- 
neers. Anyone desirous of taking part in the meeting should com- 
inunicate with the Secretary, Mr. G. Shaw Scott, Caxton House, 
Westminster, 8.W. 

INSTITUTION OF MECHANICAL ENGINEERS.—On July 30th the 
summer conference of the Institution was opened in Belfast, with 
a welcome from the Lord Mayor. The very extensive electric 
powcr equipment of the works of Messrs. Harland & Wolff was 
inspected during a visit to the company’s shipyard. The annual 
dinner was held on Tuesday evening. The programme included 
an official visit to the Picture House, Royal Avenue, yesterday, 
‘August Ist, at the invitation of the Provincial Cinematograph 
Theatres, Ltd., who arranged for a special private reception, and a 
programme of technical interest, including films of the following 
subjects :—The Raising of the Maine; The Birth of a Big Gun; 
The Steel Town of Elberfeld ; The Greatest Engineers’ Feat in the 
World ; Constructing a Dam, &c. 


Unemployment Insurance Contributions.—We are 
officially informed that as some misapprehension appears to exist 
on the matter, the Board of Trade wish to make it known that no 
stamps can be used for payment of contributions in respect of Un- 
employment Insurance, other than the special Unemployment 
Insurance stamps, which are obtainable at any post office. Health 
Insurance stamps and ordinary postage stamps cannot be used for 
the purpose, and, if affixed, do not count as contributions in respect 
of Unemployment Insurance. Where such other stamps have been 
affixed, it will still be necessary for the proper Unemployment 
Insurance stamps to be affixed, and the liability for affixing them 
rests upon the employer. For the present, however, as a temporary 
arrangement and with a view to facilitating the correction of mis- 
takes, the Board of Trade will themselves be prepared, without 
charge, to affix Unemployment Insurance stamps in lieu of the 
Health Insurance stamps wrongly affixed, obtaining the employer's 
acknowledgment. For this purpose all unemployment books to 
which a Health Insurance stamp or stamps have been wrongly 
affixed sheuld, as soon as possible, be sent to a divisional office, 
with a request foc the affixing of Unemployment Insurance stamps 
of value corresponding to the Health Insurance stamps upon them. 
The addresses of the divisional offices are as follows :— 

London and South-Eastern, Caxton House, Westminster, 8.W. 
Houth- Western, Canada House, Baldwin Street, Bristol. 

West Midlands, 164, Corporation Street, Birmingham. 

‘Yorkshire and East Midlands, 14, Frenchgate, Doncaster. 
North-Western, Lancashire and Cheshire, Cairo Street, Warrington. 
Wales, Law Courts, Cathays Park, Cardiff. 


Scotland and Northern, Bath Street, Glasgow. 
Ireland, 21, Parliament Street, Dublin. 


An Electrical Method of Measuring Small Intervals 
of Time.— Іо the Physical Review of June, 1912, Mr. F. C. Brown 
states that the time between two mechanical operations can be 
measured quite accurately by the use of resistances, battery, ballistic 
galvanometer, condenser, and contact keys. The advantages of the 
method are simplicity and ease of manipulation. The interval of 
time to be measured may be diminished to the limits of dependable 
electrical contact, no doubt less than 0001 second. How large the 
interval may be varies from 0 4 second to several seconds depend- 
ing on the period of the galvanometer. The galvanometer is con- 
nected to a Wheatstone bridge in the usual way, except that there 
are two contacta in its circuit, one closed the other open. The 
time interval to be measured is that which elapses between the 
closing of the latter and the opening of the former, which opera- 
tions are effected by the mechanical processes under investigation. 
The bridge is thrown out of balance by a known amount, and the 
throws of the galvanometer, under suitable conditions, are then 
closely proportional to the time interval. The conditions necessary, 
and the theory of the method—which enables time to be measured 
in terms of length and resistance, or ultimately in terms of length 
and mass—are detailed in the article. In a particular case the 
resistances in the four arms of the bridge were each 9,000 ohms, 
u battery of 38 volts was employed, the galvanometer resistance was 
950 ohms, and its periud was 26'7 seconds. One of the arms was 
increased to 9, 100 ohms, and proportionality of throw to time was 
proved from 0002 to 0°32 second by comparison with a standard 
pendulum. With an out-of-balance resistance of 500 ohms and a 
zalvanometer period of 91 sec., the linear relation was extended to 
277 sec., and by increasing the resistances of the proportional arms 
(to the middle of which the galvanometer was connected) to 
: Put ohms each, proportionality was furtner extended to 
. вес. 

We believe the late Robert Sabine published an electrical method 
of measuring small intervals of time some 25 to 30 years ago. 


Lighting of the House of Commons,—Last week 
Mr. Benn stated that two bays out of the four in the ceiling light 
of the debating. chamber of the House of Commons had been 


converted to electricity, and the First Commissioner proposed 
during the recess to complete the change. b E 


Legacy to the Institution of Civil Engineers.— 
Under the will of the late Sir James Inglis, a former President of 
the Institution of Civil Engineers, the Institution has just received 
a legacy of £5,000, to be applied to its new building which is now 
in course of erection in Great George Street, Westminster. Thie 
legacy testifies to the marked interest which Sir James Inglis took 
in the scheme for the rebuilding of the Institution, towards the 
oust of which he had also during his lifetime contributed liberally, 
regarding the occasion as an opportunity to promote the centraliaa- 
tion, and thereby the strength, of civil engineering interests 
throughout the British Empire. | 


British Enterprise in Luxemburg.—It is stated that 
a British syndicate has decided to proceed with a hydro-electric 
scheme in the Grand Duchy of Luxemburg. Several years ago & 
number of manufacturers in German Lorraine and in the Grand 
Duchy prepared a project for constructing a dam in the Haute-Süre, 
so as to provide storage for hydro-electric works, but ultimately, 
and after reports had been made by French and Belgian engineers, 
the conclusion was reached that the available power would not be 
sufficient to justify the execution of the scheme. It is now reported 
that the Government of the Grand Duchy has granted a concession 
to the Transport-Development and Power Syndicate, Ltd., to pro- 
ceed with the works. The dam, which is to be built in the vicinity 
of Insenborn, is to have a height of 150 ft., and the reservoir thereby 
erected will have a length of slightly over 11 miles. The power 
available is declared, on the one hand, to be 6,000 H. P., while, on 


the other, some engineers submit that it will not exceed 2,500 H.P. 


A conduit leading from the dam will convey the water to the power 
station, which will be situated above Esch-sur-Sûre, and steam 
plant of 3,000 H.P. will have to be installed as reserve. The con- 
cession has been granted for 60 years, and the station has to be 
completed within three years from the date of the approval of the 
plans. It is provided that the supply, which is to be rendered for 
transport and other purposes, shall not be at a higher rate than 24d. 
per KW.-hour for power and 4d. for lighting, whilst lower rates 
have been fixed in case of the working of railways or tramwaye. 
The holders of the concession reserve theright of transferring their 
powers to a company to be formed according to Luxemburg laws, 
and no deposit is provided for, or has been asked of the British 
syndicate, to guarantee the interests of third parties. 


Electricity Supply in Hankow.—In the course of a 
letter we recently received from the engineer of the Hankow 
Waterworks and Electric Light Co., Ltd. the following interest- 
ing remarks occur :—“I think you will be interested in a plan 
which I am sending showing the parts of Hankow destroyed by 
fire during the fighting which took place between the Imperialiste 
and Revolutionists during November last. The company's dietri- 
buting system was entirely overhead, and realising that the Chinete 
streets are narrow, you will be able to judge, from the position of 
the generating station (locally styled Ta Wong Miao’), the sort 
of mess the fires made of things. The station ia run entirely by 
Chinese, and they kept things going until practically everything 
was burnt away, and the station, with the exception of that part 
facing the River Han, was entirely surrounded by fire. They then 
escaped across the river to Hanyang, and were kept prisoners by 
the Revolutionists until we were able to satisfy the authorities as 
to how it came about that they weré in Hanyang. During the last 


HANKOW NATIVE CITY 
FORTON DURNI DURNO FiBHTIND DEYN SEED 


few days before the supply failed, owing to all the feeders having 
been burnt down, the statiou was made a target by the gunners on 
the hills at Hanyang on the opposite side of the river, and the 
place was very much knocked about. The pontoon on which we 
had two 50-H.P. motor centrifugals, for supplying circulating water, 
was sunk, arhell damaged one of our chain-grate stokers, another 
struck the water drums of No. 3 boiler, leaving an ugly indentation, 
some pieces of shrapnel tore some holes in the legging of No. 2 
engine, without damaging the cylinders, and our chimney shaft and 
roof were badly riddled, the roof so much eo that we have had to 
re-roof the whole of the engine and boiler rooms. The station was 
shut down on November Ist with a load of 1,300 Kw., and was 
started up again at the end of January with a load of 90 kw. The 
load is now going up rapidly, although progress is slower than it 
should be owing to building being delayed pending a decision as to 
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the form which the new city is to take. With the exception of 
two days a constant supply of water has been given, although heavy 
fighting took place at the waterworks, which were held first by the 
Revolutionists, and after by the Imperialists. Three of the com- 
pany's men were killed, and several injured, and I must say that a 
more plucky lot of men it would be difficult to find.” 


Educational Notes.—UNIverRsity or LREDS.— The 
report for the year 1910-11 states that the number of regular 
Electrical Engineering Students has increased, and a course in that 
subject has been instituted for students in Mechanical Engineering 
and Mining. 

CITY AND GUILDS (ENGINEERING) COLLEGE.—The Council of 
the City and Guilds of London Institute has awarded the diploma 
of Associate to the following students of the College in Elec- 
trical Engineering: Otter, F. L.: Rosen, J.; Lion, B. S.; Smith, 
C. P. (Siemens Memorial Medal); Beavis, E. A.; Pittman, C. F.; 
Solomon, T. H.; Hutchison, E.; Dannhorn, A. J.; Patel, A. C.; 
Varadachari, P.; Clark, G. C.; MeDougald, L. A.; Hews, C. J.; 
Mitchell, M. H. J.; Burrowes, H. C. McHatton, G. T.; Mathias, 
E. L. A.; Milner, D.: Panayotopoulos, C. G.; Mann, R. R. G.: 
Searle, A. M. 

UNIVERSITY OF LONDON: UNIVERSITY COLLEGE. Notice is given 
in our advertisement pages to-day of the courses in electrical 
engineering, electrical design, mechanical and civil engineering, 
&., for the session 1912-13, which commences on Sept. 30tb. 

UNIVERSITY OF LONDON.—The University has decided to hold a 
summer school of town planning at Hampstead Garden Suburb, 
and the Marquis of Crewe will give the inaugural address to- 
morrow, August 3rd., Particulars of the course of lectures can be 
obtained from the hon. secretary, Mr. J. S. Rathbone, The Institute, 
Hampstead Garden Suburb, N. W. . ' 


The Bray Explosion.—While full particulars regarding 
the accident are not yet available, it is interesting to note that the 
circumstances have been very carefully investigated by Mr. E. G. 
Hiller, chief engineer of the National Boiler and General Insurance 
Co., who presented bis reporttothe Council on Tuesday. Mr. Hiller 
finds that the accident was not in any way due to defective design or 
construction of the engine or of the air receivers, but was owing 
solely to the use of oxygen for raising the pressure in the latter. 
In his opinion, the accident is unique, and blame attaches to 


no one. р 
We shall deal with the matter fully іп our next issue. 


Liquid Fuel.— A Royal Commission has been appointed 
to report on the supply of oil fuel for the Navy. As the terms of 
reference cover the means of supply and storage of liquid fuel," 
presumably including the reliability of the various sources, the 
question is of interest to electrical engineers also. 


Appointments Vacant.— Mains assistant, for the 
Sunderland Corporation electricity works (50s.) ; working. fore- 
man, to inspect wiring, &c., for the Salford Corporation; junior 
assistant engineers for the Newcastle-upon-Tyne Electric Supply 
Co, Ltd. (10&); Constructional engineer for the City Electric 
Supply Department, Birmingham (£400). See our advertisement 


pages to-day. 


Electric Miner's Lamp.—4An improved electric miner's 
lamp made in accordance with the Hailwood patents has lately 
been brought out by Messrs. Ackroyd & Best, Ltd., of Morley, near 
Leeds. The lamp primarily comprises two main portions of 
cylindrical form. The bottom portion contains а circular 
accumulator, having flat plates, the paste of which is inserted under 
great pressure. The upper part of the lamp is provided with an 
incandescent bulb enclosed in a glass dome, the top part of which 
is no less than }-іп. thick, in order to render it proof against 
accident owing to falling pieces of coal or stone. 


Kelvin Memorial.—A General Committee, representing 
the ‘engineering societies of the British Empire and the United 


States, has been formed, to carry into effect a proposal for the 
erection of a memorial window to Lord Kelvin in Westminster 


Abbey. 


The Sherardising Process,—We are informed that this 
process is making rapid progress in the United States, where there 
are some 34 plants at work; it is being extensively used by the 
General Electric Co. for line material. A Committee of the 
Franklin Institute has recently reported on the process, and 
awarded Mr. Cowper-Coles the John Scott Legacy Medal and 


Premium. 


Sheffield Corporation Wiring Department, — As 
we anticipated would be the case, & Select Committee of the 
House of Lords, considering the Bill promoted by the Sheffield 
Corporation to legalise the operations of its wiring depart- 
ment, has decided that the Corporation may let apparatus on 
bire, but must not sell eleotrical fittings and the like goods. This 
decision puts a stop to the wiring business, and supports the decision 
of Mr. Justice Eve that the Corporation, in carrying on that 
business, was acting illegally. We reviewed the circumstances in 
our issue of June 28th, when we also indicated our belief that, 
although the House of Commons bad passed the wiring clauses, 
they would never get through the House of Lords. 


Annual Holidays,—The Adams Manufacturing Co., 
Ltd., of Bedford, announce that their works will be closed from 
ta-morrow, Saturday, аам] the morning of Monday, August 12th. 


Electrical Exhibition at York.—At the Health 


Exhibition held in connection with the Royal Sanitary Institute's 
Congress at York this week, the electricity department of the York 
Corporation (Mr. J. W. Hame, city electrical engineer) gave a display 
of electrical appliances, and each day gave demonstrations of 
cooking by electricity. The department was awarded two silver 
medals for its exhibit, 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with th 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW vosted as to their movements, | 


Central Station Officials.—The staff of the Harbogate 
Corporation Electricity Department, desiring to show their appre- 
ciation of the honour paid to their chief, MR. GEO. WILKINSON, 
in being elected president of the I.M.E.A., met on the evening of 
July 23rd at the offices, 33, Swan Road, and made a presentation 
of a gold medallion as a memento of his year of office. Mr. 
McLean, chief assistant, in asking Mr. Wilkinson to accept this 
tangible expression of the goodwill of his staff, also referred to the 
success which had attended the Convention under his presidency. 
Mr. R. McCourt, mains superintendent, and Mr. J. Ridsdale, chief 
clerk, also voiced the feelings of respect and esteem in which Mr. 
Wilkinson is held by all. In replying, Mr. Wilkinson thanked his 
co-workers not only for the medallion, but for the spirit of com 
radeship of which it was the expression, and said he would greatly 
value the present. which would remind him of a year of strenuous 
work, and also of many instances of valuable assistance from his 
staff in discharging the duties of president of the I.M.E.A. 

The Standard states that the Marylebone Borough Council has 
decided, by a large majority, "to negative a proposal by the Elec- 
tricity Supply Committee that a bonus should be paid to certain 
otħcials in connection with the sale of electric current.“ 

Mk. W. PHETHEAN, assistant electrical engineer at Farnworth 
U.D.C. electricity works, was the recipient, on 26th inst., of an 
electric clock from the engineer and staff in commemoration of 
his marriage, which was to take place om 29th inst. 

We are pleased to learn that Mr. W. J. U. SowTER, of Bray, is 
making a most remarkable recovery, and it is expected that he 
will be able to return home from hospital ina few days. Mn. 
E. E. MCDONNELL, deputy electrical engineer, is already back at 
work, and he reports himself none the worse for his nasty experi- 
ence. A report on the explosion is to come under discussion at next 
Tuesday's Council meeting at Bray. 


General.— In the Faculty of Engineering at University 
College, London, Мв. E. KILBURN Scorr has been re-appointed 
lecturer in electrical design for the session 1912-13, and Mr. A. H. 
BARKER has been re-appointed lecturer in heating and ventilating 
engineering. Mr. B. J. LLovD-EvANS has been appointed 
demonstrator in the department of mechanical engineering. 

Mr. JOHN HESKETH, chief electrical engineer, Postmaater- 
General's Department, Melbourne, is at present on a visit to this 
country. Last week he revisited Blackpool, where, it will be 
remembered, he was city electrical engineer many years ago. 

MR. GREENWOOD DUNN, of Burnley, who went to Australia two 
years ago, has received an appointment as electrician to the 
Sydney Steel Co. 

Consequent upon Mr. R. J. ELMHIRST’S resignation from the 
Batti-Wallahs’ Society, the committee has appointed Mr. E. R. 
CARTER to succeed him as assistant hon, secretary, 


NEW COMPANIES REGISTERED. 


Ilkeston Motor and Electrical Engineering Co., Ltd. 
(123,033). —ТЪів company bas just been registered with a capital of 25,000 in £1 
shares, to carry on the business of motor-car proprietors and agents, garage 
proprietors, electrical and general engineers, &c. The subscribers are :—Dr. 
G. R. Northwood, Kimberley, Notts, 500 shares ; T. W. Fletcher, Oak Lodge, 
Kimberley, Notts, manuficturer, 500 shares; Е Hickman, 4, Charlotte Street, 
Ilkeston, motor engineer, 500 shares; T. W. Fle cher, jun., Oak Lodge, Kim- 
berley, clerk, 500 shares; W. Fletcher, Wood Street, Ilkeston, mechanic, 1 
share; J. Northwood, 152, Oxford Street, Bilston, Staffs., engineer, 1 share; 
F. E. Fletcher, Oak Lodge, Kimberley, Notts, clerk, 500 shares. Private com- 
pany. The number of directors is not to be less than two or more than four; 
the first are Dr. G. R. Northwood, chairman and managing director, and T. W. 
Fletcher; qualification, £100. Registered office, Northern Garage, Heanor 
Road, Ilkeston. 


Alkaline Accumulators Paul Gouin, Ltd. (122,968). — This 
company was registered on July 3rd, with a capital of 22,000 in £1 shares (272 
preference), to acquire and turn to account any patents, options, concessions, 
licences or other interests relating to electric accumulators, or any process or 
device connected therewith. The subscribers (with one preference share each) 
are :—R. B. Canning. 36, Lausanne Road, Peckham, S. E., clerk; G. W. Lomax, 
25, Moore Street, W., clerk; P. Rowson, 17, Chapel Street, N.W., clerk; H. M. 
Cordrey, 6, Dundalk Road, Brockley, 8.E., clerk; W. H. Brown, 5, Shouldham 
Street, W., clerk; A. W. Read, 11, Ironmonger Lane, E.C., solicitor; J. R. 
Pakeman, 11, Ironmonger Lane, E. C., solicitor. Minimum cash subscription, 
seven shares. The number of directors is not to be less than three or more 
than seven; the subscribers are to appoint the first; qualification (except fret 
directors), 200 shares; remuneration, £4 each per board meeting attended, 
Registered by Pakeman, Son & Read, 11, Ironmonger Lane, E. O. 
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Are Syndicate, Ltd. (123,121).—This company was registered 
on July 10th, with a capital of £4,000 in 1s. shares, to acquire, deal with and 
turn to account patents for any part of the world in certain inventions for 
transmitting photograpbs and printed and typewritten telegraph messages by 
wireless telegraphy, and over cables and landlines, and for receiving them 
directly printed at the receiving station or stations, and for receiving te'egraph 
messages automatically transmitted over cables and Jandlines, &c. The sub. 
scribers (with one sha'e each) are:—J. A. Parker, Friars House, New Broad 
Street, E.C., solicitor; F. Gerhold, 65, Boundary Road, Wood Green, N., clerk ; 
C. E. Gray, 51, Thorne Road, South Lambeth, clerk; F. W. G. Mills, 10, 
Novarre Road, East Ham, accountant; P. F. Carlton Jones, 7, Boothby Road, 
Bt. John's Road, Highgate, N., gentleman: J.C. Leigh, 101, lverson Road, West 
Hampstead, clerk; F. W. Lee, 8, King's Road, Willesden Green, N. W., gentle- 
man. Minimum cash subscription £100. The number of directors is not to be 
less than 2 nor more than 10; the first are J. A. Parker, F. Gerhold, C. E. Gray, 
F. W. G. Mills, P. F. Carlton Jones, J. C. Leigh. and F. W. Lee (provisional 

directors); qualification, 10 shares. Registered office, Friars House, New 
Broad Street, E.C. 


Wedmore Electric Light and Power Co., Ltd. (123.118).— 
This coinpany was registered on July 9th, with a capital of £3,600 in £1 shares, 
to take over the business of an electric supply company, carried on by the 
Wedmgre Electric Light and Power Co., at Wed more, Wedmore, Somerset, 
and to adopt an agreement with W. G. Burrough. The subscribers are: — 
Mrs. E. M. Smith, The Manor House, Wedmore. 100 shares; W. G. Burrough, 
Hil! House, Wedmore. solicitor, 100 shares; W. E. Bracey, The Uplands, 
Wedmore, surgeon, 100 shares; W. Owen, Mains Corner, Wedmore, draper, £0., 
100 shares; W. A. Duckett, The Myrtles, Wedmore, yeoman, 100 shares; 
A. Tucker. The Laurels, Wedmore, yeoman, 100 shares; E. Bond, Wedmore, 
enginecr, 20 shares. Minimum cash subscription whole of the share capital. 
The number of directors is not to be less than four or more than six: the 
first arc Mrs. E. M. Smith, W. G. Burrough, W. E. Bracey, W. Owen, W. A. 
Duckett and A. Tucker; qualification, £100. Registered by Jordan & Sons, Ltd , 
116-117, Chancery Lane, W.C. 


Hellyar & Sons, Ltd. (123.330).—This company was registered 
on July 22nd, with a capital of £2,000 in £1 shares, to carry on the business of 
designers, manufacturers, exporters and importers of, contractors and facto:s 
for, and dealers in electric light apparatus, conduits, dynamo machines, lamps, 
fitting» and accessories, electric accumulators, &c., to acquire the business 
carred on at Barnes by T. Н. Hellyar, of 169, Church Road, Barnes. as Hellyar 
and Sons. The subscribers (with one share each) are :—C. Hawkins, 46, 
Angus Road, Acton Vale, W., clerk; A. B. Dean, 10, Buckingham Road, 
Forest Gate, E., clerk. Private company. The number of directors is not to 
be less than two or more than seven; the subscribers are to appoint the first ; 
qualification, (except a director appointed by T. L. Hellyar, or other holder 
of the £800 first mortgage debenture to be issued), 50 shares. Registered by 
Wingfield, Blew & Kenward, 74, Cheapside, E.C. 


Triplex Are Lamp Co., Ltd. (123,347).—This company was 
registered on July 22nd, with a capital of £2,500 in £1 shares, to take over 
from H. Weiss the benefit of a certain invention relating to improvements in 
arc lamps, &c. The subsoribers (with one share each) are :—H. Weiss, 67, 
Drummond Street, N W., electrical engineer; T. English, 186, Oxford Road, 
Reading, corn merchant. Private company. Table “A” mainly applies, 
Registered by Alfred H. Atkins, Ltd., 27-8, Fetter Lane, E.C. 


Beauly Electric Supply Co., Ltd. (8,33 1).— This company 
was registered in Edinburgh оп July 17th, with a capital of £1,000 in £1 shares, 
to carry on business of electrical engineers, electricians, suppliers of electric 
Jight, &c. The subscribers (with five shares each) are: J. MoBean, Waterloo 
Place, Inverness, cashier: D. F. McKenzie, 42, Union Street, Inverness, 
solicitor: A. Fraser, 63, Church Street, Inverness, solicitor. Private com- 
pany. The first directors are: D. McGrath, E. J. William; and J. Menzies. 


Walker, McEwen & Co., Ltd. (123,296).—This company was 
registered on July 19th, with a capital of £100 in £1 shares, to carry on the 
business of electricians, electrical engineers and contractor:, suppliers of 
electricity, manufacturers of electric and other apparatus, &c., and to ade pt 
an agreement with D. Walker and G. McEwen. The subscribers (with one 
share each) are:—G. L. MacEwen, 7, Princes Street, Westminster, barrister ; 
Capt. J. D. Walker, Royal Automobile Club, Pall Mall, B. W. Private company. 
The number of directors is not to beless than two or more than seven: the first 
are Capt. D. Walker, G. L. MacEwen, H. Leitner, R. W. Liddell, and F. J. B. 
Collis; remuneration as fixed by the company. Registered by Cox & Lafone, 
17, Tower Royal, Cannon Btreet, E.C. 


Aldershot and District Traction Co., Ltd. (123.372).— 
This company was registered on July 21th, with a capital of £15,000 in £1 
shares, to carry on the ‘business of motor-car, omnibus, van, and cab pro- 
prietors. carriers of passengers, goods, &c., in the districts and towns of Alder- 
shot, Farnborough, Fleet, Ewshot, Guildford, Ash, Farnham, Frimley, 
Camberley, and elsewhere, to acquire the undertaking of the Aldershot and 
. Farnborough Motor-Omnibus Co., Ltd., and to adopt an agreement with the 
said company and the British Automobile Traction Co., Ltd. The subscribers 
(with one share each) are: —M. E. Sheerboom, 64, Sutton Road, Southend-on- 
Sea, clerk; W. J. Harris, 4, Warrendon Road, Tufnell Park, N., clerk; A. W. 
James, 293, Melford Road, Thornton Heath, clerk; E. E. Arnold, Haileybury 
House, Durham Road, Stepney, clerk; W. E. Bennett, 29, Falkland Road, 
Hornsey, N., secretary; 8. Emile Garcke, 1, Kingsway, W.C., engineeer; 
W. S. Wreathall, 1, Kingsway, W. C., director. Minimum cash subscription, 
20 per cent. of the share capital offered to the public. The number of directors 
is not to be Jess than three or more than five; the first are W. E. Foster, T. M, 
Foster, W. B. Wreathall, and 8. E. Garcke; qualification, £200; remuneration, 
£100 per annum, divisible. Registered offices, Halimote Garage, Halimote 
Rcad, Aldershot, Hants. 


. 


South American and General Syndicate, Ltd. (123,398). — 
Registered July 24th, by Budd, Johnson & Jeoks, 24, Austin Friars, E.C. 
Capital £50,000 in £1 shares. Objects: To acquire the benefit of any conces- 
sions, grants, decrees, rights, wers and privileges for the construction and 
working of electric tramway lines, power stations, railway lines or other 
public works, to carry on business as tramway, railway and omnibus proprietors 
and carriers, to supply electric light and power, to act as engineers, elec- 
tricians, manufacturers of and dealers in electrical and water supply 
apparatus, &c. The subscribers (with one share each) are: — W. Н. Jackson, 
35, Park Hall Road, East Finchley, N., accountant; H. A. Griffin, Devonport 
House, New Malden, clerk. Private company. The first directors (to number 
not less than two or more than five) are to appointed by the signatories. 
Remuneration as fixed by the company. 


Yorkshire Incandescent Electric Lamp Co., Ltd. (123,421).— 
This company was registered on July 26th, with a capital of £2,000 in £1 
shares, to take over the business carried on as the Metalline Electric Incan- 
descent Lamp Co., at 83, Kirkstall Road, Leeds, and to adopt an agreement 
with H. F. McDowell, W. Plews and E. M. Bailey, The subscribers (with one 
share each) are :—W. Plews, The Woodlands, Cardigan Lane, Burley, Leeds, 
manufacturer; Н. F. McDowell, Rosslyn, Kuaresbro’ Road, Harrogate, 
enginecr; E. M. Bailey, Swinnow Road, Bromley, Leeds, engineer; T. 
Middleton, 96, Vicar Lane, Leeds, diamond merchant. Private company. The 
number of directors is not to be less than three or more than seven ; the first 
are W. Plews, H. F. McDowell and T. Middleton; qualification, £100. 
Registered by Jordan & Bon, Ltd. 116-117, Chancery Lane, W.C. 


CITY NOTES. 


Mersey Railway Co. 


THE half.yearly meeting was held on Tuesday at Woroester House, 
Walbrook, E.C., Mr. J. Falconer, M.P., presiding. 

The CHAIRMAN, in proposing the adoption of the report, said that 
the progress of the company continued to be maintained. Notwith- 
standing the coal strike, which paralysed the trade of the country 
for about six weeks, the number of passengers carried during the 
half-year constituted a record, and the same was the case with the 
revenue, Аз compared with the last half-year during which the 
railway was worked by steam, the number of passengers, exclusive 
of season ticket-holders, had increased from 2,844,000 to 6,123,000, 
an increase of 3,278,000, or 115 per cent. During the same period 
the season ticket-holders, estimated by journeys, had increased from 
512,980 to 1,584,870, an increase of 1,071,890, or 209 per cent. The 
receipts had increased during the same period from £29,470 to 
£56,276, an increase of £26,805, or 91 per cent. The result of the 
past half-year was undoubtedly striking, having regard to the coal 
strike, and he thought the continued progress of the railway could 
only be accounted for by the situation in which it was placed, with 
a large body of people in Liverpool who must get out to the country 
to reside, and by the very suitable and attractive service given by 
the company. The excellence of the service was now uni- 
versally recognised for ite frequency, ite rapidity, its comfort, 
and he was thankful to say its continued safety, and 
it was upon those considerations that their hopes for 
the continued development of the line-must mainly depend. The 
fact that they were able to continue their service during the coal 
strike was due to the energy and foresight of the general manager 
and the whole of the steff. They had been prudent enough to lay 
by & store of coal which was adequate not only for the demand 
which was made, but which would have kept the line running 
during the period of any imaginable strike. He thought it was 
right to say that, despite the continued progress made last half. 
year, they had still got a considerable distance to go before they 
bit be in a position to commence any payment to the share- 

olders. 


Mr. ROBERT COOPER seconded the motion, and the 
East report was 


Dublin United Tramways Co. (1896), Ltd, 


Мв. W. M. MURPHY presided on 26th ult. at the meeting held at 
Dublin, and in moving the adoption of the report for the half- 
year ended at June, he first referred to the death of Mr. P. Bernard 
who had been a director for 10 years, and then alluded to the 
provision of workmen's cottages. The passenger traffic receipts 
were £149,291, an increase of £7,290 over the corresponding half 
of 1911. The inorease in expenditure was only £864, leaving 
£6,532 to the good. The electrical department accounted for an 
increase of £2,129, of which £1,821 was due to increased cost of 
coal to provide against failure during the colliery strike. The 
result justified the expenditure, for they did not miss a single 
journey. There was a fall of £2,159 in permanent way main- 
tenance expenditure. Last year a number of joint plates were 
inserted which had helped to prolong the life of the rails. The 
cost was charged to revenue, and the operation did not require to 
be continued this half-year. Traffic expenses were up by £864 
due to improvement in wages and hours of work. There 
was a reduction in interest paid on mortgage bonds, because of 
the redemption of the latter. The balance was £57,829, or £6,670 
more than last year. It was proposed to pay the usual dividends 
of 6 per cent. on the ordinary and preference shares, adding £10,000 
to permanent way renewal fund, and £1,000 to accident insurance 
reserve. The time was coming when they might find it necessary 
to incur a larger expenditure on renewal of permanent way than 
they had hitherto had to make, and it would be wise to have a sub- 
stantial sum in hand earmarked for this purpose. They were carry- 
ing forward £1,670 more than last year. In future the company 
will probably meet once a year, and pay interim dividends, in 
accordance with the Railway Act of Parliament, which comes into 
force next year. The National Insurance Act would cost the com- 
pany £1,000 per annum. 
The report was adopted, and the dividend resolution passed. 


City of Buenos Ayres Tramways Co. (1904), Ltd. — 
The directors have declared'a dividend of 1s. 3d. per share, being 


at the rate of 5 per cent. per annum, less income-tax, for the 
three months to June 30th. | 


Chelsea Electricity Supply Co., Ltd.— The directors 
have declared an interim dividend at the rate 4 per cent. per 


annum (2s. per sbare) on the ordinary shares for the half-year 
ended June. 


National Gas Engine Co., Ltd.—T he directors announce 
an interim dividend at the rate of 5 per cent. per annum, leas 
income-tax, on the preference shares, and 9d. per share, less income. 
tax, on the ordinary shares for the six months ended q une. 
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Edmundson's Electricity Corporation, Ltd, 


THE annual meeting was held on Thursday, July 25th, at Salisbury 
House, E.C. under the chairmanship of Mr. A. A. Campbell 
Swinton. 

The CHAIRMAN, in moving the adoption of the report (see 
ELECTRICAL REVIEW, page 104), apologised for the absence of 
Mr. P. D. Tuckett, who had been called away to America on private 
business. Turning to the accounts, he said the gross trading 
profit had increased by £309, dividends and interest by £2,555, 
while the loss on working local authorities' undertakings had 
decreased by £1,080. The Urban Co.'s guarantee this year dis- 
appeared, while the increase of £1,385 in administration expensee, 
principally dueto the rearrangement consequent upon the expiry of 
the Urban guarantee, was more than covered by the £2,000 Urban Co. 
management fee. This year there appeared in the accounts for 
the first time a provision for the redemption of debenture stock 
under the supplemental trust deed of 1908. After making this 
provision, which amounted to £4,720, the balance of net profit was 
£16,114, as compared with £16,138 a year ago when no such pro- 
vision was made. The results of the year were therefore better by 
£4,696 as against last year. They recommended carrying the 
balance of £16,144 to reserve. The loss of £94,728 on the com- 
pany's holding of ordinary shares in the Urban Co. consequent on 
tbe reduction of that company's ordinary capital by £2 per share, 
had been charged against reserve, and the balance of the reserves, 
including the net profit for the past year, would be absorbed in the 
scheme of capital reduction unanimously adopted by the share- 
holders at the recent meetings of the company held for that purpose. 
It was the intention of the directors, as soon as the scheme had 
received the approval of the Court, to pay a 8 per cent. interim 
dividend for the current year on the new 6 per cent. cumula- 
tive preference shares arranged for under the scheme. 
The redemption of the prior lien debenture stock had 
been effected at an average premium of 1°54 per cent., some of the 
stock having been previously redeemed at a discount. The issue 
realised approximately £94,000 net in 1908, and shareholders might, 
therefore, congratulate themselves on the very moderate cost at 
which the company had been extricated from an extremely critical 
position. By the redemption of the prior lien debenture stock they 
escaped payment of the additional 4 per cent. interest, which would 
otherwise have become payable on the 44 per cent. first mortgage 
debenture stock under the conditions of the supplemental trust 
deed executed when the prior lien debentures were issued. Turning 
to the affairs of the sub-companies, new equivalent lamp con- 
nections showed an increase of 126,522, as compared with an 
increase of 107,209 in the previous year, and 88,935 two years ago. 
The increase was largely for power supply. The profits in 
subsidiary companies had increased by £8,721, as against an 
increase of £7,642 a year ago, the only substantial decrease being 
in Guernsey due to a serious breakdown of gas-engine plant, one of the 
contingencies to which electric supply undertakings were liable. The 
repairs necessitated by this breakdown were now practically complete. 
The Lancashire Power Oo., in which they were largely interested, 
continued to make substantial progress, the profit realised amount- 
ing to £10,695, as against £6,485 for the previous year, and as 
agains: losses of over £4,000 per annum in 1907 and 1908, The 
Cornish Power Co., in which they were interested through the 
Urban Co., was also developing most eatisfactorily. Indeed, the 
demand for power in the area it served had altogether exceeded 
their anticipetions, with the result that their difficulty was to keep 
pace with it. During the yearthe sale of the Winchester under- 
taking to the Corporation of Winchester had been completed, 
releasing an investment of £25,815 at a net profit on realisation of 
£5,607, the total amount received being £31,422. This enm had 
been applied towards redeeming the prior lien debenture stock, 
and had proved very opportune in this connection, In company 
with most tramway undertakings, and in consequence of the 
phenomenally fine summer, the Scarborough tramways had 


done better last ycar, showing a profit of £804, as 
against a loss of -£39 for the previous year. The 
general position of these tramways, however, remained 


the same. With regard to their prospects for the current 
year, the metal-lamp economy still exerted a marked influence on 
revenue in many casee, and he regretted to gay that the results for 
the first quarter were somewhat poor, due to the coal strike and 
dearer coal and the tendency for all materials and wages to increase 
in price. They more than held their own, but the increase in profits 
would have been more rapid but for the influence of these factors. 
In future, until the Urban Co. resumed payment of ordinary dividends, 
the increased profits on the Urban Co.'s £1,250,000 capital would 
not be reflected in their accounts as it had been hitherto during the 
guarantee period, when the whole of the increase had come to them in 
reduction of their guarantee. For the next few years, therefore, 
the increase in their gross profits would necessarily be affected by 
this feature. It was well that this fact should be understood so as 
to avoid disappointment ; but apart from this point, they continued 
to look forward with confidence to the steady improvement of their 
business. 

MR. S. BEETON seconded the motion, and the report was adopted 
without discussion. ' 

Mr. A. A. Campbell Swinton was re-elected a director. 


Lanarkshire Tramways Co,—The twenty-second 
ordinary general meeting was held on Tuesday at the offices, 83, 
Cannon Street, E.C., under the presidency of Mr. A. R. Monks, 
On the motion of the chairman, seconded by Mr. H. C. Levis, the 
xeport was unanimously adopted. 


Great Northern and City Railway Co. 


THE half-yearly general meeting was held on Tuesday at the 
Westminster Palace Hotel, the Earl of Lauderdale presiding. 

The chairman in moving the adoption of the report, said the 
accounts showed & considerable improvement on those for the 
corresponding period of last year, in that they were able to carry 
forward a small balance after paying debenture interest and al! 
other fixed charges, and this in face of difficulties due to the recent 
strikes. Of all the railway companies which had had to struggle 
against these difficulties, that company had almost the unique 
misfortune of having to contend not only with the coal strike 
itself with all its attendant expenses and inconvenience, but also 
with the disastrous consequences of the dock strike in London. 
Owing to the energetic methods adopted by the general manager 
and to his forethought in taking timely advantage of opportunities 
to lay in sufficient supplies in anticipation, an uninterrupted and 
effective train service was maintained throughout the critical 
period of the strike, but not without an additional cost of £1,247 
for power-house fuel. When the coal strike ended they thought 
their troubles were over, but the dock strike had proved in its 
effects almost as severe as the coal strike. Whilst coal was now 
abundant, though dear, and the contractors were ready to deliver, 
the dock strike had prevented its delivery to their 
power house through the Thames up the Regents Canal. For 
weeks they had been deprived of their usual supply. The passenger 
traffic had increased by over half a million, and had yielded 
additional revenue amounting to £2,613. The expenditure, on the 
other hand, had on the whole been £1,140 in excess of last year. 
Fuel for the power house cost £1,247 more, of which £898 was for 
locomotive generating. The ratio for working expenses came out 
at 47°82, as against 48°17 for the corresponding period of last year, 
a most satisfactory result, being the lowest figure yet attained. 
They carried to net revenue £21,687, as against £20,155 last year, 
or an increase of £1,555, whilst in the net revenue account there 
was a credit balance of £184 to carry forward against a deficiency 
of £1,110 last year. The average fare per passenger was 1°48d. 
compared with l'5ld. last year, which was due to the larger use 
of strip and workmen's tickets. The passengers per car-mile had 
risen to 77, representing an average of 263 passengers in every 
coach on both up and down journeys, and was the highest figure 
reached since the railway was opened. The subway connecting 
their platform at Moorgate with that of the Metropolitan Railway 
at the same station was on the verge of being opened for the 
interchange of passengers, and they had entered into arrange- 
ments with the Metropolitan and District Railways 
for through bookings on a revised scale. Referring to the tram- 
way competition, he said, as they would remember, the electrification 
of the L.C.C. trams turned that company's business which was fast 
approaching a profitable basis, into a heavy loss. The cheaper 
construction, the cheapness with which capital was raised, and the 
fact that the trams were a surface service, whilst their fares com- 
peted with those of the railway, were disastrous to the immediate 
prospeots of the company. From this calamity the company was 
slowly recovering. But something like dramatic justice seemed to 
be. overtaking the trams. They, іа their turn, in spite of their 
London County Council backing, were being made to suffer by 
the competition of the motor 'bus. The motor ‘bus, cheaper in 
installation, cheaper in running, cheaper ia upkeep, more flexible 
in use, and speedier in transit, was severely cutting into the 
business of the trams. It seemed as though the future of London 
City traffic, owing to the great congestion in the centre, might 
possibly find iteelf solved by the recent union of motor-'buses with 
tubes, by which the motor-'bus, acting as feeders or collectors for 
the underground service, might enable the transport of masses of 
people so collected with speed underground to their central destina- 
tion, thus relieving greatly the congestion of the streete. The 
electric tram was. by reason of its clumsy size, its occupation 
of a definite position in narrow and crowded thoroughfares, 
becoming obviously a nuisance, and it might well be that the day 
of the electric tram, as a surface carrier in crowded districts, was 
drawing to a close. 

Mr. CHARLES STEEL seconded the motion, and the ‘report was 
adopted. 


Stock Exchange Notices.—Applications have been made 
to the Committee to allow the following securities to be quoted in 
the Official List :— 


Newcastle-upon-Tyne Electric Supply Co., Ltd.— Further issue of £68,0C0 4 
per cent. consolidated first mortgage debenture stock. 


The committee have appointed a special settling day as 
under and ordered the securities mentioned to be officially 
quoted :— : 


Tuesday, August 13th.—Babcock & Wilcox, Ltd.—Further issue of 830,000 
ordinary shares of £1 each, fully paid, Nos. 832,001 to 1,660,000. 


Calcutta Electric Supply Corporation, Ltd.—The 
number of units delivered to consumers, during the four weeks ended 
June 28th, 1912, amounted to 1,012,739, compared with 835,288 units 
in the corresponding four weeks of 1911. 


Westminster Electric Supply Corporation, Ltd.— 
The directors have declared an interim dividend at the rate of 9 per 
cent. per annum, less income-tax, owing to the high price paid 
for fueł due to the strike, but they express the hope that during the 
remainder of the year the results will enable the full dividend of 
10 per cent. for the year to be paid. 
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Central London Railway Co. 


THE directors’ report for the June half-year shows that the 
financial results were as follows :— 


1912. 1911. 
Traffic receipts ... £121,072 £137,846 £16,774 dec. 
Miscellaneous receipts ... 13,561 12,263 1,298 ine. 
Gross receipts , ... £134,633 £150,109 £15,476 dec. 
Less working expenses 71,969 84.208 12,239 dec. 
Balance to net revenue 
account 262,664 465.901 23, 237 dec. 


After providing for interest on the debenture stock, and other pay- 
ments, there is an available balance, including the amount brought 
forward, of £76,670, as compared with £76 878, in the corres- 
ponding period. After deducting £7,894 for interest on the 44 per 
cent. preference stock there remains & balance of £68,776, out of 
which the directors recommend the declaration of a dividend on 
the undivided ordinary stock at the rate of 3 рег cent. per annum, 
and on the preferred ordinary stock at the rate of 4 per cent. per 
annum, for the half-year, requiring £38,538, leaving a balance of 


£30,238. The number of passengers carried is as follows :— 
Half-year ending Half. year ending 
June. December. Total. 
1909 zx és 18,989,109 19,394,285 88.988.894 
1910 eos os 20,664, 96 19.995,60 40.660.856 
1911 Vs s 20,006 287 18,070,096 38,083,283 
1912 Се ee 17,249,169 — 17,249,169 


The continued decrease in receipts from passenger traffic is 
mainly attributable to the severe motor-'bus competition and to 
the coal strike in the early part of the year, during which period 
there were fewer passengers travelling generally. On the other 
hand, there is a further considerable reduction in working expenses. 
The extension of the railway to Liverpool Street (Great Eastern 
Railway) is practically completed, and was opened for public traffic 
on Sunday last. The Bill promoted by the Metropolitan Railway 
Co. for running powers over the Ealing and Shepherd's Bush 
Railway was successfully opposed by the joint efforts of this 
company and the G.W. Co. Arrangements for the construction 
of the short extension from Wcod Lane to connect with the 
G.W. Railway are being actively proceeded with, so as to have 
this portion ready when the line under construction by the G.W. 
Railway is completed. The directors refer to the death, on 
February 8th, of Sir Henry Oakley, who was chairman of the 
company from March, 1898, to April, 1911. The dividends will be 
paid on and after August 8th next. The meeting was held 
yesterday, August Ist. 


United River Plate Telephone Co., Ltd. 


SIR IRVING COURTENAY (chairman and managing director) pre- 
sided on 23rd ult. at Winchester House, E. C., over the meeting of 
this company. 

The CHAIRMAN, in moving the adoption of the report (see 
ELECTRICAL REVIEW, page 103), eaid that the company continued 
to make steady progress, in spite of the fact that the year which 
had juet closed had, in some respects, not been an ideal one. The 
wheat harvest in Argentina had not been up to expectatione, and, 
while the maize was apparently to be a record crop, the comparative 
failure of some of the other cereals had been severely felt. Then 
the country got something of a set-back through strikes, and that 
in turn was followed by a certain amount of stagnation, resulting, 
both directly and indirectly, from the national coal strike in this 
country. He believed these troubles had now been, happily, sur- 
mounted, but the effect had not been to help their development. 
Last year he reported the prevalence of widespread storms and 
floods, and was sorry to say that this year these had been worse 
than ever before. It had cost them thousands of pounds to repair 
the damage to their property, to say nothing of the loss of traffic, 
for on several occasions when a provincial line had been blown 
down they had been unable to get near it for a week to put matters 
right, whole tracts of country being first converted into a lake, 
and then into a swamp. In the towns overhead lines had been 
blown down, and manholes had been flooded time and again; 
several times men who had been in the manholes jointing cables 
had ‘had to escape for their lives, the water entering the uncom- 
pleted joint and doing a great amount of damage. "There had been 
great congestion in the Port of Buenos Ayres. The port authorities 
had now reorganised the department, and these deplorable delays 
were disappearing ; and there seemed to be good reason for hoping 
that, given freedom from labour troubles, affairs in the port would 
soon become normal. In spite of these various drawbacks, they 
had had a good year. A larger number of subecribers had been 
connected than in any previous year. A number of outside towns 
had been joined to the Capital. Exchanges had been opened in 
several places where they were not previously established. They 
had rebuilt some trunk routes and strengthened others, and 
generally had maintained the service and the plant in what he 
might call an increasing state of efficiency. In Buenos Ayres 
extensions had been made to several of the common-battery 
exchanges, and as some of these were beginning to approach 
their limits of expansion, they were already considering what 
had better be done when additional accommodation had to 
be provided, as it must be shortly. A new toll exchange 
had been opened, which had greatly improved their trunking, and 
had made possible the expansion in the trank-line redeipts. They 


had made many minor improvements, such as increasing the number 
of junction lines between the various Buenos Ayres exchanges, thus 
cutting down the time required for communication between various 
districts ; opening several sub-exchanges in the Capital and suburbs: 
installing new workshops, &c.: and the necessity for constant 
watchfulness and foresight in order to see where improvements 
could be introduced, would be apparent when he told them that in 
1911 they established over 50 million telephonic communications 
for their subscribers in the Capital alone, and that the number of 
these communications at the present time was increasing at the 
rate of something like 12 millions per annum. In face of such 
facts they had some reason to congratulate themselves in that the 
rervice kept on improving and complaints decreasing. The new 
deposit in Calle Valentin Gomez had been finished, and the bulk 
of their stores removed there, and so mich had the business 
grown, that, although at the time the site was purchased, during 
his visit to Buenos Ayres in 1906, the accommodation seemed 
ample, already they were finding it none too large for their require- 
ments. The private branch exchange business continued to make 
satisfactory progress, and was of mutual benefit to themselves and 
to the subscribers. They received romething like 100,000 calls a 
month through these private branch exchanges. They were busy 
with the undergrounding of La Plata. Most of the ducts had been 
laid, and the cables to put into them were now awaiting shipment. 
As soon as arrangements had been made for the necessary building 
accommodation they must put in & new and modern board there 
to take care of the constantly increasing traffic. The new trunk 
line to that city, mentioned last year. had not yet been completed, 
owing to & variety of causes, but the work was being pushed on as 
fast as the weather and state of the Jabour market would permit. 
Considerable development had been made in the Cordoba district 
during the year, in the way of undergrounding the plant, 
metallic-circuiting the lines, and connecting up surrounding towns. 
A new beard for Cordoba was on order, and they expected soon to 
have that city equipped on the most modern and progressive lines. 
In Rosario progress had been made, and they hoped to make much 
greater strides there when the plant had been remodelled. They 
had been trying to come to some kind of arrangement with the 
municipality before doing this, but he was sorry to say that up to the 
present they had not succeeded. They were making arrangementa 
to provide for the immediate future in a temporary way, and if 
once they could come to an understanding with the municipality, 
they were prepared to put in entirely new switchboards in that 
important centre. They had been prepared, and indeed anxious, 
this year to do even more than they had done in the way of 
development, but the necessary permits from the authorities were 
not always obtainable as quickly as they could desire, and frequently 
long delays occurred before they could obtain the necessary con- 
cession to connect up a new town or to run some new trunk lines. 
On the whole they could not complain of the treatment they received. 
The subways were extending rapidly. In large towns these were 
absolutely a necessity. Overhead wires alone would soon get so 
thick as to be at once an eyesore and a menace, and besides, these 
always constituted the vulnerable point of a telephone company. 
‘Hitherto subway work had been mostly confined to the larger cities, 
but they were now finding that in all directions local authorities, in 
their endeavours to beautify the towns, were objecting to poles in 
the streets, and they had in consequence had to put a certain 
amount of cable undergronnd, even in comparatively small towns. 
This was a condition of things which made it necessary for them to 
acquire their own exchanges, and pursuing their usual policy in 
this respect, they had purchased land and buildings in several pro- 
vincial towns to house their exchanges. The various developments 
had necessitated further capital, and it was proposed to тьКке a 
fresh issue of 40,000 ordinary shares. There, as on previous 
occasions, would be offered to the ordinary ehareholders at par. 
After careful consideration they had decided to alter the date for 
terminating the company's financial year from March 3let to 
December 31st. This would enable them in future to present the 
accounts in April, which they thought would be an improvement. 
At the last meeting he showed the liability of telephone plant to 
obsolescence and deterioration of one kind and another, and the 
necessity for & very strong fund to meet any possible contingency 
in this connection, They proposed to continue the policy then 
inaugurated and appropriate a further £40,000. They were 
satisfied that this was not by any means too much in view of their 
great and continuous expansion. They had expended during the 
year £213,594 on extensions of plant and about £20,000 on real 
estate, buildings, kc. The securities were up by about £18,000, 
representing investments made during the year, and the stock of 
materials by about £35,000. They had also on March 31st a sum of 
£80,000 on loan against securities, but this sum had since been with- 
drawn and practically all used for the necessities of the business. 
Their receipts and expenses in Argentina showed increases of 
£67,685 and £60,245 respectively. Tbe latter sum included the 
years appropriation for renewal of plant, and it was this item, 
which was ло! cash expenditure but provision for the future, which 
accounted for the largest part of this apparent increase in expenses. 
The other items were all normal, the net result showing a profit 
for the year of £136,511, as against £129,854 last year. They pro- 
posed an appropriation of £2,000 to the staff provident fund. The 
fund was a contributory one, and was doing excellent work amon: 
the employés in Argentina. Asthe company got most loyal and 
often devoted service from the staff at any hour of the day or night, 
and sometimes under very trying conditions, he was sure the sba: e- 
holders would be absolutely in sympathy with this grant. The 
directors recommended a final dividend of 5 per cent. on the 
ordinary share capital, making, with the interim dividend paid on 
December 30th last, a return of 8 per cent. for the year, free of 
income · tax. ; 


Vol 71. No. 1,810, AUGUST 2, 1912.] 


THE ELECTRICAL REVIEW. 


185 


Siz F. GREEN seconded the motion. 

Mr. MARTIN H&RZHEIM called attention to the automatic system 
of telephdny, which, he believed, would do great things for tele- 
phony in future years, and trusted that the board would give it a 
trial. He also asked whether the reserve of £40,000 alluded to was 

not less than were the sums put by for a similar purpose in past years, 
in proportion to their capital and engagements. Perhaps, however, 
the board had provided for this in the large sum put aside for 
maintenance. 

MB. STAMMERS asked if the board thought they could continue 
to pay the same dividend when the capital was increased. 

The CHAIRMAN said he hoped the new capital would make no 
difference to the dividend. The board watched every development 
in telephony, and they had placed an experimental order for an 
automatic board, The answer as to the sufficiency of the reserve 
was, as Mr. Herzheim himself suggested, in the amount set aside for 
maintenance. 

The directors were re-elected, and on the motion of the Chairman, 
seconded by Mr. Geo. Keith, it was agreed to increase the capital 
of the company to £2,000, 000 by the creation of 100,000 new shares 
of £5 each. 

The CHAIRMAN moved a vote of thanks to the consultative Com- 
mittee, the general manager and staf in Argentina, and the secretary 
and staff in London. 

Sik J. GAVEY, in seconding the motion, referred to his recent 
visit to Argentina, where he had come into close touch with the 
committee and the staff, and had been much impressed with the 
zeal and energy with which they carried out their work, and the 
discretion and tact with which they carried on the negotiations with 
the authorities. He had inspected the plant in the large cities and 
some of the trunk lines, and was pleased with the work carried on 
and the developments which had taken pl He ер some 
of the storms the chairman had referred to and and, asa result, had a 
conference with the technical staff of the company, which, he 
trasted, would tend to minimise the damage from that cause in the 
future. He had also discussed with the staff the steps which must 
be taken in the next four or five years to deal with the growth of 
“the business, and this also, he trusted, would lead to an efficient and 
economical lay-out. 

The motion was carried. and the meeting concluded with a vote 
of thanks to the board. 


City of London Electric Lighting Co., Ltd. 


THE half.yearly interim report gives a comparison of the position 
of the company at various periods, from which we extract the 
following : — 


Deo., Dec., June. 
1910. 1911. 1912. 
No. of customers .. 18,875 14,946 14,277 
ку, connected . 87,127 89,122 89,962 


On June 26th, 1912, in addition to the above connections, there 
were orders in hand for a further 1,(97 Kw. awaiting connection 
on completion of the consumers’ wiring, delivery of motors, &c., as 
compared with 928 KW. on June 28th, 1911. 

First First First 
six months, six months, six months, 
1910, 1912. 


Approx. groes revenue from all sources .. £140,569 £146,768 £149,432 
Increase on previous year .. . 4,432 dec. 6,199 2,664 
First First First 


six months, six months, six months, 
21910. 1911. 


3 net revenue for half-year.. 276,499 E81, 676 £80,753 

amount brought нны from pre- : 
vious year .. s 2 25,668 27,656 25.948 
Total . . £102,167 £109,382 ' £106,696 


The number of units sold Was 13,622,385, as compared with 
13,388,242 during the corresponding period of 1911, an increase of 
234,143 units, which occurred entirely in the demand for power 
purposes, the units supplied for lighting and heating being some- 
what les than in 1911. In the firt six months of 1912 there has 
been a net increase of 840 in “ kilowatts connected,” as compared 
with an increase of 972 in the corresponding period of 1911. The 
approximate net revenue for the half-year was £80,753, of which 
£18,000 is required for payment of interest on loans and debenture 
stocks, &c.. leaving £62,753, plus £25,943 brought forward, making 
£88,696 available for reserve and other appropriations, dividends, 
and carry forward. On July 17th the directors declared dividends 
at the rate of 6 per cent. per annum for the half-year ended June 
30th, 1912, on both classes of shares, absorbing £31,243, leaving an 
unappropriated balance of £57,453. Warrants for there dividends, 
less income-tax, will be posted on September 16th. The stock of 
coal referred to in the last annual report has proved of the greatest 
value in the maintenance of a full and uninterrupted service 
throughout the period of the coal strike and the subsequent striks 
of London Dock labourers.and lightermen which is still proceeding, 
Daring the current year additional rates, impored by the quin. 
quennial valuation of 1910, will be payable. Working expenses 
will also tend to be increased in future by the enhanced cost of 
coal and other materiale, and by contributi: ns payable by the com- 
pany under the National Insurance Act, both on account of sickness 
insurance and unemployment insurance. Since the ordinary 
general meeting of the company held in March last there have been 
active dealings in the company’s shares. So far as the directors 
could ascertain these were due to persistent rumours that the City 
Corporation was considering the advisability of exercising its 
option to purchase the company's undertaking in 1914. As no 
negotiations of any kind between the Corporation ard the company 


had taken place, the directors considered it their duty to announce 
publicly that such was the case, and that they had no knowledge 
of the intentions of the Corporation as regards a proposed purchase. 
Ultimately, the Court of Common Council resolved that it would 
be inexpedient to take any steps in the matter at the present time, 
and recommending that such rights of purchase be not exercised in 
1914 or 1915.” 


Metropolitan District Railway Co. 


THE expenditure on capital account during the June half-year was 
£30,775. The gross receipts on revenue account were £344,255, 
being an increase of E90, 876. The working expenses were 4 140, 952, 
a decrease of £13,590, but in previous half-years the charge for 
electric current included interest on the cost of the power house, 
&o., whereas from January Ist last, when the power house under- 
taking was leased to the company ard the London Electric Railway 
Co. jointly, the interest, by way of rent payable under the lease, 
appears in the net revenue account. After providing for interest 
and other charges and setting aside £10,000 as a reserve for renewals, 
the net revenue account shows a credit balance of £53,191, out of 
which the directors recommend dividends, payable on August 8th, 
at the rate of £4 per cent. per annum on the 4 per cent. guaranteed 
stock, at the rate of £4 108, per cent. per annum on the 4} per cent. 
first preference stock, and an interim dividend at the rate of £2 
per cent. per annum on the 5 per cent. second preference stock. 

The comparative figures for the first halves of the years 1912 and 
1911 are as under :— 


June June 
half-year, half-year, Inc. Or 
1912. 1911. or deo. per cent, 
Gross revenue . £344,255 £334,379 + £9,876 2-95 
Working expenditure £140,952* £164,542 — £13,590 — 
No. of passengers, including 
workmen and season ticket- i 
holders’ journeys .. 42,910,560 41,503,881 + 1,406,729 8:39 
No. of passengers carried ы 
at workmen’s fares 7,379,994 7,069,464 + $10,580 4°89 
Passenger receipts .. £825,434 £313,572 + £11,862 378 
Average receipt per 
passenger 1:82d. 1:81d. + 0°014. 0 55d. 
Train-mileage on District Ry. 2,037,264 1,804,620 + 998 044 12°64 
Car-mileage on District Ry. 8,084,885 7,443,518 + 640,867 8:61 


* Bee above reference to power house lease. 


The traffic receipts and working expenses have been adversely 
affected by the national strike of coal miners and of the transport 
workers on the Thames. In the corresponding half-year there was 
an abnormal increase in the traffic owing to the Coronation fes- 
tivities. The company have sold during the past half-year £150,000 
of prior lien debenture stock to pay for the 65 new carriages which 
have now been placed in service, and for other capital purposes. 
The Metropolitan District Railway Bill has beer passed by Parlia- 
ment and awaits Royal assent. The London Electric Railway Bill 
and the G.E. Railway Bill have been passed by Parliament and 
await Royal assent. An approved society under the National 
Health Insurance Act, 1911, is being formed for the benefit of the 


employés. Members of this society will receive extra benefits in 
addition to the minimum benefits payable under the Act. 
Year, Passengers. Receipts. 
1910 Ks si - 72,782,612 £560,534 
Half-year ended 
June, 1911. 41,508,831 £318,572 
Dec., 1811. 89,897,061 £300,625 
June, 1912. 42,910,560 £325,494 


"The meeting was held yesterday] 


Metropolitan Railway Co. 


THE directors report that the total receipts for the June half-year 
amount to £391,441, and the expenses to £191,462, leaving a profit 
of £199,979. Compared with the corresponding half-year of 1911 
the receipts show a decrease of £9,295 and the expeneen a 
decxease of £4,205. The net revenue account, after providing 
for the interest upon the debenture stocks and other fixed 
charges and placing £7,500 to the electrical renewal and 
depreciation fund, shows a balance of £158,815 which will 
permit of the ‘payment of dividends upon the preference 
stocks, and leave £53,074 available for dividend upon the ordinary 
stock. The directora recommend a dividend upon the ordinary stock, 
for the past half-year, at the rate of £1 10s. per cent. per annum, 
earrying forward £1.611. The dividend on the surplus lands stock, 
for the half-year, will be at the rate of £2 15s. per cent. per annum. 
The receipts from passenger, goods and mineral traffic experienced a 
set-back. The prolonged coal miners strike not only stopped the 
transit of coal, but caused a considerable decline in the goods and 
mineral traffic over the railway, and ngcessitated a restriction in 
the passenger train service. The passenger traffic continued to feel 
the keen competition of the growing motor omnibus and tramway 
services, while the fact that the receipts during the last month of 
the half-year compared with the exceptionally heavy business 
arising from the Coronation festivities in 191], has also to be 
taken into account. On the other hand, the season ticket traffic 
maintained the satisfactory development which has been a marked 
feature for some years. The Bill promoted by the company 
authorising the construction of a branch line to Watford and the 
widening of the existing line between Finchley Road and Wembley, 
has been rassed by both Houses, and is now awaiting the Royal 
Ascent. Parliamentary sanction has also been given to the Bill 
deporited by the G.E. Railway Co., which included powers for the 
electrification of the East London Railway. The substitution of 
improved machines for the existing electrical plant at. Neasden 
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continues to progress eatisfactorily, and the economy resulting from 
the change is already appreciable. The projected alterations at 
Baker Street station are in a forward state, and further contracta 
have been let during the half.year. The new road-bridge across 
the station at King's Cross was opened to the public on July Ist, 
and the remaining works in connection with the reconstruction of 
that station are rapidly approaching completion. The arcade over 
the Liverpool Street station was opened in January last, and most 
of the shops have been already let at satisfactory rents. The sub- 
ways at Moorgate Street to connect this Co.'s. station with those of 
the City and South London and Great Northern and City Railways 
are nearly completed, and will be opened at an early date. The 
work of electrifying the East Loncon Railway by the lessee 
companies is well in hard, and when this is completed the 
thrcugh running of Metropolitan trains over that line will be 
resumed. The widening of the line between Finchley Road and 
Wembley Park has been ccmmenced, and coneiderable progress 
will be made during the present half-year. 


Gross receipts-for 


Year. Passengers. passengers, goods, 
minerals, and tolls. 
1909 $4 T ЧМ s 99,061,997 £696,881 
1910 - у> " aie 102,849 458 718,089 
1911 E 2, s " 101,620,653 72,745 
1912 to June 30th 50,338,009 951,812 


The dividends will be payable on August l4th. The meeting 
was held on July 31st. 


Metropolitan Electric Tramways, Ltd. 


Mr. E. GARCKE (chairman) presided on Friday last week at the 
Electrical Federation Offices, 1, Kingsway, M. C., over a largely 
attended meeting of the shareholders, to consider resolutions re- 
ducing the capital from £1,500,000 to 41, 074,504, as briefly 
explained on page 14!) of our last issue. 

The CHAIRMAN, in proposing the adoption of the resolutione, 
said the main reasons for the proporals was explained at the meet- 
ing held on April 3rd, when he stated that if they waited until 
the dividends paid increased to such an amount that the deferred 
shareholders would be in immediate expectation of a dividend, then 
considerable pressure would be brought to bear on the directora to 
pay higher dividends on the ordinary shares, and then there would 
be considerable risk of the directors not being able to place to the 
reserve fund as much as they deemed to be necesrary in the interests 
of the company. Those of them who had been in companies which 
possessed founders’ shares were aware of the great difficulties which 
arose from possible conflict of interests due to the existence of euch 
shares. In their case the deferred shares were very much in the 
position of founders’ shares, and anticipating difficulty in the future 
the directors deemed it to be their duty to advise the shareholders 
to deal with the difficulty before it arose, rather than wait until it 
became acute. The essence of the matter could be stated in a few 
words, but first he would like to make it clear that the interests 
of the preference shareholders were in no way affected by the pro- 
posal. At present the deferred shares were not entitled to any 
dividend until the ordinary shares had received 8 per cent. in any 
one year, and with regard to capital rights the deferred share- 
holders had no interest until the whole of the capital represented 
by the ordinary shares had been returned. After tbat the deferred 
shareholders were entitled to one-half of the surplus aesets. The 
effect of the proposed conversion was to give to the deferred share- 
holders an interest very nearly equal to one-sixth of the ordinary 
capital so far as profits were concerned, and they would have one- 
sixth participation in the assets. The company had only to earn 
£7,900 more than they were at present earning, which would re- 
present 2 per cent. on the ordinary shares, before the deferred shares 
ranked for dividend, and when that stage was reached the 
antagonism would become acute. It had been suggested that 
they might wait until the position was changed, but if they did so 


it would be much more difficult to deal with the subject on the terms . 


which could be arranged now, and the directors might find them- 
selves reproached for not dealing with the problem when it was 
more easy of solution. It was the duty of the directors to do the 
right thing for the shareholders oollectively. and not to argue in 
the interests of either class. The directors had taken a good deal 
of time in weighing the respective claims, and the conclusions they 
had arrived at were embodied in the resolution. They felt that the 
giving of 5s. for every deferred share in ordinary shares, expressed 
a fair and equitable arrangement between the two clasees of share- 
holders. The cost of doing this was not a very eerious one for the 
ordinary shareholders. The converted shares would not rank for 
dividend till 1913, and if the company paid the same dividend as 
last year, viz., 6 per cent., the amount required to pay the divide nd 
on the converted shares would be £4,900. It would not, however, 
necessarily cost the ordinary shareholders that amount, because the 
conversion would enable them to reduce the capital by £235,000. 
That capital was not represented by what were called tangible assets, 
and, indeed, it was difficult to eay what it was represented by. 
Perhaps an accurate definition would be to say it represented good- 
will. They would recollect the circumstances under which the 
deferred shares were created—they were given to the shareholders 
of the old North Metropolitan Tramways Co. by way of making up 
the nominal value of their shares which at the time was not repre- 
sented by market value, and therefore it was strictly in the nature 
of a payment of goodwill. Part of the reduction of capital would 
be applied to writing off the preliminary expenses which stood in 
the balance-sheet at £92,000. At present they were writing 
off the item out of profit and loss at the rate of 43,000 
a year, and this £38,000 would go a long w towards 
mrking up the: £4900. The net result of the scheme 


was that whilst they were paying small dividends the terms of the 
conversion were in favour of the deferred shareholders, whilst if 
they were able to pay large dividends then the terms would be in 
favour of the ordinary shareholders, He quite recogmísed there 
was a little element of speculation in the transaction. The future 
of the company was full of possibilities, and they had only to earn 
24 per cent. more on their ordinary shares in the North Metro- 
politan Power Co. to bring the ordinary dividend in the Metro- 
politan Electric Tramways Co. up to 8 per cent, assuming, of 
course, that the tramway situation remain the same. But, ав 
they were aware, their tramway receipts were being cut into by the 
competition of the motor omnibuses, and in order to preserve their 
property, and, if prssible, earn further profits they were going to run 
"buses also. They might improve their position by meeting com- 
petition by competition, or they might be able to do better by 
co-operation. Obviously, he thought, both sides would prefer 
friendly co-operation if that were possible, and more than that it 
would be inadvisable for him to say at the moment, He could only 
leave it in the hands of the shareholders, but he might say the 
proxies they had received were overwhelmingly in favour of the 
scheme. 

SIR E. SPENCER seconded the motion. 

Мв. SKEEL, аз one who had paid £1 for shares in the company . 
recently expressed the opinion hat the board ought to resist any 
pressure that deferred shareholders might bring upon them with 
regard to the placing of adequate sums to reserve and leave tbe 
capital as at present. 

Mn. SPILSBURY severely criticised the action of the board of the 
old North Metropolitan Tramways Co. in advising their share- 
bolders to accept the deferred shares. 

The CHAIRMAN asked Mr. Spilebury if he attributed anything of 
an unscrupulous character to the directors of the Metropolit: n 
Electric Tramways Co. 

Mr. SPILsBURY said he did not. It seemed to him that the 
deferred shares were now blocking the progress of the company, 
and hence he considered the ordinary shareholders ought to make 
gome sacrifice. 

Мв. SHARP also thought it an unreasonable thing that the 
deferred shareholders should be asked to sacrifice 75 per cent. of 
their holdings. 

The CHAIRMAN said he had tried to put the whole matter clearly 
before them, and it was apparent from the remarks made that each 
class of shareholders thought they were making sacrifices. 

The resolutions were then put and carried. 

Subsequently separate meetings of the ordinary shareholders and 
of the deferred shareholders were held, and the necessary resolutions 
for the carrying out of the scheme adopted. ~ 


London Electric Railway Co, 


THE directors report that during the June half-year the capital 
expenditure was £76,627. The gross receipts on revenue account 
have amounted to £389,011, being a decrease of £3,806, as com- 
pared with the correrponding half of last year. The working 
expenses were £156,161, a decrease of £18,758, but in prevíous 
half-years the charge for electric current included interest on tbe 
cost of the power house, &c., whereas from January lst last, when 
the power house undertaking was leased to this company and the 
Metropolitan District Railway Co. jointly, the interest by way of 
rent payable under the lease appears in tbe net revenue account. 
After providing for interest and rente, and reserving £$7,500 for 
contingencies and renewals, there remains a balance of £121,654 
available for dividends, and the directors recommend that a 
dividend at the rate of 4 per cent. per annum be declared on the 
4 per cent. preference stock, and that a dividend at the rate of 
1 per cent. per annum be declared on the ordinary shares, leaving 
£12,014 to be carried forward. The dividends will be payable on 
August 8th. The comparative figures for the corresponding half 
years of 1912 and 1911 are as under :— 


Half.year ending Half-year ending 
June 80th, 1912. June 80th, 1911. Decrease. Per cent 


Gross revenue .. Ae £3°9, 011 £392,817 £8,8/6 — :969 
Working expenditure * £156,161 £174,919 £18,558 — 
Passenger receipts 4813,25 £369,826 £6,001 —1:695 
Train milesge . 2,( 88,949 2,728,961 40,018 —1:466 
Car mileage es 9,100,307 9,284,870 184,568 —1:088 
* See abcve refererce to power-house leases, 
The passengers carried has been as under :— 
Passengers inoluding 
season ticket holder,’ 
Half. year ending journeys. Receipts. 
December, 1910 .. 46,665,279 £389,508 
June, 1911.. vo 59,548,984 8t 9,896 
December, 1911 .. 255 48,666,812 842,451 
June, 1912.. vs ae ES 51,691,061 868,995 


The traffic receipts and working expenses have been adverw!y 
affected by the National strike of coal-miners and of the transpcrt 
workers on the Thames. In the corresponding half-year there was 
an sbnormal increase in the traffic, owing to the Coronation 
festivities. The London Electric Railway Bill has been passed and 
now awaits Royal Assent. Some amendments were made during 
the Committee stage, the most important being the deletion of the 
provision for an additional passenger exit to Argyll Place at the 
Oxford Circus station. The Metropolitan District Railway B 11 
and the Edgware and Hampstead Railway Bill have been pasxed 
and await Royal Aesent. An approved society under the National 
Health Insurance Act, 1911, is being formed for the benefit of the 
employés. Members of this society will receive extra benefits in 
addition to the minimum benefits payable under the Act. 

The meeting was held yesterday. 
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South American Light and Power Co., Ltd. 


THE directors’ report for the year ended March 31st, 1912, states 
that the net profit was £6,787 plus £580 brought forward, making 
available £7,367, which is to be dealt with as follows :—Dividend 
of 4 per cent. on the £150,000 capital issued, £6,000, interest at the 
rate of 4 per cent. per annum on £36,409 capital expenditure 
incurred during the year by the railway company, £602, to reserve 
£305, carrying forward £459. The directors further recommend 
that the premium on the redemption of the £50,000 old debentures 
(viz, £2,500) should be charged against the reserve account. By 
the agreement of July 25tb, 1910, the company is saved from 
large capital expenditure for the purchase of generating plant, and 
the railway company is relieved from keeping in repair the old 
generating gas plant. 
The steady increase in the business has been as under :— 


March, March, March, 
1910. 1911. 1912. 
Aro lamps, connected ‘ans os 611 687 639 
8-с.р. incan. lamps connected 80,084 44,544 46,630 
Fans, connected E s nA 900 219 271 
Motors... Qu T ie. ices E 52 16 81 
Customers is a E 900 1,166 1,881 


The Right H-n. Frederick Huth Jackson retired from the board 
on November 13th last, and Mr. A. H. Bartlett was elected in his 
place. 


THE nineth annual general meeting was held on July 25th at 
Dashwood House, E.C., Mr. T. Penn Gaskell presiding. 

The CRAIRMAN, in proposing the adoption of the above report, 
seid that the past had been the least progressive year that the com- 
pany had had for some time, but he was glad to say that the pros- 
pects now were very much better. As they were aware, Bahia 


Blanca had suffered very greatly for some years, owing to the 


deficient harvests. The harvest of the past year had been compara- 
tively good, and he believed they were going to see the effects of it 
as regarded the company in the current year. The net receipts 
during the past year were between 9 and 10 per cent. better than 
thoee of the previous 12 months, but the receipts for April of the 
current year had created a record, and showed an increase of about 
25 per cent. over those of the corresponding month last year. If 
that went on, they might certainly hope to resume the 5 per cent. 
dividend they had paid in the past, and he would not be surprised if 
they did not exceed it. 

Мв. EDMUND CHARRINGTON seconded the motion. 

MB. A. C. GRIFFITAS said he,would like to know whether they 
were coming to an end as regarded capital expenditure, During the 
past few yearsit had been necessary to raise a large amount of fresh 
capital which had been put in front of the ordinary shareholders, 
and their prospects bad not improved quite in the same ratio. 

The CHAIRMAN replied that undoubtedly the capital expenditure 
in the future would be less than it had been during the past few 
years. They had been obliged to lay underground cables instead of 
overhead, the cost of which fell upon the company. He believed 
the capital expenditure had now been brought into a comperatively 
narrow compass. Of course,if the business increased, naturally 
they must put cables down in streeta where new houses were being 
erected. He had told them that the returns for April this year 
showed an increase of 25 per cent. over those of the previous April, 

and they might take that as a fair index of what the results were 
likely to be over the whole year, April being about an average 
month as regarded demand. He did not think the shareholders 
need be alarmed about the debenture issue, because it was a 5 per 
cent. stock, and he hoped it would not belong before the dividend on 
the shares would greatly exceed that figure, and it would be an 
advantage to the shareholders that half of the share capital was 
at a fixed 5 per cent., as the ordinary shareholders would reap the 
benefit. 

The report was adopted. 


Official Announcements re Companies. The follow- 
ing companies will, unless cause is shown to the contrary, be struck 
off the register within three months, and will accordingly be 
dissolved : — 

British Power, Traction and Lighting Co., Ltd. 

Chipping Norton and District Electric Light and Power Co., Ltd. 

Electrical Corporation, Lid. 

Mono- Rail Construction Co., Ltd. 

E. M. H. Tramway Syndicate, Lid. 

The following companies have been struck off the register, and 
are accordingly dissolved :— | 

City and Surrey Electric Railway Co., Ltd. 
Cooke's Patent Tramway System 


Lad. 
Electrical Manufacturers and Wholesale Traders Protection Aso- 


Bristol Tramways and Carriage Co., Ltd.—The 
directors have declared an interim dividend at the rate of 4 per cent. 
per annum for the half-year ended June 30th, 


Mersey Railway Co. 


THE accounts for the half-year ended June 30th, 1912, show that 
the train mileage was 284,758 miles, as compared with 326,063 
during the corresponding six months of 1911. The number of 
passengers amounted to 6,123,227 as against 6,027,753, exclusive of 
season ticket holders. The total receipts from all sources for the 
half-year were £56,275, as compared with £55,796. The working 
expenses, exclusive of the charges for pumping, ventilation, and 
lifts, were £26,312, equal to 46°75 per cent., as against £26,426, 
equal to 47°36 per cent. These charges for pumping, ventilation, 
and hydraulic lifts amounted to £3,211, equal to 571 per cent., as 
compared with £2,799, or at the rate of 5°01 per cent. for the 
corresponding period of 1911, After providing for rent charges, 
renewal fund, and interest on the new first perpetual debenture 
stock, there is a balance at the credit of net revenue account of 
£8,109, which has been carried forward to the next half-yearly 
account to be applied so far as available therefor, after December 
31st towards payment of interest on the debenture stocks, which 
is contingent on the revenue available therefor in each separate 
year ending December 3186. i 


The French Westinghouse Co.—The Société Anonyme 
Westinghouse, of Paris, whose share capital was reduced in 1910 
from £800,000 to £500,000, is unable to pay any dividend for 1911. 
The gross profits and yield from investments experienced an 
increase last year, but working expenses and interest charges also 
advanced and a larger sum has been placed to reserve and depre- 
ciation funds than in 1910. The final result is a loss of £12,000 as 
compared with a deficit of £06,000 in 1910. According to the 
directors’ report, the orders received at the workshops in Havre 
and Freinville were slightly less than in the preceding year. A 
considerable turnover at remunerative prices took place in con- 
densers. As far as possible the electrical department was limited 
to the construction of standard types or ot types already built. 
At present the company has a considerable amount of orders on 
hand, including large requirements fur electric train equipment, 
The re, ort aleo refers to the various undertakings in which the 
company is interested. Itis mentioned that in consequence of the 
war the Italian Westinghouse Co., w huse special sphere is the con- 
struction of electric locomotives, did not receive any Government 
orders for this department, although various materials were 
supplied tor the Italian arm). 


Paris Lighting Companies.—The Secteur de la Place 
Clichy, which belongs to the Union of Secteurs, which is to be merged 
into the Compagnie de Distribution d' Electricité in the course of 
two or three years, earned net profits of £37,000 in 1911, as com- 
pared with £24,000 in the preceuiny year. It 18 proposed to pay a 
dividend of £2 12s. per sbare on the capital of £240,000, as against 
£1 16s. per share in 1910. Th: company holds shares of K 75, 000 
in its subsidiary undertaking, the Société Triphacé. The Société 
Triphasé, which has a share capital of £500,000, reports net profits 
of £34,000 in 1911, as contrasted with £23,000 in the previous 
year. and the dividend is at the rate of 16s. per share, as in 1910. 
A portion of the company's output is being sold to the Secteurs 
until the Compagnie de Distribution has completed its plant, whilet 
the former is also further extending the scope of ita activity outside 
Paris. 

Victoria Falls and Transvaal Power €0,—Accord- 
ing to the Times the directors report a profit of £323,091, plus the 
amount brought forward, making £360,043. After providing for 
debenture interest and income-tax, £124,736, and for depreciation, 
461,264, the balance is £174,943. A dividend at the rate of 6 per 
cent. per annum, less tax, on the amounts for the time being paid 
up on the preference shares from October 15th, 1909, to December 
31st, 1910, was paid last month, absorbing £129,199, and leaving 
£45,744 to be carried forward. The profit was secured by sales 
of power from the Brakpan and Simmer Pan stations, and by 
protits received in respect of the company's holding in the Rand 
Mines Power Supply Co. The company has received applications 
for power supplies amounting to 52,000 H.P. and the Rand Mines 
Power Supply Co. for supplies of electricity of 67.000 H.P. and of 
compressed air of 66,000 H.P., making a total notified demand of 
185,000 H.P. When all the extensions to the stations for which 
arrangements have been made are completed, tbe combined plants 
of the Victoria Falls and Transvaal Power Co. and the Rand Mines 
Power Supply Co. will have a capacity of 232, 00 H. P. | 


Charing Cross, West End and City Electricity 
Supply Co., Ltd.—The directors have declared an interim dividend 
on the ordinary shares for the half-year ended June 30th, 1912, at 
the rate of 5 per cent. per annum. 


Blackpool and Fleetwood Tramroad Co.—The aggre- 
gate revenue for the six months was £13,239, an inorease of £740 
compared with the corresponding period last year. The direftors 
recommend the usual 4 per cent. dividend &fter writing off £2,000 
for depreciation reserve (£750 more than last year) and £500 for 
general reserve, leaving £1,074 to be carried forward. 


Chatham and District Light Railways Co.— 
The twenty-third ordinary general meeting of the shareholders 
was held on Tuesday at the offices 83, Cannon Street, E.C., Mr. 
À. R. Monks in the chair. The chairman formally proposed the 
adoption of the report, which was seconded by Mr. W. B. H. 
Martindale, and agreed to. 
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MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and шау vary оон to quantities and other circumstances, 


Wednesday, July 31st. 


Fortnight's 


Latest 
CHEMICALS, &c. Price. Inc. or Dec. 
а Acid, Hydrochloric . рег cwt. 5 / 
a Т) Nitric ee ee ee . te 22/- 
а „ Oxalic . per lb. 23d. 
а „ Sulphuric ee cs per cwt. [6 
a Ammoniac 8al 42/- 
a Ammonia, Muriate (large crystal) per ton | &99 10 
a Bleaching powder .. . А » £5 10 
a Bisulphide of Carbon 11 418 
a Borax 5 x "m ЕА £16 10 
a Cop Sulphate «à - vs is #94 16 s 
a Lead, Nitrate $a s T " £26 10 
а 5 ' White a a " £26 10 
» Peroxide T £92 
e Methylated Spirit r gal. 2/6 
a Potassium, Bichromate, i in casks per lb. 84d. 
& Potash, Caustic (88/90 %) .. рег ton £22 10 
а » Chlorate .. ; . per lb. d. 
„ Perchlorate x m 44d. 
: рон, Cyanide о) %).. РА 134. 
(for mining purposes only) 
a Shellac s .. percwt. 70/- 
a Sulphate of Magnesia e 0*7. per ton £410 
a Sulphur, Sublimed Flowers .. " £6 10 
а » dd aa v i £5 10 
Lum us А £b 
: Soda, Caustic white 0/72 * às i £10 6 
< n оше э» per lb. aha. " 
Bolo per ton b 
Bodium chromite, casks per lb А En 
METALS, &c. 
b Aluminium Ingots, in ton lots. per ton £80 £5 inc 
b i in ton lots - £102 . ts 
b Bheet, ш tou lots n £120 T 
p Babbitt’s metal ingo 5 £88 to £145 is 
c Brass (rolled metal? T to m basis) per lb. Bid. 4d. dec 
с „ Tube (brazed) А »" llid, - 
€ » » (solid drawn) uis и ld: zd 
€ „ Wire, basis же a Ж Fed Bd. dec 
c Copper Tubes (brazed) . is " 10а 14. dec 
€ » (solid drawn) i 1144 . дес. 
E „ Bars (best 60:06100) . рег ton 5 £3 inc. 
Ф н  Bheet 4 ё " £95 £B inc 
Ф Rod . vs 2 £95 £B inc 
` а 90 (Electrolytic) Bars ee 90 £21 108. ee 
d LI] " Sheets ee 99 £99 10 oa 
2 „ HO. Wire per lb тоза 
э н L] Ф e pert e 0 
f Ebonite Rod ee oe oe [1] 6/8 
f oe 99 4/9 
n German Silver Wire я »" 17 
h Gutta-percha, fine а ‘i 6/6 to 8/6 К 
A India-rubber, Рага fine .. 4/11 d. ino. 
Iron Pig (Cleveland warrants) . per ton 68/8 8 ine 
1 Wire, med No. 8, P. A qual. » £14 me 
g Lead, English Pi 170 & 10 419 2 6 bs. ine 
m Manganin Wire No. 98 .. ee per lb. 6/6 os 
g Mercury .. per bot. £8 10 m 
e Mica (in original cases) small .. per lb. . to 
: » » v medium » 8/6 to 6/- 

Phosph Bi Ыйсаны. 7 Ta E 
= osphor ronze p аси в " А os 
; [T] rolled & rods » n oo 

н " rolled Rudy & rsen bi 1 T 

5 Platinum Е per os. 1865/-. `. 

d Bilicium Bronze Wire в . per lb. lid. «à 

r Steel Magn T .. рег ton £56 - 
s Tin, Bock Block nghi) is % á £208 to 2909 £8 inc 

Nos. 1 to 16 .. .. per lb 2/5 T 

ny Ami Irletion Metals per ton £45 to 2150 
4 €! 8h’t (Vieille Montagne bnd.) н £29 1 


Quotations supplied by— 


1 Bolling & Lowe, 
k Morris Ashby, Ltd. 


a G. Boor & Oo. 
6 The British Aluminium Co., Ltd. 
c Thos. Bolton & Sons, Ltd. 


Richard Johnson & een Ltd. 
а Frederick Smith & Go. m W. T. Glover & Co., Lid. 
e F. Wiggins & Bons. n P. Ormiston & Sons 
f India-Rubber, Gutta-Percha and o Johnson, Matthey & Oo., Ltd. 
Telegraph Works Co., Ltd. Pp 
g -Tames & Fhak те, W. F. Dennis & Co. 
b Edward Till & 


STOCKS AND SHARES. 


Tuesday Evening. 


THAT the precipitate fall in Consols should have been stayed, is in 
itself a strengthening factor to Stock Exchange markets. It had 
the effect of arresting the downward movement that had started in 
Home Railway prior charge issues, and it stopped the crumbling 
in certain other gilt-edged securities, at the same time restoring a 
little confidence to the City as a whole. Buyers, however, are still 
timid about laying in any large quantity of stock; and marketer, 
with August stretching in front of them, go softly as a whole. 

The Home Railway market, after being acutely flat, recovered 
most of the losses, upon the theory that the worst regarding the 
past half-year is now known, and that the takings in respect of the 
current six months will run against strike figures for a month or 
so. Electrical Railway stocks, however, have moved little during 
the past week. There was a slump in Metropolitans, but the net 


decline is no more than } on the week, while Districts are 4 down. 
Central Londons, while nominally unchanged, are a. better market 
on the opening of the Liverpool Street extension, which took place 
last Saturday. From the lay point of view, it would seem that 
there should be almost instantaneous success for this greatly needed 
spur of line, but whether the traffics will justify the half-a-million 
pounds expenditure remains to be seen. The escalator itself is an 
attraction just at present. City and South London stocks are neariy 
all ez dividend, allowing for which, the Ordinary is & point down. 
The recent firmness in Great Northern and City Preferred, which 
has been still further improved upon this week, is explained by the 
issue of a report showing the Company to have earned its Debenture 
interest, on the strength of which the shares have moved up to 2. 
Underground Electric "A " are a little lower at 12a. 6d. middle, 
having touched 12s., while the Income Bonds at 88 are a point 
down. 

London United Tramways Preference lost 58. of their last week's 
sharp advance, while the Debenture stock is unaltered. The only 
changes in British Electric Tractions are a fall of 1 in the 
7 per cent. Preferred and a rise of 2 in the 5 per cent. 
Debenture stocks. Yorkshire 44 per cent. Debenture is up a point, 
the rarity of movements in this stock making the advance the more 
noticea ole. 

Englirh electricity supply shares are good. With the exception 
of City of London Ordinary, what movements have taken place 
are in the upward direction. Rises of ; have been secured by 
Brompton Ordinary and Preference, Charing Cross Preference, and 
County Ordinary. South Metropolitan Preference improved 4 
St. James’ recovered the dividend of 5s. per share deducted last 
Friday. City of London Ordinary fell 15s. on the issue of the 
interim report for the half-year to June, 1912, which shows that 
the company has made substantial progress, but which again denies 
that any negotiations have taken place between the Corporation of 
London and the company. The report points out that during the 
current year additional taxes imposed hy the Quinquennial Valua- 
tion of 1910 will be payable, while working expenses will tend to 
increase by reason of the enhanced cost of coal and materials. and 
by contributions payable under the National Insurance Act. These 
are items which, of course, affect all companies in tbe list, but the 
declarations of sstisfactory interim dividends have been sufficient 
in their cases to counteract the expectation of increased costs. 
There is, moreover, the nebulous anticipation of some scheme of 
welding into a whole the various interests of electrical bodies 
working in London, which anticipation, as we have pointed out 
previously, is certainly very prematyre just yet. 

Latin-Canadians are somewhat passive as regards quotations, and 
the movements, on the whole, are inclined to descend. Rio Trams. 
Sao Paulo Trame, Mexican Light and ‘Power, Shawinigan Water, 
Mexico Tramway 6 per cent. Bonds, and one or two others, are a 
point or во down, though this, considering the previous гівез and 
the season of the year, is natural enough. British Columbia 
Electric Preferred Ordinary there has been some pressure to sell, 
and the price went back 24. Small rises were secured by Toronto 
Debenture and Electrical Development of Ontario Bonds. In other 
directions, Calcutta Trams are j up. Bombay Preference, nominally 
1 lower, аге ег dividend. 

Interest in the Telegraph market is largely absorbed by an in- 
crease of speculation in National Telephone Deferred stock. The 
price fell to 1414, but rallied in the early part of thia week, so that 
on balance the movement is a decline of 4. The Third Preference 


shares have been moving in eympathy, but they will be extin- 


guished, so far as their par value of £5 is concerned, this week. 
The arbitration proceedings stand adjourned until the autumn. 
Incidentally, it may be remarked that thore who contend that the 
payment by the Government for the Telephone undertaking must 
necessarily constitute a bear point for Consolas, rather overlook the 
fact that the money is pretty certain to come back to the. Stock 
Exchange for re-investment ; so that, roughly speaking, the opera- 
tion is little more than an exchange of investments, 

Globe Telegraph and Trust Ordinary are a little better, but the 
American and the Eastern groups are extremely quiet. United 
River Plate Telephone Ordinary were quoted ex rights the other 
day, these being valued at about 7s. per old share, and the 
new shares being quoted 14-2 for renunciation letters. In 
Marconis there is not much excitement for the time being, and 
prices show small losses. 

The manufacturing division presents few points of interest. 
Babcock & Wilcox recovered most of their fall of last week. Onthe 
drop, a good number of buying orders came in, at limits a shade 
under the market level, and not a few of these got missed, at all 
eventa for the present, because the prospective purchasers tried to 
get the shares a little too cheaply. Callenders are 1 down, and 
Henley's Preference receded a small fraction. Vickers and other 
armament shares, after hardening a trifle on the ambitious naval 
pr: grammes of various nations, have gone back to about the same 
as they were before; while the Rubber market lost most of the 
vigour it displayed last week, the auction sales on Tuesday being 
considered somewhat colourless; 


Newcastle and District Electric Lighting Co., Ltd.— 
The directors have declared an interim dividend at the rate-of 3 per 
cent. per annum, for the June half-year. 


Metropolitan Electric Supply Co., Ltd.—The directors 
have declared an interim dividend at the rate of 4 per cent. per 
annum for the half-year eaded J une 30th. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


E ENGLISH ELECTRICITY SUPPLY AND POWER COMPANIES. 


Stock Closing Rise | Present Stock Closing Rise | Presen 
NAME, or | Dividends! Quotations | + or Yield НАМЕ, or |Dividenas Quotations |+ er Yield 
Share. uly 80th. | Fall| p.e. Bhare. July 80th. Fall] p. o. 
4 Poole, Ord 0 ee ß 91— 54 Kensington & Knightabridge, Ord wl |» n- т 51 4 
Bournemouth U [E 10 ee 
Do. % Pre ee À ee ee 10 d 4 9 — 10 4 10 0 Do. 4 96 Deb. ee ee : ec Btock 4 4 90 — 98 xd ee 4 6 0 
Do. 6 * Pret. s 10 6 6 104— 11 .. |5 9 1 || Kent Elec. Power, 44% Deb. .. | Btock| 4 4 78 — 82 . |6 9 9 
Do. [^] % Deb. tock е ae Btock 43, 9 98 —100 ee 4 10 0 London Electric, r] oe ee 8 3 1j— 1 oe 4 0 8 
K ae 6 |10 1 8 9 + 511 2 Do. 6% Pref. .. T ee 6 6 6 5— - |5 9 1 
Do. 7 Cum. Pref. .. " b 7 7 71— 8i + 4 410 Do. 4% First Mort. Deb, .. Stock 4 4 90 — 98 "T $ Н : 
о OPT DA) 10 | а | 4 | 97 100 4 0 0 Моо J um. Prel . 3 4 na a 2 457 4 
& , Pref, ә > 6 4$ 4 4i +È 4 14 9 Do. Mor ре see tion’ Stock 853— 873 4.0 0 
Do * Сау Gum, Prof. 5|4 & s a | . [во aX Fire Hard. Bob.] 100 4 d -o 40 6 
Do, Do. 4 Deb... ..| 100 | 4| 4 | 94 — 96 oe |4 8 4 || Newcasile-on-Tyne 5 % Pref. ЖЕ 
r fete] | fal ag | (EE S| premat — ae le |e е | lew. 
e ое ee ee — ee e ower 
City ot b peg ö m- 1 -"3|4 3 1 NT Mortgages (Red) || 100 | 5 | 5 | 100 —108 4" 1 
Do. 6% Deb. .. ps . | Воск | 5 | 5 | 118 —122 А 420 Pret. ed : 
Do. 4 Second Deb. ee 100 4$ 43 99 —102 ee 4 8 8 Oxford ee oe ee ee 6 Ti "i 52— oe 5 18 9 
County on, Ord... са 10 6 6 llg— 113 +%|5 2 9 || Bt. James’ and Pall Mall, Ord. 6 | 10 | 10 8 — xd 514 8 
Do. 6 & Pref. ee ee ee i 10 6 6 11 12 ee 5 0 0 . 71% 9 ee ee ee 5 1 7 64— xd + i 4 16 7 
Do. Deb. .. eu .. | Stock 106 —108 -- |4 8 4 Do. 911 T^ n ee | 100 5k 83 88 — 86 +1 |4 1 5 
Do. 4 Second Deb. .. | Stock 100 —108 . |4 8 8 || Bmithfie kets, А d 5 IN 2 1}— ^ é ee 
Edm в, Ord. 7 os б |р — 13 ads Nil South London, Ord. ..  .. 4 | 6 b 8 — 614 8 
Do. 6% Cum. Frein. 8 | Nil| Nu] 8— 9 II Do. 59, First Mort. Deb. .. | 100 | 6 5 | 98 —101 419 0 
Do. 4 96 First Mort. Deb... | 100 41 44| 8& — . |6 8 6 || South Me tan, 7 f... 1 1 1 "m 155 + „5 17 8 
Folkestone ee ee ee ee 6 6 6 4- i ee 5 14 8 е Deb. tock .. 100 43, 4$ — 1 ee 410 0 
Do. 6 &% Oum. Pref. ee өө Б 5 Б eo 415 8 r % є е [E £8 6 „ 3 ee ee 
Do. 4 % First Deb...  ..| 100 4| | 96 Kd 14 9 Do. 696 Cum. Pref, .. 6 6 2 8 ‚ |8 6 8 
Hos. 519|9| Te 8 512 6 520.4 Firm Mort. Е 100 185 if 5 518 
eg ee ees 
Do 44% Cum. Prei. 5| à 4| 5— 5 4 8 9 
. COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
Ecc "T dier» үр = р | : T" AE 4 NE эч чүү ү | "ug 
Adelaide, 6 % Pref. es ee 5 6 | 6 bi— 55 | 5 2 2 || Monterey Rly. Light & Power, | a c 5 
Calentta, О . .. .. .. 5 | BÀ | 84 74— 85 | + à 5 6 8 5 96 1st Mort, Deb: } | 100 5 5 9З 90 ANDE M 1 
Do. 5% Pref. .. өө ce b | 6 | b 5 — 5b | 1415 8 Montreal, Lt., H. and Power .. | $100 тв | 233 —248xd | . |3 5 9 
o Power, 1st Mort. Bds. 100 b | b 96— 98 | 5 2 0 Northern, Lt., Power and — | $500 | 5 - 99 — 49 1118 2 
Canadian Gen. El. Com. .. | $100 | 7 Т+ | 114 —119 | [517 8 | 59% lst Mort. Bonds pez Т^ FAJ 
Do. . ec T «+ | $100 7 | 7 |120 —124 | 5 13 0 || River Plate, Ord. .. * .. | Stock | 10 10 | 240 —250 40 0 
Cordoba Lt., Power and T., Ord. 1 В 8t — dH 18 4 0 Do. 6% Non-Cum. Pref. .. | Do. 6 6 109 —114 5 5 8 
Do. 5% Deb. аьа" 100 | 6 |.. | 94 — 97 5 8 1 nens Deb. Stock : 44 Do. | 6 | 6 101 —108 | 417 1 
Elec. Lt. and P. of Cochabam | | | || Roy. Elec, Co., Montreal, 4 e | 
Lt. "8 3, Bonds | 100 6 | 6 | 91 — 93 |6 9 0| < = iot Mort. De à: 44 | 4 | Su w he | 
x ly Victoria, 5 st | | awinigan Water, Capita és. | 4 | | 151 —156 — 
3 Mort. Deb | 100 | 6 | 5 | 8 — 84 |619 1 | Po. b% Con.1at Mort. Bonds | 3500 | 6 5 108 —110 . |4110 
| | | LI . . ГТ ee | 4 ад | .. 
pos СЕ Mort, f nås | € b: 5 | Sy = 9 +1) 5 2 0 Toronto Power, ih % Deb, id e 4 4 994—014 3 48 8 
Kalgoorlie Elec. P. and L. ‚| 10/- ilj.. — T Nil Vera Cruz Lit., P. and T., 5 Lx 
ED. — i 1|%|% if a 4 |8 6 0 ist Mort. Deb} | 100 | 6 | 5 | 904— 923 581 
E inisi nia Power, 54 G. Bs. * 5 5 104 —1 - 4 14 4 || сора Falls et E * 1 | Nil |11. i— 18 sé $e 
Madras, Ord. бе ee se 2 422 15 à | oes | West Kootenay Power and Lt., = 
Melbourne, 6 % lst Mort. Deb. | 100 | 5 | 5 102 —105 4i5 в | 185 Mort, 6% Gold}| 200 | 6 | 6 0-1 | .. | 511 7 
Mexican El. Lt., 5% 1st M. Вав. — б 6 89 — 91 510 0 | 
Mexican Lt, & er, Common | $100 | 4 | 4 | 93 — 96 —1 |4 3 4 
Do, 7% Cum., Prel. ..  ..|$100| 7 | 7 108 —111 16 6 2 || 
TELEGRAPH AND TELEPHONE COMPANIES. 
10 Un а 7 .. |5 8 8 || Monte Video Telephone, Ord... | 1 | 6 | 6 668 
пор 8 b 9e oat ee b 1 6 Do. 5 Pref. oe € ee 1 5 6 б 14 8 
$1 8 | 8t | 148 —150 . |6 6 8 [ National Telephone, Pref. ..|Btock| 6 | 6 NS 
$1000 4 4 94 — 96 ec 4 8 4 Do. ese ee ee oe Do. 6 6 ae 
Stock 83 | 8 — 67$ xd| + 5 10 Do. 696 Non-cum. 8rd Pref. 6 b 5 ee 
Do. | 6 | 6 | 1105—1119 xe 6 1 5 || New York Telep., % Gen. Bnds. 100 4 43 497 
ce De . ° eo 5 ee Do. 80J- 80/- + 6 14 8 Опал en Pref е ee 1 : 4 : 2 í 
Aglo - Portuguese Tel., . am. e so ee 
ын тыры моң. раб) Чу відо |> на Бе Вес оаа 4 |4 і: 
ee ee ee ee e 0 n e 
Commercial Cable, Stig. 495 Deb. | Stock H 4 82 — 84 ee |415 8 Quar Beba. Do. 4 4 818 5 
ee Фе ee 10 6 6t 1 ee 6 14 8 Reuter's ее е ee ee 8 5 bt 8 9 5 
5р9. Oe Era, ph T ч 0 а 164— 17 ee P4 manmanan a Caba Tran 4 .. | Cort. | 6 6 419 4 
r] ee one е о 
Do. 1 Cum, Prot. „| % |1 | 7— 4d | 6 9 0 iu Ben. 0} Stock} 4| «| 9—01 |.. |491 
Direct W. india Gable, d X aon 4 a! gece | 40 e. 5 J Oum Pet 205 % % H- q^ ofan o 
мел Тано I Sd IPTE | cle ame e e е 
Do. Book. s | Doe | | &| 7 — 23437 gua by Bras. Bub. Tel.] 100 € | 4 | 99 —99 | .. | 4 010 
24 4 Deb. .. | Do | 4 4 12 15 .. |8 19 7 || West India and Panama Teleg. 10 1} à 2 .. |116 4 
Bastern ae ee 10 1 6+; 1 182 . |6 5 8 Do. 6 9% Cum. lst Pref. ЕА 10 6 6 1 . 1511 7 
Do. 496 Deb. .. a „Stock 4 4 99 —101 . |8 19 8 Do. 6% Cum. 2nd Pref, .. 10 6 6 94— 1 .. 1617 
Was and 8. Анса Tel. 4%)| a5 | «| « | 97 —100 4 о о || De 5% ребе... .. ..|10|5 65 1 — |41 
А Mt. Db. Mauritius в те Western Telegraph, Lid. s 10 | 7 | 0t | 18 — 189 . |5 8 
Globe Telegraph and Trust... 10 и 6111 — 11 +45 4 4 Do. Deb. .. is Stock 4 4 96 — 98 . {41 
Do. 696 Pref... .. ..| 10| 6 | 6 | 19j— 1 .. |411 5 || Western Union 44 % Fdg. Bonds | $1000 | 44 | 44 | 100 —108 2, 1471 
Great N Telegraph  .. 10 |18 |18 | 28 — 29 , 6 4 2 | 
Indo-European Т ph. 95 | 18 6t | 56 — 68 16 85 
Do. 4 "P yu : E 70 — 78 5.9 ( 
14 17 EA i n 5 
EXE 7." .* Unless otherwise stated, all shares are fully paid. t Interim dividend. 


5 


Continued on next pade. 
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SHARE LIST OF ELECTRICAL COMPANIES.—(Owimwod.) 
ELECTRIC RAILWAYS AND TRAMWAYS.—HOME. 


Btook о Rise | Present Stock 
. NAMB, Dividends} Quotations | + or Yield Р NAME. or | Dividends tions | + c Yield 
July 80th. p.c. Share. шу 80th. | Fall] p.c. 
* J 10910. 1911. & s. d. *  |1910.| 1911. & s. d. 
Bath Trams, Pref, Ord. .. T 1 | Nil | Nil ss Nil Metropolitan Rail Consol... | 100 1 54 — 544 —4|219 8 
Do. 5 Pret. еә ee ее Б т ee 8 1 Do. B lus 8 ee ee 100 67 — 69 oe 4 8 4 
е ee ee ee 100 44 4 — 83 es 5 8 5 э Deb. ee oe ee 100 26 — 88 oe 8 16 M 
Brit. Ellec. 16% Pref. .. | 100 | .. | .. 11 — 18 ee ЯР Го. Pref. .. ee .. | 100 86 — 88 . 819 7 
Do. Deferred ee 100 ee ee 6 — 8 ee Do. Con. Pref. oe ee 100 86 — 88 oe 8 18 8 
Do. Do. 6% Cum.Pr'f. 100 ee 6 90 — 98 ee 6 9 0 Metropo tan Distriot . ee 100 Ni — = $ Nil 
: Do. q Non-Cum. Pr'f. 100 ee ee 41 == 44 —1 eo Do. 6 Deb. ee ee ee 100 6 6 141 —148 4 4 0 
Do. 6% Perp. Deb, .. | 100 5 6 97. —100 +416 0 0 Do. 4% Deb. - .. | 100 4 4 94 — - |43 4 
Do. Pref. - eo „„ | 100 4 4 81 — 83 . 1416 5 Do. Gd. T ..| 100 74 — 76 xd .. |412 1 
Do. Def... se ee oe 100 9 2 78 — 75 Nn 2 18 4 Metropo ten Elec. ; Ord. 1 6 1 — 1 . 5 6 8 
Do. 496 Deb. .. os ..| 100 4 4 99 —101 —1 8 19 8 Det. .. ee - ee 1 N T P— . Nil 
City & South London, Ord. .. | 100 11 18 | 88 — 84 xd —1 |4 10 Do. 596 Pref .. ee ee 1 5 5 w— 3 — |§ 4 2 
. 696 Pref, 1891 .. ..| 100 | 6 | Б | 105 —K8xd| . | 412 7 Do. ed oo 100 4 4 | 96 — 98 [41110 
е 1806 ee Ф. 100 b 6 109 —104 xd ae 4 16 2 6 Deb. ee ео ee 100 6 б 98 —100 [EJ b 0 0 
Do. Do. 1901 ee Ф• 100 б Б 108 —101 zd ee 4 16 2 Potteries, Ord. ee ee ee 1 2 oe 27 а eo ° э 
B..... 10 |6 4 8 0 .. |4171] Do 6% . 0 ER |. s 18 4 
Do. 4% Deb. ee ео e. 100 4 4 09 —101 ee 8 19 8 Do. 4 Deb. ee 100 4 42 81 — 90 oe б 0 0 
Dublin United Trams, 6 % Pref. 10 6 6 104— llàxd| .. |5 2 2 || South Metro. Trams, 6 & Pref. 1 6 ER a i 141177278 
Great Northern & City, Pr'f. Ord 10 | Nil 1i— 2 — 3 Ni Do. 4% Deb. .. 8 ..| 100 4 4 10 — 7 . |5 6 8 
Trams,6% Pref. ..| 1 Nu 6 .. |8 0 0 || Underground Bleo. Raüways| 10 43 ..] Ni 
Do. 4% Ded. | 100 "1 — 76 . |618 5 Do. "A" F W 
Isle of Thanet Trams, 596 Pref. 6 9— 22 411 0 Do. 4 % Bonds e| 100 | & i 9) —10 - |49 1 
. Do. 4 De e „ „ ee ee 100 4 4 78 — 78 ee 6 3 7 Do. 6 Income ee ee 100 1 141 87 — 89 —1 oe 
Lancashire United, 6 % Deb. .. | 100 Ü Ü 81 — 88 .. |6 0 6 || Yorkshire (West Riding), Ord. 6 | Nil| .. , ee Nil 
London Elec. Railw’ys,4 Deb. 100 4 4 м — 96 ee 4 8 4 Do. 6 % Pref. ee еа ee 6 Nil 8 == 83 oe 9 
London United Trams, 6 Pref, 10 Nil ee 5 — 53 — ee Do. é$ 96 Deb. ee ee ee 100 4% 4, 79 = 88 + 1 6 8 5 
Do. 4 % Deb. ee ee ег 100 4 4 78 — 1] oe 5 4 0 


ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOREIGN. 


Anglo-Arg. Trams, lst Pref. .. 
Do. 8nd Pref 


b b H Бул 5 1 2 La Plata Elec. Trina, Ord. у ee 1 ae ee | 1 ee ee 
9 ео eo ec 6 6 4 TT ol] . b 6 0 . . oe . oe 1 6 6 m 1 ee 6 0 0 
Do. 4% Deb. .. ee .. | 100 4 4 — — 4 8 9 || Lisbon Deo. Trams, Ord. čs 1 53 6 — if 14 8 0 
Do, 4496 Deb... ee .. | 100 4$ | 4 | 904—101) 14 8 8 Do. 6 е.ә ee ee 1 6 6 1— 1 ee 416 0 
Do. Deb. ec ee e 100 6 5 101 —108 4 16 2 Do. b Deb. ee ee oe 100 5 6 98 — 97 ae Б 8 1 
U Deb. 0 100 b б 102 —104 ee 4 14 4 Madras eo. Tr. 904), Deb. ee 100 б б 100 — 103 ee 4 18 0 
Bombay Bleo., 8. & ; А 10 6 6 Mi— 12 xd 5 0 0 || Manaos Trams », lst * ꝗ | 100 5 5 89 — 93 - |5 88 
Do. Deb... .. ..| 100 4 4 — 98 .. | $1110 | Manila Elec. R. and Lig., Bonds | $1000 | & | 5 | 103 —105 2 | 418 2 
Do. 5% 9nd Deb. .. .. | 100 6 5 97 — 99 .. |5 10 || Mexico Trams Com. ..| $100 | 1 7 |1983 —126xd | .. | 611 1 
Bris Invt., Ord. .. б |8 8 1— 7 ‚ 1568 Do. Gen. Con. 6 96 Bonds Ж 6 | 5 | 100 —102 2 1418 0 
Do. 6 Pref. ee ee Фе 5 Б Б 4 15 8 Do. 6 Bonds.. ° ee 100 6 6 103 —104 — 2 5 15 5 
Do. 4 Deb. oe ee ee 100 43 ^ 99 —102 ee 4 8 8 Para Elec. Rlys. & $ Ord. ee 5 10 A 10 74— a . 6 11 3 
B. Columbia Deo. Riy., Def. ee 100 8 8 185 —140 5 14 4 Do. Pref. ee ee @e 6 6 6 b T е 1 0 4 
* Pref. Ord, ee ee ee 100 6 6 114 —1194 —23 5 0 6 Do. 6 1st Deb. ee e. 100 5 5 100 —102 А ee 4 18 0 
Do. Pref. .. ee | 100 б Б 11 —1 .. (413 2 || Perth A.) Bleo. Tr., Ord. . 9) | .. 1 1А - 118 4 
Do. ist Mort. Deb. .. 40 —1 14 "10 Do. 1st. А ae T 100 b 6 —102 " 418 0 
Do. ancouver Deb. .. | 100 108 —10⁵ є 4 59 1. Tr. & Sup., Pref. .. 6 | 6 64— 63 —— |5 4 4 
Do, .Deb. .. .. | 100 —104 —3/4 6 7 Do. éb% lst Deb. .. 100 4 97 — 99 1410 
A Caloutta Ord. ee ee Б 6 7 d ee b Б 8 Rio de Janeiro ee ee $100 6 151 —]154 —1 8 б 0 
Do. 5 Pref. - ee re б 5 b — 6 . (4179 7 Do. 18 Mort. 5 % Bonds .. 5 5 199 —1 — |416 6 
Do. 4 % Оер... .. ..| 100 4 2 99 —102 . 14 8 8 Do. 5 % Mort. Bonds és 5б | Б —1 — |419 8 
Cape El Trams .. e 1 |М + і wx РЕЗ fao o Tram, P. .. 100 | 10 | 10 | 257 —262 —4 8 16 4 
City Buenos Aires Trams (1904) 6 b 6 5 . |410 6 Do. 696 18 Deb. os x b 5 | 106 —108 ex 419 7 
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The Steam Turbine. By Sır C. A. Parsons, K. C. B. 
Cambridge: University Press. Price 18. 6d. net. 


This useful little volume oontains the Rede Lecture of 
1911 on the steam turbine, by Sir Oharles Parsons. The 
nature dnd intention of the Rede Lectures do net permit 
an exhaustive treatment of any subject within their limita. 
It is only possible to give the bare outlines, and these, with 
respect to the turbine, are given with admirable clearness and 
compression by the one man who is best able to do this. 
The development of the turbine is not only a romance of 
invention which has captured the imagination even of the 
lay public, it is an invaluable example of the value practical 
manufacture derives from mathematics and abstract specu- 
lation. Sir Charles Parsons states that; £24,000. were spent 
in experiments before an order was received. As he puta it, 
„The practical development of this engine was commenced 
chiefly on the basis of the data of physicists.” And after- 
wards a further sum of £20,000 sterling was spent in 
proving the advantage of mechanical gearing of turbines in 
mercantile and war vessels. Of all modern developments 
of engineering the turbine has depended least of all upon the 
chance discoveries of rule of thumb. As it was thought 
out, so it was worked out. And the results? To-day the 
aggregate power of Parsons turbines fitted for marine 
propulsion is six. million shaft horse-power, with an 
equivalent amount for land use. The total is thus con- 
siderably more than double the available power of Niagara 
Falls. It may be asked why it is necessary to emphasise 
a fact so well known. Well, it may be well known, 
but it certainly is not acted upon universally ; and 
in a hundred different directions the old ‘not quite 
good enough is being produced for lack of a little 
imaginative daring in spending some money, attacking a 
problem from its fundamentals, and working out its solution 
with patience, and: with a wise lavishness in expenditure. 
Engineering is the most continuously progressive movement 
in the world to-day, but even-it is letting slip opportunities 
such as those seen and seized by Sir Charles Parsons. If, 
for example, there had been ‘a man of his calibre backed 
with adequate capital five years ago to take an interest in 
aviation, we should not see, as we see to-day, the French 
controlling the entire industry, followed by the Americans, 
longo inlervallo, and the British comparatively nowhere. 
Of the many types of turbines in the market there are four 
chief. types. There is the compound reaction turbine, of 
which the author is the pioneer. It comprises 90 per cent. 
of all marine turbines, and half those used on land for 
driving dynamos. Next comes the de Laval, which is, of course, 
only used for ‘small powers. ‘Thirdly, there is the Curtis, 
or multiple impulse compounded, chiefly used on land. The 
last is a combination of the first, with one or more Curtis 
elements at the high-pressure end to replace the reaction 
blading. To the general public, and, perhaps, in some 
measure to the average engineer, the wonderful progress of 
the turbine as a marine engine has monopolised attention to 
the exclusion of some other interesting developments. For 
instance, Sir Charles draws attention to the growing use of 
" low-pressure turbines to utilise the large quantities of steam 
that are blown off to waste in colliery and iron districts. This 
* waste " is now often used to generate electricity or for 
working blast-furnace blowers and centrifugal pumps and 
gas forcers. But an even more interesting extension of 
utility has been made recently in a Scottish iron-plate mill, 
where an exhaust turbine of 750 H.P. has been applied to 
drive the mill. | ' R 

This is the first turbine that has been geared to a rolling 
mill, and it is the precursor of many others. By a double 
reduction of helical gear the mill is driven at 70 revolutions, 
the turbine itself revolving at 2,000 R. P. M. During the 
short time of each rolling the turbine and fly-wheel collec- 
tively exert 4,000 H. P., the maximum fall in speed at the 
end of each roll being only 7 per cent. 

The book is illustrated by a number of interesting plates, 
showing the arrangement of machinery in various types of 
naval and mercantile vessels, together with tables showing 


the development of power of turbo-generators at different 


Depreciation and. Wasting Assets. By P. D.. LEAKE. 
London: H. Good & Son. Price 10s. 6d. net. 


` This is a clear and well written exposition of the principles, 
calculation, record and treatment in general of depreciation 
and wasting assets, a subject of transcending import- 
ance, various aspects and branches of which, it may be 
observed, have received able treatment in the columns of the 
ELECTRICAL REVIEW. | 
The theme, as treated by Mr. Leake, covers 12 chapters 
196 pages in all. The book is well got up; but the price 
strikes us as being expensive. A | 

Mr. Leake does not appear to introduce anything that may 
be characterised as new ; indeed, the ground traversed has 
been, generally speaking, more or less already so frequently 
covered in varying forms, that there is but little to add to 
such a threadbare, but none the less important, subject. 

That depreciation is a loss, and therefore a proper and 
necessary charge in the profit and loss account before arriv- 
ing in the usual manner at the estimated total profit or 
total loss for the period (profits are more or less estimated), 
is an elementary and irrefutable statement; but, perhaps, 
two of the principal difficulties encountered in the direction 
of giving due effect thereto are (1) the inability of the 
undertaking to afford ample practical recognition of the needs 
of depreciation from various causes, and (2) the recurrence 
of making the minimum demands of depreciation subservient 
to the requirements of dividend on capital. 

There are other considerations of different natures, 
governed by the idiosynorasies of the particular trade or by 
special circumstances, which, however, cannot be noticed 
well in the course of a review; but those indicated, and 
others generally, are untenable from the point of view that 
depreciation is a loss, and that ample reparation thereof 
should be systematically made and accounted for in the 
common process of arriving at so-called net profits or net 


.losses. | 


Economic and. legal profits are, however, two different 
things, as the following dicta will show :— | 

* There is nothing in the Acts which says that dividends 
are only to be paid out of profits . . . . but still there is 
this firmly fixed—that capital assets of the company are not 
to be applied for any purpose not within the objects of the 
company, and paying dividend is not the object of the com- 
pany, but carrying on the business is its object. In 
considering whether this is to be treated as an honest 
division of profit, or as а division of capital under the guise 
of a dividend, the Court will have regard to the directions 
of the articles, although, of course, if those articles 
‘authorise, not a mere division of profit, but a division of 
capital (using capital in the proper sense of the word, by 
which I mean permanent assets and assets not to be expended 
in providing for the profit earned by the company), such a 
provision will be ultra vires and void“ 

Thus spoke Cotton, L. J., in Lee v. Neuchatel Asphalte Co., 
in dealing with the question of the distribution of dividends 
in the case of wasting assets or properties. - 

In the same case, Lindley, L.J., delivered himself of the 
following, among other expressions :— | | 

There is nothing at all in the Acts about how dividends 
are to be paid nor how profits are to be reckoned ; all that 
is left, and very properly left, to the commercial world. It 
is not a subject for an Act of Parliament to say how 
accounts are to be kept; what is to be put into capital 
account, what into an income account, is left to business 
men." à 
„The Companies’ Acts do not require the capital to be 
made up, if lost. They contain no provision of the kind." 

Before leaving this phase of the subject, let us notice the 
perhaps more important; pronouncement of Lindley, L.J., in 
the case of Verner v. General and Commercial Investment 


"Trust :— | 


„There is no law which prevents a company from sinking 
its capital in the purchase or production of a money-making 
property. or undertaking and from dividing the money 
annually yielded by it without preserving the capital sunk, 
so as to be able to reproduce it intact either before or after 
the winding-up ‘of the company." 

When.it is said, and truly seid, that dividends are not to 


Бе paid out of capital, the word capital means the money 


subscribed pursuant to the memorandum of the association, 
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or what is represented by that money.  Accretions to that 
capital may be realised and turned into money, which may 
be divided among the shareholders, as was decided in Lubbuck 
v. British Bank of South America. | 

The law is more accurately expressed by saying tha 
dividends cannot be paid ont of capital, than by saying that 
they can only be paid out of profits. The last expression 
leads to the inference that the capital must always be kept 
up and represented by assets, which, if sold, would produce 
it, and this is more than is required by law. 

Floating or circulating capital must be kept up, and 80 on. 

It would not be wise to rely on these decisions; they 
reflect at once the transparent difference between true or 
economic profits and legal profits, whilst they do not appear 
to encourage the performance of the economic obligation to 
provide systematically and adequately for exhaustion of 
capital. From an economic point of view, are not dividends 
often more or less paid-out capital? Reverting to the first 
paragraph of Lindley’s opinion, we should not have so many 
wild-cat schemes launched upon the public if there were 
imposed a salutary obligation on those concerned to return 
a minimum proportion of the paid capital in any case, either 
in the shape of capital or of dividend. We often read of 
large dividends ; but what of dividendless companies and of 
lost capital? It would be interesting to study: a statement 
showing the capital embarked, the dividends paid, and the 
capital lost in industrial and other undertakings. 

The measurement of depreciation is a subject which teems 
with difficulties ; but they are far from being insuperable. 
Haphazard reservations on account of depreciation are 
generally inefficient, and it therefore becomes of the greatest 
importance in all undertakings to inaugurate a proper system 
for its approximate ascertainment and its record, and what is 
equally important, its entry in the profit and loss or revenue 
account, such system or record with its history of the plant 
and machinery, say, embracing, inter alia, its estimated life, 
renewals, amounts written off at the end of the financial 
year, obsolescence and probable sale, and forming a valuable 
detailed adjunct to the usual accounting. 

Any proposal of the nature suggested should be, of course, 
framed by the accountant or the secretary of the company 
in conjunction with the engineering department for the 
approval of the directorate. Mr. Leake considers that the 
word depreciation has too wide a meaning, and suggests the 
use of the phrase expired capital outlay” in preference to 
that term, in its commercial sense. Wasting assets are defined, 
followed by а chapter upon fixed and floating capital, in 
which he draws attention to the distinction between the 
amount of the capital embarked and the state of the capital 
investment, and interprets capital outlay on wasting assets as 
only long period revenue outlay. The subject of economic costs 
is intelligently treated, whilst the chapter upon the interest 
question is interesting; the interest incidence is often more 
academic than practical, and may be dismissed with the 
observation that the simpler. the method employed the 
better. The ascertainment of the depreciation of industrial 
plant receives just notice, the writer being of opinion that 
the adoption of his proposed register of plant would secure 
a great advance on present methods. To the section on the 
record of the depreciation of industrial plant is naturally 
devoted a fair share of the author's consideration. 

There are some points on which our views do not quite 
harmonise with those of Mr. Leake; but the book is a 
ee contribution to the literature on the subject.— 

. J. | | | 


The Principles and Practice of Electric Wiring. By A. 
~ Bursiut, A. M. I. E. E. London: Longmans, Green and 
Co. Price 38. net. 


The list of books available for the instruction of the 
electric light wireman is now a long one; although there is 
considerable variation in their quality, it may be said that all 
are useful,and the least of them contains information of 
value to practical men. Unfortunately the author appears to 
know much more about wiring than about the men who do 
it for a living, and it is seldom that the problems which arise 
in everyday work, the only ones left to the unaided judgment 
of the workman, are tackled with sympathetic knowledge of 
the mental limitations and point of view of the workman or 


' tricians." 


youth, whose preparation often consists of a Council schooling, 
а year or so of holding ladders, and finally initiation into the 
mysteries of wiring, his rate of progress in that somewhat 
degraded art varying inversely with the prices at which his 


employer is able to obtain contracts. E 


It appears from the preface of this book that it is intended 
to supplement the usual technical school wiring class, and 
it contains useful references to much of the ground covered 
in these courses, although in his endeavour to render the 
subject extremely simple the author often lapses into 
expressions and lines of thought usual amongst school-men, 
but quite foreign to the average wireman. 

The notes on wires and cables are good, but some explana- 
tion of the trade meaning of class and “grade” as 
applied to insulation resistance might have been given on 
page 172. An india-rubber test is described without comment, 
diee 1,250 megohms for cable labelled as 600-megohm 

e 77 


The notes on paper-insulated cable are scanty; this 
material is apt to give trouble in the hands of men accus- 
tomed only to rubber insulation. The author's remarks with 
regard to the flexibility of cable presumably refer to rubber, 
and if taken too literally with large sizes would certainly 
lead to trouble. Describing the leading systems of wiring 
in use, the author makes a statement with regard to the 
relative extent to which wood casing and other systems are 
at present employed. We refrain from quoting it ; no doubt 
those who supply the wiring material illustrated a few pages 
further on will do all that is necessary. 

Concentrio wiring is dismissed in & few lines, distinctly & 
lost opportunity at a time when manufacturers are obliged 
to train men to the use of their material ; attention to cheap 
and simple methods of wiring, with & review of their prac- 
tical advantages and disadvantages, should form a prominent 
feature in every book of this class at the present time. 

The photographs of joints are numerous and good, and 
should help those who care to practise them. Jointing 
always appears to be a strong feature in wiring classes ; 
students and teachers alike yield to the fascination of the 
“ handicraft " involved in making them, and often fail to 
realise how comparatively unimportant cable jointing has 
become on small installation work. Employers feel the 
need of men who can plan an installation and lay out runs 
with & view to economy, determine cable sizes, and handle 
existing decorations with care. Men who are able to do this 
work with a minimum of supervision often command higher 
wages than those who have only skil] in handling material, 
and are better employed on large contracta where supervision 
is continuous, 

A fuller explanation of the supply company's apparatus 
should certainly have been given; it is assumed that the 
reader knows that Опе pole of a supply system is usually at 
earth potential, and the “live” wire is referred to but not fully 
explained. A few diagrams showing distribution of potential 
would have been useful, also ‘a description of a three-wire 
service. Alternating current is entirely neglected, no mention 
being made of voltage-reducing transformers or of A.C. 
motors, subjects upon which every wireman needs informa- 
tion of a simple description, accompanied by clear diagrams ; 
when explaining that power isa product of current and 
pressure, & warning at least should have been given that 
the stetement is not necessarily correct for alternating 
current. : 

Heating is dealt with briefly. The formule for calculating 
the cost of heating water may be of use, but a clear statement 
showing how to translate the ratings marked on a kettle 
into the number of pints boiled for 1d. would suit the wire- 
man's needs much better ; the everyday commercial aspect 
of electrical work is not sufficiently appreciated by those 
who handle the material and who often come into close con- 
tact with consumers, by whom they are known ag “ Elec- 
It is most essential that these men, who are for 
the most part keenly interested in their work, should be put 
in possession of simple and accurate knowledge of the use 
and cost of electrical apparatus ; they will then become 
valuable canvassers, often securing the attention of a cus- 


- tomer who would be inclined to discount the statements of 


their employers as being too much interested in effecting a 
gale. = 
The general heating of rooms remains a somewhat diffi- 


m .. 
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cult proposition, even where electricity is obtainable at 1d. 
per unit. Cooking, on the contrary, is by no means a luxury 
` at that rate, but represents the next big field of electrical 
development. 

The notes on lighting neglect the modern development of 

reflectors and shades, and some explanation of “ foot-candle " 
should have been given; it is also hot clearly brought out 
that as a lamp ages, the consumption increases per unit of 
useful light received.” No opportunity should be lost of 
correcting the fallacy that old lamps consume more current 
than new ones ; this statement is made every day by someone 
who claims to bean electrician. ^ - 

The author's observations on testing installations are very 
just. It may be well, however, to point out that watt-hour 
meters are now conn up in most cases with the shunt 
joined to the series ooil on the supply side, so that the con- 
sumer pays for the series coil losses, which vary with his 
load, and the supplier pays for the shunt losses, which are 
constant. The author's method would be very helpful, but 
is not to be recommended. 


A Primer on Alternating Currents. By W. G. RHODES, 
D.Sc. London: Longmans, Green & Co. Price 28. 6d. 


net. 

Although ethically unsound, the principle upon which 
most students and many teachers judge of textbooks is the 
principle of price. There is nothing really wonderful about 
this, because it has become more and more difficult of late 
years to find even an elementary textbook that is quite satis- 
factory unless it has cost something more than a modest 
dollar. And this is especially true of the multitude of books 
on alternating-current work that come to us from America 
and Germany. It is with this in mind that we find it re- 
freshing to light on a book, written by the head of one of 
the largest English Technical Institutions, which presents 
the principles of alternating currents in a sensible and scien- 
tific manner, omitting nothing of importance, yet carefully 
abstaining from academic theorising on the one hand, and 
technical puzzles on the other, at a price within the reach of 
any evening technical student. 

The book contains all the theory that is necessary for 
students preparing for the alternating-current part of the 
. ordinary grade of the City and Guilds Electrical Engineering 
Examination ; and while primarily written for students of 
limited mathematical attainments, it should prove useful to 
all classes of beginners, whether well equipped mathematically 
or not. 

The chapters on transformers and А.С. motors are specially 
good, while the whole method and arrangement of the book 
is 3 distinctly praiseworthy.—P. H. S. K. 


A SMALL RURAL HYDRO -ELECTRIC 
SCHEME IN FRANCE. 


THE utilisation of small waterfalls in France has long con- 
stituted a fascinating problem, and, in view of the great 
possibilities of similar developments in Ireland, and, to a less 
extent, in other parts of the British Isles, the following 
description of a rural hydro-electric distribution scheme 
utilising the energy of а 15-20 н.р. fall, and transmitting 
current over a maximum distance of 4:5 miles, should interest 
the British electrical engineer. 

The installation in question is located in Cotentin, on the 
banks of the River Saire. In the Commune of Valcanville, 
the stream falls 100 ft. in 4°5 miles; six cataracts total 
38 ft. fall, and pass an average flow of 35:5 cb. ft. per 
second. One of these falls, La Planche, has now been 
harnessed by. the Société Française d'Eclairage des Villes 
(which has been engaged in acetylene lighting in the neigh- 
bonrhood since 1905). 


The maximum distance of trans- 


mission is from the fall to the town of Barfleur (population 
1,200) about 4°5 miles away ; over the intervening country 
& particularly complete service is rendered, tiny hamleta, 
isolated houses, and even stables being fürnished with 
metallic-filament lamps. The distance between consumers 
averages 650 ft., and from the generating station at the fall 
there are supplied a farm 1,530 yards away, two villages at 
1,530 and 1,850 yards respectively, and important grouped 
loads at 8,300 and 5,500 yards. 

Capital outlay on distributing and serviee lines being a 
most important consideration, it was decided to use three- 
phase overhead transmission with transformer stations at 
convenient central points. Current is generated at 210/120 
volts, and is distributed at 120 volts between phases and 
neutral in the immediate vicinity of the central station ; 
120-volt current is stepped up to 145 volts for transmission 
to a farm 1,530 yards from the station, and to 5,000 volts 
for transmission to Valcanville Gare, Montfarv ille, and 
Barfleur. Energy at 210 volts is transmitted from the 
generating station to Valcanville Eglise, where it is reduced 
to 110 volts for local distribution. The high-pressure current 
is reduced to 120 volts at Valcanville and Montfarville, and 
to 190 and 110 volts at Barfleur. Though only 10 H. p. is 
at present available, and this is distributed very uniformly 
over a distance of 4-5 miles, supply is available at 110/220 
volts throughout. For the distribution of small amounts of 
energy over moderate distances 200 volts is a very con- 
venient pressure, but a.C. at this voltage being always dan- 
gerous, the Société has given even 90-watt consumers on 
200-volt lines a small 200/110-volt transformer, thus 
making matters quite safe, and giving the customer the 
advantage of low-voltage lamps. 

The generating station is situated on the site of the old 
La Planche mill. The available fall is 6:5 ft., reduced to 
5:5 ft. in times of flood; the flow averages 35 5 cb. ft. per 
second, rises to 64 cb. ft. in winter, and falls to 17:8, or 
even 12:4 cb. ft. per second in summer. There is thus no 
Posi of the conditions being specially favourable. A 

oncelet wheel with curved floats, designed for a fall of 

5 m. and a flow of 1,000 litres per Second, is at, present 
ig This wheel has à maximum efficiency of 60 per cent. 
and yields a maximum output of 10°7 H.P. Its most efficient 
speed is 10 R. P. M., and the 100/1 speed ratio required to 
reach the generator speed of 1,000 R. P. M. is effected ri 
three belt stages in series (40/120 and 270 R. P. M.); 
avoid the high mechanical losses occasioned by this uoc 
ment, the Poncelet wheel is to be replaced by a high-speed 
American turbine at an early date. 

The station building occupies 322 sq. ft. of ground area, 
and is entirely of та 8 concrete construction. The 
alternator is a star-wound, three-phase, 50-cycle machine 
running at 1, 000 R. P. u. and yielding 12 K. v. A. at 210 volts 
between phases ; its efficiency ranges from 70 to 80 per cent. 
(cos $ = 1). As a stand-by in case of drought, an 8-H.P. 
600-R.P.M. petrol engine is installed, and, in case of need, 
the alternator can be belted to a D.c. motor fed from another 
fall. The arrangement of the station is a model of security, 
simplicity and cheapness. 

During the day the output of the Station is utilised in 
& dairy for the conversion of 1,320 gallons of milk to cream 
and cheese; at 4 p. m. in the winter, and at 7 p.m. in the 
summer the dairy shuts down, and supply is switched on to 
x lighting circuits of the men working at the dairy during 
the day 

Leading particulars of the chief transformer stations and 
distributing lines are given in Tables I and II herewith. 
Aluminium condnctors are almost exclusively used, and are 
carried on creosoted wooden poles, A great part of the trans- 
mission route is across fields, but where the high-pressure lines 
run within 30 ft. of the State telephone lines for 1:25 miles, 
no induction troubles have yet appeared. For crossing the 
railway at two points, a particularly safe and simple con- 
struction has been evolved, using steel posts and silicon-bronze 
wires. 

The high-pressure lines are of 3°5 mm. diameter aluminium 
wire weighing 91 lb. per mile and having an ultimate ten- 
sile strength of 460 Ib. For an average span of 245 ft. a 
tension of 44 Ib. (284 lb. per sq in.) is required. Torsion 
joints are used, and 2:5 mm. aluminium binding wire where 
necessary. The chief trouble so far has been winter break- 
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ages caused by workmen straining the wire too tightly. 
No. 171 Parville 5, 000-volt insulators are used on the high- 
voltage lines, and, where copper lines join aluminium, double- 
groove insulators are employed ; the aluminium line is placed 
in the lower groove and copper in the upper groove; an 
aluminium connecting bridge is used and rubber taped where 
it is in contact with copper. For low-voltage lines, of wire 
5 mm.or more in diameter, aluminium is wholly advantageous ; 
. it is lighter. and easier to work than copper, and can be 
stretched over spans of 260-330 ft., which would be quite 
impossible were oopper used. On branch lines, 3-mm. 
aluminium proves quite satisfactory, whereas 1:5 or even 
2-mm. copper lines give much trouble by breakage. By 
taking the aluminium lines indoors before connecting to 
copper, corrosion is entirely avoided; near the coast the 
overhead aluminium lines show no corrosion, whereas copper 
would be badly attacked. MEE 

Aluminium lines vibrate so badly that sleep is often impos- 
sible in houses to which the lines are connected or near 
which they pass, and, to avoid this trouble, it is necessary to 
use heavy “dampers.” The best results are obtained by 
threading the line through a porcelain ball, weighing about 
5 lb., and placed between the line and the insulator. Leaden 
dampers may be used, provided an aluminium sleeve is fitted 
round the line to take electrolytic corrosion. | 

The local distribution line from the central station bas 
been extended nearly 2 miles across fields to supply an 
isolated farm, which started by using only four lampe. When, 
at length, 25 lamps were in use, the voltage drop reached 
25 volts on full load, and, to maintain 110 volts at the con- 
sumer's terminals, it became necessary to step the line voltage 
at the central station up to 145 volts; this was effected by 
using a small 110/25-volt metal lamp transformer as an 
auto-transformer. The latter is mounted on an ammeter 
panel at the works and is only placed in circuit when the line 
current exceeds 3 amperes. | 

The general appearance of the Barfleur transforming 
station is shown in fig. 1. The cabin is of reinforced con- 
crete, occupies 13 sq. ft., and stands 7 ft. high.  High- 
pressure lines are brought to a light framework on top of the 
building, and insulated conductorsare thence taken through the 
usual protective devices to the transformer (see Table IT). 
The low-voltage circuit is three-phase, four-wire, with the 
neutral placed above the phase lines (an arrangement which 
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dispenses with the necessity for lightning protectors and 
makes it easy to arrange a guard network where passing 
under telephone wires). 
to two of the phases, and public lighting is supplied, through 
a meter, from the third. On opening the system, the third 
phase was, for a time, unloaded, but the supply pressure was 
never more than 8 volts out of balance. 

In such small undertakings as the present one, the choice 
of a tariff is a most delicate problem. To obtain the best 
possible returns, while avoiding the cost of installing and 
superintending meters, energy is sold by contract, from sun- 
set to 11 p.m. all the year, and from 5 a.m. to daylight 


Local from station ... 
Central station to Val- 

canville Eglise. | 
Central station to Val- 


5,000 | 5°00 3°0 mm. 10 v. 
canville Gare, and | si-brz. 
thence to Barfleur. 5,000 | 8°00 | 3'5 mm. al. | 40 v. 
Local from Valcanville 110 | 0°60 | 855mm.al | bv. 
Eglise. 
Local from Doncan 120 | 1°60 | 3'5 mm. al. nil. 
ville Rue. | PE 
Local from Barfleur ... — |190[110 | 2750* | 5'0 mm. al. nil. 


Ordinary consumers are connected 


| during the winter. To avoid the restriction of the number 


of lampe installed, so frequently imposed by a contract tariff, 
an ampere-year basis of charge is adopted, and current 


limiters are installed; a uniform rate of 838. per ampere- 


year is levied, with a minimum of 60s. for three lamps simul- 
taneously alight. 


TABLE I.—TRANSFORMER EQUIPMENT OF VARIOUS STATIONS. - 


Line served. 


Station. (Table II.) 


Transformers. 


Generating station |f 120/145 v. V 1 
serving outlying farm | 
5,000/210 v.; 10 k. v. A.; 8-ph. 3 
delta 3 х 27:5 a. at 210 v.: 
3 х 1°38 amp. at 5,000 v. 
220/120 &nd 110 v. ; 1 Kw.; 1-ph. 


Valcanville Eglise 4 from 2 


Mont farville .. 5, 000/120 v.; 1 k. v. A.; 1- ph. — 
Doncanville Rue (for ( 5. 000/120 v. ; 2˙2 K. v. A.; 3-ph. ] 5 from 3 
Valcanville Gare) delta; 3 x 107 a. at 120 v.; 
(Transformer on 3 x 05а. at 5,000 v.; only 


2 secondary phases occupied 


posts) 
4,950/190-110 v.; 5 K.V.A.; 3-ph. 


Barfleur ... 6 from 3 


. Consumers may install lamps of any C. P., and can change 
whenever they. choose, but new lamps must be purchased 
from the Société (at less than current market prices). The 
standard sizes supplied are 16, 25, 32 and 50-с.р. Osram 
lamps, and (of 240 installed) 10 per cent. have been 
renewed during a year of 1,800 hours; 115-volt lamps are 
supplied for use on 105-110-volt circuits. The under- 


running thus involved does not materially change the colour 


of the light, but greatly extends the life of the lamps and 
further guards against carbon lamps.being used; not only 
would the limiters operate in the latter.case but also the light 


-would be intolerably red. | 


Mercury limiters (by the French G.E.C.) are employed, 
and their use has been found a great preventative of sérious 
short-circuits апа fires. On severe overload, the limiter 
switch opens (at two points at once) with such violence that 
the mercury is ejected from the contact cups, and the 
circuit therefore remains interrupted ; on several occasions 
this action has occurred without allowing time for the circuit 
fuses to blow. | 

By the above supply tariff, a consumer secures unlimited 


‘use of a 16-0.P. lamp during the stated hours for 15s. per 


annum——a low price considering the convenience and safety 
of the lamp and the definite amount of the bill. From the 
station standpoint, such a tariff amounts to a guaranteed 


TABLE IL--PARTICULARS OF VARIOUS TRANSMISSION LINES. 


Load. 


gth. Voltage, | 1208 Voltage 


Line route. Conductors. | var'n.4 


120 | 060 
220 | 0°66 


8'5 mm. al. 1 
3'5 mm. al. Бу, 


Several consumers at Barfleur have between 20 and 30 lamps 
installed. For publio lighting, 25 and 50-c.P. lamps are used. 

t From no load to full load. | 

1 Negligible (see also text). 


revenue, and by encouraging free use of the lamps installed, 
the system practically obliterates the evening peak (which is 
here very slight and lasts from 6 to 9 p.m.). In installa- 
tions of one or two 16-c.P. lamps, such as are here common, 
the use of meters is quite impracticable. | 

The popularity of this enterprising scheme is such that 
several farmers have as many as 20 lamps in their stables 
alone. The maximum output attainable from La Planche 
Fallis being rapidly approached, and already the Société 
в анар for other mill sites іп the neigbbourhood.— 
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ELECTRICAL TRANSMISSION OF ELEC- 
TRICAL MEASUREMENTS. 


THE accompanying diagram shows the means whereby the 
indications of a recording wattmeter were transmitted over a 
35-mile private telephone line, and reproduced at the far end 
thereof. In this particular case (which is cited by Mr. O. J. 
Bliss in & paper before the Am.I.E.E.), station A contracted 
to supply a station B at a tariff composed of a Kw.-hour 
charge + a KW.-year charge, the latter being based on the 
average of the three highest half-hour peaks during the year. 
The input to the transmission line was recorded by a 
printing watt-hour meter, but to enable the station B to 
regulate its load curve, check the records obtained at A, and 
control it& own switchboard attendants, the present, equip- 
ment was devised. The arrangement is simple and effective ; 
it does not interfere with the telephonic use of the line, and 
it is applicable to the transmission of measurements or 
signals between any two places connected by telephone lines. 

"The graphic recording wattmeter W, at A has a relay-type 
movement, and is connected through current and voltage 
transformers to the power line (12,000 volts, 60 cycles, three- 
phase). The contactor of a small variable rheostat k near by 


is coupled to the meter pointer by an insulated brass rod. 


A suitable source of D.C. is connected across the rheostat (a 
36-volt storage battery B passes 150 m.a. in the present case), 
and one terminal and the moving contact are connected 
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35 MUK TRANSMISSION LINE 
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across the telephone line. The voltage applied to the line 
then varies with the position of the rheostat contact, and 
hence with the indication of the watt-meter. This indica- 
tion is reproduced and recorded at station B by indicating 
and recording voltmeters, v., Va, calibrated in watts. 

Owing to the fact that the rheostat has uniform resistance 


per unit length, the line E.M.F. does not vary exactly with: 


the distance of travel of the contact, but if the current 
through R is high as compared with the instrument current, 
the error due to this cause is negligible. 


current of about 7 m.a. (regulable by resistances at A and в). 
The signalling system forms a shunt across the telephone 
line, and should be of not less ап 1,000 ohms resistance in 
order not to interfere with speech. The condensers K and 
reactances L shown, respectively prevent access. of the 
signalling D.C. to the telephone circuits, and of the ringing: 
up A.C. to the meter circuits. 


An Elevated Coal Transport Railway.—An elevated 
electric railway for the transport of coal is on the point of being 
opened in Italy. It is 12'4 miles long, and connects the port of 
Savona to the west of Genoa with the San Guiseppe station on the 
Savona-Turin Railway. It is intended for the conveyance of sea- 
borne coal to that station, where provision has been made for the 
accumulation of large stocks, and whence the coal can be sent 
on to the north-western provinces. The coal is discharged from 
the ships in Savona into a store, where it is lifted to the roof and 
ia dropped into the trucks of the elevated railway, the track of 
which is carried on concrete piles. Each truck contains 1 ton of 
coal, and the capacity of the railway is 180 tons per hour, 


In the present. 
case, the voltmeters at B give full scale deflection with a 


CAR MILEAGE: A SUGGESTED ALTERATION 
IN THE METHOD OF CALCULATION. 


By W. WYKES, Sheffield. 


| 4 


IN reading a report of Mr. Fell's presidential address 


delivered before the annual conference, in London, of the 


Municipal Tramways Association, in 1909, I notice that he 
alludes to the question of * car-mile units," and suggests 


that it is open for someone to devise a better system of 


calculation. On reviewing the matter it occurs to me that 
something might be done in this direction. I take it that 


‚ Ше units consumed are not only taken as а guide by 


tramway managers as regards the increase or decrease in the 
cost of working their own systems, but also as a means of 
comparison with other systems. That being so, the present 
method of reckoning the mileage is very misleading, because 
in comparing a comparatively flat town with one that is hilly, 
as is often the case, equal results cannot be expected. As a 
means, therefore, of overcoming the question of gradient, I 
would suggest that the mileage of each town be, as it were, 
flattened out, and that the cost per car-mile be computed on 
the increased mileage thus obtained, irrespective of the exact 
distance in ordinary miles. What T mean by flattening out 
is to express the distanee of each route in level or flat miles, 
and, to arrive at this result, I would propose that a car with 
а meter fixed be run, in the first instance, over a level mile 
and the amount of energy consumed carefully noted. I 
would then run the same car at the same uniform rate of 
speed over each section, taking careful note of the amount 
of energy consumed on each round trip on each section. 
Then the units used per round trip, divided by the units 


consumed on the level mile, would represent the total 


number of level miles on the section. To put the matter in 
the. form of an equation, the result would be as follows :— 


Let « represent the amount of energy consumed per level 
mile. 
Let b represent the amount of energy consumed per round 
trip on the section tested. 
Let c represent the number of “ flat miles on each section. 
Then bja = с = number of flat miles.” 


If this were done, the difficulty as regards the gradients would 
be practically overcome, and, given the same cost of production 
of energy, and all other things being equal, the cost of energy 
per car-mile should vary very little; but owing to the differ- 
ence in the equipments, frequency of running, passengers 
carried, stoppages, &c., this is not so in practice. I take it, 
however, that each general manager adopts the type of car 
suitable for the traffic in his district, and that the frequency 
of running, &c., is also fixed to meet the exigencies of the 
service and the requirements of the public. That being so, 
the number of passengers carried per car-mile, bused on the 
new mileage, would, I think, be as good a means as it is 
possible to devise, in a-simple form, for comparing one system 
with another. Of course, it would be possible to reduce the 
different equipments, frequency of running, &c., to a common 
standard, but as all these factors are more or less contingent 
upon the number of passengers carried, they may, for the 
purpose of these calculations, be disregarded. 

The following formule show how the resulta aimed at 
migas be obtained. 


Let a represent the total weekly number of flat miles 
travelled. 

Let b represent the total weekly number of passengers 
carried. 

Let c represent the total weekly number of passengers 
carried per flat car-mile. 

Let d represent the total weekly cost of tramway service. 

Let e represent the total weekly cost of tramway service 
per flat, car-mile. 

Let f represent the total weekly cost of tramway service 
per passenger per flat car-mile. - 


Then dja = с = total weekly number of passengers per 
flat car-mile. 
dja == е = total weekly cost per flat car-mile. 
elc = f з= total weekly cost per passenger per flat 
car-mile. 
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My proposal, therefore, in brief, is to reduce in the first 
instance all the mileage to flat miles, and then to work out 
the cost per passenger carried per mile, as shown above, and 
to use the result thus arrived at as a basis of comparison 
with other tramways. Each general manager would then be 
able to see at a glance which tramway undertaking showed 
the best resulta, and would be able to make inquiries into 
the working of such system for the purpose of improving 
his own and bringing it up to the same standard of 
efficiency. 

I should like to add that, since writing the above, I have 
read an article by another writer, in which he points out the 
principal defects to be met in making a satisfactory com- 
parison between the amount of energy consumed per car- 
mile on different tramway systems, and, infer alia, mentions 
gradient as one of the troubles to be contended with. The 
к of gradient is probably the most pronounced of the 

urbing factors referred to, but I think if the suggestions 
I have made were generally adopted on the various tramway 


systems, the difficulty in this respect would to a great 


extent be overcome. 


TUMBLER-SWITCH CONTROLS FOR 
HEATING AND COOKING APPLIANCES. 


By W. PERREN MAYCOOK, M. I. E. E. 


WHILE it is generally admitted that the tumbler switch is far more 
-convenient and more indicative of its position than the turn 
switch, many makers of heating and cooking apparatus still use 
the latter. Perhaps one reason for this is that they are unac- 
quainted with the various electrical types of Messrs. A. P. Lundberg 
and Sons’ three-position tumbler switch, and with this firm's recent 
improvements and developments in switches and circuits for electric 
heating purposes. These are fully dealt with below. 

A disadvantage of certain American makes of turn switch, is 
that the position of the thumb-key cannot be depended upon to 
indicate the position of the switch contacts. Because of this, 
indicating windows have generally to be fitted. These windows 
permit of the entry of dust and grease ; and the lettering in time 
becomes obliterated. Further, it is evident that switches so 
arranged are not of much use at the side of a heater (an oven, for 
instance) which has to be put in a corner with its switches close to 
a projecting wall. Another and more serious objection to these 
switches is that their stated current capacity is a very over-rated 
quantity, particularly for prolonged work. 

One or two of the controls described here are already largely used. 
Most of them, however, are of quite recent design, and it seems 
that they should fulfil many requirements. 


LIST OF TUMBLER-SWITCH CONTROLS. 


ConTROL No. 1 (fig. 1).—The two heating sections Б, B, are con- 
trolled by a series-parallel-and-off three-position tumbler switch. 
The switch is off when its knob is in its central position. When 


[ext Rik 
@ © | [ 
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Knob DOWN 
i Sections 
Knob UP Knob CENTRAL in 
Sections in Series. OFF. Parallel. 


Fig. 1.—OonrTROL No. 1, 


the knob is up the sections are in series, as seen in the complete 
diagram on the left, and the low heat is given. When the knob 
is down the sections are in parallel, and full heat is obtained. 
(Maximum, 10 amperes.) 

CONTROL No. 2 (fig. 2).—Here an extra switch is provided for 
making and breaking the circuit on both poles. Otherwise the 
control resembles No. 1. The on-and-off switch is a single tumbler 
D.P. one, and is the left-hand switch in the diagram. There are 
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Ба. 2.—CoNTROL No. 2. Ета. 3. 


two forms, опе of which resembles fig. 3. The right-hand switch 
in the diagram is а series-parallel without an off position, and 
it puts the sections R, В in series for low heat and parallel for full 
heat. (Maximum, 5 amperes.) 

The covers of the switches should preferably be of porcelain or 
plain brass. That of the left-hand one might be marked OFF ON, 
and that of the right-hand one LOW FULL. 

CoNTROL No. 3 (fig. 4).— Although the fact that both poles enter 
both of the switches in the previous control has not proved a serious 
drawback, it having already been used on many thousands of 
heaters, it may sometimes be objected to. When this is во, a switch 


with se 
two-way-off ("Duplex ) switchee, as shown in the adjacent diagram Н 
this arrangement has the additional advantage of providing for 


No. of No. 
кб Ко cee Degrees of heat. Са Remarks, 

tions. 
1 Two Two (low, full) One 
2 | Two Two (low, full) Two Break at both poles. 
8 Two Two (low, full) Two | Break at both poles. 

(opld.) | (Separate poles in sepa- 
rate switches.) 
4 [Three Two (very low, full) Two | Break at both poles. 
b Two T wo (low, full) One 
6 Two Two (half, full) One 
7 Two | Three (low, medium, full) One | The Twinob switch 
is a combination of two 
in one. 
8 Two | Three (low, medium, full) Two Break at both poles. 
9 Tbree Three (low, medium, full) Two 
10 | Three Three (very m medium,| Two | Break at both poles. 
fall 

11 | Two | Three (low, medium, full) Three | Break at both poler. 
12 | Two | Four (low, 2nd, 3rd, full) Two Ето. 4.—CoxrROL No. 8. 
13 | Three! Four (low, 2nd, 3rd, full) Two Break at both polea. | 
14 | Two | Four (low, 2nd, 3rd, ful) | Two parated poles may be got by coupling and connecting too 


| 


All.but the last three of the above controls are described and 
illustrated herein. These last three (Nos. 12, 13 and 14) are interest- 
ing in that they provide for four degrees of heat with but two or 
three heating sections and two switches. Their common drawback 
is that the manipulation of the switches to give any desired effect 
is not a sufficiently simple matter for domestic use. 


а maximum of 10 amps. 
As the combination gives an off position, the separate D.P. switch 

used in the previous control may be dispensed with, the circuit, 

with the switch off, being as shown in the lower of the two 
The aforementioned coupling would resemble the familiar 
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arrangement seen in fig. 5, but the hardwood base-block, of course, 
would generally be dispensed with. Ж 
CONTROL Хо. 4 (fig. 6).— Here the two switches are of the single- 
tumbler D. P. type, like fig. 3. 
| The left-hand switch puts the current on and off. When tke 
right-hand switch is off. the three heater sections are in series, and 


[EKTRIK, 


Fig. 6.—CoNTROL No. 4. 


give a very low heat. When this switch is on, the sections are in 
parallel, and give full heat. 

: It should be noted that as the right-hand switch never breaks 
circuit, the sparkwear at its contacte is negligible. (Maximum, 
10 amperes.) | 

To render the manipulation of the switches quite clear to the 
user, the cover of the left-hand one might be marked OFF ON, and 
that of the right-hand one Low FULL. 

Modification.— If either arm of the right-hand switch be re- 
moved, the full heat will be that due to one section on full pressure 


Еа. 7.—CoNTROL No. 5. 


and the other two in series ; the.low heat, as before, being given by 
the three sections in series. 

CONTROL No. 5 (fig. 7).—This control is effected by a single two- 
way-and-off ("Duplex") switch. Section b is used only for putting in 


series with a, and the two then give a low heat, the degree of which 
depends on the resistance of b. Full heat is that due to a alone. 
The switch cover might be marked as in fig. 8. (Maximum, 
10 amperes.) | 4 
CONTROL No. 6 (fig. 9).—This control is effected by a single All- 
or-part-and-off" switch, which has three positions, When the knob 
is central, the switch is off. When the knob is up, the two lower 
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DOWN. i UP. 
Fia. 9.—CONTROL NO. 6. 


terminal contacts are interconnected, and one of the sections is 
in circuit. With the knob down, both sections are in circuit, and 
full heat is given. (Maximum, 10 amperes.) 
1f the two sections be equal, half heat will be given with the one 
in circuit, and the cover might be marked HALF OFF FULL. 
CONTROL No. 7 (fig. 10).—In this control, a Twinob switch 
enables three degrees of heat to be got with two unequal heater 


sections a and b. The cover of the switch can be marked as seen 


in fig. 11. If the heater sections be equal, only two degrees of heat 


can be got, but the use of the Twinob is still advantageons, as 


it enablea either or both of the sectiors to be put in circuit. If, 


however, a one or both control only is required with the equal 


EAI 


sections, control No. 6 is preferable, as there is only one switch 
knob for the unskilled person to think about. (Maximum, 
10 amperes per way.) 

CONTROL No. 8 (fig. 12).—This control is an extension of No. 7, the 


Fig. 12.—ContTROL No. 8. 


addition of the single-tumbler D. P. switch on the left (like fig. 3) 
enabling the circuit to be broken at both poles. (Maximum 
10 amperes.) i 

CONTROL No. 9 (fig. 13).—The current is put on and off by the 
single-tumbler D.P. switch on the left (corresponding with fig. 3) ; 
and the connections of the right-hand (" All-or-part-and-off ") switch 
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Fig. 13.— CONTROL No. 9. 


. are such that its three positions give three degrees of heat. When 


its knob is central, there is no inside oonnection between the switch 
contacte, and sections a and b are then in series and give low heat. 
When the knob is up, а is bridged, and b alone is in circuit and gives 
medium heat. When the knob is down, sections ò and c are in 
parallel and give full heat. (Maximum, 10 amperes.) 


Fic. 14.—CONTROL NO, 10. 


CONTROL No. 10 (fig. 14).—The two switches used here are a 
single-tumbler double-pole switch D (like fig. 3) and a series-parallel- 
and-off switch 8. D serves to turn the current on and off. 8, when 
off, leaves the three sections a, b and c in series, and a very low 
heat is given. When the knob of s is up, ö is bridged across by 


pot Ls CC | 
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the switch contact г, and a and c are left in series— giving a 
slightly greater heat. When the knob of 8 is down, contacts y 
come into action, and the three sections are thrown into parallel— 
giving full heat. 

The “manipulating code" is as follows, the knobs of the 
switches р and s being referred to :— 


Current off. D up. s anyhow. 

Low heat. D down. s central. (a, b and c in series.) 
Medium heat. р down. s up. (a and c in series.) 
Full heat. D down. s down. (a, b and сір parallel.) 


The working of the switches by the user of the heater might be 
rendered clearer by the switch cover diagram (fig. 15), which could 
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be in the form of a “Directions” tablet fixed adjacent to the 
switches. It may be noted that the sparkwear at s is negligible, 
since its circuit is never actually broken. (Maximum, 10 amperes.) 

Modifications.—(1) It is possible to rearrange the connections to 
give three sections in series, two in series, and two in parallel. (2)If 
8 be a series-parallel switch without an off position (like that used 
in Control No. 2), the connections may be arranged to give two 
sections in series and three in parallel. 

CONTROL No. 11 (fig. 17).— This control gives three heats with two 
sections, a and ö. The two outer switches are single-way, and the 
middle switch is a series-parallel without off position. The 
following “manipulating code" and the “Directions” tablet 
(fig. 16) should make it clear that the working of the switches to 
get any desired effect is a very simple matter :— 


Off (Т). All knobs up. 

Low heat (II). First knob down. a and b in series. 
Medium heat (III). First and second knobs down. a alone. 

‚ Full heat (ТҮ). All knobs down. a and b in parallel. 


In other words, if—starting from the right the switches be 
numbered 1, 2 and 3. 1 will give the first heat, 1 and 2 the second 
heat, and 1, 2 and 3 the third heat. ' | | 
If the operator strays from these simple directions, no harm is 
done, as there is no possibility of short-circuiting, and nothing 
more than medium heat could be got. (Maximum, 10 amperes.) 


Bailiffs in a Corporation Tramways Office, —At a 
meeting of the Newcastle Corporation Tramways Committee on 
July 25tb, a question was raised as to the accuracy of a rumour 
that bailiffs had taken possession of the tramways office. It was 
admitted that this was correct, and it was explained that it arose 
out of a recent action at the last Newcastle Assizes, in which the 
Corporation were the defendants and lost, judgment being given 
the plaintiff for injuries sustained in a tramway accident. Soon 
after the judgment was delivered the bailiffs were put in, before 
the Committee could make arrangements for the payment of 
the award. The bailiffs, it is understood, were in possession for a 
day, and the matter will be brought before the City Council at an 
early meeting. 


CENTRAL LONDON RAILWAY EXTENSION, 


ON Saturday last the formal opening of the Central London 
Railway Extension to Liverpool Street Station took place; 
a largé party of guests travelled by a special train from the 
Bank Station to Liverpool Street, and there partook of 
luncheon at the invitation of the Central London and Great 
Eastern Railways. Lord Claud Hamilton, M.P., chairman 
of the latter company, presided, and was supported by Dr. 
H. F. Parshall, chairman of the former, and the Lord 
Mayor of London; many distinguished members of Parlia- 
ment, financiers, railway engineers and heads of metropolitan 
and provincial boroughs and district councils were also. 
present. 

After the toast of **'The King,” the Lord Mayor proposed 
* Success to the New Extension," which he said would 
confer benefits upon two classes—the travelling public, and 
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the shareholders, who also deserved consideration ; they had 
expended a quarter of a million sterling on a length of less 
than half a mile, and he hoped they would receive their due 
reward for the great benefits the community would derive 
from their enterprise. 

Lord Claud Hamilton responded, referring to the ** missing 
link," which had so long been needed and had now been 
provided ; he believed it would prove of more value to the 
public than any other extension that һаа been carried out on 
the metropolitan railways, and he attributed the credit for 
it to the enterprise of Dr. Parshall. No payment or rent 
was demanded by the Great Eastern Railway for the admis- 


Sion of the' Central London Railway to their terminus, for 


he believed that benefits would, accrue to both parties. 
À great initial mistake had been made in laying out Liver- 
pool Street Station on a low level; had it been otherwise, 
they could have provided for their vast suburban traffic 
underneath it. However, by co-operation with the Central 
London they would do their best to remedy the error. 

Dr. Parshall, responding for the Central London Railway, 
acknowledged the ccrdial support which that undertaking 
had received from the City of London in every way since its 
inception. The extension had been opened five or six 
months earlier than was anticipated, in spite of the railway 
and dock strikes, and great credit was due to the engineers. 
contractors and staff for this result. The extension was of 
greater importance than appeared at first sight, for while it 
joined them to their colleagues the Great Eastern Railway, 
it also affected their extension to Ealing, where they were on 
equally friendly terms with the Great Western Railway, aud 
would link these two systems together. The extension 
would be opened for traffic on the following day, 
with through bookings from stations on the Great 
Eastern Railway. The permanent way had been 
vastly improved, and the new type, was being extended 
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throughout the whole length of the line, together with 
automatic electric signalling, giving greatly enhanced speed 
and comfort. He hoped the work would be complete by 
the time their junction with the Great Western Railway was 
effected. 


The desirability of a connection with Liverpool Street 
Station was recognised by the promoters of the Central 
London Railway in the earliest stages, over 20 years ago, 
and in our issue of June 28th, 1895, we published a map 
of the intended line, showing its city terminus at Liverpool 
Street ; power was, however, reserved in placing the con- 
tracts to exclude the section beyond the Bank station, and 
this course was eventually adopted. The consequence has 
been that all west-bound passengers arriving at Liverpool 
Street have had to walk the half-mile to the Bank, or make 
use of the omnibuses which run from Liverpool Street 
westwards, and with the advent of the motor-omnibus, which 
could compete seriously with the railway in point of con- 
venience and economy of time, the handicap, no doubt, made 
itself very severely felt. The decision to extend the line 
westwards to Ealing, linking up with the Great Western 
Railway, was also & powerful incentive to the completion 
of the Eastern section, and the establishment of so efficient 
a new connection between East and West cannot fail to be 
productive of great, benefit to the railway and to the public. 

Itshould further be borne in mind that the Central London 
Railway also makes connection with most of the other tube 
railways, and affords ready communication with the various 
tramway routes leading to the north or west. 

The new City terminus is directly under the Liverpool 
Street Station, to which access is gained by means of travel- 
ling staircases, or “ escalators,” the vertical distance between 
the two levels being 70 ft. Communication with Broad 
Street Station of the North London Railway is also provided. 
The extension to Ealing will be completed in about 18 months. 

The adoption of a new type of permanent way, and the 
institution of automatic electric signalling, will increase 
the efficiency and capacity of the line, which already carries 
on the average 125,000 passengers daily. Trains will run 
at intervals of about 2 minutes throughout the day, from 
6 am. to 12.30 a.m., covering the distance of 7 miles 
(between the present termini) in 25 minutes, with 13 stops. 

The construction of the tunnels has been carried out by 
contractors under the supervision of Mr. H. J. Deane, 
resident engineer for the consulting engineers, Messrs. Mott 
and Нау; the installation of the permanent way, electrical 
equipment, &c., has been done by the railway company’s staff, 
under the direction of Mr. E. P. Grove, chief engineer to 
the company, who has also supervised the introduction of 
the automatic signalling system of the Mackenzie, Holland 
and Westinghouse Power Signal Co. 


Conditions at Vancouver.— Mr. C. H. Smith, who was 


for some years attached to the staff of the Acton Council's electricity 
department, and who has emigrated to Vancouver, in a letter home, 
says: — From a business standpoint, one could write much, but, 
briefly, the business here is of a first-class character, and real estate 
has by far the preference. The three large departmental stores 
which can be said to equal Harrod's, Whiteley's, or Shoolbred's. 
are the Hudson Bay Co., Spencer’s, Ltd., and Woodward's Store. 
Besides these there are several large wholesa'e warehouses, which 
deal with various stocks. Thecity has one of the finest street-car 
servioes in the Dominion, and electricity is in very general use by 
reason of its generation by means of water power. The American 
system of town planning has been adopted, with the blocks con- 
taining 100 buildings from street to street. Justtaking & glimpse 
at the conditions of labour as they are at present, one is unpleasantly 
surprieed, after the information supplied by the emigration authori- 
ties in the old country. Within a few minutes’ walk of the Canadian 
Pacific Railway depot, is a general centre for employment agencies, 
and there can be seen from 300 to 600 men who are genuine 
workers seeking employment, and amongst them are skilled 
mechanics and tradesmen. Strikes are very prevalent here, the 
carpenters having just returned to work at $4.25 a day, an increase 
of 25 cente, when the strike was for 50 cents and a “closed shop." 
A general strike of all the building and allied trades is spoken of, 
and this is expected to stagnate the whole business of the city, as 
the whole of the Union men (8,000) will quit, and this means that 
the electricity supply, which is the root of the life of the city, will 
cease. Although two out of every three persons here are English, 
the feeling against the British is such that in applying for employ- 
ment, despite his capabilities, a preference is always given to any 
other man. The method of workmanship is more speedy and less 
thorough than is the case in the old country.” 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


AMENDMENTS, | 


NORWAY.—The Norwegian Department of Finance and Customs 
have decided that double-tube superheaters for steam boilers 
are to be admitted free of Customs duty on importation into 

Norway under the law which provides for the special free 
importation of machinery of a class or kind not made in the 
country. They have also decided to admit free of duty 
under this law carbon brushes for electrical machines. | 


NETHERLANDS.—The Dutch Customs authorities have decided 
that vacuum cleaning machines suited for household use, 
even if driven by electricity, are to be dutiable at the rate of 
5 per cent. ad val. 


TURKEY.—The Turkish Customs Department have issued a notice 
requiring that, in order to facilitate the weighing and 
checking of goods on importation, shippers should mark on 

all packages both the gross and net weights, in kilogrammes. 


RUSSIA.—4A law has been promulgated providing for the amend- 
ment of certain sections of the Russian Customs Tariff, by 
means of which the heading for electric incandescent lamps 
has been divided according to whether the lamps are carbon 
or metal-filament. Under the previous tariff heading, both 
kinds of lamps paid 30 roubles per pood and 60 roubles per 
pood mounted and not mounted, respectively. The following 
is the new classification : — 

Roubles per pood. 


Electric incandescent lampe :—With carbon filaments 


even if covered with metal.—Mounted  ... d 30 

Not mounted ЗЎР АРЕ Й iis us ius 60 
With metallic filaments :— Mounted T M E 65 
Not mounted rae P ; А 90 


Note.—Rouble = 28. 11d. Pood = 36 lb. 


DENMARK.—The Danish Cuetoms authorities have issued the 
following decisions as to the duty to be levied on certain 
goods imported into Denmark :— 


So-called " waterproof electric lamp, the prin- 
cipal material being a globe of uncoloured 
blown hollow glassware in combination with 
porcelain, which is used neither for mounting | 
nor sealing is T và ... 28 Ore per kg. 

So-called " Dictaphone," a kind of phonograph 
talking machine which, in addition to the 
cast-iron base, consists of the phonograph in- ' 
strument itself with wax cylinder and other 
accessories, also of a wooden box, on the top 
of which the phonograph is fixed, and con- 
taining a small electric motor for working 
the apparatus—the electric motor not being 
of sufficient importance to render the whole 
article liable to duty as an electrical 
machine ... ns eae sas . . 70 öre per kg 

Note.—'" Shaving machines,” or  "rubbing-off 
machines," by means of which the Dictaphone 
records are peeled or rubbed off, whether 
with crank handle or with electromotor ... 5 % ad val. 


So-called main switch, both the base'and the 
cover consisting of earthenware, probably 
mixed with asphalt, the two fuse boxes of 
porcelain and metal and the usual ebonite 
button being also visible s "T ... 124 Gre per kg. 


Note.—100 öre = 18, 14d. 


FRANCE.—The French Customs Authorities point out that if 
labels affixed to goods imported for consumption in, or 
merely passing in transit through, France, contain the name 
of a French town accompanied by the name of an English 
town, they must in every case contain a furtber inscription 
stating explicitly the actual origin of the goods, such as 
" importé d'Angleterre." This regulation is made in accord- 
ance with the Merchandise Marks laws, and failure to com- , 
ply with these is liable to heavy penalties. 


MEXICO.—In accordance with the Mexican Revenue Law for the 
financial year, which began on July lst, 1912, the import 
duties on all goods entering the country from abroad will 
be increased by 5 per cent. on and after September 1st next. 
This increased duty will be charged at the ports of entry on 
goods arriving by vessels which reach tbe porta later than 
midnight on August 3lst, and at the frontier Customs 
Houses on goods crossing the border subsequent to that date 
and hour. 


COSTA RICA.—A Presidential Decree which has recently been 
promulgated prescribes a duty of 6 centavos per kilog. for 
nails for railways and tramways, known as spikes. Note.— 
100 centavos = about Is. 10}d.; 1 kilog. = 2°204 lb. 
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NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED.) 


ше eg Mir, V . а э, 
0 on C. a 
Liverpool and Bradford, to whom all inquiries should be addressed. 


16,457. Socket or attachment fittings for rods, tubes, brackets, electric 
and chandelier fittings and the like.“ W. D. Tavrog. July 15th. 

16,40. Method of and means for electrically cleaning certain articles.“ 
G. P. M. Lr: and W. A. Brame. July 15th. 

16,465. '' Luminous electrical and gas switches." G. Mason. July 15th. 

16,478. Telegraphy.“ H.W.8coLLIvAM. July 15th. 

16,475. “ Anodes for use in electrolytio apparatus.“ G. P. M. Ler and 
W. А. Baan. July 15th. 

16,5068. Manufacture of radiators and other incandescent lamps.“ 
V. G. J. NIGHTINGALL, (Convention date, March 19th, 1919, Australia.) 
July 15th. (Complete.) f 

16.547. Power-machine plant." ALLGEMEINE ELEKkTRICITATS-GES. (Con - 
vention date, July 13th, 1911, Germany.) July 15th. (Complete.) 

16,584. ‘*Eleotrical pedal combined with a magneto applicable to railway 
lines.” L. DockLIIxR and H. GuizLov. July 15th. 

16,583. ‘*Rotary magnets." О. Т.-Вгдтнт., (Convention date, August 24th, 
1911, Hungary.) July 15th. (Complete.) 

16,541. “ Body for motor-'buses, electric trams, or similar road vehicles.” 
L. Messervy. July 15th. 

16.549. Trolleys or collectors for electricity.“ 
(Complete.) 

16,568. “ Utilisation of alternating currents and the transformation of such 
currents into single-phase currents.“ O. ZIxGG. July 16th. 

16,582. Electrical windings." FERRANTI, LTD., and P. W. EcHOLEFIELD. 
July 16th. 

16.622. Cable terminals.“ T. B. FARMER and C. L. KoRLSTEA D. July 16th. 
(Complete.) 

16.628. Driving mechanism of lifts.” 
rD., and A. J. BARLow. July 16th. 

16.683. Methods of sealing metallic conductors into vitreous material.” 
BRITISH Тномвох-Носвтом Co., LTD. (General Electric Co., United States.) 
July t6th. 

16,634. ''Protective devices for electric circuits." British THOMSON- 
Houston Co., Lro. (General Electric Co., United States.) July 16th. 

16,664. ''Electric igniters.“ J. G. Соок. July 17th. (Complete.) 

16.671. “Insulating and tensioning device for electric cables." I. Porax. 
(Convention date, April 4th, 1912, Austria.) July 17th (Complete.) 

16,679. Electric telegraphy and telephcny.’’ A. C. Nach. July 17th. 

16,707. Electrodes.” British THomson-Hovuston Co., Lip. (General 
Electric Co., United States.) July 17th. 

16,708. Protective devices for electric circuits." British THomson- 
IHousrow Co., тр, (General Electric Co., United States.) July 17th. 

16.790. Apparatus for testing electrical-measuring instruments." G. 
М№Мовтн. July 17th. 

16,758. Electro-therapeutic appliances for the soles of boots, shoes, and 
the like." G. WILSON and C. J. Witson. July 18th. (Complete.) 

16,761. Electric glow lamps.“ G. Davis, July 18th. 

16,765. © Keyboard-controlled electric illuminated signs for advertising and 
the like.” J. W. Cook. July 18th. 

16,767. “ Appliances for X. ray photography." С. F. THATCHER and Newton 
AND WRIGHT, Lro. July 18th. 

16.779. Electrolysis of alkali oblorides and apparatus therefor.” J. Y. 
Јонхвох. (Badische Anilin ard Boda Fabrik, Germany). July listh. 

16,782. Voltage regu'ators. А. PoLLAR. (Convention date, July 3186, 1911, 
France. July 18th. (Complete.) 

16.790. Circuit connections for alternating - current commutator motors.“ 
BiemMENS-SCHUCKERTWEEKRE G. m. b. H. (Convention date, July 18th, 1911, 
Germany.) July 18th. (Complete.) 

16,806. ‘Electric motor- control systems." British — THOMSON-HOUSTON 
Co., Liv. (General Electric Co., United States.) July 18th. 

16 827. Method for producing electric oscillations or alternating currents." 
W. P. TBHoMrsoN. (Ges. fiir Drahtlose Telegraphie m. b. H. Germany.) July 
19th. (Complete.) 

16.830. Means for and methods of clearing faults on alternating-current 
systems." A. M. Тлүгок. July 19th, 

16,840. „ Storage batteries." W. Осріку. July 19th. 

46.812. Telegraphic transmitters." H. W. Scorr, July 19th. 

16,857. Means for the distribution of electrical energy." M. J. Клп1хв 
and C. E. Gunner. July 19th. 

16,865. '' Method for the production of filament-holders for metal-fllament 
electric inoandescent lamps." М. Влсм, July 19th. (Complete.) 

16,874. Instruments for measuring or controlling the frequency or wave 
length of alternating currents." G. Вківт, July 19th. (Complete.) 

16,885. Process for repairing electric incandescent amps." Е, CeRvENxA. 
(Convention date, July 19th, 1911, France.) July 19th. (Complete.) 

16,886. ‘Electric arc lamps." Е. A. O, Вагмои. (Convention date July 
'28th, 1911, France.) July 19th. (Complete.) 

16,906. '' Telephone exchange systems." W. AITKEN. July 20th. 

16,997. Arc projectors." KORTING & MATHIESEN AxT.-Gzs. (Convent on 
date, December 37th, 1911, Germany.) July th. (Complete.) 

16,988. “ Regulating switch." F.C. Curtis. July 20th. (Complete.) 

16,952. “ Apparatus for economising current in electric plante." A. BISCHOFF. 
P. WALBERT and G. Lecoca. July 20th, (Complete.) 

16,954. Alkaline secondary battery or accumulator.” A. B, BHELL, July 
20th. (Complete.) 

16,960. Ovens and the like." BRITISH ELECTRIC TRANSFORMER Co., LTD., 
A. F. BERRY and M.A.V.Lonpon. July 20th. 

16,9688. Electric primers for mines." J. Бос. (Convention date, July 21st, 
1911, France.) July 20th. (Complete.) 

16,965. Wolfram or tungsten filaments for incandescent electric lamps," 
EnnicH & GRAETZEZz. (Convention date, July and, 1912, Germany.) July 90th. 
(Complete.) 


L. J. TzroW. July 16th. 


ELrcTRoMoTOR EQUIPMENT Co., 


Prosecution.— Robert Howard, Park Street, Crosshill, 
pleaded guilty at the Dunfermline Sheriff Court to having, while 
employed as an authorised shot firer in Benarty Pit, neglected to 
couple up an electric cable to a charge about to be fired, and 
neglected to see that all persons in the vicinity had taken proper 
precautions, Sheriff Umpherston imposed a fine of 158., with the 
alternative of five days’ imprisonment, 
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PUBLISHED SPECIFICATIONS. 


Copies of any of the cations in the foll Hist may be obtained 
of Мизаря. W. P. ompson & Co., 985, O., and ad 


High 
Liverpool and Bradford ; price, post free, 9d. (in stamps). 


1911. 


Evecrro-Maonetic BwircHES, W. E. Lake. 
Heating Co.) 10,841. May 4th. 

INSTALLATIONS FOR WIRELESS TELEGRAPHY, G. Marconi and Marconi's Wire- 
less Telegraph Co. 18,020. May 30th. 

TERMINALS FOR ELECTRIC STORAGE BATTERIES. 
Light and Heating Co.) 13,299. June 2nd. 

TELEPHONE Systems. W. H. Deniman. (Automatic Electric Co.) 16,188. 
June 78th. 7 

DvwNAMO-ELECTRIC MacHrwms. J. S. Priestley and Н. Aldred. 15,890. July lst. 

EERTE Liouts. General Composing Co. Ges. 15,474. July 8rd. (July 

th, 1910. 

BELLS FoR SIGNALLING FunRPosks. Westen Electric Co. (Western Electric 
Co.) 15,568. July 4th. 

EUBSCRIBERS’ SENDER MECHANISM FOR AUTOMATIC TELEPHONE Systems. Tele- 
роо ирите Fabrik Е. Zwietusch & Co. Ges. 16,569. July 4th. (July 

WIRELESS SIGNALLIKG. J. Erskine-Murray. 15,718. July 6th." 

PRODUCTION oF METALS FROM THEIR ORES, J. Hürden and Electric Furnaces 
and Smelters, Ltd. 15,824. July 7th. 

APPARATUS FOR OPERATING VALVES AND ELECTRIC Switcues. A. E. Lambkin 
and Е. Mead 17,809. August 4th. 

MaGNETO-IGNITION APPARATUS. С. & E. Fein (firm of), 20,019. September 8th. 
(January 14th, 1911.) 

IxsvLATING Compositions. British Thomson-Houston Co. (General Electric 
Co.) 21,987. October 5th. 

METHOD or APPLYING AND APPARATUS FOR THB PRODUCTION OF INTERMITTENT 
X-Rays FOR THE TREATMENT OF Dexp-BEATED Parts. K. Schall. 27,227. 
December (th. 

ELEcTRICALLY-OPERATED CRANES OR OTHER RAISING on LOWERIND MACHINERY. 
B. Thomas, E. Thomas and E. M. Holme. 16,806. July 24th. 

APPARATUS FOR PRODUCING A PERFORATED PAPER SLIP BY ELECTRIC CURRENT 
ImpuLars. H. Bille. 20,810. September 20th. (April ?th, 1911.) 

BunGLAR-ALARM Devices. A. Bing. 21,262. September 96th. 

SysSTEMS OF ELECTRICAL DISTRIBUTION EMPLOYING ROTARY CONVERTERS. Siemens 
Bros. Dynamo Works, Ltd., and H. D. Cook. 21,687. October 2nd. 

SELECTING DEVICES FOB TELEPHONE Systems. Siemens Bros, & Co. (Siemens 
and Halske Akt.-Ges.) 92,804. Cctober 16th. (March 7th, 1912.) 

Miners’ ELECTRIC Sarety Lamps. Н. F. Atherton. 26,416. November 18th. 

FIELD MAGNETS FoR MULTIPOLAR DynaMo-ELEcTRIC MACHINES HAVING EXTERNAL 
BTATIONARY ARMATUBES. E. Volkers. 29,161. December 28th. (January 
$1st, 1911. Addition to 29,160 of 1911.) 


(United States Light and 


W. E. Lake. (United States 


1912. 


INTEGRATING ELECTRIC Meters, S. G. S. Dicker. (Chicago Electric Meter Co.) 
1,071. January 28rd. 


GENERATION OF ALTERNATING CURRENTS. K. Zickler and P. Czepek. 6,551. 
March 5th. (March 151), 1911.) 

ELEC1RO-VNEUMATICALLY-OPERATED BRAKES, W. V. Turner. 8,169. April 4th. 
(July 18tb, 1911.) 

VorT.RkoisTERINO Devices. E. Parker. 217. January 8rd. 

INTERRUPTER Fon ELECTRIC IGNITION OF INTERNAL-COMBUSTION ENGINES. 
Bloxam, (Firm of Robert Bosch.) 4,699. February 24th. 

INSULATORS FOR TELEGRAIH, TELEFHONE AND OTHER ELECTRIC WIRES AND 
CABLES, T. Taylor. 6,054. February 2fth. 

SparkixG PLvGS. W. A. Harber. 6,162. March 12th. 

E LK CTI CALI y- FinTD CARTRIDGES. Soc. Peuble et Биги. 6,998. March 13th. 
(March 25th, 1911.) 

IeniTION DEVICES FOR I&TERNAL COMBURTION ENGINES WITH A SYMMETRICAL 
ARRANOFMENT OF CYLINDERS, M. C. Brenot. 6,267. March 16th. (March 
‘lst, 1911.) f 

SELFCTIVE ELECTRIC CIRCUIT FIGNALLING ON OartNiBUS Circuits. G. H, Crook. 
6,639. March 181. (Addition to 8,288 of 1611.) 

Exrectric Авс L'anas. General Compcsing Co. Ges. 8,907. April15th. (July 
4th, 1910. Divided applicaticn cn 15,474 of 1911. July 8rd.) 

Execreo.rric Process, C. J. Reed. 9,612. April 28rd. 


A.G. 


Electric Brakes.—Transport appliances used in con- 
nection with the movement of material through a factory generally 
answer their purposes very effectively, and are liable to be regarded 
as automatic machines which require no skilled attention ; this 
particularly applies to the small winches and hoists which are used 
for rapid transport or haulage purposes, and which are frequently 
situated in somewhat inaccessible places, making inspection very 
difficult, In most of these appliances, in order to stop the motor 
and therefore the gear promptly after the current has been inter- 
rupted, there is usually a small solenoid-operated brake which 
applies itself to a revolving drum as soon as current is cut off, and 
hence stops the gear at once. It is advisable to inspect these brakes 


‘very frequently, inasmuch as quite apart from ordinary wear, there 


is a considerable amount of danger of excessive wear being estab- 
lished due to the following cause, if judicious overhaul is not fre- 

quently made. It will be noticed in a good many of such winches 
that the surf of the drum on which the brake shoes press may 
become very much worn and scored, and any roughness or 
inequality of this nature not only depreciates the life of the hoist, 

but makes the smooth working of the brake gear almost impossible. 

This particularly applies to cases were the brake blocks are of cast- 

iron. Where such scoring is noticed the brake blocks should be 

taken down, and it will probably be found that there are some 

very hard spote in the casting. These are very frequently formed 

by the chilling effect which occurs during the casting of these 

blocks, and hence care should be taken to avoid castings which 

contain these local chills, inasmuch as they act almost like a lathe 

tool and score the drum surface. A considerable amount of wear 
could be traced to this cause, which therefore should receive special 
attention. | 
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THE BRAY EXPLOSION. 


INFORMATION is now available with regard to the recent 
disastrous explosion of a compressed-air reservoir at Bray, 
Ireland. In a Diesel engine plant there are starting reser- 
voirs of compressed air which need not contain what we may 
term the Diesel pressure of 500 lb., and there are fuel 
injection cylinders of compressed air which may carry a 
pressure as high as 800 lb., so as to furnish air capable of 
injecting oil into the compressed air in the engine cylinder at 
500 lb. Sometimes it may happen that these air stores be- 
come depleted, when, according to the makers’ instructions, 
they may be recharged with carbon dioxide gas or 
oxyyen, bottles of which are usually on sale containing 
the gases at very high pressures. It appears that at 
Bray on July 7th the starting air was lost, and it 
was made good from a 40-ft. oxygen cylinder to a 
pressure of 350 lb., and at the same time the 
pressure in the blast cylinder was raised from 350 lb. to 
700 lb., so that apparently this reservoir had also been 
depleted. 

The information to hand does not make it clear whether 
the starting reserve was very far run down, for, though it is 
said that the starting air was lost, only “а little" oxygen 
was let into one of the starting receivers. It would then 
contain an air very rich, at least, in oxygen and capable of 
producing more than usually violent combustion. It seems 
certain, however, that the blast reservoir pressure was doubled 
by addition of oxygen, and therefore, in place of atmospheric 
air with one-fifth its volume of oxygen, there was a mixture 
containing about six-tenths of its volume of oxygen; this, 
shooting into an already richly oxygenated air, would pro- 
duce very rapid combustion of the sprayed fuel, and possibly, 
but for the Diesel principle of protracted fuel entry, there 
might have been worse results. Mr. McDonnell’s report, 
which we print elsewhere in this issue, states that the fuel 
valve on the cylinder of the engine exploded, and the flame 
“ burst along the blast pipe and reached the blast receiver, 
which Men (sic) also exploded. But if the receiver had 
contained nothing but oxygen, it should not have exploded. 

Are we to infer that when the fuel valve burst it only 
burst internally, and that the explosive and flaming blast 
carried some oil forward to the receiver, where it was 
exploded by the oxygen? It must have been burning, or 
how could the oxygen cause explosion ? 

Messrs. Ross and Lilly speak of the enormous pressure that 
would be generated in the engine cylinder, the ignition, by 
the flame, of fuel at the fuel valve, and the transmission of 
the explosion to the blast air receiver, which exploded—** pro- 
bably due to a rich mixture of nearly pure oxygen and oil 
vapour in the cylinder." But again, this is no explanation, 
How came there oil vapour in the receiver? Its presence 
geems to be taken for granted, but not & word is said as to 
how the oil got there. This receiver never should 
have oil vapour in it, but this report reads almost as 
though its authors regarded the oil vapour as properly there, 
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and the oxygen as the dangerous interloper. Without excess 
of oxygen the oil might be exploded; without oil the 
oxygen would be as inert as nitrogen. 

The report of the National Boiler Insurance Co. informs 
us that the explosion consisted of the development of 
explosive energy —a truly marvellous explanation, but little 
satisfying—*' apparently . . . owing to the combination of 
the oxygen in the blast receiver with oil in the receiver or 
its passages.” Again the assumption of oil, without any com- 
ment on its presence or any hint as to the wrongness of its 
presence. 

Without & personal examination of the wreck, of the 
details of design, and of the general arrangement, it is not 
possible for us to say with confidence how the oil did get into 
the high-pressure air receiver, if it really was there. 

It is stated that oil may get into the air receivers from the 
air compressors, being carried over as vapour by the air 
which, of course, is hot as it leaves the compressor. But it 
is not likely that it would remain vaporous in the cool 
receiver. It would condense again, and certainly in the 
present case it is unlikely that oil vapour was present, 
for the receiver was not filled from the compressor, which had 
been standing with the engine. The fuel used at Bray has 
been crude Texas oil, but paraffin was used at times of 
starting up after long. stoppages or dismantling. 

Had the fuel valve burst into the atmosphere it would 
have let out the contents of the receiver; the cylinder 
pressure could not then have blown oi! against the 800-lb. 
pressure. So let it be assumed or admitted that the heavy 
pressure in the cylinder destroyed the fuel valve internally 
and left an open pipe between the cylinder and the blast air 
vessel. This open pipe was fatal. Granting that flame and 
oil were forced into the receiver, this would be ample to 
account for the explosion. Even if flame alone reached 
the receiver, the heat addition would raise the pressure in 
this, and it might explode. 

The root cause of the trouble was undoubtedly the oxygen. 
If blast-furnace gas, which will hardly burn under a steam 
boiler, will ignite certainly, regularly and explosively, when 
under compression in an engine, will not compressed oxygen 
be also far more energetic than when at atmospheric pres- 
sure? Even without pressure beyond the atmospheric, 
oxygen is far more active than air, which is a 20 per cent. 
mixture only with nitrogen. 

Surely oxygen was a dangerous gas to employ as a starting 
medium. The engine cylinder, if oxygen was so used, ought 
to have been allowed to make one exhaust stroke before fuel 
was admitted. The fuel should only have been admitted 
into air. Let it be allowed that the cylinder pressure 
depends upon the amount of oil injected, and that the pro- 
tracted injection prevents explosion, and that there is only 
continuous burning ; then an excess of oil would consume 
all the oxygen contained in a cylinderful of air. But, given 
a cylinderful of oxygen or of an over-rich mixture of oxygen, 
and combine with this an excess of oil—the pressure 
that would ensue would be disastrously high and might well 
burst through the fuel valve and send flame and oil into the 
high-pressure receiver, there to do further mischief. The 
oil sprays into a Diesel cylinder are not copious, and therefore 
a little extra oil might mean much by way of high pressure 
in a rich atmosphere. Then, again, is there information as to 
the condition of the cylinder in respect of lubrication ? 
Engineers in charge are very prone to flood a cylinder with 
lubricant at the time of starting. With a hot oxygen flame 
and plenty of surplus oxygen, may it not be fairly inferred 


that such excess of lubricating oil could do the mischief by 
burning in the presence of hot oxygen ? 


While the fundamental cause of the trouble was apparently 
the use of oxygen, it is very probable, as indicated above, that 
this alone could not have caused excessive pressure in the 
engine cylinder. A definite charge of oil only contains во 
many heat units, and the oil only enters the cylinder as the 
piston moves, and can only cause so much increase of pressure 
of the charge, whether that be air or oxygen. This seems to 
be indisputable. There must, therefore, have been an excess 
of oil forced into the cylinder, and owing to the unfortunate 
coincidence of an excess of oxygen, more heat units were 
generated ; the pressure became excessive, the fuel valve 
failed, and, driving a plug of oil in front of it, the flaming 
blast rushed into the blast vessel, where the plug of oil was 
violently sprayed and ignited by the following flame, in this 
vessel containing 60 per cent. oxygen. 

The moral is that oxygen, perhaps safe enough under the 
normal conditions of a small oil injection, contains serious 
elements of danger when fuel conditions are abnormal, and 
it should not be used. Carbon dioxide gas does not appear 
to have any such risks: indeed, an engine might hardly be 
expected to make a start with it until at least one exhaust 
stroke had cleared the cylinder and allowed air to enter for 
compression as the working charge. As engines of the Diesel 
type become more numerous it may be expected that bottles 
of compressed air will become available for charging empty 
receivers. The users of Diesel engines can hardly be 
blamed, for makers are usually very chary of exposing 
their wares to improper stresses ; but they should now be 
warned against such uses of oxygen. 

In view of the liability of losing the air store of a Diesel 
plant, it seems desirable that there should be some small 
independent air compressor for recharging purposes, such 
compressor to be driven by a small gas or petrol engine, an 
easily started oil engine, or by an electric motor from a 
storage battery or other reliable source. 

Another point that may be put is that, between the engine 
and the blast air vessel there ought to be placed, in the 
course of the blast air pipe, a reflux or retaining valve 
which would prevent the possibility of any blow back into 
the blast vessel. Had such a valve been present at Bray 
the air vessel would not have exploded. But even bad this 
air vessel not burst, the destruction of the fuel valve 
might have permitted an excess of oil to reach the engine 
cylinder, and there might still be risk of destroying the latter. 
Thus, no matter how the blast air vessel may be safeguarded 
by a retaining valve, this will not safeguard the engine, and 
therefore oxygen ought not to be employed. 

Incidentally, engineers in charge of Diesel plant might 
with advantage satisfy themselves that oil cannot creep by 
gravity from the fuel valve to the blast air container. If 
there is a fall to the container, there should be a sump in 
the course of the blast pipe with a pet-cock for discharging 
guch creep. | 

In conclusion, we are writing after the event, and we 
wish to make it clear that our remarks are not intended to 
cast any reflection whatever upon the management of the 
Bray electricity works. Mr. Sowter, who has sustained во 
shocking a misfortune, was acting upon the instructions of 
the makers of the engine, and cannot be held responsible 
for the accident. Our aim is rather to prevent a recurrence 
of such a disaster than to reproach anyone for its occurrence. 


For several years past the electrical 


ee industry in some of its sections bas been 
ntroversy: ae ae i 
An Appeal to 85 8 hotise divided against itself. Rate 


aided competition with the private elec- 
trical contractor compelled the latter to 
strengthen his organisation, and scour the country estab- 
lishing a fighting fund with which to fight supply 
station engineers and their committees, contest the legality 
of municipal operations in the Courts, and so on—and 
with what result? The supply authorities fighting 
with public money for the maintenance of departments 
which were calculated to injure the private trader, 
and for the securing of further powers, have had to eat 
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humble pie. Not only the spirit of the contractor and iron- 
monger, and all other trading interests dependent upon the 
initiative of the private business man, has been active in its 
nostility, but the Courts have decided against undue trespass 
upon private ground, and in Government quarters there is 
no sympathy with excessive municipal ambition. As we 
have said again and again, the ambitions of the supply engineer 
are easily understood in these days when commercial 
development is an imperative necessity, and we can quite 
understand that the failare of a contractor to show enter- 
prise in a district might hamper the electricity supply 
department, but, these things notwithstanding, we shall 
deplore the dawning of the day when the mere desire for 
success of a public department shall be allowed to trample 
on the fundamental principle of the rights of the private 
trader. Wé have no desire to repeat the old arguments with 
respect to this question. Our readers are not strangers to 
our policy—we have expressed it plainly in respect of the 
Leicester case, and on other occasions, and we have urged 
repeatedly for the putting an end to this disagreement in 
the interests of the whole industry. Surely there are 
amongst us, either in the sections concerned, or else acquainted 
with them, though not actively engaged therein, men who can 
sit down and dispassionately and judicially define the 
legitimate sphere of the contractor under a given set of 
circumstances, and the legitimate sphere of the supply 
authority. We doubt whether this quarrel will ever be 
permanently settled by the contractor or by the supply 
man without the assistance of some other party. 
Compromise and co-operation there will have to be, but we 
are inclined to doubt whether, after all that bas passed, the 
two parties will, in conference, be able to draw up a scheme 
acceptable to both sides, for the good of the industry, and 
likely to receive the sanction of Government departments. 
Each side has its own ends to serve, and give and take are 
inevitable, but a strong and diplomatic presiding genius is 
needed to hold the balance. The subject has been 
threshed out till everybody is weary of it. Let there, 
then, be a renewed effort on the part of both contractors 
and supply men to come together" in regard to main 
points and let them enlist the assistance of some public- 
spirited independent mind as an arbitrator or as a 
guide, so that we may have peace in the interests of 
the entire electrical industry, not constant internecine 
wasteful strife between sections, which really is good 
for nobody. The time is ripe for action. The Courts 
have shown that in cases municipalities have exceeded 
their powers, a Parliamentary committee has given its 
decision, as reported on another page to-day, on the side of 
the contractor, and the I.M.E.A. further powers Bill is not 
forward at present. We suggest, then, that tlie conference, 
which a year or so ago met in London, and from which some of 
us expected so much, but which ultimately dispersed without 
any good result, should mect again immediately the holiday 
vacation is passed, in the hope that a new serious determined 
effort may be made, so that the wound may be permanently 
healed and the wasting process may terminate. 


IN oommercial circles the views of the 
producer must still have weight, in spite 
of the modern doctrine that administration belongs to the 
consumer—the non-productive consumer for choice. It is, 
therefore, interesting to note the résumé of the copper 


Copper. 


position given by Major F. Johnson, chairman, at the 


meeting of the Falcon Mines, Ltd., held on August 1st. 
This gentleman considered that the world's output of 
copper had far from kept pace with the ever-increasing 
demand, and pointed out, in support of this theory, 
that, whereas 15 years ago the total output of copper 
was under 400,000 tons, and the price (average for 
the year) was only £49 10s., yet in 1911, with 
more than double the output the average price was 
£55 168. Again, during the 10 years 1890 to 1900 the 
average price of copper was £50, while for the 11 years to 
the end of 1911 the average was over £65, and for the pre- 
sent year the average has been over £70, and this is not 
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remarkably high, comparing it with the £86 10s. averag 
for the two years 1906-7. The encouraging inference (for 
the electrical world) was drawn that frequent strikes 
amongst railway and transport workers will hasten the 
conversion of railways to electrical working. Increased 
knowledge of the earth's surface was instanced as rendering 
the discovery of more high-grade mines less likely. 

The conclusion to which the chairman of the Falcon 
Mines arrived was that the prospect of a permanent reduction 
in the price of copper is remote, and that all indications are 
in favour of a maintenance of the present rate. The deduc- 
tion that railway electrification will be hastened by coal 
strikes appears perfectly sound, especially in countries where 
water-power is available. If, however, the price of copper, 
which would also be affected by transport strikes, should rise 
to inordinate heights, the question of aluminium conductors 
would enter into the financial considerations so far as trans- 
mission is concerned. 


ENGINEERING changes are proceeding 
at a considerable pace in the Rand district 
of South Africa. In the gold-mining 
industry low working costs and maintenance charges are 
everything, and during the past year the change from steam 
to electric winding has practically been completed, the power 
being obtained either from the power company or the mine 
generating plant. 

According to Mr. F. H. Davis in his valedictory address 
as President of the South African Institute of Engineers 
(published in the Souilh African Mining Journal), the fears 
which were entertained by many as to the effect of the 
change have proved groundless, and the users find that they 
can get results with the electrical winders which they were 
unable to secure with the older system of working. The plan 
of granting certificates after examination for efficiency either as 


South African 
Progress. 


electrical or mechanical engineer is now in full force. As 


three certificates are compulsory before employment can be 
given in responsible positions, the result is that a higher 
standard of competency has been reached with correspond- 
ingly improved efficiency. This is seen all round, not alone 
in electrical developments but also in the intelligent use of 
compressed air, which is now being distributed from central 
points to the various mines on a metered basis just like elec- 
trical energy. Hot bearings and minute leaks are now 
sought for, and at once eliminated—a welcome change from 
old-time methods. Another direction in which progress is 
being made in the Transvaal is in the establishment of iron 
and steel works. One such is already in successful operation, 
turning out 20 tons of finished products per day. Rounds, 
squares, flats and angles in both iron and steel, as well as 
rails weighing up to 20 lb. per yard, are now being manu- 
factured locally, so that it may not be long before home 
exports of these articles are affected. 

In view of the Johannesburg municipal gas engine fiasco, 
and the consequent set-back in local confidence in this 
method of utilising energy, it is noteworthy that a 400-H.P. 
producer gas plant has been installed at the Groenfontein 
Tin Mine. It has been at work for some months, and is 
giving the very best results, vindicating to a great extent 
the reputation of the gas engine in that district. This plant 
uses all classes of local bituminous coal, and is probably only 
the first of many such installations. 

Altogether the past year bears witness to the engineering 
ability at work in the Rand district of South Africa, and the 
results justify the optimism as to the future which is apparent. 
on all hands. 


Newcastle-under-Lyme Electricity Supply. — In 
presenting the annual report of the Electricity Committee 
to the T.C., Alderman Myott stated that a profit of £535 had 
been made. The Committee had wiped off all capital expenditure 
other than that sanctioned by the L.G.B., and had also some 
money in hand towards proposed extensions at the works. 

The T.C. has reduced the price of current for power as under :— 
Up to 2,500 units per annum, 24d. per unit; 2,500 to 5,000, 2d. ; 
5,000 to 7,500, 12d.; 7,500 to 20,000, 14d-; with a discount of 
5 per cent. for 10,000 units and over. 
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ELECTRO-HYDRAULIC POWER FOR 
STEERING VESSELS. 


THE application of electric power to steering gear, in order 
to dispense with steam auxiliaries entirely, has received the 
attention of many firms interested in ship design. One of 
the latest achievements in this direction is the equipment of 
the steamship Orama with an electro-hydraulic steering gear 
made by Messrs. John Hastie & Co., of Greenock, according 
to the Hele-Shaw-Martineau patents. This gear is the 
result of experiments which have been carried on for the 
last geven years, und one of the conditions which the makers lay 
down as being essential to reliable operation is the use of a 
continuously-running electric motor, protected from shocks 
upon the rudder from the sea, which transmits its power by 
means of à pump and hydraulic cylinders attached to the 
rudder stop. The pump has to be so arranged that its flow 
can be instantaneously stopped or directed by the steersman 
to either of the hydraulic cylinders operating the rudder. It 
is claimed that gear of this description combines reliability 
with great economy of running cost over other forms of gear. 
In steamers where a lighting set is at work all day, the extra 


Ета. 1.——DiAGRAM OF HgLESBAW-MABRTINEAU SYSTEM, 


steam required for the steering power is imperceptible. The 
gear gives extreme sensitiveness and quickness of action, 
enabling a very straight course to be steered, which indirectly 
saves coal to the ship; there is also great economy of space, 
combined with simplicity of construction, and the gear is not 
noisy in working. Fig. 1 shows the general lay-out of the 
gear; A is the tiller fixed to the rudder stop, and B, and в, 
are the hydraulic cylinders and ram operating the tiller by 
means of the cross head: c is the specially devised Hele- 
Shaw pump driven continuously by the electric motor D: E 
is a spindle controlling the operation of the pump, and this 
is so arranged that in its mid-position no flow of liquid takes 
place, although the pump is running. If it is pulled out 
from the pump, liquid is drawn from pipe F, and cylinder 
Bi, and propelled down pipe F, to cylinder B, If the spindle 
E is pushed in, a reverse flow of liquid takes place. G isa 
floating lever coupled at about its middle point to the spindle 
E while H is connected to the control shaft or telemotor, 
this connection being fixed at one end to the lever с whose 
other end is connected at K to the tiller through the medium 
of lever L. It will therefore be seen that when н is moved 
it moves G and the spindle R and liquid flows at once to one 
ram, and the rudder is operated. The tiller in moving 
displaces the point K of the floating link G owing to the 
action of lever L, and by doing so, returns the spindle E to 
its mid-position. When this occurs the rudder stops and is 
held until H is again moved. At M will be noted a 
by-pass valve, so arranged that should the rudder be sub- 
jected to any severe shock from the sea, the stress will be 
relieved at а predetermined value and the rudder will give 
way. In doing this, however, it will move the spindle E and 
the pump will immediately return the rudder to its previous 
position. Leakage from any point is taken back toa small 
tank, and is returned to the system through a non-return 
valve on each cylinder. The whole system is thus self- 
contained and is charged with oil, preferably turbine oil, 


instead of water, and in this way perfect lubrication of all 


working parts is ensured, and temperature effects are 
eliminated. 

The central feature of the above arrangement is, of course, 
the pump, and this has a high efficiency derived from simple 
mechanical contrivances, which can best be explained with 
the aid of the diagram in fig. 2. "This represents diagram- 
matically a sectional view of the pump, in which A is the 


D 


Fic. 2.—SECTIONAL ELEVATION OF HELE-SHAW PUMP. 
Position full stroke ; Suction through 4, Discharge through р. 


containing case forming the framework and support for the 
bearings. Within this is a cylinder body b b, revolving 
centrally with the containing case, and from which radiate 
а number of working cylinders attached to it. It revolves 
on a hardened steel circular shaft с с, and in this shaft аге 
inlet and discharge ports occupying a little less than half 
the circumference. The incoming and outgoing oil 
poe these ports by means of the passages p and g in 
the shaft. Sliding in the working cylinders are a number of 
plungers with their free ends pointing inwards towards the 
shaft, and a circular frame or guide ring d d acts as a guide 
for the outer end of the slippers which are attached to the 
plungers. This guide ring, which is capable of being placed 
eccentrically to the cylinder body, is supported from this 
body by the projecting guide e e, which is connected to the 
spindle shown in fig. 1. The cylinder body is supposed to 
be rotating in the direction shown by the arrows, and the 
slippers at the end of the plungers are maintained in contact 
with this guide. It will be seen that if the ports are suit- 
ably arranged in the central supports c с, oil will enter the 


Fic. 3—DIAGRAM OF Brown HYDRAULIC GEAR. 


cylinders, will then pass below the central line z y, and will 
be discharged again from the cylinders while they are 
travelling above it. In this case, the circular passage p 
becomes the outlet passage for the oil, while the passage 4 
will be the supply passage. Now, supposing that the guide 
ring d d is moved horizontally throughout the stroke, and 
the projecting guide e e is in exactly the opposite position, 
and the direction of rotation of the cylinder body is 
unchanged ; then by the same process of reasoning, the 
movement of the oil will be reversed in direction. In this 
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way, the liquid is reversed in direction of flow, and, there- 
fore, the gear driven by it is reversed without any change 
being made in the rotation of the pump itself, and of the 
electric motor driving it. This reversal is effected without 
shock no matter how rapidly the mechanism may be moved, 
because the guide rings pass gradually from one extreme posi- 
tion to the other, through the central, in which no movement 
of the plungers takes place. Moreover, it will be seen that as 
the guide ring is moved a variation takes place in the 
volume of oil swept out by the pistons or in the rate of 
delivery to the pump. This is most important because, 
assuming that the motor operating the pump always exerte 
the same effort, and that this effort is converted into energy 
of moving oil by the pump, then evidently as the stroke or 
capacity of the pump is diminished as it approaches the 
central position the effect of leverage on the pump is in- 
creased, and hence with a diminished volume of oil moved, 
there is a corresponding increase of pressure upon it. 
From this it is evident that the pump is remarkably well 
adapted for steering-gear work, as it generally runs in its 
central position, and the slightest movement of the helm 
finds the pump in a position in which it is capable of exert- 
ing it& maximum effort. Since it is in this position that 
the inertia of the rams and rudder has to be overcome, and 
since pressure in the pump rises instantaneously, the effect 
is that there is almost instantaneous response of the rudder 
to the slightest movement of the steering wheel. This 
gear, therefore, as fitted on the Orama and other vessels, 
has been found in practice to give most excellent results. 

Turning now to another form of electro-hydraulic gear, 
which has been experimented upon by Messrs. Brown Bros., 
Ltd., of Edinburgh, and which promises to give good results, 
the source of power is again electric. The main idea is that 
the work which the electric motor has to do will be con- 
stant when the steering gear is being moved, as the amount 
of fluid per second discharged from the pumps operated by 
the motor multiplied by the pressure of the fluid will be 
practically constant. The pressure water or oil moves the 
rudder head by means of two ordinary rams of the usual 
type. The motor is a constantly running one, so that there 
is no starting and stopping in connection with it, and no 
Switches or resistances are required, except the usual starting 
switch. If desired, the motor can have one, two, or more 
different speeds, the fastest being used when the ship is in 
narrow waters or docking, and the slowest being resorted 
to when the vessel is out at sea clear of all land and 
traffic, and only slow movements of the rudder are required 
to keep the ship on its course. As the whole of the parts 
will be seen to be ordinary mechanical details without 
requiring any special knowledge or tools to manufacture, 
there is nothing about the gear that is of an experimental 
or doubtful nature, and as a special oil is used the friction 
wear and tear is very little indeed. 

The mechanism can be best understood by reference to 
fig. 3, a skeleton diagram showing the arrangement of the 
hydraulic transmission gear. The pump mechanism supplies 
fluid variable in amount or pressure to the necessary 
hydraulic ram, or rams, on the steering apparatus, and 
varies the pump delivery, while means are provided for 
maintaining a constant torque resistance in the driving 
shaft with & varying pressure in the transmission system. 
The arrangement consists essentially of two crankshafts 
arranged side by side, the first being fixed in position 
and operated by the motor, while the second is movable 
radially with respect to the first, and is driven by igearing 
from it. 

The cranks engage with slotted cross heads, which have 
on them guide blocks sliding at their upper and lower ends 
in boeses placed in fixed brackets. These parts are in 
duplicate. Below them are blocks mounted so as to move 
with these cross heads, which engage slots in the outer ends 
of floating levers, which are pivoted at their centres upon 
the piston rods of two pumps. The fixed crankshaft is 
driven through a pinion A and gear from a shaft coupled 
to the motor. On the two crankshafts referred to above, 
one fixed, and the other movable, are similar pinions B and 
C which both gear with an intermediate pinion p, the shaft 
of which, connected by toggle links E, F, with the two crank- 
shafts, must at all times remain in gear with the pinions 
on the crankshafts. The movable crankshaft is carried in 


blocks sliding in guides. Hence, if the intermediate pinion 
be moved downwards, the movable crankshaft will be forced 
laterally outwards in these guides by the toggle links, and 
the cranks will be altered in phase one to the other. If 
they move synchronously and in phase, so moving the 
floating lever K L bodily up and down, the full stroke of 
the pumps will be given, but when a certain point is 
reached in the downward movement of the intermediate 
pinion, the cranks will move in opposition, and the floating 
lever will be rocked on the pivot without moving the 
pump. The stroke of the pump will therefore vary between 
those limits in accordance with the position of the inter- 
mediate pinion. 

This pinion may be adjusted in position by hand, but 
preferably it is automatically adjusted in the system, and 
with this latter arrangement there is maintained automatic- 
ally a constant torque resistance in the shaft driven by the 
motor, in spite of the fact that the pressure in the trans- 
mission system varies. In order to effect this the spindle 
of the pinion is connected by links with a lever pivoted 
upon fixed brackets, and connected by links with the 
piston rod of a hydraulic cylinder, which is connected 
to the pump delivery, and is loaded by a spring whose 
tension can be adjusted. As the pressure in the pump 
delivery rises the piston, or ram, in this cylinder rises also, 
compressing the spring, and thus moving the link work so 
as to adjust the intermediate pinion described above, so as to 
shorten the effective stroke of the pumps. It will be seen 
that this system is very simple and easily applied to 
steering gear, and although it has not actually at the 
moment of writing been fitted to any ship, it is being sub- 
jected to a few months’ running tests in the shops 
of Messrs. Brown Bros. to make sure of its operation. This 
experimental gear has fulfilled expectations in every way. 
When running light—that is to say, when no work is being 
done—only 7 amperes are taken from a 100-volt circuit. 
As soon, however, as fluid is being taken, the amperes rise 
to 30, remaining constant with a variation of 2 above and 
below until the pressure is reduced to 250 lb., at which the 
pumps have their full throw. The amperes then begin to 
come down until the water pressure is nil with the current 
at about 9 amperes. The range of pressures for which the gear 
is at present made is 1,500 lb. maximum and 250 minimum. 
The whole arrangement is practically automatic, and imme- 
diately the control valve is shut, the pressure rises to 250 lb. 
per square inch, when the pumps are in their neutral position, 
and there is, of course, no further increase. Immediately 
the control valve is opened so that the pressure is reduced, 
the pumps at once take up their work and the discharge is 
then the equivalent of the pressure in the main. 

It would not be wise, in the present state of development 
of electric steering, to attempt to enlarge on the subject by 
reference to all the proposed types which have been suggested. 
The examples mentioned above, however, represent what may 
be described as advanced and careful thought upon this 
interesting subject, and indicate the lines along which electro- 


. hydraulic steering is likely to be developed. 


British-owned Vessel Driven by a Diesel Engine. 
—Last week the preliminary trial trip was carried out of the 
motor-ship Karestone, owned by Messrs, Furness, Withy & Co., Ltd. 
The engine with which she is fitted has been supplied by Messrs. 
Richardsons, Westgarth & Co., of Middlesbrough, under joint 
licence from Messrs. Carels Fréres, of Ghent, and the Diesel Engine 
Co., Ltd., of London. It will be remembered that lately the 
businesses of Messrs. Carels Fréres and the Diesel Engine Co. were 
amalgamated in the formation of the Consolidated Diesel Engine 
Manufacturers, Ltd., and that extensive works for the construction 
of Diesel engines are being built by them at Ipswich. The engine 
has four separate vertical cylinders, each 20 in. by 36 in., and runs 
at 115 R. P. M., developing over 850 B.H.P. The engine consumes 
crude or residual oils, and works upon the two-cycle principle, 
by which a power stroke occurs at each revolution of the crank- 
shaft, and the design embodies special features developed by Messrs. 
Carels Frères and the Diesel Engine Co. The Zarestune is the first 
large British-owned sea-going vessel to be equipped with a Diesel 
engine. As compared with a sister ship driven by steam engines, 
the extra space available for cargo on a 30 days’ trip amounts to no 
less than 400 tons. 
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"WANTED, AN ASSISTANT—.” THE STORY 
OF A FARCE. 


By JUGGINS, 


“ WANTED, at once, an Assistant." Thus read the adver- 
tisement which was the beginning of this Farce”; and 
thus, for that matter, commence so many of the farces con- 
nected with the filling of vacancies which occur in municipal 
electrical undertakings. 

In the particular instance under consideration, the position 
was one of responsibility, and the salary attached to the 
post, although not excessively large, might be termed fair. 
Ав а consequence, aspirants to the position were numerous, 
in fact, well over 100, and in the “first act" we see the 
chief engineer, with his senior assistant, struggling through 
the applications, determined to select the most suitable man. 

And this is no easy matter. Each applicant has some 
special qualification which fits him for the post, or, on the 
other hand, some are without some attribute, which, if 
possessed, might prove more of & hindrance than otherwise. 

The chief and his assistant are, however, both alive to 
the fact that many men not suited in any way for the posi- 
tion, except in so far that their signatures would look well 
on the pay sheets, are using all manner of methods to try to 
cover their deficiencies and to show themselves up to the best 
advantage. . 


And the result is that most of the '*swankers " (if the 


term may be allowed) are disqualified by the end of this 
preliminary act ; but not necessarily all. In order, therefore, 
that the chief may be quite certain, he selects, say, a dozen 
candidates, and with the aid of his assistant, interviews 
them, plying them with all manner of questions, which 
cannot but reveal their weaknesses. 

In this way the chief is able to form a definite opinion as 
to who is not necessarily the best man, but the man most 
suited for the postion which is vacant. Perhaps a second or 
even a third interview is necessary before the most suitable 
man can be finally decided on. 

Now, it so happens that in municipal undertakings, the 
chief, before he can settle any single item, has to appeal to 
the Lighting Committee, and so in the next act, which 
undoubtedly is the making of the ** farce," and yet which in 
itself is quite dramatic," we see about half-a-dozen out of 
the original hundred served with writs to appear before the 
Committee. 

The Committee, on examination, will be found to consist 
of anything from about six to 20 men, chiefly tradesmen 
and schoolmasters, and these, in turn, sometimes all at once, 
question each of the selected candidates. 

But of what do these questions consist? Here is a typical 
one: Are you married? There isa rumour to the effect 
that a certain Committeeman once had the effrontery to ask 
a candidate his religious and political persuasions. In 
number the questions are usually few, and, perhaps, it is as 
well, since they relate to any topie but electricity. 

Surely, then, it is reasonable to assume that under such 
circumstances the ultimate selection would be left to the 
chief engineer, on the resulta of his recent examinations of 
the candidates. But that is not so. It seems that vacan- 
cies are not filled by the possession of electrical knowledge 
and experience, but rather by the kindness of nature to some 
individuals in the matter of appearance, or by age, or even 
by big boots.“ 

Such was the result of the case here cited. Four candi- 
dates appeared before the Committee. The man on whom 
the chief engineer's choice fell was not given the post, on 
account of youth. Although he satisfied that electrical 
expert, the chief engineer, that he was just ‘he man for the 
post, yet he was disqualified by a Committee of, roughly, 
20 of all sorts, because he was too young. 

It is, of course, consoling to that candidate to think that 
he is too young and not too old, but is it complimentary to 
the chief to think that his Committee have not sufficient 
faith in his abilities or good judgment to allow him to select 
the best man to fill a vacancy ? And there were no “ big 
boots behind the scenes in this act. Some time ago the 
world was perhaps startled to hear that a man was too old 
at forty.” The youthful unsuccessful candidate wonders if 


the world would be startled to hear that one was too young 
at twenty-five. To limit the lease of useful life to fifteen 
years is rather unkind, to say the least, and as we refuse to 
believe a man to be too old at forty, so we fail to under- 
stand why a “ man" of twenty-five should be too young. 

Should this catch the eyes of Lighting Committees, the 
writer hopes they will take a lesson from it. As surely as it 
requires a butcher to dress meat respectably, so surely does it 
need an electrical engineer to select a capable man to fill a 
vacancy in the electrical profession. When will Committees 
understand that they have no right to interfere with their 
chief engineers in such matters as these ? 

When will they cease to select men with curly locks, or 
even grey hair, men with blue eyes or men using some other 
person's ** big boots," and determine to have the most suitable 
man * that is, the man selected by the chief engineer. 
May it be soon. 


COAL PURCHASE BY CALORIFIC 
CAPACITY. 


By W. H. BOOTH. 


THERE is another side to the much sounded system of 
buying coal on the basis of calorific capacity. Coal is, in 
its actual state, a very complex substance. As a fuel 
it ought to consist solely of carbon and hydrogen, and 
the hydrogen should not be combined with oxygen. There 
should be no nitrogen, no silica, no sulphur, or lime or 
magnesia. In actual coal there are all these impurities, 
and they are differently combined in every seam and in 
different areas of the same seam. And these different com- 
binations cause the coals to behave very differently on the 
grate of a furnace. The impurities may produce merely a 
dry ash, which can be freely rattled through the openings 
of the grate, or they may produce a liquid glassy clinker 
which will melt and hang in strings into the ashpit, or the 
clinker may spread over the grate surface and effectually 
choke it. It is these differences that produce coals which 
possess various characteristics, such as self stoking, quick 
burning, long flaming, short flaming, dusty, and so on. 
That coal which bas the highest calorific capacity per unit 
of weight may not be the coal which will put most heat 
units into the water in the boiler per unit of coal used, or 
per price, or per hour, all which factors may count in the 
choice of a coal, For a coal giving а bad clinker in a hot 
fire cannot, perhaps, be burned in a boiler plant of limited 
capacity. Then, again, is it desirable by means of. certain 
too arbitrary specifications so to narrow down the choice 
of coal as to result in permanent waste of fuel, in the 
deliberate leaving of coal in the mine? Some of the 
coal specifications one reads are the effusion of the 
type of man who demands everything of the impos- 
sible best variety, and wants to reject every knot in a 
piece of timber as though it were of the order of a blister in 
a furnace plate instead of being a natural product. 
Some coal specifications would demand a coal with an 
impossibly low percentage of ash. Many coals possess 
a considerable percentage of ash that does not enter as slaté 
or bass, as a result of a careless hewer. The ash is 
disseminated throughout the mass of coal and cannot be 
washed out. Now if all such coals were to be rejected by 
everyone the price of coal generally would be enormously 
enhanced and the rejected co“ would be left in the pit. As 
a national asset, every pound of coal left in the pit is repre- 
sented by a pound of some better coal taken out, and the 
coal reserves of the country, indeed of the world, are by so 
much reduced. It is our habit to regard coal as a national 
asset of great importance. It is so regarded by most of 
Europe and all North America and Australia, and all the 
grimy, dirty work which coal enables man to undertake, 
has gripped men’s minds so firmly as a necessity of national 
prosperity that very few of us regard the scheme of modern 
industry as a mere passing phase in human life on earth, a 
phase that in its present hideons development must 
inevitably cease in a few hundred years at the outside. 
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True, having set out on the path we have to follow it out 
to its end, and we cannot say, Here are we in error! let us 
back to the conditions of the regretted past." The worst 
thought we ever have thrust on us is that our coal may give 
out before that of other nations, and we shall become 
by comparison even as Holland is to-day, a comparatively 
non-industrial country with none of our people toiling on hot 
fürnaces or in the dusty dangerous mine. But as we at 
present desire to push as far off as possible this desirable 
condition, we ought to regard it as a duty to take care of 
our coal by refusing to enact such systems of purchase of it 
as will induce the mining community to exploit it wastefully. 
A man’s life is so short and a mine's life so comparatively 
long, that the man will shorten the life of the mine if by 
doing so he can profit a shilling in place of 11d. He 
himself looks for, say, 20 years at 1s. per unit of output 
rather than 40 years of the more moderate 11d. rate. All 
the high grade fanciful ideas of purchasing the best and 
rejecting what nature has supplied in greater quantity would, 
if they became universal, bring about the rapid depletion of 
the coal reserves and a great enhancement of price. Coal, 
not having been foreseen, became, by oversight, private 
property, so that the State cannot, step in and demand that 
97 per cent. or other ratio must be brought to the surface. 
Much the larger portion of the coal once worked in Stafford- 
shire was left below in waste, and pillars, and even if recover- 
able, is lost for want of proper records of its locality. 

Probably such influence as is wielded by the State is 
expended rather in the direction of causing coal to be left 
underground than of conserving every pound of it. Tt rests, 
therefore, with the good sense of the conimunity not to for- 
mulate such impracticable demands as shall conduce to 
wasteful exploitation. 

There is a tendency among public bodies to set up such 
impossible standards. Municipalities which put forward 
Specifications for all manner of articles, all to be of the 
very highest quality, are among the chief offenders, and they 
pay very much more for goods than their intrinsic value. 

The exacting specification for coal, or any other product, 
invariably means that the ratepayer or the shareholder has 
bigger rates to pay or less dividends to receive, because, for 
the very best of coal, there is not enough to fill the demand 
of the * crank specification, and inferior stuff is smuggled 
through at the “crank” price. And, in any case, it is bad 
national policy to set up, as it were, an aristocracy among the 
coal heaps, so that the best coals are sold at a price not 
warranted by their calorific capacity or practical utility, 
after all. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Corr should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we hace the writer's name and address in our possession, 


Railway Cab-Signalling. 


The first paragraph of Mr. Dupré's letter, in your current 
issue, greatly surprised me. My previous letter, far from 
corroborating, plainly contradicted his contention. 

In this connection, it will be well to remember that the 
question is not whether rubbing or rolling is better for 
electrical contact. The question at issue is formulated only 
when we add the restriction of high train speeds together 
with dirt, rust or ice. 

Considering the fact that my wheel pressure on a ramp 
was certainly greater than 150 lb., and that Mr. Dupré says 
that my apparatus was too sensitive under perfect condi- 
tions of contact,” it is pertinent to ask the meaning of his 
language (in his previous letter) to the effect that sliding 
contact can be kept so light," &c. I consider 150 Ib. rather 
heavy here. I found this weight amply sufficient for rolling 
contact under the extremely imperfect, conditions of contact 
under which all such members must operate. 

My article, which precipitated this discussion, plainly 
shows that what Mr. Dupré calls an “ imperfect contact is 
not my sole factor of safety.” I show that if failure of 
this contact produces an error of indication at all, it can 


— 


system is not "absolutely reliable." 


produce only the safe error. Since he brands as ** imperfect "' 
the rolling contact, which never failed, why does he not also 
designate as ** imperfect " the rubbing contact, which, under 
the same practical conditions, repeatedly made safe errors ? 

It is exceedingly easy to prove that the Brown-Mackenzie 
If Mr. Dupré will 
supply me with a copy of the pamphlet to which he refers, 
I shall be glad to go into detail in this matter. For the 
present a few facts of a somewhat general character will 
suffice. From the Railway Engineer of last June it is 
obvious that the Brown-Mackenzie cab signal will indicate 
“clear” when the correct indication would be “stop” in 
event **the track wires should for any reason become cross- 
connected, or if contact should accidentally be made between 
the angle irons composing a group of ramps." In this 
respect the Brown-Mackenzie system is certainly far less 
reliable than the system illustrated by fig. 3 of my article. 
It is quite true that the Brown-Mackenzie system provides 
a magnet which in effect “breaks the main circuit," 
** de-energises all the coils, and exhibits a danger signal ; " 
but this magnet cannot produce this vitally important 
result if the magnet coil is short-circuited or open- 
circuited. 

The Brown-Mackenzie system requires as many as five 
ramps at a given point along the track, while the cab 
system approved by me requires no more than two, and the 
grounding of these two ramps will not produce a false 
"clear" signal. The breaking of the ramp-engaging 
members in the Brown-Mackenzie system (by ramp action 
or by a foreign body on the track) would result in failure 
to give the ** danger " indication at the next ramp ahead, 
even if the track immediately in advance is obstructed. 


William H. Dammond. 
West Bridgford, Notts., 
August 2nd, 1912. 


The Standing of the Engineer. 


At the time—about six weeks ago—that an article from 
Mr. Goody appeared in your paper, I was tempted to add 
my comment, but refrained. However, after reading last 
week's REVIEW and noting the advertisement re the ** Con- 
structional Engineer" required by the Birmingham Cor- 
poration, I should like to make a few remarks. As can be 
seen from the advertisement, the man required must be an 
engineer of first-rate ability, able to prepare specifications, 
have & knowledge of architectural requirements, able to 
superintend the erection of practically all types of steam and 
electric plant, conduct trials, &c., and also take charge of a 
drawing office. The salary offered is £400-£500 per annum, 
which is not over much in my humble opinion. However, 
my main object in writing this is to remark that, side by 
side with the qualifications of the engineer required, it would 
be interesting to know the corresponding responsibilities of 
the “Secretary” that a certain Corporation Electricity 
Department appointed at a commencing salary of £600 
per annum, about 18 months ago. Electricity con- 
cerns are made, and exist, by reason of their engineering 
staffs, and I consider these self-same staffs should not in any 
way, either financially or socially, be subordinate to the 
clerical staff. There is too much of the ** Manager and 


Secretary " business already. 
Interested. 


Indirect Lighting. 


It is rather amusing to read in recent issues of the 
ELECTRICAL Review of the value of indirect and semi- . 
indirect lighting. It would appear that some of your 
contributors have awakened from a Rip van Winkle sleep, 
and with their eyes dazzled by the brilliancy of metal- 
filament lamps, have rushed into print with their ideas 
without considering that for some years now such lighting 
has been recommended and practised by the General 
Electric Co., Ltd., who have devoted considerable attention 
to this charmingly efficient system of lighting. 

For some years now the G.E. Co. have produced and 
supplied in increasing quantities fittings of this nature for use 
in private, public, and institutional buildings. In direct 
lighting the bulk of light is wasted by absorption in the 
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decorative scheme and by shadows cast from objects. Where 
the direct light falls upon high reflecting surfaces, such as 
books, papers, white tablecloths, &c., the eye cannot easily 
accommodate itself without undue strain, due to constant con- 
traction in the endeavour to adjust itself, as it changes its 
view from a light absorbing material to one of high 
reflective brilliancy. 

The natural working light of daylight is a diffused light; 
hence, if we approximate to daylight conditions in our 
artificial lighting by illuminating our largest reflecting sur- 
face, viz., the white ceiling, we get the light rays reflected 
over the whole of the working plane, eliminate shadows and 
get ав much light as the eye requires to work with easily and 
comfortably. 
takes place by reflection from the ceiling, rendering 
the value of the light of great importance in any decorative 
scheme, and allowing pictures to retain their true colour 
value by artificial light. 

Of the two methods, under ordinary conditions, we 
strongly recommend totally reflected light as fulfilling every 
requirement. So thorough is the diffusion of light that it is 
possible to hold a sheet of white paper a few inches below 
the solid reflector without any shadow falling on the paper. 

Under certain conditions (other than personal preference) 
it is necessary to use semi-indirect lighting or to have 
specially designed fittings which embody a suspended 
reflector to take the place of the ceiling, where the ceiling 
is too lofty or too indifferent a reflector. For hospitals and 
other institutional buildings of a like nature the Willard 
fitting adequately fulfils its purpose. There is the minimum 
of tarnishable metal, the reflector being made in vitreous 
enamel, with a complete clear glass dust cover, and a diffusing 
bowl of opal glass to soften the direct rays. 


Fred, T. Cash. 
Sidcup, July 24th, 1912. 


THE BRAY EXPLOSION. 


WE are now enabled to publish the reports of the various engineers 
who inspected the plant at the Bray electricity works, as well as 
that of the deputy electrical engineer, Mr. D. E. McDonnell, who 
has now been appointed to carry out the extension scheme, and to 
act as resident engineer for the present. 

Dr. Lilly, of Trinity College, and Mr. William Ross, M.I.M.E., of 
the firm of Ross & Walpole, engineers, Dublin, were engaged by 
the Council to investigate the matter, and reported as under : — 

“We find that the explosion in the Diesel engine was due to the 
use of pure oxygen instead of air. The builders of the engine were 
cognisant of the fact that oxygen was being used for starting the 
engine, as stated in your engineer's letter to them of February 15th, 
1912. It appears that the use of oxygen for such a purpose in 
ке of this kind is dangerous. This explosion resulted from 
its use. 

“ A careful examination of the Diesel engine and of the wreckage 
of the air-injection cylinder, &c., shows that the explosion was not 
only one of great violence, but also of extreme rapidity, from which 
we infer that something abnormal must have taken place. The 

.explosion occurred during the starting of the engine, after a 
period of idleness for a few days. We have ascertained the follow- 
ing facts :— 

" 1. Before starting the engine the blast cylinder and one starting 
receiver were partially charged with oxygen under pressure, ordered 
from, and supplied by, Messrs. Mason, of Dame Street, Dublin. 

2. On starting, the engine cylinder was connected with the 
starting receiver in the usual manner. The effect of this was to 
fill the engine cylinder and connections with sir highly charged 
with oxygen 

"3. On changing over the engine to run on fuel supply and 
blast, the explosion, or explosions, took place. 

“4, The condition of the engine and wreckage points to the 
conclusion that the explosion was caused by the presence of the 
oxygen with fuel, somewhat in the following manner :— 

" Near the completion of the compression stroke of the engine, 
the compressed air being charged with oxygen and fuel, exploded 
in the engine cylinder, with a rise of pressure far above that 
obtained under the usual working conditions with air. This 
pressure exceeded that in the air injection cylinder and ' pipe 
connected to the fuel valve; the flame from the engine cylinder 
ignited the mixture, and caused the explosion to be transmitted 
through the connecting pipe to the air-injection cylinder, 

“5. The condition of the wreckage of the air-injection cylinder 
indicated that the explosion was instantaneous, and gave rise to 
enormous pressure. This was probably due to a rich mixture of 
nearly pure oxygen and oil vapour in the cylinder.” 

Mr. E. G. Hiller, chief engineer of the National Boiler Insurance 
Co., Ltd., reported as follows :— 


A certain amount of filtration of light. 


“Тһе explosion consisted of the development of explosive energy 
in the blast receiver, which destroyed the blast receiver, and ca 
other damage. Apparently this explosive development occurred 
owing to the combination of the oxygen in the blast receiver, with 
oil in the receiver or its passages. 

“The fragments of the receiver and its connections were care- 
fully examined, and I have to say that there are no indications of 
any defect of construction or condition which would account for 
the explosion. 

"We have no record of any preceding accident of a like nature 
in connection with engines of this type. The accident must be 
looked upon as unique, and we have no evidence whatever on which 
blame could be fairly attributed to any person.” 

Mr. Donald E. McDonnell, deputy electrical engineer, reported as 
follows :— 

„On Sunday, the 7th inst., the starting air of the Diesel was lost, 
and, following the instructions of the engine builders, Mr. Sowter 
sent to Dublin for a 40-ft. cylinder of oxygen. On the 10th we 
charged the blast receiver from this cylinder, raising the pressure 
from 350 lb. to 700 lb., and also passed a little into one of the 
starting receivers; the pressure in the latter was about 350 lb. 

“I started up the engine in the usual manner, and, going on to 
platform, put the starting lever into the running position. The 
engine did not appear to be running properly, but before I could 
discover what was wrong the fuel valve on the cylinder cover of 
the engine exploded: the flame from this burst along the blast 
pipe, reaching the blast receiver, which then also exploded. 

“І attach copy of the paragraph from the makers’ instruction- 
book which relates to the use of oxygen. From this you will see 
that we had every reason to believe that there was nothing hazardous 
nor very unusual in using this gas:—'If by any mishap the air is 
lost, and no compressor is available, or if the engine cannot be run 
by external means so as to charge the receivers with its own com- 
pressor, then these may be charged with carbonic acid gas or oxygen 
from cylinders containing these compressed gases, as used for many 
purposes,’ 

“In the ordinary course of events there would be no explosive 
mixture in these receivers, and I consider that there is no danger of 
a repetition of such an explosion. Personally, I will have quite as 
much confidence in the Diesel engine as I had before the accident." 

In reply to inquiries that we have made, Mr. McDonnell has 
kindly furnished the following additional information :— 

„The broken pieces of the receiver were perfectly free from oil. 
It is assumed that the explosion may have removed any which may 
have been deposited on the inside walls. The only oil which could 
get into receiver would be carried over in the form of vapour from 
the air-compressor, and would be from the lubricating oil. It 
appears that this does occur sometimes. 

„The connection from the blast receiver to the fuel valve of the 
engine consists of about 14 ft. of { in. bare copper tube. Crude 
Texas oil fuel has been used since the engine was installed, about 
21 years ago. No other quality has been used except to start the 
engine, should she have been lying off for any time or have been 
dismantled, when ordinary paraffin oil is used. It is difficult to 
see how oil could creep back to the blast receiver, as there is a 
practically continuous stream of air from this receiver to the fuel 
valve of the engine when the engine is running. | 

„The blast pipe always seemed clean and dry whenever it was 
examined." 

Our comments on the circumstances will be found in our leading 
columns, 


PARLIAMENTARY. 


Sheffield Corporation Bill. 


ON Thursday and Friday, July 25th and 26th, a Select Committee 
of the House of Lords, presided over by the Duke of Wellington, 
considered the Bill promoted by the Sheffield Corporation- 
Mr. Honoratus Lloyd, K.C., Mr. Clode and Mr. Jeeves 
appeared for the promoters, while Mr. Ernest Page, K. C., and Mr. 
M. N. Drucquer represented a body of electrical engineers and con- 
tractors, who were ratepayers, in opposition to the Bill. 

Мв. LLOYD, in opening, explained that the contentious part of 
the Bill was Clause 90, which provided that the Corporation might 
gell, let for hire and fix, repair and remove, but not manufacture, 
lamps, motors, electric fuses, switches, lampholders, motors and 
other electrical fittings, for lighting, motive power or other purposes. 
The clause also contained power for the Corporation to wire private 
property. Proceeding to explain the special circumstances which 
existed at Sheffield, counsel said that the electricity supply of the 
city was first carried on by a limited company under a provisional 
order. Thatcompany carried on the business both of manufacturing 
fittings and their supply to consumers and also the wiring of con- 
sumers' premises. In 1897, the Corporation gave the company notice 
requiring them to sell them their undertaking, and in the follow- 
ing year the Corporation purchased the whole of the undertaking 


. by agreement. In 1903 the Corporation was presenting a Bill in 


Parliament which contained a somewhat similar clause to the one 
in the present Bill. At that timea number of gentlemen intereated 
in the electrical fitting trade objected to the Corporation carrying 
on this particular class of business in competition with private 
traders. A good deal of discussion took place, and eventually the 
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Corporation told the objectors that they were convinced they had 
the power to do these things, having bought and taken over the 
righ^s of the limited company. They, however, struck the powers 
out of their Bill in 1903, at the same time making it quite clear 
to the private traders that it was not with the view of depriving 
themselves of any power to go on with the wiring and fitting 
business which they had carried on, and which they intended to 
continue to carry on, in the future. Three years later а Mr. Davidson, 
who was interested in the trade of eleotrical fittings, brought an action 
against the Corporstion, and in the result Mr. Justice Eve decided 
that they were not entitled to carry on that particular business. 
The Corporation announced their intention of appealing, and under 
those circumstances the judge said he would not grant an injunction 


against them, but he would make a declaration that they were not 


entitled to carry on the business, with liberty to apply for an 
injunction if it became necessary. At that time counsel for the 
Corporation announced that they were proposing to apply to 
Parliament for & Bill to make it quite clear that they had the 
powers under the special circumstances of the Act of 1898, and it 
was under those circumstances that the present Bill came before 
their Lordships. 

Evidence on behalf of the promoters was given by ALDERMAN 
ROBERT STYRING, a member of the Sheffield Electric Lighting 
Committee, who said his view was that the Corporation ought to 
have as much power in the way of providing electric light fittings 
as the gas companies. 

Cross-examined by MR. PAGE, witness said that under the Act of 
1898 he claimed that they were acting within their powers in 
doing such work, but of course they were bound by the decision 
of EE Justice Eve so long as it was not altered by the Court of 
Appeal. | 

Mr. ALBERT DAVIDSON, examined by Мв. DRUCQUEB, said he 
appeared to oppose the Bill. He was a ratepayer of Sheffield, and 
used to carry on business as an electrical contractor. He gave up 
the business because he found the Corporation's competition was 
so keen. He thought that by their own showing the Corporation 
had proved that their competition was unfair. For one thing, 
they appointed oanvassers and were first in the field. If a trader 
had an inquiry for work he had to give notice to the Corporation, 
and by that means they tried, if possible, to oust the trader. Not 
only were they able to get first information, but on the point of 
cost they possessed an advantage over the private trader. An 
ordinary trader had to take all things that came against the busi- 
ness, and had to make an adequate charge against his gross profits, 
whereas if the Corporation could obtain the use of premises for 
nothing, if they could neglect depreciation of stock and obsolescence 
of any stock, they did not show a proper amount of standing 
charges against their prime costs. If the evidence which was given 
that their gross profit showed 15 per cent. profit on their turnover 
was correct, then he submitted, as a commercial man, that when 
those gross profits had been subjected to the ordinary charges that 
appertained to an ordinary commercial business, they would entirely 
disappear. | 

After evidence had been given by Mr. A. J. WARD, a director of 
Thomas Ward & Co., secretary to the Sheffield branch of the Elec- 
trical Contractors’ Association, and Mr. R. TWEEDY SMITH, the 
honorary solicitor to the Association, the CHAIRMAN said the Com- 
mittee had decided that the model clause should be inserted, and 
Clause 90 struck out. By the model clanse the Corporation are not 
at liberty to execute the wiring of private property except between 
the main of the Corporation and the consumer’s meter, nor can 
they sell any electrical fittings except through a contractor. 

The Bill will be read a third time in the House of Lords in the 
autumn session. 


Clyde Valley Electrical Power Order Confirmation Bill.— 
In the House of Commons, on 5th inst., this Bill was read a third 
time. 


Wolverhampton Electricity Supply.—The Corporation 
has made an arrangement with the Midland Electric Corporation for 
Power Distribution, Ltd., whereby the latter isto forgo its righta for 
the supply of electrical energy in the parish of Bushbury on consider- 
ation of the sum of £500. To this end the Corporation is to apply 
for a prov. order annulling the present one in favour of the com- 
pany, which has 30 years to run. By agreement with the company 
the Corporation has been for some time supplying the Electric 
Conatruction Co., Ltd., whose works are situate within the area of 
Bushbury, with power; and as the Construction Co. proposes to in- 
_ crease the quantity of electricity supplied to its works, it follows 

that if the negotiations at present proceeding are brought to a 
successful issue, the revenue obtainable for the works will be appre- 
ciably increased. 

One of the old storage batteries at Commercial Road is to be 
removed to the Tettenhall Road sub-station, and refixed there at an 
estimated cost (after sale of old surplus material) of £800. 


The Australian Commonwealth.—The new building 
of the Australian Commonwealth in the Strand is to possess its 
own water supply. An artesian well and electrically-driven pump 
are to be constructed and supplied to the specification of Mr. W. H. 
Booth, of 5, Broad Street Place, E.C. The borehole will extend 
about 200 ft. into the chalk which underlies the Tertiary deposita 
of the London basin. Ав is well known, the chalk water from 
under these deposits is usually a fairly soft water, differing con- 
siderably from chalk water obtained from chulk not so covered, 


NEW ELECTRICAL DEVICES, FITTINGS 


AND PLANT. 


New Fittings. 


ALTHOUGH metal-filament lamps are not nearly so sensitive to 
vibration as was the case a short time ago, even now the life of a 
lamp can be considerably lengthened by the use of an anti- 
vibration spring, and the ELECTRICAL ENGINEERING AND EQUIP- 
MENT Co., LTD., of 109-111, New Oxford Street, W. C., have intro- 
duced new types of suspension fittings in which the springs are 
enclosed in porcelain caps, which serve to insulate the metal. 
filament lamp fitting, as well as to protect the spring. These 
fittings contain springs adjusted for weights from 6 oz. to 15 lb., 
and are generally adopted for small water-tight fittings. For 
fittings over 15 lb. in weight, a larger type is supplied, consisting 
of a cast-iron case with an insulated interior completely enclosing 
the spring, which is normally in compression. , These are also 
very suitable for arc lamp suspension on tramway standards, in 
great measure preventing the overfeeding of the lamps. ob © 
We illustrate herewith some new fittings supplied by the com- 
pany, which are designed with an elaborate arrangement of 
ventilation. Inside the glass globe a steady circulation of air is 
produced, which keeps the lamp cool and ensures its running under 
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Fic. 1.—E E.E. CAST-IRON FITTING. 


more or less normal conditions. A small hole is made in the base 
of the globe, and the top of the fitting is provided with а C.I. mush- 
room cap. which is held from the main fisting by three small 
bosses, giving a large air passage. The main body of the fitting is 


of enamelled C.I. and can be supplied with reflectors of spun sheet 
iron, vitreous enamelled. The fittings are made up in sizes for 
lamps from 100 C. P. up to multiple lamp fittings with a total C.P. of 
2400. Fig. 1 shows a fitting suitable for one 600-c.P. lamp, 
or as many as 7 lamps of 50 C.P. each. Several other sizes of 
similar design are made. Fig. 2 is a watertight fitting made up 
entirely of spun steel with vitreous enamel. and designed with 
the idea of replacing arc lamps for shop lighting ; a very pleasing 
effect is given with the specially moulded globes illustrated, the 
light being diffused evenly in all directions. 
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Magnetic Separator. 


In our issue of July 5th, we described the new type of machine 
shown at the Non-Ferrous Metals Exhibition, by the RAPID 
MAGNETTING MACHINE Co., LTD, for removing small percentages 
of iron completely. The accompanying illustration shows the 
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RAPID MAGNETTING. 


appearance of the machine: the choot practically consists of a 
staircase with brass treads and magnetised iron risers, as previously 
explained, and it is practically impossible for iron particles to run 
the gauntlet successfully. 


BUSINESS NOTES. 


Book Notices.— Universal Directory of Railway Officials, 
1912, London: The Directory Publishing Co., Ltd. 10s.—This 
useful directory has now reached its eighteenth edition. It is as 
usual compiled from official sources under the direction of Mr. S. R. 
Blundstone, and by its system of arrangement one is easily able to 
find out anything of importance, in the statistical or personal way, 
regarding hcme and colonial and foreign railways. 


Consnlar Notes.—Peru.—The British Consul at Iquitos 
reports that the Telefunken system of wireless telegraph is being 
adhered to by the Telegraph Department, and it is hoped to 
establish direct communication with Lima, across the chain of the 
Andes, 6,000 m. high. A new tower has been erected at Iquitos, 
and another near Lima, on the Cerro San Cristobal. Experiments 
carried on between a steamer at Valparaiso and another at Bahia 
Blanca, which are 1,250 km. apart, with the Cordillera between, at 
a height of 6,000 m., gave an excellent communication with a 
power of 1˙5 kw. The next important link to join up will be with 
Manaos. 

Switzerland.—The British Consul at Zurich reports that 
although Switzerland has no coal, she has, on the other hand, 
enormous hydraulic power, and the application of this great force 
has made considerable headway during the last 15 years, numerous 
factories being now driven by electric power. The hydraulic force 
capable of utilisation in Switzerland is estimated at 722,600 Н.Р. 
The electrification of the Federal Railways is only a question of 
time, and this wil], in some measure, free Switzerland from the 
tribute she now has to pay to foreign countries for fuel. The elec- 
trical industry in Switzerland has undoubtedly a great future befcreit. 
The cost of the application of electricity in Switzerland is less than 
in other European countries, and in almost all towns and in a 
large number of villages it is used not only for lighting purposes, 
but also for motive power. This is one of the reasons why the 
Swiss industries are able to combat foreign competition. The Com- 
mission appointed to inquire into the electrification of the Federal 
Railways has calculated that the horse-power for every 24 hours 
necessary for electric traction on a normal gauge would be 100,000 
in winter and 125,000 in summer. As the horse-power in the 
country, which is still unused at the present moment amounts to 


over 500,000, only one quarter of the hydraulic power in Switzer- 
land would be necessary for the electrification of the entire net- 
work of the Federal Railways. The Swiss engineering industry 
suffered somewhat during the year 1911 by reason of foreign com- 
petition and foreign protective tariffs, although towards the end of 
the year the exports showed a elight improvement. The electrical 
home trade was also considerably affected by certain cautional 
regulations for fiscal purposes, although this reduction was some- 
what compensated for by an increase in exports. It is confidently 


. hoped that the anticipated electrification of the Swiss railways will 


bring about an improvement in this industry. A Swiss engineering 
journal in referring to the increasing severity of competition with 
which Swiss engineers have to contend not only in foreign markets 
but also in the supply of machinery for engineering enterprises 
within the country, states that exportsof machinery from Switzer- 
land to neighbouring countries are becoming more and more diffi- 
cult in consequence of increasing tariff rates, whilst foreign 
Governments and municipal bodies restrict deliveries of the neces- 
sary supplies for State undertakings, military, naval and railway 
departments to their home factories. 

Elsewhere in his report the Consul says: The returns for 1911 
are not yet known, but the number of British commercial travellers 
visiting this country has never in any one year exceeded 70. There 
are many firms who send their representatives to Germany, France, 
Austria-Hungary and Italy, and a visit to the principal centres of 
trade in Switzerland (Zurich, Berne, Basle and Geneva) might well 
be included at little extra expenditure of time and money. If, 
however, it is not convenient to send travellers, the appointment of 
Swiss agents, who are generally able to correspond in English, 
would be the most likely way of securing a better share of trade. 
I have in previous reports pointed out the necessity of catalogues 
being printed in the French or German language, also of weights 
and measures being given in the metric system and prices quoted in 
francs. One of the principal Swiss trade organs, in an article on 
my last report, it is stuted that British exporters would undoubtedly 
gain a considerable advantage by adopting such a reform, which 
has long been earnestly desired by the leading Swiss firms 
interested in the import of British goods. A further aid to the 
development of British trade in Switzerland would be advertising 
in trade journals. There are numerous special trade journals 
published both in French and German Switzerland which are 
indispensable to Swiss traders. German and French manu- 
facturers have adopted a regular and extensive system of thus 
bringing their special goods before the Swiss public.” 

Cuba.—The British Vice-Consul at Havana reports that a con- 
cession was granted at the beginning of the year to the Palmira 
and Cruces Electric Railway and Power Co. to utilise the waters of 
the Habranilla River for the supply of its power plant. All 
machinery, engines, tools and rolling stock were to be admitted 
free of duty. The company will build a standard gauge railway 
225 miles long, in Santa Clara province, opening up sugar and 
tobacco lands. It will probably be five years in building. Further, 
a concrete dam, 1,000 ft. long and 75 ft. high, will be built for the 
storage of water. The capital of the company, which will claim 
no subsidies, is £4,000,000. Plant to develop 30,000 E. P. will be 
installed and light and power supplied to the towns and sugar 
mills on its route. 

Bolivia.—The British Vice-Consul at La Paz reports that the 
electric lighting and tramway system of the city of Cochabamba 
has drawn German capital to the extent of about half of the 
total investmente, but the total amount of German capital in the 
Republic is probably under £1,000,000, as compared with £6,000,000 
British capital, invested chiefly in mines and railways. The result 
is that the United Kingdom holds an overwhelming proportion of 
the total trade of the country. The British Vice-Conrul reports 
that the most important work in his district to be noted is that of 
the Sucre water supply, now apprcaching conclusion. This work 
is on the gravitation system, starting from Cajamarca, a watershed 
distant about 15 miles from Sucre, where the intakes are situated. 
The water is thence conducted through 10,000 metres of aqueduct, 
1,560 metres of tunnel, and 17,700 metres of 25 and 17 centimetre 
steel pipes. The supply averages approximately 100 gallons of 
water per minute, and is held in a high-level reservoir of 357,500 
gallons capacity. Here, where the vertical fall from the storage 
reservoir is 350 metres,a power station is being equipped with 
dynamos capable of developing 208 H.P. for a municipal supply of 
light and power, The whole work was to be concluded in May 
of this year, and about £176,000 had already been expended, 
exclusive of the electrical plant. 

The Britieh Vice-Consul at Potosi reports that the hydro-electric 
light and power supply installation was completed last year by 
private enterprise (Vladislavia & Co.) at a cost of £64,000. The 
water from numerous water-courses around Potosi, the waste and 
surplus water from the mining establishments and the town 
itself, is all accumulated in a large regervoir of 300,000 cb. m. 
capacity, from which, through 750 m. of 24-in. piping with a vertical 
drop of 120 m., it is supplied to the turbine motors. The power 
station is distant about 21 miles frcm the city, and is fitted with 
dynamos capable of developing 450 H.P. Only about 160 E. P., ie., 
80 for street lighting, 70 for house lighting and 10 for industrial 
purposes, is at present used, however, while the distributing 
plant is being gradually extended. The demand for private light- 
ing and for industrial purposes is larger than can be supplied at 
once. In time electrical power will be available in the mines for 
driving air-fans, blasts, drills, fortraction and for hoisting plant. 

The British Vice-Coneul at Oruro reports that work on the 
electric tramway system of Cochabamba is being actively proceeded 
with. The passenger traffic on the completed portion is larger than 
wae expected, and is leaving a good profit. During the year 191], 
several important British firms have established agencies in Oruro, 
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These firms previously did & certain amount of business in the dis- 
trict, but the establishment of agencies is a new departure for 
British firms there, and may be looked upon as an appreciation of 
the increasing importance of the market of this mining centre, as 
well as an attempt to acquire & larger share of the trade. Of 
this business an important part consists in supplying the mines 
with mining material and stores, in exporting the mine product, and 
in advancing money in suitable cases for the better working of the 
mines. 


Bankruptcy Proceedings. — Henry HALLIFIELD 
OXLEY (otherwise known as Oliver Huxley) consulting engineer, 


22, Uxbridge Road, Hanwell, Middlesex. The following are 
creditors herein :— 


Anderson, John .. £960 Oxley, Olive ..  ..  .. £110 
Brit. and For. Invest. Corp. .. 152 Peek, T. W. T 2s ^ 60 
General Electric Co. .. Ес 25 Stone, Geo... e Е > 64 
‘op, John, Ltd. Ss M 35 Trentham, N. H. .. га T 46 
Jarvis, Thos. H. .. 25 .. 1566 Waring & Gillow .. x 6 91 
y» Н... E dd .. 402 Bells Agency sa si ЗА 14 


JOHN WM. GARSDEN, electrical engineer, carrying on business at 
24, Preston New Road, Blackburn.—At Blackburn Bankruptcy 
Court, on August 2nd, this first examination took place. The 
liabilities were £5,038, and the deficiency amounted to £4,111. 
Debtor attributed his failue to " being jointly and severally liable 
for a sum of £1,100 in connection with a previous partnership for 
which he did not consider himself liable." The circumstances 
were stated in our issue of July 26th. Questioned by the Official 
Receiver, debtor said it was solely in consequence of this judgment 
against him regarding the partnership liability that he found it 
necessary to file his petition. His present business was paying well, 
and he had been engaged in some good contracts. At the close of 
the case the Registrar told debtor he had been well advised to come 
to that Court, and he must say that it was misfortune which had 
brought him there. He hoped he would get out of it as well as 
possible. His advice to him was to give all the information he 
could, and he would then find that for an honest trader the 
Bankruptcy Court was not a bad Court at all to deal with. 


Private Arrangement.—H. G. NORTON & Co., LTD., 
automobile, cycle and electrical engineers, Cheltenham and 
Glouoester.— With reference to the above, particulars of which 
have already appeared, the following are creditors :— 


Ayres, F. H., Ltd. eT 24A Henley's Teleg. оа, us £89 
Bransom, Kent & Co. à 46 Kempshali Tyre Co 101 
Brown Bros., Ltd. 45 Michelin Tyre Co. v .. 120 
Continental Tyre & Rubber Co. 525 Minerva, Ltd. 22 
Carless, Capel & Leonard 07 Marshall Tyre J acket Bynd. £0 
Cooper Steward Eng. ко: Moeller & Co. А 28 
Crompton & Co. 115 Price’s Patent Candle Co. ba 81 
Crowden Garrod, Ltd. . T 59 Palmer Tyre Co. . 200 
Cresswell Bros. 16 Phosphor Bronze Co. .. ae 27 
De Nevers Rubber & Tyre Co. 4 Pneumatic, Ltd. 5 v 29 
Eleol. Power Storage Co. ER 44 Parsons, T., & Sons m ex 41 
Falk, Stadelmann & Co. .. $20  Bmith,B., & Воп .. т ae 22 
Faraday & Son - z sé 22 Simmons & Co. x 26 
Goodwin, A. А. .. bx x 81 Vandervell, С. A., '& Co. ке 83 
Hariford, W., &8on  .. is 26 Weil Bros., Ltd. T NS 26 
Hyde, Archer & Co. RS Т 20 Wilson, R. W., & Bon .. T 85 


and a number of others for smaller sums. 


Flat-Iron Endurance.—THE BRITISH PROMETHEUS 
Co., LTD. have sent us a оору of a letter from a client, who says 
that he has had one of their 5 or 6-lb. electric irons in constant use 
for over 10 years without a single failure beyond a break in the 
flexible cord. It was first used on a 200-volt circuit, and then 
removed to a 230-volt one, It was not thought worth while 
rewinding the elements as the iron had already had such a good 
life, but it is found to work even better on the higher voltage. It 
has been so employed for the last four years, and has not yet 
given out. 


Catalogues and Lists.—Merssrs. Mason & Brown, 
Volta Works, Rutland Street, Leicester.—36-pp. catalogue (Section 
M*) containing illustrated Particulars with prices of a variety of 
motor-car and cycle accessories, switches, coils, plugs, magnetor, 
instruments, indicators, and so forth. 

THE WESTINGHOUSE BRAKE Co., LTD., 82, York Road, King's 
Стоев, London, N.—32-pp. catalogue (third edition), in which is 
given a full description of their oil engines (Cross patents), which 
they are building in sizes from 5 H.P. upwards. Sectional views 
of complete engines and parts thereof are given, and the half-tone 
views include self-contained electric sets. 

Messrs. DAVIDSON & Co. LTD., Sirocco Engineering Works, 
Belfast.—New publication, containing a very full descriptive 
account, accompanied with numerous excellent half-tone views, of 
the "Sirocco" induced draught fans for electric power station, 
colliery, and other service. 

Messrs. W. T. GLOVER & Co., LTD., Trafford Park, Manchester. 
Pamphlet describing and showing their patent Cracore solid 
bitumen cable fur mining and other service. 

MR. G. BRAULIK, 8, Lambeth Hill, London, E. C.— Illustrated 
price list (Section ч І, ") of electric lighting accessories such as 
ceiling roses, lampholders, various switches, lamps, conduit fittings, 
and so forth. 

THE BBirisH THoM80N-HovsTON Co., LTD., Rugby.—Two new 
price lists; No. 368 (16 pages) gives an illustrated description 
showing parts of small motors, also oomplete motors applied to 
different olasses of work, such as the driving of vacuum oleaners, 
heat cleaners, ice-making machines, buffing and grinding attach- 
ments air pumps and cinematograph machines. No. 869 (four 
pages) deals with B.T.-H. c.c. motors, type DA. Prices are tabulated 
in deteil, and dimensional and weight information is given in both 


е 


* the other matters in dispute. 


MESSNS. SIEMENS BROS. DYNAMO Works, LTD., of Tyssen 
Street, Dalston, London, N.E., as part of their efforts to popularise 
their tantalum lamps in China, have prepared a very useful show- 
card printed in 11 colours, It bears a pictorial representation of 
rising China eager to embrace the lamp because of its light-giving 
qualities, and will no doubt prove itself to be very suitable for the 
market, and capable of bringing demands upon the Siemens China 
Electrical Engineering Co., of Shanghai, Tientsin, Peking, Hankow, 
and Hong Kong, wherever the card may he exhibited or distributed. 


Dissolutions and Liquidations.— BLACK Sra TELE- 
GRAPH Co., LTD. — A meeting of creditors is to be held at Electra 
House, E. C., on August 12th. They must send particulars of their 
debts, &c., to Bircham & Co., 50, Old Broad Street, E. C., the solicitors 
for the liquidators, by September 20th. 

TRACTION SUPPLIES Co., Ltp.—This company on July 30th 
resolved to wind up voluntarily, with Mr. T. Metcalf, 48, Frederick 
Street, Sunderland, as liquidator. A meeting of creditors will be 
held on August 15th at the address mentioned. 

HERBERT MOORE & Co., electrical engineers and range fitters, 3, 
Stratford Road, Kensington, London.—Messrs. G. and R. J. Moore 
have dissolved partnership. 'The former attends to debts, &c., and 
will continue the business, 


LIGHTING and POWER NOTES. 


Acton.— At a recent special meeting of the U. D. C., out- 
standing matters relating to the transfer of the electricity under- 
taking from the Council to the Metropolitan Electricity Supply Co. 
were considered. The clerk, in explaining the situation, stated that 
at the last interview between the solicitor and the company's secre- 
tary, it had been indicated that if the Council accepted the 
company's offer for main street lighting, and the supply of elec- 
tricity to work the pumps at the sewage works, then the company 
would come to an agreement in regard to the demands of the 
Council in the other matters now in dispute, instead of forcing the 
Council intolitigation, The Highways Committee had decided to 
recommend the Council to accept the Brentford Gas Co.’s offer for 
a five years’ contract for the supply of intensified gas lamps for the 
main streets at £517 per annum, with the addition of £220 electric 
light capital charges. Councillor Page moved that, providing the 
compeny will agree to supply all street lighting in streets at 
present lighted by electricity at 21d. per unit (including mainten- 
ance), electricity for the sewage works at 110. per unit, and all 
public buildings at present lit by electricity at 2d. per unit, the 
Council would be prepared to consider favourably the settlement of 
Councillor Ince moved that the 
motion be amended by the insertion of the words after " public 
buildings" with the exception of the municipal buildings and 
public library." Councillor Shilliker protested against any arrange- 
ment by which the Council could not have the current for the 
sewage works during the peak hours, as that would not enable 
them to deal with storm emergencies. The amendment was carried 
by 5 votes to 3. Councillor Shilliker then moved that the neces- 
sary writs be served upon the company, and the matters in dispute 
go to arbitration. If the Council, he said, had & right to the 
£0,000 unexpended balance of loan, then let it be submitted to 
arbitration. The chairman said he thought it was patent that it 
was inadvisable to go to law if they could avoid it. He suggested 
that the following proposal be agreed upon :—"' That provided the 
company accepts the Council's final terms, the company be informed 
that the Council will be prepared to accept the principle of the 
supplying of electricity by the company for main street lighting and 
thesewage pumping station uponterms to be agreed upon between the 
parties, and that the Electricity Sub-Committee be instructed to 
arrange a settlement accordingly." This was agreed to. 


Argentina.— In connection with the extensions now being 
carried out &t the Ensenada power station of the River Plate 
Electricity Co., two 3,000-kw. turbo-alternators are under con- 
struction by  Messra, Parsons. The existing plant at the 
Ensenada station consists of two 1,500-Kw. Westinghouse turbo- 
alternators, but as these have proved inadequate to meet the 
growing demand for current, the additional plant was ordered on 
the advice of Messrs. Preece, Cardew & Snell. The Parsons tur- 
bines, each of which will drive its own alternator, are to be placed 
side by side in the station, and eo arranged that the steam will pass 
in series from one to the other. Under normal full losd conditions, 
the first turbine will expand the steam from 155 lb. per aq. in. 
absolute pressure down to about 15 lb. per sq. in. absolute, after 


which tbe remainder of the expansion will be carried out in the 


low-pressure turbine. The two turbines when run together will 
form one complete unit of 6,000 Kw., but the connecting pipes and 
valves will be so arranged that the high-pressure turbine can also 
exhaust either direct to the condenser or to atmosphere, when the 
L.P. turbine is being overhauled, or the latter can be run alone, 
with the help of a reducing valve. Each turbine will be provided 
with its own oil pump, speed governor, and runaway governor, and 
the blading will be of the reaction type throughout, All parts of 
the high-pressure turbine, which will be exposed to superheated 
steam, will be made of cast steel, including the central section of 
the turbine casing. The three-phase alternators will each be 
capable of giving a normal full load of 3,000 Kw., 0°8 power factor, 
5,500-6,000 volta, 50 cycles, at 1,500 R. P. M., as well as an overload of 
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20 per cent. for two hours. Each alternator will be complete with 
its own exciter, which, however, wil be large enough to provide 
current for the two 3,000-Kw. machines, 

The municipality of Bolivar received 12 tenders for installing an 
electric light station. Eight were rejected as not being in accord 
with the specification. 
Reriew of the River Plate, 


Australia,—NEw SOUTH WAILES.—A Bill is to be 
brought before Parliament authorising the sale of surplus electri- 
city generated at tramway power stations to municipalities, and 
authorising those bodies to erect storage plants or accumulators for 
power. It is considered that it will pay to sell the surplus power 
at a much lower rate than is charged by those who manufacture 
electricity solely for that purpose. 

The discussion which has arisen as to electricity supply in North 
Sydney, seems to favour the placing of the scheme in private hands 
rather than handing over the business to the Sydney City Council. 


Aysgarth.—Subject to the payment of 5s. per year, the 
Aysgarth R.D.C. has consented to the Electric Light Co. erecting 
posts in the district for carrying overhead electrical wires. 


Barton-on-Humber.—The U.D.C. has accepted the 
tender of Mr. Hopper, acting for a local syndicate, to light the 
town with 150 electric lamps of 100 С.Р. each, at £2 28. per lamp 
per annum for a period of 12 years, subject to the Council having 
the option to purchase the undertaking during the 12 yenrs. 


Beaconsfield.— The Uxbridge Electric Supply Co. has 
informed the U.D.C. that it intends laying a new main from 
Uxbridge to Beaconsfield via Gerrard's Cross. 


Beckenham.— The B. of T. has informed the U.D.C. 


that it declines to withdraw the powers of the West Kent Power 
Co. to supply current to the parish of West Wickham. The company 
has now approached the Council as to the supply of current in bulk 
` to West Wickham by the Council. 


Bridlington.—The T.C. has decided to obtain for 
hiring purposes six complete electric cooking outfits at a cost of 
£84, 

Canterbury.— The T.C. has agreed with the company 
who carried out free wiring of premises under an agreement with 
the Corporation, to purchase outright the free-wired installations 
for £125, Theoriginal net cost for the work was £324. 


Continental Notes, —AvsTnhu1A.— Further particulars are 
to hand of the Vienna municipal scheme for the building of a 
steam-driven electric station at Ebenfurth, drawing its coal supplies 
from the neighbouring Zillingdorf mines. The station will be 
built on the Fischa, and the current will be transmitted a distance 
of 22 miles to the capital. On the ground chosen a brickworks 
will be constructed and arailway, making junction with the Vienna- 
Pottendorf line. 
and workmen's dwellings, railway, coal and ash conveyors, cables, 
switch-houses on the long-distance section, switch and transformer 
houses in Vienna, brickworks, street installations, &c., is £270,833. 
The power-house alone will cost £35,416. The scheme has been 
formally approved by the Vienna Municipal Council. 

Russ IA. — It is reported from St. Petersburg that the St. Peters- 
burg Electric Co. has commissioned a firm in Viborg. Finland, to 
acquire extended land and water rights on the River Vuozen, with 
a view to utilising the small Imatra Falls. The company intends 
to set up a large hydro-electric station there, with an output of 
between 50,000 and 60,000 H.P., more or less, according to seasons. 
It is intended to employ a part of the power in Finland, but the 
bulk will be transmitted to St. Petersburg, where the company 
owns & large steam-driven electric station. The scheme has been 
several years under consideration, as the utilisation of water power 
for the generation of electricity is a pressing necessity for St. 
Petersburg, in view of any eventual difficulty in the way of 
obtaining sea-borne coal, either owing to a strike or to international 
complications.— eit. fur das gesamte Turbinenwesen. 

GERMANY,—4AÀ municipal resolution has been voted to acquire in 
‘the course of the next three years 1,000 electric cranes for the 
equipment of the port of Hamburg. A large expenditure is also 
contemplated on other harbour improvements, including the 
extension of electric lighting. 

Great activity is being shown in various rural districts in 
Germany in founding electric co-operative societies to supply the 
members with light and power, and with electrically-driven agri- 
cultural implements. The formation of three such societies is 
lately announced at Weltin, Trestin and Mandelkow respectively, 
in the Stettin administrative district; five in the province of 
Pommern, at Lähmannsdorf, Schwaneberg, Messenthin, Neumark, 
Jührshagen and Flackenheide respectively ; others at Ober-Riidels- 
dorf in the Lauban Circuit; at Martinswaldau and Bertholdsdorf 
in Silesia ; at Oasig, in the district of Frankfurt on the Oder; at 
Nieder Zimmern, in Saxon Weimar; and at Oedelum and Schwa- 
fórden, in Hanover. 

The Karlsruhe Zeitung publishes the text of the Bill for the 
establishment of electric generating stations in the Valley of the 
Murg by the Government of Baden. The cost, exclusive of interest 
on the construction capital, and of the outlay on the long-distance 
transmission lines, is put at 20,771,000 marks. Of the total yearly 
estimated output of the stations, viz., 35,000,000 Kw.-hours, the 
Railway Department reserves in advance 12,000,000 Kw.-hours. 

The steelwork of & new power station, which was being erected 
in & suburb of Nuremberg, collapsed last week, killing ten and 
injuring 37 men. It is stated that the roof was being teated. 


The remaining four are being studied.— ` 


The estimated cost, inclusiveof the station, office . 


DENMARK.—So far back as 1910 steps were taken to found an 
electricity supply for the service of the towns and districts on 
the Danish islands of Lolland and Falster, and the A.E.G., of 
Berlin, were approached. At the end, however, the negotiations 
fell through, and six of the several communes in  Falster 
interested, namely, Idestrup, Karleby, Orslev, Horreby, Tingsted 
and Vaggerlose, decided to carry out separate undertakings. On 
going fully into the matter, however, the towns named have 
recognised the uneconomic character of the policy of divided 
forces, and have resolved to build a joint high-pressure station 
at Idestrup, at an estimated cost of 370,000 Danish crowns. 
It is expected that some 30,000 lamps will be cennected, and 
motors up to 1,200 H.P. The plans have been prepared by the 
firm of Degn & Johansen, of Nykojung, on the Island of Falster.— 
Elektr, und. Maschinenbau, 

ITaLy.—Negotiations are in hand in connection with the forma- 
tion of a co-operative undertaking to establish a central electric 
lighting and power station in the town of Sestri Ponente. 


Doncaster.—The Corporation Electricity and Tramways 
Committee has received a communication from Messrs. Н. Hay and 
Co., of Bradford, asking at what price current for power would be 
supplied if they decided to erect a spinning mill at Doncaster. A 
Committee has been appointed to go fully into the matter. 


Edinburgh.—Treasurer McLeod, in submitting the esti- 
mates of expenditure for the year at a meeting of the T.C. last 
week, said, as regards the electricity estimates, it was proper again 
to remind the T.C. that the estimated balance available at the end 
of the year was only £190, which on a turn-over of £135,000 
seemed to be working upon a very narrow margin, and it was a 
question for serious consideration whether the present low rate for 
electric light could be maintained. The margin provided for left 
no room for contingencies arising throughout the year, without 
encroaching upon the reserve fund, which it was very desirable 
should be left intact. Bailie Fraser asked, if there was a deficit on 
the electric accounts, who had to make that good—the rates or the 
reserve, and the treasurer stated the reserve. 

At the same meeting the following notice of motion was given :— 
Remit to the Electric Lighting Committee to consider and report as 
to the disposal of the ascertained surplus of £2,179 on the year's 
accounts of the electric light up to May 15th last. 


Ellesmere Port and Whitby.—The U.. C. has 


decided to apply for a prov. order for electric supply. ; 


Gillingham (Kent).— Thie T.C. has entered into an 
agreement to supply current to the Royal Naval and Marine Orphan 
Home. 

For public lighting the Council has fixed a charge of 358. per 
55-watt lamp, producing £1,436 158. per annum. 


Gloucester.— The T.C. has agreed to pay £20 to the 
National Electric Construction Co., Ltd., in settlement of the free 
wiring work installed in the city by the company. 


Henley-on-Thames,—Messrs. Horace Boot & Partners 
have informed the T.C. that they intend applying, on behalf of 
the company to be formed, for a prov. order for electric supply for 
the borough. 


Holywell. With the extension of the premises of the 
Welsh Flannel Co., at Holywell, an electrical plant was installed, 
and this was set working last week. The plant provides electrical 
current for the motors driving the whole of the weaving looms, 
numbering 180, and also the spinning machinery, and supersedes a 
combination of gas, steam and water-power. Two new engines of 
200 and 100 H. P. respectively were sapplied by Messrs. Beliiss, and 
the dynamos by the Lancashire Dynamo and Motor Co. 


Inverary.— Arrangements are being made for the intro- 
duction of electric light to Dunderave Castle, Argyllshire. It is 
hoped in the burgh of Inverary that it may be found possible to 
make an extension to the town. 


Kingswood.— The В. of T. having intimated that it in- 
tends revoking the Electric Lighting Order, 1904, owing to the deposit 
of £500 not having been made and no compuleory works having 
been executed by the promoters, the U.D.C. has decided to support 
an application by the Electric Supply Co. for an extension of time, 
for the company offers to give a temporary supply of current by 
the end of September, and a permanent supply by the end of the 
year. 


Kippax.— Negotiations are proceeding between the P.C. 
and the Yorkshire Electric Power Co. for a supply of current to 
the parish for lighting purposes. 


Leatherhead.— The Leatherhead and District Electricity 
Co. is applying to the B. of T. for an extension of powers 80 as 
to cover the parishes of Stoke d’Abernon, Cobham, Great Book- 
ham and Little Bookham. 


Leeds.— The Electricity sub-Committee of the Corpora- 
tion recommends that application be made to the L.G.B. for sanc- 
tion to borrow £10,000 for the purchase of electric motors to be 
let out on hire. It is proposed that the motors shall range in 
power from $ to 10 H.P. for single-phase motors, except by special 
arrangement with the manager. Arrangements will be made for 
the hirer to purchase the motor, if desired. 

The City Council has agreed to reduce the maximum 


price of 
electricity for lighting purposes from 4d. to 84d, per unit. 


As our 
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readers will know, the Corporation electricity department felt the 
effect of the metal lamp very severely for some years, but apparently 
matters have now reached a normal state ags in. 


Leicester.—The T.C. has confirmed the recommendation 
of the Tramways and Electricity Committee that application be 
made to the B. of T. for a provisional order to extend the limits 
under which the Corporation is authorised to supply electricity, 80 
as to include the districts of New Parks, Oadby, Evington, Hum- 
berstone and Birstall. 


London.— In the report of Mr. Frank Sumner, City 
engineer to the Corporation of London, for the year 1911, it is 
stated that there were 470 electric lamps in use on December 31st, 
of which 332 were ordinary open arcs, 92 flame arcs, and 46 metallic- 
filament lamps, mainly of 75 and 100 c. P.; there were 81 reported 
defects during the year. The gas lamps numbered 2,648, and there 
were 2,054 defects reported. The experimental electric and gas 
lizhting was continued, and arrangements were made with the 
City of London Electric Light Co. &nd the Gas Light and Coke Co. 
to share the lighting of the City, at a saving of £6,830 per annum 
on the previous total of £20,873, and with an increase in illuminat- 
ing power of about 600,000 c.P. 

HAMMEBSMITH.—The income of the electricity undertaking for 
the year ended March 31st last amounts to £62,715, as against an 
expenditure of £32,095, leaving & gross profit for the year of 
£30,619, which represents a percentage of 8°92 upon the amount of 
capital expended, as against 10°5 per cent. last year. After adding 
£284 to this amount for interest on bank balances, and allowing for 
interest on mortgage debt for the year (48, 737); redemption of 
loan capital (£13,567) ; provision for accruing loan charges (£375) ; 
and £54 as irrecoverable, there remains a net surplus for the year 
of £8,307, as against £12,033. The following amounts were 
realised from the sale of current at the prices mentioned :—33d. 
per unit, £374; 3d., £25,588; 2˙1d., £2,095; 2d. £2,340; 11d, 
24,235; 14d., £4,342; lid., £7; 1˙1d., £163; 1d., £13,704; d., 
£1,349 ; 8d., £936 ; 4d., £1,150. During the year under review 
10,903,650 units were generated and 461,470 purchased, as against 
10,787,120 and 584,898 last year. Of the total quantity sold 
(9,335,892) 8,525,613 went to private consumers by meter, the 
revenue obtained therefrom averaging 1'58d. per unit, the increase 
over 1911 being comparatively small, the total number then sold 
being 8,455,655, or an average income of l'6ld. per unit. The 
current used for lighting public lamps totalled 810,279 unita, 
and the income from their sale realised £4,552. The maximum 
demand during the year amounted to 5,528 kw. А further 
sum of £3,360 has been contributed by the undertaking, 
during the past year, in relief of the rates, this amount being 
equivalent to 14. in the & The total amount so contributed during 
the existence of the undertaking is £10,360. The accumulated 
surplus standing to the credit of the undertaking at March 3let 
last was £5,826, which amount has been arrived at after defraying 
£3,139 of capital expenditure from revenue, and writing off 
4 6,944 in respect of scrapped machinery and plant. 

IsLINGTON.—The special committee appointed to consider the 
advisability or otherwise of introducing electric light and power 
into the several institutions under the control of the Guardians, 
reports that it has received and considered reports from the Gas 
Light and Coke Co. as to the advantages of improved methods of 
gas lighting and the economy that could be effected, also full and 
detailed reports from Mr. J. Earight, consulting engineer, as to the 
eaving in lighting by electricity, and the benefits in convenience, 
cleanliness and greater efficiency in using electric power. It had 
also communicated with the borough electrical engineer as to the 
lowest terms upon which current could be supplied, with the result 
that the В.О, would be prepared to supply ata uniform rate of 
2d. per unit, upón the conditions : (1) That the supply is brought 
into each building at a point as near the roadway as possible. 
(2) That an agreement is entered into for a period of five years. 
(3) That during that period of five years an aggregate amount of 
energy for power purposes be taken of 200,000 units, that is, an 
average of 40,000 per annum. Taking the cost of the two systems 
it appears there will be an annual expenditure of £827 if 
electricity were adopted as against £1,043 for gas. Adding the cost 
of power to the electricity total the annual expenditure amounts to 
£1,305 as against £1,355 after adding the estimated cost for cooking 
on the gas total. The cost of installation of the electric scheme 
is put at £2,430. The Committee recommends that the L.G.B. be 
asked to sanction the installation of electricity for light and power, 
and that Mr. Enright be employed to prepare plana, specifications, 
&c., and to supervise the works at a commission of 5 per cent. on 
the expenditure. 


Manchester.—The City Electricity Committee proposes 


to provide additional plant at its various works at an eatimated cost 
of £87,160, 


Nottingham.—The City Council has had before it a 
report of the шот Committee, embodying reporta of Mr. B. M. 
Jenkin and Mr, W. H. Patchell, concerning the condition of the 
plant at the Corporation generating stations. The Committee 
pointed out that these reports showed that the plant is in good 
condition, and although not so efficient as more modern plant, they 
did not advise that it should be scrapped, and replaced by 
plant of the latest type, owing to the very large expenditure 
that would be involved. The Committee had come to the con- 
clusion, after careful consideration of the experts’ reports and 
the advice previously given by Mr. Talbot, the electrical 
engineer, that the most satisfactory way of dealing with 
the existing plant, was to install an exhaust steam turbo- 
generator with condensing plant at the St. Ann's Well 


power station, where was sufficient room for erecting the 
necessary cooling towers. With this plant it would be possible 
to supply the bulk of the day load required for lighting and 
power purposes, and effect a large saving in the consumption 
of coal. It. was estimated that the approximate saving on the 
cost of generating electricity, based on last year's output, would be 
about £3,000 per annum. The total cost of installing this plant 
would be about £17,140, and it was proposed to provide that amount 
out of the reserve fund of the electricity undertaking, which now 
stands at £44,685. The Committee was of opinion that the other 
suggestions in the reports of the experts would be difficult and 
costly to carry out. It did not, therefore, propose, as at present 
advised, to make any alterations at the Talbot Street or the 
Eastcroft power stations as the former station would only be 
worked for a short time in the evenings and during the winter 
months. ў 

In moving the adoption of the report, Sir John Turney, chairman 
of the Committee, said the recommendations had been brought 
about by the changed condition of things in the production of 
electric current. Bad as the undertaking had been for the Council, 
continued Sir John, in satirical vein, he realised that if instead of 
the Finance Committee taking the surplus earnings of this under- 
taking year by year the Electricity Committee had been permitted 
to put the money to the reserve fund, in place of a reserve of 
£45,000, they would have had practically £160,000, and would have 
been in a position to scrap the present machinery. 

The motion for the adoption of the report was seconded by Major 
Ashworth, who expressed the opinion that in future more money 
should be placed to the reserve. 

Mr. W. Hobson criticised the proposals, describing them as patch- 
work. To spend £17,000 in putting a new patch upon an old coat 
was, he thought, against all business principles. They would save 
£3,000 a year, and it would take six years to get the money back, 
whilst the alterations would only depend upon the life of the 
engines and plant. He suggested that the whole of the £44,000 in 
the reserve fund should be expended in fitting the Talbot Street 
station with up-to-date engines. 

Alderman Ball referred to the proposal he brought before the 
Council several months ago for utilising the Colwick and Beeston 
weirs in the River Trent for the generating of power. “I was 
laughed at," said Mr. Ball, when I introduced it, but many a good 
thing and many a good man have been laughed at. I am satisfied 
the scheme is worth consideration. 

Sir John Turney replicd that the expert had had to delay his 
report upon Alderman Balls scheme, but he thought it would be a 
very interesting one when it did come. He thought it would 
enlighten Mr. Ball. 

After further discussion, the report was adopted. 


Portishead,—Messrs. Christy Bros., the promoters of 
the electricity scheme for the district, have applied for three 
months’ extension from August. as they cannot complete the 
generating station and light the streets by that time. 


Rickmansworth.—Mr. R. E. II. Fisher and the Colne 
Valley Electric Supply Co., Ltd., have applied to the Council for 
permission to supply electricity to Rickmansworth. The Council 
has deferred consideration pending the receipt of full particulara. 


Shanghai.— Referring to a note in our issue of June 14th, 
reviewing the annual statement of the Shanghai Municipal Elec- 
tricity Department, the electrical engineer, Mr. T. H. U. Aldridge, 
writes to point out that Shanghai is not & Chinese city in the sense 
that other cities throughout China are; it is an international 
settlement administered by a municipal council consisting of nine 
foreigners, seven of whom are British, one American and one 
German. The Chinese authorities have practically no jurisdiction 
in the International Settlement, the whole of the municipal 
administration being under the municipal council, which is elected 
by the foreign ratepayerr, and by the Consular body of the various 
foreign powers. 


Shipston-on-Stour.—With reference to the electricity 
scheme for this parish, a provisional order is to be applied for by 
Messrs. Brown & Parsons, Ltd., of Leamington, and the R.D.C. has 
agreed not to oppose the application. 


South Africa.— About four months ago arrangements 
were made between the Cape Town City Council and the Munici- 
palities of Mowbray, Claremont and Rondebosch, whereby the 
Council by purchasing the Cape Peninsula Lighting Co.’s under- 
taking was able to considerably enlarge the supply area of the 
city's municipal electrical system, which now extends from Sea 
Point to the boundary of Wynberg. With a view to economy in 
generation, it was decided to shut down the power station at 
Claremont, and with this end in view considerable extensions to the 
plant at the Dock Road power station are now in progress, 

The Corporation has made arrangements for the installation of a 
2,000-Kw. turbine set. This turbine plant, which is the first 
of any size to be installed in the peninsular, will be sufficient 
to meet the whole of the demand in the peninsular from Sea 
Point to Wynberg, and will be in operation daily from about 
8 am. to 12 midnight, the present reciprocating engines only 
being used during the early hours of the morning and on Sundays 
when the load is not sufficient to run the turbine efficiently. The 
present plant will aleo be kept in reserve as a stand-by in the event 
of the failure of the turbine. 

The eupply in the southern suburbs of Mowbray, Rondebosch 
and Claremont is at present direct current, but this will be changed 
over to alternating current 80 soon as the generation is undertaken 
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from Dock Road. The set on order for the Council consists of a 
turbine direct coupled to an alternating-current machine, and in 
order to make this plant available for the present direct-current 
supply in the City area, the order has been placed for a 1, 000-KW. 
Peebles-La Cour motor-converter, and this will be in operation 
whenever the turbine is running. The generating plant is being 
further augmented by the installation of an additional boiler of 
1,000 H.P. capacity, and a Green economiser. 

The high-tension supply to the suburbs will be at 11,000 volte, 
and a sub-station is now being constructed at the power station, 
which will accommodate the necessary transformers and switch- 
gear; the plant in this sub-station will transform energy from 
2,200 volts (the pressure now in use for Sea Point and a portion of 
the Government bulk supply), to 11,000 volts: and from the sub- 
station cables in duplicate will be laid as far as Claremont. These 
cables will enter sub-stations at Mowbray, Rondebosch and 
Claremont, where the 11,000 volta will be reduced to 220 volts, at 
which pressure energy will be distributed through the various 
Streets for public lighting, and the supply to private consumers of 
light and power. 

In addition to the supply to the sub-stations referred to above, 
these cables will also supply energy to Messrs. D. Mills & Co.'s 
mills, Castle Bridge, with whom the Council has made an arrange- 
ment for bulk supply and the suburban waterworks at Rondebosch, 
whereelectrically-driven pumps are replacing the existing suction-gas- 
driven plant ; at the moment negotiations are in progress with a view 
to the supply of energy for the electriticatión of Salt River Works, 
which, if carried through, will necessitate a further sub-station at 
Salt River. The total cost of the new machinery is between 
£20,000 and £30,000. The high-tension mains for the new supply 
to the municipality of Wynberg are now being erected betwecn 
Muizenberg and Wynberg, and it is expected that the supply will 
be available about September. 

According to the local press, it was resolved at a meeting of the 
ratepayers of Cradock, Cape Province, to instruct the T.C. to take 
immediate steps to light the town with electricity at & cost not 
exceeding £10,000. 


Tunbridge Wells,.—The T.C. having applied for an 
order to authorise current to be supplied to three premises at Speld- 
hurat, the B. of T. has asked to be supplied with information that 
the occupiers of the premises are desirous of obtaining the supply 
from the Corporation. Copies of the applications received by the 
Council have been forwarded to the B. of T. 

The L. G. B. has withheld sanction to a loan of £6,000 for mains, 
sub-station pillars, transfermers and house services, pending 
information that the sum named is not excessive for the next 
three years. 


Warrington.—The borough electrical engineer, Mr. 
F. V. L. Mathias, reports that the income of the electricity depart- 
ment for the year ended March 3lst was £19.215; working 
expenses were £11,536, and the gross profit was £7,709; after 
paying capital charges there remained a net profit of £1,746. 
There was a slight decrease in the unita sold, the meters having 
been read earlier this year. The use of turbo-generators during 
part of the year reduced the coal consumption per unit from 5 8 lb. 
to 4'6 Ib, The units sold amounted to 3,187,379, of which 2,217,518 
were for power. 


Watford.—Of the sum of £2,122, being the profit of 
the electric light undertaking during the past year, £850 is to be 
allocated in aid of the district rates, and £1,272 to the reserve 
fund. 


West Bromwich.—The T.C. has decided to extend the 
mains at a cost of £200 in order to supply ourrent to the works of 
Hamblet's Blue Brick Co., Ltd. 

A further extension of mains, to cost £1,000, is to be carried out 
to supply the district of Harvills Hawthorn, and Tame Street, 
Hill Top. | 

Witham.—The U.D.C. has agreed to lease for 15 years 


to Messrs. Crompton & Co., the old waterworks premises for use as 
a generating station, at a rental of £30 per annum. 


Womersley.— Electrical plant is being installed at the 
Parish Church for lighting and blowing the organ. 


TRAMWAY and RAILWAY NOTES. 


Argentina.— The Campania La Comercial, owners of the 


tramway in Concordia, are now studying the question of electrifica- 
tion, to see if this will suit their requirements. 


Australia,—According to the secretary of the Prahran 
Malvern Tramways Trust, there are over 38 track miles of muni- 
cipal Celectrical) tramways in Melbourne, where there are also 
48 track miles of cable tramways in use. It is proposed to con- 
struct a further 3 miles of route in South Melbourne, the power 
being supplied by the City Council or Supply Co. 

A conference of representatives of the northern municipalities 
of Melbourne has been held to consider the route of a proposed 
cross-country tramway from Essendon through Brunswick to 
Northcote and Preston, linking up six municipal areas. 


Birminghain.— It has been arranged that an application 
shall be made in November next for alight railway Order for the 
construction of a tramway from Baldon Road to Quinton. 

The City Tramways Committee has been authorised to consider 
and report to the next meeting of the City Council on the advis- 
ability of installing a service of railless cars from the centre of the 
city to Harborne. 


Blyth.— An expert report on a proposed local tramway 
scheme has been issued to the members of the U.D.C. Having 
regard to the population, the reporter is of opinion that the cost of 
ordinary street tramways would be prohibitive, but that & motor- 
'bus service could be run for an outside figure of 104d. per 
bus-mile if a guaranteed mileage of 450 per week per bus were 
made the terms of the contract. The report is to be considered at 
the next meeting of the Council. 


Colne.—At the Council meeting on July 31st, the town 
clerk submitted a report by the General Purposes Committee upon 
the negotiations with the directors of the Colne and Trawden Light 
Railway Co. for the purchase of the undertaking which the cim- 
pany is desirous of selling. It was resolved that such report be 
adopted and filed, and that the town clerk be instructed to confirm 
the special terms offered by the sub-Committee. 


Continental Notes,—GrERMANY.—Plans are being pre- 
pared in respect of a projected electric tramway to connect the 
towns of Ludwigshafen and Kaiserslautern. 

The Elektricitats Unterelbe Actien-Gesellschaft has been regis- 
tered, with a capital of 6,500,000 marks, with the object of taking 
over the Altona- Blankenese electric tramways, the Altona generat- 
ing station, the supply of light and power current in that city, and 
also to Nienstedten, Klein Flottbeck, &c., for a period of 10 yeare, 
on the basis of an arranged tariff. 

AusTRIA.—The negotiations connected with the electrification of 
the Vienna municipal railway and the construction of tube lines 
are making steady, if slow, progress. Differences of opinion 
prevail between the Vienna group and the French group as to 
the need for a State subsidy, the latter deeming it unnecessary 
so far as the tube lines are concerned, as they promise to be 
sufficiently remunerative. The conclusion which will, it is pre- 
sumed, be eventually arrived at is that the Vienna group will 
carry out the electrification of the municipal railway, leaving the 
undertaking of the tubes to the French group.—Der Elektrotech- 
пікет. 

The negotiations regarding the electric local line from Vienna to 
the Austrian frontier through Hainburg have been concluded by 
the granting of the concession. The Lower Austria Provincial 
Council is the conceseionaire, and will hand over its rights and 
duties to a company which is to be formed. The cost of the line 
is put at £511,666. A portion of the projected route utili-«s 
existing lines, and at itstermination, the line will join the frontier 
station of the Hungarian railway from Preseburg. The line will 
provide a new and speedy accers from the Danube rural districts to 
the markets of the centre of Vienna, thus facilitating the better 
provisioning of the city. 

ITALY.—On July lst the Milan-Gallarate-Varese line was opened 
for electric working, the new double trains which have been 
rendered possible by the transformation of the line being destined 
to improve the working of the traffic. The current will be 
supplied from the hydro-electric station at Varzo, which has 
30,000 H.P. It is transmitted to Gallarate at a pressure of 
45,000 volts, where a portion is transformed into continuous 
current at 650 volts, and fed to the third rail, the 
remainder, still at 45,000 volts pressure, being diverted towards 
Milan and Varese, where, after being transformed to continuous 
current at 650 volts at the sub-stations at Basto Arsizio, Parabisgo, 
Rho, Boviso, Albizzate, and Gazzada, it is fed to the third rail on 
those gections. It is expected that by the coming autumn, five 
powerful locomotives of 1,500 to 2,000-H.P. capacity, now in course 
of construction, will be ready for servioe.— L Ingegneria 
Ferroviaria. 

SWITZERLAND.—A railless electric motor-train (system Schie- 
mann's) is to be installed on the Cauta Berne, on a 10-km. line 
from Herzogenbuchsee to Wangen and Wiedlislac. The service 
will consist of three motors and three trailers, and will carry 
passengers, goods and mails. Current ata pressure of 100 volts 
will be used.— Electro. 

TURKEY.—The Canea municipal authorities are open to receive 
tenders for & concession to install an electric tramway system. 
Particulars of the municipality. 

RUSSIA.—AÀ company, styled the Tramways and Electric Enter- 
prises of the Suburbs of St. Petersburg, has been formed to electrify 
existing lines and build extensions in the suburbs of the Russian 
capital, The population to be catered for numbers 270,000 in 
winter and 360,000 in summer. The new company will not inter- 
fere with existing companier, and notably with the Electric Light 
Association, of St. Petersburg. or the Eclairage Electrique de 


‚ 1886, as its scope is wholly confined to the suburbs.— Za Lumine 


Elect rique. 

Plans are being prepared in respect of a projected electric tram- 
way between Riga and Majorenkof, a distance of 94 miles. 

NoRWAY.—H.M. Consul further reports, on the authority of the 
local press, that it is expected that the existing private trackless 
electric traction system at Drammen will be replaced by & tramway 
system. 

A Bill is being introduced for the electrification of the entire 
railway section between Christiania and Drammen ; the Randsfjord 
section is to be reconstructed. Board of Trade Journal. 
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Chile.— The Government has sanctioned the laying down 


of a new electric tramway line from Santiago to Penaflor.— Review 
of the River Plate, 


Coventry.—Application is to be made to the B. of T. for 
a loan of £20,475 for the purchase of additional cars, the extension 
of the car-shed, and the provision of additional passing places. 
Later the Committee will consider the matter of extension of lines 
and diveraions and other work connected with general routine. 


Croydon,—The T.C. on the recommendation of the 
Tramways Committee, has decided to seek Parliamentary powers to 
run motor-omnibuses. 


Dundee,—It was reported to a meeting of the Corpora- 
tion Tramways Committee that the route for railless traction at 
the east end was now completed, and that the plant and equipment 
were almost ready to be sent north. The new system will be 
opened for traffic in a month. The fare for the route, which 
extends to fully a mile, will be Id., with intervening id. stages. 


Gloucester.—On the tramways during the past year 
there has been an increase of over £1,000 in the receipts, and of more 
than a quarter of a million in the passengers carried. The working 
expenses were the lowest since the tramways were inaugurated, and 
the lowest of any tramway in the country. The current consump- 
tion showed a reduction of 23 per cent. owing to the introduction 
of car-meters and the bonus system. The gross profit of £4,700 
was the largest in any one year, and enabled the Committee to pay 
off £1,077 of a long-standing debt. The business of the parcel 
system has increased by 65 per cent. in four years. 


Halifax.—The B. of T. has sanctioned the borrowing 
by the Corporation of £3,750, repayable in 15 years, for the pur- 
chase of six new cars for use on the tramways. 

The Tramways Committee has decided to serve notices upon the 
owners and occupiers of premises in Waterhouse Street of the inten- 
tion of the Corporation to lay down in that street double lines of 
tramway, in lieu of single lines, and also to apply to the B. of T. 
for consent to such doubling. 8 


Lanes. and Yorks, Railway Electrification.—A start 
has been made in electrifying the branch line from Bury to 
Holcombe Brook. The track, which is over three miles long, is of 
a very hilly nature, and it is intended to work the line with a high- 
pressure D C. electrical equipment. A start has been made with the 
relaying of the track, part of which includes the main line to North- 
East Lancs. It is expected that the new system will be commenced 
before Christmas, and, according to our correspondent, it is intended 
eventually to extend the system from Bury to Manchester, and 
Afterwards to other Manchester suburban lines as early as possible, 
with a view to meeting the keen competition of the tramways. 

The same correspondent also states that the electric system 
between Southport and Liverpool has been such a pronounced 
success that the company has decided to construct two fresh seta of 
electrified lines into Exchange Station, Liverpool. In order to cope 
with the increasing passenger traffic from the Southport line, the 
company has aleo decided to continue the electrification of tbe 
railway from Town Green to Ormskirk, thus linking up the line 
from Liverpool to Ormskirk with the live rail. It is expected 
that the new work will be completed before the end of the present 
year. In addition, the train service between the two places is to 
be greatly suppleaented. 


Seicester.—In order to cope with exigencies of the 
traffic, the Corporation has decided to purchase 10 additional tram- 
cars, at an estimated cost at £7,000, the cars to be on the “ pay-as- 
you-enter " principle. 

Llandudno.—The В. of T. has confirmed the Llan- 


dudno and Colwyn Bay Light Railway (Extension No. 2) Order 
of 1912. 


New Zealand,— The ratepayers of Invercargill have 
sanctioned by poll proposals to borrow sums of £15,000 for the 
.completion of electric tramways and £10,000 for the installation of 
a lighting and power plant. 

The municipality of Thames has decided, on a poll of the rate- 
payers, to expend а sum of £14,000 on the installation of electric 
light. 

The ratepayers of Palmerston have agreed to the proposal to 
borrow £60,000 for the construction of an overhead electric tram- 
way system at that place.— Board of Trade Journal, 


North-Eastern Railway.— The accounts of this railway 
for the past half-year contain the following figures respecting the 


electrical section :— 


Half-year, June, 1912. Half-year, June, 1911, 


Passenger train-mileage 564,934 597,953 
Goods " 2,477 2569 - 
Passenger car-mileage 1,873,094 1,892,439 
Revenue expenditure £16,218 £16,168 


South Africa.—The proposed Jobannesburg-Pretoria 
electric railway is again attracting attention, largely, no doubt, on 
account of the cheap power now available —African Engineering. 


Stockport.— Te Corporation has now ordered three 
railless cars. The system adopted is the Bremen, and is in 
service at Bremen, Ludwigeberg, Braslau, and Brockau. The two 
overhead wires are in vertical parallel. The current collector 
consists of two trolley wheels running on the upper (negative) 
wire connected to a double sliding bow, which is kept rubbing by 
spring pressure against the lower (positive) wire. Below is first a 


s vivel joint enabling the current collector to be freely turned, and 
beneath that а sensitive spring loop which interrupts all shocks 
and vibration caused by uneven road surface. There is no trolley 
pole, but in lieu thereof a flexible cable, The type of bus adopted 
is provided with a single electric-motor, which is used to drive the 
back axle through worm gearing. Starting, stopping, and 
changing speed. are done by means of a lever operated by the left 
foot. The ordinary brake is worked by the right foot, and the 
driver has nothing to do with his hands except to steer the 
vehicle, eave on rare occasions when he uses the emergency brake. 


0.8, A.— According to Ње Times. the New York, Win- 
chester and Boston high-speed suburban electric railway. a con- 
nection of the New York, Newhaven and Hartford line. has been 
brought into service. 


West Bromwich.—At a meeting of the T. C. last 
week, it was reported that the Local Government Board had 
sanctioned a loan of £4,500 being obtained for removing the tram- 
way poles from the centre to the side of the road. It was also 
stated that the South Staffordshire Tramways (Lessee) Co., Ltd., 
had consented to the alteration on certain conditions which the 
Council were recommended to accept. The Mayor said they hoped 
to proceed with the work forthwith. The report which was pre- 

-rented by the Highways Committee was approved by the Council. 
When the alterations are completed, the tramway service will be 
considerably accelerated. The Mayor told the Council that this 
was the first occasion the L.G.B. had treated the removal of tram- 
way poles from the centre of the rond as a street improvement, 


Wolverhampton.—The T.C. last week sanctioned the 
expenditure by the Tramways Committee of £5,860 for the exten- 
sion of the tramcar depot, this sum including the cost of the new 
building, together with the tracks, plant, &c. The expenditure is 
to be borne by the Tramways reserve fund. 


TELEGRAPH and TELEPHONE NOTES. 


Australia.— Litigation regarding the system of wireless 
telegraphy employed by the Commonwealth Government is still 
in progress. The Marconi Wireless Telegraph Co., which had 
brought an action for infringement against the Government, 
applied to the Court for an order for the inspection of the Govern- 
ment’s apparatus, which was refused; on appeal to the High 
Court, the Postmaster-General put in an affidavit to the effect that 
to allow any such inspection would be prejudicial to the public 
interest, that the system employed was the invention of Mr. J. G. 
Balsillie, and that it was the intention of the Government to apply 
for letters patent for the invention of the system employed at the 
stations at Melbourne and Hobart within three months (from 
June 25th). The hearing was adjourned to enable the Government 
to patent the method. 


Automatic Telephony at the G.P.0.—On_ Friday 
last, at the invitation of the Automatic Telephone Manufacturing 
Co., Ltd., we had the pleasure of inspecting the automatic exchange 
at the General Post Office, London, which has just been completed 
by the company, on the Strowger system. The exchange provides 
for some 350 lines. and serves the group of Post Office buildings 
which dominates this portion of the city ; it ia housed in & remark- 
ably small space in the basement of the G.P.O. West. As some of 
the lines serve private branch exchanges, there are in al) some 800 
telephones working through the official switch as it is called. 
Over 10,000 calls were registered on the first day of its operation. We 
understand that in the view of the Post Office, its performance so 
far has been admirable, and after watching its industrious opera- 
tions for an hour, we can well believe it. The mechanism is of 
fascinating ingenuity, and appears to fall but little short of 
thinking ; it seems to be prepared for every conceivable contingency 
that may arise in ordinary working, short of violent disruption ; 
the occurrence of a defect of any kind is immediately signalled, as 
in the human subject, by a rise of temperature (in a coloured incan- 
descent lamp) accompanied by an audible complaint, and these 
symptoms have the advantage that they indicate to the medical 
attendant the nature and situation of the trouble far more definitely 
than is often the case with the human patient. Moreover, a series of 
optical signals is provided, which enables the attendant to watch the 
normal working and almost to anticipate a possible failure. It 
must be added, in fairness, that the numerous signals of trouble 
recorded during our visit were artificially produced by the officials 
in order to demonstrate their operation. А very complete description 
of the system, which has also been installed at Epsom, was published in 
the Post Office Engineers’ Journal recently; it was also described in 
the paper read before the Institution of Electrical Engineers by Mr. 
W. Aitken last year, and abstracted in our issues of June 23rd and 
30th, 1911. The order for a similar installation, serving 6,800 
subscribers, for Leeds has been placed with the Autcmatic Tele- 
phone Mfg. Co. by the Post Office, which indicates that the latter is 
satisfied not only with the technical efficiency of the system, but 
also—what is of equal importance—with the commercial results 
obtained. The use of the automatic principle enables a cali to be 
put through in less than four seconds ; after that, it is the fault of 
the called subscriber if delay ensues in obtaining areply. The 
average time occupied in getting through on the manual system is 
about 16 seconds. There is no possibility of the delay in obtaining 
the attention of the operator, which is often so irritating, as the 
caller is thtough " the moment he has completed hia preecribed 
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oycle of operations. When a person is called up on the manual 
Bystem, he may unkindly take his own time in answering the bell, 
knowing that the delay will probably be ascribed to the operator ; 
but with the automatic this subterfuge is inadmiesible, as the 
caller knows that the delay must be due to the subscriber, and can 
take him to task therefor. Another great advantage is the 
instantaneous cut-off the moment the calling subscriber has hung 
up his receiver; this obviates a most annoying cause of loss of 
time and of the use of the instrument, and also relieves the junctions 
to a great extent. 


Dundee Telegraphs.—The Postmaster-General has 
written the Chamber of Commerce that he does not feel justified 
in recommending expenditure for the extension of the underground 
telegraph from Edinburgh to Dundee. The work was estimated 
to cost £70,000. Great dissatisfaction exists among business men, 
as the present exposed wires during the time of storm are fre- 
quently out of order and great inconvenience results. The directors 
of the Chamber of Commerce will continue to agitate for the 
underground system. 


Imperial Wireless Stations,—The South African 
Government has agreed to take part in the Imperial scheme, and 
has selected a site at Pretoria, where a long-distance station will be 
built on the same lines as the others composing the chain. The 
cost will be £80,000, which will be borne by the Union 
Government. 

The discussion on the agreement between the P.M.G. and the 
Marconi Co. in the House of Commons has been postponed until 
after the vacation. According to a statement made by Mr. 
Samuel on Wednesday last, when the Government decided to 
embark upon an Imperial system a special Committee was formed 
to consider the enterprise, comprising representatives of the various 
Governments and the High Commissioners of South Africa, 
Australia and New Zealand. It was thought inadvisable for the 
Government to attempt to carry out the work without the aid of a 
contractor experienced in long-distance telezraphy, and it was 
useless to invite tenders, as no company except Marconi's had the 
necessary experience. Negotiations with the Marconi Co. were 
therefore opened, and the special Committee was kept fully 
informed as to their progress at every stege. The cost of each 
station (£60,000, exclusive of sites, foundations and buildings) 
was not considered excessive by the experts on the Committee, in 
view of the high power required, and the fact that each of the 
stations other than the terminal ones would have to be completely 
duplicated for duplex working ; the steel masts alone, of which 30 
will be required for each station, 300 ft. high, are estimated by 
the Post Office engineers to cost £30,000 per station. No monopoly 
is created by the contract; the Government reserves the right to 
install additional apparatus other than Marconi's if it pleases, and 
can at any time substitute another system altogether which does 
not infringe the Marconi patents, whereupon the royalty payable 
to the Marconi Co. will cease. It was impossible to lay the con- 
tract before Parliament at.any earlier date than the day on which 
it was signed (July 19th), as many points of detail remained to ke 
settled when the agreement was arrived at in March. 

Strong opposition to the agreement bhas been evinced; in 
particular, Major M. Archer-Shee, in Parliament and in the Presa, 
has raised objections to the contract and to the statements of the 
P.M.G., and demands an inquiry by a Select Committee. 


Norway.— The Norwegian Telegraph Department intends 
to include in the estimates for 1913-14 the necessary amount for 
the erection of a radio-telegraphic station a few miles north of 
Christiania, on a height known as Tryvandshoiden, about 1,800 ft. 
above sea-level.— Board of Trade Journal, 


Portugal.— The provisional contract entered into between 
the Government of the Portuguese Republic and Marconi's Wireless 
Telegraph Co., for the erection of wireless stations in Portugal and 
Portuguese possessions, has been ratified by Parliament, and con- 
siderable extensions have been made therein. 


War Office.— Col. Seely has appointed a Committee to 
consider recent developments in wirelesss telegraphy, and the 
application of theee developments to the needs of the Army. 


West Afcica,—Wireless telegraphic communication has 
now been established in the Congo between Boma, Elisabethville, 
Kindu, Kongolo, and Stanleyville—A/rican Engineering. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia, — New SovutH Warrs.— August 28th. 
Common-battery and automatic switch boarde, for Newton, Glebe 
and Balmain, for the Postmaster General's department. See 
„Official Notices July 26th. 

September 25th.—Trunk line switchboard, for the P.M.G.'s 
department. See Official Notices to-day. 

October 2nd.— X S. W. Government Railways. Six 1,000-Kw, 
sub- station units to specification No. 357. Specification (108.) from 
Electrical Engincer's Office, 61, Hunter Street, Sydney. 


SOUTH AUSTRALIA. — October Ist. Telephone switchboards at 
Unley, Adelaide, for the Postmaster-General’s department. See 
" Official Notices " to-day. 

October Ist. — Telephone switchboards at Norwood, for the 
P.M.G.'s department. See "Official Notices " to-day. 

October 22nd.— Telephone switchboard at Port Adelaide, for the 
P.M.G.'s Department. See "Official Notices” to-day. 

ViCTORIA.--October 22nd. Fourteen sections of common-battery 
multiple switchboard, for the P.M.G.'s department. See ''Official 
Notices " to-day. 


Austria,—Viexna.—November 30th. Plans are re- 
quired for the erection and working of an electrically-worked 
municipal central clock installation.  Particalare, Magistratab- 
teilung V, Vienna. i 


Batley.—August 23rd. High-tension cables, for the 
Corporation. See "Official Notices August 2nd. 


Bedwas.— September 5th. ^ Electrical goods for a year 
for the Bedwas Navigation Colliery Co., Ltd. (Form 4). The 
Secretary. 


Canary Islands,— August 22nd. The municipal 
authorities of Arresife de Lanzarote (Canary Islands) are inviting 
tenders for the concession for the electric lighting of the town 
during a period of 30 year. 


china.— August 13th. High and low-tension sub-station 
switchgear, for the Shanghai Municipal Council. See Official 
Notices” July 26th. 


Costa Rica.— December 9th. Tenders will be received 
for the building and working of an electric tramway between 
Alajuela and Grecia, a distance of 18,100 m. Particulars from the 
Secretaria de Fomento, San Jot C. 


Doncaster.—The general manager of the Corporation 
Tramways has just invited tenders for the supply of a 30-H.P. petrol 
motor-tower wegon for use in connection with the maintenance of 
the overhead conductor’. 


Gateshcad.—Auguet 10th. Installation of electrical 


plant at the new lunatic asylum at Stannington, for the Visiting 
Committee. See Official Notices August 2nd. 


Hungary.—BESZTERCEBANYA.—August 24th. Tenders 
are invited for the supply of a 500.H.r. crude-oil engine with 
accessories, a three-phase generator and a switchboard with con- 
nections. Deposit 5 per cent. Particulars (6 kronen), Ingenieur 
Tibor Szeberenyi, Josef-utea 12, Budapest VIII. 

DUNAFOLDVAR.—Avgust 16th. Tenders are invited for the 
erection of a generating station. Particulars from the municipal 
ait horities, 


Leeds,— September 9th. — Paper-insulated cables, for one, 
two or three years, for the City electric lighting department. See 
“Offcial Notices to-day. 


London, —1..C.C.—Augnst 23rd. Electric lighting bells 
and telephones at the County \Secondary School, Plumstead, S.E. 
See "Official Notices " to-day. 


Nanchester.— September 10th. One 12,000-kw. three- 
phase high-pressure turbo-alternator, with condensing plant, &o., 
water-tube boilers and superheaters, economisers and coal chutes, 
for the Corporation. See Official Notices to-day. 


Rosario.— October 15th and September 21st. According 
to the Rerirw of the River. Plate, the Municipality is calling for 
tenders, until October 15th, for a second system of electric tram- 
ways, including their construction and working. Full particulars 
from the Municipality. Tenders for the public electric lighting 
will be opened on September 21st. 


Shipley,—August 14th. (а) One 800-Kw. rotary con- 
verter with E.H.T. and L. T. switchgear and (b) supply and laying of 
E H.T. cables, ducts, telephone cables, &c., for the U.D.C. Mr. S. D. 
Schofield, electrical engineer, Dockfield, Shipley. (Returnable 
deposit for each contract of £1 le.) 


South Africa,—September 11th. Durban Corporation. 
One-ton electric storage battery vehicle. A statement on the 
matter can be seen at the Board of Trade CI. Department, 
London, E.C. 

Crabock.—A meetirg of ratepayers of Cradock was recently 
held, when it was resolved to instruct the Town Council to take 
immediate steps to light the town with electricity, at a cost of 
£10,000. A letter received by last mail says that tenders were to 
be advertised for at once. 


Spain.—Maprip.—October 22nd. Concession for instal- 
lation and working of an electric light service for 15 years. Deposit, 
Б per cent. of the offer, eventually 20 per cent. Particulars from 
Hotel de Ville, Madrid. 

August 16th.— The Spanish Post and Telegraph authorities in 
Madrid are inviting tenders until August 16th, for the concession 
for the establishment of a telephone exchange in the town of 
Castro Urdiales (Province of Santander) and for the working of the 
same during в period of 15 years. | 
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CLOSED. 


Australia,—The Reason Manufacturing Co., Ltd., of 
Brighton, have, through Messrs. Mellwraith, McEacharn & Co., of 
London, secured the Melbourne City Councils contract for 600 
electrolytic meters, namely, 23, 5. and 15-ampere sizes. 


Bath.— Messrs. Stothert & Pitt, Ltd., have secured a 
contract for an electric traverser for goods’ wagons at Moor Street 
G. W. R. Station, Birmingham. 


Canterbury.— The T. C. bas accepted the tender of 
Messrs. Wm. Cory & Son for a year's supply for coal for the elec- 
tricity works, at the following prices :— 


Nixon's Navigation large steam, £1 10s. 8d, per ton; Rochester house coal, 
18s. ld. per ton. 


Croydon.— The T.C. has accepted the tender of the 
Easton Lift Co., Ltd., for an electric lift for the Town Hall, at 
£118; that of Mesers. Babcock & Wilcox, Ltd., for pipe work, 
steam and exhaust connections, and erection of valves at the E. L. 
works, at £525 ; and that of Messrs. J. Hopkineon & Co., Ltd., for 
valves, at £200. , 

The Education Committee has accepted the tender of Mr. Sydney 
Hunt, Croydon, for installing the E.L. at South Norwood Schools, 
at £50. 


Dewsbury.—The Electricity and Tramways Committee 
has accepted the following tenders :— 

Brush Electrical Engineering Co.—1,000- kw. turbine and generators. 

W. H. Allen & Co., Ltd.— Condensing plant 

Dublin.—Messrs. W. Coates & Sons, Ltd., have secured 
the triennial Board of Works contracts for all electrical supplies 
and work in all Government offices and institutions in Dublin and 
its vicinity. 

Folkestone.—The contracts for the lighting installation 
and the cable work for plant and batteries at the Folkestone Herald 
printing and bookbinding works, for Messrs. F. J. Parsons, Ltd., 
have been awarded to Mr. E. Arthur Pinto, A. M. I. E. E., of Hythe 
and Dover. - 


Halifax.—The Tramways Committee has accepted the 
tender of the Brush Electrical Engineering Co., Ltd., for 20 top 
covers to tramcars. 


Johannesburg.— The Council has accepted the tender of 
Messrs. Dick, Kerr & Co., Ltd., for truck and electrical equipment 
for 10 double-decked bogie cars, to specification, at £513 10s. 
per car. 

Liverpool,—The tender of the Palatine Engineering Co., 
Ltd., has been accepted by the Corporation for an electrical trans- 
mitter and recorder in connection with the installation of electrical 
communication between Woolton Hill Reservoir and Dudlow Lane 
pumping station. 

London,— Messrs. Siemens Bros. Dynamo Works, Ltd., 
of Dalston, have obtained & further contract for the supply of 
20,000 tantalum traction lamps to the L.C.C. for use on its 
tramcars | 


Maidenhead.—The T.C. has accepted the tender of the 
Klein Engineering Co. for the repair and partial reconstruction of 
the cooling tower at the E.L. works, at £64. 


Maidstone.—The T.C. has accepted the tender of the 
Electric Construction Co., Ltd., for a motor-generator, at £373. 


Morley.—The T.C. has accepted the tender of the Elec- 
tric Construction Co, Ltd., for a 12-H.P. motor to replace a gas 
engine at the highway depot. 

Newcastle-under-Lyme,—The T.C. has accepted the 


tender of Messrs. J. Bagguley & Son, of Newcastle, for the supply 
and laying of mains in Liverpool Road, at £760. 3 


Portsmouth.—The E.L. Committee of the T.C. has 
accepted the tender of Messrs. Wm. Cory & Son, Ltd., for Inedale 
screened nuts, at 168. 4d. per ton, with an option on Insdale small, at 
14s. 10d. per ton. The price shows an increase of about 8s. per 
ton; this will cost the undertaking £1,500 extra. 


Rugby.—The Hospital Board of Management has 
accepted the tender of Mr. 8. P. Marsh, of Rugby, for wiring 
Brookfield for the E.L. and bells, at £35. 


Stafford.—The T.C. has accepted the tender of Mr. John 
Thompson, of Wolverhampton, for a superheater for a new boiler 
at the electricity works, st £70. 


-Stoke-on-Trent,—The T.C. has accepted tenders for 
coal for the electricity works, as under :— 
Sneyd Collieries, Ltd., cockshead slack. 
Shelton Iron, Steel and Coal Co., great row slack. 


Florence Coal] and Iron Co., washed slack. 
Mossfield Colliery Co., Ltd., slack. 


Stockport.—The Tramways Committee has ordered 
three railless cars, costing £682 each, from the Brush Elec- 
trical Engineering Co., Ltd., to serve a hilly and narrow route 
wholly within the county borough. 

The Electricity Committee has placed with Messrs. Belliss and 
Morcom, Ltd., an order for a 1,500-KW. mixed-pressure turbo- 
alternator, and a 500-KW. engine set. 


Tunbridge Wells.— The T.C. has accepted the tender 
of the Western Electric Co., Ltd., for cables.“ 
For coal for the E.L. works, the following tenders have been 
accepted :— 
Wm. Cory & Son, Ltd., Bwlfa, EI 5s. 5d. per ton. 
Harris, Hardman & Co., Ltd., washed Scotch peas, 17s. 8d. per ton. 
Medway Coal Co., Bouth Hetton, rough small, 188. 2d. per ton. 
Wimbledon.—The T.C. has accepted the tender of 
Wm. H. Gaze & Sons, Ltd., at £97, for installing an intercommuni- 
cating telephone system at the Isolation Hospital ; also to maintain 
the system for a period of three years from the end of the first year 
after completion for £7 19s. per annum. The tender of A. How 
and Co., has also been accepted, at £54, for wiring the administra- 
tive block extension at the Isolation Hospital. 


Warrington.—The B.G. has accepted the tender of 
Mr. H. Bibby, of Warrington, for electric equipments at the work- 
house kitchen, at £90. 


Watford.—The U.D.C. has accepted the tender of the 
Union Electric Co., at £260, for the supply of a motor-generator. 


West Ham.—For an electric light installation at the 
Forest Gate Sick Home, 95, Forest Lane, E., for the Guardians of 
the West Ham Union, the following tenders were submitted. 
Architect : Mr. J. Williams Dunford, 100c, Queen Victoria Street, 
E.C. :— 


Foote & Milne .. £2,304 Weston & Sons .. ee „. £1,301 
Waring & Withers - .. 2,048 H.J. Godfrey  .. ©» . . 1,298 
Ryan & Son e" "A . . 1,958 Hammond & Co, .. is .. 1,276 
Newbald & Bon .. T" .. 1,849 B. A. Pilkington (Edinburgh).. 1,271 
Duncan Watson & Co. .. 1,750 H. J. Whitehead.. Vs . . 1,259 
West Ham Corporation . . 1,780 Williams & Bach ite . . 1,250 
Polden & Co. 8 si . . 1,645 Hancock & Rixon x . . 1,249 
Lund Bros. & Co. ea . . 1,615 Arthur Newton .. 2:8 .. 1,215 
J. C. Christie T xs .. 1,9598 Tiley Bros. is ix . . 1,197 
Saville & Walton.. s . . 1,595 Holmes & Sons ae .. 1,180 
Durell Walker & Со. .. . . 1,498 J. T. Halsey "T 808 . . 1,146 
Cathcart & Со. .. T . . 1,475 Herring & Bon .. va . . 1,090 
Pinching & Walton ia .. 1,125 Tredegars is ja . . 1,085 
Malcolm & Allan.. 2x .. 1,100 W. R. Reynolds, Ltd. (accepted) 993 
Cash & Co... o - . . 1,359 Mechanical and Electrical 

New Century Arc Light Co. .. 1,307 Engineering Co. (Walsall) .. 987 
Fryer & Co. 


z а .. 1,308 
Architect's estimate s „. £1,270 


AUSTRALIAN TRADE. 


By this mail from Australia we have received a full report 
of the instructions issued by the Premier of Victoria to the 
various contracting departments, establishing the principle 
of facilities to be given to British firms in competition with 
foreign. These instructions lay down that a preference is to 
be given to British tenders ; that sufficient time for tender- 
ing i8 to be given to allow of mail service from and to 
Australia, and of adequate time to prepare tenders in 
England, and that inspection of deliveries is to be effected in 
England and not in Australia, as formerly. We shall have 
occasion next week to refer to this matter in greater detail. 
In the meantime, we desire to record our appreciation of the 
attitude now taken up, which, if rightly understood, means a 
tremendous impetus to British trade. We hear from 
Australia that this attitude is the result of the valuable work 
carried on in Australia by our own Trade Commissioner 
Mr. Hamilton Wickes—to whose activities we have pre- 
viously been pleased to call attention. Mr. Wickes, we 
understand, is now in England on his way to a new post in 
Canada ; and while congratulating him on his new appoint- 
ment, we cannot but regret that he is leaving Australia just 
at a time when this important success has been achieved. 
Agents in Australia of large British firms are anxiously 
anticipating the appointment of the new representative of 
the Government, and are hoping that he will be able 
to gain the confidence of the Australians as Mr. Wickes 
has done, 


1 


Post Office Factories.— In the Parliamentary questions 
Mr. Nannetti asked the Postmaster-Generalif he would state what 
was the total force at present employed in Post Office and tele- 
phone factories and mechanics’ workshops in Great Britain and 
Ireland, respectively ; and what would be the estimated numbers 
when the recommendations of the Factories Committee had been 
carried into effect. Mr. H. Samuel replied that the figures were 
1,465 iu Great Britain and 12 in Ireland. It was not yet practic- 
able to furnish an estimate of the numbers as they would be when 
the recommendations of the Factories Committee had been 
carried out, 
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NOTES. 


A Motor Trouble.— The reliability and usefulness of 
electric power have compelled recognition at the hands of owners 
of industrial planta, and a great many of these have adopted elec- 
tricity as the motive power for their works; but it cannot be too 
strongly emphasised that it is not sufficient simply to plant a motor 
in any convenient position and run a few indiscriminate wires to 
it. Care should not only be taken in the lay-out of the plant to be 
driven and in the installation of the motors themselves, but adequate 
means should be taken to see that the cables connecting the motors 
to the power supply are arranged in a systematic and workmanlike 
manner; otherwise, trouble is sure to occur. This may be exem- 
plified by an incident which caused a good deal of mental friction 
to the owner of an industrial undertaking which was driven by 
several motors of the shunt-wound type. The behaviour of one of 
his motors was somewhat puzzling. When it, was first started up, 
this motor would run quite smoothly until some load was put on 
the machine which it was driving. Within 10 minutes after this 
had been done, and sometimes less, the motor would start racing, 
frequently getting up an enormous speed before the attendant could 
get to the starting switch and trip the motor out of circuit. When 
the armature was felt, it was found to be extremely hot after this 
performance. Eventually the motor was overhauled, and it was 
found that the shunt wire, which was only a small, insignificant- 
looking affair, had been brought into the motor at a sharp bend and, 
owing to Subsequent atrain on it, due to bad arrangement of wiring 
circuits, the end of the wire had pulled out slightly from under- 
neath the screw in the motor-terminal. Contact was stil] main- 
tained, but it was only very slight. What happened, therefore, was 
that the wire would make contact sufficiently to allow the motor to 
be started up, but directly some load came on the machine and 
vibration was set up, the end of the lead would start shaking and 
causing small arcs, In other worda, the field windings would 
be intermittently magnetised, and as the’ machine was shunt- 
wound, there would be short, spasmodic rushes of heavy current 
through the armature every time the field failed. and the speed gain 
would be enormous, while the heating effect of such rusbes of 
current would be excessive. The matter was, of course, remedied 
by making the lay-out of the wiring a little different, so that the 
sharp bend and straining action were done away with, after which 
the motor ran quite well without any further trouble. 


Educational Note,—We have received the programme 
of the Ducal Technical High School of Brunswick for the year 
1912-13, which commences on October 22nd. It includes courses 
in engineering. of which some particulars are given ; Prof. Dr. W. 
Peukert is at the head of the electrotechnical department. 


Appointments Vacant.—Resident electrical engineer, 
for tbe Tunbridge Wells Corporation (£300) ; works superintendent, 
for the Whitehaven electricity works (£2 2s); assistant 
engineer, for the burgh electricity department, Paisley (£182); 


log-book keeper and voltage regulator, for the Stepney B.C. (25s.). 
See our advertisement pages to-day. 


Indentured Apprentices and Electrical Pursuits, 
It appears from the annual report of the National Institution of 
Apprenticeship that under the auspices and influence of that 
organisation 1,230 apprentices are now indentured to masters in 
different trades. -Of that number, 12 are serving their time as 
electrical fittings makers, nine as electrical instrument makers, and 
67 as electrical engineers, whilst 58 are learning to be general 
engineers. The report states that during the year 2,682 applicanta 
were interviewed, but that, as in previous years, a large number of 
parents withdrew their applications upon learning that the wages 
paid to apprentices during the first year or two were substantially 
lower than those paid to errand boys and the like, which disadvan- 
tage, added to the cost of the fares to and from the workshop, 
entailed a sacrifice they could not afford to make. 


Fires on Tramears.— A considerable amount of atten- 
tion has been paid in recent times by traction engineers to the 
question of fireproof construction of rolling stock, more particu- 
larly as regards electric trains, and this is a very wise precaution, 
inasmuch as the slirhtest indication of a fire, or even the smell of 
burning in an electrical conveyance of this nature, is liable to cause 
а panic an.ong the passengers which may lead to very disastrous 
consequences. Even in the smaller transport units which are usval 
in the ordinary town electric tramway syetems, it is highly desir- 
able that every precaution should be taken to see that risk of fire 
is avoided as far as possible, inasmuch as should an electrical fire 
break out in a crowded tramcar, there is every probability that a 
rush would be made for the doors, and people would injure them- 
selves in trying to drop off the car when it was running at a fairly 
high Speed. Fortunately instances of fires on tramcars are com- 
paratively rare, and when they do happen they can usually be 
traced to some simple cause which can be easily rectified. Modern 
design has largely eliminated the fire risk from tramcar construc- 
tion, and in those isolated cases where instances of this nature 
have happened, the cause could hardly have been foreseen. In order 
to illustrate this, it may be interesting to refer to two typical 
examples of the class of trouble which may lead to fire, or at any 
rate to charring, in order that so far as possible these danger 
symptoms may be eliminated, not only on account of the potential 
danger, but also of the bad impression any untoward incident of 
this nature leaves upon the minds of the general public. In one 
case while a car was in service it was noticed by passers-by that the 


car was smoking very badly, theorigin of tbe smoke appearing to be 
situated underneath the car. The attention of the driver wat 
drawn by the fact that his circuit-breaker opened rapidly and 
repeatedly, and he came to the conclusion that there was trouble 
in the electrical equipment of the car, which was confirmed when 
he saw the smoke. On looking round, however, everything appeared 
to be all right, but in order to make sure of this the pole was 
removed from the line. After inspecting the car it was discovered 
that the smoke was proceeding from the lightning arrester which 
was placed under the car, and then the cause of the trouble was 
discovered. Owing to the wet weather and to dirt getting into 
the box, a short-circuit had occurred, and small arcing had been 
going on for some time. The heat of this arcing had gradually 
caused the wood box in which the arrester was placed to char, and 
eventually opened the circuit-breaker. The car was run home to 
the depot, and in order to repair the matter the cable was taken 
off and dried, and when a new box was fitted the woodwork was 
painted with lead paint in order to render it impervious to mois- 
ture. With these precautions no further trouble was experienced 
from this cause. In another instance the trouble was, perhape, a 
little more spectacular, although no actual danger to passengers 
was caused. In this case the cable burnt out, which was behind 
the door inside the car. The cable concerned was the trolley cable 
brought from the roof to the circuit-breaker, and then down a 
body pillar on the inside of the car to the controller. This cable 
was cleated to the body pillar, but it was not quite clear of the 
roller on which the door ran, and every time the door was opened 
it fouled the cable. The insulation of the cable was therefore 
destroyed and the cable earthed through the door-wheel to the 
iron floor tread, with brilliant resulte, In order to repair this 
defect it did not take much trouble to renew the insulation of tbe 
cable, and the body pillar was recessed enough to allow the cable 
to be carried clear of the door. This incident is mentioned here 
in order to show that a very slight oversight, such as des- 
cribed, can easily cause & certain amount of insecurity to the 
passengers travelling in the car. The point of the above incidents 
is, that although the actual danger incurred was £o slight as to be 
insignificant, the occurrences were undesirable on account of the 
feeling of alarm which might eaeily have been created in the minds 
of passengers, and therefore it is worth attention on the part of 
tramway engineers to see that the electrical equipment on a tramcar 
is maintained in a thoroughly fireprocf condition. 


Street-Box Covers.—Inspection-box covers laid in the 
pavement, when filled with broken brick concrete of proportions 
of 1: 2: 5 are apt to wear unevenly, as the filling is of a softer nature 
than the surrounding pavement, This is overcome by sukfacing 
the cover with a layer of granolithic concrete, $ in. thick, laid on the 
top of the concrete filling while the latter is green. 

A surfacing mixture which has good wearing qualities consists 
of fine granite, no particle being larger than will pass a }-in. ring : 
take one part cement and three parte granite, including the dust, 
which dispenses with the addition of any sand; mix rather dry and 
trowel a hard surface. The setting of the cement greatly affects 
the wearing qualities ; covers filled in and allowed to dry in the 
atmosphere turn to & powdery nature, due to the contraction of the 
cement liberating small particles of granite, which tend to grind 
the surface in wear. When allowed to set rapidly in & warm 
atmosphere, the cohesion of the cement is secured by contraction 
and produces a crumbling mass, as though made of poor cement. 

Cement set under water expands and produces & harder concrete 
by the cohesion of the cement on the individual particles of granite 
dust. With large or heavy covers not easily handled, a hardening 
process should be applied by covering the surfaces for at least two 
weeks with bags or common sheeting kept moist with water. The 
effect of this method in summer is better than total immersion, 88 
evaporation reduces the temperature of the surface of the concrete, 
and retards tbe setting of the cement sufficiently to produco 
hardness. To further the hardening, & wash of equal parte of 
water and silicate of soda may be applied. 

Cover tops are sometimes cambered and stand above the surface 
of the pavement. The raised surface is not observable by the 
average pedestrian, who makes no change in his step in passing 
over, 80 that the camber comes in contact with the foot before a 
man has completed his step ; this rubbing action by every footstep 
is an important consideration affecting the wearing away of the 
surfacing of the cover. 

To increase the durability some resisting material should be 
worked into the surfacing. This can be effected by mixing steel 
lathe turnings in with the granite. They should be broken up 
small and be free from grease. 

It is advisable to make the surface non-slipping by eerrating or 
chequering the surface, If lead rings cut from a 1-in.-1.-in. diam. 
lead pipe are imbedded in the granolithic they will provide a good 
non-slipping surface: should the box be situate on an incline, more 
effective non-slipping may be produced by inserting 1 in. equare 
plugs of carborundum, which gives a positive hold to the foot, wet 
or dry. 


For Sale.—The Newport Corporation electricity and 


tramways department has for disposal a quantity of scrap copper, 
brase, cc, See our advertisement pages to-day. 


Electricity and Hygiene,—At the Health Exhibition 
held in connection with the Congress of the Royal Sanitary 
Institute last week, a silver medal was awarded to the City of York 
Electric Lighting Department for the hygienic value of its exhibit 
of electrical appliances : an additional silver medal was also awarded 
to the department for the Tricity electric cooker. 


(Continued on page 224.) 
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DEPTFORD GENERATING STATION OF THE LONDON ELECTRIC 


Ir was with particular pleasure that we accepted the invi- 
tation of Mr. G. W. Partridge, chief engineer to the Corpora- 
tion, again to revisit this, the pioneer high-pressure electric 


generating station of 
the world, at a mo- 
ment when the man 
whose genius gave it 

irth occupied the 
chair of President of 
the Institution. - of 
Electrical Engineers. 
In that capacity, 
Mr. de , Ferranti 
during the past two 
years has recalled to 
mind many interest- 
ing reminiscences of 
those stirring times 
when they did things, 
and each day gave 
rise to new and un- 
expected (often, 
indeed, undesired) 
discoveries. It was 
in 1887 that, owing to 
the increasing de- 
mand, the London 
Electric Supply Cor- 


poration was formed with a capital of 
and decided to build a large generating 
Deptford, where an unlimited water supply could be obtained 


for condensing purposes and cheap sea-borne coal procured 
at low prices, with ample space for extensions. The whole 
scheme at that time was severely criticised by leading 
engineers in all parts of the world, but in spite of the up- 
hill work which such an enterprise necessitated, including 
the expenditure of enormous sums of money on experimental 


SUPPLY CORPORATION, Ltd. 


Fic. 1—OLD ALTERNATORS AT THE GROSVENOR STATION, 


£1,000,000, afterwards. 


station at 


Fig. 2.— GENERAL VIEW OF THE ENGINE-ROOM AT THE DEPTFORD WORKS, 


exclusive of the engine, about 500 tons. 
for a final capacity of 120,000 H.P. 


val results. 


work, the 10,000-volt extra-high-pressure system was finally 
made a success, and has since been adopted by engineers all 
over the world. 


It is interesting at this time to reproduce 


a print of the old 
Grosvenor Gallery 
dynamos, which were 
at that time the 
largest generators 
in use in this 
country. Two 
1,500-H.P. 10,000- 
volt machines were 
manufactured and 
erected in 1889, 
and the engines, 
which were made by 
Messrs. Hick Har- 
greaves, are to-day 
running on load and 
giving very economi- 
These 
machines were by far 
the largest in the 
world at the time, 
but still larger steam. 
alternators of 10,000 
H.P. were actually 
put in hand shortly. 


We illustrate one of these sets on p. 222, and, as 
the new turbines have also a similar capacity of 10,000 H.P., 
they are shown for comparative purposes alongside the original 


10,000-u.P. generators. The shafts of these giants were 
36 in. in diameter, and the armatures about 46 ft. in diameter ; 
the speed was 60.R.P.M.; and the weight of the alternator, 


The site was laid out 
The whole of this 


work was designed by Mr. S. Z. de Ferranti, and although 


E 
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these large generators were never put into actual work, one mitting current at a pressure of 10,000 volts from Deptford 
cannot but admire the boldness and ingenuity of the designer. to London, and the London Electric Supply Corporation 

Numerous breakdowns and difficulties occurred in trans- was obliged to manufacture its own cables, designed by Mr. 
Ferranti, and made up of an inner and 
outer copper tube forming the two con- 
ductors, arranged concentrically with each 
other, and separated by a radial thick- 
ness of } in. of paper insulation, each 
conductor having a sectional area of 0:25 
sq. in. The insulation used consisted 
throughout of paper impregnated under 
pressure with **ozokerite" wax. About 
28 miles of it in all were laid down, 
which for years ran satisfactorily, at a 
pressure of 10,000 volts, in spite of the 
numerous joints (over 7,000 in all). 
Considerable lengths of this main are 
still in use at the present time, running 
satisfactorily at a pressure of 10,000 
volts. "This cable was the. pioneer of all 
high-pressure paper-insulated cables in 
the world. 

This station is now giving four dis- 
tinct supplies to its different customers 
in various parts of its area. They may 
be described as follows :— 


1. The original 85-cycle 10,000-volt 
single-phase system used for lighting 
purposes. 

2. Direct-current three-wire 460 and 
230 volts, used for power and lighting 
FIG. 3.—ORIGINAL 10,000-VoLT SINGLE-PHASE SWITCHBOARD (IN USE FOR 17 YEARS). purposes. 


FId 4.—NEW TRACTION AND POWER SWITCHBOARD, 
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- 8. Three-phase 25-cycle 6,600-volt, for large power con- 
sumers or traction purposes. 

4. The single-phase 6,600-volt 25-cycle system used for 
the Brighton Railway. 

One of our views, which is taken from the top of the 
traction board, gives a general view of the station, the 
engines in front being the 2,500-Kw. reciprocating sets, 


FIG. 5.—WESTINGHOUSE 2,000-H.P. MoTOR-GENERATOR, 


which were in the first place used for supplying energy to 
the tramway system of the London County Council, and 
later for the supply to the first of the electrified sections of 
the Brighton Railway. These generators are three-phase 
star-wound machines, so arranged as to be able to give either 
a single or three-phase supply. They are now being used in 
conjunction with two 10,000-H.P. turbines which have 
recently been installed 
and are shown on the 
right-hand side of the 


illustration. 
The station is 
divided, generally 


speaking, into two 
sections, one for rail- 
way traction and 
power supply, the other 
for lighting purposes. 
The lighting plant 
consists of  Ferranti 
and British Thomson- 
Houston 10,000 -volt 
85-cycle single-phase 
machines. We illus- 
trate the original 
10,000-volt 85 - сусІе 
switchboard, the ma- 
chine switches of 
which have been in 
actual use for 17 
years. These switches 
have an air-break of 
4 ft. 6 in., and 
have never given any 
trouble since they were first installed. No automatic control 
is used on the generators, the switches being worked by 
mechanical remote control, the first instance of this type at 
that time in the country. 

It is interesting to note that a special 10,000-volt oil 
switch was designed to work in conjunction with these air- 
break switches at that early period (1895), but as the air-break 
switches put out the arc satisfactorily the oil switch was 
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not used on this particular switchboard, although oil switches 
had been in actual use on the company’s circuits working at 
a pressure of 2,500 volts since the year 1892 ; these were 
the first oii switches ever used in commercial practice. 

The switches in the foreground of theillustration are modern 
oil switches controlling the 10,000-volt trunk mains. Each 
of these switch panels is provided with a special charging 
Switch used for pre- 
venting the rise in 
pressure when trunk 
mains are switched on 
or off. Owing to the 
early troubles experi- 
enced when these 
10,000-volt mains were 
first used, a mains- 
charging apparatus was 
first designed in 1894 
and has been in daily 
use ever since. The 


whole of this early 
type of switchgear, 


including the original 
oil switch, was designed 
by Mr. G. W. Part- 
ridge, the present chief 
engineer of the com- 
pany. 

A very interesting 
motor - generator set, 
manufactured by the 
British Westinghouse 
Co., and shown in the 
adjoining view, has 
recently been in- 
stalled, having a 
capacity of 2,000 H.r. 
The motor of this 
set is driven from the three-phase ?25-cycle system оп 
the traction side, and drives a generator giving 
single-phase 10,000-volt 85-cycle current. By this means 
both sides of the generating station can be connected together 
when required, and the large turbines used at their maximum 
efficiency and capacity. This set, besides being used at 
times of light load, is also used at times of peak load in 
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FIG. 6.—STEAM END OF PARSONS-BROWN, BOVERI 10,000-H.P. TURBO-ALTERNATOR. 


the lighting section with the rest of the lighting generators 
in parallel with it, and although the motor-generator alone 
is fitted with a Tirrill regulator, this one set enables the 
pressure of the whole of the lighting section to be kept abso- 
lutely constant, all irregularities being apparently taken care 
of by the motor-generator. 'The set is made specially strong, 
so as to resist any mechanical shocks due to short circuits or 
bad synchronising taking place on either section of the gene- 
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rating station. The Deptford generating station ran 
regularly in parallel with. the London County Council station 
for some years, and it was demonstrated that the chief diffi- 
culties, such as induction, &c., were overcome by having a 
25-cycle instead of a 50-cycle system. 

The six single-phase 10,000-volt lighting sets have already 
been described in earlier years. The modern side of the 
station has recently been completed. One of our illustrations 
shows the traction switchboard from the front. This board 
controls four 2,500-Kw. reciprocating sets and also the two 
7,500-KW. three-phase turbo-generators. The switchboard con- 
trolling the four reciprocating sets is divided intothree galleries, 
while the-turbine switchboard at the further end is divided 
into four galleries. From this board run four traction 
single-phase feeders for the railway service, and five three- 
phase feeders for power supply to various factories in the 
Corporation’s South London area. The section controlling 
the reciprocating sets is laid out with bare copper bus-bars 
and connections in stone cell-work in a similar manner 
to other high-tension boards in this country, but has this 
special feature—that the generator connections are provided 
with throw-over switches so that any machine may be con- 
nected to either the three-phase or the single-phase traction 
supply, automatic pilot lamps on the control board showing 
the attendant which system the generators are running on 
or available for. 

Owing to the difficulties which have been experienced on 


this type of board, due to cleaning live conductors, Home 
Office requirements, &c., it was thought desirable to go one 
better in the recent additions for controlling the two turbines 
and new feeders. This new section is divided into four 


FIG. 8.— GENERATOR END OF 10,000-H.P. TURBO-ALTERNATORS, 


Fic. 9.—BACK OF TRACTION SWITCHBOARD, 


“Fig. 10. —REACTANCE COIL FOR 10,000 AMPS, 


galleries, the oil switches and group switches 
controlling the turbines being placed on the : 
top gallery, whilst the oil switches con- 
troling the feeders are placed in the lowest . 
gallery. | 

The whole of the high-pressure conductors 
are laid out in such a manner that each con- 
ductor and isolating switch is enclosed in an 
earthed shield. The advantages claimed for 
this system are as follows :— 


1. It does not require cleaning. 

2. Live conductors cannot be touched or 
short-circuits caused by rats or other live 
animals. 

3. Any arc that may be set up is not 
liable to short-circuit all three phases, 

4. The series transformers, a weak point 
in all other systems, and the cause of many 
serious breakdowns, are clamped outside the 
earthed covering, thereby making a. fail- 
ure in this part of the system almost im- 
possible. | | - 

5. Heavy short-circuits, which before now 
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have broken . insulators due to the repulsion between 
conductors, can in no way affect this system. 
6. Isolating switches are locked in the “оп 
positions. 
Another view shows the back of the traction board. 
Several special interlocking devices are used with this par- 


” and “off” 
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ticular system. For example, it is impossible for an 
attendant to get at the key of the isolating switches without 
opening the oil switch of the main generator, thus auto- 
matically preventing the isolating switches from being 
opened under current. By means of pilot lamps the 
attendant on the control board can see the exact position of 
the isolating switches. The lamps in question will only 
indicate if all three phases are in the “оп” or off posi- 
tion. Many other advantages are claimed for this system. 
The generator and group switches are of especially large 


type, motor driven, and are capable of carrying a current of, Vz 


in this country. 


type, were made by Messrs. C. A. Parsons & Co. The 
impulse blades are fixed in the grooves of the velocity wheel 
by two layers of caulking pieces, each independently caulked 
so as to get the strongest possible mechanical fixture. The 
intermediate and low-pressure ends of the turbine are of the 
usual standard reaction blading, built up on segments before- 
hand on the Parsons rosary threaded root system. There 
are three groups of nozzles on these turbines, each group 
controlled by a special design of automatic valve, which by 
opening brings the group of nozzles into operation as soon 
as the preceding group is utilised to its full capacity. "The 
use of these automatic valves enables the lowest possible 
steam consumption to be obtained at all variations of load. 
There is a fourth group of nozzles controlled by band, 
which can be used to deal with overloads if it becomes 
necessary 

The well-known Parsons type of steam relay governor 
controls the speed of the turbines, which have a variation of 
not more than 3 per cent., notwithstanding the rapid changes 
of load which take place when the machines are on the 
railway service. 

The electric generators were manufactured by Messrs. 
Brown, Boveri & Co., and are the largest hitherto constructed 
These generators are specially designed 
to operate under the very special conditions which prevail 
on the traction system. This particular type of construction 
was adopted by the Corporation principally on account of its 
mechanical strength, in view of the heavy overloads with 
which the machines will have to deal. The generators are 
specially arranged so as to give either a single-phase or a 
three-phase supply. ‘The capacity of each of these machines 
is 7,500 KW. normal rating, when running three-phase, with 
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2,000 amperes and breaking at the moment of short circuit 


40,000 amperes. These switches have been actually tested 
by switching one of the large 10,000-H.P. generators on to a 
short circuit and switching it off again. 

Owing to the enormous currents given by turbo-generators 
on short circuit it was thought advisable to install reactance 
coils, so as to reduce the current as much. as possible and 
prevent undue stress on the windings of the generators, &c. 
One of our illustrations shows a reactance coil used in 
connection with the railway supply. This coil, which has a 
reactance of about 4 per cent., is designed to withstand a 
short-circuit current of 10,000 amperes. The weight of the 
coil is about 15 tons. 

We give two views of the two 10,000-H.r. turbo-gene- 
rators. The turbines, which are of ше impulse-reaction 
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Ете. 12.—COMPARISON BETWEEN THE 10,000-H.P. STEAM 
ALTERNATOBS OF THE LONDON ELECTRIC SUPPLY CORPORATION, 
1889 AND 1912. 


an overload of 50 per cent. for balf an hour. They are at 
present dealing with loads up to 7,500 Kw. when running as 
single-phase machines. The generators are arranged for 
self-contained induced draught; the cool air enters the 
machine from below, passes through the various parts, and 
then, through a special duct, running through the engine 
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room, is discharged outside the building. Two special air 
filters are provided for each machine, capable of dealing 
with 27,000 cb. ft. of air per minute. The pole shoes of 
the rotors are provided with heavy copper damping 
windings to reduce the pulsating field set up when they are 
giving a single-phase supply. Mica is used throughout for 
the insulation of the armature, the end connections of the 
windings being specially secured, not only at the end of the 
coil, but where each har leaves the slot. 

The voltage regulation of these large generators is 
entirely controlled by an automatic Tirrill regulator, which, 
considering the variations of power factor, load, &c., which 
take place, gives wonderful results. 

The boiler house contains 22 Babcock & Wilcox boilers 
and 10 Paxman boilers, with complete superheater and 
economiser equipment. Two new Babcock & Wilcox 
boilers, each having a capacity of 25,000 lb. of steam per 
hour, are now being installed, making a total capacity of 
boiler plant of 760,000 lb. of steam per hour. There is 
ample capacity on the wharf for further extensions of 
boilers and generating plant, and also for large quantities of 
coal, во that the generating station may be regarded as 
practically independent of coal strikes, &c. 

The water for condensing purposes is taken from the 
River Thames, and the method of straining the water is of 
special interest, as an entirely new form of strainer (shown 
in one of our views) has been designed for the purpose. 
Two of these strainers are at present in use in Deptford. 
The chief points of interest in this type of strainer are its 
first cost —which is about one-third of that of other self- 
cleaning strainers on ihe market—its low cost of upkeep and 
power required to operate, and the small space occupied. 

The strainer proper is in the form of a drum, the surface 
of which is perforated with a large number of holes. The 
drum, which is contained in a closed cast-iron housing, 
rotates at а speed of 3 to 5 R. P. M. by means of a reduction 
gear driven from the centrifugal pump shaft. The water 
entering the housing passes through the perforations into 
the interior of the drum, and thence into the pipe system to 
the condensers. Any «débris carried in by the water adheres 
to the outside of the drum until it reaches a scraper, so 
placed as to act on the lower surface of the strainer. This 
scraper has a shaving action on the drum, and causes any 
debris adhering to the perforated surface to fall into a 
settling chamber formed in the bottom of the strainer body, 
quite outside the flow of water. The débris can be dis- 
charged to the river by opening either automatically or hy 
hand a sludge valve, which is connected to the return pipe 
from the condensers. These strainers have been dealing with 
the full quantity of water required by the generating station 
for the last two years and have been giving every satis- 
faction. Both strainers were made by the Corporation in 
their own workshops. 

The coal supplies are all obtained from the river, coal 
being delivered alongside the Corporation’s frontages in 
barges of 200 tons and upwards. For unloading these 
barges special grab cranes are provided, by which the coal is 
worked out into a weighing hopper, whence it gravitates into 
large skips ; these are picked up by a Temperley transporter, 
which conveys the coal over the boiler house, depositing it 
on the coal floorsor in the bunkers. Ample storage facilities 
are available not only over the boiler house, but also on the 
wharf, and previously to the recent coal strike sufficient coal 
for several months’ supply was stored on the premises, which 
quantity could be very largely increased should the necessity 
arise. | 

As it was by virtue of necessity in the early experimental 
days, so in later times it has been the policy of the Deptford 
works to be as far as possible independent of all outside con- 
tractors, not only for their repairs but also largely as regards 
new material for extensions. In addition to the workshops 
which have been previously referred to, the station is 
provided with a large drawing office and staff, where some of 
the main engines, including one of 2,000 J. H. P., and other 
important parts of the plant have either been designed 
originally or redesigned, the construction or reconstruction, 
as the case may be, being subsequently largely carried out in 
the Corporation's workshops. These shops are well equipped 
with machine tools, which are capable of handling the largest 
parts of the generating plant for repair purposes. When 


not engaged on repairs the shops are kept going on new work. 
In addition to strainers and other parts in connection with 
the condensing plant, a large number of the valves required 
for recent extensions, from high-pressure steam valves up 
to 48-in. diameter exhaust valves, have been made in the 
Corporation's shops. It will be readily understood that the 
advantage of having such great facilities for works of construc- 
tion and repair on the premises cannot be over-estimated. 

The immense progress that has been made during the last 
24 years is well illustrated by the load curves which we 
reproduce on the previous page. It is interesting, too, to 
note that in our issue of May &th, 1891, we gave a number 
of views of the original Deptford plant, including the huge 
10,000-H.r. alternator then in course of construction but 
never completed. 

There can be, we should think, few, if any, other elec- 
tricity supply undertakings in this or any country which can 
boast of a more loyal and devoted staff than the London 
Electric Supply Corporation has the good fortune to possess ; 
several of its members have been employed in the Deptford 
works from the very beginnirg, and are still actively engaged 
in the company's service. Foremost among these is, of 
course, Mr. Partridge himself, whose technical ability and 
charming personality are too well known to need description. 
To call Mr. Partridge indefatigable would be the barest 
justice ; no personal effort is too severe or too distasteful 
for him to undertake it, be it crawling through boiler flues 
or designing new equipment, and his acquaintance with 
every individual item of his plant is intimate and expert. 

The history of the Deptford station, like that of most 
pioneer undertakings, has been one of innumerable diffi- 
culties and continual change; we are glad, therefore, to 
record the triumphant outcome of its long battle. Its total 
working costs for the year 1911 were 0°82d. per unit—about 
19 per cent. lower than those of any other company in 
London for that year. We offer our congratulations to Mr. 
Partridge, with the hope that a bright and prosperous future 
may lie before his historic undertaking. | 


NOTES. 


(Concluded, from page 218.) 


Devonport Dockyard Trip to Guernsey.—About 
140 members of the Electrical Engineers’ Department of Н.М. 
Dockyard, Devonport, including the chief of the department, Mr. 
Z. H. Kingdon, took part in & trip to Guernsey during the August 
bank-holiday week-end. The party embarked on the G.W.R. 
steamer Antelope at the Millbay Docks, Plymouth, about 10.30 p.m. 
on the Friday night, arriving at St. Peters Port, Guernsey, about 
6.30 a.m. on the Saturday morning. After landing, the party were 
photographed, and then proceeded in chars-à-banes to the Masonic 
Hall, where breakfast was served. The party spent all day Saturday 
and Sunday visiting the chief places of interest, and left St. Peter's 
Port, Guernsey, on the Sunday night at 10.30 p.m., arriving at 
Millbay Docks about 7 a.m. on Monday morning. The weather was 
not allthat could be wished, but the enjoyment of the party was 
little interfered with. 


Post Office Engineering Staff.—In the Parliamentary 
questions the other day, Mr. Snowden asked the Postmaster-General 
whether, in view of the fact that the special board appointed to 
inquire into and report upon the cases of those engineers denied the 
new scales of pay authorised under the reorganisation of the 
engineering department completed their labours some weeks ago, 
and also that the delay which had taken place in announcing the 
result of the reconsideration was giving rise to a feeling of unrest 
and discontent amongst the officers affected, he would give some 
indication of the nature of the points of difficulty not yet settled. 
The Postmaster-General replied that he had now been able to come 
to a decision on this matter, and he found that he would be justified 
in granting the new scales of pay to a considerable number of engi- 
neers who were left on their old scales in the first instance, The 
changes would take effect as from July Ist, 1911. 


Electric Light Staff (General Post Office), —Mr. 
Crooks asked the Postmaster-General the other day whether he was 
aware that the men in the electric light department of the General 
Post Office who were promised an increase of salary to commence 
January, 1908, had not yet received it, and would he make arrange- 
ments to enable these men to receive their long-delayed back pay. 
Mr. Herbert Samuel stated that the payment of arrears to the 
electric light staff, consequent on the antedating of their revised 
rates of pay from October, 1910, to January, 1908, had already been 
carried out in a number of cases, and the settlement of the remain- 
ing claims was being proceeded with ; the amount of work involved 
was considerable, as it was necessary to make a week-to-week exam- 
ination of the pay-sheets for each man concerned during two 
years and threequarters. 
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t A Liverpool Charge.—At the Liverpool Police Court 
on Saturday. August 3rd, Arthur Evans Kennedy, electrical engineer, 
was committed to the Assizes for trialon a charge of menacing 
Sir Charles Petrie (chairman of the Tramways and Electricity 
Committee) by sending threatening letters demanding money. The 
case for the prosecution showed that Kennedy was formerly 
employed in the electricity department of the Corporation, and 
after his discharge for unsatisfactory conduct he commenced to 
write letters and address public meetings with the object of showing 
that he had a grievance against Sir Charles Petrie, Mr. Clough (city 
electrical engineer), and Mr. J. Witter (foreman). He had 
previously, in 1909, spent six months in prison in default of 
entering into recognizances in respect of а charge of writing а 
letter to Sir Charles Petrie. The letter complained of in the 
present case dealt with what he styled " The Liverpool Dreyfus 
case," and contained a sentence: "I further tell you that no 
matter what it costs, you will be bound to settle the matter 
between us. Further he wrote: "If you do not care to meet me, 
send to me what is known as a blank cheque and a letter. I have 
& price, of course, I will then write you out a receipt in full 
settlement of my claim against you, Mr. Clough, and Mr. Witter.” 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with th 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials.—At the offices of the 
Guernsey Electric Light and Power Co., Ltd., recently, Mr. C. T. 
WESTLAKE, chief assistant engineer, was presented by the staff and 
employés with an onyx timepiece on the occasion of his marriage. 
Mr. A. N. Rye, the engineer and manager, made the presentation. 

A proposal to increase the salary of Mr. W. CHURCHYED, station 
engineer at Bridlington, from £156 to £166 per annum, has been 
referred back. The Committee made its recommendation after Mr. 
Churchyed had received a Lowestoft appointment, the chief 
engineer (Mr. Beckett) not desiring to lose his services at 
Bridlington. 

Mr. G. D. VICKERS, station superintendent at the Smethwick 
power station of the Shropshire, Worcestershire and Staffordshire 
Electric Power Oo., has been presented with a handsome chiming 
clock in fumed oak case (subscribed for by the management and 
staff of the company) in celebration of his marriage, which took 
place at Blackburn on July 18th last. 

. Mr. E. CALVERT, electrical engineer to the Finchley undertaking, 
has had his salary raised from £576 to £600 per annum. 

The Newcastle-under Lyme T.C. has increased the salary of Mr. 
A. J. C. DE RENZI, electrical engineer, by £25 per annum, as from 
August lst, with a further increase of £25 a year hence. 

The Tunbridge Wells T.C. has decided to postpone until after 
October 30th the appointment of a chief electrical engineer in 
succession to Mr. J. W. Beauchamp. Until a successor is appointed 
Mr. J. BEMnOosE, chief assistant electrical engineer, will have 
charge of the undertaking. 

MR. J. D. KNIGHT, borough electrical engineer at Ealing, has 
been unanimously voted an increase in salary from £575 to £600, 
commencing September 30th next. Increases, amounting to 
£69 11s. for the ensuing half-year, have been granted to all the 
ataff at the electricity works. 


General.—As reported in the Press, among the five 
Englishmen who were arrested on Saturday night at Eckenförde, 
near Kiel, on suspicion of espionage, are Messrs. W. R. MACDONALD, 
electrical engineer, and L. H. SHEFFIELD, solicitor, who are 
co-directors of Submersible Motors, Ltd. 

The Council of the Institution of Civil Engineers has resolved 
to propose at the next meeting the election of MR. THOMAS CoLTRIN 
KEEFER, C.M.G., of Ottawa, Canada, as an honorary member of the 
Institution, because of the distinguished part he has taken in the 
engineering enterprises which have aided so largely the develop- 
ment and prosperity of the Dominion ; and on account of the 
services which he has rendered to civil engineering during his long 
association with it since his entry into the profession in the 
year 1838. 

Mr. H. S. WATKINS sailed on August 2nd for Ceara, Brazil, to 
supervise the construotion of & complete tramway and electric 
light installation and power station, on behalf of the consulting 
engineers, Messrs. McCarter and Kerr Bock. Mr. Watkins antici- 

being in Ceara for about 12 to 18 months. 

CAPT. J. R. GARWOOD, Royal Engineers, has been appointed 
chief instructor at the Army School of Electric Lighting at 
Portsmouth. 

The Perth (W.A.) City Council, after a three hours’ debate, has 
appointed MR. HERBERT BROADBENT to prepare plans and speci- 
fications for the new city electric lighting installation and 
to supervise the carrying-out of the work when it is taken in hand. 

MB. J. SUTHERLAND WARNEB haa returned to England from the 
United States, where a number of cars equipped with St. Louis- 
Warner Non-Parallel Axles, and manufactured by the St. Louis Car 
Co., of St. Louis, Mo., U. S. A., are now in operation. 


NEW COMPANIES REGISTERED. 


Galletti's Wireless Telegraph and Telephone Co., Ltd. 
(123,199), — Registered July 30th, by Bristows, Cooke and Carpmael, 1, Copthall 
Buildings, E.C. Capital £155,000 in 150,000 shares of £1 each and 100,000 
shares of 18. each. Objects: To acquire the benefit of certain inventions con- 
nected with wireless telegraphy and telephony, and apparatus, instruments 
and appliances connected therewith, to develop and turn to account the same; 
and to manufacture and supply machines, instruments and apparatus for 
use in connection therewith. The signatories (with one share each) are :— 
T. W. Btratford-Andrews, 18, Old Broad Btreet, E.C., managing director; 
R. C. Galletti, 23, Quai du Mont Blanc, Geneva, engineer. Private company. 
The first directors (to number not less than two or more than seven) are J. H. 
Tritton, Bir Francis Mowatt, G.C.B., Bir William R. Brook, K.C.I.E., R. C. 
Galletti, A. N. K. Macklin, C. Holland and T. W. Stratford-Andrews ; 
qualification £250; remuneration (except inanaging ot technical directors), 
£100 each per annum (chairman £150) and a percentage of the profits. 

A letter from the G.P.O., London, to the Indo-Kuropean Telegraph Co. 
conveys the consent of the Postmaster-General to this registration, provided 
that such consent confers no right to use the system in the U.K. without the 
usual licence, and does not in any way bind the Postmaster-General to grant 
such a licence. The same letter states that the Postmaster-General has no 
objection to raise to the revised Memorandum of Association of the Indo- 
European Telegraph Co. 


Vacuum Electric and Gas- Heating Appliances, Ltd. 
(123,545), — Registered July 31st, by С. R. Cran, 15, New Broad Street, Е.С. 
Capital £100,000 in £1 shares. Objects: To carry on the business of manu- 
facturers of and dealers in geysers and appliances for the heating of steam, 
water and air by electricity, gas, oil or other method, and fittings and appli- 
ances connected with electric, gas and oil lighting, founders, electrical 
engineers, oil refiners, &c., to acquire, work, develop and turn to account 
certain inventions and patent rights for the heating of steam, water and air 
by gas and electricity, and to adopt an agreement with J. Mann. The sub- 
scribers (with one share each) are:—M. F. Berkeley, 2, Ormonde Terrace, 
Regent's Park, N. W., gentleman; O. Сие, Finsbury Circus Buildings, E. C., 
gentleman; D. W. Cassy, 133, Cannon Street, E. C., insurance broker; G. J 
Smith, 20, Adamson Road, N. W., gentleman; C. G. Chatterton, 32, Finsbury 
Square, E. C., solicitor; Alice J. Ash, 25, Woodlands Road, Leytonstone, 
clerk; R. I. Marsden, 18, Eldon Street, E. C., chairman and secretary. Mini- 
mum cash subscription, seven shares. The first directors (to number not less 
than three or more than 10) are M. F. Berkeley, О. Cuffe and G. J. Smith; 
ү шышы, 100 shares; remuneration £200 each per annum (chairman 


African Mica Mines, Ltd. (123,517).— This company was regis- 
tered on July 31st, with a capital of 240 000 in 5s. shares, to acquire, work, 
develop and turn to account mica mines, mining rights and properties in 
Africa and elsewhere, and to adopt agreements with P. F. Haupt and the V. R. 
Byndicate for the acquisition of mica property in North-Eastern Transvaal. 
The subscribers (with one share each) are:—C. E. Gudgeon, 19, Eastcheap, 
E.C., asbestos merchant; W. E. Roiffenstein, 1, Cromwell Mansions, Ravens- 
court Park, W., director; H. A. Corbett, 61, Erithville Gardens, W., gentle- 
man; J. 8. Home, 75, Grand Parade, N., journaliist; L. H. Rusby, 73, Cheap- 
side, E. C., chartered accountant; T. Grimes, 19, Eastcheap, E. C., traveller; 
W. T. Veroni, 65, Fenchurch Street, E.C., gentleman. Minimum cash sub- 
s^ription, seven shares; the number of directors is not to be less than two or 
more than seven; the first are J. B. Gates and C. E. Gudgeon; P. F. Haupt 
shall become a director after first allotment of shares; remuneration, £100 
each per annum (chairman, £200), free of income-t&x. Registered otlice, 73, 
Cheapside, E.C. 


Universal Wireless Supply Co., Ltd. (123,514).—This com- 
pany was registered on July 30th, with a capital of £2,000 in £1 shares (200 
founders), to carry on the business of manufacturers of, agents for, and dealers 
in wireless telegraph apparatus, machinery and implements of all kinds, &c., 
and to acquire the property and rig ats of T. H. Lyon and J. C. Smith in the 
patent Lyon-Smith det ctor, The subscribers (with one share each) are :— 
T. H. Lyon, 32, Morris Road, Southampton, master mariner; J. C. Smith. 23, 
Oxford Street, Southampton, marine optician; F. P. W. Allen, 70, Bullar 
Road, Bitterne Park, Southampton, wireless operator; H. E. Chalmers, 11, 
Hanley Road, Southampton, master mariner; H. Cook, 1l, Arthur Road, 
Southampton, marine optician; F. Woolley, 5, Portland Street, Southampton, 
incorporated accountant ; H. J. E. Batchelor, 63, Howard Road, Southampton, 
clerk. Mioimum cash subscription, £500. The number of directors is not to 
be less than two or more than three; the first are T. H. Lyon and J. C. Smith. 
Registored office, 5, Portland Street, Southampton, 


Southwold Electricity Works, Ltd. (123,568).—This com- 
pany was registered on August lst, with a capital of £10,000in £l shares, to 
take over the business carried on at Southwold aud Reydon, Suffolk, for the 
electric lighting of the town of Southwold and parish of Reydon, and to adupt 
an agreement with the Coast Development Corporation, Ltd. The subscribers 
(with one share each) are :—Col. Sir Thomas В. Cave, Kilworth, Woking; C. F. 
Pritchard, 3, Temple. Gardens, Temple, E. C., barrister; G. Riley, Granville 
House, Clacton-on-Sea, engineer; Н. R. Spence, 5, Alexandra Court, Queen's 
Park, S. W., director; W. J. Taylor, 12, Ashgrove Road, Goodmayes, 
accountant; Н. F. Worboys, 64, Brockley Rise, Honor Oak Park, B E., clerk; 
C. J. Freeman, Elmeroft, Recreation Road, Sydenham, S. E., cashier. The 
first directors are Col. Sir Thomas S, Cave, C. F. Pritchard, G. Riley, and H. R. 
Spence. Registered office, Belle House, Fish Street Hill, Е.С. 


Gambrell Bros., Ltd. (123,557).—This company was registered 
on August Ist, with a cupital of £10,000 in £1 shares, to carry on the business 
of manufacturers of and dealers in electrical instruments and appliances 
carried on by T. E. Gambrell and C. T. Gambrell, at 23, North Bide, Clapham 
Common, S. W., as Gambrell Bros. The subscribers are :—F. . Gordon, 
Graylands, Augustine Road, Wimbledon Park, Surrey, gentleman, 1,500 
shares; T. E. Gambrell, 23, North Side, Clapham Common, 8.W., electrical 
engineer, 1 share; C. T. Gambrell, 23, North Side, Clapham Common, S. W., 
electrical engineer, 1 share, Private company. The number of directors is 
not to be less than two or more than six; the first are F. W. Gordon, T. E. 
Gambrell, and C. T. Gambrell; qualification, £100; remuneration, £15 per 
annum, divisible. Registered by Druces & Attlee, 10, Billiter Square, E.C. 


Maximum Magneto Co., Ltd. (123,507).—This company was 
registered on July 30th, with a capital of £5,000 in £1 shares to acquire in-. 
ventions relating to motor-cars and motor-car parts, to promote conipanies, 
&c., and to adopt an agreement with W. H. F. Muenz, J. Sherwood, H. M. 
Harris and B. J. Samuels. The subscribers (with one share each) are:—B. J. 
Samuels, 10, Dean Street, W., motor accessory dealer; J. Sherwood, 26, Red 
Lion Square, W.C., merchant. Private company. The first directors are 
H. M. Harris, C. Oppermann, B. J. Samuels, J. Sherwood and F. Kubler ; 
remuneration as fixed by the company. Registered office, 10, Dean Street, W. 


Photos Miners’ Electric Lamp, Ltd. (123,179).—This com- 
pany was registered on July 29th, with a capital of £5,000 in 4,700 10 per cent. 
preferred ordinary shares of #1 each and 6,000 deferred ordinary shares of 1s, 
each, to carry on the business of electrical and mechanical engineers, 
electricians, &c., and to adopt an agreement with K. R. Smith for the 
acquisition of the patents, inventions and rights referred to therein. The 
subscribers are :—К. R. Smith, Woodlands, Paignton, South Devon, inventor 
and patentee, 900 preferred ordinary shares; E. R. Smith, Melford Lodge, 
Muswell Hill, N., stockbroker, 925 preferred ordinary shares; G. W. Cook, 
8, Broad Street Buildings, solicitor, 50 preferred ordinary shares. Private 
company. The number of directors is not to be less than two or more than five 
the first are E. R. Smith, K. R. Smith aud G. W. Cook. Registered by Water- 
low & Sons, Ltd., London Wall, E.C. 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Windermere and District Electricity Supply Co., Ltd. 
41.461).— Trust deed dated June 25th, 1912 (supplemental to trust dced dated 
November 11th, 1902, securing £20,000 first mortgage debenture stock), charged 
on land at Troutbeck Bridge, and company's other property, present and 
future, including uncalled capital and benefit of all present and future pro- 
visional orders for electrical lighting. ‘Trustees: A. M, Sing, Dawstone, 
Windermere; and A. H. E. Wood, Browhead, Windermere. ‘The supple- 
mental deed extends tiine for repayment of stock until December 31st, 1932, 
and increases rate of interest froin 44 to 5 per cent. per annum and otherwise 
varies principa! deed. 


Cleveland and Durham Electric Power, Ltd. (59.539).— 
Charge dated May 29th, 1019 (supplemental to agreement dated June 13th, 
1911), to secure £31,600 or such other sum as may be payable under the terms 
of the agreement, Property charged: Above-mentioned agreement relating 
to generating and other plant at or near Horden and Shotton Collieries, and 
benefit of wayleaves and leases required for carrying out the same, Holders: 
Industrial Plant Co., Ltd., Milburn House, Newcastie-on-Tyne. 


British and Colonial Lighting Co., Ltd. (100,650). Issue 
on June 25th, 1912, of £500 debentures being part of a series of which particulars 
have already been filed. 


Callender’s Share and Investment Trust, Ltd. (121,778).— 
Trust decd dated March goth, 1912, to secure £115,000, charged on securities 
amounting in all to £115,000 in the Anchor Cable Co., Ltd., Lancashire Power 
Construction Co., Ltd., Yorkehire Klectric Power Co., ard the Uxbridge and 
District Electric Supply Co., Ltd., and the company's undertaking and 

roperty, present and future, including uncalled capital, Trustees: Sir 
enry S. King, K. C. I. E., 65, Cornhill, E. C., and Bir James F. Flannery, Bart., 
M. I. C. E., 9, Fenchurch Street, Е.С. 


Power Gas Corporation, Ltd. — Agreement dated July 9th, 
1912, to secure all moneys not exceeding £75,000, which the mortgagees may 
рву to Parr's Bank, Ltd., under or by virtue of a certain guarantee, charged 
on Parkfield Works, at Stockton-on-Tees, contained in mortgage to the 
Corporation by virture of deposit of deeds, to secure not more than £100,000. 
Holders: R. L. Mond, J. P., Ccmbe Rank, Sevenoaks; Sir Alfred M. Mond, 
Bart., 35, Lowndes Square, W.; E. 8. Mond, 22, Hyde Park Square, W.; and 
B. F. Hawkesley, 30, Mincing Lane, E.C. ' 


Reason Manufacturing Co., Ltd. (64,701).—Mortgage dated 
July 4th, 1912, to secure £2,000, and apy other present or future indebtedness 
of the company to the mortgagees (Barclay & Co., Ltd.. 54, Lombard Street, 
E.C., and North Street, Brighton), charged on present and future indebtedness 
of company’s customers. 


Barbados Electrice Supply Corporation, Ltd. (104,367).— 
Particulars of £15,000 debentures created June 27th, 1912, filed pursuant to 
Rec. 93 (3) of the Companies’ (Consolidation) Act, 1908, the amount of the 
present issue being £10,000. Property charged: The company’s undertaking 
and property, present and future, including uncalled and unpaid capital, and 
sums payable in respect of 4,828 preferred and participating shares unissued, 
and/or any new shares hereafter created and issued. No trustees. 


Luken Co., Ltd.—Debenture for £1.200 dated July 4th, 1912, 


charged cn the company's nndertaking and property, present and future, in- 
cluding uncalled capital. Holders: The Lunkenheimer Co., Cincinnati, Ohio, 
U. S. A. 


Foster Engineering Co., Ltd. (94.371). Particulars of £10,000 


debentures, crented May 81st, 1912, filed pursuant to Sec. 93 (3) of the Companies’ · 


(Consolidation) Act, 1908, the amount of the present issue being £2,000. 
Property charged: The company's undertaking and property, present and 
future, including uncalled capital. No trustees. 


Evershed & Vignoles, Ltd. (43,206).—Isaue on June 28th, 1912, 
of £2,500 debentures, being balance of a series for £15,000, particulars of 
which have already been filed. 


Indicating Fuse and General Manufacturing Co., Ltd. 
—Debenture dated June 28th, 1912, to secure £100, charged on the company's 
undertaking and property, present and future, including uncalled capital. 
Holder: Capt. W. J. Beton, Trunk Cottage, Cove, Farnborough, Hants, 


Aluminium Corporation, Ltd. (106,421).—Trust decd dated June 
17th, 1912, to secure £10,000 second mortgage debenture stock, charged on certain 
lands and premises in Carnarvoprhire, and rights, privileges and powers, &c. 


Trustees: Mortgage Investment and Contract Corporation, Ltd., 60, London 
Wall, E.C, 


Durell Walker & Co., Ltd.—Particulars of £1,000 debentures, 
created July 15th, 1912, filed pursuant to Sec. 93 (8) of the Companies (Consoli- 
dation) Act, 1908, the whole amount being now issued. Property charged: 
The company's undertaking and property, present and future, inoluding un- 
called capital (if any). No trustees. 


Britis Union Lamp Works, Ltd.—Particulars of £10,000 
Cebentures, created June “6th, 1912, filed pursuant to Вес. 98 (8) of the Com- 
panies’ (Consolidation) Act, 1908, the whole amount being now issued. 
Property charged: The company's undertaking and property, present and 
future, including uncalled capital. No trustees. 


Urban Electric Supply Co., Ltd. (57,986). Return dated 
June lath, filed June 27th, 1912; capital, £640,000 in 80, (00 ordinary shares of 
£8 each; 50,000 preference shares ої £5 «ach and 150,000 shares of £1 each; 
80,000 ordinary and 50,000 preference shares taken up; £8 per share called up 
on the ordinary and £5 per share on the preference; £490,000 paid. Mort- 
gages and charges: £356,723, 


Union Electric Co., Ltd. (71,115).—Return dated May 6th, 
filed May 9th, 1912; capital, £25,000 in £1 ehares; 24,250 shares taken up; 
41 per share called up on 3,250 and 1s. per share on 19,€00; £5,225 paid; 
4500 considered as paid on 500 shares. Mortgages and charges: Nil. | 


Northwood Electric Light and Power Co., Ltd. (66.312).— 
Return dated June 21st, filed July 12th, 1919. Capital £30,000 in £1 sbares 
(15,000 5 per cent, cumulative preference). 12,957 ordinary and 6,730 preference 
shares taken up. £1 per share called up on 5,132ordinary and 6, 730 preference. 
£14,802 paid. 44, 220 considered as paid on 4,225 ordinary. Mortgages and 
charges: £2,875. 


Rhymney Valley and General Electric Supply Co., Ltd. 
(80.41 ).— Return dated June 17tb, filed July Ist, 1919. Capital £5,600 in 
£l shares (2,500 preference). 1,877 ordinary, and 140 preterence shares 
taken up. £l per share called up on 1,200 shares. £1,110 paid, leaving £90 
in arrears, £817 considered as paid on 817 shares. Mortgrgen and charges: 
21, 100. 


Shanghai Electric Construction, Ltd. (86,795). Return 
dated May 30th, 1912, filed same date. Capital £820,000 in £10 shares. All 
shares taken up. £817,000 paid. £3,000 considered as paid. Mortgages and 
charges: Nil. 


Rangoon Electric Tramway and Supply Co., Ltd. (86,932).— 
Return dated May 14th, filed June 29th, 1912. Capital £500,000 in 50,000 
preference shares of £5 ench and 250,000 ordinary shares of £1 each. 60,000 
preference and 177,001 ordinary shares taken up. £5 per share called up on 
50,000 preference and £1 per share on 112,001 ordinary. £361,999 paid, leaving 
£2in arrears, £65,000 considered as paid on 65,000 ordinary shares. Mortgages 
and charges: £198,896. 


Birmingham and Midland Tramways, Ltd. (19,077).—A 
memorandum of satisfaction in full on February Sth, 1912, of mortgages 
5 as outstanding under Bec. 12 of Company's Act, 1907, securing £4,750, 
as been filed, i 


Woking Electric Supply Co., Ltd. (46,175).—Isaues on various 
dates from February 8th to June 8th, 1912, of £2,850 debentures, parts of a series 
of which particulars have already been filed. A memorandum of satisfaction to 
the extent of £3,000 of trust deed dated March 1st, 1906, securing an indefinite 
amount, has also been filed. 


Leatherhead and District Electricity Co., Ltd. (70,637).— 
Trust deed dated July 2nd, 1912, to secure £15,000 debenture Btock, charged on 
land in Fetcham, Burrey, with buildings thereon and company’s other assets, 
present and future, including uncalled capital, Trustee: P. P. Ralli, Ashstead 
Park, Surrey. 


A. Reyrolle & Co., Ltd. (70,210).—Issue on July 12tb, 1912, of 
£300 debentures, part of а series of which particulars have already been filed. 


Roger Dawson, Ltd.—Deed of charge on 1, Berners Street, 
Oxford Street, W., and a sinking fund policy, dated July 17th, 1912, supple- 
mental to mortgage dated June 18th, 1908, securing £6,600 and further 
ia. now £9,500. Holders: Allianoe Assurance Co., Ltd., 1, Bartholomew 

ane, E.C. 


‘Safety Light, Ltd.—Particulars of £17,500 debentures, created 
June 21st, 1911, filea pursuant to Sec. 93 (3) of the Companies’ (Consolidation) 
Act, 1908, the whole amount being issued on July 3rd, 1912. Property charged: 
The company's undertaking and property, present and future. No trustees. 


CITY NOTES. 


Central London Railway Co. 


THE half-yearly meeting was held on Thursday last week at 
the Holborn Restaurant, Dr. H. F. Parshall presiding. 

The CHAIRMAN, in moving the adoption of the report (see 
ELECTRICAL REVIEW, p. 184), said that during the half-year the 
balance of the 44 per cent. preference stock, £95,000, had been 
issued. The capital expenditure had been £78,501, the principal 
item, namely, £71,991, being in respect to the Liverpool Street 
extension. Notwithstanding the difficulties under which that 
work had been carried out owing to industrial unrest and the 
very considerable delay caused thereby in the delivery of all-kinds 
of materials, this extension was opened for public traffic on July 28tb. 
Great credit was due to the contractors as well as to their own 
staff in having achieved that result. It was, of course, too early 
to say what benefit the company would derive from the extension, 
but during the past few days it had been a great convenience to 
the public, and they had every reason to believe that it would prove 
to be a valuable source of revenue to the company. As regarded 
further capital expenditure, there was to be spent on 
Liverpool Street during the coming half-year £36,000 
and in subsequent half-years £20,000, making a total of £56,000, 
to complete this extension. In connection with the Ealing and 
Shepherd's Bush extension the expenditure during the half-year 
would be £38,000, and in subsequent half-years £120,000, making 
a total of £158,000. Additional rolling stocks would cost £7 1,600. 
The completion of the Ozonair system of ventilation, installation 
of automatic signalling, fireproofing of platforms and sundry items 
would cost £23,000, making a total expenditure of £308,000. 
To meet this they had unissued debenture stock amounting to 


` £160,000. There was also a small balance due in respect of the 


unissued 44 percent. preference stock of £600, which with the 
balance at credit of capital account of £165,526, made a total of 
£326,126. They would remember that the M etropolitan Rail- 
way Co.,in the present session of Parliament, promoted a Bill 
whereby they sought to obtain running powers over the Ealing and : 
Shepherd's Bush Railway. He was pleased to say that by the joint 
efforts of their company, and the Great Western Railway Co., the 
portion of the Bill affecting their railway was rejected. The Great 
Western Railway Co. were now pushing ahead as rapidly as pos- 
sible with the construction of their portion of the line and work 
had been commenced on their connecting portion at Wood Lane. 
Turning to the revenue account, the railway last half-year had car- 
ried 17 million passengers which compared with the same period last 
year was a decrease of 2,757,000 passengers with a decrease in 
receipts of £18,875. The decrease in receipts was. principally due 
to various forms of competition, mainly by  motor- buses, The 
coal strike in the early part of the year was also responsible for a 
portion of the decrease, since during that period there were 
generally fewer passengers travelling. There was also to be taken 
into account the fact that the receipts for June of last year were 
abnormal owing to the Coronation festivities. Against this decrease 
in passenger receipts there was an increase in miscellaneous 
receipts of £3,399, bringing the net decrease in revenue to £15,476. 
Agninst those decreases there had been effected a further reduction 
in the working expenses, which, including rates and taxes, amounted 
to £12,239 so that the balance to net revenue showed a diminution ` 
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of only £3,237. The percentage of working expenses to traffic 
receipts was 59˙44 against 61°09 in the corresponding period 
last year, being an decrease of 1°65 per cent. The gross 
receipts amounted to £131.633, and after deducting working 
expenses amounting to £71,969, there was a balance to net revenue 
of £62,664. After providing for debenture interest and other pay- 
ments amounting to £19,719, there was an available balance 
of £76,670, as compared with £76,878 last year. The interest 
on the 1j per cent. preference stock amounted to £10,800. 
A dividend on the undivided ordinary stock at the same 
rate as last half-year, viz, 3 per cent., and 4 per cent. on 
the preferred ordinary stock, would take £30,538, leaving a 
balance of £30,238 to be carried to the next half-year. The season- 
ticket facilities had been very largely extended, and the greatest 
advantage had been taken by the public of the monthly seasons, 
and also the short-distance tickets. 

The Right Hon. ViscounT Sr. ALDWYN seconded the motion, 
and the report was adopted. 

The CHAIRMAN, in reply to a question, said they had no idea of 
extending the line in the West End, except the Ealing extension 
which was near completion. | 


Indo-European Telegraph Co., Ltd. 


ÀN extraordinary general meeting was held on Thursday last week, 
at the offices, 18, Old Broad Street, E.C., Mr. J. Herbert Tritton 
presiding. 

The CHAIRMAN, in moving the resolution approving of a fresh 
clause (3) in substitution of the present clause in the memorandum 
of association, said that at the time when their existing 
memorandum was drafted, as far back as 1868, the practice in 
drafting such documenta, and the law concerning their interpreta- 
tion, seemed to have differed considerably from present usage. In 
those days it was the practice to state the main objects of the com- 
pany in somewhat general terms, and to leave all subsidiary matters 
to be covered by general words, or to be provided for in the articles 
of association. According to present practice the reverse plan 
prevailed, namely, to define with some fulness and considerable 
precision in the memorandum of association the powers exercisable 
by the company, and to treat matters not во specifically authorised 
and defined as outside the powera of the company; and the 


authority of the directors or the power of the company to do any . 


act was open to question, unless the act was in terms authorised 
by the memorandum of association. When they altered their 
articles in June, 1911, they expunged a good many of the directors’ 
powers then contained in the articles as they obviously had no 
place in them, after they had revised them and brought them up 
to date. Consequently, the directors’ powers remaining in the 
memorandam, as it stood before alteration, were very meagre— 
except by implication—in fact, as meagre as they possibly could be. 
The directors had hitherto avoided the revision of the memorandum 
(although strongly recommended by their legal advisers to do во) 
on account of the various complications involved in going to the 
concessionary Governments, the shareholders, and the High Court 
for approval. They felt, however, that they could not do justice 
to the business of the company which naturally became extended 
with succeeding years, without taking the alteration of the 
memorandum in hand, and they came to the shareholders for that 
purpore that day. 

SIR FRANCIS MOWAP?PT seconded the resolution, which was carried 
unanimously. 


Metropolitan Railway Со, 


Tue half-yearly general meeting was held on Wednesday last week 
at the Great Eastern Hotel, E.C., the Right Hon. Lord Aberconway 
presiding. | 
The CHAIRMAN, in moving the adoption of the report (see ELEC- 
TRICAL REVIEW, page 186), said it was of a satisfactory character, 
having regard to the adverse conditions under which they' had 
been working during the past six months. The receipts showed a 
decrease of £9,000 and the expenditure a decrease of £4,000. The 
traffic decreases were in the carriage of passengers and coal. Tle 
strike amongst the miners throughout the country was the direct 


cause of the falling off in their coal traffic, and was one of tle © 


causes of the falling off in their passenger traffic. He was happy 
to say that throughout the period of the strike they were able to 
maintain a very efficient service of trains over their system, and 
when it was over they had. still several weeks’ supply of {uel at 
their works. In view of the labour difficulties generally, they 
adopted a policy some 12 months ago of keeping a considerable 
stock of power-house coal stored at Neasden, and when the recent 
miners’ strike became imminent they increased that stock to what 
they considered a sufficient extent to tide over the stoppage at the 
pite. In this way they were able at very small increased expense 


to run their train services without interruption, and with only a 


few modificatione, during the slack periods of the day. They 
were still feeling the effects of increased bus competition, but they 
were doing all that they could to meet the situation by offering 
counter-attractions by their frequent, regular, and comfortable 
services. Their receipts from season tickets had advanced by nearly 
£2,000, which was evidence of the growing popularity of the line. 
On the expenditure side of the account the only items that called 
for mention were the locomotive and generating expenses, which 
were down to the extent of £4,000, and carriage and wagon repairs, 
which showed a saving of about £1,800. With regard to the first of 
these items, he thought, considering the higher price they had had to 


pay for coal during the last half-year, it was exceedingly gratifying 
to be able to show so substantial a reduction in the cost of their elec- 
trical power. They had now three of their reconstructed machines 
in commercial operation at Neasden, and they were showing very 
favourable results. From their experience up to the present time 
he had no hesitation in saying that, when the whole of the work 
was completed, the results in economical working would fully 
justify their expectations. While on that subject he would remind 
them that they were paying for the replacement of the machines out 
of the renewal fund which they had been building up for scine years 
past, and their only charge to capital was such a proportion of the 
total cost as was represented by the increased productive capacity 
of the power house. They had during the half-year, by the intro- 
duction of more economical methods of working their steam 
services, made considerable savings in engine power and in the 
consumption of locomotive coal. In the net revenue account the 
only item calling for special mention on the debit side was the 
electrical renewal and depreciation fund, to which they proposed to 
place £7,500 this time compared with £5,000 12 months ayo. They 
had already proved the usefulness of that fund, and he was sure 
they would agree with him that it was a wise precaution to keep 
it up to a good level. The average fare per passenger during the 
last half-year had been 1 456d., as compared with l'157d., and the 
ratio of expenses to gross receipts 171 per cent. compared with 
48°82 per cent. in the corresponding period, while the ratio of 
expenses to traffic receipts alone was 5442 per cent., compared 
with 5398 per cent. last year. The balance available for 
dividend was £158,815, or £7,913 less than in the corresponding 
period. They had dividend to pay on increased ordinary capital 
which they had issued to the extent of £729,706 during the past 
half-year. They were able out of the balance to pay the full 
dividends on their several preference stocks, and also to pay a 
dividend at the rate of 14 per cent. per annum on the full amount 
of their ordinary stock. and to carry forward £4,600, which was 
about £500 more than last year. He was sorry that it 
should be necessary to declare a somewhat smaller dividend than 
а year ago, but the circumstances had been entirely exceptional, 
and nearly all the companies whose accounts had been published 
up to the present time, and who had been affected by the deplorable 
strike among the coal miners, had had to show a smaller return for 
the half-year. The National Insurance Act would cost the com- 
pany approximately £2,500 a year. The electrification of the East 
London line was being pushed on with, and they expected it to be 
completed in the early months of next year. As soon as this was 
done they would resume the running of through trains from their 
line to New Cross, and by arrangement with the other lessee com- 
panies they bad undertaken to provide the rolling stock for, and to 
run, the local services on the East London line. There was a 
distinct community of interest between places served by the East 
London line and certain parts of their system, and they looked 
forward to a very considerable development of traflic from the new 
services that would thus be opened up. The Bill that they prc- 
moted in the present session of Parliament for the making of a 
branch line at Watford and for the widening of their existing line 
between Finchley Road and Wembley had, notwithstanding the 
strenuous opposition of the L. & N. W. Co., passed both Houres of 
Parliament, and was now awaiting the Royal Assent. Heexplained 
at the Wharncliffe meeting last January their reasons for pro- 
moting this Bill, and he thought that they were entitled to assume 
from the fact that after very searching inquiry before Committees 
of both Houses the powers they sought had been granted, that they 
were right in their judgment as to the necessity for the two 
extensions they had in view. Hedid not think that their friends 
the North-Western Co: need fear that they would permanently 
affect their business in Watford, because they considered that their 
advent there would tend to such a develoy ment of the p'ace that any 
traffic they lost in the first instance they would regain later on 
by the general enlargement of the town. During the last 
half-year they had increased their ordinary capital to the 
extent of £729,000. As they knew, it was some time since they 
raised any new capital, and as they had been expending in 
various directions their capital account became overdrawn, and they 
had in hand and in prospect various works which would cost a 
considerable amount of money. They had been waiting for some 
time for a favourable opportunity to get out some new stock, and 
when the price of the ordinary stock rosea few weeks ago they 
took advantage of the situation to sell the stock which they had 
created but not issued. The transaction was an eminently satis- 
factory one from the point of view of the price they obtained for 
the stock, and their capital account was now well in credit. 
While the past half-year had not shown as satisfactory a result as 
some preceding half years, there had been very exceptional circtm- 
stances operating against them, and his colleagues on the board 
and he raw no reason to alter the view they had expressed to them 
previously, namely, that if they could be secure from nnfair 
competition they had every reason to be optiinistic as to the future 
of the line. Their undertaking was sound in every way, it met, 
and met well, a great public demand, and with the continuance 
of a liberal policy on the part of the board and the assietance of a 
zealous staff of officers and men, they thought that they might 
look forward with confidence to a better return on the capital that 
they had invested in the company. 

Lt.-CoL, CLIFFORD PROPYN seconded the motion and the report 
was adopted. . 


Brompton and Kensington Electricity Co., Ltd.— 
The directors announce an interim dividend at the rate of 9 per 
cent, per annum, 
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Liverpool Overhead Railway Co. 


IN their statement for the half-year ended June 30th, the directors 
report that the gross revenue receipts amount to £41,407, and the 
working expenses to £28,313. 

The number of passengerf carried during the last two years is as 
follows: — | 


Half.year Half.year Half-year Half-year 
to December, to June, to December, to June, 


1910. 1911, 1911. 1912. 
First class .. we T ; 567,911 579,328 617,097 625,352 
Third class (incldg. trmwys.) .. 8,260,261 8,113,073 3,893,069 3, 323.291 
Workmen (spec. ret, tickets). — 1,563,128 1,701,196 1,723,310 1,919,696 
Total.. 5,891,800 5,893,597 5,738,506 5,871,339 


The improvement in the extent of the traffic during the past 
half-year is an encouraging feature. The coal strike increased the 
working expenses, but a service was maintained throughout the 
trouble, which proved a great convenience to the trade of the Port. 
The permanent way and rolling stock are in excellent condition. 

The receipts from passenger traffic were 410,082, and miscel- 
laneous receipts and interest £1,325, making £11,107, less working 
expenses and transfer to renewal fund £25,313, leaving £13,094. 
After deducting interest on mortgage debentures, and on calla paid 
in advance £4,329, there remains £38,765, plus £4,763 brought 
forward, leaving available for dividend £13,528, out of which the 
directors recommend dividends at the rates of 5 per cent. per 
annum on the preference shares, and 2 per cent. per annum on the 
ordinary shares, payable on and after August 15th, leaving £4,852 
to be carried forward. 

The meeting is called for Auguat 13th. 


Metropolitan Distriet Railway Co. 


THE half-yearly meeting was held on Thursday last week at the 
Westminster Palace Hotel, S.W., Lord George Hamilton in the 
chair. 

The CHAIRMAN, in moving the adoption of the report (see ELEC. 
REv., p. 185), said the half-year had to be compared with the six 
months of the previous year, when the receipts were abnormally 
increased by the Coronation festivities. During the past half- 
year they had had no assistance of that kind, but instead they had 
had to deal with two strikes, both of which had materially 
affected them. They had been obliged to pay a large sum to 
ensure a supply of coal during the coal strike, and they had also 
been put to considerable expense to get coalup the river to their 
power house &t Chelsea owing to the dock strike. Yet, notwith- 
standing those untoward expenses, the gross revenue had amounted 
to £344,000, being an increase of £9,800 over that of the cor- 
responding half of last year. The working expenses showed an 
apparent decrease of £13.000. but that was due to a change in the 
form of accounts necessitated by the acquisition of the power 
house undertaking by that company and the London Elcctric 
Railway Co. The cost of electric train working for the half-year 
amounted to £63,373, as compared with £79,215. showing a 
decrease of £16,000. but in addition they had had to pay £17,212 
as rent for the Lot's Road power house. Speaking generally, the 
acquisition of the Lot's Road power house by the railway com- 
panies had quite fulfilled their anticipations. It had been 
a distinct advantage to them, as it had given them 
control of their own supply of energy, and if they 
were fortunate enough to make contracts by which they could 
sell their surplus power to outside companies the cost of supply to 
themselves ought to be diminished. The balance of net revenue 
amounted to £83,491, against £82,900. They were able to pay the 
full dividend of 4 per cent. on the guaranteed stock, 4 per cent, 
on the preference stock, and 2 per cent. on the second preference. 
That payment of 2 per cent. on the second preference gave the 
holders of that stock 2 per cent. for the whole year. He hoped 
that as their progress went on they would be able to gradually 
increase that dividend until it attained its maximum of 5 per cent., 
and then there would be nothing to intervene between the ordinary 
shareholders and а dividend. During the last half-year £150,000 
prior lien debenture stock had been sold to provide the cost of 
additional rolling stock and various other improvements. Apart 
from that issue, the capital expenditure during the half-year was 
£30,744, and they estimated their further capital expenditure in 
subsequent years at £143,000. The train service continued to 
show substantial improvement, especially in the western extension, 
and there were two very satisfactory facts in connection therewith. 
The first was that the train-mileage showed an increase of 640,000 
miles, notwithstanding which the earnings per car-mile were 9'59d., 
an increase over the corresponding period last year of ‘19d. The 
increase in passenger receipts was £11,862; the parcels and 
goods traffic showed a small decrease of £410, and season tickets 
showed an increase of £6,014. The first class ordinary receipte 
showed a decrease of £348, or 1'94 per cent, and the third class, in- 
cluding workmen's trains, an increase of £6,196, or 2°48 per cent. 
The number of passengers carried was 42,910,000, being an increase 
of 1,106,000 or 3°39 per cent, which constituted in itself a record 
in the history of the company as to the number of passengers 
carried in any one half-year. Considering the difficulties under 
which they had had to work during the past half-year, he thought 
it would be generally admitted that the net result was satisfactory, 
particularly when they took into consideration that their traffic, 
especially for short distances, was affected by the motor omnibus. 
The Insurance Act would cost the company about £1,600 per 
annum, Dealing with the general situation, he would point out 


that during the past 12 months they had had to deal with three 
strikes, all affecting the transport service of the country. They 
first had the railway strike of last autumn, they then had the coal 
strike of last spring, and they were only just emerging from the 
throes of the dock strike. He wished to make only one comment on 
those strikes, The attention of everyone who took an interest in 
the social welfare of this country had been directed towards the rise 
in price of the necessaries of life during the past few years. Every 
strike of this kind tended to aggravate that rise, for in each one of 
the strikes to which he had alluded, the price of some necessities of 
life went up in consequence, and they did not return to the figure 
at which they were before the strike. It was well to bear the fact 
in mind that these strikes did not merely affect the employer and 
employed, but they prejudicially affected, in their after consequences, 
the consuming interests of the whole working classes of the country. 
Let them sincerely hope that, if differences of opinion should arise 
in the future between those managing railroads and their employés, 
that some form of settling the difference would be taken less 
suicidal to the interests of the wage-earning class than those to 
which he had alluded. | 

SIR CHARLES DALRYMPLE, Bt. seconded the motion, and {Ге 
report was adopted. 


[4 


London Electric Railway Co. 


Tue half-yearly meeting was held on Thursday last week at the 
Westminster Palace Hotel, S.W., under the presidency of Lord 
George Hamilton. 

The CHAIRMAN, in moving the adoption of the report (cee 
ELECTRICAL REVIEW, page 156), said that the traffic and the working 
expenses had been both affected adversely during the half- 
year under review by the coal strike and the transport strike. 
They had caused the expenditure of large sums to secure the 
necessary coal supply, and, аз a result, the train services were not 
materially affected during the strike, but a true comparison 
between the period under review and the corresponding six months 
of 1911 was almost impossible, as they were comparing with the 
Coronation half-year. The gross recepts had amounted to £389 011, 
being u decrease of £3,800, and taking into account the different 
circumstances prevailing, that small decrease was not unsatisfactory. 
The working expenses showed an apparent decrease of £18,750, but 
that decrease was apparent rather than real. In previous half-years, 
the charge for the use of the electrical plant was part of the 
operating expenses. Since the acquisition of the Lot's Road power 
house, that charge appeared in another form as rent, amount- 
ing to £15,900. The ratio of working expenses throughout the 
lines to gross receipts was 40:143 per cent. The passenger receipts 
showed a decrease of £6,000, but advertising was up some 
£1,900. After providing for all fixed charges and setting asi de 
£7,500 for renewals, they had a balance of £121,653 available for 
dividenda, sufficient to pay the full dividend of 4 per cent. on the 
preference stock, and 1 per cent. on the ordinary, carrying forward 
a balance of 212,014 The traffic, especially the short distance, 
had been adversely affected, both by motor - omnibuses and the 
L.C.C. tramways. The company's Bill had passed both Houses of 
Parliament, and was only awaiting the Royal Assent. The only 
change of any importance made in the Bill was the deletion of a 
provision for an exit to the street at the Oxford Circus Station. 
The necessary plans for the extension of the railway connecting 
the Bakerloo line with the London and North Western Railway 
at Queen's Park were in preparation, and the extension of the 
Hampstead line from Golder's Green to Edgware had also advanced, 
and they hoped to commence actual work on both sections at an 
early date. The capital expenditure during the half-year had 
amounted to 476,600, of which £24,000 was spent on the Charing 
Cross extension and £39,000 on the Paddington extension. They 
hoped that both those important developments would be completed 
and in working order in the course of the year. To complete the 
two extensions authorised and to provide escalators at certain 
statious, they estimated that further capital expenditure amounting 
to £461,000 would be required. The Insurance Bill would cost the 
company about £1,500 a year, and they had formed an approved 
society for their employés, the solvency of which would be 
guaranteed by the company. 


SIR ALGERNON WEST, G. C. B., seconded the motion which was 
adopted. 


Metropolitan Electric Tramways, Ltd.—An extra- 
ordinary general meeting is called for August 14th at Electrical 
Federation Offices, W.C., to confirm the resolutions as to capital 
rearrangement passed on July 26th. 


“ Harper" Electric Piano (1910) Co., Ltd.—The 


directors announce a dividend at the rate of 3} per cent. for the 
half-year to June lst. 


Mather & Platt, Ltd,—The directors have declared an 


interim dividend on the ordinary shares of 5 per cent., being at the 


rate of 10 per cent, per annum, free of income-tax, for the half- 
year ended June, 


Oldham, Ashton and Hyde Tramways Co, Ltd.— 
The directors have declared an interim dividend of 5 per cent. per 
annum on the ordinary sharos for the half. year. 
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Porto Rico Railways Co., Ltd. 


IN their report for 1911 the directora state that the gross earnings 
amounted to $748,802, ascompared with an increase of $187,140, or 
33:32 per cent. The net income was $379,784, an increase of 
$112,025, or 41°84 per cent. After providing for interest on bonds 
and dividends on preferred stock, the surplus was $199,559, being 
equal to 6°65 per cent.on the common stock. This surplus has 
been appropriated as follows :—Sinking fund on first mortgage 
bonds, $29,010 ; transferred to contingent account, $25,000 ; divi- 
dends on common stock, last two quarters of year, $60,000 ; trans- 
ferred to surplus account, $85,519. 

The number of passengers carried by the tramway was 6,314,334, 
an increase over the previous year of 1,337,093, equal to 26°73 per 
cent. The extension of the tramway lines through the new 
suburb '"' Condado " was completed during the year, and the earnings 
from same have been satisfactory. 

The light and power division continues to show satisfactory 
progress, the number of customers being 5,200, an increase of 714 
during the year. The following comparative statement shows the 
addition in connected load during the year :— 


1911. 1910. Increase. 
Commercial Incan. Lamps connected 60,983 48,628 12,860 
Arc Lamps .. РЯ =, Qa sx 3 365 31 
Municipal Incandescent Lamps T 937 728 209 
Electric Fans a as эз аа 745 611 134 
Motors.. АЕ КЕ vis 1,001 H.P. 449 H. p. 552 H. p. 
Heating Appliances sh m 258 228 25 
Total Load (10-c.P, equiv.) . 81,276 £6,588 24,688 


Good progress has been made in the construction of the new 
storage dam and extension of the power house at Comerio. The 
transmission lines have been extended to Naguabo and are now 
being extended to San Lorenzo, Toa Baja, Toa Alta, Dorado, Vega 
Alta and Vega Baja, contracts having been closed with these 
municipalities. Extensive improvements and additions have been 
made to the auxiliary steam plant and sub-stations. Additional 
yard room has been provided for the handling of freight at the 
various terminale, and further sidings have been constructed 
where necessary. In all, there has been expended on capital 
account during the year $551,751. An application has been made 
for a franchise authorising the extension of the transmission lines 
to towns in the north-western and south-eastern parts of the island 
not covered by existing franchises. 

In view of the company's greatly improved financial position, and 
of the large capital expenditures necessary by reason of the rapid 
development of the property, the board had decided not to issue at 
present the $500,000 of additional preferred stock authorised 
and they asked approval to an issue of £1,500,000 5 per 
cent. 50-year refunding general mortgage debenture stock and/or 
bonds. Of this amount it was proposed to issue £200,000 im- 
mediately to provide for capital expenditure already made and in 
progress. £600,000 of the issue would be held in escrow to be 
exchanged for first mortgage bonds outstanding. This would 
leave a balance of £700,000 available for future extensions as 
reg uired. 

During the year there was expended and charged to operating 
account on physical maintenance and improvement $104,854. 
Two quarterly dividends on the Common stock, at the rate of 
4 per cent. per annum, were declared in respect of the last two 
quarters of the year. General conditions in the Island of Porto 
Rico are highly prosperous, The directors record their appreciation 
of the efficient services rendered by Mr. F. W. Teele, general 
manager, and all other officers in Porto Rico. 


Company Registrations in 1912.— The returns of 
new Company Registrations for the first half of 1912 are remark- 
ably satisfactory, says the Znvresturs' Guardian, in its half-yearly 
review. The abnormal speculative movement which dominated 
the returns of 1910, and which was still operative last year, has 
died down, but the reaction has not affected other departments of 
enterprise. On the contrary, there is decided evidence of & strong 
and healthy expansion in joint stock enterprise. The number of 
companies registered in the half.year increased by 11'4 per cent., 
and the registered capital by £7,032,000, or 8'3 per cent. A notable 
feature of the statistics for groups of companies is the large 
amount credited to finance and investment concerns (nearly 
£10,000,000). Fifteen companies were registered with a capital of 
£1,000,000 and over, these 15 representing an aggregate of 
£24,500,000 capital. We extract the following figures :— 


First balf of js hs “a vs 1910 1911 1912 
Number of companies .. Us А 8,744 8,102 8,458 
Aggregate capital registered.— & £ 2 
Electric РА аж T А 1,622, 600,145 1,628,600 
Engineering and hardware 8,818,067 8,581,809 5,845,908 
Gas ee ee ee ee ee 170, 645,700 224,600 
Railways and tramways .. oe 8,605,110 1,680,600 1,168,450 
Rubber.. ге ví s .. 86,627,740 ‚004,506 1,762,010 
Totals T .. 181,828,169 86,060,082 92,099,698 


The figures for the engineering trade reflect the greater activity 
in that industry ; shipping also shows well. The motor industry 
takes a more prominent position than for several years. Textile 
manufacturing and drapery companies show steady development. 


Continental.—Ferance.—The report of the Société 
d Energie Electrique du Littoral Mediterranéen for the last finan- 
cial year shows a net profit of £66,361, as compared with only 
£58,938 in the preceding 12 months. 

A company has lately been registered in Guernsey with the title 
La Compagnie Lyonnaise d'Entreprises Electriques et Téléphoniques, 
the capital being £8,000. | 


\ 


Montreal Light, Heat and Power Co. 


WE have now received а copy of the annual report of this company, 
to which brief reference was made on page 104 of our issue of 
July 19th. In addition to the points already mentioned, the 
directors touch upon the questions of depreciation and rates, In 
regard to the former they say that their policy is to amply provide 
from year to year for deterioration and obsolescence of plant, and 
while the reserves to date for this account represent a large amount, 
in the opinion of the directors it is none too large bearing in mind 
the nature of the company's business, and it will be necessary as 
heretofore to make adequate annual provisior for this purpose. In 
respect to reduction in rates, they say that in pursuance of its 
adopted policy to sell its products at minimum rates consistent with 
the best possible service, the company has just announced a further 
reduction (effective from July, 1912, meter readings) in electric 
lighting and gas service rates, and it is expected, as heretofore, that 
additional business will compensate the resultant loss in revenue. 
In view of the repeated reductions in rates for electric service which 
the company has effected in late years, it will not be inopportune to 
mention that the City of Montreal has in contemplation an extensive 
system of underground conduits for the burial of wires, and 
incidentally the removal of poles from the streets in the com- 
mercial and congested districts of the city. The company has every 
sympathy with the city and citizens in this movement ; at the same 
time, the fact must not be lost sight of that the low prevailing 
rates have been permitted, in large measure, by the relatively low 
investment cost for wrial or overhead service, and it is only fair to 
the shareholders to state that the extra capital entailed for under- 
ground service will inevitably increase the cost, and consumers will 
have to bear in mind that a fair differential in rates will be justified 
for this class of service as soon as the civic conduit system has been 


inaugurated. 


Stock Exchange Notices.— Applications have been 
made to the Committee to appoint a special settling day in and to 
grant а quotation to :— 


British Columbia Telephone Co., Ltd.—-Fully-paid script for £400,0€0 44 per 
cent. first mortgage debenture stock ; and 5,000 6 per cent. cumulative prefer- 


ence shares of $100 each, fully paid. 
General Electric Co., Ltd.—Further issue of 15 000 6 per cent. cumulative 


preference shares oí £10 each, fully and partly paid. 
The Committee has ordered the under-mentioned securities to be 
quoted in the Official list :— 


Canadian Western Natural Gas, Light, Heat and Power Co., Ltd.— 4811.648 
5 per cent. first mortgage debenture stock. ° 

Consolidated Gas, Electric Light and Power Co., of Baltimore.—Further 
issue of 8350, C00 general mortgage 4j per cent. 30-year gold bends of 81, 000 
each, Nos. 10,583 to 10,932. 


Prospectas.— Clevedon, Portishead, and District Electric 
Supply Co., Ltd.— The prospectus is published offering 30,000 
ordinary shares of £1 each at par out of a total capital of £50,000. 
The company has been formed under special agreements with the 
Urban District Councils of Clevedon and Portishead (Somerset), to 
establish an electric supply in those seaside resorts, together with a 
portion of the rural district of Long Ashton, the whole area having 
a total population of about 17,000. Public lighting contracts for a 
period of years in each case have been made with both the Urban 
District Councila of Clevedon and Portishead, and the company will 
receive from the start about £700 a year from this source. 
Negotiations have also been opened with three Parish Councils, and it 
is expected that similar contracts will be secured. The construction 
of the power house at Portishead is in progress, and it is hoped 
that the supply at Clevedon and Portishead will be available this 
year, and in the rural districts early next year. 


Dublin and Lucan Electric Railway Co., Ltd.— 
The directors report that the gross receipts for the June half-year 
amount to £3,637, an increase of £182, whilst the expenditure is 
£23 less. After providing for debenture interest, and the half- year's 
dividend on the preference shares, £200 is put to renewals of over- 
head wire, and £145 is carried forward. 


Kensington and Knightsbridge Electric Lighting 
Co., Ltd.—The directors have declared an interim dividend on 
the ordinary shares for the half-year ended June 30th last at the 
rate of 8 per cent. per annum. 


STOCKS AND SHARES. 


Tuesday Afternoon. 


IN the August Bank-holiday week, and with the Stock Exchange 
in the middle of a nineteen-day account, there is so little going 
on that we are glad of the opportunity to look back upon what has 
happened during the progress of the year upto the present. So far 
as electric iesues are concerned, the feature, beyond a doubt, is the 
enormous amount of business—and in many cases the dramatic 
rises which have occurred—in what, for want of a better name, we 
have to call the Latin-Canadian group. | 

There was а Home Railway boomlet in the spring, which fizzled 
out dismally as labour troubles involved the railway market as a 
whole. Speculation in Marconis and in National Telephone 
Deferred—the former especially—ran at a giddy pace, 80 
much so that the boom in Marconis came to an ignominious 
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collapse ; although, on balance, the prices show substantial rises 
since the beginning of 1912. 

Coming to prices, the movementa in electrical supply shares 
are very interesting in view of the rumours referred to repeatedly 
here as to the possibility of a general working agreement being 
arrived at between the companies and the local authorities. It will 
be noticed that there are а few big rises in the following list:— 


Jan. 2nd. Aug. 6th. Rise or fall. 


Brompton and Kensington, Ordinary .. N 8} + § 
Charing Cross, West End and Оңу es 3? ii +1 

Chelsea, Ordinary , Р 2x 21 4 4 È 
City of London, Ordinary is is - 12; 183 + 55 
County of London, Ordinary .. А ai ni + 23 
Kensington and Knightsbridge, Ordinary. 7 TA + 3 
London Electric, Ordinary .. ДО 15 15 — 

Metropolitan i 8; 3 — 

St. James' and Pall Mall, Ordinary. $3 ki B + à 
Westminster, Ordinary. . 3 , H 83 + A 


The extraordinary rise in City of London shares is due. of course, 
to the expectation of the company being taken over by the Corpora- 
tion, hopes of which are not yet wholly scotched by the categorical 
denials given by the company to the rumours that this was going to 
happen. Counties have followed much more soberly, the advance 
in their case being due mainly to an increase in the dividend on the 
Ordinary shares. 

We have space only sufficient to show some half-dozen of the 
most interesting of the Latin-Canadian issues, but it will be seen 
that the movements are particularly noteworthy. They have been 
accompanied by an immense volume of business ; and though the 
latter has fallen off to some extent just lately, this has been the 
outcome of the summer season rather than of dwindling interest 
on the part of investors :— 


Jan.2nd. Aug.6th. Rise or fall. 

Canadian General Electric, Com. in 1121 nt + 3 

Mexican Light and Power, Con. 90 914 + 44 
Mexico Tramways, Com. ve ‘es 2925 1263 + 14 
Montreal Light, Heat and Power ib So 198 2. 4 10 

Rio de Janeiro Tramways ee 117 1513 + 341 
Sao Paulo Tramways, Light and Power 195 wel + 671 
Shawinigan Water, Capital .. 5 .. 127 1044 + 274 


Coming to the Home Railway market, although quotations have 
fallen away very materially from the ‘best, the advances on the 
whole are not at all bad. There have been lively dealings in 
Districts and in Underground Electric Railways shares and bonds, 
with the result that the following changes have taken place since 
New Year's Day :— 


Jan. 2nd. Aug.6th. Rise or fall. 
Central London Railway, Ordinary .. M 69 11 4 8 
їз ^ Preference .. 85 82 — 3 
Deferred . $a 58 74 4 16 
City and bouth London, Ordinary .. «s 8l 83 +2 
Metropolitan Railway, Consol. - is 464 53 + 6 
Metropolitan District, Ordinary - x 85 87. 4 2j 
Metropolitan Electric Trams, Ordinary .. ag 14 + fy 
Underground Eleo. Railways . et 33 4 +1 
T! 30 IT! 6% „Income А 78 &8 + 10 


In the Telegraph market, business in the older issues has been 
quiet, and, in consequence, prices are merely steady, the develop- 
ments of the Marconi system still causing a certain amount of 
timidity amongst holders of cable companies’ shares. Marconi's 
began the year at 3}, bnt touched £9 a share, from which they 
fell to 42 before rallying to their present level. National Tele- 
phone Deferred stock and the Third Preference shares commanded 
wide interest by reason of the arbitration before the Railway and 
Canal Commissioners. The sharp fall in West India and Panama 
shares is due to a disappointing dividend statement, prior to which 
thsre has been a good deal of vague bullishness in respect to these 
shares. The six selections give some idea of the net movements 
during the past seven months :— 
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Jan. 2nd. Aug.6th. Rise or fall. 


Anglo-American Telegraph Deferred .. 26i 268 + È 
Eastern Telegraph Ordinary stock = 189 1291 — 10 
Eastern Extension .. ae. см 13 3h — 3 
Marconi's Wireless Telegraph ae ie 8i bi + 2 
National Telephone Deferred .. $i 131 143 + 12 
West India and Panama Telegraph .. 314 28 — lf) 


Finally, we have to append a few representative shares taken 
from the Manufacturing group. In the case of Babcock & Wilcox, 
the number of shares has been doubled and the price therefore 
halved. General Electrics went ahead on an excellent report; but, 
speaking generally, this little department has plodded along 
without sensational developments, and it will be noticed that the 
movements on balance are quite moderate :— 


Jan. 2nd. Aug.6th. Rise or fall. 


Babcock & Wilcox $5 ‘a = T 64 ЗА — 

Callender's Cable.. "e = © 24 Jg 10 + li 
Dick, Kerr & Co, .. " Ve i6 js 13 {4 — 

General Electric Preference. a v^ 9 105 +14 
Henley’s Ordinary : ic c^ uis 121 123 + 4 
India-Rubber, G.-P. & Т. я - 25 11 8 — 24 
Telegraph Construction RT i x E5 8:4 — 13 


It is only necesary to add that dividend deductions have not been 
taken into consideration in any of the above cases. To have 
attempted this would have merely complicated and confused the 
tables, which were finally allowed to stand, reflecting the differ- 
enoe between the prices on January 2nd and those of to-day, 
Tuesday, August 6th. 


ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


Fort- Roos к for | No. Route 
Locality. night of | Total to date, miles 
ended, Беки И wks. open. 
4 £* 4 * Inc. 
Aberdeen. „„ | July 31 3,459 — 259 14,324 — 851 | Lad) 
Ayr s .. Aug. 8 1.067 — 11,11 5,224 + 18118 |.. 
Bath. os 8 1,954 |— 9 31 97, 027 |+ 1,599 | .. a 
tBirkenhead July 28 1,168 '— 8 16 19,603 |— '618 18:68! .. 
Birmingham Corp. | „ 27 | 91,562 149,47] 17 | 180,318 :4-47,048 57-17 
Blackburn .. БА „ 81 2,796 — 21 184 j 22,279 + 263 1462 
Blackpool Corp. .. Aug. 1 5198 ;+ 66 28.755 |+ 8,964 11.87% 
Blackpool-Fleetw'd 8; 2,787 {+ BA) 5 6,784 — 1414 8 |.. 
Bournemouth е July 81 | 8,9551 — 119 | 173 | 32,4*6 1+ 697 |21:96| .. 
Bradford ee ег Cy 27 11,422 + 2 17 96,564 үле" 1,254 56 1:9 
Brighton. Aug. 4, 2,609 — 469 18 19.264 — 965 | 9'D | .. 
Bristol 5 x „ 2 15,151 '+ 408 |.. | 209,841 | 417,147 | 80%] .. 
Brit. Elec. Trao., Co. 
Airdrie... .. | July 26 607 |+ 212 | 80 8,780 |+ 2,317 | 8'66 | .. 
Barnsley .. es „ 26 S78 |+ 198 „ 5,102 — 279. 
Barrow .. - „ 26 1,028 + 817 | „ 11,124 |+ 9,760 | 5:87 | .. 
Devonport ЕЯ „ 26 1,108 \— 99|, 16, 003 {+ 1,792 | &85 | ., 
Gateshead мнв | 92 — 7 „ | 80,025 — 101 11195 .. 
Gravesend — ..| „ 26| 124 |— 78 „ 6,058 — 117 8.5 
Greenock.. au „ 26 1,907 ,+ 815 „ 93,118 + 2,747 | 7°25) .. 
Hartlepool. aie „ 26 638 |— 73 „ 7.571 — 140 | 6°72; .. 
Kidderminster .. | „ 26 315 T 41, 8.400 100% 
{Leamington .. „ 26 557 — 67 „ 5,381 T 454444 
. Merthyr .. „. 26 433 — 131! „ 6,750 — 375 29 
Metropolitan. „ 26 18,82 — 969 „ | 264,103 |+ 5,186 | 22 | .. 
Middleton y. 26 801 22 ` 9,984 |— 15 85)... 
Mid.Joint Com'tee „ 26 | 6,849 + 590) „, 95,054 |+ 4,130 | .. ае 
Oldham—Ashton „ 25 1.812 4 109] , | 18,174 4 1,965 | 9-18 | ., 
Peterborough .. » 20 307 T 86 y 4,020 |+ 303 5.81 
Potteries .. s „ 26 | 41:0|* SOl] ,, 65,6 6 |— 1,723 | 99 |.. 
Rothesay .. ne „ 26 1,510 1+ 310] ,, 5,947 1+ 400 | 2°75) ., 
Southport m » 26 719 — 8 " 8,763 — 99 8˙17 
B. Metropolitan.. „ 26 | 1,997 — 199 ,, 25,191 — 57 ss 
Swansea .. ate „ 26 | 2,505 + 43 „ 83,406 |— 1212.5 
Tynemouth is » 26 819 |— 180] ,, 6,768 |— 405 | 8°76] .. 
eston-s-Mare .. „ 26 754 — 107 „ 3.359 — 527 8 а 
Worcester - » 26 710 + 17 „ 8,477 — 66 575 
Wrexham 26 242 1+ 81 „ 3.275 T 3392 et 
Yorks. Wool. Dist. „ 26 2413 + 11 „ | 82,69 |+ 1,075 | 17 |.. 
Miscellaneous .. и 26 032|— 28|, 6,774 |+ 2141 .. |... 
Burnley... .. | Aug. 8| 3,017 |+ 179 = P 11*18| .. 
Burton-on-Trent .. » 4 629 T 718 4,893 — 238 66 
Bury . ee ae 4 2,570 == 395 18 24,071 T 11 29-6 ee 
Cardiff. й July 27 | 5,591 |-- 142 | 17 41,141 |— 2,928 | 17°85! ,, 
{Chatham and Dist. Aug. 1 1819 |— 171 81 25,852 — 84 {Lace ., 
Cork T ee 1 1,019 — 147 31 14,981 — 439 ,9'89 | .. 
Croydon  ..|[July£6 | 3,800 + 5/17 | 32,097 |— 240 | 11°6 | 78 
Darlington .. 325 QU 257 — 6 16 3,598 - 62,487 | . 
Darwen . „. Aug. 2 5217 8 | 18 5.152 f 121 | 4'U6 | ,, 
Dover #9 .. July 27 592 — 21 | 17 4.246 — 242 | 4°94! ., 
Dublin ‘a .. | Aug. 211,53 — 851 29,211 — 7,762 54255 
East Ham .. T „ 32.179 — 12 18 19,245 |— 319 7˙87 ,. 
і бхебег .. . July 26 357 — 65 17 5,688 — 450 555 
Glasgow  .. .. | Aug. 8 33,932 |—2,161 ; . | 162,816 |+ 4,890 | 98 : 
Hastings es „ 6 2.556 — 2 i Ка i 19:8| .. 
Huddersfield га „ 8| 3,949 |— 32,18 86,2223 |+ 712 | 29°6 
Hull .. se ee „ 8) 5.876 '+ 112, 18 51.791 — 242 | 18:5j|—1 
Ilkeston ee aoe *$ 1 249 = 33 18 1,818 тн {83 . е eo 
Ipswich es es „ 81,070 — 24: 18 8,369 |+ 84 1055 
Kilmarnock. July 27 486 — 129 10 1,810 — 178 425 
Lanoashire United. „ 91, 2744 — 112 81 40,610 |— 215 8 |.. 
| Leede eer iets „ 27| 7835 — 127 17 | 184,017 | 4, 788 1197 
Leicester ..  .. „ 27 | 6,000 [ 218 БА ЕА 20 
Leith ee .. Au. 8| 1.451 — 140 117 8,460 + 186 8702. 
Live b oe | July $7 | 25,447 |+ 972 299 | 856,119 |+ 11,966 |116 |.. 
[L.C.C. eo „ £4 | 66,228 !—4,025 | .. 719,816 |—29,789 | 140°6 
London United .. Aug. B 13.817 |— 949 196,708 — 7,289 | .. ci 
+ Lowestoft .. ee | July 27 Bus |— +40 ,200|— 864 | 8'5 |.. 
Manchester .. | Aug. 8 | 32764 |+ 469 | 18 | 305 099 |411,998 | 1055 
Newcastle .. ёе е 8,698 |— 158 79,464 |+ 81:8 |, 
Newport eo | July 20 1641+ 37 15 11,127 — 887 7˙255 
{Э!йһатш .. ee „ 28 | 2,077 |+ 25 18 87,354 |+ 961 | 38 |... 
і Pontypridd ^ „ 21 428 |+ 65 17 6,235 |— 9615.5 
Portsmouth..  ..| „ 97 | 4,902 — 388 | 17 | 88,249 |— 9,61 1809 | .. 
+ 2тевёоп .. че „ 24 817 |+ 2917 13,877 |+ 864 | 10 |.. 
Rotherham m „ 81| 1,491 |— 146 179 | 12,11, 434, 12 
t 3alford  .. oe „ £9 | 4978 — 69/1797 б + 2,547 41 |.. 
Shefflel .. . | Aug. 6| 18,316 |+ 567 124,841 |+ 6,5041 40. |.. 
Southampton „ | July 81 | 2.744 — 01 | 17 | 92,474 % 847 |.. 
Southend-on-Sea... | „ 31 | 2,082 |+ 192/18 | 14,315 (+ 1,8:4 | 7 |. 
South Shields ee | Avg. 8| 1,977 |— 7118 11.438 |— 186 | 10°25) .. 
tTyneside .. .. | July 31 631|— 40 5 2,207 — 418/18 |. 
allasey ee eo Aug. 8 2,456 EX 82 17$ 20.658 we 414 8°73 ee 
+Walthamstow .. | July 27 €36 1+ 9| 17 18,776 |+ 93) V 
West Ham.. „„ 25| 5382 — 967 | 163 | 45.022 |— 1,438 |18 45| 1-2 
Wolverhampton. „ 81] 2,045 |+ 11 18 18,104 |+ 135 | 18°96] .. 
Cen. London Rly... | Avg. 8 | 8,511 |— 57] 6 91,89 — 1,903 | 6'82 | .. 
Nity & В, Lon. Bly. „ 4| 5691|— 636 | 5 | 14,:08 — 1,313 | 96 | „ 
+ Dublin-Lucan Rly, MEE )52|— 16| 6 "7 |— 9 T | 
U. N. and City Rl . 632.661 17| 5 6,920 |+ 110 85] .. 
L' pool Overh'd d Hi. July28 | 1,676 | 89] .. 6,780 |+ 299 66! .. 
Llandudno-Col Bay | Aug. 2| 1,178|— 14 | 854 8,31|4 292 65] .. 
Lond. Elec. Ry. Со! „ 8|2з+410]+ 415| & | 64245 |— 30 |91:26| .. 
Mersey Railway .. „ 81 8958 |+ 223| б 9,956 |+ 440 | 4'5] .. 
Metropolitan Rly... „ 4 83.582 |+ 673 5 86,981 |+ 927 25776. 
Met. District Riy... „ 8 | 3,934 [42,245 Б | 61,773 |+ 3,18 |% | .. 
Anglo-Argentine .. 4 0| 98,320 |--10,567| .. 1, 675, 224 68.526 ee 
Auckland .. June 28 | 15,5859 [1,662 .. | 227,976 |4-18,822 | 28°81) .. 
mbay (B. HU. T.) ee | July 4 6,837 |+ 175 81,247 + 4,250 ee oe 
Brisbane PP ee * "m ee ee ee ee 
Brit, Columbia Rly. eo • . oe oe ee ee ee ee 
Calcutta ee Aug. 6 8,185 t 491 "T ee ee m ee 
Cape Electric т, Ld. . e ee ee ee we ee ee 
§Kalgoorlie, W.A... | June 8,01 са 6 18,657 oe | 20°56! .. 
Lisbon 5 M e sè 8 IN а 
Madras ae „„ | July 81 | 1.677 [+ 116 23,185 |+ 2,605 | 185| 8 
Montevideo oe July 25 435 +3 423 263, 857 + 87,599 ee ee 
Регар (W. A.) Aug. 2| 8,715 |+ 603] „ | 67,818 |+ 8,395 w 
* Compared with the corresponding period of 1911. t One week only, 
i Includes horse, steam and other receipis, $ One month, 
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SHARE LIST OF ELECTRICAL COMPANIES. 


ENGLISH ELECTRICITY SUPPLY AND POWER COMPANIES. 


Stock Closing Rise | Present Stock Closing | Rise | Presen 
NAME, or |Dividends| Quotations | + or Yield НАМЕ, or Dividends Quotations | + or Yield 
Share. Aug. 6th, Fall p.o. Share. Aug. 6th. Fall p.o. 
` th & Poole, Ord. 10 0 55 91— 103 dee Kensington ё Knightebrid ота ar d^ Ti— т d 
Bournemou T n g ge i 
Do. 6% Етер. ki sė "m 10 ү, 9 — 10 410 0 Do. 496 Deb. j Stock 4 4 90 — 93xd| . |4 6 0 
6 Pret. - 10 6 6 104— 11 59 1 Kent Elec. Power, 4 KE Deb. .. Stock | 44 Hi 78 — 82 . |5 9 9 
Do. 44 % Deb. tock..  ..|Btock| 43 4 98 —100 .. 110 0 | London Electric, Ота, .. .. за 14— 17 — 140 8 
pton Kensington, Ord... 10 10 9 e. 5 11 2 Do. 1 Pref. ee 5 6 6 Б —— 64 ee 5 9 1 
en саш. Ter 5 7 7 W— Fi ~ | 4 410 N peus Mort, Deb. ss BAGOR : : 90 — 98 š H б 0 
eo e ropolitain К HR 
Spo. 8.8. 100 | 4 | 4 | 97 —100 10 Do. Com. Prei. 5 a 1 11417 4 
Charing Croes, West st End & City 5 5 5 4 5 . |5 0 0 Do. First Mort. Deb... | Stock 99 —102 ; 483 
Do. ij % Cum, Pr E 5 4| 4 42 4M 9, „Во: 8 [ ; Mort. Deb. .. E Stock 86 — E8 +41819 7 
dpa: n $ | C ane a % Pires Баета EEC 
Do. Do. 4% Deb... .. | 100 4 4 94 — 06 € 3 4 || Newcastle-on-Tyne 6 x Pret., 5 5 5 4 (i xd 5 2 7 
Chelsea, Ord; „„ а 91 10 PEG 0 | North Metropolitan Powe am. db do uM 
e eee ee ec © — oe 0 etro n Ower Bu 
City of don. Ord. .. ..| 1 TIS m- 1933 | 421 ply, 5 Mortgages (Red. sf} 10 | 5 | 100 —108 417 1 
. Cum. Pref. .. . 0 | 6 | 6 | 134—159 |—1 ,817 5 || Notting % Non-C дот. | 10 6 10 — 11 5 9 1 
Do. 5 & Deb. ..  .. . Stock 5 5 | 118 —122 E 1 2 0 is 
Do. t Second Deb. 100 44 43 99 —102 |, 148 7 Oxford b 3 | 7} sa Я 5 18 9 
Oounty o ndon, Ord... es 10 6 6 113— 112 . „5 2 2 St. James’ and Pall Mall, Ord, 6 10 | 10 8 — xd 614 8 
Do. 6% Pref... .. ..| 016 6 ni- 122 44/41 0 . 79% Pref .. 5 7 7 62— "ixd| .. |416 7 
Do. Deb. * ee e. Stock 106 —108 ee | 4 8 4 Do. % Deb. 0 oe 100 oh 84 £3 — £6 4 1 5 
Do. 4 Becond Deb. Stock d 100 —103 . |4 8 3 | Smithfeld Markets, Ord... 5 Ni 2 12— 1 ; 2: 
Edmandson's, Ord. is 8% 5 Nil Ni 17 13 | 2 Nil Booth London, Ord. v E 4 b b з — .. 1614 3 
Do. 696 Cum. Pref. . v» 6 | Nil, Nil 3— "m Nil Do. юты Mort. Deb. .. | 100 5 б ¢8 —101 .. 14 19 0 
Do. 44 9% First Mort. Deb. ..| 100 44 44 84 — | œ 4:586] Бош м орык, Pref.. 1 7 7 "m lj, .. 5 17 8 
Folkestone .. à 8 wa 5 6 6 "m b 514 8 Do. 64 Firs t Deb. NOE: 100 44 | & — 100 ВЯ 410 0 
Do. 6% Cam. Pref... .. 5 5 5 1— |n |4158 Urban, ( EIS ЖЕ 3 5 E 
Do. 4$ % First Deb. ..| 100 44 | 44 | 92 — 95 xd 414 9 po: % Cum. Pret. . А b b 2 9 8 . . |8 6 8 
Ri шею: Ca» i-e coe 5 9 9 72— 8 5 12 6 | Do. 40 X First Mort. Deb... | 100 43 44 | 80$— 883 .. 518 
Westminster, Ord, ee 6 |10 | 10 8} 5 14 3 
| . 4% Cum Prein. 6 43 4| 6— 53 [4 8 9 
| 
| ^ 
| 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
і | | i J 
Sete ENE En E а. "— ЫШЫНДЕ e pew |. [en 
Calgary Power, ist Mo в. — orthern ower an al, | 
en. El. Com. | $10 7 7 из-—из i (518 8 ' £3, ist Mort. Bonds] 8500 5 | 5 | 39 — 42 „ 
C Pref. ae $100 7 7 | 120 —124 5 13 0 | River Plate Ord. .. | Btock 10 10 240 —250 1 0 0 
Cordobe t „Power and T., Ord. 1 8 8t i— 38 8 40 ⁶ Do. 6 Non-Cum. 1 Pret, .. 1 Do. 6 6 | 109 —114 558 
Do. PARE be, 100 b ee | — „„ |5 3 1 | Ro 8 RE T ..| Do. b 5 | 101 —108 s 417 1 
e et bam y. Elec. Co., Mon 
аң - depu) me епш |. воо Dr PET Me) wm | a a) mcm b 
А ly V 5 st awinigan Water, Cap 52 —1 +1 
4 bn. Dob, 100 6 | & | 81 — es — 619 1 | . 6% Con. Ist Mort. Bonds | $500 | 6 5 | 108 —110 .. {411 0 
Elec. Dev. овал nd $500 E 6 99 — 101 49 4 a 0 Toros С ower, 4 4% De bh oe L3 4 4 299 —101g i { 8 8 
He 5 P. and L. Ord. 10 / il ee ee era Crus $. an 
ЖАШОО Pre : 116 5 45 . 18 6 0 i 122 Kort. Deb] 100 6 6 | %}— 924 4 8 1 
Kaminis ш Power, G. Вв. | $500 | 5 5 | 104 —1 414 4 | Victoria Falls Power, Pre. 1 NI 1134.“ ij— hà | £4 e 
6 zl ss li— 9i in | West Kootenay Power and Lt. | 100 | в | 6 10831073 6 11 7 
iran, ord % 1m Mori Deb. 100 | 6 | & | 102 —105 . 4 16 8 18% Mort. 6 % Gold ә 
Merlean El. Le, 6% lst M. Bda, | .. | 6 5 | 89 — 91 .. |510 0 
Mexican Le C er, Common | $100 | 4 4 93 — 96 43 4 |! 
Do. Pref. 3100 7 7 | 108 —111 6 6 2 
Do. 14 im Mort. Goid Bas. e | 5 | 6 | 97 — 99 1d 510 
TELEGRAPH AND TELEPHONE COMPANIES. 
Amaron Тео» ex 10 | Nil! 4+ 7 . |5 8 8 | Monte Мо Telephone, Ога... 1 6 6 1— 1 56 8 
NE Db Bed. 7 Stock} 5 5 = .. 5 1 6 Do. Prem. 1 | 6 | б H- h + 46568 
Teleg., Сар. $100| 8 Bt | 149 —161 411650600 National pelepbene e .. | Btock .. |... va à es 
— ms h Stock ^ 8 | eto xa уа 5 1n | New Y k Fel. „| 1% УА A l| | 1493 
3 Te s — x ew York Telep. А — es 
Do. 6 % Pre is ы ..| Do | 6 | 6 | 1195—1134 ха "n 5 511 | Oriental Telep. an sod ier Po 1|в | в 2 i 410 0 
hago: Portaguess Т ; Do. = : 
еї, Se} 100 | 5 | 5 | 1024-1044 | .. | 416 2 | poise and European Pei. X) „ HAUS 
Сын Telephone 5|[7]|..]| 72 — | 410 4 Guar. Bebe . "e 
Comm Cable, Big. 4% Deb. Stock | 4 4 62 — 84 .. | 415 3 Reuters А 8 | б о 11 — 113 ; 895 
Cube Telegra oe oe ss n E. 105 i K a : "n р ишаре oe pn TT Cert. | 6 6 | 127 —180 412 4 
Do. 10% T T T 1 T ephone Co. o Stock 43 44| 99—101 491 
Oe ee b, Ord. 6 4 4t !' . 16 6 8 "t 
Do, 10% Oum к! 5% 5 |10 |10 7— 7 6 9 0 || United River Plate B E b 8 8 Ish Tyg xd) + 36 7 7 
Direct United States Cable... | 10 | 4| 5 | 78— ха + l 6 7 0 Won Oum Pret... ..| 5 | & | Б 6 15 „ац о 
- ur Reg. Bet | 100 | 4 4 98 —100 dosis Do. 4 % Debs., tol 5 Кы, " 2 Ha 99 " . 4 010 
Eastern Telegraph Ord Steer | Stock} 7 | 5t | 128—131 . |5 610 guar. by Bras. Bub. Tel . 
Do. 3 . Btock.. .. Do. 34 84| 77 — 79 .. |4 8 7 | West India and Panama Teleg. 10 1 À 2)1— 2 116 4 
Do. 496 Mort. Deb. .. ..| Do. 4 ^4 1 .. 1319 7 Do. 6% Cum. 1st Pref. 8% 10 6 6 1 10 5 11 7 
on T oe 10 1 6t | 124— 183 1 35 48 Do. 5 Cum. 3nd Pref... 10 6 6 1 617 1 
Do. 4% Deb. .. Stock 4 —101 819 8 Do. Debs. .. - 100 5 5 1 102 1 17 7 
Mi Db. Meuritias Zu. 30 | 4 | € | 97 —100 e |40 о e. Y Deb 4. ета га |. 415 
Globe Telegraph and is 10 6% | 0t 11 — 114 . [6 4 4 || Western Union 4} % Fdg. Bonds | $1000 43 44 | 100 —108 . |4 1 6 
Do. 6 % Pref. oe ee ee 10 6 12 == 18 — 4 12 4 
Great Northern se 10 18 18 — 293 + { 6 8 1 
Indo-European Tel ph T 96 | 18 öt | 56 — 58 . |5 8 5 
Mackay Com А 00; 5 90 — 94 5 6 5 
, e юа. ат 
Do. 1% Cum. Partio. Pref. 1 |16 |17 1 44 — 38 13 7 
* Unless otherwise stated, all shares are fully paid. 1 Interim dividend. 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued.) 
ELECTRIC RAILWAYS AND TRAMWAYS.—HOME. 


Stock Closin Rise Present Stock Dividende Closing Rise | Present 
AMB Dividends Yi NAMB, Quotations | + or Yield 
* ' Share, 01 rim Tm Fall oe. Share. lor Aug. 6th, | Fall] p. o. 
| 11 & в. d 
* |1910. 1911. & в. d. 1910. 1911. . d. 
Beth Pref, Ord...  .. Nil ir 4 dé Nil Metropolitan Railway Consol... 100 1 | 1 58 — 985 —1 1 i 
Do. 5% о өө oe se 1 6 5 em H ee 6 8 1 Do. 8 us Lan ae ee 100 a э ee B 16 11 
Do. De e oo eo е 100 4 43 — 88 oo 5 8 6 Do, Deb. ee ee ee 100 M m й 8 19 ] 
Brit. Elec. eg 6 % Pref. ee 100 ee ee 1l — 18 oe ee | Do. Pr сее ee ee 85 — 87 2] 4 0 6 
0 0 Deferred ee 100 ee ee 6 — 8 . es Do. Con. Pref. ee ee 100 N 97 88 = à Nil 
Do. Do. 696 Cum.Pr'f. | 100 es 6 90 — 98 . |6 9 0 ', Metropolitan District ‚ ee | 10 N | 1 ут Para 
Do. 7% Non-Cum. Pr'f. | 100 ез. |! ж» 40 — 43 —1 $3 | Do. Deb. .. aig — 100 6 : i — > аи 
ро. 5 % Perp. Deb. ..| 100 6 b 97 —100 .. 5 0 0 Do. 495 Deb. .. 55 .. 100 4 121 ото са 
. дпа Deb. 100 43 44| 80 — 84 5 7 2 Do. 4% Prior Lien .. ..| 100 4 4 + жу 11110 
Central on Railway, Ord. 10 : в 16 — 18 +2 з 16 B po Lead Pref... .. 1 af 20 ке CC NE E 
Do Det. e n 2 | 200 2 | а | 18—175 .. | 218 4 || Metropolitan Elec, Trams, Ord. 1 6| 1— 1 s [58 8 
Do. 4 % Deb. D ee ee 100 4 4 99 —101 | 8 19 3 | Do. Def... ee oe oe 1 5 t ir * 5 4 2 
City & South London, в ee 100 14 1g 324 — 834 xd ана, $ 4 18 0 | Do. 5% Pref. eo ee ee 1 4 4 96 — 98 oe 4 11 10 
[] 5 Pref., 1891 ee ee 100 6 6 106 —1(8 xd ee ! 4 12 7 | Do. 44 Deb. ee ee ee 100 4 à 101 +1 4 19 0 
А А 1808 .. .. 100 6 6 102 —104 xd| .. 416 2 | Do. 6% Deb. .. ae .. | 100 5 b 93 — : 
е Do. 1901 ee oe 100 b б 102 —104 xd oe 416 2. Potteries, Ord. ee ee oe 1 2 oe жа P» ее 6 18 4 
e Do. 1908 oe ee 100 6 5 101 —108 xd ee 4 17 1 Do. b Pref. e ee ec 1 5 b 87 90 ec b 0 0 
Do. 4 96 Deb. 100 4 4 99 —101 ee 8 19 8 Do. 4 Deb. ee ee ee 100 a 4$ = oe q 1 8 
Dublín United Trams, 6 % Pref. 10 6 6 104— llàxd| .. |5 2 2 | South Metro. Trams, 6 96 Pref. 1 А E ли 115 RI E- 
rea чонвегы RU Pr’f. kin 10 | Ni | .. li- 2 ; Nil || Do. 4 b. .. ix ..| 100 4 í — A gx x 
Hastings Trams, 6 % Pret. 1 Nil 6 .. |8 0 0 | Underground Elec. Railways| 10 = тА 
Do. + % b. 100 2 2 71 — 76 .. | 518 5 «o5 Jl И iol 2d 
Isle of T anet Trams, 5%, Pref. 6 .. 111 0 Do. 4 | Bonds T ..| 100 4$ а > — р a b 
Do. 4 96 Deb. ee ee ee 100 4 4 79 — 18 ee 5 2 1 Do. 6 100 1 — 3 ee Nil 
Lancashire United, 5% Deb. .. | 100 5 5 81 — 88 .. |6 0 6 || Yorkshire (wer Riding), Ora А b ИН 8 83 UE 
London Elec. Railw'ys,4% Deb. | 100 | 4 | 4 | 94 — 96 — 43 4 Do. 6 „„ 6 N a IT. 
London United Trams, 5 Pret. 10 Nil ee 5 — bà ee ae Do. 43 Deb. ee ee ee 100 4 = * 
Do. 4 Deb. 0 0 ee ee 100 4 4 73 — 77 ee 5 4 0 
ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOREIGN. 
ра | | | ЕЕ | 
Anglo-Arg. Trams, let Pref, .. | 5 Б | Б БА— 5, .. |5 1 2 || La Plata Elec. Trms, Ord, zo UEM s n — 1 d va 
DO. ЖОР. cu ab 4 | 8 Б 4 BR |; 156 01 Do. Pret. ге е ee ee КШ : 4 8 0 
Do, 496 Deb. м ..| 100 | 4 | 4 | 991— 95 = 414 4 3 Lisbon Elec. Trams, Ord, es | 1 bà | 6 — if ъъ | d 42:5 
Do. 43 % Deb, 100 43 43 994—103 | .. 48 8 Do „ „ «i| ЖА | Ol 0. |2 ея — [i16 0 
Do, 596 Deb. ..| 100 B | 5 |101 —103 = 416 2 Do. 56% Deb. 100 6 | 6 93 — 97 e] "Pes 
Auckland Trams, 5 Deb. 100 | 5 | 5 102 —104 ; 414 4 Madras Elec. Tr. (1904), Deb. | 100 b 5 | 100 —102 << oon - 
Bombay Elec. 8. & Trams, Pref, | 10 6 | 6 | 113— 13xd| .. |5 0 0 | Manaos Trams & Lt. Ist Deb... | 100 | 6 | Б | 89 — 92 — |5 8 В 
Do, 44 % Deb... "A i 100 44 | 44 | 96 — 98 | . [41110 | Manila Elec. R. and Ltg., Bonds $1000| 6 5 103 —105 | 3 25 
Do. 6% ind Deb. ..  ..| 100 E- ИГ. | 97 —99 =|. 1510 | Mexico Trams Com. ..| $100| 7 | 7 | 1% an | 4 de 
Brisbane TramsInv&, Ord. ..| 6 3 8 | 7— 7% . {5 6 B Do. беп, Соп. 6 % Bonds .. | .. ET — —101 | + 4/65 14 10 
Do. 5% Pref. .. .. cU. E BE 5 | 4— 6 | .. |415 B | Do. 6% Bonds.. ..| 100 6 | 6 |1 E: - 22 D 
Do, 44 % Deb. +» | 100 | 44 | 44| 995-1028 | + à|4 710 | Para Elec. Rlys. & Lt., Ord. * 5 10 10 "i— MEUS 
B, Columbia Elec. Ri, Det. so | 200 B Bt | 135 —140 | 1514 4 | Do 38275 2a oe 6 | 6 | 6 2 1 Le аы 
Do. Pref. Ord, .. 100 | 6 | 6 | 115 —190xa | 44/5 0 0 ist Deb. „| 10 | 6 | 6 100 + 16 0 
Do, 5% Pref. .. .. | 100 БІБ мезо — |41 4 | Рә (W.A.) Elec. Tr., Ord. .. 1| 2] .. 1 — 1:5 AS. 
Do, ^ Ist Mort. Deb. 40 | 4 994 —1024 |4 710 | Do. 5951st. Deb. 100 | 5 5 9 у c EM 
Do. di Deb, .. | 100 4$ | 44 | 103 —105 |4 5 9 || Rangoon El, Tr, & Sup. , Pref. . 5 6 6 5i— 4 ENT Duc 
Do. Con. Deb, .. e 100 44 | 4 102 —104 |o i4 6 7 Do. 4à 96 1st Deb. ae $e 100 | 4 44 97 — z | " 2 
Oaloutta rams, Ота, .. oe | Б | 6 7 63— 68 . |5 5 8 || Rio de Janeiro Trams .. ..| $100 | 4 51 150—1 p - — 
Do. 6% Frei. 5 | 5| 5| 4i— 5b |... |417 7| Do. lst Mort. 5% Bonds ..| .. | Б | Б 1093—1093 | .. |416 Б 
Do. Ah% Deb. „ 10 | 4| 4| 99 —10 ‚ |4 8 B || ро, Ба Mort, Bonds — ..| 100 | & | 5 | 991—100 | |4198 
Cape Elecíric Trams . | 1 | Nil | af; 8— — |. ss | Bao Paulo Tram, Lt. and P, .. | $100 | 10 | 101 06 —108 = 412 7 
City Buenos Aires Trams (1904) | 6 | 6 | 6 | Byy— 5} . |410 6 || Do. 6% 18% Deb. .. eo | $500) 5 | 5 чан ui - s 
Do. 4% Deb. | 10 5 6| 9 —10 | 418 0 | Singapore Trams, 5% Deb. -. | 100 | 5 | 5 | BM4—85à | .. | 617 0 
Colombo files. Tr. & LÀ. ‚5% Deb. | 100 Б | б 95 — 99 +1 |6 1 0 || Bouthern El. Tr. B. A., 5 % Deb. | 100 5 5 96 — = x 4 4 
Havana Elec. Rly., 6 op Bonds $1000| Б | Б 99 —108 | 1417 1 | Un. Elec. Trams Monte Video .. | b : | 1 : A * à 3*4 
Kalgoorlie Elec. Trams T 1 | Nil | 5] 956 o4 | | Nil Do. 6% Pref. .. e .. | 5 | „9 йе VA, тен. 
Do. 5%ADeb, .. ..| 100 | Б | Б | 86 —91 |510 0 | Do. 5% Ist Deb. | 100 | 6 | 5 | 100 — КАН 
Do. 6 В Deb, - es | 2300 | .& | 8 353 — 43} | 618 0 | Winnipeg Elec, Rly., 4 % Deb, | 100 | 4 | 44 | 104 —106 — $ 
| | | | | | | | | 
| | | | | | 
| | |] 
| | | | | 
| | | | | 
| | 
MANUFACTURING COMPANIES. 
i k a | | | 
- "ы | "e | Nil | Nil | 8 | Nil 
rd. .. TTE T T 1 Nu 6 — $ .. |8 0 0 || Crompton & Co, .. % 558 8 Ni à— | ee | 
De Ce Pret. S Eh. & Were) ie H 7 7 8 Do. Deb... se oe oe 100 | 5 | 6—6 | | 7n 6 
Babcock & Wilcox А T 1 |26 | 28 8 — 84 |4 6 2 || Dick, Kerr .. T - e 1| 65 : t 11 [24 
Do, Pref, ec | ї|6 |6 | 1ў— 1% me Ne OE Do. Pref. - ve а 1 : | at cae — *. | 4 
British Aluminium, Ord. а 1 ele] $- +h | 8 NET | Do, Deb.. ee 100 | rl | 44 | . TU | AI 
Do. 69, Cum. Brei. 1 |..[..| ф— à |. |. -. || Edison & Swan A #8 pai | Бр.) f | | Nil 
Do. 5 % Prior Lien Debs. .. | 100 | Б 5 98 — 96 l'en 4-4 Ж Do. fully paid .. sl pb ed 8— — ды Р 24 
Do. Deb. Stk. .. 2 6242100 | & | 8 8i — 87 515 0 Do. 4% Deb. „| 100 | 4 4 64 — mE. 
B I. & Helsby Cables эө» Га ЖИЙ И 7j— 8 | |6 1 8| Do. 5 & Second Deb. | 10 | 6 | 5 | 75 — T8 alb | B 
Do. Pret. os se] Б 6 6 58 — 62 xd 3 411 1 Electric Construction és 2 | 24 | 8ł | = 1 E d | 7 3 22 
Do. Deb.. | 100 4 3 | 101 —108 |4 7 5 || Do, Pref, e| a] тт | $z 83|. тоо 
British Thomson. Houston, Deb. | 100 | H | | 96 — 98 | | 4 11 10 Greenwood & Batley, Pref, `.. 10 d | : | 2 S. ELEC 
British Westinghouse, Pret. Lk SUNT as y- Hl... Nil Do. Deb.. ..| 100 | e£] esx IET 
Do. Deb... T - | 100 | 4 | 4 58 — 61 —1 | 611 2 General Electric, Pret. oe 10 | 6 | Xi D Ed LU 
Do. 6% Prior Lien ..  ..| 100 | 6 | 6 | 102 —105 .. |514 8 || Do. Deb. í — 4 100 | 4 4 | NL к Eod 
Browett, Lindley, Ord. .. Sv Е НКЕ 2/. —8[- | Nil | Henley's, Ord, 55 * 5 5 | 15 ! | = ч os | Ap 
Do Pref, ч. «| 1 | Nil]... | 46—58. | | ип | Do PII. б | 4 3 W d TE 
Brush, 7 % Pref. .. <. 2 |Nil|.. e 4 sl, HM Е: 4 | 102 — 4 | | 
Do, 5 % Prior Lien Deb. - 100 6 | 5 75 — 80 | фа | 6 5 б |, India-Rubber, G. & T. ve | 10 : | eel в а " с» 
Do. 4 95 Deb. «i| 1909 | 1 9 | = — 57 0 10 Do. Pref. sa 10 еі IPS жй— 75 
Do. LEE Deb. e. | 100 | 4 в — 40 |.. 1 5 0 | Telegraph Construction. T 4-- - 4 | on” ann" | uy te 
Callender's Cable. e »» 5 |15 | 10 1 — 11 NT 6 16 4 | Do. Deb.. А ee ЕЯ s к Nn 
Do, Fret. * га vs: 5 | 6 5 Ж . 4 14 1 "S Robinson + — | 2 | { 1 | as — 
Do. Leb... ec T - 100 | 43 98} —1004 Ё 9 6| о, re ae ee ee | | 3» А 
Castner-Koliner .. $e $«*] 1 7 | 90 | Bi— 84 48. 0 8 | Do, Deb... ae se ee | 100 4 | 4 58 60 „ |618 4 
Do Deb.. .. . 10 | 4$| 44 | 102 —105xd| .. |4 5 9 || | | | 
i | | | | 
| | | | | | | | | | | 
| | | | | | 
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* Unless otherwise stated, all shares are fully paid. + Interim dividend, 


Bank rate of Discount 8 per cent., May 9th, 1912. 
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METAL MARKET. 


Fluctuations in July. 


SPELTER (G.O.B's.). 


JuLy 1 23 4 5 8 910111215161718192223242526293031 
£30 


` 


LEAD (ENGLISH). 


JULY 1 2 3 4 5 8 9101112 15161718 192223 24 25 26 29 3031 
£20 


d 
_ “ IRON. 
JULY 1 2 3 4 5 8 910111215161718192223242526293031 


TOT ШИЙ ПЕ ЕШ oe 
Ire 


' 


TIN. 


b 


| . COPPER (G.M.B's.). 
Ju1LY123458910111215161718192223242526293031 


OIL FUEL FOR STEAM BOILERS. 


THOUGH immense quantities of crude Texas and other petroleums 
have been burned for power generation under American boilers, the 
general trend of America in respect of the use of liquid fuel is 
towards the use of the residual oils, which remain after the lighter 
portions have been distilled. "These residues are generically known 
as fuel oils, and have come steadily into use during the present 
century. They are by nature much safer to burn than the crude 
oils, and can safely be handled by men of a less skilled order, and 
this isa great factor in pushing their use. While coal prices have 
been advancing in New England and the Eastern States, the price 
of fuel oil has been falling to meet the rise, until at present fuel oil 
is actually cheaper in New England than it is in Texas. 

It is more expensive to send oil in tank cars to Western Texas than 
it is to ship it in barges and tank steamers to New England. And 
such are the advances in construction and working of tank steamers 
that petroleum products can be carried more cheaply than any other 
cargo, and as safely. 

According to Mr. B. R. T. Collins, who writes in the Zleefrical 
Review and Western Electrician, this fuel oil originates chiefly in 
Texas, Louisiana, Oklahoma and Kansas, & group of States producing 
62 million barrels of oil in 1909, This is overa third of the annual 
production of the United States, though in that year California 
produced a fifth more than her 1908 production. The four States 
added 10 million barrels in 1910, and California produced 77 million 
barrels, thus bringing up the United States production to 
216,500, 000 barrels. These figures sound large, it is true, but, after 
all, do but amount to less than two-thirds of a barrel of oil for 
each ton of coal raised, or less than 10 per cent. of the coal pro- 
duction. The author of the article notes these small ratios, but 
relies on the rapid increase of oil production to furnish fuel for 
that increasing class of power plants, which can use it economically, 
such as :— 

(a) Plants where coal handling is abnormally high by reason of 
local conditions, such as bad wharfage facilities that can be 
obviated by a cheap pipe line and storage tanks. 

(b) Plants which are hand fired. Thus. a plant of 500 H.P. would 
require four firemen, a water tender, and a coal passer, whereas 
one man could fire, water-tend, do all tube blowing, and cleaning. 
This, however, seems to put the case unfairly against coal, for we 
do not see how a four-boiler plant of 500 н.р. should demand so 
much labour. We have seen a man fire 75 tons of coal in a 
factory week, and this represents over 500 H.P. 

(c) Oil fuel enables an additional power of 35 per cent. to be 
secured from the same boiler plant, and this is a very cogent 
argument in favour of oil fuel, where there is not room for further 
boiler plant, and the same remarks apply— 

(d) On the ability of a too small stack to do the work when oil 
fuel takes the place of coal. 'The bulk of the resistance to draught 
in a steam boiler is made up by the fuel on the grate, and since 
this disappears with oil fuel, the area of the stack need not be 
more than 60 per cent. that necessary for coal. 

(e) A particular advantage of oil fuel is the ease with which it 
can be burned without smoke, a feature of very considerable 
importance in certain factories where soot is undesirable and would 
damage the goods made. Smoke also is an important feature 
where 

(f) There are stringent anti-amoke laws in operation. There is 
no difference of importance between crude and fuel oil by way of 
density. The annexed table gives particulars of four crude oils and 
one fuel oil, The fuel oil has the highest calorific capacity, flash 
and fire points, and the most desirable sulphur contents per pound. 
Oil has a calorific value 30 per cent. above coal, and since it can be 
stored in a less space, its heat value per cubic foot of bunker space 
is 50 per cent. above that of coal. And this is not all, for oil can 
be stored in such very awkward corners, that space can be utilised 


on ships especially, which could inot be used for coal. In a 
TABLE I.—PROPERTIES OF CRUDE AND FUEL OIL. 
ò 5 8 a> : | 
Oil. Field. ger 38 4] 8 | os | $ | Fire. | B.T.U. 
| bon Dap | 5 M | 9 d = 
© о | mit | ^ 
Crude |Sour Lake, Tex.* |... |... s 0°9266 | 198° 18,460 
Crude Beaumont, Tenn... 6917199. 18,500 
Crude Beaumont, Tex. | 84°6 | 1079 | 1°63 | 2°87 | 0°9240| 180° | 200° 19,060 
Fuel Beaumont, Tex.t | 83°3; 124 | 0°50! 3 83, 0°9260| 216° | 240° | 19,481 
Crude Whittier, Cal... vac tend 09416 18,513 
| 


Authority :—* Prof. А. C. Scott, Texas University. + U.S. Naval Liquid 


Leigh-on-Sea Electricity Supply.—The U.D.C. has 
declined to grant an interview to Mr. Speight respecting his pro- 
posed application for a prov. order, but has promised to consider any 
written details respecting his scheme. Alternative schemes for the 
supply of electricity to the district are shortly to be submitted by the 
Southend T.C. 


Fuel Board. f Prof. W. C. Blasdale, University of California. 


modern ship the problem is to get fuel to the boilers, and here, oil 
lends itself particularly well for it can be piped and involves no 
labour. Nor does oil deteriorate by storage, though on this point 
we have M. Bertin to the contrary. But probably M. Bertin spoke 
of oil not so far reduced as the American reduced fuel oils, 

With oil the furnace doors may be always shut and the waste 
gases may go away cooler because of the greater cleanliness of 
heating surfaces. Combustion once regulated to its best air supply 
can be kept so. As a practical point none better is urged than the 
ability instantly to extinguish a fire if, for any reason, water 
becomes or threatens to become too low. Equally, the fire can be 
put into full commission again when the trouble has been 
surmounted, This is really a most important point, and во 
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also is the case for automatic adjustment of the fire to the steam 
pressure, 

It is only necessary to touch lightly on the absence of dust and 
ashes, firing tools and general labour costs. 

Liquid fuel has its disadvantages, and no oil should be used with 
a lower flash point than 140° F. This is lower probably than 
would be considered safe in Great Britain or generally in naval 
work,  Underwriters require oil to be stored underground. 
Gravity feeds are not permitted in the United States, which is 
perhaps as well, with flash points of 140? F., and fuel oil must be 
stored 30 ft. from any building—a somewhat prohibitive clause in 
a congested area. 

With scaling water oil, with its high temperatures, will cause 
damage to plates, and increase the cost of repairs, though with a 
proper setting and not too bad a water it is claimed that repairs 
should be less. One hears whispers, however, that liquid fuel does 
tend to increase boiler repairs, but those best qualified to tell 
us seem disinclined to do so, as though, to admit increased repairs, 
would reflect on their judgment in using liquid fuel at all. 

The author of the paper saysithat steam is a better atomising 
agent than air, and that the steam to drive an air compressor will 
do the atomising first hand. But he is not thinking of marine con- 
ditions and make-up water. May it not be asked what of the 
many burners which atomise solely by heavy pressure of the oil 
itself, using neither steam nor air. 

He also advocates a flat flame form of burner as most efficient, 
and heating of the oil as an'aid to economy so long as the oil is not 
decomposed and carbon deposited in the supply pipes. He 
advises that the temperature should not exceed the flash point 
temperature, 

Duplicate oil-pressure pumps are recommended to raise the oil 
from a tank below the lowest supply pipe, the heater to be heated 
by exhaust steam, a relief valve to return oil when the pressure 
given by the pump passes a given maximum: gravity return of all 
oil in pipes to storage, and automatic regulation of both oil and 
steam to the burners in accordance with the boiler pressure. 

It is stated that with Babcock boilers the best results are obtained 
when the oil is injected from the bridge towards the doors or 
boiler front. 

The general claim for smokelessness made on behalf of liquid 
fuel is really a signal proof of the etlicacy of perfect air mixture 
in producing perfect combustion, The same effect would be prc- 
duced with coal smoke if it could be agitated equally violently in 
close touch with hot coals. Coal dust can also be mixed with air 
and burned smokelessly. The gases of bituminous coal fail to be 
smokeless, because they are not burnt hot. Temperature is essential. 
It seemed once to be necessary with oil to provide refractory-lined 
furnaces as with coal, but to-day a good deal of oil burning seems 
to be smokelessly carried out without furnace lining. This is due 
to the perfection of atomisation obtained.—W. H. B. 


REVIEWS. 


The Wireman’s Pockel-Book and Electrical Contractor's 
Handbook. By A. W. Ковіхѕох and W. E. WanRILOW. 
London: The Zlerírician Printing and Publishing Co., 
Ltd. Price 58. net. 


A substantial narrow book, handy for the pocket and able 
to withstand the hurried fumbling of dirty thumbs. The six 
years which have elapsed since the last revision have wrought 
many changes, which are reflected in the contents. The authors 
appear now to cater more for the wireman and contractor 
than for the mains engineer ; even the cover is blue, whereas 
the reviewer's 1906 copy appears to have been red. All the 
leading features of the earlier editions concerning cable work 
are included and brought up to the latest I.E.E. rules. The 
useful data of fall of potential and current density appear 
again, but afew more pages on mains testing would have been 


appreciated by the station men, who, however, will find the ' 


present edition & sound excuse for retiring the old red book 
to the decent seclusion of the book-case. 

The authors devote considerable attention to wiring 
systems. The leading varieties of conduit fittings are 
illustrated, and there are a few useful notes on wood casing, 
the value of which material for certain purposes appears to 
be unknown to many modern contractors. 

Concentric systems are clearly described, but comparative 
costs and notes on the particular advantages and dis- 
advantages of these methods for different classes of work 
would have been useful. 

À new method or material appeals to some because it is 
new, and it is apt to be employed indiscriminately, whilst 
others will not use it even for those purposes to which it is 
particularly adapted on account of personal conservatism, 
or lack of knowledge of practical points which can only be 
remedied by experience. 


Open wiring is very briefly dealt with. It is now possible 
to obtain wire insulated with enamel or light rubber and 
cotton covering, which may be run on porcelain insulators 
in many cases without breach of regulations, and some notes 
on these so-called Continental systems, with a clear state- 
ment of how and when they may not be used, should be in 
the hands of every electrical contractor. Open wiring is the 
original system, it is rational, cheap, subject to few faults, 
and would probably be a great success if some powerful 
firm could be persuaded to patent it and endow it with a 
greco-cockney name. 

The chapters on illumination are amongst the most valu- 
able in the book. 

The latest arrangements and designs for reflectors and 
fittings for houses and shops are illustrated, and their correct 
use is clearly described. Between pages 129 and 172 lies 
information which should be part of the mental equipment 
of every canvasser and foreman wireman. 

The section dealing with mains work in the former 
edition has been replaced by copious and practical notes on 
isolated generating plants; these should be of value to con- 
tractors, many of whom neglect this branch of the business 
although the development of small oil engines and the 
reduction in capacity of machines and batteries with metal- 
filament lamps has made the private plant a more attractive 
proposition to the owners of premises in isolated districts 
than formerly. The authors make the valuable suggestion 
that temporary electric supply work should be more sought 
after, and there can be no doubt that the contractor who will 
speculate in a portable oil-driven generating set of fair 
capacity should find ample reward for his enterprise where no 
public supply is available. 

The book concludes with brief but clear notes on А.С. and 
b. C. motors, diagrams of connections, and a copy of the 
[.E.E. Rules. Single-phase commutator motors are not dis- 
cussed, but they will no doubt figure in future editions: at 
present it is not always recognised by those who work on a 
single-phase system that any class of power work can be 
dealt with, and a motor be employed which has all the 
characteristics of the p.c. machine, and in addition can be 
controlled by a simple switch. 


American. Electric Central Station Distribution Systems. By 
Н. B. Gear and P. F. WILLIAMS. 1912. London: 
Constable & Co. Price 128. net. 


A number of articles appeared several years ago in the 
American Alerfricel Aye on central station distribution work. 
These articles have been revised and extended, and the result 
is the book under review. 

Chapters I, II and III deal respectively with distribution 
systems, transmission and conversion, and voltage regula- 
tion. In Chapter I we have a number of obsolete systems 
described, as well as the usual modern ones, in Chapter II a 
quantity of general information—largely quite elementary— 
and in Chapter III really good descriptions of regulators and 
compensators, together with the principles of voltage 
regulation. 

Chapter IV treats of line transformers, and since the book 
pre-supposes a general knowledge of electrical theory such 
as is possessed by more advanced students,” a great deal of 
it ought surely to be quite unnecessary. 

Chapter V deals with secondary distribution in a more or 
less familiar style, and there is again a considerable amount 
of historical and elementary matter. It must be remembered 
that the economie, industrial &nd social conditions in the 
United States are widely different from those obtaining in 
this country, and data given in books similar to the one 
under consideration must only be accepted and used after 
close examination. 

Special schemes of transformation and protective apparatus 
are discussed in Chapters VI and VII respectively. It may 
at once be said that the information given is distinctly good 
and accurate, and is, of course, to & large extent independent 
of what may be termed national conditions. 

Overhead construction receives attention in Chapters VIII 
and IX. These chapters have been carefully and accurately 
written, and are, perhaps, the best in the book. 

Chapter X deals with underground construction. A 
number of figures relating tc the cost of construction are 
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given, some of which are practically identical with those for 
similar work done in a high-class manner in this country. 

Chapter XI is devoted to cable work, and some useful 
information is given for the heating of paper-insulated 
cables. 

Distribution economics and properties of conductors are 
treated in the next two chapters, the first subject being 
admirably discussed, while the latter might easily have been 
omitted, since the information is practically all contained in 
an ordinary electrical pocket-book. 

The concluding chapter deals with alternating-current 
circuits and is certainly up-to-date, whilst the formule and 
worked examples appear to be correct. 

The book is primarily intended for American engineers 
and students. It consiste of 842 pages only, and the price 
of 128. net appears to be excessive.—H. G. 8. 


Wechselstromversuche. By DR. ANTON Lampa. Brunswick: 
Fried. Vieweg & Sohn. 1911. Price 5 M. 


This book deals with some of the less known branches of 
alternating current work which are more of scientific interest 
than of immediate practical importance. 

In Chapter I the general problem of an alternating current 
circuit containing resistance, inductance and capacity is 
handled, including the production of high-frequency con- 
denser discharges and Tesla currents, and skin-effect 
phenomena. Chapter II deals with mechanical forces set up 
by electromagnetic actions, including the Thomson repulsion 
effect, capacity and inductance measurements by weighing, 
&c. Chapter III is on the revolving magnetic field and its 
production by means of direct current, single-phase, and 
polyphase supplies. | 

The last chapter deals with the production of electro- 
static revolving fields, and their power to set up mechanical 
rotation, &c. 

The writer assumes a fair mathematical knowledge of the 
subject, and the experiments given are chiefly of a laboratory 
nature, but full particulars of the apparatus required are 
given in most cases, so that the book will prove useful for 
demonstration purposes in the directions mentioned. 


Illumination : Its Distribution and Measurement. By А. P. 
TROTTER. London: Macmillan & Co. Ltd. Price 
8s. 6d. net. | 


The writer of this little work is such an accepted 
authority on his subject that his readers will expect to find 
it a mine of useful information, and in this they will be 
by no means disappointed. The great regret one experi- 
ences after reading the book is that the author was not able 
to allow himself time enough to produce a larger treatise. 
As the book, however, is addressed to engineers of whose 
work illuminating engineering will probably form only a 
comparatively small part, the author was no doubt wise in 
restricting himself almost exclusively to matter which has 
a direct bearing on the immediate practical side of the 
subject. 

Chapter I deals with * Units and Standards of Candle- 
Power." Your reviewer cannot agree with the opening 
statement that candle-power is an accurate expression, 
„since it is the measure of the rate of expenditure of 
energy." If the author had referred to spherical candle- 
power the statement would have been acceptable, but this 
quantity is rarely referred to in practice, and to confuse 
intensity with a rate of expenditure ef energy is surely very 
misleading. From this statement it would be right to 
assume that the output from the lamp can actually be 
increased by fitting a reflector or lens. Provided that such 
а fitting does not materially affect the size of the light 
source, it is still accurate to speak of its candle-power, 
and this may be increased in almost any desired proportion. 
ds rate of expenditure of light energy obviously remains as 

fore. 

All through, the author seems very fearful least anyone 
should imagine that light flux is the real entity and candle- 
power or intensity is merely one of the mathematician's ways 
of describing its location or distribution. A little more 
might have been said with reference to glow-lamp sub- 


standards, as these are now by far the most important to the 
practical engineer. 

Chapter II, Illumination and Derived Units,” deals 
chiefly with a comparison of various units, and explains how 
the illuminatioh of a surface may be defined in terms of a 
distance and a candle-power. "The whole difficulty which is 
discussed on page 16 disappears if illumination be defined 
in terms of the lumens per unit area. The values given 
on lines 14 and 15 on page 17 are apparently incorrect, 
according to the values given for the corresponding standards 
of intensity in Chapter I. The definition of the lumen at 
the bottom of page 23 is not at all clear. 

Chapter III, on “ Тһе Distribution of Illumination," 
gives instructions as to how to fix the relative spacing and 
height of uniformly distributing light sources in order to 
obtain & definite minimum illumination. How to vary the 
polar curve in order to obtain uniform horizontal illumination 
might well have been included. 

Chapter IV is on “ Illumination over a Plane." This chapter 
contains some interesting examples ingeniously worked out. 
On page 53 there is a further condemnation of the practice 
of referring to an illumination in terms of flux per unit 
area, but on page 56 the author himself falls back on this 
method. In figs. 29 and 48 the distance between the two 
lamps in one line should be stated. In referring to diversity 
factor on page 64, some reference might advantageously 
have been made to the excessive glare which sometimes ' 
accompanies a very low diversity factor. 

Chapter V, dealing with Photometers," is the best in 
the book, and not only describes the development of every 
important modern photometer, but, in doing so, gives the 
reader a clear insight into the best ways of working with 
them. 

Chapter VI is entitled * Accessory Apparatus.” This is in 
every way an excellent chapter, and well supplements the pre- 
vious one. In fig. 90 the distances should be dimensioned in 
terms of the diameter of the disk or length of the filament. 
The denunciation of black photometer rooms is not 
altogether reasonable. Screens are often inconvenient in 
practical work, and may sometimes be dispensed with 
altogether in a black room. The section on the control of 
electric sub-standards should appear in Chapter I, as the 
devices described are an essential part of the standard. In 
the potentiometric arrangement described for measuring 
pressures, the measuring resistances take a current of 1 am- 
pere; this should be more like ті; ampere, or the resist- 
ances should be 100 ohms per volt to be measured. 

Chapter VIII relates to ** Photometry of Coloured Lights.” 
This is a very suggestive chapter on what is probably the most 
difficult part of photometry. The use of selective screens 
appears to require а much higher illumination on the 
photometer than otherwise in order to make it practical. 
The work also seems to indicate that to obtain the maximum 
visual efficiency one should use yellow light. 

Chapter IX deals with the usual sources of error and 
their reduction and estimation.  'The differention into 
„candle-power and illumination photometry seems 
awkward and somewhat unnecessary. 

Chapter X, on the Measurement of Illumination," deals 
with the construction and use of various illumination photo- 
meters. Rather too much space has been devoted to the 
history of one type of photometer. The daylight con- 
stants referred to on p. 247 have been shown to be 
practically meaningless. ; 

Chapter XI, Examples of Measurements,” deals 
with practical illumination photometry, and indicates the 
chief difficulties and sources of possible error which are 
encountered in this class of work. 

Chapter XII treats of ** Dioptric Distribution and Diffusion 
of Light." It is not quite evident why the author has dealt 
only with this method of varying the polar distribution of a 
light source, a8 there are obviously many others of equal or 
greater importance. At the same time the chapter is useful 
and very instructive. 

The Appendix contains various tables referring to cosine 
functions, and descriptions of short methods for determining 
the shapes of refracting prisms. 

The author's style is very readable, and the illustrations 
are clear and accurate. Those engineers who desire to 
become acquainted with modern photometry will find this 
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work a great help, but it is essentially a practical book, 
and in order to gain the full benefit of the information 
contained, the reader should also be practising photometry. 
—L. M. 


COMPULSORY PURCHASE OF TRAMWAYS. 


[FROM A LEGAL CONTRIBUTOR.] 


A CORRESPONDENT of the REVIEW recently suggested that 
* As the time must be approaching when many towns will 
have the option of buying out their tramways from existing 
companies, I think an article on the compulsory purchase of 
tramways would be welcome." 

Although the matter has been dealt with on former occa- 


sions the suggestion is opportune, for the law on the subject . 


is by no means settled. It is the subject of frequent dis- 
cussions in the Courts; and owing to the fact that various 
new and important interests have to be considered, it is by 
no means easy to find every case governed by authority. 

The purchase of a tramway takes place compulsorily under 
and by virtue of Sec. 43 of the Tramways Act, 1870, which 
is as follows :—‘* Where the promoters of a tramway in any 
district are not the local authority, the local authority, if by 
resolution passed, at a special meeting of the members con- 
stituting such local authority, they so decide, may within six 
months after the expiration of a period of 21 years from 
the time when such promoters were empowered to construct 
such tramways, and within six months after the expiration 
of every subsequent seven years, or within three months, 
after any order made by the Board cf Trade, under either of 
the next two preceding sections with the approval of the 
Board of Trade, by notice in writing require such promoters 
to sell, and thereupon such promoters shall sell to them 
their undertaking, or so much of the same as is within their 
district, upon terms of paying the ‘then value’ (exclusive 
of any allowance for past or future profits of the undertaking, 
or any compensation for compulsory sale, or other considera- 
tion whatsoever) of the tramways, and all lands, buildings, 
works, materials, and plant of the promoters suitable to and 
used by them for the purpose of their undertaking within 
such district, such value to be in case of difference, 
determined by an engineer or another fit person nominated 
as referee by the Board of Trade on the application of either 
party, and the expenses of the reference to be borne and 
paid as the referee directs, and when any such sale has been 
made all the rights, powers and authorities of such promoters 
previous to the making of such order in respect of the 
undertaking sold, shall be transferred to, vested in, and may 
be exercised by, the authority to whom the same has been 
sold, in like manner as if such tramway was constructed by 
such authority under the powers conferred upon them by a 
provisional order under this Act, and in reference to the same 
they shall be deemed to be the promoters." 

The section then sets forth the regulations whereby the 
local authority is to act, &c., and continues, ** Subject, and 
according to the preceding provisions of this section, two or 
more local authorities may jointly purchase any undertaking, 
or so much of the same as is within their respective 
districts." i 

A number of interesting points arise in connection. with 
this section, the importance of which to “ undertakers ” has 
been enhanced in recent years. Among the points which 
arise, the following, with which we propose to deal in order, 
seem to be the most material:—'*(«) The length of the 
period within which the right of compulsory purchase may be 
exercised ; (0) the meaning of the term ‘ undertaking’ ; 
(c) the correct method of assessing the ‘then value’; (d) 
the question whether the section makes adequate provision 
for the development of an electric tramway system over an 
area which includes the districts of several local authorities." 

(a) The Length of the Period within which the Power of 
Compulsory Purchase may be Erercised.—It has often been a 
gubject of complaint that the period of 21 years is too short, 
baving regard to the fact that at the conclusion of that 
period the local authority are empowered to buy up the 


tramway company's undertaking at old iron prices without 
any compensation whatever for compulsory purchase. If 
such period were too short in the case of a tramway system 
where horse traction was in vogue, it is clear that a very 
much longer period should be allowed when the company 
has been put to the expense of laying down & costly perma- 
nent way and trolley wires, together with a power station. 
It is with this end in view, that the length of the period 
is usually increased where special powers to change from 
* horse traction" to electricity are conferred by a special 
Act. In this connection it is significant to remark that the 
Legislature has made a concession of further time in the 
case of electric lighting installations. Thus, while the 
Electric Lighting Act of 1882 provided that the local 
authority might purchase an undertaking at & cost price 
within 21 years, the clause being very similar to that set 
out above, the Act of 1888 extended this period to 
42 years. It is submitted that the same course might with 
equal justice be adopted in the case of tramways. | 

(b) The Meaning of the Term ** Undertaking.” —This 
word is not defined in the Tramways Act, 1870, and reliance 
has to be placed on the Provisional Order itself. Thus, in 
the Metropolitan Street Tramways (Extension, &c.) Order, 
1873, it is provided that the expression the tramways,” 
or “ the undertaking," shall mean the tramways and works 
and undertaking by this order authorised. Such a definition, 
however, fails in the important particular tbat it does not 
differentiate between tramway and undertaking. It was said 
by Lord Watson, in the case of the London Street Tramways 
Co. v. the London County Council (1894), A.C. p. 474, 
that: The word ‘ undertaking’ is not defined in the Act, 
but it appears to me that it must signify all the real and 
movable property belonging to the promoters necessary for 
conducting tramway traffic, together with all rights and 
interests in, or connected with, such property which belong 
to the promoters, and are capable of being transmitted from 
them to the purchaser. I do not think the word can 
reasonably be construed во as to include any property, or any · 
right or interest, which does not belong to the promoters, 
and does not pass from them to the purchaser under the 
compulsory contract of sale. On the assumption that the’ 
promoters’ privilege of use is personal, and, therefore, limited 
to the period during which they may continue to beiowners 
of the tramway, the privilege of use after the expiry of that 
period, which they did not possess, cannot be regarded as 
part of the undertaking which they are required to sell.” 

But, even assuming that “ undertaking " includes, to use 
the words of Mr. Sewar Brice in his work on ‘ Tramways 
and Light Railways," everything possessed by a company in 
respect of its enterprise, the question remains, Сап any part 
of the undertaking be purchased at one time, and the pur- 
chase of the remainder be postponed ? It frequently happens 
that the undertakers are working one entire scheme under а 
number of independent provisional orders, each applying to 
some part of the whole. In such circumstances, can the 
right under one provisional order be taken over to the 
exclusion of others? In the North Metropolitan Tramways 
Co. v. The London County Council (12 T.L.R., 101), it was 
shown that the company’s tramways were authorised by three 

rivate Acts, passed in 1869, 1870, 1871. The London 
County Council gave notice requiring the company to sell 
only so much as was authorised by the Act of 1871. The 
company claimed that the Cotncil, if they purchased any, 
were bound to purchase the whole of the шр, under- 
taking, ав the word “undertaking” as used in this Act of 
1871, meant the undertaking of the company as authorised 
by all three Acts. The Court of Appeal, however, deter- 
mined that when there are successive special Acts or Pro- 
visional Orders, the separate sets or groups of tramway lines 
may each be an undertaking, and that the local authority 
can in such circumstances purchase compulsorily the whole 
undertaking piecemeal, The existence of such a power 
militates against that unity of working which is so essential 
to the successful working of every tramway system. 

The authority will be bound to take and pay for a depót 
which is “suitable to and used for the purposes of" the 
undertaking within their district, although the depét 1s 
situated outside their district. A finding that a “ depot is 
used with " and is suitable to on undertaking is sufficient 
to create this liability. The words “ within such district 
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in the section qualify the word “ undertaking," and not the 
words lands, buildings, works, materials and plant of the 
promoters.” The then value" means the value at the 
date of the notice to the promoters, and not the value to the 
purchasing authority. The promoters are under no obliga- 
tion to make a good title to the adjuncts and accessories for 
which the purchasing authority has to pay ; but defects in 
title may be taken into consideration by an arbitrator when 
fixing the price to be paid (in re Manchester Carriage and 
Tramway Co. v. Swinton and Pendlebury U.D.C. (1906) 
А.С. 277). | 

If the arbitrator finds as a fact that all the depóts and 
plant are suitable to, and are used for, every part of the 
System, his finding on this question of fact cannot be dis- 
turbed (Manchester Carriage and Tramway Co: v. Man- 
chester Corporation (1903) 67 J.P. 14.) 

(c) The Correct Method of Assessing the then Value.—It 
is necessary to approach the determination of the question, 
What is the then value ? with the understanding that while 
past and future profits cannot be eonsidered, the undertaking 
is a profit-earning concern at the time of the valuation. It 
is clearly established that the term value,“ as here used, 
is something distinguishable from price." So in Elston øy. 
Rose (L. R. 4 C. B. 4) ће “ value of certain tenements was 
decided to be actual marketable value, of which the rent at 
which the premises would let was a fair criterion. Again, in 
the case of Dobbs v. Grand Junction Water Works Co. 
(9 A. C., 57) Earl Selborne said: When we have to deal 
with the word value, we must take that word in its 
natural sense, unless there is something in the Act which 
points to an artificial or arbitrary sense, which I do not 
discover.” An inquiry into the exact meaning of the word 
* value," and the accurate estimate thereof, is the more 
important seeing that no generous 10 per cent. is allowed 
аз compensation for the compulsory purchase. The fact 
that future profits may not be taken into consideration will 
shut out all evidence to the effect that the annual income 
of the undertaking is on the increase, or that the company 
had contemplated, or might in the future contemplate, the 
substitution of electricity for horse power. 

As to what other powers may lawfully be taken into con- 
sideration in order to enhance the purchase price, there are 
statutory powers connected with the use of a tramway which 
are of considerable value—such, for instance, as the use of 
the highway. These statutory rights are often sold for large 
sums by one company to another. It is sometimes argued 
that, as soon as the conveyance of a tramway undertaking is 
executed, or as soon as the award is made, these statutory 
rights come to an end, and that they cannot, therefore, pass 
to the purchaser. That such a contention is fallacious 
appears to be established by the fact that a mere licence 
revocable at will, is often made the subject of valuable con- 
sideration. In Holt v. Gas Light Co. (L. R. 7 Q.B. 728), 
for instance, а gas company were held liable to pay compen- 
sation to the plaintiff when taking over certain land over 
which he had by mere verbal licence a right of shooting. 
Again, in Metropolitan Board of Works v. McCarthy 
(L.R. 7, H.L. 243), the right of the defendant, as one 
of the public, was held to be proper subject matter for 
compensation, as **the Legislature never intended that the 
community should profit at the expense of a few of its 
members.“ 

In the London Street Tramways Co. v. the London 
County Council (1894), A.C. 489), the following facts were 
proved: Sec. 44 of the London Street Tramways Act, 1870 
(33 and 34 V. cclxxi), enacts that the Metropolitan Board 
of Works may, after 21 years from the passing of the Act, 
require the London Street Tramways Co. to sell to them 
their undertaking upon terms identical with those 
prescribed by Sec. 43 of the Tramways Act, 1870, viz.: 
upon the terms of paying the then value (ex- 
clusive of any allowance for past or future profits of the 
undertaking or any compensation for compulsory sale, or 
other consideration whatsoever) of the tramway, and all 
lands, buildings, works, materials and plant of the company 
suitable to and used by them for the purposes of their under- 
taking. The London County Council, as successors to the 
Metropolitan Board of Works required the company to sell. 
It was decided, Lord Ashbourne dissenting, that the word 
" tramway " meant the structure laid down and nothing 


Should be made for depreciation under that head. 


more, and did not include the statutory powers conferred 
upon the company ; and that the arbitrator was right in 
rejecting all evidence of the rental value of the past and 
future profits, including evidence of the rental value of the 
tramways considered as let or capable of being let to a 
tenant, and in awarding that the then value of the tramway, 
and all lande, buildings, works, &c., must be measured by 
what it cost to establish the tramway if it did not then 
exist, subject to a proper deduction in respect of deprecia- 
tion. In the Edinburgh Street Tramways Co. v. the 
Provost of Edinburgh (1894) А.С. 456, a case practic- 
ally on all fours with that to which we have just 
alluded, it was decided that on a compulsory sale to the 
local authority, the local authority becomes entitled 
to the exclusive use of the tramway, not by trans- 
ference of any right from the promoters, but by virtue 
of the Statute alone. Secondly, that the word “ tramway ” 
cannot be read as synonymous with “undertaking,” but is 
used in the Act as meaning the structure laid down on the 
highway, and nothing more; therefore, the then value of 
the tramway " must be measured by what it would cost at 
the date of the sale to construct the lines, subject to a 
deduction for depreciation, and that rental value must not be 
taken into consideration. 

Mr. Seward Brice commenting upon the above case in his 
able treatise on ** Tramways and Light Railways " submits, 
in spite of these decisions : (а) That as the undertaking is 
sold, so it is to be paid for; (6) that subject to this, there is 
not to be any addition to or subtraction from the amount 
which would be otherwise arrived at for past or future profits, 
the whole of **the tramway and all lands, buildings, works, 
materials and plant of the promoters suitable and used by 
them for the purposes of their undertaking,” are to be valued 
en bloc as a united entity, and not piecemeal ; (c) that this 
valuation in substance amounts to a valuation of the under- 
taking in question as a going and present profit-earning con- 
cern, and includes a proper sum in respect of the statutory 
powers and privileges ; (d) that the statutory powers and 
privileges pass by the conveyance and not by the statute, 
and even if the statute transfers them, they are a benefit 
vested in the seller and taken from him by the purchase, 
and therefore to be paid for, there being no words to 
negative this; (e) that value in the section has its 
ordinary meaning, and is not altered into or synonymous 
with ** cost.“ 

In an arbitration to settle the amount payable by a local 
authority upon the purchase of & tramway undertaking 
under Sec. 43, the arbitrator must take into account the 
costs incurred by the undertukers in obtaining Parliamentary 
powers to construct and work the tramways, and no allowance 
The 
arbitrator, however, must not take into account the costs 
incurred by the undertakers in opposing Bills in Parliament 
for the purpose of protecting their undertaking (in re Man- 
chester Carriage and Tramway Co., Ltd., v. Ashton-under- 
Lyne Corporation (1905) 68 J.P. 576). It has also been 
held that in assessing the then value of the tramway 
under Sec. 43 the arbitrator ought not to take into 
consideration the fact that the local authority would 
contribute towards the street widening if they ocon- 
structed the tramway at the date of the notice to purchase 
(in re London, Deptford, and Greenwich Tramways Co. v. 
London County Council (1905) 1 K.B. 316). In North 
Metropolitan Tramways Co., Ltd., v. Leyton U.D.C. (1907) 
(71 J.P. 536), it appeared that & tramway sought to be 
purchased, passed for some distance over private land, and 
for at least a distance of 62 ft. penetrated within the entrance 
gates of a large car factory erected on their land by the 
company, and for at least 4 ft. 8 in. under the roof, and 
within the walls of the car factory. An arbitrator found 
that the car factory was not suitable to and used by the 
company for the purposes of their undertaking within 
the district, and his award determined the value of the 
portion of the permanent way of tramway No. 18, which 
was on the private land, including the entrance gates, but 
not including the value of any buildings, to be the sum of 
£125. It appeared that upon a contention as to whether 
the car factory was severable or not, the Council and the 
company had agreed that the Council should either purchase 
the whole of the car factory, or noneatall. It was held that as 
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part of the tramway No. 18 ran into the car factory on to 
private ground, the Council must pay for not only the 
materials of the tramway, but also for some easement or 
Some estate or interest in the soil on which the tramway ran ; 
it wasfurther held that theagreement made between the Council 
and the company did not, on that account, oblige the Council 
to purchase the whole of the car factory, as the agreement was 
not made with reference to this easement or interest. As it 
did not appear that the arbitrator had not allowed for this 
easement or interest in the £125 awarded for the part of 
tramway No. 18, the award would not be remitted to him 
upon that point. 

(d) Does the Section make Adequate Provision for the 
Development of an Electric Tramway System over an Area 
which includes the Districts of Several Local Authorities ?— 
We have seen that two or more local authorities can only 
enter into an agreement to buy up a tramway undertaking 
subject and according to the provisions of Sec. 43. They 
must, therefore, conform to the periods of time referred to. 
It is not difficult to see that this rule may hamper, if it 
does not entirely prevent, the development of a system of 
intercommunication between neighbouring districts under 
the care of several local authorities. To take an illus- 
tration: Suppose that a private company obtained a 
Provisional Order for a tramway in Blackacre in the year 
1880, and that a second company obtained a similar order 
in the neighbouring district of Greenacre in 1888. The 
rural district Councils of these two districts come to the 
conclusion that the two systems should be united, and that 
the united tramways should be worked by the local authori- 
ties. The Blackacre Rural District Council can purchase in 
1901 or in 1908, &c., the Greenacre Rural District Council 
cannot take over the trams in their district until 1904, or 
at the end of each recurring period of seven years. A 
serious difficulty is thus placed in the way of the develop- 
ment of tramway systems over wide areas in the hands of 
local authorities. 


THE RIGHT TO SUPPLY ELECTRICITY 
PRIVATELY. 


[FROM OUR LEGAL CONTRIBUTOR. | 


THE fact that queries relating to the supply of electricity, 
other wise than in accordance with the terms of a provisional 
order, continue to be addressed to the Editors of the REVIEW, 
goes to show that there are a good many people who do not 
wholly appreciate the effect of the Act which came into 
force in 1910. 

For the benefit of such persons it may be well to set forth 
and explain the leading provisions of the Act of 1909. 
Prior to April 1st, 1910, the law gave no direct power to 
authorised undertakers to interfere with, or prevent, the 
private supply of electricity in their district. No such re- 
striction was to be found in the Electric Lighting Acts. 
The Act of 1882 made no provision for regulating the supply 
of electricity, otherwise than under a provisional order or & 
special Act. Thus, after that Act was passed, whereas 
persons who supplied electricity under a provisional order 
were subject to elaborate rules made by the Board of Trade 
in carrying out the details of their undertaking, the owners 
of an installation who furnished their neighbours with a 
private supply were under no restrictions-whatever. 

For instance, by regulations made under the Act of 1882, 
the use of aerial lines was very much restricted, but these 
rules only applied to statutory undertakers. 

The law is different owing to the Electric Lighting Act, 
1909, which came into force on April 1st, 1910. "The 
private supply of electricity in an area where there is a 
provisional order in force is absolutely prohibited except 
in certain special cases. Of course, the prohibition does not 
affect any area where there is no provisional order in force. 
In such places private supply may go on as before. 

The exceptions to the general rule are of considerable 
importance. In the first place, it merely prevents anyone 
from commencing to supply electricity in the prohibited area 


after April Ist, 1910. Further, in the case of a {dis- 
trict where there is now no provisional order, the fact that 
& provisional order is hereafter obtained to allowed a supply 
to be given in that area, will not enable the company or 
local authority obtaining the order to secure the closing 
down of all private installations in the district. 

Again, the provision does not apply to & man who 
makes no business of supplying electricity, but who happens 
to have an installation and who allows his neighbour to 
have a supply. Whether a man is making a business of 
this kind must, of course, be decided as a question of fact, 
and will probably come before the Courts before long. 
Again, the question is sure to arise whether the charging of 
accumulators constitutes a supply within the meaning of the 
Act. ' 

It follows that although the private supply of electricity 
is limited it continues to exist ; and it is therefore nece 
to follow the rules and regulations under which suc 
business may be carried on. 

It was in order to bring private supply companies and 
persons supplying electricity privately under this jurisdic- 
tion of the Board of Trade that a special clause was 
inserted in the Electric Lighting Act of 1888. By Sec. 4 
of that Act it is provided that where in any case any 
electric line or other work may have been laid down or 
erected in, over, along, across, or under any street for the 
purpose of supplying electricity, or may have been laid down 
or erected in any other position for such purpose, in such 
а manner as not to be entirely enclosed with any building 
or buildings, or where any electric line or work so laid 
down or erected may be used for such purpose otherwise 
than under and subject to the provisions of a licence or 
provisional order, the Board of Trade may, by notice served 
upon the body owning or using the line, require that such 
line shall be continued and used only in accordance with the 
conditions and rules which they may prescribe. 

A proviso excepts from the operation of that section 
“ every electric" line or work laid down or erected by any 
body or person for the supply of electricity generated upon. 
any premises occupied by such body or person to any other 
part of such premises. 

Any person failing to observe the Regulations and Orders 
of the Board of Trade is subject to penalties. The Board 
of Trade regulations are similar to those which have to be 
observed by companies and local authorities which supply 
electricity under statutory powers. Regulation 2 prohibite 
earth connections except in the manner there provided. 
Regulation 4 limits the pressure between any two conductors 
or between any part of either conductor and the earth to 
8,000 volts. Regulation 14 substitutes 100,000 watts for 
the 800,000 in the ordinary regulations as the limit which a 
high-pressure electric line may be used for transmitting. 
Regulation 17 provides precautions against injurious effecta 
due to induction, while Regulation 18 contains special pro- 
visions for the protection of the Postmaster-General. 

Compliance with the Board of Trade Regulations does not 
always completely protect a man who supplies electricity in 
the manner above described. He may have to observe 
certain by-laws issued by the local authority of the district 
in which his works are situated. 

If a person supplying electricity without a provisional 
order desires to extend his operations, considerations arise 
which must be duly observed. Thus, he may find it necessary 


to place his mains under or across a highway; and the 


highway authority must, as a rule, be consulted, either when 
the surface of the road is to be torn up, or when wires are 
to be suspended above it. In some casesthe local authority 
own the freehold, in which case they are entitled to every- 
thing which is below and above the surface of the street. 
In other cases their authority extends merely to the surface, 
and so long as the surface and the free passage of the public 
to and fro are not interfered with, the landowners on either 
side, in whom the freehold of the road is vested, can 
authorise the suspension of the wires over the road at an 
height they choose, so long as the wires are sufficiently hig 
to be out of the reach of the passing traffic. 

In urban districts the local authority by adopting Part II 
of the Public Health Acts Amendment Act, 1890 (53 and 
54 Vic, c. 59), may acquire power to make by-laws for 
the prevention of danger or obstructions to the public from 
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poste, wires, tubes or any other apparatus stretched or placed 


above, over, along, or across any street (whether before or 
after the adoption of that part of the Act) for the purpose 
of any telegraph, telephone, lighting, railway signalling or 
other purpose. Again, in the case of London, overhead 
wires can only be erected in accordance with by-laws made 
under the London Overhead Wires Act, 1891. 

Having drawn attention to the fact that the regulations 
made by the Board of Trade and the local by-laws must be 
observed by those who undertake the private supply of elec- 
tricity, we have enumerated all the matters to which the 
attention of a person who desires to supply electricity should 
be directed. In other respects he is upon the footing of a 
trader in any commodity. He can make what contracts he 
likes with his consumer, he can grant a supply at whatever 
price he thinks proper. Moreover, his operations cannot be 
interfered with by any local authority or company, unless 
be body has statutory powers to supply electricity in the 

istrict. | 


THE CORROSION OF IRON AND STEEL. 


THE importance of the question of the relative amounts of 
corrosion which take place in iron and steel is becoming 
more fully recognised every day ; but it is doubtful whether 
engineers who have to design and specify for submarine 
cables have yet grasped the full significance of the matter. 
An exception, however, must be made as regards the 
British Post Office; this Department has for some time 
recognised that, as regards its cables, the question of 
durability is of more importance than initial strength, and 
that although steel sheathing wires (or what is practically 
steel) may have a greater breaking strain than iron, yet this 
strength (which is unnecessary for the very moderate depths 
in which the cables have to be laid) is obtained at the 
expense of durability. Recent cables (the  Anglo- 
Belgian telephone cable, for example) have accordingly 
been sheathed with iron wires of the quality technically 
known as ‘“ball-furnaced iron," and it is intended, we 
believe, that this practice shall be continued for the future, 
and the use of steel wire entirely abandoned. In con- 
nection with this matter, the following article, which 
appeared in the July issue of The Telephone Engineer, is of 
great interest :— 

While steel has greater tensile strength, greater rigidity, and is 
cheaper to produce in large quantities than wrought or '' puddled " 


iron, it is far more susceptible to the corroding influences of 
moisture, coal gas, smoke fumes, or sea water. Besides its weakness 


Fig. 1l.—IRON AND STEEL EYE BOLTS. 


in the last-mentioned respect, steel is also greatly influenced by 
electrolytic action, or by intermittent currents of electricity, in 
spite of its greater hardness and density. It should be understood 
that in this article we refer only to the common grades of carbon 
steel, produced by the Bessemer &nd open-hearth processes, and not 
to the recent alloys, any of which are far superior to iron in their 
corrosion-resisting properties. 

Relative effects of corrosion on iron and steel have long been 
noticed on sheet metal and terne plate roofs, where the life of steel 


is-only a small fraction of that of iron, especially when subjected 
to sulphur-laden gases from burning coal. A common explanation 
of this phenomenon that is current among steel men is that the slag 
which always exists in wrought iron forms a protective coating 
around the iron, shielding it from the effects of moisture, while 
steel, lacking this silicious coat, is attacked immediately. 

In & pamphlet issued by the United States Department of 
Agriculture, Dr. A. S. Cushman, the author, arrives at the following 
conclusion in addition to the one just named: 

That the presence of, and the irregular distribution of, manganese 
in steel, there being little if any of this substance in iron, causes 
the disintegration of the steel through electrolytic action set up by 
the minute local currents maintained by the difference of contact 
potential between the two metals. In addition to the manganese, 
current flow also results from the various metalloids. 

Since the conditions which produce electrolytic action also 
produce corrosion, the purer the iron the greater the homogeneity 
cf the iron, and the less the segregation of metalloids, the less 
likely are the electrolytic effects to become serious, These pointe 


. constitute the essential problems which confront the manufacturer 


who desires a metal that will have a high resistance to corrosion. 
In order to produce a steel that would approach puddled iron in 
ita resistance to corrosion, the American Rolling Mill Company of 
Middletown, Ohio, began experiments to determine whether a steel 
could be produced in an open-hearth furnace that would be free 
from carbon, manganese and impurities of a like sort that are 
instrumental in producing electrolytic action. This led to burning 
out even more carbon than was common in the ordinary process of 
manufacturing steel, and was an elimination process, pure and 
simple, as no elements were afterward added either in the furnace 
or in the ladle. The iron thus produced was of more than 


Fic. 2.— IRON AND STEEL WIRES. 


ordinary purity, which was afterwards cast into ingots and rolled. 
The analysis of this new process iron, in comparison with com- 
mercial steel, averaged as follows: 
Commercial American 


steel, ingot iron. 
Sulphur = 7 .. е s$ 0:048 0:020 
Phosphorus .. 8 - a v 0:086 0:006 
Carbon T "T T vs T 0:110 0:026 
Manganese .. i T s ex 0:480 Trace 
Silicon ? Trace Trace 


from fractions of the same original ingot, and consequently the 
results show the complete elimination of two elements that existed 
in the original source. 

After the analyses, corrosion tests were made of the two samples, 
which consisted of an immersion in a 5 per cent. solution of 
sulphuric acid for twenty-four days. The loss of weight was as 
follows :— 

Loss in weight, commercial steel . 14°41 per cent. 
Loss in weight, ingot iron:. 0°21 per cent. 

This shows that the loss in the case of the commercial steel was 
very nearly 70 times that of the ingot iron in the same time, and 
under equal conditions. The ultimate strength of the ingot iron 
was from 49,000 to 51,000 pounds per square inch; elastic limit, 
from 35,000 to 41,000 pounds per square inch, and elongation from 
40 to 48 per cent. 

The two illustrations accompanying this article show the com- 
parative rates of solution of steel or charcoal iron and ingot iron 
after immersion in a 25 per cent. solution of sulphuric acid. The 
eye-bolts in fig. 1 were treated in the bath for six hours, one being 
of charcoal iron and the other ingot iron. At the end of this time 
the ingot iron bolt showed a loss of 15°5 per cent., and the charcoal 
iron bolt a loss of 77:8 per cent. 

In fig. 2 are shown two specimens of wire, of ingot and steel 
respectively. The difference in rate of solution was even greater in 
the case of the wire than with the eye-bolts, as the ingot iron wire 
lost but 6˙1 per cent. in one and one-half hours, and the steel wire 
92'3 per cent. in the same length of time. 


Wimbledon Lighting.—In regard to the agreement 
between the T.C. and the Fixed-Price Light Co., Ltd., as to the 
terms upon which electrical energy would be supplied to customers 
of the company within the Corporation's area of supply, Clauee 11 
of which provided that the Council might determine the agree- 
ment if, at any time after December 31st, 1915, the sum payable by 
the company to the Corporation for electrical energy supplied to 
the customers of the company, should, for two consecutive periods 
of 13 weeks each, be less than £100, the Electricity Committee has 
decided to alter the clause во as to read, should, for four 
consecutive periods of 13 weeks each, be less than £400 in the 
aggregate," 
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NEW PATENTS APPLIED FOR. 1912. 
(NOT YET PUBLISHED.) 
Жее 


y for this journal by Mzmssms. W. P. Tmompson & Oo., 
Patent Agents, 996, High Holborn, London, W. G., and a6 
Liverpool and Bradford, to whom all inquiries should be addressed, 


16,992. Apparatus for the production of electrio power for use in connec- 
tion with wireless telegraphy or wireless telephony on aeroplanes and water- 
planes.“ С. Ввлнаме-Мніте and H. ForuERGILL. July And. 

17,029. Device for automatically adjusting the time of ignition in internal - 
combustion engines using magneto- electric ignition.” Firm of R. Bosch. 
(Convention date, September 2nd, 1911, Germany.) July 2nd. (Complete.) 


17,031. "Electric ‘oooking and heating apparatus." R. F. VENNER. July 


17,086. ''Cell.testing voltmeter." А. H. CruTTEBBUCK, July 23rd. 

17,110. ‘*Switchboard connecting-cords and the like." P. P. Craven. Addi - 
tion to 11,806/19.) July 23rd. 

17,151. Plug connections for electrical work." A. A. WARNER. July 2rd. 
(Complete.) 

17,152. '*Automatio electrical machine.” L. BaukR and A. FickkR. July 
28rd. (Complete.) 

17,158, "Electric synchronisation of clocks by signals from observatories or 
distributing centres." W. J. PoLYBLANK, July 28rd. 

17,166. Electric lighting systems and means for eliminating sparking in 
rotating switches or commutators.” А. F. D'ANpBiA and F. R. B. EELER. 
July 23rd. 

17,171. ‘ Telephone 
July 28rd. (Complete.) 

17,214. Device applicable to boots and the like for use with amusement 
devices of that kind which are in the form of magnetised or like floors or 
tracks.“ J. LRA. July Hth, 

17,214. Recording instruments and the like." EversHEn & VIGNOLES, LTD, 
and G. W. BinstKAD. July 24th. 

17,247. Electric floor lamps.“ G. Mavrice and L. G. Вуха. July 24th. 

17,306. Control of eleotrically- operated self. propel'ed vehicles." Н, B. 
VAN DAALEN and H. P. ScHREIBER. July 25th. (Complete.) 

17.3846. Apparatus for transforming direct electric current into alternating 
current.” Р, Нп.реввАхр. (Convention date, February 14th, 1912, Germany.) 
July th. (Complete.) 

17.857. Leud - speaking attachment for telephones," Н. W. PRANCE, 
July 26th. 

17,869. Electric motors." A. Dowmwxs, July 26th. 

17,386. Distribution of eleotricity by alternating currents.” A. W. ASHTON, 
July 26th. 

17,888. ‘*Bleotrical recording instruments.“ W. R. Cooper. July 26th. 

17,891. “Construction of field-magnet for dynamo-electric machines.“ 
M. A. McLean. July 26th. 

17,437. *''Magneto.electric and alternate-current machines." SocIETF 
D'ELECTRICITE NILMELIOR. (Convention date, February 16th, 1912, France.) July 
26th. (Complete.) 

17,442. Cord grip for electric lampholders." 
July 27th. 

17,443. “ Apparatus for use on aeroplanes and hydro-neroplanes for radiating 
and receiving electromegnetic waves in connection with wireless telegraphy 
ae Pil тоја telephony." H. Fornercinn and C. GaaBaAME-WHniTE. 

шу 2160. 


17,53. '' Manufacture of foot, step or insulator bracket for telegraph and 
like poles." H. Lencs, July 27th. 


mouthpieces," E. Boóonwsow and J. HILDITOH. 


T. M. Соскворт. 


PUBLISHED SPECIFICATIONS. 


Copies of any of the cations in the follo list 
of Mussns, W. P. ompsom & Oo., 285, High born, 


Liverpool and Bradford ; price, post free, 9d. (in stamps), 


be obtained 
O. and at 


1811. 


METHODS OF AND MEANS FOR CHANGING THE FREQUENCY OF ALTERNATING 
ELECTRIC Currents. A. M. Taylor. 8,853. (Cognate applications 9,498 of 
1911, 11,775 of 1911, 20,761 of 1911, and 21,821 of 1911.) April 10th. 


Printinc TELEGRAPHY. C. Kinsley. 16,559. July 4th. 

Gyro-NavicaTION APPARATUS, E. A. Sperry. 15,669. July bth. 

GyRo-NAviGATION APPARATUS. E. A. Sperry. 16, 679. July 5th. 

TeLerHones, C. F. Killar. 15,725. July 6th. 

SENDERS FoR ELECTRIC-BIGNALLING Systems. G. Brown. 16,074. G. Brown. 
July llth. (July 11th, 1910.) 

ELECTRIC TRANSPORTATION BysTEMS, A. G. Seaman and New Transport Co. 
16,160. July 12th. 

ELEcTRC Авс LaMxPs. A. Ogilvy-Webb and R. C. A. Reinecke. 
July 15th. 

кено ов Casinos For ELECTRIC CoNpvcToRs, А. E. Woodhouse. 10,489. 
uly А 

AUTOMATIC AND BEMI-AUTOMATIO TELEPHONE EXCHANGE BYSTEMS8. 
McBerty. 16,869. July nd. (July 2:rd, 1910.) 

TELEPHONES., B. Gwozdz. 17,868. July 29th. (June 8rd, 1911.) 

CONTROL oF TRAcRL EEE TROLLEY VEHICLES AND THE LIKE HAVING AUXILIARY 
ишана FOR INDEPENDENT PRoPULSION. W. A. Stevens. 17,81, July 

8t. 

REVERSIBLE GALVANIC BATTERIES. W. Morrison. 
(October 10th, 1910.) 

INTERRUPTERS FOR Usr IN ELECTRIC IGNITION BysTEMS FOR INTERNAL-COM- 
BUETION ENGINES. L. J. Flint. 18,701. August 19th. 

MULTIPLE Anc Lamps. J. Wetter. (Ges. fur Maschinen und Metall-Industrie.) 
18,025. August 28rd. 

MAGNETO-IGNITION FOR INTERNAL-CoMBUSTION ENGINES. J. E. Е. Cambessedes. 
19,025. August 24th. (August 24th, 1910. Addition to 18,633 of 1911.) 

METHOD AND ABRANGEMENT FOR PRODUOING ELECTRICALLY LUMINOUS LETTERS, 
Inscriptions, LINES, FIGURES AND THE LIKE BY MEANS OF HIGH-TENSION 
DiscHARGES. A. Laszlo. 20,201. September 12th. (March 16th, 1911.) 

TTELERCOPING Masrs. Société d'Electricité Mors. 22,408. October lith. 
(October 18th, 1910.) 

ELECTRIC Arc Lamps. British Thomson-Houston Co. (General Electric Co.) 
92,648. October 12th. 

REGULATION OF ALTERNATING - CURRENT DWNAMO- ELECTRIC MACHINERY AKD 
MEANS THEREFOR. Siemens Bros. Dynamo Works, Ltd. (F. E. Thrupp.) 
22,757. October 16th. 

ELECTRICAL BwiTCHES, C. L. Terry and P. Townsend. 22,895. October 17th. 

APPARATUS FOR ELECTRIC LIGHT ADVERTISING AND ILLUMINATIONS. A. B. Barker 
and J. H. Barker. 28,546. October 25th. 

CommMon-BATTERY TELEPHONE SysTEAMS. Aktiebolaget L. M. Ericsson & Со. 
28,894. October 27th. (November 9th, 1910.) 


16,387. 


Е. R. 


18.660. August 14th. 


ComMon-BaTTERY TELEPHONE Systems. Aktiebolage$ L. M. Ericsson & Co. | 
23,918. October 28th. (February 7th, 1911. Addition to 28,824 of 1911.) 
Егжотвіс Арс Lamps. A. H. Railing and А. E. Angold. 98,990. October 80th. 

Dry-Barrery Cetus. J. Rudolphs. 24,081. October 80th. 

DvwAMo-ELEcTRIC MACHINES OF THE COMPENSATED ТҮРЕ, British Thomson- 
Houston Co. and Neild. 24,570. November 4th. 

METHODS FOR THE DETERMINATION AND TRANSMISSION OF THE DIRECTION OF THE 
Елвтн'в MaoNETIC FIELD. W. Burstyn. 28,725. December th. (De- 
cember 21st, 1910.) 

Process ғов STERILISING WATER OR OTHER Тлостірв BY MEANS or UrLTRA-VIOLET 
Rays PRODUCED IN A Quartz Lamp AND APPABATUS THEREFOR. W. P. 
Thompson. (Ozongeselischaft.) 28,757. December 20th. 


1912. 


ELECTRIC CIRCUITS AND FITTINGS THEREFOR. J. H. Cave. 1,964. January 16th. 

Masts FoR Usk iN WIRELESS TELFGRAPHY INSTALLATIONS. W. P. Thompson. 
(Ges. fur Drahtlose Telegraphie.) 2,770. February 2nd. 

MEANS FOR ATTACHING DyNAMO-ELECTRIC MACHINES ADAPTED TO BE DRIVEN BY 
VELOCIPEDES, WHEELS AND THE LIKE. C. Schlick. 8,061. February 6th. 
рин ка ов Мктнор or NickEL-PLATING. W. Feuerhake. 4,125. February 

th. : 

METHOD or Ax D MEANS FoR JOINTING ELECTRIO WIRES AND CABLES. J. Stratton 
and E. A. Claremont. 4.671. February 24th. 

BPARKING Русов. H. Zimmermann and R. Slaby. 5,909. March 2nd. (March 
10th, 1911.) 

BPARnEING PLUGS ғов INTERNAL-ComBUsTION Excines. L. Revault. 0,898. 
March 14th. (March 18th, 1911.) 

DxTrECTORS FoR WingELERR TELFGRAPHY. G. W. Pickard. 7,951. March 2th. 
(July 24th. 1911. Addition to 18,842 of 1907.) 

MANUFACTURE oF ELECTRIC ACCUMULATOR ELECTRODES AND Mgans ron USE 
THEREIN. R. Pape. 7.999. April 2nd. 

ARRANGEMENT FOR INDICATING THE INTERRUPTION OF A CIRCUIT IN ELECTRIC 
LIGHTING INSTALLATIONS ON MoTor-Caks OR LIKE VEHICLES. C. A. Vandervell 
and A. Н. Midgley. 8,039. April 3rd. 

e p ene Isaria Zahlwerke Akt.-Ges, 8,296. April 4th. (Apri 

th, , 
ARRANGEMENTS FOR DxTkRMINING Portion nv MEANS OF ELECTRO-MAGNETIC 


Waves. W. P. Thompson. (Ges, fur Drahtlose Telegraphie.) 8,569. 
April 11th. 


Drawn-wire Tungsten Filaments.—The drawn-wire 
tungsten lamp has now been openly marketed as such for more than 
a year; it is easier and cheaper to make than those with squirted 
filaments, and it is far stronger than the latter until it has been in 
circuit for some time. The advantage of the new type to the con- 
sumer appears to be limited to the lower retail price and greater 
robustness of the lamps before use. These views have been ex- 
pressed by a number of competent judges during the past few 
months, and the following explanation of the matter was pub- 
lished in a recent issue of l'Industrie Electrique by M. A. 
Bainville. 

After a preliminary review, of no immediate interest in the 
present connection, the author remarks that whereas squirted” 
filaments have an agglomerate structure, drawn-wire filaments have 
a far better structure, mechanically, when new. But, whereas the 
expansive forces in the heated filament and the sustained high 
temperature during working tend to improve the sinter or weld 
between the particles of a squirted filament, thus leading to a slow 
and slight increase in mechanical strength, pure tungsten which 
has been reduced to a malleable state by hammering, rolling, and so 
on, before drawing, gradually assumes a brittle and crystalline 
structure during working, and the mechanical strength is then 
seriously reduced. Drawn tantalum filaments show a similar 
molecular change which is, however, slower in evolution, probably 
owing to the less severe rating of the filament. It is suggested 
that the rapidity of crystallisation varies with the working tem- 
perature and mass of the filament for any particular metal, with a 
different coefficient for different metals. 

According to M. Bainville, the practical case for and against 

uirted and drawn-wire filaments is as follows :— 

“ Squirted" or “ Chemical” Filaments have to be made individually, 
and differ considerably one from another, thus involving careful 
trials, which are costly to conduct and which involve a con- 
siderable percentage of breakages. The mounting of the filaments 
is a difficult and costly process owing to the fragility of the fila- 
ment and the number of jointe required (two per loop). A serious 
percentage of breaks in the filaments of completed lamps occurs at 
eacb handling before they are put in service. Once in service, the 
filament gradually but apprecially strengthens. 

" Drawn-Wire" Filaments.—It is a difficult matter to bring 
tungsten to a sufficient degree of purity and ductility to enable it 
to be drawn into fine wire, and the diamond dies employed need 
frequent supervision and renewal. Once the filament is made, it is 
relatively easy to build into the lamp. It is flexible and strong, 
and can be wound round the supporting frame with no intermediate 
joints. In fact, the manufacture is much cheaper and easier than 
in the case of squirted filament lamps. Although the mechanical 
strength of the drawn filament is considerably reduced during the 
incandescence required in the final stages of manufacture, it is still 
much stronger than the squirted filament, and the percentage of 
breakages in handling, storage, and transport is very low. | 

When in regular use, however, the drawn filament rapidly 
weakens and, after a time, the lamp canfiot safely be removed from 
its socket. An even more serious objection urged against the 
drawn filament is that more serious bulb blackening occurs, as 
compared with squirted filaments. For the present, M. Bainville 
considers that the drawn-wire tungsten filament offers great 
advantages to the manufacturer and the distributor, but no 
corresponding advantages to the consumer, 
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AUSTRALIAN TRADE, 


In a short notice last week we called attention to a new 
phase in the Australian attitude towards British trade 
which was destined to have an important effect, and were 
pleased to congratulate Mr. Hamilton Wickes, the former 
Trade Commissioner in Australia, to whose activities this 
new phase is due, on the excellent work he has done in the 
interests of British firms. We have since had an opportunity 
of discussing this and other Australian questions with Mr. 
Hamilton Wickes himself, and can more fully appreciate the 
value of his work in Australia and the direct beneficial 
results which it should produce. 

It is common knowledge that for some years certain foreign 
firms, and notably Krupp's, have been securing a large 
amount of business in Australia for all classes of goods, but 
most of all for supplies to the various State railway 
authorities. For our purpose it does not much matter now 
to what causes this result may be attributed— whether to 
the activities of foreign agents, the lack of enterprise of 
our own, or a wrong impression in Australia as to the 
relative qualities of British and foreign material. It is 
sufficient that British firms had not been doing the business 
they should, and that one order to a foreign firm had been 
adequate precedent for another, and yet another, until it had 
become almost a habit of the various buying authorities to 
specify German brands and manufactures. 

To tackle such a situation meant no small amount of 
courage and not a little tact. Fresh from our interview with 
Mr. Hamilton Wickes we can understand why he succeeded 
where others might lamentably have failed. At the same 
time it must be said in all fairness that immediately the 
facts became known every true Australian supported the 
attitude that the Mother Country must be given every 
opportunity of supplying such of the needs of the Common- 
wealth as could not be supplied from within, Mr, 
Hamilton Wickes particularly acknowledges the sympathy 
he received from Mr. Watt, the Premier of Victoria, and 
the courageous stand taken up by the Melbourne Age in 
favour of British manufactures. The grasp of highly 
technical matter displayed by Mr. S. W. Biggs, of the 
Age, was particularly useful. 

It would seem almost foolish to say here that in railway 
material of all kinds British goods are quite as good, if 
not better, than any that can be produced abroad. But 
Australia is a very long way off, and for some unaccount- 
able reason the impression has prevailed there, at any rate, 
amongst the buyers immediately responsible, that some 
special qualities attached to German materials which were 
unknown to British. With the co-operation of the Board 
of Trade at home it was possible to prove that on all the 
first-class railways of the world British material had been 
and was being used in very large quantities. A careful 
examination of methods of buying in Victoria showed that 
a system had grown up “ by which orders that with reason- 
able business precaution might have been placed with 
British manufacturing firms have been placed with foreign 
tenderers.” As the result of long and close investigation, 
which revealed an unsatisfactory state of affairs, this system 
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received the consideration of the Victorian Cabinet, and it 
was decided to give certain directions to the buying 
authorities for future work. 

We quote these directions at length on another page, and 
consider that they should receive the careful attention of all 
British firms, and particularly contracting firms interested, 
or likely to be interested, in the Australian market. The 
first direction states definitely that taking into consider- 
ation the quality, time of delivery and price of the goods, 
orders are to be given to British manufacturers as against 
foreign tenderers.” Furthermore, when orders are given 
abroad the buying authorities responsible must explicitly 
state their reasons. This was the attitude which it was 
desired the Government should take up, but in its patriotic 
enthusiasm a great deal more was given. We have for 
some time agitated for longer periods to be given for the 
submission of tenders in our self-governing Dominions. The 
Victorian Government have now laid down that the time 
during which tenders will be admitted shall be long enough 
to alow of specifications being sent home by mail, and 
tenders being sent back by mail. This is a concession, the 
importance of which to British manufacturers cannot be 
overestimated. At the same time, it will be no less an 
advantage to the Victorian Government. Other directions 
provide for the acceptance of the lowest tender in all cases 
unless specific and adequate reasons are given for adopting 
another course ; for the limitation of the purchasing powers 
of the railway buying authorities without public calls for 
tender ; and for the giving of trial orders to such reputable 
firms as have not previously contracted for supplies to the 
Railway Department. 

It will be seen that the above-named directions apply only 
to the Railway Department, but the principle of preference 
to British tenderers has been adopted by the Government for 
other Departments. Moreover, we are assured by Mr. 
Hamilton Wickes, and we have also heard in dther directions, 
that the effect of the movement which has been started 
in favour of British trade is not limited to any section 
of the community either public or private, but that in 
other States besides Victoria, the same feeling exists. From 
the point of view of the electrical trade, this is a matter 
of great and far-reaching importance. Apart from the 
electrification of the Melbourne Suburban railways, tenders 
for which are now on the board, electrical development in 
all parts of the Commonwealth, and in all branches of life, 
is rapidly increasing. Continental and American firms are 


regarding with considerable anxiety the new position which 


has been so speedily established, and if there ever was a 
time when opportunity offered itself for British firms to 
gain a firm and unassailable standing that time is now. 

Our interview with Mr. Hamilton Wickes has been very 
illuminating, and has covered a range of subjects which it 
would be impossible to discuss here. It has confirmed us 
in a number of views we have set forward from time to 
time, and it has added others which could only be formed 
by close touch with Australia. We regret that Mr. Wickes 
is leaving Australia, we regret that his present stay is 
England is short, but we would urge our large electrical 
firms who have interest in Australia, to see him and reap 
the advantages of a close insight into Australian conditions. 
Mr. Hamilton Wickes is of the opinion that our selling 
organisations in many cases need a close examination and 
improvement. From our knowledge of the methods of some 
Continental and American concerns, we are inclined to 

with him. It is only natural that there are some 
things which he could tell private firms which it would not 
be right that he should tell us, and we hope that these firms 
will see him now at a time when conditions are particularly 
favourable to British trade in the Commonwealth. 

For the Australian attitude now expressed we have 
nothing but praise. It will mean advantage to us, but 
it will also mean advantage to Australia. The new Trade 
Commissioner must be in a position to advance the work Mr. 
Hamilton Wickes has begun. Meanwhile, it is “ор to“ 
British firms to see that the trust that is being placed in 
them is not betrayed and that some recognition of the 
Victorian Government’s action is forthcoming, so that the 
Commonwealth, as a whole, may be assured that we appre- 
ciate the direct impetus which is being given to British 
interests in this important market. 


THE PROPULSION OF SHIPS. 


ALL great movements of necessity progress slowly, and 
especially is this true of matters connected with the marine 
world, where the force of conservation has from time 
immemorial been strongest. An impending revolution in the 
methods of ship propulsion has, however, been clearly foreseen 
for many years past by most of those who had sufficient know- 
ledge to understand all sides of the question, and were 


 unbiassed enough to be able to keep outside the prejudices of 


bygone ideas, 

It has for so long been customary to look upon Great 
Britain as the natural pioneer in all matters connected with 
the sea, that the little band of enthusiasts who have con- 
tinually been urging that greater attention should be paid to 
the great impending changes in ship propulsion, were 
regarded as little less than fanatics. In the last year or so, 
however, it has become apparent to even the least initiated 
that the question of new types and arrangements of ships’ 
machinery could no longer be neglected, and one of the 
results—belated as it is—has been the recent appointment of 
a Royal Commission to inquire into the oil supply question 
and the future methods of the propulsion of ships. 

The success of the Selandia and other oil-engine driven 
ships has led some who are insufficiently acquainted with 
the subject to assume that the whole of the difficulties in the 
construction of marine oil engines have been satisfactorily 
overcome, and that we are on the immediate eve of the 
motor-driven battleship. Such an assumption is almost as 
detrimental as the obstinate pessimism of these same 
people. It is necessary to face the fact that in this country at 
any rate, we are very little nearer the production of an oil 
engine suitable for driving a battleship than we were five 
years ago. Unfortunately, however, the matter is different 
on the Continent, where engines of far larger size than 
those contemplated in England are already constructed 
and under test. Such is the position which confronts 
the Royal Commission, and unless it tackles the problem 
boldly and radically, it must inevitably fail in its purpose 
and fail badly. 

From the composition of the Commission one is apt to 
conclude that too much attention will be devoted to the minor 
question of the improvement of oil-fired boilers, and that 
more important matters will be side tracked as being beyond 
the scope of the inquiry. In this connection it would have 
been preferable had it been clearly stated that the investi- 
gation was to cover an examination of all possible methods 
of propulsion including the electrical driving of ships. 
This matter has already been taken in hand in a practical 
manner by shipowners in this country and by the United 
States Naval Authorities, but has certainly not received 
great consideration by our own Admiralty. Whilst stating 
that the subject of electric driving should be tackled by the 
present Commission, we must not be understood to be advo- 
cating its employment in battleships. It must be admitted 
that the great success which has attended the directly reversible 
marine oil engine has somewhat altered the case as regards 
the necessity of the electrical system, but there are 
undoubtedly certain instances where it could with advantage 
be adopted. It is also possible that until the very high- 
powered oi] engine bas been thoroughly developed, electrical 
transmission might be employed with advantage on large 
war vessels in conjunction with steam turbines, but this 
would in all probability be but a transition stage. 

Everything, however, depends on the oil supply. If this 
is not likely to be sufficient for all the demands which would 
arise in the event of the oil engine being universally adopted 
for warships, then the whole matter assumes yet another 
aspect. The oil engine in that case as a means of propulsion is 
condemned аф initio, and it seems then that the employment of 
electro-mechanical propulsion must be most seriously con- 
sidered. It is impossible to continue indefinitely with the 
present uneconomical method of direct steam turbine drive, 
which is far too inefficient for the present stage of develop- 
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ment, and it is beyond all doubt that a very considerable 
saving could be effected by the electrical method, more 
particularly in large war vessels, which are operating so 
uneconomically during practically the whole of their service. 
There are no insurmountable difficulties, since all the 
factors are known, and the problem is far too serious to 
be lightly passed over. 

The first duty of the Commission seems, therefore, to 
be to ascertain the exact present and future position of 
the oil supply. If there is to be a shortage in the oil 
supply, then the Commission should turn its attention 
to the improvement of the economy of existing methods 
of propulsion, which means an investigation of the 
various methods of transmission—electrical, mechanical and 
hydraulic. If, however, the conclusion is arrived at that 
the oil supply is likely to cope with all demands, attention 
should be concentrated on the direct drive of the largest war 
vessels by oil engines. 

It is more than likely that the Commission will be 
unable to come to any very definite conclusion on the oil 
question as the factors are so diverse, and the uncertainties 
are numerous. In that case, the only course seems to be a 
consideration of all the possible methods of propulsion 
enumerated above, with the exclusion of none. What is 
vitally important, however, is that the matter be investigated 
in the very broadest spirit, and that all side issues be 
rigorously avoided, since the scope of the inquiry is far too 
wide to allow valuable time to be spent in discussing matters 
which really do not affect the final issue. And it cannot be 
too strongly urged that time is a most important considera- 
tion; so much so, that it would be preferable to reduce the 
matter under discussion rather than delay the issue of the 
report of the Commission. 


THERE is every reason to be satisfied 
with the returns just published for our 
foreign electrical trade during the month 
of July, as well as for the full seven months of the year to 
date. The following are the figures :— 


Foreign Trade 
Returns. 


Imports :— 

electrical goods and apparatus other than machinery and tele- 
graph and telephone wire. For the month of Jply, £96,659, a 
decrease of £9,886. 

Ditto. For theseven months, £818,480, an increase of £23,415. 
3 For the month of July, £553,811, an increase of 

Ditto, For theseven months, £3,981,186, an increase of £406,061. 
Exports :— 

Electrical goods and apparatus (as above). 
July, £293,413, an increase of £105,713. 

Ditto. For the seven months, £2,359,746, an increase of 
£817,613. 

Machinery. For the month of July, £2,758,505, an increase of 
£535,895. 

Ditto. For the seven months, £18,447,691, an increase of 
£495,673. 

So that in electrical goods and machinery items together 
export values for the year, so far as it has gone, have 
advanced by £817,618 and £495,673 = £1,313,286, 
which is not bad when we remember that this year has been 
attended with widespread industrial disputes practically from 
the beginning, whereas last year the railway and transport 
strike only began late in July. Taking the gross figures, the 
imports for 1912 down to date reflect an advance of 27 
millions, the exports an advance of nine millions, and the 
re-exports one of getting on for two millions. In respect to the 
total import figures, these are affected to some extent by the 
higher food prices. In the interests of manufacturing we 
may hope, and probably with some reason, that the export 
figures for articles wholly or mainly manufactured, which 
are better in value by £5,059,584, are also affected by better 
prices. What we want to maintain in the electrical 
industry is an increasing volume, with a more than corres- 
pondingly increasing value, in the matter of exports, for, 
unfortunately, it is complained that export prices, though 
better than those in the Home market, are not so satis- 
factory as they should be. With the increasing burdens 
that are now put upon our manufacturers and the higher 
cost of raw material and labour, selling prices must 
inevitably rise, especiall in the electrical industry, and 


For the month of 


to some extent the electrical export values will be higher in 
consequence, but an increase of £105,713 in electrical goods 
sent out during the month means a fine advance in volume 
as well as higher prices, and being, we believe, the result of 
the greater activity of our manufacturers and traders, it is a 
cause for gratification. We hope that the rate of advance 
will long continue, for, as we have said repeatedly, there is 
still almost unlimited scope, notwithstanding the greater 
attention that our own and other firms have been paying to 
the world's requirements in recent years. 


The Railway Gazelle correspondent in 


Berlin Berlin recently referred to the postpone- 
Haiiway ment of the report on the electrification of 
Proposals. po 


the Berlin City Railway, which he attri- 
butes partly to the possibility that the results obtained 
with the electric locomotives on the Bitterfeld line have 


not come up to expectations, and partly to the action of the 


German locomotive builders, who claim that the super- 
heated steam locomotive has not been properly tested against 
the electric locomotive—it having been proposed to operate 
the Berlin lines with locomotives in preference to motor- 
cars. It appears that the locomotive manufacturers on 
hearing of the proposed conversion, immediately petitioned 
the Prussian Minister of Railways to discuss with them the 
relative merits of the rival traction systems. 

If all the technical points of superiority urged in favour 
of the superheated steam locomotive by its makers could 
be accepted, there would be little to be said for the electric 
locomotive, but disregarding a naturally biased view, the 
most important point urged against the electric traction 
proposal is the expenditure, representing both capital and 
working cost. 

But bare figures of cost, such as are given, are really 


` insufficient to discredit the prospects of electric traction, 


which experience shows has far wider claims to consideration 
than are indicated by the facts" which the rival interests 
have placed before the Prussian Minister. | 

The matter is of some interest to railway men in this 
country, and particularly in London, where electric traction 
is so rapidly ousting steam traction on all heavy traffic 
lines, and with such excellent results from the traveller's 
point of view, that the idea of steam operation on city rail- 
ways such as the Metropolitan and District is now quite 
untenable. 

Our contemporary appears to think that the Berlin post- 
ponement is principally due to the feeling of doubt on the 
question of system, “ overhead ” direct-current having now 
entered the field as a competitor of the alternating and third- 
rail systems. For ourselves, we shall be somewhat astonished 
if the single-phase system is set aside at Berlin in view of 
the unanimity with which it has been adopted by Continental 
railway authorities, but political and military considerations 
may obscure the purely commercial and technical sides of the 
question. 


THE question as to what does and what 
What is an does pot constitute an electrical installa- 
Electrical : | 
Installation? tion has recently been very prominently 
discussed in Australia. It is well known 
that in the Australian States labour questions have during 
the past few years been very sympathetically considered. 
Under a Labour Government, legislation has been very 
active and the legally fixed wage has been applied to many 
industries. Whatever the final result may be the immediate 
effects of many of these enactments have been far from 
satisfactory. A fictitious value has been given to money, 
and though wages have risen the general testimony is that 
the cost of living has risen in a far higher ratio. 
The dispute as to the meaning of the term “ an electrical 
installation " arose as follows :— Under the Victorian “ Fac- 
tories and Shops Act a Wage Board was formed to deal 


with electrical installations. This Board consisted of three 


wiring contractors and three wiremen, and it contended that it 
had full powers to decide the wages and conditions that should 
prevail in oonnection with the whole of the electrical under- 
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takings in the State of Victoria. It will be noticed that the 
electricity supply undertakings had no representative on this 
Wage Board, although the capital and the number of em- 
ployés controlled by these undertakings were considerably 
in excess of the comparatively small industry comprising in- 
stallation work in the State. This Wage Board issued a 
" Determination," which came into force on the 11th of 
last March. It decided “the lowest prices or rates which 
may be paid to any person, persons or classes of persons 
wheresoever employed in any business or occupation con- 
nected with the installation of electrical fittings, appliances, 
motors and heaters, including the laying of wires.“ 

The principal awards were a minimum wage of 63s. per 
week of 48 hours to electrical mechanics or wiremen, 66s. 
per week to electrical fitters, 698. per week to cable jointers, 
638. per week to persons engaged in patrolling and effecting 
repairs to external electric supply or transmission mains, and 
548. per week to electrical labourers and assistants. There 
were in the “determination” a number of other clauses 
dealing with hours, overtime rates, and payments to boys, 
apprentices and improvers. 

The Wage Board's claim to control the working conditions 
of the whole electrical industry has, ever since its appoint- 
ment, been disputed by the various electricity supply under- 
takings, with the result that they have declined to recognise 
the award. As one result, however, of their joint represen- 
tations, the Minister of Labour has agreed to form a new 
Wage Board, on which the undertakings will be represented 
to deal with the employés of these undertakings. 

Notwithstanding this, the State Factory Inspectors have 
proceeded against the Electric Supply Co., of Victoria, Ltd., 
for breaches of these regulations, and two test cases were 
recently decided, one at Ballarat, on the 6th ult., and one at 
Bendigo, on the 8th ult. In both cases the claim was that 
employes of the supply company had been engaged in instal- 
lation work and paid less than the rates declared legal 
minima by the ‘ determination." 

At Ballarat the charge was that the workman who con- 
nected the company's mains to the consumers’ and fixed the 
meter was engaged in installing the light. The company 
contended that the work of installation began at the meter 
and consisted in the fitting upof the wires on the consumers’ 
premises and the fixing of all lamps and electrical fittings. 
They were a statutory company supplying electrical energy, 
and inasmuch as they had to be satisfied, by test or other- 
wise, that the contractors did their work satisfactorily before 
they would supply energy, they and their employés were not 
in the same category as ordinary electrical contractors. In 
one instance, the workman mentioned in the charge had been 
engaged in work to which the term installation work might 
be applied, and for this he had been paid at the award rates. 
Further, the fact that the Minister of Labour had agreed to 
the formation of a new Wage Board for their employés 
showed that they were not bound by the existing award. 
The Court held that the company had established their 
case that they were outside the award, and dismissed the 


case. | 

At Bendigo the following week the charge against the 
company was that a labourer who was employed in effecting 
temporary repairs to consumers’ wires and lamps should be 
paid 54s. per week, whereas he was only receiving 408. per 
week. It was proved that the man's regular work was 
recarboning arc lamps. He had done this work for 
42 years. Until recently he had described himself as a 
trimmer, but latterly had altered the designation to 
„private arc attendant." On two occasions the man dis- 
connected a lamp, and replaced a negative lead. The 
inspector claimed that this brought the work under the 
terms of the award, inasmuch as it was installing the light. 
The company, however, resisted this interpretation, and 
elicited from the witness that until he was overruled by 
the chief inspector he was of their opinion, and had even told 
the man he was outside ће award. In the end the company 
were successful, and the charge was dismissed. 

We are of opinion that the company were right in their 
course of action, and that technically an electrical 
installation commences at the meter terminals. The point 
has not become important in this country, but similar 
difficulty may at any time be experienced, and it is well that 
the distinction should be clearly established. 


NOTES FROM CANADA. 
[FROM OUR SPECIAL CORRESPONDENT. ] 


NEWS from Western Canada states that the Hart Accumu- 
lator Co., of London, have under consideration the establish- 
ment of a branch works over here at Winnipeg, or Fort 
William, which is in the Province of Ontario, though it lies 
some 450 miles west and 300 miles north of Toronto, on the 
shores of Lake Superior. At Port Arthur, which is only a 
few miles from Fort William, it is reported that another 
British firm Ham, Baker & Co, of Westminster—will 
erect a factory. 

The City of Regina, Saskatchewan, is asking for tenders 
for electrical plant, the closing date being September 14th. 
Specifications may be obtained at the office of the City 
Electrician. A certified cheque for 5 per cent. of the 
amount of the tender is required. | 

The Provincial Government of Ontario has recently 
benefited by a decision of the Privy Council at home by 
about $100,000. 

Different interpretations of the agreement between them 
were made by the Government and the Power Companies at 
Niagara Falls respectively. "The Privy Council upheld the 
view taken by the former, and it now appears that back 
rentals amounting approximately to the sum named are due 
from the companies. 

The Montreal Electrical Society has adopted a novel 
Scheme for increasing its membership. Existing members are 
to be divided into two sections called Volts” апа “ Amperes,” 
the idea being that they shall compete in the effort to obtain 
new members, thus introducing the stimulating effect of 
rivalry. 

The power and lighting plant of the City of Edmonton, 
Alberta, will, according to report, very probably have to be 
replaced, as it is not sufficiently modern to suit present 
requirements, 

Like many other Western towns, Medicine Hat, Alberta, 
is developing very quickly, and the city generating plant 
must keep pace with the requirements—%*10,000 is to be 
spent on extensions. 


Wear on the Trolley Wheel.—The reduction of wear 
and tear in traction systems is a very important factor of efficient 
maintenance. A large amount of such deterioration is, of course, 
inevitable owing to the severe conditions under which the plant is 
frequently called upon to operate, involving irregular loads due to 
gradients, starting and stopping and also due to dirt and wet 
weather. At the same time there is no doubt that the wear can be 
diminished considerably if due attention is paid to the restoration 
of worn parts at as early a date as is consistent with considerations 
of prime cost, and also if means are taken to avoid unduly 
increasing the wear by improper use. The design of electric 
traction equipment has now progressed to sucha stage that the 
majority of the parts which suffer severe wear can be replaced at 
very small cost, and thus there is not much excuse for highly con- 
centrated forms of wear and tear occurring at particular portions 
of the equipment, owing either to bad practice from the commence- 
ment or to postponement of overhaul, allowing accumulation of 
wearing action to take place. One of the parts of the traction 
equipment at which the largest amount of wear takes place is the 
trolley wheel, and care should be taken to see that the wheel is not 
exposed to anything more than the inevitable minimum of attrition. 
In one case it was noticed that a new trolley wheel fitted to a 
trolley head was worn out very rapidly, and upon examination it 
was discovered that this was due to the fact that there was too 
much tension on the trolley. Some little time previously the trolley 
standard had been overhauled and the tension on the springs had 
been put on by guess-work. The wear on the trolley wheel drew 
attention to the matter, and on measurement, it was found that the 
tension was as high as 42 lb, When it is mentioned that the trolley 
tension for centre running should not exceed 20 lb., while for side 
running it is not necessary to have more than 25 lb., it will be seen 
how very seriously increased was the tendency to wear on this part 
of the equipment. When trolley standards and their subeidiary 
parts are being renewed, the trolley tension should be measured 
with a spring balance tied to the trolley rope, care being taken at 
the time of measurement to keep the trolley head at the normal 
height of the overhead wire. The tension on the springs can then 


be adjusted until the reading is just sufficiently high to avoid undue 


flashing and sparking of the wheel as it passes the more awkward 
points on the route. Attention to this small detail will, in the 
course of a year, show a considerable difference in the bill for new 
trolley heads. 
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BELGIAN HIGH-TENSION TESTING 
LABORATORIES. 


By DR. ALFRED GRADENWIT2. 


Tue high-tension testing laboratory of Messrs. De Fuisseaux, 
at Baudour, Belgium, formerly comprised a 10-k. v. A. 220- 
110,000-volt transformer which, however, eventually proved 
insufficient for the work, especially for testing the insu- 
lators of high-tension transmission lines. The managers 
of the works, therefore, decided on installing a new testing 
laboratory, the electrical equipment of which, as supplied by 


the Ateliers de Constructions Electriques, of Charleroi, 


consists mainly of a static transformer with its pressure 
regulator and testing troughs (fig. 1). 

The single-phase transformer is designed for а normal 
permanent output of 50 k. v. A. at 250 volts primary and 
250,000 volts secondary pressure and 40 cycles per second 
(fig. 2). А special point was made of ensuring a con- 
stant ratio of transformation with any load, absolute safety 
in working, and prolonged loading without any material 
heating. 

The housing of the transformer consists of iron sheets of 
very ample dimensions assembled by riveting. Its useful 
capacity is about three tons of oil. It is provided at its 
acd pert with an oil outlet and at its top with an oil 
evel. 

The cast-iron lid is bolted toa flange riveted to the 
housing. It carries the four terminals of the primary 
windings. On the top are five circular openings to 
receive the high-tension terminals, and two filling 
openings. Two suspension hooks have been provided. 

The magnetic circuit of the transformer consists of two 
cores and two yokes of soft iron sheets of great, permeability, 
35 mm. in thickness. The primary winding consists of 
two coils (one for each core) which only comprise one 
layer of turns wound on an insulating tubular armature. 
Between the primary and secondary coils are arranged several 
concentric tubes of a special compressed insulating material 
between which there is a free circulation of oil. The secondary 
winding comprises a set of series-connected coils concen- 
tric to the primary coil on each core. These coils are 
separated from one another by varnished card-board tubes ; 


Fig. I.— VIEW OF THE DE FUISSEAUX TESTING LABORATORY. 


they are fitted between the yokes by means of two superposed 
rows of fluted porcelain insulators arranged on thick wooden 
disks impregnated with insulating varnish. These different 
parte are so arranged as to allow the oil ready access to all 
parts of the windings. 


The manufacture of the high-tension coils offered special 
difficulties because of the cross-section of the wires and the 
considerable number of layers superposed in each coil with 
a small height and considerable diameter. The terminals of 
the primary and secondary windings of each core are con- 
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Fig. 2.—TRANSFORMERS FOR 50 K. v. A., 250, 000 VOLTS AND 
250 VOLTS 


nected up to low and high-tension terminals arranged on the 
lid. The two primary coils are thus connected up in series 
by means of the low-tension terminals. 

The high-tension terminals (fig. 3) consist of three parta, 
viz., first, а tube of compressed insulat- 
ing material containing in its interior 
the conductor; secondly, а  con- 
centric porcelain insulator fixed to the 
lid; and thirdly, the terminal proper 
of polished brass which is fitted on 
the insulating tube. 

The insulating tubes separating the 
primary and secondary windings as 
well as those of the terminals were 
produced by the aid of special 
machinery designed by the Ateliers de 
Constructions. They have а very 
high dielectric constant and great 
mechanical strength, and are so im- 
pervious to oil that these large 
tubes are free from any defor- 
mation and can be kept indefinitely in 
the outside air as well as in a hot oil 
bath. Before being mounted they were 
placed repeatedly in a furnace at 
high temperature and submitted to a 
vacuum. 

The porcelain insulators, constructed 
by the Societé des Usines De Fuisseaux, 
are in four separate parts, viz. an 
outside cover to which the bronze 
ring for fixing the terminals to the 
lid is attached, a fluted tube traversed 
by the insulating tube, and two 
high-tension tubular insulators with 
two superposed sleeves. The metal cap constituting 
the top of the high-tension terminal is free to tilt on a rod 
fixed to the insulating tube and soldered to the conductor 
connecting with each terminal of the secondary windings. 
It is traversed by a freely-sliding micrometer rod, which 
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allows the test pressure to be limited by controlling the 
distance of the poles, and the secondary pressure to be deter- 
mined by reference to a table giving the disruptive distances 
in air in terms of the voltage. By connecting the 
secondary windings in series or in parallel, the following 
working conditions are obtained in permanent operation :— 
First, 50 K. v. A., with 250,000 volts between the terminals, 
that is, 25 K. v A. at | 25,000 volts in each core (series con- 
nection), and second, 50 k. v. A. with 125,000 volts between 
terminals (parallel connection). 

. The transformer proper, instead of resting on the bottom 
of the tank, is suspended from the lid by four threaded 
rods fixed by nuts. "This arrangement allows the secondary 
windings to be readily and rapidly inspected. All that is 
required in order to lift the transformer out of its housing 
i8 to raise the lid by its two suspension hooks, by means of a 
tackle fixed to the timberwork of the testing room. 

There has been provided a fifth high-tension terminal 
connected up to the first two series coils of one of the 
secondary windings. This is intended both for checking 
directly the transformation ratio and for effecting certain 
scientific tests. 

Tests made on delivery at the Charleroi Works have given 
as an average of a number of figures obtained on the whole 
of the secondary coils of each core, a transformation ratio 
very closely approximating 1d 

The pressure regulator consists of a metallic rheostat in- 
serted in. the primary circuit (low tension). This regu- 
lating method was chosen, as the primary current was 
to be derived from two phases of an existing three-phase 
power and lighting plant. In order to allow a quite gradual 
scale of pressure to be obtained under load and with no doad, 
the rheostat was made in two sections, each of which can 
be connected up gradually in series with each division of the 
other. The number of divisions of each section is such as 
to allow a scale of pressure between 0 and 250,000 volts to 
be obtained by their combination, in steps of 500 volts, at 
no load, as well as with full load. 


In order to protect the operator controlling the primary 


circuit, as well as the three-phase line of the remaining in- 
stallation against any excess pressure due to an accidental 
contact between the high and the low-tension windings, the 
following arrangement was adopted :— 

The current at 250 volts, 40 cycles, is conveyed by 
an overhead line from the central station of the works to 
the laboratory. It is received at first on a switchboard 
panel through a two-pole switch and two  porcelain- 
handle fuses. From the switch it goes through the 
regulator, after registering its amount in an ammeter, 


FIG. 3.—H.T. TERMINAL, 250,000-voLT TRANSFORMER, 


and feeds the primary of an auxiliary oil-bath trans- 
former (with a ratio of transformation = 1), the 
primary and secondary windings of which are carefully 
insulated. 

This arrangement allows one of the terminals of the 
primary windings of the high-tension transformer to be 
grounded. Between the other terminal and the ground is 
un excess voltage cut-out arranged immediately on the lid 
of this transformer. 

This excess voltage cut-out consists of a system of alternate 
zinc and mica plates placed one above another. The thick- 
ness and number of these plates are such that as the pressure 
between the ground and the conductor reaches 350 volts, 
the zinc plates are short-circuited, thus short-circuiting at 
the same time the two terminals of the primary circuit of 
the main transformer. As the operator and the feeding line 
are separated from the circuit by an auxiliary transformer, 
they are safe against any danger. 


The secondary of the auxiliary transformer (250/250 volts) 


is connected to the primary of the main transformer by 
a single-pole switch and a single-pole maximum current, 
zero-tension automatic cut-out. 

In order to prevent any access to the testing troughs while 
under pressure, the laboratory has been subdivided into three 
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Fig, 4.—CABLE-TESTING LABORATORY: PUNCTURE TEST 
AT 99,000 VOLTS. 


compartments. Each of the two outer compartments con- 
tains a testing trough, the transformer being installed in the 
middle compartment, which is partly closed in front by a 
switchboard comprising three white marble panels. These 
compartments are closed by doors carrying switches con- 
nected up to the zero-tension coil of the cut-out above- 
mentioned. On opening one of these doors, the corresponding 
compartment being under pressure, the circuit of the coil is 
interrupted, which results in the switch being released 
and the bus-bars being made dead. 

In order to allow any insulators to be removed after 
testing, and new insulators to be placed on one of the testing 
troughs while one set of insulators is being tested in the 
other trough, the high-tension bus-bars have been sectioned 
on both sides. As the operator only has two section switches 
at his disposal, he is compelled in order to place trough 
No. 2 under pressure, to withdraw the section switches 
from trough No. 1, thus insu- 
lating this completely from the trans- 
former. 

The testing voltage is generally 
measured by means of five volt- 
meters connected up to the primary, 
which are graduated directly for high 
tension, the ratio of transformation 
шиш been found accurately to be 
] o 

The scales of these voltmeters, which 
can be connected up successively to 
the circuit by means of a double-pole switch are as 
follows: 0-20,000, 10-50,000, 40-100,000, 60-150,000, 
0-250,000 volts, This arrangement allows the testing 
voltage to be determined most accurately throughout the 
range of 0 to 250,000 volts. 

Another testing laboratory installed by the Charleroi Co. 
at their own cable works comprises, in addition to instru- 
ments for measuring the resistance, capacity and insulation 
of cables, a set of apparatus allowing cables to be submitted 
to testing voltages considerably in excess of working volteges, 
as well as apparatus for research work on such insulating 
materials as are used in cable manufacture. 

The energy required for these tests is supplied to the 
laboratory by underground conductors in the form of three- 
phase current at, 50 cycles, 6,600 volts, which i& trangformed 
both for the requirements of the laboratory and for feeding 
the numerous motors actuating the machinery of the cable 
works, by means of two static oil-bath transformers with 
a transformation ratio of 6,600/230 volts. 
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The 6,600-volt current serveg in its turn to actuate a 
motor-generator set consisting of an asynchronous motor 
of 125 Н.Р. at 6,600 volts coupled rigidly to an 80-K. v. A. 
single-phase alternator rotating at a speed of 960 R.P.M., and 
-producing alternating current at pressures between 0 
and 250 volts. This alternator is excited by an exciter 
machine mounted on its shaft, which produces continuous 
current at 110 volts. This exciting current is controlled by 
means of a specially constructed field rheostat, comprising a 
large number of resistance steps, so as to allow all intermediary 
pressures between 0 and 250 volts to be obtained at the 
terminals of the alternator. The field rheostat of the 
exciter allows this regulation to be completed. 

The alternator is designed for supplying two static 
single-phase transformers. One of these is of similar con- 
struction to the one previously described, and gives 80 
K.V.A. at its secondary terminals under pressures variable 
between 0 and 250,000 volts. By coupling the two parts 
of the high-tension winding in series or in parallel, an out- 
put of 80 K. v. A. can be obtained either at 0 to 125,000, or 
at 0 to 250,000 volts. 

'The other transformer is intended for testing work at 
lower pressures; its ratio of transformation is 250-25, 000 
volts ; the two parts of the secondary winding may 
be connected up in series or in parallel, thus giving 25,000, 
or 12,500 volts. These two transformers have been tested 
at 350,000, and 40,000 volts respectively. 

In fig. 4 the laboratory is shown during a cable-puncture 
test. The cable under test comprises three copper con- 
ductors 50 sq. mm. in cross-section insulated with 
impregnated paper, u homogeneous lead sleeve, and a double 
iron armature covered with asphalted threads. This cable, 
designed for working at 11,000 volts, was found to break 
down at 99,000 volta. 

The cable works are equipped for manufacturing armoured 
cables, designed for working pressures of up to 150,000 
volta. 


The same cable works also contain a portable cable- 


testing station comprising the following parts :—A generating 
set consisting of a 45-H.P. gasoline motor and a single-phase 
alternator of 30 K. v. A. at 125 volts, 50 cycles, and 1,000 
R.P.M., which is installed on & truck, and a transformer set 
consisting of single-phase transformer for 0 to 125 volts, 
90 cycles, and capable of developing at its secondary 
terminals 30 K. v. A. at 20,000 or 40,000 volts, а set of six 
adjustable self-induction coils for compensating the capacity 
of the cables under test, and a switchboard carrying in 
addition to any measuring apparatus, the field rheostats of 
the alternator and the exciter. This second part of the 
installation is carried by another truck connected during 
tests with the former by removable couplings. 

This portable station allows 5 km. of armoured cable 
with a copper section of 3 x 85 sq. mm. and a capaeity of 
2 microfarad per km. to be tested at 30,000 volts, 
the testing voltage being ascertained by means of a 
portable"electrostatic voltmeter of the Hartmann & Braun 
system. 


A Telephone Time-Saver.— For the purpose of saving 
the time usually wasted in “holding the line" a “Telephone Time 
Saver " has been invented by Mr. H. Waymouth Prance, of Dudley 
House, Southampton Street, Strand, W.C. In brief, the device con- 
sista of. a sound magnifying trumpet, of flattened form similar to 
certain types of motor horns, behind which is a platform adapted 
to support the telephone receiver. Upon receiving or making a 
call upon the telephone, and being asked to “hold the line a 
moment," the user, instead of "holding on" with the telephone 
receiver pressed to his ear, merely drops the receiver on to the 
platform of the "time saver," where it automatically slides into 
position with the earpiece against the small end of the spiral 
trumpet. The user is then free to go on with his work until the 
voice from the trumpet shows him that the person at the other end 
is speaking. Conversation can then either be carried on using the 
loud-speaking trumpet—thus affording the advantage of leaving 
the user's hands both free for the purpose of turning up references, 
taking down a message from dictation, &c., or the receiver may be 
lifted off the instrument and used in the ordinary way. It is 
possible for the user of one of these instruments to move some 
little way from the telephone and yet hear when the person at the 
other end is speaking. 


CORRESPONDENCE. 


Letters received by us after b P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


Municipalities and Contractors at Cape Town. 


There seems to have been a fair amount of discussion 
lately relative to the friction between municipalities and 
contractors. I enclose you a letter addresscd to the local 
contractors here from Mr. Long, the city electrical engineer. 

Some time ago the Council obtained the consent of the rate- 
payers to put in three points free to any future applicants 
for electric light, and the Council, in due course, adver- 
tised for tenders, and received them as per Mr. Long's 
letter. The successful firm did not complete the work quickly, 
so the arrangement has now been come to that any of the 
local contractors will accept any work offered to them by 
the Council at 22s. 6d. per point for plain flex pendant, 
16-50-c.P. metal-filament lamps and opal shade, minimum 
three points, the work to be equally distributed. 

Any contractor can, therefore, canvass for work ; the price 
is fixed beforehand, and the contractor is free from bad 
debts. The consumer has to sign the agreement with the 
Council, and has to get the consent of the landlord as well. 
The arrangement works splendidly ; the installation may 
consist of any number of points. 

The consumer may use as much current as he likes up to 
28. 6d. 
9d. 
revenue received per point per month divided by the rate, 

which is 9d. per unit. 

Say a consumer has 10 lights; he can use 33 units a 
month for 12 months. From his point of view, he pays 9d. 
a unit, and if he uses his full quantity, he has paid his 258. 
per month (28. 6d. per point) for current used. There is no 
limitations as to how he shall consume his units; he can 
put in radiators if he likes, but he must pay 9d. a unit for 
all over 3:3 units. It is, however, most unlikely that a con- 
sumer with 10 lights will exceed, say, 10 or 12 units a 
month. 

From the Council's point of view, they pay the con- 
tractor, for 10 points, £11 5s. and draw as revenue £15 
(28. Gd. per point per month for 12 months), which leaves a 
balance of £3 15s. for current. 

Taking the worst case of a consumer who uses 396 units 

1 5 
A — about 21d. per unit, which is quite 


& fair return to the Council for these extra units supplied. 
Interest does not count. On the other hand, suppose a con- 
sumer says he will pay cash for his installation = £11 5s., 
he then pays a minimum of 5s. per month for current, 
and gets only 7 units for his whole installation, and saves 
only 15s. during the year. (All consumers pay а minimum 
of 5s. per month.) So it is very much to his benefit to pay 
monthly. It practically amounts to the Council giving all 
new consumers current at a little more than cost for the first 
year, as an inducement to take electricity. 

I thought this might be of interest to the general body 
of electricity suppliers and users as being a very satisfactory. 
solution to a difficult problem. 


Your Correspondent at the Cape. 


3°33 units per point, 7.e., — the total amount of 


per annum : 


July 23rd, 1912. 


[copx.] 
CORPORATION OF THE CITY OF CAPE TOWN, 


Electrical Department, 
City Electrical Engineer's Department, 
Dock Road, Cape Town. 
July 20th, 1912, 
Messrs, X Y Z. 
Rte FREE WIRING, 


Dear Sirs,—I beg to acknowledge the receipt of a letter dated 
the 19th inst., signed by yourself and several local electrical con- 


_ tractors, regarding the price per point to be paid for work done, 


under the Corporation system of free wiring. 

My offer of £1 1s. per point was founded on the tenders that 
were received recently for this class of work, the lowest of which 
was £1, and the next £1 Os. 10d. 

In view of your remarks regarding the rise in prices, I am 


| prepared to accept your terms, namely, £l 28. 6d, each for ell 
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plain flexible points with plain opal shade. The question of the 
price for a rise and fall, fancy fittings, &c., need not be discussed 
here, as it is a matter entirely between the contractor and 
consumer. 

All switches to be placed as indicated by the consumer, provided 
such positions are reasonable. 

All fancy shades, spider or ornamental fittings, outside fittings, 
higher candle-power that 16-50 metal-filament lamps required, to 
be paid for direct by the consumer to the contractor. The same 
also applies to wiring carried out other than on the surface, with 
the exception of wiring placed above the ceiling of single-storey 
houses, and the top floor of houses other than single storey. 

In this connection, I might mention that as the consumer is 
more or less given into the hands of the contractor, it is expected 
that extras will be carried out at a reasonable remuneration. 

I have to inform you that the present free wiring is being 
extended to any number of points, provided the consumer agrees to 
pay 2s. 6d. per point par month for the first year. The minimum 
charge for current per month to be 7s. 6d. as at present. Of course 
it must be thoroughly understood that all proposed installations 
must be approved of by myself or representative, and that I may 
refuse payment should the work be completed before such is 
obtained, or on finding the applicant not a desirable consumer, 

The contractor must guarantee to maintain the installation and 
to execute all repairs due to bad materials or workmanship for 12 
months from the date of connection. Otherwise this work will be 
carried out at the contractor's expense, and the amount deducted 
from any sums due to such contractor in the Council's possession. 

If the above terms be accepted, full payment for the installation 
will be made in due course, according to the Council's regulations, 
after the work is passed and the connection made.— Yours 
faithfully, 

(Signed) WALTER F. Lona, 
City Electrical Engineer 


The Bray Explosion. 


As the finding on the above explosion is inconclusive, 
perhaps those engineers who have had similar trouble 
(though in a lesser degree) will state their experiences and 
help to arrive at a true conclusion. 

In my own case, I have experienced both explosions 
though not simultaneously. 

The fuel valve explosion occurred on a two-cylinder 
engine. Before turning on the starting air the attendant 
has to make sure that fuel oil is reaching the fuel valve on 
the cylinder cover. The main oil valve is turned on and 
when a good flow of oil is observed coming out of the test 
cocks, these latter are closed and the engine started up with- 
out delay. If there is a slight delay, it is advisable to close 
the main oil valve until ready. 

One day the attendant did not close the main valve, and 
delayed starting up for over five minutes, consequently an 
excess Of fuel oil accumulated in the combustion casting 
containing the fuel valve, and when the air starting lever 
was thrown up into running position, an explosion occurred 
in the fuel valve, blowing the top off the combustion casting 
cap and the fuel needle valve through the roof. The trouble 
did not go further. 

The other explosion was on a four-cylinder engine, which 
had already been running satisfactorily nine hours. Daring 
the last two hours the load increased, and the air blast 
was raised to 820 Ib. from 710 lb., as required, and had been 
at the higher pressure some little time when the. copper 
delivery pipe, from the H.P. air pump to the blast receiver, 
commenced reeking (due to the presence of oii on an over- 
heated pipe), close to the air pump, and immediately after- 
wards an explosion occurred at the top of the blast receiver 
vessel, which blew the safety valve, with which these vessels 
are fitted, across the engine room, and burst off the copper 
delivery pipe (i.e, the pipe conveying air from the blast 
receiver to the fuel valve) at its connection with the receiver, 
bending the pipe up into the air and twisting it into two 
neat coils at the end. No other damage was done. The 
pipe was straightened out and reconnected after a new 
nozzle had been brazed on, the safety valve hole plugged 
temporarily, and the engine restarted, finishing the day's 
run satisfactorily in parallel with a second engine. 

In the first case, the fuel valve explosion was undoubtedly 
caused by an excess of fuel oil at that particnlar place; the 
combustion became excessive and was carried into the fuel 
valve before it closed. 

In the second case, I am strongly of opinion the trouble 
arose through the valves of the H.P. air-pump allowing the 
pump pressure to be overcome by the pressure of combustion 
in the main cylinders. The blast receiver, though un- 


damaged, was extremely hot after the event. Later a faulty 
valve spring was found in the pump. 

In neither of these cases was there an excess of oxygen. 

What I wish to point out is that an explosion can occur at 
the fuel valve due to an excess of fuel oil there, also if the 
cylinder pressure overcomes the air-pump it will show itself in 
or about the blast receiver. 

I am not convinced as yet that the root cause of the 
trouble was undoubtedly the oxygen," as you suggest, though 
it certainly could have been, but | am of opinion that the 
severity was due to its presence, also that **a plug of oil 
was driven into the blast vessel and ignited by the following 
flame." 

Perhaps Mr. McDonnell will kindly state what caused the 
starting air to be lost in the first instance? Was the fuel 
valve examined for correct adjustment and tension between 
this stoppage and the restart with oxygen ? And how many 
(about) revolutions had the crankshaft made before the 
explosion occurred ? 

E. A. Wood. 

Trainways Department, 

Castleford, York, 
August 13th, 1912. 


INTERNATIONAL ELECTROTECHNICAL 
COMMISSION. 


THE following is the second instalment of definitions of electrical 
terms adopted by the British Electrotechnical Committee to assist 
the work of the Commission. The first instalment appeared in our 
issue of August 7th, 1908, p. 237. 

Sub-Committee on Nomenclature :—Mr. A. P. Trotter (Chairman); 
Messrs. S, Z. De Ferranti, W. Duddell, F.R.S., Robert Hammond, 
R. W. Hammond, H. W. Miller, F. H. Nalder, Dr. A. Russell, A. 
Siemens, Dr. S. P. Thompson, F. R. S., C. Н. Wordingham, and P. F. 
Rowell (Secretary). 

Note.-—Words printed in SMALL CAPITALS are already explained 
or will be explained later. 


SUPPLEMENTARY TERMS (A to E). 


Absolute.—A system of magnitudes is said to be absolute when all 
the magnitudes of the system can be defined in terms of 
units adopted as fundamental An instrument for abso- 
lute measurements is one which can be standardised by 
means of measurements which involve only the funda- 
mental units. 

Admittance.—The reciprocal impedance. The quotient obtained 
by dividing the current in a conductor by the electro- 
motive force which produces it. 

Alternation.—A term not recommended. A half period. See 
PERIOD and FREQUENCY. 

Antenna.—A conductor or system of conductors for the emission 
or reception of Hertzian waves. 

Balancer.—A  motor-generator or accumulator used to equalize 
differences of potential between the different wires of a 
multiple-wire system. 

Ballistic.— An instrument in which the period of the moving part 
is long compared with the time of the duration of the 
transient force which the instrument is inténded to 
measure, 

Bifilar Suspension.—The suspension of the moving part of an 
instrument by two threads, so arranged that the restoring 
force is mainly produced by gravity. | 

Bow.—A bow-shaped appliance for effecting a sliding connection 
between an overhead conductor and an electrically- 
propelled vebicle. 

Carcel.—The name of a standard oil lamp, the official standard of 
candle-power used in France, 

Characteristic.—A curve or graph representing the relations 
between two magnitudes, which characterise the behaviour 
of an apparatus; e.g., the exciting current of a dynamo 
and the electromotive force generated. 

Charge.—(a) Of a conductor. The total quantity of electricity 
on it. 

(>) Of an accumulator. See ACCUMULATOR. 

(c) Of a condenser. See CONDENSER. 

Verb to charge. The operation by which any apparatus 
receives a quantity of electricity, part or the whole of 
which it returns on discharge. 

Coercive Force.—The magnetic force required to annul the 
residual magnetism of a substance. 

Coil.— One or more turns of a conductor wound side by side in one 
or more layers. | 

Condenser.—An apparatus consisting of two conducting surfaces 
separated by a dielectric. 

Conductance.—The conductance of a conductor is the quotient of 
the current by the potential difference between the ter- 
minals of the conductor, usually expressed in Мнов, 
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Conductivity.— The conductivity (specific conductance) of a sub- 
stance is measured by the current which flows parallel to 
an edge through a unit cube of the substance, when unit 
difference of potential is maintained between the two faces 

perpendicular to that edge. The reciprocal is Resistivity. 

Conductor.—A body or substance which permits the passage of 

: electricity. | 

Counter Electromotive Foree or Back-Electromotive Force. 
—An electromotive force which opposes the flow of the 
current in the circuit. 

Decohere.—To restore a coherer to its original state of resistance. 

Delta.— A mode of connection in three-phase alternating-current 
working, in which three windings or apparatus are 80 con- 
nected that they may be diagrammatically represented by 
a triangle. A particular form of mesh. 

Diamagnetic.—A substance having a magnetic permeability less 
than that of a vacuum (unity). 

Direct Current.—A term not recommended. See CONTINUOUS 
CURRENT. 

Discharge.—(a) Of a condenser. An operation which tends to 
bring the two conducting surfaces of a condenser to the 
same potential. 

(5) Of an Accumulator. An operation which tends to bring 
the two plates of an accumulator to The same potential, 
and which permits the chemical energy to be reconverted 
into electrical energy, and utilised in an outside circuit. 

Disruptive Discharge.—The breaking down of a dielectric under 
electrical stress, accompanied by sparking. 

Eddy Current.—A current induced in a conducting body either by 
a varying magnetic field or by the body moving relatively 
to a fixed magnetic field. 

Efficiency.—(1) In case of generators, motors, converters or trans- 
formers: The ratio of the total output to the total input. 
(For instance : In case of a separately excited synchronous 
generator the excitation power should be added to the 
power received at the shaft). 

(2) In case of Accumulators : 

(a) The ratio of the amount of energy available during the 
discharge to the amount of energy required during the 
charge (watt-hours). 

(2) The ratio of the amount of current available during the 
discharge to the amount of current required during the 
charge (ampere-hours). 

Electrometer.—An instrument which utilises electrostatio forces 
for the measurement or comparison of differences of 


potential. 
Extra Current.—An obsolete term. The current during the 
variable period on closing or opening an inductive circuit. 
Extra High Pressure.—See PRESSURE. 
Factor of Safety.—In mechanics, the ratio of the ultimate 
breaking stress to the maximum normal working stress. 
Farad.—In the practical system of units the farad is the unit of 
electrical capacity. It is inconveniently large, and 
therefore capacities are usually expressed in microfarads. 
Fault.—Any local defect in the insulation or continuity of a 


conductor which may interfere with its use. ч 


Feeder.—A conductor for conveying electrical energy from the 
place where generated or transformed to feeding-points 
or sub-stations. Feeders are not used for supplying con- 
а directly, owing to the varying pressure along their 
length. 

Feeder Box or Pillar.—A. box or pillar which may contain 
switches, links or fuses for connecting feeders with dis- 
tributing networks. 

Feeder, Negative.—See RETURN FEEDER. 

Feeding Point.—The junction of a feeder with the network. 

Ferro-Magnetic.—A substance whose permeability is greater 

à than that of & vacuum (unity). See PARAMAGNETIC. 

Field, Electromagnetic.—See FIELD, MAGNETIC. 

Field, Electrostatic.—Any region in which there are electric 
lines of force, as in the space between a positively 
charged and a negatively charged surface. 

Field Magnet.— Any permanent magnet or electromagnet 
employed for the purpose of providing a magnetic field. 
(It is incorrect to speak of the field magnets of a dynamo 
or motor ав its fields; they should be called its magnets, 
if the term field magnets is too long.) 

Field, Magnetic.—Any region in which there are magnetic 
lines of force, as in the space between or surrounding the 
poles of a magnet or within a magnetising coil. The 
strength of the field is usually expressed in C. G. S. measure 
as the number of lines per square centimetre. One line 
per square centimetre is called a Gauss. See LINE and 
MAXWELL. | 
of Merit, of a Galvanometer.—(a) The deflection in 
millimetres per micro-ampere at a scale distance of one 
metre when reduced to a period of 10 seconds and a 
resistance of one ohm. 

(р) The current in amperes required to produce a deflexion of 
one millimetre ata ecale distance of one metre. Some- 
times expressed as the number of megohms throvgh 
which one volt will give that deflection. 

Of a telegraph instrument. The minimum current necessary 
to work the instrument with absolute certainty. 

Flame Arc.—An arc in which the major portion of the light is 
given by the flame instead of by the electrodes. 


Figure 


Flashing.—(a) Any process of manufacture involving the 


tem electrical overheating of a glow lamp filament. 
() The coating of a glow lamp filament with a layer of carbon 
by heating it electrically in a hydro-carbon vapour. 


Flashing Over.—The temporary formation of an arc from brush 
to brush on a commutator. 

Flash Test.—The momentary application of a high electrical 
pre US between two conductors insulated from each 
other. 

Flux.—(«) MaaNETIC, The number of lines of magnetic in- 
duction which pass round a magnetic circuit. See 
INDUCTION. 

(b) PHOTOMETRIC. The whole luminous radiation of a beam 
of light, or the candle-power multiplied by the solid angle 

of the beam. 

(c) CHEMICAL. Material used for reducing or dissolving the 
oxides of molten metals in casting, soldering, brazing, &c. 

Foot Candle. — The illumination produced by a source of one 
candle-power falling perpendicularly on a surface at a 
distance of one foot from the source. 

Form-Factor.— The ratio of the effective value to the mean value 
of a periodic function. 

Fourth Rail. See CONDUCTOR RAIL. 

Friction Loss. Loss due to mechanical friction exclusive of 
windage. 

Frog.—In tramway overhead work. A fitting uniting two diverging 
trolley wires with a single wire (2) provided with a spring 
tongue, or (5) of the fixed type. 

Fuse.— The actual wire or strip-of metal in a cut-out which is fused 
by an excessive current. 

Galvanometer.—An instrument for measuring small electric 
currenta. 

Gap, Air-, Magnetic.—Any air space in a magnetic circuit. 

Gap, Spark.—Any break in the continuity of a metallic conductor 
во arranged as to permit of an electrical discharge across 
the break. 

Gauge.— (a) A general term applied to various kinds of measuring 
instruments. 

(Б) The thickness of a plate, or the diameter of a wire, on the 
inch, millimetre, or on any arbitrary scale. 

(e) The distance between the rails of a railway or of a tram- 
way. In the case of a railway it is the distance between 
the inner sides of the heads of the rails. In the case of a 
tramway it is the distance between the inside edges of the 
tread of the rails, i.e., over and including the grooves. 

Gauss.—A name given to the absolute electromagnetic unit of 
magnetic induction in the C.G.S. system. See FIELD, 
MAGNETIC, and LINE. 

Generating Set.—The combination of a generator and a prime- 
mover. 

Glow Discharge.—A silent discharge of electricity through a gas 
which causes the gas to have a uniformly luminous 
appearance or glow, and which does not volatilise the 
electrodes. 

Glow Lamp.—A lamp in which the filament or wire is caused by 
the current to glow or incandesce. A term recommended 
instead of incandescent lamp in order to avoid con- 
fusion with the incandescent gas mantle. 

Gramme Calorie. See CALORIE. 

Great Calorie. See CALORIE. 

Grid.—In an accumulator. The framework supporting the active 
material. 


Ground. A term used in America having the same meaning as 


earth. 

Henry.—The practical unit of the coefficient of self-induction or 
of mutual induction in the electromagnetic system. 

High Pressure.—See PRESSURE. 

High Tension.— Obsolete term for high pressure. 

Homopolar, Dynamo or Motor.—A dynamo or motor in which 
the inductive action takes place in a magnetic field or a 
series of magnetic fields without change of sign. 

Homopolar Induction.—A term sometimes applied to the induc- 
tion which occurs when a conductor is moved through a 
magnetic field, so as to cut the lines of force in the same 
direction continuously. Sometimes called unipolar. 

Horse-Power.—The industrial unit of power. The British horse- 
power is equivalent to 33,000 foot-pounds per minute or 

(approximately) 746 watts. 

Hot Wire Instrument.—An instrument the indication of which 
depends on the expansion of a wire or wires through 
which flows an electric current. 

Hysteresis.—The lagging of the strain behind the stress, which 
when the material is taken round a complete cycle and 
brought back to the initial state, involves a dissipation of 


energy. 

Hysteresis, Magnetic.—The tendency by which changes of 
magnetism lag behind the changes of magnetic force 
which cause them. | 

Impedance.— The ratio of the electromotive force to the current 
which is produced by it ina conductor, The term is used 
with varying or alternating currents. 

Incandescent Lamp.—See GLOW Lamp. 

I.H.P.— Abbreviation for indicated horse-power. 

Inductance.—(a) Synonym for coefficient of self-induction. 

(5) The reactance due to self- induction. See REACTANCE. 

Induction.—When an electric or a magnetic force acts, through 
the ether, upon a body so as to alter its electric or 
magnetic state, that alteration of state is said to be 
induced in it, as distinguished from alteraticns of state 
communicated to it by conduction or contact. The 
operation of inducing alteration of state is called 
induction. The three chief induced actions are (a) induced 
electrostatic charge: (b) induced magnetism ; (с) induced 
electromotive force, 
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Induction, Electrostatic.— When a body is brought into an 
electric field, thereby causing an electric charge or 
charges to appear on the body, these charges are called 
induced charges ; and the operation is called electrostatic 
induction. 

Induction, Magnetic.—When a mass of iron, &c., is brought into 
& magnetic field, thereby causing magnetic poles to appear 
on the mass, these poles are called induced poles, and the 
magnetism so acquired is called induced magnetism ; and 
the operation is termed magnetic induction. (The 
magnetic lines of force 80 imparted to the mass of iron, 
&c., are called magnetic lines of induction.) 

Induction, Magneto-Electric.—When a body is subjected to 

the action of a varying magnetic field, thereby causing 
electromotive force to be generated in the body, these 
electromotive forces are called induced electromotive 
forces; and any currents that result in the body are 
called induced currents; and the operation of thus 
inducing electromotive forces and currents is called 
magneto-electric induction. 

Induction Motor.—An alternating-current motor in which the 
secondary part receives its current by magneto-electric 
induction and not by conduction. 

Induction, Mutual.—The (magneto-electric) induction exercised 
between two circuits, whereby the variations of the current 
in one circuit generate electromotive forces in the other 
circuit is called Mutual Induction. This mutual relation 
may be quantitatively expressed by means of a Coefficient 
of Mutual Induction. 

Induction, Mutual, the Coefficient of. (M) is the sum of the 
effective linkagea of the turns of one circuit (the secondary) 
with the flux due to unit current in the other circuit (the 


primary). 

Induction, Self.—The (magneto-electric) induction exercised upon 
the turns Of a circuit by the current in itself is called Self- 
Induction. It may be quantitatively expressed by means 
of a coefficient of self-induction. 

Induetion, Self, the Coefficient of. (L) is the sum of the 
linkages of flux and current when the current in the coil 
is unity. The (total) self-induction of any coil is the pro- 
duct of its coefficient of self-induction and the current it is 
carrying. 

Induction, Unipolar.—See HoMoroLAR. 

Inductive Capacity, Specific.— See CAPACITY. 

Inductive Circuit. —A circuit in which the self-induction at the 
working frequency or at make or break is appreciable com- 
pared with its resistance. 

Inductive Load.—An output at à power factor which by reason of 
gelf-induction isless tban unity. 

Inductive Resistance.—A resistance having appreciable self- 

induction. 

Inductor Generator.—A generator with stationary field and 
stationary armature coils and in which masses of iron or 
inductors by moving past the coils alter the magnetic flux 
through them. 

Inductors. In inductor generators, The masses of iron employed 
to effect variations of the magnetic flux passing through 
the armature coils. 

Input.—The total power received at the shaft or terminals of a 
machine or apparatus. 

Insulate (v.a.). To surround or support a conductor by non- 
conducting bodies or materials so as to restrict the flow of 
electricity to the desired path. | 

Insulator.—(a) Any material which does not appreciably conduct 
electricity. 

(^) An appliance used to insulate and usually to support a 
conductor. 

Integrating Meter.—-A meter which sums up or integrates the 
usntity to be measured, with reference to time. 
Intermediate.—The intermediate or neutral or middle wire or 

wires of a three-wire or multiple-wire system. 

Intensity.—There is an increasing disposition to restrict the use 
of the word intensity in English physical science toa ratio, 
the denominator being an area, The older meaning was 
synonymous with strength. 

Intensity of Current.—An obsolete expression. 
replaced by strength of current. 

Intensity of Field, Magnetic.—See MAGNETIC FIELD, 

Intensity of Light.—The illuminating power or candle-power of 
a source of light. 

Intensity nd Magnetisation.—The magnetic moment per centi- 
metre, 

Interrupter.—Sometimes called break. A mechanism or device 
used to break the primary circuit of an induction coil. 

Ion.—4An ion is a charged atom or molecule, or a group of atoms 
or molecules carrying a charge. 

Joule.—A unit of heat equivalent to 0'24 = calorie, or one watt- 
eecond. | 

Joule Effect.—The heating in a conductor by the passage of an 
electric current through it, and due to the resistance of 
the conductor. 

Kathion.— The ion which is carried to the kathode. 

Kathode. (2) In an elcctrolytic cell. The conductor through the 
surface of which the current leaves the electrolyte. 

(>) In a primary cell. The conductor (generally carbon) 
through which the current leaves the electrolyte. 
(c) The electrode by which the current leaves a cell or other 
| apparatus, such as u vacuum tube. 

Keeper, of Magnet.—An iron bar for completing the magnetic 

circuit (usually of a permanent magnet). See ARMATURE, 


It has been 


Kelvin.—A term officially proposed and authorised by the Board 
of Trade, May, 1892, but which has not come into common 
use, for a kilowatt-hour. 

Key.—An appliance consisting essentially of a lever carrying a 
contact or contacts, generally used in signalling and in 
testing. 

Kicking Coil.—Name given to a choking coil used in conjunction 
with lightning arresters. 

Kilowatt.—A unit of power. One thousand watts. Equivalent to 
1°34 British horse-power (approximately). 

K.V.A.—Contraction for kilo-volt-ampere, or one thousand volt- 
amperes. 

KW.—Contraction for kilo-watt. 

Lag.—The interval of time or angle by which one event follows 
another. See PHASE DIFFERENCE. 

Lagging Current.—An alternating current the phase of which is 
retarded in time relatively to the impressed electromotive 


force. 

Lamination.—The division of a mass of material into thin sheets 
either to prevent eddy currents or to give flexibility. The 
thin sheets or stampings of iron forming part of a 
magnetic circuit are often called the laminations. 

Lay, in a Cable.—The pitch or length parallel to the axis of one 
complete turn in the spiral arrangement of a stranded 
cable may be expressed (a) as a multiple of the diameter 
of the layer considered; or (/) as the increase in length 
of a strand above the length of the cable, expressed as a 
percentage of the length. 

Lead.—(«4) Of a conductor or pipe. Ite direction or run. 

(b) Sometimes used as a synonym for a conductor. 

(c) Of an alternating quantity. The interval of time or angle 
by which one event precedes another. See PHASE 
DIFFERENCE, 

Leading Current.—An alternating current the phase of which 
is in advance in time relatively to the impressed electro- 
motive force. 

Leakage.—(a) The passage of electricity from one conductor to 
another or to earth, caused by want of perfect insulation. 

(^) Magnetic. That part of the magnetic flux which does not 
follow the path provided for it. 

Leakance.— The reciprocal of insulation resistance. 

Leyden Jar.—A condenser in the form of a jar, generally of glase, 
having & conducting surface ingide and out. 

Lightning Arrester.—An appliance for protecting electrical 
apparatus by providing an alternative discharge path. 

Limiter.—A device for giving warning when a predetermined 
current is exceeded. 

Line, Telegraphic.—That part of a telegraph. telephone or rail- 
way signalling circuit, whether aerial, underground or 
submarine, which does not include the controlling or 
operating apparatus and the source of power. Used also, 
collectively, for a group of wires including poles, pipes, 
junction boxes, &c. 

Lines of Force.—(1) A line such that the tangent toit at any 
point represents the direction of the force acting at that 
point. 

(2) Magnetic.—A line such that the tangent to it at any point 
represents the direction of the magnetic force at that 
point, 

By convention the magnitude of the magnetic force at 
any point is represented by supposing as many magnetic 
lines of force to be drawn through one square centimetre 
(situated around the point) as there would be dynes 
exerted on unit pole if placed at that point. Unit 
intensity, i.e, one dyne per unit pole, or one line per 
square centimetre is called one Gauss. See MAGNETIC 
FLUX. 

(3) Electrostatic.—A line such that the tangent to it at any 
point represents the direction of the electric force at that 
point. 

By convention the magnitude of the electric force at 
any point is represented by supposing as many electrostatic 
lines of force to be drawn through one square centimetre 
(situated around the point) as there would be dynes 
exerted on one unit of positive electricity placed at that 
point. 

Link.—A readily removable conductor forming part of a circuit, 

enerally in the form of a flat bar. 

Linked Switchés.— Switches linked together,mechanically so as to 
operate simultaneously. 

Load.—(«) Synonym for output. 

(0) Synonym for weight. 

Loaded. Telegraph Line or Саре. —А line or cable of which 
the selt-induction has been intentionally increased. 

Load Factor.—The number obtained by dividing the actual output 
of a generator or of a whole generating station during a 
given period by the output if the maximum had been 
maintained during that period. 

Loop Test.—A method of testing employed to locate a fault in a 
telegraph or other conductor when it can be arranged to 
form part of a closed circuit. 

Looping In. – Bringing a wire as a loop to and from a terminal 
to avoid making a T-joint. 

Loss, Total.—'The difference between output and input. 


- Low Tension.—Obsolete term for low voltage. 


Magnet Coil.  Magnetising Coil.—The winding used to 
magnetise an electromagnet, such as the field magnet of a 
dynamo, sometimes called field coil. 

Magnet, Permanent.—A body which, having been magnetised, 
retains its magnetisation. 
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Marne Winding.—A set of magnet coils. 

Magnetic Blowont.—An apparatus so arranged as to produce a 
magnetic field which breaks the arc formed on opening the 
circuit. 

Magnetic Flux.—The number of magnetic lines which pass 
through any area is called the flux through that area. In 
the case of & closed magnetic circuit, the number obtained 
by multiplying magneto-motive force by reluctance. Unit, 
one line or Maxwell. 

Magnetic Flux Density.—The number of magnetic lines per 
square centimetre. The number obtained by dividing 
magnetic force by permeability. Sometimes called the 
induction, a term not recommended in this sense. 

Magnetic Force.—The force at any point in a magnetic field 
experienced by a unit pole placed at that point, sometimes 
called field intensity or strength of field. (At any point 
in a closed magnetic circuit, the magneto-motive force at 
that point.) (In a closed magnetic circuit, the magneto- 
motive force per unit length.) 

Magnetic Permeability.— Magnetic conductivity or specific per- 
meance compared with vacuum. The number obtained by 
dividing magnetic flux density in a substance by magnetic 


force. 

Magnetic Permeance.—Sometimes called magnetic conductance, 
The number obtained by dividing magnetic flux by magneto- 
motive force. 

Magnetic Reluctance.—The reciprocal of magnetic permeance 
(sometimes called magnetic resistance, a term not recom- 


mended). 

Magnetic Reluctivity.—Specifio magnetic reluctance. 
procal of permeability of a substance. 
Magnetic Remanenee.—Residual flux density after the magnetic 

force has been removed. 

Magnetic Susceptibility, or Magnetisability.—The number 
obtained by dividing magnetic intensity by magnetic 
force. 

Magnetisability.—See MAGNETIC SUSCEPTIBILITY. 

Magnetisation.—(1) The procees or the result of сейн аНЫ 

magnetism to а body. - 
(2) The (intensity of the) magnetic moment per unit of volume 
Of & magnet. 

Magnetise.— To give a body the properties of a magnet. 

Magneto.—Contraction for magneto-electric generator. 
rator whose field magneta are permanent magnets. 

Magneto meter.—An instrument for measuring magnetic force. 

Magnetomotive Force.— That which causes or tends to cause a 
magnetic fix. The unit is 4 т [10 X ampere-tarns. Tbe 
industrial unit is the ampere-turn. | 

Main.—Any conductor forming part of а distributing network. 
The principal conductors are collectively called the mains. 
(See FEEDER and TRUNK MAIN.) 

Maxwell.—The name given to the magnetic line of force or unit 
of magnetic flux. 

Mesh.—A mode of connection in polyphase alternating current 
working, in which the windings or apparatus are so con- 
nected that they may be diagrammatically represented by 
a closed figure. 


The reci- 


A gene- 


(To be continued.) 


PROCEEDINGS OF INSTITUTIONS. 


The Assoclation of Consulting Engineers. 


THE first meeting of duly elected members of this Association was 
held at the Institution of Electrical Engineers on Monday, July 
22nd, Мв. G. MipGLEY TAYLOR, M. Inst. C. E., presiding. 

The hon. secretary, Мв. A. Н. DYKES read the list to date, 80 in 
all explaining that some had only joined conditionally on their 
being satisfied with the rules in their final form. 

The CHAIRMAN then said the business of the preeent meeting was 
to receive the rules presented at the meeting held in January and 
the report and proposals of the Provisional Committee, and to elect 
the first Committee of the Association. The Committee had, after 
consultation with their legal advisers, adopted the following 
definition :— 

“A oonsulting engineer is a person possessing the necessary 
qualifications to practise in one or more of the various branches of 
engineering who devotes himself to advising the public on engineer- 
ing matters or to the designing and supervising the construction of 
engineering works and for such purpose occupies his own office and 
employs his own staff, and ie not directly or indirectly concerned 
or interested in commercial or manufacturing interests such as 
would tend to influence his exercise of independent professional 

judgment in the matters upon which he advises." 

The Committee thought that probably not 5 per cent. 
of the members of the Institutions of Civil, Electrical and 
Mechanical Engineers complied with the definition of a consulting 
engineer that the Committee had already laid down, and that there 
had, up till now, been no source from which any one could obtain 
definite information as to who was an independent consulting 
engineer and who was not. The Association, subject to the rules 

being amended, would be composed of those membere of the three 
Institutions on whom the rules of professional conduct drawn up 
by the Institution of 45 Engineers, and since accepted by the 
Institution of Electrical Engineers, were always binding, as dis- 
tinguished from those members who were only bound by them 


when acting in a consultative capacity. The Association did not 
suggest that any duly- qualified engineer should not be consulted on 
any engineering matter on which he was an expert ; but they did 
say that it should be possible to distinguish the independent con- 
sulting engineer from the expert who might be closely identified 
with manufacturing or contracting interests. The objects of the 
Association were set out in the Articles of Association, and they 
were, briefly, to uphold the standard of professional conduct and 
to promote the professional interests, rights, powers and privileges 
of consulting engineers. The Articles of Association and the 
rules, as proposed by the Committee, were in the members’ hands, 

including the alterations of the original rules, which the Com- 
mittee now asked the members to approve, and which were as 
follows :— 

1. That the subscription be raised from one guinea to two 
guineas, 

2. That corporate membership of the Institution of Civil 
Engineers or full membership of the Inetitutions of Electrical or 
Mechanical Engineers be accepted aa evidence of technical qualifica- 
tions for membership of the Association. 

3. That members be entitled and requested to use the abbrevia- 
tion M.Cons.E. when stating their qualifications. 

4. That the Committee be increased to 18, of whom not more 
than 12 shall be London members. 

After the rules had been finally approved by the meeting. the 
earliest opportunity would be taken to submit the memorandum 
and articles of association for the approval of the Board of Trade, 
and to register the Association, after which the final rules and list 
of members would be printed and circulated amongst the members, 
and Government Departments and engineering and public bodies 
would be notified of the formation of the Association. It was felt 
that the Association, as the only body representing consulting 
engineers, would form a useful channel through which the opinions 
of consulting engineers could be ascertained and with which bodies 
representing other engineering interests could usefully confer. 

The meeting approved the alterations and the addition (with 
regard to the use of the abbreviation M. Cons. E.) set out above. 

The CHAIRMAN then moved, and MR. W. R. COOPER seconded, a 
resolution that the memorandum and articles of association and the 
rules as amended and as printed in the document before the meet- 
ing, be received and adopted, which was duly carried. 

Mr. J. Н. BLIZZARD proposed that the members suggested by the 
Committee (Messrs. J. S. Alford, H. P. Boulnois, W. T. Douglass, 
B. Latham, E. L. Mansergh, W. M. Mordey, W. H. Patchell, H. 
Rofe, J. F. C. Snell, E. H. Stevenson, J. Swinburne and G. M. 
Taylor) be the London members of the Committee for this year. 
Mr. A. A. CAMPBELL SWINTON seconded, and the motion was duly 
carried. 

The CHAIRMAN then proposed that the list of country members 
of the Committee be left vacant for the present, on the understand- 
ing that the Committee would fill the list up with the best names 
they could find for the provincial towns, and the motion was duly 
carried, 


Wire Ropes for Lifting Appliances. 
By DANIEL ADAMSON, of Hyde. 


(Abstract of paper read before the INSTITUTION OF MECHANICAL 
ENGINEERS, at Belfast, July, 1912.) 


THE question of the durability of the parts of mechanical structures 
seems to be strangely neglected by all authorities. A designer has 
generally the choice of several formule for calculating the mere 
strength of a given member, but usually he has to depend upon his 
own experience for the correctness of the proportions that will 
ensure for it a reasonable length of life. The durability of wire 
ropes in particular is of great importance to all engineers. 

The wire used for lifting ropes is of crucible steel having a 
tensile strength varying from 80 to 130 tons per eq. in. Although 
ropes made from material having & high tensile strength are of 
smaller diameter for a given load and a given factor of safety, yet 
this is not a great advantage to the crane designer, because the 
stiffer character of the wires makes larger drums desirable, if the 
durability of the rope is to be considered. 

The ratio of the diameter of the individual wires to the diameter 
of the completed rope is an important factor. If the wires are too 
large they are stressed considerably when passing over the pulleys, 
and accordingly the material is quickly fatigued and the wires 
break. Smaller wires, on the other hand, are more quickly worn 
through by rubbing against the pulleys and against their neigh- 
bours in the body of the rope. 

Abrasion is the principal factor limiting the life of wire 
ropes, and taking two ropes of equal etrengtb, of which one has 
four times as many wires as the other, it may reasonably be 
expected that with a pulley- diameter bearing the eame proportion 
to the diameter of the wires, the life of the rope with fine wires 
will be one-quarter of that of the rope of coarser wires wofking 
over a pulley of correspondingly increased diameter. | 

A German investigator (Ernet Heckel) refers to the very great 
surface pressures on the wires at the place of contact with the 
pulley (amounting in his opinion to as much as 12 tons per £q. in.) 
as a vital point in connection with the wear of wire ropes, This 
high pressure, accompanied as must be tbe care by relative move- 
ment even if quite small, readily accounts for the wear which 
takes place on the surface of the wires where they touch the 
pulleys or the other wires in the rope. 

The author has felt for many years past the want of informa- 
tion as to the effect of using pulleys of different diameters ; tle 
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experience of users afforded no reliable guidance, presumably on 
account of the great: difference in the conditions under which 
ropes work in different shops. Inquiries addressed to the users of 
cranes elicited very various replies ; ropes working upun cranes 
of the same general design were found to last for periods of from 
two years to ten years and upwards, and one correspondent 
suggested that 20 years might be expected from ropes on cranes 
(of from 5 to 20 tons capacity) if damage from accidental causes 
could be eliminated. 

The most reliable and consistent information that the author 
has been able to discover is contained in a paper by Mr. A.S. 
Biggart published in 1890. 

The effect of oiling the ropes is shown to be very beneficial, 
increasing the life of a given rope by two or three times. This is 
obviously due to the reduction of the cutting action of the wires 
upon each other. Experiments were also made to ascertain the 
effect on the life of à rope of running it over pulleys so arranged 
that the rope was subjected to reverse stresses, The results 
obtained from this series of experiments showed that generally the 
life of a rope working under such conditions was only one-half as 
long as that of a similar rope bent in one direction only. 

When the first wire breaks, the rope may be assumed to have 
passed through one-half of its life, and as no one knowingly works 
a rope until it breaks entirely, the breakage of even a few wires is 
a sign that а rope should be carefully watched, and replaced by a 
new one at an early opportunity. 

The effect of varying the proportions of diameter of pulley to 
diameter of rope is one of the most important features to be noticed. 
Speaking generally, Mr. Biggart’s experiments show that increasing 
the diameter of the pulleys by an amount equal to two circum- 
ferences of the rope will double the life of the rope. 

Whether two, four, or six falls are adopted, the! diameter of the 
drum and pulleys should remain about the same, if the ropes are 
to have equal durability. 

The ropes make two bends at the lower pulleys to one at the 
drum, and, therefore, if the lower pulleys are made of the same 
diameter as the drum, they will be responsible for two-thirds of the 
wear and tear of the rope. Now it is usually difficult to increase 
the diameter of the working barrel or drum of a crane, but a 
simple means of improving the durability of crane ropes is at the 
disposal of the designer, namely, to increase the diameter of the 
pulleys in the blocks, leaving the drums of the original size. This 
alteration can usually be effected without serious alteration of the 
design, and may even be carried out on existing cranes. 

The result of increasing the diameter of the pulleys by an 
amount equal to two circumferences of the rope, will be that the 
effect of the double bend round the lower pulley is halved, and the 
resultant effect of the three bends will be equal to two only, and 
the relative life of the rope will be increased by 50 per cent. 

Where, as is usually the case, the average height of lift in a shop 
does not reach half the maximum available. then that portion of 
the rope which passes under the lower pulley does not reach the 
upper drum, and accordingly is only subject to the wearing action 
of the two bends at the lower pulley. If, therefore. the effect of 
the bends at the lower pulley is reduced to one-half, by the proposed 
increase in diameter of the pulley, then the actual life of the rope 
will be doubled, instead of only being increased by 50 per cent., as 
was first assumed. 

Where there are more than two falls of rope, the effect of increas- 
ing the diameter of the pulleys by an amount equal to two circum- 
ferences of the rope is also very marked. 

Some Continental makers point out, very rightly, the desirability 
of making the compensating pulleys of reasonable size. The motion 
over such pulleys is apparently considered as negligible by some 
designers (judging by the forms of construction adopted), but this 
point of view overlooks the movement of the rope due to the swing - 
ing of the load, and the repeated bending of the rope at the same 
place over a small radius has an appreciable effect upon the durability 
of the rope. 

Although the deductions laid down here appear too simple to 
need elaboration, a glance at the designs of many modern cranes 
shows that neither the designers nor the purchasers are aware of 
the importance of the principles involved, otherwise we should 
not see modern cranes in this country with reverse bends in the 
ropes, and as many as eight plies of rope to carry the load on cranes 
of only 15 tons capacity, while at the recent Brussels Exhibition 
there were cranes exhibited by well-known Continental makers 
showing the same faults. 

The “ lay " of the strands and the lubrication of the rope when 
in use have each a considerable effect upon durability. “ Lang's 
lay has more than double the life of ropes of ordinary "lay," and 
ropes that are oiled lagt morethan twiceas long as when tbis precau- 
tion is neglected, as already mentioned. The superiority shown by 
" Lang's lay naturally gives rise to the question why it is not 
exclusively used, and the answer the author has obtained from rope 
makers is that such ropes must be very carefully handled to avoid 
" kinks," and also they are found to be more liable to spin.“ 


The Commercial Utilisation of Peat for Power Purposes. 
By H. V. PEGG. 


(Abstract of paper read before the INSTITUTION OF MECHANICAL 
ENGINEERS, at Belfast, July, 1912.) 


IT has always appeared to the author that, in order to hring the 
utilisation of peat to & commercial level, the first consideration 
wonld be the utilisation of the peat as far as possible in the con- 


dition in which it leaves the boglands, without any preliminary and 
expensive machine treatment. 

The author had the opportunity about seven years ago of experi- 
menting with air-dried hand-cut peat, fired into a special form of 
gas-producer. With all gas-producers using bituminous fuel the 
main trouble is to get rid of the tarry by-product. In this instance 
the gas-producer was arranged to work intermittently, there being 
periods of "blowing " during which the fuel in the producer was 
urged to incandescence, and periods of gas-making during which 
the tarry by-products were passed through the incandescent fuel 
where they were split up into gas. The chief difficulty experienced 
with this plant was the high thermal value of the gas generated, 
about 330 B.TH.U. Owing to the high and varying percentage of 
hydrogen in the gas, it proved unsuitable for use in the works gas- 
engine; and although the plant was running more or less con- 
tinuously for 10 days driving the whole works, very considerable 
trouble was experienced, not only in the engine, but also in the 
plant, owing to the varying moisture content of the peat, the pro- 
ducer plant being decidedly sensitive in regard to this latter point. 

From the experience then gained it &ppeared evident that it 
would be wiser to extract the tar from the gas, rather than to try 
to utilise the same by converting it into gas, and further that the 
producer must be comparatively non-sensitive to the amount of 
moisture in the peat fuel. Sometwo years ago the author discussed 
the question of the utilisation of air-dried peat fuel with Mr. 
Hamilton Robb, of Portadown, who, having large supplies of such 
fuel convenient to his factory at Portadown, was strongly of opinion 
that it should be possible to utilise such fuel in order to generate 
the power required in the factory. As the result of various tests 
run with an experimental plant at the works of Messrs. Crossley 
Brothers, Openshaw, a special plant was eventually manufactured 
by them under their designs and patents and to the author's speci- 
fication. This plant has been running since last September. 

Last October it was subjected to a test run of six hours’ duration 
with a load of 250 B. H.P., the peat consumption per B.H.P.-hour 
averaging 2°55 lb., the peat fuel containing 18°98 per cent. of 
water; this was with both producers running, although the load 
was considerably below the total capacity of the plant. When 
necessary it has been found that the above load can be safely 
carried with either producer working singly, and the plant has run 
under these conditions for several days. 

The percentage of moisture in the fuel during the above test was 
unusually low, owing to the unusually dry summer of 1911. 
During November and especially December last the fuel fed to the 
plant was extremely wet, as the rainfall in those months was very 
heavy and the fuel supply was and is entirely exposed to the 
weather. The plant, however, worked juet as well with sodden 
peatas it did with the drier peat, the only difference being the 
amount of fuel consumed. The amount of water in this “sodden 
peat" varied considerably from day to day; as nearas could be 
estimated, it was at least 70 per cent. 

The separation of the tar from the gas was the chief difficulty 
to be overcome ; it was found far better to rely on an ample water- 
spray through which the gas passed than any form of coke- 
scrubber, as the coke rapidly became clogged with tar. The main 
portion of the tar was thrown out into a tar sump by a centri- 
fugal tar extractor; but unless the gases were subjected to a 
thorough washing and cooling by the water-spray sbove referred 
to, it was found that a certain proportion of tar got past the 
extractor, collected in the gas mains and finally found ita way into 
the gas engines. It was а matter of experiment as to the precise 
amount of water sprayed into the cooler which was necessary in 
order to ensure that the tar vapour should be sufficiently condensed 
before reaching the centrifugal extractor, so as to enable the 
extractor to effect the needful separation. As now arranged, 
the proportion of tar in the gas after paesing the extractor is 
small, and the engine valves do not want cleaning out more than 
once a week, 

When first started, the plant generally, and especially the pro- 
ducers, required a thorough cleaning once a week ; at the present 
date the plant can be run if necessary for three weeks without 
cleaning, though the weekly cleaning generally takes place as a 
matter of policy. This result has been obtained owing to the 
increased amount of washing water used, which now amounts to 
about 7 gallons per B.H.P. per hour. The proportion of tar 
recovered is about 5 per cent. of the weight of fuel congumed, 
and during the initial stages of the running of the plant a cer- 
tain amount of this tar was sold to tar-felt manufacturers at a 
price of 358. per ton, but sales in this direction ceased owing to 
an, at present, ineradicable pyroligneous odour which persistently 
clings, not only to the tar iteelf, but to all the various oils distilled 

therefrom. 

Experiments have also been made with the tar in oil-burning 
boilers, but owing to the very high percentage of water in the tar 
—up to 50 per cent. —and tbe large quantity of solid matter also 
present, a very large amount of preliminary treatment is n А 
At the present time the whole factory at Portadown is run entirely 
on peat fuel, the consumption being about 44 tons per week, of 
which the producer plant takes about 22 tons. The nature of the 
peat varies considerably ; with good black heavy peat the weekly 
consumption for all purposes drops as low as 35 tons; and with 
light top peat from the surface of the boglands the consumption 
rises to 54 tons. The barges bring a load of 35 tons witb heavy 
peat and 24 tons light peat. The peat is unloaded from the barges 
and conveyed to the producer platform and boiler house by a 
transporter. Clinker troubles are not often experienced, and only 
when burning the inferior grade of peat, the presence of sand in 
the fuel causing the trouble. 

The author is indebted to Mr. W. A. Mullen, manager at the 
factory of Messrs. Hamilton Robb, Ltd., for the following figures 
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in regard to the cost of fuel, these figures being given on the 
12th of June last :— 


Cost of Running Factory on Coal per week :— 


84 tons of anthracite at 35s. ... . £14 17 6 
19 tons of steam coal at 178. ... 16 3 0 
£31 0 6 

Cost uf Running Factory on Peat per week :— 
Say up to 50 tons of peat at 66. £15 0 0 
Weekly saving . . 216 0 6 


Allow ing for 158. for extra labour, the net weekly saving figures 
out at £15 58. 6d. 
ANALYSIS OF SAMPLE OF PEAT. 
(Heceired on September 14th from Mr. Hamilton Robb, Portadown.) 
PROXIMATE ANALYSIS, ULTIMATE ANALYSIS, 


Per cent. Per cent. 
Water ees „ 18°98 Carbon ses . . 4460 
: А Hydrogen Ж . 5°42 
Volatile matter ... 5517 Nitrogen... es . . 0'97 
Fixed carbon. 24°75 Ah "e *. 110 
Ash И "S .. 110 Moisture n *. 18:98 
Oxygen (by difference)... .28'93 
100°00 100°00 
ANALYSIS OF AVERAGE SAMPLE OF Gas DURING A 10-Houns' 
| TRIAL. | 
Moisture in Fuel 26 per cent. 
CO, еза eee ess ecc eve eee 10°6 
CO ©: 26 ея Ves се ves 21˙0 
H; Vis 988 des T m v 13:0 
CH,  ... ke es eve ә €" 37 
Total combustible... - wee Sas 9877 per cent. 
Calorific value (calculated from analysis)... 1440 B. H. vu. 


THE PARKS ELECTRO-CYANIDE PROCESS." 
By JOHN R. PARKS, 


HERETOFORE, practically all successful metallurgical processes in 
which cyanide salts have been used to extract gold and silver from 
their ores have contemplated : | 

1. Removal of coarse particles of the precious metals by amal- 
gamation in a separate device before the ore is submitted to 
cyanide attack. 

2, Presentation of the more or less finely crushed ore to chemical 
attack by an aqueous solution of cyanide salt, to which is added an 
alkali to neutralise acid radicals of the ore, to save cyanide salt ; 
this solution must also contain oxygen, either the normal amount 
that water will dissolve from the atmosphere, or a super-abundant 
amount added by aero-agitating devices. 

3. Separation in a clear state, by settling and filtering devices, of 
the aqueous solution containing gold and silver cyanides, unused 
cyanide salt, and complex impurities, cyanates, sulphocyanates, &o., 
of the base metals. - | 

4. Continued and perfect compact of the cyanide solution with the 
shavings or dust of an inexpensive base metal which’ precipitates 
part or all of the precious metals. 

5. Separation of the precipitated precious metals from the re- 
maining base metal, washing, collecting, drying and compressing 
че ed divided precious metals for melting and casting into 
bullion. . 

The object of the Parks electro-cyanide process is to apply 
economically all of the chemicaland physical forces necessary to 
extract and collect the precious metals, applying them at their 
highest potency, and simultaneously. This necessitates economy in 
chemicals, their almost instant presentation under their best 
operating conditions to every particle of precious metal in the ore, 
and for only such length of time as is required for & thorough 
chemical interchange. That this has been accomplished will be 
shown by quoting results of its application to simple and to 
refractory ores ; all of these ores, in their raw state, were made to 
yield their precious metals rapidly in the form of amalgam, ina 
single operation, in a single machine, eliminating all filtering and 
precipitating devices. 


PARKS ELECTRO-CYANIDE PAN. 


The Parks electro-cyanide pan consists of a wooden tub, 15 ft. 
díameter and 30 in, deep, through the centre of which projects 
a small conical casting for the passage of the working shafts. 
Practically the entire bottom of the pan is covered by an amalga- 
mated copper plate, to which quicksilver is automatically added 
during operation, in proportion to the amount of precious metal in 
the ore being treated. About 9 in. above the copper, or cathode, 
plate, a cast-iron anode plate equal in area to the copper plate is 

ically suspended. The cast-iron plate is divided into two 
annular rings, the outer one containing 60, and the inner one 
40 per cent. of the anode area. 


* School of Mines Quarterly, Columbia University, July, 1912. 


These annular anodes are revolved in the same direction, and 
independently, by means of pulleys, gears, and a solid and a hollow 
shaft, so that any midway point of the inner ring travels practi- 
cally the same number of feet per minute as any midway point 
of the outer ring. On the lower side of each of the anode rings, 
wooden paddles 7 in. deep are fastened radially, about 5 ft. apart, 
the bottom of the paddles being 2 in. above the copper plate. ; 

The compound rotary motions of the anode rings and their 
paddles give to the pulp confined between them and the cathode 
plate & very uniform spiral motion outward, keeping the ore in & 
perfect state of suspension, and at a little higher speed than pulp 
travela down a stamp-battery plate. By the centrifugal force of 
the paddles, the pulp on reaching the staves of the pan is forced 
up between them and the outer edge of the outer anode toa 
height of about 16 in. above the anode, retaining the rotary motion 
imparted by the paddles and now endeavouring, by gravity, to seek 
the lower level at the centre of the pan; the resultant motion is 
a downward and inward spiral until the ore passes over the inner 
edge of the inner anode, near the centre cone, when it again meets 
the paddles and starts to repeat ita cycle of travel. 

At the periphery of the pan, and on a level with the cathode 
plate, 20 jets of compressed air are admitted through needle valves 
set at regular intervals around the pan. The air pressure—about 
123 lb. per sq. in.—is sufficient to overcome the centrifugal force of 


THE PARKS ELECTBO-CYANIDE PAN, 


the pulp against the valve exits and to keep them clear. The 
amount of air is calculated from the oxygen demanded by Elsner's 
formula for dissolving the precious metals by cyanide salt, with 
an allowance for unavoidable waste in mixing. The air, on leav- 
ing the valves, travels against the outward spiral motion of the pulp 
between the anode and cathode plates, and nearly all the excess 
makes its appearance as a slight effervescence around the centre 
cone, being thoroughly incorporated with the pulp; comparatively 
little escapes by rising to the surface without passing between the 
plates. At 100 lb. pressure, 14 ft. of air per minute is an ample 
supply for the pan during treatment. . 

The writer, during the past eight years, has experimented with 
iodine, bromine and many other chemicals, seeking economy and 
efficiency, and has found nothing so effective and economical as 
commercial potassium or sodium cyanide, or the commercial double 
salt, together with common lime and common salt, aided by the 
sodium amalgam and caustic soda generated by the process. 

The electrical factor of the process, which consumes from 75 to 
80 per cent. of all the physical power n to operate it, and 
accounts for the speed, efficiency and economy of this as compared 
with other processes, is worthy of considerable attention. e 

From a 10 to 12-volt, 400-ampere, D.C. generator, the positive 
wire, after leaving the switch and indicator board, is led to the 
mecbanical portion of the pan in four branches, each of which 
terminates in a suitable brush; two play against a copper col- 
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lecting ring on the solid'shaft which drives the outer annulus of 
the anode, and two against a similar ring on the hollow shaft 
which drives the inner annulus of the anode. By this meane, the 
electric current passes up the vertical driving shafts, insulated 
from the cone through which they pass, and proceeds down the 
driying arms and supporting rods to the anode annuli, where it 
is uniformly distributed. | 

The negative wire from the electric generator, after passing 
through the switch and indicator board, aleo terminates in four 
branches, each of which connects with a copper tail piece pro- 
jecting through the pan, each tail being a portion of one of the 
four segments of the copper plate forming the cathode. Owing 
to the insulation of the machine, all the electric current must pass 
from anode to cathode through the pulp. Ш 

In treating a charge consisting of 74 tons of ore (dry weight) 
with an equal weight of water, and containing its quota of lime 
previously added during the crushing of the ore, such an amount 
of strong cyanide solution is added as to equal 1 lb. of cyanide salt 
per ton of ore in the pan. The correct weight of cyanide per ton 
of ore may be previously determined by titrating filtered samples 
from the pan charge during a test run for cyanide consumption. 
After addition of the cyanide, finely crushed common salt is added 
until the ammeter registers 300 to 500 amperes, at 9 5 to 10 volte, 
as determined by atest run. The pan is then put in motion, the 
air is turned on, and the quicksilver is put into its distributor. 

Many complex chemical compounds are formed. some of which 
are decomposed, in a manner which baffles the skill of the electro- 
chemist to explain, but among the established effectsiof the electric 
current the following may be stated: | 

The salt is decomposed by the electric current and metallic 
sodium is constantly precipitated on the mercury-coated copper 
plate, forming sodium ama'gam; the sodium is converted into 
caustic soda, by its reaction with water, which, uniting with acid 
radicals in the ore, protects the cyanide from compounds from 
which the lime does not so readily protect it, thus saving a much 
larger portion of cyanide salt than can be saved without the 
current. Chlorine is aleo generated, but rarely indicates its 
oo probably being united with basic radicals of the complex 
charge. 

These several ions travel very slowly in quiet solutions. but in 
this mechanical device the pulp travels an average of seven 
miles over the copper plate in a 2}-hour treatment, presenting 
the cathions rapidly for discharge and deposition. This is 
analogous to the method by which copper is precipitated on a 
platinum dich, in modern electro-analysis for copper, by a revolv- 
ing anode in a small fraction of the time required for precipitation 
in quiet solutions. 

The cyanide anion probably seizes a potash or soda radical and 
is reconverted into nascent cyanide salt, unless a particle of precious 
metal, for which it bas a greater affinity, presents itself first. 
However, there can be no question as to the so-called restoration of 
cyanide, for the writer has frequently found much more free 
cyanide of potash or soda in а sample!of solution taken a balf-hour 
or an hour after a previous sample. 

Thevretically no mercury can be lost by scouring or flouring in 
the charge, as any subdivided particle of this metal too small to 


seek the cathode by gravity is sufficiently small to yield to electro- ' 


cyanide solution, whereby it is electro-chemically precipitated back 
on the plate. Practically, a small amount is lost, for in a 2,500.ton 
run on Ruth ore a loss of about 5 1b. was reported. 

On samples containing 08576 oz. of gold per ton, the writer has 
reduced the average tailing sample to 0 0075 oz. per ton, showing 
an extraction of 99'1 per cent. by six hours’ treatment in the electric 
pan, using 1 Ib. KCN per ton of ore; the same ore, reduced to the 
same fineness, yielded but 92 per cent. to solution in 48 hours’ treat- 
ment in Pachuca tank (generally recognised as one of the best aero- 
agitating devices) using three tons of solution containing 3 lb. 
KCN per ton, or 9 1b. of cyanide salt per ton of ore. 

Many of our western precious-metal ores from oxidised zones are 
contaminated by carbonate: of lead, zinc and copper, which preclud- 
economio treatment by the ordinary cyanide methoda, owing to the 
difficulty in precipitating the precious metals in the presence of 
the cyanides of the base metals, aside from the excessive consump- 
tion of cyanide ealt. The electric current, however, precipitates the 
base metals as well as the precious metals, on the amalgamated 
plate. The writer has produced, by the electric pan, bars of 
bullion worth $1,200 or $1,400 which averaged but 512 fine in 
precious metals, the other 50. per cent. of the bars being lead, zinc 
and copper, alloyed with the precious metals. The refining charges 
on such bullion are low. | 

Ав precipitation- of precious metals takes place more rapidly 
from strong than from weak solution, in treating certain ores 
economy can be introduced by discharging the pan at a fized value 
of unprecipitated precious metals in solution (50 c. to $1 per ton). 
After passing the charge through a revolving settler used as a precau- 
tionary amalgam trap, it may then be sent through a Dorr thickener, 
whereby 50 per cent. of the solution from a 1 : 1 charge, and 80 per 
cent. of that from a 13 : 1 charge, can be returned clear for original 
charges ; this not only saves time and increases the daily capacity 
of the' plant, but secures a higher percentage of recovery of the 
precious metals, while preventing undue waste of common ealt and 
unused cyanide. 

The total horae-power required for a single pan is 0°6 Н.Р. for 
mechanical agitation ; 1 to 1˙5 h. p. for compressed air; and 4'5 to 
6 П.Р, for electric current. | | 

The capacity of the pan depends on the amount and character 
of gangue in the ore and on the nature of its precious metal 
minerals. The proportion of gangue determines whether one ton 
of ore may be treated with 1 ton or will require 1} tons of water ; 
none but the very clayey types require 1 : 14 charge. 


A single pan charge of the 1:1 class is 7°5 tons of ore, dry 
weight, and of 1 : 1} ore, is 6 tons; the time required for treatment 
varies from 1 to 12 hours, generally being 24 to 4 hours ; hence the 
capacity of the pan, allowing for charging and discharging, varies 
between limite of 15 and 90 tons per diem, but on the average run 
or ores it varies from 36 to 60 tons per diem. 

The large capacity of the pan, the small tonnage of ore under 
treatment in the mill at one time, and the small! amount of 
machinery and apparatus required, reduce the total cost of installing 
mills using this process to 30 to 60 per cent. of the amount 
necessary to install any other process of equal daily capacity. 

A few examples will show the efficiency of the process. 

Ruth Gold Mining Co.’s mill, Kingman, Arizona.—Daily capacity 
50 tons. Quartz ore with large amount of manganese minerals ; 
little free gold. Values occur in sulphide minerals; ratio 
of gold to silver 1 to 12. Test in 40-in. testing plant. Pan charge, 
215 Ib.: 1 1b. KCN per ton of ore, six hours’ treatment; 200-mesh 
pulp. Results: Precipitated as amalgam, gold 9676 per cent.: 
silver, 87 7 per cent.: monetary values, 95'6 per cent. Shortly after 
the mill was turned over to the Ruth Co., three pans being used, 
each with 74-ton charges, the mill foreman’s samples and his 
assayers results showed as follows:—Precipitated as amalgam, 
gold 96°66 per cent.; silver, 87°77 per cent.; monetary values, 
95°09 per cent.; 1 Ib. KCN per ton of ore, six hours’ treatment ; 
value of ore, $18 per ton. | 

Maginnis Mill, Maiden, Montans.—One pan; 74-ton charge; 
30-mesh pulp. Oxidised ores containing 0°33 to 0°50 oz. gold and 
from 1'5 to 4 oz. of silver per ton, contaminated with carbonates of 
lead, zinc and copper. One pound KCN per ton; 21 hourg’ treat- 
ment. Precipitated as amalgam, 86 to 92 per cent. gold, 62 to 72 
per cent. silver. The low silver contents of this ore prohibited the 
economic use of cyanide salt in stronger solutions, in order to secure 
higher extraction from its silver minerals. 

Gold ores from Kendal, Fergus County, Montana.—Decom posed, 
porous limestone, impregnated with gold; an ideal cyanide ore. 
Test of 225 1b. in testing pan; 12-mesh; 1 1b. KCN per ton; 
after one hour, 905 per cent. of gold as amalgam ; after 24 hours, 
97 per cent. of gold contenta of the ore reduced to amalgam. Ore 
valued at $8 per ton in gold. 

Orient, Washington.— Auriferous, fine crystals of pyrite in 
andesite; no free gold. Average value, 1 03 oz., $21 29 per ton. 
Four hours’ treatment on 230 lb. lots; 441b. NaCN ; pulp 120-mesh. 
95°35 per cent. of gold contents saved as amalgam. 

Whitman Mine, Pearl, Idaho.—Ore contained arsenical pyrites, 
25 to 27 per cent.; pyrite 40 per cent.; gangue 35 to 37 per cent. 
Six hours’ treatment with 4 Ib. KCN ; 120-mesh. Gold, 13385 oz. 
per ton, worth $27:67 ; saved in form of amalgam, 85:8 per cent. 

Metates Mine, Sinaloa, Mexico.— Ore contained 6 per cent. pyrrho- 
tite, with galena and antimonial sulphide minerals, in quartz 
gangue. Twelve hours’ treatment; 230 1b., 120-mesh ; 12 lb. KCN 
used ; 7'7 Ib. consumed. Gold, 0:626 oz. ; silver, 63:015 oz.: value, 
$4443 per ton, Extracted in form of amalgam, 99 per cent. gold, 
91:1 per cent. silver. 

All of the results cited above were obtained by direct pan 
treatment, without returning any solution once passed through the 


pan. К 


PARLIAMENTARY. 


Falkirk Electric Lighting Order, 


THE inquiry into the Provisional Oger promoted by Falkirk Town 
Council for the extension of the burgh boundaries was concluded 
last Friday, when SIR JOHN DEWAR, the chairman of the Com- 
mission, intimated refusal of the Order.—Mr. C. M. Aitchison 
(advocate) represented the Falkirk and District Tramway Co., while 
Mr. James Keith (advocate) was counsel for the Scottish Central 
Electrical Power Co.—Mr. C. D. Murray, K.C., addressing the Com- 
missioners on behalf of the objectors, said there had been no change 
in circumstances since the burgh's last application for powers to 
extend. The only pretence of change was that Mr. Balfour had pro- 
moted his Electric Lighting Order for the districts which the town 
now wanted to annex. The apprebension that the gas undertaking 
of Falkirk would suffer by electrical competition was an absolute 
bogey.—Mr. Balfour Browne, K. C., replying on behalf of the pro- 
moters, said the Balfour Order was one reason for the burgh being 
before the present Commission with an extension scheme. If Mr. 
Balfour had got his Order before they promoted their extension 
scheme that scheme would have been blocked, and it would have 
been said that they had not been supplying electricity. That was 
one of the reasons why the Town Council did not oppose Mr. 
Balfours Order. The whole question had been one of tactics.— 
Mr. James Learmouth, county clerk, in the course of his evidence, 
spoke of the attitude of the County Council with regard to Mr. 
Balfour's Electric Lighting Order. Mr. Balfour agreed to supply 
the County Council with electric light on reasonable terms, and 
the County Council made that a condition for not opposing the Order. 
The Town Council were very anxious that the County Council 
should oppose the order, and they had a conference with the Town 
Council on the subject. The proposal was made at that conference 
that if the Town Council promoted an Electric Lighting Order the 
County Council should take their electricity in bulk froi the 
Corporation. Witnees pointed out that he did not see what differ- 
ence the electric lighting was to make to the Corporation gas 
undertaking if the electricity was taken from the Council or Mr. 
Balfour in bulk. If the Council had promoted an order to supply 
electricity to the districts the rates would be fixed by Parliament. 
At the conference Treasurer Wallace said he would be satisfied if the 
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County Council promoted an Eleotric Lighting Order of their own. 
That was said without any question as to their taking any supply 
from the burgh. It was afterwards that it became a sine qua non 
that the clectricity should be taken from the burgh. Then tho 
burgh had extension so little at heart that the Town Council said 
that if the County Council promoted an Electric Lighting Order, 
the Town Council would indefinitely postpone another Burgh 
Extension Order, The inquiry lasted over 1! days. 


Royal Assent. — Among the Acts to which the Royal 
Assent has just been given are the following :— 


Electric Lighting Orders Confirmation Acts, Nos. 1, 2 and 3. 

Bradford Corporation Trolley Vehicles Order Confirmation Act, 1912. 

'Tramways Orders Confirmation Act, 1912. 

Clyde Valley Electrical Power Order Confirmation Act, 1912. 

North reb South Bank, Normanby and Grangetown Railless Traction 
Act, 1912. 

Bognor Gas Light and Coke Oo. (Electricity) Act, 1919. 

Metropolitan District Railway Act, 1912. 

London United Tramways Act, 1912. 

Preston, Chorley and Horwich Tramways Act, 1912. 

London Electric Railway Act, 1912. 
ware and Hampstead Railway Act, 1919. 

Ericht Water and Electric Power Act, 1919. 

Lanark County Tramways Act, 1912. 

National Electric Construction Co., Ltd., Act, 1919. 

Midland Railway (L. T. & B.R. purchase) Act, 1912. 

Metropolitan Railway Act, 1912. 

L.C.C. Tramways and Improvements Act, 1912. 


/—— 
AUSTRALIAN TRADE. 


THE directions which were recently issued to the Victorian Railway 
Commissioners for the future, and to which reference is made in our 
leading columns this week, include the following :— 

“Taking into consideration the quality, time of delivery, and 
prioe of the goods, orders are to be given to British manufacturers 
as against foreign tenderers, Wherever the Commissioners recom- 
mend an order for & oontract to be entered into with & foreign 
tenderer, they must; under the conditions of the Act, for the future, 
explicitly state their reasons in a memorandum to the Minister, 
who will then decide, in view of all the circumstances presented 


“ Other matters came up in connection with the inquiry. One 
is that although certain regular contracts are entered into by the 
Commissioners with Australian and oversea contractors, there are 
some considerable quantities of materials purchased, apparently 
for emergency work; and although invitations to quote for these 
materials are publioly advertised, in accordance with the Railway 
Act, we feel that quite a number of lines purchased in this way 
should be included in the biennial and periodical contracts. We 
propose to give directions, therefore. во that the goods purchased 
on quotation in this way shall be reduced to the minimum. 

" Questions arise as to the encouragement that should be given to 
competitive tendering. It has been alleged, and the Government is 
satisfied that it ie true, that the time allowed to distant tenderers 
to consider the specifications and requirements of the department is 
not sufficient to elicit the widest competition. We propose, there- 
fore, to recommend that more time be in future given to tirms who 
have not all the data at hand in Australia, so that they shall have 
time to send particulars home by the mail, and send their offers out 
by the mail. 

" Some of the tenders—and they are from reputable business 
houses in England—have been rejected for tires, wheel centres, 
axles and blooms, because the chief mechanical engineer, studying 
the matter from the standpoint of public safety, said that the goods 
were not sufBeiently known to him to warrant their acceptance at 
the price, although, in 80me cases, the prices were lower than those 
of the accepted tenders. We found that many of these firms have 
been for many years supplying most of the other Australian States 
in these particular lines, and that the specifieations for their goods 
complied with the requirements of the British Board of Trade. We 
decided that offers from firms of this character in future shall not 
be rejected on the ground of the goods not being known, but that 
where their business has been so wide-spread with British and 
Australia railway companies and States, if their prices do not justify 
acceptance of all their tenders, trial orders should be given to them 
to test the durability of their goods. 

“It is the practice of the Victorian Railway Department, 
apparently alone amongst all the States of Australia, to insist on 
applying teste, chiefly at Newyort, to goods ordered, particularly 
rolling This, we find, has & tendeucy to be objected to by 
many British manufacturers and within a limited area there is 
objection amongst tenderers. We consider that, for the future, the 
place of the teste should be at the point of manufacture, and that a 

specially qualified engineering officer should be appointed to take 
charge of this work. No officer should be kept at it for more than 
about 12 or 18 months. We believe that, if such men as these are 
sent abroad, as was done in connection with the engines recently 
imported from the Baldwin works, and Beyer, Peacock & Co., they 


wil secure a wider experience, which, when they return to 
Victoria, will be of great use to the construction branches of the 


railwaye. 

“There have: been a great number of cases revealed in the inquiry 
of a tender being accepted by the Railway Department which was 
not the lowest. This applies to all kinds of goods, British, foreign 
and Australian, and it to the Government that, unless there 
are good and sufficient reasons that could be suggested for this by the 
reommending officer, and endorsed by.the Commissioners, for the 
axeptance of the higher tender, the lowest tender should, in the 
man course of business, be accepted.” 


- 


LEGAL. — 


ATTORNEY-GENERAL v. THE LONDON ELECTRIC Rai1LWAY Co. 
THE Attorney-General, at the relation of the Gordon Hotels, 
moved before the vacation jadge (Mr. Justice Bankes) on Thursday, 
August 8th, for an interim injunction to restrain the defendant 
company from pumping in alleged breach of their Act of 
Parliament. | | | 

At the outset MB. BRAMWELL Davis, who represented the rail- 
way company, asked for an adjournment to answer the plaintiffe' 
evidence. The matter, he said, was one of great importance to his 
cliente, and they only had the plaintiffs affidavits on Tuesday. He 
asked that the motion might stand over for a fortnight. 

Mr. FELIX CASSEL, who appeared for the Attorney-General, said 
he had no objection if the defendants would undertake to do no 
more pumping in the meantime. 

Mx. BRAMWELL DAVIS said he could not do that. | 

His LogDsHiP asked whether the defendants’ Aot of Parliament 
did not prevent pumping. 

MR. BRAMWELL Davis said they commenced pumping in 
December last, and had been going on ever since. The plaintiffs 
knew of the pumping last March. 

MR. CASSEL pointed out that that would not affect the 
Attorney-General. | 

Mr. BRAMWELL Davis said the pumping could not do the 
relators any harm, and his contention would be that this was not 
vacation business, When he came to argue on the construction of 
the Act of Parliament, he should submit that the defendants were 
not doing anything in breach of the Act. 

Mr. CASSEL said that the Act of Parliament expressly pro- 
hibited pumping. The plaintiffs first knew what was going on 
in March, and they at once communicated with the defendante. 
Not being satisfied, they sank a shaft on their own land, and on 
June 17th discovered that the water had fallen 3 ft. 

MR. BRAMWELL Davis said that as they knew what was 
happening so long ago as June 17th, he shonld submit that this was 
not vacation business, but if his Lordship thought the motion ought 
to come on in the vacation, he must ask for time to angwer the 
evidence. The importance of it was that if this pumping was 
stopped serious consequences might arise with regard to the whole 
of the electric railway system. This pumping was at present 
taking place in close vicinity to some new works of the District 
Railway. The works were, in fact, a transformer station, which, 
if stopped by flood, would affect three railways, as the electricity 
was taken from the transformer station for a portion of each of 
them. If the station were flooded the three railways must be 
stopped. 

His LORDSHIP thought that if this had been going on since 
December last a fortnight’s adjournment could not hurt the 
plaintiffs. 

Мв. CASSEL said things had been getting worse and worse. 
The plaintiffs, it was true, first found it outin March, but they were 
given assurances by the defendants’ engineers, which appeared to 
be satisfactory. Since then the plaintiffs had taken steps by 
digging a hole on their own premises to ascertain exactly what 
was happening, and had discovered that a point had been 
reached when any further abstraction whatever would be a very 
serious thing to the Hotel Metropole and other buildings in 
Northumberland Avenue. | 

His LORDSHIP thought the defendants must have an opportunity 
of answering the evidence. <3 

Mr. CASSEL asked that the adjournment should be for a week 
only. | 

Mr. BRAMWELL Davis said they wanted to place before the 
Court the best expert evidence that could be obtained, and it was 
difficult to procure at this time of year. E. 

His LoRpsHIP directed the motion to stand over for a fortnight. 

Мв. CASSEL asked that the defendants’ evidence should be filed 
by next Monday week, so that the motion might be effective the 
following Thursday, and, further, that the defendants should under- 
take not to increase their pumping in the meantime. i 

M5. BRAMWELL Davis said they did not propose to increase the 
pumping, and would not, unless something unforeseen occurred. 
They would do their best to have their evidence ready by next 
Monday week. 

On that understanding his Lordship directed the motion to stand 
over until August 221d. | 


i 


Torquay Electric Supply.— At a meeting of the T. C., 
the clectrical engineer (Mr. C. W. Salt) reported that, in consequence 
of the increasing demand for current, more plant would shortiy be 
required, and he recommended the installation of a 1,000-k w. turbo- 
alternator, at an estimated cost of £6,500, in the winter of 1913-14. 
The Committee recommended that the Council invite tenders for 
this plant, and that £3,000 be taken oyt of revenue towards the 
cost. Mr. W. Langton said that if this plant were obtained it would 
not be necessary to remove the station to another site for many 
years. The alternating current supply had increased by something 
like 60 per cent. Mr. J. Glanfield thought the consumers should be 
considered in this matter. They were entitled to a price reduction. 
Mr. Е. T. Blackler seid that as a matter of facta reduction was 
peobable shortly. The report was adopted, 
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BUSINESS NOTES. 


Bankruptcy Proceedings. —TuoĮmas PARKER, 66, 
Friar Stile Road, Richmond, late 44, Mortlake Road, Kew Gardens, 
Surrey, engineer.—The receiving order herein was made on a 
creditor's petition, and according to the accounts filed the liabilities 
amount to £530, to meet which there are no assets. It appears 
that the debtor was articled to a firm of engineers, and stayed 
with them until 1890. He then travelled abroad for them until 
1897, and also acted as a general consulting engineer on his own 
account. In that year he returned to this country and formed the 
Electric Street Car Syndicate, Ltd., of which he became managing 
director, at a yearly salary of £350. The business did not prove 
successful, and at the end of 1899 it was sold, and the debtor 
became chief engineer to & limited company in Cheshire, at £350 
per annum and a bonus which averaged £100 a year. In 1902 he 
left them and opened offices at Darlington Street, Wolverhampton, 
and at Colmore Row, Birmingham, where he traded as a consult- 
ing engineer until 1901. He then came to London to act as engi- 
neer to a motor company, with a salary and 5 per cent. on the net 
profits, amounting to about £100 a year. In June, 1905, he left 
their employ and opened offices at 217, Piccadilly, trading on his 
own account as a consulting engineer. Subsequently he removed 
to Holborn, where he acted as chairman of & company and carried 
on his own business. He was also chairman of another limited 
company in connection with motor-cars, which did not prove suc- 
cessful. The debtor invented and patented an electrically-wound 
regulator clock, for three of which he obtained orders at £75 
each. These clocks, however, were not satisfactory. one was sold 
and the other two are in his wife's possession. He incurred law 
costs and expenses to the extent of £1,000, of which £600 could 
only be recovered in connection with the manufacture cf these 
clocks. He also invented and patented a carburettor and a new 
steering gear, for which his wife provided the money. In order to 
exploit the patents he entered into partnership with two others, 
and traded at 18, Berkeley Street, Piccadilly. A partner was intro- 
duced in October, 1910, and put in a capital of £3,000 and paid a 
premium of £750 to the then partners. He had to sue for his 
share of the premium and he recovered £250, which was paid to 
his wife, to whom he had previously assigned his interest therein 
and all his other assets. A private company was formed to work 
.his inventions, his shares bein; allotted to his wife. A resolution 
for voluntary liquidation was passed in March of last year, and an 
injunction was obtained against him restraining him from going 
on thecompany's premises. In July, 1911, he and his wife sur- 
rendered all their shares in the company in consideration of their 
being released from the company's costs against him in respect of 
an abortive attempt by himself and his wife to cbtain a com- 
pulsory winding-up order, and on his giving a promissory note for 
£50 at six months, This promissory note, however, he failed to 
meet, and it came into the possession of another, who obtained 
judgment against him and filed the petition. The failure is 
ascribed to losses in business ventures with others, and the law 
costs of proceedings arising therefrom. No books of account 
appear to have been kept. The following are creditors :— 


Banks, G. .. £218 Burrell & Payne .. T .. £13 
Parker, C, H. T А . 100 Edwards, Evans & Co. .. .. 85 
Wall, N. C... T ec. 8 


HENRY HALLIFELD OXLEY (otherwise known as Oliver Huxley), 
consulting engineer, 22, Uxbridge Road, Hanwell, Middlesex.—The 
adjourned first meeting of the creditors of the above was held on 
Monday, August 12th, at the offices of the Official Receiver, 14, 
Bedford Row, W.C., Mr. F. T. Garton, Assistant Official Receiver, 
presiding. The statement of affairs showed unsecured liabilities 
amounting to £1,423, and assets estimated to produce 
£116 10s. The Official Receiver having again dealt with the 
proofs, said that the meeting had been adjourned at the debtor's 
request. to enable him to bring in a scheme of composition, but no 
such scheme had been lodged. The debtor's solicitors said it was 
still his intention to propose to the creditors a composition of 7s. 6d. 
in the £, and he had every reason to hope that the necessary funds 
would be forthcoming from the debtors friends if the meeting 
were further adjourned. He suggested a month's adjournment, as 
it was exceedingly difficult at this time of the year to get into 
communication with people and complete details. A creditor: As 


far as the debtor is concerned, we have had experience of some of 


his promises. They have not always been falfilled. If someone 
could show that he had been in communication with the debtor's 
friends on the matter, and the subject was being entertained, it 
might be different. The solicitor said it was only on the previous 
day that negotiations with the family had broken down. Up toa 
few days ago there was every reason to suppose they would have 
assisted. Debtor: I may say these negotiations may stil go 
through—it is simply a matter of using some persuasion. After 
some discussion, the Official Receiver said it was a matter for the 
creditora. So far as the assets in the statement of affairs were con- 
cerned, there was nothing to be jeopardised by delay, but his 
experience was that even in the most hopeless cases debtors were 
in the habit of urging adjournments in some vain hope of some- 
thing turning up. The solicitor said the debtor's friends would 
still help him; in fact, they blamed him for not going to them 
before the receiving order was made, Creditors complained of the 
probability of being brought to another meeting unnecessarily, but 
the Official Receiver pointed out that if there was a proposal to be 
lodged, it must be done so that the creditors could have it before 
them prior to the next meeting. If there was no proposal, it would 
not be necessary for them to attend, but simply to send a proxy in 
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favour of adjudication. He did not think it would be а case for 
adjournment after this. It would be no use blaming the time of 
the year—that was no reason for these adjournments. Eventually 
the creditors agreed to give the debtor an opportunity of bringing 
in his scheme, and the meeting was, therefore, adjourned, the 
debtor's solicitor undertaking to pay the coste of calling the further 
meeting. | 

ANDREW GEORGE ADAMSON, electrical engineer, Acton, and late 
of Christopher Street and other addresses in London.—A third 
dividend of 72d. in the E is now payable at the Official Receivers 
office, 14, Bedford Row, W.C. К 

T. M. Mackay, 15, Beresford Terrace, Ayr, trading as T. Mackay 
and Co., electricians, and as the Ayr County Motor Co.—In Edin- 
burgh Bankruptcy Court on the 6th inst, the debtor appeared 
under sequestration of his estate. There were no questions. The 
statement of affairs showed that the liabilities were £7,608 and 
the assets £1,936. 

JOSEPH PERKINS, electrical engineer, Ebrington Street, Plymouth. 
—August 31st is the last date for the receipt of proofs for dividend, 
by Mr. A. N. F. Goodman, 7, Buckland Terrace, Plymouth, the 
Official Receiver. 


Dissolutions and Liquidations.— LAuPLOVOH AND 
Son, LTD., mechanical, electrical and general engineers, Albany 
Works, Willesden Junction, N.W. Under a winding-up order made 
last May, meetings of the creditors and shareholders were held on 
Tuesday, at the Carey Street Offices of the Board of Trade, Lincoln's 
Inn Fields, W.C., Mr. W. J. Warley, Official Receiver, presiding. The 
accounts filed under the liquidation showed unsecured debts 
£12,572 ; loans on debenture bonds, £8,910; and preferential 
claims, £124 ; making a total indebtedness of £21,606. The assets 
are valued at £12,316, and after allowing for payment of the 
debenture and preferential claims, there remains an estimated 
balance of £3,282 to meet the unsecured liabilities, consequently 
there is a deficiency of £9,290 in assets to meet the liabilities of 
the company, and a total deficiency of £15,583 as regards con- 
tributories. The failure of the company is attributed to mis- 
management, and to the fact that large quantities of parts of 
engines, &c., which were in an experimental stage, were ordered, 
and the company has not been able to utilise them. Mr. Lamplough . 
does not admit that the company is insolvent. Mr. H. J. Gully, C. A., 
was appointed to act as liquidator with the assistance of a com- 
mittee of inspection. 

ELECTRIC PREPAYMENT METERS, LTD.—This company on July 
15th, resolved upon voluntary liquidation, with Messrs. B. Bern- 
heim and F. E. Stanley, as liquidators. A meeting of creditors is 
called for August 21st, at 3, Laurence Pountney Hill, E.C. 

Digby & BIGds, inspecting and consulting engineers, 28, 
Victoria Street, London, S.W., and 49, Deansgate, Manchester.— 
Meesrs, W. Pollard Digby, C. W. V. Biggs, and A. C. Heap, have 
dissolved partnership. Debts will be attended to by Mr. Digby, and 
the business will be in future carried on by Messrs, Digby and 
Heap, under the style of Heap & Digby. 

BRADFORD ELECTRICAL Co., Ltp.—A meeting is to be held on 
September 16th at 56, Market Street, Bradford, to hear an account 
of the winding up from the liquidator, Mr. J. H. Haley. 


Book Notices,—“ Science Abstracts,” Sections A and B. 
Vol. 15. Part 7. July 25th, 1912. London: E. and F. N. Spon, 
Ltd. Price Is. 6d. net each. 

„Boiler Explosions, Collapses and Mishaps." 
1912. London: Constable & Co. Price ts. 6d. net. 

" Proceedings of the Engineering Association of New South 
Wales.” Vol. XXV. Sydney, N.S.W.: The Association. 

" Modern Illumination." By Henry C. Horstmann and Victor 
H. Tousley. 1912. London: The American Book Supply Co., Ltd. 
Price 83. 6d. net. ' 

" Journal of the Municipal Schcol of Technology, Manchester.” 
Vol. V. Manchester : The School. 

* Proceedingx of the American Institute of Electrical Engineers. 
Vol. XXXI, No. 7. July, 1912. New York: The Society. Price$1. 

“The Chart of the Elements.” 1912. London: The Metallic 
Compositions Co. 

" Growing Crops and Plants by Electricity." By E. C. Dudgeon. 
London: S. Rentell & Co., Ltd. 1912. Price 18. net. 


Trade Announcements. — Mg. G. B. BOWELL, inventor 
of the Silent as well as of older forms of electric clocks, is 
at the end of this month giving up the active management of the 
Silent Electric Clock Co.’s Works, which he has controlled during 
the past four years. Mr. Bowell, who will continue to act as con- 
sulting engineer to the Silent Co., is commencing business as 
consulting engineer and advisory expert at Margate. The Silent Oo., 
which will continue in business at Goswell Road, will be 
as a limited company, and Mr. A. Gilbey Gold will be on the 
board. 

THE BRIMSDowN LAMP Works, LTD., have recently taken over 
an additional suite of offices with increased telephone accommo- 
dation at Kingsway House, London, W.C., and all communications 
should be addressed there, The new telephone No. is 7904 Gerrard 
(two lines). 

THE British L.M. ERicssoN MANUFACTURING Co., LTD., 
announce that their London address will be altered from August 30th 
to Old Serjeants’ Inn, Chancery Lane, London, W.C. 

Mr. F. BEscosy, electrician, of 22, Grove Street, Retford, has 
taken his son into partnership, and the business will be carried om 
under the style of F. Bescoby & Son Я 


Ву Е. P. Rimmer. 
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THE BSANDYcROFT Founpey Co., LTD., announce that in future 
the title of the firm will be Sandyoroft, Ltd." They have made 
this alteration owing to the confusion of ideas resulting from the 
use of the former title, which led many people to imagine that they 
were makers of iron castings and heavy engineering work only, 
whereas, as our readers know, they have been making electrical 
machinery, starters, motors and generators, both D.C. and A.C., for 
mining and all industrial purposes, for the past 12 years. 

MESn BS. LLOYD WISE & Co., consulting engineers and chartered 
patent agents, have removed to their new offices, 10, New Court, 
Linooln’s Inn, London, W.C. е 

According to an Australian exchange, a company entitled Ramsay 
Sharp & Co., Ltd., has been registered in Sydney as electric lamp 
manufacturers, with a capital of £20,000 in £1 shares. The 
directors are H. W. Ramsay Sharp and R. Bargin (joint managing). 

The same contemporary announces that the Lawrence and 
Hanson Electrical Co., Ltd., have been appointed agents in New 
South Wales for the Sterling Telephone and Electric Co., Ltd., 
London. 

THE SCHNIEWINDT ELECTRIC Co., 40-41, Staniforth Street, 
Birmingham, has been formed to take over the manufacture in 
this country of the specialities previously manufactured by Mr. 
Schniewindt, Neuenrade, Westphalia. The above premises are fitted 
up with new machinery for making his patent asbestos woven net 
resistances throughout, only British materials being ueed. The 
firm's other specialities are resistance wires, made by their German 
works, electric heating elements and electric heating and cooking 
apparatus. The new works are under the sole management of Mr. 
H. H. Cressall, who formerly acted as sole agent for the firm. 


Catalogues and Lists.—Messrs. Н. A. JACKSON AND 
Co., Caxton Works, Salford, Manchester.—Several illustrated lists, 
of several shapes and sizes, showing and giving prices of the follow- 
ing manufactures: The Fourlite " shop fitting; "Warldin ” iron- 
clad * Yi" type switches; electrical switch blocks; hand-beaten art 
metal luminous radiators and electric light fittings. 

WESTMINSTER ELECTRICAL TESTING LABORATORIES, York 
Street, Westminster, London, 8.W.—Leaflet relating to tests of 
metal-filament lamps and charges for eame. 

MESSBS. FEBBANTI, LTD., Hollinwood.—A brochure of 14 sheets 
illustrating in appropriate colouring their Ferranti electric fires and 
giving prices of same. 

THE CROMIL ENGINEERING Co., LTD. Milburn House, New- 
castle-on-Tyne.— As sole British agent for the International 
Acheson Graphite Co., of Niagara Falls, this firm has issued a new 
eight-page pamphlet giving particulars of Acheson graphite, graphite 
electrodes and paint, also the "Cromil" self-lubricating packing and 
pipe-jointing paste. 

MEsskS. SIMPLEX CONDUITS, LTD., Birmingham and London.— 
Mailing card No. 189, giving prices and brief information respect- 
ing the Simplex electric vacuum cleaner. 

THE St. HELENS CABLE AND RUBBER Co., LTD., Warrington. 
—New 16-page list giving particulars and prices of their cab-tire 
sheathed cables, insulating tapes, gloves, rubber mats, &c. Also a 
copy of the St. Helens picture book, wherein there appear a 
number of interesting and humorous cartoons, with which most of 
our readers have been made familiar already by the firm's 
advertisements. Each picture is accompanied by appropriate 


versee. Copies 0? either of these publications will be forwarded on | 


application. 


THe BRiMSDOWN LAMP Works, LTD., Kingsway House, London, 


W.C.—Advance copy of a 12-page price list of “Wirum” lamps. 


for various candle-powers, voltages, and shapes, and including 
street lighting sizes, as well as candle, flame, and tubular, and 
traction and train lighting lamps. Goliath holders lined with 
heavy metal are shown, and a 100-watt lamp, fitted with Canadian 
screw cap specially for export, is listed. A large inset sheet gives 
dimensioned diagrams of the lamps one-half their actual size. 
Copies may be obtained on application. 

Messes. R. H. PATTERSON & Co., LTD. Forth Street Works, 
Newcastle-on-Tyne.—August catalogue of new and second-hand 
machinery. 


A Manchester Rail Contract.—A contract for £11,000 
worth of tramway rails led to a discussion in the Manchester City 
Council on Wednesday last week, The Tramways Committee pro- 
posed to accept a tender of a Sheffield firm, although that of an 
American firm, which had previously done much business with the 
Corporation, was £800 less Councillor Bowie said they were 
_ throwing away £800 of the ratepayers’ money. There appeared to 

be no difference in the quality, and he moved that the tender be 
let to the American firm. Alderman Bowes, chairman of the Com- 
mittee, said he would take the matter back to his Committee for 
farther consideration if the Council desired. The amendment was 
defeated. Councillor T. Fox said he was prejudiced in favour of 
British trade, and in Committee he voted for the Sheffield firm 
and took into consideration the fact that they could get quicker 
delivery from Sheffield. Alderman Walker said they were going 
to tell the people abroad that they would not give a contract there. 
They were going to make them retaliate on Manchester trade—a 
most serious thing. Finally, the Council sent the matter back to 
Committee, by 32 votes to 22. 


A South African “ Municipal Engineering Scandal," 
—The South African Mining Journal for July 13th, 1912, publishes 
the following :—" Winburg (O. F. S.) Municipality has, to say the 
least, a curious way of carrying out its civic duties. Its extra- 
ordinary methods are now exciting the ridicule of Johannesburg 
engineering firms because of a recent display of official bumbledom. 
Tenders, it appeare, were lately invited for the supply of an electric 


lighting plant to the town, and & loan was contemplated from the 
Provincial Treasury to defray the cost. Several of the leading firms 
on the Rand put in competitive tenders, and most of them went to 
the expense of dispatching engineers to investigate the poseibilities 
of the scheme. Tenders were duly opened, published, and adjudged. 


` То the general surprise, however, though all the firms competing 


were of the highest standing, a tender other than the lowest was, 
for no ostensible reason, accepted. The accepted tender, indeed, 
was not nearly the lowest ; in fact, there were a dozen below it. and 
repeated applications to the Town Clerk for an explanation of the 
slur thus cast on the plant offered at a lower price by the disappointed 
firms were met by a curt refusal to discuss the matter. The exact 
words were, ‘the interest of the ratepayers guided the decision.’ 
In the absence of a body such as the Home Local Government 
Board to investigate this extraordinary action on the part of the 
Mayor and Council of Winburg, it is highly desirable that the 
Administrator, Dr. Ramsbottom, take the necessary steps to remove 
the municipality in question from the stigma of the insinuations 
that are now being freely made against it. Wearegladto noticethat 
our contemporary, the Friend, has already taken the matter up; 
and, should the loan not yet be granted, it is to be hoped that the 
Administrator will in this case exercise even more than his usual 
strict supervision." | 


New Zealand,—The Customs authorities of New 
Zealand have lately given a decision to the effect that “ electrical 
appliances, starting compensators, hand-operated, for alternating- 
current motors " are to be classified under No. 176 of the tariff, the 
duty on British manufactures being 20 per cent. and on foreign 
goods 30 per cent., ad calorem. 


Electric Iron Records: Chapter III.— With reference 
to the records of endurance of domestic electric irons recently men- 
tioned in these columne, MESSRS. EASTMAN & WARNE, of Acton Vale, 
W., send us a copy of a communication received from Messrs. Bowden, 
Higlett & Co., contractors, of Guildford, to the effect that factory 
irons installed in a client's workshop about four years ago have 

iven very ratisfactory results, only two having had to be repaired. 

‘Thus in 24 iron-years there have been two failures only, an 
average of 12 years per iron. Since these are factory irons, run 
for, say, 50 hours per week, this is equivalent to a life of 120 years 
of & domestic iron that is but seldom used more than five hours per 
week." 


LIGHTING and POWER NOTES. 


Abyssinia.—An hydro-electric station has been built at 
Addis-Ababa, to supply the city with light and power. The 
Abyssinian Government is building a cartridge factory, which 
will also be supplied with current froin the new station. The pres- 
sure at which the current is furnished to the city is 6,000 volts.— 
La Lumiére Electrique. 


Argentina.— Mr. M. Herlitzka advises that his firm 
has purchased the electric power houses and concessions for the 
cities of San Juan and Necochea. The capacity of the former is to 
be considerably increased by the utilisation of further hydraulic 
power, which will enable all the requirements of the city and 
suburbs for light and power to be met for many years. In 


'" Necochea, a new installation is being put down by Messrs. Siemens- 


Schuckert, which will considerably increase the output of the station. 
—Reriew of the River Plate, 


Australian Farming,—At Gooramadda Park, Ruther- 
glen (Vic.), there will be installed in October next an electrical 


equipment for the working of the whole of the station, containing 


an area of approximately 2,500 acres. The power plant will com- 
prise two units, consisting of Babcock & Wilcox boilers, 220-H.P. 
Belliss engines directly connected to A.E.G. three-phase 3,300-volt 
50-cycle generators. The principal motors will be operated at that 
voltage, and be directly connected to the pumps for the Nunan 
irrigation systems. All the ploughing, &c., sowing and reaping 
will be done by electric power, and the haulage of the lucerne and 
crops to the main stacieyard by storage battery locomotives. Mr. 
F. J. Coote, late general manager of the Cassilis G.M. Co., is the 
consulting engineer.— Vining and Engineering Review, 

The Sydney Municipal Council has agreed to a recommendation 
of its electrical engineer that legal advise should be obtained on 
the question of a future power station, remote from the city, with 
transmission lines, &c., and of obtaining Parliamentary sanction to 
such a scheme, 


Braintree,— The question of electricity supply for the 
town is to be considered by the Roads and Lighting Committee, . 
who will report on the matter at the next meeting of the Council. 


Bredbury.— The U.D.C. has, subject to a payment of 
£1 ls. per annum, consented to Stockport T.C. supplying current 
from the tramways to a residence in the town ; the Council has also 
asked Stockport Corporation to canvass the district to see what 
employers of labour are willing to take a supply of-current, 


Bacup.— Last week contracts were signed for a new 
weaving shed being erected at Bacup by Messrs. Hoyle Bros., of the 
Burnley district. The new shed will be named the Olive Mills, 
they will accommodate 400 looms and will be driven by electricity 
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Canadaian Farming.— The Ontario Hydro-Electric 
Commission has been demonstrating in the Nisgara district the 
possibility of farming. by electricity. The Commission purposes 
to order two. portable threshing outfite which will tour the 
coun 
for KU corn cutting and ploughing. During last year 
the Hon. Adam Beck, chairman of the Electricity Commission, 
together with several of his experts, studied electrical methods in 
Great Britain and Europe, with the object of ascertaining how far 
electricity could be. applied to the work on the farm. The result of 
their researches is shown by the fact that they are now demon- 
strating to the farmers the advantages of electric power for the 
heaviest work on.the farm. The movement, however, is capable 
of great extension, and the object of the Commission is to take 
advantage of everything that science offers in order to make the 
lot of the farmer easier. - 


Canary Islands.— The port, the quays, and the town of 
Las Palmas are lighted by electricity. The electricity supply 
station belongs to a Belgian company, and supplies 800 incandescent 
lamps for public lighting, and 39 arc lamps, whilst, at the same 
time, it is estimated that there are 15,000 incandescent lamps in 
use by private persons. There are 58 motors with a total H. . of 
250 ; public lighting consumes on the average 14,000 Kw.-hours a 
month, and the private service 15,000 Kw.-hours. 


Cheam.—The Parish Council has decided, upon the 
recommendation of the Lighting Committee, to adopt electricity 
for the lighting of the street lamps, the opinion being that it would 
result in:& small saving as compered with gas lighting. | 


Cheltenham.—The B. of С. has appointed a Committee to 
consider the question of lighting the workhouse premises by elec- 
tricity. 'The board is advised that it will be much cheaper to sub- 
stitute eleetricity for gas, as after a certain number of units are 
consumed the price per unit goes as low as 2d. 


Continental Notes,—GERMANY.—Gueden, in Hanover, 
has decided on the installation of an electric service, and has given 
the contract for the local distribution network to the Siemens- 
Schuckertwerke for the sum of £12,500. . 

ITALY.—Our contemporary, Elettricitu, of Milan, indicates that 
there is every prospect..of a considerable reduction in the existing 
taxationfof electricity in respect of the quantity used for domestic 
heating and cooking, and it further adds that itis even possible that 
electricity used in this way may be exempt from taxation altogether. 
The question, therefore, of electrical heating assumes greater impor- 
tance, and the Italian technical factories will soon feel the necessity 
of turning their attention to the practical construction of suitable 
apparatus, . ae | 
. NoRWAY.—The Arendals Fossekomgrani. which was formed some 
time ago for the purpose of erecting -a large electrical iron and 
steel works, as well as a works for the mauufacture of carborundum. 
has, aecording to Teknisk Uyehlad, just obtained the Government's 
concession for a transmission line from the waterfall of Böilefas 
to the works, with a branch line to the carborundum works, The 
total amount of eleotrical energy to be transmitted over this line 
will vary between 20,000 and 30,000 H. P. 

The Tyssefaldene Electrical Works, which are situated in the 
south-western part of the country, and from which energy is 
supplied to various large industrial undertakings, among others 
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this autumn, giving demonstrations of electric power 


the Hardenger Electrica] Iron and Steel Works, have recently 


placed an order with the Norwegian representatives of the 
Westinghouse Co., for two three-phase generators of 13.500 H. P. 


each. Large extensions of the works have been decided on, and 


the above order is in connection with these extensions. The works 
have previously ordered the whole apparatus. which is now being 
installed from the same firm. The proposed extensions are going 
to be completed in the course of next summer. = 

LUXEMBURG.—La Compagnie Luxembonrgeoise d'Electricité is 
the name of a new company which has just been formed in Brussels 
with a capital of £8,000. - 

BrELGIUM.—The T.C. of Liége is considering the question of 
expropriating the electric concession, granted in 1908, to the 
ion r Internationale d'Electricité and the A.E.G. Union 
Electrique. The concession was only for 10 years. the T.C. 


reserving the right of expropriation in any one of the last five 


working years.— La Lumiére Electrique. 

SPAIN.—Althougli the electric light has already made its entry 
into the capital of Spain. it is only to a, limited extent, and the 
municipal authorities have now decided upon its general intro- 
duction.” Tenders are being invited for a concession for 15 years 
for the erection and working of a complete public service. For 
this purpose the city is divided into four zones, and tenderers have 
the option of taking one or more, or the whole of the zones. Two- 
thirds of the install : | 
year.— Elect ron. 

Rvusssa.--The: municipal authorities of Lemsal (Livland) are at 
present considering the question of establishing a central electric 
lighting station in the town. | i 


le of the installation is to be completed by March lst, 1914, 
and the whole is to be in full working order by July 21st of that 


Egypt. А scheme to utilise the water-power of the Nile 
at the Ascouan dam is mooted, a German society, of which the 


Deutsche Orient Bank: is a member, having applied to the Govern- | 


ment fora concession. The volume of water passing through the 


sluices of. the dam is reckoned at 32,000 tons per minute; and ite 
conversion into electrical energy would afford means for stimulating 
he wholé of е" present and immediately future husbandry and 
ndustrial interests of the country.— Elek, und Masch. AP 
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Greenock.—The report of the Corporation deputation 
which had an interview with the B. of T. in connection with the 
proposed order for the supply of electricity to Port Glasgow power 
users paves the way, for a mutual settlement between the authorities 
of the two burghs. It is stated that the Board would look favour- 
ably on an application. by Greenock for a provisional order for a 
general supply to Port Glasgow, backed by the consent of this burgh, 
but if was also agreed on the part of the Board officials that, in 
order to allow the supply to be given immediately to the power 


users, the simplest way to protect the Greenock Corporation interests - 


would be for Port Glasgow T.C. to give an undertaking that, during 
the period of 30 years, it would not sanction an application by another 
authorised undertaker to exercise its powers. ne 


Harrogate,.—At the T.C. on the 12th inst, the 
Electric Lighting Committee recommended that £200 be set aside 
out of the past year's electricity profits for the development of 


electric heating and cookery. Alderman Chippendale moved an 


amendment that the recommendation be deleted. He said there 
had been a profit of £282 more than was estimated, and he thought 
the balance should go to the relief of the rates. Mr. J. H. Loft- 
house said all progressive electrical undertakings were seriously 
considering cooking and heating by electricity. In the estimates 
for the past year £450 was allowed from the electricity undertaking 
for the relief of the rates. He believed a scheme could be devised, 
and the Committee wanted the money to carry it out, to earn more 
money in the future. The amendment was seconded, and on a vote 
being taken 10 voted for the amendment and 13 for the minutes, 
which were therefore confirmed. 


Heywood,—The Albert New Mill Co. has accepted the 


terms of the Corporation in connection with a supply of electricity - 


to its mill, to. te я 

Mr. A. A. Day, manager of the Bolton Electricity and Tramways 
Department, has written accepting the terms offered by the Cor- 
poration for reporting on the general condition of the latter's elec- 
tricity undertaking. | 


Horwich.—The Bolton T.C. has applied for the per- 
mission of the U.D.C. to supply electricity to a residence being 
erected in Fall Birch Lane, by Mr. Darbyshire. The Council has 
deoided to ask why previous applications for current from inhabit- 
ante of the town have been refuged by the Bolton Corporation, 


Japau.—The Kinugawa Hydraulic-Electric Co. has just 
raised a loan of £100,000, with the object of considerably extending 
its plant. 

. It is reported from Tokio that negotiations are in hand in con- 
nection with the formation of & company to establish an electricity 
supply station at New Wiju. | 


Lavark.—On account of the increased demand for 
current, additions have been made by the County Council to the 
electric supply station at Cambuslang. In addition to the capacity 
of the station being doubled and its arrangements modernised, the 
feeder cables supplying the district have also been doubled. 256 


. Leigh,—At a meeting of the T.C. held on the 7th inst., 
a letter was read from the South Lancs, Tramway Co., in which 
it made application for the sanction of the Council to the supply 
of electricity to a local works. It was resolved that the Council be 
recommended to give its sanction subject to the company entering 
into an agreement to discontinue such supply on receiving six 
months’ notice from the Council to do so. | 


Manchester.—Last year the Corporation electricity 
department generated 124,294,843 units, 95,682,940 units being sold 
—approximately 64 millions for private purposes and 30 millions 
for traction. Over 20 million unite were used in distribution or 
otherwise not accounted for, this large amount, however, only 
representing 16 per cent.of the generated unite. The maximum 
load recorded was 42,000 Kw.,.10,550 kw. being for traction supply. 
The total revenue for the year amounted to £436,317, while the 
gross surplus was £220,422, from which interest, sinking fund: 
and loan repayment, &c. and a transfer to renewals (£21,835), 
absorbed £192,103, leaving a net surplus of £28,319, as com 
with £27,573 in the previous year. The result would have been 
better but for the coal strike and breakdown of certain economical 
generating plant which arrested the downward trend of cost of 
production. The renewals -suspense account now amounts to 
£182,735, and the outstanding mortgage debt to £1,900,000; the 
reserve fund had dwindled away to nothing, and it is pointed out 
in the report that the renewals account is considerably below the 
proper standard. 


Newcastle Emlyn.—The U.D.C. has accepted the offer 
of the E.L. company to light the public lamps and the town clock 
for £47 per annum, provided the company keeps the lamps in 
repair. 


Neweastle-under- Ly ше, —А L. G. B. inquiry was held on 
Tuesday. last week, into the application of the T.C. for permission 
to borrow £6.600 for additional generating plant. It ie proposed, 
on the advice of Messre. Lacey & Sillar, to install two 135-Kw. 
Diesel sets. The proposal ie, however, meeting vigorous opposition 
locally, because it is felt that the installatian of oil engines will 
deprive the Corporation gas department of its most valuable con- 
sumer—engines running on town gas being at present used. 

The Committee stated that consideration of figures placed at its 
disposal by various engineers led to the conclusion that gas would 
have to be supplied at 5d. per 1,000 cb. ft. in order to compete with 
the Diésel engine. | 
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New Zealand,—The Government has given an option of 
license to the Whangarei B.C. to utilise the water-power derivable 
from the Wairua Falls, in the extreme north of the North Island, 
for the production of electricity for lighting the borough and for 
sale to consumers as either light or power. Mr. Vernon Reed, M.P., 
acting on behalf of a new cement company which has a capital of 
£170,000, has entered into an agreement with the Council to take 
from a minimum of 500 H. p. to a maximum of 66 per cent. of the 
total available power for a period of 25 years. This agreement is 
of course, subject to the sanction of the ratepayers to the loan 
necessary to carry out the work.— Australian Mining Standard.. 

The Christchurch City Council has unanimously adopted the pro- 
visional agreement arrived at with the Public Works Department 
respecting the charges to be paid to the Government for power from 
Lake Coleridge. The Council is to pay £8 18s. 4d. per Kw.-year for 
300 KW., and £5 per additional Kw.-year for all in excess; it also 
agrees to take a minimum of 500 Kw., and the department will 
guarantee to supply up to 4,500 Kw. when required. Notice has, 
however, been given of a motion to appoint an expert electrical 
engineer to go through the scheme and report before entering on 
the expenditure estimated at £100,000. 


Norden (near Rochdale).—The U.D.C. has accepted 
the tender of Mr. John Buttery for the supply of electricity to the 
new lampe at Red Lumb at 4d. per unit, and decided that an agree- 
ment be entered into for five years. 


Northampton.—The E.L. and Power Co., Ltd., has 
reduced the general lighting tariff from 5d. per unit to 43d., and 
the alternative sliding scale from 6d. and 3d., to 6d. and 2d. Both 
are subjeot to & 5 per cent. cash discount. 


Oulton Broad.—The B. of T. has informed the U.D.C. 
that the latter cannot divest itself of its powers, duties and liabilities 
under the E.L. order. The Council had asked to be relieved of the 
liability of carrying out the order, as it could not dispose of it to a 
private company. 


Portrush.—Mr. R. B. Leach, consulting engineer, has 
been appointed to prepare a report on the scheme for electrically 
lighting the town, and, in the event of his scheme being accepted, 
{с be engineer to the undertaking from ita commencement to its 
completion. 


Radeliffe.— The U. D.C. has applied to the B. of Т. for 
permission to erect overhead lines for the transmiseion of energy at 
а preesure of 6.600 volta from the Bury boundary to the Pioneer 
Mills and anotber line from Bolton Road to Counters Lane and 
Turks Road. In this case the voltage will be 200. 

C. C. 


Romford.—The U.D.C. has asked Mr. W. 
Hawtayne, Mr. W. T. Pressland and the County of London Electric 
Sapply Co., who are applying for prov. orders for electric supply, for 
particulars of their schemes for consideration. 


Rothesay.—The new electric light installation in the 
eaplanade gardens at Rothesay was recently switched on by the 
Marchioness of Bute. Energy is supplied to the Corporation by the 
Rothesay Tramways Co., the total cost being about £650. The 
5 consists of 2,500 lamps, which produce a very fine 

ect. | 


St. Helens.—The extensions to the Corporation elec- 


tricity supply works have been completed, and the new plant waa. 


set in operation by the Mayor, who is also the chairman of the Elec- 
tricity Committee, on Wednesday, last week. Among the new plant 
js a 2, 000-Kw. turbo-alternator, made and installed by Messrs. Dick. 
Kerr & Co., consisting of a high-pressure impulse-type Bergmann 
steam turbine, direct-coupled to a three-phase alternator running 
at 3,000 R. P. M., and generating electricity at a pressure of 6,000 
volts, 50 periods. The turbine exhausts into a low-level jet-type 
condensing plant, tbe latter maintaining a vacuum of 274 in., and 
manufactured and supplied by the Mirrlees-Wateon Co. The con- 
densers are fitted with extraction pumps of the centrifugal type 
and an Edwards three-throw air pump, motor-driven. Extra-H T. 
switchgear has been supplied by Messrs. Ferranti, and includes a 
Brown-Boveri pressure regulator. Boiler house equipment includes 
a Babcock & Wilcox water-tube boiler of 4,750 eq. ft. heating sur- 
face, capable of evaporating continuously 18,000 lb. of water per 
hour, the boiler being fitted with an underfeed stoker. Coal- 
handling plant has been installed, consisting of a chain and bucket- 
type elevator feeding into an overhead bunker, with a capacity of 
20 tons. The whole of the boiler house contract has been carried 
out by Messrs. Babcock & Wilcock. The British Westinghouse Co. 
is supplying an additional rotary converter of 800-Kw. capacity, 
and when installed it will be possible to generate the greater portion 
of the current used for tramways, lighting and power with the 
turbine plant, leaving the reciprocating plant to run on the peak 
load and for emergencies. 

The Higher Education Committee has decided to apply for a loan 
of £1,000 for the equipment of a mechanical engineering and 
electrical laboratory at the Gamble Institute. 

The Corporation, on the application of the electricity Committee, 
proposes to ark the L.G.B. for leave to borrow £5,000 spent in 
exceas of the loans for electricity purposes. 


Salford.—At the T.C. on the 7th inst. a good deal of 
discussion eneued on a proposal which foreshadowed an expenditure 
of £250,000 to £500,000, upon recommendations adopted by the 
Electricity Committee, as follows:—(4) That it is imperative 
that a new electricity generating station be provided with the 
least possible delay; (b) That a scheme be prepared, including the 
acquisition of land for a proposed generating station, erection of 


the requisite plant, provision of cables, and all other matters for 
the equipment of a new station. It was pointed out that it will 
be impracticable after the instalment of the two new turbine 
generators to accommodate further plant in the existing electricity 
station, and the Electricity Committee's recommendations were 
passed. 

Judging by the remarks made, it is evident that Salford 
Councillors are not deficient in humour. Thus, Ald. Jackson 
had seen petrol tramcars running at Morecambe, and naturally 
concluded that their adoption in Salford would greatly relieve 
the generating station and thus avoid the costly new scheme 
proposed. Ald. Phillipa, as chairman of the Gas Committee, 
can be excused for doubting the soundness of the proposed exten- 
sion scheme, Ald. Hulton, as chairman of the Cleansing Com- 
mittee, apparently wished to come to the rescue with steam from 
the refuse dertructors— all this, when one prospective new consumer 
is prepared to guarantee a minimum consumption of 3,000,000 units 
per annum. | 


Swansea,—The Board of Guardians’ Building Committee 


has decided to bring up a comprehensive scheme for lighting the 
workhouse with electricity. 


Tipton.—The Shropshire, Worcestershire and Staffs. 
Electric Power Co. has informed the U.D.C. that it intends apply- 
ing for a prov. order for electric supply in the district, and also for 
Smethwick, Oldbury and Rowley Regis. 


West Wickham.— The West Kent Electric Co. has 


informed the Bromley R. D.C. that it intends Jaying mains from 
the boundary of Bromley Town to West Wickham, vid Hayes, 


. TRAMWAY and RAILWAY NOTES. 


Aberdeen,—The Corporation Tramway manager, in a 
report regarding fares, &c., states that, generally speaking, the 
car fares in the city are much lower tban in other towns of similar 
size, whilst the penny fares give a greater distance than the majority 
of the largest towns in the country. Submitting the accounts for 
the past year, Mr. J. A. Smith, convener of the Tramway Com mittee, 
said the total revenue was £77,180, an increase of £3,710 over the 
previousyear. Working expenses were £40,969 an increase of £1,294. 
Thesurplus for the year was £11,158,anincrease of £3,554. With this 
surplus they had placed £6,762 to the renewal account which had 
been deficient by this amount, and the remainder, £4,396, was carried 
forward to a reserve account. Previous to this year they had 
always had to put the whole of their surplus into the renewal 
account. but this year for the first time they had more than suffieient 
money for their renewal -account and had been able to start a 
reserve account. The accounts were adopted. 


Ashton-under-Lyne.—4A deadlock has arisen between the 
Ashton Corporation and the Hurst District Council with regard to 
the renewal of the agreement for the lease to the Corporation of the 
tramway in the urban district. The expiring agreement has been in 
operation for 10 years, and under its terms Ashton, it is stated, has 
lost from £10,000 to £15,000. Ashton now asks that Hurst, nnder the 
new agreement, should pay interest, sinking fund, rates, and a fixed 
sum for renewals. . This would represent an increased rate for 
Hurst of 10d. in the E. The District, Council has resolutely refused 
to accept these terme, and it bas threatened that unless better con- 
ditions are offered, the tramways in the Hurst area will be closed 
as from to-day. Hurst is willing to pay the interest and 
sinking fund equal to a rate of 74d. inthe £. It is possible that 
the B. of T. will be asked to appoiut an arbitrator. | 


Australia.—The special committee of the South 
Melbourne City Council has reported unanimously in favour of the 
permanent tramway, at an estimated cost of £60,000. The 
Melbourne City Council will be approached and asked to complete 
the connection (two or three chains) between the South Melbourne 
boundary and Prince's Bridge.—Avwstraiian Mining Standurd, 

The recommendation of the sub-committee of the Melbourne 
Harbour Trust respecting the inauguration of a tramway service 
between Spencer Street and the Victoria Dock has been adopted. 
The alternative schemes are as follows :—(1) Electric tram on rails 
from Spencer Street to Victoria Dock entrance; (2) electric rail less 
cars; (3) electric omnibus; (4) petrol omnibus. It was also 
proposed that the Commissioners should have the option of pur- 
chasing the entire plant and rolling stock at any date after the 
expiry of 12 months, plus 10 per cent. 


Belfast.—The Postmaster-General has pointed ont that the 
tramway extensions will necessitate considerable alterations to the 
telegraph wires and poles. and the provision of guard wires at 
varioua points, the cost of which would devolve upon the Corpora- 
tion. The engineer considers that this will cost about £545. А sub- 


Committee Баз been appointed to consider the question of a suitable 


site for the proposed electrical sub-station. 


Brazil.—The Rio de Janeiro Tramway, Light and Power 
Co., Ltd., has recently acquired the tramway system in the suburb 
of Jacarepagua, which connects with theterminus of the company's 
Cascadura line, Work ia at present in hand in electrifying the 
newly-acquired system, which has a length of about 11 miles. 
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Brighton Railway Eleetrification.— Speaking at the 
ordinary general meeting of the company, held recently, the chair- 
man mentioned that the electrified services had continued to be 
emminently satisfactory, and that since the opening of the services 
in December, 1909, nearly 14 million additional passengers had 
been carried on the sections electrified. The directors are under- 
stood to be giving immediate attention to further extensions. 


Burnley.—The T.C. has decided to fall in with the 
tramway manager's suggestion to fix an additional reries of 14d. 
fares. The town clerk reported that the extension scheme of the 
tramway to Harle Syke had been submitted to the B. of T. with & 
a request that the official ingpection should take place as soon after 
the 12th inst. as possible. It was decided to ask permission from 
the Board to run a goods wagon attached to the front of the cars 
travelling on the Harle Syke extension so as to facilitate the con- 
veyanoe of milk and other goods. 

On August 8th there was a satisfactory preliminary run on the 
Harle Syke extension at Burnley, a couple of cars fitted with the 
special trucks being run over the lines. All is now ready for the 
Board of Trade inspection, which was expected to take place some 
time this week. 


Canadian 'Bus Regulations,—In view of the uneasiness 
created in certain tramway circles by wholesale motor-’bus com- 
petition, also the proposals which have been made for curtailing 
this competition (and which have been generally derided in the 
daily papers), it is of interest to note that the Montreal City Council 
has just issued a new by-law, which defines the streets in which the 
d а: 'bus shall run, the speed of the vehicles, the fares to be 
charged, and the frequency of the service. Thus the ‘buses are 
restricted to certain routes, and amongst the other regulations to be 
observed, they must run all the year round, without interruption, 
at intervals of not more than five minutes during busy hours and 
ten minutes at lees busy times. 


Chile.—The plan for the construction of an electric 


railway from Santiago to Valparaiso has been approved. The new 
railway will be completed in ten years' time. 


Continental Notes,—GEnMaANY.—A hitch has taken 
place in the proceedings connected with the construction of the 
prejected express line from Gesundbrunnen to Newkoln, which the 
A.E.G. is to build for the Berlin T.C. The Minister of Public 
Works has refused to sanction the route planned owing, he con- 
tends, to the inconvenience of its traversing certain crossing points 
of existing and projected underground lines. The crossing in the 
Konigstrasse offere the greatest difficulty. It is suggested to divert 
the line towards the east—to the Alexanderplatz neighbourhood. 
As the contract between the company and the city is signed, the 
proposed modification of the course will necessitate fresh negotia- 
tions between the two parties.— /lektrotech nisder. Nachrichten. 

After lengthy negotiations with the Prussian Government and 
the authorities of Hamburg, the Alsterbahn Gesellschaft has 
secured the permission to build its line from Ohlsdorf to a junction 
with the Hamburg-Ohlsdorf suburban line. The line will be elec- 
trically worked, and will serve the beautiful district of the Alster 
Valley, one side of which river is Prussian and the other side 
Hamburg territory.— Elek. u Maschinenbau. 

The final decision as to the electrification of the Berlin Stadtbahn 
is to be come to by the Landtag in its autumn session. Meanwhile, 
in order to make as prompt a beginning as possible, preliminary 
works are being speeded up, so that the conversion may be taken 
in hand at the beginning of 1913. The more ample material 
required by the Landtag is partly prepared. The Administration 
remains of the conviction that the conversion can be no longer 
delayed. Elektrotechnische Nachschrift. 

TURKEY.—An understanding has been arrived at between the 
Smyrna Tramway Co. and the Minister for Public Works for the 
electrification of the tramways of the city. — La Lumiere 
Electrique. 

Russia.—A syndicate has been formed in the Russian capital for 
the extension of the St. Petersburg tramway system. The capital 
is £3,600,000, and the principals in the operation are the firm of 
Kolomenski, the Siemens & Halske Co., and the Westinghouse Co. 

SwITZERLAND.—The report of the Government Committee of 
inquiry into the question of the conversion of the Swiss State 
railways to electric traction states that water powers would be 
required which would yield from 1,200,000,000 to 1,500,000,000 H. P. 
hours on the turbine shafts per annum. A list of the available 
sources shows that sufficient water-power could be obtained 
for the purpose without any special difficulties arising. It is 
estimated that the expenditure on the transformation of the 
St. Gothard railway would amount to £2,700,000 and the working 
of the traffic would cost £402,000 per annum and be considerably 
cheaper than steam locomotion. The system which is considered to 
be the best for the Swiss railways is the single-phase method at 
about 15 periods and 15,000 volts. 

ITALY.—It is understood that the question of introducing electric 
traction on the St. Gothard lines will not reach the stage of com- 
pletion before 1914. The administration of the Swiss Federal 
Railways, before deciding important matters in connection with 
the work, is awaiting the results of the system of electric traction 
on the Loetachberg Railway, and this will not commence working 
until next May. 

The Briante Electric Tramway Co., whose headquarters are at 
Monza, has undertaken the construction of the last stretch of line 
that goes from Meda to the end of Cantu. It is hoped to inaugu- 
rate the new section of the line during next October; several steel 
bridges have had to be constructed in connection with the work. 
The total cost of the work is estimated at 700,000 liras (£28,000). 


FRANCE.—Acoording to the Morning Post, the first of the single- 
coach electric trains to run between the Invalides Station, Paria, 
and Versailles, has been tested, a speed of 53 miles an hour being 
obtained. Eight similar one-coach trains are to be provided. 

BELGIUM.—Good progress is being made with the establishment 
of the electric tramway system in the town of Louvain: all the 
lines—which have a length of about eight miles—are now laid, and 
one route has just been opened for traffic. The necessary electrical 
energy is being supplied from the generating station of the Société 
de l'Electricité du Nord de la Belgique. 

NoBRWAY.—]t is reported from Bergen that there has recently 
been held a meeting for the discussion of the building of an 
electrically-driven cable railway from the town to the top of 
Flöifjeldet. which ів a mountain situated on the northern side of 
the town. The railway will run partly through a tunnel and 
partly in the air. In connection with this project, it is aleo 
intended to build a hotel for the touriste on the mountain. The 
total capital expenditure for both projects is estimated at about 
£10,000 to be divided equally between them. The plaus and 
estimates have been laid before the directors of the Tourist Aeso- 
ciation, who have approved of them. and an application for the 
Government concession is going to be submitted in the near 
future. А 


Falkirk.—At an extraordinary general meeting of the 
Falkirk Electric Construction Syndicate at Larbert, it waa decided 
not to increase the capital for carrying out the e extension 
scheme from Falkirk to Grangemouth. 


Farnworth.— The local D.C. is co-operating with the 
Little Hulton D.C. in trying to persuade the South Lancashire 
Tramways Co. to construct tramways from Little Hulton to Farn- 
worth. 


Glasgow.—Bailie Pratt has given notice of the following 
motion to be moved at the next meeting of the Tramways Com- 
mittee :—“ That it be remitted to a special sub-committee to con- 
sider and report as to the desirability and practicability of the 
tramways depart ment providing cottage dwellings to be rented by 
workmen in the service of the department.” 

It has been decided by the Corporation Tramways Committee to 
recommend to the T.C, without prejudice, that, as from December 
10th last (the date when the extended halfpenny stage came into 
operation) the annual premium payable under the Corporation's 
third-party insurance policy with the Excess Insurance Co. be 
increased by 124 per cent. in lieu of 10 per cent., as recommended 
earlier. 

In connection with the celebrations of the centenary of the first 
call at Glasgow of the steamship ( omet—the progenitor of steam- 
ship navigation—the Corporation decided that specially decorated 
cars should traverse the principal tramway routes of the city. 
Contracts for the decorations have now been fixed, the successful 
offerers being Messrs. Wylie and Lockhead, and Mr. Claude 
Hamilton. 


London-Southend Electrification.— The Purchase 
Bill for the Southend line was referred to at the half-yearly 
meeting of the Midland Co, when it was indicated that the 
directors were satisfied that to develop the line properly it would 
have to be electrified, and that money spent for that veo be 
profitably spent. 


Middlesex,—The figures contained in the fifth annual 
report of the Light Railways Committee of the Middlesex C.C., just 
issued, are indicative of very substantial progress; 57 miles of 
tramways are in use (which are leased to and worked by the Metro- 
politan Electric Tramways, Ltd.), and the County.Council, under 
the terms of the lease, takes 45 per cent. of the profits, its share 
this year amounting to £3,765. Traffic receipts totalled £460,500, 
an increase of some £67,000 on the previous year, but the average 
earnings per car-mile, 10}d., were a little lower. As a set-off, how- 
ever, there was a slight decrease in the working expenses per car- 
mile, the profits approximating 34d. per car-mile. The Council's 
loan debt to March 31st, 1912 (less discount on and expenses of the 
issue of County stock) amounted to £1,939,544; 90 millions of 
passengers were carried, being an increase of over 23 millions. 


Oldham.—The question of 4d. tramway fares was dis- 
cussed by the T.C. recently. Councillor Dunkerley said that the 
system had been adopte l in Manchester, Glasgow and other places, 
but it would not suit Oldham owing to the short stages into 
which the routes were divided up. The Council confirmed the 
decision of the Tramways Committee not to introduce 4d. fares. 


Salford.—During the past year there have been nearly 
49 million passengers carried on the Corporation cars, and nearly 
6 million car-miles were covered. The receipts were £253,315, the 
average receipts being 10'46d. per mile, or nearly Id. more than 
the earnings in 1903, when the average was 10°25d. There 
was a gross profit of £97,813, which added to £5,157 from invest- 
ments, made an available balance of £102,971. This has been 
absorbed by the payment of £29,425 to Jocal authorities for 
running powera, &c., £45,816 to interest and sinking fund, £9,509 
to depreciation and renewals fund, and £160 for repairs. A sum of 
£18,000 was contributed to the relief of the rates, and is £8,000 
more than was contributed to the rates in 1903. The stock of cars 
atthe end of the year was 200, and there are 76 miles of lines 
worked by the Corporation, 25 miles being leased and 40} owned 
outright by the Corporation; 24 are worked jointly with Man- 
chester Corporation, and on the remaining nine running powers are 
possessed. 
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South Shields.—A long discussion took place at the 
last meeting of the T.C. on the question of extending the tramways 
to Horton village. The Tramway Committee recommended that 
the motion be postponed for 12 months, but Mr. Anderson, vice- 
chairman of the Tramways Committee, proposed that the Com- 
mittee be instructed to take steps to obtain the necessary powers 
for carrying the tramways to Horton, and that the proposal be 
submitted to the rural authorities. The amendment was rejected 
on a vote | i 


South-Western Railway Electrification.—At the 
recent half-yearly meeting of the South-Western Co., the chairman 
raid that the electrification of the suburban lines had been receiving 
attention, and the necessary plans and estimates were being pre- 
pered. They had called in Sir Alexander Kennedy to advise, but 
the matter was not ready yet to place before the shareholdera. 
They were satisfied the proposal was one they would be able to 
confidently place before the shareholders in the near future, The 
scheme being worked out contemplated such a service of trains to 
all the principal towns in the Thames Valley as would give entire 
satisfaction and leave no room for a competing line. 


U.S. А,—А recent issue of The Motor contains statistics of- 

the motor-car industry in the States. It appears that including 
certain States where figures were estimated, the total registrations 
were 860,000 approximately. During the year ending June 30th, 
1912, there were 252,569 motor-cars produced in the States, and this 
included 6,000 electric pleasure cars and 1,000 electric commercial 
cars. 
It is reported that the Banker's Express from Boston, hauled by a 
90-ton electric locomotive, left the track in the centre of the 
tannel leading into New York city. According to our account the 
live-rail was broken and much violent arcing occurred before the 
train was brought to a standstill, one luggage van catching fire 
and burning. The passengers were rescued through an opening in 
the tunnel roof. 


West Nartlepool.— A special meeting of the T.C. was 
held on the 9th inst. to consider a report of the Tramways Com- 
mittee recommending the acquisition by the Corporation of that 
portion of the West Hartlepool and Hartlepool route, which is in 
the former borough, and of the Seatcn-Carew section, which were 
coustracted under the West Hartlepool Light Railway Order of 
1897. The Committee reported that no applications had been 
received in response to the advertisements for the leasing and 


‚ working of the tramways. "The Committee also recommended that 


such of the tramway staff as had applied to be taken over on the 
same terms and conditions as their appointments under the company, 
be taken over by the Corporation. It was further recommended 
that the Tramway Co. be asked to submit terms for the sale of that 
portion of the West Hartlepool aad Hartlepool route as lies within 
the borough of Harlepool, and the Corporation of that borough 
be asked whether it concurs in such a sale. The report was 
adopted. 


TELEGRAPH and TELEPHONE NOTES. 


American Wireless,—According to a lengthy statement 
in the Financial Times of the 13th inst., the final papers were signed 
on the 3rd ult, by which the physical assets and patents of the 
United Wireless Telegraph Co., of U.S.A., were turned over to the Re- 
organisation Committee appointed in connection with that com- 
pany's affairs, and they have since been sold to the Marconi 
Wireless Telegraph Co., of America, for 140,000 $5 shares of that 
undertaking. 

Australia.—In connection with the wireless telegraph 
station recently set up for the Commonwealth Government, the 
Australasian Wireless Co, states that tests have been going on for 
several weeks, and that they have proved more than satisfactory. 
With 70 fl. P., the wireless plant has not only succeeded in establish- 
ing communication with stations or ships 1,250 miles distant, but 
has established communication at 2,920 miles. It is considered 
quite probable tbat oommunication may be established at night 
time between Sydney and San Francisco—a distance of about 6,000 
miles. 

Compulsory Wireless on Ships.— In connection with 
the recommendations as to wireless equipments on British ships, 
arising out of the Tiftantie inquiry, the Financial News says the 
Governments of Canada, the United States, New Zealand, and 
Italy, have for some time insisted upon the equipment, and on 
August Ist last all Spanish merchant vessels carrying passengers 
or mails had to be fitted with the apparatus, while from January 
1st next no passenger will be allowed to embark at Spanish ports 
on any ship which is not similarly provided. A compulsory 
regulation has come into force in Uruguay, and all ships 
not complying with it will be refused dispatch. Then on 
October Ist a German law on the subject also takes effect, and 
involves vessels which have 75 people on board, including crew, as 
well as cargo boats carrying at least 60 persons, though steamers 
trading in the North Sea, the Baltic, the Mediterranean, and the 
Black Sea, are exempted. 


German Cable Subsidy.—It was stated at the recent 
meeting of the German South American Telegraph Co. that the 
Imperial Post Office had decided to grant an annual subsidy of 


£42,500 for the proposed cable extension from Teneriffe to Duala, in 
the Cameroons. The subsidy is for a period of 40 years, and is to 
be increased to £45,750, on the introduction of duplex working. 


Germany.—A new company bas just been formed in 
Berlin, with a capital of £65,000, and the title the A.G. Deuteche 
Sudsee Gesellschaft für Drahtlose Telegraphie, to link up the 
German Colonial Possessions in Oceana by means of wireless 
telegraphy with the telegraph stations of the Deutsch-Nieder- 
landische Telegraphen Gesellachaft. 


Liberian Wireless Developments.—In Monrovia, the 
capital of the negro republic of Liberia, two wireless stations have 
lately been opened to public traffic. One of the stations belongs to 
the French West Africa Telegraph Administration, and the other 
to the Deutsch-Siidamerikanische Telegraphgerellschaft, of Cologne, 
and is an annex to their telegraph station there. The latter 
station is concerned only with the exchange of telegrams with 
ships at sea, whereas the French station, in addition, exchanges 
communications with the existing, and will later on with the 
projected stations in the neighbouring French poesessions,— Zeit 
für Schwachstromtek nik, 


Marconi v. Fessenden.— The Marconi Co. informs us 
that it has received a Marconigram from its patent lawyers in New 
York advising that the Examiner of Interferences has awarded all 
priority to Mr. Marconi, disallowing the claims of Fessenden, in 
respect of synchronously operated spark-gaps. 


Post Office Engineers, —In the London Gazette of July 
80th, the Civil Service Commissioners published the regulations 
respecting open competitive examinations for the situation of 
assistant engineer in the Engineer-in-Chief's Department of the 
General Post Office. The limits of age for this situation are 21 and 
24. Candidates must satisfy the Commissioners that they have had 
at least two years raining in an engineering works or an engineer- 
ing school, or partly in a works and partly in a school, and must 
pass an examination, which is open to all British subjects, with 
certain restrictions. A fee of £3 is charged for admission to the 
examination. : 


Proposed Atlantic Weather Bureau.—Prof. Moore, 
head of the Meteorological Office, Washington, proposes that a 
median line shall be established through the North Atlantic, and 
all ships fitted with wireless apparatus, sailing on either aide of it, 
will be required to take a daily weather observation. The idea is 
that vessels on the eastward half of the ocean should relay these 
reports to London and Paris, and those westward of the line to 
Washington. By & close comparison of the messages it will be 
possible to estimate the track and speed of storms, to make up a 
weather chart for cabling to each side of the Atlantic every day, 
and to warn navigators when special precautions are necessary. 


Russia.— It is intended to erect a second telephone line 
between St. Petersburg and Moscow. The new line will be a double 
one, and its cost is estimated at about £21,100.—WDer Elektro- 
techniker. " 


Spanish Telegraph Statistics,—The telegraphic net- 
work of Spain in 1910, according to statistics just published, had an 
extent of 42,934,974 km., 87 stations with a continuous service were 
in. existence, 341 with a day service, and 1,474 stat'ons with a 
limited and special service. The number of instruments in use was 
1,884, of which 1,440 were Morse, 219 Hughes, and 1*5 of other 
types. The receipts of the interior service totalled 8, 192,853 
pesetas, and of the international service 3,484,384 pesetas. Tele- 
phone receipts totalled 1,142,448 pesetas. The cities of Madrid, 
Barcelona, Valencia and Corunna, in the order named, were the 
chief cliente. In the previous five years, the network increased by 
12,988,213 km. of lines, the stations by 193, the instruments by 234. 
and the receipts from both telegraphs and telephones by 1,733,120 
pesetas.— Elektron. 


Submarine Signalling.—The Daily News states that 
there are now 122 submarine signal stations in use or being installed, 
and that nearly 900 ships are equipped with the Submarine Signal 
Co.'8 receiving apparatus. 


Telephony in Japan.—Telephonic communication has 
recently been established between the summit of the well-known 
mountain Fuji and Gotemba and Omiya. 


The Bergen Wireless Station.— This station has been 
opened to public use. It is one of the most powerful stations in 
Europe, its range extending as far as the North Cape and over the 
North Sea as far as Iceland and the Atlantic Ocean.—Zeit fiir 
Schiaehst romteknik. 


Trunk Telephone Rates.—The P. M. (. recently inti- 
mated in a Parliamentary reply to Mr. Fiennes, that he had been 
able to arrange for the use of telephone trunk lines during the 
less busy hours of the day under monthly contracts for daily 
periods of 15 minutes or more, on payment at the following 
rates: | 

For the first or second quarter-hour period. three-quarters of the 
ordinary rates, according to the time occupied. | 

For the third and fourth quarter-hour periods, one-half of the 
ordinary rates. 

For each additional quarter-hour period, one quarter of the 
ordinary rates, 

The time for which such arrangements can be made necessarily 
depends upon the demands of the ordinary trunk service, but as a 
rule special contracts can be accepted for the use of lines before 
9 or 9.30 a.m., between 1 and 2 p.m., and after 4.30 or 5 p.m. 
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For long periods, of not less than six hours between 5 p.m. and 
6 a. m., still more favourable rates of charge are in force, based on 
the actual length of the line used. "The rates are as follows :— 

For six hours' use, £2 10s. per mile per annum; and for twelve 
hours’ use, £3 10s. per mile per annum. 

For periode of between six and twelve hours the charge is as 
for six hours, with an addition of 58. per mile per annum up to a 
maximum of £3 10s, 


Wireless Stations in Panama.—The United States 
Government intend to expend $1,000,000 in constructing wireless 
stations on the Isthmus of Panama. An arrangement has been 
entered into with the Government of Panama whereby all private 
companies are precluded from erecting wireless stations in Panama. 
— Arit. fur Schwachstromteknik, 


Wireless Telegraphy.—A wireless connection right 
across South America has been established by the Telefunken Co. 
between Lima, on the West Coast, and Para, on the East. The 
distance is 2,100 miles over primeval forests and the transmission 
bridges over the high Andes. Messages dispatched from Lima 
proceed direct to Manaos, on the Amazon River, and thence to 
Para. 

The Compagnie Générale Radiotélégraphique has received the 
order to equip the whole of the fleet of the Compagnie Sub-Atlan- 
tique with wireless plant. Eight steamers will be fitted on the 
„musical spark system.—Journa! des Postes. 

Wireless telegraph experiments are being carried out by the 
Western Telegraph Engineers of the West Lancs. Division of Terri- 
torials at the top of Blackpool Tower, the first military station to 
be constructed upon the top of a tower in this country, and they 
have been attended with gratifying success. Capt. Coulston, 
R. F. A., is in command of the wireless company. 

The tests that the Colombo wireless station has been under- 
going for some time have been completed, and have proved very 
satisfactory. The record for the longest distance wireless messages 
ever sent in the East was created by the Colombo station lust week, 


when they spoke to Sabang, Sumatra, 1,007 miles away.—Zndian | 
Engineering. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australis, — New SOUTH WaLEs.— August 28th. 
Common-bettery and automatic switchboards, for Newton, Glebe 
and Balmain, for the Postmaster-General’s department. See 
* Official Notices July 26th. 

September 25th.—Trunk line switchboard, for the P.M.G.'s 
department. See “ Official Notices to-day. 

October 2nd.—N.S.W. Government Railways. Six 1,000-Kw. 
sub-station units to specification No. 357. Specification (10a.) from 
Electrical Engineer's Office, 61, Hunter Street, Sydney. 

October 16th. — N. S. W. Government Railways. Two 5-ton 
electrically-driven travelling cranes, for the Randwick workshops. 
Specification No. 365 (5в.). Electrical Engineer's Office, as above. 

SOUTH AUSTRALIA.—October Ist. Telephone switchboards at 
Unley, Adelaide, for the Postmaster-General’s department, See 
" Official Notices " to-day. 

October 1st. — Telephone switchboards at Norwood, for the 
P.M.G.'s department. See Official Notices " to-day. 

October 22nd.—Telephone switchboard at Port Adelaide, for the 
P.M.G.'s Department. See Official Notices to-day. 

VICTORIA.~-October 22nd. Fourteen sections of common-battery 
multiple switchboard, for the P.M.G.'s department. See Official 
Notices” to-day. 

September 3rd.—Six 60-K.v.A. transformers, for the Melbourne 
City Council. See Official Notices to-day. . 

MELBOURNE.—September 17th. One fuel economiser, for the 
Corporation electricity works. 

October 2nd.—Two vertical seta of electrically-driven rotary 
pumps, for the Melbourne City Council. See “Official Notices 
to-day. 

WESTERN AUSTRALIA.—November 5th. One common-battery 
automatic switchboard, one common-battery semi-automatic switch- 
board, one common-battery manual switchboard and equipment, for 
the P.M.G.'s department, Perth. 


Austria.—V1IENNA.—November 30th. Plans are re- 


quired for the erection and operation of an electrically-worked 
municipal central clock installation. Particulars, Magistratab- 
teilung V, Vienna. 


Batley.—August 23rd.  High-tension cables, for the 
Corporation. See "Official Notices " August 2nd. 


Bedwas.—September 5th. Electrical goods for a year 


for the Bedwas Navigation Colliery Co., Ltd. (Form 4) The 
Secretary. 


Belgium.—September 3rd. The Société Nationale des 
Chemins de Fer, of Brussels (14, Rue de la Science), is inviting 
tenders for (1) the supply and installation of the electrical equip- 
ment of a transformer sub-station at Dieghem, in connection with 
the Brussels-Haecht light electric railway; (2) the supply of the 
copper rail bonds required by the company during the year ending 
October Ist, 1913; and (3) the supply of the bronze wire required 
for overhead conductors during the same period. The bronze wire 
required is round in section, and 53, 64 and 80˙2 mm. in diameter, 


Bradford. — August 28th. One 300-Kw, and one 


1.500-Kw. rotary converter, for the Corporation. See "Official 
Notices to-day. 


Costa Rica,—December 9th. Tenders will be received 


for the building and working of an electric tramway between 
Alajuela and Grecia, a distance of 18,100 m. Particulars from the 
Secretaria de Fomento, San José. 


Frauce.—October 8th. The French State Railway 
authorities in Paris are inviting tenders for the supply of the 
current necessary for the electrical operation of the State railway 
system in the Paris district. Particulars may be obtained from, 


and tenders are to be cent to, Le Directeur des Chemins de Fer de 
l'Etat, 20, Rue de Rome, Paris. 


Hungary.—BEszrERCEBANYA.—August 24th. Tenders 
are invited for the supply of a 500-н.р. crude-oil engine with 
accessories, a three-phase generator and a switchboard with con- 
nections. Deposit 5 per cent. Particulars (5 kronen), Ingenieur 
Tibor Szeberenyi, Josef-utea 12, Budapest VIII. 

The municipal authorities of Varpalota have just invited tenders 
for the concession for the establishment and working of a central 
electric lighting station in the town during a period of 50 years. 


Leeds,—September 9th. Paper-insulated cables, for one, 


two or three years, for the City electric lighting department, See 
„Official Notices August 9th. 


London.—L. C. C.— August 23rd. Electric lighting, bells 
and telephones at the County Secondary School, Plumstead, S. E. 
See "Official Notices August 9th. 

LEWISHAM.—The Infirmary Committee of the Guardians have 
decided to obtain tenders for the installation of electric light in the 
operating room. ё 

Manchester.—September 10th. Опе 12,000-Kw. three- 
phase high-pressure turbo-alternator, with condensing plant, &c., 
water-tube boilers and superheaters, economisers and coal chutes, 
for the Corporation. See “ Official Notices August 9th. 

August 28th.—Electric lighting fittings at Atherton Street 
Schools, Deansgate, for the Education Committee. The Offices, 
Deansgate. (Returnable deposit £1 18.) 


New Zealand. — September 5th. 100 prepayment 
x shilling-in-the-slot " wattmeters, for the Wellington Corporation 
electrio lighting department. A copy of specification may be seen 


at the Board of Trade Commercial Intelligence Department, 
London, E.C. 


Rochdale.— August 28th. The Electricity Department 
is inviting tenders for 50,000 tons of best coal. T. Banbury Ball, 
Gas and Electricity Works, Dane Street, Rochdale. 


Rosario.—October 15th and September 21st. According 
to the Heriew of the Hiver Plute, the Municipality is calling for 
tenders, until October 15th, for a second system of electric tram- 
ways, including their construction and working. Full particulars 


from the Municipality. Tenders for the publio electric lighting 
will be opened on September 21st. 


Roumania.— August 20th. The municipal authorities 
of Turgu-Oona (Bacau) are inviting tenders for the esteblishment 
of a central electric lighting station in the town. 

The municipal authorities of Botoshani are about to invite 
tenders for the concession for the supply of electrical energy for 
lighting and power purposes in the town. 


South Africa.—September 11th. Durban Corporation. 
One-ton electric storage battery vehicle. A statement on the 


matter can be seen at the Board of Trade C.I. Department, 
London, E.C. 


Spain.—^eptember Ist. The municipal authorities of 
Algeciras are inviting tenders for the concession for the electric 
lighting of the town. Particulars may be obtained from, and 


tenders are to be sent to, El Secretario del Ayuntamiento de 
Algeciras. 


Torquay.—September 2nd. One 1,000-kw. single-phase 
turbo-alternator, condensing plant and switchgear, for the T.C. 
See Official Notices ” to-day. | 


Witney.—The U.D.C. is inviting tenders for (a) suction 
gas plant and accessories, including vertical high-speed 75-Kw. 
engine and D.C. dynamo; (b) battery booster; (c) switchboard ; 
(d) cables. Specifications, &., from May & Hawes, consulting 
engineers, Caxton House, S. W. Deposit £1 1s., returnable. 
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CLOSED. 


Atherton.—The U.D.C. has accepted the tender of the 
British Westinghouse Co., Ltd., for one 250-K.v.A. transformer. 


Aüstralia,—The following contracts have recently been 
placed, according to the Australian Mining Standard :— | 


SouTH AUSTBALIA.— Supply and Tender Board.— 
12 miles telephone cable for £307.— Todd & Bamuel. 


SYDNEY.—Postmaster-Genera] s department.— 


Various distributing boxes, &c.— Western Electric Co. (Australia), Ltd. 
4.500 cable clamps, each pattern A and '' B."—Boehme & Owen. 
17,850 f$. piping, wrougbt-iron, galvanised, £819. —T. McPherson & Son. 


ADELAIDE.— Postmaster-General'8 department.— 


Two switchboards, magneto wall pattern, 25 lines, at £12 168. 8d. each ; 
two switchboards, magneto, non-multiple, 50 lines, at £26 each; 
three switohboards, magneto, non-multiple, 100 lines, at £87 each.— 
J. Bartram & Son Pty, Ltd. 


BRISBANE.— Postmastér-General's department.— 
Four drums, each 1,000 ft. of lead-covered cable, £70.—W. Т. Henley's 
Telegraph Works Co., Ltd. 


MELBOURNE.— Postmaster-General's department.— 


10,000 glazed earthenware conduits, 6-ducts, at 28. 10d. each, £1,417; 5,000 
lazed earthenware conduite, 4-ducts, at 15, 10d. each, £458.—Hoffman 


tent Steam Brick Co., Ltd. 

500 three-position switching keys at бв. 3d. each, £156 ; 3,000 condensers, 
9-microfarad, at is. 9d. each, £262.—J. Bartram & Bon Pty., Ltd. 

120 miles tinned copper wire, rubber-insulated, cotton-covered, at £2 per 
mile, £240; 400 common battery wall telephones, at S5s. 9d. each, 
£715.—British General Electric Co., Ltd. 

1,500 glazed earthenware conduits, 4-ducts, at 1s, 10d. each, £137.—Hoffman 


Patent Steam Brick Co., Ltd 
BRISBANE.—Postmaster-General в department.— 
5 tons wire, galvanised steel, 3-atrands, No. 16 s.w.c., at £20 per ton.— 
Noyes Bros. (Bydney), Ltd. 
SypNEY.— Postmaster-General’s department.— 
96 tons bolts at £18 156.—T. McPherson & Son. 
The Australian Mining and Engineering Review states that the 
tender of the British Aluminium Co., Ltd. at £340, has been 
accepted for 3 tons, 12 cwt. of bare hard.drawn aluminium cables 


by the Melbourne City Council. es | 

The Sydney Council has ordered fibre con2uit (£479), an electric 
pulley block (£162), and underground cables (£5,404) from Noyes 
Bros. (Sydney), Ltd. : also underground cables (£785) from B. I. 
and Helsby Cables, Ltd.; underground cables (£2,042) from 
W. T. Henley's Co, and underground cables from the Western 


Electric Co., Ltd., at £560. 


Barrow-in-Furness.—The T. C. has accepted the tender 
of Messrs. Wm. Gradwell & Co. Ltd., for extensions to the 
Electricity Work$ buildings, at £983. 


Bootle.— Further tenders as follows have been accepted 
by the Corporation in connection with the erection of the new elec- 
tricity supply works in Marsh Lane and Hawthorne Road :— 

Babcock & Wilcox, Ltd.—Steam piping, £155. 
J. 8mish, Ltd.—Overhead cranes, £310. 
Kennicott Water Softener Co.— Water-softening plant, £300. 


W. and T. Avery, Ltd.—A weighbridge with 16 ft. x 8 ft. plate, £78. 
Mellows & Co.—For glazing the roofs of the engine house and boiler-house, 


£575. 
Glasgow.—The Tramways Committee recommends the 
T.C.’3 acceptance of the following 
Armature coils.. . Malleable Steel Castings Co. 


Special track work .. . Lorain Steel Co. 
Hals and fishplates .. . Lorain Bteel Co. 
Copper strip .. : .. Chas. Henderson & Co. 


Herefurd.—The Т.С. has accepted the tender of 
Mesers. Wm. Cory & Co., Ltd., for 2,000 tons of best Cannock rough 
small coal for the electricity works, at 118. per ton. 


London.—Mr. F. R. Garrod, of Golder's Green, N.W., 


has obtained the contract for electric lighting, power, signe, &c., at 
the new Arcade, 78, Uxbridge Road, W., for the British Arcade:, 


Ltd., Funland,” of Edgware Road. 


Salford.—The T.C. has accepted the following tenders :— 


Bbarples, Hil! & Co.—Alteration to electric light at Royal Technical 


^ Institute, £84. 
H. d. Mabbe.— Motor gtarters, £400. 
W. Hodgson & Sons, Manchester.—20-ton weighbridge for coal-conveying 


plant, £82. 
Nheffield.—The tender of the British Electric Trans- 


former Co., Ltd., has been accepted by the T.C. for a biennial supply 
of transformers and switchgear. The tender of Abbott & Bannister, 
at £6,750, has further been accepted for carrying out extensions at 
the Neepsend power house. 


Walsall.—The T.C. has accepted the tender of the 
General Electric Co., Ltd., in lieu of that of the British Westing- 
house Co., Ltd., at £198, for the supply of a new switchboard. 


Wigan.—The Tramways Committee has accepted the 


tender of Mesars, Webster & Winstanley, at £2,640, for the supply of 
British Standard No. 8 steel rails to the Sandberg Silicon process 
for tramway loops. 


NOTES. 


A Minister of Commerce.—For some years past there 
has been a strong feeling in commercial circles that a Minister of 
Commerce should be appointed. The matter has been referred to 
in these columns from time to time. It is now understood that the 
Prime Minister has asked the Association of Chambers of Commerce 
of the United Kingdom to embody ita proposals in a memorial to be 
presented to him. The Association, it is stated, has asked Sir. F. F. 
Adam, a member of the Commercial Intelligence Committee of the 
Board of Trade, to draft the memorial. 

Will,—According to a Swansea paper, the late Mr. 8. 
Mansel Jones, electrical engineer, who died in May last, left estate 
of the gross value of £1,135, with net personalty sworn at £27. 


Australian Factories,—4A Reuter dispatch from Mel- 
bourne, appearing in the Birmingham Daily Post, says that the 
Victorian statistics report for 1911 shows that the number of 
factories in the State of Victoria is 5,126, employing an aggregate 
of 113,000 hands, compared with 1,873 factories in the preceding 
year, employing 102,000 hands. Male employés constitute 65°7 per 
cent. of the total number. Their wages amounted to £7,358,000 
during the year, females receiving £1,553,000, making a yearly 
average of £106 12s. 4d. and £41 3a. 3d. for men and women 
respectively. Wages constituted 21'4 per cent. of the value of the 
output. 

Fatality.— According to a Glasgow paper, Edward 
Kerr, labourer, Buchanan Street, Coatbridge, while engaged at an 
electric crane withinthe British Tube Works, received an electrio 
shock, and death was instantaneous. 

Athletics.—Tke London Electric Railways Institute and 
Athletic Association, which has a membership of 750, held its 
first annual sports on Saturday, August 3rd, at the Paddock, North 
End Road, Hampstead. 

Educational Note,—University COLLEGE. — We have 
received a copy of the Handbook of the Faculty of Engineering,” 
at the University College, Gower Street, for the forthcoming 
session, Dr. J. A. Fleming, the Dean, is head of the Electrical 
Engineering Department, with Mr. W. C. Clinton, B.Sc., as assis- 
tant professor, Mr. E. Kilburn Scott as lecturer, and Mr. G. B. 
Dyke, B.Sc., as assistant. The first term of the session opens on 
September 30th. Intending students should communicate with 
the Provost (T. Gregory Foster. Ph.D.), at the College, as early as 
possible. 

Concealed Lighting at St. Mary's Church, Warwick. 
— St. Mary's Church, Warwick, is a very fine old building in the 
perpendicular style, of which only the sanctuary and chancel are at 
present equipped with the electric light. The installation, which 
was carried out by Mr. Alexander Wylie, Warwick, to the design 
and specification of the British Thomson-Houston Co., is on the 
concealed lighting system. Batteries of retlectors—some Mazdalux 
and some prismatic glass—are attached to the east side of pro- 
jections, such as the pillars supporting the chancel arch, and the 
side of the window recesses, Each battery of reflectors (there are 
four in the choir stalls and four in the sanctuary, containing in all 
30 Mazda lamps) is so disposed as to concentrate the light in the 
required direction, The length of the chancel is 73 ft., and the 30 
Mazda lamps give an approximately uniform horizontal illumina- 
tion of 2 foot-candles. This method of lighting gives uniform 
horizontal illumination—it renders visible the beautiful roof 
tracery—and no fittings can be seen by the congregation. The 
installation was designed by the B.T.-H. Co.'s illuminating 
engineering department. 

Centre of Area.— An American correspondent writes as 
follows :—For good working & power station should be located at the 
centre of the area and the feeding points as near as possible to the 
centre of their respective local areas. We know that physical con- 
ditions seldom allow of such ideal heppenings, but when necessary, 
& novel way to find thecentre of the area isto outlinethe district on & 
piece of paper, then go over the outline with water using a small 
brush for the purpose. Now fill up the area with water and float 
the paper on a bowl of water, the water area should be filled up by 
squeezing а small wet rag on it until the area is as deep as possible 
without the water running out of bounds. When all is prepared 
fix a pin with the point dipping into the water, that is, on the 
paper, but not touching the paper; no matter where you put the 
point of the pin the paper will shift around until the centre of area 
locates itself right under the pin point. 


The Extraction of Nitrogen.—The representatives of 
certain Canadian and Spanish interests have recently been in 
negotiation at Christiania with the Hydro-Elektriske Aktieselskab, 
which owns the large nitrate works at Notodden, in regard to the 
establishment of branch factories in Canada and Spain. It is said 
that the negotiations have led to the decision to erect works in the 
vicinity of Montreal and Barcelona to produce according to the 
Eyde-Birkeland process, and the Norwegian company will have a 
financial interest in the undertakings. 


Plant Wanted for Calgary.—It is stated in yesterday's 
Standard that Mr. A. G. Graves, the City Commissioner of Calgary, 
Alberta, will visit London during the early part of September. 
" During his stay he is anxious to get into touch with the manu- 
facturers of large-unit gas engines to be used for electric light 
generating purposes and power by gas, as there is a possibility of 
the City of Calgary adopting this type of power if it be proved 
beneficial.” His address will be care of High Commissioner for 
Canada, 17, Victoria Street, London, S.W. 
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The Editors invite electrical engineers, whether connected with th 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted аз to their morements, 


tion Electric Supply Department at the White Horse Hotel, 
Birmingham, on Monday, August 12th, and was presented with an 
illuminated copy of a resolution of congratulation passed by the 
Birmingham Electric Supply Committee, a gold cigarette case, 
suitably incribed, from the staff and workmen of the whole depart- 
ment, and a silver cigarette case, subscribed for by the workmen 
of the Social Club. Mr. Kemp was also handed a jewelled pendant 
for Mre. Kemp. Mr. Chattock, who made the presentation, called 
attention to the fact that Mr. Kemp had been resident engineer at 
Summer Lane Station since its opening, and that the great develop- 
ments which had taken place in the 6 4 years had raised the capacity 
of the station from 11,500 to 26.500 KW. On behalf of the whole 
staff, he congratulated Mr. Kemp on the appointment he had 
obtained, and wished him success and happiness in his new and 
responsible position. Mr. Kemp suitably replied. 

Mn. G. PARR, assistant &ccountant, in connection with the 
Marylebone electricity supply undertaking, and MR. A. McKICHAN, 
consumers accounts clerk, left on Saturday last, by the Aingfauns 
Castle, for South Africa. to take up appointments with the Victoria. 
Fallsand Transvaal Power Co., Ltd. On the Thursday previous to 


McKichan with a gold watch, suitably inecribed, the presentations 
being made by Mr. E. J. Jennings, gecretary and accountant of the 
department, 

The Australian Mining ana Engineering Review states that Mp- 
A. T. Twiss, recently associated with Siemens Bros. Dynamo 
Works, Ltd., in Victoria, has been appointed electrical engineer to 
the Zeehan municipal electric supply. 


The Horsham U. D.C. have appointed Mr, CHUBB, second assis- 


his salary being increaced to £120 per annum. Mn. Eric SENDALL 
has been appointed second assistant engineer. 


Tramway Officials, —At a meeting of the West Hartle- 
pool Corporation on the 13th inst, Мв, C, BURGESS, of 
Wigan, was appointed tramways manager at a salary of £200 per 
annum. There were 52 applicants for the position. 


General.—A fortnight ago we published a paragraph in 
this column, on the authority of one of our usual provincial 


: Asa matter 
of fact, however, Mr. Hesketh was at that time on the seas on his 


return to the scenes of his Australian activities, From the 
Australian Wining Standard received by this week's mail, it 
appears that he was expected back in Melbourne in the third week 


It remains 
for us to do one of two things—either to congratulate Mr. Hesketh 


and accompanied by intense suffering. 


Mn. G. D. SEATON has joined the staff of Messrs, Richardsona, 
Westgarth & Co., Ltd., and will represent them in the Manchester 
district, where he will act ag sales agent for their land specialities, 


it is believed, centralised the executive control of the telegraph 
department under Prendergast, their electrical 
engineer at Arkonam, with Mr. R. C.C. Yates, as first assistant 
electrical engineer at a salary of Rs, 500-700 per mensem. The 
electrical department has been strengthened by the recent appoint- 
ment from home of an assistant electrical engineer. 

On 15th inst., at Cornhill, Biggar, the marriage was Eolemnised 
of Mr. JAMES CA LDWELL, M. I. E. E., eldest son of Thomas Caldwell, 


Rockfield, Paisley, to Blanche, youngest daughter of Mr. James 
Young, J.P., Cornhill, Biggar. 


Obituary.—The death has occurred at Capstones, New 


Mills, of MR. F. Burks, managing director of the High Peak 
Electric Works, New Mills. He was 54 years of age, 


NEW COMPANIES REGISTEREL. 


South American Railless Traction Co., Ltd. (123,567).— This 
company was registered on August Ist, with a capital of £2,000 in 1,800 preferred 
shares of £1 each and 1,000 ordinary shares of 1s. each, to carry on in Bouth 


traffic or purposes, and rails and railway and tramway plant and apparatus, 
&c. The subscribers (with ope share each) are :— F. Jackson, Hurstbourne, - 
Elgin Road, Croydon, clerk; H, Boger, 74, Compayne Gardens, West Ham 

stead. N. W., clerk. Private company. The number of directors is not to be 


British Electric Equipment Co., Ltd. 123,576).— This 
company was registered on August 9nd, with a быра! of £3,000 in £1 Shares, to 
carry on the business of miving and electrica engineers, electricians, sup- 
pliers of electricity, &c., and to adopt an agreement with M. M. Gillespie and 
M. Beales. The subscribers are: M. M. Gillespie, Amberley House, Norfolk 
Street, W. C, engineer, 100 shares; M. Beales, Amberley House, Norfolk Street, 

C., engineer, 100 shares; E. H. Wiley, 90, Duke Street, Bt. James’, S. W., 
Solicitor, one share. Private company. The number of directors is not to be 
less than two or more than five; the first are M. M. Gillespie (chairman) 
and M. Beales: qualification, £100. Registered осе, Amberley House, 
Norfolk Street, W. C. 


Kerswell, Faulkner & Hamlyo, Ltd, (123,636), —' This com- 
pany was registered on August Tth, with a capital of 40.000 in £1 shares, to 
carry on the business of manufacturers of electric fittings and appliances 
metal workers, tool makers, founders, machinists, mechanical and electrical 
engineers, iron and steel converters and smiths, &c., and to adopt an agree- 
ment with H. H. Kerswell and 8. W. Hamlyn. The subscribers (with 667 
shares each) are:—H. H. Kerewell, 6, Adelaide Road, South Hampstead, 
manufacturer; J. Н. Faulkner, 31, Langland Gardens, Ham 
salesman; B. W. Hamlyn, 85, Parchmore Road, Thornton 
facturer. Privato company. The number of directors is not to be lets than 
two or more than three; the first are H. H. Kerswell, J. Н. Faulkner and 
B. W. Hamlyn (ali permanent); qualification, £500; remuneration 88 fixed by 

Vide office, Hanway Street Works, Hanway Street, 


kinds, and the patent rights formerly belonging to the Stockall Brook Time 
Recorders, Ltd., of Hudderstield, and to adopt an agreement with G. H. 
Gledhill & Bons, Ltd. Tho subscribers (with one share each) are G. H. 
Gledhill, Dessingham, Bkircoat, Halifax, cash register manufacturer; A. H. 
Gledbill, 22, Ventnor Terrace, Saville Park, Halifax, cash register manu- 
facturer. Private ‘company. The number ot directors is not to less than two 
or more than seven; the first are G. H. Gledhill (chairman, subjeot to hold- 
ing 1,000 shares) ; A. H. Gledhill (managing director, subject to holding 1,000 
Shares); G. Gledhill (secretary, subject to holding 250 shares); and E, 
Hollingworth and F. Brook ; qualification, £250: solicitor, E. Booth, 7, 
Harrison Road, Halifax, Registered Office, 43, Market Street, Huddersfield. 


———M 
CITY NOTES. 


* 


Victoria Falls and Transvaal Power Co., Ltd, 


THE Marquess of Winchester (chairman) presided on Thursday, 
August 8tb, at Salisbury House, E.C., over the annual general 
meeting of the above company. 

The CHAIEMAN, in moving the adoption of the report 
(see ELECTRICAL REVIEW, page 187), said he might fairly claim 
that it rendered a good account, not only of the past year's opera- 
tions, but gave every indication of & continuation of the steady 


since its inoeption. 
stood at £3,000,000. 
all been issued and stood at 43,000,000. so that the total share and 
debenture capital issued at the date of the accounts figured at 


£210,562, 
debenture interest for the half-year to December 3lst, 1911, 


pletion of their work, and on the other side the amount 
at the bank kept in reserve against this liability, On the 
other side of the balance-sheet the 
and purchase of original undertaking were brought into the 
accounts at £1,629,006, which was £14,763 less than last year, the 
difference being accounted for by sales of some of the unused plant, 


stations, and by £10,785 which had been written off as deprecia- 
tion. i i i 


with the figure at which this account stood at December 31st, 1910. 
Since the accounts for the year 1910 were before them they had 
paid up all the capital they held in the Rand Mines Power Supply 
Co., Ltd., and the 500,000 shares in that company now stood in the 
balance-sheet at £500,000. "They had also purchased on account of, . 
and handed over to, the Rand Mines Power Supply Co., Ltd., plant 
amounting to £1,840,228, under their agreement with that com- 
pany which was secured aa to £1,500,000 by a mortgage bond, and 
by an undertaking to execute a further bond for the balance, which 
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of the accounta the costs of this plant and machinery had not been 
finally allocated to the different stations ; therefore, it appeared in 
the balance-sheet under a separate heading. The machinery 
consisted for the most part of standard apparatus for the eub 
stations, and of spares purchased in connection with the plant 
already in operation, and would be charged in due course to the 
station or sub-stations in which it was ultimately employed. The 
debtors amounted to £92,427, and ample provision had been made 
for any doubtful debts. The cash amounted to £788,683. The 
various other itema in the balance-sheet, such as stores, furniture 
and equipment, livestock, vehicles, and harness, preliminary 
expenses, had been brought into the  balance-sheet after 
liberal depreciation had been written off. Turning to 
the profit and loss account, the year's work recorded 
the very satisfactory profit of £823,094, to which had to 
be added the balance of £37,850 remaining from last year's 
profit and loss account after payment of the dividend declared at 
the last annual.meeting. This profit had been dealt with as fol- 
lows :—The interest on debentures and income-tax thereon for the 
year 1911 absorbed £124,736, and they had written off depreciation 
amounting to £61,264, and the balance of £137,093 had been carried 
to the balance-sheet and added to the amount brought forward 
from the year 1910, thus increasing the balance to the credit of 
profit and loss account to the sum of £174.943. Out of the balance 
they paid on June 14th last a dividend on the preference shares 
issued up to Dacember 31st, 1910, which payment absorbed £129,199, 
leaving £45,744 to be carried forward to the current year. The 
dividend declared covered a period of 144 months at the rate of 6 
per cent. per annum, which made the dividend on the preferenve 
shares paid up in full to the end of 1910, He had in previous years 
dealt with the nature and scope of the business, so that there was 
no need to dwell at any great length on the obligations which they 
had undertaken for the supply of electricity to the Victoria Falls 
and Transvaal Power Co.'s consumers, and electricity and com- 
pressed air to the consumers of the Rand Mines Power Supply Co., 
Ltd. The demands which have been made by consumers of both 
companies for the supply of power to which they were respectively 
entitled, necessitated that additional capital should be raised in 
order to supply the demands notified. After much careful con- 
sideration they came to the conclusion that the most advantageous 
way was to raise this further capital by the issue of second mort- 
gage debentures. On April 2204 last the shareholders sanctioned 
the proposal to create 2,000,000 5} per cent. second mortgage deben- 
tures, of which the issue of 1,000,000 had already been made. The 
progress of the business had been of such a character that even were 
they not under the obligation to provide further plant to meet the 
increasing demands on the capacity of their stations, they would be 
thoroughly justified in doing so by the return which had been made 
on the capital represented by plant already brought into commission, 
and in this respect in referring them to the sum of £323,003—the 
profit for the year—he would like to emphasise the fact that this 
profit had been earned although plant representing an expenditure 
of considerably over £1,000,000 had not been brought into com- 
mission at the time to which the accounts referred. During the 
past year the immense power station at Rosherville was brought 
into full operation, both for the supply of electricity and comprersed 
air, and the sale of power by the two undertakings on the Rand 
was now one of the largest in the world, being exceeded as far as he 
was aware by few other enterprises. The new station at Vereeniging 
was already being doubled, and there were now four sets each of 
15,000 H.P. being installed there. The first two sets and accom- 


panying boilers should be ready to supply power during next . 


month and the two extension sets which were already on the site, 
would be available early next year. Excepting that again as in 
the past they had been hampered in their work by unlooked for 
delays during the past year, due to the stoppage of manufacturing 
during the recent coal strike, and delays in shipping due to dock 
strikes, he was pleased to be able to report that the erection of this 
large station had otherwise been most rapidly carried out. The 
progress of the construction of the transmission line had been very 
seriously delayed by the causes he had mentioned owing to their 
being unable to obtain the necessary insulators, During his recent 
visit he had the opportunity of thoroughly inspecting the plant in 
‘successful operation. When they first started up the earlier plants 
at Brekpan and Simmer Pan for the company, they met with 
certain difficulties due to lightning and other causes, but during his 
visit he saw these two stations running continuously without 
interruption regulated and controlled. At Rosherville, the biggest 
by far of the stations which had been erected for the Rand Mines 
Power Supply Co., and which only came partly into commercial 
use at the beginning of last year, they experienced similar 
troubles during the lightning season, whereas the stations 
at Brakpan and Simmer Pan continued without fault or 
interruption. In an undertaking where the use of machinery 
whose output far exceeded the norma! standards of manufacturers, 
however much ingenuity and thought was expended in the con- 
struction of the plant, nothing could ensure them, when first 
putting stations into commercial service, against temporary inter- 
raptions of supply, and reliability could only be ensured through 
experience gained in actual operation. The Rosherville plant of 
the Rand Mines Power Supply Co., Ltd., station proved no exception, 
On his arrival in Johannesburg last November on the business of 
the company and of the Rand Mines Power Supply Co., he was 
faced with claims for a considerable amount on the latter company 
under the penalty clauses of its contract with the Rand Mines, Ltd. 
In the course of negotiations for this settlement, it became evident 
that the result of experience showed, that however carefully the 
original contract had been drafted, there were certain alterations 
which would prove of mutual benefit to the consumers and suppliers, 
and he was glad to be able to inform them that he found 
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that the representatives of the Rand Mines, Ltd. were 
quite prepared to recognise the difficulties which had 
been met, and that they appreciated the manner in which the 
responsibilities of the undertaking had been carried out. He would 
like to testify to the manner in which the representatives of the 
Rand Mines, Ltd., met him in the somewhat difficult negotiations 
which resulted in the drawing up of a new contract, which, while 
preserving all the rights which had been obtained under the old 
contract, would not only largely increase the margin of security 
of supply to the industry, but would simplify the conditions of 
many of the clauses and give greater security to the consumers. 
This new contract had not yet finally been agreed, but the points 
requiring adjustment were receiving immediate attention, and he 
hoped before long that the only questions still open would be 
satisfactorily arranged. The results obtained from the sales of 
energy in the form of compressed air on a system such as they bad 
installed, and which had not, so far as he knew, been previously 
adopted, had come up to their estimate, but there was this 
drawback that the capital expenditure for the installation of the 
machinery necessary to generate a unit of air. involved a 
higher ratio of capital expenditure than that for the machinery 
necessary to generate a unit of electricity. The results of this 
method of distribution of energy had met with the approval of 
the consumers of the Rand Mines Power Supply Co., and demands 
for energy in this form had largely increased since the original 
contract was obtained. The past year had been a most strenuous 
one for the management in South Africa and the engineering staff, 
and he could not conclude without acknowledging the great assist- 
ance which they accorded him when in South Africa in carrying 
through the negotiations for the new Rand Mines, Ltd., contract, 
and for the zeal and energy which they had always displayed in the 
company s interests. 

Mr. A. BRAKHAN seconded the motion, and pointed out that as 
good results had been obtained with only a part of their plant in 
operation, it must be evident that when the full plant now in course 
of construction, or being arranged for, was installed, it would 
ensure a satisfactory and profitable future for the company. 

Mr. ELLISON said he understood that the power from the Victoria 
Falls had not yet been touched, but that all the electricity was 
being generated from coal. When wes it propose to tap that вопгов 
of income, or were they under penalty if they did not utilise that 
concession? The amount of depreciation included the buildings, 
plant, &c., and seemed to be very small, considering the value of the 
plant. He suggested that in future there should be a separa- 
tion of the items. He thought he was right in estimating a probable 
profit of £420,000 to £430,000 in the current year, so that the pre- 
ference shareholders would get their dividend, and he would like to 
know what hope there was for the long-suffering ordinary share- 
holders. If they went on as they were going, it seemed to him the 
ordinary shareholders might hope to get a dividend in 1914. 

The CHAIRMAN paid they incurred no liability for not making 
use of the Victoria Falls concession, Obviously to harness such an 
undertaking as the Zambesi River would not be a remunerative in- 
vestment unless they had a large sale for power, and they were await- 
ing developments in the country before attempting to do so. The, 
board would consider the suggestion as to the depreciation account 
but he was quite satisfied that the shareholders' interests were 
being most carefully safeguarded in that direction. They main- 
tained the plant at the highest state of efficiency, and made liberal 
provision for depreciation. If he was asked about the dividend in 
1914, he hoped to be able to give further information on the sub- 
ject ; but at the moment he had no wish to prejudice the position 
of the board by making any statement that day. 

The report was then adopted, and the retiring members of the 
board and the auditors re-elected. i 


Steck Exchange Notices, — Applications have been 
made to the Committee to appoint a special settling day in and to 
grant a quotation to :— 


Empire District Electric Co.—Fully-paid scrip for 1,000,060 dols. first mort- 
gage 5 per cent. sinking fund gold bonds. 

Hadfield’s Steel Foundry Co., Ltd.—Further issue of 100,000 ordinary shares 
of £1 each, fully paid. 


And to allow the following securities to be quoted in the Official 
List :— | 

American Telephone and Telegraph Co.—25,C00,000 dols. additional collateral 
trust 4 per cent. bonds of 1,000 dols. each (Nos. 28,(00 to 58,000). 


Toronto Pc wer Co.—Farther issue of 48C0,C00 43 per cent. consolidated 
guaranteed debenture stock. 


The Committee has ordered the undermentioned to be quoted in 
the Official List :— 


Georgia Light, Power and Railways.—2,990,0(0 dols. first lien 5 per cent. 
eg toy gold bonds of 1,0С0 dols, each, Nos. 1 to 2,230; and 62,648 common shares 
of dols. each, fully paid. 


Companies Struck Off the Register.— The followiug 


companies have been struck off the Register, and are accordingly 
dissolved :— | | 


Birmingham Electrical Case Co., Ltd. 
British-Bitumen, Ltd. 

Cyclops Asbestos Co. (Liverpool), Ltd. 

General Power Development Co., Ltd. 

Hooghly River Electric Power Co., Ltd. 

London Electric Hot Air Baths (Greville’s System), Ltd. 
North-Easte.n Electrical Stores, Ltd. 

North Lancashire Electrical Treatment Co., Ltd. 
Pyrenees Electrical Society, Ltd. 

Railway and Tramway Development Co., Ltd. 
Universal Electrical upply, Ltd. 

Variable Electric Lamp Syndicate, Ltd. 
Werner-Stuart Steam Generator Syndicate, Ltd. 
Wireless Telephony (Entertainments) Co., Ltd. 
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La Plata Electric Tramways Co., Ltd. 


THE directors in their report for 1911, say that owing to the 
discovery that the company's accountant іп La Plata hnd made 
false entries in the books and had defrauded the company, the 
directors requested Messrs. Nordaby, Brewster & Co., who are now 
acting asthe company's auditors in La Plata, to makean exhaustive 
examination of the books for the past two years. They report 
that they found numerous omissione and false entries, and that as 
on December 318t last the total defalcations amounted to £7,787. 
They also report that further defalcations, applicable to the year 
1912, amounting to £2,081, have been discovered. The frauds occur 
on both sides of the accounts. Miscellaneous receipts have been 
kept back, and fictitious invoices presented for payment. The 
directors are at a loss to understand how these frauds, continued 
over ко many month», can have been overlooked by the manager 
&nd the company's late auditors in La Plata who have counter- 
signed the monthly and annual accounts sent to London. The 
directors are much concerned at these discoveries, and are using all 
possible means to ascertain the facts. Mr. Hamilton, the chairman 
of the company, is on his way to La Plata, holding full powers to 
act. The accounts presented are based on the accounts as corrected 
after the examination, and represent the state of affairs as at 
December 31st, 1911. The traffic receipts, £48,918, have been up 
to the original estimate. The working expenses are 68 per cent., 
and have been affected by two causes, viz., disturbance of traffic 
owing to paving operations, and the partial use of horse traction. 
The electric working expenses are 63 per cent. The horse traction 
section is conducted at a loss. The balance of profit for the year 
is £14,673, less £7,787 loss by defalcations ; interest aborbs £1,500; 
£6,352 has been distributed in interim dividend on preference 
shares, and £23 remains. The defalcations since December 31st, 
1911, will have to be dealt with in the next account. The follow- 
ing is a comparison of the traffics for the two years ending 
December 31st, 1910, and December 31st, 1911 :— 


Passengers carried. Receipts. 
1910 ] 3,564,576 £34,483 
1911 eos vals 5,228,355 £415,948 


The route to Ensenada is practically complete, except at the 
crossing of the railway. "These crossings are being constructed by 
the railway company at this (the tramway) company's coat, 


MR. W. W. WESTERN presided on August Sth at River Plate 
House, E.C., over the third annual general meeting of the above com- 
pany, and in moving the adoption of the above report, he said he 
would divide his remarks into two portions—first, as regarded the 
accounts of the year, and secondly, regarding the circumstances 
under which the company had sustained heavy losses. Traffic 


receipts amounted to £48,900, and miscellaneous receipts to £700. 


The traffic receipts were already in excess of the original estimates, 
and the comparison was all the more satisfactory because the 
original estimate was for the completed line, whilst, as a matter of 
fact, they were still working with one section not electrified. The 
uncompleted section was that connecting the town with the port of 
Ensenada. The old horse line followed the bank of the harbour 
canal and commanded hardly any intermediate traffic. The substi- 
tuted line ran along a paved road, along which buildings were being 
erected which would give a substantial intermediate traflic in 
addition to the normal traffic between the town and the docks. 
The necessity for obtaining an Act of Congress, and difficulties with 
regard to the crossing of the railways, had delayed proceedings, but 
according to the latest advices, the line was practically finished 
saving the railway crossings. So far as they understood, it would 
take about a month to complete the crossings. Extensive paving 
operations carried out by the municipal authorities had interfered 
with the traffic and also affected their expenses ratio, Their 
original estimate of expenses was 65 per cent., but the actual rate 
was 68 per cent. An analysis of the account, however. showed the 
rate for the electric tramway to be 63 per gent. As the work was 
still uncompleted, they had not dealt with depreciation, but they 
recognised that as a charge which could not be neglected. The 
traffic receipts for the current year were somewhat in excess of the 
corresponding period, but he was disappointed that they did not show 
a substantial inoreage. Their local director attributed it to the effect of 
the electrification of the municipal horse line, and possibly he was 
correct, but in view of the rapid growth of the town coupled with 
tbeir possession of the best routes, he (the chairman) did not fear 
for the future. 
directors that so large a proportion of the profite had been swept 
away by the fraud of an employé, and it was a matter of still 
greater concern to them to find the frauds continued over a con- 
siderable length of time without discovery. Proceeding to explain 
the company’s system of control at La Plata, the chairman said 
they had M. Boutell as local director, who acted as intermediary 
between the company and the authorities, and advised the board 
on questions of policy, but who did not interfere with details of 
working. The manager, Mr. Dore, was the manager of the old 
horse tramways, and he did the routine work, and referred to the 
local director in cases of difficulty. Two years ago, their accountant 
resigned his position, and the local director found a man on the 
epot, Mr. Allan, whose credentials were satisfactory, and he was 
appointed. Outside there was what was locally called the station- 
master. The tramway conductors got out way bills showing the 
tickets issued, &c. and each day paid their takings to the station- 
master, whose duty it was to pay them into the bank. It was the 
manager's duty to see that the amount paid into the bank tallied 
with the way bills. The company's paymenta were made from 
another bank and cheques were signed by the. manager or director 
and countersigned by the accountant, and before the cheque was 


It was a matter of very great concern to the 


signed the accountant had to produce the corresponding merchant's 
invoice or other document to be marked by the manager. There 
were local auditors, whose duty it was to examine the cash accounts, 
and monthly accounts were sent to the London office, from which 
the company's books were made up. Up to 1911, Messrs. Fowler 
and Co. audited for the company locally, but from that date 
Messrs. Nordaby, Brewster & Co., who were in close touch with the 
company's London auditors, had done the work. The board were on 
the point of sending out the balance-sheet when they received 
a telegram, stating that frauds had been discovered. They at 
once instructed Messrs. Nordaby, Brewster & Co. to make a strict 
examination of the accounts for the past two years, and it came as 
a terrible blow to the board to learn that frauds amounting to nearly 
£10,000 had been going on over a period of nearly two years.. The 
accountant had obtained money from the stationmaster and had 
manipulated his booke, and had also retained money due to suppliers 
and produced duplicate invoices and got cheques. It was incom- 
prehensible to the board how the frauds escaped the notice of the 
manager, and how he and the auditor signed monthly sheets 
without discovering the discrepancies between them and.the actual 
balanve in the bank. Mr. Woodrow, the secretary, was now in La 
Plata, and Mr. Hamilton, the chairman, was on the high sear, with 
full power to act, and would remain in La Plata to make arrange- 
ments for protecting the company's interests. Referring next to a 
note in the auditors’ certificate regarding the value of stores, the 
chairman said that that had relation to a quantity of old material 
valued at £1,200 or £1,300, and he could not say what the true 
value of it was. As regarded the procedure that day, he suggested 
that they might either formally adopt the report and call another 
meeting when Mr. Hamilton came back, or else adjourn the present 
sitting. 

Mr. HarmMoop BANNER, M. P., seconded the motion, and also 
expressed regret at the frauds which had occurred. 

Replying to a question, the CHAIRMAN said that an application 
was at once made for a warrant for the arrest of the accountant, 
but apparently they did things in a different manner in that 
country, and the Judge was holding an inquiry not only into 
the actual losses of the company, but with regard to who was 
responsible for allowing them to be robbed, but he had not com- 
municated anything to them. 

A long discussion took place, principally with regard to the 
advisability of getting auditors for the company who were actually 
represented by a branch in Buenos Ayres, and eventually the meeting 
was adjourned till a date to be fixed after the return of Mr. 
Hamilton. 


Perth Electric Tramways, Ltd, (W.4.). 


THE directors’ report shows that, for the year ended December, 
1911, there was a profit of £37,893, which is an appreciable 
increase over any former year and compares favourably with the 
year 1910, which was adversely affected by the strike of conductors 
and motormen. The directors have already distributed an interim 
dividend of 24 per cent. on the ordinary shares, and now recommend 
the payment of a further 23 per cent., making 5 per cent. for the 
year, After making this payment and distributing the dividend on 
the preference shares, and interest and sinking fund on the first and 
second debentures, there remains a balance of £9,742. The directors 
recommend that £9,000 of such amount should be placed to cash 
reserve fund, bringing such fund up to £19,741, leaving £742 to be 
carried forward. As stated in the circular issued in June, the 
directors have signed a provisional contract for the sale of the 
undertaking to the Government of the State of Western Australia 
for £475,000, which agreement is conditional (amongst other things) 
on the Government obtaining certain consents from the various 
municipal authorities from whom the company’s concessions are 
held. As the Perth City Council refused to give its consent, the 
Government took the necessary steps to bring in an Act of Parlia- 
ment enabling them to purchase the tramways without the consent 
of the Perth City Council, and the Bill is now before Parliament. 
There seems to be no doubt that the Bill will, in due course, become 
law, and after an intimation has been received that the Bill has been 
passed by the Western Australian Parliament, the necessary meetings . 
of shareholders will be called, and the agreement submitted for 
confirmation. The latest information received is that the Bill has 
passed the second reading and is now in the Committee stage. 
The amount of the first debenture stock redeemed in respect of 
the year under review is £5,050 at a cost of £5,207. The directors 
record their appreciation of the services of Mr. Somerset and his 
staff during the year. 

‘Mr. H. J. SOMERSET, the manager and engineer, in his report, 
says that during the year 1911 no new construction work was 
carried out. The trams travelled 1,230,910 miles, as against 
1,011,510 miles in 1910. The total receipts were £86,528, as 
against £68,455 in 1910, an increase of £18,073. The total Perth 
expenses in 1911 were £45,441, as against £38,479 in 1910, an 
increase of £6,962. The excess of receipts over expenditure was 
therefore £11,111 greater than in 1910. The earnings per car-mile 
were 16'87d. in 1911, as against 16˙24d. in 1910; while the expeneer 
were 8'85d., as against 9'13d. in 1910. The expenses per cent. of 
earnings in 1911 were 52°47 per cent. as against 56°21 per cent. in 
1910. The mileage constructed is 30 miles 11 chains. 


South Metropolitan Electric Light and Power Co., 
Ltd.—The transfer book and register will be closed from August 
19th to 31st inclusive, for the preparation of warrants for dividends 
payable on 81st inst, 
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Manaos Tramways and Light Co., Ltd. 


THE directors in their third annual report for the year ended 
April 30th. 1912, state that during the year both the tramway and 
lighting sections of the business improved. The tramway receipts 
amounted to £109,718 and the lighting to £35,603, against £105,867 
and £33,595 respectively for the previous year. The number of 
pessengers carried has increased by 234,000, and four large cars 
are being put into service to cope with the increased business, 
The public lighting has been increased by the addition of the 
23 arc lamps, the company now supplying electricity for 345 arc 
lamps, and with every likelihood of a further increase being 
necessary in the near future. In the private lighting section 
544 new customers have been secured, increasing the number of 
16-C. P. lamps by 4,969, and making the total number of lamps 
now connected 15, 065. The property has been maintained in first. 
class condition and is well equipped, every care having been taken 
to place the company in a position to meet the demands of the 
public. Up to the present time the company has confined ita 
operations to electric traction and lighting, but it is now actively 
engaged negotiating for the sale of power to the various works in 
Manaos. The result of the company's operation for the year is a 
profit of £34,828, which compares with £30,431 for the previous 
year. After providing for London expenses, &c., and debenture 
interest amounting to £18,510, there remains a halance of £16,319, 
plus £3,509 brought forward, making £19,828, which the directors 
recommend should be dealt with in the following manner :— 
To contingencies reserve, making a total to the credit of this 
account of £10,000, £2,500; to renewals reserve, making a total 
to the credit of this account of £15,000, £5,000; dividend on 
£300,000 ordinary shares at rate of £3 per cent. per annum, £9,000 : 

to be carried forward £3,328. The meeting is to be held in London 
on August 20th. 


Underground Electric Railways Co. of London, Ltd. 


THE directors in their report for the June half-year, state that 
the net revenue from investments and properties (including general 
interest), after deducting general expenses, amounted to E 208, 666, 
plus amount receivable under guarantee on Metropolitan District 
Railway assented first preference stock £2,687, making £211,352, 
lesa interest charges on £1,730,000 44 per cent. bonds of 1933 
remaining outstanding, and expenses of redemption of £1,088,700, 
redeemed January 15th, 1912, which absorbed £43,447, leaving a 
surplus of £167,906. This amount will be applied as follows: 
In pay ment, on September 2nd, 1912, of interest at the rate of 6 per 
cent. per annum on £1,181,981 6 per cent. first cumulative income 
debenture stock for the June six months, £35,459 ; interest at the 
rate of 4 per cent. per annum plus income-tax on £6,110,031 6 per 
cent. income bonds of 1948 for the June six months, £129,771; 
belance carried forward, £2,676. The income from investmente 
for the half-year shows an increase of £101,877 over that for the 
corresponding half-year of 1911. Included in this amount is the 
income from the company's holdings in the London General 
Omnibus Co., Ltd., which appears for the first time in the revenue 
account, and, therefore, prevents a true comparison. By reason of 
the sale of the power house undertaking to the Metropolitan 
District and London Electric -Railways Joint Committee, as of 
January lst, 1912, the income from the operation of that under- 
taking disappears from the revenue account, as does the charge for 
interest on the securities redeemed with the proceeds of such sale, 

The trafic and working expenses of the railway companies 
and of the London United Tramways, Ltd., have been adversely 
affected by the general labour unrest during the half.year. The 
Metropolitan District Railway Co. has paid in respect of the half- 
year a dividend at the rate of 2 per cent. per annum on its 5 per 
cent. second preference stock, on which no payment was made for 
the corresponding period last year. The London Electric Railway 
Co. has paid dividends at the same rates in respect of this half-year 
as in the corresponding half-year. The construction of the 
Paddington and Charing Cross extensions is proceeding satis- 
factorily. The Bills promoted by the Metropolitan District Railway 
Co., the London Electric Railway Co., the Edgware and Hampstead 
Railway Co., and the London “United Tramways, Ltd., the main 
provisions of which were explained at the last meeting, received 
Royal Assent on August 7th. 

The directors proceed to give particulars of the scheme for the 
fusion of the interests of the company and the London General 
Omnibus Co., Ltd., and the progress that has been made with it. 

The item stocks, shares and other property stands in the books at 
£13,518,642, and consists of stocks and shares in associated com- 
panies, as well as of lands and buildings. The increase of 
£2,529,956 in the figure shown in the balance-sheet, as compared 


with the corresponding figure (£10,988,686) at December 31st, 1911, 


results mainly from the, acquisition of the ordinary stock of the 
London General Omnibus Co., Ltd., acquired under the scheme, and 
from expenditures in connection with the Edgware and Hampstead 
Railway. The new capital items appearing in the balance-sheet 
are the first cumulative income debenture stock the A ordinary 
shares, and an addition to the 6 per cent. income bonds of 1948, 
which securities were issued in exchange for the ordinary stock of 
the old London General Omnibus Co., Ltd., under the terms of the 
scheme. The item of calls unpaid (in course of collection) has 
been reduced during the half-year from £111,477 to £7,477. Asa 
result of the sale of the power house undertaking, material 
improvement in the position of the company is shown in the balance- 
sheet. The 4 per cent. first power house debentures, amounting to 
£1,000,000, have been paid off, and the 44 per cent. bonds of 1933 
have been reduced by the redemption of $1,088,700 (leaving the 
amount now outstanding £1,730,000), and, in addition, certain 


pense items have been either r or entirely written off, 


Paisley District Tramways Co. 


THE result of the half years working to Jane 30th, 1912, is as 
follows: Revenue £28,697, expenses £18,046, leaving £10,651, 
less extra cost electrical energy due to coal strike £316, general 
interest £274, interest on debentures £1,600, and debenture sinking 
fund £750, leaving £7.711 plus £2,559 brought forward. The 
balance is £10,271, which is to be disposed of thus: £1,500 to 
general reserve account; £3,750 to dividend on £150,000 cumu- 
lative 5 per cent. preference shares for the half-year; £1,000 to 
preference share sinking fund : £2,025 to dividend at the rate of 2} 
per cent. perannum on theordinary shares for the half-year ; carrying 
forward £1,996. The traffic receipts show an increase of £2,359, 
compared with the receipts for the corresponding half-year of 1911. 
Owing to the increasing traffic four additional cars have been 
ordered and will be put into service shortly. The expenses were 
£3,363 in excess of the expenses for the first half of 1911. This 
increase is to a considerable extent in connection with the 
maintenance of the permanent way, necessitated largely by the 
increasing heavy commercial motor аш, The dividends will be 
paid on 23rd inst. 


Half-year Miles Passengers Traffic Average Car- No.of 

ended— open. carried. receipts. faie. mileage. cars. 
Dec., 1910 .. 14:69 5.756.778 £24,773 l08d. 511,731 50 
June, 1911 .. 17:98 6,000,072 £26,121 14044. 559,021 66 
Dec., 1911 .. 1798 6.487.033 £25,796 1°C6d. 608.502 56 
June, 1912 .. 1798 6,597,579 428, 480 104d. 619,850 56 


The American General Electric.—The New York 
correspondent of the Timex, writing on July 26th on the subject of 
^ Business in the United States." states that General Electric stock 
advanced vigorously, the reason being an announcement that 
stockholders would be given a 30 per cent. stock dividend. The 
dividend, be goes on to state. was not wholly urexpected, but it is 
"one of the largest 'melons' received by stockholders of any 
Corporation for a long time. . . The company's stockholders will 
meet on August 29th to vote upon the proposed increase in the 
capital stock from 880.000.000 to $105.000.000. After such 
increase there will be paid to stockholders of record December 
81st. 1912. out of the surplus earnings of the company, a dividend 
of $30 per share, payable in stock of the company at par. Such 
dividend is to recoup stockholders in part for dividends passed or 
reduced in the years after 1893. For the future financial needs of 
the company it is proposed to issue debentures from time to time. 
and for this purpose the directors have authorised an iesue of 
debentures limited to $60,000, 000 bearing 5 per cent. interest 
or less. 


Falkirk Electric Construetion Syndicate, Ltd.— 
An extraordinary general meeting has been held to consider a 
resolution that the capital be increased for the purpose of carrying 
out the scheme for the extension of the Falkirk tramways to 
Grangemouth. The resolution was moved by Mr. G. M. Brown, 
cbairman of the board of directors, who presided. A direct nega- 
tive was moved and seconded by Mr. A. W. Tait and Mr. George 
Balfour respectively. and after & vote this became the finding of 
the meeting. The effect of the decision is that the extension of the 
tramways to Grangemouth will be delayed. 


Paignton Electric Light Co., Ltd.—The annual 
meeting was held on Wednesday last week. During the year 
£6,967 was expended on capital account, chiefly on new mains, 
cables and machinery. The trading showed a profit of £847, less 
£306 for depreciation, leaving а grors profit of £541. The sale of 
electricity increased during the year from £822 to £1,667. The 
destructor showed & profit of £112, and the tarring department of 
£239. Since December 318t new condensing plant has been 
installed, at a cost of £1,200. 


Continental,—FnaNcE.—The balance-sheet of the 
Compagnie Continentale Edison, of Paris, for the last financial 
year shows a profit of £154,420, as compared with only £134,708 in 
the preceding 12 months. 

SWITZERLAND.—The report of Messre. Brown, Boveri & Co, 2: 
Baden, for the last financial year shows a net profit of £97, 712. 
compared with only £92,001 in the preceding 12 month&. The 
dividend is being maintained at 7 per cent. 


Waste Heat and Gas Electrical Generating Stations, 
Ltd.—The directors have declared an interim dividend at the rate 
of 5 per cent. per annum for the half-year ended July 31st, payable 
less income-tax on Aug ust 31st. 


Claud Hamilton, Ltd.— The directors’ report for the 
year ended April 30th a net profit, including £2,060 brought for- 
ward, of £6,964. After writing down property account by £500), 
a dividend of 10 per cent. is declared, carrying forward £2,698. 

Electric Supply Co. of Victoria. Ltd.—The directors 
have declared a dividend of 6 per cent. on the preference shares on 
account of arrears. 


Para Electric Railways and Lighting Co., Ltd.— 
The directors announce an interim dividend at the rate of 10 per 
cent, per annum on the ordinary shares for the half-year. 


Liverpool District Lighting Co., Ltd.— The directors 
have declared an interim dividend of 2 per cent. 


Tyneside Electrical Development Co., Ltd.—The 
directors have declared an interim dividend of 5 per cent, 
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MARKET QUOTATIONS. 


It should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and may vary according to quantities and other circumstances, 


Wednesday, August 14th. 


— ae ee — — 


Latest Fortnight's 
CHEMICALS, &c. Price. Inc. or Dec. 
a Acid, Hydrochlorio . per cwt, 6/- 
a T] Nitric ee ee ee ee 7 22J- 
а „ Oxalio ae . per lb. 44. 
a. Bulphurio .. . percwt. 16 
а Ammoniac Ва] a a m à 42/- 
a Ammonia, Muriate (large crystal) per ton £29 10 
a Bleaching powder .. xs "S А £5 10 
a Bisulphide of Carbon = £18 
a Borax.. РА ўе &16 10 ee 
a Copper Sulphate К #&24 15 ee 
a Lead, Nitrate » £96 10 о 
a „ White Sugar А vs is £25 10 ©» 
a, Peroxide... kx us 5 £32 ae 
e Methylated Spirit. J .. per gal. 2/6 ss 
a Potassium, Bichromate, in casks per lb. А ea 
a Potash, Caustic (88/90 %) .. рег ton £92 10 
a „  Chlorate x ee per lb. 
a » Perchlorate us T is 44d 
a Potassium, Cyanide (98/100 90) .. ss 7 
(for mining purposes only) 
a Shellac Vs p x  percwt. 70J. 
a Sulphate of Magnesia .. рег ton £4 10 
a Sulphur, Bublimed Flowers £6 10 
a ү; Recovered 25 E i £5 10 
a Ji Lump .. E = s £5 5 
а Boda, Caustic (white 70/72 9%) .. К £10 5 а 
а „ Chlorate 5» a .. per lb. ry 
а , Crystals is ie .. рег ton 85 vs 
a Sodium Bichromate, casks per lb 8d. T 
METALS, &c, 
b Aluminium Ingots, in ton lots .. per ton £80 
b 8 Wire, in ton lots. 5 £102 
b А Sheet, in ton lota .. s £190 è 
p Babbitt's metal ingots .. M й £88 to 2145 s 
c Brass (rolled metal 2*to12* basis) per lb. gad. d. inc. 
с „ Tube (brazed) i m $i 112d. . inc. 
cs » (solid drawn) 855 »" 10a. . ine. 
с „ Wire, basis .. $a vs > d. d. inc. 
c Copper Tubes (brazed) .. aie si 1/03d. d. inc. 
€  » „ (solid drawn) .. " 113d. fà: ino. 
„ Bars (best selected) per ton £ 25 
£g н Sheet ae ee eo м А £95 
£g Т] Rod ee СЕЈ ee . е LT] £96 ee 
d „ (Electrolytic) Bars oe " £82 10s. inc. 
d an " Sheets ^ £100 10s. ino. 
d "i a Rods wi "b 10 Tu me ape. 
[X] ” . re r 0 0 0 ec. 
f Ebonite Rod sä TN us TS 90 i 3 
f „ Вһее » 4/9 
n German Bilver Wire 1/7 E 
h Gutta-percha, fine è " 6/6 to 8/6 T 
h India-rubber, Para fine .. ii 5l- 1d. inc. 
i Tron (Cleveland warrants) .. per ton 61/ 2/4 inc. 
1 „ Wire, galv. No. 8, P.O. qual. $i £14 T 
g Lead, English Pig. is "s $i £19 15 to £20 inc. 
m Manganin Wire No. 28 .. . per lb. 6/6 vs 
g Mercury... RE até .. per bot, £85 5s. dec. 
e Mica (in original cases) small .. per lb. 6d. to 8s. i 
е ^» » " nonum ” 908 d 11 
є n» " ve erge .. m ы ee 
p Phosphor Bronse p castings h 11d. ee 
SHE E : 
р » ro strip & shee ü wa 
o Platinum oe ee oe е рет o£. 196/- eo 
d Silicium Bronze Wire .. per lb, 11d. ч 
r Steel, Magnor in ban ix .. рег ton s 455 re 
g Tin, Blook (English) is d» » £210 to £211 £2 ino. 
a Wire, Nos. 1 to 16 por lb. 9/5 «s 
p Anti-friotion Metals .. per ton 245 to £150 ee 
k Zino, Sh't (Vieille Montagne bnd.) и 29 16 E 
! 
Quotations supplied by— 

a G. Boor & Co. оа & Lowe, 
b The British Aluminium Co., Ltd, Morris Ashby, Ltd. 
c Thos. Bolton & Sons, Ltd. 1 Richard Johnson & Nephei, Ltd. 
d Frederick Smith & Co, m W. T. Glover & Co., Lid. 
e F.W & Bons. m P. iston & Bons 
f India-Rubber, Gutta-Percha and o Johnson, Matthey & Oo., 144. 

Telegraph Works Oo., Lid. " 

James & Sh " r W. F. Dennis & Оо, 

Bâwarå ТШ & ‚ 


Calgary Power Co.— The directors report that a com- 
mencement was made with the delivery of power on May lat, 1911, 
but only on a very limited scale. Subsequently, however, a full ser- 
vice was undertaken, and the accounts now presented show a total 
of $81,318 in 
May lst to December 81st, 1911, including dividend on investment. 
The net earnings totalled $61,600, and, after deducting interest 
charges, amounting to $47,600, there remains a surplus of $14,000 
to be catried forward. Construction work is now being rapidly 
completed, with the exception of the storage reservoir and second 
transmission line, but the latter will probably be finisbed before 
, the coming winter season, while the reservoir dam has already been 
handed over by the contractors, and the directors confidently expect 
that a sufficient quantity of water will be stored for use during the 
low stage of the river this year, thereby materially increasing the 
capacity of the plant and ensuring a more reliable service. 


respect of gross earnings for the eight months from 


STOCKS AND SHARES. 


Tuesday Evening. 
ALTHOUGH the Stock Exchange usually expects to drag through 
the holiday season with little to disturb the tenor of its dulness, 
the present month has proved an exception to general custom, and 
quite a distinct revival of speculative interest has been witnessed 
in many departments. This is chiefly to be accounted for by the 
extremely low levels to which the majority of stocks had fallen, 


owing to the over-speculation in the earlier part of the year, and 
the consequent ease with which they rose when the re-investment 
of the half-yearly dividends began to take placc. 

As onr lists of last week very clearly proved, most of the concerns 
connected with the electrical industry did not share in this depre- 
ciation, but are, on the contrary, considerably better since the 
beginning of the year. Therefore, it is only natural to find that 
the stocks and shares which we quote, do not supply any very 
decided tendency except in the case of those in the Home Railway 
market, where prices have been subjected to the influences referred 
to in the previous paragraph. 

Undoubtedly the railway stocks have been the most interesting, 
and some really good advances have been scored. After creeping 
up steadily throughout last week, prices became almost buoyant on 
Monday. Large lines of stocks were bought which, it was said in 
the Stock Exchange, were on behalf of the syndicates who forced 
prices up in the spring. Chief attention, as usual among electrical 
railways, was paid to Metropolitans and Districts, which, after 
their continued dulness, had come back to a level giving ample 
margin for recovery. The former jumped 31 to 57, and Districts, 
with a three pointe rise, managed to climb over 40 again. Opinion 
is divided as to the staying power of these stocks, the sharpness o? 
the appreciation leading to the fear that an equally quick reaction 
may follow. City and South London, though by no means a bad 
market, did little more than recover the point they lost last week, 
Profit.taking after the rise which followed the opening of the ex- 
tension to Liverpool Street led to a fall of a point, to 76, in Central 
London Ordinary. There is still some fear expressed that the extra 
passengers carried will not jastify the expenditure, as it is thought 
that the end of the journey for the majority will still be the Bank 
Station. 

Though Underground Electric Railway 6 per cent. Income bonds 
have ghared in the general improvement, with arise of three points 
to 91, they were not directly influenced by the report, issued on 
Monday evening, which was very much according to market expec- 
tations. Any true comparison with the results of last year is 
impossible owing to the inclusion of the income derived from 
holdings in the London General Omnibus Company, but the pay- 
ment of adividend of 4 per cent. on the 6 per cent. Income bonds 
(compared with 14 per cent. a year ago) and a carry forward of 
£2.700 shows that satisfactory progress has been made. The chief 
cause of the increased revenue is, of course, due to the acquisition 
of the omnibus stock, but it is interesting to note that the payment 
of 2 per cent. on District Railway second Preference, as against 
nothing, meant £13,800 extra for the Underground Company. 

English electricity supply shares have not displayed any great 
activity of late, though what movements there have been are 
generally in an upward direction” On top of their recent rise, 
County of London Preference have put on another j to 12}, while 
Brompton and Kensington Ordinary and Weetmiaster Ordinary 
have gained equal amounts to 84 and 8{ respectively. Amongst 
English tramways, the only movement that calls for special mention 
is а drop of } in London United Tramways Preference to 54, and 
except for recoveries in India-Rubber and Gutta- Percha, Babcock 
and Wilcox and Edison & Swan A shares, there is nothing of 
particular interest in the manufacturing division. : 

The Latin-Canadian group bas shown some disposition towards 
recovery after the falls which naturally followed the large 
advances. Mexico Tramways have been very active, dropping back 
at one time, but at the lower level support was forthcoming with a 


result that a further rise of two points to 1284 was scored by the 


Common and half that amount by the 5 per cent. bonds. 
Rio de Janeiro Tramways improved at one time, but the rise was 
not maintained. Monterey Light and Power Debenture have been 
in some request, and Canadian General Electric Common have also 
advanced. Sao Paulo Firet Debenture declined a point to 106. 

The issues of the British Columbia Electric Railway have been 
bought fairly extensively, and the Deferred, Preferred and 5 per 
cent. Preference have each gained a point, but Anglo-Argentine 
Tramways First Preference fell back yy to 51. 

Chief interest in the Telegraph market bas been centred upon 
Marconi shares, which have slumped rather severely. It was, of 
course, according to Stock Exchange custom to put down the price 
when the details of the deal with the Government were made 
public, on the idea that there was nothing more to go for; but 
the decline has been aided by some uneasiness caused by the post- 
ponement of the House of Commons’ debate on the subject, and aleo 
by vegue talk of improved patente which would have a serious 
effect on the prospects of the company. The Ordinary were at one : 
time down to 44, and Americans and Canadians have also been flat. 
Speculation in National Telephone Deferred is not on such a large 
scale as hitherto, the disposition being to await the resumption of 
the arbitration proceedings intheautumn. The price has improved, 
however, to 144. Reuter's have been very dull, falling 158. to 101, 
on sales by holders wishing to exchange into the new shares. 
further drop on this account is not to be expected, as, allowing for 
dividend, the values st present prices now approximate, Among 
other changes in this department may be noted small rises in 
Eastern Telegraph and Eastern Extension. 
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SHARE LIST or ELECTRICAL COMPANIES. 


ENGLISH ELECTRICITY SUPPLY AND POWER COMPANIES. 


Stock Closing Rise | Present Btock Closing Rise | Presen 
NAMB, or |Dividends) Quotations | + or Yield NAMB, or |Dividend Quotations | + or Yield 
Share. ug. 18th. | Fall; p.c. Share. Aug. 18th. Fall] p. o. 
Bournemouth & Poole, Ord 1 92— 102 $5 Kensington & Enightebridge, Ord ele h- T 716 1 
emou e L] eo 10 ee 
Do. 96 Pref... : ee ee 10 d 4 9 — 10 4 10 0 Do. Deb. Stock 4 4 90 — 98 xd ee 4 6 0 
Do, tena d Pref, sš 6 | 6 10§— 11° . 15 9 1 Kent Mloo Power i % Deb. .. Stock; 4 1 78 — 89 : 5 9 9 
Do. 44 % Deb. Stock.. .. Stock 44 4 98 —100 .. 1410 0 || London Blectrio, AY is 8 | 3 1à— 1 . |4 0 8 
Brompton K U eee 10 1 83 — Hi + 5 9 7 Do. Pref. ee ee в 6 6 b -— ee b 9 1 
x сав лес ld ө b 3 |'1 72— . |4 410 мо First Mort. Deb, .. ке : : mM oe - : р 
0 e ээ ee е ee 
mA De] 10 | 4 | 4 | 97 —100 400 Do, Cum. Prei. 4 — 4g . [4m 4 
Do. 4; саш уе е, 5 b 4 & 42 414 9 А сое па To took 86 — 88 14819 7 
e g ectrio Corporation 
торта) siad noa s teo AREE] m d d m-m |. аша 
е ecc eo 1 4 — ee ew e-on- e е 
35 ri EC век а 4 ө 2100 ` |410 0 || North Metro ош Power Bap VVV 
е е * ee ee — ee Otro’ an rower Bu 
кнн РЕ р | НЕ" Т “ 2 ee 100 | 6) 6 mcm e am 
0 . э ee ee — . 0 on- Cum. 
D. Атара e а иша |: Ea a| orta 2% . f! 
0 e ee — ee 0 . ee 
County ot deser Ord... a 10 6 6 112— 113 б 2 2 | Bt. James' and Pall Mall, Ord. 6 |10 | 10 8 — lz . |5 14 8 
Do. Pref. .. 2 8 $4 10 6 6 Hi— 123 13117 0 Do. 7 | at oe b 1 7 64— xd} .. |416 7 
Do. d 4 8500 ее ee ee Stock —108 ee 4 8 4 Do. 9 b... [ 0 ee 100 9 84 — 86 4 1 5 
э Second e oe Stock 100 —108 ee 4 8 8 Smithfi d keta, Ord. ee 5 N 2 11 — d oe еә 
'8, Ord. ee ee 6 N N — tà Nil South London, ee 4 6 5 8 — 5 14 9 
6 % Cum. : 6 |Nü| МП) 3 E | Ni . 16 % Firas Mort, Deb. .. 100 | 5 | 5 | 98 —101 419 0 
Do. 4496 First Mort. Deb. .. | 100 44| 4| &— . |5 8 6 || South Me сапт Se 1 1 1 y 15% 5 17 8 
Folkestone . ee ee 6 6 6 51 °з b 14 8 е 100 44 & — 1 ee 4 10 0 
De 5 % Cam. Pret. ee ee b 5 5 e. 4 15 8 Urban, eae ae ee ee £8 b ee 3 ee ee 
44% First Deb. | 100 44 4 92 — 95 ха .. | 414 9 Do. 6% Cum. Pref 5 8 2 8 . |8 6 8 
а ve v зе 5619 19| 7—8 512 6 Do. 43 % First Mort. Deb... | 100 43 @ 883 518 
Westminster, Ord ос" x 5 |10 | 10 % +415 1% 8 
ро. 44 % Cum. Pret... ee 6 & 4a 5 — ee 4 8 0 
€ 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 

"же T ; — | — — 
Adelaide, 6 % Pref. T * b 6 6 | 58— 52 |5 2 9 | Monterey Rly. Light & Power, E 
Osleutta, Ord. .. s.. ..| 5 | 8| 8| T— в | 5 68 phe & Power) MO | 8| B5 9 Dra oim. 

Do. 9 ee se |^. б b b | 55,— öfa |— |414 1.| Montreal, Lt., H. and Power .. | $100 | 7 8 | 238 —248xd | .. |3 5 9 
Calgary quon lst Mort, Вав. 100 5 | 6 96— 98 „ |6 2 0 || Northern, Lt., Power and Coal, | $50 | 6 5 | 89 — 42 | 1118 2 
a en, El. Com. „8100 7 | Tt | 114 —119 +1 |517 8 5 & Ist Mort. Bonds } | 4 | z 

Pret. $100 | 7 | 7 | 120 —124 | 513 0 River Plate, Ord. Stock 10 10 240 —250 P. 

^ y Power end T., Ord. | 8 | 8 H— {8 (19 4 9 Do. 6 96 Non- Cum. Pref, .. | Do. 6 6 | 109 —114 . |558 

09, % Deb Oonain | 1090 Nr p DO: Biss Deb, Stock .. Do. | 6 5 | 101 —108 417 1 
М .0 a | | — Di | | t oy. Elec. Co., Montreal, 44 K 

97 Bonds | 10 | 6 | 6 | 9 — 93 6 9 0 Jen . % } 100 | 4| 3 99-101 |... | 4 9 1 

Elec, Supply oe А % 545. 100 | 5 5 81 — 84 519 1 Shawinigan Water, Capital. 8100 4151 152 —157 111883 8 

B: E. os нее, я | са 5 % Соп, 1st Mort. Bonds | $500 5 6 | 108 —110 Po 54 : 11 4 

ec, v. ferio, 8 st | | { " o. 44 % Per. Deb. Stock | 4 44 | 104 —106 5 

на pm ga nds * x 5 99 —101 419 0 | Toronto Power, 44 % Deb. — .. | Do, 4 4 994—1014 488 
E. cup e — . Я 0/- | Nil — EE Nil | Vera Cruz Lit., P. and T., 6 p 

«Do. (6% Pre ее S n |. |8 6.0 ' is Mort, Deb} | 10 | 5 | 6 | 909—923 |.. |8 8 1 

E ria Power, 55 G. Ве, $500 | 6 | 6 | 104-106 | .. |414 4 || Victoria Falls Power, Pref. .. | 1 Nu 1154.) 1-1 | 4 .. 
Madras, Ord. b oe | M— 98 | - р West Kootenay Power and Lt., 1]! 100 6 6 | 1063—1073 8 11 7 
Melbourne 5% Ist Mort. Deb. | 100 5 Б | 102 —105 | 415 8 lst Mort, 6 % Gold 5; 
Merican El. L 14,5% Ist M. Bas. | 2 6 5 689 — 91 „ |65610 0 !! 
Mexican Lt. & Power, Common | $100 | 4 | 4 98 — 96 „ L6. 4 
Do 23 Cam. Pr Pref. ..  ..|$10| 1| 7 |109 —13 | +i |6 50 | 
Do. 5 & 1st Mort. Gold Ваз, ee 6 | 6 | 96)— 983 xd — 4 | 5 1 6 | 
| | | | 
| | 
| } ! | 
TELEGRAPH AND TELEPHONE COMPANIES. 

2 а оса МЗВ — | | — Ä ado. ES = Fe T Ше” | a eet 
b. СУЫ Telegraph $ ^" 10 | Nil | 4t | 71— 73 .. 15 B 3 | Monte Video Telephone, Ont. es 1 6 | 86 l— 14 „ NN _. 

5 ne se Stock | Б b 961— 984 „„ [5 1 Ol . Do, OE Pref. ,. EC 5 | b 4— i кы b 5 
American “Chg dm Teleg., Cap. $100 | B | Bt | 149 —151 i 5 6 0 | National Telephone Def. „Stock 6 | 6 | 143 —145 *1 ee 

Do, 61000 4 | 4 933— 953 | .. 48 9 New York Telep.,44% Gen. Bnds, | 100 44 | 44 | 100—101 +41491 
ея ..|Btock| 89 | 8 | 674— 694 ха! .. |5 711 | Oriental Telep. and Elec. әй MEE. 8 8 làg— 191 | TN 4 6 9 

6 % Pre „ „B. | 6 | 6 |118 —114ха | +816 5 8 Do. 69% Cam. Pref. ..  .. HORER 5x [1418.5 

Det. .«| Do. | 80/-| 80/-| 962— 264 — 45 13 2 Do. 4Ó,Red.Deb. ..  ..|Btock| 4 | 4 | 88 — 90 2o КУ 
Angio - Portugues Те, Def || 10 | 6 | 5 | 1022—1045 416 9 || Pacific and "Quer. Debe. Do, | 4 | 4 | 98-100 | .. |818 Б 

Commercial Ca 51 3 | Ti— 73 4 410 4 | Reuter's .| 8 | 6 | Bt] 105—103 |—3/|814 5 
erolal Cable, Btls. (d Deb y {Pook - | é 825— 84 +21414 8 || Submarine Cables Trust Cert. | 6 6 177 —180 | 412 4 
. | ! 94— 10 | |514 8 || Telephone Co. of Egypt, 4 | 

оре ТО Bret... 10 |10 |10 | 16j— 17 5 14 3 : Deb. 2$) чок | | 99 —10 i dE 
Direot Bpanish Telegraph, Ord. b 4 | 4t B— 3 5 6 8 | United River Plate Telephone | Б 8 8 Tih— 71, xd 5 271 

Do. 10 % Cum, Pref Pe 6 |10 |10 7— 7$ | 6 9 0 Do. 595 Cum. Pref, .. 4 E515] 5 4 411 0 
Direct United States Cable. 10 | 4 5 18— 74 xd] 6 7 0 || West Coast of America .. | 95| 24| 2% | 15— 19, 400 
W Yo. Intia Cable, J. Be! 100 | 4à| 44 | 98 —100 | . 1,500) | 100 | 4| 4 | 96 — 99 4 010 
Low X Tx Ord: Btock Stock 7 51 | 1284—1814 + 4/5 6 5 || West India and Panama Teleg, 10 11 3 25— 28 F 

Do. 8$ „Stock. ve | Do. Bà 84| 774— 79) | + 4/4 8 1 Do, 6% Cum. Ist Pref. v 10 6 6 104— 10 5 11 7 

Do, 495 Mort. рер. .. .. Do, | 4 | 4 | 984—1 „ |819 7| Do. 695Cum.9ndPref .. 10 | 6 | 6 92— 1 5 17 1 
Eastern on so of | 10 | 7 | St} 18—13% | +4/5 8 8 Do. 5 % Debs. . ..| 100 | 5 | 5 | 1004—102 41. 

Do, 4% Deb. - „Stock 4 4 99 —101 819 8 | Western elegraph, Ltd, as 10 | 7 6+ | 194— 18% 15 4 ° 
East and Africa us st 95 4 | a | 91 —100 18 Do. 4% Deb. Гаек 4 4 96 — 98 14418 

Mt. Db. Mauritius Sub. | M Western Union 43 % Fdg. Bonds $1000 | 44 | 44 100 —108 & 38 

Globe and Trust ..| 10 53 6 11 — 113 5 44 | 

Do 695Pref. .. .. .. 10 6 | 6 124— 13 412 4 

ise ee * — 18 18 Sed 294 6 8 1 

Mackay Com oo os 100 6 5 90 — 94 5 6 5 

Do. 4 3 100 4 [4 70 — 73 |Б 9 7 

Marcont’s Wireless Telegraph 1 5 |90 44— 4B — 1 46 7 

Do, 1% Cum, Partic. Pref, 1 {16 |17 | 8H— vig |—54|41 2 | | 

DL * Unless otherwise stated, all shares are fully paid. t Interim dividend. 
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SHARE LIST OF ELECTRICAL COMPANIES. Continued.) 
ELECTRIC RAILWAYS AND TRAMWAYS.—HOME. 


— 


Stock Closing Rise Present Stock Closing Rise | Present 
NAMB, or paid np Quotations | + or Yield NAME, or Done Quotations | + ог Yield 
Share. Aug. 18th. | Fall p.o. Share. Aug. 18th, | Fall] p.o. 

* 1910.| 1911. & s. d. * 1910. 1011. 2 s. d. 

Bath Pret, Ота... .. 1 мм 4— A |+A Nil Metropolitan Railway Consol... | 100 | 18 | 15 | b56j— 573 +3 |8 5 6 
Do. 5 35 а 14 . 6 в 1 | Do, Surplus ve ee | 100 46 — 68 —1 43 4 
Do. dà Deb. ee oe ee 100 4 4 — 88 ee 5 8 5 Do, Deb. ee ee ee 100 26 — 88 ee 8 16 п 

Brit. Elec. LI] 6 % Pref. es 100 ee ee 11 — 18 se ев ро. Pref... ee ee 100 86 — 88 е З 19 7 
Do. Do. Deferred ee 100 ee ee 6 — 8 E ee Do. Con. Pref. oe ee 100 А 86 E 87 ee 4 0 6 
Do. Do. 696 Cum.Pr'f. | 100 -- | 6 90 — 98 .. |6 9 0 || Metropolitan District Ord. .. | 100 | Nil | Ni 404— 41 +8 Nil 
Do. 7 Non - Cum. Pr’f, 100 ees ee 89 — 42 —1 ee Do. 6 Deb. ee ee ee 100 6 6 141 —148 * 4 4 0 
Do. b e e Deb. ee 100 6 b 97 —100 ee 5 0 0 Do. 4 Deb. ae ee ee 100 4 4 94 — os 4 8 4 

Oentral London Railway, Ord. | 100 8 8 15 — 77 —1 8 1711 Do. 4 First Pref, .. .. 100 8 91 — 98 +1 417 10 
Do. f. ee ee oes 100 4 4 81 — 88 ee 416 5 Do. G @ ee ee ee 100 74 — 76 xd ee 4 12 1 
Do. Det... T xS ..| 100 3 2 78 — 75 .. | 218 4 || Metropolitan Elec. Trams, Ord. 1 6 1— 1 .. [5 6 8 
Do. 4% De о ee eo ee 100 4 4 99 —101 ee 8 19 8 Do. Def. .. ee oe ee 1 N ° о 7 — . Nil 

City & South London, Ота. .. 100 | 1à| là 34 — 85 xd | +14 4 12 10 Do. 5% Pref. .. .. .. 1 | 56 5 '— gh |. |5 4 2 
Do, 5% Pref., 1891 .. .. | 100 b Б 106 — 1 C8 Xxd .. 412 7 Do. 4% % Deb... oe ° 100 4$ | 44 96 — 98 . | 412110 

ї . 1896 .. ..| 100 | 6 | Б |102 —104 xd .. 416 2 Do. 69% Deb., .. ə «| 10 | 5 | 5 | 99 —102 +1 |419 0 
Do. Bo. 1901 .. ..| 100 | 5 | 5 | 102—10¢xd| .. |416 2 | Potteries, Or.. 12 „ ен 

Po. ‚ 100 5 5 101 —108xa| .. |417 1 Do 6% Pre. 15 | 5 } — 1618 4 
Do. 496 Deb. .. $a sis 100 4 4 99 —101 T 819 8 | Do. 4 De e.. T si 100 4$ | 44 | 87 — 90 T 5 0 0 

Dublin United Trams, 6 % Pref. 10 6 6 104— llàxd| .. |6 2 2 || South Metro. Trams, 6 % Pref. 1 6 T. © ES . 17 7 8 

Great Northern & City Ргч. Ога 10 Nil ee 1 т: 2 ee Nil | Do. 4 96 Deb. oe oe ee 100 4 4 == ee 5 6 8 

Hastings Trams, 6 9% Pref... 1 |Nil| 6 .. |8 0 0 || Underground Elec. Railways 100 4 — + 7 Nil 
Do. 96 Deb. ae ee ee 100 71 — 16 ee 5 18 5 Do. “At 17 ee ee = { ec ae 

Isle of Thanet Trams, 5 % Pref. b $— 22 ..|41 0 Do. 44 % Bonds oe .]| 100 | 4 i 99 —10 — |4 9 
Do. 4 96 9$ ee ee е» 100 4 4 78 — 78 eo 5 2 7 Do. 6 Income ee ee 100 1 1 90 — 93 +3 es 

London Unhed Trane & Prat. 100 4 4 94 — 96 .. 143 4 Do. 696 Pref. .. 56 is 6 | NI 8 — . |4 9 0 

London United Trams, 6 96 Pref. 10 Nil| .. 4— bi — i Ps Do. 4496 Deb... oe e- | 100 44 | «à | 79 — 88 à 5 8 5 
Do. 4 96 Deb. ee ee ee 100 4 4 78 — 77 ee 5 4 0 

ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOREIGN. 

Anglo-Arg. Trams, lat Pref, ee b b 53 те EX — A 5 2 4 La Plata Elec. Trms, Ord. ee 1 ee ee | 3 ee ee 
Do. ind Pref, ee ee ee b 5 di 5а ee 5 6 0 Do. Pref. ee ee е 1 6 6 1 ee 6 0 0 
Do. 4% Deb. ee ee | 100 4 4 \— 4 4 8 || Lisbon Elec. Trams, Ord. P 1 54 6 — 1 2 |4 8 0 
Do. 4 Deb. .. ee .» | 100 4$ | 45 | 994—1014 .„ |4 8 8 Do. 695 Pref. .. AE ix 1 6 6 l— 1 . 1416 0 
Do. b Deb. ee ee . 100 5 5 101 — 108 " 4 16 2 Do. b Deb. . ee ee 100 b b 98 = 97 oe Б 8 1 

Bombay Eleo. 8. А А 10 6 | 6 113— 12 xd |5 0 0 || Manaos Trams & Lt., Ist Deb... | 100 | 6 b 89 — 92 ‚. |5 8 В 
Do. 4 % Deb. ee ee 100 4 44 — + 11 10 11 Manila Elec. R. and Lig., Bonds | $1000; 6 5 108 —106 oe 416 9 

Brisbane Invt., Ота. . b 8 8 7— 7 26 5 6 8 Do. Gen. Соп, 5 % Bonds .. es 6 5 | 101 —103 +1 417 1 
Do. tae Dob ee oo А 5 5 b wis 415 8 Do. 6% Bonds.. ee ae 100 6 6 1034—104 s 5 14 10 
Do. Deb. oe ee ee 100 4% d 1 —10834 + 1 4 7 0 Para Elec. Rlys. & Lt., Ord. ee 6 10 10 1 — 7 ee 6 11 2 

B. Columbia Elec. Riy., Def. . 100 8 Ві | 186 —141 +1/513 6 Do. 6% Pref. .. da wa b 6 6 5 — 7 0 4 
Do. f. Ord. .. ae -- | 100 6 6 116 —121xd | + 1/419 2 Do. 5 % 1st Deb. si .., 100 b 5 | 100 —102 . |418 0 
Do. 5% Pref. .. " А 100 5 6 pm + 11410 6 Perth A.) Eleo. Tr., Ord. .. 1 94 | .. ite lA е 118 4 
Do. lst Mort. Deb... 40 —102 . | 4 710 Do. 5 * lst. Deb. . .. | 100 5 b —102 4 18 0 
Do. Vancouver Deb. .. | 100 108 —106 . |4 6 9 || Rangoon El. Tr. & Sup., Pref... 5 6 6 61— 65i . |5 4 4 
Do. Соп. Deb). ee 100 102 —104 st 461 Do. 43496 1st Deb. е ба 100 4 st 97 — 99 ee 411 0 

Calcutta €. we és b 6 1 — 68 -- |5 5 8 | Rio de Janeiro Trams .. .. | 9100 bt | 150 —158 .. |8 6 4 
Do. 5 Pref. ee se re b b 5 412— БД + | 416 5 Do. Ist Mort. 5 % Bonds  .. ès b b 1994-1001 . 416 6 
Do. 4496 Deb. .. ee e.. | 100 4 99 —103 ^ 48 8 Do. 6 % Mort. ds ..| 100 8 5 —1 . 1419 A 

Oape El o sa m 1 [N + B— 1 "s 25 Sao Paulo Tram, Lt. and Р, .. | $100 | 10 | 10+ | 260 —265 .. (1816 6 

5 Aires Trams (1904) 5 6 5 um 5 > 410 6 Do. 696 1st Deb. a .. | $500 b b 105 —107 —1 413 6 

А ы. Deb. АЕ vis .. | 100 b b —1 А 4 18 0 | Singapore Trams, 5 % Deb. .. | 100 b b 824 — 854 . 5 17 0 

Colombo Elec. Tr. & Lt., 6 , Deb. 100 b 5 95 — М 510 Southern El. Tr. B. A., 5 % Deb. 100 b b 96 — 98 xd ee 620 

Havana Eleo. RIT 596 ds $1000| 5 b 99 —108 .. |417 1 || Un. Elec, Trams Monte video b 6 1 6 5 16 8 

Kalgoorlie Bleo. rams ee ee 1 Nil ee ee Nil Do. 6 e ee ee ee 5 6 6 4 = 6i ee b 11 7 
Do. 62 4 Deb. ee ec 100 6 6 — 91 e b 10 0 Do. b ist Deb. oe oe 100 b b 100 —108 ee 4 17 1 
Do. 6 B Deb, ee ee 100 5 8 854 — 434 ee 6 18 0 Winnipeg leo. Riy., 4 % Deb. 100 4 44 104 —106 eo 4 4 ц 

9 
MANUFACTURING COMPANIES. 

Aron, Ord. .. 1 | NM; 6 — 8 8 0 0 || Crompton & Co, 8 | Nil} Nil — d * Nil 
Do. 6% Pref. .. | 1 ü 6 14— H T e a Do. Deb... 100 B 1-8 66 — 66 „ 711 6 

Babcock & Wilcox | 1 | 96 28 Bi— Bf, R 0 Dick, Kerr .. 1 5 5 i— é | wo | 6M 8 
Do. Pref, T m 1 6 | 6 1й— 14 400 Do. Pret. 1 6 6| 1— 1% 1668 

British Aluminium, Ord. 1 T du 1^ T : Do. Deb... "P T 100 44 | 44 | 95 — 98 ee | 41010 
Do. 6 % Cum. Pref. .. ae 1 * 8— 8 > Edison & Swan, A, £8 paid 5 | Nil| .. | gem i | + & Nil 
Do, 5 95 Prior Lien Debs... | 100 5 5 03 — 96 AE TES Do. fully paid e 5 Nil. | 1#— 2 oo {| Nil 
Do. Deb. Stk. .. 100 5 5 м 87 5 15 0 Do, 4% Deb. * 100 4 | 4 64 — 68 5 17 8 

B. I. & Helsby Cable 6 10 10 73— R} 6 1 8 Do. 5 % Second Deb, 100 5 6 [ 76 — 78 | 6 8 2 
Do, Pref. F 5 6 6 56 — Of xd 411 1 Electric Construction 2 24 3$ | — 1ха | 710 0 
Do. Deb... + T * 100 4 d 101 —103 475 Do. Pref. vd ja 2 7 7| M-— 2A xd тоо 

British Thomson-Houston, Deb. 100 B 4 96 — 98 4 11 10 Greenwood & Batley, Pref, 10 7 7 74— 8 8 6 8 

British Westinghouse, Pref, 8 мі .. a — 1} Nil Do, Deb... * bas 100 5 5 99 — 94 6 4 2 
Do. Deb... T T 100 4 4 58 — 61 . General Electrio, Pref. .. 10 b 5 10 — 11 4 10 1 
Do. 6% Prior Lien .. 100 6 6 102 —105 j 14 Do. Deb... 100 4 4 92 — 97 42 6 

Browett, Lindley, Ord. .. 1 Nil! .. 2/- —8J- ы Nil Henley's, Ord, 5 15 104 12 — 123 516 8 
Do. Pref. T эө 1 Nil| .. 4/6 —5 / $s Nil Do. Pref, 5 44 1 4i— 64 47 0 

Brush, 7 Pref. .. — .. 2 | Nil| .. 0— i 3 Nil Do, Deb... + 100 44) 44 102 —104 4 6 7 
Do. 5 % Prior Lien Deb, 100 5 5 75 — 80 6 5 0 India- Rubber, G. & T. 10 10 EZ 9 — J0 y ee 
Do, 4% % Deb... эз 100 44 4 52 — 57 съ 7 17 10 Do. Pref. s "à 10 5 5 94— 104 , 417 7 
Do. 44 % Second Deb, 100 44 44 | 85 — 40 - E Telegraph Construction. 12 20 | 101 124— 34 з 6 16 6 

Callender's Cable. T 5 15 | 101 101— 11 3 6 16 4 Do. Deb... Es * 100 4 4 97 — 09 — 1 4 010 
Do. Fref. А 5 b b 444— 54 + 114 1 Willans & Robinson 1 Nil t— i | Nu 
Do. Leb... | 100 4: 44 | 909—101 +214 9 1 Do, Pref, B АП. $— 1 |! Nil 

Castner-Kellner 1 y 20 85— 8 „ VS 58 Do, Deb... 100 | 4 1 58 — 60 | 613 4 
Do. Deb... 100 | 4| 44|10 —105 xa| . |4 6 9 | | Boc 

| | | 
| | | | 
—— = u = | | | | 
е Unless otherwise stated, all shares are fully paid. + Interim dividend, 
5 —— — — —— = M——Ó—————————M——————————R————Éc- — —— RE е 


Bank rate of Discount 3 per cart., May Sth, 1912. 


Yol71. No. 1,812, AuGUST 16, 1912.] 


THE ELECTRICAL REVIEW. 


271 


ELECTRICAL APPLICATIONS OF 
REINFORCED CONCRETE. 


THE following article (abstracted from one by P. Lecler in L’ Ind. 
Electrique), is solely concerned with the following applications of 
reinforoed concrete work in the electrical field : (1) Partitions and 
partition work for switchboards ; (2) conduits, boxes and tanks ; 
(3) reinforcement of wooden poles iz situ, without disturbing the 
lines carried by the poles. 

Partitions and Cellular Work for Switchboards.—High-tension 
switchboards are almost exclusively built on the cellular principle, 
and reinforced concrete has become a most popular material for 


their construction. The available space is often very restricted 
so that it becomes important to make the walls of the cells as 
thin as possible while still completely covering the reinforcement 
with concrete. 

The reinforcing members may be composed of small iron sections, 
cat up and built together as required, or of expanded metal lattice 
cut to form panels of the same size as the cell walls. In either case, 
skilled labour is required, and it is a difficult matter to obtain thin 
aud quite flat panels in which the structural steel is conveniently 
placed, particularly if the panels are of large size. In the case of 
switch boards having several tiers of superposed compartments, it is 
difficult and almost impossible to make the panels in advance, The 
skeleton must first be erected and then covered with cement—a 
costly and difficult operation, which may be considerably simplified 
by using rectangular frameworks, such as are shown in fig. 1. 
These frames are machine made, of standard dimensions, and are 
delivered at the works ready for use. Sets of the frames may be 
ured in conjunction with straight bars, or with other frames of 
various sizes, as indicated in the upper and lower parts of fig. 1. 
The latter construction is obviously the more rigid, and is less liable 
to deformation during erection. 

The use of these frameworks is specially advantageous in the 
construction of such a board as that illustrated in fig. 2. The 
various panels fit into each other in a manner exactly similar to 
that employed by carpenters, and the most complex boards can be 
built up from panels completed in advance. | 


Conduits, Bowes, Tanks, &c.—The frames which compose the 
reinforcement of the above structures may be applied to almost 
any other case. For instance, the skeletons of ducts may be formed 
by longitudinal bottom, and side frames carried by similar, but 
shorter, frames, twice bent at 90° or a larger angle. The successive 
stages in the erection are shown in fig. 3, and it is hardly necessary 
to point out that the ends of the longitudinal frames must be 
e ches to secure uniform shear strength throughout. 

y combining two seta of frames bent twice at right angles and 
tying the whole by means of a square or rectangular spiral (see 
fg. 4), the skeleton of a box or tank may be formed by the 
güccessive stages shown. 

Bo far, no mention has been made of the means by which the 
component frames are tied together. Ordinary annealed iron wire 
muy be used for this purpose, but this process, which has hitherto 
been exclusively employed, requires — despite its primitiveness— 


considerable skill in application, if good results are to be secured. 
It was quite & reasonable method when skilled workers had, in any 
case, to be employed for the fitting and erection of the skeletons, 
but when ready-made frames, requiring a minimum of skill in 
erection are employed, it is necessary to evolve a form of ligature 
which shall be as easily applied. 

The Centrator clips shown in fig. 5 are formed from steel wire 
and are almost instantaneously attached by the stages shown in 


Fic. 5. 


fig. 6. The olip is placed round one rod N at D and the limb D B, 
which spans the second rod M, is bent down so that the hook B 
engages under N after which, the joint is completed and tightened 
by bending down and straining the end F. : 
Reinforcement of Poles.—It is well known that a large percentage 
of pole replacements are undertaken solely on account of serious 
rotting at the ground level, the remainder of the pole being quite 
fit for years’ more service. Such replacements are specially 
objectionable by the interruption of service they involve, and, 
during recent years, numerous successful means have been devised 
for strengthening the damaged sections of poles by reinforced 
conorete. The method employing spiked stirrup-irons spanning 
the site of the rotted wood (the latter being chopped or scraped 


i 


$2 5 bar 
0 
— 220 
sam un ee 
55 2 me 
=” s 
Tid 
sem mmn 
FIL E LL 
sa m mB. 
sas m ane 
FIEL 
rl 
wer 
— 31 
sus 22 
sam m RP 
pm "ч 5 
"| pu sj 
: D : 
1 


Еа. 7. 


away), and filled round with cement, has already been described in 
these columns, Another method — rather more elaborate, and 
designed to be applied as a preventative of ground rotting—is shown 
in fig. 7; the left-hand view shows the skeleton ready for 
cementing, and the right-hand view shows the completed job. 
The reinforcing member, which can be fitted without any dis- 
arrangement of linea carried by the pole, comprises a helix H, and 
bars or rectangular frames B—in number and size sufficient to 
resist the bending moment to which the pole is subject. The helix 
is of springy steel wire, wound to a diameter slightly greater than 
that of the pole; to place it on the pole, it is held in a horizontal 
position near the latter (see fig. 8), and the end A is sprung on to 


Ба, 9. 


Fic. 8. 


the pole as shown. By turning 4 round the pole in the sense 
shown by the arrow on P, meanwhile turning the disengaged 
portion of the helix in the sense shown by the arrow /, the whole 
of the coil can be rapidly worked on to the pole. The longitudinal 
members should preferably be rectangular frames, as shown at 
fig. 7, B, in which case the ends are screwed to the post as indicated. 
To complete the whole operation, & two-part mould is placed round 
the skeleton and a quick-setting cement is run in. 

There are two difficulties to contend with in the above process. 
On the one hand, it is difficult to ensure, even with the co-operation 
of a good workman, that the mould is placed concentrically with 
the post and remains so during the pouring and setting ; while, on 
the other hand, there is a great tendency for the coils of the spiral 
to sag, leaving much too wide a pitch between the upper turns. 
When using ordinary iron binding wire for the jointe between helix 
and vertical bers or frames, these difficulties &re quite serious. but 
by using special clips, such as shown in fig. 9, and leaving the 
tail F projecting, a minimum thickness of cement equal to the 
length E is automatically ensured. Again, by using stiff waved- 
wire for spacing purposes (see fig. 10), holding it in place by the 
same olips as are used for connecting the main members of the 
reinforcement, uniform pitch js ensured between turns of the 
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helix. Under the most unfavourable ccnditions possible, the ends 
of one or more sets of wires F will Jie flush with the surface of the 
concrete when set, and, even if the latter is not painted or coated, 
the worst that can happen is the appearance of a small patch of 
rust round the projecting metal. 

As shown by fig. 7, the use of rectangular frames, instead of 
straight bars. provides an easy means of attaching the reinforce- 
ment to the pole. Further, the frames stiffen the helix and reduce 
the risk of their deformation during erection ; this advantage is 
specially important in the case of large helices, such as are used for 
pipes, well rings, and so on. Fig. 11 shows a skeleton built up 
from a circular helix, and also one using a rectangular helix; 
vertical stiffening frames and spacing wires are used, and the 
whole is bound together with clips similar to those shown in 
figs. 5 and 9. 

Conclusions.—The special object of the above methods of con- 
struction is to reduce to a minimum the difficulties of fitting and 
erecting reinforced concrete work—particularly of those classes 
most used in electrical applications.. 


Fic. 10. 


The reinforcing members may be broadly divided into two 
categories—first, the principal bars, forming the greater part of the 
weight of the whole and requiring little or no manipulation after 
leaving the manufacturer's works ; and secondly, relatively light 
pieces, such as stirrup irons, helices, and ко on. The latter need 
ekilled labour in their manufacture and should preferably be made 
to standard gauge, and delivered ready for immediate use. The 
cost of carriage on such ready-made goods is more than compensated 
by the lower cost and greater accuracy of their manufacture by firms 
specialising in their production. The accuracy of form of machine- 
made members enables smaller and lighter designs, with the same 
spacing of the main bars and an equal thickness of cement over the 
outer metal; this point is well illustrated by fig. 12. 

Finally, the regularity of the skeleton enables great accuracy in 
the dimensions of the completed partition, box or other part, and 
entirely avoids the necessity for surface layers of cement which, 
owing to their coefficient of contraction being greater than that of 
reinforced concrete, are either broken themselves (during setting), 
or seriously injure the enclosed structure. (M. Maynard, at the 
Copenhagen’ Congress in 1910, stated that this effect had often 
been observed in connection with beams and similar structures.) 


THE MELBOURNE RAILWAY 
ELECTRIFICATION. 


THE Melbourne correspondent of the Railway (razette recently dis- 
cussed the specifications—published in the local papers—for the 
proposed suburban electrification scheme. 

Some extracts from his letter are published below :—It was 
arranged that tenders should be invited, so that reliable information 
might be available to enable the relative advantages of the direct- 
current and single-phase alternating-current systems of electric 
traction to be definitely appraised. The comparison of the two 
systems will be facilitated, too, by the fact that tenderers are being 
invited to quote for the maintenance of the train equipments, which 
constitutes an important factor in the variation in the operating 
costs between the direct and alternating-current systems. 

The specification for the power station buildings, boiler-house 
equipment and plant, sets out as general conditions that the 
normalsteam consumption of each generating set may be taken 
as 240,000 Ib. of steam per hour; the plant is to be designed for 
& normal continuous output of 720,000 lb. per hour; the boiler 
house equipment shall generate and supply steam at 210 lb. pres- 
sure per square inch above the atmosphere and at a normal 
temperature of 600° F., to the turbines and auxiliary plant at 
the power station and extensions. 

The power station is proposed to be located on Crown land at 
Yarraville, and connected by rail with the Williamstown line, and 
also provided with facilities for obtaining coal by water, thus 
affording alternative means of obtaining fuel supplies. The water 
for the condensing plant is to be obtained from the river. 

For the purposes of the calculations, it is assumed that the 
whole of the power required for railway purposes will be 
generated at the Yarraville power house, and tenderers are 
invited to quote for the supply of four generating sets of 
20,000-Kw. each, or alternatively six sets of 10,000-Kw. each, 


with the necessary accessories and boiler and condensing plant 
to suit. This plant is common to both systems of traction, as 
it is proposed that in either case three-phase current be produced 
and transmitted to the distributing points at a voltage of 20,000. 
The equipment thus provided differs from that recommended by 
Mr. Merz in his report of 1908 in that the latter provided for eight 
generating sets of 3,750 Kw. each, ora total of 30,000 KW., from 
which power was to be transmitted at a voltage of 12,000. It is 
proposed in the case of the single-phase system that the power be 
conducted to the trains by overhead conductors operating at from 
10,000 to 11,000 volts, and that under the direct-current system 
the power be also conveyed to the trains by an overhead conductor 
operating at from 1,300 to 1.550 volts, with an average of 1,450 
volts. The original recommendation of Mr, Merz provided for a 
direct-current system, with a third, or conductor, rail operating at 
800 volts, and the change to an overhead conductor with the 
higher average voltage of 1,150, indicates the advance which has 
taken place in the development of the direct-current system since 
that time. 


FId. 12. 


The trains are still proposed to be worked on the multiple-unit 
system, and the specifications provide that the equipment must 
admit of 10 cars—five motor-cars and five trailers—being attached 
together if circumstances render it necessary to so increase the siz3 
of the trains. The number of cars provided for in Mr. Merz's pre- 
vious report was 496, and tenders are now invited for the equip- 
mente for 950 cars. 

The average speed, including stoppages, of the trains under 
electric traction was previously fixed by Mr. Merz at 20 miles per 
hour, but it is now proposed that an increase be made to the 
average rate of about 21 miles per hour, and an illustration of the 
increase in speed which is proposed, as compared with steam, 
may be obtained from the particulars given to tenderers by Mr. 
Merz in respect of the times of stopping trains on the lines from 
P Street to Sandringham, and Flinders Street to Essendon. 

hus :— 


Electric traction. Steam 

Former. Present. traction. 

Flinders Street to Sandringham ... 31 min. 30min. 40 min. 
Flinders Street to Essendon 184, 174%, 28 „ 


The lighting of the cars will be by electricity, and electriv power 
will also be used to operate the Westinghouse air brake. 


Tilmanstone Colliery.—At the meeting of the Snow- 
down Colliery, Ltd., held at Dover, on Friday, 2nd inst., the chair- 
man, Mr. Arthur Barr, said, acoording to the report in the Financial 
Times :—" Perhaps you would like to know the latest from Tilman- 
stone The principal thing we have been waiting for has 
been the switchboard, an immense machine which weighs a good 
many tons, I am told, although I have never seen it myself. It 
takes six months to make one. It arrived from Berlin on Saturday 
and is down No. 3 shaft at the present moment, and Mr. Metzger 
told me that in 10 days' time it would be all wired up and ready 
for work. The three new horizontal permanent pumps are a!so 
down the pit and are being fitted. That isa very short job. The 
rising mains to take the water are now actually fitted in the shaft 
and in duplicate. Mr. Wroe tells me that he will be pumping by 
the end of this month of August." ` 


Accident.—A correspondent writes :—“ A remarkable 
escape from death from electrical shock is reported from Bir- 
mingham, where Albert Davis, a boy 11 years of age, came in 
contact with a cable carrying current at 6,000 volts, and was not 
killed. Davis had been playing with another boy at a spot between 
Salford Bridge and the storm water pumping station, Here the 
wires conveying current to the works are carried under the River 
Tame, and come into the open at a terminal pole which is surrounded 
by a brick wall 6 or 7 ft. high, and coped with broken glass laid in 
cement. Thus closed in, the cables are on the Drainage Board's 
private property. The boys scaled this wall, and obtained access to 
a ladder some 30 ft. high. Thoy then got into a cage where the 
terminal wires are protected. Davis caught hold of one and 
received a terrible shock, which knocked him backwards. Sparks 
flew in all directions from his body, he was burned about the arms, 
hands and neck, while his body generally was much discoloured. 
He was removed to the local hospital, where he soon showed signs 
of recovery." 
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ITALIAN EXPORTS OF ELECTRICAL 
GOODS. | 


THE following statement shows the exports of electrical and 
similar goods from Italy during the year 1910 as compared with 
1909, and should be of interest in view of the expansion of the 
Italian eleotrical and engineering industry. Notes of increases or 
decreases as compared with the previous year are given, and it will 
be noted that although the trade is comparatively small, the 


increases proportionately are large :— 


Increase or 


1909. 1910. decrease. 
Lire, Lire. Lire. 
Boilers,— 
To Portugal TT ese — 44,000 + 44,000 
» Egypt ... see eee 71,000 103,000 + 382,000 
» Argentina exe oe 70,000 179,000 + 109,000 
„ Brazil T 8 6,000 15,000 + 9,000 
„ Uruguay | 62,000 90,000 + 28,000 
„ Other countries 119,000 ^ 70,000 — 49,000 
Total  ... 328,000 501,060 + 173,000 
Меат engines, xen ifi. red (with boilers 
attached), hot air, compressed air, 
gas, petrol, &c., motors.— 
To Portugal 85 TS 22,000 136,000 + 114,000 
„ Roumania РРА Р — 122,000 + 122,000 
» Egypt . s see 48,000 214,000 + 166,000 
, Argentina ажа wee 237,000 593,000 + 356,000 
„ Turkey 8,000 155,000 + 147,000 
„ Other countries ; 126,000 860,000 + 234,000 
Total  ... 441,000 1,580,000 + 1,139,000 
Dynamo-electrie machines weighing 
more than 1,000 kg.—- 
To France [II eee eos 28 000 26,000 — 2,000 
„ China ... Бае TT 8,000 21,000 + 13,000 
„ India and Straits Settle- 
ments ese “as 23,000 49,000 + 26,000 
, Argentina vis 455 94,000 305,000 + 211,000 
„ Other countries s 126,000 56,000 — 70,000 
Total! . 279,000 457,000 + 178,000 
Ditto, less than 1,000 1. — 
To Austria... us 828 18.000 20,000 + 2,660 
, France vie 19,000 23,060 + 4,000 
„ Germany $us 12,000 21.000 + 9,000 
„ Switzerland. ‘ 10,000 14,000 + 4,000 
„ Other countries T 57,000 61,000 + 4,000 
Total  ... 116,000 139,000 + 23,000 
Machinery not specified in the statistics 
(excludes agricultural, tertile, 
printing, Хе.).— О 
To Austria ... s sis 141,000 179,000 + 38, C00 
„ France ais VE 272,000 257,000 — 15,000 
„ Russia ... se 865 56,000 195,000 + 139,000 
„ Switzerland  ... ba 166,000 217,000 + 51,060 
„ Germany > s 349,000 687,000 + 338,000 
» Algeria TT "X 33,000 111,000 + 78.000 
» Argentina г Ves 235,000 370.000 + 135,000 
„ Brazil eos see 81,000 147.000 + 66,0C0 
„ Other countries ase 587,000 612.000 + 26,060 
Total . 1,920,000 2,776,000 + &56,CC0 
Electric accumulators, and parts thereaf.— 
To Austria... — 40,000 + 40,600 
4) Argentina eee eee — 19,000 + 19.000 
. Other countries 885 13,000 12,000 — 1.060 
Total 13,000 71,000 + bd, C00 
Parts of d ynamo-electric machines ` 
and transformers,— 
To Germany — Bes 24,060 14,000 — 10,000 
„ Spain. ae evs 5,000 11,000 + 6.600 
. Switzerland... e» 31,000 6,600 —- 25.060 
„ Argentinas 1.000 14, 000 + 13,000 
„ Brazil 1.000 16.0(0 + 15.000 
„ Other countries T 39.000 36,000 — 8,000 
Total 101,000 97,000 — 4,000 
Electrical apparatus.— 
To Austria ... mue vis 3,000 15,000 + 12,000 
„ Germany TE “ж 12,000 24,000 + 12,000 
» Argentina ees ees 2,000 13,000 + 11,000 
„ Switzerland. s 7.000 3,000 — 4,000 
» Other countries EN 9,000 17,000 + 8,000 
Total  ... 83,000 12,000 + 39,000 


Increase or 


1909-10. 1910-11. decrease. 
Lire. Lire. Lire. 
Zncandescent electric lamps.— 
To Austria ... 28,000 10,000 — 18000 
„ Germany 992 36,000 39,000 + 3,000 
» Other countries 17,600 30,000 + 13,000 
Total 81,000 79,000 — 2,000 
25 lire = £l. 
TROUBLES WITH TRAMCAR 


MECHANICAL 
| BRAKE GEARS. 


It may be said without fear of contradiction that the brake equip- 
ment of & tramcar is one of the most important parts of the 
mechanism, inasmuch as should there be any failure to operate in 
emergency, the consequences in damage to life and property might 
be enormous. Hence it is an important part of the duties of the 
maintenance staff of a tramway authority to keep the brake gears 
in good working condition. | 

The principal causes of failure in connection with such gears 
are dirt and wear. The component parts are very largely exposed 

‚о the action of dust, water, and in some cases oil, so that there is 
every chance for the formation of a heavy sticky coating of extra- 
neous dust and dirt, having the tendency to clog the parts, and also 
in the case of gritty dust to cause undue wear. Hence actual 
cleaning, as opposed to the theoretical kind of thing which the 
ordinary cleaner puts into the work, if not closely watched, is abso- 
lutely necessary, and it is also essential that very frequently the 
component parts should be examined in detail to see whether wear 
is so far advanced that renewal or repair is necessary. 

Quite & typical case can be observed occasionally in connection 
with the brake handles when these are fitted with a ratchet and 
spring. The action of the spring is, of course, to hold the top half 
of the ratchet into the bottom half, while, at the eame time, giving 
the necessary release. If, however, care is not taken periodically to 
clean out the recess at the top of the brake staff, dirt will find its 
way into it and clog it up, stopping the action of the spring. The 
result of this is that the handle can be moved in either direction 
without turning the brake staff, and should this occur while the 
car is on an incline the danger will be at once obvious, 

The effect of wear is most easily seen in connection with the 
ratchet and dog which are used for the control of the brake staff, 
by means of the driver's foot, inasmuch as this is placed in a 
position where it is bound to be covered with any grit which 
happens to get on to the footboard, and hence there is, owing to 
the constant rubbing action, great wear on the dog and on the 
ratchet wheel. A case occurred oh one tramcar in which the dog 
itself got so worn that it did not hold into the ratchet when the 
driver's foot was applied, with the result that for & moment there 
was quite an exciting time until the alternative brakes could be 
got into action. After this it became a point of rule to see that 
the dogs were removed as soon as they showed any undue signs of 
wear, and to see that the ratchet wheels themselves were kept up 
to a state of proper efficiency. 

Another instance of wear occurred on a tramcar equipment 
which shows the necessity for careful examination at the depót 
before the car goes out on the road, inasmuch as in this case the 
defect could not very easily be observed by the driver. Owing to 
the fact that the pin on the floating lever of the brake had become 
somewhat worn, and also as under the continued vibrations of the 
car this pin came out of the floating lever while the car was on one 
of its journeys. the lever dropped, throwing the hand brake entirely 
out of gear. Reliance had, therefore, to be placed on the alter- 
native brakes, until the car could be run over a pit at the depót, 
and the lever fixed sgain. Part of the car overhaul should consist 
of the careful examination of all pins and fastenings to see that 
undue wear has not taken place, and to see that the safety devices 
such as split pins, &c., are not missing. 

On one occasion a car had to be pulled up suddenly on an emer- 
gency, and the driver, who was equipped with more muscle than 
judgment, managed to apply his hand brake with such vigcur that 
the pull rod was actually pulled over the staff at the rear end, the 
chain hanging loose. The result of this was that the pull rod had 
to be cawn in two in order to let off the brake again, and the only 
satisfaction which the driver got out of the incident was that he 
had demonstrated his muscular strength. The incident, however, 
shows the inadvisability of allowing much play on the brake move- 
ment, and also that the whole travel of the brake should be taken 
up by an ample length of chain without the possibility of allowing 
the rod itself to come into contact with the staff. 

These are a few simple points which will probably appeal to those 
who are interested in maintaining car equipments, and the subject 
has been limited to parts of the equipment which are very often 
treated as a matter of course and almost subsidiary portions, 
inasmuch as the mechanical arrangement of the parts is so absurdly 
obvious. However, even in the simplest and plainest portion 
of the car equipment, care and judgment are necessary in the 
overhaul and maintenance of the parts, 
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RULES FOR ELECTRIC OPERATING STAFFS. 
[ COMMUNICATED. | 


DURING the past few years the attention of electricity supply 
engineers has been directed more to the external, or business- 
getting, than to the internal organisation, considered from a 
technical point of view, of the works. This, of course, is 
only intended to be a general statement, inasmuch as there 
are, of course, very many instances where engincers have 
been thoroughly impressed with the importance of main- 
taining a definite technical organisation, but the position has 
been rather forced upon the electric industry of going after 
fresh business, to the partial exclusion of other activities, 
partly on account of the fact that the metal-filament lamp 
made it necessary, on its introduction, to bring up the drop 
in load as quickly as possible, and partly also because there 
has heen a boom in what may be described as commercial 
methods. At the same time, without at all disparaging this 
side of the work, it may be necessary now and again to 
remember the old themes in order to realise that electrical 
works will not run automatically or at haphazard. 

Presumably, the younger veneration of electrical engineers 
are passing through the electricity supply undertaking 
systems for the purpose of gaining experience, although it 
must be admitted that many of them are staying there 
because they cannot get an opening into any other branch. 
For general all-round responsibility on the part of the Junior 
engineers of the undertaking, there is, perhaps, no finer field of 
training than the medium-sized gencrating station and mains 
system. The large installations, such as supply big cities, 
specialise the departments to such an extent that all-round 
experience is practically impossible, while the very small 
undertakings are, of course, only useful for initial experience. 
This being the case, it is not surprising that in the medium- 
sized undertakings there are a large number of keen engineers 
who are there to gain experience and who possess previous 
experience and a fair share of common-sense. As this may 
be taken as the average product of the electrical engineering 
profession, it is interesting to inquire into the methods of 
organisation of such plant with respect to the duties of the 
staff. The medium-sized undertaking occupies a more than 
usually interesting position in this respect, as, on the one 
hand, sufficiently precise instructions must be given to avoid 
overlapping or neglect of duties in the various departments, 
and on the other, such organisation must not be carried to 
a point where red-tapism becomes ridiculous. 

The rules governing the operation of generating plant 
and mains in any station are more or less local in character, 
depending on the plant used and the system adopted, but in 
general characteristics they are, or should be, of the same 
tendency. One would, therefore, expect to find in most 
medium-sized stations sets of rules laid down which would 
be more or less the counterpart of each other. As a matter 
of fact, this is not the case. 

Inquiry among a considerable number of electrical supply 
undertakings has revealed the fact that some chief engineers 
have made no standard rules; others make them, but rerard 
them as private, and it is only a small proportion that have 
really standardised to such an extent that any comparison 
could be made, with the object of formulating anything like 
the standard requirements for the regulating of theoperating 
staffs of such stations. 

Dealing first of all with the first class, there is, of course, 
a good deal to be said in favour of the avoidance of a 
stringent set of rules. In the medium-sized plant, the 
engineers employed have, presumably, previous experience, 
and have ordinary initiative and common-sense. If it were 
attempted to saddle them with too many rules, two things 
would happen. First, there would be a tendency to confuse 
them at a critical time, or to badger them afterwards for 
non-adherence to rules which, although in themselves 
excellent, might not have applied to the particular case. 
The second result would probably be that some engineers 
would lose self-respect through being bound down too tightly, 
and would not do their best in an emergency. For these 
reasons, а good many chief: engineers are of the opinion that 
a good operating engineer in time of emergency must work 
“off his own bat," and on this account no regulations are 


laid down. The only thing which can be said against the 
above position is that there is a distinct difference between 
routine operation and emergency work, and by a clear under- 
Standing of what routine is, and adherence to it, many 
emergencies could be avoided. Hence, it would seem 
advisable to have certain standard rules clearly enunciated 
and presented to the operating engineers. 

This brings us to the position of the next class of chief 
engineers, who formulate rules but regard them as 
private documents. Obviously, in some instances, this is 
necessary. It would not do to reveal to all and sundry the 
eccentricities of behaviour of some of the plant installed in 
generating stations or on mains, by publishing rules which 
arise from the necessity of humouring such plant; but apart 
from this, there does not seem to be any reason why, for the 
benefit of the whole community and for the avoidance of 
eccentricity, standard rules should not be laid down and 
published. We are living to-day in an age of standardisation, 
and it goes almost without saying that operating costs would 
be materially reduced if in general terms the engineer from 
one plant could pick up his duties at another without having 
to unlearn a good deal of special regulation which he had 
already acquired. The case is analogous to engineering on 
board ship. The nearer the plant and regulations governing 
it conform to standard practice, the quicker the engineer picks 
up his duties. For this reason it must be fairly stated that 
the practice which is adopted in some electrical undertakings 
by the chief of issuing orders on sheets of foolscap, to be 
placed in an instruction book which has to be read periodic- 
ally by the engineers in charge and mains engineers in order 
to refresh their memories, is not a perfect way of doing 
things. In such collections of orders it will not be improb- 
able that regulations bearing on a certain subject contradict 
themselves at different dates, thus reducing the whole 
arrangement to confusion. We are, therefore, again brought 
to the point that the formulation of a standard set of regu- 
lations for operation is necessary. 

Bearing in mind, therefore, that while giving ample play 
to the resource and initiative of the operating engineers, 
some form of general system of working should be laid 
down so as to avoid the interference of one department with 
the operations of another, the question arises as to the 
points which may best be included in such & scheme of 
rules. Briefly speaking, they may be summarised under two 
heads. First, the routine operations, not of &n obvious 
character, which are necessary in order to maintain the plant 


in an efficient condition. For example, in a wisely-conducted - 


station the plant should be subjected to regular periods of 
overhaul and inspection, these periods being determined not 
arbitrarily, but by considerations of the length of running, 
which, by experience of a particular part of the plant, can be 
allowed without thorough overhaul. This system is simply 
following out methods which have been found advisable on 
railways and other large undertakings involving running 
plant. 'The writer believes that similar systems are also 
being adopted in connection with colliery undertakings 
possessing mechanical and electrical appliances, which have to 
be periodically inspected for safety and efficiency. A clear set 
of rules regarding such matters as, for example, valve drill— 
that is to say, the opening and closing of valves upon a steam 
or water system in order to detect any leakages, and to perfect 
the staff with a view to rapid operation in case of emer- 
gency—is a thing which could readily be formulated, 
and similar matters will suggest themselves to those in 
charge of electricity supply plants. Such rules are necessary, 
and need not be made absurd. For example, every shift 
engineer knows how to parallel one unit with another, or 
how to keep a check on the cells of a battery, and such matters 
need not appear in routine regulations. "There are, however, 
many other things which in some stations are not noted at 
all, and which in others are scribbled down in the form of 
orders on loose sheets of paper by the chief, which could be 
carefully tabulated and made into a permanent record. 


(To be concluded.) 


Hadfield’s Steel Foundry Co., Ltd.—The directors 


announce an interim dividend of 1s, per share, free of tax, on the 
ordinary shares. | 
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NATIONAL INSURANCE ACT, 1911. 


UMPIRE’S DECISIONS UNDER UNEMPLOYMENT SECTION 
OF ACT, 


By JOS. J. Н. STANSFIELD, F. C. I. S. 


SEC. 84 of the National Insurance Act, 1911, states that 
every workman employed in any of the trades mentioned in 
the Sixth Schedule to the Act must be insured under the 
Unemployment Section of the Act. 

The Sixth Schedule reads as follows: — List of Insured 
Trades . . . relating to Unemployment Insurance. 

1. Building: that is to say, the construction, alteration, 
repair, decoration or demolition of buildings, including the 
manufacture of any fittings of wood of a kind commonly 
made in builders’ workshops or yards. 

2, Construction of works : that is to say, the construction, 
reconstruction or alteration of railroads, docks, harbours, 
canals, embankment, bridges, piers or other works of con- 
struction. 

3. Shipbuilding: that is to say, the construction, altera- 
tion, repair or decoration of ships, boats or other craft by 
persons not being usually members of a ship’s crew, includ- 
ing the manufacture of any fittings of wood of a kind com- 
monly made in a shipbuilding yard. 

4. Mechanical engineering, including the manufacture of 
ordnance and firearms. | | 

9. Ironfounding, whether included under the foregoing 
headings or not. 

6. Construction of vehicles: that is to say, the construc- 
tion, repair or decoration of vehicles. 

7. Sawmilling (including machine woodwork) carried on 
in connection with any insured trade, or of a kind commonly 
so carried on. | 

It will be noted that neither electrical engineering nor 
the supply of electricity are included in the schedule, but it 
must not, therefore, be assumed that the electrical industry 
is exempt from the provisions of this part of the Act, for it 
must be borne in mind, in the first place, that under Sec. 
107 (2) of the Act, in determining any question as to 
whether a workman is, or has been, employed in an insured 
trade or not, regard shall be had to the nature of the work 
in which the workman is engaged, rather than to ‘the 
business of the employer by whom he is employed," and, in 
the second place, the ramifications of the electrical industry 
are of such an increasingly extensive character, that the 
schedule touches both employers and employed more or less 
in all its sections. 

In deciding whether a workman is insured or not many 
doubtful points arise, and to solve such difficulties an 
umpire was appointed under the provisions of Sec. 89 of the 
Act, and up to August 1st last over 700 decisions have been 
advertised in the Board of Trade Journal. An inspection 
will show that many of these directly or indirectly affect 
those engaged in the electrical industry. | 

Only **workmen" are insurable under the unemploy- 


ment part of the Act, and workman is defined by Sec. 107 (1). 


to mean **any person of the age of 16 or upwards employed 
wholly or mainly by way of manual labour," and a decision 
as to inclusion or exclusion in the first place turns on the 
words wholly or mainly by way of manual labour.“ 

Similar words are to be found in the Workmen's Com- 
pensation Ácte, and there have been many decisions on the 
matter. A difficulty arises because many persons are 
employed in employments which involve both manual and 
other forms of labour. The question is one of fact, the 
principal rale to determine the matter being to see whether 
manual labour is the general duty of the employé, or only 
incidental and subsidiary to other more important mental 
duties, and the distinction between manual labour and 
manual work must also not be overlooked. - 

In deciding the points submitted by the representatives of 
the many industries, the umpire has endeavoured through- 
out to avoid inconsistencies, but being bound by the schedule 
he has in many cases been forced into decisions which lead 
to inconsistent resulta. 

This is well shown in the decision on the laying and 


Jointing of mains and services, and the erection of overhead 
lines, such work coming, in the opinion of the umpire, within 
the meaning of the words other works of construction“ in 
the second section of the schedule. These are as follows :— 
Workmen are included when jointing new cables, but- not 
included when jointing cables for the purposes of repair, or 
taking branches from mains in consumers' premises ; work- 
men are included who are employed in underground mains, 
&c., where the cost is chargeable to capital account, whilst 
workmen are exempt who are repairing such mains, the cost 
of which is chargeable to revenue account. | 

In new work or large extensions workmen are usually 
engaged specially for the work, whilst repair work and 
services are carried out by the permanent staff, and a 
dividing line isthus roughly drawn which has not been lost 
sight of in making decisions; but this is not an invariable 
rule, and the average workmen will hardly appreciate why 
contributions are deducted one week and he is exempt the 
next, for whilst such distinctions may be well founded in law 


they seem to be far from common sense. 


However this may be, the Act must be obeyed, and it is 
hoped that the following list of inclusions and exemptions 
may be of assistance toall concerned ; but before proceeding 
further it will be well to state that the word “ workman ” 
includes both male and female, and the following workmen 
are excluded in all cases :—(1) Persons under 16; (2) in- 
dentured apprentices ; and (3) foremen or gangers who are 
not wholly or mainly employed by way of manual labour. 

The list is divided so as to distinguish between (1) me- 
chanical engineering, which is closely allied to electrical 
manufacturing: (2) electrical engineering; (3) manufac- 
ture and laying of cables, the erection of overhead lines 
and street lighting; (4) generation and supply of electricity; 
(5)tramways : (6) buildings ; and (7) works of construction. 
The letters and numbers refer to the umpire’s decisions. 

Mechanical Engineering.—Contributions «re payable in 
respect of workmen employed in or as :— 

1. Fitters, turners or finishers, erectors, millwrights, · 
planers, borers, slotters, screwers, shapers, iron sawyers, 
grinders (iron and steel), glazers, millers, polishers, buffers 
and drillers (machine), machinemen (others than those 
specified), drillers (hand), smiths, smiths’ strikers, tool- 
smiths and toolmakers (A. 20). 

2. Coremakers, casters, moulders, dressers, polishers, 
finishers and fitters, their helpers and labourers engaged in 
the manufacture of brass, white metal, gun-metal or other 
copper alloys (A. 23). 

3. Goods hoists attendants (A. 50). 

4. Wheelwrights (A. 85). 

5. Cranemen (hand or power), enginemen and firemen 
(stationary engines), and boilermen (A 86). 

6, Sheet metal workers; manufacture of copper fittings 
and appliances (coppersmiths, &c.) (A. 88). 

7. Making boilers for generating steam for power or 
heating (A. 315). 

8. Labourers and general shop labourers (A. 319). 

9. Saw hammerers and sharpeners, knife, tool and cutter 
grinders, gas-fitters, oilers of shafting, lime washers, gas 
producer men, pump fitters, belt attendants and strap 
piecers, pattern makers, press tool makers, machinery testers 


. manually employed, and machinery painters (A. 337). 


10. Engine testers (bench test prior to erection in chassis) 
and car testers (after erection) manually employed (A. 341). 

11. Manufacture of forgings for mechanical and vehicle 
building establishments (A. 372). 

12. Boiler and steam pipe coverers and applying non- 
conducting material to steam boilers and pipes (A. 574). 

Contributions are not payable in respect of the follow- 
ing :— | 

1. Timekeepers, watchmen, storekeepers, draughtsmen, 
tracers, gatemen, weighmen, passenger hoist attendants, 
closet and office attendants, commissionaires, clerks, typists 
and office errand boys (B. 50). 

2. Manufacture of flexible metallic tubing in cold rolling 
process or cold galvanising under electric process, in joining 
up lengths of india-rubber and picking out foreign matter 
from asbestos thread and in corrugating ribbon metal and 
forming it into metallic tubing (B. 184). 

3. Rolling, drawing, annealing and pickling seamless steel 
tubes (B. 200). 
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4. Storekeepers' assistants (B. 285). 

(8. ; "oa labourers in packing and warehouse department 

. 286). 

6. Manufacture of tubes from strips and solids and wholly 
or mainly engaged in grinding (B. 295). 

7. Manufacture of non-conducting composition for boilers 
and steam pipes (B. 296). | 

8. Making steel welded barrels, drums and tanks not 
forming part of the structure of buildings, vehicles, machinery 
or works (В. 308). 

9. Making picks, hammers, shovels, &c. (not being iron 
founding), and wooden handles for such tools (B. 310). 

10. Workmen in steel works—working boiler-feed pumps, 
boiler firers, coal elevator men, hydraulic engine men, men 
in charge of engines producing power, and switchboard 
attendants, men at hydraulic presses, rolling mills, and 
furnaces, and cranemen (B. 541). 


Electrical ` Engineering.—Contributions are payable in 
respect of workmen engaged in, or as— 


1. Installation and maintenance of electrical machinery 
and conductors; manufacture and assembling of main 
switchboard parts and the erection of main switch- 
boards, including rheostats, controllers, contactors, and 
brush gear (excluding the winding of coils in all cases) ; 
manufacture of parts of commutators and collectors; tool- 
makers making tools for use in connection with the manu- 
facture of any of the before-mentioned instruments or 
apparatus (A. 280). 

2. Toolmakers employed in the tool department of elec- 
trical engineers making tools for telephone apparatus manu- 
facture (A. 342). 

3. Toolmakers and machine setters manufacturing electric 
light accessories (A. 343). 

4. Testers of machinery wholly or mainly manually 
employed (A. 346). 

5. Manufacture of steel and metal balls for bearings and 
ball and roller bearings (A. 358). 

6. Painting machines finished by erectors (A. 356). 

7. Construction, reconstruction, or alteration of electro- 
lytic plant. In the opinion of the umpire “ alteration” 
refers to work which involves a substantial change or varia- 
tion in the original design (A. 374). 

8. Wiremen engaged in wiring for electric lighting and 
bells in buildings (A. 194). 

9. Manufacture and assembling of main switchboard parts, 
electrician and wiremen running wire tubing, &c., to 
buildings (A. 516). | 

10. Electrical wiremen installing electric light or bells on 
ships (A. 695). | 

Contributions are not payable in respect of the following :— 

1. Manufacture of accumulators and electrical batteries 
(B. 4 and 5). ; 

2. Casting and finishing electric light fittings in brass or 
other copper alloy in connection with buildings, ships and 
vehicles (B. 49). 

3. Joinery, sawmilling and wood-turning in connection 
with electric light fittings and accessories (B. 344). 

4. Slate and metal enamellers and lacquerers of brass or 
У) metals in connection with electric light fittings (В. 

)). 

5. Repairing electrolytic plant not being machinery 
(B. 878). 

6. Softening a compound (made of asbestos and gum) on 
hot plates, and placing same in dies and moulds, which are 
closed or opened by machinery for electrical insulating 
material makers (B 109). 

7. Storekeepers, shop-cleaners and odd men (B. 137). 

8. Dismantling electric meters (B. 190-8). | | 

9. Manufacture of telephone and telegraphic instruments 
and apparatus (B. 80-1). 

10. Clerks, lady typists, storekecpers, assistants and can- 
vassers (B. 140). 

11. Packers, examiners or viewers of goods, goods carriers, 
and window cleaners (B. 364). 
. 12. Preparation and repair of removable electric stoves 
(B. 190-5). | 
. 13. Making and assembling electric meters and arc lamps, 
including quartz and silica and glow lamps (B. 288). 

14. Armature and coil winding, including the assembling 


and insulation of commutators and collectors, whether mica 
or other insulators (B. 288). 

15. Manufacture of silk shades for electric light fittings, 
&c., cutting and sewing silk on to wire frames, and making 
wire frames (В. 413). 

16. Installation of telephones (B. 426). 

17. Telephone wiring and repairs (B. 471). 

18. Adapting gas and candle fittines for electric light 
( B. 515-4). 

19. Making parts and assembling magnetos and repairing 
same ; making switches and cut-outa for motors (B. 518). 

20. Making scientific instruments (otherthan tool makers) 
for wireless telegraphs or engaged in the maintenance and 
upkeep of machinery or buildings, superintending and assist- 
ing in superintending in the erection of stations (not 
manually employed) (В 528). 

21. Manufacture of switchboards, switches and lamps for 
electric lighting or motor-cars and making switch-boxes 
(B. 530). | 

22. Making fuses from cut tubes made of fibre, &c., and 
filling same (B. 626). 

23. Making and assembling metal parts of sparking plugs 
with porcelain and other insulators (B. 665). 

Cables, Overhead Lines and Street Lighting.— Contributions 
are payable in respect of :— 

1. Jointing new cables in electricity and tramway depart- 
ments (191-4). | 

2. Work wholly or mainly in connection with overhead, 
third rail, conduit, surface contact or cable equipments of 
railroads, tramways, light railways or electric power supply, 
the cost of which is usually chargeable to capital account 
(A. 191-6). Nole—this does not include services. 

3. Manufacture and assembling of parts of electrical 
distribution appliances such as feeder boxes and pillars, joint, 
network and service boxes, &c., in the mechanical engineer- 
ing department of a cable and construction company 
(A. 679). 

Contributions /e not payable in respect of :— 

1. Manufacture of electric cables (B. 80). 

2. Setting up poles to be used solely for electric lamps for 
street lighting purposes (B. 190-3). 

3. Repairing and maintaining overhead third rail conduit, 
surface contact or cable equipments of railroads, tramways, 
light railways or electric power supply, the cost of which is 


usually chargeable to revenue account (B. 190-4). 


4. Making lamp irons and bolts for erection of lamp 
pillars (B. 190-7). 

5. Repairing electric controllers for lighting and extin- 
guishing lamps (D. 190-9). 

6. Laying services (В. 190-104). 

7. Laying mains, the cost of which is usually chargeable 
to revenue account (B. 190-108). 

8. Jointing cables for repairing or taking branches from 
mains in consumers’ premises (D. 190-15). 

9. Finishing and assembling cable accessories for under- 
ground and for use in consumers’ premises (B. 190-17). 

10. Draughtsmen (B. 264). | 

11. Labourers unloading cable (B 515-3). 

12. Painting street lamps (D. 547). | 

13. Handling, preparing and creosoting telegraph poles 
and other timber (B. 650). | 

14. Wood machinists making arms for telegraph and 
telephone poles and cabinets, casing and covers for electric 
light wires, cabinet work for telephones, packing cases, &. 
(B 687). 

0e. — The Board of Trade propose to make a general 
order exempting drivers and attendants of any vehicle and 
stablemen or other workmen employed in tending horses or 
cleaning any vehicle. ; 

Generation and Supply of Electrical Eneryy.—Con- 
tributions are payable in respect of— 

1. Pipe fitters maintaining and up-keeping steam pipe 
lines (A. 258-2). 

2. Electricians employed by dyers and cleaners in the 
fixing and upkeep of electric lighting plant (A. 326). 

3. Electricians employed by flour millers wholly or mainly 
in the maintenance and repair of electrical machinery and 
conductors (A. 330), and in the electric wiring for buildings 
(A. 193). 

4. Smiths and mechanics and their labourers engaged 
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wholly or mainly in the maintenance and upkeep of 
"machinery (A. 58). 

5. Cranemen employed in repairing shops in electricity 
and tramway departments engaged wholly or mainly in lift- 
ing materials for repairs of machinery (A. 191-1). 

6. Carpenters engaged in constructional woodwork and 
general repairs to buildings, engine fitters, labourers, 
moulders, moulders’ mates, machinists attending to machine 
tools, painters, plumbers and mates, timbermen and 
scaffolders (A. 265). 

Contributions are not payable in respect of — 

1. Switchboard, motor-generator and battery atten- 
dants, installation and arc lamp testers and meter readers 
(B. 10). 

2. Dynamo and electric motor attendants not wholly or 
mainly engaged in the maintenance and upkeep of machinery 
(B. 24-5). 

3. Repairing railway sidings (B. 190-11). 

4. Repairing electric meters (B. 190-16). 

5. Ash cleaners, boys (porterage and general cleaning), 
coal trimmers, labourers and measurers, condenser atten- 
dants, dynamo cleaners, engine drivers and cleaners, 
foremen, greasers, gate and timekeepers, instrument and 
meter testers and calibrators, inspectors, loco. drivers, lamp 
trimmers, regulators (switchboard and battery attendants), 
storekeepers and assistants, shop boys, shift engineers, sub- 
station attendants, transformers and dynamo attendants, 
water softener attendants, water and pump attendants, box 
inspectors, camp boys, chauffeurs, installation inspectors, 
street lighting attendants, yardmen, clerks, canvassers, 
collectors, chefs, messroom attendants, lavatory attendants, 
carmen, draughtsmen, lightermen, lift attendants, office 
cleaners, typists, telephone girls, window cleaners, and 
chemists (B. 264). 

6. Cleaning lights on roofs of works; washing of motor- 
cars (B. 165). 

7. Motor tire repairers, petrol storekeepers and care- 
takers (B. 172). 

8. Cleaning, overhauling, repair, and general maintenance 
of arc and incandescent lamps, carpenters and assistants 
making removable meter brackets, fuse hands, boiler 
cleaners and wiremen fitting up temporary wires and appli- 
ances in showrooms, making joints and carrying out experi- 
ments and tests (B. 455). , 

9. Crane attendants, coal labourers, coal meterers and 
firemen (B. 488). 

10. Scaling stationary boilers, economisers, &c., by hand 
or by pneumatic tools (B. 556). 

11. Smelting refractory ores by electricity (B. 696). 

Tramways.—Contributions are payable in respect of — 

1. Bricklayers, slaters and labourers of each, employed by 
a tramway company, engaged wholly or mainly in the con- 
struction, alteration, repair and decoration or demolition of 
buildings (A. 26). 

2. Wholly or mainly employed in the construction, recon- 
struction or alteration of tramway lines (A. 221). 

Contributions are not payable in respect of— 

1. Repairing tramway lines and repairing a working tram- 
way line (A. 220). 

Buildings.—Contributions are payable in respect of — 

1. Bricklayers, carpenters, joiners, plumbers, painters, 
scaffolders' plasterers, and the labourers of each engaged, 
wholly or mainly, in the construction, alteration, repair, 
decoration or demolition of buildings (A. 51). 

2. Whitewashers and decorators (Note to B. 364). 

Works of Construction.—Contributions «re payable in 
respect of — 

1. Workmen employed by a firm of contractors who are 
engaged in generating and distributing electrical power for 
the purposes of works of construction (A. 393). 

In some cases the decisions of the Umpire refer to a local 
authority or a company, or to some specified trade, but they 
may be taken to apply mutatis mutandis to any of these; 
and when the above are considered in conjunction with the 
Schedule, it will be found that the above list is fairly 
exhaustive, but should any difficulty be found, or should no 
decision have been given, application should be made 
to the Umpire. The address to which all applica- 
tions should be made is 47, Victoria Street, Westminster, 
London, S.W. R 


BOILER SETTINGS. 


By EDWARD INGHAM, A.M.I.M.E. 


WHILST, generally speaking, almost every attention is given 
nowadays to the design and arrangement of the steam plant 
at electric generating stations, there is one matter, viz., the 
setting of the boilers, which certainly does not always receive 
the careful consideration which its importance demands. As 
a result, not only is the efficiency of working less than it 
might be, but ће “ wear and tear of the boilers is increased, 
not infrequently to a very considerable extent. 

In order that the maximum of efficiency and the minimum 
of wear and tear may be obtained from a steam boiler, 
it is absolutely necessary that the boiler be set properly. 
Hence a few remarks on this important, though somewhat 
neglected subject, will, it is hoped, be of use. 

The first consideration is, of course, the selection of a suit- 
able site. Low and damp situations should as far as pos- 
sible be avoided, because, as every engineer knows, there is 
nothing more liable to cause rapid deterioration of steam 
boilers than external dampness, particularly if the setting is 
in any way defective. It sometimes happens that the site 
i8 below the level of a canal or at the foot of a hill, so that 
water can drain downwards into the foundations. If then 
the latter are below the level of the drains, the setting will 
be constantly damp, and severe external wasting is then very 
liable to be set up. Under such circumstances, a good con- 
crete foundation should be provided, and should there be 
any likelihood of moisture passing through the walls of the 
setting, it is а good plan to extend the concrete bed at the 
sides up to the outside ground level. Another effectual 
expedient, when the foundations are below the level of the 
drains, is to dig a well in the vicinity of the boilers, suitable 
arrangements being made for draining the water which col- 
lects in the foundations into this well. The well would, 
of course, require to be emptied from time to time of its 
water. 

The thickness of the concrete, which material, by the 
way, is the best on which to build the setting, depends on 
the nature of the foundation, and may, indeed, be anything 
from 9 in. to 24 in. А usual thickness for clay, say, or 
ordinary firm earth, is 12 in. 

One of the principal sources of loss in the working of 
Steam boilders is radiation of heat from the hot surfaces. 
In the case of exposed surfaces this is usnally prevented to 
a large extent by means of non-conducting porous composi- 
tion. Some provision against loss from radiation should, 
however, also be made in the walls of the setting by means 
of an air cavity. As is well known, air is one of the best 
insulators or non-conductors of heat, and if therefore an air 
space is built into the walls, the loss from radiation may be 
reduced very considerably. The makers of the well-known 
and deservedly popular Poulton setting, in addition to pro- 
viding an air space in the walls, also provide one underneath 
the boilers by means of special anti-radiation serrated bricks, 
witb the object of preventing radiation through the founda- 
tions. 'The importance of this additional air space is well 
illustrated by the following :—“ At a large electric lighting 
and power station, where & range of 10 boilers is installed, 
the temperature of the clay underneath the concrete, 10 ft. 
below the bottom of the boilers, was found to be as much 
as 280? F. "The boilers were worked night and day, and 
were provided with forced draught arrangements. An 
immense mass of material was thus maintained at this high 
temperature day and night by a direct waste of valuable 


heat.” 


In order to provide, say, a 2-in. cavity in each of the 
side walls, more space is required, and at electric power 
stations, where large ranges of boilers are concerned, and 
where space is frequently a most important consideration, 
this becomes a serious item. In such cases, special ser- 
rated bricks are of great use, as by their adoption much 
saving in ground space may be made. 

As a further preventive against radiation losses, the 
brick walls may, if it is thought worth the extra expense, be 
carried up to the boiler tops, and then roofed over so as to 
form a hot air chamber. | 

This question of preventing heat radiation losses is always 
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an important one, but at, electric generating stations this is 
especially the case, because at such places, the boilers may 
be worked for only a short time each day, and the loss then 
becomes a serious item. 

The practice of facing the front walls of the setting 
with white enamelled bricks is one which is to be recom- 
mended. Although this entails additional expense (the 
cost of the enamelled bricks being many times that of 
ordinary bricks), the extra expense will be more than com- 
pensated for in other ways. The boiler house is made to 
look bright and cheerful, and as a result, the men in charge 
of the plant take a keener interest in maintaining the 
general upkeep and condition of the boilers and setting. 

Probably the most important consideration in the setting 
of steam boilers is the extent to which the boiler plates are 
hidden or covered by those parts of the setting which are in 
actual contact with the plates. At one time, it was quite 
common to make the seatings and flue covers of Lancashire 
boilers of great width, often as much as 12 or even 18 in. 
wide at the parts in contact with the plates. Such wide 
bearing surfaces as this are extremely objectionable, because 
not only is much useful heating surface lost, but a large area 
of plate is covered over, and hence complete inspection of 
the boiler cannot be made. Further, external corrosion i8 
especially liable to occur at parts covered by brickwork, and 
unless, therefore, the plates are bared frequently, the wasting 
may proceed undetected until the condition of the boiler 
becomes dangerous.  Nowadays, the bearing surfaces are 
made much narrower than formerly, but even now, con- 
siderable improvement might, in the majority of cases, be 
made. "Thus the thickness of the seating blocks at their 
bearing edges is generally about 3 in., but as a matter of 
fact, a thickness of one-half this, viz., 14 in. is ample—in 
fact, much more than sufficient to support the heaviest 
Lancashire boiler even when filled with water. 

Every part of the setting which is in contact with the 
boiler plates should be reduced to the absolute minimum ; it 
seems absurd to adopt 3-in. bearing surfaces, as is generally 
done at the present time, when a width of 1 in. is sufficient. 
In the ** Poulton " setting, all parts which come in contact 
with the boiler plates are made of a rounded form, so that 
there is practically no surface of plate covered over. In this 
way a maximum of heating surface is obtained, whilst every 
part of the boiler, so far as the setting is concerned, is open 
to inspection. With the ordinary type of setting it is 
generally necessary to plough through the seatings and flue 
covers occasionally, especially at the seams, in order that a 
thorough inspection may be made. This ploughing may be 
avoided by cutting away a portion of the upper part of the 
seating blocks where these are crossed by the ring seams, 
and fitting into the openings thus made loose pieces of 
fireclay ; the loose pieces can then be readily removed at any 
time for inspection purposes. 

A good form of setting is made by the Adjustable Cover 
&nd Boiler Block Co., who keep the width of all bearing 
surfaces small, and construct the flue covers so that these 
may be readily lifted, thus allowing the plates to be fully 
inspected at any time. In some instances the ordinary flat- 
topped seating blocks and flne covers are fitted with a piece 
of asbestos rope, the boiler being made to rest on the rope, 
and not on the block. In this case no heating surface is 
lost, and the asbestos forms an effectual means for preventing 
air leakage into the flues. 

Special attention should be given to the size of the flues, 
which must be made large enough to permit of a man readily 
passing through them for cleaning and inspection purposes. 
The side flues of Lancashire boilers should be not less than 
9 in. wide at the narrowest part, but 12 in. is preferable. 
The bottom flue is usually made about 2 ft. 6 in. deep and 
about half the diameter of the boiler in width. 

Seating blocks and flue covers should be made of specially 
prepared fireclay blocks, whilst all parts of the flues which are 
exposed to the action of the hot furnace gases should be lined 
with a good quality of firebrick, the lining being well keyed 
in. With water-tube boilers (the type now most used in 
power stations), the question of using firebricks of high 
heat-resisting qualities, is one of great importance. This 
is especially the case where machine stoking and forced 
draught are employed. Under such circumstances, an 
intense heat, almost equal to that in a reverberatory furnace 


or & puddling furnace is obtained, and in one instance with 
which the writer is acquainted, the heat was so intense that 
the cast-iron soot doors and frames at the back end of the 
boiler actually melted, and when the boiler was laid off for 
cleaning, the melted metal hung down like icicles. Such 
intense heat as this naturally has a destructive effect on the 
fire-brick arches, especially of water-tube boilers settings, 
and for such purposes any but the very highest quality of 
fire-brick is quite useless. 

Good fire-bricks, in addition to being capable of with- 
standing high temperatures without becoming fused or 
disintegrated, are good non-conductors of heat, and hence a 
refractory fire-brick lining also serves to prevent to a large 
extent, loss of heat by radiation through the setting. Good 
fire-bricks seem to acquire a glazed surface after exposure to 
high temperatures, and thus reflect back the heat of the 
furnace, for, as is well known, bright surfaces have a 
tendency to reflect heat. 

Fireclay, and not mortar, should be used for the jointing 
material, especially for such parts of the setting as are 
exposed to the hot gases, or come into contact with the 
boiler plates. Mortar, like ordinary brickwork, is porous, 
and readily absorbs moisture, во tending to set up external 
corrosion of the boiler plates, and it also quickly breaks up. 
This is not the case with fireclay, which is, therefore, much 
more suitable as a jointing material. 

Other points requiring attention in the building of the 
setting are the avoidance of cavities and chambers in which 
explosive mixtures might collect and the doing away, as far 
as possible, with local contractions, sharp bends, &c., in the 
flues. No part of the flues should be less in sectional area 
than the area of the throat of the chimney, which is usually 
not less than one-eighth the area of the fire-grate. 

A boiler will often work satisfactorily, even when the 
flues are cramped and restricted, so long as it is only required 
to work at comparatively low power. When, however, 
extensions of the steam plant are made, and the boiler is 
called upon to develop its full power, it is unable to do s0. 
The results of this may be very serious, for it is generally 
a difficult matter to remedy the evil; hence the importance 
of building the flues of ample capacity in the first instance. 

In Lancashire boilers a mistake sometimes made is to 
build the firebridges too high. Such a mistake is liable to 
Seriously cripple the draught, and in one or two instances 
which have come under the writer's notice it has been 
impossible to maintain steam in consequence. The removal 
of one or two layers of bricks has entirely remedied the evil. 
Generally speaking, a distance of not less than 10 in. should 
be left between the tops of the bridges and the furnace 
crowns at the middle. 

In conclusion, the importance of entrusting the work only 
to men who have had special experience in boiler setting 
cannot be too strongly urged. Defective brickwork is a 
constant source of annoyance and expense, and is one of the 
most fruitful sources of low efficiency in the working of 
Steam boilers. If the work is indifferently carried out, short- 
circuiting of the flue gases from one flue to another, and 
various other troubles, are liable to be experienced. 

Defective setting no doubt explains why boilers built to 
exactly the same specifications, and by the same firm, often 
give such widely different results when put to work, even 
though they may be working under apparently identical 
conditions. 


Explosives in Coal Mines Order.—The following 
notice is issued from the Home Office : —“ The question having been 
raised whether the words ‘ magneto-electrical apparatus’ as used 
in the Order of May 21st last include what is known as a ‘dynamo 
exploder,' i.e., an electrical firing apparatus consisting of an arma- 
ture rotating in a permanent (non-electrical) magnetic fleld, as well 
as the form in which an armature rotates in a field formed by an 
electromagnet, the Secretary of State wishes it to be generally 
known that it was intended to include apparatus of both kinds, and 
he is advised that the phrase used does, in fact, include apparatus 
of both kinds. 

“With regard to the requirement in Clause 2 () of the Order 
that every electrical firing apparatus shall be provided with & push 
button, an internal arrangement by which the firing contact is 
automatically made at the end of the travel of the handle, and on 
the release of the handle is immediately broken, performs the same 
function as a push button, and will be admitted as complying with 
the requirement in the Order as to the provision of а push button.“ 
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AN INTERESTING STORAGE BATTERY CAR. 


THE problem of the storage battery car has nowadays 
received a renewed amount of attention on account of the 
possibilities which are being afforded by the lighter types 
of storage batteries which are now available, and in the 
United States considerable practical experience has already 
been gained in the construction and operation of such cars, 
which can with advantage be studied by engineers on this 
side of the Atlantic. It is, therefore, of interest to discuss 
briefly the storage-battery cars which are now being used 
by the Third Avenue Railroad of New York City, inasmuch 
as these operate over some of the lines which were previously 
served by horse cars ; altogether over 60 cars have been put 
into commission for this purpose. The development was not 
made in a hurry, inasmuch as the initial number of battery 
cars in use was only five on this particular line, so that it 
can be said that the first cars, at any rate, operated so 
satisfactorily as to justify the extension of the experiment 
to the large scale now indicated. In fact, it may be said 
without much fear of contradiction that the matter has pro- 
gressed from the experimental stage into one of practical 
working operation. 

Fig. 1 shows the general external appearance of these 
cars, which are built by the J. C. Brill Co., of Philadelphia. 
The trucks are designed to allow the batteries to be 


NEW YORK STORAGE BATTERY CAR. 


placed under the body if desired, and whereas in the 
earlier type chain gearing was adopted, in tbe later cars 
ordinary railway motor gearing has been employed. The 
motor equipment consists of two 44-H.p. General Electric 
motors furnished with axle bearings, the gears eliminating 
all maintenance trouble due to the driving mechanism, 
and taking up perceptibly less space than the chain 
drives formerly used. Cast-steel wheels are used with 
anti-friction journal bearings. The new cars have a 
length over the vestibules of 26 ft. 14 in., the body 
being 18 ft. long. The width overall is 7 ft. 6 in., and the 
length over the sill is 6 ft.54 in. The height to the sills 
is 2 ft. 54 in., and the height from the sills to the roof 
is 8 ft, 24 in. The longitudinal seats accommodate 
30 passengers, and each of the new cars is equipped by the 
Electric Storage Battery Co., with Hycap-Exide batteries 
having a rating of 420 ampere-hours. These batteries are 
supplied under a maintenance guarantee of five years, during 


which period the output has not to fall below 75 per cent. 


of the original rating. The future progress of these cars, 
especially with regard to the maintenance of tbe battery and 
the cost per car-mile, will be watched with considerable 
interest on this side, and it is to be hoped tbat further 
figures will be available after greater running experience 
has been obtained. 


Eleetric Cheese, —A Dutch farmer claims to be able, by 
5 a current through them, to mature cheeses in 24 hours. 
process has hitherto been very slow. 


ENGINEERING AND MATHEMATICS. 
[COMMUNICATED. ] 


THOSE responsible for the design of machinery are practically 
unanimous in their desire to avoid mathematics and complex 
formule ; it is only the inexperienced student who en- 


 deavours to apply such means where simpler methods would 
be quicker and equally satisfactory. 


If the data at our disposal were accurate, it would be 
possible to use formule giving precise results, but, unfor- 
tunately, the measurements, weights and quality of the 
materials used in the construction of machinery are only 
approximate, hence the prediction of exact results from any 
given combination is impossible. On his first acquaintance 
with electrical apparatus, the novice is inclined to assume 
that a knowledge of theory is sufficient to enable him to 
design а dynamo or motor. This assumption is entirely 
erroneous, and. it is doubtful whether any other class of 
machinery demands so much experienced judgment for its 
successful design. It is impossible to obtain homogeneous 
materials; the iron or steel for the magnets will vary in 
quality, the armatures often differ slightly with different 
consignments of disks, the gauge of wire and the thickness 
of the insulation are never exactly to specification, and many 
other factors enter into the calculations, for which allow- 
ances based upon practical experience have to be made. 
Such being the case, it would be a 
waste cf time to complicate the calcula- 
tions for the sake of ensuring extreme 
accuracy, when the results are certain 
to be vitiated by faulty data; hence 
simple formule are used by practical 
designers, which give only approxi- 
mately correct figures for output, 
efficiency, temperature rise, &c. 

To professors and others whose 
calling involves the investigation of 
the principles underlying the design of 
machinery, & good knowledge of 
mathematics is essential; also the 
mathematical training of engineering 
students should include the study of 
more complex problems than they 
are likely to meet with in after 
experience, but the professors should 
endeavour to simplify their calculations and formule 
so as to make them suitable for commercial application, 
whilst students should not attempt to advertise their attain- 
ments in the columns of the technical press or before tbc 
members of the engineering institutions. 

Text-books, in which practical probl2ms are treated by the 
aid of complex formule have a very limited application. 
The practical designer will not look at them, and the student 
is likely to waste time puzzling out problems which could 
be presented in a much simpler and more useful form. These 
strictures also apply to articles and papers of a similar 
nature, some of which, in all probability, are never read by 
anyone. 

It is astonishing Low unwilling are the readers of technical 
papers to use their brains over any article which is difficult 
to understand, and this attitude extends to some extent to 
the editorial staff. Some years ago, the writer came across 
an article which, although it involved no considerable 
knowledge of mathematics, was necessarily of a complex 
nature owing to the subject dealt with. This article 
appeared in ore of the leading engineering journals (not 
the ELECTRICAL REVIEW), and by reason of а mis- 
understanding with the editor over certain additions, parts 
of it were reduced to absolute nonsense. The subject was 
apparently not understood by the editor, or his assistant who 
presumably perused it, otherwise publication must have been 
postponed pending revision. As regards the readers of the 
aforesaid journal, reference to the ** Correspondence" columns 
indicates that many of them are quick enough to point out 
mistakes when opportunity occurs, yet in this instance no 
letter to the editor was forthcoming. 
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It is to be feared that articles of this nature are some- 
times accepted on the strength of the writer's reputation, 
and this course would appear to be a safe one where 
the subject has been treated in a manner difficult to 
understand, 


NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P. TuowrsoN & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whoin all inquiries should be addressed. 


17.519. Apparatus for measuring the eleotric conductivity of liquids,” 
M. Cornans. July 29th. 

17,583. “ Electrical welding apparatus." DuxLOP PNEÉvxATIC Tyre Co., LTD. 
and F. J. KkkecG4N. July 29th. 

17,618. Manufacture of electric pig iron.“ У. Brose. July 80th. 

17,623. Electrical conduit fittings.” L. G. Byrd and T. TAYLOR. July 30th. 

17,634. "Electrically operated time-limit detonator for use in blasting and 
such like operations," W. R. Азн, C. Олге апа W. S. TorLIS. July 80th. 

17,651. Electromagnets.” Н. Leitner, July 30th. 

е “ Electrodes for use in arc lamps," A. А. Low. July 30th. (Com- 
plete). 

101018: " Electrodes for use in arc lamps.“ А, А. Low. July 30th. (Com- 
plete). 

17,680. Protective devices for electric circuits." British THOMSON- 
Нотсвтом Co., LTD. (General Electric Co., United States.) July 30th. 

17,70 l. Method of producing conducting films upon the surfaces of elec- 
trical apparatus." L. D. Reay. July 81st. 

17.749. Method of and apparatus for electric welding." R. Happan, 
(Cleveland Welding and Manufacturing Co., United States.) July 3186, 
(Complete.) 

17,752. Electrio hand apparatus for producing light." W. E. LAKK. 
се Internationale D'Appareils а Magneto В.А. (F. I. A. M.), Switzerland). 
uly 3186. 

17,779. “Electric striking gear." H. CaAMrICHE. (Convention date, August 
Ist, 1911, Switzerland.) July 31st, (Complete.) 

17,805. Electrically-actuated automatic door-operating appliances.“ J.J. 
Reynocps and P. C. Larmitu. August lst. 

17,836. *' Electrolytes for use ín electrometallurgy." N. H. M. DEKEER, 
August lst. (Complete.) 

i 17, 887. Heating apparatus." R. WEAVvIxd and FERRANTI, LTD. August 
gt. 

17,838. Self. regulating dynamo- electric machines.“ С, A. VANDERVELL and 
А. Н. MiůoLxV. August 186. 

17,840. *“ Process and apparatus for the electrical separation of bodies in 
suspension from electrically insulating fluids, more particularly gases.“ 
E. MorLER. August lst. (Complete.) 

17,850. ‘* Portable electric hand-lamps.“ 
(Complete.) 

17,858. Automatic telephone exchange switches and controlling circuits 
therefor,” WESTERN ELECTRIC Co., LTD. (Western Electrio Co., United 
States.) August lst. (Complete.) 

17,864. " Insulating boots and shoes." J. Н. С, Broogina and Br. HELEN’s 
CABLE AND RUBBER Co., LTD. August lst. 

17,871. “ Electric accumulator.” В. F. Тномрком and E. R. THOMPSON, 
August 2nd. 

17,918. Fire-alarm apparatus and circuit arrangements," A. C. Brown 

G. A. Epwarps. August 2nd. 

17,949.  ''Magnetic speedometers.” J. K. BrkwART. 
(Complete.) 

17,951. Produotion of artificial resinous substances." BhRiTISH THomson- 
HovsToN Co., LTD. (General Eleotrio Co., United States.) August 9nd. 

17,952. Method of separating magnetic from non-magnetic powdery 
materials, such as iron, sands, and the like." S. L. ELsorgne and Н, GopsaL. 
August 2nd. 


A. H. Hunt. August Ist. 


August 2nd. 


17,955. ** Telegraphic relays." А, MvuiRHEAD and F. L. MuiRHEAD, August 


And. (Complete.) 


17,978. '''Telegraph receiving apparatus adapted to split up incoming 
signals into their components, and to actuate a transmitter or analogous 
device, or to perforate a tape according to either the Wheatstone, cable, or 
other systems of working." А. Frasen, K. L. Woop and EASTERN TELEGRAPH 
Co., LTD. August 3rd. 


17,980. Resistances.“ J. RooTHAAN and FERRANTI, LTD. August 8rd. 

18.0189. Electrical driving of ring-spinningand doubling frames.“ Siemens 
Bros. Dynamo Works, Lrp. (Siemens Bchuckertwerke G.m.b.H., Germany.) 
August 3rd. (Complete.) 

18.017. Electric heaters." H.H.Grounpy. August 8rd. (Complete.) 

18,025. “ Eleotrical generating set." J. A. Rey. August 8rd. (Complete.) 

[CogRECTION.—The number of the patent for Recording instruments and 


the like (EVERSHED & VIGNOLEs, Ltp., and G. W. BiNsTEAD!, appearing in this 
column of our last issue, should be 17,226, not 17,214, as printed] 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. ‘THompson & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford ; price, post free, 9d. (in stamps). 


1911. 


ee ACCUMULATOR. K. R. Smith. 18,768. June 8th. (December Sth, 
1911.) 


TT ELzcrRoMAGNETS. H. W. Lake. (D. L. Lindquist.) 16,874. July 
th. 


Spark PLUS. J. W. Mackenzie. (Champion Ignition Co.) 16, 438. July Mth. 

Evecrrio Lirts. W. H. Scott. 16,532. July 18th. 

COVERING or ELECTRIC CONDUCTORS WITH PLASTIC MATERIAL AND APPARATUS 
THEREFOR. W. 8. Smith and A. D. Shuter, 16,542, July 18th. 

APPARATUS FOR RECORDING TELEPHONE CALLS. C. C. Chapman and A. Grimsley. 
16,558. July 18th. 

MANUFACTURE OF ELECTRIC ACCUMULATOR ELECTRODES, AND MEANS FoR UsE 
THEREIN. R. Pape. 17,182. July 26th. (Patent of Addition not granted.) 


ELECTRIC SWIT cu Devices. Н.В. Hatfield. 17,986. July 28th. 
METHOD FoR TIMING TELEPHONE CALLS. T. Doddrell. 17,635. August 3rd. 


asi A Рожен TRANSMISSION Devices. H. Kleinschmidt. 18,051. August 
t . 


ELECTRICAL IGNITION APPARATUS FOR INTERNAL-COMBUSTION ENNGiNES. A. H, 
Midgley and C. A. Vandervoll. 21,441. September 28th. 


Exvectric Fuse. R. C. Hall 49,844. October 17th. 

Lone ToBuLA& MrTALLIC-FitAMENT ELEcTRiC Lamps. Н. E. Angold and J. F. 
Poynter. 24,250. November lst. 

MICA AND SUCH LIKE INSULATORS AND SCREENS, AND THE MANUFACTURE OF THE 
8AME. W. McLoughlin. 27,759. December llth. 

ELEcTRO.o8MOTIC Processes. Ges. für Elektro-Osmose. 28, 185. 
lith. (September 28th, 1911.) 

ELECTRICITY-CONTROLLING SwitcHes. Soc. H. Lapipe and C. Wittmann. 28,711. 
December 20th. (December 20th, 1910.) 

ELECTRICALLY-OPERATED VALVES FOR Gas CONDUITS. 
December 27th. (June 17th, 1911.) 


December 


W. Thiem. 29,140. 


1912. 


COMBINED PERCUSSION AND ELECTRIC PRIMERS FOR Quick-FiRING Guns. Вос. 
Anon. John Cockerill and E. Ternström. 9,288. April 19th. (Addition to 
4,990 of 1912) 


ELEOTROLYTIO Process FoR CLEANING METAL ARTICLES. Langbein Peanhauser 
Werke Akt.-Ges. 9,609. April 23rd. (April 95th, 1911.) 


ELEOTRIC.SIGNALLING APPARATUS. V. H. Street. 9,936. April 26th. 
Anc Lamps. C. Weber. 10,787. May 6th. (May 5th, 1911.) 


PROTECTIVE ARRANGEMENTS FOR USE IN CONNECTION WITH BLECTROLYTIC VALVES 
OR POLARISATION CELLS. G. liebe. 11,866. May 18th. (May 81в%, 1911.) 

APPARATUS POR THE ÉELKCTRO-08MO8E METHOD. Ges. für Elektro-Osmose, 725. 
January 9th. (October 2nd, 1911.) 


Pran TAINO VoLTAIC Arcs. C. E, Guye. 804, January 10th. (January 10th, 
1911.) . 


MANUPACTURE OF ELECTRIC INCANDESCENT Lamps. Deutsche Gasgluhlicht Akt.- 
Ges. (Aucr-Ges.) 874. January llth. (May llth, 1911.) 


COOLING ARRANGEMENTS FOR DvNAMO-ErLECTRIC MACHINERY. Siemens Bros. 
Dynamo Works, Ltd. (Siemens & Bchuckertwerke Ges.) 8,206, February 
"th. 


ELECTRICAL. Warr 8ToP-MorioNs For Looms. D. Schatz. 8,14. February 7th. 


ELECTRIC INCANDESCENT Lamps. Deutsch Gasgluhlicht Akt.-Ges. (Auer-Ges.) 
8,840. February 15th. (November 4th, 1911.) 


APPARATUS FOR CONTROLLING AND RECOKDING THE CONBUMPTION OF ELECTRICAL 
ENEkRoY. H. Gottschalk. 4,791. February 26th. 


ELECTRIC SIGNAL OR INDICATOR FOR TaxiMETER CABS OR OTHER SIMILAR PUBLIC 
VEHicLEs. P. T. Hillman. 5,584. March 5th. 

Pnrss-Bvrrow ELEcTRIiC Bwircugs, H. Wischhusen and A. Hepko. 7,795. 
March 90th. (April Ist, 1911.) 

TELEPHONIC Heap GEAR. E. A. Graham. 10,041. April 27th. 

Bvurss ғов ELECTRIC GrLow-Lawrs, Н. Gethe and Gluhlampenfabrik Hansa 
Ges. 10,346. May Ist. 

SrARkKING Piugs, С. E. Johnson. 11,811. May 18th. 


Wind Power and Electricity.— The problem of how 
to derive & supply of electrical energy from the wind bas always 
had a certain fascination for electrical engineers. Unfortunately, 
although at firat sight it does not seem a difficult matter to devise 
some system of wind vanes coupled with a generator and a storage 
battery which would work well and cheaply, there are many 
difficulties of a practical nature in the way. Some intermediate 
storage system must be used with a view to obtaining a constant 
source of power no matter what may be the fluctuations of the 
wind, the point being thatsuch storage device should come between 
the wind vanes and the dynamo, instead of between the dynamo 
and the distribution system, as would at first sight appear desirable. 
A recent patent is for a system of generating electricity in which a 
petrol engine is used in conjunction with a wind motor. Both 
these prime-movers are designed to work on the same shaft, and 
they are connected together by means of a clutch. The load is 
taken up by the engine, and the windmill, as soon as the wind 
serves, adds its power to the shaft. Should the wind rise above a 
certain predetermined velocity, the wind vanes commence to take 
charge, as it were, and speed up the engine. А centrifugal 
governor then cuts out the ignition, thus shutting off the engine 
power, Should the wind drop, the ignition circuit is opened auto- 
matically, and the engine again takes the load. In this case it is 
difficult to see what advantage isderived from the use of the wind- 
mill. It would seem a far better arrangement if the governor, 
instead of working on the ignition, worked on the engine throttle 
and controlled the supply of vapour. The windmill and engine 
would then work in parallel when the wind power was insufficient 
to drive the generator by itself, and there would be a considerable 
saving in paraffin or petrol. А 

As an illustration of а storage method а plant may be mentioned 
in which power from a windmill is combined with water power in 
the following manner :—A 14-ft, windmill is coupled by gearing to 
a large plunger pump, which draws water from a pond and delivers 
it to a tank of large capacity; the water, when power is desired, is 
allowed to flow through a small turbine, of 3-H. P. capacity, which 
is direct-coupled to a ł-H.P. dynamo. The current from this, 
which is generated at 25 volts, is used to charge up au 11-cell 
storage battery, which is capable of supplying 20 8-С.Р. metal- 
filament lamps for three hours, according to a statement made by 
the firm who installed the plant. 

By means of certain automatic hydraulic devices, practically all 
the energy which the windmill can produce is stored up, and it is 
stated that with the equipment mentioned sufficient electricity for 
winter use can be obtained by allowing the windmill to work for 
an average of five hours per day. Of course, during the summer 
months less electricity is used for lighting purposes, and an average 
of two hours’ run per day is amply sufficient. 
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THE ART OF OBTAINING TENDERS. 


THE form of public requests for tenders varies considerably. 
It is bot uninstructive to study these variations and to con- 
sider the legal effect of such advertisements. In former days 
those who invited tenders were wont to do so in some such 
form as this :— 

The County Council invites tenders for the construction of about 
1,000 yards of tramway in certain streets in this district. Plans 
and specifications may be seen at -, and copies of the 
quentities and forms of tender may be obtained at the eame place. 
Sealed tenders must be delivered at , by 12 o'clock noon on 


The Council do not bind Беша ven to accept the lowest 
or any tender. 


Many changes have been made in this simple form 
during recent years. For instance, it has become cus- 
tomary to enforce payment of a deposit of from £1 to 
£5 on receipt of the papers, which deposit is returned on 
receipt of a bond fide tender. Sometimes it is stated that 
with regard to the deposit it “will be forfeited should 
the contractor not send in a bund fide tender or afterwards 
withdraw his tender.” In order to obtain a further measure 
of protection against persons who ask for copies of the paper 
out of pure curiosity, it is sometimes provided that any 
tender which is made must remain open for 30 days. One 
of the most striking features of the latter-day request for 
tenders is the appearance of the following paragraph :— 

The contractor will be bound to pay to all workmen (except a 
reasonable number of legally-bound apprentices) wages at rates not 
less, and to observe hours of labour not greater, than those set out 


in the Council's list, and such rates of wages and hours of labour 
will be inserted in and form part of the contract. 


The following form is sometimes used ;— 


The successful contractor or contractors will be required to 
employ, to the satisfaction of the surveyor, local labour (if avail. 
able) in the execution of the works. 

Dealing in the first place with the ordinary form, the 
importance of obtaining copies of the plans and specifica- 
tions, and of studying them carefully, lies in the fact that 
mistakes are made that cannot afterwards be rectified. Ina 
recent Scotch case the defender offered to execute work for 
the pursuers for the lump sum of £859. His offer 
was accepted. He afterwards found that, owing 
to an error in calculation made by his son, 
the offer was £86 less than it would have been. In 
an action for damages for breach of contract, the defendant 
having contended that this mistake released him from his 
contract, the Court held that he, was not released (the mis- 
take having arisen through no fault of the pursuers), and 
that the pursuers were entitled to damages. 

Compliance with the provision that a tender must be sent 
in by a certain time is also essential, as there is no obligation 
upon the local authority to consider those which come in too 
late. Time is of the essence of the contract in this respect. 
The proviso that the Council do not bind themselves to accept 
the lowest or any tender is in E mere surplusage, as no 
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obligation to accept any tender is implied even when the 
words are omitted. It is, however, а very useful warning to 
those who are unacquainted with the law. In cases where 
there is an undertaking to accept the lowest tender, the 
meaning of this term may have to be considered. It 
seems that a tender to the effect that, “I offer 
£100 less than any other builder who makes you a 
tender,” would not be the lowest tender. In South 
Hetton Coal Co. v. Haswell, &c., the owner of 
certain coal mines proposed to receive sealed tenders 
from two parties who were competing for the purchase of 
the mines, and undertook to accept the highest net money 
tender. One of the competitors offered such a sum as 
would exceed by £200 the amount offered by the other. It 
was held that a tender in this form did not answer the 
description of “ the highest net money tender.” 

The provision that a tender must remain open for 30 days, 
is of considerable importance, and a contractor should walk 
warily before he sends in a tender in response to an advertise- 
ment which contains this clause. The law is that a tender can 
be withdrawn at any time before acceptance, and the waiver 
of this privilege may be a serious matter. Suppose, for 
example, that a man were to discover on the day after he 
sent in his tender that he had made a serious mistake. If 
the advertisement had contained no clause similar to the 
above, he might withdraw it, and possibly tender anew. 
The clause which provides that certain rates of wages must 
be paid, is one which must be carefully watched, and pains 
must be taken to study the list of wages which is provided 
by the Council, or the Trade Union rate of wages which is 
enforced in the district. The provision that local labour 
must be employed, may also be a pitfall for the unwary. 


MUNICIPAL STRABISMUS. 


MUNIciPAL bodies suffer from a considerable number of 
ailments, some of which are corrected by local opinion, and 
some by the astringent action of the Board of Trade. We 
venture to diagnose a complaint which is by no means new, 
and which is in very young persons frequently cured by 
corporal punishment. We refer to strabismus, or the 
unhappy habit of squinting. It has been said that truth 
in its beauty can be best beheld by him who has the single 
eye for ite excellence : it is when the view becomes binocular 
that confusion is apt to ensue. 

It is not the first time that we have referred to that 
unbappy Act of Parliament which, promoted by esthetic 
persons, limits the activities of those who wish to advertise. 
Whether it is in iteelf a wise Act we are not going to 
discuss at present, beyond gointing out the fact that two 
classes of people who are perfectly willing to advance the 
prosperity of the country are hit by its operations. These 
are: the electric sign manufacturer who has probably sunk 
thousands of pounds in what is admitted to be the best 
advertising medium of the present day, and the large 
advertiser who is quite willing to spend money on electric 
signs if he has secured tenure, and if he can get a decent 
show for bis money. Looked at fem a commonsense 


standpoint, it would seem that anything that would help a 


trading concern to pay larger rates would be hailed with 
delight by Parliamentary and Municipal bodies, and that 
advertising would therefore be given every chance. We 
know differently, however, so we must let that point go. 

But there is an anomaly which needs some explanation. 
It is admitted that municipal bodies have a power to charge 
a rental for a sign or advertisement projecting more than a 
certain distance over a roadway. Whether they are wise in 
exerting that power is another story. And we also know 
that the electric arc lamp suspended outside a shop front is a 
most powerful means of drawing attention. We are also 
aware that not a hundred miles from St. Paul’s Cathedral the 
authorities, far from welcoming this augmentation of street 
lighting, have, in their wisdom, compelled the placing of 
screens round such lamps, so that all light except that falling 
into windows or on the immediate pavement, is blocked. 
There comes, however, a piece of news from what we have 
always considered the progressive city of Newcastle-upon- 
Tyne, which, if correct, seems to indicate an amazing state of 
complexity in the local by-laws. 


We understand that, if an enterprising tradesman in that 
city wishes to put his name on the globe of the arc lamp 
outside his shop, he may do so at the rate of about 58. or 68. 
perannum. Apart from the point as to whether a munici- 
pality should have powers to charge in this way, it seems a 
very stringent interpretation of esthetic ideals, inasmuch as 
the lettering shuts out no view and does no damage to the 
passing public. The beauty of the position is heightened 
when we remember that on arc lamps and globes turned out 
by more than one prominent firm, and which, we presume, are 
freely hung in the streets of Newcastle, the name of the 
manufacturer is prominently displayed. The only logical 
conclusion to which we can come, if the above facts are 
correct, is that the powers that be must look with favour on 
any advertising which is done to benefit a firm outside the 
municipality, but wish to repress any attempt at adver- 
tising which would put a tradesman in the town in a position 
to pay better rates. 

Another interesting feature of the subject, we understand, 
is that if a massive gold block letter sign is placed outside 
the premises and on the wall of & business house, the rental 
charged for this display is quite unimportant ; but that if 
electric lamps are fixed on or recessed into this same sign, . 
the rental immediately rises to a considerable figure. This 
unsolicited testimonial of the value of electric advertising is 
rather extraordinary, and might without further explanation 
be held to indicate & policy of exclusion of the electric sign. 

That this is a case of municipal strabismus seems to be 
confirmed by the consideration that if ап electricity 
supply undertaking were owned by any municipality, it 
would, in order to justify the existence of an electrical depart- 
ment, have to do its best to sell current wherever possible, 
and vexatious restrictions would in all probability be 


removed. | S 
THE letter of Mr. E. A. Wood, published 
The Bray on page 248 of our last issue, reached us too 


Explosion. 
Р | late for comment to be made then, but it 


shows pretty conclusively that the explanation given in our 
leader on this matter was fairly correct. Mr. Wocd, however, 
realises that trouble may arise from excess of oil at the cylinder 
and from excess of cylinder pressure above the blast receiver 
pressure, and that these faults may occur even with air ; tbat no 
special excess of oxygen is required. This being so, it is 
even more necessary that there should be a reflux valve in . 
the air blast pipe in order that there shall be no porsibility 
of back flow or the driving back and spraying of plugs of 
oil into this large mass of air in the receiver. Nor should it 
be possible for the cylinder air to get back to the fuel valve, 
there to cause combustion of the oil at tbat point. In Mr. 
Wood’s instance the blast air vessel was probably saved by 
the blowing out of the safety valve bodily before the pres- 
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sure rose too high in the receiver. Had the receiver contained 
air richer in oxygen there would not have been time to blow 
out the safety valve. The pressure would have risen so 
quickly that the receiver would have burst before the safety 
valve could move off, so that probably the root cause at, Bray 
was oxygen ; but, all the same, whether oxygen or mere oil 
excess caused the trouble, both causes may probably 
be rendered inoperative by the simple mechanical device 
named. It is possible that the safest form of such a valve 
is the loosely-hinged flap with restrained opening, and not 
the mushroom valve. Or a caged ball would probably be 
fairly certain in automatic closing. 


Two letters appear in our *'Corres- 


Prae pondence columns this week on a 
А 5 matter of public interest relating to 


Indian Government contracts. Already 
it has been ventilated in this journal, but seemingly with- 
out the desired effect. It is to be hoped that the present 
protest will be more successful. The public has the right 
to demand that its representatives in high places shall act 
in the interests of the public and not favour private parties 
without the amplest justification for so doing. It is 
important that all public contract transactions should be 
perfectly open and above-board, and it is for the Press, 
both technical and lay, and for manufacturers and traders, 
to agitate until some definite action is taken adopting a 
procedure or policy which shall remove the suspicion 
which now appears to exist in the minds of some. It is 
profoundly 
repetition of a complaint of this kind, and it is not 
calculated to inspire confidence at home in the conduct of 
public departments in India. Anything in the nature 
of secrecy i8 bound to excite curiosity and suspicion, and 
in connection with public contracting it calls for the 
strongest possible condemnation. The motives influencing 
those responsible for placing the contracts may be of the 
purest, but the best of intentions are of no avail if they be 
shrouded in mystery. The only correct way is to follow the 
principle of open tendering and publication of prices and 
reasons for recommendations when these are not readily 
apparent. Several years ago we received a complaint that 
orders for à Japanese Government department did not come 
home to England because one high official was not aware 
of the ability and capacity of British electrical manufacturers. 
In Australia recently the Government of Victoria has put its 
foot down upon the procedure of sending ordersin a certain direc- 
tion for no other reason than that the habit of so doing has 
been acquired. It may be that the state of things reported 
from one part of India is due to prejudice or to habit, and 
probably some organised action will require to be taken by all 
the firms interested in the Indian electrical and engineering 
trade. Naturally enough, for obvious reasons, a single firm, 
or even two or tbree, will not care to take isolated action. 
We trust that the necessity for any further protest will be 
obviated by a consideration of the whole subject, both by the 
India Office at home and by those who have authority to give 
out orders in India. 


As is well known, the accounts of rail- 


5 way companies are in statutory form, and 
Accounts. have been published half-yearly since 1868. 


On January 1st, 1913, however, the Rail- 
way Companies (Accounts and Returns) Act, 1911, which is 
the result of the recommendations of the Committee 
appointed by the Board of Trade in 1906, comes into opera- 
tion. It will probably be remembered that the Committee 
was not unanimous in its recommendations, Messrs. Ackworth, 
Paish and Peel being in favour of ton-mile in preference to 
the existing train-mile statistics, whilst Sir Charles Owens 
and Messrs. Bailey and Whitelaw were against the intro- 
duction of the new element. The former stated that the 
statistics of ton-mileage and passenger mileage stood, in 
their judgment, on the same footing as the other accounts 
and statistics, and should equally be made statutory, whilst 
the latter urged that the train-mile was a much more trust- 
worthy and ccnstant factor than the ton-mile could possibly 


regrettable when circumstances require a. 


be, and that much more exhaustive information in the 
accounts had been agreed to in order to make the train-mile as 
accurate as possible in relation to both receipts and expenditure, 
which alone would involve the companies in very considerable 
additional expenditure. The ton-mile theory is as interest- 
ing as the proposed new car-mile method of calcuiation for 
comparative purposes. 

There are one or two notable features in the new Act to 
which we may give brief notice. Under the new law no 
railway company need prepare or submit to its auditors and 
shareholders statements of account or balance-sheets, nor 
hold a general meeting more than once a year except in the 
case of a company which is under statutory obligation to 
prepare half-yearly accounts in connection with guarantees 
of dividend under statutory provisions. The directors may, 
if it appears to them that the profits of the company are 
sufficient, declare and pay an interim dividend for the first 
half-year, notwithstanding the fact that the accounts have 
not been audited for the half-year and that none have been 
submitted to the shareholders. 

The new Act is likely to mean much additional labour, 
as the new accounts are greatly increased both in number 
and volume, and the statistical returns total 24, avainst 
the present statutory requirement of 3. 

Provision is made in the “ Receipts and Expenditure on 
Capital Account" statement for “electric power stations, 
&c.," whilst discounts on shares and debenture stocks 
require to be distinctly recorded. 


ELSEWHERE in this issue we are able 
to publish some interesting particulars 
regarding the working of the Queen's Head 
Electric Restaurant at Earl's Court Exhibition, the results 
in connection with which have given satisfaction equally to 
the caterers and electrical interests concerned. 

We take it that the information now published will be 
amplified at a later date, and that fully detailed test results 
relating to the various types of apparatus in use will be made 
available to those engaged in developing the electrical cook- 
ing business. 

The practicability of electrical cooking is, of course, 
beyond dispute at the present day—indeed, the fact that as 
many as 1,700 meals a day are being served in the Queen's 
Head Restaurant somewhat discounts any criticism on that 
point. Moreover, we believe that very satisfactory results 
are being obtained in numerous instances in regard to which 
nothing is published. A case in point is a Felixstowe hotel, 
where, under the direction of Mr. Napier Prentice, of the 
Suffolk Electricity Co., electric cooking on a fairly large scale 
—with apparatus of Mr. Prentice's own design—has proved 
very successful from the proprietor’s point of view—which, 
after all, is the main thing. 

The successful application of electricity for cooking on a 
large scale will undoubtedly lead to a wider recognition of 
its possibilities for domestic purposes. In this direction, 
however, the problem is a much more difficult and mainly 
financial one, calling for most skilful handling if it is to be 
solved. 

An interesting development, which we may hope is the 
beginning of effective co-operation between the manu- 
facturer, central station man, and contractor, for the purpose 
of pushing the electric cooking and heating business, is con- 
tained in the announcement of the General Electric Co., Ltd., 
to engineer and contractor clients, of its intention to allow 
consumers a seven-days' free trial of its smaller heating 


Electrical 
Cooking. 


‘apparatus, such as toasters, kettles, water boilers, flat- 


irons, &c. "Unless the average consumer in this country is 
extraordinarily different from his American cousin, the free 
trial arrangement should lead to a greatly extended sale of 
the smaller class of apparatus, and if the scheme is developed 
into something of a much more comprehensive character, as 
we gather is the intention, possibly of the larger apparatus 
as well. The seductiveness of the free-trial period in one 
American town, can be gathered from the fact that a 90 
days’ educational campaign, with from 10 to 30 days’ free 
trial, resulted in over 1,000 irons per month being sold, and 
comparably good results were obtained in the case of other 
small apparatus. 
D 
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SOME INCONSISTENCIES IN AMERICAN 
LIGHTING PRACTICE. 


By AN ENGLISHMAN IN AMERICA. 


AT the outset I must utter a word of warning as to the 
general deductions which may be drawn from a perusal of 
this short article. I propose to utter a protest against some 
cf the inconsistencies which are to be seen every day in 
American street lighting ; but it must not be inferred from 
this-that I am of the class of Englishmen who can see little 
in American engineering practice superior to British, and 
who rate the bulk of Americen enterprise as froth without the 
substance. On the contrary, I am a great admirer of the espri/ 
de corps, the enthusiasm, and the methods of the members of 
the American electrical profession ; and can assure Englishmen 
who know little of the American electrical men that they 
will find in the latter many good points which might profit- 
ably be copied in the pursuit of their professional duties at 
home; At times, however, the fact does forcibly strike one 
that some of these American schemes, while showing many 
of the qualities of meritorious performance, possess all the 
elements of the ridiculous. I propose to name a few 
instances, and have selected street lighting as the example 
of American electrical activity to be pilloried. 

The Illuminating Engineering Society of America is a 
flourishing institution, and is doing invaluable work. Its 
meetings are well attended ; and the general calibre of its 
rank-and-file member is on a high plane as regards technical 
ability, general intelligence, and practical good sense. The 
scope of its activities is, I imagine, well understood in 
England, and reports of its work are received there with 
probably as much interest as those of the English associa- 
tion in this country. Many of its members would be capable 
of presenting valuable expert testimony at any conference 
on subjects such as the conservation of vision, and efficiency 
of house lighting, and so on; but just now much of the 
attention of the Society is being devoted to street-lighting 
matters, and particularly to the subject of crnamental 
lighting. 

About a year ago, a report published by a special com- 
mittee of the National Electric Light Association, organised 
for the purpose of studying the question of how much had 
been done in regard to decorative street lighting, pronounced 
that there was really nothing in the street-lighting systems of 
the country which could be called ornamental. As a matter 
of fact, however, even while the examination was being con- 
ducted and the report prepared, considerable activity was being 
shown on tlie part of several different manufacturers, both of 


the lamps and the poles ; and these energies were redoubled 


after the publication of the report. Street standards for 
tungsten clusters are now to be seen in countless cities in all 
the States of the Union, some of which are hideous in their 
over-elaboratiom, some of which combine a really artistic 
ornamentation with substantial construction. 

Meanwhile, the arc-lamp designers have been busy. "The 
luminous magnetite lamp, the development of which has 
been directed and fostered by the genius of Steinmetz, pro- 
vides a beautiful white light of high intensity. The lamp 
was marketed for a number of years before the ingenuity of 
the designers succeeded in producing an arrangement of the 
operating mechanism which would edmit of the lamp being 
mounted on top of a suitable standard for street lighting. 
The necessary design of lamp was in time produced, while it 
was a comparatively easy matter to draw up specifications 
for a simple but ornate standard upon which the lamp might 
be mounted. The resulting combination provides a unit, of 
the 4-ampere and the 6-6-ampere rating, probably superior 
for strect-lighting purposes to anything else which has yet 
been produced, as regards exceptionally high efficiency, low 
maintenance charges, quality of the light and gencral appear- 
ance, whether by day or night. It is at this point that we 


may applaud the persistence and the skill of the American 


manufacturer, who, in this instance, as in nearly all other 
instances, has proved his ability to produce the goods. 

One then logically expect$ to see the excellent achieve- 
ment duly crowned and receiving a fit setting as its reward. 
One sees nothing of the kind, and one's admiration is nearly 


turned to ridicule. New Haven opens its great White Way, 
in which this really beautiful lamp is used as the source of 
light. The papers are fnll of it; New Haven is en fete. 
The striking of the first arc on its streets is regarded by many 
as a milestone in the exterior lighting business. It may 
well be. But how about the setting and the general 
decorative effect ? This is the point : What is the use of 
evolving & beautiful lighting unit, one of whose main virtues 
is that it is as pleasing by daylight as at night, when it has 
to stand, cheek by jowl, with an unsightly wooden pole 
making an angle of possibly 80^ with the thoroughfare, 
with cross-arms equally ugly and equally off centre, and 
burdened with lighting and power mains strung with varying 
sags up and down the street ? One of the first things which 
strikes the Englishman in this country is the manner in 
which lighting mains and trolley wires are supported, even 
in the business districts of the cities ; and he thanks Heaven 
that, whatever its faults, the municipality at home is scoring 
heavily in one direction at least when it insists on trolley 
cables being hung in a decent manner. In this country the 
designer performs his full share by facing his problem 
squarely and designing the required lamp. ‘The advantages 
which might accrue from his labours are largely thrown 
away: but the citizens of New Haven are still happy in 
the delusion that they have beautified their city. 

The other matter upon which I wish to touch is the 
electric advertising sign business, and the general over- 
illumination of the business districts of a city ; taking up 
the position that it is foolish to provide super-sunlight 
values on the main street of a town, when the residential 
quarter, and even the side streets turning out of the main 
thoroughfares, are illuminated in a manner which, on the 
score of insufficiency of light, would not be tolerated in an 
English country town. I have more than once been told 
the old tale of the Britisher being escorted down Broadway 
by a New Yorker. His attention was directed to a dazzling 
sign lit up with many hundreds of 8-c.P. lamps. Yes, but 
doesn't it make the thing beastly conspicuous?" 1 
thoroughly appreciate the fact that if an Englishman in 
America deplores the sigu vogue, he will meet with nothing 
but good-humoured ridicule. But so far I have learnt 
nothing which will dispose me favourably towards it. There 
is nearly everything to be said against it, and little in its 
favour. The weightiest fact against the sign is that it is 
unsightly—to use no stronger term. Even when carried out 
on a grand scale, as along Broadway, it represents in its 
general effect a number of light sources unsymmetrically 
arranged and distributed, and, therefore, unnatural ; carried 
out on a cheap scale, this unnaturalness is increased and the 
sparseness accentuated, until the effect is sometimes hideously 
garish and harsh. If it is these things at night, it is incom- 
parably worse in bright daylight. Another fact against it is 
that it is (theoretically) a business-getting illumination, and 
is, therefore, extinguished at an early hour of the night. Tle 
regular street illumination is reduced often to a negligible 
value since the evening illumination is provided by the 
signs; so that when the signs are cut off the business area 
is left considerably under-illuminated. 

No one will deny that the sign is a business-getter, since 
abundant figures are forthcoming to provethe assertion. The 
reservation must be made, however. that it is so only when 
its use is not general. If there are five restaurants along a 
street, or five department stores, and one of them erects an 
attractive sign over its door, it may be assumed that, other 
things being «qual, that store or restaurant will attract more 
business than any of the others. If—as is usually the 
casc—all the others follow suit, the relative position 
becomes just the same as it was originally, with the diffei- 
ence that all the stores are paying more money to the central 
station, and are flooding the strect with an objectionable 
superabundance of light. I do not believe those who argue 
that the ultimate spending capacity of the whole population 
is increased. People spend oly as much as they have to. 
If they exceed that 1ate, the fact can certainly nct be taken 
as а sign of health. The argument that the sign business 
provides a heavy station load remains in its favour. In 
most industrial towns, this load comes off the peak, and is 
therefore a desirable load. But central stations are run by 
individuals who afe citizens first and engineers afterwards ; 
and they may not be disposed to go after a load which, 
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while putting money in their pockets, is rendering their city 
an eyesore to the stranger as to the native. 

While, however, we may or may not admit the advan- 
tages of the sign system, how is it reasonable to cultivate 
the sign business in the down-town districts, while the 
illumination of all parts of the cities, except just the busi- 
ness area, is scarcely better than it was 50 years аро? 
England is way ahead of America in this respect at least; 
and, in my judgment, it does not matter whether the light- 
ing is done by gas or by electricity. "The aim should be the 
provision of a certain minimum candle-power per square 
foot at any point on any street, to be obtained by the most 
efficient illuminant which can be found ; and it seems to me 
absurd that merchants should squander vast sums of 
money in their attempts to beautify the commercial area 
(* beautify "—over-illuminate), when their way home of an 
evening leads them along streets the contour of whose ill- 
paved sidewalks is revealed to them only on rare occasions. 
It must, in justice to the American municipality, be said 
that usually this problem is a difficult one, owing to the 
fact that many of the streets in the up-town districts in the 
smaller cities are lined each side with trees, whose function 
it is to render these streets endurable and beautiful during 
the blazing midsummer weather. The density of their 
foliage renders difficult the execution of any efficient scheme 
for lighting by night. Low-power incandescent lamps at 
short intervals seem the most hopeful solution. Arc lamps 
ab long intervals are much cheaper, and are therefore 
adopted, but it is obvious that the system is. entirely 
unsuited to these conditions, and that in such towns it 
represents nearly a reversion to mediæ val conditions of high- 
way lighting. 


ADVANTAGES OF THREE-PHASE CASCADE 
MOTORS. 


THE general principle of the Cascade connection of three-phase 
motors is very well known. Instead of controlling the speed of the 
main motor by ohmic rotor resistance, the slip energy is efficiently 
utilised in a second smaller three-phase machine mechanically 
coupled to the first. If the main motor has ру pairs of poles, its 
synchronous speed, on a supply of F cycles per second, is (60 . //) 
R. P. x. and the synchronous speed of the combination of the main 
machine with an auxiliary motor of pa pairs of poles is 
(60. / (vi + un). As shown below, it is an easy matter to arrange 


three values of ps, thus providing four definite speed steps. By 


using other than a 1:1 speed ratio between the main and 
auxiliary motor shafte, other definite speed steps can be secured, 
making a total of at least seven without involving an inconvenient 
equipment, | 

Various modifications of the simple Cascade connection have been 
devised to enable continuous speed variation and high power factor. 
A commutator auxiliary machine is employed, and the energy 
recovered from the rotor circuit of the main motor may be yielded 
directly as mechanical energy (Kramer) or indirectly by means of a 
three-phase D.C. converter on the main motor shaft (Linsenmann), or 
it may be yielded as electrical energy directly in the Heyland system or 
indirectly through a three-phase motor-generator, back to the supply 


network (Scherbius). As shown below, the efficiency of such control 


systems is very considerably lower than that obtainable by simple 
Cascade control The oost of the commutating auxiliary machine 
is about twice that of the squirrel cage auxiliary used in the 
system described below, and the operating and maintenance coste 
are correspondingly higher. : 

The only justification for the use of the modified Cascade 
systems—in industrial networks where the lower power-factor of 
the simple control is not serious— is the continuous-speed control 
obtained. In many cases this is a most important consideration, 
but, in other applications, it carries no weight at all. For instance, 
a colliery fan has to be driven at constant speed for very long 
periods, with an occasional shut down for an hour or two for 
inspection and cleaning. The fan is installed when the workings 
are commenced, and is proportioned te supply ultimately & much 
greater volume of air than is at first required. For months or 
years, the fan must be run at reduced speed, ite R.P.M. being 
slightly increased from time to time as the workings expand. 
Four or seven definite speed steps would admirably meet the require- 
ments ; efficient, but not continuous, speed regulation is desirable, 
and absolute reliability is imperative. The simple cascade system 
of control fulfills all these desiderata, and the following para- 
grapbs describe the equipment and performance of the Werne 
Colliery (Osnabruck),* where a fan delivering 11,000 cbm /min. 
against 300 mm. (water) pressure is driven at 250 R.P.M. by a 
1,200-H.P., 24-pole, 50-cycle, slip-ring induction motor couple! 


* See also Glückauf 48, pp. 949-955. 


through 1 : 1 belting (space forbidding direct mechanical coupling) 
to а cage-wound auxiliary motor, the stator of which has two 
windings—one with eight poles, the other with four or two 
according to connections (see fig. 2). The synchronous speed of 
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the main motor js 250 R.P.M., and Cascade speeds of 231, 214 and 
15 R. P. M. are available, using the respective connections indicated 
in fig. 1. 

The main motor is connected to the 2,000-volt mains through 
the necessary measuring instruments. The liquid starter has a 
split neutral, closed by the switch Ai, and the connection of the 
main rotor to the auxiliary motor is through the switch Аз and the 
reversing switch О), (See also fig. 2.) 
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It is usual to provide slip rings on the auxiliary motor, and if 
the present arrangement is adopted the resistance in circuit acts 
as a primary starter and the auxiliary stator voltage is reduced. 
If the starter is not switched out at the correct moment (prefer- 
ably indicated by a tachometer on the motor shaft) there is a 
danger that the Cascade will not be established, but the additional 
care required in starting is fully compensated by the elimination 
of slip rings on the auxiliary machine and the losses and upkeep 
involved by the latter; (in the present case a phase-wound rotor 
would need two windings and 12 slip rings, seriously reducing 
the simplicity and reliability of the installation). 

Test Data; Efficiency ; Power Factor.—The output and efficiency 
of the fan and motors, individually, and, as a whole, are shown in 
fig. 3 herewith, the synchronous speeds of the main motor and of 
the three cascade steps being marked by broken ordinates. On 
comparing the efficiency and power factor of the present control 
system with the corresponding data for other systems and over a 
range of speed regulation from 8 per cent. to 26 per cent., the fol- 
lowing results are obtained :— 


| Main motor. Speed regulation 8 and 


Bystem. | 26 % respectively. 
Н.Р, R. P M. | Efficiency %. Power factor % 

Present; вее fig. 1 .. | 1,200 250 | 94—92 0˙75—0 62 
Do. with simple slip | 

regulator ... | 1,200 250 | 89—72 089—080 © 
Linsenmann, D.C. . . 1,150 270 | 92—90 1:00—0'98 
Heyland frequency 

changer iis m 950 300 90—81 1°00— 0:98 
Scherbius, three-phase... | 1,000 363 90—83 1*00— 0:98 
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These figures, referring to actual installations, show the marked 
superiority of the simple over the modified Cascade systems as 
5 efficiency, and also its marked inferiority as regards power 

actor. 

In general, high power factor is a most important consideration 
in industrial power supply, but there are cases—the present among 
them—where the low power factor is of minor importance. The 
horse-power required to drive a fan varies approximately with the 
(speed), so that, as the speed falls, the current supplied falls below 
the full speed value, despite the lower power factor of the load ; 
hence larger mains are not required by reason of the low power 
factor at reduced output. The effect of the latter on the generator 
capacity required depends upon the extent and nature of the 
remaining load carried. In the present installation the average 
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day load is 1,800 Kw. at & power factor of 0°8. The fan, now 
running at very low output, requires 323 KW. at 0°57 power factor, 
and were the power factor of its demand unity, the power factor 
of the whole installation would average 0'9. The fan load has thus 
no serious effect on the losses in the mains and the losses in the fan 
circuit, due to low power factor, are more than offset by the high 
efficiency of the simple Cascade control. As the output of the fan 
increases, its power factor and the general advantages of the system 
employed will increase, There are many other cases in which the 
use of simple Cascade control offers similar advantages. 


WATER-POWER AND LEGAL RIGHTS. 


[FROM A LEGAL CORRESPONDENT, | 


ALTHOUGH we have not in the United Kingdom a very large 
amount of power running to waste in streams and canals that 
might be usefully employed, there are a number of places where 
the hydro-electric mind finds falls to interest it. The writer, 
looking at the matter entirely from the legal point of view, desires 
to consider a few aspects of the question. 

It is necessary to consider, in the first place, the legal righta of 
one who has access to a flowing river. It is manifest that if a man 
has a river so flowing through his land that he owns the banks on 
either side, he can use the water as he pleases, subject to the rights 
of riparian owners lower down. Even if he were to so use the 
flowing water, that it nearly all passed through his tail race, the 
lower owners could not object unless the position was complicated 
by the fact that the water was polluted. Nor would there be the 
smallest objection in law to the owner above described erecting a 
dam on his property, which was capable of impounding all the 


water of the stream. Such water could be applied to any purposes 
which commended themselves to the landowner. Inthe nature of 
things, he would be compelled to provide a by-pass for the release 
of flood water. 

The erection of ‘a dam, and reasonable use of the impounded 
water, may be complicated by the Acta which have been passed to 
check the pullution of rivers. When polluted water flows into a 
dam the matter held in suspension must sink to the bottom. In 
the result it may become necessary to clean out the dam from time 
to time. This point is dealt with a little lower down. 

It was decided in Miner r. Gilmour (12 Moo.P.C. 131) that every 
riparian proprietor has a right to the reasonable use of the water 
flowing past his land, fur his domestic purposes, and for his cattle, 
and this without regard to the effect which such use may have, 
in case of a deficiency, upon proprietors lower down. He has also 
the right to the use of the water for any other purpose, provided 
he does not thereby interfere with the rights of other proprietors 


either above or below him. Upon this authority, a riparian owner. 


would clearly be entitled to use and replace water for the purpose 
of a mill, but he may also consume a reasonable quantity of water. 
Thus he may by means of water-wheels and machinery erected by 
him for that purpose, pump up water from a natural stream flowing 
past his land to a reservoir, and convey it thence by pipes to his 
dwelling house. He may even send water to another estate at a 
distance from the stream, and there apply the water to his domestic 
and other necessary purposes of utility, provided he takes only a 
reasonable quantity with reference to the size of the stream and 
the rights of his neighbour; but he has no right to take more 
water by means of the wheels and machinery than he would have 
a right to take otherwise. 

Again, a railway company may use water to supply their loco- 
motives. In a case tried some years ago, the Great Northern Rail- 
way Co., whose line crossed a stream in the immediate neighbour- 
hood of one of their stations, took water therefrom for supplying their 
engines and for the general purposes of the station. In an action 
brought by a millowner lower down the stream, it appeared that 
the abstraction did no damage in wet weather, and never shortened 
the working of the mill for more than two or three minutes a day. 
In these circumstances it was held that the company, as riparian 
owners, were entitled to take a reasonable quantity of water for 
their own purposes, and that in this case the quantity was reason- 
able. 

As a general rule, the Rivers Pollution Acts do not apply to or 
affect the lawful exercise of any rights of compounding or divert- 
ing water. The meaning of these words were considered in a 


recent case (Ribble River Committee v. Halliwell, 1899, 2 Q.B. 385). 


In that case, the owner of a dam was proceeded against for allow- 
ing solid matter to enter a stream. For many years prior to the 
passing of the Rivers Pollution Prevention Act, 1876, he had law- 


fully exercised the rights of diverting and impounding in a reser- . 


voir, water from the stream for the purposes of his business. The 
water so diverted contained vegetable matter discharged into the 
stream by paper mills higher up the stream. While the water was 
impounded, this vegetable matter settled at the bottom of the 
reservoir, and after two or three days it became putrid. The reser- 
voir was flushed out once a week (on Saturdays after the mill was 
Stopped) by opening sluice gates into the stream and allowing the 
water from the stream to flow through the reservoir and out again 
into the stream, carrying with it the putrid deposit at the bottom 
of the reservoir. The effluent water as it went into the stream con- 
tained 97°6 per cent. of water and 2'4 per cent. of solid matter in 


suspension. In proceedings taken against the mill-owner under 


Sec. 10 of the Rivers Pollution Prevention Act, 1876, for having, 
contrary to the provisions of Sec. 2, caused to be put or carried into 
the stream, so as to pollute its waters, "putrid solid matters," 
it was held by & majority of the Court of Appeal that, assuming 
that the matter at the bottom of the reservoir was solid matter," 
the mill-owner was not liable to be proceeded against under the 
Act, for at the time the effluent from the reservoir entered the 
stream the solid matter was "in suspension in water." It was 
further held that, assuming that what was put into the stream was 
"solid matter" within Sec. 2, the mill.owner was protected by 
Rec. 17 of the Act, which provides that the Act " shall not apply to 
or affect the lawful exercise of any rights of impounding or 
diverting water." 

In a later case, the proprietors of a dam in order to clean it out 
turned the whole waters of the river into the dam, while men with 
spades conveyed the mud and deposit into the current as it flowed 
through the dam, and by this operation the mud, sludge, and 
deposit in the dam became admixed with water and were carried 
in suspension to the outlet from the dam into the river below the 
mill, rendering the river muddy and turbid for a considerable dis- 
tance. The effluent, as it went from the dam into the river, 
consisted of over 993 per cent. of liquids, and less than 3 per cent. 
of solids. It was held, on the authority of the Ribble River Com- 
mittee v. Halliwell (upra), that the respondents had committed no 
offence against Sec. 5 of the Act, either in unlawfully causing to be 
put, or in knowingly permitting to be carried, into the river, the 
mud sludge and deposit from the dam, as the stuff sent out into 
the river being in a liquid state, and containing less than } per 
cent. of solid matter, could not then be described as mud, sludge 
and deposit, and that it was immaterial that it may have been во 
in the dam before the operation of cleaning began. 

These cases make it plain that the owner of a river has but little 
to fear from the River Pollution Acts if he finds it necessary to 
impound water for the purposeof generating electricity. 

The next question to be considered is: What use, for power pur- 
poses, can be made of a navigable river? It was stated in an old 
case that a navigable river is a public highway, navigable by all her 
Majesty's subjects in a reasonable manner and for a reasonable 
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purpose. Being a public highway, all persons have a right to come 
there in ships, and to unload, moor, and stay there as long as they 
please ; but if they abuse that right, so as to work a private 
injury (as, for instance, to interrupt the enjoyment of a private 
fishery), they are liable to an action. 

Having regard to this definition, it is clear that a member of the 
public who has the right to use a navigable river merely as such, 
could make no use of it for power purposes. For instance, were 
there & stream in Great Britain having & current of velocity similar 
to that of the Mississippi, it would not be legitimate to do what 
they sometimes do in that river, namely, anchor a vessel in mid- 
stream and use the current to rotate the paddles to drive a floating 
mill,  Asto the rights of riparian owners on a navigable river, it 
has been held that there is no distinction in principle between 
riparian rights on the banks of navigable or tidal, and on those of 
non-navigable, rivers. In the former case, however, there must be 
no interference withithe public right of navigation; and in order 
to give rise to riparian rights, the land must be in actual daily con- 
tact with the stream, laterally or vertically. 

Assuming that there is no question as to theexistence of riparian 
rights, the question might arise whether the proposed annexation of 
water for power purposes would interfere with the navigation. In 
the case of a non-tidal navigable river having no locks, the establish- 
ment of a low-level turbine or an ordinary waterwheel might 
involve a substantial diminution of the volume of water passing 
along the fairway. In that case, it is apprehended that there might 
be an interference with the navigation. 

The navigable non-tidal rivers, however, are so few in number 
that the solution of the question regarding them cannot be of any 
practical importance. 

It is next proposed to consider whether and to what extent canal 
water can be used. Some of the Acts which authorised the making 
of the canals with which the country is intersected made incidental 
reference to the use of water for power purposes. For instance, in 
Blakemore r. Glamorgan Canal Co. (2 C.M. & R., 133), it appeared 
that, by a Canal Act, a company was restricted from any alterations 
of ita canal after the expiration of two years. By the same Act, 
a proprietor of a mill near the lower part of the canal was entitled 
to all the surplus water of it. It was held that the erection of a 
steam engine after the expiration of two years, to pump water into the 
upper part of the canal, by which the carrying power of thecanal was 
increased and the surplus water diminished by the enlarged trade, 
was an injury to the millowner for which he was entitled to 

es. Where a millowner has the right to use the surplus 
water of & canal, this means that he is entitled to use all the water 
which is not for the ordinary purpose of a canal. Thus, where a 
statute directed that & millowner should be entitled to receive the 
surplus water by & weir above & certain lock, which the company 
were bound to keep watertight, it was held that it was to be 
inferred that the company should not have the right of passing any 
water through the lock, though necessary to the lower part of the 
canal, except that which passed when barges were lowered through 
the lock. 

It may be also pointed out in this connection that a company 
incorporated for the purpose of making and maintaining a canal, 
aud having powers under its Áct to take water for the purpose of 
supplying the canal, cannot by user acquire a prescriptive right to 
take the water for any other purpose. i 

Where rights are reserved to millowners as against a canal com- 
peny the remedy for infringement of those rights is often to be 
found not in an action at law, but in proceedings for compensation 
under the compensation clauses. So in Redler r. Great Western 
Railway Co., 96 L.T. 98, a company was authorised by Act of 
Parliament to construct & canal and cut to be supplied with water 
from a river, and the proprietors were empowered to do anything 
“ which they shall think requisiteand necessary or convenient for 
maintaining and using the said canal and cut . . . . doing as little 

as may be," and making compensation as provided by the 
Act. A later Act authorise the construction of a tidal basin and 
entrances in connection with the canal, and extended the powers 
conferred by the earlier Act to such additional works. The pro- 
prietors of thecanal drew water from the river, through the canal, 
to scour out silt which was deposited in the tidal basin and entrances 
and tended to choke them, and by so doing interfered with the supply 
of water to mills situated on the river. It was held that they were 
justified under the powers contained in the Act in so using the 
water, and that the remedy of the millowners was under the 
compensation clauses. 

Those who are riparian owners along a canal cannot, of course, 
assert any right to the use of the water. In fact, for any person 
to take water without permission would be a trespass, if not 
something worse. А 


Canadian Farming.— According to the S/andard, the 
Hydro-Electric Power Commiseion will be able to furnish the indi- 
vidual agriculturist with a constant 2-H.P. service for $24 per year, 
which will enable him to do his milking, chop his feed, light his farm, 
and perform many of the house and general farm duties. For heavier 
work like threshing and ploughing, it is proposed to send about 
the country motor-wagons, with the assistance of which a cable 
can be connected with the transmission line at any point, and be 
A up to the threshing machine that will turn over 24 acres each 

y. 


INTERNATIONAL ELECTROTECHNICAL 
COMMISSION. 


(Continued from page 251.) 


THE following is the third instalment of definitions of electrical 
terms adopted by the British Eleotrotechnical Committee : — 


Note.—Words printed in SMALL CAPITALS are already explained 
or will be explained later. . 


Master Controller or Pilot Controller.—4A controller used in 
the MULTIPLE-UNIT SysTEM of electrification. It does 
not act directly on the current supplied to the motors, but 
works electromagnetic or other switches called Cox- 
TACTORS. These contactors control the motors. 

Maximum-Demand System.—A system for assessing the payment 
to be made for a supply of electrical energy, composed of 
two parts: (1) a sum depending on the maximum power 
supplied during a certain period ; and (2) a sum propor- 
tional to the energy supplied during that period. 

Meg-Mega.—A prefix signifying one million times—e.7., megohm, 
one million ohms ; megavolt, one million volta. 

Messenger.—A name used in America for a wire or cable from 
which electric wires or cables are hung. Called in rail- 
way work a CATENARY, in telephone and telegraph work a 
SUSPENDING WIRE. 

Mho.— The unit of ConpucTaNce. The reciprocal of the OHM. 

The conductance of a circuit the resistance of which is 
one ohm. А 

Micro-.—4A prefix signifying one millionth part; e.g., micro- 
ampere, one millionth of an ampere; microfarad, one 
millionth of a farad. 

Micron.—One millionth of a metre; i^, one thousandth of a 
millimetre. ae 

Microphone.—A device employed ‘at the transmitting end of a 
telephone circuit, consisting of a contact or system of 
contacts such that the resistance is altered by the impact 
of the sound waves. : 

Middle Wire.—The conductor of a THREE-WIRE SYSTEM of supply 
the potential of which is intermediate between those of 
the other two. Sometimes called the intermediate or 
neutral. | 

Mil.—One thousandth of an inch. - 

Mil or Circular.—A unit used in America, the area of a circle 
of which the diameter is one thousandth of an inch. . — 

Milli-.—A prefix signifying one thousandth part; ej. milli- 
ampere, one thousandth of an ampere. | 

Milker.—A dynamo used for charging individual cells forming а 
portion of a battery of ACCUMULATORS. Sometimes 
called MILKING BOOSTER. : 

Mirror Galvanometer.—A  galvanometer having а mirror 
attached to the moving part. A beam of light reflected 
from the mirror is used as a pointer, or the image of a 
scale is observed in the mirror by means of a telescope. 

Moment.—(a) Of a force. The effectiveness of a force to produce 
rotation about a point. The product of the magnitude of 
the force and the length of the perpendicular let fall on 
its line of action from the point. | 

(^) Of а couple. The product of the magnitude of one of the 
two equal forces and the arm or perpendicular distance 
between them. 

(с) Of a magnet. The product of the strength of one of the 
poles of a magnet and the distance between them. 

Morse Alphabet.—A signalling code in which two different 
signals, arranged in groups of one or more, are used to 
represent a letter, figure or symbol. : 

Motor.—A machine for converting electrical energy into mechanical 
energy. 

Motor Generator.—A machine consisting of a DYNAMO or ALTER- 
NATOR driven by an electric Мотов, either in the form of 
two distinct parte coupled together, or having the arma- 
ture windings on a common core and revolving in a 
common field. Sometimes called а dynamotor, a term not 
recommended. 

Motor Transformer.—A term not recommended. See TRANS- 
FORMER. 

Mouse Mill.—A special continuous-current motor used for running 

per strip though a SYPHON recorder. 

Moving Coil Instrument.—A measuring instrument, the indica- 
tion of which depends on the torque exerted by a magnetic 
field on a coil through which the current to be measured 


asses. 

Multicellular.—Voltmeter or electrometer. An instrument in 
which several pairs of quadrante act on several NEEDLES 
mounted on one axis. 

Multiphase.—Synonym for PoLYPHASE, 

Multiple Arc.—Synonym for connection if PARALLEL. A term not 
recommended. 

Multiple Board. A form of telephone switchboard. 

Multiple Unit System.—4A system of electric traction, in which 
two or more cars are units in themselves and have their 
own motors, controlled by electromagnetic or other switches 
called Contactors. When the cars are coupledetogether 
as & train, the contactors can all be worked from a single 
MASTER CONTROLLER, 

Multiplex Telegraphy.—4A telegraphic system in which several 
messages, generally more than two, in either direction can 
be transmitted on one circuit at the same time. 
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Multipolar Generator or Motor.—A DYNAMO, ALTERNATOR or 
Motor having more than one pai? of magnetic poles. 

Mutual Induction.—See INDUCTION, MUTUAL. 

Needle.—A name originally applied to the moving magnet of a 
mariner's compass, later to the similar magnet of a gal- 
vanometer, and to the paddle-shaped moving conductor of 
a quadrant electrometer. 

Needle Astatic.—See AsraTic. 


Negative.— Of the two Роге of any source of electricity, that one 
is called negative which corresponds as far as the direction 
of the current in the external circuit is concerned, to the 
zinc plate of a Daniell cell. 

Network.—a number of conductors interconnected for the distri- 
bution of electrical energy in a supply system. 

Neutral.—(«) In a THREE-WIRE SYSTEM of supply, the MIDDLE 
WIRE is sometimes called the neutral or intermediate. 

(b) The point of junction of the conductor of a STAR-connected 
polyphase system of alternate-current working. See 
PHASE, 

(c) Points on a dynamo commutator. Those points between 
which there is a maximum electromotive force when the 
dynamo is running on open circuit. 

Nominal Horse-Power.—An obsolete mode of describing the 
output of a steam engine in terms of certain of its 
dimensions. 

Non-Induetive.— (%) Greuit.—A circuit so arranged that its self- 
induction is practically negligible. 

(b) Winding.—Two identical insulated conductors laid side by 
side, or twisted together, and so connected tbat a current 
traversing them in opposite directions generates no 
sensible magnetic field. 

(c) Tou. — A load such that its self-induction is practically 
negligible. 

Ohm.—(«) 7rwe.—The unit of resistance in the PRACTICAL 
SYSTEM of units. The value in the c. G. S. system is «qual 
to 109 electromagnetic unite. 

(^) International. — The resistance offered to an unvarying 
electric current by a column of mercury at the tempera- 
ture of melting ice 144521 grammes in таға, of a 
constant cross-sectional area, and of a length of 
106°300 cm. (International Conference, 1908, the British 
Order in Council, January 10th, 1910.) 

Ohmmeter.—An instrument for measuring electrical resistance 
by the deflection of a pointer over a scale. 

Oil Transformer.— A TRANSFORMER immersed in oil. 

Omnibus Bar.—Sce Bus-nan. 


Oscillation, Electric.—When a system or circuit posreesing 
CAPACITY and SELF-INDUCTION is disturbed from ita 
condition of electrical equilibrium, the currents flowing 
alternately in opposite directions with decreasing ampli- 
tude during the return to equilibrium are called electric 
oscillations. 

Oscillating Cireuit.—A circuit in which electrical OSCILLATIONS 
can freely take place. 

Oscillator.—A conductor having effectively both SELF-INDUCTION 
and CAPACITY in which electric OsCILLATIONS can be 


set up. 

Oscillograph.—An apparatus for observing or recording quickly 
varying currents or potential differences. | 

Outer.—The two conductors of a THREE WIRE SYSTEM between 
which there is a maximum voltage are called the outers. 

A term not recommended as a synonym for the external 
conductor of a concentric cable. 

Output. A synonym for LOAD. The total power delivered at the 
shaft or at the terminals of a machine or apparatus. See 
RATED OUTPUT. 

Over Compounding.— (о) of a generator. A generator is said to 
be over compeunded when the potential difference 
between its terminals increases with the load. 

(^) of a motor. A motor is faid to be over-compounded when 
the speed increases with the load. 

Over-Joad.—A load greater than the RATED Loan. 

Over-load Circuit Breaker.—An automatic switch which opcns 
when a predetermined load is exceeded. 

Parallel.—(a) Two or more systems of conductors are said to be 
in parallel in a circuit, when the current flowing in the 
circuit is divided between the two systems. 

(4) Two or more syatems of conductors, generators or motors, 
are said to be connected in parallel when the terminals of 
the same sign are electrically connected together. 

Paramagnetic.— A substance of which the magnetic permeability 

| is greater than unity (vacuum). 

Paste (of an accumulator).—The active material of the plates 
or grids of an ACCUMULATOR. So called, as it is sometimes 
applied as a moist composition or paste. 

Peltier Effect.—The liberation or absorption of heat which takes 
place in a heterogenecus circuit at the joint where an elec- 
tric current passes from one material to another. 

Period (Periodic Time).—Any varying quantity, which repeats 
its values regularly at equal time-intervals, is said to be 
periodic, and the time-interval of one repetition is called 

. the periodic time or period. | 

Permanent Magnet.—A body, which having been magnetised, 

*retaina a substantial portion of its magnetism. 
Permeability.— See MAGNETIC PERMEABILITY. 
Permeance.—See MAGNETIC PERMEANCE, 


Phase.—(1) (а) In an operation which occurs harmonically, the 
stage or state to which the operation has proceeded. 


(2) In an operation which recurs harmonically, the fraction of 
the whole period which has elapsed, measured from some 
fixed origin. 

(с) Phase Difference. The difference of phase (usually reckoned 
in time or in angle) between two periodic quantities 
which vary harmonically and have the same frequency. 
See LAG. 

(4) Each of the circuits of a polyphase apparatus is sometimes 
called & phase. 

Single-phase.—AÀ supply is said to be single-phase when it con- 
sista of a single alternating current. 

Two-phase.—4A supply is said to be two-pbase when it consists 
of two alternating curreuts which are displaced with regard 
to one another by one-quarter of a period. 

Three-phaxe,.—AÀ supply is said to be three-phase when it con- 
sists of three alternating currents dieplaced with regard to 
one another by one-third of a period. | 

Polyphase. —A eupply is said to be polyphase when it consists 
of more than one alternating current displaced with regard 
to one another by equal periods. 

Phase-angle.— The angle between two vectors representing two 
simple harmonic periodic quantities having the same 

frequency but differing in phase from one another; eg, 
the vectors representing alternating voltage and the cur- 
rent produced by it. 

Extended Meaning.—The angle between any two vectors which 
represent quantities having the same fundamental 
frequency. 

Phasemeter.— Apparatus for measuring the distance of phare 
between two periodic electric quantities of the same 
frequency. 

Photoelectric Effects.—Any changes in the electrical properties 
of a body produced by the action of light, e.g., generation 
of electromotive force, change of resistance, or loss of 


cbarge. 

Piezoelectric Effect.— The production of electrification by 
mechanical pressure. 

Pile.—(a) Thermo- electric. -A source of electrical energy due to 
the direct transformation of heat into electrical energy, 
generally consisting of а series of thermo-junctions. 

(+) Veltaic.— An obsolete synonym for a BATTERY of CELLS. 

Pilot Wire.—(a) A wire used for measuring the voltage at a 
distant part of a NETWORK. 

(b) In a MULTIPLE UNIT SYSTEM, a wire used between the 
MASTER CONTROLLER and a CONTACTOR. 

Plant.—A collective term including various machines, equipment 
and apparatus ueed together for any purpose. 

Planté Plates.—.AccUMULATOR plates prepared by electrolytic 

| action on lead in acid. 

(Process invented by G. Planté.) 

Plough.— An appliance for effecting a eliding electrical connection 
between the conductors of a CONDUIT SYSTEM and the 
electric equipment of а car. 

Plug Contact.—A slightly conical or screwed metal plug for 
making electrical contact between two conductors, con- 
ducting bars or blocks, or between the bars or blocks and 
the plug. 

Point (in wiring).— The termination of the wiring for attachment 
to the fitting for one or more lamps or other consuming 
devices. 

Polarization.— A condition set up in a battery or electrolytic CELL 
as a result of the passage of a current, and which manifests 
iteelf by a back-electromotive force. 

Polarity.— A quality of а body. in virtue of which certain 

| characteristic properties are manifested at points called 
POLES. | 

Pole.— (a) Or A CELL. Synonym for the TERMINAL or the accee- 
fible part of an ELECTRODE. 

(0) OF A MAGNET. Points towards which LINES of FORCE con- 
verge, or at which the resultant MAGNETIC FORCE may be 
considered to act. 

(c) OF AN ARC. The extremity of each of the ELECTRODES 
between which the Arc burns. 

Pole-Piece.— Any specially shaped piece of magnetic material 
forming a polar extension, and in the case of a GENERATOR 
or MoTOR, facing the ARMATURE. 

Poly-phase.—See PHASE. 


Positive.— Of the two PoLES of any source of electricity, that one 
is called Positive which corresponds, as far as the 
direction of the current in the external circuit is con- 
cerned, to the copper plate of a Daniell cell. 

Potential, Difference of.—(a) Electric. A difference of poten- 
tial exists Between any two points if energy is expended 
or acquired in moving a unit of electricity from one point 
to the other. In practice measured by a VOLTMETER. 

(b) Magnetic, A. difference of potential exists between any 
two points if energy is expended or acquired in moving a 
unit magnetic PoLE from one point to the other. 

Potentiometer.—An instrument for measuring electrical quan- 
tities depending in principle on balancing an unknown 
DIFFERENCE OF POTENTIAL against a known fall of 
potential obtained by the passage of a current through an 
adjustable resistance. 

Power. —Ihe rate of doing work. Unite, the WATT, KILOWATT, 
and HORSE-POWER. і 

Power-Factor.—The ratio of the WATTS to the VOLT-AMPEBES. 


Practical Units.—Some of the UNITs of the centimetre-gramme- 
second or C.G.8. system are inconveniently large or small 
for practical purposes ; and, therefore, certain PRACTICAL 
UNITS have been chosen, which are made some decimal 
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multiple or sub-multiple of the corresponding units. 
Thus, the AMPERE is one-tenth, and the VoLT is 100 
million times the c.G.s. unit (electromagnetic) of current, 
and the 0.6.5. unit of  ELECTROMOTIVE FORCE 
respectively. | 

Pressure.—Often used as a synonym for VOLTAGE, ELECTRO- 
MOTIVE FOROE, DIFFERENCE OF POTENTIAL. 

Primary.—(a) CELL or BATTERY. See CELL, in contradistinction 
to a SECONDARY BATTERY or an ACCUMULATOR. 

(L) Of a TRANSFORMER, That winding of a TRANSFORMER to 

which electrical energy is supplied. 

Pull-Off.—See Ear. | 

Pulsating Current or Pulsatory Current.—A uni-directional 
current which varies in some periodic or quasi-periodic 


manner. 

Pyro-Electrie Effect. The ELECTROSTATIC CHARGE produced 
by heating & body (particularly the substance tourmaline). 

Pyrometer.—An instrument for measuring temperatures higher 
than those measurable by an ordinary thermometer. 

Quadrant Electrometer.—4A measuring instrument consisting of 
& moving vaue or NEEDLE placed within or near four 
quadrante, the electrostatic forces between the fixed 
quadrants and the moving NEEDLE producing the 
deflection. 

Quadruplex Telegraphy.—The method in telegraphy in which 
four messages are sent simultaneously—two in each 
direction. 

Quantity.—(a) Of electricity. The product of current into time. 
Units, COULOMB and AMPERE-HOUR. 

(b) Obsolete term for the strength of a current as distinguished 
from the INTENSITY of the battery which furnishes the 
current. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


The “‘Armearth ? System of Cable Protection. 


THE GENERAL ELECTRIC Co., of 67, Queen Victoria Street, E. C., 
has recently introduced the Armearth " system of cable protection, 
consisting of 12-ft. lengths of rolled grooved steel conduit, so 
designed that when the halves are bolted together they completely 
enclose the cable. Each length is half overlapped on to the 
opposite half, to which it is bolted, thus giving a large area of 
contact, and ensuring electrical continuity and mechanical strength : 
also the ends overlap 1} in. The bolts are of special type, with 
eyes and square nuts, and can be tightened up without special 
tools; the eyes provide for suspending the conduit, which must 
be hung on edge. The conduit can be bent round large radius 


Fic. 1.— ARMEARTH CABLE PROTECTION IN A MINE. 


cnrves without trouble, and standard short bends can also be 
supplied. The "Armearth" system is particularly recommended 
for mines, 88 two men can easily erect it, and unarmoured cable 
can be used with it, saving about 25 per cent. on the cost of 
armoured cables. | 

Uparmoured cable is much easier and lighter to handle in 
the mine, where weight and size are limiting factors in the material 
used, and the Armearth protection is specially adapted for 
bringing existing unarmoured cable installations into line with 
the Revised Home Office Rules. 


Sternol Oil Testing Machine. 


The patents for a machine for testing oil have been acquired by 
the STERN, SONNEBORN Оп, Co., Lrp., of Royal London House, 
Finsbury Square, E.C., where they are willing to demonstrate ita 
operation to readers. The machine is intended to reproduce the 
conditions obtaining in practice, as regards both pressure and 
temperature, and records the results on a chart. Provision is made 
for admitting high-pressure steam, saturated or superheated, up to 
a temperature of 850? F., into the chamber in which the oil is 
tested, so that cylinder oils can be tested under working conditions. 


Ес. 2.—STERNOL PATENT OIL-TESTING MACHINE, 


The use of curved bearing surfaces has been abandoned in this 
instrument, on account of the difficulty in maintaining the con- 
ditions uniform, and instead the oil is tested between flat disks, 
which can be so shaped as to represent various types of bearing, 
and can be revolved at any desired speed. equivalent to relative 
speeds ranging from 5 to 25 ft. per second, while the pressure 
forcing them together can be varied from 1 to 750 lb. per sq. in. 

The illustration, fig. 2, shows the complete machine from the 
front. It is stated that the experimental results obtained are not 
merely comparative, but absolute, and show with precision the 
merits of each sample, besides indicating the purpose for which it 
is most suitable. 


© Wirum ? Lamps. 


In the new catalogue of the BRIMSDOWN LAMP Wouks, LTD., 
referred to last week, there is illustrated the Wirum " 100-watt 
lamp, fitted with Canadian screw cap. This lamp is made specially 
for export purposes, and we illustrate it in fig. 3. In the same 


FIG. 3.—"WiRvUM" LAMP WITH SCREW CAP. 


list the company gives full particulars respecting its special carton 
for lessening the probability of breakage of filaments in transit. 
The carton has no lid to be torn off, it hasa gripping device at 
both ends, and there are two elliptical openings, one on either side, 
opposite each other, so that the filaments can be exam ined without 
removing the lamp, ? 
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A Submarine Lifting Magnet. 


An interesting test has been carried out at the wharf of 
Messrs. Geo. Cohen & Sons, Regent’s Canal Dock, where it was 
recently decided to recover from the dock alongside the wharf a 
large quantity of scrap-iron which had fallen in while loading and 
unloading barges. 

Dredgers and divers had been unable to get this material up from 
the mud, but the difficulty was overcome by installing—on the 
advice of Mr. F. H. Preece, engineer, of 49, Queen Victoria Street, 


X. | C 
A 
— 


Fic. 4.—KBAMER MAGNET RECOVERING SUBMERGED 
SCRAP IRON. - 


E.C.—a lifting magnet on a barge crane, as shown in the acoom- 
panying view, fig. 4, which has proved successful in lifting several 
tons of material per hour from a depth of 16 ft. of water. The 
magnet is of the Kramer type, supplied by the WITTON-KRAMER 
ELECTRIC Horst Co., of Witton. 


The“ Klipton““ Lamp. 


A handy little device (for which patents are pending) is the 
" Klipton electric lamp, which MEssrs. Rose BROS., of 38, Beech 
Street, Barbican, E. C., are supplying. 

It consists of a small dry battery, which can be placed in any 
convenient spot, and a length of flexible leading to a small lamp 
bracket carrying a metal lamp. The lamp bracket, however, is 
attached to an ordinary spring clip, which can be sprung on to 
the top or bottom of a book, on to any ledge or bar, near to the 
place where light is required. It should prove invaluable as an 
emergenoy light, which can be clipped to some near-by object, and 
leaves the user both hands free. 


Safety Locks for Automatic Lifts. 


MESSRS. SMITH, MAJOR & STEVENS, LTD., of Abbey Works, 


Northampton, have introduced a safety lock for lifte, which is 
claimed to overcome the defects of previous so-called locks of this 
type, operating with the closing of the gate. 

In tbe new patent lock the gate must first be completely closed, 
and till that is done nothing more can be effected. Next follows 
the latching of the gate, which must be completed before current 
can be given to the machine. Finally, current is given. 

On opening the door, current is first cut off; then only can the 
gate be unlatched and finally opened. The device has also been 
further strengthened against wilful interference. 


WIRELESS TELEGRAPHY AND 
SEARCHLIGHTS FOR ENSURING SAFETY 
AT SEA. 


THE report of the Merchant Shipping Advisory Committee on 
regulations for ensuring safety of life at sea has been published 


this week. It contains the following references to matters of . 


interest to our readers :—- 

"The question of the installation of wireless telegraphic 
apparatus in merchant vessels has been considered by the Sub- 
Committee we appointed to deal with this question. Their report 
is as follows: 

Having regard to its proved value, we are of opinion, that the 
time has now come when the State may reasonably prescribe the 


class or classes of vessels on which a wireless installation shall be 
compulsory, and the conditions which are to govern its use. 

"Before proceeding to set out our recommendations, we think 
it desirable to review, briefly, the present position from the stand- 
point of the British shopowner who is prepared. without com- 
pulsion, to provide his vessels with radio-telegraphic installations. 
After passing under consideration the various types of installation 
which are at present in the market. we have been brought face to 
face with the fact that practically all British merchant vessels at 
present fitted with wireless telegraphy use installations under the 
control of Marconi's Wireless Telegraph Co. A few, but, so far as 
we can learn, not more than 20, British vessels have been supplied 
with installations by the Helsby Wireless Telegraph Co., or by 
Messrs. Siemens Bros., who are the agents for the Telefunken 
system in this country. On foreign vessels other systems—in 
particular the Telefunken system—appear to be largely used. 

"In order to arrive at an opinion as to the present commercial 
position, we have taken evidence from Mr. Godfrey Isaacs, the 
managing director of the Marconi Co., Mr. F. Hird, representing 
Messrs. Siemens Bros., Lieut.-Col. J. Bernard, chairman of the Helsby 
Wireless Telegraph Co., and Mr. F. J. Chambers, chief engineer of 
the same company. 

"'The evidence makes it clear that the Marconi Co., relying 
mainly on their Patent No. 7,777, of 1900, and on the extended 
Lodge Patent No. 11,575, of 1897 (the rights of which they have 
acquired) claim what amounts to a monopoly in this country. 

“This claim is disputed by Messrs. Siemens Bros, and by the 
Helsby Co.. but both of those companies are desirous of obtaining 
from the Marconi Co. a licence to use the Lodge patent. The 
Marconi Co. are bound, under the extension of the Lodge patent, to 
grant licences to all who desire to make use of the protected inven- 
tion, on such terms as a duly qualified arbitrator, to be nominated 
by the Board of Trade, shall think fair and reasonable; and on the 
application of the Helsby Co. the terms upon which such a licence 
is to be granted are at present the subject of arbitration. But 
whatever may be the result of these proceedings, the Marconi Co. 
contend that the Lodge patent cannot be worked effectively without 
an infringement of their patent No. 7,777. 

"The Marconi Co. who have been successful in such patent 
actions as have been concluded in this country, have, we under- 
stand, instituted legal proceedings to prevent the use of the Tele- 


funken system, and in at least one of the actions they have joined 


as defendants the shipowners who have installed that system. On 
the other hand, we understand that Messrs. Siemens Brothers have 
instituted legal proceedings against the Marconi Co. in which they 
challenge the validity of the patent No. 7,777. We can express no 
opinion on the matters in dispute, but we have arrived at the 
conclusion that any British shipowner dealing with the Marconi 
Co.'s competitors will do so at the risk of costly litigation, and, 
further, that, as matters stand at present, any effective competition 
with the Marconi Co. in the supply of installationa may be 
impracticable. 

"In considering the present commercial position it must be 
further borne in mind that so long as the rival patents are held in 
only a few hands, there is risk of the competitors amalgamating or 
of pooling their commercial interests so as to obtain, on joint 
account, the best possible price for all their installations. This risk 
is emphasised by the fact that whilet the Telefunken system is at 
war with the Marconi system in this country, they are apparently 
working as an amalgamated company in Germany. 

"It would, in our opinion, be imposeible to require, by law, 
merchant vessels to be fitted with wireless telegraphic apparatus if 
thereby shipowners were delivered into the hands of a monopoly 
which could impose such terms as it pleased without stay or 
hindrance. 

Before Parliament can apply compulsion to any class of ship, it 
must therefore, in our opinion, first establish the conditions of a 
free market in the installations, or otherwise ensure their supply 
to merchant vessels at a reasonable commercial cost and under 
reasonable commercial conditions. This is a point to which we 
attach great importance, and the recommendations we are about 
to make are subject to such an arrangement being arrived at. 

"We would, in relation to the questions We have been dis- 
cussing. again emphasise the point that we have looked at the 
question of the installation of wireless telegraphy on merchant 
ships solely from the point of view of saving life. 

"This is the only point of view which is relevant to our 
inquiry and, in our opinion, it is the only consideration which 
should govern legislative enactments on this subject. Shipowners 
themselves should be left to deal with the question of the installa- 
tion of wireless telegraphy for commercial purposes, or for the 
convenience of passengers ; and we fully recognise that in regard 
to installations for such purposes the wireless telegraphic com- 
panies are entitled to obtain from the shipowner the best terme 
their command of the market will secure to them. 

For the purpose of considering what compulsory requirements 
онок be imposed. we have divided the merchant vessels into three 
classes: 

1. Foreign-going vessels carrying passengers. 

2. Home trade vessels carrying passengers. 

3. Vessels not carrying passengers. 

"In veseels of the first class, with many people on board, the 
installation of wireless telegraphy is, in our opinion, a necessity, and 
we therefore recommend that all foreign-going vessels, British and 
foreign, carrying paseengers from or to the United Kingdom, and 
having on board 50 persons or more, including both passengers 
and crew, shall be required to be equipped with radio-telegraphic 
apparatus. 

_ “With regard to vessels of the second class, another Sub-Committee 
is considering what requirements may properly be imposed on 
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home trade vesrels carry ing passengers, and we feel that the Merchant 
Shipping Advisory Committee will wish to take into account the 
report of that Sub-Committee before deciding on the advice to be 
tendered to the Board of Trade as to the installation of wireless 
telegraphy on such vessels. We accordingly make no recc mmenda- 
tion as to these vessels, subject to what is said below as regards 
the range of the apparatus and the number of operators to be 
carried on such of these vessels as shall be required to carry the 
installations. 

“The position of the vessels in the third class which do not 
carry passengers requires careful consideration. 

" Having regard to considerations (stated in the report), we are 
of opinion that if Parliament, in the interests of the ccmmunity, 
compels any of the cargo veszels to carry wireless installations, the 
owners of such vessels should be reimbursed out of public funds for 
any expenditure imposed on them by complying with such com- 
pulsory requirements. 

„If the community are not prepared to bear this expense, then 
in our opinion compulsion cannot be justly applicd to this third 
class of vessel. 

As regards the range of the installations to be provided, we 
are of opinion that in the foreign trade an installation capable of & 
normal range by day of 100 miles cverzea will be effective for life- 
saving purposes. ; 

“The minimum rarge necessary for the home trade passerger 
vessels depends very largely upon the locality in which the vessel 
is trading. We understand that the Post Office have arranged, or 
are arranging, their stations round the coast of the United Kingdcm 
on the principle that any ship off the coast will be in touch with 
one of the coast stations if she is fitted with wireless apparatus 
‘having & range of 100 miles. In the case of many home trade 
passenger vessels, which are always by the nature of their trade 
within easy reach of a coast station, a range of considerably lers 
than 100 miles will be svfficient, and after careful consideration we 
recommend that hcme trade pastenger vessels, to which wireless 
telegraphy may be compulsorily applied, should be required to be 
fitted with an apparatus having a range which is deemed by the 
Board of Trade to be sufficient baving regard to the coast stations 
available, and the nature of the trade in which the vessel is 


In our op'nion, the space occupied by the installations should 
not be added in calculating the tonnage for any purpose. 

We are further of opinion tbat in the case of all vessels com- 
pulsorily fitted with wirelees telegraphy, the regular installation 
should be supplemented by rome form of energy-tranemitting 
apparatus employing accumulators or dry cells, or some other 
effective supplementary motive power, and capable of working for 
not less than four hours after the current supplied by the chip's 
engines has failed. . 

" Any compulsory provisions for the installaticn of wireless 
apparatus should, in our opinion, be preceded by a comprehensive 
review by the Post Office of their present system of receiving 
stations with a view of establishing such stations at every point, 
whether on the coast or on lightships or in lighthouses, at which 
they can be most effectively used for the preservation of life at sea. 
We have been informed that it is the intention of the War Office to 
abandon the military wireless stations in the Channel Islands, and 
that the Post Office do not see their way to open a wireless station 
in the Islands for ehip and shore work unless they are guaranteed 
by the lines whose vessels trade in those waters a certain income. 
If the carrying of the installations on the passenger ships is to be 
made compulsory, the policy upon which tuch a demand was based 
must be entirely abandoned. The necessary receiving stations must 
be maintained as a national duty, and without regard to questions 
of ccmmercial returns. 

" At the present time the land stations are instructed, in the 
event of receiving messages of distress, to communicate at once 
with the coastguard and lifeboat stations nearest to the place of 
disaster, and with Lloyd's and the Underwriters’ Associations at 
Liverpool and Glasgow, and, further, to nee every other possible 
method of securing that prompt assistance is rendered to the 
distressed vessel, 

“In order that the time expended in communicating the distrees 
messages received may be reduced to a minimum, we recommend 
that every possible effort be made to establieh, во far as is consistent 
with efficiency, the land stations at points in immediate touch with 
the ports from which the most effective assistance can be sent. 

"We further hope that all possible steps will be taken to 
improve the system of land wireless stations in other parts of the 
world, with special reference to the desirability of providing means 
for a veseel in distress to communicate with the shore. 

"It is in our opinion absolutely essentia], in the interests of 
eafety, that there shall be unimyeded i. tercommunication between 
ship and thip without regard to the particular system of radio- 
telegraphy adopted by the two vessele. We understand that, as 
a matter of fact, a distress meseage is always sccepted, whatever 
may be the system by which it is transmitted, but the right of free 
intercommunication in regard to ice, derelicts, and other dangers 
is so important that we think that it should be placed beyond all 
doubt, and we hope that the Government will now ree their way to 
adhere to the additional undertaking appended to the International 
Radio-telegraphic Convention of November, 1906. 

“There remains the questicn of the effcient working of the 
installations. | 

The period during which the installation should be in operation 
is a matter to which we have given very careful consideration, and 
we are of opinion that to make wireless telegraphy of the greatest 
possible use for saving life at sea, arrangements must be made to 
ensure that no signal of distrees or danger within the rsnge of the 

ent will be missed, 


" We have made inquiry whether it would be possible to dispense 
with constant attendance at the installation by means of some 
system of call by signal or bell. Although automatic devices of 
this kind have been invented, none of them bave up to the present 
time been found reliable in practice, and, pending the introduction 
of a satisfactory device, we consider it essential that a permanent 
watch on the installation should be kept. 

" We recommend tbat all foreign-going vessels compelled to be 
equipped with wireless apparatus should be required to carry one 
fully qualified operator, and in addition such assistants as will 
enable a constant watch to be maintained during the absence of the 
operator. Such assistants must possess sufficient experience to be 
able to recognige at once a distress or danger signal, but they need 
not be qualified either to receive or to send messages. 

“From the life-saving point of view it is clearly not necessary for 
any veasel to keep open, throughout the 24 hours, a telegraph office 
for the receipt of either commercial or private messages, and, 
therefore, whilst the skilled operator is off duty it would be quite 
reasonable for the assistant on watch to ignore all but distress or 
danger calls. 

" The qualifications required from a skilled operator are already 
definitely laid down by the International Regulations. 

In the case of the assistants, we are informed that no great 
a mount of skill is necessary. Their sole duty will be to listen for 
a distress or danger signal, and, in the event of such a signal being 
received, to summon the operator to the installation. We are 
advised that the training required in order to secure the efficient 
performance of this duty is not considerable, and that it would not 
be beyond the capacity of any reasonably intelligent member of 
the sbip's company. In this connection it has been suggested, and 
we think the suggestion a good one, that training ships and schools 
for the Mercantile Marine should be encouraged to give a prelimi- 
nary training in wireless telegraphy to the boys under their charge, 
so as to fit them to discharge the duties of an assistant to the 
skilled operator. 

" In the cate of home trade passenger vessels, we do not think 
that assistants will be necessary. 

" Finally, it should, in our opinion, be impressed upon all con- 
cerned that the operator should be under the captain's control, and 
that every message transmitted and received by the operator (other 
than private messages to or from passengers sent whilst the install- 
ation is being worked under the captain's orders for the sending of 
such meseages) should be transmitted and received under the control 
of the captain." 

The extent to which wireless telegraphy should be compulsorily 
fitted in home trade passenger vessels is dealt with by the Home 
Trade Passenger Vessels Sub-Committee, and the recommendations 
made by the majority of that Sub-Committee on this question have 
been adopted by the General Committee, as under :— 


“4, Wireless Telegraphy and Submarine Signalling. 


"Among those most competent to judge and who have had 
actual experience of its working, there is a strong belief in the 
usefulnees of wireless telegraphy as a means of life-saving. 
Several owners engaged in the cross.channel trade have already 
adopted wireless telegraphy and its use is gradually being extended 
to other companies, Its general adoption, however, is hindered by 
the present want of suitable shore stations and by the cost of the 
apparatus. There is practically no revenue from passengers’ 
mer fag es to set against the outlay, and the installation must be 
regarded as exclusively for life-saving purposes. Another matter 
which militates against the extension of the system is that, under 
present regulations, the wireless cabin is added to the net measure- 
ment of the ship, on which port dues have to be paid. As these 
versels when on service incur dues in two ports, at least, every 
24 hours, this means a considerable extra tax for carrying a wire- 
less installa! ion. Submarine signalling apparatus seems, so far as 
the Sub-Committee can discover, to be used only by one or two 
fleets. It is will spoken of by those using it, but is still largely in 
the experimental stage." 

In regard to searchlights, the Committee say that they have 
considered the question of the provision and use of these in large 
passenger vessels, and, in arriving at their conclusions, they have 
had the assistance of information supplied by the Admiralty. 

„It is possible that a cearchlight would be of value in certain 
circumstancer—for instance, in picking up an unlighted buoy, 
rock, land, iceberg or icefield, in passing through a canal, or for 
salvage purposes. 

"On the other hand, the use of cearchlights would be attended 
by many disadvantages, such as the following :— | 

“1. Dazzling the observers on board the ship making use of the 
lights, especially if the lights are badly placed. 

" 2. General danger to navigation owing to the blinding effect on 
those on board other vessels and to the possibility of the naviga- 
tion lights of the vessel exhibiting the searchlight being obscured. 

3. Temptation to make land, buoys, &с., by placing too much 


.reliance cn picking up the marks by means of the searchlight. 


" 4, False security when in the vicinity of ice or other dangers. 

“5. The danger of searchlighte being mistaken for powerful 
electric lights from lighthousee, especially in thick or hazy weather, 
and of searchlights having the effect of screening shore lights from 
passing vessels. 

“The disadvantages of searchlights seem to us so greatly to 
outweigh their advantages that their adoption in the mercantile 
marine would, in our opinion, be most inadvisable.” 

A reservation by Mr. Trevisa Clarke is appended to the report. 
He mentions, among other things, that “improved means for lift- 
ing and lowering a full complement of boats (the majority being 
in protected positions) by means of electric cranes placed inboard 
and by a single wire fall and bridle, the cranes being actuated by a 
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special electric generating plant with independent internal com- 
bustion engines, situated at the highest available point above the 
water line (this plant would also be available for lighting and 
wireless telegraphy), are fully illustrated in plans and explanatory 
statements, which he sent to the secretary. 

The plans, &c., illustrating this proposal are to be placed before 
the Special Committe. 


CORRESPONDENCE. 


Letters received by us after b P.M. ON TUE3DAY cannot apps ir until 
the following week. Correspondents should forward their com nuni- 
cations at the earliest possibls moment, No letter can be published 
unless we hive the writer's name and address in our possession, 


Re Contracts in India. 


I wrote with reference to the above subject in 1910, and 
you were good enough to publish my lettcr in your issue of 
April 22nd of that year. More than two years have elapsed 
since then, but the method of placing contracts by the 
Electrical Department of the Government of Bombay has 
gone from bad to worse, and as one instance of many, [ will 
cite the contract for the illumination of Bombay in honour 
of His Majesty the King’s visit. This contract was placed 


without any tenders whatever being called for, and the value 


of this alone was Rs.1,20,000 (£8,000), while inquiries as 
* Please let us have your lowest quotation for three metal- 
filament lamps, one batten holder and one flat-type switch," 
the total cost of which amounts to only a few rupees (more 
than the value of which is spent in stationery and postage), 
are sent round to all firms. Why this should be done 
when, in contracts amounting to lakhs of rupees, no 
tenders are called for, and the contracts are simply 
placed with any firm the Department chooses to select, 
without, apparently, any reference being made to Govern- 
ment, is surely strange. All have to pay heavy taxes and 
have the right to make a bid, and tenders should be called 
for through the medium of the public Press, and the results 
published, as i$ done by other Government Departments, 
municipalities and Native States. 

As this matter concerns the electrical department only, 
I think it is onethe Institution of Electrical Engineers, as 
& body, should take up and inquire into closely, as I feel 
certain the Civils and Mechanicals would never permit such 
a scandal to continue to the detriment of their professiona 


dignity. | 


Thanking you in anticipation of your giving this ques- 


tion the greatest publicity. | 
One Interested. 
Bombay, August 3rd, 1912. 


A year or two ago & letter appeared in your journal 
drawing attention to the method adopted of giving out 
electrical contracts of the Bombay Government; since 
then matters have become worse, and now all electrical 
works for the. Bombay Government are given to one firm in 
Bombay without tenders being invited from other well- 
known electrical firms. As this is not only unfair to the 
public paying Government taxes, but is liable to lead to 
corrupt practices, I would ask the assistance of your paper 
in the matter. | 

You may make such use of this letter as you think fit. 

| | N. M. Marshall. 

Bombay, Augus! 3rd, 1912. | 


| The Propulsion of Ships. 
Referring to the leading article on the Propulsion of 


Ships” in your last issue, I would beg to point out that · 


among the advantages of the electro-mechanical system are 
the following :— 

l. The prime motive power can be distributed in three, 
four, or—if need be—a dozen parts of the vessel; conse- 
quently, better and more convenient disposition of weight 
than in a steam-propelled vessel can be obtained; and in the 
case of warships vulnerability is reduced. 

2. Avoidance of large and untried sizes of internal com- 
bustion engines, with no loss of fuel economy. Up to 500 
or even 1,000 H.P. these engines are reliable; above 


2,000 H. p. they do not at present inspire the sense of relia- 
bility essential in a warship. | 

3. No complication in coupling engines to screws. 

4. Handling of propelling power, including reversing and 
alteration of speed, can -be under immediate control of 
bridge, almost as simply as a tramcar is controlled by the 
motorman. 

I called the Admiralty's attention to the foregoing two 
years ago, and was informed that these Advantages were 
well known to it, so let us hope they will soon be materialised. 

Francis K. Cassels. 

Eastbourne, August 19th, 1912. 


HOUSE LIGHTING BY STORAGE 
BATTERIES. 


By H. R. TAUNTON. 


Some little time ago there appeared a note in the technical 
Press anent an experiment in house lighting by means of 
portable storage batteries in the West Side Home of a 
Chicago Citizen." Two 6-volt batteries were in use, each of 
60 ampere-hour capacity. One supplied current, we were 
told, for 14 6-volt metal lamps of from 2 to 10 с.р. 
Assuming an average of 6 c.P. each, and that, taking one 
hour with another, half this brilliant illumination would be 
aligbt during lighting hours, it is clear that the battery 
would need recharging at the end of about 83 hours’ use—a 
long winter’s night. Moreover, this remarkable battery 
was called upon to work a gas lighter, and“ burglar alarms, 
call bells, electric fans and electric cigar-lighters”! To 
calculate how long the juice" would last while running a 
12-in. fan, lighting cigars, and alarming burglars with a 
blaze of 2-C. P. lamps, were too far beyond the decimal point 
for any but a Yankee electrician. He, nothing daunted by 
the technical difficulties of the problem, gives the answer as 
a month. One or other of the batteries is recharged once 
a fortnight at a cost of 15 cents." It sounds cheap until one 
works it out at something like 1s. 9d. per unit consumed. 
Over here we would think that rather expensive ; but then 
a unit evidently doesn’t hustle so farin England as it does in 
Chicago ! 

The other battery had a no less strenuous existence. It 
worked a vacuum cleaner, a sewing machine, a massage 
vibrator, and a table fountain—all at 74d.a month. We are 
not told what happens while the battery is round at the station 
being recharged. Presumably they have to miss massaging 
or the table fountain, or, perhaps, they switch on to the 
other battery. But that would be sheer cruelty—unless, 
maybe, they cut out the 2-C. P. electrolier in the banqueting 
hall. 

There are certain conflicting improbabilities in the report 
as it reached us, which makes it suspect. The best way to 
look at it is as an intelligent and stimulating anticipation of 
possible developments in the near future. Three factors 


only are necessary in order to make such a scheme of lighting 


practical : lamps of high efficiency, low charging rates, and 
accumulators with a high ratio of capacity to weight. The 
first we have : the 1 watt per candle of a 25-volt metal lamp 
is good enough for the present purpose. As for the second, 
most undertakings could well afford to charge batteries as a 
day load at three farthings, or a penny a unit. Take, for 
instance, a small provincial station, with a large number of 
small private residences within a 5-mile radius—too far and 
too scattered to make it worth while to run mains to them. 
These might want anything from 20 to 50 lights—full- 
blooded 16's and 25's not 2 C. P.'s, such as satisfy the 
Chicago West Sider.” They would not think of under- 
taking the expense and trouble of putting down and running 
their own plant, so perforce they have to be content with oil 
or candles. But if they could hire accumulators of 120 to 
500 ampere-hour capacity, and have them periodically 
recharged, they would not grudge even the statutory maxi- 
mum of 8d. a unit, including hire of battery ; a figure which 
would allow a margin of at least 7d. а unit for interest, 
depreciation and working expenses. Alternatively, of course, 
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and perhaps preferably, an annual charge could be made for 
battery hire, additional to the flat rate per unit. 

The third factor —a suitable battery —appears at first 
sight unattainable. The ordinary lead accumulator is too 
heavy and too messy to be easily handled. Assuming a 
minimum practical voltage of 25, 14 cells would be required. 
Open glass boxes would be out of the question, and lead- 
lined wood boxes of the smallest capacity mentioned above— 
120 ampere-hours— would weigh something like 60 Ib. per 
cell, or 7} cwt. for the complete battery, which would occupy 
about 8 cb. ft. of space. To transport such a mass to and 
from the station at short intervals would hardly be a prac- 
tical proposition ; and it would be out of the question where 
a battery of, say, 300 ampere-hours was concerned. 

We are not, however, limited to.the ordinary type of 
accumulator, which, as in the example above cited, has only a 
capacity of from 4 to 6 watt-hours per lb. in the small sizes 
under consideration. There are cells on the market which 
will give up to 15 watt-hours per lb. at best, and can give, 
say, 10 watt-hours per lb. without difficulty. Such cells 
have been brought to a high state of efficiency in connection 
with ignition and motor-car lighting. "The Edison cell, too, 
is sufficiently a commercial fact to be worth consideration, 
and its ratio of eapacity to weight is, if anything, higher 
than that of the best lead cells. The high-efficiency lead 
cell, however, will do all that we now require of it, and 


although its life is necessarily short, its low first cost gives it 


an advantage as compared with the present high price of the 
Edison cell. 

We can then count on the use of a lightly-built lead cell 
giving 10 watt-hours per pound. Let us take a typical case: 
a small country house, five miles from a*provincial town, and 
installed with, say, 20 25-watt, 25-volt lamps. In 
practice, it would only be very occasionally that more than a 
third of these would be alight at once, and the average pro- 
portion in use continuously would be considerably less. It 
would be safe to calculate that during the eight-hour 
evenings of midwinter 800 watt-hours would be the maximum 
consumption. A battery then of about 3,000 watt-hours 
capacity would require recharging twice a week in winter, 
and about twice a month in summer.. 

This, at 25 volts, would mean a battery of 14 cells of 
120 ampere-hours’ capacity, weighing little more than 23 cwt. 
High efficiency batteries are usually mounted in celluloid. 
or ebonate boxes, and are sealed. There would consequently 
be no splashing of acid. "They are considerably smaller than 
the ordinary type, and this particular battery, mounted and 
connected up in a light teak crate, would not occupy more 
than about 1} cb. ft. 

It would certainly not be a difficult matter to transport 
such a battery. It might, for instance, be mounted ona 
small trolley, well sprung and running on rubber-tired castor 
wheels, like a porter’s truck. It could thus be hauled by one 
man to and from the station, or several could be attached as 
trailers to a horse or motor-vehicle, which would be necessary, 
in 900 ‚ ог the larger sizes. 

tever means of transport were adopted, each battery 
would have its own wheeled trolley, on which it would 
permanently remain. On the trolley, too, might be fixed 
a suitable switchboard. This need not comprise more than 
an ammeter, voltmeter, a pair of tubular cut-outs, and a 
four-way battery switch one side only, which would be 
used for charging at the station and discharging at the 
house. A pair of flexible leads would complete the outfit. 

On arrival at the house, the battery on its trolley would 
be wheeled into any convenient out-house, shed or lean- 
to, where the company’s meter and cut-outs would be 
fixed, with a pair of terminals to which the flexible leads 
could be readily connected. The same man or vehicle 

that bronght the battery would, of course, remove the 
кы battery, which would be taken back to the 

ion. 

It would obviously be needful to have two batteries to each 
installation, to ensure continuity of service. If there were a 
number of installations having the same size battery, a less 
Proportion would suffice, so long as there were always 
sufficient fully-charged batteries at the station to meet the 
possible demand. 

A difficulty, of course, would be to ensure that a charged 
battery would be requisitioned at least a day before the one 


. articles used in electrolytic processes. 


in use was fully discharged, otherwise the life of the 
batteries, short as it is, would be considerably reduced. 
The difficulty is not insuperable. An obvious basis for 
some precautionary regulation or device is the fact that the 
last stop of the battery switch would not be needed until the 
battery was near the end of its tether. 

From the practical standpoint, then, such a scheme is at 
least feasible. The only question is, would it pay? Take 
as a test cage the example cited above: a house requiring a 
120-ampere-hour battery. 


Depreciation at 20 per cent. per annum on two 
batteries (the maximum proportion) costing, say, 


£l4each  .. А és T TE А £512 0 
Depreciation at 5 per cent. per annum on trolleys 
and switchboards, costing, say, £7 108, each ... 015 0 
Interest at 5 per cent. per annum, on, say, E43. 2 3 0 
Labourer's time transporting battery to and from 
station — average, say, two hours a week, or a 
total of 104 hours at 8d. кез $us dus 3 9 4 
‘Charging cost, 750 units, at, say, id. "s m 2 6 10 
£14 6 2 
Consumer pays for, say, 500 units at 8d. . £16 13 4 


This shows a profit of about 2d. a unit, after allowing for 
а fair interest on the capital outlay. The profit on larger 
sizes would be approximately pro rata, and where there were 
a number of batteries in use it would be greater. 

Of course, Rd. a unit is a heavy price to pay, and a small 
country house might be able to get the light cheaper by in- 
stalling, for instance, a small petrol-electric plant. But the 
present scheme is suggested for the thousands who are unable 
or unwilling to face the necessary initial outlay of putting 
down an independent plant, yet would cheerfully meet a 
fairly heavy annual outlay, if thereby they could discard 
their ancestral candlesticks in favour of the luxury of electric 
light. 

If the figures quoted will stand the test of experience, 
there is no reason why a scheme on these lines should not be 
initiated by provincial supply companies for the benefit of 
householders beyond the limits of their mains, to the im- 
provement of their stagnant day loads. There is no need to 
await the advent of the ideal cell. Naturally, however, 
every improvement in the capacity and cheapness of accu- 
mulators will simplify the problem. The day may yet come 
when the “juice-man” will hang the daily battery on the 
garden gate beside the matutinal milkcan. 


ARTIFICIAL GRAPHITE 
AND ELECTROLYTIC PROCESSES. 


By FRANCIS Н. DAVIES, A. M. I. E. E. 


In the ELECTRICAL REVIEW of July 15th, 1910, the writer 
gave some particulars of the manner in which artificial 
graphite is produced in the electric furnace at the works of 
the International Acheson Graphite Co., of Niagara. Without 
going into the details of the process, it may be mentioned here 
that anthracite coal containing a fairly high percentage of 
ash is the raw material. 'This is treated in large electric 
resistance furnaces of 2.000-Kw. capacity at a temperature 
of approximately 7,000° F., and the graphite thus formed is 
then ground and variously treated to suit it for the 
numerous useful purposes it fulfills, As was mentioned in 
the previous article, a large proportion of the output is used 
for lubricating purposes, paint making, dry battery filling, 
&c., but there is another important and growing sphere for 
artificial graphite in the manufacture of electrodes and other 
or many purposes 
graphite electrodes of this class have been found superior 
to crude retort and manufactured amorphous carbons. 
In the manufacture of chlorine and caustic alkilies, 
tke chlorination of gold ores, the electrolytic decom- 
position of chloride solutions and the recovery of nickel, 
zinc, &c., graphite anodes have been found to possess a life 
of from two to four times that of crude retort carbons and 
from four to seven times that of amorphous carbons made 
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from mixtures of pitch, powdered coke, lampblack, &c. 
In other processes, such as the deposition of metals from 
sulphate solutions, the oxidation of chromic acid solutions 
and the manufacture of chlorates, in all of which the anode 
is exposed to greater oxidising action, the difference in the 
longevity of graphite and amorphous carbon is not so great, 
but it is still very appreciable and in favour of the former. 


FIG. 1.—SLAB ELECTRODE WITH GRAPHITE LEADING-IN Rops. 


An objection to the use of graphite electrodes in certain in- 
dustries lies in the colouring of the solution. (wing 
to this effect, they are not emploved in connection with gold 
or silver electro-plating in cyanide solutions where it is 
necessary that the plated surface should be clearly visible 
during the operation. This difficulty, however, does nct 
arise in the ordinary course of electrolytic processes, and the 
sphere for graphite electrodes is, therefore, a large one, as in 
many respects they possess undoubted advantages. 

An important feature of the artificial graphite electrode 
which makes for economy in several directions is the ease 
with which this substance may be worked and machined. 
In consequence, it is possible to effect considerable 
saving, not only in actual materials, but by a 
convenience of arrangement which is not feasible 
with electrodes of a type that do not possess this quality. 
A class of electrode which exemplifies one of the 
principal advantages claimed for the graphite article is shown 
in fig. 1. Electrical connection with the electrode or slab is 
made by means of any desired number of graphite leading-in 
rods which may be either screwed or driven in as shown. 
The first method is rendered possible by the ease with which 
artificial graphite takes a thread, differing greatly in this 
respect from amorphous carbon. Where the rod is driven in 
it is given a slight taper and made to fit tightly. There is 
a particular advantage in this arrangement in the case of 
electrolytic cells from which it is desired to collect gases, 
and which must, therefore, be kept effectively sealed. Con- 
nection: can conveniently only be made to the ordinary slab 
anode by casting around it a head of suitable non-corroding 
metal, or, as an alternative, by allowing the end of the slab 
to project through the cover of the cell. Common to both 
these methods is the disadvantage that the electrode area 
above the surface of the electrolyte is wasted, and in the 
latter case there is also the difficulty of making the joint gas- 
tight. The cast lug is comparatively expensive, and it is 


furthermore apt to develop a faulty state of contact owing to 


the effect of corrosion at the joint. In an electrode of the 
type shown in fig. 1, the maximum use per unit of surface 
is made of the slab, and when it is worn out the leading- 
in rods may be used over again. "There is no difficulty 
in making a gas-tight joint round circular rods cf 
small diameter, and no deterioration of contact ; thus, 
none of the objections to the simple slab electrode 
are present. With the ordinary electric furnace electrode, 
there is considerable waste owing to the difficulty 
of using up the stubs. This source of loss, however, does 
not exist where the artificial graphite electrode is in use, ag 
owing to the ease and cheapness with which it may be 
machined, short pieces can be jointed in the manner shown 
in fig. 2. The stub having been used up as near as possible 
to the metal holder, the latter. is taken off, the stub 
screwed into the tapped end of a new electrode (the shoulders 
being faced to make a tight fit), and the metal holder 
affixed to the latter as shown. It is preferred to use a 
tapered thread, as this is found to be the strongest form 
with graphite. The brass collar which actually grips the 
thread, is also tapered externally, and to this the clamp or 


holder is attached. By a modification of the above method, 
continuous feeding and joining up of the electrodes can be 
arranged for, thus obviating the necessity for shutting down 
the furnace for renewal. It is found that an 8-in. diameter 
electrode of this type will carry over 5,000 amperes without 
heating at the joints, and in the case of 6-in. electrodes, 
4,500 amperes and even higher currents give no trouble in 
this respect. This point is of material importance as it is 
generally assumed that a 6-in. amorphous carbon electrode 
should not be loaded to a greater extent than 1,500 amperes. 
Turning to the question of cost: according to the makers 
the inclusive cost of machining both ends of a 6-in. electrode 
is about 20 cents, and in the case of an 8-in. electrode 
60 cents. "These figures cover labour, cost of tool steel, and 
repairs. 

In machining, about 3 in. of the length is lcst, and the 
value of this is put at 59 cents. for a 6-in. and 97 cents for 
an 8-іп. electrode. The total cost for a joint under American 
conditions is, therefore, $1.09 and $1.57 for the 6 in. and 
8-in. sizes, representing 11°5 per cent. and 10 per cent. 
respectively of the cost of the electrodes themselves in 48-in. 
lengths. Owing to its higher conductivity the weight of an 
artificial graphite electrode suitable for any given current is 
rather less than half that of the amorphous carbon article, 
but as its price is higher the net result is an approximately 
equal ccst. It is claimed, however, for the graphite electrode 
that it possesses a much longer life, and there is in addition 
the possibility of effecting appreciable cconomy by utilising 
the short ends. 

An interesting example of the use of artificial graphite 
electrodes is that of the well-known Acker process in which 
a fused electrolyte and a fused lead cathode are used in the 
production of chlorine and caustic soda. The form of the 
graphite anode is shown in fig. 3. The lower face of the 
bottom block which is grooved to allow the gases to escape 
is the actual operative part of the electrode, and carries a 
working current of 2,250 amperes. "There are several of 
these blocks side by side in each cell, and two graphite rods 
5 in. in diameter are screwed into each, and act as 
leading-in rods from the metal cap. "This latter is of cast- 
iron screwed on to the top of the rods and connected by 


FId. 4.— ELECTRODE 
FOR RHODIN PROCESS. 


Fic. 3.—ELECTRODE 
ELECTRODE РОВ ACKER PROCESS, 
JOINT. 


Fia, 2.— 


brass bars which form the terminal. To protect them from 
oxidation the graphite rods are encased in tile pipes as 
shown, and the space between the latter and the cast-iron 
cap is made air-tight by cementing with a suitable fireclay 
mixture. 

In the Rhodin process special graphite anodes of the form 
shown in fig. 4 are used. This electrode consists of a tri- 
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angular graphite block, which, fitting the anode compara- 
tively tightly, acts as a cover. A number of 1}-in. graphite 
rods are screwed into the block, and by this arrangement 
they may be lowered as their ends become disintegrated. 
It is to the use of artificial graphite electrodes of high con- 
ductivity that Mr. Rhodin attributes the possibility of 
passing a current of 800-1,000 amperes through a cell of 
only 3 ft. diameter, as is done in his process. The high 
conductivity of artificial graphite (four times that of ordi- 
nary carbon) is an important point, but it is not the only one 
that tells in its favour for electrolytic work. Its adapta- 
bility, arising from the fact that it can be readily machined, 
is obviously a good feature, and, in addition, its high 
degree of purity and resistance to oxidising and disintegrat- 
ing action are particularly important. It appears to be 
very largely used in America for electrochemical pro- 
cesses, and to some extent in Great Britain and Europe. 


BUSINESS NOTES. 


Dissolations and Liquidations.—Tux BRIDGWATER 
CONSTRUCTION Co. LTD., 153, Holloway Road, N., electrical, &c., 
engineers.—À meeting of the creditors and shareholders of this 
company was held last week at the Board of Trade Offices, Carey 
Street, Lincoln's Inn, W. C. The winding-up order was made on 
April 17th upon a creditor's petition, and accounts had been lodged 
showing unsecured debts, £983; preferential claims, £89; and 
loans on debenture bonds, £1,291; making a total indebtedness of 
£2,363. The assets are valued at £154, and the accounts, with the 
contributories, disclose a deficiency of £3,159, Mr. W. J. Warley, 
Official Receiver, reports that the company, which is stated to have 
been promoted by Mr. Samuel Bridgwater and Miss Florence 
Bridgwater, was incorporated as a private company on May 26th, 
1909, with a nominal capital of £1,250, divided into shares of £1 
each ; its objects were to acquire and carry on the business of con- 
structional, electrical and hydraulic engineers and ironfounders, 
formerly carried on by Miss Bridgwater at 453, Holloway Road, N. 
By an agreement dated June 15th, 1909, the company agreed to pur- 
chase from Miss Bridgwater (1) all the plant, machinery, stock, 
fixtures and chattels at 453, Holloway Road; (2) all existing con- 
tracte, subject to liabilities affecting the ваше; and (3) the good- 
will of the business. The consideration, therefore, was £2,498, to 
be satisfied by the allotment to the vendor of 1,248 fully-paid shares 
of £1 each, and 25 debentures of £50 each. The shares and 
debentures were allotted on July 7th, 1909. Mr. Bridgwater states 
that the working capital was obtained from amounts received from 
time to time on the company’s contracts and from the realisation 
of certaim book debts taken over from the vendor. No accounts 
were prepared showing the results of the past trading of the vendor's 
business. Mr. Bridgwater states that the purchase price of £2,498 
. was based on a valuation made by himself, but he has been unable 
to produce such valuation. A list of the plant, machinery, fixtures, 
&c., prepared at the date of the sale amounting to £1,675, has been 
produced; the balance of £823 is stated to have been 
the value of the goodwill and lease, the whole of which has been 
written off. No auditors were appointed, and no accounts showing 
the company's position were ever prepared, but according to the 
deficiency account a trading profit of £5,041 had been made from 
the date of the company's formation to the date tof the appoint- 
ment of the Receiver for the debenture-holder. The company was 
not, however, able to meet ite liabilities owing, it is stated, to its 
capital being locked-up in contracts in course of completion. 
Several judg ments were obtained sgainst the company by creditors, 
and in April last, owing to execution being levied on its premises, 
Mis Bridgwater commenced a debenture action, and on April 
16th the Court appointed Mr. R. F. W. Fincham, chartered 
accountant, of 3, Warwick Court, Holborn, W.C., Receiver for the 
debenture-holder. The Receiver reports that he is now completing 
the contracts in hand and realising the assets, but he does not 
anticipate that any surplus will accrue for the benefit of the un- 
secured creditors. The failure of the company is attributed by 
Samuel Bridgwater to insufficient working capital to carry out the 
contracté in hand, and to pressure by creditors, . 

SYLvERLYTE (1909), LTD.—Creditors must send particulars of 
their debte, &c., to Mr. F. P. Baxter, 13, Sise Lane, E. C., the 
liquidator, by September 25th. 

WORSLEY X PAGE, LTD.—A meeting of creditors ів to be held on 
August 23rd (to-day) at the office of the liquidator, Mr. A. 8, 
Brewis, 36, Spring Gardens, Manchester. i 

By way of correction of a notice which appeared in our last issue 
respecting the firm of DiGnvy X BiGas, we have to state that Mr. 
Arthur C. Heap was never a partner in that firm, but on the dissolu- 
tion of partnership between Mesers. C. W. V. Biggs and W. Pollard 
Digby, Mr. Heap joined the latter, and the business will, as stated, 
be carried on by these two gentlemen jointly, under the style of 
Heap & Digby. : 


Meter Approved.—The В. of T. has approved of the 
Mordey-Fricker А.С. single-phase two-wire energy meter, A.C.E, 
type, deposited by the Mordey-Fricker Electricity Meter Co., Ltd. 


Engineering Exhibition.— The International Engi- 
neering and Machinery Exhibition, to open at Olympia on October 
4th, is being organised by the Machine Tool and Engineering 
Association, Ltd, and it will, as far as possible, follow the idea of a 
large engineering workshop. Among the exhibitors will be Messrs. 
о Ltd., Messrs. Alfred Herbert, Ltd., and Messrs. Tangyes, 


Bankruptcy Proceedings.—Josux WILLIAM GARSDEN 
(trading as J. W. Garsden & Co.), electrical engineer, 24, Preston 
New Road, Blackburn.—The following are creditors herein :— 


Baldwin... es = .. 415 % Bankers ii s .. £832 
The Beaton Metal Co. = 82 Maudsleys, Ltd. x gu 25 
The D.P. Battery Co. .. ya 26 National Gas Engine Co. .. 102 
Edison & was hi .. 104 Pollard, James, Ltd Vi ex 07 
United Electric co. 20  PulvoCo. .. .. .. .. 16 
Gorse, A. D. Б x we 58, Simpson, Mrs. Annie - .. 1,183 
Glover, W. T., 4 (o. 60° Button, G. A., &Co. — .. 122 
Mackintosh, C., & Со. .. 24 41 Sterling Telephone Co. .. - 45 


THOMAS PARKER, engineer, 66, Friar Stile Road, Richmond, late 
44, Mortlake Road, Kew Gardens, Surrey.—The adjourned public 
examination of the above-named debtor was held at the Coutt House, 
Wandsworth, last week. The examination was adjourned. 

W. F. FLINT, electrical engineer, Hull.—First and final dividend, 
28. 10d. in the £, payable August 26th at offices of Buckley and 
Hall, Union and Smith's Bank Chambers, Silver Street, Hull. 


Book Notices.—“ National Insurance Questions and 
their Answers." By Gilbert Stone, B.A., LL.B. London: Butter- 
worth & Co. Is. net.—The author has succeeded in making a both 
interesting and instructive book, which we can imagine proving of 
service to both employers and employés. The author has 
endeavoured to explain many points in regard to this very compli- 
cated piece of legislation by taking a host of hypothetical questions 
во framed as to make them, and the answers made thereto, of 
general application and use. The several divisions in Part I, each 
of which has a number of sections, are as follows: (A) Insured 
persons ; (B) Duties; (C) Contributions ; (D) Benefits ; (E) Special 
classes of persons ; (F) Miscellaneous points. Part II is devoted to 
Unemployment Insurance. 

"Electric Lighting." By W.S. Franklin. London: Macmillan 
and Co. Ltd. 1912. Price 10s. 6d. net. 

“Journal of the Western Society of Engineers.” Vol. XVII, 
No. 6. June, 1912. Chicago: The Society. Price 50 cents. 

"Iron and Steel Institute: Charter, Bye-laws and List of 
Members," London: The Institute. 1912. Price 1a. 

" Journal of the American Society of Mechanical Engineers,” 


August, 1912. New York: The Society. Price 35 cents. 


" Economie Protection of India-Rubber.” Paris: Bureau de 
Reseignements du Brésil & Paris, 59, rue de Richelieu, Gratis.— 
This is a pamphlet, of 48 pp., containing a translation into English 
of the law recently passed by the Brazilian Parliament on the 
economic protection of india-rubber and of the regulation of 
public administration in respect thereto. Particulars will be found 
herein of the advantages offered to all who interest themselves in 
the cultivation of india-rubber, or in kindred industries, in Brazil. 
At the end of the pamphlet there is a list of instruments and 
materials destined for use in the rubber industry, &c., that are 
exempted from importation duties. 


New “Wotan” Lamp.—Mkssns. SIEMENS BROTHERS 
DvNAMO Wonks, LTD., of Dalston, are manufacturing, and have 
placed on the market, an entirely new grade of “ Wotan” lamp, 
suitable for burning in series or parallel, and supplied in voltages 
from 90-130, and consuming only 7 watts giving 5c.p. The great 
filament strength has been retained, and the filament is so thin 
that it is described as microscopic, 


Southport Exhibition.— It is proposed to hold an 
Electrical Exhibition at Southport, from October 3rd to 12th, in 
the Cambridge Hall. We are asked to state that there are two or 
three spaces to let. Particulars may be had from the secretary, 
Mr. Albert Maund, 13, Corporation Street. 


Free Trial Scheme for Eleetric Cooking Apparatus. 
—THE GENERAL ELECTRIC CO., LTD., which has been engaged in 
the manufacture of electric heating and cooking appliances for the 
past 18 years, has now made arrangements by means of which con- 
tractors and central station engineers can give their customers a 
seven-day free trial of G.E.C. electric kettles, breakfast cookers, 
toasters, water boilers and electric flat-irons. Suitable leaflets have 
been prepared describing the scheme and allowing space for 
printing the name of the actual contractor, or supply station, and 
special trial terms are allowed for any orders placed in connection 
with the free trial offer. Full particulars can be obtained on 
application to the company. 


Trade Announcements,—Owing to increased busi- 
ness, Messrs. W. Н. WILLCOX & Co., Ltd., have taken a building 
adjoining their main warehouses, 32, 34 and 36, Southwark Street, 
viz., 38, and are removing there on August 27th. "Their registered 
offices will in future be at 38. 

THE MIDLAND ELECTRIC MANUFACTURING Co., LTD., announce 
that Messrs. Downes & Davies, of 1-3, Stanley Street, Liverpool, 
have ceased to, represent them in Lancashire and Yorkshire. 
Until further representation in the district has been arranged, all 
orders should be directed to the heud office at Stafford Works, Rea 
Street South, Birmingham. 

Messrs. J. C. FULLER & Son, LTD., of Wick Lane, Old Ford 
Road, Bow, E., announce the reorganisation of their works and the 
laying out of new forming and assembling shops to cope with the 
increasing demand for their patent Block accumulators for auto- 
mobile, railway and lighting service. 
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For Sale.—The buildings, machinery, plant and good- 
will of the business of Messrs. Connolly Bros., Ltd., Blackley, 
Manchester, are offered for sale by tender as a going concern. 
See our advertisement pages in this issue. 


Aluminium Prices in 1913,—It is stated that the 
International Aluminium Syndicate has now fixed the sale price 
for the opening of business for 1918 on the basis of 80 marks per 
cwt. (£80 per ton), with the usual extras for certain sizes and 
qualities. At the same time only a portion of the output for next 
year is to be offered for eale at first, as the opinion prevails in in- 
terested circles that the production will scarcely be able to eatisfy 
the greatly increasing consumptien. Nevertheless, it is asserted 
that moderation has been observed in the fixing of prices, in order 
not to hamper the large development taking place in the in- 
dustries which work up aluminium into highly-finished articles. 


Prices Advance.—Owing to the continued increase in 
the price of raw materials, the BRITISH PROMETHEUS Co., LTD., 
announce to the trade an increase of 10 per cent. in their trade 
prices from September Ist next. 


Turret Clocks.—The SILENT ELECTRIC. Сток Co. are 
erecting four large turret dials for the Hovis Bread Co. on their 
new mills at Vauxhall Bridge. Each dial is 9 ft. 6 in. diameter. 


Private Arrangements,—NaTHANIEL JOHN KETHRO 
HOLDER, electrical engineer, trading as Price & Co., 21, Shooter's 
Hill, Cowes, Isle of Wight.—A circular has been issued to the 
creditors herein by Mr. W. C. Black, I.A., of High Street, Newport, 
Isle of Wight, which states that the debtor suspended payment on 
the 7th inst. With the concurrence of the principal trade creditors, 
Mr. Black has prepared a statement of the debtor's affairs, which 
shows unsecured liabilities of £116, all of which are due to trade 
creditors, There is a deficiency of £89. It appears that the debtor 
started trading in November, 1911, at 16, High Street, Newport, and 
21, Shooter's Hill, Cowes, in partnership with a Mr. S. H. Douglas. 
The latter had previously traded alone. No inventory was made of 
the assets taken over by the partnership. The businees was continued 
up to May of the present year, when a dissolution took place by mutual 
consent. Mr. Douglas then retired, and the debtor took over the 
assets and agreed to discharge the liabilities. No accounts were 
prepared when the partnership was diseolved. Early last month 
the debtor sold his Newport business to a man who had previously 
been in his employ. The sale price of the business was £29, of 
which £15 158. represented arrears of wages. The balance of the 


purchase price was used in paying creditors. A deed of assignment. 


has been executed, to which oreditors are asked to assent. 


Manufacturing in Canada,—A company established at 
St. Catherine's, Ontario, with a capital of $1,000,000 (about 
£205,500), has been incorporated under a Dominion charter, with 
a view to extending its operations of manufacturing electric 
motors, dynamos, transformers, switches, &c., as well as to manu- 
facture and deal in all kinds of metal.— Board of Trade Journal, 


Catalogues and Lists,—Tur Faunestock ELECTRIC 
Co., 129, Patchen Avenue, Brooklyn, N.Y.—Catalogue illustrating 
and pricing the Fahnestock spring-binding post for batteries, 
telegraph, signal, and other electrical work. 

MESSRS. Ross & Co., 62, Robertson Street, Glasgow. Two new 
catalogues. One of 32 pp. gives wholesale prices of ‘ Rosa" 
pocket lamps, torches, hand lamps, induction coils, and many 
other novelties and specialities. The other list (84 pp.) contains 
illustrations and prices of a variety of electric belle, telephones and 
accessories therefor. 

THE NATIONAL TIME RECORDER Co, 5, Blackfriars Road, 
London, E.C.—20-page catalogue giving full particulars, with illus- 
trations, of their time recorders and the purposes for which they 
are being employed in offices, works, &c. 

Messrs, W. Т. GLOVER & Co., LTD., Trafford Park, Manchester. 
Pamphlet illustrating and describing their Whipcord braided 
flexible cables for mines and workshops, and showing them in use 
in a large ordnance factory. | 

THE St. HELENS CABLE AND RUBBER Co., LTD., Warrington.— 
30-page pamphlet, with a serviceable cover, containing a copy of the 
new rules concerning electricity in miner. as published in March 
last by the Home Office, together with the company's own con- 
densed version of same. A page of useful cable notes is also given. 
Copies will be forwarded to any interested reader on application. 

Mrssks. BROLT, LTD., Princip Street, Birmingham.— Catalogue 
of 20 pages containing a fully illustrated description of their Brolt 
dynamo set for motor-car lighting. 


Electrochemical Schemes in Norway. A scheme is 
being promoted at Christiania for the formation of a company to 
work a new process for the extraction of nitrogen from the atmo- 
sphere. The share capital is stated, on the one hand, to be 
£549,000, whilst, on the other, it is assumed that it will be much 
greater, having regard to the circumstance that the undertaking, 
according to Mr. Eyde, will be of large dimensions if it is brought to 
a successful issue. The process relates to the utilisation of the 
method devised by Herr Serpek, which has been tested on a small 
scale in France. An application has been made to the Government 
of Norway by R. Blackstad for a concession to use the water-power 
of the Aura and the lakes formed by the latter in the north of the 
Gudbrandsdal Mountains. The available power ranges from a 
minimum of 197,000 H. P. to a maximum of 230,000 H. ., and would 
be used for electrochemical purposes, the total expenditure being 
estimated at E 2, 800, 000. | 


Consular Notes.—Spain.—The British Consul at 
Barcelona reporte that a Marconi station has been put up near the 
mouth of the River Llobregat, which flows into the sea about 
5 miles to the west of Barcelona. The station is situated between 
the mouth of the river and the village of Prat de Llobregat, which 
is some 5 miles inland. Another station has also been put up at 
Soller, a small town in the Island of Mallorca. The tariff is, for 
messages between towns in the Peninsula, 4°50 pesetas per 10 words 
and 45 centimos for each additional word, and the eame from the 
Peninsula to the Canary Islands and the Baleario Islande, or rice 
versa, For messages sent from ships: from Spanish veesels, 7°50 
pesetas per 10 words and 75 centimos for each additional word; 
from ships of other nationalities, 8°50 francs for the first 10 words 
and 85 centimos for each additional word. In both cases (Spanish 
vessels as well as foreign) the appropriate charge for the use of any 
of the landlines is additional. A Marconigram from the Peninsula 
or the Balearic Islands to New York costa 11°38 francs per 10 worde, 
as against 16 francs by cable, thus effecting a saving of 4°62 francs 
on every 10 words. From the Canary Islands to New York the coet 
is 19°18 francs per 10 words, as against 22 francs by cable, ога 
saving of 2°82 francs on every 10 words. A station was also being 
erected at Alicante, in the Consular district of Barcelona. 


United States.—The British Consul at Chicago reports that 
that town is one of the leading markets in the United States for 
electrical goods and supplies. In 1911 the estimated value of these 
goods manufactured in Chicago amounted to about £10,000,000, an 
increase of 5 per cent. over 1910, An even greater output is pre- 
dicted for 1912, as the largest factory has increased its capacity, 
and several eastern hcuses also report good advance eales, as well 
as those in the great west served by Chicago. The feature of the 
year was an increased number of customers with a decrease in 
volume per customer. The decrease in the large volume was due 
to the general industrial depression and lack of inclination to 
invest capitalin new planta. This depression, however, was much 
less severely felt in Chicago, it is stated, than in the Eastern 
States. The increase in small orders was due to the installation of 
electrical apparatus by small business houses and industries, and by 
large builders. Reports indicate a steady increase in the western 
business and further prospective advances in that in the south-west 
and south-east territory. 

France.—The British Consul at Lyons reports that the moet 
important development in the electro-metallurgical industry in 
his district during 1911 related to the production of aluminium 
and its by-products, the French manufacturers of which have 
formed themeelves into a company called L'Aluminium Francais, 
with a share and debenture capital amounting to 17,000,000 fr. 
(£680,000). The most interesting part of the combination lies in 
the fact that the new company has acquired the exclusive rights 
all over the world in the Serpek process of aluminium manu- 
facture, hitherto vested in the Nitride Co. (Société des Nitrures), 
who had in 1910 bought up the rights and plant (at Mulhausen) 
of the Swiss holders of the patent and had established experimental 
works in the valley of the Arc, near St. Jean de Maurienne. 

Large works utilising 40,000 H.P. are about to be established by 
the Aluminium combine for the purpose of manufacturing under 
this process, The alumina thus obtained will be used by the various 
aluminium works grouped together in the new organisation, and 
it is intended to carry on the production of the metal on a larger 
scale than ever, and to extend its use by all possible means. The 
conipany is also said to contemplate the erection of rolling and 
drawing works near Chambéry. It is calculated that, given 
sufficient water-power, the cost of the manufacture of alumina will 
be reduced, thanks to the valuable by-product of sulphate of 


. ammonia, from 200 fr. to 50 fr. per ton, a net saving of 150 fr. per 


ton, or 300 fr. per ton of aluminium. 

The Consul understands that the United States rights have been 
conceded to a subsidiary company with large financial resources, 
and that licences will probably be granted by the parent company 
for working the patent in other foreign countries. The production 
of ferro-alloys and patent steels in the electrio furnace grows apace 
in this district, there now being 12 factories engaged in this branch 
of the industry. The well-known works at Ugines (Savoie) for 
working the Paul Girod processes of producing electric ateels of 
great resistance have lately turned their attention to armaments, 
and have supplied shells tothe French and Russian navies. 

The output of the various products of the electro-chemical 
industry grows yearly—the chief articles produced being carbide of 
calcium, carborundum, chlorates, explosives, phosphorus and 
sodium. The Nitrogene Co. with works at Briancon, is still ex- 
perimenting with the manufacture of nitric acid by the Pauling 
electrical process, which consists of direct oxidisation by means of 
electric discharges. 

Porto Rico.—The British Consul in Porto Rico reports that the 
concession held by the West India and Panama Telegraph Co. 
expires during the coming year, and will not be renewed, as the 
Government wishes to encourage competition in the service. As 
an immediate consequence the following rates have been 
reduced :—Havana, from 28. 6d. to Is. 104d. per word; Canada, 
Nova Scotia, and New Brunswick. from 38. 14d. to 28. 4d. ; New 
York and Brooklyn, from 3s. 1}d. to 2s. 1d. ; U.S.A. East of 
Mississippi, from 3s. 144. to 28. 24d.; West of Mississippi, from 
За. 44d. to 28. b3d. and 2s. 7d. The rate to the United Kingdom, 
France, Germany, Holland, and Belgium, remains at 4s. 2d., as 
heretofore. 

China.—The British Vice-Consul at Changsha reports that the 
electric light works. after many delays, at length began w 
on June 2nd, of 1911, the current for the first fortnight.being 
supplied free of charge, and thereafter at the rate of 10 c. (about 
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22d.) per unit. It can hardly be pronounced a success, only some 
3,000 points in all having been installed ; the light is poor, break- 
downs are of frequent occurrence, and the management is wasteful 
and extravagant. Enterprises conducted in this manner can 
hardly compete seriously with kerosene oil, which it is the avowed 
aim of the company to do. 

The British Vioe-Consul at Hangchow reports that electric light 
has at last made its appearance in the city, but the plant is not 
capable of supplying light to more than & comparatively smal 
portion of the city. | 


LIGHTING and POWER NOTES. 


Aberdare.—A L. G. B. inquiry was held on August 14th 
respecting the application of the U.D.C. for a loan of £12,000 for 
the extension of the electricity undertaking. There was no 
opposition. 

Aeton.—Mr. S. Lord, accountant to the U.D.C., in his 
seventh annual report and abstract of accounts, issued this week, 
says that the electricity undertaking was, under the provisions of 
the Metropolitan Electric Supply Co. (Acton District) Act, 1911, 
transferred to the Metropolitan Electric Supply Co., Ltd., as from 
April 18 1911. As several financial matters connected with the 
transfer are still awaiting settlement, the accounts presented are 
in the nature of "suspense accounts.” Under this heading items of 
expenditure total £5,773, represented by wages and materials, 
mortgage debt, and amounts written off as irrecoverable. The income 
shows that the actual cash received from the company during the year 
was £3,894. Bank interest and amounts standing to the Council's 
credit on sundry accounts left a balance, at March 31st, of £829. The 
balance-sheet shows total liabilities £60,750. Assets and outlay 
include £54,978, the transfer of capital assets (suspense) account, 
cash in hands of treasurer, £4,947, and the balance of £829 in 
revenne (euspense) account. A sum of £2,500 received from the 
company as part consideration money for the transfer of the 
undertaking was credited to the district fund during the year, 


Afghanistan. News from Kabul states that the 
estimates and plans for the electrical installation at Jabal Siraj, 
north-east of the capita], have been prepared, and the work is to be 
begun immediately. Water power will be used, and 400 Afghan 
sappers and miners are to be employed in making the necessary 
channel. Four stations will be built between Kabul and the head 
works. The project is in charge of Mr. Jewett, who has received 
instructions to carry out the works. 


Argentina.—The Municipality of Florencio Varela 
(Buenos Ayres) have accepted the tender of Sr. Ramiro Giostro for 
an electric light station for public and private lighting. The cost 
of the station is to be $250,000. Public lighting is to be by means 
of 10-ampere lamps, at a cost of $26 per month ; private lighting 
40 centa per KW., and power 25 cente, 

The Municipality of Curuzu Cuatia (Corrientes) has signed a 
contract with Mr, Iturriaga for the erection of an electric light 
station. 

The Comisión de Fomento of Vera (Santa Fe) have applied to 
Government for permission to call for tenders for an electric light 
station —Reciew of the "Hiver Plate. 


Ashton-under-Lyne.—The electrical engineer to the 
Corporation has been authorised to arrange for the conversion from 
gas to electric light of 50 lamps in the principal streets. 

An agreement has been entered into between the Corporation and 
Messrs. John Hill & Son, Ltd., for the supply of electrical energy. 


Australia.—Under the New South Wales Industrial Act, 
a large number of Boards have been appointed to deal with 
disputes. Board No. 6 has to do with makers, fitters, repairers, and 
installers of electrical apparatus and installations, and persons 
employedin the maintenance of electrical apparatus and installations 
or in running electrical plant, excepting those in the employment 
of the Chief Commissioner for Railways and Tramways, the Metro- 
politan Board of Water Supply and Sewerage, the Hunter River 
District Board of Water Supply and Sewerage, those working elec- 
trical coal-cutting machines in coal mines. 


Bolivia.— According to the local Press, Senor Juan M. 
Canovas is making surveys for the establishment of a plant to 
generate electric energy by hydraulic power. The objects of the 
power station are stated to be the supply of electric light to the 
North and South Yungas districte and the working of the Yungas 
forests, It is proposed to extend the electric tramway from La 
Paz to the Yungas, in order to facilitate the transportation of 
timber.— Board of Trade Journal. 


Bolton.—The L.G.B. has sanctioned the borrowing by 
the Corporation of £20,000 for electric lighting purposes. 


Brazil.—At the commencement of the present year, the 
central station of the Rio de Janeiro Tramwaye, Light and Power 
Co., Ltd., was supplying current to electric motors, aggregating 
51.064 н.р, (36,221 H. P.), 288,985 incandescent lamps (173,417), 
7,523 aro lamps (5,253) and 1,709 electric fans (1,475). The 
figures in brackets réprepent the correeponding numbers at the 
beginning of the previous year. | 


Cheam (Surrey).—The P.C. has decided to use elec- 
tricity in place of gas in such streets as are provided with eleotric 
cable. 

Chesterfield,—The T.C. has received from the L.G.B. 
sanction to a loan of £7,000 for the following purposes :—Building 
extensions at the electricity works, £1,650; additions to plant, 
£5,360. 

The price of current for heating and cooking in the case of 
lighting customers has been reduced to 1d. per unit. 


China.— The westerly Chinese province of Sechuan, 
through which flows the Yangtse River, possesses numerous water- 
falls suitable for the generation of electricity. It possesses also 
mineral wealth in the shape of salt, natural gas, petroleum, iron, 
copper and lead, which only await capital and technical skill for 
their realisation. A step in their development is contemplated by 
the German Orient Bank, of Hamburg, which has made application 
for concessions to construct generating stations and build a net- 
work of electric railways from the capital Tchingtoofoo to Yunnan, 
Hupeh and Shansi. The provisional capital is already equipped 
with an excellent mint and arsenal, the outcome of German enter- 
prise. Elek. u. Masch. 


Continental Notes, —NonwaAv.—A firm near Larvik is 
harnessing the Hogstadfos Falls and the erection of the line for 
transmitting the power to Larvik has already been begun. Construc- 
tional work is to be finished by the spring of next year, when it is 
hoped that 8,000 H.P. will be available. 

A company has also received Government permission to make the 
necessary expropriations for the laying of an electric cable from 
the Boilefos Falls, in the Nidelven River, to Vindholmen, near 
Arendal, with a branch to Staknes, for transmitting electrical 
energy, equivalent to from 20,000 to 30,000 H.P., for the electrical 
smelting of iron and steel, & .- Board of Trade Journal. 

AUSTRIA.— The construction of the new generating station on 
the Wottawa River, which is projected by the T.C. of Bergreichen- 
stein, has been entrusted to the Vienna branch of Brown, Boveri 
and Co. It will be built on the Vinzenzsüge, at a cost of £10,000, 
and the current transmitted underground for the intervening dis- 
tance of 7 km. The station will form a part of the great scheme 
to cost £1,400,000 projected on the Wottawa River by the Bóhmer- 
wald Electricitüts Gesellachaft, in conjunction with the Union 
Bank and the International Electricitäts Gesellschaft, of Vienna.— 
Der Elektrotechniker. 

The Bohemian Landesculturrat, recognising the importance 
of supplying the agricultural industry with electricity for 
light and power purposes, has instructed the Provincial Committee 
to institute an inquiry among representatives of the agricultural 
interests regarding the erection and maintenance of power 
stations, by co-operative societies or otherwise, the probable call 
for current and other details.—Zeit. Ostr. Ing. u. Architekten 
Vereines, 

Schemes have been deposited both by the State Railway Depart- 
ment and by the firm of P. Hagyi Rioto & Co., of Vienna, for the 
utilisation of the water-power of the Faggenbeck, in the Kaunser 
Valley. The former proposes to appropriate only the falls on 
the river from Talboden to near Pruth, to provide current for 
working the State Railways, while the latter proposes utilising 
the whole of the falls by the construction of five weirs in con- 
nection with a large power station to supply current for industrial 
purposes. 

GERMANY.—A very comprehensive electrical exhibition is to be 
held at Krefeld this autumn. The use of electricity in minor and 
large industries, households, restaurants and hotels, in husbandry, 
the dairy, waterworks, irrigation, &c., will be practically demon- 
strated. The participation of many leading German firms is 
announced. and most of the available room is already let. 

The city of Ulm, in Wurtemberg, is to have a central power 
station, the River Argen being used to provide hydro-electric power. 
A chief and secondary station are to be built, near Steinenbach and 
Sattel respectively, at an estimated cost of £500,000. Some 
12,000 н.р. will be obtained.— Elektrotech. Zeitsehr. 

FRANCE. — The recent establishment of a power station at Hyeres, 
in the Department of the Var, is having the best results. Not only 
are neighbouring communes applying for concessions, but the great 
Creusot establishment has become a client to the extent of 300 H. P. 
—La Revue Pratique d' Electricité. 

HoLLAND.—The Dutch Government has decided to improve the 
harbours of Sourabaya and Macassar, in the Dutch East Indies, and 
has allotted & sum of 48,000,000 gulden for the purpose. The 
new quays and other works which will be built will be equipped 
with the electric light, and electrically-worked cranes and other 
applíances will be installed.— Elek, und Maschinenbau, 


Darton (near Barnsley).— Councillor Hanby has given 
notice of his intention to propose at the next meeting of the U.D.C. 
that the question of the electric lighting of the township be 
discussed. 

Dundee.—A report by Mr. Harry Richardson, the 
Corporation electrical engineer, on the proposal to still further 
extend the undertaking at a cost of about £50,000, has been eub- 
mitted to the Electricity Committee and adopted. It was agreed to 
ask for tenders. In his report Mr. Richardson pointed out that in- 
oreased business which had taken place, and which would probably 
be added to in the immediate future, rendered it necessary to pro- 
ceed with an extension of the plant immediately. Having regard 
to the fact that from 10 to 12 months were required for the 
delivery of new machinery, which time might be further extended 
by industrial unrest, the order should be placed as early as 


possible. The engineer further explained that he proposed to put 
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in a new generating set of about double the capacity of either the 
existing ones at Carolina Port, and to allow space for a further set. 
All the necessary boilers, switchgear, auxiliaries and accommodation 
required for the extension would, of course, have to be proceeded 
with also, and he estimated the cost of the extension at £49,000. 
The town clerk explained that the department had received from 
the Scottish Office fresh borrowing powers to the extent of £68,000. 
and this had been obtained without any expense whatever—not 
even a deputation to London. Mr. J. M. Nairn, convener of the 
Committee, said that if they did not make such provi- ion as was 
suggested, they would find themselves in the position of having to 
refuse to take on consumers. 


Ealing.— Тһе annual report of Mr. J. D. Knight, 
borough electrical engineer, covers the seventeenth year of work- 
ing of the undertaking, and shows that the past year's trading has 
been very successful. The output was nearly 70,000 units in 
advance of the previous year, the number sold totalling 1,573,968, 
and the income has increased in an even greater ratio, the total for 
the year being £25,318, an advance of £1,302. The capital outlay 
during the year amounted to £6 354. Out of the year's revenue, a 
sum of £8,510 has been allocated to the repayment of loan capital, 
the repayments to date totalling £72,399, equivalent to 33'8 per 
cent. of the borrowed capital of the undertaking. Charges for 
interest. £5,029, were also defrayed out of the year's revenue. The 
gross profit for the year was £15,792, equal to 74 per cent. on the 
total loan capital. From the gross profit, charges for interest and 
sinking fund payments, audit fees, contributions to bad debte, 
reserve and loan redemption fund, &c., amounting in all to £14,474, 
were paid, leaving the net profit on the year's working £1,317. A 
substantial reduction is shown in the cost per unit, Whereas, last 
year every unit sold cost 3°974d., this year the cost has only been 
3˙938, nearly 1 per cent. reduction, and represents a saving of £240. 
The nuinber of consumers increased to 4,550. A feature of the year 
was the large number of old houses and shops—totalling 52— which 
have installed electricity. This represents nearly 21} per cent. of 
the consumers added during the year, and shows that property 
owners are recognising that money spent on an electrical installa- 
tion is fully recouped in the enhanced letting value of houses. 


Fermoy, Co. Cork.—4At a meeting of the Urban Council 
on the 17th inst., the chairman said he had received a communica- 
tion from a firm offering to carry out an electric lighting scheme 
for the town. Не took it on himself to write and say that the 
Council was prepared to give the firm every facility for the installa- 
tion of the proposed scheme for electric lighting. 


Greenock.— The Electricity Committee has decided that 
they cannot undertake to give a supply to the power users in Port 
Glasgow, unless the Port Glasgow T.C. is willing to furnish a 
guarantee not to sanction an application by any other competent 
authority to enter Port Glasgow for a period of 30 years. Port 
Glasgow Electricity Committee recommends that the Council do 
not give the guarantee asked for. The deadlock isto regretted, as 
the shipbuilders in Port Glasgow desire a supply of electricity. 

The Electricity Committee recommend that Mr. J. A. Robertson, 
their engineer, be granted an honorarium of £50. The surplus of 
£5,255 shown in the accounts of the department for the past year 
will be allocated as follows :— £3,000 to reserve fund (double the 
: mount required by the B. of T.) £2,000 to the relief of burgh 
rates, and £225 to be carried forward to next year's account. 


Honiton.— The B. of G. on Saturday last, decided to accept 
the offer of the Devon E. L. Со. to install the electric light at the 
workhouse for £35, and to supply current at 4d. per unit. The 
Gas Со.'в tender was £54 and 48. 2d. per 1,000 cb. ft. 


India.—The municipal authorities of Kurrachee are 


meditating large harbour improvement works and the installation 
of up-to-date goods handling appliances. 


Kingswood.— With reference to the proposed revocation 
of the E.L. Order, 1904, held by the Kingswood Electric Supply 
Co., to which reference was made in a recent issue of the ELEC- 
TRICAL REVIEW, the B. of T. has extended the order until the end 
of the current year. 


Liverpool.—4A Special Committee has been appointed to 
investigate the position of the Corporation electrical undertaking, 
and the staff arrangements necessary in view of the retirement of 
Mr. Bromley Holmes, the consulting electrical engincer. 


Lossiemouth.—4A special meeting of the T.C. has dis- 
cussed the lighting of the town by electricity. A report by 
Mr. J. Alex. Bell, city electrical engineer, Aberdeen, on the schemes 
of electric lighting companies which had previously been submitted 
to the Council, was considered. After consideration, the Council 
resolved to proceed with & scheme for lighting thetown by electric 
light, provided the cost of the scheme does not exceed a certain 
figure, and Mr. Bell was appointed engineer, on certain conditione, 
to prepare plans and specifications with the view of offers being 
taken for the execution of the works. 


Peterboro'.— The annual report of the Corporation Elec- 
tricity Works has just been issued. For the year ending March 31st 
last, 892,934 units were generated. During 12 years, deficits paid 
from the District Fund of the city have amounted to £7,547, but, for 
some years past, the works have shown а considerable balance to the 
good. A bad break in the record of success was incurred in 1909-10, 
an expensive arbitration with the tramway company running away 
with £1,583 from the rates. Another arbitration is now pending. 


Rochdale.—The Gas and Electricity Committee has 
decided, on the Works Sub-Committee's recommendation, to eupply 
electricity in bulk to the Milnrow district. 


St. Mellons.—The South Wales Electrical Power Distri- 
bution Co. has informed the R.D.C. that it intends applying to 
the В. of T. for a prov. order for electricity supply for the pariehes 
of Bedwas and Machen Upper. The Council has asked the com- 
pany for its proposed scale of charges for current. 


Surbiton.— Messrs. Callender's have agreed with the 
U.D.C. to pay interest and sinking fund charges at the rate of 64 
per cent. per annum in regard to legal expenses and fees which 
were not included in the loans sanctioned for electric lighting. 


Wakefield. The T.C. has decided not to support the 


Bill seeking powers for local authorities to provide electrical 
fittings and to undertake wiring work. 


Weardale,—A scheme for supplying electricity to Wol- 
singham, Frosterley and Stanhope, has been submitted to the 
R.D.C. by Mr. A. Martin, of Wolsingham, but the Council has 
decided to take no steps in the matter. 


Whitehaven,—The T.C. has sanctioned the purchase of 
of an electrical cooking outfit, the electrical engineer having 
expressed the opinion tbat there is a large field for hiring out such 
utensils, as cooking by electricity can be dcne with more satisfactory 
results and more cconomically than with any other form of 
heating. 


TRAMWAY and RAILWAY NOTES. 


Ashton-under-Lyme.—4As the result of an interview, the 
threat by the Hurst Council to close the tramway in its district 
has been withdrawn. The truce will last for one month. The 


10 years' agrcement between the two authorities expired on the 
16th inst. 


Australia,—The Hobart Electric Tramway Co. (Tas.) 
bas accepted the Hobart Council's offer for the purchase of the 
tramways; the price offered was £210,000. A Bill to obtain the 
necessary authority from Parliament to borrow the money bad 
been drafted in anticipation of the acceptance of the offer. It has 
not yet been decided by the City Council whether the money ehall 
be obtained from the Government under tke Local Government Act 
or borrowed from the general public by mcans of debentures, 


. Chile.—Plans submitted by Don Horacio Valdés for the 
construction of an electric railway between Santiago and Penaflor 
have been approved. Three ; (ars are allowed for carrying out the 
work. 


Continental Notes,—Swktpex.—Since the exhaustive 
trials made some years ago near Stockholm with electric traction, 
the question of the electrification of the State railways has been an 
order of the day. Those trials led, at the time, to the prc- 
posals for the electrification of the scuthern network, and 
to the conversion of the frontier railuay. There can be no 
doubt, however, that the present Swedish Government will wait 
the results of experience from the working of the lines now 
in hand before proceeding with the larger schemes. This 
is shown by the admission of the Minister for the Home 
Department in Parliament recently, and also by the fact that no 
plans for large electric conversions have been drawn up. In the 
course of reference to the Tomteboda-Wartan line which is being 
electrically worked, the Minister observed that it afforded no data 
as to the cost of rolling stock. Nevertheless, electric working for 
local traffic was a solved problem. Electric working on an extended 
scale was, moreover, a necessity for Sweden, as thereby she would 
become independent of foreign coal, and her own sources of power 
would be better utilised. A surplus would also remain for appro- 
priation for other purposes. Experience in other countries showed 
that electrification in some cases was advantageous; in other cases 
not ко. In no case, however, were the circumstances exactly com- 
parable with those in Sweden ; whence it followed that they must 
obtain their own experience. Electrification could not, therefore, 
be considered until data regarding the extent of the country's water 
resources were obtaincd, and extensive tests over lengthened periods 
carried out. The frontier railway, when completed, would supply 
conclusive data. Furthermore, the resulta of the building of the 
northern internal line, with its branch to the main line, must be 
awaited. Lastly, the Mirister declared that at the present time it 
remained to be considered whether various local lines were being 
electrified as quickly as was desirable. On the supposition that 
their electrical working was remunerative, plans for their con- 
version would shortly be prepared.— Elektro. und Maschinenbau. 

SPAIN.—The Municipal Council of Cartagena has granted a con- 
cession for the establishment of an electric tramway in Cartagena 
which shall also supply that city with electric light and power. The 
concession is for 40 years, at the expiration of which period the 
city has an option on the purchase of the plant at 80 per cent. 
of its value at that time. The concession is granted on condition 
that the concessionaire negotiates a loan of £80,000 in favour of 
the municipality ; failure to negotiate this loan voids the con- 
cession.— Financier, | 


Р (Continued on page 303.) 
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THE QUEEN'S HEAD ELECTRIC RESTAURANT. 


SOME few months ago the electrical Press was privileged to 
inspect the equipment of the Queen's Head Electric 
Restaurant, which forms such a prominent feature of the 
“ Shakespeare's England” Exhibition at Earl's Court this 


year. 

Through the courtesy of Mr. R. S. Downe, of the Brompton 
and Kensington Electricity Supply Co., the hon. manager 
of this restaurant, we were able to give a general description 
of the apparatus then installed, and he has kindly placed at 
our disposal further information based on experience gained 
during the period in which the restaurant has been in 
daily use. 

It may be remembered that the catering is in the hands 
of the London Home Delicacies Association, of 9, New Bond 
Street, W., and that the electric restaurant was fitted up by 
arrangement with the British Electrical and Allied Manu- 
facturers' Association, and the Electric Supply Publicity 
Committee. 

The equipment was supplied by the following firms :— 
Messrs. The Electric and Ordnance Accessories Co., Ltd.; 
Ferranti, Ltd.; General Electric Co., Ltd.; T. & J. 
Jackson, Ltd.; Purcell & Nobbs; Siemens Bros. Dynamo 
Works; and Bertram Thomas. A detailed list of the 
apparatus supplied by these firms appeared in our pages at 
the time. 

The manufacturers supplied apparatus from stock, mostly 
of the domestic type, and although this apparatus worked 
satisfactorily, it was found that it was not suitable for 
restaurant purposes, owing to its not being capable of 
meeting the large simultaneous demands for grills, &c. 

To meet this difficulty the Publicity Committee supple- 
mented the equipment with several pieces of special 
restaurant apparatus which have proved to be capable of 
meeting the sudden rushes in the restaurant, and have given 
every satisfaction to the chefs both as regards convenience, 
cleanliness and quality of cooking. 

The principal additions have been a combined griller, 
toaster and hot cupboard of the following dimensions :— 
5 ft. 6 in. wide, 6 ft. high, and 1 ft. 10 in. back to front, 
comprising two grilling compartments21 in. x 18 in., givinga 
total grilling space of 5] sq. ft. Between the grills there is 
a centre chamber, forming a hot cupboard, and over this a tier 
of hot cupboards, with sliding doors, running the full length, 
and a heating space under the grill, fitted with grids. "The 


Fic, 2.—GENERAL VIEW OF INTERIOR OF RESTAURANT. 


grilling elements are sub-divided into six sections, each of 
2,500 watts, each section being controlled by an Admiralty 
pattern pull-and-push switch. 
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Fig. 1l.—THE QUEEN'S HEAD ELECTRIC RESTAURANT, 
EARL'S COURT. 


There has been a big demand for grills in the restaurant, 
and the following is typical of the demand made each 
evening between 7.30 and 9.30 :— 

Rump steaks, 24 ; fillet 
steaks, 12; loin chops, 
20; chump chops, 8; 
cutlets, 46; kidneys, 20 ; 
tournadoes, 18; ham, 4; 
sausages, 12; salmon 
steaks, 17; soles, 3 — 
making a total of 184. 

Current supplied to 
each half of the grill, and 
to all pieces of apparatus 
in use is metered, the 
current consumption on 
the grill working out at 
between a quarter and a 
third of a unit per grill, 
according to the demand. 

It must be borne in 
mind that a grill varies 
between a  porter-house 
steak and two  devilled 
kidneys. The consistent 
excellence of the grilling 
has been much commented 
upon, and the uniform tem- 
perature conditions greatly 
appreciated by the chefs. 

A vegetable steamer has 
also been added having a 
capacity of 160 lb. of potatoes per hour, or an equivalent 
amount of puddings and fish. The overall dimensions of 
this steamer are 4 ft. 10 in. high, 1 ft. 9 in. wide, and 
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2 ft. 4 in. back to front. It contains five wire vegetable 
baskets, each 20 in. x 13} in. x 3 in. deep, and is fitted 
with an automatic supply system which keeps the steam 
generator supplied with water automatically. 

The cooking is done under a pressure of steam varying 
from 5 to 75 lb. рег sq. in., and the steamer has a maxi- 
mum loading of 5 Kw., arranged in two heats. 
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FIG. 3.—VIEW OF THE ELECTRICAL COOKING APPARATUS AT ONE END OF THE RESTAURANT. 


In practice it is found that 2} Kw. is sufficient to keep 
the apparatus working at full capacity. 

A restaurant type Bain Marie has also been added, con- 
taining six vegetable containers and four sauce pots, heated 
by an open type water bath. The size of this apparatus is 
64 in. long, 34 in. high, 22 in. back to front, and it has 
been found of sufficient capacity for the whole of the vege- 
tables and sauces required in the restaurant. 

One carving table has been found capable of handling all 
the joints required for 
the restaurant, and the 
hot cupboards under- 
neath have had a 
sufficient capacity for 
heating all the plates 
and dishes required. 

The fish fryer has 
been worked very hard 
since it was installed 
at the opening of the 
Exhibition, and the 
chef is very satisfied 
with its behaviour. 
The articles cooked 
have been so numerous 
it has been difficult 
to keep account of 
them, but it has dealt 
with the whole of the 
fish fried and potatoes. 

Practically all the 
roasting has been done 
in an Eclipse oven of 
boarding house size, 
and a Bertram Thomas 
oven, No. 2 size. To 
give some idea of what 
can be cooked in two 
ovens, the following articles were roasted to meet a 
Saturday's demand :—Two sirloins of beef, one fore-rib of 
beef, 50 to 60 lb. of beef, one whole lamb, eight ducks, 
10 chickens and six or seven large fruit tarts. 

Both these ovens have worked splendidly since the opening 
of the Exhibition, and are in daily use. 

The large ham boiler has given no trouble, and three 


York hams are being regularly cooked in about five to six 
hours. 

The small grills supplied by Messrs. Purcell & Nobbs, 
Messrs. T. & J. Jackson and the General Electric Co. worked 
exceedingly well, and since being replaced by the large grill 
are being used for making toast and grilling fish. 

In the views some of the apparatus is clearly shown, but 
Several pieces are hid- 
den by the counters. 

The Eclipse hot 
water urns and the 
Siemens cafó-au-lait 
have been working 
daily, and occasionally 
have served 150 teas 
in one and a half 
hours; these urns 
would be greatly im- 
proved if the filling 
was carried out auto- 
matically. 

In addition to the 
main cooking equip- 
ment, the  manufac- 
turers have supplied 
a large assortment of 
electrical accessories, 
which have been 
shown working, and 

- have created consider- 

able interest, at the 
Information Bureau 
in the restaurant; a 
large amount of 
literature dealing with 
the electrical accessories has been distributed amongst the 
customers. 

The electrical cooking equipment is the largest which has 
so far been got together, and the chefs who have been 
working it have been very pleased with the comfortable 
conditions under which cooking has been carried out. 
Practically all the cooking has been done in the restaurant 
itself, and as the atmosphere has remained quite fresh, this 
points to the fact that with attention to the ventilation, 
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FIG. 4.—THE LARGE ELECTRIC GRILL, QUEEN'S HEAD RESTAURANT, 


cooking may be carried out on a considerable scale by elec- 
tricity in places where it has not previously been possible. 

The number of meals served in the restaurant works 
out approximately at 1,200 luncheons and dinners, and 
500 teas per week, making an average total of 1,700 meals, 
RÀ the units metered at the apparatus are some 1,500 per 
week. 
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ELECTRIC FARM EXHIBIT IN AMERICA. 


A RECENT issue of our trans-Atlantic contemporary, the 
Electrical Review and Western Electrician, contains a very 
good account of a portable exhibit of electrical farming 
machinery and appli- 
ances, which has been 
got together by the 
Edison Electric Illu- 
minating Co., of 
Boston. 

Some months ago 
the superintendent of 
this company inspired 
his associates with the 
practicability of an 
enterprise of this sort, 
and we gather that, 
for six weeks prior to 
the present month, the 
attendance of potential 
users — not including 
mere sightseers—aver- 
aged about 100 a day. 

The exhibit, or 
“The Farm," as it 
is termed, consists 
of some 40 large 
pieces of apparatus 
and farming tools, 
together with 30 or 
40 of the ordinary 
and smaller appli- 
ances, in a big tent, 
60 x 106 ft. in size. All the apparatus is practical for 
use and for economic service on the average farm. Each 
appliance is plainly marked with its name, the manufacturer, 
its price, and the cost of operation. The price is retail, and 


includes the machine, its motor, and everything ready for 
In the front of the tent, display 


actual service on the farm. 
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FIG. 6.—THE DISTRIBUTION BOARD CONTROLLING THE COOKING CIRCUITS. 
QUEEN'S HEAD RESTAURANT (page 300). 


signs have been placed, to add some of the drawing effect of 
the high-class circus. The tent is lighted by 500-watt Mazda 
lamps inside and by luminous arcs outside. 

Two electric trucks, one of 2-ton capacity by the General 
Motor Truck Co.; and another of 700-lb. capacity manu- 
factured by the Walker Vehicle Co., are used in connection 
with the farm for hauling material to and fro. A special 
feature of the truck service has been the demonstrations for 
the neighbouring farmers. Wherever the farmers have 
shown interest in the truck, the vehicle suited to the service 
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has been sent out to haulloads on the farm. From time 
totime material has been carried from farms into town, or 
vice versi. The result has been that many of the farmers 
have now a practical knowledge of the working efficiency of 
an electric truck on the farm, and are considering its 
adoption. 


FIG. 5.—DEMONSTRATION TABLE AND INFORMATION BUREAU FOR SMALL APPARATUS, 
QUEEN'S HEAD RESTAURANT (page 300). 


A partial list of the apparatus shown on the farm is as 
follows :—Cider mill, vegetable cutter, electrobator, electric 
brooder and bone cutter, milk tester, milking machine and 
vacuum-cleaner outfit, butter churn, cream separator, bottle- 
washing machine, grindstone, horse clipper, forge blower, 
circular saw, wood saw, wood splitter, portable breast drill, 
furnace blower, meat 
chopper, oat crusher, 
electric pump for 
farm storage supply 
system and  irriga- 
tion, pumping jack for 
attachment to wind- 
mill outfits, motor- 
operated sewing ma- 
chine, vegetable peeler, 
battery-charging rec- 
tifier outfit, icecream. 
freezer, corn sheller, 
$ clover cutter, feed 
PON ИШ grinder, friction wind- 

lass, ensilage cutter, 

hay unloader, electric 

57 kitchenette, washing 

; machine, flat-irons, 

у and electric house- 

—— hold utensils, as well 

po as buffing and grind- 

S ing outfits, and all 

5 > ee ae electric appliances for 

n —— use in a carpenter or 
repair shop. 

The authoritative 
tests of the effi- 
ciency of some of the 

important pieces of apparatus at the farm show the follow- 
ing results :— | 


Clover Cutter.—0'5-H.P. motor; rate per hour, 41 lb. of finely 
cut clover ; KW.-hours рег 100 1b., 0 870; average H. P., 0°48. 

Milking Machine.—Capacity, 10 machines, 20 cows; 3-H.P. 
motor; tests, eight machines used, 90 cowa milked; give 432 
quarts milk; rate per hour, 91 cows; KW. per hour, 0°019; 
average H. P., 2'3. 

Corn Sheller.—Capacity, 26˙5 bushels Flint corn per hour; Kw.- 


hours per bushel, 00278; average н P., 0°98. 


Washing Machine. Capacity, six sheets per washer- full; 
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0 125-Н.Р. motor; rate per hour, six washer-fulls ; KW.-hours рег 
washer-full, 0'0232 ; average H. P., 0'187. 
Feed Grinder.—Capacity, 6'2 bushels per hour with 5-H.P. motor; 
grinding shelled Flint corn fine; rate per hour, 6'02 bushels; 
Grinding Flint 


KW.-hours per bushel, 0'710: average H. P., 5'9. 
ear corn fine, - 
bushels per hour; 
5-Н.Р. motor; KW.- 
hours per bushel, 
0'888 ; average H. P., 
4'7. Grinding Flint 
corn and oats, half 
and half, 4'6 bushels 
per hour; KwW.-hours 
per bushel, 0'821; 
average H. P., 5°08. 
Oat Crusher,— 
Capacity, 50°5 bushels 
per hour; 2-H.P. 
motor; KW. - hours 
per bushel, 10°5; 
average H.P., 3°04. 
Ensilage Cutter.— 
Capacity, 2:6 tons of 
rye per hour; 10-H.P. 
motor, KW.-hours per 


ton, 3'11; average 
H.P., 11'8. 
The farm is 


equipped with a 
motor on a port- 
able truck, which can be moved from place to place and 
connected up with any piece of apparatus. This shows the 
practicability of portable electric power on the farm. 

The milking tests prove very attractive for the people, 
and there is always a crowd at the evening milking time. 


PoRTABLE TRUCK WITH FEED CUTTERS, GRINDERS, &c. 


FLECALY 


ELECTRIC HAY UNLOADER IN USE, 


ELECTRIC TRUCKS USED AT THE FARM EXHIBITION, 


towns during the summer, having, in the first instance, been 
located near Boston. 

Although American and English farming methods differ 
considerably, and English farming is not generally ac- 
counteda very lucra- 
tive undertaking, 
there is good reason 
for supposing that 
considerable scope 
exists in thiscountry 
for electrical farm- 
ing developments in 
certain districts — 
indeed, we have in 
mind a charming 
rural area in this 
country centring 
on an old cathedral 
city where, through 
the enterprise of 
the electrical engi- 
neer, many local 
farms have been 
supplied with elec- 
tricity by cheap pole 
lines, and are using 
both electric light and power for various purposes. 

It is also well known that great progress has been made in 
Germany, which country is one of our best customers for 
steam ploughing tackle, in the introduction of electric 
ploughing, as well as in the minor applications of electricity 
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Cow WITH ELECTRIC MILKING APPARATUS. 


FARM EXHIBITS IN FOREGROUND AND HOME SECTION 
IN THE DISTANCE, 


ELECTRIC FARM EXHIBIT IN AMERICA. 


Practical milking demonstrations have been given at large 
near-by dairy farms, to the great satisfaction of dairymen. 
The exhibit, we gather, is resulting in excellent business, 


and purchases of apparatus are directly traceable to the 
inspiration gained by visitors; it is to be moved to various 


to farm work, while reference to our columns last week shows 
that both in Australia and Canada developments along the 
same lines are being made. | 

In conclusion, we have to thank our contemporary for the 
illustrations which appear on this page. 
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TRAMWAY and RAILWAY NOTES. 


(Continued from page 298.) 


FBANCE.— The trials to which we referred last week, with a new 
combined electric locomotive and passenger coach intended for the 
French State railway line between the Invalides station (Paris) and 
Versailles, were made with & coach which runs on & couple of four- 
wheel bogies, and is entirely constructed of iron and steel, with the 
object of obviating any risk of fire. It contains not only the driver's 
portion, but also first and second-class passenger compartments and 
a luggage department, so that during the slack period it can be used 
аз а complete unit, while at the busy times, trailer-cars can be 
added. The electrical equipment comprises two 250-H.P. motors, 
which will enable the machine to attain a speed of 50 miles per 
hour on the level, and from 31 to 38 M.P.H. on the gradients. The 
coach, which can be driven from either end, has a total length of 
nearly 71 ft. 

The Compagnie Generale d'Omnibus, which runs a large fleet of 
petrol motor-'buses in Paris, is reported to be &bout to make some 
trials of a new electrically-propelled omnibus. 

A scheme for the electrification of six railway lines 
radiating from Valenciennes is being promoted, viz.: Valen- 
ciennes to St. Amand, Condé, Bonsecours, Hergnies, Denain, and 
Blanc Misseron. 


Dewsbury.— The recent action of the Yorkshire (Heavy 
Woollen District) Electric Tramways Co. in establishing a general 
increase in tramfares on its system has called forth, as might have 
been expected, quite a storm of protest on all hands. The latest 
expression of disapproval is a resolution of the General Purposes 
Committee of the Dewsbury T. C., who, in addition to protesting 
against the increases in passenger fares, instructed the town clerk to 
ask the Batley Corporation and the District Councils of Birstall, 
Heckmondwike, Cleckheaton and Gomersalto take similar action. 
At the meeting last week at which this resolution was pasged, a 
letter was read which had been received from Huddersfield Cor- 
poration with reference to the proposal to extend the Hudders- 
field tramways from Cooper Bridge, through Mirfield and to a 


point within the borough of Dewsbury, and was referred to a 


special committee. 


Dundee.—The attention of the Corporation Tramways 
Committee was directed by a communication from the Municipal 
Tramways Aseociation to the fact that the Post Office authorities 
were reeking to place bare telephone wires over trolley wires, and 
to call upon local authorities to erect guard wires to protect there. 
The Association had approached the Postmaster-General with a 
request that he should receive а deputation on the subject, but no 
reply had been received, and it was suggested in these circum- 
stances that Dundee Corporation and other authorities in the event 
of a request being made to them to have guard wires erected, 
should refuse until the point in dispute had been settled. The 
manager supported the proposal, and the Committee agreed. 

It bas been suggested to make use of tramway poles for 
street lighting purposes. On the opinion being expressed that the 
B. of T. would disallow gas-pipes being attached to electric 
standards, it was pointed out that they might be led up the 
outside of the standards, and properly insulated. The Corporation 
Lighting Committee is to have a report on the matter from a 
Special Committee. 


Huddersfield.— Members of the Huddersfield Tramways 
Committee, accompanied by the tramways manager and surveyor to 
the Huddersfield Corporation, together with the surveyor to the 
Mirfield U.D.C., have made an inspection of the proposed Mirfield 
tramway route. 

The Dewsbury Corporation has appointed a special committee to 
consider and report upon the proposal of the Huddersfield Corporation 
to extend its tramway system into the boundary of Dewsbury. 

The Elland District Council has also received a communication 
from the Corporation, asking whether the offer of the Council made 
some time ago to subsidise the tramways to the extent of £100 per 
annum for a certain period, still holds good, seeing that the Cor- 
poration now proposes toobtain Parliamentary powers to extend its 

to Elland. The District Council has decided, before 
definitely replying to ascertain what steps other authorities are 
taking in the districts which the Corporation ргороғев to touch by 
its extended system. 

The Linthwaite U.D.C. has consented to an extension of the 
Huddersfield tramways from the terminus at Linthwaite to the 
boundary at Slaithwaite. 


Keighley.— A recommendation has been made that a 
scheme be prepared for a system of railless trolley vehicles between 
the tramway terminus at Ingrow and the junction of Haworth Road 
and Hebden Road, and to obtain tenders for the necessary equip- 
ment. : 


L. & Y. Electrical Services.— This company has been 
experimenting recently with a new type of electric locomotive, 
which it is proposed to use for hauling goods traffic on the electrified 
lines. Tests have been carried out between Marsh Lane and 
Aintree, the new locomotive drawing about 700 tons up this 
gradient. If the present experimenta are entirely satisfactory, 
larger engines of the came type will be provided, chiefly for use in 
connection with the goods traffic between the Liverpool docks and 
local stations. j i ae 


New Zealand,—The Board of Management of the 
Wellington City Tramway services have issued a lengthy report on 
the subject of losses incurred in working the cars. Recommenda- 
tions are made to shorten some of the ld. fare sections, to with- 
draw concessions which favour distant places, to limit scholars’ 
tickets to those under the age of 17, to institute a minimum 3d. 
fare on Sundays and to issue blocks of 14 1d. tickets for 1s. 


South Africa.—The ratepayers of Bloemfontein have 
agreed to borrow £80,000 for the flotation of a scheme to provide a 
system of railless traction. A poll, however, was demanded by the 
opponents of the scheme. 


Widnes.,—At a T.C. meeting recently it was reported 
that there had been a loss on the motor- bus service for the 
past three montbs of £560, and a reduction in the passengers carried 
of 96,000 compared with last year. The clerk said the actual loss 
on the running was £285, and the total was made up by interest, &c., 
because the Government forced them to pay the money back in five 
years. 


TELEGRAPH and TELEPHONE NOTES. 


Australian Wireless Notes. — According to the 
Stundard, the final settlement of the wireless dispute has been de- 
layed by the illness of the Postmaster-General, the Hon. Charles 
E. Frazer. It will be recalled that the Commonwealth Government 
had expressed its willingness to pay a fair price to the Marconi Co. 
for the use of patents said to have been infringed in the system 
adopted by the Federal Post Office. The local representatives of the 
company have offered to accept £50,000 for the Marconi rights 
involved. 

Mr. J. C. Baleillie has been testing for the Commonwealth 
authorities the  radio-telegraphic installations at Adelaide, 
Brisbane, Hobart, and Melbourne, which are on the point of 
being taken over by the Australian Postmaster-General. At 
Adelaide and Brisbane the installations are of a hybrid 
character, a ground wire system being used in conjunction with 
masts 140 ft. high. The effect’ of the combination is said to 
reduce the marked difference between the day and night ranges 
of communication. At Melbourne, where the mast is 185 ft. high, 
the day range is 400 miles, as against 1,500 miles at night. 


France, — For the convenience of the French commercial 
world, the wireless telegraph station at Bordeaux has now been 
opened for the tranmission of ordinary private messages. 


French Telephones.— The Administration des Postes 
et Telegraphes have decided on the establishment of telephone and 
telegraph lines in 57 towns and townships throughout France. 
The following 12 cities have also decided to set up or extend their 
municipal telepbone and telegraph systems :—Caen, Rouen, Hon- 
fleur, Troyes Laval, Deauville, Marizy, Levallois, Montagnao, 
Malakhoff (Seine), Casteljalous and Beauville.— /егие Pratique de 
Г Electricité, 


Japanese Cable Extension,— It is reported that owing 
to the pressure of messages, the two telegraph cables between 


Tokio, Japan, and the Island of Formosa, are quite unequal to the 


demand, and that negotiations are in hand for the laying of a third 
cable between the two places. 


Proposed New Cables,—It is announced in the London 
Gazette that an application has been received by the Board of Trade 
from the Great Northern Telegraph Co., Ltd., of Denmark, for a 
licence to lay down and maintain, upon the foreshore and bed of 
the sea at Newbiggin-by-the-Sea, Northumberland, two additional 
telegraph cables, one from Denmark and one from Sweden. 


South American Wireless Developments, — The 
Telefunkengesellschaft, of Berlin, has just successfully inaugurated 
a wireless connection across South America, from Lima on 
the West Coast to Para on the East Coast. This connection, which 
passes for 3,400 km. over primeval forest land, is the longest yet 
effected by the Telefunken system. The Andes range, 5,000 to 
6,000 metres high, and the primeval forest districts along the 
Amazon River, are thus bridged without the aid of telegraphic 
cable. Telegrams given in at Lima are forwarded to Manaos on 
the Amazon River and their contents then dispatched per wireless 
to Para, 1,200 km. distant.— Hlektrotechnische Nachrichten. 


Vatican’s Wireless Station.— A wireless telegraph 
station is to be installed shortly atthe Vatican, under the direction 
of Signor Marconi. 


Wireless Telegraphy at Bangalore,—Mr. Simpson, 
chief electrical engineer, Indian Telegraphs, visited Bangalore 
recently to examine conditions as to the suitability of this station 
for a wireless installation and to confer with the local authorities on 
the subject. It is by no means certain, in spite of previous state- 
ments, that Bangalore has been, or will be, decided on as a centre. 
Much is likely to depend on the result of Mr. Simpson's investi- 
gations. : 
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CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberaman.— September 11th. Electrical fittings, for 
the Powell Duffryn Steam Coal Co., Ltd., 101, Leadenhall Street, 


London, E. C. Stores Manager, Aberaman, near Aberdare (Form 
Jo. 26). 


Australia. — New SOUTH WALES.— September 25th. 
Trunk line switchboard, for the P. M. G.'s department. See “ Official 
Notices to-day. 

October 2nd.— N. S. W. Government Railways. Six 1, 000-Kw. 
sub- station units to specification No. 357. Specification (108.) from 
Electrical Engineer's Office, 61, Hunter Street, Sydney. 

October 16th. — N.S.W. Government Railways. Two 5-ton 
electrically-driven travelling cranes, for the Randwick workshops. 
Specification No. 365 (5s.). Electrical Engineer's Office, as above. 

SOUTH AUSTRALIA.—October Ist. Telephone switchboards at 
Unley, Adelaide, for the Postmaster-General's department. See 
„Official Notices " to-day. 

October 1st. — Telephone switchboards at Norwood, for the 
P.M.G.'s department. See "Official Notices to-day. 

October 22nd.— Telephone switchboard at Port Adelaide, for the 
P.M.G.'s Department. See "Official Notices to-day. 

VICTORIA.--September 3rd.—Six 60-K.v.A. transformers, for the 
Melbourne City Council. See Official Notices August 16th. 

September 17th. — One fuel economiser, for the Melbourne 
Corporation electricity works. 

October 2nd.—T wo vertical sets of electrically-driven rotary 
pumps, for the Melbourne City Council. See “ Official Notices” 
August 16th. 

October 22nd. Fourteen sections of common-battery multiple 
switchboard, for the P.M.G.’s department. See Official Notices 
to-day. 

WESTERN AUSTRALIA.—November 5th. Опе common-battery 
automatic switchboard, one common-battery semi-automatic switch- 
board, one common-battery manual switchboard and equipment, for 
the P.M.G.'s department, Perth. 


Austria.—ViENNA.—November 30th. Plans are re- 


quired for the erection and operation of an electrically-worked 
municipal central clock installation. Particulars, Magistratab- 
teilung V, Vienna. 

September 2nd.—The authorities of the K.K. Northern Railway 
in Vienna are inviting tenders for an installation of electric 
lighting at the railway station at Prerau. 


Bedwas.—September 5th. Electrical goods for a year 


for the Bedwas Navigation Colliery Co., Ltd. (Form 4) The 
Secratary. 


Belgium.—September 3rd. The Société Nationale des 
Chemins de Fer, of Brussels (14, Rue de la Science), is inviting 
tenders for the supply and installation of the electrical equip- 
ment of a transformer sub-station at Dieghem, and the supply of 
copper rail bonds and bronze wire required by the company during 
the year ending October Ist, 1913, For further particulars see 
this column last week. 


.  Bolton.—The Electricity Committee of the T. C. has 
directed tenders to be invited for 25,000 tons of coal for the works. 


Bradford. — August 25th. One 300-Kw, 


1.500-K W. rotary converter, for the Corporation. 
Notices August 16th. 


Costa Rica, — December 9th. Tenders are invited 
for the building and working of an electric tramway between 
Alajuela and Grecia, a distance of 18,100 m. Particulars from the 
Secretaria de Fomento, San José. 


Felixstowe and Walton.—September 5th. Extensions 


to accumulators and balancer-booster, for the U.D.C. See “ Official 
Notices to-day. 


France.—October sth. The French State Railway 
authorities in Paris are inviting tenders for the supply of the 
power necessary for the electrical operation of the State railway 
system in the Paris district. Particulars may be obtained from, 
and tenders are to be sent to, Le Directeur des Chemins de Fer de 
l'Etat, 20, Rue de Rome, Paris. 


Germany.—llawovER.—September Sth. The supply 
and delivery of a revolving coal-loading crane to the water- 
power station at Döverden on the Weser is required. Particnlars 
(2 marks) of the Royal Machine Construction Office, Brandstrasse 
1, Dóverden, Hanover. 

BRUNSBUTTELKOOG.—September 9th. Tenders are invited for 
the supply of Diesel motors with accessories, electric pumps with 
accessories, dynamos, generators, transformers and accumulators, 
Particulars of the Kanalbauamt I, Brunsbiittelkoog, Germany. 


Hungary.—The municipal authorities of Dunafeldvar 
have lately invited tenders for the establishment of a central 
electric lighting station in the town. 

Leeds,— September 9th. Paper-insulated cables, for one, 


two or three years, for the City electric lighting department. -See 
' Official Notices August 9th. 


and one 
See Official 


Leicester.— August 31st. Steel roof trusses,- lattice 
girders, and columns for extensions to main tramcar depot, for the 
T.C. Borough Surveyor (returnable deposit of £1). 


London,—I..C.C.—September 24th. Electric spark gaps 
in brick cells for sub-stations. See "Official Notices to-day. 


Manchester.—September 10th. One 12,000-Kw. threc- 
phase high-pressure turbo-alternator, with condensing plant, &^., 
water-tube boilers and superheaters, economisers and coal chutes, 
for the Corporation. See “ Official Notices " August 9th. 

August 28th.— Electric lighting fittings at Atherton Street 
Schools, Deansgate, for the Education Committee. The Offices, 
Deansgate, (Returnable deposit £1 18.) 


Rathmines and Pembroke. — August 29th. The 
Joint Hospital Board invites tenders for the electric wiring of two of 
the hospital buildings, the staff residence, gate lodge, and also electric 
lighting of drive at their Isolation Hospital at Clonskeagh. 
General conditions, specification, &c., from the Matron, Isolation 
Hospital, Vergemount, Clonskeagh, on payment of 28. 6d., which 
will not be refunded. Tenders to Chairman, Joint Hospital Board, 
Town Hall, Rathmines. 


Rochdale.—August 25th. Surface condensing plant, 
D.C. motors, electrical sundries and cast-iron pipes, for the Union 
workhouse. See “ Official Notices" August 16th. 


Rosario,— October 15th and September 21st. According 
to the Reriew of the River Plate, the Municipality is calling for 
tenders, until October 15th, for a second system of electric tram- 
ways, including their construction and working. Full particulars 
from the Municipality. Tenders for the publio electric lighting 
will be opened on September 21at. 


Roumania.— BOTOSHANI.— Tenders are invited for the 


installation and working of an electric light and power service. 
Particulars of the municipality. | 


South Africa,—September 11th. Durban Corporation. 
One-ton electrio storage battery vehicle. A statement on the 


matter can be seen at the Board of Trade C.I. Department, 
London, E.C. 


Spain.— September 30th. Tenders are being invited by 
the Spanish Ministerio de Fomento in Madrid for the concession 
for the construction and working of an electric tramway in the 
town of Gijon (province of Oviedo). 


Torquay.—September 2nd. One 1, 000-Kw. single-pbase 
turbo-alternator, condensing plant and switchgear, for the T.C. 
See Official Notices August 16th. 


Turkey.— August 29th. Ten dynamometers and 1,050 
iron telegraph posts, 6 metres long. Tenders to Economat du 
Ministère des Postes Télégraphes et Téléphones. Deposit 10 per 
cent. Local representation. 


West Hartlepool.—Scptember 3rd. High-tension three- 
core paper-insulated cables and low-tension rubber cables and 
wiring, for the Corporation. See Official Notices” to-day. 


CLOSED. 


Ashton-under-Ly ne.—The Corporation has accepted tbe 
following tenders :— 


Balcke & Co., London.— Two air filters, for turbo-generators. : 
W.H. Allen, Son & Co.—T wo sets of condensing plant, &c., for the clectricity 


works. 
Bradford Engineering Co.— Cooling tower at electricity works. 


Crook.— The U. D.C. has accepted the tender of Messrs. 
Pease & Partners for the installation of 14 electric lights at Roddy- 
moor, at £50, and their offer to maintain the whole of the lamps 
in the district at 58, each per annum. 


France, — The India-Rubber, Gutta-Percha and Tele- 


graph Works Co. have been allotted portions of the service con- 
tracts for various descriptions of cables recently required by the 
Administration of Posts and Telegraphs, Paris. 


Glasgow.—Provincial Cinematogruph Theatres, Ltd., of 
London, have accepted—in connection with the reconstruction of 
the Picture House, Sauchiehall Street—the tender of Mesers. 
Malcolm & Allen, Ltd., for the wiring, at #7 0°, and that of Messers. 
G. N. Haden & Sons, for the low-pressure hot-water heating instal- 
lation, at £979. x 


Government Contracts.— The following tenders have 
been accepted during the past month by the Government Depert- 
ments named :— 

WAR OFFICE. 
Accumulator batteries.—Tudor Accumulator Co., Ltd. 
Electric cable.—Hooper’s Telegraph and India-Rubber Works, Ltd. 
Incandescent lamps.—Brimsdown Lemp Works, Ltd.; British Thomson- 


Houston Co., Ltd.; Corona Lamp Works; Cryselco, Ltd. 
Telegraph poles.—Bullers, Ltd. 


Inpia Orrick: STORE DEPARTMENT, 


Arresters, &c.—General Electric Co. 
Motor convertor, &c.—Bruce Peebles & Co. 
Projectors, &c.—Biemens Bros. & Co. 


' Crown AGENTS FOR THE COLONIES. 


Telephone materials.—British L. M. Ericsson "Manufsetnring Co., Ltd. 
Bbtern Electric Co., Ltd. 
Train lighting dynamos.— Mather & Platt, Lid. 
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OFFICE or Works. 


Electrical conduit boxes.—Barton & Sons; General Electric Co.; Perfecta 
Co.; Walsall Hardware Manufacturing Oo. 

Generating set at British Museum extension.—Browett, Lindley & Co., Ltd. 

Main switchboard at British Museum extension.—Drake & Gorham, Ltd. 

Main cables and additions to switchboard at Natural History Museum.— 
Siemens Bros. & Co., Ltd. 


GENERAL Post OFFICE. 


Telephonic apparatus.—British L.M. Ericeson Manufacturing Co., Ltd.; 
ent & Co., Ltd. ; Sterling Telephone and Electric Co., Ltd. 

Electric light cable.—Hooper's Telegraph and India-Rubber Works, Ltd. 

Submarine cables.—Siemens Bros. & Co., Ltd. 

Tele Ai „ Telegraph Works Co., Ltd.; Johnson and 

рг, 

Insulators.—' Taylor, Tunnícliff & Co., Ltd. R 

Telegraphic wire.—Rylands Bros., Ltd. ; Shropshire Iron Co., Ltd. ; F, Smith 
and Co., Wire Manufacturers, Ltd. 

Telephonic wire.—T. Bolton & Sons, Ltd.; British Insulated and Helsby 

bles, Ltd.; J. C. Fuller & Bon, Ltd.; London Electric Wire Co. and 

Rmiths, Ltd. ; Chas. Macintosh & Co., Ltd.; Shropshire Iron Co., Ltd.; 
rue & Co., incorporated in the London Electric Wire Co. and Smiths, 


Automatio call wire distributing equipment, Leeds.— The Automatic Tele- 
phone Manufacturing Co., Lid. 
Do. 1 Telephone Exchange, London, E.. — Siemens Bros. & Co., 


Tele hone Exchange сашршеве, London Wall, B.C., and Port Talbot.—The 
estern Electric Co., Ltd. 
Margate,.—The T.C. has accepted the tender of Messrs. 
Stuart & Mooré for additional electric fire alarm posta, at £40. 


Reigate.—The T.C. has sealed a contract with Messrs. 
Rickett, Cockerell & Co. for coal for the electricity works. 


Rotherham.—The T.C. has accepted the tender of the 
Pulsometer Co., Ltd., for a motor pump, at £130. 


Salford.—The B. of G. has accepted the tender of Messrs. 
R. O'Brien & Co., of Manchester, for E L. and fire alarms at the 
infirmary, at £2,832. Fourteen tenders were received, the lowest 
being £2,123, and the highest £3,378. | 


Scarborough,—T he tender of Messrs. Walker & Hutton, 
of Scarboroogh, has been accepted for the electrical installation at 
the new Roman Catholic Church being erected at South Cliff. 


Worksop.—The U.D.C. has accepted the following 

tenders :— 

Jas. Oakes & Co.—Bteam, exhaust and circulating water-pipes, £78. 

Willans 4 Robinson, Ltd.—Force pump fer condensing plant, £48. 

E. Вепоів & Co., Ltd.—Mechanical stoker, £127. 

Matthews & Yates, F fan, £24. 

India-Rubber, Gutta-Percha and Telegraph Works Co., Ltd —Rubber Intu- 
lated cable, £44. 
" Priten ates and Helsby Cables, Ltd.—Feeder pillar and joint 

oxes, А ‚ 

Venner & Co.—Switchboard meters, £41. 


NOTES. 


a 


Municipal Tramways Association (1пе.). — The 
eleventh annual conference of this Agsociation ів to be held at West 
Ham on September 25th, 26th and 27th. Mr. H. E. Blain, manager 
of the Corporation tramways there, is the president. Mr. C. J. 
Spencer, of Bradford, is the hon. secretary and treasurer. The pro- 
gramme, a copy of which is before us, shows that there is to be an 
informal musical conversazione at De Keyser's Hotel at 8 p.m. on 
Tuesday, September 24th, and the proceedings begin the following 
morning at 10.15 o'clock with & reception by the Mayor and the 
Tramways Committee at the Town Hall, Stratford, followed by 
Mr. Blain's presidential address and a paper on Tramway Admin- 
istration by Municipalities; a Retrospect and a Forecast," by 
Councillor S. C. T. Neumann, deputy-chairman of the Bradford 
Tramways Committee. Councillor C. Higham, vice-chairman of 
tbe Blackburn Tramway Committee, will open the discussion. 
After luncheon at the Town Hall the Conference will proceed to 
the tramway depot at Greengate Street, Plaistow, where a discussion, 
opened by Mr. C. A. King, M.Inst.C.E., will take place on the 
Interim Report of the Corrugation Committee. An inspection of 
the depot, and of the exhibition of tramway appliances, &c., at 
3.30 o'olock, and the Corporation reception at the Stratford Town 
Hall at 7.30, are other items in a very full day's programme. On 
Thursday, in the Town Hall at 10 a.m., Mr. W. J. McCombe, tram- 
ways manager at Hull, will read a paper on " Tramway Fares and 
their Basis," and Mr. F. Schofield, tramways manager, Leyton, 
will open the discussion. The Corporation luncheon, a meeting of 
the managers’ section, inspection of the depot and exhibition, a 
garden party in West Ham Park from 3 to 5 p.m., and the Associa- 
tion dinner at the G.E R. Hotel, Liverpool Street, at 7 for 7.30 p. m., 
will complete the programme for the Thursday. On Friday the 
annual business meeting will take place at De Keyser’s Hotel at 
9.45 a.m., and a motor-coach excursion to Epping Forest and Rye 
House will begin at 11 am. With such a programme the Con- 
vention bids fair to be a great success. 


Bailiffs in Newcastle-on-Tyne Tramway Offices,— 
At a meeting of the Newcastle City Council, on the 15th inst., in 
reply to a question, Councillor Rodgers, the chairman of the Tram- 
ways Committee, made an explanatory statement as to the Sheriff's 
officer baving been in possession” at the tramway offices, on 
July 17th, following the compensation claim of Garland r. The 
Corporation, : ger 


Wayleaves for Overhead Mains.—The Prussian 
Ministers of Commerce and Public Works bave just issued an order 
to the Government officials for guidance in regard to the relations 
between undertakers of central power stations and the com- 
munal authorities or combinations of these authorities. It is 
pointed out in the first place that in the arrangements made for 
the use of public roads, streets, &c., for mains, transformers, &o., 
the local authorities frequently undertake to grant a similar right 
to no other undertaker during a definite period. In this the 
Ministers see a great danger, as difficulties might arise therefrom 
later on which could not be overcome or only be surmounted at a 
considerable sacrifice. It is also impossible to foresee the future 
development of electrical supply, especially as the cost of produc- 
tion in general shows a falling tendency. It is therefore not 
advisable for the local authorities to deprive themselves of the 
possibility of availing themselves on a given opportunity 
of the advantages which can be offered by competition, 
particularly as they are also at liberty, without entering 
into an exclusive rights agreement, to take into account the 
interests of an existing undertaking by refusing temporarily to 
others the right of way over the streets, roads, \c., for the trans- 
mission of energy. Where the population is dense and the degree 
of economic development of the area of supply is great, the Ministers 
express the opinion that the success of the undertaking is also 
assured withont the possession of the exclusive rights. If the 
grent of such a right cannot be avoided, it is submitted that it 
should in any case only be given for a short period. 


High-Frequency Generators,—A company is to be 
formed in Paris early in September, to undertake the international 
working of the foreign patents for the Goldschmidt high-frequency 
generator, excluding those for Germany which are held by the 
Lorenz Telegraph Co., whilst the High-Frequency Machine Co., of 
Berlin, owns the foreign patents. French, German and American 
industrial and banking interests will participate in the new com- 
pany, which will have an ordinary share capital of £400,000, 25 per 
cent. paid, and 100,000 non-redeemable deferred shares, which will 
be entitled to 45 per cent. of the profits remaining after a dividend 
of 6 per cent, has been paid on the ordinary shares. The High- 
Frequency Co. will receive for its patents one-half of the deferred 
shares and £100.000 in cash, and will also take over £100,000 in 
ordinary shares, upon which 25 per cent. will be paid. It is pro- 
posed to establish an experimental wireless service between the 
United States and Germany, and the new company will undertake 
the construction of a large tower near New York, whilst the tower 
now being erected near Hanover will remain in the hands of the 
German company. It is stated that the decision to form a foreign 
company for the working of the patents is prompted by the cir- 
cumstance that a German company would not be specially suitable 
for negotiating with Government authorities in many countries, 


Copper.—Statistics of copper supplies, as shown by 
Messrs. Merton’s circular for August 15th, 1912, show that at 
present the balance is fairly well maintained. The visible supplies 
at mid-month stand at 46,071 tons, as against 44,996 tons for the 
end of July. Including Rotterdam and Hamburg, the figures are 
51,234 tons, as against 50,574. We find that stocks in English 
porte have increased 561 tons in the fortnight ; stocks at Havre. 
1,064 tons: the quantity afloat from Chile is 150 tons more than for 
theend of July. On the other hand, the Australian consignments 
are 700 tons lower, the stocks in Rotterdam, 200 tons down, and stocks 
in Hamburg, 215 tons less. The same tone appears in American 
stocks, these standing at 22,146 tons for the end of July, as against. 
19,793 for the end of June. The world's supplies for the end of 
July were 73,020 tons, against 67.931 for end of June. This is the 
first time the supplies have shown a decided increase over a previous 
month since last September. 

Turning to European supplies and deliveries, we find that the 
arrivale from North America are rather low, while the supply to 
England and France from Spain and Portugal is exceptionally 
high (1,866 tons for the half-month), Shipments from Chile work 
out at above average, and the eame from Australia. Deliveries, 
however, are not very brisk, and the revival of trade to be antici- 
pated from more settled financial conditions will probably consider- 
ably affect the present relations of supply and demand. 

Summing up the general outlook, a writer in the Financial Timex 
for August 20th points out that the real underlying factor in the 
market is the enormous growth in the world's consumption of the 
metal, which has been going on for a considerable time. He 
further says :—'' During the past two years consumption has been 
steadily overtaking production." Practically the whole of the 
increase has occurred in Europe, the American consumption 
having shown no improvement until within the last month or two. 
The principal increase has been witnessed in (Germany, and a table 
is given from one published by Messrs. James Lewis & Son, stating 
the figures as far as available for this year as compared with the 
tame periods in the two previous years :-— 


1910. 1911. d 1912. 
; Tons fine. Tons fine, Tons fine, 
England (7 months)... *. 46,168 54,449 48,928 
France (7 months) 82,587 42.913 45,857 
Germany (6 months) 77,441 85,188 109,727 
Other countries (7 months) 16,939 18,919 23,567 


The decrease this year in the consumption of England, as com- 
pared with that of 1911, is to be attributed to the coal strike and 
other labour difficulties, According to this article, trade in the 
United States is improving. Supplies sre not increasing in pace 
with the consumption ; the new properties opened up as a result of 
the rise in 1906 have not, во far, had so much influence in this 
direction aa was expected. 
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Institution and Jeeture Notes.— IRON AND STEEL 
INSTITUTE. At the Autumn meeting, which is to be held at Leeds 
from September 30th to O.tober 4th inclusive, 18 papers are to be 
read, including the following: — 


"On a New Type and Method of Construction of Large Gas 
Engines.” By A. E. L. Chorlton (Manchester). 

"Oa the Thermal-Magnetic Transformations of 25 per cent. 
Nickel Steel." By Dr. E. Colver-Glauert (Sheffield) and Dr. 
S. Hilpert (Charlottenburg). 

On anew Method for the Improvement of the Soundness of 
Steel Ingots by the Aid of Thermit.“ By Dr. Hans Gold- 
schmidt (Essen/Ruhr). 

“On a Method of Producing Sound Ingote.” By Sir Robert A. 
Hadfield. F.R.S. (Sheffield). ' 

“Ona New Method of Revealing Segregation in Steel Ingots.” 
By Sir Robert A. Hadfield, F.R S. (Sheffield). 

“Оп the Magnetic Properties of Manganese and Nickel Steela.” 
By Dr. S. Hilpert (Charlottenburg), and Dr. W. Mathesius 
(Worcester, Mass., U.S.A.). 

"On Some Aspects of Wire Drawing." By P. Longmuir 
(Sheffield). 

" On Rolling-Mill Practice in the United States.“ By J. Puppe 
D. Ing. (Breslau). 


Visits to a large number of works, including those of Kitson and 
Co., Ltd., J. Fowler & Co., Ltd., J. Buckton & Co., Ltd., Hathorn, 
Davey & Co., Ltd., Hunslet Engine Co., Ltd., Manning, Wardle and 
Co., Hudswell, Clarke & Co., Ltd., J. and H. McLaren, Walter Scott, 
Ltd. Coghlan Steel and Iron Co., Ltd., Monk Bridge Iron and Steel 
Co., the Leeds city lighting and tramway power stations, Farnley 
Iron Co., Ltd., Greenwood & Batley, Ltd., W. Johnson & Sons, Ltd., 
Fairnbairn, Lawson, Coombe х Barbour, Ltd., Otto Coke-Oven Co., 
Ltd., Taylor Bros. & Co., Ltd., Yorkshire Copper Works, Hunslet, 
Thos. Smith & Sons, Ridley, Wilson Hartnell & Co., Ltd., Leeds 
Railless traction system, and many other works of engineering and 
industrial interest. There will also be visits to Bolton Abbey, 
Fountains Abbey, and North Lincolnshire and Immingham. 


Explosions on Tramears.— On the 16th inst., at St. 
Helens, Michael Thomas, 20, Bond Street, Prescot, was summoned 
for travelling on a car of the St. Helens Tramways Co., having in 
his possession a certain explosion, ammonite. Mr. Kelly, who 
prosecuted, said that on July 18th last a number of colliere, con- 
trary to the by-laws, left in a car, at Prescot, a tin box containing 
a numberof ammonite cartridges, which was a dangerous explosive. 
Had an accident occurred there might have been а most serious 
explosion. Defendant was fined 40s., and ordered to pay the 
ad vocate's fee and the expert witness's fee. 


Inquiries, —. correspondent asks for the names and 
addresses of dealers in drawn tungsten wire. 


Electrical Engineers in Camp at Weymouth,—On 
Saturday last the members of the Dorset Fortress Electric Light 
Co., R. E., took to canvas on the Notbe, Weymouth, for their annual 
training. The company paraded at the Sidney Hall in the after- 
noon, and marched to tbe Nothe Common, where for the following 
fortnight important operationes in electric lighting and engineering 
will be entered upon. 


Will.—Mr. Robert Douglas Norman, of Glasgow, and 
formerly of Edinburgh, electrical engineer. who went down in the 
Titanic disaster, left personal estate in the United Kingdom valued 
at £5,973, of which £1,190 is in Scotland. 


The Shops Act.—At the Burnley Police Court last 
Friday. Mr. James Batty, electrician of Market Street, was 
summoned for failing to affix in his shop the specified notice 
intimating the day of the week on which assistants are not 
employed after half-past one o'clock. On behalf of the Corpora- 
tion, who prosecuted, Mr. Gray stated the Act had been in force 
three months and there were shopkeepers who either did not or 
would not take any notice of its requirements. Mr. Batty said he 
had a notice in his shop window, but Sergt. Ratcliffe stated, that it 
was not the one required, as it referred to the closing of the shop 
only. Mr. Batty : I received no warning. The Magistrate's Clerk : 
Ignorance is no excuse. You must have a notice in the prescribed 
form. Mr. Batty being willing to affix the notice, he was let off 
on payment of costs, no conviction being recorded. 


Appointments Vacant,—Lecturer and instructor in 
dynamo design (£250), also a junior assistant in electrical engi- 
neering (£100), for the City and Guilds Engineering Colleze, 
Exhibition Rod: meter tester for D.C. work, at Birmingham 
Corporation electricity supply department (303.). See our advertise- 
ment pages to-day. 


Annual Excursion.—On Saturday, August 17th, well 
over 300 of Messrs. A. Reyrolle & Со. 's employés travelled by special 
train to Redcar. where a most enjoyable day was spent. Sports 
were held on the sands in the morning, and lunch and tea were 
served in the Cleveland Hall, where speeches were made by various 
members of the staff, commenting on the success of the firm, at 
whose excursion, some 20 years ago, only 11 members were present. 


Educational Notes.—TuHe UNIVERSITY oF LIVERPOOL 
(FACULTY OF ENGINEERING).—JParticulars of the professors and 
lecturers in electrical and other engineering subjects for the 1912-13 
session, Which opens on Thursday, October 3rd, are given in an 
announcement which appears in our advertisement pages to-day. 


OUR PERSONAL COLUMN. 


Lhe Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, te keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials. — Mn. Н. P. Влүхнам, 


assistant electrical engineer at Whitehaven electricitv works, has 
been appointed to the post of works superintendent at the Carlisle 
Electricity Works, and on Friday last be was presented with an 
electroplated tea service and tray, The presentation was made by 
the chairman of the Electricity Committee (Alderman J. R. 
Musgrave), supported by the vice-chairman. The borough elec- 
trical engineer (Mr. B. Sankey) expressed his regret at losing Mr. 
Baynham, who had been associated with him for the past eight 
ears. 
í Мв. C. R. MARSHALL, of the Grays U. D. C. Electricity Depart- 
ment, has been appointed charge engineer at the St. Albans power 
house, of the North Metropolitan Electric Power Supply Co. On 
leaving Grays he was presented with a gold-mounted fountain pen. 
Mr. №. MavxaLL MILNEs, assistant electrical engineer at 
Burnley, has been appointed chief mechanical and electrical 
engineer to the tramways department, Coventry. There were 250 
applicants, and Mr. Milnes will take up his new duties a month 
hence. | 


Tramway Officials—Mr. Gro. HoskiNG, late senior 
inspector of the Plymouth, Stonehouse, and Devonport Tramways 
Co., has been presented by the directors, in recognition of 
30 years’ service, with an upholstered armchair, 


General.—4A Dublin newspaper referring to Mr. SowTER’s 
recovery after his serious accident at Bray, says: " After the occur- 
rence Mr. Sowter displayed the greatest fortitude, and actually 
dictated his will while he lay in a mangled condition prostrate on 
the earthen floor of the works, Пе retained consciousness, though 
he suffered considerable pain, while being conveyed from Bray to 
St. Vincent's Hospital, Dublin, in a motor-car. In this institution 
a very successful operation was performed upon him by Surgeon 
Kennedy. and his rapid recovery has been looked upon as mar- 
vellous by the medical staff connected with the hospital. Oneeven- 
ing last week, accompanied by Surgeon Kennedy, Mr. Sowter was 
removed from the hospital aud driven in a motor-car to his resi- 
dence, where he was received with delight by his wife and young 
family. It is understood that when Mr. Sowter regains his old 
strength he will continue to manage the electric light works of the 
* Brighton ' of Ireland." 

On August 8:h Мв. J. RODGERS, assistant engineer at the Govern- 
ment Electricity Worka, Malta, was presented by Mr. Muller, chief 
engineer, on behalf of the staff, with a silver cigarette case, on the 
occasion of his leaving to take up & similar position in England. 

MR. STANLEY J. GODDARD, President of the Constantinople 
Telephone Co. (Société Anonyme Ottomane des Téléphones de Con- 
stantinople), and Мк. W. W. Соок, consulting engineer, left 
London by the Orient Express on Saturday, 24th inst., on a visit 
to Constantinople. | 


Obituary.—An Exeter paper reports the death, at the 
early age of 49 years, of MR. FRANK GOLDING, electrical engineer 
at the Devon County Asylum. 

According to news received by the Western Daily Mercury, at 
Plymouth, the death has occurred of Mn. C. O'BRIEN SHAW, chief 
electrician of the Eastern Telegraph Co.'s steamship Zlectra, at 
Zanzibar. Deceased, prior to going abroad, was electrician of the 
вв. John Pender, the E.T.C.s depot ship, which has moorings in 
Stonehouse Pool. Mr. Shaw was the son of the late Capt. Sir E. 
Massey Shaw, K.C.B. 

The Morning Post, in referring to the death of Capt. ARTHUR 
WILLIAM STIFFE, suddenly, at Goring-on-Thames, at the age of 81 
years, says that in 1862 he was employed on special survey duty for 
the laying of telegraph cables in the Persian Gulf. The following 
year he was on special duty in Turkish Arabia, and in October wae 
appointed engineer of the Persian Gulf Telegraphs, and to the com- 
mand of the Amberwitch, Capt. Stiffe was afterwards officiating 
Director of the Telegraphs and Port Officer of Calcutta. He was a 
member of the Institution of Electrical Engineers. In 1890 Capt. 
Stiffe was engineer-in-chief of the Halifax-Bermuda Cable Expedi- 
tion. | . 

According to the Times " Deaths" announcements, MR. WALTER 
А. R. KNIGHT, A. I. E. E., superintendent of Eastern Extension 
Telegraph Co. at Cape St. James, Saigon, passed away in London on 
9th inst., at the age of 41 years. : 


NEW COMPANIES REGISTERED. 


Albert Green, Ltd. (123,688) — This company was registered 
on August 10th, with a capital of £16,000 in £1 shares, to carry on the 
business of wire covering, gimp, cord, braid, tassel, tape, trimming, elastic, 
electric cable and wire manufacturers, &c., to acquire the business carried on 
by A. Green at New Normanton Mills and Agar Btreet, Derby, and Wirksworth, 
Derbyshire, and elsewhere. The subscribers (with one share each) are:— 
A. Green, 48, Derby Lane, Derby, trimming manufacturer; T. Walton, The 
Bank House, Normanton Road, Derby, bank manager. Private company. The 
number of directors is not to be less than two or more than five; the first 
are A. Green (chairman), and others to be appointed by bim ; qualification, 100 
shares, Registered office, New Normanton Mills, Derby, 
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Argentine Tramways and Power Co., Ltd. (123,780).— 
Registered August 15th, by Budd, Johnson & Jecka, 34, Austin Friars, E. C. 
Capital, £500,000 in £5 shares. Objects :—To acquire the benefit of any con- 
cessions, grants, decrees, rights, powers and privileges which may be granted 
by any municipal or other authority, and particularly those relating to the 
construction or working of electric tramway lines, power station, railway 
lines, orother public works, and to undertake and carry out the same or any part 
thereof ; to acquire or construct, equip and work tremways, railways, water- 
works, factories, and public or private buildings and works; to carry on the busi- 
ness of an electric light, power, and supply company, &c. The signatories (with 
one share each) are:—E. Porter, 33. Newman Road, Plaistow, E., clerk; 
H. 8, Lewis. 83, Waverley Road. South Wocdford, accountant; W. H. 
Jackson, 35, Park Hall Road, East Finchley, N., accountant; A. 8. Jecks, 24, 
Austin Friars, E. C., solicitor; G. A. May, 34, Stamford Hill, N., clerk; G. P. 
Pleasance, 8, Tintern Road, Wood Green, N., clerk; R. Cave, 26, Beversbrook 
Road, Tufnell Park, N., clerk, Registered without articles of association. A 
letter from the solicitors states that '' there are no directors of the company 
who have consented to act.“ 


Rushden and District Electric Supply Co., Ltd. (123.683). 
—This company was registered on August 9th, with a capital of £25,000 in £1 
shares, to take a transfer of the undertaking authorised by the Rushden and 
District Electric Lighting Order, 1912, to produce and supply electrical] energy 
within the limits of supply prescribed by the said order and any orders 
amending or extendirg the same, to carry on the business of suppliers of 
electric light and power, electrical engineers, metal workers, contractors 
for the supply of electrical plant, &с., and to adopt an agreement with F. Н. 
Thornton, B. Sampson and J. Clark. The subscribers (with one share each) 
are:—F. H. Thornton, Kingsthorpe Hall, Northampton, gentleman; W. 
James, 31, Billing Road, Northampton, gentleman; E. M. Browne, 21, The 
Drive, Northampton, *olicitor; G. H. Jackson, 22, The Crescent, North- 
ampton, engineer; E. W. Sykes, 58, Colwyn Road, Northampton, gentleman; 
B. Sampson, 32, Market Square, Northampton, gentleman; H. St..J. Browne, 
21, The Drive, Northampton, solicitor. Private company. The number of 
directors is not to be less than three or more than seven; the first are F. H. 
Thornton, B. Sampson and J. Clark; qualification, £200; remuneration, £60 
per annum divisible. Solicitors, Browne & Wells, Northampton. Registered 
by Jordan & Sons, Ltd., 116-117, Chancery Lane, W.C. 


Bourton-on-the-Water Electrie Light and Power Co., Ltd. 
(113.628).— This company was registered on August "th with a capital of 
£1,250 in £1 shares, to carry on the business of an electric power, light and 
supply company in all its branches, electricians, mechanical engineers and 
suppliers of electricity, &c. The subscribers (with one share each are: — L. E. 
Jones, Orchsrdleigh, Pinner, Middlesex, gentleman; 8. T. Bacon, 60, Cum- 
terland Road, Acton, W., clerk; W. С. C. Masham, 54, New Broad Btreet, 
E. C., secretary ; Н. M. Andrews, 54, New Brcad Street, E. C.; G. F. Moore, 
J. P., Chardwar, Bourton-on-the-Water; G. L. Hartwell, Bourton on-the- 
Water, ironmonger; J. A. Bloss, Bourton-on-the-Water, auctioneer. Mini- 
n.um cash subscription, 100 shares. The number of directors is not to be less 
than two or more than five ; the first are H. T. Har:ison and W. Riggs; quali- 
fication (exoept first directors), ££0. Solicitor, T. F. Bowman, 62, London 


Wall, E.C. 


Marro Manufacturing Co., Lid. (123,745).—This company 
was registered on August 14th, with a capital of £2,C00 in £1 shares, to carry 
on the business of manufacturers of and dealers in lamps, inantl: e, burners, 
fi'ms, globes. brackets, shades, glasses, galvanometers, ammeters, voltmeters, 
carbons, switches, motors, batteries, stores, turbines, pipes, wires and appli- 
апсез used in connection with gas, electricity or other illuminant or generator 
of heat, light or power, asbestos packing and rubber for machinery belt dress- 
ing, solvents and articles of rubber, or in which rubber is or may be incorpo- 
rated, &c., and to adopt an agreement with C. Salomon and B. Salomon. The 
subscribers (with one share each) are:—C. H. Busch, 12, Curzon Road, Mua- 
well Hill, N., secretary; B. Salomon, 89, St. John's Lane, E.C., director. 
Private company. The first directors are C. Salomon, B. Falomon, C. Krecke 
and C. H. Busch. Remuneration £10 each per annum. Registered office, 39, 
St. John's Lane, E.C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Newcastle-upon-Tyne Electric Supply Co, Ltd.—A 
memorandum of satisfaction in full on various dates ending January Ist, 1912, 
of first debentures, created October 8rd, 7901, securing £250,000 and tecond 
debentures, dated from January 31st, 1907, to November 3rd, 1908, securing 
£19,000, has been filed. 


Venner Time Switches, Ltd.— А memorandum of eati» faction 
to the ex ent of £500 on July let, 1912, of debenture, dated July 10.h, 1911, 
securing £5,000, has been filed. 


West African Telegraph Co., Ltd. (21,626).—Return dated 
May 29th, filed June 4tb, 1912. Capital, £/00,000 in £10 shares; 28,109 thares 
taken up; £231,000 paid. Mortgages and charges: Nil. 


W. Lucy & Co., Ltd. (51.908).—Return dated June Ist. filed 
June 15th, 1912. Capital, £15,000 in £10 shares (250 preference ard 1,2£0 
ordinary); 1,030 ordinary and 250 preference :hares taken up; £10 per share 
called up on 781 ordinary and 260 preference; £10,810 paid; £2,490 considered 
as paid on 249 ordinary. Mortgages and charges: 27,000. 


International P. A. I. E. Tramcar Co., Ltd. (1,178F.)— 
Particulars filed July 81st, 1912; capita), 83.750, 000 in $5 shares. Registered 
in Cantz da on November J5tb, 1911. Britieh address, 6, Bread Street Place, 
E. C., where Н. M. Howard is authorised to accept service. Directors: Rt. 
Hon. Ear! Clanwilliam, Sir Francis 1 схе, M. P., C. Steel, H. J. Buckmaster, 
D. McDonald, R. L. Mac duffle and L. C. Huppert. 


Northern Counties Electricity Supply, Ltd. (67.924). 
Return dated June 21st, filed June 16th, 1912. Capital £200,000 in £1 shares. 
149 990 sharee taken up. £1 per thae called vp on 145,990. £146,911 бв. 
paid, including £1 5s. paid on 10 thares forfeited. — £4,000 contidered as paid 
«n 4, 000 t ha res. Mortgages and charges: £190,00. 


Wolverhampton District Electric Tramways, Ltd. (68 315). 
~ Return dated May 16th, filed June 8rd, 1912. Capital, £%0,((0 in £5 
thares. 22,200 shares taken vp. 46 per ehare callcd up on 81 950:1d 58. per 
there on 250. £ £9,812 10s. ра d. Mortgages and charges: £89,060. 


W. A. Meadows & Co., Ltd.—Bond and debenture by way of 
indemnity and te-urity, dated July 818%, 1912, to secure £608, charged on ec m- 
pany's property and urdertakirg. including uncalled capital. Holder: J. 
Boulton, Hanley, Staffs. 


Midland Electric Manufacturing Co, Ltd.—Sccond moit- 
gage debenture cated July 81st, 1912, to secure 21,060, charged on the com- 
pany's undeiteking and propeity, present and ſature, including uncalled 
capital. Holders: F. H. Jordan and J. H. Prince, 4, Temple Row West, 
Birmingham. 


Siemens Bros. Dynamo Works, Ltd. (88,928)—Return 
dated Joly 18:h, flied July Mid, 1912. Capital £810,100 in £10 shares. 90,000 
shares ta m. со рет share called ор on ьєтеп.. 270 paid. £199,980 con- 
sidered as paid on 19, Mortgages and charges: £200,000. 


Telegraph Condenser Co., Ltd. (110,018) - Return dated 
January 10th (filed August 14th), 1912. Capital £5,000 in £1 shares. 2,000 
shares taken up. £2,000 considered as paid. Mortguges and charges: Nil, 


Veritys, Ltd. (19.751).—Return dated July 15th, 1912. Capital, 
£210,000 in 7,000 5 per cent. first preference, 7,C00 6 per cent. second preference 
апа 6,980 ordinary shares of £10 each and 200 management shares of £1 cach. 
7,000 first preference, 7,000 second preference, 6,630 ordinary and 200 manage- 
ment shares taken up. £1 per share called up on 30 management and £10 per 
share on 4,670 first preference, 7,000 second preference and 2,430 ordinary. 
£141,030 paid. £65,170 considered as paid on 170 management, 2,330 first 
preference and 1,200 ordinary. Mortgages and charges: £60,000. 


Banbury and District Electric Supply Co., Ltd. (65.746). 
— Return dated June 11th, filed July 30th, 1912. Capital, £25,000 in £10 shares. 
All shares taken up. £25,000 paid. Mortgages and cha:yes: £1,000, 


Industrial Plant Co., Ltd.—1ssué on July 26th, of £1,000, 
and on July 27th, 1912, of £200 debentures, parts ofa series of which particulars 
have already been filed. 


Guildford Electricity Supply Co., Ltd.—Particulars of 
£15,000 second mortgage debentures, created July 12th, 1912. fled pursuant to 
Sec. 93 (3) of the Companies’ (Consolidation) Act, 1908, the amount of the 
present issue being £10,000. Property charged: The company's undertaking 
and property, present and future, including uncalled capital, subject to 
£25,000 first mortgage debentures. No trustees. 


Campbell & Isherwood, Ltd. (7,971).—Particulars of £5,000 
debentures, created July 18th, 1912, and secured by trust deed of even date, 
filed pursuant to Sec. 93 (3) of the Companies’ (Consolidation) Act, 1908, the 
whole amount being now issued. Property charged: The company’s under- 
taking and preperty, present and future, except uncalled capital, but including 
electrical works in Ralcigh Street, Bootle, Lancs. Trustees: J. W. Davidson, 
6, Castle Street, and J. Tattersall, 53, Lord Street, Liverpool. 

A memorandum of satisfaction in full on July 29th, 1912, of charge dated 
October 13th, 1911, securing all moneys due or to become due from the com- 
pany to bankers, has been filed. 


W. A. Stevens, Ltd.— Particulars of £5000 debentures, 
ereated July 220d, 1912, filed pursuant to Sec. 93 (3) of the Companies’ (Con- 
solidation) Act, 1908, the whole amount being now issued. Property charged: 
The company's undertaking ard property, present ard future, including 
uncalled capital, No trustees. 


Hill, Harding & Co., Ltd.— Issue on July 24th, 1912. of £200 


debentures, part of a series of which particulars have already been filed. 


Camborne Electricity Supply Co., Ltd. (57,950).—Return, 
dated June 13th, filed June 20th, 1912. Crpital, 210,000, in £1 shares. 607 
on taken up. £605 paid, leaving £2 in arrears. Mortgages and charges: 

il. 


British Westinghouse Elect ie and Manufacturing Co., Ltd. 
(62,919) — Return, dated May 23rd, filed August 2nd, 1912. Capital, 4 1,75, 000, 
in 500, C00 preference shares of £3 each and 75.000 ordinary shares of 45 each. 
All shares taken up. £1,200,0.0 paid on the preference. — £379,C00 considered 
as paid on the ordinary. Morigng.s and charges: £1,458,853. 


Trafford Power and Light Supply (1902), Ltd. (72.601).— 
Return dated June 25th, filed June 26:h, 1912. Capital 480,920 in £1 thares 
(23 120 preference). 23,120 preference and £7,600 ordinary shares taken up. 
£80,920 paid. Mortgages and charges: £54,607 lls, 1d. 


CITY NOTES. 


Tyneside Tramways and Tramroads Co, Ltd. 


THE directors report for the half-year ending June 30th, 1912, 
states that the surplus of receipts over expenses is £4,970, which, 
with the balance brought forward of £373, makes a total to the 
credit of profit and loss account of £5,342, and after deducting 
interest on debentures, loans, &c., amounting to £1,014, there 
remains an available balance of, £41,329. The directors propose 
payment of dividend on the preference shares (5 per cent. per 
annum, less income-tax), £601 ; dividend on the ordinary shares at 
the rate of 2} per cent. per annum (less income-tax), £1,674 ; to 
the credit of reserve for renewals, depreciation, and other con- 
tingencies, £1,000 (this fund now amounts to £11,756); setting 
aside for the reduction of registration and formation expenses, &c., 
£330, and carrying forward £721. The traffic receipts show an 
increase of £870, as compared with the corresponding period of last 
year. 


The half-yearly meeting was held in Newcastle-on-Tyne on 20th 
inst., Dr. J. T. Merz in the chair. 

The CHAIRMAN, in moving the adoption of the report, stated 
that the increase in traffic receipts was slightly more than last year. 
The £869 increase had been made up by increases of £832 on 
ordinary traffic and £121 on workmen's traffic, and against that there 
was falling off in the holiday traffic of £74, whereas last year they 
had to report an increase of £127 on that item. This was owing to 
the state of the weather. The principal portion of the increase was 
on the ordinary traffic. The car-miles run were 70,095 more than 
the corresponding half of last year, when he had to report a decrease 
of 582. The principal item came from the workmen's traffic. The 


company had carried 240,404 passengers more than in the corres- . 


ponding half-year. The receipts per car-mile had been 9288d,, 
which was the maximum they had reached, as against 8'870d. last 
half-year, and 8'8d. some years ago. The expenses were going up 
slightly, being 6°014d. against 5'998d., and this to some extent was 
owing to the increased repairs to the cars and lines, which, so far, 
had been defrayed out of revenue. They had not called upon the 
reserve fund in dealing with such repairs. Since July let last 
there had been a falling off, the decrease amounting to £541, which 
was almost entirely due to the falling off in pleasure traffic, and the 
fact that last year there was a special increare as a consequence of 
the railway strike. There was nothing to alarm them, for they 
quite expected at the end of the half-year to be as well, if not 
better, off tban last year, because the ordinary and workmen's 
traffic was still on the increase. | 
MB, G. E. HENDERSON seconded the report, which was adopted, 
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Liverpool Overhead Railway Co. 


THE half-yearly meeting was held on August 13th in the Law 
Association Rooms, Liverpool, Sir Wm. B. Forwood presiding. 

The CHAIRMAN, in moving the adoption of the report (see ELEC- 
TRICAL REVIEW, page 228), congratulated the shareholders 
upon the encouraging accounts before them. They were the more 
gratifying because the past half-year had been one of considerable 
anxiety and difficulty to all railways. The coal strike not only 
seriously disorganised traffic, but it added materially to the cost of 
all railway services, and as a result, most railway companies had 
had to reduce their dividend by 1 per cent. per annum, and so far 
as his researches went, the Overhead Railway was the only line 
which was able to recommend the payinent of an increased divi- 
dend. It was the more gratifying as it was the best dividend they 
had paid during the past 10 years. A dividend of 2 per cent. per 
annum, however, could not be entirely satisfactory, but it was 
certainly a gratifying improvement, and they hoped it might prove 
the beginning of a better state of things. They must, however, not 
be too sanguine. Recent legislation in the coal trade had added 
considerably to the cost of fuel, and the lesson of the late strike 
imposed upon them the necessity of carrying reserve stocks of coal. 
The Labour unrest had not only added to the wages bill, but it 
created an element of uncertainty as to the future, and the Insur- 
ance Act still further increased working expenses. On the other 
hand, the growth in traffic made very satisfactory progress, They 
had carried during the half-year on the railway and tramway 
5,871,000 passengers, which not only showed an increase over the 
same half last year of 178,000 passengers, but it nearly constituted a 
record,“ being the largest number of passengers they had carried 
in any half-year since 1903, which was only slightly in excess of 
these figures. The increase had been mainly in workmen and third- 
class passengers, and in consequence, the earnings per passenger 
carried remained the same, 1 69d. per passenger. They were 
earning before the Liverpool Corporation opened its Dingle Tramway 
in 1898, 1˙99d. per passenger, and when it opened its gervice to 
Seaforth in 1900 they were receiving l'90d. per passenger. If they 
had earned this average upon the traffic of the past half-year they 
would have received an increased revenue of £4,612, but their fares 
had had to be reduced to meet the competition of the Corporation 
. Tramways and the Lancashire and Yorkshire Railway. The total 
receipts had been £40,927 against £37,856 during the same period 
last year, being an increase of £3,071. On the other side the 
expenditure had also gone up by reason of the strike and the 
increase in coal and wages bil], and they had spent £28,313 as 
against £27,229 last year, an increase of £1,084. Under the 
circumstances they had done very well, and much credit was due to 
the general manager and his staff for their careful oversight over 
expenditure, and the watchfulness and ability they displayed during 
the coal strike. 
64°7 per cent, the best result they had achieved in this 
half since 1900. They had placed, as usual, £1,500 to renewal 
account, which now amounted to £45,166. They had also 
£1,500 standing to the credit of contingent fund and 
£1,047 to the credit of insurance fund. Both of these accounts 
had been added to during the half-year. The maintenance of the 
structure and of rolling stock and electrical equipment had received 
careful attention, and they were in excellent condition. To fill the 
vacancy on the board they had elected Alderman Hyslop Maxwell. 
During the many lean years through which they had passed the 
directors had only taken £500 per annum out of the £800 placed at 
their disposal by the shareholders.” With the advent of better times 
they proposed to reinstate the amount of their fees. The chairman 
said he could not close without congratulating the city upon the 
great improvement which had taken place in the trade of the port, 
for the traftic on their railway was the best barometer of their 
trade. At the same time, they could not place out of sight the 
increasing competition for our oversea trade, and it would require 
all the vigilance of the city and dock authorities to enable them to 
maintain their present prosperity, and it could only be done by 
continued efforts to make Liverpool the most convenient and 
economical port in the kingdom. Nothing contributed more to the 
economical and expeditious conduct of the trade of the port. and 
therefore to its prosperity, than the overhead railway. The Rail- 
way Companies’ (Accounts and Returns) Act would call upon them 
to render their accounts in another form next year. It would also 
dispense with their holding two meetings in the year, but would 
permit of their paying an interim dividend, and following the 
course adopted by other railway companies, they would in future 
only hold their annual meeting in February. Eon | 

Мв. Н. C. WOODWARD seconded the motion, which was carried 
without comment. 


Perth Electric Tramways, Ltd. 


THE annual meeting was held on Friday last at the London 
Chamber of Commerce, Oxford Court, E.C., Mr. Allen H. P. 
Stoneham preeiding. 

The CHAIRMAN, in proposing the adoption of the report (see 
ELEC. Rev., page 266), said he was gratified to be able to record a 
good increase in receipts over last year, and even over those of the 
boom year of 1906, when they benefitted by the Exhibition held at 
Perth. He had always said that eventually they would make 
large profits, and had given reascns for the faith which was in 
him, and he was glad now to be able to congratulate bimself and 
the shareholders that he was not mistaken. Even now, however, 
they must walk warily. At the meeting in 1906 he said that they 
ought to put aside £2,500 a year at least for depreciation. They 
had not since been able to live up to that good resolution, but this 


The proportion of expenditure to revenue was 


year they were settine aside £9,000 toreserve, which would make 
that fund up tothe figure it would have been had they put aside 
the £2,500 a year as intended. The profits for the current year pro- 
mised to be much greater than those of last year, but one could never 
be certain what might happen. Two years ago the disastrous strike 
of their workmen took place, which cost them some £7,000. Since 
then they had only narrowly missed two other strikes, and those 
had only been averted by substantial rises in wages. Even now the 
men were not satisfied, and they had appealed to the Federal Arbi- 


tration Court, and one could never tell what the result would be. 


There was only one certainty, which was that the company would 
have to obey the award if it gave the men an increase, and the men 
would certainly strike if it did not give them-an increase. Poli- 
ticians here were fond of quoting Australian methods as a panacea 
for strikes, but the Arbitration Act in Australia had been nothing 
but a means of hitting employers, without any possibility of 
enforcing its awards when against the men. That attitude of the 
men was one of the reasons why the directors had agreed, subject to 
the consent of the shareholders, to sell the undertaking. The present 
time, however, was not an advantageous one to discuss the proposed 
scale. The Bill for the purchase was now before Parliament. It 
had passed the Lower House and would, no doubt, pass the Upper 
Assembly in due course, and then receive the Royal 
Assent, but until then it would be most injudicious to 
publicly discuss the matter, for at present it was only a provisional 
contract. As soon as possible they would call a special meeting, at 
which full information would be given and full discussion invited. 
He would then tell the shareholders why they considered the sale 
desirable, notwithstanding that the company was just entering upon 
the great era of prosperity to which they had looked forward so 
long, and which the directors had worked so extremely hard to 
obtain. He could assure them that the company had really been 
directed from London. The board had had to devote weeks at a 
time to its affairs, and to conduct very delicate negotiations con- 
tinuously for the last two years. They had also had to conduct 
numerous other lengthy negotiations when they were getting 
extensions, and had had to commit themselves to those extensions, 
knowing that they involved capital outlay without knowing where 
the capital was to come from. On several occasions they had had 
either to borrow the money for the requirements of the company 
or to guarantee loans from their bankers in order to carry to a 
successful issue some of the operations which they had entered into 
in the interests of the company. They had to do that at 
times when the credit of the company was not good, and when 
the company was at a critical stage of its career. Ata later stage 
they would ask the shareholders to vote them something more 
substantial than mere thanks, and they would have no hesitation in 
doing so, because they knew that if they had not taken the course 
they did the company would not have been in the position it 
occupied to-day. They felt, therefore, they were fully and fairly 
entitled to some share of the profits now being earned as a result 
of the exertions they had made and the risks they had run. 

Mn. CHARLES WREN seconded the motion. 

Mn. FRANCIS complained of the late period of the year in which 
the meeting was being held, and asked whether the delay was due 
to the negotiations with the Government as to the sale of the 
property. He also asked why the dividend was only 5 per cent., 
eeeing that the earnings amounted to 14 per cent. Supposing the 
sale went through, he would like to know whether the cash reeerves 
would be ear-marked for the benefit of the ordinary shareholders, 
or whether it was proposed to let the preference shareholders 
participate in the distribution. * 

Mr. ANDREWS also expressed himself as disappointed at the 
smallness of the dividend, having regard to the profits earned. 

The CHAIRMAN, in reply, said the meeting was delayed because 
the directors had hoped that by now they would have been able to 
have taken the shareholders into their confidence, and to have 
explained the agreement for sale. With regard to the 
necessity of adding to the reserve fund, they must 
remember that the sale was not yet through, and they 
did not know for certain that it would take place. If it did not, 
they would want the present reserve fund and a good deal more 
besides, and, in the judgment of the directors, it would be exceedingly 
unwise to pay a larger dividend until they knew what the future 
was going to be. Should the deal go through, they would call a 
special meeting, at which the whole position would be placed before 
them. The question as to whether the cash reserve should be 
divided among both classes of shareholders, or simply among the 
ordinary, would be one for the shareholders themselves to decide, 
it was not a matter for the directors. 

The report was then adopted. 


Walter Scott, Ltd.—The report for the year ended 
June, 1912, states that the profits of the steel works, collieries, &c., 
amount to £55,552. The directors proposed to pay the dividend on 
the cumulative 6 per cent. preference shares for the year to June 
30th, 1912,and carry forward £655. The profits of the past year 
are sufficient to provide for the payment of all arrears of dividend 
on the preference shares. According to an abstract of the report 
appearing in a financia! daily, the steel works have been well and 
profitably employed during the year, with the exception of the 
period covered by the railway strike in August last year, and the 
national miners’ strike in March and April this year; but the 
trade disturbances mentioned have very seriously affected the pro- 
duction at the collieries, and in a lesser degree the smaller 
mente of the business. The prospects for the current year, how- 
ever, are much more hopeful, and in the absence of further labour 
troubles a fairly prosperous period appears to be in view. 
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Manaos Tramways and Light Co., Ltd. 


THE annual general meeting was held on Tuesday at the offices, 
9, Cloak Lane, Cannon Street, E.C., Mr. W. C. Burton presiding. 
The CHAIRMAN, in moving the adoption of the report (see ELEC. 
REV. page 267), said he would first like to explain the apparent 
discrepancy between the surplus for the year, as shown by the 
monthly statements published by the operating managers, and the 
surplus as shown by the report. The difference arose solely from 
the manner in which the accounts were made up for the final 
rt. The gross earnings as shown by the revenue account were 
slightly higher than those shown by the monthly statements. The 
local auditors' report showed the total profits in Manaos trans- 
ferred to London account at £41,301. Deducting from that the 
London expenses and the debenture interest— £18,338, there 
remained a surplus of £22,963, as compared with £22,367 shown 
by the monthly statements made up from cabled returns—a very 
close agreement. When the directors considered the accounte, they 
felt that with a comparatively new company euch as that, a 
conservative policy should be pursued, and, therefore, they had 
made special provisions and transfers against the revenue account 
of & total of £6,645. bringing the net surplus down to £16,318. 
Those transfers consisted of certain doubtful items locally 
charged to capital; provision in full against certain local 
contingent liabilities; reserve against possible bad debts: 
the writing down of the valuation of stores, and the 
settlement of certain old accident claims occurring in 
previous years. All of those items instead of being paid for out 
of revenue might have been dealt with through the renewal and 
contingent reserve accounts, thus making a better apparent showing 
for the year, but requiring larger additions to the reserves out of 
this year's surplus. The revenue account showed that the gross 
tramway receipts had increased from £105,867 to £109,718: the 
gross lighting receipts from £33,594 to £35,602, and the total gross 
income from £139,938 to £147,290. The operating expenses had 
increased from £110,076 to £112,634, and the net earnings had 
increased from £29,862 to £34,656, or an increase of 16 per cent., 
while the ratio of operating expenses to groes receipts had further 
fallen from 78} per cent. to 764 percent. That ratio was atill 
undoubtedly high, but the experience of the last few months showed 
that the efforts they were making to reduce it were being effective. 
The capital expenditure during the year amounted to £7,171. That 
expenditure was largely due to the extensions necessary for 
increasing the number of public arc lamps and to meet the demands 
of new consumers in the private lighting department and other 
amounts in the various departments of the system, all of which 
tended to increase the earning power of the undertaking. Through- 
out the year under review general business in Manaos remained 
in an unsatisfactory condition owing to the continued comparatively 
low price of rubber, and he thought it was a matter of congratulation 
that notwithstanding that, they had been able to show increased 
receipts. They were hoping to add to the revenue by the sale of 
more electric power and were now negotiating contracts for the 
purpose. Taking their gross receipts as a guide, that business 
depression seemed to have culminated in May this year, and now 
the recovery which they had hoped to have seen earlier seemed to 
have commenced. The current year had not started in a very 
encouraging way, but the more recent returns showed improved 
results, particularly in a marked reduction of operating expenses, 
and he anticipated further improvements. The number of car- 
miles run during the year increased by nearly 10 per cent., and the 
number of passengers carried by 3 per cent. from which it could be 
seen that they could considerably increase their net earnings 
without materially increasing the operating expenses. In the 
lighting department the number of public arc lamps increased 
nearly 7 per cent, and the number of lamps for private lighting 
by 33 per cent. After providing for debenture interest, London 
office and other expenses, there remained a balance of £16,318, to 
which must be added £3,509 brought forward, making a total of 
£19,827. Outof that the directors had transferred to the con- 
tingencies and accident reserve £2,500, bringing that account up 
to £10,000 ; and to renewals reserve £5,000, making a total to the 
credit of that account of £15,000. That left a balance of £12,327, 
out of which they recommended the payment of a dividend of 
3 per cent., carrying forward £3,327, On the returns as they came 
to them a higher dividend, perhaps 4 per cent., might have been 
recommended, but they believed in a thoroughly conservative policy, 
and in only commencing the dividend at a rate which was 
practically sure to be maintained and increased in the future, 
MR. G. M. Воотн seconded the motion. 


The CHAIRMAN, in reply to & shareholder, said there were no- 


motor-omnibuses in Manaos, and the condition of the roads there 
was such that motor-'bus competition would be extremely difficult. 
MR. COBBE drew attention to a circular which was sent out some 
months ago, and which, he said, made some very glowing state- 
ments as to the company's working, which statements did not 
appear to be borne out by the report. In the circular in question, 
dealing with the first nine months of the year under review, it was 
claimed that the company had made a net revenue, which amounted 
to 85 per cent. of the total revenue as given in the report. He 
would be glad to know if the circular was issued from the offices 
of the company, and if not, why it was not disowned in any way. 
The CHAIRMAN, in reply, said that the circular was not sent out 
by the company or by the operating managers. He believed, how- 
ever, that the figures it contained were correct in accordance with 
the published statements issued from the office. As to the first 
nine months showing a large percentage of the annual return, that 
was practically always the case with enterprises of that kind in the 
Amazon valley. By far the best months of the year were October, 
November and December, and the period in between February and 


September, inclusive, were their poorest months. It would not be 
at all unreasonable that 85 per cent. of the earnings for the year 
should come in the first nine months. 

The report was adopted. 


Paignton Electric Lighting and Power Co., Ltd.— 
The annual report of this company. to which brief reference was 
made last week, states that the supply of current to the Torquay 
Tramways Co. commenced on September 17th last. The Tramways 
Co. had requested the company to supply 250 kw. of electrical 
energy, instead of 130 Kw. under the agreement. The latter 
quantity had been found totally inadequate for requirements. The 
additional plant to meet the demand would involve a capital 
expenditure of £1,500, but ita provision would result in a working 
economy of about £200 to the company. The sale of electricity 
had increased during the year from £823 to £1,668. The destructor 
revealed a profit of £142 and the wiring department a profit 
of £239. The depreciation fund was now £965, The directors and 
auditors considered it sufficient for the plant, machinery and 
buildings, which had not yet been installed four years. During the 
12 months the company had connected & further 46 consumers, 
representing 6,085 8-C.P. lamp equivalents, The total number of 
consumers was now 140, and the lamps numbered 10,308. New 
condensing plant had been installed at a cost of £1,200. The 
plant, it was estimated, would reduce the working expenses to the 
extent of £400 a year, and it had been found to entirely obviate the 
vibration. In 1908 the company started with eight customers. 
The receipts for the first half of the current year were in advance 
of those of the corresponding period of last year by 53 per cent. 


Dublin and Lucan Electric Railway C€o.— The 
directors' report, which was presented at the half.yearly meeting 
held yesterday, etates that the gross receipts for the half-year from 
all sources amounted to £3,637, an increase of £182 on the corres- 
ponding period of 1911, whilst the expenditure decreased by £24. 
After providing for debenture interest there is an available 
balance of £1,120, out of which the directors recommend the pay- 
ment of the usual half-yearly dividend on the 5 per cent. preference 
shares, which will abeorb £475 ; that £200 be set aside for renewal 
of overhead wires ; and that the balance of £415 be carried forward. 
The dividend warrants will be payable on September 15th. 


Stock Exchange Notices,—Application has been made 
to the Committee to allow the following to be officially quoted :— 
Newcastle and District Electric Lighting Co., Ltd.—4£150,00U 6 per cent. 
second mortgage debentures. 
The Committee has ordered the undermentioned securities to be 
quoted in the Official List :— i 


American Telephone and Telegraph Co.— $25,060,000 additional Collateral 
Trust 4 per cent. bonds ої =1,000 each, Nos. 28,001 to 53,000. 


Aberdeen Suburban Tramways Co,—The report for 
the half-year shows profit earned £1,484, with a balance of £3,614 
at credit of profit and loss account. It is proposed that the 
latter sum be applied in adding to credit of renewal and deprecia- 
tion account, £2,000; payment of a dividend of 24 per cent, 
£780; payment of directors’ fees, £42; leaving to be carried 
forward, £791. 


Crossley Brothers, Etd.— According to the Financial 
Times the directors havé issued a statement saying they regret that, 
owing to the dislocation of business caused by the serious strike in 
the company's works during the half-year and to the unsettled state 
of labour in general, they do not consider it advisable to pay an 
interim dividend on the ordinary shares. The preference dividend 
will be paid as usual, 


W. T. Henley's Telegraph Works Co., Ltd.—The 
directors have declared an interim dividend on the preference shares 
at the rate of 41 per cent. per annum, less income-tax, and on the 
ordinary shares at the rate of 10 per cent. per annum, free of 
income-tax, for the half-year ended June 30th last, both payable 
August 31st. | | 


Metropolitan Electric Tramways, Ltd.—At an extra- 
ordinary meeting held on 14th inst., Mr. E. Garcke presiding, the 
resolutions already approved relating to deferred shares, were 
confirmed. 


Northampton Electrie Light and Power Co., Ltd.— 


The directors announce an interim dividend of 5 per cent. per 
annum, less income-tax, on the ordinary shares for the half-year. 


STOCES AND SHARES. 


: Tuesday Evening. 
THE daily purchases by the Government broker of substantial lines 
of Coneols for the Sinking Fund continue to have their effect in 
keeping up the price of the Funds, and this affords a steady 
influence to markets in general. There is nothing more unsettling 
to the Stock Exchange than a persistent shrinkage in tbe price of 
Consols, for no other reasons than &re patent to the general eye 
With Consoles on the mend, confidence is at least fortified, if not 
entirely restored, | 
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Home Railways hardened up after having been flat. The fact 
that this week's traffics run against thore of the worst part of the 
strike last year was naturally trotted out as a bullish argument, 
and no doubt it has its effect in rallying prices. The absence of 
business, however, acts in the other direction, so that the sagging 
process is started very «asily just now. A good deal of attention Las 
been paid to the Undergrcunds, prices falling away materially at 
one time. For example, Metropolitans dropped 2 to 55, and 
Districts fell nearly as much to 39, thcugh in each case tl ere 
have been subsequent recoveries. City and South Lenden Ordingy 
shed part of its last week's rise. but the Central Lendon trio is 
good, sustained by expectations of the Liverpool Street extension 
traffics. : 

Dealings are fairly frequent in London United Tramways shares, 
but cn balance the price is unchanged. and the Debenture stock 
shows a fall of 1. Possibly some of the holders are a little 
nervous as to the outcome of the rate war—as the Americans 
would call it— which has arisen between the L.C.C. trams and the 
omnibuses. British Electric Traction Preferred stocks both fell 1, 
but apart from these meve ments the market is uninteresting. 

Most of the principal shares in the Electricity Supply list are 
now quoted er their autumn dividends, and, taking the deductions 
into account, the actual changes are practically negligible. City 
of London Ordinary are still cum dividend. and the price has fallen 
a sovereign to 173 ; while the Preference went back to the same 
extent, it being declared that the usual supporters of these shares 
were out of town." Counties, however, continue etrong, and the 
price has advanced to 113. 

We are able to state that negotiations are in prcgrees in the City 
for the prc motion of a с трапу to deal with a new metal filz ment 
w hich, it is claimed, has various advantages over the threads already 
in vee. То what extent the assertion is justificd we have had no 
opportunity for testing ; but it seems to stand to reason that in 
course of time improvements will be made upon the filsments at 
preecnt in use. The supply ccmpanies are hardly likely to welcome 
anything which would have the effect of still further reducirg the 
consumption of current; but as they adapted themselves to the 
altered conditions which the metal-filament lamp introduced. fo, 
of couree, will they take whatever steps are necessary when 
further developments occur. 

Canadian and American issues are, for them, remarkably quitt. 
The market remains good. and Mexican Light and Power, for 
instance, rcse 3 points to 974, part at least of the buying coming 
from Germany and Switzerland. Montreal Light and Power has 
risen substantially, and various bonds in this section are 4 to 1 
higher. Rio Trams at 150 are a point lower, and here again the 
volume of business has fallen off a gocd deal from what it was 
before the holidays got into full wing. British Columbia Electric 
have gone ahead still further, the Deferred particularly being in 
demand upcn statements of the excellent feasc n in British Columbia 
and the «xpanion of business generally cver there. The bad 
weather of the past fortnight in this country has done a gcod deal 
to keep Stock Exchange business more active than ugual, for people 
have been staying іп суп, rather than go away, where they have 
been able to make arrangements to do so. 

The Marconi Company last week ieeued a long circular dealing 
fully with its position snd prospects, and dwelling more especially 
upon the likelihood of the sgreement with the Government beirg 
duly confirmed when Parliament re-assembles after the recess. The 
immediate effect was to depress the price still furthér, but later cn 
came swift punishment fer the “beare,” the price running up 
against them to 44, from which it dwindled to 4% eellere. This 
influenced the price of Canedian Marconis, which hardened to 
23s. 9d., though Jater on it eased off again. Another feature this 
week has been a sharp jump in West India and Panama Telegray hs, 
where a rise of 10s. was established in а couple of days, the price 
holdirg the improvement. This is attributed to fresh buying ordere 
from the Americans who had the deal in hand before, and who are 
said to be bent upon acquiring control previous to the opening of tLe 
Panama Canal The market is a dangerous one for the ordinery 
investor, but for the bold speculator who does not mind the 
possibility of the price moving against him at first there are 
certainly attractions in these volatile shares. 

National Telephone Deferred bas alto come to the fore again, and 
has followed up its improvement of last week with a gain of 
four points. West Coast of America shares are firmer, and rises 
have been recured by Monte Video Tele phone Ordinary and United 
River Plate Telephone O:cinary. Both in the Eastern group ard 
the Anglo-American division there is little going on, prices 
remaining steady. 

In the manufacturi: g group, Babecck & Wilccx shares of both 
classes ате y higher, and a considerable buriness in all Iren, Coal 
and Steel shares is being done in the provinces. The country 
exchanges bave the best market, as a whcle, for such description e, 
but dealers in London complain bitterly of the restrictive legitla- 
tion of the Stock Exchange Committee as being responsible for the 
driving away of business from this section as well as from others. 
Callencers’ chares picked up to five. India Rubbers hardened to 
9, making a rige of 208. in a fortnight. A good deal of quiet 
strength is displayed by the rubber share market, Raw rubber bas 
crossed the five-shilling Rubicon, and the Mincing Lane people 
talk it stil] better, in conecquence of which there has been a bear 
ecramble amongst the active shares, while invcstors are pickirg vp 


with quiet persistence a good many of the others in which thor is 
not such a free market. 


| 


ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


Brighton. 
Bristol ds 


Fort- Receipts for | No. Route 
Locality. night the of Total to date. miles 
ended. fortnight. wks. open 
4 &* 4 &* Inc. 
Aberdeen Aug. 14 | 8,442 — 127 11 17,776 — 478 | 144| .., 
Ayr as - 3 17 1096 |— 76 | 18 6,248 1+ 181! 8 |., 
‘Bath. ee ee [T] 1,277 m 41 83 28,814 + 1,558 ee 
tBirkenhead July? 1,168 — 8186 19,03 i— 618 
Birmingham Corp. | Avg. 10 | 20,9:3 |+2,701 | 19 | 201,252 149.249 
Blackburn .. ee „ 11; 9414 It 123 | 90 24, 20 295 
Blackpool Corp. .. „ 15, 8,901 |+ 268 37,656 |+ 4,610 
Blackpool-Fleetw'd „ 17 4,927 — 726 6 11,711 — 868 
Bourne mouth „ 14 5,484 — 118 | 194 37.181 ＋ 579 
1.476 — 920 20 
+t + 
+ 


Brad ford М 
2 q|.. 225,748 
Brit. Elec, Trac. Co. 


Airdrie .. Ps „ 9 562 |+ 180 82 9,843 |+ 2,447 
Barnsley .. ae „ 9 88 — 15 „ 5,469 — 294 
Barrow .. ds n 9 9914— 2 5„ 19,117 |+ 2,787 
Devonport "x „ 9| 1/54|— 102; ,, 17,957 |+ 1,691 
Gateshead s „ 9| 2210|— €tl| , 32,814 |— 181 
Gravesend „ 9 509 — 76 „ 6,508 — 198 
Greenock.. ; „ 9 1.7890 + 30 х 25,489 + 9,777 
Hartlepool - » 9 746 — 84) ,, 8.317 — 2.3 
Kidderminster .. и 9 457 |— 81) ,, 0,807 | + €8 
{Leamington  .. „ 9 (97 |— 64] ,, 5,978 |+ — 856 
Merthyr .. "T „ 9 568 — 87 p» 6,29 — L 
Metropolitan » 9 18.777 |- 1.970 „ 8 „881 |+ 8,216 
Middleton Р н 9 155 z 83 | „ 10,068 |— 47 
Mid.Joint Ccm'te и 9 2, 11 i+ 442| „ | 104,185 |+ 4,581 
Oldbam— Ashton „ 9 1.203 | 47] „ | 19461 | 4 1411 
Peterborough .. „n 9 849 10 4, + 
Potteries .. as „ V | $842 |+ 157 „ 60,017 |— 1,50 
Rothesay .. as „ 9 | 1,064 1— 148 „ 7,11 |+ 25ʃ 
Bouthport ae „ 9 839 — 52 „ 1,60 — 151 
B. Metropolitan. » 91 1,035 — 880 „ 2719 — 47 
Swansea s „ 91 3,098 1+ 783] „ b6,-94 | - 60 
Tynemouth i » 9 t82 — 288 „ 7.710 — 693 
Weston-s- Mare .. „ 9 (63 — 281] „ 4,312 — 755 
Worcester „ 9 886 + 14 | 4, 9,64 — 62 
Wrexbam T 9 261 T 7 3, 30 + (45 
Yorke. Wool. Dist. 9 ‚1 |+ 
Miscellaneous .. 9 + 


Burnley .. 


burton-on-Trent .. £0 56118 — 83? 

Bury ° ee ee 20 26.67 — 646 

1 Ca1d.ff [E o 18 43,C86 S 2,677 

Chatham and Dist. 18 27580 — 188 

Cor ee Фә ee 88 15,981 т (89 

Croydon - 19 35,854 i— 6*9 

Darlington. ва 19 4,:08 |+ 45 

Da) wen vs as 20 6,662 |+ 148 

Dover se oe 19 4.917 — 850 

Dublin ee LJ 41,676 ш 9.11 

East Bam oe . 30 21,429 — 4t 5 

! Exeter v - 17 6,603 — 4 

Glasgow ee Фе 20 291 аа 1,583 

Hastings oe @e ee @e 

Huddersfield KS 20 40,261 |+ 419 
ull .. "P "P «0 57 798 — 16 

Ilkeston oe ee 20 2,108 — 656 

1 swich oe ec 19 9,005 + 9 

Kilmarnock.. T" 18 9,304 |— 283 

Lancashire United 45.6.7 |— 208 

Leede 20 5s 19 | 149 840 |+ 4,9Е3 

Leicester. 83 #3007 |+ J, 242 

Leith - s 13 9,182 | + 

PAT cae P es ; 

1L.C. LJ ы eo Ф • "0 

London United .. 

Lowestoft .. ace 

t Manchester ee 

Newcastle .. 6х 

Newport ee e 

Oldham ec ө. 

Pontypridd oe * 

Portt moutb s 

Preston бе n 

Rotherham .. ee 

Salford ee T 

еһе еа .. m 

Ecutbampton ө. 

Fouthend-on-Bea .. 

!3outh Shields |. 

í4ynerlde .. . 

Wallasey .. ss 

Walthamstow 27 

West Ham.. А 

Wolverbamptcn . 


Cen. London RI. 7 20,574 |— 1. C688 
Dublin. Luean Rly. 7 1,145 |— 
Q. N. and City RIT: 1 9,568 |+ 
L'poc! Overb'd Rly. 1 1/,014 |4 1, 215 
Llandudno Col. Bay 87:5 | 10,831 |+ 1 
Lend. Кес. Ry. Со. 1 86 095 [+ 2, 00 
Mersey Railway .. 1 18.615 |4 
Metropolitan Riy... 7 117.670 |+ 8,667 
Met. District Rly. 7 88 £78 |- 4,101 
Anglo-Argentine .. 88 [1,670,.98 4 61 121 
Auckland.. РУ „ 2 б 91 818 |+ 5,649 
mbay (B.E.T.) .. | July 18 29 57.012 |4 4,718 
Sous eo ee ee eo eo er ee 
rit. Columbia Rly. - oe . ec oe s 
Calcutta ee ee Aug. 17 8,502 4 888 ee oe oe 
Cape Electric т. . ee ee ee е ee 
ite W.A... July 2,998 T 80 21,50 А 
Lisbon [XJ ө, ee ГЕЈ ee Фе ee 
Madras T Au. 16 | 1,656 |+ 148 | 88 24 791 |+ 2,7 
Montevideo és July | 25 485 [+3 423 | 9 | 268,867 |+87,¢ 
eith (W.A.) e* Aug. 9 1 812 + 295 82 9,600 A t,4 


t 


* Compared with the coirespcnding period of 1911. 
1 Toolodes horse, steam and other reoeípte. 


One week only, 
§ One month, 
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SHARE LIST OF ELECTRICAL COMPANIES. 


ENGLISH ELECTRICITY SUPPLY AND POWER COMPANIES, 


Stock Closing Rise | Present Stock Closing Rise | Presen 
NAMB, or Dividends, Quotations | + or Yield NAME, or | Dividends! Quotations | + or Yield 
Share. Aug. 20tr. | Fall! p.c. Sbare Aug. 20th. | Fall] p.c. 
* 1910. 1911. 05 & в. 1; Е singto & Kotgh bridg f шо кш T— ха 2 15 е 
Bournemouth & Poole Ora, T 10 103ха T 4 5 2 en n ts e, Ord x vk 
Do. Pret. : - 10 4 a d- 9ix 412 4 Do. 495 Deb. Btock | 4 4 90 — 9 4 1 : ^ 
Do. nd 6 9% Pret. ne 10 6 6 )(i— 103ха | . 5 11 7 | Kent Elec. Power, 4 nit Deb. .. | Stock 4$ 4 78 — ож 
Do. ti % Deb: Stock .. Stock 4 4 98 —100 .. |410 0 || London Electric, $5 ee AN 8 | 3 1à— 1 . |4 0 8 
D, eee 5 10 10 54— 9 ха " b 11 ] . 6 Pref. ee b 6 6 b — ee 5 4 1 
po oe кее. 5 7 7 18— Péxd,. 46 2 DO: l PM M Mort. Deb. Bes : і 99 — 98 case F 4 
n ectrio Bu e ropo є — AE 
UA, bed. VTEC Cum. Pre. б 4— PO . [фат 
Charing Croes, West Fon зону b 6 6 4 471 0 .. 656 2 7 Do. 4 First Mort. Deb. .. | Stock 99 —102 .. 14 8 3З 
Do 8 Бе 5 . 6 4$ | 43 4 4§xd 417 4 Midland 3 рез. d Btock 86 — E8 А 819 7 
ndertaking ' ectrio rporation К 
%% Cum, Per. AR CIS NL [67610 | 4 % First Mort. zi» e 
Do. Do. 4 Deb. 100 4 4 | 94 — £6 . |4 B 4 || Newoastle-on-Tyne 5 % um.] Б | б | б 4i— 4 . 6 27 
F а ü 0101006 „ 410 0 || North Metropolitan Poser Bop. 
le eee eo ee oc — ee 0 e ower Bu — 4 16 9 
City of don, Ота. .. s 10 1 8 16$— 184 —1 |4 6 6 pis Mortgages Red) a} 100 b 6 | 101 —104 +1 
„ 6 9 Сот. Pret. .. . 10 | 6 | 6 | 19—14 --1 |4 5 9 |! Notting Hil, 6 К ) 10 6 10 — 11 | 6 9 1 
Do. 5 Deb. ee е • Btock 6 5 118 —1929 ee 4 2 0 S * 
Do. 44 96 Second Deb. .. | 100 44 4| 99 —1(2 . |4 8 8 || Oxford b 71 7 Б1— .. |518 9 
County of London, Ord...  .. 10 | 6 6 11 114 +2/6 11 Bt. James’ and Pall Mall, Ord. 5 | 10 | 10 8 — . 5 14 8 
Do 6% Prei... 10 | 6 | 6 114 e |... 4170 | Bo bo T% . . БОт B A | n |4161 
Do. 2 Deb. ee oe ее Stock 4 1C6 —]08 е 4 8 4 ee 100 a 84 £3 — P6 ee 4 1 5 
Do, Becond b. ее Stock 100 — 103 ee 4 8 8 PE d c Ord. ec 6 N 9 18— af ee Фо 
Edmundson's, Ord. s e 6 МІ N 1— 14 Nil South London, Ord. б> 4 b 5 8 — .. 1514 8 
6 % Cum. Pref, - 5 | Nil! Nil 8— j Nil Do. 696 First Mort. Deb. ..| 100 b b 98 —101 ғ 419 0 
Do. 44 & First Mort. Deb... | 100 44| 4| 84 — 67 5 8 6 || South Metropolitan. T K Prat.. 171 | Whe 15 ў 517 8 
Folkestone eo e ee ee 6 6 6 a b 5 14 8 Do. t Deb. 100 & 4$ — 10v ee 4 10 0 
Do. 5% Cum. Pref. ee ee 6 6 b 5 . 4 15 8 Urban, 0 СЕЈ ee ев £8 6 ee 2 ee ee 
Do. 4 9% First Deb...  .. | 100 | 44| 43 02 — #5 414 9 Do. 6 % Cum. Pret. Б 5 2 91— 8 . |8 6 8 
Hove .. os ёе ie as 6 9 9 74— 8 612 6 Do. Aa o EITAN Moni: Deb... 100 4$ | 4 BRÀ 6 18 
Westminster rd, 8 Б |10 | 10 &à— врха + 4 5 14 8 
Do. 4$ 96 m. Pret. . ee ee 6 44 1$ 5 — 5a ee 4 8 0 
e 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
Adelaide, 6 Pref, T T 5 6 6 fi— bi INE Monterey Rly. Light & Power, cgi 903 5 , 
Calcutts, Or nn . в 568 Po, 1st Mort. Deb. 100 | 5 | 5 | 58) tian con edit 
Do. 5% Pref. T | Б Б Б D — 5,5 414 1 Montreal, Lt., H. and Power 8100 7 B | 949 —247 46118 4 9 
Calgary Power, Ist Mort, Bas, 100 Б Б 06— 98 5 2 0 Northern, Lt., Powerand Coal, | $500 5 5 30 — 49 1118 3 
cani ane El, Com .. | 2100 7 7+ | 114 —119 517 8 5 % Ist Mort. Bonds ; Я ' E 
Do. Pref. .. | 2100 | 7 7 | 120 —124 513 0 River Plate, Ord. .. Btock | 10. | 10 | 240 —250 4 0 0 
Cordobe Dia Power ana T., Ога, 1 8 B1 H— 18 8 4 0 Do. 69% Non-Com. Pref, Do. 6 6 | 109 —114 5 5 8 
100 5 ae 94 — 97 Ss 5 8 1 Do. b & Deb. Btock .. , Do. b 5 101 —103 417 1 
Kies. 14 dE. rt Cocbabsmba; | , or | * Roy, Elec, Co., Montreal, 4 o% bo z^ ( 
pee 100 6 6 92 — 04 $2 Кб. 3.758 x: : Ist Mort. Deb. | en А, ы ba үн 2 : Ч 
Elec, Supply Victoria, 5 Ist awinigan Water, Capita 51 —156 — з 1 
рр!у Mort, dee, 100 5 5 RI — F4 619 1 3 478 Per. D 3 Bonds ee : : i A Pe : * ч 
Elec, Dey. Ontario, 5 st) | | | i . o. "er. Deb. ос | — 106 
Mort. cd $500 | 6 | 5 | 99-301 | + 4/418 6 || Toronto Power, 14 % Deb. % | Do. 4 4 994—1014 488 
E Elec. P. and L., Ord. | 10f- | Nil| .. 1— Nil Vera Cruz Lt., P. and T., 5 90 G 5 
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REVIEWS. 


Sleam Turbines. 
Field of Operation. By JOSEPH WickHAM Rog, М.Е. 
London: Hill Publishing Co. Price 8s. 6d. net. 


This book, of convenient size, is intended, as stated hy 
the author in his preface, to serve as a text-book fol 
students, and as a treatise on the principles and general 
design of turbines for the engineer. "The scientific prin- 
ciples involved in turbine problems sre gone into in turn 
with brevity and in a clear sequence, and the formu'e 
deducted from the facts are quoted ard explained. 

The mechanical problems which form so very important 
a part of turbine design have, perhaps, tco little space 
assigned to them. The work has the «ffect of à summary 
of present knowledge on the subject, and it hardly falls 
within its scope to allude to the mishaps from which turbine 
builders have learned so much. The illustrations are 
numerous and excellent. 


The Evolution of the Parsons Steam Turbine. 
RICHARDSON, A. I. N. A. 
Price 218. 

The progress of civilisation to any end is the resultant of 
several forces—mentally the invention of printing placed 
the whole world on an entirely new plane and industrially the 
steam engine and the railway have produced results pro- 
foundly modifying sociological development. Indeed, as the 
author points out in his opening paragraph, “the history 
of invention is the key to an understanding of many 
of the movements of the world." A history of the evolu- 
tion of an epoch-making invention, written from the per- 
spective of the day in which the development occurred, and 
thus Jacking the wider perspective open to the historian 
writing in a later age, serves a double purpose in giving 
precise information to tHe present generation, and in affording 
a competent authority for the historian of the future to 
consult. 

The author's work is well done. 
number of subsidiary problems which arise as the immediate 
consequence of any one invention. 
sented many such to the shipbuilder, to the maker of 
propellere, to the designer of alternators or direct-current 
dynamos, and to the metallurgist aleo in regard to the 
requisite properties of turbine blades. 

Through the joint effect of the turbine and the big gun, 
standards of naval strengths and international policies have 
been largely modified. ! 

Very many of the author's pages are devoted to the marine 
aspects and problems of the steam turbine, and very succinct 
summaries are given of the position attained up to the time 
of publication. 

Only a small section of the book is given to the electrical 
side of turbine development. Yet this chapter might well 
be reprinted separately for the use of third-year students in 
engineering schools and colleges. Really, no better insight 
can be given to successful design tban that based on a 
sound knowledge of the forces determining its evolution. 
This section is only weak in that, in the reviewer's opinion, 


By ALEX. 
London: Offices of Engineering. 


insufficient stress is laid upon the problems of stator coil and. 


rotor insulation for turbine-driven А.С. generators. 
Another interesting section deals with the exhaust steam 
turbine and the turbine type of air compressor. 


A Handbook of Testing Materials. By С. A. M. SMITH. 
London : Constable & Co., Ltd. Price (is. net. 


` The possibility of the attainment of a high degree of 
human knowledge is severely limited. The average engincer 
is not a genius, and no matter how keen he may be on the 
acquisition of knowledge, he is compelled to classify infor- 
mation as either immediate and practical in its value, or as 
remote and academic in character. Each man has to form 
a very elastic boundary between that which he must 
assimilate as concerned with daily bread and butter, and that 
which appeals by reason of its general technical interest. 
But to the engineer there can be no question as to the para- 


A Short Treatise on Theory, Design and 


It shows, too, the large 


The turbine has pre- 


mount importance of the properties of materials and methods 
of checking those properties. 

Designed primarily as a text-book for the student in the 
well-equipped mechanical laboratory of a modern college, it 
treats of testing machines in general for iron, steel, 
cement, &c. In addition, it gives in all cases valuable 
notes as to the normal properties of materials. It may be 
commended to all engineers, including those no longer 
actually designated as students. Many such may not have 
had the educational facilities that are extended to the 
present generation. Mr. Smith's book offers to them a 


concise account of recent developments in testing machines 


with explanatory matter which renders the results obtained 
both intelligible and comparable. | 

One suggestion the reviewer would like to present to the 
author, and that is that the second and subsequert editions 
should discuss the manifcstations and causes of abnormalities 
generally met with in the materials of mechanical engineering. 


Diesel Engines for Land and Marine Work. By А. Р. 
CHALKLEY, B.Sc., A. M. Inst. C. E., A.LE.E. With an 
introductory chapter by Dr. Rudolf Diesel. London: 
Constable & Co., Ltd. Price 8s. 6d. net. 


At such a time as the present, when the attention of 
every engineer, and indeed of every thinking individual, is 
directed to the consideration of natural sources of energy, 
the appearance of this book is particularly opportune. The 
recent coal strike has tauglit everyone that it is in the 
general interest to seek means for economising in the use of 
the stock of fuel available. The report of the Committee 
of the British Science Guild, upon which we commented in 
our issue of April 5th of this year, has given a further 
impetus to thought and work along the same lines. If the 
stock of coal on the surface of the earth can be made to go 
twice as far as formerly, then obviously the terrors of a coal 
strike are reduced by half. 

Mr. Chalkley remarks, at tbe beginning of his last 
chapter, that “ е possibilities which open out in the future 
for engines of the Diesel or similar type, are so wide that it 
is necessary to restrain a natural tendency to fall into 


: immoderate language when touching upon this point." We 


agree; for it is certain that there is no means which would 
more effectually retard the growth of the use of such engines. 
Fortunately we can acquit Mr. Chalkley of tbis fault, for 
throughout his book he writes with studious moderation. 

Starting with a chapter in which be considers the general 
theory of heat engines, he gces briefly but sufficiently into 
the consideration of the expansion of gases, adiabatic 
expansion, isothermal expansion, and the working cycles 
of heat engines, leading up to reasons for the high efficiency 
of the Diesel engine. The remaining seven chapters are 
devoted solely to the discussion of the Diesel engine its 
action and working, construction, installation and running, 
its testing, and its use for marine work. 

There are those who say that as England is a coal- 
producing country, having up to now no natural oil supply, 
and that as the use of oil fuel would render her dependent 


. upon other countries, the Diesel engine is something which 


Englishmen would do well not to encourage. In the very 


thoughtful introduction which he has contributed, 
Dr. Rudolf Diesel deals effectively with this and 
other objections. Coal itself, tar oils, or crude 


tar, can all be used directly in the Diesel engine, and 
there is no need whatever to use petroleum. The Diesel 
engine will work equally well with vegetable oil, or animal, 
or fish oil, and the French Government has considered the 
question of utilising the large quantities of arachide, or 
ground nuts, available in the African Colonies, thus gaining 
not only a cheap source of power, and that independently of 
foreign countries, but also providing industry for the 
Colonies themselves. Now, England has more Colonies 
than any other nation, and, as a consequence, this question 
concerns her more tban it concerns other nations. Further, 
the greater room available for the carrying of cargo in 
Diesel ships, due to the fact that less fuel is required, and 
that that fuel ean be stored in positions which, owing to 
their inaccessibility, are useless for any other purpose, is 
most emphatically a question which concerns, very nearly 
indeed, the greatest shipping power in the world. True, the 
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experience available with the use of the Diesel engine 
afloat is not yet so great as that which has 
been gained with its use on land, but it is 
growing very rapidly, and there is no reason whatever to 
expect that any undue difficulties will be encountered in so 
using Diesel engines. Further, the Diesel marine engine 
does not differ greatly from the land type, and so experi- 
ence gained with the latter is, in Mr. Chalkley’s words, in 
a measure equivalent to that which would have had to be 
obtained at sea were the construction different in any 
marked degree." 

The use of the Diesel engine in electricity works has 
made great strides during recent years, and we do not see 
any reason why progress should not be maintained, and, in 
fact, augmented. Central station engineers have, more than 
once lately, discussed the question, and the chief point which 
seems to be brought out is this: that these engines are 
considered to be most suitable and most economical in 
undertakings which run at a poor load factor. For a 
large industrial town, having a plant load factor of, 
perhaps, 40 or 45 per cent., it has been said that internal 
combustion engines are not so satisfactory. Mr. Chalkley 
tells us that the overload capacity is from 10 to 15 per cent. 
for two or three hours. When one considers the constant 
60 per cent. overloads which many steam turbine sets are 
called upon to stand, this seems small. But what does it 
really mean? Simply this—that the internal combustion 
engine does the work which it is designed to do, and is 
correctly rated ; while the steam turbine is designed to do a 
great deal more tban its nominal rating. Therefore, if you 
want to get 7,500 Kw. out of a Diesel engine, you must 
install a 7,500-Kw. engine. If you want an occasional 
7,500 KW. out of a turbo-alternator, it need only be a 
4,000-Kw. machine. This is a fact within our experience, 
and we are not exaggerating at all. The whole thing is a 
question of definition. If, when you say one kilowatt you 
mean one kilowatt, you are all right with your Diesel, but 
if you mean something quite different, you must learn to say 
what you mean. 

Turning to the literary side of the book, .we are glad to 
say that we have few faults to find. The pleonastic use of 
the word “ one,“ as in the sentence the constant-pressure 
cycle is a rather less efficient one than the constant volume 
one," on page 25, and another on page 106, which is even 
worse, is, perhaps, the most persistent. There are two or 
three split infinitives, but we are tired of pointing out this 
fault in scientific books. There is no need to put a full 
stop after the word “ grams every time it occurs, for it is 
not &n abbreviation, except in the sense that all American- 
isms are abbreviations. On page 19, fig. 5, the letters v, 
and v, should be interchanged, and on page 187 the angle 
BO A should be lettered d, but is not. On page 211, line 11, 
the figure 1 should be replaced by an italic J. | 

Concise, distinct, up-to-date, well illustrated and well 
indexed, the book should find a place in the library of every 
engineer who wishes to keep abreast of modern developments. 


Elementary Internal Combustion Engines. By J. W. 
Kersuaw. London: Longmans, Green & Со. · Price 
28. 6d. net. 


This is a most excellent production. It is really one of the 
best text-books that we have come across for a long time. 
The buyer obtains excellent value. The matter is good. 
There аге 117 illustrations (nearly all of them well executed) 
and there are 171 pages. As а companion to the excellent 
little treatise on ** Steam," by Prof. Ripper, we can think of 
no better book for the young student of motive power 
engineering. 

The author informs us that this book is intended to give 
an elementary account of the construction and working of 
internal combustion engines and power gas producers, and 
to serve as an introduction to the more advanced books 
dealing with the subject, and he certainly accomplishes his 
intention. He has made his explanations fairly simple, 
has taken care with his illustrations, and has not attempted 
to cover too much ground. There are some very good 
numerical examples in the text, but we think it a pity that 
there are no examples for the student to work out on his 
own initiative. There is quite a good description of the 


Diesel engine, and a good deal about the Humphrey pump. 
About two pages are given to the gas turbine, which is, 
after all, quite enough for an elementary book. The last 
chapter on engine efficiency is quite up to the standard found 
elsewhere. 

Tt is not often that we are able to say that a new text- 
book supplies a long-felt demand. We are delighted to be 
able to record the fact that this book has been needed for 
the last five or six years. It is, of course, elementary; no 
originality was needed, nor is it displayed. There is no 
evidence that the author is a prominent expert on the 
subject. It is probable that he is not, otherwise he would 
not have done his work so well. He has, however, written 
in а clear and careful manner a little book upon a subject 
which has previously caused the student difficulty, because 
of the lack of such a little treatise. He is, therefore, to be 
congratulated. After all, it is better to supply such a 
demand than to write ten times the amount upon a more 
complicated subject in such a fashion that no one understands 
it. A student of very average intelligence could follow the 
contents of this book and gain advantage from a complete 
study of its contents. 


RULES FOR ELECTRIC OPERATING STAFFS. 
[ COMMUNICATED. ] 


(Concluded from page 274.) 


THE other department in which а set of regulations is 
necessary is in the keying together of operations of the 
various sections of the operating staff. In the electricity 
eupply undertaking this is chiefly evident in the work of the 
generating-station staff as connected with the mains depart- 
ment. Especially on high-pressure systems this co-ordination 
must not be left in a haphazard condition, and numerous 
stations have adopted a set of rules for this purpose. By the 
courtesy of the Chief Engineer of the Bedford Corporation 
Electricity Works, the writer is able to give a complete set 


of regulations formulated for this purpose, and this article 


will conclude by detailing these as an instance of the type 
of regulation which will be found of value in electricity 
supply undertakings. It will be seen on examination that 
some features of the regulations are strictly local, but their 
chief value in connection with the present notes is that they 
might very well form a basis for the construction of a 
Standard set of operating regulations which might apply in 
the main to all electricity undertakings of this type. If such 
regulations could be drawn up and accepted as standard, there 
would probably be less confusion in such undertakings, due 
to the change of personnel. That this is an important point 
will, on reflection, be acknowledged by most central-station 
chiefs, inasmuch as the change of operating staffs usually 
involves the chief engineer in a period of some anxiety until 
he is perfectly sure that the new man has fitted into his job 
without the possibility of a mistake in judgment or operation. 

The regulations referred to are printed on large cards with 
varnished surfaces, which are hung in a prominent position 
in the engine room, and are therefore capable of easy 
inspection at all times. The small forms, referred to as A, 
B and C, are printed cards of postcard size, their general 
appearance being shown below. The regulations read as 
follows :— 


BEDFORD CORPORATION ELECTRICITY SUPPLY. 


Instructions for carrying out work оп: 
HIGH-TENSION SWITCHBOARD AT THE GENERATING STATION. 


General, 


1. Under no circumstances is any work to he executed on any high- 
tension cable, transformer or other apparatus, unless the proper steps 
hare heen taken to make the same dead. 

2. In every case, before any H.T. apparatus is touched, two 
persons in authority are to assure themselves independently that 
the apparatus is “dead,” and must connect the same to earth. 

3. When withdrawing or replacing any H.T. fuse or isolating 
switch, rubber gloves are to be worn on both hands, and a rubber 
mat or insulating stool is to be used to stand on. All rubber gloves 
must be examined for punctures each time before using by rolling 
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up from the wrist, and no glove is to be used or retained for use 
showing signe of wear, or liable to cause undue risk. 

4. The doors protecting the main bus-bar cells are on no account 
to be removed. 

5. Generator Panels.—Panels G 6, G 7, G 8, G 9 and G 10. 

(a) Before removing the small inspection slate on the 
front of each panel— 

(1) The generator must be stopped ; 

(2) The exciting circuit opened ; and 

(3) The switch blocked open or the isolating plugs 
withdrawn. 

(b) Before removing the back door of the cell— 

(1) The generator must be stopped ; 
(2) The exciter circuit opened ; and 
(3) The isolating plugs withdrawn. 

N.B.—It follows from the above that should a potential 
transformer fuse blow, or the low-tension wiring become 
deranged in any way, no steps can be taken to repair until 
the generator is taken out and shut down. 

6. Main Panel.—The back cell door to be removed only for the 
purpose of replacing a potential transformer fuse. Before doing 
this, there must be two persons present, each wearing a pair of 
rubber gauntlets and a pair of insulating shoes. 

7. Feeder Panels,—When work ів to be done on the feeder panels, 
all must be treated as being interconnected at the sub-stations, and 
must therefore be considered as being "alive" until disconnected 
outside. Before working on any apparatus in connection with a 
feeder panel, it will therefore be necessary tc — 

Send written requisition (Form A) to the mains foreman 
to clear feeder, stating name of feeder (as printed on tbe 
penel tablets) and only when such requisition has been 
returned signed by the mains foreman or other authorised 
person, stating that the feeder is clear from outside, may the 
work proceed as follows :— 

8. Queen's Engineering Works Panel.— 

(a) Before removing inspection slate— 

(1) Open switch, lock off, and before commencing 
work behind the inspection slate. 
(2) Earth H.T. terminals at both poles. 
(5) Before removing back cell door 
(1) Open switch and lock off. 
(2) Withdraw isolating plugs. 
(3) Remove inspection slate. 
(4) Earth H.T. terminals. 

9. Queen's Engineering Works Fuseboards.—Work on these fur e- 
boards should as far as possible be done only when the same 
are dead.“ If, however, it becomes necessary to renew a fuse 
without interrupting the supply, this must only be done by means 
of the special grips provided for the purpore, and tbere must be 
two persons present equipped as in 6. To make fuseboards dead,“ 
proceed as in 8 (a). 

10. Sewage Pumping.—(1) Feeder must be cleared as set out in 7; 
then (2) proceed as in 8. 

11. Feeder Group Switch Panels.— 

(a) Before removing inspection slate— 

(1) Open and lock off switch. 

(2) Take out all H.T. fuses on the group. 

(3) Observe if group voltmeter is reading zero. Then 
remove inspection slate, and 

(4) Earth H.T. terminals. 

N.B.— This can, of course, only be done on light load, or in 
cases of extreme emergency, and notice must be given to the 
mains foreman in order that the section pillar fuses can be 
strengthened if n ; 

(5) Before removing back cell door 

(1) Proceed as above, and 
(2) Withdraw isolating plugs. 

12. Fused Feeder Panels.— 

(a) Before removing any of the small doors protecting 
each individual fused feeder connection— 

(1) Feeder must be cleared as set out in 7, 
(2) Remove fuses on both poles, 

(3) Look off. 

(4) Earth top terminal of fuse on each pole. 

(b) Before removing door protecting sub-bus-bar, proceed 
as in 11 (a). 

13. Potential Transformer for Tirrill Regulator.—Before renewing 
fuses or doing any work on transformer— 


(1) Open and lock off Group C switch. 


14. Electrostatic Earth Detector.—No work is to be done on this 
unless the main bus-bars are dead." 
15. London Road Feeders.— 
(a) Before removing the inspection slate— | 
(1) Both feeders in the panel must be cleared ав set 
out in 7. 
(2) Open and lock off switches. 
(3) Remove inspection slate and earth the нут, 
terminals. 
(0) Before removing back cell door 
(1) Clear both feeders as above. 
(2) Open switches and lock off. 
(3) Withdraw isolating plugs. 
(4) Remove inspection slate and earth H.T. terminals. 


N.B.—If work is to be done on the H.T. feeder or aj paratus 
at sub-station at the same time, in addition to the sbove, it 
will be necessary to observe Regulations 17, 18, 20, 21. 


For re-connections observe Regulations 18 (2), (3), (4) and (5), 


BEDFORD CORPORATION ELECTRICITY SUPPLY. 


Instructions for carrying out work on: 
HIGH-TENSION FEEDERS. 


16. Clearing II. J. Feeders for Work on H.T. Switehbourd.— On 
receipt of a requisition (Form A) from the generating station to 
clear a feeder— 

(1) Obtain card of particulars for the feeder named on the 
requisition note to the effect that all instructions have been 
carried out, and return to engineer in charge at generating 
station. 

N.B.— The feeder, however. is not dead, and no work is 
to be done on any feeder or apparatus in connection therewith 
until precaution 17 bas been completed. 


For re-connections see Regulations 18 (2), (3), (4) and (5). 


17. Before working on any И.Т. Feeder.— 

(1) Obtain card of particulars for the feeder and proceed 
to disconnect as therein stated. 

(2) Send written requisition (Form B), naming the feeder, 
to the engineer in charge at the generating station to lock 
off and earth both terminals of the feeder at the works. 

(3) Receive key of locking-off gear from the engineer in 
charge, together with signed statement (Form C) to the 
effect that the feeder is '' dead." 

(4) Note carefully on the card of particulars the instruc- 
tions for locating the feeder in the street draw-in and joint 
boxes. 

(5) When the first cut in every draw.in or joint box is 
made, two persons must be present, each wearing rubber 
gloves and insulating shoes, or standing on rubber mats, and 
the blade of the saw, after it has reached one conductor, 
must be put to earth, and should there be any evidence of 
the cable being "alive," all work is to be stopped, and not 
proceeded with until the matter has been reported to the 
chief engineer or the deputy-engineer, and his sanction 
obtained for proceeding. 

N.B.—It must be distinctly understood that no work is to 
commence or proceed on a H.T. feeder unless the employé 
actually doing the work holds on bis person the key of the 
locking-off gear and the written statement of the engineer 
in charge referred to, and if others are working on the feeder 
at the same time, they must also hold signed statements to 
the effect that&he feeder is " dead." 


18. Znstructions for Reconnecting H.T. Feeders,— 

(1) When the employe working on the feeder has made all 
good and safe, he must return the key of the locking-off 
gear to the charge engineer, together with the statement 
(Form C) signed by him to the effect that the feeder can 
safely be connected to the H.T. supply, and if others have 
been working on-the feeder at the same time, each must 
sign and return Form C. 

(2) The charge engineer must then unlock feeder terminals 
and remove the earth connections, and test the feeder with 
an ohmmeter, recording the results of such tests on the dis- 
connection form. 

(3) If the test be unsatisfactory in any way, the charge 
engineer shall replace the earth connections, lock off feeder, 
and report immediately to the chief engineer or deputy, and 
receive sanction for proceeding. 

(4) If the test be satisfactory, or sanction (as above) be 
received, the charge engineer, after examining and renewing 
(if necessary) tbe fuses, shall replace them, thereby making 
the feeder ' alive." 

(5) The charge engineer shall then give the mains foreman 
& written statement (Form A or B) to the effect that the 
feeder has been made "alive" at the generating station, and 
the mains foreman shall have the feeder reconnected at the 
sub-station, &o., as directed on the card of particulars. 


Instructions for carrying out work on: 
HiGH-TENSION APPARATUS IN SUB-STATIONS, 


19. Two persons must always be present when a enb-station is 
entered, or when the Kiosk transformer pillar is opencd. 

20. Except the renewing and replacing of fuse handles, no work 
is to be done on a H.T. fuseboard unless the same has been made 
" dead." 


Before working on П.Т. Fusehoards.— 
(1) Carry out instructions set out in 17 as for H.T, fee ers. 
(2) Remove L.T. fuses of all transformers. 
21. No high-tension fuse is to be replaced until signed statement 
(Form A or B) has been issued and received. 


22. Before working on a Transformer.— 
(1) Withdraw high-tension fuses on both poler, 
(2) Withdraw L.T. fuses on transformer, 


23. When reconnecting a Transformer.— 
(1) Replace middle-Wire fuse. 
(2) Test with 10-amp. fuses on L.T. outers. 
(3) Remove 10-amp. fuses and replace H.T. fus. 8, 
(4) Test for correct banking. 
(5) If correct, replace L.T. outer fuses, 


T xt Ur 
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The regulation forms referred to above are of the nature 
shown herewith :— 


BEDFORD ELECTRICITY SUPPLY. A 
H.T. FEEDER DISCONNECTION. 


NAME OF FEEDER. 


TO MAINS FOREMAN. 


Please disconnect the above Feeder from the H.T. external system 
at all points for work on MAIN SWITCHBOARD, and report by 


LiT PC e VE SU iud CHARGE ENGINEER. 


X.B.—The Mains Foreman will note that as soon as the above work is 
completed the above Feeder will be made ALIVE at the Generating Station, 
and that he must not permit anyone to work on the Feeder or any cable or 
apparatus connected thereto. 


Dil. e eves QUEUE au aus AUS "- Time 
TO THE CHARGE ENGINEER, 


The above Feeder is disconnected from the H.T. external system 
at all points 


Signed о "06 EEKE ES] 


- 


о... . . MAINS FOREMAN. 


Dae eR FFC ЧТ Time 
TO THE MAINS FOREMAN, 


The above work is completed, and the Feeder made ALIVE. 
Please re-connect at all points. 


RESULT | 
OF | | 
TEST. | 
i 
Sied РРСРР eco „666 + ә esc oce CHARGE ENGINEER, 
ЕРО Time 


# + + «++ ээ оваа асе „ э э э э 


TO THE CHARGE ENGINEER. 
The above Feeder has been re-connected at all points. 


Signed eis ssa ⁵ĩð⁊2 8 РЕТТИ ЕРУ ... . . MAINS FOREMAN. 


- 


BEDFORD ELECTRICITY SUPPLY. B 


H T. FEEDER DISCONNECTION. 


NAME OF FEEDER. 


Date..... е „„ „4 о 665625 „ „ „4 „ 6 6 „ „ „ е Time 5999595529 „4 „46 „4 ө 


TO THE CHARGE ENGINEER. 


Please withdraw H.T. Fuses, EARTH and lock off the above Feeder 
which is disconnected from the H. T. external system at all other points. 
The following Jointers will work on this Feeder: — 
| | 


NAME CF JOINTE&R. | LocatiTY. 


TO THE MAINS FOREMAN. 


The work being reported complete, the above Feeder has been made 
ALIVE at the Generating Station. Please re-connect at all points. 


— — — — — M bc — 


RESULT 
OF | 
TEST. | 


Signed 


4$ 9 9 9 bo. e э а + 9 9 ө „+, n t э v n 


TO THE CHARGE ENGINEER. 
The above Feeder has been re-connected at al points, 


Sign eee 
ка@пеай...............................................ә Mains FOREMAN. 


BEDFORD ELECTRICITY SUPPLY. - C 
H.T. FEEDER DISCONNECTION. — 


NAME OF FEEDER. - | 
| | 


TO JOINTER. 

The above Feeder is locked off and both poles EARTHED; it will 
rema'n locked off until you sign.below and return this card to the 
Generating Station, when the Feeder will be made ALIVE. | 


Sine, e — QÀ CHARGE ENGINEER. 
. — 
Ir ГЕНИ ИЕТ Time РРА Е 


ТО THE CHARGE ENGINEER. 
Work on the above Feeder is completed. and Feeder left safe to be 
made alive at the following points :— 


— — — — 


Sie,... uber о shine wk qu Г JOINTER. 


N.B.—The Charge Engineer must issue one of these forms to each Jointer 
working on Feeder, as set out on Form B by the MaINS FOREMAN, 


The above regulations are, of course, only given here as 
illustrative types, but there is sufficient in them of standard 
nature to render them of interest to every electricity supply 
undertaking, and the present notes are written with the 
object of initiating a discussion in this journal on the 
question of formulating a standard set of operating regula- 
tions which, so far as possible with local modifications, can 
be adopted in medium-sized electricity supply undertakings 
for the purpose of codifying the operating systems of such 
plants into a closely uniform nature, for the purpose of 
training operating engineers, so far as routine operations 
are concerned, on as standard a basis as possible. 


PRIVATE BILLS OF THE PAST SESSION. 


[BY OUR PARLIAMENTARY REPORTER. ] 


COMPARATIVELY little space is needed to sum up the results 
of the past session, so far as electrical clauses in private 
Bills are concerned. To start with, such Bills were few in 
number, and whilst, of course, a great deal of local interest 
attached to some of them, few were of national interest. Bills 
dealing with tramways and electric lighting are now framed 
in almost identical language, for past experience has led to 
the adoption of model clauses, with the result that, apart 
from the vital question of whether or not the powers asked 
for should be allowed, there is little discussion over the actual 
wording of clauses. If the projects for railless traction 
schemes are excluded—and these cannot really be tern:ed 
new—there were no proposals of a novel character. In 
only one direction can it be said that there seems a bright 
future for big extensions of electrical enterprise. requiring 
the sanction of Parliament, and this is in respect to the 
electritication of railways for the proved success of the 
system in London is gradnally leading to its adoption on 
lines which go considerably beyond the Metropolitan area. 
From this point of view, the most interesting Bill was 
that of the Midland Railway Co. for the taking over of the 
London, Tilbury and Southend Railway. Although the 
Bill itself. contained no powers to electrify the line to 
Southend, the promoters declared that it was their intention 
to carry out such ‘a scheme, and in the end the Bill was 
passed subject to an undertaking that the Midland Co. would 
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come to Parliament for the necessary powers to do the work 
within a reasonable time. ‘Two Bills closely associated with 
one another so far as the work intended to be carried out 
is concerned, were the London Electric Railway Bill and 
the London and North-Western Railway Bill. The main 
object of the London Electric Railway Co.'s Bill was to 
allow them te construct a line from Paddington to Queen's 
Park, and at that place to form a junction with the London 
and North-Western Co.'s line to Watford, now being electritied. 
The latter company are prepared to advance the necessary 
capital for the construction of the line, and they took powers 
in their Bill to enter into agreements, &c. "The London 
Electric Railway Co. also obtained powers to amalgamate the 
Hampstead and Edgware Railway Co., who have authority 
to construct a line between those places, as an extension of 
the Charing Cross, Easton and Hampstead Railway. The 
Metropolitan Railway Co. failed in their attempt to obtain 
powers to construct a new railway at Hammersmith to join 
up with the authorised new line of the Great Western Rail- 
way Co. to West Ealing, and thus to have given a further 
route between London and Ealing, but they succeeded in 
getting authority to extend their line from Watford to 
Rickmansworth, which will add another desirable residential 
district to the London workers. "The Metropolitan District 
Railway Co. got very important powers by which the London 
and South-Western Co. will widen their Wimbledon and 
Fulham Railway, and give the Metropolitan Co. the exclusive 
right of use. This will very materially assist the District Co. 
in the management of their traffic. The Great Eastern Rail- 
way Co. sought powers to raise £90,000 debenture stock, 
which will be devoted to the electrification of the unfortunate 
East London Railway Co., which has struggled with adversity 
for so many years, and it is to be hoped that the change will 
prove as successful as it has with the Metropolitan and the 
District. Lines. 

Several Tramway Bills affecting the London area were 
promoted at the beginning of the session, but those of the 
West Ham Corporation and the Metropolitan Electric 
Tramways Co. were withdrawn, the latter company having 
come to a satisfactory arrangement with the London County 
Council. As usual, the London County Council came forward 


with a big programme of new tramways, and as usual also“ 


the opposition of local road authorities prevented most of 
them getting through Standing Orders stage. After a great 
deal of opposition the Council obtained powers to extend the 
tramway in Tooley Street, but coupled with conditions as 
to the times of the day during which the extension should be 
used. By far the most important power obtained by the 
Council was, however, to run coupled cars or trailers. At 
present the authority to do this is limited practically to the 
South side of the river and the Thames Embankinent, with 
a view to seeing how the thing works in actual practice. The 
London United Tramways Co. secured an extension of time 
for the completion of the authorised tramway at Richmond. 

Of the proceedings relating to provincial schemes 
the most interesting was the fight for Brighton and 
Hove and District. Here there were no fewer than 
four Richmonds in the field, and in the end matters 
became somewhat complicated. They were (1) the 
Brighton and Hove Omnibus Co.; (2) the Brighton Cor- 
poration ; (3) the Hove Corporation; and (4) the British 
Electric Traction Co. The first-named retired from the 
fight at an early stage, having come to a satisfactory settle- 
ment with the Brighton Corporation. As the result of 
the hearing before a House of Lords’ Committee, the British 
Electric Traction Co.’s Bill was rejected, whilst both the 
other Bills for the construction of railless traction systems 
within their respective boundaries were passed, with thie 
hope being expressed that the parties would come to a 
mutual understanding regarding the working of the tram- 
ways. When the parties came before the House of Commons’ 
Committee, the British Electric Traction Co. appeared as 
opponents, and were successful in getting some compensa- 
tion from the Hove Corporation for thé removal of the 
present old horse tramway. It became evident also that 
Hove really did not want railless or any other 
kind of tramway within their boundary, and that 
they had really come forward in self-protection, fearing 
that an outside Corporation or company might get into 
4e district. In the end, however, both the Bills were 


passed as was the case in the Lords. A strenuous fight took 
place over the proposals of the Birmingham Corporation to 
extend their tramways into the Edgbaston and IIarborne 
district, but in the end the Corporation only got a part of the 
powers for which they asked. Keighley Corporation were 
empowered to use trolley vehicles, and Hull Corporation to 
further extend their tramway system. Other local authori- 
ties successful in obtaining railless trolley powers were the 
Ramsbottom U.D.C., Sheffield Corporation, and Stockport 
Corporation. One new company, i.e.. the North Ormesby, 


South Bank, Normanby and Grangetown Railless Traction 


Co. was successful in getting its Dill through, but the 
Southall, Hounslow and Twickenham Bill met an early 
death. 

There were no English Electric Power Bills. The 
Sidmouth U.D.C. got powers to take over the under- 
taking of the Sidmouth Gas and Electricity Co. The 
National Electric Construction Co. got through their 
Bill to confirm agreements made between the company 
and their predecessors and certain local authorities with 
regard to the supply of fittings. On the Sheffield Corpora- 
tion’s Bill there was an interesting fight with regard to the 
power of the Corporation to supply electric fittings, which 
resulted in the Corporation being restricted to the model 
clause by which they are not at liberty to execute the wiring 
of private property except between the main of the Corpora- 
tion and the consumer's meter, nor can they sell electric 
fittings except through a contractor. 

The Bognor Gas Light and Coke Co. obtained electric 
lighting powers on coming to an arrangement with a local 
owner who already generates his own electricity for a large 
block of buildings and was applying for an electric lighting 
order for himself. The following Scotch provisional orders 
were proceeded with as private Bills, and carried : Lanark 
Tramways and Loch Ericht Water and Electric Power. 


"TO THE TRADE.” 
Bv “JUGGINS.” 


THE system of discounts now in use in the electrica! trade 
is, in its present chaotic form, often a source of great annoy- 
ance and trouble to those who have any dealings with it. 

To many of our smaller * business" men the intricate 
calculations involved in arriving at cost prices and suitable 
selling prices are much beyond their mental capacities, and 
do more towards turning their hair grey than the more 
practical part of their work. An “electrician ” is not neces- 
sarily a highly intelligent specimen of manhood, and more 
often than not the man who makes the best of a wiring job 
is the one who flounders most in the maze of figures he has 
to go through before he can estimate for a single contract. 
More than that, should the electrician have to supply goods 
from several different manufacturers, he has to carry in his 
mind numerous figures representing the various discounts 
offered, which are easily forgotten or mixed. Further, many 
of the figures are so cumbersome that it is impossible to work 
with them at all unless the scribbling pad is handy. It is, 
to say the least, very humiliating to have to use a pencil and 
paper every time one has to quote a price. 

No one who gives thought to this question will fail to 
appreciate any suggestion that gives prospects of reform ; 
but, at the same time, we all realise the difficulties to be 
encountered in bringing about that reform. The variations 
in market prices is the first and greatest obstacle in the 
way of progress, yet with a little care and forethought 
the writer is sure that even that obstacle could be 
gurmounted. | 

There is another aspect to the case which it behoves us 
to consider, namely, the fleecing of the customer.  Elec- 
tricians are inclined to favour the firms giving the greatest 
discounts, in order that by charging full list prices to their 
customers, they may realise profits which, to put it very 
mildly, are grossly unfair. One will readily allow that a 
man who invests his capital, be it £5 or £5,000, in a 
business of any sort, has a right to make a reasonable 
profit, but in the electrical trade, as in other trades, profits 
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often attain to the unreasonable. For this the manu- 
facturers ure largely responsible, for by offering a trade dis- 
count of, say, 50 per cent., they are inducing the contractors 
not only to buy their goods, but also to sell them for more 
than their worth, since, if the discount is high, the list 
price is then in reality much more than the real value of 
the article. The contractor does not buy cheaper where a 
big discount is offered, but charges more for the goods. 

The writer now proposes to give some figures which will 
well illustrate the weaknesses of the present system of dis- 
counts by showing the absurdity of some discounts, the 
effects of varying market prices on them, and the unreason- 
ableness of the profits made allowable by reason of badly 
fixed discounts. | ! 

We will take first the case of a firm who list all their 
goods in a single catalogue, but who give a different 
percentage to the trade according as the goods purchased 
are listed at the beginning, tne middle, or the end of the 
catalogue. Now, this is absurd enough, but it is not quite 
as bad as the case where a discount of 474 per cent. was 
quoted. To work with such an unwieldy figure as 
47} per cent. is out of all reason. The writer has tried to 
analyse the figure to see if there is any logical reason for 
adopting it, and to find some simple method of working with 
it, but, so far, has failed. 

Another instance is rather a good one. A certain firm 
recently quoted a trade discount of 334 per cent., with a 


preferential discount in a special case of a further 15 per 


cent., and, in addition, the usual 5 per cent. for cash. Is 
it possible to imagine anything more beautiful? The 
writer has calculated that the ultimate discount in this case 
is 46} per cent.—truly a wonderful figure. 

Now, why cannot we, once and for all, drop such absur- 
dities and adopt reasonable and decent figures? Why 
should we dabble with 46} per cent. or 474, when 50, prac- 
tically the same figure, would do just as well? More than 
this, why cannot we have the same discount on all lines and 
from all firms ? 

Difficulties will at once arise when the market begins to 
vary, but the following example of the effect, under present 
conditions will show that things cannot be worse than they 
are now. 

The trade were recently notified that, owing to the 
increased price of raw material, prices would be increased 
10 per cent.,” and a few weeks afterwards a further 10 per 
cent.rise was announced. Now let us apply this to the case 
we last cited, and see the effect. 

Let us assume, for convenience, a certain article is listed 
at £100 ; after the first increase, this price has risen to 
£110, and eventually to £121, although some firms preferred 
to treat the ultimate increase as one of 20 per cent. instead 
of 21 per cent. Now, working, perhaps, in a roundabout 
fashion in order that the illustration may be all the more 
effective, on taking 461 per cent. from £121 we are left with 
& cost price of (to be precise) £65 83/600, which leaves a 
discount off the original list price of 31 517/600 per cent. 
Truly wonderful ! | 

Now the writer proposes to meet variations of this nature 
by a decrease in the discount instead of an increase in the list 
price. He claims that the contractor or small business man 
is chiefly concerned with the price he has to pay for his 
goods, and not the price they are listed at. He fixes his 
charges for them accordingly. Let us arrange then that 
instead of making an increase of 10 per cent. in the catalogue 
price we simply decrease the discount 5 per cent., that is, 
give the contractor only 20 per cent. in place of the 25 per 
cent. he was originally allowed. The tradesman would thus 
know readily what his goods cost and could fix his selling 
price accordingly. Further, variations could be arranged to 
affect all goods at the same time by giving a slightly less 
discount on all things instead of making substantial increases 
on some lines only. Although a suggestion of this sort 
would certain!y come in for some scathing criticism from 
various sources, yet it has merit in that it tends to simplify 
greatly our business system. The problem of fixing a fair 
alteration in the discount either way would indeed bea 
difficult one, but we must remember that every manufacturing 
firm has many clerks who thrive on works costs and the 
like, and who would think nothing of problems of this 
nature. More than that, the working of one problem would 


finish the whole matter, whereas now each contractor has to 
do his own calculations, which many of them find much too 
difficult. 

Finally, in dealing with the unreasonableness of the profits 
made allowable by some discounts, we must bear in mind 
that nine out of every ten of our customers ask for a dis- 
count off the list price, in which case it may be an advantage 
to be allowed 50 per cent. ; but, generally speaking, 50 per 
cent. is too high a discount. In a case where 50 per cent. 
and an additional 10 per cent., and the usual 5 per cent. 


- cash allowance were made, a certain article was sold at the 


fulllist price. On calculating out the profit, the tradesman 
was surprised to find that he had realised 134 per cent., which 
is, beyond question, unreasonable. 

Why cannot we, then, try to adopt some system which will 
be fairer to manufacturer, contractor and consumer alike. 
The evil that is done by such large discounts can be 
remedied, the complications of figures can be smoothed out, 
and the worry that is caused to the contractor can be done 
away with. 

If every firm were to adopt a trade discount of, say, 
30 per cent. and to counterbalance increases in the pro- 
duction costs by small decreases in the discounts much of 
the present trouble could be avoided. The variations in the 
trade terms need not involve more unwieldy figures than 
9 per cent.; and in hoping that some improvement will be 


forthcoming, the writer is confident that the adoption of the 


above suggestions would be a real boon and blessing. 


A POWERFUL ELECTROSTATIC MACHINE. 


WurnREas high-tension alternate currents are generated 
with relative ease by means of transformers, the only 
available source in the case of direct currents are electro- 
static machines. 

In view of the inadequacy of these machines, as so far 
constructed, H. Abraham and P. Villard, in connection with 
their work on high direct-current potentials, recently 
entrusted M. Roycourt, at Paris, with the construction of an 
extremely powerful electric machine destined for their 
laboratory at the Ecole Normale Supérieure. 


ELECTROSTATIC MACHINE FOR THE ECOLE NORMALE SUPÉRIEURE 


This machine is of the Wimshurst-Bonetti type, with 
opposite rotations and without sectors, the extremely high 
potential being due to the use of disks 73 centimetres in 
diameter. The current output depends on the surface 
area passing in a given time in front of the combs, and 
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accordingly, оп the number of disks and their speed of 
rotation. Roycourt, therefore, adopted 20 disks with a 
maximum speed of 1,500 R.p.M. This condition, while 
subjecting the insulating substance (ebonite) to a tangential 
speed of 58 metres per second, results in a perfect, balancing 
of the disks and other rotating parts, and does away with 
any cause of disturbing vibrations. 

The disks are mounted by pairs on cast-iron frames solidly 
5 to a cast-iron base (similar to that of a machine 
tool). 

In order to ensure the maximum output, depending on the 
purity of the ebonite, the disks have been fitted with a 
patented device allowing them to be withdrawn separately at a 
moment's notice, so that the machine may be cleaned in 
a few minutes. | 

The transmission of driving energy is effected by means 
of ashaft driven by the motor-belt. On this intermediate 
shaft are keyed the driving-pulleys of the disks, driven through 
belt transmission. As the strain on the belts is uniformly 
distributed, they are all lengthened in the same proportion. 
In order to tighten the belts, the position of the intermediate 
shaft is altered by a lever, and it is fixed by tightening a nut 
on & perforated sector below the bench. 

In order.to allow for any combination liable to arise in 
connection with laboratory work, the diametrical conductors 
are insulated against the bulk of the machine, while being 
8o arranged as to enable their angle to be readily adjusted. 

In connection with the first tests of this machine, potential 
differences of up to 320,000 volts could be obtained, this 
limit being determined by the sparking set up between the 
metal frame and the current collectors, that is, over a length 
glightly exceeding the radius of the disks. 


THE MINERS' ELECTRIC LAMP . 
COMPETITION. 


As our readers will remember, in May, 1911, the Secretary of State 
for the Home ent announced a prize of £1,000 for the 
electrio lamp suitable for miners which best fulfilled certain 
specified requirements, The amount of the prize was placed at the 
disposal of the Seoretary of State by a colliery proprietor, and the 
object of the competition was to encourage the production of safe 
and efficient types of electric lampe for miners. 

Mr. Charles Rhodes (a former President of the Institute of 
Mining Engineers), and Mr. Charles H. Merz (a member of the recent 
Departmental Committee on the Use of Electricity in Mines), con- 
sented to act as judges, and the conditions of the competition were 
as follows :— - 

l. The competition was open to persons of any nationality. 

2. The judges were empowered to award the whole of the prize, 
or to divide it, or to make no award if no lamp appeared to them to 
be of sufficient merit. 

i : E i was open for six months, closing on December 
st, : 

The requirements which all the lamps submitted in competition 
were asked to fulfll were aa follows :— 

1 Each lamp was to be of sound mechanical construction, во as 
to withstand rough usage. i | 

.2. It was to be of simple construction, and easy to maintain їп 
good order and repair. 

- 9. It was to be so constructed as to render impossible the ignition 
of inflammable gas either within or without the lamp. 

4. The lamp battery was to be so constructed that any liquid it 
might contain could not be spilled with the lamp in use. 

5. The lamp was to be во constructed as not to be liable to 
deterioration by corrosion as a result of the action of the 
electrolyte. ` 

6. It was to be effectively blocked. 

7. It was to be capable of giving an amount of light not less 
than 2 C.P. continuously for 10 hours. 

8. The light was to be well distributed outside the lamp. 

In addition to the above, regard was directed to be paid to:— 
(a) The firet cost of the lamp; (5) the cost of meintenanoe ; (c) 
convenience in handling; and (4) the weight of the lamp when 
charged and ready for use. 

_ The judges have now issued their award, which is in the follow- 
ing terms :— 


MINERS’ ELECTRIC SAFETY LAMP COMPETITION. 


We have had submitted to us 195 lamps, varying very consider- 
ably in design and construction. id 


We have awarded the first prize to the C.E.A.G. Lamp, sent in 
by Mr. F. Farber, Beurhausstraese, 3, Dortmund, Germany, and 
inasmuch as a number of other lamps possess considerable 
merits, we have apportioned the amount offered for competition as 
follows :— 


Farber, F., Beurhausstrasse 3, Dortmund, Germany ... £600 
Attwater, Thos., 22, Pelham Square, Brighton ss vu 50 
Bohres, Adolf, Zietenstrasse 12, Hanover, Germany ... see 50 


Bristol Electric Safety Lamp Works, 40, Gt. Smith Stree 

Weatminster ... és Nos ves axe Ves sea 
Electrical Co., Ltd., 112-124, Charing Cross Road, London, W.C. 50 
Gray, W. E., 19, Archer Street, Camden Town, London, N.W. 50 
Joel, H. F., 134, Kingsland Road, London, N. E. ds 50 
Oldham & Son, Denton, Manchester ove sea Т 
Tudor Accumulator Co., 119, Victoria Street, Westminster, S.W. 50 


FOREIGN AND OOLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


AMENDMENTS. 


AUSTRALIA.—The Customs authorities have further amended 
their regulations regarding the qualifications necessary for goods 
to secure entrance under the preferential tariff. Clause 4 of the 
existing certificate is amended as follows :—Certificate, Form A: 
That in the calculation of such proportion of British production 
or British labour none of the following items bas been included or 
considered :—Manufacturer's profit or the profit or remuneration 
of any trader, agent, broker, or other person dealing in the article 
in its manufactured finished condition (costs incurred in the mere 
packing of foreign-made qoods іп, e.g., cartons or other containers) ; 
cost of outside packages or any cost of packing the goods thereinto ; 
any cost of conveying, insuring, or shipping the goods subsequent to 
their manufacture. 


[The words given in italics are now deleted. | 


NEW ZEALAND.—The Customs authorities have also revised 
their preferential tariff regulations so that they now conform 
more or less to the Australian regulations, The moet important 
new stipulation is that before goods can be entered under the 
preferential tariff their finishing process must have been effected 
by British labour, in addition to the requirement that 25 per cent. 
of their total value shall also be produced by British labour. The 
following are the more important of the new regulations :— 


1. The classes of goods which shall be deemed to be the produce 
or manufacture of the British Dominions for the purposes of the 
said Act shall be the following :— 

(a) Goods wholly the produce of the British Dominions, 

(ò) Goods wholly manufactured within the British Dominions 
from materials produced in such Dominions. 

(c) Goods wholly manufactured within the British Dominions 
in which all manufacturing processes are performed in the 
British Dominions from unmanufactured raw material of foreign 
origin. 

(d) Goods partially produced or partially manufactured in the 
British Dominions, provided that the final process or processes of 
manufacture have been performed in such Dominions, and also 
that the expenditure in material produced in such Dominions and 
[or] labour performed within such Dominions (calculated subject to 
the qualification hereunder) iu each and every article is not less than 
one-fourth of the factory or works cost of such article in ita finished 
state. 

2. In the calculation of such proportion of produce or labour of 
the British Dominions, none of the following items shall be included 
or considered : Manufacturer's profit, or the profit or remuneration of 
any trader, agent, broker or other person dealing in the article in ita 
manufactured finished condition ; costa incurred in the mere packing 
of foreign-made goods in [e.g., cartons or other containers]; cost of 
outside packages or any cost of packing the goods thereinto ; any 
cost of conveying, insuring or shipping the goods subsequent to their 
manufacture. 

3. Goods landed in transit. Goods which, after shipment from any 
part of the British Dominions, have entered into the commerce of or 
been subject to any process of manufacture in any foreign country, 
shall not be deemed to be the produce or manufacture of the British 
Dominions. 


The following are the new forms of certificates which are to 
replace those of which copies have already been published in the 
ELECTRICAL REVIEW. | 

No. 1. 


Form of certificate presoribed to be written or printed on invoices 
of all articles for entry under the Preferential Tariff of New 
Zealand when made and signed by an individual exporter person- 


ally. 


I [Full name of Ezporter |, the exporter of the artioles included 
in this invoice amounting to [ 7vfal value of inruice, in words at 
length), and dated , of goods supplied to [.Vame 
of purchaser], do hereby declare that I have the means of knowing 
and do hereby certify as follows :— 

1. That the said invoice is in all respects true and correct : 

2. That every article mentioned in the eaid invoice has been 
either wholly or partially produced or manufactured in [Name of 
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part of British Dominions], and is buna fide the produce or manu- 
facture of that part of the British Dominions. 

8. As regards those articles only partially produced or manufac- 
tured in that part of the British Dominions :— 

(a) That the final process or processes of manufacture have been 
performed in that part of the British Dominions. 

(5) That the expenditure in material produced in the British 
Dominions and [or] labour performed within such Dominions (cal- 
culated subject to the qualifications hereunder) in each and every 
article is not less than one-fourth of the factory or works cost of 
such article in its finished state. 

4. That in the calculation of such proportion of produce or labour 
of the British Dominions, none of the following items have been 
inoluded or considered : Manufactürer's profit, or the profit or re- 
muneration of any trader, agent, broker, or other person dealing in 
the article in its manufactured finished condition; costs incurred 
in the mere packing of foreign-made goods in (e.g., cartons or other 
containers); cost of outside packages or any cost of packing the 
goods thereinto ; апу cost of conveying, insuring, or shipping the 
goods subsequent to their manufacture. 

[ Signature.) 


Dated abt... . . . bhiB......... day R - ei lis 


No. 2. 


Form of Certificate prescribed to be written or printed on Inroicex of 
all articles for entry under the Preferential Tariff of New 
Zealand. when made and signed by a person other than an 

Individual Exporter. 


I. [ Full name of person signing the certificate], [partner, manager, 
chief clerk or principal official, giving rank, as the case may be], of 
[name and address of eryorter or exporters], the rasis of the 
articles included in this invoice to | Total rulue of invoice, in words 
at length | and dated e, Of goods supplied to [name of pur- 
chaser |,do hereby declare that I am duly authorised to make and 
sign this certificate on behalf of the said exporter[s]. 

I have the means of knowing and I do hereby certify as follows : 
(then continue as in paragraphs No. 1-4 of Form 1 printed above). 


NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED.) 


Compiled ep for this journal by Messrs. W. P. THompson & Co., 
lectrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


18,044. ''Bystem of electric signal or contro! for railway trains." G. Bauxrn 
(Thomson Automatic Signal Co., U.8.). August 6th. (Complete). 
18,060. ''Electric couplings or connectors." J. WiLxIx. 

8,773/12). August 6th. 

18,065. ''Eleotrometers and appliances for indicating and measuring 
variations in electric potential, especially in earth potential, and a method of 
applying the same for meteorological purposes." A. H. Maurice. August 6th. 

18,070. “А bottom for miners’ pit lamps electrically lighted." D. Monnisox. 
August 6th. (Complete). 

18,072. *' Electrica! attachment for motion picture machines.“ G. E. Warp, 
Angast 6th. (Complete). 

8,080. ‘* Electric heated glove." A. L. Carron. (Convention date, Septem. 
бе 9th, 1911, United States.) August 6th. (Complete). 

18,086. Receiving apparatus for electric waves." F. ScHwEIDER. (Соп. 
vention date, April 15th, 1919, Germany.) August 6. (Complete). 

18,067. Cooling dynamo-electric machinery and means therefor.” BIEMENS 
Bros. Dynamo Wonzuxs, LTD., and J. W. Howarp. August 6th. 

18,094. “ Bleotrio locomotives.” J. tz С. Davis. (Convention date, 
August 7th, 1911, United States.) August 6th. (Complete.) 

18,107. Compensation of single-phase potential regulators."  AxT.-Grs. 
Brown, Boveri ЕТ Сік. (Convention date, August 8rd, 1911, Germany.) 
August '6th. (Complete.) 

18,108. *''Cirouit breakers.” E. C. R. MARKS. 
United Btates.) August 6th. (Complete.) 

i vas ' Wireless telegraph tram mitters.“ A. EHaw. Avgust 6th. (Com- 
plete 

18,115. ''Electric dinner or service lifts." 
(Complete.) 

18.129. Telephones.” Н. fSzrrowxJomzs. (Akt.-Ges. Mix & Genest 
Telephon und Telegraphenwerke, Germany.) August 6th. (Complete.) 

18,145. “ Brush-holders of electrio machinery." W. WRITE, P. Dawson and 
В. Н. HovonTox. August "th. 

18,164. Contacts for electric controllers or switches." G. P. Famrrss‘and 
a, N. WARREN. August Tth. 

18,184. “ Method of operating electro-magnetic striking tools by means of 
alternating current, CHULER. August 74. (Complete.) 

18.188. Receiving apparatus for electric waves.“ F. ScHNEIDER. (Addi- 
tion to 18, 086/12.) Fein Ith. (Complete.) 

18,210. - Dein switching devices.“ F. Coates and A. REYRCLLE & Co., 
тр. August 7th 

18,212. * Electrically-operated hot and cold air dı uches,” A. EchAZ Ir RR. 
August 7th. ( Complete.) 

18,214. Electrical measuring instruments.“ E. Fauvin, E. Аміот and E. 


(Addition to 


(Clinton Wire Cloth Co., 


Е. Hopason. August 6th. 


CHENEAUX. (Convention date, September 6th, 1911, France.) August 7th. 
(Complete.) 
18,20. Electrodes for arc lamps.“ BRITIE H THomsox-Hovston Co., LTD. 


(General Electric Co., United States.) August 7th. 

18,262. ‘* Fire-alarm signal-boxes for automatic telephone systems.” A. J. 
177 5 (Denio General Electric Co., United States.) August 8th. (Com- 
ple 

18.275. Combined plug and switch for electric circuits." W. R. LAMBERT. 
August 8th. 

18,312. Magnetic compasses." Ккгти & James WRITI, Lrp., M. В, 
FizLD and D. RewrREWw. August 9th. 

18,41. ''Electrodes." H. 8, HATFIELD and CHAMBERLAIN & Ноокналм, LTD. 
August 9th. (Complete.) 

Vi E ** Ironclad electrio switch and distribution boards.“ 
and W. J. MARKHAM. August 9th. 


Н. H. BERRY. 


18,358. Automatic telephone oirouits.” 
(Siemens & Halske Akt.-Ges., Germany.) 
August 9th. (Complete.) 

18,9688. Multiplex telegraphic printing apparatus for automatic and 
manual 08 and of high output also capable of being used with sub- 
marine cables." A.CoLonna. August 9th. (Complete.) 

18,869. ** Polarised telegraphic relay." A. Coromxa. August 9th. 

18,871. ‘Vapour electric devices."  BnrrisH THomson-Hovstror Co., Lo. 
(General Electric Co., United States.) August 9th. 

18,872. * Vapour electio devioes." BRITISH (T'HOMSON-HOUSTON Co., Lap. 
(General Electric Co., United Btates.) August 9th. 

18,987. “ Тіше recorder for electric „ motors, stoves, radiators, and 
the like.” T. Тновг, F. Тновр and H. T. ORP. August 10th. 

18,404. “Galvanic cell" J. T. Szzk and A. Szrx. (Convention date, 
August 19th, 1911, Belgium.) August lOth. (Complete.) 

18,412. Dynamo-eleotrio machines.“ E. R. CLARKE. August 10th, 

18,692, n Wireless telegraphy and telephony.” J. T. BISLX Y. August 10th. 

18,425. Generator regulators." W. E. Lare, (J.B.M. Electric Co., United 
States.) August 10. (Complete.) | 


Siemens Bros. & Co., LTD 
(Addition to No. 27,458, of 1909.) 


18,480. ‘Selector for automatic or semi-automatio telephone systems." 
SIEMENS Bros. & Co., LTD. (Siemens & Halske Akt. - Ges., Germany.) 
August 10th. (Complete.) 


18,487. ''Lamp regulators.” W. E. Laze. (J.B.M. Eleotrio Co., United 
Btates.) August 10th. (Complete. 
18,440. “Electromagnetic brakes." A. Tuone & Co. (Convention date, 
August 10th, 1911, Germany.) August 10th. (Complete.) 
* Electrical systems for internal-combustion engines."  W. E. 
„ United Btates.) August 10th. (Complete.) 


18,444. 
. (J.B.M. Electrio 

18, 449. “ 3 produstion of metals.” R. W. WALLACE and E. WASEMER 

August t 10th. 


PUBLISHED SPECIFICATIONS. 


ifications in the following list may be obtained 
HOMPSON & Co., 28, High Holborn, W.C., and at 
. (in stamps). 


Copies of any ae TER 
of MESSRS. 
Liverpool and à Bradterd; price, post free, 9d 


1911. 


FirriNG8 ron METALLIC CONDUITS FOR ENCLOSING THE CABLES OY ELECTRICAL 
WiniNG BysrzMs. L. M. Waterhouse and Simplex Conduits, Ltd. 14,660. 
June Alst. 


Casm.RxGcisTERING MACHINES AND ELECTRICAL CONTROL MEANS FOR BAME. 
National Cash Register Co. (National Cash Register Co.) 16,797. July 


26th. 

BEMI-AUTOMATIO TELEPHONE ExcHaNoE Systems. F. T. McBerty. 17,813. 
July 27th. (June 27th, 1910.) 

SuPPORT8 FOR ELECTRICAL’ CONDUCTORS. Callender’s Cable and Construction 
Co. and C. W. Kay. 17,294. July 28th. 

ILLUMINATED Blons. V. von Vangel. 17,806. July 98th. 

EakTHING ов Воирно Devices ron Exvectric Conpuctors. W. T. Henley's 
Telegraph Works Co. and W. F. Bishop. 17,847. July 39th 

DrwAxo-ELxkcTRIC МАСВІМЕВ. J. W. Greenwood. 17,885. August Sth. 

Тао ido e Martens. T. E. Murray. 18,78. August 21st. (October 

APPARATUS FOR WixDbiNG ARMATURES. K. R. Ritter. 20,997. September and. 
(September 98га, 1910.) 

Maoxxro-ELxCTO MACHINES ron IGNITION РОЕРОЗЕВ, B. Brooks and F. H. 
Alston. 21,025. September rd. 

ELECTRICAL PLO SwiTcHExS. J. Y. W. MacAlister. 21,1608. September 25th. 

ELECTRODES FOR Аво Lamps. W. R. Ridings. 91,647. October 2nd, 

Macneto Macuwxs. W. H. Moore. 21, 755. October 8rd. 

SUBSCRIBER'S INSTRUMENT SET FOR AUTOMATIC TELEPHONE ExcHanoes. Siemens 
Bros. & Co. (Siemens & Halt ke Akt.-Ges.) 92,806. October 16th. 

Exvgotric Imsurators. G. Fuller and G. J. A. Fuller. 28,804. October 28rd. 

SUPPORTS FOR ELECTRICAL Сомростовв. Callender's Cable and Construction 
Co. and C. W. Kay. 28.565. (Divided application on 17,994 of 1911. July 
981.) October th. 

MEANS ғов ScvsPENDING ELECTRICO Соиростовв. Callender’s Cable and Con. 
struction Co. and C. W. Kay. 98,566. (Divided application on 17,994 of 
1911. July 28th.) 28,56€. October 26th. 

Exvxcrric LIohrino. I. Frankenburg & Bons, Ltd., and E. Fleming. 26,888. 
November 2th. (Addition to 28,724 of 1910.) 

Мктнор oF Poinrme WIRES PREPARATORY TO DmRawixo. Julius Pintsch Akt.- 
Ges. 27,962. December 6th. (November 20th, 1911.) 


1912. 


Maenet ELECTRIC RPEED INDICATORS. J. Schuster. 
(January 17th, 1911.) 

ELECTRIC CABLES FOR AUTOMATIC TELEPHONE EXCHANGE BELEOTORS лир TER 
LIKE. Western Electric Co. (Western Electric Co.) $8,980. (Divided 
application on 16,88 of 1911. July 22nd.) February 16th, 

ELECTRICALLY-HEATED Ovens. R. Haddan. (Copeman Electric Btove Co.) 
5,986. (Divided application on 22,001 of 3911. tober 6th,) March 9th. 

MANUAL AND BEMI-AUTOMATIO TELEPHONE ExcHanor Bratems. F. R. McBerty. 
8,571. April llth. (July 27th, 19.0. Divided app.ication on 17,311 of 1914. 
July 27th.) 

AUTOMATIC OR BEMI-AUTOMATIC TELEPHONE ExcHANGE Systems. F. R. McBerty. 
8,572. April lth. (July 27th, 1910. Divided application on 17,211 of 1911. 
July 27th.) 

MEANS FOR ATTACHING WIRES AMD CABLES TO InsuLaToRS. H. Parra. 9,520. 
April 22nd. (May 1st, 1911.) 

DEVICE FOR AUTOMATICALLY COOLING THE ATMOSPHERE IN ENCLOSURES ON THE 
ATTAINMENT OF A PREDETEBMINED TEMPERATURE, AND FOR GIVING AN 
ALARM WHEN THE SAID TEMPERATURE IS EXCRRDED. J. A. Voigt. 10,901. 
April 0th. 

RECEIVER FOR TELEGRAPH Painting MacHINER. Siemens Bros. & Co. (Siemens 
and Halske Akt.-Ges.) 18,490. June Sth. 


1,988. January 16th. 


Hinckley Electric Supply.—The Leicestershire and 
Warickshire Eleotrio Power Co. has applied to the B. of T. for con- 
sent to erect overhead lines for the transmission of en energy at.a 
pressure of 6,600 volts from Nutt's Lane power station, near Hinckley, 
to Battling Brook, and thence to Hollycroft Road. | 
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RULES FOR ELECTRICITY 
IN MINES. 


THE NEW 


AN action involving very important issues was brought by 
the Home Office against the Consett Iron and Coal Co., 
and was reported in our issue of August 2nd. ' Ав may 
be remembered, a fatal accident at one of the above-named 
company’s collieries resulted in the death of a workman 
employed in working a face conveyor. Ав a result of this 
the Home Office instituted proceedings against the manager 
for not having the switch efficiently earthed; had this 
been done, it would undoubtedly have saved the poor 
man's life. The Consett Co., however, defended the case, 
and maintained that under the new rules, No. 20, sub- 
section (b), exonerated them from any liability to earth 
their installation, as it was in accordance with the old 
rules and was erected before June 1st, 1911. 

Whatever the position may be from a legal point of view, 
it is, if we rightly understand the facts of the case, rather 
pitiful that a powerful and wealthy concern like the Consett 
Iron and Coal Co. should try to avoid rules which were 
designed, not to annoy proprietors of coal mines or 
to cause them unnecessary expense, but to reduce 
the risk of accidents and safeguard the lives of 
the workmen employed by them, and their own 
property from destruction. One would have thought that 
colliery companies would have welcomed anything in the 
shape of rules and regulations which had this object in view. 
We are not defending the Coal Mines Regulation Acts, or 
even the new Electricity Rules, but merely the humanitarian 
object with which they were originally framed, and no one 
who knows the extreme carelessness with which, in many 
cases, electrical installations were installed underground 
and managed afterwards—criminal carelessness we should be 
inclined to call it, were it not for the excuse of ignorance 
of electrical matters on the part of those responsible—will 
for one moment deny that some such rules were required. 
How many lives, we would ask, have been sacrificed to the 
ignorance of those in charge of the plant, and the defiance 
of all rules and regulations? One need only turn over the 
pages of the Inspectors of Mines’ Reports, and total up the 
number of fatal accidents—most of which might have been 
avoided had a little common-sense been exercised in the 
installation and management of the plant—to be appalled. 

How often have we dealt with this question in our 
own columns, and pleaded for common-sense methods of 
handling electricity in mines, and the abandonment of a 
cheese-paring and defiant policy. How often again have 
we pleaded for the employment of trained engineers, with 
full responsibility for the plant they have charge of. We 
repeat that we hold no brief for Home Office Regulations, 
but we do for clectricity, and it is of its misuse and mis- 
management that we complain. Rightly installed and 
rightly used, it will give mine-owners the best return of all 
the capital expended in the equipment of the mine ; and, 
moreover, it is as safe and as reliable as cither steam or 
compressed air, but vastly cheaper to install and much more 
economical to work. 
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Returning, however, to the case in point, we have before 
us the Report of the Departmental Committee which drafted 
the new rules, and which says regarding the earthing of 
metallic coverings of apparatus (see page 9) :—** The Com- 
mittee regards a sound connection to earth for all metallic 
coverings and casings, whether the apparatus be fixed or 
portable, as the best safeguard against shock that exists in 
underground conditions. The existing rule (No. 1c) makes 
two exemptions—(7) in favour of portable machinery (in- 
clnding trailing cables) and ( ^) in favour of low-pressure systems. 
The Committee recommends that exemption (а) be wilh- 
drawn altogether ; and that exemption (^) he modified in the 
case of alternating-current systems, so that earthing is 
required where the pressure in a system exceeds 125 volts.” 


The italics arc ours, and we wish to emphasise what was 


evidently the view and intention of the Com- 
mittee that, so far as Rule 1с sub-Section (a) 
was concerned, this was to be withdrawn abso- 
lutely on the date the new rules came into force. 
Further, Mr. W. С. Mountain, in his evidence before the 
Committee (see Minutes of Evidence, page 73, Q. 2,487), 
said in reference to Rule 1e :—“ It appears desirable to 
modify this rule so that the frames of portable machines, 
such as coal cutters, portable haulages, compressors, motors, 
and machinery which is not definitely fixed upon founda- 
tions, shall be efficiently earthed, loyether with the metallic 
cases containing. the switehyear,”’ and we must point out 
that Mr. Mountain was speaking as a member of the 
Advisory Committee of the Coal Owners! Association of 
Northumberland. It is true Mr. Mountain to some extent 
qualified this statement—if qualification it can be called— 
by explaining that some collieries had successfully worked 
electrical machinery for 10 or 12 years without accident by 
merely relying upon the perfection of the insulation. If," 
said Mr. Mountain, **such a degree of insulation could be 
maintained, of course I think earthing would not be 
necessary. But І am afraid there is a big ‘if. If some of 
these days a breakdown did occur, somebody would be 
killed. They are sitting rather on a powder magazine, I 
think." From this we gather that evidently Mr. Mountain 
thinks the rule is justified, and in our view it seems 
paltry to seize je a legal interpretation of a clause 
in the Act to avoid or shirk responsibility, especially when 
all the facts and all expressions of opinion from experienced 
electrical engineers go to prove that the switch box in 
question ough! to have been earthed. It has been said that 
the case turned upon the correct reading of the exemption 
clause and not in any way уоп expense, We cannot agree 
with this view, for had there been any desire on the part of 
the colliery company to meet the intention of the new rules 
they would have put in a temporary carthing system, 
and what other objection can there be to fulfilling the 
requirements of the rule before the year 1920 except that of 
expense ? 

As regards the legal decision, the magistrates gave their 
verdict against the Home Office, who asked for a case to be 
stated, and as a consequence, seeing the case is still sub judice, 
it would not be proper for us to express any opinion. What 
does concern us though is the effect that the ultimate 
decision of this case may have upon colliery owners, for if 
the magistrates’ decision be upheld, installations which 
ought to be attended to at once, and in which proper pro- 
vision should be made for efficient earthing, will receive no 
attention under the plea that there is plenty of time, whilst 
all the time workmen are risking their lives, and electricity 
is earning a bad reputation. An honest man has no fear 
of the law, and in the same way we think colliery 
. managers would be well advised carefully to examine the 
rules, and at once to set about bringing their installations 
into conformity with them. Accidents, especially when 
fatal, are not to the credit of colliery managers, and are 
expensive to the owners. The rules are designed to prevent 
accidents, and in our opinion they ought at least to be met 
in the spirit with which they were drawn up. Our 
sympathies are with Mr. Imery, manager for the Consett 
Co., as well as all other colliery managers, inasmuch as they 
have too many responsibilities upon their shoulders in the 
efficient management of a coal mine, but until they them- 
selves see that it would be to their own relief and advantage 
to have the mechanical and electrical responsibility trans- 


ferred to properly-qualified engineers, there is little hope of 
any change. Meantime we muddle along, and a lot of 
time seems to be wasted in seeing just how few of the 
many requirements under the numerous rules and regula- 
tions applying to coal mines may be made to serve, and in 
siezing upon exemption wherever possible, merely because it 
will relieve them from being obliged to do something, with- 
out giving the slightest thought as to whether that some- 
thing i8 worth doing or not. 


" THe Diescl explosion at Bray may be 
The Design І à 

of Machinery. taken to heart by all machinery designers 
as an illustration of the inevitable fate 
which must eventually overtake all machinery in which some 
necessary safeguard has been omitted. In an ordinary crab 
winch, so long as the men at the handles are constantly 
on the alert and there is no sudden jerk to take the 
handles out of their charge, there is really no need for the 
ratchet pawl, whose resounding click makes known the fact 
that there i8 an automatic safety device on the watch against 
disaster. The ratchet in some form or other is a very 
common device in engineering. It is used in lifts, though it 
has become in these rather a grip brake than the suddenly 
acting ratchet it once was, which would act safely on a 
rising cage, but probably would do no good on a descending 
one, though a rope is more likely to break when a cage is 

descending if there are stops to be made on the way down. 

A boiler feed-pipe without a check valve close up to the 
boiler may be a cause of low water and collapsed furnaces, 
but the check valve is never omitted now. The designer of 
Diesel engines intends that the air cylinder for the blast shall 
always carry a higher pressure than the engine cylinder, but 
evidence seems to be accumulating that this is not always the 
case. In this connection, it seems a pity that the small 
explosions that have occurred have not been more prominently 
recorded, their causes found out and explained, and an 
endeavour made to follow them logically to their possible 
worst results. Had this been done, it is possible that non- 
return valves, such as we have suggested, would have formed 
ere now a regular feature of design. It seems quite natural to 
suppose that serious mischief could not travel along a $-in. 
bore of some considerable length ; but one of our corres- 
pondents has known this to have taken place some time ago, 
and his knowledge, if it had been published and had reached 
the right quarters, might have prevented the Bray explosion. 
Designers should always be on the alert to guard against the 


effects which may follow when pressures vary in any piece 


of apparatus. It is best to design such apparatus to work 
as it is desired to work, and then to assume that the pres- 
sures will, by some unknown means, vary from what they 
should be, and to follow out all imaginary consequences and 
to provide against them. It is not always that consequences 
are serious, but they are often inconvenient. 

When putting in safeguards, it is most necessary to be 
sure that in cutting out one risk another bas not been intro- 
duced of equal danger. Certain forms of isolation valve are 
fraught with danger, because they are afforded too long a 
movement in which to receive acceleration and acquire 
dangerous momentum. Wherever fluids can, under certain 
accidental с reumstances, go the wrong way there may arise 
trouble or danger, and the non-return valve, which is, after 
all, only a form of ratchet, must be applied. It is the 
business of a designer to think out these possibilities, and 
not simply to design on the assumption that the matters he 
has arranged are going to act as they ought to do. It is 
casy to make these omissions, unless a special study is 
entered upon by supposing failure to occur and tracing its 
results. 


ONE of the dubious joys of whole-hearted 


Tue огохи identity with any particular reform move- 
of Railway AN ; 
Statistics, Ment lies in the certainty of the fact that 


the reformer never gets really all he wants. 
There may often be very good ground for his inevitable dis- 
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content thereat. Mr. W. M. Acworth (who, with Mr. George 
Paish, was responsible for the authorship of a paper read a short 
time ago before the Royal Statistical Society on “ British Rail- 
ways; their Accounts and Statistics") is in the position of a 
partially satisfied reformer. For many years Mr. Acworth 
has worked for the publication, in /e, alia, of passenger mileage 
and ton-mileage statistics on our railways. The Board of 
Trade returns in regard to British railways have long been 
recognised as notoriously unsatisfactory. We have, from 
time to time, referred to the matter in these columns. Last 
year Parliament managed to pass a “ Railway Companies’ 
(Accounts and Returns) Act.” This Act, to which we 
made brief reference in our last issue, throws some sort 
of a sop to the statistical reformers by its drastic amend- 
ment of the returns as to allocation of capital outlay and 
sources of revenue. It is not so satisfactory with regard to the 
returns giving the cost of maintenance and renewal. On the 
electric traction side, it is decidedly weak. For instance, 
the item “Electric Power Stations, &c.," in the capital 
account may include under the &c. the lighting of stations, 
or even sub-station equipment. But where are we to look 
for details such as the cost of, say, overhead equipment or 
live rails or special rolling stock or cables? As regards 
the maintenance and renewal of way and works 
(Abstract A), not one of the 20 headings seems snit- 
able to cover maintenance of outside electrical equip- 
ment. Abstract B, which is concerned with the **main- 
tenance and renewal of rolling stock (1) locomotives," contains 
no differentiation in respect of steam and electric locomotives 
for railways owning both types. 

It is true that Abstract C, under **locomotive running 
expenses, contains the  sub-heading “ Electric train 
working," the items of wages of motormen, cost of 
energy, lubricants, and other stores, including clothing. 
Schedule No. 17, however, is entitled Electric Power 
and Light Account." The main defect of this schedule is 


that there is no differentiation between the costs of lighting . 


and traction. It is true that separate returns of the energy 
supplied give this under four headings, viz., Traction, Power, 
Lighting and ** Other consumers.” No particulars are given 
of rated capacity of plant installed, or of load factors. 

Statistical Returns, Part (2), Sec. (2), Sub-Sec. (C) relates 
to the “ Trains worked by electric power." This, while very 
brief, is hopeful. It is as follows :— 


Details to be filled in as instructed 
by the Board of Trade from time 
to time by individual companies 
with regard to the various 
systems in use. 


Number, Carrying 


capacity, 
Seats, 


On the maintenance and renewal of rolling stock, Part 2, 
Sec. (11), Abstract B, we have the serious mistake of com- 
bining “rail motor and electric” rolling stock, and the 
proposed publication of the numbers renewed, received heavy 
repairs, received light repairs, and under or awaiting repair at 
the end of the year, with the further sub-division of the 
numerical figures into the two classes of repaired in the com- 
pany’s workshops or “ by contract.“ 

We feel that the omission of specific information with regard 
to ton-mileage, average distance hauled per ton, passenger 
mileage, average distance travelled per passenger, average 
number of vehicles per train, ratio of tonnage carried to 
wagon capacity, and ratio of passengers carried to seat 
capacity, is a very serious matter. It is not beyond the wit of 
man to secure such data. They are the distinctive features in 
the administrative returns of many leading railway systems. 
It is rather strange that the country in which railways 
originated, and which administers the railway systems of our 
ап Empire in a manner not surpassed by even German 
cay abilities of analysis, should slur over the compilation 
of British railway returns by leaving them notoriously in- 
complete. It is neither fair to the manufacturing com- 
munity nor to railway shareholders. Electrical engineers 
whose centra] station returns are so carefully compiled, and 
so capable of strict analysis, may well sympathise with those 
who are pressing for exactitude and utility in railway 
statistics. It is good that Mr. Acworth (himself a railway 
director), and those supporting him, are not sitting still 
under a partial success. On the success already attained 
congratulations are due, and with these we must tender 
good wishes for the further success which is necessary. 


CABLE DISCOUNTS. 


By H. R. TAUNTON. 


A CHANGE in the C.M.A. discounts, such as has recently been 
notified to the trade, brings in its train a fresh crop of arith- 
metical puzzlers for the users of cable catalogues, who find 
all their net prices, laboriously calculated for the old set of 
discounts, rendered obsolete. New net prices have to be 
worked out: and to deduct three successive percentages 
from a given list price, and to reduce the result to shillings 
and pence, and to coils and yards, is a figuring feat that 
would daunt a calculating machine, let alone a busy con- 
tractor. And he generally forgets to make a note of the 
result, so that a weck later he has the wearisome task to face 
acain for the same size and grade. When this labour is 
multiplied by 50 different sizes of cable, and a score of 
different grades, it will be seen that the C. M. A., in changing 
their discounts, unwittingly entail on their customers an 
amount of pencilling of paper and sliding of rules that, 
properly applied, would produce half-a-dozen volumes of 
Institution Papers. 

It is with the idea of minimising this waste of valuable 
brain power that the following short cuts are suggested. 
They will be found to give results considerably more accurate 
than those of the slide-rule, and quicker than paper and 
pencil; contractors especially should find them useful: | 


(TWA. Grades. 


Net price in pounds per mile :— 

Multiply list price by 6. Multiply the result by 2. 
no of the first figure to ,,',, of the second figure. 

Net price in shillings per coil :— — - 

Add half the list price to 1% of the list pce, and 
increase the result by one-half. 

Net price in pence per yard :— 

Add half the list price to a third of list prico, and divide 
the result by 10. (This gives a result accurate to % of a 
penny for a list price of £100, or q of a penny for a list 
price of £1,000, which is sufficiently ciose for practical 


purposes.) 


Add 


Non-Associahon Grades 


Net price in pounds per mile :— 

Add two-fifths of the list price, divided by 10, to half thé 
list price. 

Net price in shillings per coil :— 

Add half the list prize to a nalf of that, and subtract one- 
tenth of the result. | 

Net price in pence per yard :— ; 

Add half the list price to a half of that, and subtract 
one-fifth of the result. (This, as in the corresponding case 
for C.M.A. grades, is not absolutely. exact, but sufficiently so 
for practical purposes.) 

Tabulated for convenience of reference, these results read 
as follows, I. being list price :— 


NET PRICES OF CABLE AT CURRENT DISCOUNTS. 


С.М.А. £ per mile = 61,10 + 2 x 6 11,000. 
s per сой = J. 2 + 1/100 + 4 (1[2 + 1100) 
D per yard = (1/2 + 1/3) + 10. 

„Non.“ £ per mile = 2 u^ xX a + 12. 


s per coil = 1/2 + / — 10 (1/2 + 1/4). 
p per yard = / + 4 — 1 (19 + 1/4). 


The above formule could easily be written in more com- 
pact forms, but they have been so expressed as to substitute, 
as far as possible, additions and subtractions and shifting of 
the decimal point, for multiplication and division. What 
little multiplication and division has to be done is effected 
by simple factors in easy stages. 

In tliis connection it may be useful to remember that a 
price in pounds per mile can be reduced to shillings per coil 
by multiplying by $; and to pence per yard by multiplying 
by 22. And again, shillings per coil can be approximately 
reduced to pence per yard by dividing by 9. 
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ELECTRICITY SUPPLY IN SHEFFIELD. 


IT is hardly necessary to descant upon the enormous poten- 
tialities of electricity supply in Sheffield. As a centre of 


every class of engineering and metal working, the city stands 
unrivalled in situation, development and prospects. The 
population is increasing with extraordinary rapidity, and is 
The trade depression of ten years 


now close upon 455,000. 


4. 


BOILER HOUSE 


the station buildings and retaining walls, &c. Railway 
sidings run along the hill side above the works, and as the 
latter are built on the excavations at river level, thus arrive 
leve] with the bunkers above the boilers; the rail level is 
68 ft. above the boiler house floor. Part of the site to the 
north of the station is now being filled in with ashes, to 
form future sidings. Fresh extensions to the south for 
future plant are justified by the value of the clay and 
rock removed for bricks and concrete ballast. By exchanging 


"ms 


mii 


FrG, 1.—SECTIONAL VIEW OF THE NEEPSEND ELECTRICITY WORKS THROUGH THE NEW BOILER Hovar. 


ago has been succeeded by a great industrial boom, and 
there is every reason to believe that the Corporation Elec- 
tricity Department will now reap the full benefit of its per- 
N efforts and foresight during past, less favourable, 
ri 

di Until 1899 the system of generation was single-phase, 
100 cycles, 2,000 volts, with transformer sub-stations and 
consumers’ transformers, but, by this date, the demand for 
industrial electric motors had become such that 50-cycle, 
2,000 - volt, two-phase generators were installed, and the 
last turbo-alternator installed at Neepsend was (and all 
future extensions will be) for the supply 
of three-phase, 50-cycle current. 

The original plant at Sheaf Street was 
described in detail in the ELECTRICAL 
REVIEW of July 15th, 1904. 

Owing to the insufficiency of con- 
densing water, it was realised that the 
capacity of this station could not be 
further increased while maintaining low 
generating costs, and this led to the 
Neepsend development. 

Ultimately the Sheaf Street works will 
be no more than a transformer sub-sta- 
tion, but at present it is called upon to 
help the  Neepsend plant over its 

k load. During winter months the 
Sheaf Street plant runs from 7 a.m. 
to 11 p.m.; normally the station is shut 
down during the summer (except for 
transforming purposes), but last year the 
load increase overtook the plant ex- 
tension at Neepsend; hence the Sheaf 
Street plant was worked at full capacity 
throughout the summer. 

The Neepsend station is located 2 miles 
from the centre of the city and 3°5 miles 
from the chief power loads (at the east 
end of the city), but such compara- 
tively small transmission losses as occur 
under the high-tension distribution system adopted, and 
the high investment in feeders and distribution mains (£27 
per KW.) are compensated and justified by the great natural 
advantages of the site. 

Ample circulating water is available from the River Don, 
which is here, above the city, comparatively pure. Excel- 
lent rock foundations are available below a deep layer of clay, 
which, as it is excavated, is made into bricks to be used in 


a small area of land with the railway company, the shape 
of the site will be greatly improved at its southern end, and 
its ultimate capacity lies between 50,000 and 100,000 kw. 
The space required for coal storage and cooling towera will 
probably determine the capacity of plant which can be 
accommodated. 

The original equipment of the Neepsend works (totalling 
8,000 Kw.) has already been described and illustrated in 
detail. The extensions just completed have lengthened 
the engine room 110 ft., and added a tee-piece to the 
boiler room. Ultimately, the buildings to the north of 


Fig, 2.—NEw BOILER HOUSE UNDER CONSTRUCTION. 


the centre boiler aisle will be duplicated to the south, 
thus forming a symmetrical whole; at the same time 
the switchgear will be centralised in the room shown on 
fip. 1. The present dimensions of the engine room are 
163 ft. x 70 ft. x 40 ft. high, and of the boiler room— 
old portion, 214 ft. x 70 ft.; new portion, 110 ft. x 
83 ft. 3 in. 

One of the most interesting features of the recent exten- 
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sions is the provision made for the storing of 3,500 tons of 
coal (roughly, six weeks’ supply). Ample as this reserve 
would have been considered in earlier days, the national 
coal strike has shown how serious may be the effect of labour 
trouble on a public utility service, and the Electricity Com- 


Fre, 3.—OLp BOILER PLANT, NEEPSEND. 


mittee is seriously considering whether eight weeks’ 
supply should not in future be held. Apart from 
the space occupied by, and capital sunk in, very large 
coal stocks, there is a gradual deterioration in the 
thermal value of the fuel, and a more or less serious 
risk of spontaneous combustion.“ During the recent 
coal strike the station was, like many 
others, compelled to purcbase at exces- 
sive prices—once the three weeks’ stock 
neared exhaustion. | 

Five sidings run directly over the 
new bunkers, into which coal falls 
through wrought-iron gratings (retain- 
ing any large pieces which might jamb 
in the coal shoots or valves). 9-H. P. 
capstans haul the trucks along the 
track over the bunkers, and a 
9-H.P., 20-ton traverser enables wagons 
to be moved from one set of rails to 
another. 

From the main store coal falls by 
gravity into. inclined chutes (placed 
between the brickwork sections) and 
through breeches pipes and measuring 
chambers into the stoker hoppers. 
The coal consumption is initially 
determined by volume (the average 
weight of a measuring chamber full 


of coal of a given grade being 
determined by trial). The boiler 
attendant can only obtain coal by 
operating the measuring chamber 


valves (and incidentally the recorder) 

and these valves are so arranged that it is impossible to run 
coal continuously through the measuring chamber. 

There are at present eight boilers installed in the older 
portion of the boiler house, and seats for six others are pre- 
pared in the new cross aisle. All the boilers are of the 
Stirling type, supplying steam at 200 lb. per sq. in. and 


* ELECTRICAL REVIEW, June 9th, 1911, page 910. 


90° F. (Nos. 1-4), or 150° F. (Nos. 5-8) superheat. The 
principal dimensions are :— 
Nos. 1 fo 4, Nos. 5 to 8. 

6,210 8,016 

30,000 38,000 

Boilers 1 to 4 have Bennis pneumatic stokers, Ellis-Eaves 
induced draught apparatus and the Fedden air heating boxes. 
Boilers 5 to 8 have chain grate and underfeed stokers, but 
although much less attention is required by these than by 
the older boilers, the latter show an appreciably higher 
thermal efficiency (8:0 lb. coal per Kw.-hour, as compared 
with 3'1 lb. per Kw.-hour, representing an annual saving of 
about 250 tons of coal) Nos. 1 to 4 have each a 
45,000 cb. ft. per min. Sturtevant fan, delivering at 
2:20 in. water gauge; Nos. 5 to 8 have each a 240-tube 
(10 ft. x 4'9 in. diameter) economiser; Nos. 5 and 6 are 
provided with a Sirocco induced-draught fan, and Nos. 7 
and 8 with a forced-draught fan. 

Isolating valves are fitted between each turbine and 
boiler and the main steam pipes (lap-welded wrought-steel, 
7 in. and 10 in. in diameter), which run the whole length 
of the boiler house. 


Heating surface, sq. ft. 
Evaporation, Ib. per hour 


Steel smoke stacks (60 ft. x 5 ft. diameter for one and 


86 ft. x 7 ft. diameter for two boilers) are employed ; cor- 
rosion first occura near the base and an average life of seven 
years is obtained. No firebrick lining is used and a coating 
of tar is given each spring. 

For the removal of ashes, a narrow-gauge, hand-operated 
tramway is arranged immediately below the firing platea of 
the boilers, and this delivers to a White“ aerial ropeway, 
which finally dumps the ashes; this was recently described 
in our pages. From 10 to 15 per cent. of the coal fired is 
discharged as ash, and the operation of the ash tower 
occupies one man from 7 a.m. to 6 p.m. daily. 

The new pump room is located opposite to the cross aisle 
of the boiler house, and above it is placed a 25,000-gallon 
feed tank, the level of water in which is indicated by a float 
gear and also by a head gauge, on the dial of which relay 
contacts are mounted to close an alarm circuit should the 
tank supply become excessive or insufficient. This precau- 
tion is found to be necessary owing to the tendency of the 
floats (as arranged), to wander about the tank, and also on 
account of their gradually becoming waterlogged. 

A motor-driven centrifugal pump delivering 10,000 
gallons рег hour can beiused:to draw! water from the river 


Fic, 4.—6,000-kw, THREE-PHASE TURBINE SET BEING ERECTED, 


for feed or fire-extinguising purposes, in the event of a 
breakdown in the town supply. Its most common use is to 
supply river water to turbine tube-cleaners. Town water, 
which is very soft, is used for make-up purposes. 

In addition to the original two 1,500-Kw., two-phase 
Parsons turbo-alternators, there have since been installed 
(parallel to the first units) a 4,000-Kw., two-phase, and a 
6,000-kw., three-phase set (both by Willans & Robinson- 
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Dick, Kerr), and both running at 1,000 в.р.м. Supply is at 
50 cycles throughout, and at 2,100-2,800 volts from 
machines 1, 2 aud 3, and at 11,400 volts from the three- 
phase generator (No. 4). .. | 

The leading dimensions and weights of the turbo sets now 
in operation are :— | 

Vos. Land 2. No.3. No, 4. 
e 34 ft. 6 in. 45 ft. O in. 46 ft. 6 in. 


7 ft. 6 in. 16 ft. 6 in. 14 ft. 6 in. 
9 ft. 0 in. 17 ft. 2 in. 18 ft. 6 in. 


Length ... s ae 
Width ... 898 
Height ... xs 


Weight of magnets ; tons 17˙5 28 50 
- armature; tons ... 8 15 25 
Total weight: tons ... gus 45 93 112 


The decrease in the space occupied and in the 
weight (per K. v. A. output) of the larger units is very 
remarkable. The No. 4 Neepsend turbine set—occupying 
744 sq. ft. and 21,550 cb. ft. (overall and including auxiliaries) 
—has 1°7 times as great a rated capacity and 3:0 times as 
great an overload capacity as the whole of the Sheaf Street 
generating plant (which occupies 2,437 sq. ft. and 
62,000 cb. ft.). 

No. 4 set, though rated at 6,000 Kw. (with natural cooling), 
will supply 8,000 Kw. indefinitely and 12,000 k. v. A. for half 
an hour—the ventilating fan shown in fig. 4 being used on 
overloads. This unusually high overload capacity is very 
necessary in a rapidly growing undertaking, the chief 
demand on which consists of heavily fluctuating power 
loads. 

Fig. 4 shows the No. 4 set nearing completion ; it was 
necessary to erect the main machine on a raised bed in order 
to accommodate the surface condenser and other auxiliaries 
in the basement, the floor level of which is only 2 tt. 3 in. 
above river level and cannot safely be lowered. 

The total power required by the auxiliaries is about 
66 H. P. for each of sets 1 and 2; 225 H. p. for No. 8, and 
275 H.P. for No. 4. At present, two local sub-stations 
(one of 480 KW. and the other of 400 KW. capacity) 
supply two-phase, 200-volt current for Ње various 
auxiliary motors in the station and 100-volt current 
for lighting purposes. With the installation of the next 
generating unit (8,500 Kw. rated output), the total power 
for auxiliary and lighting purposes will rise to about 1,200 
KW., and one of the 1,500 Kw. turbo-sets will then be 
employed on this load alone, the second similar sct acting 
as a general reserve unit. . 

The condensers maintain a 93°5-95 per cent. vacuum, 
the inle& and outlet temperatures of the circulating water 
being 72° and 85 in summer and 42° and 50? in winter, 
and the temperature of the hot well discharge, 95^ in 
summer and 80° F. in winter. Lea recorders are employed 
and the condensate flows through a recording Venturi meter, 
charts from which, together with boiler house and switch- 
board records, enable continuous supervision of the station 
performance. 

Circulating water is taken from the River Don through a 
conduit 130 ft. long x 14 ft. wide, controlled by hand operated 
penstocks. "The conduit discharges into a reservoir flanking 
the engine room and measuring 115 ft. x 20 ft. x 18ft. 6 in. 
averare depth. The maximum capacity of the reservoir is 
250,000 gallons, and the average depth of water is 7 ft. 9 in. 
The reservoir is intended to act rather as a settling and 
suction tank than as a storage tank. Inclined screens with 
claw scrapers arrest and remove large debris from the water 
at the point of entry to the reservoir ; fine matter in suspen- 
sion settles on the floor of the reservoir which undulates in 
four up and down slopes (1 : 24), with intermediate trenches, 
into which the sludge collects or is washed during the 
periodical cleaning of the reservoir. 

The pumps on Nos. 1, 2, and 3 sets, draw from a base- 
ment duct supplied from the reservoir through 36-in. 
valves, but No. 4 set draws directly from the reservoir. In 
future units, it 18 proposed to employ siphonic circulation, 
and a new 220 ft. 48 in. diameter discharge pipe is being 
laid to the Don. | | 
. The original two-phase switchboard (described in our 
earlier article), has been extended by two-phase panels for 
set No. 3, and an extra-high-tension three-phase board has 
been built at the western end of the gallery. The three and 
two-phase systems are interconnected by four 2,000-Kw. 
transformers arranged on. the. Scott tee-system. When 


further extensions become necessary, the switchgear and 
transformers will be removed to the new site shown. 

From Neepsend, two-phase current is distributed at 
2,000 volts through three pairs of 0'5 sq. in. concentric 
cables, while three-phase current is distributed at .11,400 
volts between phases, through two 0:25 sq. in. three-core 
cables to the east end of the city. All the feeders are of 
the diatrine, paper-insulated, lead-sheathed type, drawn into 
cast-iron pipes, and their chief dimensions are :— 


Two- phase, 2,000- rolt, Three-phaxe, 11,400-rolt. 


Rated load, K.V.A. ... 858 1.000 m 3,000 
Total length installed, miles 16 ius 8 
Copper, Ib. per mile Se. 43,622 X 17,716 
Lead, 1b. per mile ... . 44,222 „єз 33,000 
Overall diameter, inches ... 2:37 she 2°70 


Owing to the smaller feeders required, the capital cost cf 
the feeders has fallen from £10 108. in the two-phase, to 
£2 10s. per KW. in the three-phase installation. 


TABLE I.—CoMPARISON OF TYPICAL WEEKLY RETURNS FROM 
SHEAF STREET (3,500 KW.), AND NEEPSEND (7-9, O00 KW.). 


Week ending June Week ending 
— 14th, 1911. December 20th, 1911. 
Sheaf St. Neepsend.| Sheaf Bt. jNeepsend. 


Boilers—Number in use... 8 5 8 5 
Average hours steaming... 17 90 30 123 
Average tons coal per boiler 15 100 22 128 

ing i nis Number in use. 5 2 6 | 3 
Average hours running 114 | 8+0 15:3 753 

Units generated dui ... | 28,870 1316,700 | 50,150 | 506,500 

Units used on works Sie 499 18,603 930 21,988 

Combined max. demand (k w.) 7,131 10.697 

Load factor (per cent.) 3°89 46°99 676 ! 7516 

Coal consumed, tons € 120 500 174 640 

Water „ thousands gal. | 1274 1672 | 193°6 | 1050 


Lb. water per KW.-hour  ... 24°70 1915 | 25°62 | 17°95 
Lb. coal per Kw.-hour see 9°30 3°53 TT), 288 
Lb. water per 1b. coal si 635 5°41 655 634 
Works costs per unit generated (d). 


0:18 


і 
Coaland ashes  ... "T" 0°35 0°13 0°32 0°10 
Water, oil, waste, Kc. | 008) 000] 004 | 001 
Salaries and wages dis 0°24 0'05 0:16 0°03 
Maintenance and sundries | 0°06 011 0°10 0°04 
Total ... vis os 073 0°29 0°62 | 


SHEAF STREET AND NEEPSEND COMBINED. 


June. 1911. Dec., 1911. 
Thousands B. T. U. sold... ux e. 279'9 450˙9 
Estimated revenue А 1,500 2,388 


Cost of generation per unit sold :— 


Coal and ashes  ... as .. OQO'18d. 0°154. 
Water, oil, waste, xe. .. Old, 0'01d. 
Salaries and wages oe .. 008d. 0'05d. 
Internal maintenance  ... ... 013d. 0˙06d. 
External maintenance ... . 005d. O 03d. 
Rent, rates and taxes .. 0074. 004d. 
Management nad Р .. 0:064. 00:4. 
Total yis iss oe ... JQ'58d. 0'38d. 


This summary affords a most interesting comparison between the 
working of an old-fashioned station with low load factor and a 
modern station with very high load factor. 


About 123 miles of high-tension and extra-high-tension 
feeders, and 131 miles of distributors are now installed (in a 
supply area of 37 sq. miles), and a total of 90 sub-stations 
supply more or less wide districts or individual large con- 
sumers. Low-tension distribution is at 410-205 volts, and 
standard sizes of sub-station transformer are 40,100 and 
200 K. v. A. The largest district“ sub-station (at Chapel 
Lane), contains four 1,000-Kw. 11, 000-volt three-phase 
2,000-volt, two-phase transformers, and supplies two- 
phase, and a certain amount of three-phase demand in the 
neighbourhood. Cubicle switchgear with separate panels 
and meters, &c., for large consumers, is erected in а room 
above the transformer chamber, and the ultimate capacity of 
the sub-station is about 8,000 Kw. Et 


(To be concluded.) 


Wallasey Electric Lighting.— An inquiry will be held 
to-day (August 30th) relative to the application of the Corporation 
for sanction to borrow, among (ther amounte, £6,980 for eleo- 
tricity purposes. | г 
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NOTES FROM CANADA. 


[FROM OUR OWN CORRESPONDENT. ] 


August 16th, 1912. 


THE little town of Campbellford, about 130 miles north- 


east of Toronto, situated on the Trent River, has lost an 
old landmark in the shape of a dam 60 years old, which was 
blown up recently. The dam was the means whereby about 
1,000 н.р. was supplied to various mills, &c., on the river 
banks. Owing to the construction of the Trent Valley 
Canal, it was necessary to do away with this dam; at the 
same time, power is now available at other points, in larger 
quantities, and the Electric Power Co. has obtained the right 
to utilise the power at several such points. 

As the Dominion Government is building the canal 
referred to, arrangements have been made for the Electric 
Power Co. to supply electricity to the various facteries and 
works which have lost their water-power. but as, also, the 
town has recently built a municipal hydro-electric power 
plant, and is anxious to supply current, there is likely to be 
a protest made to the Government as to its agreement with 
the company, and the Hydro-Electric Power Commission 
has, it is believed, been asked to report on the whole 
situation. 

A recently published report states that Ontario electric 
railways represent capital amounting to over £3,000,000. 
The Toronto Street Railway accounted for 17 persons killed 
and no fewer than 893 injured during 1911; apparently the 
people here are themselves very careless, as it is said that 
no one was “ killed from causes beyond his own control, but 
201 passengers and 53 employés were injured under these 
circumstances ’’—501 passengers suffered injury owing to 
their own carelessness. 

In view of the electrification of the C.P.R. line from 
Rossland to Castlegar, B.C., next year, the plant of the West 
Kootenay Power and Light Co. will be much enlarged. 

A rather unusual accident occurred a short time ago at a 
town in Alberta; the engine in the power house was struck 
by lightning and seriously damaged, and the town is likely 
to have no light for some time. 

The city of Toronto is trying to arrange that all the large 
steamers which ply on Lake Ontario calling at Toronto shall 
be equipped with wireless telegraph apparatus, and it is 
understood that the Dominion Government will establish the 
necessary station on shore. 

The Mines Branch of the Dominion Government Depart- 
ment of Mines, having for some time past made careful 
investigations into the question of the commercial possibilities 
of peat as a fuel, now considers the matter proved to its satis- 
faction and its work, in this particular direction, over; the 
rest will be left to private enterprise. 

Two big peat plants are under construction, one at Alfred, 
Ontario, and the other at Farnham, Quebec; these are 
expected to supply Ottawa, Montreal and other places with 
cheap fuel. Whether peat will be used for power purposes 
remains to be seen; certainly, with all the vast areas of 
peat bogs which exist in this country, it will be surprising if 
nothing be done in this direction. 


FAULT LOCALISING. 


[ COMMUNICATED. | 


— 


SOME little time ago the writer had occasion to locate a 
„dead earth on a 25 sq. in. paper-insulated lead-covered 
traction feeder. | 

The instruments available were a ** Raphael fault-localising 
bridge” and Messrs. Nalder Bros.’ astatic galvanometer. In 
lien of a battery, current for testing was drawn from the 
overhead trolley wire through two 250-volt 32-C. P. lamps 
(carbon filament) in series. | 

To complete the cable loop one of the overhead trolley 
wire 4-mile sections was brought into requisition with its 
line-feeder cables, but difficulty was experienced in deter- 
mining the equivalent length of this portion of the loop, as 


the trolley wire was unevenly worn along its length ; it is 
the object of this article to show how this was overcome. 
The actual measurements were :— 


Faulty feeder... 908 yd. x :25 sq. in. 

Line cables. 35 yd. x 0976 sq. in. 

Trolley wire ... 903 yd. x :1000 sq. in. approx. 
Cable connections to instrument 10:1 yd. equivalent. 


Therefore, the total © equivalent " length of cable loop was 
3, 265˙2 yards. 

As the scale of the bridge did not go beyond 1,000, tbe 
slider was set on 816:3, a quarter of the equivalent 
length, and the result multiplied by four when balance 
was obtained. 

Calling the ends of the faulty feeder А and n, a test made 
at A end showed the fault to be 35 yards away. А second 
test, from end B, gave the fault 701 yards away from h; 
these two distances total 736 yards, whereas the feeder length 
was 908 yards, proving an error in calculating the equivalent 
length of the loop. But it was reasoned that these figures 
must bear some relation to the true figures, so by proportion 
736 : 908 :: 3,2652: the true equivalent length = 4,028 
yards, and a second series of tests taken with the slider on 
1,000 — near enough to } of 4,028 — located the fault 
71 yards from end a, which was found to be the correct 
distance. 

All the tests were carried out in the day-time during the 
ordinary working of the tramway, and each time a car came 
on the other trolley wire of the section the galvanometer 


needle was thrown over, but sufficiently reliable readings 


were obtained by choosing times when no cars were on the 
section. 


CO-OPERATIVE COAL PURCHASING. 
By HAROLD C. WRIGHT. 


A rew months ago there was a discussion at the 
Institution of Electrical Engineers as to the reasons why 
electricity was not more generally used, and how electrical 
energy for power, lighting and heating could be made more 
popular. Various suggestions were put forward, and the 
general idea seemed to be that it was necessary to supply 
everything appertaining to electrical service at lower cost, 
i.e., “juice,” radiators, cooking appliances, &c. 

One of the suggestions put forward by that very able and 
progressive engineer, Mr. H. H. Couzens, was co-operative 
purchasing of all necessities used in producing electrical 
energy, amongst. which, of course, was coal. In 99 cases 
out of 100 the coal bill at a power station is one of the 
largest annual items, and as coal is the first necessity for 
generating electrical power, it would certainly appear that 
any means of reducing the coal costs should be welcomed. 
Without the slightest doubt the way to reduce coal costs is 
co-operative buying. | 

The writer of this article has put before the engineers of 
several of the largest electricity works in London a scheme 
which interested them very much, but there were many 
small obstacles in the way which must be got over before 
the scheme could be properly worked, such as existing 
contracts falling out at different periods, geographical 
position which sometimes favoured the purchase of railborne 
or seaborne coals, &c. The above-mentioned scheme put 
briefly, is as follows :— | 

1. Establishment of an efficient central purchasing agency. 

2. Purchasing direct from collieries. | 

3. Having steamers on charter where seaborne coal is 
required and hiring wagons where railborne coal is requi red 
for the sole use of contributors to the agency. 

4. Having barges and tugs for sole use of contributors to 
the agency. | 

5. Leasing or hiring derricks for discharging steamers or 
other suitable arrangements. 

The benefits to be obtained from the above scheme, 
taking the items in rotation, are as under :— 

1. Middlemen's profit eliminated. 

2. Lower prices on account of large amount of conl dealt 
w ith. 
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3. Delays in delivery minimised on account of steamers, 
barges, tugs, wagons, &c., being used for the benefit of the 
contributors only. 

4. Charter pickings (profits) for the benetit of contri- 
butors towards reducing costs. | 

5. Profits obtained by difference in cost of discharging 
and allowance made by steamers for benefit of contributors 
to agency towards reducing cost. 

Amongst other items, if large quantities of seaborne coal 
are used, preference berths are obtainable at most leading 
ports, thus obviating delay on steamers, and also, as the 
deliveries are under the control of the agency, facilities for 
providing stocks in order to allow for contingencies can be 
well arranged. The recent national coal strike proved the 
necessity of better arrangements for providing stocks of coal, 
and as it is practically impossible for a lot of works to secure 
adequate reserve bunker room, owing to the high value of 
land, &c., especially those situated in the heart of London, 
the only remedy is a continuous and regular supply of coal, 
and special reserve supplies either in barges or coal wagons. 

In support of this scheme it is interesting to note that 
some few years ago many of the big steamship owners were 
brought together under a co-operative scheme for the supply 
of bunker coal to their steamers, and the fact that the 
the Steamship Owners’ Coal Association of 9, Fenchurch 
Avenue, E.C., is not only still in existence, but that it is 
necessary for them to extend their already large discharging 
hoists ab Purfleet, Essex, goes to show that the scheme is a 
successful one. 

In conclusion, it is the writer's opinion that one of the 
chief factors preventing the expansion of electrical energy is 
the lack of co-operation amongst the various municipal 
authorities and private companies, and petty jealousies that 
did obtain, but now, fortunately, are gradually disappearing. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ox TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


Strength of Drawn-Wire Tungsten Lamps. 


Referring to your issue of August 9th and the extract 
given on page 240 of an article by Mr. Bainville in 
D Industrie Electrique with reference to drawn-wire filaments, 
I should like to make the following comments :— 

Mr. Bainville, among other writers on this subject, appears 
to consider that because the drawn-wire filament may lose 
some of its ductility after burning, therefore the drawn- 
wire lamp becomes as fragile as the pressed filament lamp. 

This is an entirely wrong conclusion, as the strength of 
the drawn-wire lamp does not result from the ductility of 
the drawn-wire filament alone, but very largely from the 
method of winding and mounting which the drawn-wire 
filament permits. 

To summarise, the strength of the drawn-wire lamp is 
due to three features :— 

1. The strength of the drawn-wire filament itself. 

2. The use of a continuous one-piece wire of uniform 
cross-section. : 

3. The metliod of support of the filament mounted on 
flexible supports in which there are no rigid joints or welds 
at the point of support. 

The combination of these features causes the drawn-wire 
filament to be many times stronger than the ordinary pressed 
filament lamp at any time during its life. 

Evidence in support of these merits, and of the greater 
strength of drawn-wire lamps, has been shown in a number 
of cases of practical service tests, proving that the drawn- 
wire filament is suitable in fields of service in which it was 
not possible to use the pressed filament lamp. Among other 
notable cases are the following :—The United States Navy 
tests of drawn-wire lamps on board battleships; the 
Argentine Navy tests of drawn-wire lamps on board 
cruisers; tests by the Interborough Rapid Transit Co., of 
New York City, of drawn-wire lamps on their underground 
trains. 


Besides these service evidences of the superiority of drawn- 
wire lamps, we have also the evidence of extensive tests 
conducted over long periods of time by the principal lamp 
manufacturers using the drawn-wire filament process. 

A special filament testing machine has been devised and 
employed by the Engineering Department of the National 
Electric Lamp Association, of Cleveland, Ohio, to accurately 
measure the bending as well as the tensile strength of lamp 
filaments. As a result of extensive tests made by tbis 
machine, the following resulta were obtained :— 

Tensile tests made on both pressed and drawn-wire 
filaments at various stages of life indicated a strength of 
from 20,000 to 60,000 lb. per sq. in., which is doubtless far 
greater than is required of lamp filaments. The drawn-wire 
showed a greater strength for all sizes. 

Specimens of the same lamps tested in bending showed for 
equal loads 100 per cent. greater deflection for the drawn- 
wire than for pressed filaments. The breaking load in 
bending was also greater for the drawn wire. 

The greater mechanical strength of the drawn-wire lamp 
is therefore evident, and is accounted for by the style of 
filament mounting and the greater strength to withstand 
shock in the filament itself. 

Again, Mr. Bainville is in error in his statement that lamps 
with drawn-wire filaments show more serious bulb blackening 
over pressed filaments. "This is purely a question of proper 
manufacturing methods; а drawn-wire lamp improperly 
exhausted will show blackening to & greater extent than a 
pressed filament lamp properly exhausted. With proper 
exhausting methods, however, adapted to each type of 
filament, there is no excess of blackening for drawn-wire 
lamps. 

To secure correct results on lamps involves much more 
extensive testing than many writers like Mr. Bainville can 
afford to undertake. When tests are made on a sufficient 
number of lamps to give a true average, and the lamps 
represent the best skil and experience in drawn-wire lamp 
manufacture, the results will show that drawn-wire lamps 
have superior strength to others at any time during life. 


F. W. Willeox. 
London, August 23rd, 1912. 


The Compulsory Purchase of Tramways. 


I read your article on this subject with interest, but I 
find it very difficult to accept (с) paragraph 2, p. 237, 
that the undertaking is to be valued as a present profit- 
earning concern, including a proper sum in respect of 
statutory powers and privileges. The Corporation allows 
the company to obtain the privileges for a term of years, 
the concession being of the nature of a lease, onlyeas a rule 
there is no rent payable for the same. To ask the Corpor- 
ation to pay for the return of the privileges at the end of 
the period agreed, is very much as if a man had te com- 
pensate a telephone company for moving a telephone wire 
from his building after they had enjoyed the use of the same 
for a number of years at à nominal rent! Furthermore, if 
the payment for the undertaking is to include a sum for its 
present profit-earning powers, it appears to me that an arbi- 
trator can only allow this after taking careful evidence as to 
past and probable future profits, and this seems to be pro- 
hibited by the Act. 

However, no doubt a main object of legislation is to 
provide points on which lawyers may argue at a suitable 
remuneration, and the Tramways Act will meet this require- 
ment admirably. 

Purchase. 

August 26th, 1912. 


Trade Discounts. 


I have read, with much interest, the article by ** Juggins" 
entitled To the Trade,” and, in commenting on it, would 
like to endorse all that he says concerning the unbusinesslike 
systems of discounts adopted by manufacturers. 

I should like to emphasise the fact that ** Juggins " has in 
no way exaggerated the wretchednese of the present methods, 
by quoting the following example :—A few days ago I had 
occasion to inquire some net prices from a certain manu- 
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facturing firm, and I should like to repeat them as I received 
them. Article 1, 11d. plus 20 per cent. ; article 2, 8d. plus 
5 per cent.; article 3, 2d. plus 5 per cent.; article 4, 
18. 10d. plus 20 per cent.; article 5, 1s. 3d. plus 5 per cent.; 
article 6, 4d. plus 5 per cent. 

Further comment on this is superfluous, but there is just 
one other point I should like to raise. Juggins seems to 
think that 50 per cent. is an exceedingly high discount, but 
I should like to remind him that, compared with some trade 
terms, this is relatively low. For example, in the iron and 
steel trades, discounts often range between 70 and 80 per 
cent., which I agree with him are decidedly absurd. 

In conclusion, I may point out that although the 
suggestions forwarded by Juggins” are extremely 
ingenious, they do not strike one as being a practical way 
out of the difficulty. 


London, S.W., August 23rd, 1912. 


R. C. S. Perry. 


FIRE AT THE LONDON CENTRAL 
TELEGRAPH OFFICE. 


On Saturday last, about 7 p.m., a serious fire occurred on 
the third floof of the General Post Office West, where the 
main telegraph gallery is located. "The seat of the fire was 
under the floor close to the large test box for the pro- 


vincial wires, the most vital part of the vast and complex 


system of wires and apparatus which constitutes the largest 
telegraph office in the world. The first intimation of fire 
was smoke which was observed issuing from beneath the 
floor of the test room. It was then seen that the fire 
had obtained a serious hold of the mass of wires leading 
from the main cables to the test box, and such was the 
danger that it was considered advisable to order the staff to 
leave the building. 

The fire brigade were soon on the scene and in a com- 
paratively short time were able to master the outbreak. As 
a precautionary measure, all sources of power, electric, 
pneumatic and mechanical, were shut off from the telegraph 
office, and thus, probably for the first time in the history of 
the telegraphs of the United Kingdom, London was 
isolated. | 

The engineering staff was quickly on the scene and 
commenced the work of restoration at once. Communication 
by means of alternative routes was quickly effected to some 
of the large provincial towns. The amount of damage done 
to the building was comparatively slight, but the com- 
munications of the country were completely dislocated owing 
to the vital point at which the disaster occurred. For- 
tunately a year or two ago the whole of the Central Tele- 
graph Office was recabled with modern fire-proof cables laid 
in steel troughing. It is quite probable that had not the 
modern system of cabling buildings been in use at the 
Central Telegraph Office the whole building might have 
been in danger. 

Delay in communication with the provinces was experi- 
enced on Monday and "Tuesday, but normal conditions were 
practically attained by Wednesday. 


Canada,—The Imperial Trade Correspondent at Toronto 
(Mr. F. W. Field) reports that a consulting engineer, an English- 
man, resident at Sault Ste. Marie, Michigan, U.S.A., is desirous of 
acting as an agent in Canada for British makers of machinery and 
plant used in connection with hydro-electric development, pulp 
mills and steel works. Further particulars can be obtained at the 
Board of Trade Commercial Intelligence Department, London, E.C. 


Patent Surrender.—The Comptroller-General of Patents 
announces, in the London Ga:ette, that Ettore Bellini has offered to 
surrender Patent No. 11,339, of 1911, for "Improvements in or 
relating to trangmitters and receivers for wireless telegraphic and 
telephonic apparatus," Anybody desiring to be heard with refer- 
азе to such surrender must advise the Comptroller by September 


-— 


PRACTICAL NOTES ON METER ERRORS. 


Bv S. M. POWELL. 


* WITH the small margin of profit allowed to central stations by the 


tariffs now in force, meter errors of 2 per cent. or even 3 per cent, 
may be of great financial importance as regards the net profit 
realised. Accuracy in meters is now of greater moment than ever 
before, and on this account and remembering the great number of 
new types of meters which have been placed on the market during 
the past decade, special interest attaches to the comprehensive and 
highly practical paper read by A. Durand, of the Laboratoire 
Centrale d'Electricité, before the 1911 Congress of Electricity at 
Turin. From this lengthy thesis, the following notes are 
abstracted. 

Despite recent innovations, meter errors are still due to the same 
causes as they were, say, ten years ago, and are still of much the 
вате magnitude. The causes may be grouped as due to (1) Meter 
itself. (2) Accessory apparatus. (3) Nature of current metered. 
(1) External agencies. Owing to these causes producing a number 
of errore, the chief of which are detailed below, certain errors have 
necessarily to be allowed as permissible." The meter errors per- 
mitted, under various conditions and loads, by the legislatures of 
various European States are summarised in Table I, p. 331— 
whence it appears that the English and French requirements 
involve the highest accuracy. | 

Reserving а discussion of electrolytic and special-tariff meters to 
later paragraphs, the magnitudes of the errors due to various causes 
in different types of meters are as follows :— 

Tem perature.—Meters should always be tested with their cases 
closed, for the internal losses have then a very appreciable effect on 
the temperature of the windings, kc. French law permita a loss of 
4 watts per 100 volts in the shunt windings of Thomson meters 
and 1 volt drop in the field winding, so that, in a 10-ampere, 110- 
volt meter on full load, the internal losses &mount to 15 watte. 
The temperature rise within the case of & meter of this type, 
due to the shunt coil alone, may be 10° C., rising to 25° C. 
(actual temperature then 50.60* C.), when the series circuit ів 
also fully excited. This temperature riee diminishes both the 
driving and braking torques of the meter and, theoretically, exact 
compensation between the two effects is possible but, actually, the 
temperature coefficients of the driving and braking systems are 
unequal. By using materials of zero temperature coefficient of 
resistance for the shunt coils and braking disk, the difficulty may be 
surmounted, but the high electrical resistance of such materials 
necessitates the use of additional braking magnets or a larger disk 
to get a sufficient retarding torque. The temperature of the braking 
disk varies with the position of the latter in the meter case ; in 
spite of agitation due to the moving system, the air is always 


Hours 


FId. 1. 


warmer near the top of the case. Fig. 1 shows the variations (with 
time on full load), of the air temperature within the case of a 
15-ampere 220-volt watt-hour meter, of & type much used in 
practice; the resultant error increases as shown (about + 0'4 per 
cent. per I? C.). This increase is quite typical of the behaviour of 
all non-compensated watt-hour motor meters of the Thomson type. 
Oscillating meters, of the A.E.G. type, have a certain temperature 
coefficient, but the heating of the shunt circuit is quite low; 
Aron meters have negligible temperature error unless used with a 
shunt; the new “О.К.” meter has a temperature coefficient of 
about 1°5 per cent. per 10° C. rise in temperature, but there is a 
thermal lag between its indications and variations in the power 
metered. Brakeless ampere-hour meters have no temperature 
coefficient unless in the shunt; in braked ampere-hour metere, 
the driving circuit is tapped across a shunt and fixed on the 
braking disk, so that these two parts rapidly assume the same 
temperature. and variations of the latter are of little importance. 
Mercury ampere-hour meters are largely used in this country ; if 
connected to a shunt, they have a certain temperature coefficient. 
In alternating-current induction meters, the driving and braking 
torques act on the eame disk, variations in the resistance of which 
are, therefore, of little importance. Owing to variations in the 
resistance of the shunt circuit, and of devices regulating the 
starting, a temperature error of 0'1 per cent. per 1° C. is usual] 
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Voltage Variations,—These do not greatly affect meters having 
no iron cores. providing the shunt circuit has a low temperature 
coefficient, '"'Creeping" due to high voltage may be easily 
avoided, and is little liable to occur when the brushes and com- 
mutator have become somewhat worn. In induction meters, 
-Æ+ 10 per cent. voltage variation may cause several per cent. error 


variations owing to the change in the shunt field. and the braking. 


torque provided by the latter. 

Friction, —Brush friction іп commutator watt-hour meters may 
reduce readings by 10 per cent. at 1; load. Owing to the cumula- 
tive effects of commutator sparking a short-circuit may occur 
between bars or an armature conductor may be broken. and. in 
either case, the meter will show about 10 per cent. error on full 
load, and will stop on light loads, Theuse of vibrating brushes 
facilitates starting, and improves the calibration curve of the meter. 
In commutator ampere-hour meters, the low armature potential 
difference reduces sparking to a minimum, but, in braked meters, 
the increased armature resistance may lead to low readings. In 
mercury motor-meters amalgamation of the driving dirk. and 
changes in the mercury, gradually vary the total friction. Wear in 
pivots and jewels is less the lower the weight and speed of the 
moving system, and friction is of less importance the greater the 
driving torque. Aluminium braking disks are light, but their high 
resistance diminishes the resisting torque. It is not sufficient that 
the ratio (driving torque/rotor weight) be high; the absolute value 
of the torque must also be sufficient. Hammering of pivots on 
jewels, due to heavy external vibration or the use of alternating 
current, may necessitate rejewelling at intervals of one month or 
во : faulty jewels may cause 10 per cent. error at vn load. Many meters 
are insufficiently protected by dust-proof and damp-proof cases. 

External Magnetic Fields,—AÀ commutator energy-meter with 
horizontal field, calibrated with the latter in the magnetic 
meridian, but first aiding and then opposing the earth's field, 
differs 8-12 per cent. in its »; load calibration in the two cases, 
hence it is necessary to standardise such meters with reference to 
their position relative to the earth's field. When the instruments 
are installed, the altered effect of the earth's field must be com- 
pensated by varying the compounding of the meter. In large 
meters it is often necessary to take account of the field set up by 
the cables feeding the meter. In Thomson-type meters the main 
field is only of the order of 60 gause, so that special care must be 
exercised in the disposition of neighbouring current-carrying con- 
ductors. Two 300-ampere meters of this type were, in a certain 
case, mounted 23 cm., axis to axis, When one meter worked at 
full load, the other was subject to 10 per cent. error at vn load 
and 20 per cent. error at Ау load; by placing а guard plate of sheet- 
iron between the instrumenta, the trouble was completely cured. 
The field magnets of ampere-hour meters may be weakened by 
. external fields, but seldom to a serious extent; in induction meters, 
Btray fields are of even less importance. 
= Short-Cireuits.—In Thomson watt-hour meters, short-circuits 
may affect the accuracy of registration by mechanically closing 
the bobbins together, but are of special danger in that the strong 
stray field, temporarily induced, may alter the strength of the 
braking magnets. The seriousness ot а short-circuit’ obviously 
depends upon the resistance of the short and of the circuit 
feeding it and upon the power which can be supplied to the latter. 
M. Durand presenta oscillograph records of ehort-circuit occurrences 
in a testing circuit protected by a 20-ampere lead fuse (= double 
full-load current capacity of the meter), and supplied by various 
direct current and alternating current sources. According to the 
available power and the resistance in circuit, the maximum short- 
circuit current ranged from 100 amperes to about 1,000 amperes 
(over a period of from 0'7 to 0°04 sec.). After three tests of this 
nature on a direct-current motor.meter, the latter ran on light 
load with a registration corresponding to 130 watts, while an 
induction meter similarly tested afterwards showed 30 per cent. 
error on half-load. To avoid such brutal tests, the French regula- 
tions stipulate a short-circuit current not exceeding 10 times the 
normal maximum current of the meter, but the worse conditions 
might evidently arise in practice. The demagnetising effect of 
short-circuits on the braking magnets may be avoided by placing 
the latter as far as possible from the field coils and by interposing 
a magnetic shield. The latter should not be too small, or, by 
becoming permanently magnetised, it will set up fresh parasitic 
fields, Errors due to the above cause may amount to 10 or 20 per 
cent. in meters with emall braking magnets, after some time in 
eervice ; demagnetisation is a minimum if the magnets are perpen- 
dicular to the main stray field. Clock meters are not susceptible to 
the above source of error. Mechanical displacement of the series 
bobbins is impossible in induction meters, and the stray field is so 
small that the error seldom exceeds 1 per cent. after a 10-fold short- 
circuit. Apart from the possible influence on the magnets of com- 
mutator ampere-hour meters, short-circuits damage the brush and 
commutator surfaces, and may even melttheplates. The high cur- 
rent flowing through the armature during the “short” is due to 
the elevation of the shunt potential difference, and if the meter is 
stopped, to the absence of back E.M.F. In mercury motor meters, 
short-circuits may affect the magnet strength and expel the mer- 
cury from its receptacle. 

Su,. The use of shunts simplifies the measurement of large 
amounts of energy, and enables the meter to be removed from the 
influence of parasitic fields. The smaller meters required are easier 

to build, but it is difficult to maintain the correct ratio between 
the resistance of the shunt and that of the low resistance series 
circuit of the meter. The shunt is usually of manganin, whereas 
the series circuit is of copper, and must be of liberal section if tem- 
perature errors are to be avoided. In alternating-current meters, 
shunts may only be used if their time constant equals that of the 
meter circuit which they bridge 


Creeping.—Vibration, voltage variations, permanent mag netisa- 
tion of shield plates by short-circuits, orientation of the meter in 
the earth's field or other external magnetic influences may cause 
creeping in commutator watt-hour meters. The remedy is to 
mount magnetic buttons on the brake disk, thus providing a slight 
"locking " action with the brake magnets.  No-load running in 
Aron meters is due to constructional defects or to variations in the 
period of one of the pendulums, and is often difficult to detect. 
Slots or holes in the disk, or magnetic locking buttons thereon, 
guffice to prevent creeping in induction meters. 

Frequency and Ware Furm Changes in frequency and wave 
form alter the phase displacement between the shunt current and 
applied voltage, in commutator meters, by an amount varying with 
the time constant of the shunt circuit, which should therefore be 
as low as possible. Aron meters are unaffected by frequency 
changes, and + 5 per cent. frequency variation seldom produces 
more than 1 or 2 percent. error in induction meters at half load. 
On the other hand, the presence of different harmonics in the wave 
form may easily cause 15 per cent. error in induction meters—a 
fact which largely compensates the advantages which this type 
possesses over commutator meters in first cost, maintenance and 
excitation. 

Power Factor,.—The accuracy of clock and motor-meters depends 
on the time constant of the shunt circuit and on the power factor 
of the load supplied. Thomson meters on a 0'4 power factor load 
show + 4 per cent. error, according as the current lags or leads. 
The error may be tolerably corrected by the Frager short-circuit- 


ing device or by the insertion of capacity in the shunt circuit, in 


which case, however, there is danger of harmonic resonance. On 
single-phase networks where power factors less than 0'5 occur only 
during the relatively short period in which motors are started, 
acceptance tests at 02 power factor are superfluous. In three-phase 
meters, low power-factor testa are necessary, and the windings 
should be tested separately, for there often exists a supplementary 
phase difference of + 30°, so that, fora supply power factor of 07, 
one of the meter circuits may have a power factor of 0°25 and the 
other 0°96. Errors at low power factor have, however, minimum 
effect on the total energy recorded. The effect of power factor in 
induction meters is easily compensated. 

Transfurmers,—The use of transformers complicates the question 
of meter accuracy by introducing supplementary phase displace- 
ments (varying from 0'1? to 10°) between the primary and secondary 
currents. To take account of the characteristics of the transformer, 
the meter must be tested with the latter connected as for subse- 
quent use. In order that the transformation ratio be constant, the 
transformer core should be built of thin plates with no joints, 
worked at an induction not exceeding 2,000-3,000 gauss, the object 
being to avoid magnetic reluctance and leakage. Ring transformers 
conform best to these requirements. 

Voltage transformers are in permanent service at practically con- 
stant induction, hence the only difficulty of construction is in the 
provision of adequate insulation. Errors due to these transformers 
may range from —1 per cent. to — 5 per oent. (сов ф 1°0 to 02), and 
should not exceed 2 per cent. difference between cos ф 1°0 and 0°6. 
Current transformers operate at continually varying induction. At 
high loads the error should not exceed + 1 per cent., but below үу 
full current no guarantee can be given. Ina particular case the 
error ranged from — 2 per cent. to + 5 per cent. at 190 load for 
cos ф 1˙0 to 0-4, Single-phase equipments may be adjusted for an 
average power factor of 0'8, but no such compensation is permissible 
in three-phase meters. 

Foucault Currents.—These are only of importance in large meters 
without shunts or transformers. Such meters, if calibrated on 
direct current, may show 10—20 per cent. error when used in 
alternating-current circuits. The remedy—which is often neglected 
—is to laminate the windings and slot all metal parts near the 
windings. 

Construction and Erection,—The chief points requiring attention 
in the design and construction of meters are: theavoidance of over- 
crowding of parte, such as leads to mutual electromagnetic influence 
between parts and obstructs inspection and repair; the provision of 
high driving torque; liberal design of windings to avoii tempera- 
ture rise and errors ; provision of dust and damp-proof cases. Some- 
what higher capital cust need not be grudged, for meter rente equi- 
valent to 20 per cent. on capital outlay arg at present common. In 
erecting meters, the main spindle must be perfectly upright—-a point 
which is of greater importance the heavier the moving system ; 
reliance cannot always be placed on plumb lines mounted in the 
meter case. Incorrect connection of both circuits in a D.C. meter 
will not change the direction of rotation, but, by reversing the 
orientation of the field, may cause 10 per cent. error on light loads. 
In three-wire meters, energy is not measured correctly if the shunt 
is connected across a single side of the circuit. The W load error 
in three-phase meters may vary 3—10 per cent., according to the 
connection of the phases. 

Special Meters.—A]l the above errors naturally arise in ordinary 
meters adapted to special purposes by the provision of special 
switchgear, ''Excess'" or "peak meters deserve special mention, 
as they have already led to several lawsuita. A negative torque, 
provided mechanically by a spring or electrically by a reverse 
motor device, prevents the meter from recording till & predeter- 
mined limiting demand (up to which a certain contract tariff is in 
force) is exceeded. The accuracy of the registration depends upon 
preventing reverse running under the negative torque and on the 
maintenance of the correct negative torque. One of the best 
means of securing these aims is to utilise the hysteresis torque 
exerted on a small mass of nickel rotating between the poles of & 
magnet. A further point of great importance is to decide whether 
the permissible error shall be based on the excess demand regis- 
tered by the meter or upon the total demand as a fraction of the 
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maximum capacity of the instrument. In the former case we are 
faced with the uncertain starting load of the meter and all the 
maccuracies of a meter when running near its starting point (this 
condition existing when the total demand little exceeds the critical 
limit). The author, therefore, recommends that the permissible 
error should be based on the total demand as a fraction of the 
maximum meter capacity, and the latter should be either 1˙2 or 175 
times P (where P = critical demand at which meter commences to 
register); acouracy limits should then be laid down for total 
demands 1°05 Р, 1°10 P, 1'20 P and 1°50 P. Electrolytic meters 
theoretically measure ampere-hour consumption accurately at all 
loads. Variations in temperature are liable to cause orystallisation 
of the electrolyte, and the resistance of the meter being thereby 
altered, the distribution of current between the meter and the 
sbunt is altered, and serious errors result. 

| €alibration Currex —The calibration curve of direct-current meters 
is practically linear from full to id load, whence it is positive or 
negative, according to the preponderance of friction or com- 
pounding; the slope of the linear portion is a function of the 
internal temperature of the meter. The error in induction meters 
frequently passes from 3 per cent. slow at full load to 2 per cent. 
fast at half load; compounding affects the shape of the curve 
. at low loads. Pendulum meters are theoretically accurate, the 
actual errors depending on friction and the compounding employed 
to prevent “ creeping.” 

Sarting.—Commutator watt-hour meters start at 1 per cent. 
full load when newly erected and correctly adjusted, and if special 
vibrating brush-gear is used, the instrument may start at 0'5 per 
cent. full load—a matter of importance in high-range meters. 
Awpere-hour meters start at ті; load if braked, and at 02 per 
cent.—-0°5 per cent. load if unbraked. Aron meters, without com- 
pounding, will start at 0'1 per cent. full load. 

Tests in Situ ; Accuracy in Measuring Instruments; Oficial 
Acceptance Testa. Tests in situ should be more frequent the less 
the care bestowed on the maintenance of meters; the tendency is 
for meters to develop slow running and poor starting, and the loss 
thereby thrown on the central station justifies frequent testing. 
To allow for the less favourable conditions obtainable in tests of this 
nature, the permissible error is usually twice as great as that 
allowed in the corresponding laboratory (acceptauce) tests. Meters 
serving a rapidly varying load may be tested by a portable standard 
recording meter, or by observations on indicating instruments at 
intervals of 5 or 10 seconds. Motor meters are found to be very 
accurate on rapidly varying loads. D.C. wattmeters аге very liable 
to errors caused by stray fields; torsion instruments are only 
suitable for the measurement of constant loads. Moving-coil instru- 
ments are subject to anumber of errors, but if frequently calibrated, 
should be accurate to within 1 per cent. at 08 full deflection, 
Potentiometer measurements in the laboratory may be made to 
within 0'2 per cent. accuracy under practical conditions; А.С. watt- 
meters are affected by the power factor of the circuit metered and 
by supplementary phase displacements, but 0'5 per cent. accuracy 
at 0'8 fullload is obtainable in good types of instrument ; if the 
sensibility is varied by coils in parallel, great care must be taken 
with the connections. In a 1-minute test, 0'2 second error in 
releasing and stopping the chronometer may produce 0'3 per cent. 
error in the result. The methods of measurement and the 
accuracy of the meters themselves do not justify laboratory certifi- 
cates being given to 0'1-0'01 per cent. accuracy, as is often the case. 
The Laboratoire Centrale d' Electricité gives certificates to + 0'5 
per cent. accuracy, and denies the significance of any higher 
accuracy. 

Among the meters tested for "acceptance" at the Laboratoire 
Centrale d' Electricité, 14:3 per cent. of the commutator watt-hour 
meters, 40'0 per cent. of the commutator ampere-hour meters, and 
47˙0 per cent. of the commutator induction meters, at once pass the 
statutory (French) tests. These figures, referring to modern types 
of meters, show that the French error limits (which are very 
similar to our own, see Table I), cannot yet reasonably be narrowed. 


STEAM TURBINE RUNNING. 


LARGE turbines are built essentially on the principle of high 
efficiency, and their design and mechanical construction is accord- 
ingly more elaborate and complicated than for small ones. 

The present remarks apply to this class of turbines only, as 
requiring naturally more careful attendance and being subject to 
more disturbances. 

Clearance —With regard to this point, impulse and reaction tur- 
bines show somewhat different requirements. Whereas the radial 
clearance in impulse turbines is practically unlimited and the axial 
distance can be made 0'1 to 02 in. and more without appreciable 
loss in efficiency, the reaction turbine demands reduced the radial 
clearances to the lowest practical amount. The blades need not run 
close together, but, to prevent excessive leakage over their tops, 
the distance between the ends of the moving blades and the casing 
and between the ends of the fixed blades and the rotor 
must be kept down to 0:025 to 0:125 in., according to the size of the 
machine and the length of the blades. 

The axial adjustment is controlled by the thrust bearing, which 
can be moved in either direction by bolts acting on the casing. 
This adjustment being made with minute care in the erecting shop, 
it is advisable for the operating engineer to leave it undisturbed, 
except in case of necessity. After the machine has been taken 
apart and put together again & new adjustment must be made. 
This will be done with the machine slowly running. The thrust 
bearing is moved one way until & slight contact is noticed (the 
noise will be more easily detected by & proper piece of wood applied 
to the casing and the ear), then brought back the desired amount of 
clearance. 

Gland Packings.—A few types of turbines, especially the original 
Parsons turbine, apply the principle of the labyrinth to the stuffing- 
boxes. This has the advantage that friction losses are absolutely 
avoided, at the cost, it is true, of a small steam loss. 

The leading firma in this country have adopted devices of another 
kind ; the General Electric Co. uses a carbon packing, the Westing- 
house and Allis-Chalmers companies a water-gland packing. With 
the former the engineer will have to remember that the carbon 
rings should have a loose fit on the cold shaft ; as carbon does not 
expand, but contracts through heat, the expansion of the shaft 
would open the segmenta of an exactly fitting ring when warming 
up, and leakage would occur. The carbon rings do not need 
lubricating, but are likely to break and wear out. In the long run 
they have been seen to cut regular grooves in the shaft ; the latter, 
therefore, often has an interchangeable bushing. 

The water-gland packing ensures a perfect closing of the 
turbine, but the runner, forming a little centrifugal pump which 
forces the water in a circumferential sealing space, absorbs a 
certain amount of power. Besides, if the water is not perfectly 
clean, it will deposit scale in the glands which has to be removed, 
sometimes frequently. Finally the water which passes into the 
turbine will evaporate there, and may cause the formation of a 
considerable layer of scale on the blades, with a very detrimental 
effect on the steam consuinption. The water supply must be 
carefully regulated to keep the leaking quantity as small as 
possible. To avoid evaporation in the glands the temperature 
should be the lowest obtainable. The water should come to the 
glands with a few pounds pressure. 

Jicarings.— The next important parts to be considered are the 
bearings. They constitute with a few gears (worm-gear for 
governor shaft, tachometer drive, oil-pump gear) the only parts of 
the turbine where actual metallic friction takes place. As no 
other acting forces are transmitted by the shaft besides its own 
weight, the wear of the babbitt shells will be extremely little. 


* Abstract of prize article by Paul Hoffmann, which appeared in 
Power (U. S. A.). 


TABLE I.—CourARISON OF STATUTORY LIMITS ON METER ERRORS IN VARIOUS COUNTRIES, 
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| Load. Frequency. ur 
| + t vari + 
__ % error у various 1 Es 
quency % half-load 
change error power 
іл | 1а | wn 1/2) (x) (+) | factor Os. 
\ 
„ e | 
England (4) 2 2 2 | — | 10 2 — 
(B) 3 3 | 3 Mec: 10 з, — 
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Spain е = = | == € = 
France (c) 3 3 | — 5 | 5 Ixl 3 
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D.C. or А.с. : normal voltage and frequency; p.f. unity. 


Short- 
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pes — 025 95 of P. — 
Nil! — 002 „ of P. | 1˙5 95 P above 3 a. 
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A = above 3amperes; k Sampercs and below; с = above FCO watts; D — 560 watts and below; N — error at ncimal frequency; г = normal 


maximum meter power; Q = error at half load before short.“ 


Further. French Regulations :— 
Voltage drop in series circuits 


Watts dissipated in shunt circuits Sas 


Ampere-hour meters, 1'5 volts 
Watt-hour meters, 10 volt above 500 watts; 1'5 volts 500 watts and below 


Direct current, + watts / 100 volts 


Alternating current, 1'5 watte/100 volts 


Meters with transformers ss a 


Error at 1/20 full load not to exceed + 7 percent, 
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The bearings are flooded with oil under pressure; this enters 
between the babbitt and spindle and forms a continuous film, 
acting like an elastic cushion. The oil pressure is furnished either 
by а special oil pump driven from the turbine shaft, or by gravity. 
À disadvantage of the former system is the necessity for an 
auxiliary steam or hand-driven oil pump, as the main pump does 
not deliver enough pressure right from the start. 

For gear and helicoidal pumps the decrease of delivery due to the 
wear must be considered. 

In a gravity system the oil is supplied to the bearings from an 
elevated tank to which it is returned after use by a separate oil 
pump, and the stored quantity of oil can be much larger. 

Starting a Turbine.—A turbine to be started for the first time, or 
after a long stop, should be cleaned and inspected with special care. 
This applies chiefly to the bearings, the oil pipes and oil reservoirs, 
where the least particle of dirt or grit is harmful. The steamways 
and piping should be gone over, too, very carefully. The steam 
pipe should be blown out from the boilers, the last connection to 
the turbine being removed. All kinds of dirt, chips of gaskets, red 
- lead, &c., will appear on this occasion, which would have obstructed 
the steam passages (guide vanes) if not removed. 

The oil should be strained through cloths when poured into the 
machine. A sufficient quantity must be provided. The air should 
be driven out of the oil piping by operating the auxiliary oil pump. 
The bearings will have to be generously oiled before starting. 

Revolving the shaft by hand will show if there is any hindrance 
to its free rotation. This preliminary work being done, the 
warming up of the turbine can begin. To begin with, open the 
throttle-valve just a little, and increase gradually ; open the drains, 
and leave them open until the turbine is nearly at full speed. 

Reaction turbines require more careful treatment on account of 
the smaller clearances and the large mass of the rotor. One-half to 
two hours is not too much for these machines, For impulse 
turbines, half this time may be sufficient. In an emergency, when 
& turbine muet take up the load of a broken-down unit as quickly 
as possible, the time for warming up may be considerably shortened. 
A practice followed in Germany, is to start the turbine running 
slowly from the beginning. the warming up going on while the speed 
is being gradually increased. 

During the time the turbine is warming up, the auxiliary 
machinery can be got under way. Where the turbine has water 
glands, the vacuum can only be created and the air-pump started 
after the turbine is at a certain speed, because the glands do not act 
before a certain centrifugal force is developed, and until then a 
great quantity of air can pass through the stuffing boxes into the 
condenser. If a central condenser is used, such a turbine has to be 
put up to speed with the valve between the turbine and the 
condenser closed, exhausting in the meantime to the atmosphere. 

A turbine should always be speeded upslowly. If accelerated too 
quickly, vibration may start quite unexpectedly and continue & 
good while after starting. The passage of the critical speed, 
if a flexible shaft is used, is an exception to the above rule; 
it has to be done promptly, as, in that range of revolution, 
vibrations have a particular tendency to develop and to increase 
dangerously. 

After normal speed is reached, with a good vacuum established, 
the load should be put on by steps, to avoid a sudden inrush of steam 
into the turbine, which will very likely be accompanied by a water 
slug. 

If the turbine is to run in parallel with other unita, the governor 
can be adjusted for variable speed while the turbine is in operation, 
thereby facilitating the synchronising of alternators. 

It is helpful to always follow the same routine of duties when a 
turbine is started or stopped. For instance, the operation of the 
auxiliary oil pump has to be combined with the observation of the 
pressure gauge, which indicates the moment when the main pump 
begins to work. The moment for opening the water supply valve 
to the cooling coil must be delayed until the oil is warmed up a 
little and becomes more fluid, &c. 

Operation.—Although the turbine takes care of itself auto- 
matically, во to speak, and intelligently, it must receive due 
attention. 

At regular intervals, the engineer in charge of a watch should go 
over his machine, observe the preesure and vacuum gauges, the tacho- 
meter, measure the temperatures of the bearings and of the oil, 
and inspect the water supply to the cooling coil, the packing glands 
or the water-cooled bearings, if there are any. 

An equal share of supervision should be given to the condensing 
plant, and especially should any drop of the vacuum or irregular 
behaviour of the vacuum gauge incite a thorough investigation. 

The sources of trouble in a turbine can often be located in the 
oiling system. It should be seen to that the cooling coil remains 
effective, that deposita of mud through the water, or of gum or 
vaseline-like substances on the side of the oil, are removed, The 
water used for cooling and other purposes should be clean; if 
necessary it should be filtered or treated against scale-forming 
elementa. 

Only pure mineral oil of not too high viscosity—a light-bodied 
oil is to be used. 

The temperature of the oil at the outlet of the bearings should 
be about 140^ F.; not much higher, for fear of heating, nor much 
lower, for the sake of fluidity. 

If a bearing gets hot it can be easily smelled and seen by the 
dense white fumes of the burning oil There is generally some 
radical cause for a hot bearing. which should be immediately re- 
moved—a tight cap, grit or foreign substances in the oil, insufficient 
oiling. The maximum oil supply should be tried, and if this gives 
no relief the turbine should be stopped at once rather than have 
the bearing burn out. It is to be remembered that quick action 
is necessary; the high circumferential speed of the journal does 


not allow much chance for reflection or hesitation, and there is no 
time for nursing the bearing back into good condition. 

Any other, and especially internal diseases of a turbine, are 
indicated by one sure symptom—vibrating of the machine. 

A considerable lack of balance causes vibration at any speed, and 
is the principal, if not the only, cause of all vibration. It has been 
known to result from the irregular expansion of the rotor due to 
quick warming up, but every sudden change (especially rise) in 
temperature may equally provoke distortion of the wheels or 
warping of the spindle. When superheated steam is dealt with this 
point should always be observed. A change from condensing 
operation to atmospheric exhaust calls for attention for this same 
reason, and should not be rushed. 

On the other hand, water drawn into the turbine with the steam 
will act as a very effective unbalancing mass and mostly with very 
bad consequences ; and very obviously a blade flying off will create 
an overweight on the opposite side of the rotor without regard to 
the other effects. 

Vibration due to any one of these causes always has the same 
effect ; it brings the revolving and stationary parte of the laby- 
rinths into contact, with friction, heat and deformation as resulta, 
and the least that will happen will be the destruction of the small 
clearances and increased leakage and steam consumption. 

It is, therefore, always advisable, when a turbine begins to 
vibrate for some unknown reason, to moderate the speed at onoe, 
and to give the rotor an opportunity to get into good shape again. 
If the vibration persists after a new start, and goes on inoreasing, 
the trouble should be. looked after. 

If at all possible, turbines should be supplied with superheated 
steam. In the first place the probability of getting water into the 
turbine becomes much smaller, and further. superheated steam 
causes far less erosion of the blades than wet steam. 

In turbine planta large dimensioned condensers are usually pro- 
vided. With either surface, barometric or jet condensers, a vacuum 
of 27 in. to 28 in. can easily be maintained and should be. The 
water temperature is here the principal factor, and other facta 
might have to be considered, which would require a detailed treat- 
ment. Running the condensing apparatus properly is a task which 
takes generally more of the engineer’s time and attention than the 
turbine itself. Before leaving the subject, the importance of 
frequently inspecting relief valves may be mentioned. 

A last rule for the benefit of economy : reduce the amount of 
idle running of a turbine working in parallel with other units. 
Care should always be taken to handle the load so that no turbine 
runs for any length of time at much less than half load. 

Shutting Down,—When an independent turbo-generator is to be 


shut down, the throttle valve can be closed before the load is taken 


off: the latter acts as a brake and brings the turbine quickly to 
rest. | EE 

A turbo-generator running in parallel must have the load thrown 
off first and then the throttle quickly closed. Then the condenser 
is etopped and the steam drain opened to break the vacuum. 
Finally the water supply is shut off, but the oiling should be con- 
tinued until the turbine i8 completely stopped. 

Jnspection.—At regular intervals, and at least once a year, the 
turbine should thoroughly inspected and all details gone over. This 
applies to the interior of the turbine especially. Having lifted the 
cover, the clearances between rotary and fixed parts should be 
examined and readjusted. The rotor had better be removed and the 
blades minutely examined for erosion, scale, cracks, &c. The guide 
blades should undergo a thorough inspection, too, and be cleared of 
obstructing matter. 

The whole oiling system, chiefly, wants complete cleaning ; the 
oil coils should be scraped outside and blown out with steam. 
Paraffin oil removes the gummy oxidised deposit, mentioned before 
as a result of bad oil. The oil strainer should be cleaned and an 
entirely new supply of oil put in. This is usually only necessary 
once а year: in the meantime the oil can be filtered and some new 
oil added to compensate for losses from leakage and evaporation. 
Bearings and stuffing-boxes will probably want some overhauling, 
too, and the governor and valves, the gears and oil pump should 
be gone over thoroughly. Great care must be taken in handling 
the rotor that no blades are injured ; much trouble may arise from 
small damage. 

The inspection will have to extend to the condensing plant. 
Air leaks may be looked for, and water leaks in surface condensers. 
Pumps, pipe lines, especially foot valves and strainers, muet be 
cleaned and put in good shape. 

The indicator diagram, which affords an excellent guide to the 
reciprocating engineer, is of no use with a turbine. Steam 
measurements, compared with electrical output, are here the thing 
required. 

The average engineer cannot be expected to proceed with the care 
used in acceptance testa, and refined measuring apparatus will 
generally not be at his disposal, but a scale for weighing the con- 
densed steam and a few thermometers will give sufficient data for 
fairly approximate resulte. 


Manufacturing in Mexico, —H.M. Legation at Mexico 
City report that a contract has been signed between the Ministerio 
de Fomento and Senor A. Elozua for the establishment of factories 
in Mexico for the manufacture of all kinds of rubber goods, in- 
cluding motor and carriage tires, waterproof cloth, insulated wire, 
«c, At least £25,000 must be spent on the first factory. All 
materials and plant necessary for the establishment of the industry, 
as well as electric lighting equipment and fire extinguishing appli- 
ances, may be imported duty free.— Board of Trade Journal. - 
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NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


The “ Terroid ? System of Electric Wiring. 


A new wiring system has just been introduced, under the above 
title, by the WESTERN ELEOTRIC Co., LTD., of North Woolwich, 
with a view to lowering the cost of an installation without 
detriment to its efficiency or durability. The leading features of 
the system are shown in the accompanying figures. The wire (fig. 1) 
consiste of a principal ineulated conductor of standard pattern, to 
the outside of which is attached a return conductor, having a 


latter are placed in a separate chamber in the upper part of the 
pot and thus are not kept soaking in the liquid, with the result 
that coffee made in this way is as light and clear as wine and 
possesses the pure and delicious flavour of the coffee berry. 
Incidentally, less coffee is needed and cheaper berries may be 
employed, yet the coffee will be better; the quality of the coffee is 
uniformly excellent and does not vary day by day. 


Fuller's Patent Block Accumulators. 


An interesting type of storage cell has been developed by MESSRS. 
JOHN C. FULLER X SON, LTD., of Woodland Worke, Wick Lane, Old 
Ford Road, E., and is now being marketed under the above title. 
Defying the accepted view that electrolytic action is confined to a 
shallow layer of the active material, the makers have constructed 
electrodes in which large masses or blocks of paste are carried on 
small grids, the weight of the paste far exceeding that of the grids; 
these blocks are either triangular or seg mental in section, as shown in 
the ascompanying illustration, fig. 5, and are formed right through. 
The resuit, we are informed, is that the electrodes are immune from 


Fic. 2.—METHOD or USING " TERROID " WIRE FOR OPEN WIRING. 


lower insulation, or none at all, in such a way that the two can be 
. readily separated for local distribution. The cost of the combined 
conductor is much less than that of two insulated wires of similar 
carrying capacity. The wire can readily be drawn into conduit, 
being smaller than a pair of insulated wires ; no special tools are 
required, and the conductor can be used with casing or for open 
wiring. The system has been adopted for ове by one of the 
Government departments, and it is claimed tbat it conforms in 
every particular with the I.E E. Wiring Rules, the Home Office and 
B. of T. Regulations, &c. 


G.E.C. Coffee Percolator. 


A recent addition to the GENERAL ELECTRIC Co.'s electric 
heating and cooking appliances is a newly designed coffee per- 


Fria. 4—G.E.C. COFFEE PERCOLATOR. 


colator with a self-contained heater. It is neatly constructed of 
copper, heavily nickel-plated, with a handsome black handle. When 
this percolator is filled with cold water, spraying will begin in less 
than three minutes after the current is turned on. A small 
quantity of the water is rapidly brought to the boil, and then this 
water is automatically forced through a tube to the top of the 
vessel, where it sprays down and over the coffee grounds. The 


FIG. З. -FUSEBOABD WIRED WITH ''TERBOID." 


damage due to vibration and short circuiting, are free from 
sulphating, and retain their charge for a year or more without 
dropping below two volts per cell. There are no " plates," with 
their liability to buckling ; two segmental electrodes, wrapped 
with glass wool and perforated celluloid separators, form a cell 
similar to a round primary dry cell, about 6 in. high x 3 in. in 
diameter, or four triangular electrodes are coupled together во as to 
form a cell square in section, with either a celluloid or a glass con- 
tainer. Larger numbers of electrodes up to eight are used to build 
up cells of greater capacity; fig. 5 shows a round cell (without 
container) consisting of six electrodes, smaller round and square 
cells, a segmental grid and complete segmental positive electrode. 
and a triangular negative electrode. Two cells mounted as usual 


кто. 5.—FUvLLER BLOCK ACCUMULATORS AND PARTS. 


t 


in a celluloid box form a four-volt ignition accumulator, which is 
made in various sizes. The cells have already been extensively 
adopted in place of dry cells and plate accumulators for telegraphy, 
telephony, train-lighting, car-lighting, ignition, Ko., and we under- 
stand that they have proved admirably adapted for all these 
purposes. On account of the construction of the electrodes, their 
internal resistance is not so low as that of plate cells, but this has 
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little effect on their efficiency at low discharge rates, and their 
ampere-hour capacity, it is claimed, is considerably greater per 
pound of cell than that of plate cells at low rates. The block cells 
recover their voltage instantly after a short-circuit, and can be 
short-circuited for an hour without injury. Owing to their ability 
to hold a charge almost indefinitely and their consequent freedom 
from sulphating, they are particularly suitable for use where 
frequent charging would be inconvenient or impossible ; unlike dry 
cells, which are useless when discharged, the block cells can be 


| 17 Aars o. eine SORT che. 


Fic. 6.—TEST OF 280-AMP.-HOUR TRAIN-LIGHTING CELL. 


used for similar purposes for many months, and when run down 
can be sent to a charging station for restoration to their full initial 
value. The grid being buried in the block, can be made of anti- 
monial lead without fear of troubles due to growth, and the active 
material cannot fall out of place. Fig. 6 shows the result of a 
test on а 280-amp.-hour train-liphting cell discharging at 20 
amperes, made by Mr. C. E. Wright, electrical engineer to the 
North-Western Railway of India; at o the cell was short-circuited 
for 1} minutes, but immediately recovered. : 


LEGAL. 


ATTORNEY-GENERAL v. LONDON ELECTRIC RAILWAY Co. 


THE motion by the Attorney-General at the relation of the Gordon 
Hotels by which an interim injunction was sought to restrain 
pumping by the defendant company in alleged breach of their Act 
of Parliament. and in à manner likely to cause damage to property in 
the neighbourhood of Northumberland Avenue, was again before 
Mr. Justice Bankes eitting as vacation judge, on Thursday, August 
22nd. Мт. Felix Cassel, K.C., and the Hon. B. B. Ponsonby were 
counsel for the plaintiffs and the defendants were represented by 
Mr. Bramwell Davis, K. C., and Mr. Моввор. 

MR. BRAMWELL Davis said that affidavits filed by the plaintiffs 
had been placed in his hands that morning, and as they raised new 
паи Һе must ask for a further adjournment in order to answer 
them, 

Mr. Cassel. said they were affidavits in reply. . 

MR. JUSTICE BANKES said that he had read all the affidavits 
that had been supplied to him, and it seemed the questions between 
the parties were entirely defined. First of all, there was a ques- 
tion whether what the defendants were doing was an infringement 
of their Act of Parliament. Then, supposing it was. ought he to 
interfere by way of interlocutory injunction if he was satisfied 
upon the evidence that there was no immediate danger to the 
relators' hotel. It must be borne in mind that the Hotel Co. 
had raised no objection to the pumping on the assumption that it 
was not going to do any damage, and now supposing that it did, 
ought he to interfere by interlocutory injunction ? 

Mn. CASSEL submitted that that was not the positi. n, but even 
if it was he should cite authorities to show that laches by a layman 
could not interfere with the rights of the Attorney-General. He 
had only allowed the laches on the assurance that they were 
going to do them no damage—that was to say, the relators. 

Mr. JUSTICE BANKES said he was only speaking of the relators. 

Mr. CASSEL : They were justified in what they did, because there 
was evidence that at the time there was no real danger. 

MR. JUSTICE BANKES said the difficulty he felt was this: 
Supposing the plaintiffs were to satisfy.him that danger was now 
anticipated, could he interfere if the effect of an injunction 
would be to flood the defendants’ works? 

MR. CASSEL: Our engineer says that really is nonsense. The 
only person that says there is danger of flooding is the engineer of 
the works himself. Further, the defendants had affidavits by six 
very eminent engineers, and none of them supported that sug- 
gestion, | 

MR. BRAMWELL Davis: There is evidence that the effect of 
stopping this pumping might be to flood the Victoria Embank- 
ment, 

Mr. CassEL: I submit that that is a perfectly ridiculous 
suggestion. There was a number of methods by which that might 
be easily prevented. 

Мк. JUSTICE BANKES: The affidavit of the defendants’ engi- 
sues seems to say, “If I cease pumping I shall flood the whole 
place." 

MR. BRAMWELL Davis said he must answer the later evidence. 
It со that the defendants had six pumps working, and that was 
not so. 


Mr. CASSEL did not care if they had only four. It was quite 
sufficient for him that they took away 100 gallons a minute— 
50,000 gallons a day. 

Mr. JUSTICE BANKES said that because there had been an 
infringement of the Act of Parliament it did not compel him to 
grant an interlocutory injunction, supposing there was no danger. 
He was very strongly impressed by the suggestion that to stop the 
pumping at this station would flood all the other works. The 
evidence did not say that the work could be done in any other way ; 
but supposing he was satisfied that it could be done in some other 
way, of course there would have to be time allowed the defendants 


‚ to enable them to adopt some other way. They did not say in their 


affidavits how long it would be going on, and he did not see on the 
evidence as it stood why he should not stop it. 

Mr. BRAMWELL Davis said the cases would show that his 
Lordship had a discretion in the matter. 

His LoRpsHiIP: When there is an Act of Parliament that says 
you shall not do it? 

Мв. BRAMWELL Davis: Yes. 

His LoRpsHI» : If I am satisfied that the work could be done in 
some other way, even though the work might be more expensive ? 
Are you prepared to say that it cannot be done in some other way ? 

Мв. BRAMWELL Davis: It could only be done in some imprac- 
ticable way, and at enormous expense. 

His LORDSHIP said he had not any material before him upon 
which he could exercise his discretion. 

Мв. JUSTICE BANKES said the mere fact that the defendants 
were not causing immediate injury to the hotel would not lead him 
to «xercise his discretion in their favour is he was satisfled that 
they could do the work in some other way. If they could, and the 
way they were now doing it was an infringement of the Act of 
Parliament, he should grant an injunction. á 

Mr. BRAMWELL DAVIS said there was an overwhelming body of 
evidence to which he would draw his Lordship's attention, that there 
would be no danger anywhere by their workings. 

His LORDSHIP: Bat there is a clause in the Act of Parliament 
which says you shall not pump. 

Mr. BRAMWELL Davis said that was a model clause and it had 
been inserted in all these underground railway Acts now since 1908, 
and yet they always pumped. 

His LORDSHIP suggested that the matter might stand over, for 
if he granted an injunction he should suspend ite operation. Why 
should the motion not stand over to be dealt with by Mr. Justice 
Neville on the first motion day in next sittings ’ 

MR. CASSEL pressed for some immediate relief, for although since 
the defendants’ assurance the water had not up to then fallen below 
its normal level. He understood that at the plaintiffs’ bore hole 
there were now some signs of shrinkage. | | 

His LORDSHIP said it seemed to him that the question was 
whether there was any other practicable way of doing this work. 
It was not on any of the affidavits so far as he could find. It was 
a most important point, and, therefore, Mr. Bramwell Davis must 
have time to file further evidence. 

Mr. CASSEL said if his Lordehip considered that was the point, 
and desired further evidence, he could not resist a further adjourn- 
ment, but asked that it should be only for a week. Whatever time 
was given the defendants to adopt a new method of working, that 
time would be so much longer if an injunction was not granted 
until after the vacation. They had now reduced their pumping to 
30 gallons a minute, and if an undertaking were given that that 
quantity should not be exceeded, he was willing that the motion 
should stand over the vacation. 

Mr. BRAMWELL Davis said he could not give that undertaking, 
but was willing to say that they would continue pumping as at 
present, except in a case of great emergency. | 

Mr. CASSEL said he could not accept that assurance, as he was 
instructed that the water in their bore hole had already gone 
down. 

MR. BRAMWELL Davis said he would undertake not to pump 
more than 60 gallons a minute, and after some further discussion, 
it was agreed that the motion should stand over until the second 
motion day in next sittings, the defendsnts undertaking to pump 
as little as possible, and not to exceed 60 gallons a minute except 
in case of grave emergency. The defendants were to file their 
evidence by September 14th, and the plaintiffs to complete theirs 
by the end of the vacation. Liberty was given to either party to 
apply in the vacation if necessary. 

Mr. BRAMWELL DAVIS asked for leave to inspect the plaintiffs’ 
borehole. | 

Мк. CASSEL had no objection, butasked that the plaintiffs should 
be allowed to inspect the defendants' pumping. 

Mr. BRAMWELL Davis thought that was quite reasonable. 

MR. JUSTICE BANKES : Then there will be liberty to the plaintiffs 
to inspect the defendants’ works and pumping, by an engineer, in 
the ргеғепое of some representative of the defendanta, and 
there will be a like liberty to the defendants to inspect the 
relators’ trial hole and take levels, There would also be liberty to 
the relators to inspect the defendants’ daily pumping returns. 


FENCING ELECTRICAL MACHINERY. 


AT Glasgow Sheriff Court last week the Scottish Tube Co., Ltd., 
were charged with having failed to securely fenoe the pinion wheels 
of an electric motor which drives a travelling crane in their works 
in Swanston Street, at which, on June 10th, a workman, named 
William Duffy, was accidentally injured. | 

In tendering a plea of guilty, it was stated by a law agent that 
the accident was of a trifling nature. Duffy had been oiling some 
parte of the machinery, and, bending over, his coat caught between 
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the pinion wheels. He sustained a few bruises and a cut on the 
ead, and was only off work a few days. He did not claim com- 
pensation. The machinery was pretty well guarded, and it bad 
not occurred to anyone inside the works that the pinions should be 
fenced. 
By the SHERIFF: No request had been made that they should be 
fenced | 


The INsPECTOR of Factories and Workshops said the obligation 
to fence machinery was abeolutely clear; and the Court would 
understand the great neceseity for such precautionary measures 
when he stated that no fewer than 15,000 cases of neglect occurred 
in the Glasgow district last year. 

The Sheriff imposed a £5 penalty, with expenses. 


NOTES ON. IMPREGNATION OF WOODEN 
POLES. 


By W. MANKTELOW. 


CREOSOTING is undoubtedly the best’ preservative treatment 
yet devised for wood, but a deep penetration of the impreg- 
nant is less readily obtained with the tar product than with 
mineral substances. To facilitate thorough butt saturation, 
various methods of perforation of the wood have been tried, 
and Ше results of a specially elaborate investigation by 
Messrs. Haltenburg and Berdenick (of the Hungarian State 
Impregnating Department at Puspokladany) were recently 
announced in a paper before the Société Electrotechnique 
de Dresden. 

Radial holes, about 2 mm. diameter and 4 cm. deep, are 
formed in the pole by high-speed nail-formed spikes, which 
displace but do not remove the wood. The loss of strength 
in poles perforated by this process is negligible. On com- 
paring the mechanical strength after treatment of poles in 
which radial perforations were made by displacement with 
the strength of a similar batch of poles in which 3 mm. 
holes were drilled and plugged after impregnation, it was 
found that the former were weakened to no appreciable 
extent, whereas the latter lost 25 to 40 per cent. in strength. 

Several hundreds of poles of various timbera were tested, 
and the effect of the distribution of the radial perforations 
was especially examined. By placing the perforations on a 
spiral of about 50 mm. pitch and at a distance, hole to hole, 
of about 40 mm., each hole being about 10 mm. to the right 
or left of the hole in the spiral beneath it, excellent im- 
pregnation is obtainable even in such timbers as pine and 
fir. Only that portion of the butt which is below and 
immediately above the ground level is perforated, and a 
special machine has been designed to enable the rapid and 
accurate treatment of poles. 

From an analysis of statistics extending over the past 
50 years, M. Cristiani concludes that the average life of 
poles is as follows :— 


Impregnated by Boucherie CuSO, process 1177 years 
ij „ zinc chloride T via 11˙9 „ 
s „ Kyan HgCl, - iii 137 „ 
Р „ early creosote processes bes 20' 6 „ 


American authorities estimate the life of creosoted timbers 
of various kinds to range from 20-30 years (being from 2*0 
to 2:5 times the life of the timber untreated). German 
returns—probably the best in the world—show. during a 
period of 52 years, an average life of 21 years for creosoted 
Baltic fir. There is no doubt that several of the recent 
creosoting processes will show even better results, while 
involving less initial outlay, and avoiding a considerable 
amount of the unpleasantness hitherto inseparable from the 
handling of creosoted timber, by leaving а “ cleaner pole, 
i.e., one with less surplus creosote in the surface layers. 

. Poles are almost invariably creosoted before use in this 
country, but in Ámerica only about 20 per cent. of poles are 
treated (though the proportion is steadily increasing), owing 
to the greater relative cost of creosoting in that country. An 
approximate formula for estimating the annual charge to be 
debited to poles is— | 

200 . р 
5 = 200 n + (n (n = 1) ) г 
where, а = annual charge; р = investment (including cost 


of treatment, if any); n — years life; r — interest (say, 
6 per cent). | 
As illustrative of the unfavourable position of creosoting 


"in the States, it may be noted that the Virginia Railway and 


Power Co. recently installed 900 untreated chestnut poles 
and 300 creosoted loblolly poles (the loblolly pine contains a 
very large percentage of sap, and hence will absorb a large 
percentage of creosote). The cost of the chestnut poles 
ranged from 13s. to 14s. 6d. each, and that of the treated 
loblolly poles was 288. 9d. each (35-ft. poles, 8 in. top 
diameter). The life of the chestnut poles is expected to be 
13 years, so that the longer life of the loblolly is balanced 
by its greater cost. In many cases, consumers pay for a 
pole of 36-in. ground circumference rather than for a 
creosoted pole 28 in. in ground cireumference (thus allowing 
for 1:25 in. decrease in ground diameter by rotting in the 
untreated pole). Such wastage of large timber is a serious 
matter at the present day, when the area of forests (let alone 
timber ready for felling), is decreasing at such an alarming 
rate. 

Intermittent reports come to hand of methods of timber 
preservation based on the electrolytic replacement of sap by 
saline solutions. These systems are fairly rapid in opera- 
tion, and the electrolytic action causes a certain amount of 
chemical change to take place in the cells of the timber 
during treatment, which would otherwise occur during its use. 
This tendency to a more durable preservation is quite offset 
by the readiness with which most salts are leached ont by 
rain. In the Nodon-Bretonneau process a compound electro- 
lyte is used, in which magnesium sulphate effects seasoning, 
zinc sulphate acts as preservative, and ammonium sulphate 
and boric acid exercise a fireproofing and antiseptic action. 
The seasoning and preservative action occupies 7 to 14 hours, 
and the fireprooting process from 14 to 24 hours. | 

The electrical seasoning of wood, apart from any preserva- 
tive treatment, has recently been successfully demonstrated 
in Melbourne. Current at 2,000 volts was applied to two 
large green logs, and the sap boiled out at such a rate that 
the logs lost 400 lb. in weight during three hours’ treatment. 
It is estimated that a growing tree could be seasoned within 
six months by this process, but no information is yet avail- 
able concerning the loss of strength, which it seems likely 
would be considerable. 


ET 


GOMPANY AND CONSUMER. 


[FROM A LEGAL CONTRIBUTOR. ] 


QUESTIONS frequently arise which involve a discussion of the 
legal relations between electric supply companies and con- 
sumers. While much depends upon the terms of the contract 
which is entered into when the supply is first taken on, there 
are certain general principles which can be laid down upon a 
consideration of the Electric Lighting Acts, 1882 and 1888, 
and, more particularly, the schedule to the Electric Lighting 
Act, 1899, which contains a form of provisional order which 
is now applicable to the supply of electricity in nearly every 
district. "s | 

It is proposed in the present article to discuss some of the 
points which are continually arising :— 

1. Generally. | 

2. Epitome of rules as to the supply of electricity. 

3. Legal liability to grant a supply. 
J. Supply within a certain area. ea 

5. Regulations for ensuring a proper and sufficient supply 
of electricity. 

6. Liability to pay a minimum. : 

7. Whether consumer bound to take continuous supply. 

8. Agreement not to take supply from elsewhere. 


* It is fairly easy to get 22-24 lb. of creosote per cb. ft. in 
loblolly, whereas 10-15 lb. per cb. ft. is considered a very high 
allowance in pine, 
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9. Methods of ascertaining amount of energy supplied. 
10. Agreements between company and consumer. 
11. Who is liable for electricity supplied? 
12. Time for proceedings. 
13. Notice to disconnect. 
14. Alteration in the price of electricity. 
15. Remedies of the consumer for failure of supply. 
16. * Power companies " and consumers. 

1. Generally.—Upon making an inquiry into the Electric 
Lighting Acts, 1882 to 1909, with a view to finding out the 
exact legal relations which exist between company and con- 
sumer, the first difficulty with which the investigator is con- 
fronted arises from what is known as “legislation by 
reference." For some obscure reason, many enactments 
which deal with the recovery of charges by the company, or 
the enforcement of their strict rights by consumers, are to be 
found in older statutes relating to gas and water supply. The 
result is that, in order to ascertain their exact legal position, 
those who are interested in the supply of electricity must 
refer to Acts which relate to gas and water, and to cases 
decided upon the construction of such Acts. In the following 
summary of the law we are, therefore, compelled to draw our 
conclusions from some purts of the Electric Lighting Acts, as 
illustrated and explained by previous legislation, and the 
cases which have arisen thereunder. 

. Just as gas and water are supplied compulsorily under 
and subject to the terms of an Act of Parliament, so every 
consumer within the district of an electric lighting company 
is entitled to demand and obtain supply from any company 
or local authority who have statutory powers to give a supply. 
Nevertheless, it is quite competent for any company, or even 
for a private individual, to supply electricity commercially 
without any legislative sanction. The Electric Lighting 


Acts are enabling only, and do not confer any monopoly 


upon those who have Parliamentary powers. As the condi- 
tions upon which a private undertaker supplies energy 
depend entirely upon the contract which he chooses to make, 
it ig proposed to confine ourselves for the present to public 
supply. It may be mentioned, however, that by the Electric 
Lighting Act, 1909, which came into force on April 1st, 
1910, no one is allowed to make a business of supplying 
electricity to his neighbours in any district where there is u 
provisional order already in force. The words “make а 
business " are used advisedly, for to supply current to a 
neighbour will be legal if the supp'y is merely ancillary to 
the ordinary business of the person who supplies it. 

2. Epitome of Rules as to the Supply of Eleclricily.— 
The following rules, which are taken, from the Electric 
Lighting Act, 1882, apply generally to the supply of 
. electricity. Undertakers are not entitled to prescribe any 
special form of lamp or burner to be used by any company 
or person, nor must they in any way control or interfere with 
the manner in which electricity supplied by them is used. 
This is subject to the proviso that a consumer must not use 
any lamp or burner, or deal with the current supplied to him 
in such a way as to unduly or improperly interfere with the 
supply of electricity supplied to other consumers. The 
_ undertakers are bound to supply all consumers within their 

district on equal terms, and in making any agreements for 
supply they are prohibited from giving any undue preference 
to one consumer, or class of consumers. 

3. Legal Liability to Grant a Supply.—The legal liability 
of a company to furnish consumers with a supply is further 
pointed out in Sec. 27 of the Schedule to the Electric 
Lighting (Clauses) Act, 1899, which is incorporated 
with every Provisional Order. "That section provides that 
the undertakers shall furnish an adequate supply to every 
consumer within 50 yards of a distributing main of the 
undertakers in which they are required to maintain, or are 
maintaining, a supply of energy for the purposes of general 
supply. The necessary lines, &c., must be laid by the under- 
takers subject to the following conditions :—(i) The cost of 
all electric lines laid on the premises of the consumer, and 
(ii) the cost of so much of such connecting lines as it may be 
necessary to lay for a greater distance than 60 ft., are to be 
borne by the consumer if the undertakers so require. By 
Sub-Sec. 2 it is provided that each owner or occupier 
requiring a supply must (4) serve а notice upon the under- 
takers specifying the premises to be supplied, the amount 
required, and the date upon which the supply is to com- 


mence ; (b) if required, contract to receive and pay for a 
supply of energy for a period of at least two years of such an 
amount that the payment to be made shall not be less than 
2() per cent. per annum on the outlay incurred by the under- 
takers in providing electric connecting lines in accordance 
with this section; (7) if required, give security for the pay- 
ment to the undertakers of all moneys which may become 
due to them in respect of lines and energy. It is further 
provided that undertakers may, at any time while they are 
supplying a consumer, by giving seven days’ notice, require 
the owner or occupier to give security for moneys due and to 
become due. (As to supply of electricity to premises having 
already a separate supply, see paragraph 7 tnfra.) 

4. Supply within a Certain Area.—Every local authority or 
company authorised to supply electricity was bound formerly to 
limit operations to its own district; it could not supply a single 
consumer outside. In one case (Attorney-General 2. Met- 
ropolitan Electric Supply Co., 1905, 1 Ch. 24, 757), a 
limited company was authorised by statute to supply elec- 
tricity within certain areas only, and also by a later statute to 
erect a station for generating electric current or electrical 
energy at a place outside those areas for the purpose of trans- 


mitting such current or energy therefrom to certain distri- 


buting stations within those areas, and for the purpose of 
supplying such current or energy within the same areas. It 
was held that the company, though incorporated under the 
Companies’ Acts with unrestricted powers of producing and 
supplying electricity, was restricted by the Special Acts to 
the supply of electricity within the special areas. 

In another case it was decided that a gas company had no 
right to supply gas outside the statutory area. А railway 
company had received gas at its terminus and sent it down 
the line to be consumed at another station down the line 
which was outside the area. It was held that this was illegal. 


- It may be mentioned that on account of the inconvenience 


to which observance of the strict letter of the law has given 
rise, the Act of 1909 provides that, upon certain formalities 
being complied with, supply may be granted outside the area 
with the consent of the Board of Trade. à 

The difficulties and hardships suggested by these cases 
have been set at rest by the Electric Lighting Act, 1909, 
which provides that (1) any local authority, company, 
or person authorised to supply electricity in an area may, 
with the consent of the Board of Trade, supply at any point 
within that area electricity for the purpose of haulage or 
traction on any railway, tramway or canal, situate partly 
within and partly without that area, and for the purposes of 
lighting vehicles and vessels used on any such railway, tram- 
way, or canal; but the Board of Trade shall not in any 
case give any such consent until notice of the application 
for the consent has heen given by advertisement or other- 
wise in such manner as the Board of Trade may direct, and 
an opportunity has been given to any person who appears to 
the Board to be affected, of stating any objections he may 
have thereto. 

The Board of Trade may by provisional order authorise 
any such local authority, company, or person so to supply 
clectricity to be used for purposes. incidental to the working 
or lighting of. the railway, tramway, or canal, other than the 
purposes aforesaid. 

It also provides that a supply to premises wholly without 
the area may be justified. Thus, where it is proved to the 
satisfaction of the Board of Trade that the occupier of any 
premises is desirous of obtaining a supply of electricity from 
any undertakers within whose area of supply those premises 
are not situate, the Board of Trade may, if the local 
authority within whose district the premises are situate, and 
the undertakers (if any) authorised tc supply electricity to 
such premises, consent, by order permit the first-mentioned 
undertakers to give a supply to those premises on such terms 
and gubject to such conditions as the Board think fit. | 

Provided that if, in the opinion of the Board of Trade. 
any consent required by this sub-section is unreasonably 
withheld, the Board of Trade may proceed as if such consent 
had been given. 

5. Regulations for Ensuring a Proper and Sufficient 
Supply of Electricity.—The duties of a supply company are 
described in detail in the Board of Trade Regulations. 
According to thóse regulations, the company must give notice 
of their intention to switch on the current in the mains, and 
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must thereafter maintain a supply of sufficient power for 
the use of all the consumers for the time being entitled to 
be supplied. In case it becomes necessary to stop the 
supply through any portion of a main for more than one 
hour, the system must be so arranged that the dis- 
connection does not exceed 200 kw. or extend to 
the premises of more than 80 consumers. The pressure 
of supply must not vary more than 2 per cent. from the 
standard pressure, while the variation of pressure at any 
consumer's terminals shall not under any conditions of the 
supply which the consumer is entitled to: receive, exceed 
4 per cent. from the declared constant pressure. As to fixing 
the standard pressure, the result of an inquiry held by the 
Board of Trade was that this may be altered, even without 
the consent of consumers, upon terms and conditions to be 
settled, in case of dispute, by an arbitrator appointed by the 
Board of Trade. 

A number of interesting questions arise upon the inter- 
pretation of the above clauses and regulations with which it 
may be convenient to deal seriatim. 

6. Liability to Pay a Minimum.—We have seen that a 
consumer may be bound to take and pay for a minimum 
supply of energy. Suppose he takes no energy for a whole 
year, can he still be compelled to pay the minimum amount ? 
In the absence of any express authority on the point, it is 
submitted that the payment must be made, whether a supply 
is or is not taken. The object of the clause is to protect the 
undertakers, and it is clear that, whether a supply is taken 
or not, the initial expenditure will be just the same. 

7. Whether consumer not Bound to take 
Supply.—The fact that a consumer had it in his power to 
keep the mains as a ** stand-by” in case of the breakdown of 
a private installation, gave rise to considerable dissatisfaction 
amongst the undertakers. As a result, the Electric Lighting 
Act, 1909, contains a section providing specially for the 
supply of premises having a separate supply. The provisions 
of this section (15) are as follows :—Notwithstanding any- 
thing in the Electric Lighting Acts, or in any Act of Parlia- 
ment or Provisional Order authorising an undertaking, a 
person shall not be entitled to demand or to continue to 
receive from undertakers authorised to supply electricity in 
any area, a supply of electricity for any premises having a 
separate supply, unless he has agreed with the undertakers to 
pay to them such minimum annual sum as will give them a 
reasonable return on the capital expenditure, and will cover 
other standing charges incurred by them in order to meet 
the possible maximum demand for those premises ; the sum 
to be paid shall be determined in default of agreement by 
arbitration. 

8. Agreement not to Take Supply from Elsewhere.—It 
is competent for undertakers to agree with the consumer 
that he will not take a supply from elsewhere during a 
certain period. Such an agreement has been upheld by the 
Court. In the Metropolitan Electric Supply Co. v. Ginder, 
1901, 2 Ch. 799, the defendant had signed a form of 
request, to the plaintiff company to supply him with electrical 
energy subject (infer alia) to the following terms :—(1) 
The consumer agrees to take the whole of the electrical 
energy required for the premises mentioned below from the 
company for a period of not less than five years; (2) The 
charge for electrical energy to be 44d. per Board of Trade 
unit. There was no covenant by the company to supply, 
nor by the defendint to take any energy. Similar forms of 
request had been signed by other persons for different terms 
of years, and at different prices. After receiving a supply 
for some time on the above terms, the defendant gave notice 
to the company to disconnect, and received an instalment of 
energy from the County of London and Brush Provincial 
Co., who were rivals of the plaintiffs within their district. 
On threat of legal proceedings, he had plaintiffs! service re- 
connected, but he again gave notice to the plaintiffs to dis- 
connect in February, 1901. "The plaintiffs brought an 
action in the Chancery Division for an injunction to restrain 
the defendant from obtaining a supply from any source other 
than their own mains, Evidence was called on the part of 
the defendant to prove that the plaintiffs had failed to 
furnish a proper supply, and it was argued on the defendant's 
behalf that there could be no injunction to enforce a negative 
stipulation. It was decided by Justice Buckley (1) that the 
contract in this case implied an undertaking by the defendant 


Continuous |. 


tract are not duly performed." 


not to take energy from anyone except the plaintiffs ; (2) 


That the contract was one which could lawfully be imposed 
upon the defendant by virtue of the plaintiffs’ provisional 
order ; (3) That the provisions of the Electric Lighting Act, 
1882, Secs. 19 and 20, which compel a supply company to 
give a supply to a consumer on the terms upon which any 
other person in the area is entitled under similar circum- 
stances to a corresponding supply," had not beeneinfringed ; 
and (4) that the plaintiffs were entitled to an injunction. 

This was a case in which the consumer took energy from 
other undertakers. It is presumed that if he had erected a 
private installation on his own premises, and had obtained 
energy therefrom during the period in question, he could in 
that case have been restrained by injunction. 

9. Methods of Ascertaining Amount of Energy Supplied. 
—The amount of energy supphed by undertakers to their 
consumers is to be estimated, in the absence of agreement, 
by meters, The Board of Trade does not undertake to 
inspect meters, it being provided in the rules issued by the 
Electrical Standardising Laboratory, 1897. That meters 
for the measurement of quantity of energy cannot be received 
with a view to certification for use in connection with the 
supply given by undertakers under Electric Lighting 
Orders.” It is provided, however, by Sec. 51 of the 
schedule to the Clauses Act that any consumer, on paying 
the required fee, may employ an inspector to examine any 
meter, and to certify it as a “ certified meter.” 

10. Agreements between Company and Consumer. An 
agreement made between an electric supply company and a 
local authority for the supply of electricity should gene- 
rally contain a penalty clause. By Sec. 174, Sub- 
Sec. (2) of the Public Health Act, 1875, it is provided 
that every contract made by an urban authority whereof 
the value or amount exceeds £50, “shall specify some 
pecuniary penalty to be fixed in case the terms of the con- 
This provision is obliga- 
tory and not merely directory, and if the penalty is not 
specified, an action on the contract against the local autho- 
rity cannot be maintained (British Insulated Wire Co. v. 
Prescot Urban District Council (1895), 2 Q.B. 463, 538). 

It has been decided that where a company contracts to 
supply energy on special terms under Sec. 83 of the Electric 
Lighting (Clauses) Act, 1899, the consumer may sue for 
breach of contract if there is a failure of supply. He need 
not confine himself to the recovery of penalties (Morris and 
Bastert г. Loughborough Corporation, 1908, 1 K. B., 217). 
The importance of entering into a contract with the 
undertakers was well illustrated in the case of Husey 
v. The London Electric Supply Corporation (1902; 18 
T.L.R., 296). In that case a receiver appointed by the 
High Court in a debenture-holder's action against the St. 
Ermin's Hotel Co. entered into possession of the hotel which 
was then being carried on by the company. At the time 
when the Receiver entered, the hotel company owed a sum 
of £437 to the defendants in respect of electric current which 
had been supplied for the lighting of the hotel. The 
Receiver entered into no fresh contract with the supply 
company, nor would he pay the arrears. Consequently the 
supply company threatened to disconnect the hotel from their 
mains, and an action was brought to restrain them from so 
doing. In was argued on their behalf that if the Receiver 
were a new occupier of the hotel, he was bound to enter into 
a new contract before he could receive a supply, and that, if 
his occupancy was а mere continuance of that of the hotel 
company, the defendants were entitled to disconnect until 
the arrears were paid. Mr. Justice Kekewich granted an 
injunction, but his judgment was reversed in the Court of 
Appeal, where Lord Justice Vaughan-Williams said: Ја 
my view, it is plain that, under the Act of 1882, no one is 
entitled to demand a supply of electric current until he has 
entered into a contract with the company which supplies it. 
If there. has been no change in the occupancy of the hotel, 
then, « fortiori, the defendants ought not to be restrained 
‘from cutting off the supply.“ | 

In the above case, the Receiver either represented the old 
tenant, and was therefore liable to pay such rent as was in 
arrears, or he was a new tenant, not entitled to be supplied 
until he entered into a contract for that purpose vith the 
company. 

! (To be continued.) 


BUSINESS NOTES. 


Argentina,—Although the general trade of Argentina 
in the first quarter of 1912 showed a shrinkage, the imports of 
electrotechnical articles were marked by decidedly enlarged 
figures, hawjng advanced from 977,000 gold pesos in the same period 
in the previous year to 2,263,000 gold pesos in the first quarter of the 
current year. The increase was observable not only in dynamos 
and motors, but also and especially in accumulators, measuring 
instruments, and materials for electrical purposes. The increase in 
accumulators was owing to the large orders by the Deutsche 
Uberseeische Electricitüts-Gesellschaft in the quarter under review, 
Including various not specifically electrotechnical products, the 
aggregate imports of the articles grouped under “ electrotechnical 
products amounted to 2,263,122 gold pesos against 1,286,122 
gold pesos in the first quarter of 1911. In detail, electrical 
machines and motors were imported to 566,531 gold pesos, 
an increase of 393,298; electric fans, 6,120, an increase 
of 1,464; accumulators and batteries, 757,161, increase 
146,847 ; current and pressure meters, 4,678, increase of 1,388; 
electric bells, 5,891, increase 339 ; electric meters, 104,628, increase 
54,896 ; arc lamps, 19,264, increase 20; glow lampe, 107,321, 
increase 492; lamp fittings, 16,855, increase 6,966; carbons, 
25,291, increase 14,246; materials for electric purposes, 160,151, 
increase 105,935; and porcelain, clay and glass insulators, 25,262, 
increase 6,893. Articles showing shrinkage were—Small motors, 4,080, 
a decrease of 1,576 ; wire and cable, 558,830, decrease 17,531 ; tele-- 
graph and telephone apparatus, 10,536, decrease 9,337 ; switches, 
&c,, 40,771, decrease 26,979 ; conduits, 36,862, decrease 12,741; 
and material for telegraph and telephone installations, 11,069, 
decrease 1,099.— Electrofech nische Zeitschrift, 


Canadian  Manufaetures—Lord Strathcona, High 


Commissioner for Canada, has just received from the Census and | 


Statistics Office at Ottawa a bulletin stating that the census of 
the manufactures of Canada taken last year for the calendar year 
1910, as now compiled, gives the following comparative statistics, 
compared with those of the census of 1901 for the calendar year 
1900, viz. :— 


1910. 1900. Increase, Increase. 
Establish- 
ments .. 19,202 14,650 4,552 31:07 9$ 
Capital . . $1,245,018,881 $446,916,487 $798,102.394 17858 % 
Employés ... 511,844 339,173 172,671 50°91 $ 
Salaries and | 
"Wages ©... ‚ $240,494,996 $113,249,850 $127,245,646 112°36 % 
Materials.. | $600,822,791 $266,627,858 $334,294,933 125°42 95 
Products .. $1,164,695,032 $81,053,375 8683,64 1,657 142711 % 


The capital employed in manufactures increased during the decade 
by 17858 per oent., and the value of products by 142711 per cent. 
The number of establishments employing five hands and over last 
year was 19,202, being an increase of 4,552 in the decade. 


Canadian Trade.—Among the inquiries relating to 
Canadian trade received at the office of the High Commissioner for 
Canada, 17, Victoria Street, London, S. W., during the week ending 
August 26th, were the following :— 

A firm in South Wales who are about to commence the development of a 
mica property in India, are open either to do business with Canadian importers, 
or to dispose of the property to a Canadian company. 

The City Commissioner of an important Western Canadian city will be in 
London in September, and is desirous of getting into touch with manufacturers 


of Ph gas engines to be used for the purpose of generating electric light 
and power. à 
An important Canadian company who are dealers in motor boat accessories 
desire to get into touch with United Kingdom manufacturers from whom they 
could purchase, They are particularly interested in ignition cable, brass pro- 
pm marine acoessories, and апре А catalogue of what ів required сап 
seen at the Canadian Government Office, as above. 


J 

Consular Notes.—Nicaragua.—The American Consul 
at Corinto reports that the National Electric Signal Co., of 
Pitteburg, Pa., has corresponded directly with the Nicaraguan 
Government relative to the establishment in Nicaragua, at its 
risk, of several wireless stations. The company is the one which 
put in the stations of the United Trunk Co., and is now taking up 
the matter of establisbing a number of others along the Atlantic 
coast of Mexico and Central America, for the purpose of obtaining 
constant communication between these countries and the United 
States. The company also offers to put in at Managua a wireless 
tower of sufficient power to communicate with Salvador. The 
engineers were to leave for Nicaragua in May to carry out the work. 
France.—-The British Consul at Lyons, in a recent report, states 
that the development of the resources latent as water-power in the 
mountain streams of South-Eastern France continuea to make 
rapid progress, and it is estimated that no less than 475,000 Н.Р. 
is now generated by the various hydro-electric works in the 
French Alps, with a minimum at winter low water of 180,000 H.P. 
The employment of this power may be distributed as follows: 
, Metallurgical works, 210,000 maximum . P.; light and power, 
155,000; chemical products, 60,000 ; paper and wood pulp, 30,000 ; 
traction, 10,000; various, 10,000 ; making a total of 475,000 maxi- 
mum Н.р. Of this total about 356,000 H.P. maximum and 136,820 
minimum H.P. are produced by the river systems in the Lyons Con- 
sular district, chief among them being the Isére and its numerous 
feeders, the Arve and the Rhone. In addition to this large aggre- 
gate of power actually generated, fresh streams are being harnessed 
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representing many thousands of horse-power; chief among these 
schemes may be mentioned one for obtaining from the waters of 
the Drac to the south of Grenoble, an average of 10,000 H.P., by 
means of a dam, from which the collected water will be carried 
through a tunnel 250 yards long, and then along conduits for 
nearly 4 miles to a power house in Grenoble itself. It is expected 
that the electricity thus generated will be used for lighting tbe 
town. Another enterprise nearer Lyons contemplates the erection 
of works on the Fier at its junction with the Rhône for generating 
10,000 H.P., which will be conveyed to industrial works at Port de 
Cherery (Istre) for motive power, and to Lyons for lighting pur- 
poses. Previous reporte have described the scheme for the con- 
struction of a dam 220 ft. high across the Rhône at Genissiat, 
below Bellegarde, at an estimated cost of £4,800,000 for the 
generation of electric power, estimated at a maximum of 
326,000 H.P., which would be conveyed by overhead wires under the 
enormous pressure of 120,000 volts to Paris, and in last year's 
report, extracts from which were given in the ELECTRICAL REVIEW, 
reference was made to the hostility which had been aroused locally 
by this scheme for carrying off to Paris the energy latent in the 
waters of the Rhône, which is considered to be the natural heritage 
of the neighbouring districts. This opposition, so far from 
diminishing, gathered momentum throughout 1911, and has found 


, expression in a regularly organised campaign against the granting 


of the concession, in which Lyons and the Department of the Rhóne 
have taken a prominent part. The opponents of the Genissiat 
scheme are for the most part in favour of the counter-project 
aiming at the construction of two smaller dams, one below the 
other, for generating power for more local use. Nothing, however, 
has as yet been settled, though it would appear that the central 
authorities are more favourably disposed towards the Genissiat- 
Paris power concession than towards an alternative, which would 
only benefit the immediate neighbourhood and would bring no 
advantage to Paris. The eternal jealousy between Paris and 
the provinces, aroused by this threatening filching of Rhóne water- 
powers for the benefit of the capital, was further inflamed towards 
the latter part of 1911 by the publication of a scheme laid before 
the Paris Muncipal Council for carrying off from the Lake of 
Geneva, water required to make up existing deficiencies in the 
supply of the town, to the amount of 2,000,000 ob. m. 
(70,632,000 cb. ft.) every 24 hours, or 730,000,000 cb. m. 
(25,780,680,000 cb. ft.) a year. This proposal raised a perfect storm 
of protest, not only from Lyons, whose water supply, already 
geriously defective at times of low water, would be materially com- 
promised, but also from nearly all the riverain districte between 
Lyons and the sea, on the ground that it would lower the height 


of the water by from 15 to 20 centims., and would be highly detri- 


mental not only to the navigation of the river, already difficult 
enough, but to its utility for irrigation purposes in the more 
southern districte. It is alleged indeed that such a tampering with 
the stream would substantially increase the number of days in the 
year on which, by reason of the lowness of the water, no navi- 
gation on the Rhône is possible. The present position of the 
matter is that the Minister of Public Works, in answer to a 
question in the Chamber of Deputies, has denied any official know- 
ledge of it; but the various bodies interested are still on their 
guard, and a formidable agitation is being steadily organised under 
the hegemony of the Lyons municipality, in order to weld into a 
solid front of opposition the hostility which the scheme has 
aroused in the 10 riverain Departments of the Rhone. | 
Proposals have also been on foot for the development of the 
navagibility of the Rhóne. Two separate schemes have been put 
forward in recent years, both of which, are more or less bound up 
with hydro-electric development. The first of these was the result 
of deliberations of a committee representing the various departments 
interested and contemplated the erection of a canal from Lyons to 
Arles at an estimated cost of £12,000,000, which would serve the 
double purpose of facilitating navigation and providing electric 
power by utilising the fall of water in the numerous locks. By 
this means it was estimated that 60,000 H.P. could be generated 
from 12 power houses at different points along its banks, which 
could be disposed of for lighting and industrial purposes and bring . 
in a large revenue. The other scheme was propounded by the 
chief engineer of “Ponts et Chaussées” at Lyons and was of the 
same nature, with this difference, that the current would be much 
slower and easier for navigation, while as a consequence the 
generation of electricity would play & much smaller part—only 
some 5,700 H.P. being expected to be derived from the fall at the 
locks— while the cost was estimated at the enormous total of 
£20,240,000. Neither of these schemes having commended itself to 
the authorities, a competition was organised in 1909 under the 
auspices of the Lyons and Marseilles Chambers of Commerce for 
encouraging the drawing up of further projects and prizes amouht- 
ing to £2,000 are to be awarded for the best solution of the 
difficulties with which the question bristles. No announcement on 
the subject has up to the present been made by the Office des 
Transports du Sud Est, which was created for the purpose of 
dealing with this and kindred questions, but, meanwhile, a third 
scheme has been propounded which would substitute for a lateral 
canal a series of dams, 25 to 30 in number, across the Rhone itself 
at regular intervals between Lyons and Arles, each provided with 
a large lock capable of accommodating vessels of large draught 
and tonnage; at a power house in connection with each lock 


electricity would be generated from ‘the fall of some 19 ft. 


By this means it is estimated that from 400,000 to 1,000,000 
kilowatts could be obtained, according to the height of the 
water, from which a considerable revenue might be derived. 
A minimum depth of 13 ft. would be maintained, enabling 
vessels of much larger draught to navigate the river than would 
be possible with a lateral canal. The scheme includes facilities for 


— 
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irrigating the land on both banks—an almost indispensable feature 
of any project likely to commend itself for acceptance, as water is 
badly wanted in the arid Southern Departments through which the 
Rbóne passes. 

Portuguese East Africa.—The British Vice-Consul at Lobito 
reports that the electrical distributing plant, consisting of trane- 
former stations, at Catumbells, Lobito and Benguella, and the 
poling and wiring for street lighting at these three places, were 
completed towards the end of 1911, under the supervision of the 
contractors, Messrs. Johnson & Phillips, Ltd., of London. Owing 
to there having been little or no rain during 1910-11 wet season. 
,the water in the River Catumbella was lower than ever remembered 
by tbe oldest residents; consequently conditions were never so 
favourable for the completion of the dam, but it was nowhere 
near completion when the heavy rains of October commenced. The 
result was that the temporary dam protecting the foundations in 
course of erection for the power house was carried away, and all 
pumping plant washed into the river bed. At the end of January 
the contractors sent. out an hydraulic engineer, and work was 
resumed, the rise of water due to the October and November, or 
small rains, having subsided. Parts of the foundered pumping 
plant. were recovered, and work was started on a new temporary 


m. 

Canary Islands.—The American Consul at Teneriffe reporta that 
the Electric Tram Co., composed of Belgian capitalists, and 
employing modern methods and equipment, materially improved its 
system all along the line last year. The 15-mile extension from 
Tacaronte to Orotava has not been carried out, and the prospect 
looks forlorn, for the reason that, besides being an expensive road 
to build because of the unusual gradients, the company would, as 
heretofore, have to give the Government the usual 25 per cent. of 
the gross receipts. As this leaves а very small margin of profit at 
present, it would leave still leas, if any, on the road projected. 
The completed portion of the road consists of two sections 
of approximately 7 miles each, from Teneriffe to Laguna, and again 
from the latter place to Tacaronte. Laguna has 15,000, and 
Tacaronte nearly 3,000 inhabitants; both have altitudes of over 
1,800 ft. The power works are situated at Cuesta, a village with 
an altitude of about 600 ft., nearly midway between Teneriffe and 
Laguna. This work is elaborate and up-to-date. Two engines 
(direct-coupled) drive the 200-K Ww. dynamos (Dulait system). 
Galloway boilers, Green economisers, and Tudor accumulators are 
included in the equipment. The condensing water is ccoled by a 
tubular refrigerator (Koerting system). On account of the steep 
inclines, each car is equipped with two 50-H.P. motors. Apart 
from the actual beauty of the journey, the ride is interesting as 
an example of modern Belgian electrical engineering. 


Holidays.—The works and offices of FERRANTI, LTD., 
at. Hollinwood, will be closed this evening (August 30th), until 
Monday morning, September 9th. A small staff will deal with 
urgent correspondence. 


Diesel Engine Orders.—We learn that the M. A. N. Co. 
have recently received orders for the following M. A. N. Diesel 
engine plants :— s 

Belliss & Morcom.—One horizontal engine of 120 B н.г. 

Colombo Tramways.—One vertical engine of 240 B. . p. 

Bociété de l'Air Comprimé, Paris.—One horizontal engine of 2,000 h. H. p. and 
one vertical engine of 150 B. . v. 

A.E.G. Thomson-Houston, Iberica, Madrid, —One vertical engine of 290 B. H. p. 
(repeat order). 

Central Station of the Rio de la Almeda, Mexico.—T wo horizontal engines 

1,500 B. H. p. each. 


Prices Advauce.—Owing to recent increases in the cost 
of raw material, the BRITISH Тномѕвом-Носзтом Co. have made a 
b per cent. advance in the prices of all their wires and cables, taking 
effect from August 2 lat. 


Bankruptcy Proceedings,— ALFRED SLATTER, electrical 
engineer and agent, Bridge Street, Blackfriars, 8.E—The public 
examination was held list week before Mr. Registrar Hope, at the 
London Binkruptcy Court, The receiving order was made on June 
24th at the instance of & creditor and a statement of affairs has been 
submitt:d by the debtor showing total liabilities £3,112, of which 
£2,003 is expected to rank for dividend, against assets valued at 
£198, spart from book debts to the face value of £1,441, but 
returned as irrecoverable. Questioned by Mr. J. B Knight, 
Official Receiver, the debtor stated that in 1887 with a capital of 
about £500, he commenced in business as an electrical engineer 
and agent for telegraph material at 4, St. Mary Axe, E.C. The 
business was at first succe:sful, his net profits averazing about £500 
a year, but owing to the severity of c.mpetition, he gave it up in 1892. 
Witness next obtained an appointment as manager to an electrical 
company at a salary of £300 per annum, and in 1898 he resigned 
that appointment t» accept a similar one bearing a salary of £400 
a year. Whilst in busness on his own account, wiinees became 
indebtel for £650 to a Mrs, Garry, who advanced him that amount 
for the purpose of the trading ; he was to retain the loan for his 
lifetime in consideration of paying interest regularly, and of 
educating her son as an electrical engineer. Since 1895 witness 
had acted as chairman of the Wycombe Borough Electric Light 
and Power Co., Ltd., at a salary of £35, and of the Chesham Electric 
Light and Power Co., Ltd., at a salary of £20 per annum. Asked 
if he were a director of the Wycombe Co., the debtor replied that 
he was the originator of the scheme. He added that he was not 
the promoter of the Chesham Co., but obtained the sancticn 
from the local authority. 
Co, but they were pledged in 1906. In 1902 witness 
commenced business as a consulting electrical engineer at 
Bridge Street, Blackfriars. He had also been interested in 


He held shares in the Wycomle 


the construction of а railway in Mexico. Then in 
August, 1910, witness obtained an option to acquire water rights 
in the State of Oaxaca, Mexico, for the development of a hydro- 
electric transmission installation; in December, 1911, he entered 
into a contract with a French banking firm, who were to provide 
£400,000 for constructional purposes, to pay him £15,000 by March 
25th, 1912, and to issue to him £100,000 of the common stock of the 
company. The French bankers, however, failed to carry out their 
agreement, and the option lapsed in February, 1912. Witness had 
t» provide for the whole of the expenses of obtaining and preserving 
the concession, which necessitated raising money from friends and 
professional moneylenders—from the latter at heavy rates of 
interest—and in all he had expended about £2,000 on the soheme. 
A judgment of £75 was obtained against him last February by 
professional moneylender, and a petition was subsequently pre- 
sented, upon which the receiving order was made. The debtor 
attributed his failure and insolvency to the failure of the French 
bankers to carry out their agreement to finance the Oaxaca scheme. 
The examination was concladed. 

T. E. MonGAN, electrical engineer, Ecclesall Road, Sheffield.— 
First and final dividend of 208. in the E, plus 4 per cent. interest 
payable August 26th, at Official Receiver's Offices, Figtree Lane, 
Sheffield. This sort of thing is always good to read. May we be 
excused if we put aside our editorial reserve, and вау “ Bravo The 
failure was only of the proportions of the excusing servant's baby, and 
the proceedings were reported in our pages as long ago as December, 
1902. We wish it were our duty to record full settlement, even after 
many days, a little more frequently. 

According to a notice in the London Gazette, the estates of 
Francis McKay, electrical engineer, 25, Elmbank Crescent, 
Glasgow, were sequestrated on August 24th. A meeting to elect 
trustee and commissioners will be held on September 4th at 
Glasgow, and a composition may then be offered. 

JOHN TIZZARD, electrical engineer, Torquay.—Last day for 
receiving proofs for dividend, September 20th, Trustee, Mr. A. E. 
Ward, 9, Bedford Circus, Exeter, 


Book Notices,—'* Proceedings of the American Institute 
of Electrical Engineers." Avgust, 1912. Vol. XXXI, No. 8. New 
York: The Institute. Price $1. 

“The Central.” August, 1912. Vol. IX, No. 28. Reading: Old 
Centralians Ássociation. Price ls. 6d. 

"Year-Book of the Michigan College of Mines.“ 
Houghton, Mich.: The College. 1912. | 

"Journal of the Franklin Institute." August, 1912. Vol. 
CLXXIV, No. 2. Philadelphia, Pa.: The Institute. Price 50 c. 

“Journal of the U.S. Artillery." July-August, 1912. Vol. 
XXXVIII, No. 1. Fort Monroe, Va.: Coast Artillery School Press. 

Handbuch der Elektrizität und des Magnetismus.“ Ву Prof. 
Dr. L. Graetz. Leipzig: J. A. Barth. Price M. 6. 

" Proceedings of the Forty-fifth Annual Convention of the 
American Institute of Architects." 1911. Washington: The 
Institute. 


1911-12. 


“Journal of the Western Society of Engineers.” Vol. XVII, 
No. 4. April, 1912. Chicago: The Society. i 
" The Motor- Generator: In Theory and in Practice.“ By J. W. 


Barber. London: Ganes, Ltd. 

"Mémoires sur L’Electricité et L'Optique.“ 
Paris: Gauthier-Villars. 

"Jeurnal of the South African Institution of Engineers." 
Vol. X, No. 11. June, 1912. Johannesburg: The Institution. 
Price 28. 

The Finsbury Technical College Old Students’ Association 
Magazine for August mentions that Mr. R. J. Wallis-Jones has 
presented to the Association (of which he is past-president) the 
dies for a handsome medal, which he will present to the author of 
the best paper read by & member of the Association during the year 
ended June 30th, 1912. Such papers must be sent to the Hon. 
Secretary not later than 31st inst. 

Life Understood.” By F. L. Rawson, M. I. E. E. 
The Crystal Press. Price 78. 6d. net. 


The A. E. G. in Nexico.— The A. E. G. Co. have founded a 


subsidiary company in Mexico with the title of A. E. G. Compania 
Mexicana de Electricidad S.A.“ This company's sphere of opera- 
tions will not be confined to Mexico alone, as it will operate in 
Cuba and Central America as well. Its managing directors will be 
Messrs. Friedrich von Bluecher and Otto Ruesche. 


Ductile Filament Goblin“ Lamps. — Messrs. 
DAVID SMITH & Co., of 2 and 3, Red Lion Court, E. C., inform us 
that they have now an improved lamp on the market, the filaments 
of which are stronger than anything yet produced, and even after 
burning 2,000 hours are found to be às flexible as before use. 
Other special features are that the lamp will not blacken under 
any conditions; also, it will not sag, and it can be used at any 
angle. According to a test at the National Physical Laboratory 
on six lamps of.205 volte, 32 to 36 watte, the average wattage is 
1'27 British standard candle-power. The lamps can be made any 
size or shape required, and all etandard voltages and candle-powers 
are kept in stock at the company's London warehouse, 


1912. Price 18. net. 
By A. Potier. 


1912. London: 


Liquidation.—Tractiox Suprpires Co, Ттр. (in 
liquidation).—At the meeting of creditors, held on August 15th, 
the statement of affairs as at July 30th, 1912, showed liabili- 
ties as follows:—Share capital issued, less £3 calls unpaid, 
£2,200; secured creditors, &c., including debentures (£700), 
£720; unsecured creditors, £1,175. The assets, consisting vof 
stock-in-trade, plant and miachinery, work in progress, fixtures 
and fittings, patents and debtors, all as shown in the books, 
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amounted Ito !£3,116,T and'| were! festimatedl ‘tol produce £945 ; 
‘cash in hand, £2. Deducting the amount of secured and pre- 
ferential creditors, £720, there was left for the creditors and the 
cost of winding up £227. А scheme of reconstruction was sub- 
mitted by Mr. White, the manager of the company, which proposed 
that the creditors should agree to accept payment of their accounts 
in instalments, amounting to 10s. in the £, and take preference 
shares in the company for the remaining 108. in the £. А ccm- 
mittee was appointed to confer with the debenture-holders in regard 
to the scheme, and a meeting took place on the 21st inst., but as 
debenture-holders representing £460 of the £700 debentures were 
were not in favour of the scheme, it was decided to ask all the 
debenture-holders to meet the creditors at their adjourned meeting 
on the 26th inst., to discuss the scheme. This meeting took place 
on August 26th, but as there was no change in the attitude of the 
debenture-holders in regard to the scheme, a resolution was passed 
confirming the appointment of Mr. Thomas Metcalf as liquidator, 
and electing an advisory committee of three, consisting of Mesers. 
C. Bertram (Henley's Telegraph Works Co.. Ltd.), H. Barkes 
(British Electrical and Manufacturing Co., Ltd.). and A. L. Cook 
(Cook, Bros.), representing the creditors, to assist the liquidator. 


Catalogues and  Lists.—Mrssus. SOUPER AND 
CALLAGHAN, 16, Deansgate, Manchester.— Illustrated leaflet relating 
to a new workshop combination tool, combining on a single bed- 
plate the following :— Rotary blower forge, anvil, mechanic's vice, 
pipe vice, emery wheel and drill presa. 

TRE ELECTRICAL Co., LTD., Charing Стоғв Road, London. W.C.— 
Thirty-two-page pamphlet entitled“ Sunshine after Sunset, giving 
very full particulars of the “ Sunshine" flame are lamps, their 
construction, operation, users, prices and so forth. 

Messrs. SIMPLEX CoNpviTs, LTp., 116, Charing (Cross Road, 
London, W.C.—Sixty-four-page pocket list, ccntaining а large 
amount of illustrated matter, tcgetber with prices, of their Holo- 
phane globes and reflectors. In additicn to their standard 
line reflector bowls, sphere globes, and residence reflectors, 
there are the new "Bank" and Billiard lighting units, 
Holophane-Benjamin steel reflectors for mill and factory lightirg, 
the new Uniflux " reflector for picture lighting, &c. Information 
is published regarding use, spacing, light distribution (with curves), 
&c. Copies of the booklet will be supplied overprinted with con- 
tractors’ or supply companies’ names. 

THE SCHNIEWINDT ELECTRIC Co.— Illustrated leaflet describing 
their Stangerotherm " electro-medical specialities, and the manner 
of their application. Copies can be obtained on application. 

THE PHELPS MANUFACTURING Co, Detroit, Mich., U.S.A.— 
Bulletins relating to motorless flashers for electric advertising and 
other signs, aleo to emall electric-heating devices. 


Messrs. FERRANTI, LTD., 78, King Street, Manchester.— Eighteen- 


page illustrated list (No. H302) relating to totally enclosed high- - 


tension ironclad panels, the matter being arranged in a special 
manner to facilitate cabling orders from abroad. 


Trade Announcements, —Тне лілі, ELECTRICAL 
Co., LTD., announce that, owing to Mr. S. H. Fielden, their London 
agent, having decided to go abroad, they are at prerent unrepre- 
sented ir the London district. All inquiries should be forwarded 
direct to Walsall for the present. 

THE NORTH-WEST ELECTRICAL APPLIANCE Co. of Railway 
Appliances Works, Darlington (formerly of Glasgow). have changed 
the name of the firm to the Arc Lamp LOWERING GEAR Co, 
There is no alteration in the management, &c,, of the business. 

THE BRITISH THOMSON-HOUSTON Co., LTD., have opened a 
branch office at 25, Suffolk Street, Dublin (Tel. No. 1557), where 
they will hold a complete stock of lamp and wiring eupplies. 

The business of JENS ORTEN-Bovina & Co. will henceforth te 
carried on under the title of BovriNG & Co., LTD., the latter com- 
pany having been formed, with a capital of £60,000, one-half in 
preference and the other half in ordinary shares. The change has 
been made in order to facilitate dealing with the great growth in 
the business. The partners in the old firm (Messrs. Jens Orten- 
Boving and Douglas Spencer) will act as joint managing directors 
in the new company. "The bueiness will be conducted on the same 
lines &8 before through the London office (93, Union Court, E.C.), 
and through the various branch offices abroad. 

From to-morrow, 31st inst., the Electrical Accessories Department 
of the METALLIC SEAMLESS TUBE Co., LTD., will remove from the 
works to more central premiecs at Meta House, 153, Corporation 
Street, Birmingham. Telegraphic address: Meta, Birmingham: 
Telephone No.: Central, 3414. Larger stocking facilities and a 
fittings showroom will be among the features of the new premises. 

Mr. H. GJELGUD has transferred the goodwill of his iron and 
steel merchant business, also his agency for the Société Anonyme 
des Acieries d'Angleur, of Tilleur, Belgium. to Messrs. Andrew 
Brown & Co. (successors to H. Gielgud), 7A, Laurence Pountney Hill, 
E.C. | 

Mr. С. Н. BAKER is commencing business as a lighting engineer 
at 59, Station Road, Bexhill-on-Sea. | 


South America.—The Review of the River Plale says that 
the Government has authorised the Sociedad Anonima A.E.G. Cia. 
Sud Americana de Electricidad to open a branch in Argentina. 
This is a branch of the A.E.G. Co., of Berlin, which has hitherto 
been represented in the market by an agency. 


Stock List.—Tue VICTORIA Dynamo ann Motor Co., of 
Craven House, Kingsway, London, W.C., are holding a large stock 
of standard А.С. and D.c. motors for immediate delivery. Their 
August stock list appeared in our advertisement pages last week. 


LIGHTING and POWER NOTES. 


Acton.—At the last meeting of the Council, the chairman 
reported that the Metropolitan Electric Supply Co. had intimated 
that, subject to a settlement being come to as to the terms for the 
supply of electricity for main street lighting and sewage pumping, 
it would accept the final offer of the Council of £3,000 in full. 
settlement of all outstanding disputed items on either side in con- 
nection with the transfer of the local undertaking. Accordingly, 
an interview was arranged between representatives of the Council 
and the company, and, as the result, the following recommendation 
was submitted to the Council for confirmation : “The confirmation 
of the Council's final offer, with the following alterations or varia- 
tions: (а) The company to continue to sup ly electricity to the 
sewage pumping station (with no restriction as to user by the 
Council. who will use their best endeavours to avoid the pumps 
being used during the peak load except in cases of emergency) at 
the present flat rate of 14d. per unit; (b) the Council to accept the 
company’s offer for main-street lighting for five years, viz., 94 lampe 
of 450 C. P. each, at an annual cost of £900 ; (c) the amount of rent 
for the site of the generating station to be settled by a friendly 
arbitration between the Council and the company; (d) the way- 
leave for the cables through the Acton Park, in the amended line 
agreed, be granted by the Council in accordance with the terms of 
the draft agreement already settled between the parties, and the 
geal of the Council affixed to an engrossment of the same in time 
for the company to commence work by September Ist, 1912.” On 
the question being raised at the interview, it was mentioned that 
the company would be prepared to supply electricity to all the 
Council's buildings at present lighted by electricity, excluding 
the Council offices, library and baths. at a flat rate of 4d. per unit, 
but no recommendation was made thereon. The chairman, in 
moving the adoption of the recommendations, said that the Council 
had before it the very best that could be done, Councillor Poulton 
said he hoped the agreement would not be accepted, a8 he did not 
вее why the company should have the lighting of the main roads 
when the gas company had offered to do it for £500; nor did he 
approve that part of the agreement which was to allow the com- 
pany to charge at the rate of 11d. per unit for current at the pump- 
ing station. He thought the Council ought not to pay more than 
114. The Chairman stated that he himself did not like the terme, but 
it must be remembered that the position was that the Council either 


‘secured the £5,710 from the company or went to law and fought 


for it. In the result, Councillor Poulton withdrew his opposition, 
and the recommendations, with a slight smendment, were carried. 


Argentina,—The Mayor of Buenos Ayres has signed an 
ad referendum contract with the Cia. Italo-Argentina de Electricidad 
for establishing electric light and power stations in the Federal 
capital. The concession is for 50 years, at the termination of which 
the Corporation can take over the plant, paying the amount of 
capital not amortised : or, on the other hand, the concession can be 
extended for à further pericd of 25 years, at the end of which all 
would revert to the Corporation without cost. If the latter 
project is adopted, the company will pay the Corporation 6 per cent. 
of its gross revenue and 15 per cent. of its profits. Heciew of the 
River Plate, 


Barton-on-Humber,—The U.D.C. has accepted the 
offer of Mr. F. Hopper, on behalf of a local syndicate, for public 


lighting by electricity from August Ist, 1918, at £2 28. per lamp 
per annum, 


Belfast.—On and after October Ist, electricity used for 
driving machinery in connection with lighting apparatus will be 
charged for at the current rates for lighting, and all congumers at 
present being charged at power rates for the eame purpose will be 
charged at lighting rates. : 


Blackpool.—The Electricity and Street Lighting Com- 
inittees have decided to illuminate the new Princess Parade during 
the whole of September. The smaller gardens will be pointed ont 
with vari-coloured electric lamps, the whole of the parade being 
encircled with fairy lights. Some 12,000 electric lamps will be 
employed, and the two Committees have agreed to bear the cost of 
the scheme, the illumination to be on the scale employed during 
the festivities which accompanied the opening of the parade in 
May, by H. R. H. Princess Louise. 


Brazil.— The firm of Buxton, Cassini & Co. are erecting 
an electric power station at Pelotas, Rio Grande do Sul. 


Canada. — According to the S/andard correspondent, the 
Canadian Light and Power Co. has secured the aseent of the share- 
holders to an increase in the capital stock from $6,000.000 to 
$7,000,000. The company, which is a subsidiary of the Montreal 
Tramways and Power Co., will complete a dredging project in 
the Beauharnois Canal this autumn, which will give them a 
total of 30,500 H.P. The company has been operating to part of 
this capacity since the beginning of the year. Once the present 
work is completed it is understood that the flow of water and the 
amount of power which the company can develop will be increased 
by further dredging operations and enlargement of plant. The 
Shawinigian Water and Power Co., which delivers power in 


Montreal from a distance of about 100 miles, is asking the consent 


of its shareholders to an increase in its stock issue from $10,000,000 
to $15,000,000. The company last year completed a new installa- 
tion of two units of 15,000 H.P. each, bringing the capacity of the 
plant up to 85,000 н.р, It is presumed that the increase in 
capital will be to install three further dnite of 15,000 н.г, provided 
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for in the recent development. The Cedar Rapids Power and 
Manufacturing Co., which is now building a plant at Cedar Rapida, 
is understood to be about to close two contracts for 50,000 H.P. 
each, to be delivered on the completion of the plant in about two 
years’ time, 

Cavan.—The Urban Council is proceeding with the 


scheme for electric supply to the town, both for public and 
private lighting. | 


Continental Notes, — AtstTria.—The Poetovia Co. 
located at Pettau in Steiermark has secured the concession to 
utilise the water-power of the River Drau, from Pettau to Friedav, 
for a period of 90 years. This section, 30 km. in extent, 


comprises the best portion of that river. The plans, drafted - 


by the Swiss engineer, S. Spychiger, contemplate the transmission 
of 65,000 н P. over a distance of 240 km, at a pressure of 110,000 
volts. The power stations will be equipped with seven Francis 
turbines, each with an output of 6,600 H. P., giving an 8-monthbly 
capacity for the first power house equal to 39,100 H.P., and for the 
second, 25,600 H.P., or a total of 65,000 H.P. The Oesterreichischen 
Siemens-Schuckert Werke have prepared the plans for the gene- 
rating plant, the pressure at the terminals being 10,000 volts and 
on the mains 110,000 volts. The undertaking has been designed to 
` perve the whole of Steiermark, including that part of Lower 
Austria, where are tituated the densest and most numerous indus- 
trial populations, but near the stations the call for current is rela- 
tively small. The total cost of the scheme, including concession, 
plans, &c., is estimated at 20,000,000 kronen, or 500 kronen per 
horse-power at the turbines.— Alectrotechnich und Maschinenbau. 
` France.—According to the Standard, several districts in the 
most fashionable part of Paris were thrown into darkness on 
Sunday night by the rupture of an electric cable of the Place 
Clichy section. All the large hotels, cafés and restaurants in the 
Champs Elyeée’s quarter were affected. 

It was at first thought that King Pataud, the director of the 
electricians’ strike in Paris last year, was again becoming active. 

A new company has just been formed at Nancy, with a capital 
of £410,000, and the title La Société de l'Energie Electrique 
de l'Est. 

GEBMANY.— The efforts made by the Uberlandcentrale zu 
Mulhausen, a private company, to develop the use of electrically- 
driven weaving machinery in the Eichfeld district, have met with 
а fair measure of success. Some 20 installations have up to the 
present been made. It is expected that within a measurable period 
the whole of the hand looms in use by the villagers in the Eichfeld 
district will be superseded by electrically-driven machines, as it 
becomes recognised that the quality of the woven product is 
better, and the output of the individual weaver is greatly 
augmented. 

ITALY.—There is great discontent amongst the consumers outside 
the town of Modena in consequence of the insufficient supply of elec- 
trical energy for manufacturing purposes Unless a better supply 
is provided, some of the factories threaten to close. 

A referendum of the town of Bagnocavallo has been taken on a 
proposal to adopt municipal electrical works for the town. The 
vote is in favour of the proposal. 

The Adriatic Co. is completing the electrical installation in the 
town of Badiu-Polesine, which will be inaugurated during the 
autumn. Also the inter-provincial installation of telephones in 
the district is being rapidly proceeded with and will in a short 
time be completed. 

Mesara. Bianchi, Steiner & Co, of Milan, have applied to the pre- 
fectural authorities of Belluno, for a concession to utilise the 
water-power of the River Piave al Mel in the generation of elec- 
trical energy for lighting and power purposes in the town of 
Fener. It is stated that about 6,000 II. P. will be available, 

SPAIN.—À company has been formed in Paris under the style of 
the Energie Electrique du centre de l'Espagne, with a capital of 
1,250,000 fr. for the purchase, building, and working of power 
stations for the generation and distribution of electric current for 
lighting and power purposes, primarily in the centre of Spain, but 
optionally elsewhere.— L Industrie Electrique. 


Doncaster.—The R.D.C. has decided to accept the offer 
of the Manvers Main Collieries, Ltd., for lighting by electricity the 
roads from the Swinton and Knottingley Railway Bridge, Roman 
Terrace, to Wath Crossing, and from Adwick Sidings to Hound 
Hill Bridge, Adwick-on-Dearne. 


Dudley.—At the next monthly meeting of the T. C., the 
members will consider an offer to purchase the Corporation's electric 
light undertaking, which was founded in 1899 in order to carry out 
what became well known amongst municipalities as the Dudley 
Tramways Agreement." The substance of this wasthat the Council 
should supply electrical current for the whole of the tramways 
within the borough; that it should subsequently purchase 
when completed, the tramways and rolling stock of the British 
Electric Traction Co., which constructed the lines, and lease the 
same to the company for & period eventually settled at 30 years. 
Up to date there has been spent upon the works £98,460. From 
1903 till 1909 the undertaking returned an annual profit of about 
£500; but the Committee, it is stated, never made any allowance 
for depreciation of plant. The net profits were consequently held 
in reserve, and have been absorbed. In 1910 there was a loss on 
the years working of £600. The report issued in March, 1911, 
stated that the income had been £13,000, as against £12,091 in the 
previous year, making the gross profit £5,959, an increase on the 
year of £136. The undertaking had been, however, debited with 


£500, the cost of a B. of T. arbitration, which had reduced the price 
of current supplied for tramway purposes, and the loss on the year's 
working was £1,206. But for the arbitration and ite unfortunate 
result, it was noted that there would have been a net profit of 
£302. The rent from the tramway company amounte to £5,923, 
and the amount it paid for current at ld. per unit during the 
year ended March last was £4,000. Private consumers are supplied 
at from 2d. to 31d. per unit, according to the amount required, and 
power is being supplied to manufacturers at from ‘95d. to 14d. per 
unit, The sum repaid on the electricity loans is £30,000, reducing 
the amount outstanding to £64,000. An estimate of what it 
would cost to convert the business into a paying concern is 230, 000, 
and rather than boldly face this expenditure the Council, at its 
meeting in September, will discuss the advisability of selling the 
works. 


Fife,—A new contract has been arranged with Messrs. 
В. Bruce & Son, contractors, Edinburgh, for the construction of an 
electric power station at Crombie, near the new naval dockyard 
at Rosyth. This power station will have its site near the western 
extremity of the Admiralty's ground, and will be used for the pur- 
poees of the Naval Explosives Works. No details are yet made 
public of the installation, but it is understood that it will be on a 
comprehensive scale. 

At the new power station for the large dock at Methil, on the 
Firth of Forth, the work of installation is being carried through 
by the North British Railway Co. themselves. Practically, the 
station is now equipped and ready for duty. | 


Greenock,—The negotiations which have proceeded for 
some considerable time now for the purpose of bringing Port 
Glasgow within the Greenock electric supply area proper have 
fallen through. This emerged at the last meeting of the Greenock 
T.C., at which, it was explained by Mr. J. W. Bailey, the convener 
of the Electricity Committee, that Port Glasgow Corporation had 
not only refuscd to give Greenock T.C. the guarantee asked for, but 
had refused to meet and discuss the propositions. All Greenock 
asked was that it should have security for its capital in giving a 
supply to the six power users, but in doing so it did not intend 
to prevent Port Glasgow obtaining a lighting supply throughout 
the burgh at any time during the period of agreement. Greenock 
Corporation was better able to give that supply than any other 
authority, but should it decline to do so, it would put no obstacle 
in the way of any other company or authority giving the supply. 
Complications had really arisen through the B. of T. inserting a 
provision regarding the purchase of the Greenock plant, and if the 
Board had given an indication when first approached four months 
ago that such a condition would be attached to the order, Greenock 
might have adjusted terms with Purt Glasgow before lodging the 
application. When the position was made clear and the matter 
discuseed in a friendly spirit he believed they would be able to 
come to an agreement which would ensure to Port Glasgow T.C. 
that it would not be prevented from obtaining a lighting supply 
throughout the burgh because of Greenock’s supplying the six 
large power users. The minutes were subsequently approved. 


Hindley.—The B. of T. has informed the U.D.C. who 
had asked for a further extension of time of the Provisional Order, 
that the grounds submitted for further extension would not justify 
the Board in continuing the order. 


Honiton,—In regard to our note under tliis heading, last 
week, we are asked to state that the Honiton and District E.S. Co. have 
obtained the contract to install electric light and to supply elec- 
tricity at the workhouse—not the Devon E.L. Co. : 


Hoylake.—The condition of the U.D.C.'s electrical 
undertaking was reported upon at a recent meeting, when Mr. 
English, in moving the minutes of the Electric Supply Committee, 
said the profits of the past year amounted to £400, although he 
had only anticipated a net profit of £250. The amount would go 
to the capital account of the undertaking, which now stood at 
£2,600, and in a few years £4,000 would be reached. 


Leek.— The U.D.C. has decided, in connection with the 
charges for electricity, that a flat rate of 43d. per unit be offered 
for factory lighting. in fature, as an alternative to the maximum 
demand rate. It is thought that this will be an advantage to 
consumers in simplifying the charges, and will not make any real 
difference to the Committee. 


Mexico,— The Compania Idroelectrica Mexicana has 
been founded in Mexico with & capital of 30,000,000 pesos, The 
falls on the River Naranjo will be used to supply power, and a 
station will be erected there with a capacity of 65,000 H.P. This 
station will cost 2,000.000 pesos to erect, and the plant will be 
supplied. by the Siemens-Schuckert-Werke. The capital of the com- 
pany has been chiefly subscribed in France. 


Norwich.— On Tuesday night the serious flooding of the 
city owing to the recent rain, reached the Corporation electricity 
station, where the boiler furnaces were drowned out, and the whole 
of the electricity supply cut off. The position is a serious one for 
electricity users, and, we believe, the tramway undertaking has also 
suspended operations. 


Nuneaton,— The T.C. has arranged to replace each year, 
for three vers, 50 street gas lamps by electric lamps. 
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Peterborough.—At the meeting of ће T.C. on Tuesday, 
the city engineer reported that an extension of the generating 
plant at the Corporation works, and probably of the buildings also, 
would in all likelihood be required to meet the increasing demand 
in the winter of 1913-14. The engineer was instructed to prepare 
alternative reports and estimates for extensions by the H.T. alter- 
nating and L T. continuous current system. 

Owing to the great tlooda, the Corporation electricity works have 
been surrounded by water, access to them being obtained only by 
means of planks laid on brick rupports. The works lie on 
slightly rising ground, but cottages adjoining have had two to 
three feet of water in their lower rooms 


Philippine Islands.— According to the local Press, a 
company, with a capital of about £153,000, has been formed, for 
the purpose of generating electric power from the Agno River for 
supply to the mining plante and saw mills on the river, and for the 
ighting of Bagnio.— Board of Trade Journal, 


Rawtenstall.— The L.G.B. has forwarded its sanction 
to the borrowing of money by the Corporation for the extension of 
the existing engine room, a new generating set and switchboard, 
mains, rotary converter, transformer, &c., at the electricity works. 


South Africa,—<Ata meeting of the Durban T. C., held on 
July 30th, the Electrical Committee's recommendations with regard 
to the amendment of the tariff for the supply of current to private 
residences were discussed and approved. Under the new arrange- 
ment, users can remain on the old tariff, if they prefer, or enter 
into an agrecment to come on to the new tariff for a period of at 
least 12 months, after which period three months' notice haa to be 
given if for any reason it is desired to again revert to the old 
tariff. Brietly, the new tariff is based on a certain number of units 
(at 6d. per unit) in proportion to the rateable value of the house, but 
not the land, as a minimum charge; and, thereafter, all units at 
id. per unit. The object aimed at in this tariff is the encouragement 
of electric cooking and heating, which it is anticipated will be 
largely taken up. The minimum for a brick house rated at 
£200 is 10 units: £400, 16 units: £800,24 units: £1,000, 26 units, 
and soon, up to a maximum of £1,200, with a minimum of 29 units, 
and all current consumed in excess of the foregoing minima will be 
charged at 1d. per unit, less the usual 10 per cent. if paid for within 
seven days. 

This tariff comes into force at the option of any consumer as 
from August lst, and does away with the present cheap-rate day 
supply, which is controlled by atime switch. The Committee has 
yet to consider a tariff suitable for other consumers other than 
private residences, and also the question of hiring out apparatus. 

Ordinances have now been passed, authorising the Т.С, of 
Pietermaritzburg to borrow £50,000, of which £41,000 is for the 
purpose of extending the electric supply undertaking within the 
borough, and £9,000 for the erection of & bridge over the 
Umsiudusi River; also authorising the T.C. of Ladysmith to 
borrow £25,000, of which £12,000 is to be spent on improving the 
electric lighting and power system of the town. 


Swanage.—The B. of T. has deferred the question of 
revoking the E.L. Order, 1906, for three months from June 29th. 
Dr, Purves, of Exeter, has the electricity scheme in hand. 


Tasmania,—4An offer has been made by the Hydro- 
Electric Power and Metallurgical Co., which is erecting its station 
at the Greát Lake in the centre of Tasmania, to the Hobart City 
Council to supply electric power for the tramways, which the 
Council is about to purchase, at id. per unit up to 476 f. P., and 
4d. per unit for all above that amount. The offer is for a 10-years' 
contract, and may be renewed for 10 years at the flat rate of a id., 
the Council to have power for all municipal purposes at the same 
rate. The company would also lease the present power station 
and plant, using the building as a transforming station and the plant 
as a stand-by, and paying £750 a year rent. The company would 
take over without the tramways, the Tramways Co.'s present con- 
tracts for lighting and power.— Australian Mining Standard, 


Wellingborough.—The E.L. company. has offered to 
dispose of its undertaking to the U.D.C. for £27,000. The Council 
has informed the company that the price is very much in excess of 
what was anticipated, and the offer will not be entertained. 


TRAMWAY and RAILWAY NOTES. 


Argentina.— The firm of M. Herlitzka y Cia., Sociedad 
Para Empresas Electricas, which works with the support of the 
Banco Frances del Rio de Ja Plata and French capitaliste, has 
secured the control of the generating stations at Bragado (Buenos 
Ayres), Necolhea (Buenos Ayres), San Juan and Resistencia, with 
the telephone network. A short time ago it founded the Compania 
General de Ferro-Carriles Economicos, which has acquired the 
narrow-gauge line from Corrientes to Caa-Caty and Mburucuya, 
with other extension concessions, and the tramway company in 
Corrientes with a 22-km. steam and electric track.— Elektro. 
Zeitschrift, 

The Santa Fe municipality has been treating for the transfer of 
the Winby concession for electric tramways to the firm of Parcus 
and Co., of Buenos Ayres. - e 


Australia.— A deputation, representing the 76 munici- 
palities in and around Melbourne, bas waited on the Premier to ask 
his support in introducing to Parliament a Bill for taking over and 
extending the Melbourne tramways, providing for cheap sectional 
fares, and that all municipalities should share in the profits or 
losses, as the case might be, 


Birmingham.—Mr. Baker, the general manager of the 
tramways, is preparing a scheme showing the probable cost and 
working charges of a system of railless care. 

It is stated that the Tramways Committee contemplates intro- 


ducing a service of single-deck cars on the new route along Hagley 
Road. 


Bradford.—The receipts on the Corporation tramways 
for the 139 days of the present financial year have been £113,555, 
a decrease of £2,232, as compared with the corresponding period of 
the previous year. 


Continental Notes.—lIrALY.—The Italian Minister of 
Public Works has received a provincial deputation representing 
Rovigo, Mantua and other provinces when evidence was put 
before him illustrating the importance of & network of tram- 
ways approximating 200 Kw., and the urgent necessity of putting 
ruch work in hand without delay. This will be the largest network 
in Italy. Discussing the preliminary financial questions, the 
Minister assured the deputation of the sympathy of the Govern- 
ment in a matter of such apparent necessity, which would so 
greatly facilitate intercommunication between the numerous pro- 
vinces concerned. The deputation left the Minister with the firm 
impression that it would be possible to put the work in hand.at an 
early date. 

A large network of tramways is now being advocated and 
studied for the district of Reggio. Representations have been 
made to the Government concerning the construction of five 
important lines running into the various suburbs. Engineers from 
Rome are working on the project. 

GERMANY.—The Ruhr-Lippe Light Railway Co. is considering the 
question of converting its line between Arnsberg and Solst to 
electric traction. 


Dublin.—The Freeman’s Journal has a quarrel with the 
Dublin United Tramways Co. on the question of fares. 'The com- 
plaint is that three separate 1d. fares will carry the passenger over 
& greater distance than one 4d. through fare on the same route ; 
also that 3d., 4d. and 5d. fares are made up of overlapping Id. fares. 
The ./оитлаі asks if, when the Dablin Corporation insisted on 
minimum ld. stages, it was intended that these stages should 
overlap, and through passengers pay twice over for portions of the 
journey. The question of half fares for children is also brought 
forward. 


Glasgow.—At its last meeting, the Tramways Committee 
had a number of topics under discussion. Succinctly the findings 
were: That the general manager should continue with the experi- 
ments in the welding of rail joints; that more motor meters, such 
as are at present in use on the cars, should be purchased ; and that 
the proposal for the erection of cottage dwellings for employés upon 
the vacant ground at Newlands depot be continued meantime. 


Oswaldtwistle,—With reference to the question of the - 
rating of tramways, upon which there was an appeal in the law 
courts pending, it was stated by Mr. A. Hargreaves at the monthly 
meeting of the Oswaldtwistle U.D.C. that unless the decision was 
reversed the Council would only receive & quarter instead of the 
full rate from the Accrington and Blackburn Corporations. The 
Blackburn authority, he was glad to notice, had this year sent its 
full rate, but he could not say the same of Accrington. The latter 
had deducted three-quarters of the rates, and he thought it would 
only have been courteous on its part to have refrained from 
making any deduction until the question was definitely settled. 
The Oswaldtwistle Council allowed the Accrington Corporation to 
construct tramways in Oawaldtwistle on the understanding that 
Oswaldtwistle received the full rateable value. If that had not 
been understood, Oswaldtwistle would have gone in for a larger 
share of compensation from Accrington. In Mr. Hargreave's 
opinion the Accrington Council onght to have sent the full amount 
or a note explaining why it did not. 


Keighley.—A statement submitted last week to the 
Corporation reveals the fact that, whilst the working of the year 
ended March 31st last, shows a profit of over £1,100 in connection 
with the electric cars, there has been a loss of £2,437 on the 
motor- buses running in connection with the department. The 
tramways receipts were £9,839, as compared with £9,616 in the 
previous year, and the ‘bus receipts were £5,628, as against £4,935. 
In moving the adoption of the report, Mr. Smith said he did not 
think such a loss would be tolerated, but for the fact that the 
"buses were feeders of the tramways. Alderman King (chairman 
of the Finance Committee) said he did not think the 'buses were 
feeders to an extent sufficient to justify a loss of £50 a week, and 
he intended to move, at the next meeting, that the 'bus service be 
discontinued. The report was adopted. 

The Tramways Committee has been authorised by the Corpora- 
tion to prepare a scheme of railless traction between the existing 
terminus at Ingrow and the junction of Haworth Road and 
Hebden Road, and to obtain tenders for the necessary equip- 
ment. This is in furtherance of a general idea of extension of the 
railless trolley system, which has found in Keighley, as elsewhere 
in the West Riding, considerable favour. 


[Or] 
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Ramsbottom,—In connection with the railless traction 
scheme the members of the Council have had an interview with 
Mr. J. B. Hamilton, the manager of the Leeds tramway system, and 
it is underatood that the latter has been empowered to draw up 
specifications at an early date. 


West Yorkshire Tramway Developments,—On all | 


hands the network of electric tramways in the West Riding of 
Yorkshire is constantly becoming more intricate by reason of the 
frequent extensions of their respective systems by the local authori- 
ties of the crowded cities and towns of this industrial locality. At 
the present moment, Leeds, Bradford, Halifax, Huddersfield, 
Brighouse and others are concerned in various extensions of their 
routes. The latest project is a proposed arrangement between the 
Corporations of Bradford, Huddersfield and Halifax so to extend 
existing lines as to permit of through tramway service between 
Bradford and Huddersfield, ria Brighouse, and also a connection 
between those towns and Halifax, only broken by reason of the 
smaller gauge of the Halifax lines, an obstacle which, of course, 
could, if necessary, be overcome by means of a third rail along the 
narrow-gauge tracks, or even by means of the extensible axle 
system which is already established, on the through Bradford to 
Leeds route. The Bradford authorities have decided to extend from 
Wyke to Bailiff Bridge, Halifax has 726 yd. of track between 
Bailiff Bridge and Brighouse, and Huddersfield proposes to apply 
for powers to construct a line to Brighouse ria Raistrick. Halifax, 
realising that if Huddersfield carries out its intention, it might 
have to relinquish the Bailiff Bridge line to the Huddersfield and 
Bradford authorities топ the ground. of public interest, and also 
that, at any rate, much of the present traffic between Brighouse 
and Halifax would be diverted from that route, has decided to 
apply for powers to construct lines from Salterhebble, along Elland 
Wood Bottom to Elland, and from the present Brighouse terminus 
to Raistrick. These proposals have the approval of the Brighouse 
and Elland authorities, and therefore there seems to be no likeli- 
hood of opposition. 


TELEGRAPH and TELEPHONE NOTES. 


Australia.— According to a recent statement of the 
Postmaster-General, wireless stations are now open at Melbourne, 
Hobart, Adelaide, Brisbane and near Port Moresby. The Govern- 
ment intends to construct 10 other stations this year along the 
coast, and eventually the whole coast line will be linked up and 
connected with the Imperial system. It is reported by the 
Australian Mining Standard that negotiations are in progress 
between the wireless companies and the Government, with a view 
to the settlement of the disputes now before the High Court in 
respect of infringement of patent rights. 

Wireless telegraphy is to be adopted for military purposes by the 
Australian Defence authorities. 


Falkland Isles.—The Falkland Islands are to have a 


wireless telegraph station capable of communicating with Buenos 
Ayres and Monte Video. 


Japan.—The connecting work on the cables between 
Fusan and Shimonoseki, and between Seoul and Fusan, is now 
completed, and a through telegraph service between .Shimonoseki 
and Seoul haa been opened. 


Paris-Odessa.—It is reported from Odessa that 
apparat us has been installed there for correcting chronometers by the 
Paris Ob: ervatory through the wireless telegraph station on the 
Eiffel Tower, Paris, over a distance of 3,000 km. ' 


Telegraphic Breakdowns.— During the past week, їп 
addition to the firé at the G.P.O., London, reported elsewhere in 
this issue, the telegraph department has had to contend with 
serious troubles in the provinces due to the wet weather. A land- 
slide in Norfolk isolated Norwich, Yarmouth and Lowestoft, on 
Monday evening, and the northern wires were working badly. 
Communication with Germany was also affected by the landslide. 


Venezuela.—The Government intends to install wireless 
telegraph stations at La Guayra, Puerto Cabello, Maracaibo and 
Cumana. Provision for this will be made in the 1912-13 and 
succeeding Budgets. 


Wireless Telegraphy from Aeroplanes.—The wire- 
less apparatus designed for military aeroplanes by the Société Radio- 
Electricité weighs only 66 Ib. and absorbs less than 4 H.P., with an 
antenna of 82 ft. Excellent results have been obtained up to a 
distance of over 50 miles. 


CONTRACTS OPEN and CLOSED. 


AE OPEN. 


Aberaman.— September 11th. Electrical fittings, for 
the Powell Duffryn Steam Coal Co., Ltd., 101, Leadenhall Street, 
ы Б.С. Stores Manager, Aberaman, near Aberdare (Form 
Ко. 26). 


Australia, — New SovTH WaLES.—September 25th. 
Trunk line switchboard, for the P.M.G.'s department. See Official 
Notices August 23rd. 

October 2nd.— N.S.W. Government Railways. Six 1,000-Kw, 
sub-station units to specification No. 357. Specification (10s.) from 
Electrical Engineer'a Office, 61, Hunter Street, Sydney. 

October 16th. — N.S.W. Government Railways. Two 65-ton 
electrically-driven travelling cranes, for the Randwick workshops. 
Specification No. 365 (5s.). Electrical Engineers Office, as above. 

SOUTH AUSTRALIA.—October 1st. Telephone switchboards at 
Unley, Adelaide, for the Postmaster-General's department. See 
“Official Notices” August 23rd. 

October Ist. — Telephone switchboards at Norwood, for the 
P.M.G.’s department. See Official Notices" August 2 3rd. 

October 22nd.—Telephone switchboard at Port Adelaide, for the 
P.M.G.'s Department. See "Official Notices” to-day. 

October 23rd.—100 common-battery table telephones, for the 
P.M G.'s Department, See Official Notices to-day. 

VICTORIA.--September 3rd.—Six 60.- K. v. A. transformers, for the 
Melbourne City Council. See Official Notices ` August 1th, 

September 17th.— One fuel economiser, for the Melbourne 
Corporation electricity works. 

October 2nd.—Two vertical sets of electrically-driven rotary 
pumps, for the Melbourne City Council. See Official Notices " 
August 16th. 

October 22nd. Fourteen sections of common-battery multiple 
switchboard, for the P.M.G.’s department. See Official Notices” 
to-day. | 

WESTERN AUSTRALIA.—November 5th. Telephone switchboards 
to Stores Schedules 222 and 223, for the P.M.G.'s department, Perth. 
See Official Notices to-day. 


Austria. — VIENNA. — November 30th. Plans are re- 
quired for the erection and operation of an electrically-worked 
municipal central clock installation. Particulars, Mag istratab- 
teilung V, Vienna. 


Bed was. — September Sth. Electrical goods for a year 
for the Bedwas Navigation Colliery Co., Ltd. (Form 4). The 
Secretary. 


Bulgaria.— September 9th. The District Administra- 
tion of Finances, in Sofia, is invit'ng tenders for the supply of a 
number of electrically- operated cranes for the н State 
Railways. 


Bary.— August 31st. Electric light installation for the 
Infirmary. Specification 203. (returnable) from the Secretary at 
the Infirmary, Walmersley Road. 


Costa Rica, — December 9th. Tenders are invited 
for the building and working of an electric tramway between 
Alajuela and Grecia, a distance of 15,100 m. Particulars from the 
Secretaria de Fomento, San Jose. 


Felixstowe and Walton.—^"eptember 5th. Extensions 
to accumulators and balancer-booster, for the U.D.C. See Official 
Notices" August 23rd. 


France.—September 3rd. The French Post and Tele- 
graph authorities in Paris (103, Rue de Grenelle) are invitiag 
tenders for the supply of a quantity of rubber-insulated electric 


Cables. 


Glasgow. The engineer of the electricity department 
(Mr. W. W. Lackie, Waterloo Street) has been instructed to obtain 
and submit to the departmental committee offers for the supply of 
400 additional flame arc lamps. 


Leeds.— September 9th. Paper-insulated cables, for one, 
two or three years, for the City electric lighting department. See 
" Official Notices August 9th. 


London,—I..C.C.—September 24th. Electric spark gaps 
in brick cells for sub-stations, See “Official Notices” August 23rd. 


Manchester.—September 10th. One 12,000-Kw. three- 
phase high-pressure turbo-alternator, with condensing plant, Ko., 
water-tube boilers and superheaters, economisers and coal chutes, 
for the Corporation. See Official Notices August 9th, 


Middleton,—September 11th. One 300-400-Kw. steam 
dynamo, for the Corporation. See "Official Notices" to-day. 


Newport (Mon.).—August 31st. Special track work, 
for the tramways, for the T.C. Mr. A. Nichols Moore, electrical 
engineer, Town Hall. (Returnable deposit of 10s. 6d.) 


Rosario, —October 15th and September 21st. According 
to the Review of the River. Plate, the Municipality is calling for 
tenders, until October 15th, for a second system of electric tram- 
ways, including their construction and working. Full particulars 
from the Municipality. "Tenders por the PHONG. electric lighting 
will be opened on September 21st. 
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Torquay.—September 2nd. One 1,000-x v. single-phase 
turbo-alternator, condensing plant and switchgear, for the T.C. 
See “ Official Notices August 16th. 


Warrington,—September 11th. Electrical sundries, for 


six months, for the B.G. Mr. A. Bottomley, clerk, Bewsey 
Chambers. 


West Ham,.—September.12th. Electrical fittings for 


six months, for the B.G. (Form 15). Mr. Thos. Smith, clerk, Union 
Road, Leytonstone, N.E. 


West Hartlepool.— September 3rd. High-tension threc- 
core paper-insulated cables and low-tension rubber cables and 
wiring, for the Corporation. See " Official Notices" August 23rd. 

September l4th. Steam, exhaust and other pipework, for the 
Corporation Electricity Department. See "Official Notices” to-day. 


CLOSED. 


Ashton-under-Lyne.—The water-cooling tower contract 
mentioned last week was placed with the Davenport Engineering 
Co. of Bradford, not the Bradford Engineering Co., as stated by 
us, We understand that there is no company with the latter 
name. 


Australia.—The New South Wales Public Works 


Department has ordered two electric goods lifts for the new ware- . 


house, "Bushells" Stores, George Street North, Sydney, from 
Hydraulic Engineering and Hercules, Ltd., Sydney, for £1,190.— 
Australian Mining Standard, 


Glasgow.—The T. C. has approved of the acceptance of 
the following tenders :— 


Welding rails.—Tudor Accumulator Co. 

91/17 к.н т. single-core cable.— St. Helens Cable and Rubber Co. 
Thrce-core H. M. T. lead.covered cable.— National Conduit and Cable Co. 
Traction street poles.—Stewarts & Lloyds. 

Fuel for depots.—John Kennedy & Sons, Wm. Young & Bons. 


Johannesburg.—The municipality has accepted the 
tender of the Union Electric Co., of Johannesburg, for 20 Union” 
transformers, ranging from 35 to 100 K. v. A., of the single-phase 
oil-cooled pattern, at a total price of £1,421. 


Launceston.— The T.C. has accepted the tender of 
Messrs. Lord & Shand for installing the electric light at the 
municipal buildings, at £74 odd. 


London.— Messrs. Francis Reade & Co., of Finchley, 
have obtained the contract for the electric lighting at Meters. 
Carter, Paterson & Co.'s new depot at Finchley, N. 


Manchester.— Messrs. W. Geipel & Co. have secured the 
major portion of the Corporation contract for the two years' supply 
of time switches, for various sizes up to 100 amperes 500 volta, 
those for the two-rate power schemes being their latest model with 
oil-immersed switch. 


Nuneaton,—The T.C. has accepted the tender of Messrs. 
Marshall. Osborne & Co. for an electrically-driven turbine pump, at 
£146, and that of the British Insulated and Helsby Cables, Ltd., for 
600 yd. of 05 three-core cable, at £127, and 880 yd. of 7/16 three- 
core cable, at £120. 


Portsmouth.—The Tramways Committee of the T.C. 
has accepted the tender of Messrs. Cammell, Laird & Co., Ltd., for 
Bteel tires for tramcars, at £1 118. 6d. each. 


Rawtenstall.— The T.C. has accepted the tender of Mr. 


Geo. Ballock for a multi-jet condenser and the pipework and valves, 
&c., required at the electricity works. 


Southend-on-Sea.— The T.C. has accepted the following 
tenders :— 


Callender's Cable and Construction Co., Ltd.—Cables for two years. 

Bristol Wagon and Carriage Co., Ltd.—Four rubber-tir. d wheels for motor 
tower wagon, £124. 

British Thomson-Houston Co., Ltd. — Armature for ‘гатсаг motor, £23. 

Worthisgton Бишр Co., Ltd.—Pump and motor for fountain, £25, and 
centrifugal pump, £62. 


FORTHCOMING EVENTS. 


British Association. — Wednesday, September 4th to Wednesday, September 11th 
inclusive, Meeting at Dundee. 


North-Eastern Counties Electrical Exhibition.—Saturday, September Tth to Байит. 
day, September 28th inclusive. At the Exhibition Hall, 8t. Mary's Place, 
Newesastle-on-Tyne. 


— ааа 


Appointments Vacant, — Assistant engineer for the 
Burnley Union Workhouse, 358.; works superintendent (£130) 
and charge engineer (£90), for the Corporation Electricity Works, 
Bridlington. See out advertisement pages to-dáy. 


NOTES. 


Inquiries, —Makers of an electrically-propelled bath 
chair are asked for. A correspondent asks for makers or dealers 


in " Atroon.” and also what this substance is used for. 


London Telephone Service.—aA circular, entitled 
How Subscribers may Help to Improve the Telephone Service,” 
has been issued from the Controller's Office, and is reproduced 
below :— 

Many subscribers think that the question whether telephone 
service is efficient or inefficient depends upon the exchange alone. 
This view is entirely wrong. Quality of service depends upon the 
joint work of exchange and subscriber, upon the degree to which 
the work of each of the two parties helps or hinders the other. 
Each of the two parties has a definite work and reeponsibility 
which the other cannot take. It is, therefore, important that 
subscribers should bear in mind the following pointe :— 

1. Telephonic transmission blurs the distinctive sounds of con- 
sonantes and tends to make words containing the same vowels sound 
alike. In passing numbers, therefore, it is necessary to speak more 
distinctly than in ordinary conversation. There is great risk of 
confusion between five and nine, and much difficulty in distinguish- 
ing between two and three. Special care in passing these numbers 
is, therefore, necessary. M 

2. Each figure in & number should be given separately, thus— 
"1234" should be given as one—two—three—four " and not as 
" twelve hundred and thirty-four" or "one thousand two hundred 
and thirty-four," 

Double figures should be given thus 2234 as double two 
three four. 0 should be given as Oh and not as nought " 
except in the case of even thousands, when the word thousand 
should be used. 

3. It is the duty of the operator to repeat every number passed by 
the subscriber, in order to give the subscriber an opportunity of 
correcting any misapprehension. If in any case the repetition is 
not clear, the operator's attention should be called to the fact. If 
the repetition is incorrect, the right number should be repeated 
very distinctly, with emphasis on the figures misunderstood. 

If the operator is not sure she has taken a number correctly it is 
her duty to ask the subscriber to repeat the particulara. Prompt 
compliance with the request is of great assistance to the service. 

4. To gain the operator’s attention after she has taken a number, 
the receiver rest should be moved up and down at the rate of about 
one depreesion per second until the operator answers. The move- 
ment should cease directly an answer is received. 

5. If you wish to bring any difficulty under notice ask the 
exchange for " Clerk in Charge." If the difficulty cannot be settled 
by this means, ask for the Exchange Manager. 

Marked improvement in the service will inevitably result if sub- 
scribers, as à whole, act upon the foregoing suggestions. 


Annual Outing.— On Thursday, August 22nd, in con- 
nection with their recreation club, & party of officials and 
employés of the Mexborough and Swinton Tramways Co. paid a 
visit to London. The party, consisting of motormen, conductors, 
and station staff, was accompanied by Mr. G. Priestly, engineer and 
manager ; Senior Inspector H. J. Smith; Inspector A. Hayes; G. 
Durber, chief clerk; and a few local gentlemen. By the 
permission of Mr. E. Cross. engineer and manager of the Rotherham 
tramwayr, and Mr. А R Fearnley, of the Sheffield tramways, the 
party were conveyed by special through-car from the Rawmersh 
depot to the Sheffield Midland Station. Luncheon was served 
en route to London, and following a prepared programme, a tour of 
the Metropolis was made, and many places of interest were visited, 
London being seen at its best in glorious sunshine. After tea, part 
of the company spent the evening at music halls, whilst others 
visited the White City." We are informed that it wasla happy 
company that met again at 8t. Pancras at 12.35 a.m. 


Electrical Fatalities.— According to reports in the 
daily Prees, a woman and child were killed, and a second woman 
was seriously injured by electric shock at Fodderty Glen, near 
Dingwall, on Monday. An overhead electric conductor running 
from Raven's Rock to Dingwall short-circuited and fused, subse- 
quently falling on the grass, through the falling of a tree branch 
owing to the heavy rain. An II- year old child observing the 
sparking put her foot on the wire and was killed immediately, her 
foot and hand being burned. A woman was killed in attempting her 
rescue, and the girl's own mother received a bad shock in attempt- 
ing to remove the wire from the earlier victims. 


Educational, — University oF Lonpon, Goldsmith's 
College, New Cross, S.E.—An anrouacement is made in our adver- 
tisement pages to-day regarding evening courses in the various 
branches of engineering, &c. The session commences on September 
23rd. 

UNIVERSITY OF LEEDS.—Notice is given in our advertisement 
pages to-day regarding the departments of electrical and mechanical 
engineering, fuel, &c, The next session commences on October 1st. 


Institution and Lecture Notes,—At the International 
Congress of Mathematicians at Cambridge on Monday, Sir J. J. 
Thomson lectured on Multiply Charged Atoms.” The lecture, 
which was illustrated by experiments, dealt with recent develop- 
ments of the author's method of determining the chemical consti- 
tution of atoms and radicles, and the existence of groups hitherto 
undetected, by means of their electric charges as determined by 
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deflection of the path of the projected radicle in electric and mag- 
netic forces, when such forces are applied to very small quantities 
of a substance placed in a highly exhausted vessel. 

On Saturday Sir W. H. White delivered a lecture on the place of 
mathematics in engineering practice. He said that an adequate 
knowledge of mathematics must be possessed by every educated 
engineer. Some authorities now favoured special courses in “ prac- 
tical mathematics"; others believed that engineers should be 
taught by professional mathematicians, because this method must 
lead to broader views and greater capacity for original investiga- 
tion. His experience led him to rank himself with the supporters 
of the latter view, and this view had now been adopted at the 
Imperia! College of Science and Technology. i 

A joint excursion of the National Association of Colliery 
Managers and the Association of Mining Electrical Engineers took 
place to Loch Lomond on Saturday. About 150 took part. 


The Norwich Floods.—As we go to press the following 
notice comes to hand from Messrs. Laurence, Scott & Co., Ltd, 
Gothic Works, Norwich: — Owing to the disastrous floods, the 
stoppege of post and railway traffic, and the fact that our offices 
and works are deeply flooded, we regret that there must be an un- 
avoidable delay in attending to all correspondence." We are quite 
sure that all our readers will feel sympathy with the firm, with 
the other electrical undertakings, and, indeed, with everybody in 
the city of Norwich and the Eastern Counties in their present 
unperalleled experiences. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected. with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted a« to their movements, 


Central Station Officials.— Mu. Евер TYRRELL, late 
chief assistant to the Ascot District Gas and Electricity Co., haa 
been appointed commercial assistant to the Battersea Borough 
Council electricity department for the west district. | 

Mr. C&ciL D. FALCKE, chief engineer and manager of the 
Stratford-on-Avon Electricity Supply Co., Ltd., has accepted an 
important appointment in London. MR. JULIAN G. THAIN, chief 
aesistant engineer, has been appointed chief engineer and manager, 
and takes up his new duties on the 1st prox. 


General.—At St. Hilda's Church, Westcliff, Whitby, 
on August 21st, the marriage took place of MR. HENRY FIRTH, 
electrical engineer, of Whitby, апа Miss S. Willis youngest 
daughter of Capt. James Willis, of Crescent Avenue, Whitby. 

Mr. LEONARD ANDREWS, joint managing director of the Cana- 
dian British Engineering Co., Ltd., which was recently floated for 
the promotion of trade with Canada, is sailing for that country on 
the Laurentic to-morrow in connection with the further organising 
of the company. Since the objecta of the company were made 
known in May last, the directors have been approached by a large 
number of British manufacturers who spparently look upon the 
new organisation as being a means of successfully catering for the 
Canadian market; but although the company have been offered a 
large number of other sgencies, they have not entered into any 
agreements other than those mentioned in their prospectus, as they 
have been anxious to avoid taking up any agencies until they are 
satisfied that they can handle them with credit to themselves and 
their principals. Опе of the objects of Mr. Andrews's coming visit 
to Canada is to ascertain what are the particular products of British 
engineering works for which there is the greatest demand in Canada, 
the company’s intention being to concentrate their efforts in the 
first instance principally upon these lines. They have been glad 
to learn from British manufacturers that they are, in practically 
all cases, prepared to make any modifications to their standard 
designs that the company advise them are genuinely necessary in 
order to meet the requirements of the Canadian market, and many 
of the principals of British firms have assured the company that 
they will be prepared themselves to visit Canada to acquaint them- 
selves better with the conditions there, and assist the company to 
introduce their manufactures, immediately they receive an assur- 
ance that the demand for their particular products is sufficient to 
justify this step. During Mr. Andrews's absence in Canada the 
English end of the business will be under the direct management 
of his colleague, Mr. Reginald Porter, who has for some years been 
a co-director in the Key Engineering Oo., and has now joined the 
board of the Canadian British Engineering Co. 

The marriage took place in London last Saturday week of MR. 
C. W. Ововвти to Miss Margaret Hearn, a well-known Northampton 
singer. Mr. Crosbie was with the British Westinghouse Electric 
and Manufacturing Oo., Ltd., for 10 years down to October last, 
when he joined Messrs. Ferranti, Ltd., as deputy sales manager in 
the meter sales department. Upon Mr. Reisch's resignation in 
February last, Mr. Crosbie took over the representation of the South 
of England for meters and electric cooking and heating apparatus. 

Mr. H. PERKINS, of Messrs. A. Emanuel & Sone, Ltd., who has 
represented the firm for some years ín the Midlands and Eestern 
Counties, has been appointed their south coast representative, 


Obituary.—The death occurred at Brayford, Oxford 
Road, Moseley, Birmingham, on August 20th, of Мв. EDWARD D. 
PRIDEAUX, electric fittings manufacturer, of Birmingham. 
Deceased was 63 years of age. | 


NEW COMPANIES REGISTERED. 


Walton & Clough, Ltd. (123,815).—This company was 
registered on August 17th, with a capital of £8,000 in £1 shares (5,000 5 per 
cent. preferenoo), to take over the business of electrical, mechanical, mining 
and general engineers, carried on by С. C. F. Walton and C. H. Clough, at 
Horton Works, Beckside Road, Bradford, as Walton & Clough. The sub- 
scribers (with 50 shares each) are :—C. C. F. Walton, Moresby, Whitebaven, 
engineer; C. H. Clough, Btanwix, Guiseley, engineer. Private company. 
The number of directors is not to be less than two or more than five; the first 
are C. C. F. Walton and C. H. Clough, each of whom may retain office while 
holding 75 per cent. of the shares allotted to him under purchase agreement; 
remuneration as fixed by the company. Solicitor, H. Hammond, 85, Hustler- 

te, ош. Registered by Gordan & Sons, Ltd, 116-117, Chancery 

ane, 


Electro-Osmose Syndicate, Ltd. (123,807).— This company 
was registered on August 17th, with a capital of £2,300 in £1 shares, to adopt 
an agreement with the Gesellschaft far Eiektro-Osmose m.b H., of Franktort- 
on-Main, Germany, for the working of certain British patent processes for the 

urification of clay. The subscribers (with one share each) are:—A. H. 
отага, 10, Clifford's Inn, E. C., solicitor; A. G. Hounsome, 30, Radnor 
Gardens, Twickenham, clerk. Private company. Table A' mainly applies. 
Becretary, V. W. Robinson, High Btreet Chambers, Coventry. Registered 
office, 68a, Barton Arcade, Manchester. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


San Luis (Mexico) Tramways, Ltd.—Particulars of £200,000 
debentures, created July 4th, and secured by trust deed dated July 16th, 1912, 
filed pursuant to Вес. 93 (3) of the Companies’ (Consolidation) Act, 1908, the 
amount of the present issue being £150,000. Property charged: The com- 
pany's undertaking and property, present and future, including uncalled 
capital and goodwill, 2,997 sharesin Compania Limitada de Tranvias en Ban 
Luis Potosi, В.А. Trustees: Н. C. Waters and A. Naylor. 


Chureh Stretton Electric Supply Co., Ltd.—Farther charve 
dated July Hth, 1912, to secure £75 charged on freehold premises at Crossways, 
Church Stretton, a provisional order granted to the Church Stretton Land 
Co., Ltd., and certain other assets. Holder: E. Bond, 43, Thurloe Bquare, W. 


TTT TT 


CITY NOTES. 


National Electric Construction Co,, Ltd, 


THE directors report that the gross profit for the year ended 
December, 1911, was £16,568, and deducting therefrom expenses of 
administration, debenture interest, &c., there remains a balance of 
£5,176, plus £5,156 brought forward, making a total of £10,332, 
From this there has to be deducted £1,550 for the debenture 
redemption fund, leaving a balance of £8,782, which the directors 
recommend be dealt with as follows :—Depreciatiou on free wired 
installations, £2,000; rolling stock, «с, Dewsbury and Ossett 
Tramways, £239 ; furniture, fittings, plant and tools, £100 ; consols 
purchased for Parliamentary deposits, £2,086 ; carry forward. 
£4,857. 

The monetary conditions that have prevailed during the past 
two years have not altered, and the difficulty in financing tramway 
undertakings in this country still exists. The negotiations for the 
important contract abroad, to which reference has been made on 
previous occasions, have not yet been settled, but are in a fair way 
to a satisfactory conclusion. Other foreign contracts are in course 
of negotiation. The Bill to confirm the free wiring agreements 
between the company and various local authorities received the 
Royal Assent on the 7th inst. There was strong opposition by 
siveral local authorities, which, however, after lengthy negotia- 
tions, was withdrawn. As regards the undertakings in which the 
company is interested .— 

The Rhondda Tramways Construction Syndicate, Ltd. (in Liquida- 
tion).—Cash distributions amounting to 721 per cent. have been 
made by the liquidators. In addition to this, the N.E.C. Co. is 
entitled to receive approximately £20,000 in 6 per cent. cumula- 
tive preference shares, and £9,000 in fully-paid ordinary shares of 
the Rhondda Tramways Co., Ltd. The contract referred to in the 
last directors’ report for extensions to the Rhondda Tramways Co, 
was duly carried out, and the extensions were opened for publio 
traffic in April last. During the past 18 months the Tramway Co. 
has suffered heavily from, first, a local miners’ strike, then the 
general miners’ strike, and, finally,a strike of the company's own ` 
employés, which lasted about a month, the men eventually return- 
ing to their duties on the company's old terms. The receipta since 
the resumption of work have been quite satisfactory, indicating 
that given freedom from labour troubles this company’s interest 
should be a valuable one. 

Mearborough and, Swinton Tramways Ch. The profit for 1911 
permitted of a slightly higher dividend being than for 1910, 
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The recent miners’ strike has prejudicially affected the traffic 
receipts, but it is hoped the loss will be made up during the remain- 
ing portion of the yenr. 

Musselburgh and District Electric Light and Traction Co., Ltd.— 
The profit was below that for 1910, due to a decrease in the traffic 
revenue and boiler troubles, which, owing to the condition of the 
water, increased the expenses. Condensing plant has now, how- 
ever, been installed, with the result that the works costs for some 
months past have shown a considerable decrease. 

Torquay Tramways Co,, IAA. -The progress here was eminently 
satisfactory. The traffic revenue for 1911 was £22,635, as com- 
pared with £16,401 for 1910, and the profit earned enabled a first 
dividend of 14 per cent. to bedistributed on the ordinary shares of 
the company. The receipts to date this year show a further 
improvement, à 

Dewsbury and Ossett Tramiais.—The profit, after providing for 
the sinking fund and interest payments to the local authorities, 
amounted to £1,033. as compared with £261 for 1910, There isa 
satisfactory increase both in receipts and profits from January lst, 
1912, to date. 

Town Lighting Installations,—At Bo'ness the gross profits showed 
an increase of £993 and at Carnarvon £145, as compared with 
1910 accounts, and in both cases the results were adversely affected 
by the coal strike, and in the case of Bo'ness also by a serious water 
famine in the summer, 

During the year under review, Dr. G. T. Moody retired from the 
board, and Mr. W. B. Cownie. who for many years acted as general 
manager and secretary of the company. was elected a director in 


his stead, and was appointed managing director from January lst, 
1912, 


The annual meeting was held on Tuesday at the offices, 3, Laurence 
Pountney Hill, E.C., Mr. L. B. Schlesinger presiding. 

The CHAIRMAN, in moving the adoption of the above report, said 
they would remember that at the last meeting he referred again to 
a contract for the construction of an electric railway on the Con- 
tinent, negotiations for which had been in hand for some consider- 
able time. It then looked as if those negotiations were likely to 
be brought to a successful issue at an early date, as he was in a 
position to inform that all the local authorities—some 30 in 
number—had settled their differences, and had signed a petition to 
the Government to authorise the formation of a joint board, or 
some such authority, to carry out the scheme. The Government, 
however, had taken much longer to deal with the business than 
was anticipated by any of the parties concerned. but the position of 
the matter now was that the Government, after numerous 
meetings with the representatives of the local authorities, had 
drafted a concession which would meet their requirements, and 
submitted it to the authorities for their consideration. The com- 
pany had points to raise on the draft, and the lccal authorities algo 
had a number of points, and progress was again delayed 
while the representatives of the numerous authorities came into 
line. Eventually the representatives had a further meeting with 
the Government to discuss their amendments to the draft, and to 
put forward the points raised by the company. They had now 
been informed that an agreement had been arrived at, but that 
the comp'etion would in all probability be delayed until after the 
holidays. They had had to exercise great patience over this busi- 
nese, but at the same time it was encouraging to the directors to 
know that the many points raised in connection with the proposi- 
tion had all been gradually disposed of, and that progress towards 
completion had from all accounts been sure, although slow. They 
would remember that he stated that the initial contract would run 
into about £150,000, but that before the work was finisbed it was 
probable that extensions would have to be dealt with, and that the 
final scheme might reach the figure that was first discussed. That 
was important from their point of view, as when the scheme went 
through it would be the first of ita kind in tbat country, and if 
successful— and they had every reason to believe it would be—there 
should be a good field there for future work. In addition to that 
proposition they had been closely in touch with other businesses 
abroad, and as a matter of fact their chief engineer left only a 
fortnight ago with the representative of an engineer of the 


highest standing to investigate and report on а propo- 
sition for which an option bad been secured, and 
from all accounts it was a busiregs which sbould be 


taken up. They, had already sounded the representative of a strong 
financial group in the City with regard to the business, and they 


were sanguine that, if the report was right, the finance would be . 


arranged, and tbe contract, which would run into about £250,000, 
or thereabouts, would come to their company. They had found it 
impossible to arrange the finance for new tchemes in this country, 
although they had a couple of tramway propositions which they 
were confident would be profitable to thore who would deal with 
the finance. They were still hopeful of getting them through, but 
there had been for some years past a great prejudice against the 
financing of home tramways, and that prejudicestillexisted. During 
the year they had carried out the construction of the extensions to 
the Rhondda tramways, which were opened for public traffic last 
April. Proceeding to deal with the various undertakings in which 
the company was interested, he said that, taking first the Rhondda 
tram ways, the gross receipts for 1911 were not ко favourable as those 
for the previous year. The decrease, however, was eolely attribut- 
able to the Cambrian Combine strike, which lasted some 10} 
months, the men only returning to work in October. The 
profits, however, after putting £2,000 to reserve and re- 
newals fund and providing £2,000 for the redemption of 
debentures, enabled the full 6 per cent. dividend on the prefer- 
ence shares to be paid from the date of issue. The traffic receipts 
however, from January Ist this year to the beginning of March 


showed a large increase over those for the corresponding period of 
1911, but owing to the general miners’ strike the increase was 
turned into adecrease. However, with that strike over, and with 
the extensions opened, they would soon have regained the lost ground ; 
but, unfortunately, the company’s employés went on strike, which 
resulted in the closing down of the system for about a month. In 
the end, the men went back on the old terms, and the undertaking 
was now feeling the effects of normal times and of the extensions, 
and a considerable portion of the loss entailed by the strikes had 
been recovered, and the weekly traffic receipts continued to show 
good increases over the corresponding weeks of last year. In the 
case of the Musselburgh and District Electric Light and Traction 
Co.. notwithstanding the miners’ strike, which necessitated a con- 
siderable curtailment of the service, and the dreadful weather 
experienced, the traffic receipts showed a decrease of only £911. 
The traffic revenue of the Mexborough and Swinton Tramways 
Co. again showed an increase over that of the previous year, the 
revenue being £17,198, against £16,523 for 1910, £15,680 for 1909 
and £12,712 for 1908, and until the commencement of the coal 
strike the receipts this year were in excess of those for the 
corresponding period of last year. The coal strike, of 
course, affected the drawings considerably, but the deficit 
might be made up by the end of the year. The results 
of the working of the Torquay Tramways Co. for 1911 were very 
gratifying. The gross receipts were £22,947 compared with 
£16,569 for 1910, and working expenses, including directors’ and 
trustees’ fees, amounted to 62 per cent. of the revenue as compared 
with 83 per cent. for 1910. That substantial reduction in expenses 
reflected great credit on the management, bearing in mind that for 
the firat three months the surface contact system was working, 
with its heavy maintenance expenditure, and that the extension to 
Paignton, which was proving so profitable, was not opened until 
July 17th. The receipts from January lat this year to date showed 
an increase of £4,640 over those of the corresponding period last 
year, and under ordinary summer conditions there was no doubt 
that the increase would have been more marked. In the case of 
Dewsbury and Ossett Tramways the profit, after providing for the 
sinking fund and interest payments to the local authorities, 
amounted to £1,033 compared with £261 for 1910 and with a 
loss of £529 for 1909. From January lst to date there was a sub- 
stantial increase both in receipts and estimated profit over the 
corresponding period of last year. The Bo'ness and Carnarvon 
electricity undertakings had made further progress last year. In the 
case of Bo'ness the gross profit showed an increase of £455, as 
compared with the previous year, and in the case of Carnarvon an 
increase of £229. Turning to the accounts, the profit and loss 
account showed a profit of £5,176, as compared with £1,028, and 
adding to this £5,156, the balance brought forward from 1910, 
there was a total of £10,332, from which had to be deducted 
£1,550 for the redemption of debentures, leaving £8,782, the dis- 
posal of which was dealt with in the report. On the 
credit side of the balance-sheet free-wired installations stood 
at £23,766, compared with £25,771, the decrease being repre- 
eented by- the addition to the depreciation account of 
£2,000. Contracts in course of completion amounted to 
£8,120, compared with £4,644. The expenditure to date on the 
Parliamentary Bill re free wiring was £352. The Bill received 
Royal Assent on the 7th inst. To their surprise they met with 
considerable opposition from the local authorities, and to overcome 


it they had to make substantial concessions to those authorities 


who wished to purchase their installations outright. The agree- 
ments which they asked to be confirmed had been entered into 
with the local authorities, in most cases at the local authorities 
request, and the company had expended its capital in good faitb, 
yet when a decision was given in Court, which practically upset 
the agreements, they had a ‘number of local authorities seeking 
to evade their moral obligations and endeavouring to 
secure their capital expenditure practically for nothing. 
They took up a position which he waa sure no business man would 
ever of dreamed of taking, and their action confirmed the opinion 
they had held now for some considerable time, that one 
should deal with local authorities in this country as little as 
possible, and when one was obliged to do so, then more than 
ordinary precaution should be taken to protect one’s interests, 
because if there was a loop-hole it would be taken advantage of. 
Mr. J. CARR SAUNDERS seconded the motion, which was adopted 
without discussion. | | 


Consolidated Gas, Electric Light and Power Co., of 
Baltimore.—The directors have declared a dividend on the com- 
mon shares of 14 per cent., or at the rate of ö per cent. per annum, 
for the quarter to September 30th, and on the preferred shares 
3 per cent. for the half-year to September 30th. 


Ascot District Gas and Electricity Co.—The 
directors have declared an interim dividend at the rate of 54 per 
cent. per annum (5s. 6d. per share) less income-tax, on the 
ordinary shares for the past half-year. 


Belgium.— La Société Belge pour la Fabrication des 
Cables et Fils Electriques, of Brussels, is increasing its capital to 
£80,000. 


Mackay Companies.—The directors have declared the 


usual quarterly dividend at the rate of 5 per cent. per annum on 
the common shares, 


Bank Rate.—The Bank Rate was yesterday raised 
from 3 to 4 per cent, s | 
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British Continental Electricity Co., Ltd. 


THE directors' report for the year 1911-12 states tbat during the 
year 216 new installations were connected, while the number of 
lamps added during this period, calculated on the usual basis of 
8-c.P. (carbon), has been 1,307 (motors calculated in equivalent 
lampe) After writing off £165 depreciation at the usual rates in 
respect of furniture, tools, meters, &c., and £180 depreciation of 
plant and stock, the balance standing to the credit of revenue 
account, including the amount brought over from last year, is 
£3,076. This the directors propose shall be appropriated as 
follows :—Dividend of 54 per cent. on the 5} per cent. cumulative 
preference shares for the year ended April 30th, 1909, £550; 
addition to the reserve fund of £400 ; leaving to be carried forward 
£2,126. The directors hope to be in a position to make a statement 
at the general meeting with reference to the negotiations now 
proceeding with a view to satisfying the arrears of the preference 
dividends by the issue of income debentures, and, should this scheme 
be approved by the preference shareholders, the directors will 
recommend the declaration of the whole of the dividends in arrear 
up to the end of the past financial year. After prolonged negotia- 
tions the arbitration referred to in the last report has been settled 
to the satisfaction of the directors on terms which are already 
proving advantageous to the company in the reduction of working 
expenses, £553 has been spent on capital account during the 
year. The annual meeting is to be held at 82, Victoria Street 
S.W., to-day, August 30th. 


Blackpool and Fleetwood Tramroad Co. 


_ THE general meeting was held at Fleetwood on August 23rd. Mn. 
GEO. RICHABDSON, the chairman, said that the receipts and profits 
were а record. The majority of carrying companies had suffered 
owing to the coal strike, but this did not affect their compapy. 
The directors, fearing an early strike of miners, ordered a special 
supply of coal to be stored for emergency, with the result that 
they had not had to purchase at fancy prices. The coal contract 
ran outin December. They had an increase in the wages bill, like 
other companies, and materials had gone up in price. These 
accounted for the increase in expenditure for the half-year against 
the same period last year. The receipts were £756 more than in 
the corresponding half of last year, whilst the expenditure had 
only increased by £508. 

Following the adoption of the report, several questions were 
asked. Mrs. Needham raised the question of economy, and Mr. 
Greenwood said Mr. Cameron worked the service more economic- 
ally and with better results than other tramways in the country, 
Mrs, Needham persisted in her criticisms, causing the chairman to 
observe, " Certainly we will not hand over the management of this 
company to any person who comes and makes charges against our 
manager in the way you have done." 

The CHAIRMAN moved that out of £6,574 standing to net revenue 
account, a dividend be declared for ths half-year at the rate of 
4 per cent., which would absorb £3,000, that £3,000 be written off 
to depreciation reserve, £500 to general reserve, and the balance of 
£1,074 carried forward. 

Мк. GREENWOOD seconded, and said the company's investments 
consisted of £10,400 of 4 per cent. preference L. and Y. Railway 
Co. stock. К 

This was carried. 


Swiss Electrical Companies, 


Escher, Wyss § (v., of Zurich, whose ordinary shares are held by 
the Felten & Guilleaume Co., report a considerable increase in the 
turnover in 1911-12. The company was reconstructed during the 
year, and the profit and loes accounts balance, this comparing with 
a loss of £5,000 in 1910-11. 

The Watt, A.G. für Elektrische Unternehmungen, of Glarus, 
which is associated with the Zurich Bank for Electrical Enterprises, 
reports that the supply works in which the company is interested. 
experienced a satisfactory development in 1911-12. As net profits, 
the accounts show the sum of £23,300, as compared with £31,000 
in 1910-11, and a dividend of 6} per cent. is proposed on the paid- 
up capital of £250,000, this contrasting with 6 per cent. in the 
preceding year. ` 

The net profits realised by the Compagnie de Г Electricité et 
Mécanique, of (Genera, amounted to £3,290 in 1911-12, as compared 
with £6,650 in the preceding year. After placing £3,000 to the 
depreciation fund, as in 1910-1], the balance has been carried 
forward. This result contrasts with the distribution of 4 per cent. 
on the priority shares in 1910-11. The report of the directors states 
that the situation was unfavourably affected by the low prices 
caused by keen competition during the year, and by the high 
interest payable on the bank debt. 

The accounts of the Bank für Elektrische Unternehmungen, of 
Zurich, the Swiss investment and financing campany which is 
associated with the Berlin A.E.G. show a profit-balance of 
£265,000 for the year ended June 30th, 1912, this amount com- 
paring with £259,000 in the preceding 12 months. It is proposed 
to pay & dividend of 10 per cent. on the share capital of £2,400,000, 
being the same rate as in each of the four previous years. The 
extension of the bank's business renders it necessary for additional 
capital to be raised, and the directors, therefore, recommend an 
inerease to £3,000,000 by the issue of 15,000 new £40 shares, which 
will be taken over by a banking syndicate at the price of 150 per 
eent. Of the total issue 10,000 shares will be offered to existing 
shareholders, whilst the remaining 5,000 will be held by the 


syndicate for some years. The loan capital of the Zurich Bank 
already amounts to £2,680,000, an augmentation of £600,000 
having been carried into effect last February. 

The report of Brown, Boreri & Co, of Baden, for 1911-12, states 
that the conditions of manufacturing decidedly improved, and the 
orders for all departments were uniform throughout the year. 
Sale prices further declined in the first six months, although the 
efforts made for general increases in prices in the final months 
should, at most, afford compensation for the greater cost of raw 
materials. On the other hand, the endeavours put forth to improve 
manufacturing methods had led to an increase in the production 
without extending the plant and without incurring a considerable 
advance in working expenses, The company received much larger 
orders from mines and ironworks, and some important crane in- 
stallations were carried out. As far as the operation of electric 
railways is concerned, it is mentioned that several large works were 
in course of execution. These included six locomotives of 2,500 H.P. 
for the Lotschberg Railway and eight locomotives for the Rhatian 
Railway. Nevertheless, the report states that the orders had 
hitherto not yielded the financial results which corresponded with 
the immense expense and labour incurred. The works of, the 
Alioth Electricity Co. at Munchenstein are to be taken over by 
Brown, Boveri & Co. at the end of December, so as to introduce 
uniformity in manufacturing, and the former will then merely be 
continued as a "trust" company. After allocating £22,000 to 
depreciation, as against £21,000 in 1910-11, the accounts indicate 
net profits and balance forward of £97,000, as compared with 
£92,000 in the previous year on a share capital of £1.120,000. It is 
intended to pay a dividend of 7 per cent., this being the same rate 
as in 1910-11. 


Prospectus.— 7% Vacuum Electric und Gas Heating 
Appliances, Ltd. A company with this title has this week been 
offering to the public £65,000 in £1 shares, out of a total issue of 
£50,000, the difference being part of the payment to be made for 
the purchase consideration. The company has been formed " more 
particularly’ to acquire certain inventions and patent rights 
belonging to the patentee, Mr. John Mann, trading as the Vacuum 
Electric and Gas Heating Co. (of Kilburn) *‘ which has been carried 
on for experimental purposes in perfecting various appliunces for 
electric and gas heating." The prorisiena! patent rights comprise the 
following :—No. 12,367 of 1912 for vacuum electric water heater : 
No. 26,455 of 1911 for electric flash boiler heater; No. 27,332 of 
1911 for gas flash boiler heater ; and No. 11,849 of 1912 for electric 
flash boiler heater. We tried to obtain copies of the first three 
of these specifications as they are stated to have been filed, 
but are informed at the Patent Office that they are not yet 
printed." In regard to the fourth, the specification is not 
yet filed. Before entering into an examination of the technical 
objecta of the company, let it be remarked that Mr. John Mann, the 
patentee and vendor, is also the secretary of the company, and he 
is to receive, for the sale of the above-mentioned inventions, patent 
rights, &c., £30,000, payable as to £16,000 in cash (£2,500 imme- 
diately and £12,500 in three months) and the balance in shares. 
The T.O.R. Syndicate, Ltd, pays the expenses of promotion and 
underwrites 5,000 shares in consideration of £5,000 in cash payable 
by the company. Mr. John Mann is also under agreement to act 
for the company as works manager for five years. He is described 
as a first-class marine engineer," and “a practical engineer and 
electrician of high standing." 

In the absence of technical details of the inventions for which so 
high a price is asked, we are compelled to confine our comments to 
& consideration of what has already been done and what is physically 
possible in heating water i 

We have no besitation in saying that electric water heaters can be 
obtained which have an efficiency of more than 90 per cent., and 
that no useful object would be served by striving after a material 
reduction in the loss of heat, for even at the lowest current rates 
for electrical energy the cost of heating water on a large scale by 
this means is prohibitive. Further, there are various excellent 
and thoroughly practical designs of electric water heaters already 
on the market; the patentee therefore cannot hope to escape severe 
competition, still less to establish a monopoly. Lastly, owing to 
the cost of energy, the large currents required, and the necessity 
of a separate meter, the outlook for heating water by electricity is 
with rare exceptions most discouraging, and this applies parti- 
cularly to rapid heaters and flash boilers. Even the most enthu- 
віавіјс advocates of electricity admit that water heating by its 
means is a costly luxury, and the demand for electric boilers is 
very small. As for the apparatus itself, although the information 
available is most meagre, we must point out that heating with 
coils is the obvious and customary method, and that the feature for 
which novelty appears to be claimed—the use of a vacuum to pre- 
vent loss of heat—is unnecessary, and, in this case. of doubtful 
utility. 

We conclude therefore that, while the invention may be 
practical and effective, its value cannot possibly be more than a 
gmall fraction of the price demanded. 


Dublin and Lucan Electric Railway Co.—At the 
half-yearly meeting held on 22nd inst, Mr. J. W. Hill, who pre- 
sided, said that the receipts were £182 better than for the corres: 
ponding half of last year, and the net reduction in expenditure was 
£23, The coal strike made it necessary for them to slightly curtail 
their morning and evening'service, but though they had to pay 
& considerably higher price for coal, their coal bill was £15 less for 
the half-year due to smaller consumption owing to the revised 
service. Mr. J. M'Cann seconded the adoption of the report, and 
it was carried. 


. 


848 


THE ELECTRICAL REVIEW. 


(Vol. 71. No. 1,814, AUGUST 80, 1912. 


— — — — SSS SSS SSS SS SS 


MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and may vary according to quantities and other circumstances. 


Latest Fortnight's 
CHEMICALS, &c. Price. Inc. or Dec, 
a Acid, Hydrochloric .. рег суб, 50 
а I Nitric es oe ae oe n 22/- 
a. Oxalic ee ae .. per lb. 22d. 
a „ Sulphurio per cwt, 5/6 
a Ammoniac Sal i vs bs са 49J- 
a Ammonia, Muriate (large crystal) per ton £29 10 
a Bleaching powder. sia Vs үе #5 10 
a Bisulphide of Carbon - ve £18 
a Borax.. 2s ne СА ЕУ 5 #16 10 Pe 
a Copper Bulphate .. 5. = si £24 15 oe 
a Lead, Nitrate Pe M £% 10 ks 
а „ White Sugar Ps £25 10 
а „ Peroxide 2 ©з £32 
e Methylated Spirit. e .. per gal 2/6 
a Potassium, Bichromate,in casks per lb. за. 
а Potash, Caustic (88/90 95) .. per ton £22 10 
a „ Chlorate .. 8 per lb. Bed. 
a Perchlorate " 23 " 44а. 
а Potassium, Cyanide (98/100 95) .. к а. 
(fur mining purposes only) 
a Shellac у xu zu per cwt 70/- 
а Sulphate of Magnesia per ton £4 10 
a Sulphur, Sublimed Flower ee £6 10 
a ы Recovered $5 ә £6 10 
a M Lump ... m m s: 45 5 
a Soda, Caustic (white 70/72 9) .. " £105 
a „ Chlorate is EN e perlb 8gd. 
a. Crystals 2а $a per ton £36 
a Sodium Bichromate, casks per lb 8d. 
| 
METALS, &c. | 
b Aluminium Ingots, in ton lots.. per ton £ 
b " Wire, in ton lots. й 4102 
b T Sheet, in ton lots .. а £120 
p Babbitt's metal in gots. е $ | £88 to £145 s 
c Brass (rolled metal 2 to 12" basis) per Ib. | ad. sd. dec. 
€ „ Tube (brazed) € zu ú llid. id dee, 
€ n „ (solid drawn) 3 | 23d. d. dec. 
c . Wire, basis ү Каа. 14. dee, 
c Copper Tubes (brazed) 3s | 1/04. id. dee, 
€ „ „„ (solid drawn) БА 111d. id. dec. 
g „ Bars (best selected) perton | £95 a 
„„ Sheet zs E - | £5 
g „ Rod.. si "e » £95 
d „ (Electrolytic) Bars K £*2 
d » " Sheets... » £100 
d n " Rods si РЕ £*H 10а 
а „. " H.C. Wire per lb. 1034, 
f Ebonite Rod Mo s us О И. 6/8 { 
f „ Sheet i M 4/9 
n German Bilver Wir ji 1,7 
h Gutta-percha, fine.. 3 = is vis 
h India-rubber, Para fino .. А d 579 lid. ine. 
і Iron Pig (Cleveland warrants) .. рег ton | (02/103 1 104 inc. 
„ Wire, galv. No. 8, P.O. qual. 5 £14 2 
g Lead, English Pig. „ | £21 10 |! ine, 
m Manganin Wire No. 28 .. per lb. | 6[6 os 
g Mercury E гъ - .. рег bot. £7 15 | 10s. der, 
e Mica (in original cases) small .. per lb. | 6d. to 3a ёх 
е н « medium » 8:6 to 6/ 
е » " „„ lerge .. 70 | 7/6 to 11] 
p Phosphor Bronze, plain castings s | па. 
р A », rolled bars & rods x | 1 
р y. » rolled strip & shcet ñ 1/ 
o Platinum ee aa . рег ox. 185/- 
d Bilicium Bronze Wire per lb. lid. 
Steel, Magnet, in bars .. рег ton | £55 T. 
g Tin, Block (English) ut въ Туу £213 to 4215 £2 inc. 
B „ Wire, Nos. 1 to 16. .. per lb. 2/4 Id. dec. 
„? White Anti-friction Metals  .. рег ton | £45 to £150 | A 
4 Zino, Sh't (Vieille Montagne bud.) T | &30 6 10s. inc. 
j 
Quotations supplied by— 
а G. Boor & Oo. 4 Bolling & Lowe. 
b The British Aluminium Co., Ltd, k Morris Ashby, Ltd. 
c Thos. Bolton & Bons, Ltd, 1 Bichard Johnson & Nephew, Lid. 
d Frederick Smith & Оо, m W. T. Glover & Oo., Ltd. 
e F. Wiggins & Bons. m P. Ormiston & Bons 
Iadla- Rubber ашта апа o Johnson, Matthey & Co., Ltd 
: Or " . p 
я James r W. F. Dennis & Oo. 
В ward Till а 
STOCKS AND SHARES. 
Tuesday Evening. 


ONLY stern necessity would compel any journalist, of course, to 
mention the weather, but unhappily the duty has to be faced by the 
writer upon financial subjects. For the incessant liquidation from 
overhead affected even the market in Undergrounds, and the damp 
—the final letter of that adjective deserves attention—atmosphere 
has caused the courage of Home Railway holders to ooze away until 
they realised their stocks in despair, piling flatness upon depression 
and bear sales upon their bull closing. 

Rightly regarded, the weeping weather ought to prove a decided 
bull point for the Tuber, since obviously it drives people into their 
trains at the expense of ‘bus travelling. Yct ro closely knit are the 


bonds of sympathy between one market and andther, and between 
one section of a market and ite neighbour, that falls in the securities 
of the passenger and the trade companies’ stocks have been reflected 
in those of the older Undergrounds.  Metropolitans and Districte 
have both suffered to the tune of a point or more. Districts we 
ventured a fortnight ago to sound a warning note about, as the price 
appeared to be running up rather rapidly. The big interests are 
letting the market sag quietly, probably content to wait until 
conditions improve enough to re-attract public attention to the stock, 
when a further advance is quite on the cards. The Company’s 
34 per cent. guaranteed stock has ris2n 1. other similar securities 
being put up alung with the recent rise in Consols: the return is 
still the handsome one of nearly і; per cent. on the money. 

Central Londons are unchanged: City and South London is j 
better; East London has gone back to 8}. Whatever damage has 
been wrought by the downpour to the crops, it can only influence 
the Tubes indirectly, and there is no reason for the dulness of prices 
other than the sympathy cited above. reinforced by hints of dearer 
money such as usually are heard at this season of the year. 

British Electric Traction 7 per cent. Preferred stock has 
dwindled again. the price losing a point, and London United Tram- 
ways Preference fell ;, because some of the speculators closed up 
their purchases as the Stock Exchange settlement approached. The 
various Underground Electric Railways issues have been quiet, the 
company's shilling shares drooping a trifle with the Home Railway 
market. | | | | 

Buying of electric supply shares has been resumed upon a quiet 
scale, Some of the people best qualified to know what is happening 
amongst the various London undertakings, are somewhat dis- 
appointed with the sluggishness of the share market, but in their 
impatience they overlook the fact that a rise in any kind of 
"ilumination shares" is a rarity in August, and they do not 
seem to appreciate the steady advance made in the list of quotations 
week by week. Westminsters are 7a, 6d. higher, and St. James's 
put on 5s. Chelseas gained j ; the Debenture stock 1. South Met- 
ropolitan Preference аге y to the коой, and London Electric Pre- 
ferences are the only shares in the list this week to show a fall. 
Mach interest awaits the announcement of the County of London's 
interim dividend, which will be made next montb, some people 
thinking it is likely to maintain the 6 per cent. recently inaugu- 
rated, while others put their estimates 1 per cent. lower. | 

To illustrate the willingness of the investor, we may mention 
that a large block of Debenture stock in a well-known supply com- 
pany has been placed within the last few days, and the buyers . 


found no difficulty in getting rid of part of it very quickly. 


In answer to various inquiries with reference to а new metal 
filament mentioned in our last Notes, we have to say that we 
have no more to say about it—at present, 

Sinister statements are in circulation to the effect that all is far 
from being well in Mexico, and that the rebels are still a power 
in the land. These brought down prices of some of the Mexican 
favourites, but have not disturbed to any extent the traction and 
power stocks of companies operating there. Mexican Light and 
Power holds its substantial advance: Mexico Tramways Fives are a 
point higher. Vera Cruz Debenture has risen 14. Monterey 
Debenture fell 1, and these constitute the only alterations on the 
week, 

Other members of the group are inclined to ease off a shade, for 
which the settlement week and the apprehensions of dearer money 
are sufficient to account. Rio Trams shed a point, and Sao Paulo 
Trams lost 2, the latter being connected—probably quite erron- 
eously—with a steep drop in Sao Paulo Railway stock, on the 
suggestion of German competition. Calgary Power bonds are } 
lower. 

The Anglo-Argentine Tramways group is very steady, and no 
special importance is attached to the whisper that the Company 
has its eye on fresh fields for extension ; presumably a concern of 
this kind is always open, as & matter of course, to new areas for 
development. Some of our home undertakings have been known to 
experience the same Alexandrine desire; some of their share- 
holders, incidentally, may have wished they had not given way to 
it quite 80 extensively. 

About Telegraphs and Telephones there is little to say. . The 
New York Stock Exchange is rather exercised in its mind over a 
possible cut in the dividend on American Telephone and Telegraph 
stuck, and the prioe is 1 down. West India and Panama went back 
Is. 3d. after its 108. spurt of last week, but it recovered this decline, 
and rose another 2s. 6d. in addition. Reuters have fallen і. The 
dislocation of the telegraph service caused by the fire at the G.P.O. 
last Saturday night caused a certain amount of delay and incon- 
venience in the Stock Exchange. but the general comment 
amongst members was one of admiration at the prompt way in 
which the trouble was tackled and surmounted. : 

National Telephone Deferred advanced 5 points upon purchases 
by plucky buyers. Marconis have been a dullish market, and very 
quiet. the reawakening of the Rubber boomlet diverting speculative 
attention to this quarter, which drew away those who follow 
financial fashion, into rubber shares, at the expense of other 
sections. The rubber rise has been the latest feature in the Stock 
Exchange, a really enormous business being transacted. Rises took 
place at a speed so breathlees that the experienced wondered 
whether it could last, a question that can be answered better on 
the day that this journal appears than it can to-night. 

In the manufacturing list. Henleys have risen 5e., and so have 
India-Rubber shares, while Telegraph Constructions gained 10s. 
British Westinghouse Preference are being picked up by a few 
people, the price responding with a half-crown rise. The 4 per 
cent. Debenture stock, it may be worth noticing, pays rather over 
64 per cent. on the money. Castner-Kellners are yy better, and 
Bab^ocks lost this fraction. Other shares are quietly firm. . 
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SHARE LIST OF ELEOTRICAL COMPANIES. 


ENGLISH ELECTRICITY SUPPLY AND POWER COMPANIES. 
m. eet ї * I ы 
МАМЕ, arg Dividend коз ЕЕ | NAME, ЕС * vites Quotations ЕЕ 
Bhare. - | Aug.27th. | Fall p. o. | | Bhare. Aug. 37th, | Fall | p. o. 
*  |1910. 1911. | | £8. d. *  |1910. 1911. | | £ &. d. 
° EE A Poole, өм, ee 10 5 92— 102xd| ПБ 194 | . Ord 5 9 | 9 | Te 7&ха 518 0 
| Do. 96 Pref. 0 - 10 4 4 83 — 9ixd 412 4 Do. 4% Deb. Stock 4 | 4 90 — 93 | 46 0 
Do, 6 % Pret, < 10 6 6 101— 102xd 5 11 7 || Kent Elec. Power, 4 o6 Deb... | Stock 44 2 78 — 82 65 9 9 
t Do. 43 M Deb. Stock. Stock | 44 2 08 —100 410 0 || London Electric, Ord, .. 84 B 2 24 18—11 408 
i Brompton & Kensington, Orà.. А Б |10 | 10 Bb. xd | 511 1 || Do. А Ртеї, . се 516 |6 44— 58 — 316 11 7 
Do. * Nene - > А. 7 7 7d —  Pixd| 14 6 2 || Do. First Mort. Deb. Stock 4 4 90 — 93 |4 6 0 
Central — Da apply, 4 Be a ra 97 —100 | 400! Metropol tan T 5 | 6 4 83— 3ixd 5 3 8 
Do. : Cum, Pref. . Б 44 | 4 4i— 48 £4 3 
Charing Cross, s Wes 8 = Б 5 48—  4ixd| 5 2 7 Do. First Mort. Deb... Stock 4 4$ | 99—02 | 4 8 8 
t o ouo 44 | 4 41— ха | |417 4 um роњ, Deb. Ж, dee | 86 — РВ 819 7 
ty . ) 5| 43 4 BR 4 CE o | min à leoirio Corporation || | 4| 4| 974— 99) |410 6 
Do. Do. b. 6% 4 4 94 — 96 | |4 8 4 || Newoastle-on-Tyne 5 % Pref. | 
Сыйга Ord. Se SEAD б: tals 0 0} * са Non-Cum. || ‚| wo А е Ж 3 
А tes А Stock 4 98 —101 +1 |4 9 1 orth Metropolitan Power Bu | | 
City of 44 % De > 10 T 8 164— 1883 4 6 6 | ply, 6 = Мокен 8 11 100 5 5 |101 —104 416 2 
. 5 & Deb. Prein. 10 | 6 | 6 | 125— 14 1 5 9 Notting Hill, 6 % Non- Cum. | 10 6| 10—1 8 9 1 
Do, 5 Deb. ee .. | Stock | 5 5 118 —122 ‚4 2 0| Pref * 
Do. Second Deb. ..| 100 | é| 4 99 —102 4 8 3 || Oxford 5 7 | 1 b— 68 | .. | 518 9 
Cooma ndon, Ord, A 10 5 | 6 li— 111 11 1 Bt. James’ and Pall Mall, Ord. | 6 |10 |10 84— 9 1 45 11 1 
Do. 6% Pref. .. è 10 6 | 6 lli— 123 417 0 Do. 7% Pref. .. в | 5 7 7 6 11 * 116 7 
Do. 42 Stock 43 106 —108 48 1 Do. 96 Deb. . ..| 100 n 84 | ЕЗ — P6 415 
Do, Second Deb, .. | Stock d i 100 —108 à 4 8 8 | Bmithfleld Markets, Ord, 7 6 | Nill 2 18— 1 T 
"Do. 63, Cà Ord, p Nil | Ni пи H * Nil | Bouth London, Ord. ә T E 6б | 5 з — 514 8 
6 % Cum. Pref. b Nil | Nil B— 83 ss; | E | Do. 596 First Mort, Deb. .. 100 5 5 98 —101 .. 1419 0 
53-5 Fiesi Mort, Deb. . .. 100 43 44| B84 — 87 | a ME GB. South Metropolitan, 7 % Pret... 1 1 1 là— 1i | + 4/512 0 
ae ee 5 6 6 n= 5 | o5 15,14. ИЕ] Do. 44 % First Deb. Stock .. | 100 44 | 44 | 97 —100 war 19. 20. B 
Do, 5 ® Сата, DEI. os 5 5 5 4— ef .. | 415 8 | Urban, Ord.. s> | 48 5 Ра 
Do. 44% First Deb, ..  .. | 100 43 43 92 — 9 | .. |414 9 Do. 5% Cum. Pref. .. NINE 2 8 8 6 8 
—ꝰ asso oe $6.19 | 9 71— 8 „„ 6 | Do. 4à % First Mort. Deb. . 100 | 44 | 44 | 804— 883 5 18 
| Westminster, Ord, oe 5 10 10 8— 9 41 25 11 1 
| Do. 4à * Cum. Pret, .. eec | b 44 43 5 — 58 4 8 0 
| 
| | | 
| | 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
uem o n| jalg] „ „ mmm page| m |s |o mem [sn o 
Do. 5 & ртс; Pad i 8 d : р = 5% А си | Моца, Et, Power and Oo .. | $100 | 7 8 | 249 —247 -- |8 49 
Calgary Power А — orthern ower Coal, 
Canadian Gen. El. .. | $100 | 9 | Ti | 114 —119 e [5178 І 6 & ist Mont. Bonds | $500 5 5 9—42 pa- 018774 
Do. те ee $100 1 1 120 — 1924 ee 5 18 0 River Plate e „ З oe ео Stock 10 10 240 —250 ee 4 0 0 
Cordoba Power and F., Ord, 1 | 8 | 8 E m 48 . |8 4 0 Do. 6 on-Cum. Pref. .. Do: 6 | 6 |109 —114 . |5 5 В 
рор ® DS: К be, 100 5 |a — 97 .|581 Б ров сев. dear ia -6 5 | 101 —108 . 417 1 
0 y. 160, . on iot 
e LIFARIFIFR REIHE 
, . Bupply в gan Wa — Vs 
i ILS r qo Bonis ШӘ а а E MESE 
v. o ө er. • oe „ @e = ee 
Kalgoorlie Elec, P ES pen =i 5 9 : Vere Oras отет, F. Ind T. вел be. 4 4 AE 
algoor. e 80. e . Г] »" ee 2 oe era е an 0 
: L. . l| 21 6] 6 it . s 60 ' iet Mors. Det } 100 | 6 | 6 02 — 94 | +14/5 6 5 
K quia Power, 5% G. Bs. | $500 | 6 5 | 104 —1 .. | 414 4 || Victoria Falls Power, Pref. .. 1 Nil 113d. 1—14, vis T 
Madras, T 5 ow | өө lj— 23 x $e West Kootenay Power and L4. } 100 6 6 | 1065—1074 5 11 7 
Melbourne, б % 1 Ist Mori. i Deb. | 100 | 8 | B [102—105 - [415 8 1st Mort. 6 % Gold . 
Mexican Lt. & Bower, "ео 4 | 4 = . |4 010 
Do. Br Borer, Commo ii $100 | 7 | 7 | 109 —112 16 5 0 
Ist Mort. Gold Вав, ее 6 b 964— 983 eo 5 1 6 
| 
ao ! 
е 
TELEGRAPH AND TELEPHONE COMPANIES. | 1 
Amazon Telegraph F ә» | 10 Nu 4t | d-— 73 15 8 З Monte Video Telepbone, e | 1 | 6 6 1A— 14 | 56 8 
Do. 596 Deb. е .|Btock| 5 56 | 96j— 984 „„ 18] - Do 8695 Pret. у, sè DR 0 | b ji— i3 5 6 8 
American elep. & Teleg., Cap. 8100 B 8+ | 148 —150 —1 6 6 8 National Telephone Def. .. | Stock | 6 6 | 152 —154 +5 га 
Do. Collat, Trus ..|$1000 | 4 | 4 | = 954 .. |4 8 9 | New York Telep.,44%Gen.Bnds.| 100 | 43 4% | 100 —101 | 491 
E r parne Telegraph „Stock 83 | B | 674— 694 .. |5 711 || Oriental Telep. an Elec. - 1 8 8 lij— 183 469 
6% Pref, .. .| Do. | 6 | 6 | 118 —114 6 5 8 Do. 6 Cam. Pref, .. 1 6 | 6 lií— 14 418 6 
“© Am а" Do. | 80/- | 80/- | 262— 264 5 13 2 | E 4 1 2 ? „Stock | 4 4 88 — 90 490 
glo- ese ‚ | | = | acific an uropean Tel.,4% 
rtugu xd n 100 | 5 | 5 | 1023—1043 |416 2 сея Без || ро. | 4 | 4 | —100 818 5 
Telephone Б!" h- т 4 10 4 | Reuters . : 8 | 6 | 5| 106—108 |— 41315 9 
qur lm i Gabio, Bile. 4% Deb. Stock | 89 — 85 114 2 | DONE Cables Tros , „ert. 6 6 | 127 —180 412 4 
E - в 10 t 04— 10 | 514 8 elephone Co. of Egypt, 4 
Do. 10% E 10 |10 10 | 161— 17 i514 8 | Deb: Rea | | Stock 43 4à| 99—101 4 9 1 
Direct B h Telegraph, Ord. b 4 44| Q- | 5 6 8 || United River Plate — 5 | B 8 7 7 56 8 
Do. pp oun. Pref... - 5 10 | 10 7— 7 6 9 0 Do, 5 % Cum. Pref. .. = Б Б 5 5 5 4 10 11 
Direct United States Cable 10 | 4165 | aw т | | 6 7 O || West Coast of Amarica 1606 23 * 9% | ni— 148 818 5 
. е | о. 4 ebs., to 
ble, B.. 2 1:4 44| 98 —100 | |410 0 Pia tis Ва Bab. Ты.) 100 | 4| 4 | 96 — 99 4 010 
Eastern p Ord. Btock Stock 7 51 | 1984—1314 | 5 6 5 West India and Panama Teleg, | 10 | 1} 1 9i— 83 У 
Do. Bà „Stock. „| Do. | Bà | Bà 77 — 7S | - | 481 Do. 6% Cum. Ist Pref. «| Ж 1.8 6 1 104 511 7 
Do, 4 ort. Deb. .. | Do. 4 4 995—101 .. 18 18 10 | Do. : Cum. and Pref. .. 10 6 6 9i— 1 517 0 
tension ec РЕ 10 7E 5 | 18 — 184 3 5 8 8 Do. Debs. .. өө 100 Б 5 | 100 109 417 7 
Do. е г AE "ei „Stock 4 | 4 4150.4 819 7 | Western gr agg ТАЙЫ as А а. 7 or 18 — 184 135 3 E 
East an ca el. E о. е ee toc 4 97 — 99 4 01 
Mt. Db. Mauritius Sut i) a5 | 4 | 4 | 97—100 319: 7 || western Union 44 % Fdg.Bonds | $1000 | 4à | 44 | 100 —108 475 
Globe Telegraph and Truss ..| 10 | 6%| 6+| 11 — 113 5 14 
„ ..| 10| 6 | 6 | 124— 18 412 4 | 
Great Northern Telegraph .. 10 18 | 18 284— 294 6 8 1 
Indo-European Telegraph  . 95 | 18 öt | 56 — 58 16 8 5 
y ec БЕ 5 5 90 — 94 5 6 5 | 
Do, 4 Pref. ..  ..| $100; 4 | 4 70 — 73 15 9 7 || 
Marconi's Wireless Tel ph 1 6 | 20 48— 445 |— 545 3| 
Do. 796 Cum, Partic. Pref. l |16 17 33— 4% I— fl Ur 
"P rr EE E Gu 
EE „= $ * Unless otherwise stated, all shares are fully paid. t Interim dividend, 
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SHARE LIST 


OF ELECTRICAL COMPANIES.— Continued.) 


ELECTRIC RAILWAYS AND TRAMWAYS.—HOME. 


Stock | Closing | | Rise | Present [i | Stock | | Closing Rise | Present 
NAME, or |Dividends| Quotations | + or Yield || NAME, er. Quotations | + or| Yield 
Share. | si: Avg. 27th. Fall p.c. Share. | Aug. 27th. | Fall p. o. 
*- |1910. 1911. £ s. d. 139910. 1911. | 2 в. d. 
Bath Trams, Pref. Ord. .. T 1 | Ni | Nil} Sf £4 e | ND Metropolitan Railway Consol... | 100 1 là | 54j— 554ха) —1 219 0 
Do. 595 Pre. ..  .. а bey Bel Je ДЕ ВЕРИ Do. Surplus Lands .. 100 | 2 2 64— 66xd| .. |4 3 4 
Do. 4496 Deb. 100 | 44| 4 73 — £3 „ 6 8 58 Do, % Deb. .. Pv .| 100 | B 86 — 88 | ^ |81611 
Brit. Elec. Trac., 6% Pref, 100 |... | 11 — 18 es is Do. % Pref. . е | 100 84 | 85 —87xd| .. |4 0 6 
Do. Do. Deferred ..| 100 | .. | .. | 6— 8 2: i Do. 84 % Con. Pret. | 100 | 8 84 — 86d . |4 1 6 
Do. Do. 6% Cum.Pr'QfL | 100 | .. | 6 89 — 92 .. |610 5 | Metropolitan District Ord, | 100 | Nil | Nil |. 881— 89 —11 Nil 
Do, 796 Non-Cum. Pr'f. {'› Д au 87 — 40 —] m Do. 6% Deb. | 100 | 6 | 6 141 —143 |o 4 10 
Do. Б 95 Perp. Deb. 100 | 5 | 6 | 98 —101 * | 419 0 Do. 4% Deb. | 100 |4|4|94—98 | .. |4 8. 4 
Do. 44 W 2nd Deb, 1 | 3 4| 80 — 84 5 7 2 ро, 4% Prior Шеп .. 100 | 4 | 4 | 99—10 .. |819. 8 
Central London чайкау, Ота. | 100 В 8 74 — 76 xd 819 0 Do. 43 % First Pref. 100 af | 89 — 91 xd | .. ‚419 0 
Do. Pret, 100 | 4 | 4 | 80 — 82 xd 417 7 Do. 8496 Gtd. 100 | 8 | 75—77 |41]411 0 
Do. * m 100 8 139 74 — 76 . |212 8 || Metropolitan Elec, Trams, Ord. 1 a [6 | 1-—-1à s> |5 6 8 
Do. 4% Deb. 100 4 | 4 | 99 —101 . |819 8 Do DIL. s i: А 1 DNU | .. Фи * 4 .. | Nil 
City & Bouth London, Ord, 100 là | 1ğ 94 — 35 *3,318 6 Do. 6 % Pref Ln» 6 | idài— Herd,. B 6 8 
Do, 5 & Pref, 1891 .. 100 | 6 | 5 | 106 —1(8 eo [EM 27 Do. 44 % Deb | 100 | 44| 4 96—98 | | 4 11 10 
Do. Do. 1896 100 | Б | Б | 102 —104 .. 1416 9 Do. 5 % Deb, 100 | 6 | 5 | 99 —102 | 1419 0 
Do. Do. 1901 100 Б | 6 | 102 —101 s 416 2 Potteries, Ord. 1 2 ^ fs— . е 
Do, Do. 1908 100 5 5 | 102 —104 +1 |416 9 Do. 596 Pref. .. 1 Б 6 | 4— xd| .. |619 0 
Do. 4% Deb. .. 100 4 | 4 99 —101 s om B Do. 44 85 Deb. 100 44 | 44 | 87 — 90 | 5 0 0 
Dublin United Trams, 6% Pref. 10 6 | 6 104— 113 5 2 2 | South Metro. Trams, 6 Ф Pref, 1 6 T H— HH | Ee m. 
Great Northern & City, Pr'f. Ord 10 | Nil | .. li— 23 Nil Do. 4% Deb 100 à 4 70 — 1 | 5 6 8 
Hastings Trams, 6 96 Pref, 1 | Nil| 6 — $ . |8 0 0 || Underground Elec. Railways 10 ae gn 4— 43 SQ | Ni 
Do. 44 % Deb... 100 | 44| 44 т — 76 . 1518 6 Do. A җе pe 2— H . à; 
Isle of Thanet Trams, 5 % Pref. 5 9 | 9 1 23 „ | 3 Wd Do. 44 % Bonds 100 44 | 44 | 99 —101 „ [49 1 
Do. 4% Deb. 100 4 | 4 15 — 80 NU Y Do. 6 % Income 100 1 15+ 90 — 92 н * 
Lancashire United, 5 96 Deb. 100 6 | 65 81 — 88 4 боб Yorkshire (West Riding) Ord, 5 BU 5.4.2. 1 5% Nil 
London Elec. Railw' ys, 4 96 Deb. 100 4 | 4 94 — 96 2 48 4 | Do. 6% Pref, .. | 5 Nil | 8 21— Bà а 49 0 
London United Trams, 5% Pret. 1 CHE I sas 44— 5 - À m | Do, 44% Deb... T | 100 44 | 44 79 — 83 0.58 | 
Do, 4 % Deb, .. * „* . 100 | 4 4 72 a— 76 5 ) 8 | | | | | 
| | 
| | | | | 
| | | 
| | | | 
| | | ! 
ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOREIGN. 
| | 
Anglo-Arg. Trams, lst Pref, .. | 5 5 5 53 — Fg 5 2 4 | La Plata Elec. Trms, Ord. 1 Y sual E i А | ee 
Do. 2nd Pref, .. e? ee | b 6 5 444— 5455 560 Do, Pref. 1 6 | 6 | #— 1 Е воо 
Do. 4 % Deb. se ag 100 4 | 4 | 934— 95 448 Lisbon Elec, Trams, Ord, 1 59 6 | 1— I | ef |4.8 0 
Do. 44% Deb. o0 „ MO % 4| 994-1015 4 8 8 Do. 6% Pref. .. HE ESAFE . 1416 0 
Do, Deb. . | 100 | 6 5 101 —108 |416 2 Do. 5% Deb. .. 100 б | 6 | 93 — 97 А 581 
1 Trams, 5 Deb. СЗ 100 | 5 Б 102 —104 4 14 4 Madras Elec, Tr. (1904), Deb. 100 6 5 | 100 —102 T 418 0 
Bombay Elec. B. & rams, Pref. | 10 6 | 6 | 114— 12 5 0 0 || Manaos Trams & Lt., Ist Deb. 100 5 | 6 | 90 — 93 | » 15 171-9 
Do. x Deb. .. (o ..| 100 44 | 44 | 97 — 99 41011 | Manila Elec. R. and Lig., Bonds 81000 5 5 | 1004—1024 xd| .. |417 7 
Do. 5 % 2nd Deb. 100 5 | Б | 97—99 5 1 0 Mexico Trams Com. £100 7 7 | 127 —130 | 5% 5 7 8 
Brisbane Trams Invt., Ord, | . 8 7 — тї 5 6 8 Do. Gen. Con. 5 96$ Bonds = 5 6 | 102 —104 41 416 3 
Do. 69% Prein. . 4— 5 415 8 Do. 6 % Bonds 100 | 8 | 6 |10253—104 | .. |5 14 10 
Do, 44 Deb. а 100 44 | 44 | 1004—1034 4 7 0 || Para Elec. Rlys. 4 Lt., Ord. 6 |10 |10 | — 74 ＋ 36 7 0 
B. Columbia Elec. Ru, Det, .. | 100 8 Bt | 140 —145 510 6 || Do. 6% Pref. .. 5 6 6 | 54 о | 5 9:78 
Do, Pref. Ord. .. | 100 6 6 | 119 —124 is 116 9 Do. 5 9% 18 Deb. 100 b | 5 1004—1022 1 3417 6 
Do, 596 Pref. .. .. 100 | 6 | Б 109 —112 +1 |4 9 1 Perth (W.A.) Elec. Tr., Ord, 1 N .. | lay 1 . 1118 4 
Do. 4 ist Mort. Deb. 40 4 44 | 994—1024 4 710 || Do. 5% Ist. Deb. 100 5 | 6 99 —102 | .. |418 0 
Do, 4 Vancouver Deb, .. 100 | 4 44 | 103 —105 4 5 9 || Rangoon El. Tr. & Bup., Pret. . b 6 | 6 54— 57 118 44 
Do. 4 Con. Deb. es | 100: [^4 44 | 102 —104 467 Do. 44 % 1st Deb. * 100 | Hi 43 97 — 99 .. {411 0 
Calcutta Trams, Ота, .. T | 5 | 6 | 7 | Gh— 6f 5 5 8 Rio de Janeiro Trams .. $100 4 5t | 148 —161 —1 |8 6 2 
Do. 5% Pref. .. ee rò 6 | 6 | & | 413— Bry 416 5 Do, Ist Mort. 5 % Bonds és Б Б | 108 —104 $a 416 2 
Do. 4% % Deb. T 2 100 | i | 4 99 —102 4 8 8 Do. 596 Mort. Bonds 100 5 Б | 100 —101 + 4 419 0 
Cape Electric Trams 1 | Nil | di — i ec | Bao Paulo Tram, Lt. and P. $100 | 10 | 10t 257 —262 —2 (316 4 
City ep Aires Trams (1904) | Б & 6 | 64— 5їха 4 611 Do. Б9 15% Deb. А $500 5 5 | 105 —107 | we | 418-6 
Do. Deb, . | 100 5 5 99 —102 418 0 || Bingapore Trams, 5 96 Deb. 100 5 5 | 84 — 87 | ee |816 0 
Colombo leo. Fr. & Lt., ö, Deb. 100 | Б | Б | 95—99 | 5 1 0 | Southern El. Tr. B. A., 5 % Deb. | 100 | Б | 5 | 96 — 98 .. |5 2 0 
Havana Elec. Rly., Б o Bonds $1000 | Б b 99 —108 | 417 1 || Un. Elec, Trams Monte Video. 616171 SB— 6 | ee 514 8 
Kalgoorlie Elec. Trams өө EO ГАШ ee 4— Nil | Do. 6% Pref. .. 8143424 4í— 65 * 5 11 7 
Do, 596 A Deb. „% „ e 510 0 Do. 6% lst Deb. 100 | 5 | 6 |100—108 | 1417 1 
Do, 6% B Deb, oe vd 100 | Б 3 854 — 434 618 0 | Winnipeg Elec. Rly., 44 % Deb. | 100 “a | 44 | 104 —106 | a. TÀ 4E 
| | | | 
| | | | | 
| INE I | | 
| | | 
| | | | | |< | 
| | | | 
| | | | | | | 
MANUFACTURING COMPANIES. 
Aron, Ота, .. ° - T 1 Nil 6 1 (1800 | Crompton & Co. .. ee T 8 | Nil | Nil 1— 1 aa Nil 
Do. 6 Pref. oe ee ee 1 А 9 6 i mm eo 1 1 8 о. De seo ee ee ee 100 5 b 66 — 66 ee 1 11 6 
Babcock Wilcox ee ee 1 96 28 | 82ь— e —Y15 4 2 10 Diok, Kerr ec ee ee ee 1 5 5 1— eo 5 14 8 
Do. Pref. *e ee 1 6 6 lia 1 eo 8 16 10 Do. Pref, ee ee ee 1 6 6 1 — 1 ee 6 
British Aluminium, Ord. © 1 £a; ss — is a Do. Deb... " ‘ .| 100 à då | 95 — 98 . | 410 10 
Do. Cum. Pref. . oe 1 ee oe — oe oe Edison & Swan A, £8 paid oe 5 N ee Y j^ ee Nil 
Do. Prior Lien Debs... 100 | 5 | 8 | 98—96 q |5 4 2| Do. fally раја > вос | 1 | NA 
Do. Deb. ..| 100 5 5 81 — 87 . [516 0 Do. 4 b. e. | 100 4 4 64 — 68 . 5 17 8 
B. I. 4 Helsby Cabice ee oe 5 |10 | 10 H- d . 6 18 Do. 5 & Second Deb. .. | 100 b 5 75 — 78 — |6 8 9 
Do. Pref. os T ee 6 6 6 bí— 6 .. |411 1 || Electrio truction .. és 2 24 | 8j — 1 7 10 0 
Do. Deb... 100 4 101 —108 . 4 7 6 Do. Pref. 9 7 7 1 2 1700 
British Thomson. Houston, Deb. | 100 96 — 98 .. |41110 || Greenwood & Bailey, Pref, .. 10 7 7 T 8 -- |8 6 8 
British Westinghouse, Pref. .. 8 N os S— 18 1+ Nil Do. “ө ..| 100 6 5, 92 — 94 . |6 4 2 
Ро. ae | 100] 6 4 88 — 61 .. |611 2 | General Electric, Pret... ..| 10 | 6 | 6 | 10—11 410 11 
Do. 6 Prior Lien ee .. | 100 6 6 | 102 —105 .. |5 14 3 Do. ise os oe .. | 100 4 4 92 — 97 . |4 2 6 
Sed ley, Ord. .. 5% 1 | Nil| .. - —8/. ie Nil Henley's, Ord. Фе és ба Б |15 |10 14 — 18 + 1 5 16 5 
ef. ee ee ee 1 Nil ee 4/6 —5 / [EJ Nil Do. 0 ee ee ee b 4 4 54 ee 4 1 0 
эин; 7 Pref. ee ee 3 Nil eo 0 c= ee Ni Do. Deb. ee ee 100 102 —104 ee 4 6 1 
5 % Prior Lien Deb. ee | 100 b 5 15 — 80 .. |6 5 0 || India-Rubber, G. å т, os ғә 10 |10 2% 9.— 104 + } t 
ро. Deb. os ee 100 52 — 51 ев 7 17 10 тете сте. О eo 10 5 5 1 . 4 17 7 
Oallender’s Cable. ee oe 6 |16 1 10 11 . {616 4 b... „ө ..| 100 4 4 97 — 99 .. |4 010 
Do. Fref. ee .. o b 5 b 44— 5 .. 417 7 Wilans 4 Robinson oe oe 1 | Nil| .. i T Nil 
Leb. ee ее ee ее 100 4 99—101 ee 4 9 1 Do. Pret. ee ee ee b Nil ee — 1 ee Nil 
Castner-Keilner T ee ee 1 |1 20 8— BHR | +1165 5 8 Do, Deb... ee ee ..| 100 4 68 — 60 eo |6 18 4 
" sec ee ee ee 100 4 102 —105 oe 4 6 9 / 


— — H Seem eif 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING JULY, 1912. 


THE returns of seaborne electrical business for July disclose The feature of the exports is the cable total of £94,201, 
exports amounting in value to nearly £420,000, as against £161,777 largely contributed to by Japanese purchases amounting to 
in the preceding month. In the case of the importa the yalue waa £39,000 approximately, aud which resulted in Japan being our 
£181,845, representing an appreciable increase over the June total best customer during the month. Machinery, telephonic and 
of £17 1,032, while the re-exports, valued at £12,687, show a telegraphic exports reached satisfactory levels, although the 
decided fall in value as compared with that month, when the total latter were somewhat eclipsed by the previous month's high 
was £19,036. total, notwithstanding the inclusion of a substantial export to 
Reference to our last returns shows that the exports are stil! British West Africa. 
well ahead of the first half-year's average of 1911, while the The import section calls for no particular comment, but it will 
imports show a considerable falling off as compared with the same be noted that the glow lamp imports were appreciably smaller than 


period. E the exports ; and, in fact, less than in the preceding month. 
Registered Exports of British and Irish Electrical Goods from the United Kingdom. 
$3 E B B 3 Е NET | "jg 8 = 
| $a 233 3 to: „ кё 1| 2 B28 i| | 
Destination SOS 323 s Sa 222 „ | ES | $25 4| 8 ое 223 
of exports and country consigning 999 as |= р of 41282 ZB sa | £28 E 2 JAE of 4 
importa. 223 225 228| 58 322 28 $8 3E t n 322 Ыз 2 
EAA 283 523 23 28 „„ 32 |$93, 28 | d $92 55 & 
2 РЕВ сас 5 jag |8 5| "aja 32 БЕСЫ 
a EE 18 2 8 x ees 
£ x £ £ x x £ | Æ % E £ 
Russia, Sweden, Norway and Denmark  ... 923 240 229 | . 286 | 11,003 1! 395 140 | 1,22 15,191 
any ie ete - 9s 2352 | 4,065 529 122,580 31 5 3t 9,649 
Netherlands, Java and Dutch Indies TS 331 | 1,929 11 128 | 1,130 4% 2, 14 4,512 
Belgium © € sas ess ecc 208 436 xs 364 222 2,747 3,25 49 105 161 9,042 
France and French West Afriea ose ecc 527 wae 2,529 26 54 37 7,452 1,606 62 178 12,562 
Portugal sus saa гез m us 36 132 10 | ... 6 48t ges 92 30 562 1,522 
Spain and Canary Isles m "ee bos 225 603 60 31 140 | 1,476 856 18 17 22 9,749 
Switzerland, Italy and Austria-Hungary ... 558 185 93 150 | 8,184 84 | 589 341 10,578 
Greece, Roumania, Bulgaria and Turkey ... 250 109 vei a 806 39 19 3 | 8,363 13,240 
Channel Isles, Gibraltar, Malta and Cyprus... 48 me 272 41 506 53 4]. 3 48 1,031 
U.S.A. and Philippines id uio wm 288 70 47 sse 4 2,0% 38 1. 2,708 
Canada and Newfoundland iss ... | 2,230 | 2,415 1,246 | 652 | 2,839 | 10,224| 897, 114 40 102 22,892 
British West Indies and British Guiana 96 13 99 15 4 205|  ... 28 | ... 244 1,014 
Mexico and Central America sue — 16 ios i 3 93| 149 is 712 997 
Peru and Uruguay... ees wed — 12 152 r 37 77 " 100 466 
Chile. wale ove ose ose . 363 185 17 254 1,191 . 2.792 373 23 6,370 
Brazil T T eco T coe | 1,021 | 2,095 92 | 130 394 2,51! 166 17 sus 464 7, 875 
Argentina T" T" oe ove e. | 1,220 | 6,406 275 78 797 9,173] 2,883 390 | 125 | 2,176 24,990 
Colombia, Venezuela, Ecuador and Bolivia... 46 2 BL | a 2 454 "T ids vei a 533 
13 72 1,437 440] 145 vss 237 4,959 


Egypt, North Africa and Persia -— 154 | 1,338 


British West Africa ... — ec 42 266 5 313 | 38 228/12, 43,982 


Rhodesia, O.R.C. and Transvaal  ... . | 2,234 956 855 10 94 2,00‹ 4 602 32 749 8,560 
Саре of Good Hope eee yis . | 1,083 | 2,654 859 61 215 5,082] 267 2,625 7 | 1,056 15,066 
Natal duo aie и Ss. очы .. | 1,856 | 3,568 1,298 36 | 2,910] 113 312 47 152 10,926 
Zanzibar, Brit. E. Africa, Mauritius and 
Aden “© sie “ә sse сез 3 69 114 21 20 27% 31 24 eee 2 995 
Madeira and Portuguese Africa  ... n 97 483 53 | 510 90 732 24 622 Е 2,229 
China and Siam eee m € rr 355 882 707 27 832 7880 619 297 | 162 42 5,423 
Japan and Korea.... | 0215 38,840 36 229 687 | 6,642) 3,296 1,336 | 29 | ... 52,750 
India ove oe m T" . . | 8257 | 8,005 | 4,281, 2,760 133 608 | 13,452] 1,436| 2,924 | 157 366 43,739 
Ceylon ... T T ove ase ove 159 728 : 68 | .. 100 813 2] 91 А T 2,554 
Straits Settlements, Fed. Malay States and Т 5,981 
Sarawak... a m iv sea 966 | 1,842 57 264 923 325 97 156 327 1,600 
Hong Kong 258 ese eee ec 204 568 439 10 ids 2166 16 33 6 695 
West Australia ica ive “% “ve 25 56 249 196 137 E vis es 
South Australia “ө, eee ecc T 660 | 1,037 67 48 136 536 58 10 956 4,365 
Victoria „с. eo tees eee | 10012 | 3,795 | 626 8,087 |... 298 | 2,692} 171 242 | .. | 644 12,655 
New South Wales © eec T . .. | 3,082 | 8,046 3465) 1,945 38 | 1,592 7,138) 417] 533 77 | 7,318 34,432 
Queensland  ... оз eis M каз 206 | 456 144 12 150 | 1,16) 460 | ... 223 2,982 
Tasmania dya sits is on ose 107 ake o | 155 262 jo 30 ». . 554 
New Zealand and Fiji Islands eco coe | 1,382 | 1,577 380] 538 |... 445 5,382; 189 201 T 316 10,530 


Total, E 33,326 |94,201 |15,751]16,512 2,551 |11,982 |114,886|17,402| 14,420/2,251 |27,389169,226 419,898 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


Russis, Norway, Sweden and Denmark 33 58 |... 89 1... 48 | 3,019 | 180 638 | ...' 1,739 5,799 
Germany 9 e e c | 5,24 114,080 11,889 10,580 4,850 3,996 |59,380 | 520 | 2,195 6,784 12,708 [122,101 
Holland € ose ves — 938 14 93 13 163 320 E 27 wee 16 2 27 675 
Belgium 9 T vie awe ecc 506 984 96 34 34 777 856 111 488 1,152 7,302 12,340 
France ... ave ews ves iss iva 289 59 [1,144 135 185 658 307 ... | 1,858 |7.181 3,274 14,681 
Switzerland... € жез РАР 825 89 | 1,883 89 29 68 64 | 1,320 55 12 | ... 852 . 4,411 
Italy Шш. ш. ͤ 7 wen] us 856 б а d odis E %% cue] чә 1,142 2,410 
Austria-Hungary гга „ж -— oes ee 1,100 | ... 40 38 d$. 7 ©} 16 324 289 1,764 
United States eec T e» | 2,036 62 32 215 711 174 | 9,054 4,073 as 100 165 16,621 


a | ——Á | — — | — —— | a — € | —Ã—— — | — aM — — eS — 


Total, £ | 8,040 19,166 3,269 11,285 6,206 5,717 74,376,939 | 4,718 15,543 27,443 [180,702 


Additional importe : Spain, carbons, £410 ; Japan, goods, £45 ; Canada, goode, £148, machinery, £40. 
Registered Re-Exports of Foreign and Colonial Electrica] Goods from the United Kingdom. 


6,961 721 325 3,870 347 T ue 12,687 


eee | 140 


323 | eee 


Various countries, mainly as above Vis 


Nork.— The amounts appearing under the several headings are classified according to the Customs returns. The first and 
third columns contain many amounts relating to "goods" otherwise unclassified, the latter, doubtless, consisting of similar 
materials to those appearing in adjacent columns. Imports are credited to the country whence consigned, which is not necessarily 
the country of origin. - 

TOTAL EXPORTS: £419,898, TOTAL RE-EXPORTS: £12,687. TOTAL IMPORTS: £181,345. 
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THE MAINTENANCE OF 
TRANSFORMER SUB-STATIONS AND 
STREET BOXES. 


[COMMUNICATED. ] 


IN most of the alternating-current systems of electric light 
distribution in ordinary town supplies the transformation 
from the high-transmission pressure to the low-tension dis- 
tribution voltage is accomplished by means of transformer 
sub-stations containing one or more static transformers. 
These are situated either in the basement of a buildiug 
used for other purposes, or.in some cases in specially built 
chambers placed underground in the thoroughfares. In 
addition to this, there are always to be found a consider- 
able number of street boxes for inspection and drawing-in 
purposes, and such static transformer sub-stations and street 
boxes must be subjected to careful inspection und main- 
tenance, or otherwise, sooner or later, a serious breakdown is 
sure to occur. Asa matter of fact, such underground com- 
partments may be reckoned as either the strength or the 
weakness of a cable distribution system, according to 
whether they have been properly designed or not in the 
first case, and have been kept under an efficient system of 
inspection and repair. There is a great danger in neglecting 
this portion of the equipment, inasmuch as it is not во 
readily accessible as the gencrating plant at one end and 
the consumers’ panels or fuses at the other; and it may, 
therefore, be advisable to make some reference to the care 
which may be bestowed on this part of the installation in 
order to keep it in good working order. 

It very greatly adds to the efficiency of the system if one 
man, or set of men, is detailed off to be responsible directly 
to the chief engineer for the maintenance of such street 
boxes or transformer sub-stations, as the importance of these 
warrants most carefal attention. The duties of such in- 
spectors should be primarily to ensure that every switch, 
instrument and other piece of apparatus installed should be 
kept scrupulously clean and in absolutely perfect working 
order. Slackness in this respect means ultimate breakdown. 
In addition to this, they should be instructed to take 
notes as to whether, on any visit to the sub-station or street 
box, there is any indication of an escape of gas or water into 
the compartment. If the slightest suspicion of this prevails, 
the matter should be immediately brought before the notice of 
the chief, and it should then be the duty of the latter to see 
that such leakage is corrected in such a way that it will not 
occur again. 
the percolation of gas and water, for which electricity has 
been blamed, and this is an important point. 

A transformer sub-station or street box forms a convenient 
point for noting the conditions under which the network is 
operating, and part of the inspector’s duties should be, on 
each visit to any fecding point, to note the output of that 
feeding point as indicated in amperes on the secondary or 
low-tension bus-bars, and also the differences of potential 
existing between the secondary bus-bars, these particulars, 
together with a note of the date and time of the visit and 
observations taken being entered in a note-book or log-book 
kept at the feeding point; in addition, the inspector 
should enter up the same particulars in his own note-book, 
so that he may always have them available for reference 
wherever he may be. In this way two purposes are achieved. 
The first is that, at every feeding point, a more or less con- 
tinuous record is permanently kept as to its bebaviour and 
the conditions under which it works, while the inspector 
has his own report, which he enters on every round of visits, 
as to the condition of affairs at every feeding point. These 
notes can be made more valuable if, in addition, careful par- 
ticulars are given of any unusual occurrence or condition 
noticed during the visit. If more than one person has access 
to the chamber, the record at each visit should be initialed 
by the man making the entry, in order that, at any future 

time, reference may be made to the man who made the 
observations. It is almost needless to say that stringent 
precautions should be taken to see that no unauthorised 
person enters the transformer chamber, and inspectors 
should be especially warned not to permit any unauthorised 


, supply. 


There have been too many mishaps through 


person to accompany them into the chamber when they are 
making their rounds. | 

Another duty of the inspector during his visit to any 
feeding point should be to test the insulation resistance 
both of the transformers and the circuits which they 
In most transformer sub-stations it is a rule 
to install more than one transformer in order to provide 
means for changing over should a breakdown occur on 
one of the transformers, and also to allow of the trans- 
formers being switched in and out in accordance with the 
load upon them, in order to cut down, as far as possible, the 
magnetising,or no-load losses of the system. For this reason 
it is nearly always possible, except, perhaps, during a peak 
load, to switch out one of the transformers at a time for 
the purpose of insulation testing, and these tests, which 
should be entered in the log-book belonging to the feeding 
print, should include the insulation resistance between 


primary and secondary coils, insulation between primary coils 


and earth, and also resistance between secondary coils and 
earth. By keeping a history of the transformer in this way, 
it is very often possible to detect tendencies to breakdown 
of insulation, which, if allowed to remain, might perhaps 
cause a failure of the supply. In addition to this a voltmeter 
should be installed on the &ccondary side of the system with 
a two-way switch and an off position, so that one terminal 
of the voltmeter may be connected at will to either pole of 
the secondary supply. The other terminal of the voltmeter 
should be connected directly to earth, and the readings of 
the voltmeter should be logged to furnish an indication of 
the insulation resistance of the secondary network to earth, 
which will be useful as a history in determining the behaviour 

of the cables. | 

As the transformers and circuits will be protected at the 
feeding points both on the high and low-tension sides by 
means of fuses, it is necessary that the inspector should see 
at each visit that a sufficient supply of spare fuses is always 
available in case of emergency. Furthermore, he should 
make sure that the fuses are of the proper size, no 
more and no less. If this point is neglected there is a 
great danger of some incompetent person fusing up the 
transformer and supply circuits too strongly in order to 
get over a peak or to give himself less trouble due to an 
intermittent short or fluctuating load. Cases of very 
serious trouble have occurred owing to an ignorant or 
negligent man secking to save himself a little trouble in 
finding out the real cause of fuses blowing by attempting to 
mask the trouble by stiffening up the fuses unduly, and the 
inspector should see to it that this kind of malpractice is 
checked. Another point he should see to is that the wires 
giving an earth connection to the sheathing of cables, the 
cases of the transformers, the iron framework of switch- 
boards, &c., are carefully examined at regular and frequent 
intervals, inasmuch as jt is by no means uncommon to find 
such earth connections becoming loose or corroded. If 
there is any doubt at all as to the efficiency of the earth 
plate or other earth connections, they should also be 
frequently tested, and it is a very good rule that no 
earthing connection should be less substantial than tinned 
copper cables of seven strands of No. 15 8.w.c. wire. The 
connection between the wires and the paris which need 
earth connection must be effected in a strong and sub- 
stantial manner. The point to be remembered by the 
inspector is that earth connection is a good safeguard against 
fatality if it is real. If there is any doubt about it the 
transformer chamber becomes a death trap. Particular 
attention should be paid to the sheathings of all high- 
tension cables in the sub-station. "These should be earthed 
at every joint. 

There are certain things in connection with the routine 
of transformer chamber maintenance which are perfectly 
safe if they are done in the right, way, but which if slackness 
is allowed to creep in, may cause serious trouble, and possibly 
accident. For example, only an experienced man should be 
allowed to carry out any work whatever in connection with 
the high-tension mains, and, indeed, it is highly advisable 
that no inexperienced person, even if he is in the employ of 
the supply authority should be allowed to enter a trans- 
former sub-station if it is giving or taking any supply. An 
experienced man should be employed to clean switchgear, 


replace or take out fuses, and do any other work 
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connected with the high-tension supply, and should be 
instructed always to wear rubber gloves, and any employé 
neglecting to do so should be instantly dismissed. Moreover, 
defective gloves should not for a moment be tolerated, and 
every employé should be instructed to report the matter at 
once should he find any glove defective, and a stock of new 
gloves should be kept ready, so that a new glove can be 
served out at once. It is Penny wise and pound foolish ” 
to have anything to do with a rubber glove which has any 
suspicion whatever attached to it. The men engaged in 
switching and cleaning operations, even of the most routine 
order, should be instructed that the switches on both the high 
and low-tension sides of the transformer circuit in which a 
fuse is to be placed, should be opened—first on the high- 
tension side, and, then, on the low tension side—in order to 


avoid any possibility of & fuse, while being inserted in a faulty . 


circuit, closing the circuit and blowing again while the man's 
hand is anywhere near it. The proper place to close the 
circuit is at the switch, and when a fuse blows it is just as 
well to be out of the way of it. Should anything in the 
way of persistent fuse blowing or any other unusual 
thing happen it should be the duty of the inspector to report 
it at once to the chief. Another point with regard to 
routine work, which should be impressed upon all those 
engaged in controlling the operation of transformer sub- 
Stations, is to give careful attention to the question of 
switching transformers in and out of circuit. It is astonish- 
ing what a saving of energy from the generating station 
‘can be effected by a careful system of switching out trans- 
formers on a light load,.and switching them in again when 
peaks come on. Where the load is fairly regular, and can 
be predetermined as to time and amount the question of 
switching in and out is comparatively simple, and can be 
made a matter of routine. Where the supply is subject to 
violent fluctuations, as, for example, in a town liable to 
. Sudden storms, it is necessary to have some means of getting 
round the sub-stations easily and quickly in order to 
switch in extra transformers to meet the load, and this can 
be best done by providing one man, who is an expert cyclist, 
with a key for the transformer chambers, and keeping this 
man in attendance at the main generating station (where work 
can always be found for him to do), so that directly an indica- 
tion of a peak is shown either by weather conditions or by 
the ammeters on the main switchboard, he may be despatched 
round the sub-stations to put in the necessary transformers. 
It is worth while taking this extra trouble in order to save 
the magnetising losses in the case of a large system of 
transformers in operation. In switching transformers in, an 
attempt should be made as far as possible to give to the 
transformers an equal amount of work to do, so that they 
will be operated in rotation as far as possible. This is 
not always practicable, as in scme transformer stations the 
unite are of different sizes, the small one being reserved for 
day loads, and the larger ones being put in for peaks. Where, 
however, the system of rotation is possible it should be 
adopted. | 

In connection with the maintenance of transformer sub- 
stations and the network in connection with them, very 
stringent precautions should be taken to see that a complete 
system of switching on and off is adopted in connection with 
the cables. Many mistakes, some of them very serious ones, 
have occurred in connection with repairs of cables, owing to 
workmen starting operations on a cable which was supposed 
to be dead, but which was actually alive either from. the 
power house end or from some feeding point, and for this 
reason a careful set of rules should be made as to switching 
on and off. For example, taking the case of cables, the 
mains engineer should personally see that the circuit switch 
and fuses have been drawn at the power house end of the 
supply, and also that the’ switch has been locked in its off 
position, and a danger notice hung up on the circuit panel ; 
also a note should be inserted in the station log book of 
the fact that the circuit is out of commission and must not 
be switched in. He should make it his duty to personally 
acquaint the engineer in charge at the time of the fact that 
the cable is out of commission, and ask him to draw the 
attention of each succeeding charge man to the same fact. 
He should then personally see the sub-station inspector and 
proceed with him to the feeding point to which the cables 
are connected, and repeat the operations, drawing fuses, 


locking off, and recording this in the log book of the 
sub-station. When this is done, every pole of 
the cable should be bound together with stout 
copper wire, one end of this wire having been previously 
connected to an efficient earth, and this wire should not be 
removed until all operations on the cables have been com- 
pleted. Some systems have a more elaborate method of 
earthing cables, but the above is suggested as one method 
which can usually be adopted in most ordinary systems. 
After the work is done, the mains engineer will personally 
inspect the job and make sure that everything is to his satis- 
faction, and will make the necessary insulation tests, 
and on a_ three-phase supply, phase-connection tests. 
When he is satisfied that everything is in good order, 
he should, by memorandum, .and not by word of mouth, 
inform the charge engineer at the power house and also the 
sub-station inspector that the cable may be placed in com- 
mission again, and he should also remove the earthing con- 
nection which he had previously placed on the cable. It is 
advisable that he should be present both at the power house 
and at the sub-station when the fuses are replaced and the 
cable switched into commission again, in order that, should 
anything be wrong, he may obtain a first-hand impression 
of what occurs. Somewhat similar precautions should be 
taken in any sub-station in which repairs to a transformer 
or the cleaning of a transformer is taking place. The 
switches connecting the transformer to the supply both on the 
high-tension and low-tension sides should be opened and 
locked off, the keys being given to the man who is in 
responsible charge of the cleaning or other work in connection 
with the transformer. "The fusesof the high and low-tension 
sides should also be drawn and an entry should be made in the 
log of the sub-station that the tiansformer is out of com- 
mission and must not be used. | 

No one but an experienced person should be allowed in the 
sub-station or have anything to do with the transformer, 
and the inspector should personally take all necessary 
precautions to ensure the workmen against accidental 
contact with any surrounding apparatus under pressure. 
Needless to say, the sub-station should be so designed that 
such accidental contact is impossible without gross careless- 
ness. The inspector should impress upon the workman every 


danger point in the place before allowing him to commence 


work. When the work has been done, and the necessary tests 
made, the man in responsible charge of the work should be 
allowed to replace the fuses and switch in the transformer 
again, but only in the presence of the sub-station inspector, 
after the inspector has personally satisfied himself that so 
far as he can see these are in good order. When this has 
been done, an entry of the fact that the transformer is 
again in commission should be made in the sub-station log- 
book. These remarks apply to the more or less sectional 
repairs and maintenance jobs which occur from time to time 
in all sub-stations. Where, however, it becomes necessary 
in order to carry out more extensive work, such as recon- 
struction or extension in transformer sub-stations, there is 
a danger that inexperienced workmen may be introduced 
to the compartment. If this has to be done, then all 
possible arrangements should be made at the power house 
and at the distributing network, so that this particular 
sub-station can be entirely isolated, so that while inexperi- 
enced men are in it, both the high and low-tension 
bus-bars can be earthed, and no pressure whatever. either 
high or low-tension, allowed in the sub-station. Where, 
from the size or importance of the feeding point, or 
from any other consideration it is impossible to put the sub- 
station entirely out of commission, it is necessary from the 
point of view of safety that during the whole time that an 
inexperienced workman is in the sub-station he should be 
under the personal surveilance of the sub-station inspector 
in order to prevent him from doing anything which might 
cause trouble. 

In the above notes attention has been chiefly paid to the 
transformer sub-station, inasmuch as it is larger and more 
complicated than the usual street box. It will be seen, 
however, that a considerable proportion of the above 
remarks apply with equal force to street boxes, the only 
difference being that imposed by the smaller and simpler 
character of the work involved. It may possibly be thought 
that in some cases the requirements indicated in the above 
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notes are too stringent, and that the ordinary mains staff 
may not be able to cope with the amount of work involved. 
While this is to some extent true, and while also local con- 
ditions may considerably alter the conditions of some of the 
above suggestions, the main purpose of the above notes is to 
emphasise the importance of attending very much more 
strictly than is often at present the case, to that portion of 
the distribution equipment which is apt to be neglected 
from its concealed situation and stationary character. 


MAGNETITE ARC PROJECTORS FOR 
ELECTRIC VEHICLES. 


Bv R. E. NEALE. 


ENCLORED-ARC projectors have been considerably used in the 
United States during recent years, as headlights for electric 
vehicles. The essential features of all the types used are 
much the same—a cylindrical shell encloses the mechanism 
and a single or double solenoid actuates the regulator 
armature. The lower, negative, carbon is carried by a fixed 
clamp, and the series ballast resistance is formed by several 
coils of high resistance wire. 

As a result of the steady increase in size and speed of the 
vehicles, such projectors are no longer sufficiently powerful, 
and several of the high-speed interurban lines have evolved 
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special types of arc projector, of which the most interesting 
employs a Magnetite arc. A block of copper, provided with 
a hood of non-oxidisable metal, is used as the anode and laste 
2,000-8,000 burning hours. The cathode consists of a thin 
welded steel tube containing a mixture of iron oxide and 


other salts; this electrode burns 50-75 hours without 
replacement. ‘The arc, in which the cathode vapours are 
brought to incandescence, provides the whole of the light 
emitted, and the candle-power per watt is approximately 
double that of the ordinary carbon arc. | 

Fig. 1 illustrates the general arrangement of the lam 
mechanism, which is carried by a framework of galvanise 


iron, attached to the case by screws. The ends of the elec- 
trodes penetrate a parabolic mirror, at the focus of which the 
arc is pérmanently maintained. The front of the projector is 
closed by a glass lens of a form adapted to the proposed use of 
the lamp. The whole is arranged in easily portable form, 


and connection is made to the supply circuit by flexible leads 
with attached plugs; access for inspection and cleaning is 
thus easily obtained. 

Fig. 2 represents a lamp having a parabolic mirror and a 
chimney intercepting the direct rays; this type is largely 
used on suburban medium speed lines where crossings and 


Ета. 3. 


curves are frequent. "The beam obtained diverges 100^ on. 
either side of the axis, and a wide field of view is illu- 
minated. 

Certain towns prescribe a maximum intensity for head- 
lights on electric and other vehicles running within their 
boundaries. These regulations may be satisfied by the use 
of screens temporarily placed over lamps which are otherwise 
too brilliant, but & more satisfactory solution is possible, 
where Magnetite arcs are employed, by simply reversing the 
polarity of the supply. The arc then continues to burn 
steadily but with much reduced intensity. Some companies, 
however, prefer to fit one or two filament lamps in the 


projector casing, using these and extinguishing the arc when 
running within town areas. A single 16-C. P. auxiliary fila- 
ment lamp is usual in parabolic-mirror projectors, and two, 
mounted in inclined positions, when Mangin mirrors are used. 
An exceptionally robust type of projector, designed for use 
on high-speed interurban railways, has a spherical mirror 
and lighthouse-type front lens (with concentric rings). High 
concentration of light is secured, and it is possible to see the 
track clearly for 650 yards ahead ; as the train can usually 
be р within 570 yards, the power of, the lamp is 
ample. | 
None of the above types have any internal globe liable to 
blackening, and involving frequent cleaning and renewal. 
The front glasses are strong, and so designed as to withstand 
uneven heating. The burning life of the electrodes is long, 
and control of the lamps is extremely simple. s 
In the connection diagrams (figs. 3 and 4), P represents the 
projector ; P P the plug and socket connections; 1 I the 
contacts of the main interrupter switch ; 8 s lamp sockets 
at other end of car; R, resistance; L lamps; € B а circuit- 
breaker ; and T the overhead or rail supply. Fig. 8 repre- 
sents the simplest possible connections, no provision being 
made for reversing the lamp current. Fig. 4 shows an 
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arrangement for running the projector in serics with incan- 
descent lamps—this being the most economical system 
available: when the incandescent lamps are to be used alone, 
the projector is replaced by a substitutional resistance. 
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REVIEWS. 


Calcul et Construction des Allernaleurs. By Henri BIRVEN. 
Translated from the German by P. Drrovm. 1911. 
Paris: Gauthier-Villars. Price 6 fr. 


The chief value of this book lies in the part relating to 
the complete calculations required for the construction of 
‘alternators of given output, although a good deal of 
attention is given to the consideration of the general theory 
of single and polyphase currents. The book starts at once 
with the calculation of the sine curve and R. v. S. value of 
electromotive force and current as obtained by integrating 
the instantaneous values of each. For arriving at the 
effective value of the functions on curves other than sine 
curves, there is a useful table giving different values for the 
coefficient & (2°22 in the case of a sine curve), with seven 
various forms of curve. Chapter I concludes with several 
diagrams of armature windings relating in all cases to 
machines of the revolving field type. "The last 15 pages of 
the chapter are spoilt by bad binding and printing, the 
omission of many pages breaking up the calculations com- 
pletely. Between pages 34 and 4%, for instance, eight have 
been completely omitted, and seven have been printed twice ; 
diagram 33 has a slight omission. 

In the second chapter, the author deals principally with 
the excitation of alternators. Kapp’s diagrams and formula 
relating to the dispersion flux of the magnetic system are 
freely used, the author duly pointing out that the use of 
such formule is entirely dependent on coefficients obtained 
experimentally from other machines, and that they are 
applicable only under limited conditions as regards the form 
of construction of the machine. The methods of regulating 
the voltage of alternators are touched upon, automatic 
regulators being rather deprecated on the ground that a 
very fine degree of regulation is not consistent with several 
‘other important factors, including the cost. 


Diagrams are given of three methods of compounding for 


voltage drop, but no mention is made of such well-known 
systems of regulation as the Heyland and Tirrill automatic 
systems. In a rather unconvincing way it is recommended 
that in the case of alternators working in parallel and 
excited by a common machine, storage battery plant should 
be installed as & stand-by and for lighting use in case of 
necessity. Except with a combined lighting and traction 
plant it is not likely that such a battery installation would 
be necessary or of commercial advantage. 

Chapter III, dealing with the working of alternators in 
parallel, is more or less a repetition of Kapp's treatment of 
the subject in ** Dynamos, Alternators and Transformers,” 
and introduces nothing new. However, the running up, 
switching-in, and the conditions accompanying the 
processes are put in a clear and interesting way, as is ^lso 
the subject of the periodic oscillations of alternators when 
connected to the circuit. No mention is made of the steam 
regulation of engines driving alternators connected in 
parallel, though it would have been particularly useful to 
state here the general principle concerned. 

In Chapter IV, the subject of the energy losses in alter- 
nators is dealt with, and though it is considered briefly, it 
is put in a form likely to be interesting to students, which is 
“а great point in a work of this kind. Having by now got 
thoroughly into the subject of the alternator as an indepen- 
dent unit, the author follows up with the two most interest- 
‘ing and useful chapters of the book. These chapters deal 
in & very complete way for such a comparatively small work, 


with the construction- of alternators and the proportions 


between the various parts. They include illustrations of 
various types of inachine, with the method of supporting 
them on foundations, the means by which the magnet coils 
‘and pole-pieces are attached to the spider, and calculations 
of the best proportions of spider arms, shaft and trunnions. - 


of the compilers, 


In the second of these two chapters, which concludes the 
book, the author goes systematically and completely throagh 
the electrical calculations, first of all, for a single-phase alter- 
nator of 150 Kw. output working with a power factor of 0:8. 
The calculations are given methodically and completely, and 
would serve as a most uscful guide to anyone in the design 
of machines of comparatively small size. They are followed 
by a comparison of the proportions, as calculated, with those 
of an existing 100-KwW. single-phase machine built by Brioschi, 
Finzi & Cie., of Milan. The same process is then gone through 
for a three- phase alternator of. 69 Kw., a similar comparison 
being made with a three-phase machine by the Vereinigte 
Elektrizitits Gesellschaft, and with another built by Garbe 
Lahmeyer & Cie. 

There is an error on page 124 in the formula for the 
distance between poles, in that on page 139 for the 
armature current in the single-phase alternator, and on page 
140 in the current density in the armature coils. 

In general, although there is no original treatment of the 
subject, which, indeed, is not intended, and although a 
great deal of the method of calculation seems to have been 
borrowed from Kapp's work on *'Alternators," the book is 
of rea] value as giving in a clear, simple way, and consecu- 
tively, the calculations to be followed in alternator design. 
It takes nothing for granted ; explains the facts on which 
each step in the calculations is founded, and has ш 
been written by a man who understands the necessi^ by, for 
the ordinary student, of having such a subject put in the 
clearest possible way, and who, moreover, has had some 
experience of the difliculties the student finds in other works 
of a similar nature. 

Simplicity and clearness being the tone of the whole book, 
it is a great pity that in its present form it has not been 
carefully revised. It is disconcerting to get thoroughly into 
a calculation and then to find a page missing, and the many 
errors in the diagrams and formula, though obvious 
enough, if the latter are closely followed, oblige the reader 
to be particularly careful in checking them. The discipline 
may be good, but it leaves an impression of carelessness on 
the part of the author or the translator, or both. For 
English readers, the use of a comma instead of a point for 
the decimal notation, with a point for the multiplication 


7 


sign, is also a little confusing. 


Eléments de Calcul Vectoriel. 
R. MaARCOlL ON G0. Paris: 
8 francs. 


By C. Вовати-Еовтт and 
A. Hermann et Fils. Price 


The present edition of this work has been translated from 
the Italian. It is a treatise on vector calculation pushed to 
extremes, introducing many new symbols and methods of 
operation, with numerous applications to the solutions of 
questions relating to geometry, mechanics and mathematical 
physics. It aims to replace the system of co-ordinates by 
one of vectors. It is pre-eminently a work for the pure 
mathematician, and is quite unlikely to influence the present 
treatment accorded to engineering problems by practical 
men. 


Tables Annuelles de Constantes et Données Numériques de 
Chimie, de Physique et de Technologie. Vol. I. (1910.) 
London: J.and A. CHURCHILL. 1912. Price 24s. net. 


This large volume is published under the :egis of the 
Association Internationale des Académies by the Inter- 
national Committee appointed by the Seventh Congress of 
Applied Chemistry, which met in London in 1909. It 
represents an enormous amount of labour; more than 300 


periodicals, besides many other sources, have been consulted 


for information by a host of abstractors, under tbe guidance 
of an authoritative committee, with the aid of contributions 
from numerous Governments and scientific societies, and 
the work has considerably exceeded the expectations 
leading to some delay in publica- 
tion. Unfortunately, in order to save time, it has 


‘been found necessary to omit the alphabetical index from 


this volume, and although it is hoped to issue the volume for 
1911 before the end of this year, containing a general alpha- 
betical index and an index of all the substances mentioned 
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in both volumes, the omission cannot but be regarded as very 
regrettable. There is, however, an index of chapters and 
an analytical table of contents, which, to some extent, mitigate 
the loss. 

Regarding the contents, of course these are not of a nature 
well adapted for reviewing. There are over 700 pages of 
tabular matter, relating to the properties and characteristics 
of the substances included within the enormous range 
indicated by the title, often accompanied by an extended 
bibliography. The data are those published in the year 1910, 
and while they indicate the intense activity of modern research, 
they do not necessarily represent the most authoritative values 
—though they are selected with a view to including only 
results of high accuracy. On the other hand, of course, a 
large number of the tables relate to propertics which have 
not previously been investigated in detail. The bulk of the 
work is in French, but headings and tables of contents are 
given also in English, German and Italian, and little diffi- 
culty will be found even by those not familiar with French 
in understanding the tables. The volume is one without 
which no scientific reference library can be considered 
complete, and the printing and binding are of the highest 
order. - 


Berechnung von 
BREITFELD. 
4 M. 


This seventeenth volume of “ Elektrotechnik in Einzel- 
darstellungen " is confined to the electric calculations of А.С. 
transmission lines, and is intended as a simplification of the 
larger works, such as G. Roessler's, on the same subject. 

The problem of long transmission lines is admittedly a 
fascinating one to the mathematician, but, at the same time, 
it is one which has fairly frequently to be handled by the 
practical engineer nowadays, and the theoretical point of 
view adopted throughout this book makes it unlikely that 
the actual designer of lines would obtain much help from it. 

The physical meanings of the often lengthy formule 
deduced are not clearly explained, if mentioned at all, and 
the simplified expressions, which are the only ones that 
most engineers have time to use, are very scantily treated ; 
the important question of their relative accuracy to that 
of the fuller solutions is hardly touched upon. А gcod 
many more explanatory diagrams might also have been 
introduced with advantage. 

As an introduction to the complete theoretical study of 
transmission lines the book has its uses, but its general 
utility would be much enhanced, and it would take its place 
more naturaly amongst the other volumes of the series to 
which it belongs, if the treatment adopted were a good 
deal lesa theoretical. 


Wechselstromfernleitungen. By Dr. С. 
Brunswick: Fried. Vieweg & Sohn. Price 


Wiring Calculations and Electric Light and Power Install- 
ations. By G. W. L. PATTERSON. 
Greenwood & Son. Price 58. net. 


Perhaps the first thing that should be said about this 
little book is that it immediately extracts from the reader 
the remark that, Surely such a book would have commanded 
a big sale many years ago? Its lateness does not, however, 
detract seriously from its present value, except in so far as 
ita contente can now be found in more or less convenient 
form in some pocket-books and appendixes to text-books. 

The tables and hints given should prove of the utmost 
value to the wireman and wiring contractor; their value is 
enhanced by the conciseness of statement and the absence of 
unnecessary theoretical matter. The writer is evidently of 
the opinion that an ounce of experimental evidence is worth 
a ton of theorising, and he has certainiy given a vast quan- 
tity of data on all branches of wiring. The sections on 
alternating-current work are specially good, some quite diffi- 
cult points being cleared up with an ease of diction rarely 
found in books intended for practical men, and this without 
lapsing into unscientific or inaccurate statement. 

The tables occupy nearly one-third of the book, and are 
tolerably, but not entirely, free from typographical errors. 
The table of the electrical and mechanical properties of 
aluminium and copper is interesting and valuable. 

One would prefer to see familiar formule and laws given 


London: Scott, 


their well-known names on their first appearance in the book 
—for instance, the time-honoured с = E/R is quoted many 
times without any mention of Ohm’s law; but beyond this, 
the book has no serious defects. 


The Electrical Properties of Flames and of Incandescent 
Nolids. By H. A. WILSON, F. R. S. University of London 
Press: Hodder & Stoughton. Price 68. net. 


There can be no doubt that among the theories that have 
been developed during the past few decades none has been 
more fruitful of experimental investigations than the ionic 
theory of gaseous conductivity. | 

Sir J. J. Thomson’s part in the conception and develop- 
ment of this theory needs not to be laboured. His have 
been the suggestions that have occupied the Cambridge 
School of Physicists with a multitude of problems bearing 
on all sides of this question. And not only has he directed 
the many researches carried on in the Cavendish Laboratory 
and elsewhere, but with his own hands he has laboured con- 
tinuously for nearly a quarter of a century on ionic problems 
needing great experimental skill, and still more of that 
scientific insight and experience—the Philosopher's Stone— 
which has turned so many apparently negative results into 
valuable additions to our scientific knowledge. 

Chief among tlie experimenters who attacked the important 
problems of electrical properties of flames were McClelland, 
Richardson, Rutherford and H. A. Wilson. The last-named 
is responsible for the present volume, which is intended“ to 
give a concise but fairly complete account of recent 
researches,” to present the mathematical theory required 
in as simple a form as possible,” and to make estimates 
of the reliability of some of the measurements described." 
Prof. Wilson has produced & book which is entitled to rank 
with the other “ Ionic " classics of Rutherford, Whetham and 
Thomson himself. 

No single branch of the subject is left untouched, and 
the hand of one who has been in intimate contact with the 
very experiments described can be clearly traced throughout 
the book. Here, too, we havethe rare advantage of hearing 
from one who is in & position to judge something of the 
importance to be attached to the various kinds of experi- 
ments, and at the same time learning the directions in which 
future research is likely to yield fruitful results. 

Chapter III may be cited as typical of the book. The 
discharge of negative electricity by hot platinum in hydrogen 
is discussed both experimentally and mathematically. The 
experiments are described and results given. Then Prof. 
Wilson, whose experiments figure so largely in this as in 
many other chapters, proceeds to touch upon his own recent 
work on the discharge in other gases, and concludes with the 
suggestive remarks that in the case of some observed 
peculiar thermionic currents “ investigation is needed to find 
out their cause," and that the effect of other substances on 
these thermionic currents might yield interesting results if 
systematically studied. These examples of the true scientific 
spirit are typical of the bock as a whole. 

Dut while one cannot help waxing enthusiastic over the 
gererul conception and method of the book, there are some 
details which one cannot admire. In general the line 
diagrams are good, but a few seem to have been after- 
thoughts and ought not to have been included in such a 
rough and ready form. 

Fig. 18 would not grace a cheap elementary text-book ; 
stil less does it match its well executed neighbours on pages 
75 and 78. The formule on pages 65 and 67 should agree 
but do not, and there are a few minor typographical errors. 

The first part of the book is devoted to the study of the 
discharge of negative electricity by hot bodies in vacuo and 
in various gases ; then follows a chapter on the discharge 
of positive electricity. The whole subject of thermionic 
currents is treated mathematically as wel! as experimentally, 
and references are given to practically every paper describing 
original work on the subject. 

Then follows a section on the “Conductivity of Bunsen 
Flames,” a subject to which the author returns later in 
order to discuss the effect of “ Alternating Currents and 
Magnetic Fields,” the treatment of the latter being most 
lucid and complete. 
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The influence of salt vapours on the electrical properties 
of flames receives full consideration in the remaining chapter 
—the longest in the book.. The Name Index is useful, but 
the lack of a Subject Index is regrettable. 

Since this book is the only important work on the subject 
in English, it would be no praise to dub it the best of its 
kind, but if we adopt as a criterion the very high standard 
set up by the Cambridge school of writers on Physics, Prof. 
Wilson’s book must take a high place. 


NOTES ON INSTRUMENT TRANSFORMERS. 
By CECIL TOONE. 


MopERN conditions of central station generation are such 
that most large undertakings employ instrument trans- 
formers to а greater or less extent, and the importance of 
these accessories has consequently greatly increased during 
recent years. In order that the presence of the transformer 
may be allowed for, once for all, in the calibration of the 
instrument to which it is connected, it is necessary that the 
ratio of transformation should be constant under all con- 
ditions of load and that the secondary current be but very 
slightly out of antiphase with the primary current. It is 
easy to correct for ratio and phase angle in those trans- 
formers used with switchboard instrumenta from which only 
commercial accuracy is required, and in volt and ampere- 
meters, very accurate correction can be made by aid of 
tedious calculation. In watt-hour meters, however, it is 
impossible to compensate automatically for changes in the 
ratio and phase angle of the transformer with variation in 


L b R, 
f 
7 
FId. 1. 


the main load and power factor of supply. As a result of 
investigations into this subject, A. Maxwell, Am. I. E. E., 
concludes that if care is bestowed on the selection of a 
transformer for use with energy meters, the accuracy of the 
latter is not seriously affected by the ratio and phase 
characteristics of the transformer. | 

Potential Transformers are generally used on constant 


voltage systems and with constant secondary load. The 


ratio can be taken into account in calibrating the meter, but 
the phase angle can only be compensated fcr a single power 
factor of the load ; the deviation from ideal phase relation- 
ship is generally negligible. 

A simple method of testing these transformers (due to 
Agnew, Am. I. E. E.) is shown in fig. 1. Across the high- 
tension side of the transformer is connected a high resist- 
ance Ri, in series with a smaller resistance R,, and an induct- 
ance L. The low-tension side is reversed across a b, through 
the vibration galvanometer a. Adjusting m, and L, till с 
is balanced, the ratio of the transformer = [(R, + R,) х 
сов 0]/R,. The phase angle Ө = tan Ө = 


8438 P.L ( 1/Ry — ) minutes. 


1 

Ri + ka 

The best means of making the phase angle adjustment is 
by inductanoe in series with R, and a condenser across part, 
of в, The condenser shunt is practically equivalent to a 
negative jnductance of С. 72, and, neglecting the term 
(p? c? r?), the effective inductance of the circuit = L’ = L 
— С.т? and в, is unaffected by c. | 

Current Transformers of modern design show satisfac- 


tory ratio curves down to a load — 5-10 per cent. of the 
rated value, and the angle by which the secondary departs 
from its ideal 180° phase relationship with the primary is 
small over a wide range of current but may introduce serious 
error at low loads. 

The ratio curve usually shows an upward bend at low 
loads, and by adjusting the light load running of the meter 
to be 1 per cent. to 2 per cent. fast (at 5 per cent. load), the 
effect of this alteration in ratio can be compensated without 
introducing risk of © creeping." A decrease in transformer 
ratio at low secondary loads is rare but offers no difficulty 
in compensation. So long as the shape of the ratio curve is 


T 


2000000000 
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similar to that of the accuracy curve of the meter, there is 
no difficulty in adequately compensating for ratio changes. 
In order that the ratio curve may be of the desired form, 
the load on the secondary of the transformer should be a 
minimum—preferably only the series meter coil and short 
connecting leads. 

Errors due to phase angle cannot be compensated for all 
values of line load and power factor. In the best trans- 
formers, the phase angle remains practically constant over a 
range of secondary current from 10 to 100 per cent. of rated 
value, and in any case, the angle should not rise to more than 
2° on 10 per cent. secondary load. Tests show the 
following meter errors due to the stated phase angles 
(secondary leading), when the line power factor has various 
values. (The meter runs fast on lagging line power factor 


and slow on leading line power factor.) 


Transformer phase % Meter error with line power factor :— 


angle. 1:0 0'8 0:6 0'4 02 
15 Nil 0'3 05 | 10 20 
30 Nil 0˙6 1:0 2˙0 42 

1° Nil 172 2˙2 39 — 
3 Nil 4°0 T0 £ == 


T he addition of reactance to the secondary circuit corrects 
the phase angle but alters the ratio curve at a faster rate, 
hence this method of compensation is not to be recommended. 
If a transformer is chosen with as small a phase angle as 
possible and loaded very lightly en the secondary side, the 
error due to phase angle is not serious for ordinary line 
power factors. 

Transformers with poor ratio and phase characteristics— 
which category includes most transformers in which lightness 
has been made a special feature of design—should never be 
used with energy meters, though they may be quite suitable 
for operating trip coils and relays. 

A method of testing current transformers, uniform with 
that described for potential transformers, is shown in fig, 2, 
Current is passed through the primary T and a standard 
non-inductive shunt R, and the secondary current flows 
through the normal instrument load, the primary of a mutual 
inductance and a non-inductive resistance R,, a variable part 
of which can be included in the vibration galvanometer 
circuit. R, and M are adjusted till с shows no deflection, 
thus indicating equal (с к) drop in R, R, and compensation 
of the phase angle by k. M. Fr. due to M. The current ratio 
then = R, RI. сов 0, and the phase angle Ө = tan Ө = 
3,438 P. MR, min. Ав а rule, the term (1/соѕ 0) may be 
neglected, differing from unity by less than yoyo. 
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The methods: of transformer testing described above 
possess many practical advantages. No polyphase voltage 
supply, phase shifter or rotating commutator is required. 
The test can be conducted by a single observer, and a single 
instrument serves for all ranges of transformers. Without 
any intermediate change of connections, transformers may be 
tested in which the phase angle changes from leading to 
lagging, and the inductance r (fig. 1) is of fixed value, and 
may be placed where its uni-directional stray field will not 
affect с. As high a sensitivity as,5},, may be obtained at 
1« load—when testing current transformers under working 
conditions (i. e., without temporarily over-loading the wind- 
ings and thus altering the magnetic characteristics of the 
core)—by using a Campbell vibration galvanometer with a 
four-turn moving coil of No. 28 wire. A frequency range 
from 80 to 20 cycles/sec. is covered by varying the length 
and tension of the suspensions and loading the coil with a 
tiny brass washer. 


OPENINGS FOR FOREIGN TRADE. 
By W. H. BOOTH. 


WHILE our manufacturers are very eager to keep their shops 
full of work, comparatively little is being done to increase 
new outlets for business. The struggle is to get hold of a 
share of the business which is going. And so our trade re- 
presentatives are secking business in South American coun- 
tries, where there are, perhaps, two to three million people 
spread over five or six hundred thousand square miles. There 
is nothing wrong with the countries, for they are fertile, and, 
as Uncle Sam has shown at Panama, they can be made 
healthy by abolishing flies, and, it may be added, whiskey, 
which, despite frenzied claims for its excellent results, is not 
entitled to many good words, though it may, perhaps, be 
useful as a temporary aid after snake bite. To hear some 
men talk, and to watch them act, one would imagine snakes 
were as prevalent as mosquitos. 

South America is a great undiscovered continent. 
Taken all round, it is the most fertile part of the globe, 
and is literally a Mesopotamia. It has suffered, and suffers 
to-day, from bad Governments. Governments are, in their 
individual members, out for profits, and they are so short- 
sighted that they will lawlessly grab a shilling to-day rather 
than wait a year lawfully to receive a sovereign. It was 
much so at one time in the Argentine, but in some way 
Argentina was made the investing ground of many millions, 
and capital flowed in so quickly that it became safe, because 
too bulky to meddle with, and conferred wealth on the 
natives quickly enough to put the predatory instincts more 
nearly on a par with their holdfast instincts. They ceased 
to risk what they had. The Spanish-American, being a 
carcless have-not sort of fellow, did not mind risking what 
he had when this was all under one straw hat. 

But it is different now in the Argentine. The lesson of 
the Argentine has not been wholly lost, but it has certainly 
not been exploitcd as it might have been, or, perhaps, even 
yet may be. A cinematograph show of things before and 
after the coming of capital would be the best commercial 
pioneer that could be sent through South America from the 
Caribbean to La Plata. 

The continent lacks settlement, transportation and 
security. As regards products, it is highly mineralised, but 
prospecting is difficult in a land so much grown over. River 
transport is excellent, but occasional shallows require atten- 
tion, and there are shallow bars at river mouths. The 
Amazon is navigable to big ships almost across the continent, 
for the river is 79 ft. deep at 2,000 miles from the sea. 

The Orinoco is a paltry stream beside the Amazon, yet it 
is 5 miles wide 300 miles up, and is over 480 ft. deep at the 
up-river port of Bolivar. But it has a bar of 15 ft., and a 
rock ridge at one place which only allows of 9 ft. draught 
for three weeks during the low season. 

In itself it is not a power producer, though it could be 
made to furnish a good deal of small power by way of float 


wheels, for it has a very rapid current. On its left bank it 
receives many tributaries, which have few sudden falls, 
except towards their Andean sources, in Columbia. 

The country south of the Orinoco is mountainous ; 
100 miles south of its confluence with the Orinoco, the 
Cuchivero tumbles over a 20-ft. fall. The Cuchivero is the 
smallest of the named tributaries of the right bank, but it 
is fully as large as the Thames at Richmond. Further in 
the mountains there are other falls. The river is rated as ^ 
of the second class, and runs a course of 60 leagues. 

The Caroni, a river of the first class, has a considerable 
fall close above its confluence with the Orinoco, and some- 
thing has already been proposed, if not done, by way of a 
hydro-clectric scheme, for working the mines of the Yuruari 
district. It has a course of 185 leagues, and is an immense 
river, navigable for 160 leagues. Its source is in the 
Parima Mountains. | 

Between the two rivers named is the Сапга, a river of the 
second order, which takes its rise in the Parima ranges, as 
the two streams, Erewato and Merevari. After joining 
they become the Caura. At Mura there are extensive 
rapids capable of giving a great power. Further up stream, 
at Para, the level of the land changes 900 ft. in а few miles, 
and, since the Caura, with a course of 175 leagues, would 
make several rivers like the Thames, a rough notion may be 
formed of what could be made of it by way of hydro- 
electric works. 

Venezuela offers a fine field for colonisation under steady, 
methodical and scientific management, for crops are heavy, 
and, of some products, more than one crop a year can be 
ripened. "There are so few railways that electrical working 
could be employed from the start, avoiding scrapping 
of old plant, which is so serious an obstacle to clectrifica- 
tion at home. There would be power for lighting purposes, 
estate purposes, saw mills and sugar works. | 

It is difficult adequately to describe the country, because 
it is so very fertile, and, though tropical, is not particularly 
hot. The temperature is high, but this is tempered by 
constant air movement. It is useless to attempt any 
systematic colonisation by individuals. Colonisation in 
a country like Venezuela can best be done under a paternal 
organisation on the lines somewhat of the British South 
Africa Co., some powerful company with a liberal charter, 
that should operate in a number of large sections of land up 
to 5,000 or 15,000 sq. miles in area. 

In these tropical countries it is the worst of folly to dot a 
few isolated settlers far apart, with no society, no proper 
transport for their products, and no feeling of security such 
as would be gained through being a member of a powerful 
organisation. The Putumayo horrors arise from the opera- 
tions of unprincipled adventurers in far-away localities. 


There are no such horrors in the rubber industry of 


Venezuela, but even there the poor peon is very badly 
exploited by the padrone system, for he is paid in goods on 
the truck system, and such goods are priced much too 
highly, and the result is that the fellow is always in debt 
to the padrone. All this would be stopped by a good 
organisation, and it would be more profitable than the truck 
system. ‘The company would be able to establish stores, 
and would sell at fair and profitable rates to its own workers 
as soon as they realised they were not under compulsion, and 
they would also do a growing trade with others. The 
country is ripe for such an organisation, and our workshops 
are ripe for what results such an organisation could 
accomplish. 

The above is no overdrawn picture, and, though written 
from personal knowledge of only a small part of the South 
American continent, it is believed to apply very generally to 
most other parts. 


Traders’ Needs,—Mr. S. J. Sewell, of 27, Chancery 
Lane, W.C., an old trade journalist, informs us that, finding that 
commercial men are determined that Parliament shall next year, 
by way of a change, seriously consider what burdens on trade can 
be lessened or removed, and how trade can be fostered instead of 
repressed, he is editing a 3d. book which will detail not only the 
laws which injure trade, but also the full needs of all classes of 
traders. He solicits suggestions of a non-partisan character, 
commerce, not party, being his sole concern. 
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ELECTRICAL AUTHORITIES AND THE LAW 
OF LANDLORD AND TENANT. 


[BY A LEGAL CONTRIBUTOR. | 


AMONG the legal questions which trouble those who are responsible 
for the supply of electricity, that which concerns the title to 
property and fittings is of considerable importance—especially in 
view of the fact that hiring agreements have become more common 
in recent years, 

It is clear, in the first place, that apparatus belonging to under- 
takers cannot be taken by a landlord as distress for rent in arrears, 
Thus, Sec. 25 of the Electric Lighting Act, 1882, provides that : 
Where any electric lines, meters, accumulators, fittings, works, or 
apparatus, belonging to the undertakers, are placed in or upon any 
premises not being in the possession of the undertakers for the 
purpose of supplying electricity under this Act, or any licence, 
order, or special Act, such electric lines, meters, accumulators, 
fittings, works, or apparatus, shall not be subject to distress or to 
the landlord’s remedy for rent of the premises where the same may 
be, nor to be taken in execution under any process of a court of law 
or equity, or any proceedings in bankruptcy against the person in 
whose possession the same may be. 

Had it not been for this section a landlord whose rent was in 
arrear, might seize any meters, switches, wires, &c., found on the 
premises when rent is in arrear. There are no cases in the law 
reporta as to the meaning of the section, but there is a very similar 
section in an Act of Parliament relating to gas. It has been held 
that the words "any fittings for the gas have a sufficiently wide 
meaning to include a gas stove. It may, therefore, be presumed 
that the words used in the above section would include an electric 
stove, cookers, kettles, shaving pots, &c., which may have been let 
on hire (see Gas Light and Coke Co. r. Hardy 17 Q.B.D. 619). 

A most important provision with regard to electric fittings let 
on hire is to be found in Sec. 16 of the Electric Lighting Act, 1909. 
Certain fittings may, owing to the operation of a legal maxim qvic- 
quid plantatur solo, solo cedit, many fittings which are put up in a 
house—e.g., wires, wires for pipes, and wood-casing—would become 
the property of him who owns the house. 

Consequently, a motor affixed to the floor would become the pro- 
perty of the landlord. The case of Reynolds r. Ashby & Son (1903), 
I. K. B. 87, illustrates this. Their machines were supplied by the 
plaintiff on the hire-purchase system to the lessee for a long term 
of years, of & factory which he had mortgaged; The machines were 
affixed to the premises by the plaintiff's workmen by means of up- 
right bolts let into the floor, which passed through holes in the 
bases of the machines, and upon which nuts were screwed. By the 
terms of the hire-purchase agreement, the machines were not to 
become the property of the mortgagor until the last of a series of 
payments for their hire had been made by him, and, if default were 
made in those paymente, the plaintiff was to have power to deter- 
mine the hiring and remove the machines. The mortgagor failed 
to make the speoified payments. The mortgagees having entered 
into-possesBion of the factory, the plaintiff gave notice to deter- 
mine the hiring, and claimed to remove the machines, but the 
mortgagees refused to give them up, claiming them as fixtures. In 


an action brought by the plaintiff against the mortgagees to. 


recover the machines or their value, the Judge held, on the 
authority of Hobson v. Gorringe (1897), 1 Ch. 182, that the machines 
were fixtures, and gave judgment for the defendanta. 

Owing to the hardship occasioned to hirers of electrical machinery 
by this state of the law, Sec. 16 of the Electric Lighting Act, 1909, 
provides that: All electric fittings, lines, apparatus and appliances 
let by any undertaker on hire, or belonging to any undertakers, but 
being in or upon premises of which the undertakers are not in 
possession, shall, whether they be or be not fixed or fastened to any 
part of any premises, in or upon which they may be situate, or to 
the soil under any such premises, at all times continue to be the 
property of, and be removable by the undertakers, and Secs. 24 and 
25 of the Electric Lighting Act, 1882, shall extend and apply to all 
such electric lines, fittings, apparatus and appliances, provided 
that such electric lines, fittings, apparatus, or appliances have upon 
them respectively a distinguishing brand or other mark con- 
Bpicuously impressed or made thereon, sufticiently indicating the 
undertakers as the actual owners thereof. 

For the purposes of this section electric lines, fittings, apparatus, 
and appliances disposed of by the undertakers on terms of payment 
by instalments shall, until the whole of the instalments have been 
paid, be deemed to be electric lines, fittings, apparatus, and appliances 
let on hire by the undertakers, 

Nothing in this section shall affect the amount of the assesement 
for rating of any premises upon which any electric lines, fittings, 
apparatus, or appliances are or shall be fixed. 

Passing on to consider the relation between landlord and tenant 
in connection with electric light and fittings, it will be seen that 
while Sec. 16 above-mentioned settled an important question 
between company and consumer that question remains at large 
between landlord and tenant. Suppose, for instance, A takes a 
lease of a house and installs machinery therein, to whom does it 
belong? If an electric motor is put up in the basement to drive a 
washer or a grindstone, does that motor become the property of the 
landlord at the end of the lease? This question can only be 
answered by reference to decided cases. For instance, in Hellawell 
r. Eastwood (L.R. 4 Ex, 329) it was held that spinning mules fixed, 
some by screws to the wooden floor of a mill, and some by screws 
fastened with lead into holessin the floor, were not fixtures, on the 
ground that they were affixed for a temporary purpose. tb Object 


of the annexation not being to improve the inheritance, but merely 
to render the machines steadier and more capable of convenient use 
as chattels. But this appears to have been erroneous both in the 
use of the word “temporary” and in the object assigned for the 
annexation. 

That this case cannot be much relied upon, appears from the 
later case of Crossley Bros. v. Lee (24 T.L.R. 35), in which the facts 
were these. A gas engine was let by a hire-purchase agreement to 
the ‘tenant of certain premises, the engine being attached to the 
premises in the following way :—A rectangular hole was excavated 
in the floor, and at each corner of the hole a spindle was set up, 
being (made fast to the ground and projecting 18 in., and the hole 
was then filled with concrete. The gas engine, which had four 
holes in its base, was laid upon the spindles, and nuts were placed 
on the spindles and screwed down. The landlord of the premises 
distrained upon the gas engine for rent due from the tenant. It 
was held that the engine was a fixture, and had become part of the 
freehold and was therefore not distrainable. 

The annexation is not temporary if it is intended to last during 
the interest of the tenant in the premises, and if the machines, 
although steadied by the annexation and made more useful as 
machines, аге really meant to enhance the value of the mill. Hence, 
in other similar cages, machines have been held to be fixtures. But 
a hydraulic press, fixed by bricks and mortar to the floor of a 
factory, which is a convenience, but not essential to carrying on 
the works, has been held to be a chattel, and so has a switchback 
railway, upon the ground that it was erected, not for the purpose 
of enhancing the value of the land, but only for the purpose of its 
more convenient use for machinery. 

A gas meter fixed in a private house is a chattel, but the retorts, 
boilers, gas-holders, &c., at a gasworks, which are essential for the 
purpose of the works, are fixtures. 

Physical connection with the land is not essential to constitute a 
fixture. Keys are so identified with a house as to rank as fixtures ; 
and it is the same with the stone belonging to amill. Similarly, 
when machinery becomes fixtures, parts of it which are not fixed, 
but which are essential to its working are fixtures also. 


AUSTRALIAN TRAMWAY COMPANIES AND 
THEIR EMPLOYES.—VII. 


THE hearing in the Australian Arbitration Court, before Mr. 
Justice Higgins, of the application of the Australian Tram- 
way Employés Association for an award fixing by law their 
minimum rates of pay and conditions of labour, has been 
continued. In our last report the case for the men was 
practically concluded, and Mr. Hilton, the chief inspector of 
the Prahran-Malvern Tramway Trust, was giving evidence for 
his company. He stated that he had not heard of dissatisfaction 
among the men as to hours, classification, overtime or holiday. 
They had six days’ annual relief, and four extra days for good 
conduct. The men had good notice of their days off. It was not 
possible to keep the lengths of shifts within 81 hours. As regards 
Sunday work, Mr. Hilton contended that the industry was a seven- 
day one, and that those engaged in it ought not to expect special pay- 
ments for working on that day. The same rule held in the case of 
public holidays. Questioned as to the company providing watches, 
he said that, so far as he could tell from his own observation, every 
man who applied for a situation had a watch. Mr. H. S. Dix, the 
engineer and manager of the system, stated that the total increased 
cost in granting the whole of the men's claims would, on their 
system, amount to £12,505 per annum. Their revenue last year 
was £20,314, and their expenditure £20,437. The trust was now 
building other lines in new districte, and it was probable that for 
some time the expenses would increase faster than the receipts. 
Mr. Cameron, the chairman of the trust, pointed out that the trust 
had met the men's demands as far as they cóuld, in some cases 
going beyond the men's Union demands, but they could not meet 
the claims now made. 

Mr. Meakin, one of the lessees of the Northcote tramway, was 
then examined. There were only 40 employés, and there had been 
no serious complaints made by the men. The undertaking could 
not pay the demands now made by the men's Union. 

Mr. Wilcox, for the Melbourne Tramway Co., wished to speak on 
the general results of the various demands, but was overruled by 
the Judge. Mr. Denham, the chief inspector of the line, stated 
that he thought gripmen ought to get 3s. per day more than con- 
ductors. At present the difference was Is. He considered that if 
the employment of casual workers was not permitted, both the 
company and their employés would suffer. He would not agree 
that preference was given to non-unionists, though the company's 
dislike to the men's Union was well known. A notice issued by 
the company warning their employés against joining the Union 
was put in, and witness was asked if he did not consider it & 
threat to the men, He said he did not think this was in the minds 
of the directors. 

At this stage of the proceedings, owing to some dispute with his 
committee as to the way in which the men's case was being con- 


. ducted, Mr. Prendergast retired from the case, and his place was 


taken by Mr. A. C. Warton, the general secretary of the men’s 
association. 

The traffic superintendent of the Melbourne system explained 
that it would not be practical, without considerable additions to 
the staff, to abolish the employment of casual labour. 
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The. Judge expressed the opinion that he was unwilling to fetter 
the freedom of the management unless it could be shown that it 
could be done without serious inconvenience to the public, He 
thought that it rested with the men to prove that the changes they 
advocated were practicable. 

He further considered that during the forthcoming recess every 
effort should be made by both masters and men to meet and try 
and come to some mutual agreement. He was growingly con- 
vinced this would be the best course, as the agreements need not 
be identical, but modified to suit local requirements. Mr. Warton, 
on behalf of the men, stated his willingness to follow this plan, 
and after a day or two's consideration the employers partially 
agreed too. After some further general evidence had been taken, 
and the Judge had emphasised his desire that the case should be 
settled by mutual agreements rather than a definite binding award, 
the case was adjourned til] the close of the recess. 

The appeal against the decision of Mr. Justice Higgins granting 
to the members of the men's association the right to wear their 
badge of membership while on duty was argued in the Court of 
Appeal, It will be remembered that this was the ostensible cause 
of the Brisbane strike. Counsel on the employers’ side argued 
that this was not an industrial matter, and that consequently it 
did not come under the Act at all, so that the action was ultra 
rires, On the men's side, it was claimed that it did concern the 
men, inasmuch as it affected the ordinary course of the industry. 
After hearing the arguments, judgment was reserved. 


NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P. Тномгкох & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


18,458, Variable-speed driving by electric motor and self-contained 
mechanical change gear.“ H. V. JAMES. August 12th. 

18.477. Circuits for the transmission of alternating, undulatory, and 
pulsatory electric ourrents.“ E. Е. Еовтлро. August 12th. 

18,479. Electric secondary clock alarm." G. Laxar. August 12th. 

18,182. Eleotric lamps for vehicles." С. E. Prunssow. August 12th. 
(Complete.) à 

15,198. ‘Circuit arrangements for automatic telephone systems." SIEMENS 
AND HALSKE AkT.-Ges. (Convention date, August l4th, 1911, Germany). 
August 12th. (Complete.) 

18.5209. Telegraphic-transmitters.“ W. 8. BTELJES, August 12th. 

18,562. “Electrical signalling-device.“ T. Weiss and T. A. WALTHER. 
(Convention date, October 2186, 1911, United States.) August 18th. (Complete.) 

18,571. Eleotrical accumulators.” C. DE BEDNEFF. August 18th. 
(Complete.) 

18,596. ‘* Electrodes for electric arcs." A. J. BouLT. (Dynamit Akt. Ges. 
vorm. A. Noble & Co., Germany.) August 13th. (Complete.) 

18,6089. Metal vapour alternating-current rectifiers and similar apparatus.“ 
HARTMANN & Braun Акт. Ges. (Convention date, March 2nd, 1911, Germany. 
Divided application on 5,415/12, March 4th.) August 13th. (Complete.) 

18.632. Production and wireless transmission of electrical oscillations."' 
H. Heinicxe and M. Jasrer. (Divided application on 28,851/11, December 
16th.) August 14th. (Complete.) 

18,654. ‘Electric clocks and the like instruments." C. H. Davies. 
August 14th. 

18.655. Telegraphy and telephony by submarine cables, long-distance 
overhead lines and the like.“ J. ScHIKSSLER. (Addition to and divided appli- 
cation on 4,061/12, February 17th. Convention date, February 18th, 1911, 
Austria ) August 14th. (Complete.) 

18,676. Telephone system." J. Baumann. (Convention date, August 14th, 
1911, Germany.) August 4th. (Complete.) 

18,677. Telephone system." J. Baumann, (Convention date, August 14th, 
1911, Germany.) August lith. (Complete.) 

18,689. „ Arc lamp electrodes," British THomson-Hovuston Co., Lip. 
(Genera! Electric Co., United States.) August 14th. 

18,746. “ Electric cranes." British Тномвом-Носвтои Co., LTD. (General 
Electric Co., United States.) August 15th. 

18,747. Electric rectifying apparatus."  BnirisH THoM»on-Hovuston Co., 
Lro. (General Electric Co., United States.) August 164. 

18,764. '' Electric lighting and ignition apparatus of motor-vehicles and the 
like." B. Brooxs and W. Horr. August 16th. 

18,777. “ Brush gear for dynamo-electric machinery." LaNcasuiRE Dynamo 
AND Motor Co., LTD., R. 5. McLeop and J. Н. Мір. August 16th. 

18,809. Apparatus for the measurement of electrical energy." Н. 
GorrscHaLK and Н. ARON ELERTRICITATSZAHLERFABIUK G. M. h. H. August 16th. 
(Complete.) 

15,810, “Electric meters." H.GorrscHALK and Н. ARON ELEKTRICITATSZAHLER- 
FABRIK G.M.B.H. August 16th. (Complete.) 

18,847. Electric clock systems." A. R. Urwanp. August 16th. 

18,848. * Electric clock systems." A. R. Upwarp. August 16th. 

18,889. *' Device for locking electric incandescent and like lamps in their 
holdere.” W. Н. Lowrg. August 17th. 


18,893. ‘Means for producing magnetic or elcctric fields.” M. Pronr, 
(Addition to 15,774, 1912, Convention date, August 18th, 1911, Austria.) August 
17th. (Complete.) 


Spain.—On the authority of the German Consul at 
Barcelona, the Nieten fiir Handel (Berlin) states that there is 
а large demand in Spain for electrical apparatus, such as dynamos, 
motors, incandescent lamps, transformers, &c., and that there are 
excellent opportunities for doing business, especially in the case of 
the lighter machines weighing up to 8 cwt., as well as in the case 
of small electric fittings. Particularly noticeable is the great 
increase in the use of electric incandescent lamps, in which it is 
stated that there is a large import trade to be done, in spite of the 
increasing number of works manufacturing these articles in Spain. 
— Board of Trade Journal, 


PUBLISHED SPECIFICATIONS. 


Copics of any of the Specitications in the following list may be obtained 
of Mrssrs, W. P. Тномгѕох & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford ; price, post free, 9d. (in stamps). 


1911. 


ELECTROLYTIC CELLS. R. Threlfall 10,149. April 26th. 


Есвівив CUT-OUTS FOR CORTROLLING ELECTRIC Cracuirs. v. Hope. 14,808, 
June 28th. 


APPLICATION OF RADIOACTIVE PHENOMENA TO TELEPHONY, A. Vojen. 17,027. 
(Convention date, August 80th, 1910.) 

AUTOMATIC ELECTRIO BURGLAR ALARM WORKING BY THE OPENING OR Вновт- 
CIRCUITING OF 1T8 PROTECTIVE CIRCUIT, AND FED BY A DOUBLE Сівсогг 
CONNECTED TO THE Two TERMINALS OF A SINGLE BATTERY PRODUCING A 
CONSTANT CURRENT. Н. C. Basuyau and V. A. Leroux. 17,080. July 

bn, 

Evecrraic Motors anD Dynamos. T. L. R. Cooper. 17,716. August 8rd. 


AUTOMATIC TELEPHONE ExcHANGE fSysrTEMS. Western Electric Co. (Western 
Electric Co.) 18,648. August 18th, 1919. 


REGULATORS FOR ELECTRICALLY-DRIVEN RING SPINNING AND Юросвілис MACHINES. 
Siemens Bros. Dynamo Works, Ltd., and Kieffer. 19,089. (Addition to 
28,641 0f 1910.) August 25th. 


SPEED REGULATION ОР ELECTRIC Motors. J. Wagner. 19,869. August 90th. 


RECEIVING APPARATUS FOR USE IN RADIO-TELEGRAPHY AND TELEPHONY. A. Dr C. 
Bower. 19,829. September 6th. 


Mercury Jet INTERRUPTERS, F. W. W. Baker and Gd. Pearce. 25,860. 
November 26th. 


SWITCHES ron HiGH-TENSION ELECTRIC CuRRENTS. Marconi's Wireless Tele- 
graph Co., Ltd. (Entwistle. 96,158. November 22nd. 


Exvecriic MAXIMUM AND Minimum Excess VoLTAGK Switcugs. E. Eisemann 
and E. Eisemann & Co. Ges. 27,72. December 9th. 


ELECTRIC Doog-OPERATORS. 'T.Nakahara. 28,488. December 18th. 


Dxwawo-ErLECTRi0 Macuines, A. Juston. 28,750, December 90th. (De. 
cember 27th, 1910.) 


1912. 
RECEIVING Apparatus For ELECTRIC Oscrunations. Ges. fur Drahtlose Tele- 
graphic. 2,383. January 80th. (March 14th, 1911.) 
ELECTROMAGNETS, D, E. Barnes and A. A. G. Jensen. 2,702. February 2nd. 


BnusH-suirriNGó MECHANISM FOR DYNAMO-ELECTRIO MACHINES. British Thomson- 
Houston Co. and Young. 4,688. February 24th. (February 24th.) 


NEGATIVE ELECTRODES FOR ELECTRIC BEARCHLIGHTS. Geb. Siemens & Co. 
4,780. February 26th. (April 28th, 1911.) 


INSULATORS FOR TELEGRAPH, TELEPHONE AND OTHER ELECTRIC WIRES AND 
CasLkS. T. Taylor. 5,063. February 29th. 


SUSPENSION OF OVERHEAD Сохрсстіха Wires ron Exectric Raitways. A. G. 
Bloxam. (Bergmann-Elektricitats-Werke Akt.-Ges.) 6,690. March 18th. 


METHOD OF OBTAINING ELECTRICITY FROM THE AiR. Johannsen. 7,268. 
March 25th. (March 26th, 1911.) 


Germany and Electrical Export Trade.—Con- 
menting on the recent progress of the German electrical machinery 
industry, which represents one-third of the national production, 
and in particular of the export trade the  Electrotechnische 
Zeitschrift points out the misleading character in this case of 
round figures, as a large portion of the cost of electric installations 
is represented by non-electric machinery, such as boilers, engines, 
rails, cars, &c.; also by accessory objects, such as porcelain 
insulators, carbons, accumulators, standards. &c. Of a normal 
month s shipments of electrical exports, less than half are represented 
by electrical machinery, fully two-thirds being composed of cables, 
lamps. carbons, accumulators, and accessory material. In electric 
installations generally, strictly electrical machinery—dynamoe, 
transformers, motors, &c.—constitute actually only one-tenth of 
the total outlay. In this relatively restricted field, nevertheless, 
German industry has made great strides, and as regards the foreign 
trade, by dint more especially of, judicious capital investments, 
“ There is," says our contemporary, no other (German) industry 


_which hae made, and still makes, such large investments of capital 


abroad as the electrical. We need only to consider the foreign 
investments of the big German banks, or of the two great electrical 
concerns, A.E.G. and S. S. W. and their daughter companies, or the 
share of the Felten & Guilleaume concerns in the trans-Atlantic 
cable companies called into being by them, to recognise what 
German capital and German enterprise have effected abroad. The 
German electro-technical industry has everywhere abroad where a 
possibility was offered, and where the anti-German animus or tariff 
barriers were not insurmountable, and especially on the European 
Continent and in South America, created the largest of installa- 
tions. In English South Africa, by the lucky combination of 
German and English capital. the way has been opened to German 
industry, of which the Great Victoria Falls power station is only 
one example; albeit the entry of our manufactures into English 
Colonies generally is much handicapped by the preferential tariff 
which the Motherland enjoys. In none of these lands, as indeed 
universally, are we loved, and products " Made in Germany” are 
only taken there when they are actually better, and the personal 
advantage of the buyer stills his national bate, “North America 
will always be a closed field to us, for a lightening of the import 
tariff—as our exclusion from the San Francisco Exhibition also 
showed—will never be made. North American industries suffer too 
much from excessive over-production to be likely to facilitate the 
competition of one of their largest world competitors. From the 
foregoing it may be seen that the German electrotechnical industry, 
especially in the last decennium, has attained respectable 
dimensions, and it may be concluded that, with the inclusion of 
new fields, as, for instance, that of main railway construction, a 
steady growth is assured. 
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MORALS : FOR CONSULTING 


ENGINEERS. 


OWING in great measure to the attitude of the ELEC- 
TRICAL REVIEW, electrical manufacturers and contractors 
are not troubled so frequently now as heretofore by 
specifications drawn solely in the supposed interests of the 


buyer. Consulting engineers now act usually as if they 


really understood the fundamental nature of their function, 
which is to act as an unbiased mediary as between buyer 


and seller, seeing that the buyer gets that for which he 
contracted, but ensuring equally that the seller is treated 
honourably by the buyer. Too often in time past consulting 
engineers conceived themselves solely as protectors of the poor 
buyer, whom they surrounded with a laager of prickly clauses 
and conditions, while they themselves retired into bomb- 
proof shelters impenetrable to the contractors’ cries for 
mercy and justice, which scemed to buyer and engineer to 
be the savage roars of malign and crafty creatures out for 
their blood. 

Occasionally even now specifications are issued as if from 
the right hand of God, but there are not many consulting 
engineers in good practice who think it shameful to admit 
even tacitly that they are at least as fallible as eminent 
personages in other. professions and businesses to whom our 
Lady Justice still presents the blindfold eyes and even 
balance which Englishmen are said to adore. 

If we think of the reasons which guide an engineer in 
drawing specifications unfairly to the seller we find two which 
seem radical. The first is that inaccurate conception of the 
primary function of a consulting engineer, mentioned above ; 
and the second is sheer ignorance. Both reasons need not 
be operative in any one case, of course; and it would be 


. difficult to say under which buyers have suffered most. 


A very interesting clause from a psychological point of 
view occurs in many specifications at the present day, and, 
as it is responsible for much unnecessary hardship, it is 
desirable to draw public attention to the fact in the hope 
that alleviation may be obtained. 

When a consulting engineer is employed, let us suppose, 
to devise and superintend the electric lighting of a building, 
he finds that he has to provide for “cutting away and 
making good.” 

He wonders whether he will treat this as part of the 
wiring contract, or whether it should be left to the builder : 
and, in reasoning out the matter, he considers first of all 
the effect upon his client. Obviously it is essential that the 
cutting away and making good shall be done in such a way 
that the fabric is not damaged, and to ensure this the work 
should be done by the proper tradesman, who, in this case, is 
& builder. "Very well, speeify that the wiring contractor 
shall employ a builder to do this work, or simply that it shall 
be done to the satisfaction of the client's architect. But the 
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client always employs a particular firm of builders, and will 
not hear of any other touching the building ; or perhaps the 
building is in course of erection, and it would be impolitic 
to risk the introduction of two builders on the job. Let us 
then omit “cutting, &е., . . . from the wiring contract, 
and, in order that the client shall know all his liabilities, 
get the builder to give an estimate for the work. This the 
builder, like a wise man, refuses to do, as he has no data, and 
the consulting engineer is not sufficiently well acquainted 
with the commercial side of electrical work to help him. 
Here is a dilemma, and here is just where the engineer 


sometimes lets his feet slip from the path of justice. He - 


resorts to violence to shield ignorance which in this case 
is quite excusable, and he forthwith places the wiring con- 
tractor on the rack. Scratch goes the pen, and out on the 
innocent paper comes a clause declaring that the cutting 
away and making good shall be done by Mr. So-and-So, the 
builder in possession, and shall be paid for by the wiring 
contractor. 

That was a clever stroke! Out comes the buyer from the 
bog of unknown liabilities, but in goes the contractor. 
Where now is our Lady Justice? Weeping in a corner 
while the consulting engineer peeps out of the eye-bandage 
and tilts the scales to the buyer. 

It is easily seen how the tendering contractors are placed, 
and what the builder will do under the circumstances. The 
tenderer who estimates human nature most highly will get 
the job, and the builder will act just as anyone of us below 
the rank of an angel would act if he were a monopolist. 

And the sad end of it all is that the buyer, the very man 
in whose interest this clever way out of a dilemma has been 
found, bas to pay more for the wiring tban if the contractor 
had been permitted to buy in the open market. 

Why do you tender? says the outsider. Why, Oh! 
Outsider, does anybody gamble, and speculate on and off 
the Exchange, and bet even on human nature ? 

AS an extreme instance of the cost of ‘ attending electri- 
cians,” as the builder’s phrase goes, comes to memory a 
contract for £300 on which the builder-in-posseseion charged 
between £500 and £600 for this work. 

One, at least, of the Government departments has an 
excellent way of dealing with this admittedly difticult point. 
Cutting, &c., is excluded from the wiring contract, and a 
builder is employed by the Department, under the super- 
vision of its skilled officials, to prepare for the wiring con- 
tractor, and, if necessary, to make good after him. The 
contractor has to set out the work, and is required to keep 
the builder going without intermission ; but should the same 
work have to be gone over "gain, or should the contractor 
have forgotten or delayed to set out the builder's work, the 
cost is borne by the contractor. 

The conclusion of the whole matter is that the buyer, or 
the buyer's engineer, has no right to contract for anything 
and then close the market to the contractor. 


À RECENT issue of one of our con- 
temporaries devoted to the furtherance of 
the gas industry contained an analysis of 
the working of 18 well-known municipal gas undertakings 
for the year 1911-12, which at first sight gave us rather a 
shock. For it appears that the gas unaccounted for by 
these concerns — which we presume disappears somewhere 
between the works and the consumer—averages out at 5'4 
per cent. of the total production, or, roughly, 300,000 cb. ft. 
per mile of main, 

Birmingham, the largest undertaking mentioned, managed 
to lose some 378 million cb. ft. during the year, averaging 
445,000 cb. ft. per mile of main, while its small neighbour 
Smethwick, with even more elusive gas, got rid of 550,000 
cb. ft. per mile of main in the same way. 

We have, of course, always known that gas people were 
callous in regard to leakage on the consumer's side of the 
meter, and that the discovery of gas in electrical street 
boxes was a matter of painful surprise to them ; now we 


When a Leak 
is not a Leak. 


have in black and white a candid declaration that gas to the 
tune of half a million cb. ft. per mile of main goes astray, 
disappears— in fact, anything but escapes. The poor central 
station engineer tied up by Government regulations enjoin- 
ing that leakage current shall not under any conditions 
exceed one-thousandth part of the maximum supply current 
and compelled to provide instruments to record continuously 
the deficiencies, if any, of his distribution network, may be 
pardoned for wondering why this laxity is permitted in the 


.case of a huge quantity of poisonous gas disappearing. 


For it does not leak—no one would suggest that for a 
minute. Indeed, another issue of the same journal in 
referring to the subject assures us that the attack is quite 
wrong in assuming that ‘loss of gas’ in the annual reporte 
means gas which has escaped—it is simply gas not 
accounted for, in which leakage is only a factor at any 
time 

What could be more convincing? 


В ON unother page we give а desoription 
к. of the Ceag' lamp which was successful 
Safety Lamps. in receiving the chief prize of £600, and 
also one of its competitors, the Stach 
lamp, which, with seven others, was awarded a prize of £50 
each. Both these lamps, it will be noticed, are German 
inventions; out of the nine successful competitors there 
were three from Germany, and amongst them one of such 
excellent merit that, taking a money value, the judges decmed 
it worth 12 times more than any of the others. From the 
descriptions of the two lamps in this issue, it will be easily 
seen why the “ Ceag " is the better, and we may assume that 
Ње “ Stach " lamp is fairly representative of the other lamps 
which obtained the minor awards. It is a little difficult to 
understand why British manufacturers have so neglected this 
really very important piece of mining equipment, as neglected 
it undoubtedly has been, and even the offer of a £1,000 
prize scarcely roused them from their lethargy. Probably 
now they will wake up when they really understand that a 
miner’s electric safety lamp is not something that might be 
wanted sometime, but is already being demanded. For 
instance, in the report of the late Mr. Pickering (H.M. 
District Inspector of Mines for Yorkshire and Midland 
District), we read the following: —“ The total number of 
safety lamps in use was 211,356, being an increase of 
3,081, as compared with the preceding year. A striking 
feature of the table is the increase in the number of 
portable electric lampe from 69 to 922. With my approval 
the management of two mines introduced this type of lamp 
into the workings. They give an incomparably better light 
than the safety lamps, and their general use would have the 
effect of reducing accidents, especially from falls of roof and 
from haulage." 

Again, in Mr. Walker's (Scotland district) report, we 
find :—* At three mines electric lamps have been introduced, 
and, as far as I have heard, have given satisfaction. There 
is, in my opinion, a great future for such lamps, and I trust 
one of this description will be devised and adopted which 
will meet all the conditions it is claimed the Scotch lamp at 
present does without the danger it possesses of igniting 
small quantities of fire-damp, owing to its being carried in 
the miner's cap." 

Altogether, we find that in the mines of Great Britain there 
were 4,298 miners' electric safety lamps in use during 1911, 
out of a total of 723,924, so that it would seem there is 
any amount of room for development. We also note that 
341,345 of the ordinary oil safety lamps were lighted by 
electricity. 

Turning for a moment to accidents caused by explosions 
of fire-damp. we find that the use of naked lights caused 17 
separate fatal accidents, resulting in 21 deaths, and 119 
separate accidents caused injuries to 184 workmen. One 
fatal accident, causing three deaths, was traced to a safety 
lamp, while three other accidents with safety lamps caused 
injuries to four workmen. Another fatal accident, not 
included in the above, is supposed to have been caused either 
by a man striking a match after his safety lamp was 
extinguished by gas, or by the gauze of the safety lamp 
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becoming so hot by its burning with a full-sized flame in fire- 
damp that the outside gas was ignited.” 

That “familiarity breeds contempt” is well enough 
known, and as we are all more or less guilty of treating 
daily occupations as if nothing untoward ever would or 
could happen, so it is with the miner. He, last of 
anyone, expects an accident to him, so that one can 
understand—though not excuse—a little carelessness on his 
part, for which he is often severely punished. He must be 
protected against himself, and the best way to do this 
would be to supply him with an electric safety lamp. 
We are quite certain that be would gladly accept it 
on account of the better light—and there can be no 
doubt of its being a real safety lump, and not опе in 
name only. 


Frou time to time we have called 
attention to the danger of train lighting 
by gas; indeed, this danger has been 
officially recognised in this country, 
although, so far, official warnings on the subject do not 
appear to have led to any tangible result. 

Only last month two further accidents happened. (ne, 
at Manchester Exchange Station, where the gas reservoirs 
of a train were being charged, and escaping gas became 
ignited by a lamp which one of the men carried, resulted 
in an ехріоеіоп and injuries to seven men; the other in 
Toronto, Canada, resulted in a sleeping car and a baggage 
car being practically destroyed, while the passengers had 
barely time to make their escape. | 

There is a startling similarity between the two cases, as 
the Toronto Hail states that the accident at the Union 
Station was due to the torch carried by a car tester setting 
fire to the gas tank under the car, presumably because the 
latter leaked. At any rate, the flames spread so quickly that 
the 25 occupants of the car fled in their night attire, minus 
their belongings, which were destroyed with the car, a similar 
fate befalling an adjoining baggage car. 

So many accidents of one kind or another have been 
reported in connection with gas-lighted trains, and the safe 
alternative of electric lighting is so ready to hand, that one 
begins to suspect Government and railway departments of 
being alike indifferent as regards the safety of both passengers 
and employés. 


The Gas Danger 
in Train 
Lighting. 


ONE is inclined to question the wisdom 
of setting up & Council to inquire into 
trade disputes so as to prevent strikes, such 
Council having no compulsory powers. What can it effect ? 
If it secures respect for its conclusions, it may be able to direct 
the public sympathy in the right line. No strike can really 
be a success if the general public do not sympathise. The 
public did not sympathise in last year's railway strike, because 
they felt that the strikers had deliberately set themselves to 
inflict all the injury they could on perfectly innocent people. 
The public usually come to fairly just conclusions, and one 
thing they do insist on is that privileged workers, such as 
Government servants, railway and tramway employés, and 
the staffs of gasworks and. electricity works should have 
special consideration for the public. 

No class of the community can raise its status as a class, 
except by the will of the general community. Hence the 
fact that the community really determines the success or 
failure of a strike according as it approves or disapproves of 
the action of either side. Thus in the strike of 1897 in 
the engineering trades the men virtually lost very largely 
because the public saw that the Trade Unions were acting 
inhumanly towards the unskilled men, especially in the 
matter of machine-tool attendance.  ;The strict Trade 
Union attitude was that the smallest automatic tool should 
of itself absorb the whole time of one skilled tradesman. 
We have heard workmen claim that a man has a better 
chance of rising in America; that in Great Britain a man 
is kept down to his class by those in higher classes. Yet 
these very men were rigidly keeping down their assumed 


Strikes and 
the Public. 


inferiors to the lower unskilled ranks from which Trade 
Unionism forbade them to rise. This sort of thing, of 
course, prevails in all professions and employments. Medical 
men of no serious knowledge object to the quack, who may 
be a mere humbug or may be a far better man than his 
detractors. But he is of the great order of quacks, and 
there is no distinction made. George Stephenson was an 
engineer, if we accept Telford's definition of the title, but 
he could not enter the Institution, simply because he had not 
been a pupil to a member of it. To-day all the engineering 
Institutions have among their members many who are pro- 
prietors of works, and some of these men have no title to be 
regarded as engineers ; but their draughtsmen would be shut 
out or granted Associateship by grace, and yet might be engi- 
neers in every fibre. This is all akin to the spirit of the recent 
strikes, which have been instituted by men in good positions at 
the expense of their equals who have been less fortunate in 
securing steady work. "The general community is so very 
largely composed of those whose billets are much less 
permanent and less remunerative than those of tramway or 
railway men, that these more or less casual workers count 
heavily in public opinion. 

Any strike Council to be of use must really gauge and act 
upon the general popular opinion. It is to be hoped that 
strikers have now learned that they cannot outrage public 
sentiment and secure publie sympathy. The public perceived 
that the recent dock strike, which put so many unionists into 
starvation, commenced with a demand to prohibit а non- 
union man from working. Не was to be starved. And 
the publie withheld their support, with fatal consequences to 
the strike. 


SOME particulars have recently appeured 
in the daily Press regarding an excep- 
tionally interesting scheme which is under 
consideration in connection with the supply of water to St. 
Petersburg. The river Neva being the source of supply, the 
water has to be purified and sterilised before it can be used, 
and for some years past the municipal Duma has tentatively 
employed ozone for the process of sterilisation ; the results 
have been so satisfactory that the system is now to be adopted 
on a very large scale at the Spalernaia waterworks, where no 
less than 60 million gallons will be dealt with daily. The 
estimated cost of the installation—which includes buildings, 
power plant of several thousand kilowatts, ozone generating 
plant, air driers and coolers, ozonisers and sterilising towers, 
and the necessary air and water pumps—was about 10 
million roubles, and three tenders were submitted by Conti- 
nental firms in the neighbourhood of that figure. We are 
pleased to notice, however, that a British tender has 
been, put in, quoting a price some 3 millions lower 
for the complete installation: so large a difference must 
necessarily weigh heavily in our favour, in spite of the well- 
known influences which are notoriously met with in Russian 
enterprises, and we can hardly imagine that the City Council 
will sanction the expenditure of the larger sum in the face 
of the British offer. The latter, of course, emanates from 
the Ozonair Co., who, without making any fuss, have been 
quietly developing their system and have carried out a sur- 
prisingly large number of permanent installations, one of 
the most recent being that for the supply of ozonised air to 
the whole of the Central London Railway tunnels. 

The contract under consideration is not only the largest 
as yet undertaken by the company, but is also the most 
important of its kind in the world, and we sincerely trust 
that the British tender will receive fair and impartial treat- 
ment at the hands of the municipality of the Russian 
metropolis. 


A Large Russian 
Contract. 


National Sporting Club Illumination,—4A recent 
installation of Osram drawn-wire lamps has been put in at the new 
theatre of the National Sporting Club. The main lighting scheme 
of this hall consists of three large panelled electroliere, 6 ft. in 
diameter, carrying 16 frosted round-bulb Osram lamps on the per- 
forated corona at the top and 16 clear 50.C.P. Osram lamps in the 
interior. The panels of the fittings are glazed with rolled obscured 
plate glass. A most brilliant light is secured, giving a perfect 
illumination from ceiling to floor. : 
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THE BRITISH ASSOCIATION.—I. 


Ox Wednesday the British Association opened tits annual 
meeting at Dundee—exactly 45 years to the day and hour, 
as the President pointed out in his address, from the moment 
when the Association met at Dundee under the presidency 
of the Duke of Buccleuch. “ There were giants on the 
earth in those days"; such men as Francis Galton, John 
Tyndall, Archibald Geikie, Sir William Thomson, W. J. 
Macquorn Rankin, J. Clerk Maxwell, Charles Wheatstone, 
William Crookes, Alfred Russel Wallace, and Sir William 
Armstrong—to name only a few—were present on- that 
occasion, when the tide of progress in science and 
engineering was running high, and boundless fields of dis- 
covery were open to the genius of research. 

Then John Tyndall delivered an Evening ‘Discourse on 
* Matter and Force”: now the keynote of the meeting, 
struck hy the President, Pror. E. A. SCHAFER, is the 
problem of the nature, origin and maintenance of Life— 
life in the scientific sense, which is essentially associated 
with matter. We are unable in this place to deal at length 
with Prof. Schiifer’s masterly exposition of this fascinating 
subject ; suffice it to say that, while vast progress has been 
accomplished and remarkable discoveries have been made 
in connection with the nature and maintenance of life, the 
man of science appears to be no nearer to a solution of that 
eternal mystery—the origin of life on this globe. Regarding 
the evolutionary hypothesis, the President says :—‘ The 
origin of life must have been due to the same process, this 
process being, withoujf exception, continuous, and admitting 
of no gap at any part of its course." Quite so; the diffi- 


culty is found, not in following the course of evolution, but . 


in accounting for its initiation. Various theories are dis- 
cussed by Prof. Scháfer, but there is no evidence to support 


any of them, and eventually he passes on with the remark, | 


“ Assuming the evolution of living matter to have 
occurred... and the word we have italicised aptly sums 
up the position. 


On taking the chair of Section A (Mathematics and 
Physical Science), Pror. H. L. CALLENDAR, L.LD., F. R. S., 
briefly referred to four distinguished members who had died 
during the year : George Chrystal, Professor of Mathematics 
at Edinburgh for more than 30 years, and secretary of the 
Royal Society of Edinburgh since 1901, author of well-known 
mathematical works and of the classical article on ** Electricity 
and Magnetism ” in the Encyclopedia Britannica“; John 
Brown, F.R.S., who will be remembered for his experimental 
work on the Volta contact effect between metals ; William 
Sutherland, sometime Professor of Physics at Melbourne and 
author of numerous papers on molecular physics ; and Osborne 
Reynolds, the first Professor of Engineering at Owens College, 
chiefly famous for his accurate determination of J over a 
large range of temperature and for his last great work on the 
“ Submechanics of the Universe.” 

The present year has been one of remarkable activity in 
the world of mathematical and physical science, if we may 
measure activity by the number and importance of scientific 
gatherings for the interchange of ideas and the general 
advancement of science. Prof. Callendar spoke of the vast 
importance of such gatherings, not only in their effect on 
the particular societies or industries involved, but also in 
their promoting “that ever-growing fellowship among men 
of science, which is one of the surest guarantees of inter- 
national progress." The facilitation of the interchange of 
students between different Universities as discussed at the 
Congress of Universities of the Empire and the peculiar 
advantages that would thus accrue to students in the higher 
branches of research were also touched upon ; also the work 
of the recent Optical Convention in revealing the extent of 
our optical industry and talent, and that of the Radio- 
Telegraphic Conference in formulating regulations for 
extending the applications of modern physics to saving life 
and property at sea. 

Observing the impossibility of reviewing in detail the 
important work of these Congresses and the equal impossi- 
bility of giving any connected account of the recent develop- 
ments in the rapidly-widening field of physics and mathe- 


i 


matics in the short time at his disposal, the President 
proceeded to adopt an “ appropriate alternative . . . to 
select some theory or idea, sufficiently fundamental to be of 
general interest, and to discuss it in the light of recent 
experimental evidence." The advantage of taking stock 
of our fundamental notions in this way and of determining 
how far they rest on experimental evidence as distinct from 
developments of some analogy, reasonable enough up to a 
point but leading into error if pushed too far, cannot be 
gainsaid, and in proposing to consider in this way some of 
our fundamental ideas with regard to heat, Prof. Callendar 
has created a wise precedent. 

At the outset, he remarked that the general impression 
that there was something fundamentally wrong about the 
old caloric theory had been gained as a result of the method 
commonly adopted of selecting all the mistakes made in the 
application of this theory, and contrasting them with the 
correct deductions made from the kinetic theory. It was 
his intention to show this fictitious antagonism between the 
two theories to be without real foundation, that they should 
rather le- regarded as different ways of describing the same 
phenomena, and that although the kinetic theory might be 
generally preferable for clementary exposition, the caloric 
theory would have the advantage of emphasising the import- 
ance of fundamental physical conceptions, which are often 
lost sieht of in the kinetic method of treatment. | 

The experiments of Rumford and Davy, although proving 
that caloric did not possess in any marked degree the pro- 
perties of an ordinary ponderable fluid, did not prevent the 
simple conception of caloric, as a measurable quantity of 
something, leading, in the bands of Laplace, to correct 
values for the ratio of specitic heats and to the adiabatic 
equation for gases. In the same way the conception of the 
electric **fluids" played a very useful part in the descrip- 
tion of electrical phenomena long before their actual existence 
as physical entities had been demonstrated. | 

Although still misrepresented on the ground that much of 
his reasoning is expressed in the language of the caloric 
theory, the work of Sadi Carnot, Reflections on the Motive 
Power of Heat," remains the greatest contribution of the 
caloric theory to thermodynamics. 

Carnot set himself to investigate the conditions under 
which motive power was obtainable from heat, how the 
efficiency was limited, and whether other agents were pre- 
ferable to steam. The answer which Carnot found embraces 
the whole range of science in its ever-widening scope. 

By means of the ** cycle " which now bears his name, and 
using only the simplest conceptions of the caloric theory, 
Carnot evolved the simple but sufficient. rule for maximum 
efficiency :—'* In order to realise the maximum effect, it is 
necessary that, in the process employed, there should not be 
any direct interchange of heat between bodies at sensibly 
different temperatures" : and his famous principle, ** The 
motive power of heat is independent of the agents set at 
work to realise it. Its quantity is fixed solely by the tem- 
peratures between which in the limit the transfer of heat 
takes place.“ 

By considering a cycle of infinitesimal range of tempera- 
ture Carnot deduced his derived function, which must be the 
same for all substances at the same temperature. 

This function he proceeded to evaluate from the rough 
data then available for water stuff, alcohol and air. The 
method used in this evaluation now generally goes by the 
name of Clapeyron's equation, because Carnot did not give 
his equation in algebraic form. During this evaluation for 
air, Carnot obtained an expression for the heat absorbed by 
& gas in expanding at constant temperature, and its constant 
ratio to the work of expansion—a remarkable anticipation 
of Joule's work nearly half a century later. 

This prediction has generally been overlooked chiefly on 
account of the inclusion of the unknown value of Fi “C. A 
few years ago Prof. Callendar himself discovered in a foot- 
note in Carnot’s work, the solution to the whole problem, 
viz., that if temperature be measured on the perfect gas scale, 
the value of Е, / on the caloric theory would be the same 
for all temperatures, and if represented by a numerical 
constant A in the equation w = AQ (T — To) would exactly 
correspond with the value of the Joule equivalent. 

As Prof. Callendar remarked :—‘ This solution obtained 
by Carnot from the Caloric Theory, so far from being incon- 
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sistent with the mechanical theory of heat, is a direct state- 
ment of the law of conservation of energy as applied to the 
Carnot cycle.” Perhaps the actual statement by Carnot in 1824 


that motive power (energy) changes its form, but is never. 


annihilated " is the most remarkable evidence that, but for 
his early death, the equivalence of work and heat would have 
been discovered and evaluated as a direct outcome of the 
caloric theory. 

The caloric tneory would measure heat precisely as we 
measure a quantity of electricity. The mechanical theory 
measures heat as energy just in the same way that we 
measure electrical energy when we buy it in Kw.-hours. 
In fact, we have the following exact analogues if we adopt 
caloric as our term for quantity of heat on the caloric theory. 


Caloric—Quantity of electricity = Q 

Temperature— Voltage = (T — To) or (V — Vo) 
Heat energy— Electrical energy = w. 

Then in these two cases we have the equations— 


Heat equation = JH = JQ (T — To) 
Electrical equation w = 0 (v vo). 


The measure of a quantity of caloric is the work done per 
degree fall. 

What Prof. Callendar termed the ** re-discovery of caloric ” 
has been attended by the invention of new names, such as 
the thermodynamic function of Rankine, and the equivalence 
value of a transformation in Clausius’ formula, all of which, 
including the more general term “ entropy,” are mere aliases 
of the original caloric, since the quotient of heat energy by 
temperature is caloric. ' 

The value of importing into our modern theory some of 
the old “material theories” appears in many ways, and, 
perhaps, it is not too much to hope that “caloric” as a 
measure of heat may become as useful a conception as the 
* charge " as & measure of electrification. 

Having outlined his scheme for an amalgamation of the 
two theories of heat, Prof. Callendar spent a short time in a 
discussion of the question, What is caloric?” and after 
dealing with some of the difficulties of the material theory 
of heat to explain observed phenomena, proceeded to 
* speculate a little on his own account.“ 

His speculations are best stated in his own words, and 
will no doubt form food for further speculation on all sides, 
opening up as they do new fields into which physicists have 
` scarcely yet dared to enter. He said, I should prefer to 
regard the molecules of caloric, not as being identical with 
the corpuscles of negative electricity, but as being neutral 
doublets formed by the union of positive and negative 
corpuscles, in much the same way as a molecule of hydrogen 
is formed by the union of two atoms. ..... In the 
symmetry of nature it is almost impossible that the positive 
corpuscle should not exist, but even if we regard the exist- 
ence of neutral corpuscles as not yet definitely proved, it is, 
I think, permissible to assume their existence for purposes of 
argument, in order to see whether the conception may not 
be useful in the interpretation of physical phenomena." 
Adopting this suggestion, the Professor outlined a theory of 
heat. conduction of the “dissociation” type, and threw 
much light on many of the vexed questions of the relation 
between matter and energy and the structure of the ether. 

After touching upon the question of the weight of 
caloric and upon its “awkward habit of becoming infinite," 
Prof. Callendar concluded his address by expressing the hope 
that he had succeeded in conveying the impression that a 
caloric theory of heat was not so entirely unreasonable in the 
light of recent experiment as they were sometimes led to 
imagine. 


In the course of a masterly address to the Chemical 


Section, PROF. A. SENIER, D. Sc., after reviewing the evolu- 
tion of chemical science, put the question, ** Why should 
we pursue chemistry? It is suggested that intellectual 
discipline is a reason; but, I ask, for what purpose? Will 
anyone pretend that intellectual discipline without utilitarian 
object, without the possibility of using it for the betterment 
of society, is a worthy pursuit? I think not. 
Research in chemistry, apart from the possibility of applying 
it to the advantage of humanity, cannot be defended. The 
mastery of the seemingly unlimited resources of nature which 


chemistry achieves more and more, and its use to alleviate 
the misery and add to the happiness of mankind, is the only 
worthy and effective defence. But, of course, no 
narrow idea of utility must be aimed at. Practically any 
chemical inquiry may lead to results of material advantage. 
Certainly, nothing could be more mischievous than to make 
а narrow immediate utility the test. On the other 
hand, it should not be forgotten that, in making use of the 
manifold advantages derived from the growth of science, 
humanity, on its part, owes a great debt to scientific 
inquirers, and ought to feel it a sacred duty to do in return 
allin its power by support and encouragement to further 
scientific research." 

In connection with the manufacture of explosives, he 
pointed out that the ability to wage war was becoming more 
and more dependent on the work of chemists. When the 
supply of mineral nitrates is exhausted, or even before that 
event, the requisite nitrogen compounds will have to be pro- 
vided in some other way, and almost certainly they will be 
obtained synthetically from the atmospheric gases which even 
now are becoming a commercial source. 

Turning to the preseut indiscriminate elementary teaching 
and neglect of research, he said “if this is not good for 
Scholars or students, it is worse for masters or professors. 
Our professors work ‘whole time’ at this ‘stall-feeding ' 
process, and if they happen to be strong men mentally and 
physically they may be able when weary with work to devote 
any overtime to—what I submit is far the more important 
matter for the State—the advancement of science by research. 
But this pursuit requires, for its successful prosecution, for 
resource and initiative to be at their best, that all the 
faculties should be in readiness in their fullest strength, free- 
dom, and adaptability.” In Germany this strain of elemen- 
tary teaching is more recent, and is only now being felt. 

“Sir Walter Raleigh says that every university is bound 
to help the poor . . . but that does not mean that a uni- 
versity is doing good if it helps those who have no special 
bent for learned pursuits to acquire with heavy labour and 
much assistance just so much as may enable them to pass 
muster ; on the contrary, it is doing harm. I would like to 
invite the attention of all who are seriously interested in the 
country's welfare to reconsider the present policy in the 
teaching of chemistry ; and this applies also to other 
sciences. For the advancement of civilisation, for the 
increased welfare of the race by the technical applications of 
our science, it is not the indiscriminate teaching of the 
masses and the multiplication of examinations that is wanted, 
but the training of the few, of capable investigators." 
* Our first endeavour should be to secure under present con- 
ditions in the present college or works laboratories, or in 
laboratories to be specially provided, that capable men, of 
whom we bave many, should be able to devote themselves to 
research without the worry of teaching and examining or of 
providing the ways and means of livelihood.” 

In his address to the British Association at Winnipeg, 
Prof. Sir J. J. Thomson said: “I have had considerable 
experience with students beginning research in experimental 
physics, and I have always been struck by the quite remark- 
able improvement in judgment, independence of thought, 
and maturity produced by a year's research. Research 
develops qualities that are apt to atrophy when the student 
is preparing for examinations, and, quite apart from the 
addition of new knowledge to our store, is of the greatest 
importance as a means of education." 

„The object and ideal," said Prof. Senier, “is wrong 
also in our system of technical training. We aim too much 
at giving elementary instruction to artizans, which, though 
important in itself, can never take the place of the higher 
education of leaders or managers of industrial works. This 
is different in Germany, where, although the training of 
artizans is by no means neglected, the chief energy is directed 
to the training and teaching of the smaller class of managers. 
There is, too, in Germany a far more intimate 
relation between academic and industrial work, and the leaders 
in each often interchange posts. In one respect we have an 
advantage over Germany ; it is important that this should 
be understood. The higher technical instruction across 
the Rhine has not been undertaken by the Universities, but 
is carried out in separate institutions. With us the Univer- 
sities have gradually undertaken, in addition to the older 
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technical subjects, theology, medicine and law, the various 
branches of engineering and agriculture, and even commerce. 
This, it is to be hoped, will be extended, so that the highly- 
trained technologist may have the advantage of the undoubted 
humanising influence of the University." 


PROF. ARCHIBALD BARR, President of Section G (Engi- 
neering), dealt. with the wsthetic aspect of engineering, 
holding that the engineer failed in his duty in so far as his 
works were detrimental to the health, or destructive to the 
property, of the community, or in so far as they were 
unnecessarily offensive to any of the senses of those who were 
compelled to live with them. Municipal authorities would 
spend large sums on the adornment of the streets with stately 
buildings, and on the purchase of works of art—yet they 
would tolerate the presence of unnecessarily ugly and noisy 
tramcars in those streets, and draw a paltry income from the 
display of hideous advertisements. The injuries and incon- 
veniencies resulting from engineering activities were due, he 
considered, in almost all cases to failures rather than to 
successes ; the more completely the engineer achieved the 
primary end of his work, the less was the damage or injury 
that could be laid to his charge. The combustion of fuel 
did little harm to anyone; it was the imperfection of the 
combustion that was the main cause of injury to the 
amenities of populous centres. The time was not far distant 
when the direct burning of bituminous coal in open grates 
would be looked upon, not only as a source of serious harm, 
but as a culpably wasteful practice. Present indications 
pointed to the coming of a time in the near future, when the 
power and heat required for industrial and domestic purposes 
would be distributed electrically, in a perfectly inoffensive 
manner, from large central stations; and even at these 
stations there would be no pollufion of the atmosphere. In 
his Presidential Address to the Institution of Electrical 
Engineers in November, 1910, Mr. Ferranti dealt in a most 
masterly way with this, which was undoubtedly the greatest 
of the many schemes at present before the engineering pro- 
fession. That address read like a chapter from a Romance 
of Utopia, but unlike most of the forecasts that had been 
presented to us of ideal conditions in & world of the future, 
the system which Mr. Ferranti sketched out, and advocated 
with so much knowledge and convincing argument, did not 
depend for its reasonableness on the postulation of a per- 
fected humanity. It would not only provide vastly improved 
conditions of life for the community as a whole, but it would 
satisfy the more selfish aims of the users of power and the 
makers of machinery, by increasing the economy of produc- 
tion and stimulating the demand for mechanical appliances. 

But there were injuries which might be inflicted upon the 
community other than those to health and physical comfort. 
Every one had some sense of the beautiful and the comely, 
and the engineer whose works needlessly offended even the 
most fastidious taste was acting contrary to the spirit of his 
profession, at its best. There had been far too great a 
disregard of zesthetic considerations in the everyday work of 
engineers, A greater regard for artistic merit in their 
designs would not necessarily lead to extravagance, but, 
in many cases, would conduce to economy and efficiency. 

There ought to be a closer connection than was usually 
recognised between the work of the engineer and that of 
those to whom the title of artist was usually restricted. The 
separation of the beautiful and the useful was quite a modern 
vice. A structure of any kind that was intended to serve a 
useful end should have the beauty of appropriateness for the 
purpose it was to serve. The attainment of the highest 
efficiency brought with it the greatest artistic merit. 


: (To be continued.) 


‚ Acton Transfer.— Mr. Н. S. Schultess-Young, chairman 
of the local Ratepayers’ Association, during whose chairmanship 
of the U.D.C. the transfer of the Council's electricity undertaking 
to the Metropolitan ‚Со. was agreed upon, has issued a manifesto 
protesting against so important a matter as the completion of the 
agreement between the parties, as reported in the REVIEW last 
week, being hurried through a vacation meeting, more especially 


as in view of the long legal vacation nothing could have been 
till October 12th. s ú er 


MINERS' ELECTRIC SAFETY LAMPS. 


As announced in our issue of the 28rd ult. the judges 
appointed by the Home Secretary in the international com- 
petition for the best miners’ electric safety lamp awarded the 
first prize of £600 to Mr. Farber, of Dortmund, Germany, 


for the Ceag lamp, which has been placed on the market 


in this country by the Ceag " Electric Safety Lamp Co., 
of 19, St. Dunstan's Hill, London, E.C. Eight other com- 
petitors received £50 each, so that we may assume that the 
latter were equal in merit, but much below that of thé 
* Ceag" lamp. ; 

This lamp, which is shown in fig. 1, was designed at the 
iustance of a German coalowner after one of the worst 
mining disasters in recent years, and is the outcome, there- 
fore, of practical necessity : the want of such a lamp was 
felt in Germany, as it has been in our own country, and we 


Fie. 1.—THE Села SAFETY LAMP. 


understand that some 20,000 have been at work in mines on 
the Continent for some. years. It is, therefore, beyond the 
experimental stage, and in the course of years has been 
improved since first manufactured: until its present state of 
perfection, sound construction, simplicity, cheapness and, 
most important of all, safety and reliability, has been 
attained. The lamp consists of three parts—the accumu- 
lator and the “ bottom and “ top” parts—and weighs a 
little over 4 lb. It is so strongly constructed that it may be 
thrown on to a stone floor without receiving any serious 
damage, and this experiment was repeatedly made during the 
practical trials carried: out by the judges. | 

The accumulator consists of a strong celluloid easing and 
two lead electrodes, the latter being screwed into the lid of 
the casing. They are circular in shape, which prevents 
warping, and gives considerable capacity of resistance. The 
acid is prevented from spilling by a novel arrangement, 
which permits free escape of the gases. The lid is detach- 
able, and so arranged that the electrodes may be easily 
changed. Both pole ends are fitted with two detachable 
contacts on springs, which form the contacts for conveying 
the current to the glow lamp; this device prevents oxidising 
troubles, as they may be easily cleaned by washing in warm 
water. The accumulator is separated from the outer steel 
casing by an intermediate space, and is thus protected against 
damage by rough usage or external force. | 

The bottom part of the lamp is a round, stout corrugated 
casing of heavily tinned pressed steel, the bottom of which 
is provided with a small furrow, which keeps the accumu- 
lator in position. 

The top part of the lamp containing the glow lamp is 
secured by a bayonet joint to the bottom casing, and is 
locked by a magnetic lock, which can only be opened by a 
strong magnet. The connection between the loose contact 
and tbe glow lamp is effected through-a brass segment which 
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is insulated from the body of the lamp, and makes it possible 
to switch the light on and off by simply turning the top part 
while the lamp is locked. The glow lamp is a metal- 
filament lamp of 1:5 c.p., and burns after charging—which 
takes 4-5 hours—continually for a period of 16 hours. The 
lamp bulb is protected by a thick glass dome in a cage of 
four iron rods, and is placed between spiral springs, which 
take up any shock due toa knock or violent vibration, and 
hence it is not so liable to damage as bulbs rigidly held in 
position. The chief advantage, however, of this arrange- 
ment is that it ensures absolute safety against igniting fire- 
damp, as should this protecting bulb become broken the 
electric circuit breaks automatically. 

Some of the advantages claimed by the makers of this 
lamp, as compared with oil lamps, are :—(a) It gives a good, 
well-distributed, steady light approximately twice that of an 
ordinary safety lamp, burns in any position, does not flicker, 
and the glass never gets dull or clouded ; (b) the bright and 
steady light makes the miner’s work easier, and enables 
dangerous breaks in the sides or roof to be more easily dis- 


Еа. 2.—THE STACH SAFETY LAMP. 


covered ; (c) nystagmus and other eye troubles are not so 
liable to be contracted ; and (d) there is absolute safety from 
ignition of fire-damp. 

With regard to the cost of installing these lamps, the makers 

have not supplied any figures to support their statement, 
which is to the effect that careful calculations made during 
several years at a number of mines which are саи with 
these lamps show that the cost is not higher than with an 
oil lamp installation. If the makers can substantiate this 
statement to colliery owners by practical demonstration, it 
practically removes the one objection that can be laid against 
providing miners with electric lamps in place of the uncertain 
and, we may вау, even dangerous so-called safety oil lamp. 
It is, at any rate, satisfactory to note that a modern lamp 
cabin, to hold 3,000 ** Ceag " lamps, is now under construc- 
tion at Bull Croft Colliery, near Doncaster. 
The Stach lamp, which obtained a prize of £50, is 
shown in fig. 2. This lamp is being put on the market by 
the Electrical Co., Ltd. As will be seen, it consists of a 
cylindrical wrought-iron welded case, carried on trunnions 
in ẹ stirrup handle, which is at the top provided with the 
usual spiked iron hook for the purpose of suspending the 
lamp by driving the hook into a wood prop during work. 


On top of the iron case there is fitted a brass ring, ren- 
dered water-tight by means of a rubber seating. The ring 
and the case are arranged to fit together, and are locked by 
means of an iron pin worked by a spring, which can only 
be withdrawn by the use of a powerful magnet, and it is 
impossible for it to be opened except in the lamp cabin. 
On the upper part of the lamp is a stout brass wire cage or 
guard protecting the glass globe and the glow lamp. The 
former is of considerable thickness, and rests upon a rubber 
ring, which renders this part of the lamp water-tight and 
gas-tight. "The metal-filament lamp is of the Aegma type, 
of 2 C. P., 2 volts. It is of the screw pattern, and is specially 
designed with a view to securing the maximum of safety. It 
has no tip, but is sealed off so that the bulb is quite smooth. 
Between the leading-in wires there is placed a little wall of 
glass, so that even if the lamp were destroyed by breaking 
the bulb and the filament, the leading-in wires could not be 
brought together so as to cause a short-circuit and a 
dangerous spark. The method of lighting the lamp is to 
turn the upper part in a clockwise direction relatively to the 


1, Carrying hook; 2, Eye with rivet; 3, Washer for same; 4, Hoop; 5, Pot; 
5b, Fitting ring; 7, Side springs; 10, Side screws; 11, Washers for same; 
16, Upper ring; 18, Magnetic lock; 18e, Covering plate for magnetic lock; 
19, Drilled ebonite disk; 19c, Bayonet ring; 21. Contact springs; 28, Bent 
brass rods for guard; 28a, Contact spring for glow lamp; 24, Screws for con- 
tact springs; 24a, Lamp contact screw; 84, Patent bell glass; 86, Round 
rubber fitting ring for same; 86, Lampholder; 88a, Nickel reflector ; 
89, ео glow lamp; 40, Accumulator; 41, Rubber plug; 42, Gas outlet 
cartridge. 


Fig. 3.—STACH Lamp, TYPE R. 


lower part. This causes the contact springs to slide over 
the terminals of the accumulator, thus ensuring a good 
rubbing contact. Switching off is performed by reversing 
this operation. "There is no perceptible spark at opening or 
closing the circuit, and lengthy experiments have been carried 
out which have proved that the ignition of inflammable gas, 
either inside or outside the lamp, is impossible. 

The accumulator consists of a 2-volt, round, semi-dry 
lead accumulator, in a celluloid case. It is so constructed 
that it not only always fits down into the proper position in 
the case, but it cannot be put on the charging board in 
the reverse direction. This is very simply effected by means 
of a celluloid projection fixed eccentrically on the bottom of 
the cell. The electrodes are wrapped in glass wool, which 
absorbs some two-thirds of the sulphuric acid used as elec- 
trolyte, and the plates are so prepared that they are able to 
stand rapid discharge, and can also be left for many months 
in a discharged condition without being seriously damaged. 
In consequence, they may be charged and discharged over 
200 times before their useful life is exhausted. A special 
stopper is provided to prevent the escape of acid, even if the 
cell be inverted, and to render harmless any gas evolved 
during discharge, and should any very small drops of acid 
come through with the gas, they are taken up by a small and 
easily-replaced piece of absorbent material. The terminals 
consist of substantial lead blocks properly marked posi- 
tive“ and “ negative," and the celluloid case is hermetically 
sealed, with the exception of the special stopper above 
described. | 

The lamp gives 2 c.P., and after charging will burn for a 
period of 14 hours. The accumulator should be charged with 
a current of 1} amperes for 12 houra. 

A concave nickel or aluminium reflector may be provided 
if desired, so as to project the light in any direction, or to 
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shield the eyes during use. The lamp is already in use in 
considerable numbers, and the cost of operation has been 
proved to compare favourably with that of the ordinary 
safety lamps. 

Its weight, however, when ready for use, is about 6 lb., 
which is a serious objection, and we would strongly advise 
a to have the weight reduced if this can poesibly 

one. 


AN ELECTRICAL SEWAGE DISPOSAL 
PLANT. 


AN article by C. L. Edholm, which appeared recently in the 
Canadian Engineer, describes some American adaptations of the 
electrolytic process of sewage treatment. "Two planta sre in opera- 
tion in the West, and a third, of three times the capacity, is being 
contructed at a cost of $15,000. These plants may be seen in service 
at Sante Monice, near Los Angeles, California, and in Oklahoma 
City, and in the latter town a second plant was ordered after a 
thorough trial of the one now operating. 

The purifying of water by electrolysis has been known for some 
time, but it was only in late years that experiments were success- 
fuly made with the view of destroying the disease germs in 
sewage and eliminating offensive odour by the use of electrodes. 

The process may be described briefly as follows: The raw sewage 
is allowed to flow through wooden flumes having a length of 30 ft., 
a width of 22 ір. and a depth of 18 in. Ten sets of electrodes are 
placed in each flume, being composed of cast-iron plates set j in. 
apart and having the dimensions of 9 in. х 24 in. and a thickness 
of 44 in. These electrodes receive a current of 700 to 800 amperes 
at 2 to 3 volts, and as the sewage flows slowly through the flumes, 
it is speedily purified. The odour is instantly killed," so that there 
is no offence to the nostrils, even to one standing directly over the 
flumes. But this is not all; the liquid is clarified as well, and 
practically all the germs are destroyed, preventing further putre- 
faction and making it possible to discharge the sewage into a river 
or upon land for irrigation purposes, without danger to health. 
This is not. a case of the germs being electrocuted, but is due to 
chemical changes brought about by the decomposition of the metal 
in the electrodes. Just how this is done has been determined by 
chemical analysis, but the results are plain to the most casual 
observer. 

The electrical equipment of the Oklahoma City plant consists of 
а 74-Н.р. alternating-current motor direct connected to a 3-Kw. 
multipolar direct-current generator and exciter, all resting on a 
single bedplate. The combination delivers to the copper cable 
conductors 800 to 900 amperes at a voltage of 14-3, these being 
the limits between which the desired results are obtainable, varying 
somewhat with the character of the sewage. A double-pole double- 
throw knife switch allows the reversal of the current at pleasure, 
and a knife switch at the upper end of each flume cuts on or off 
the current for that flume. Owing to the high amperage, as 
compared to the low voltage, the switches and conductors are neces- 
sarily heavy. If only one fiume is used, the ammeter is set at 270 
or 300. | 

The Santa Monica plant has, in addition, а centrifugal pump, 
which is operated by electricity and used for raising the sewage 
from a reservoir to the level of the flumes, but this is caused by 
local topographical conditions, as elsewhere it might be convenient 
to construct the plant on a lower level than the basin. 

The cost of current will vary in different cities, but the 
electrodes need but little (the bill for an entire year at Santa 
Monica was only 8152 95), and the expense of repairs and replace- 
ment of plates is slight. One attendant can care for the plant, 
or even two or three if they are conveniently located for going 
back and forth between them, as they require hardly any work. 

Cleaning of the plates is done by means of reversal of the current, 
while the use of a garden hose a few minutes each day cleans out 
the flames and washes off the plates. 

Very limited space is sufficient to house such a plant. In Okla- 
homa City, a building 18 ft. x 50 ft. and 104 ft. high encloses a 
system of three flumes that handles three-quarters of a million 
gallons a day. In Santa Monica, no ground surface is required, 
the plant being installed under Colorado Avenue, at the head of the 
pleasure pier owned by the city. This pier is a popular resort, in 
spite of the fact that the city's sewage is treated right below it 
and discharges into the sea at its outer end. Most people are 
unaware of such & plant being in the vicinity, indicating that it is 
in no sense a nuisance. To show what it accomplishes, it may be 
stated that, for a few days, the plant was closed and the raw sewage 
discharged into the ocean. Protests were heard at once from 
visitors and residents, but when it started again, all complaints 
ceased. In Oklahoma, the conditions were quite different, as the 
outfall was in a dry guich, which was shunned, and its vicinity 
rendered useless for any purpose. Now that the discharge has been 
electrolytically treated, the air is not contaminated. In fact, such 
water could be used for irrigation, and its great proportion of 
fertilising content put to good use. 

The two plants described can be reproduced for $15,000 each. 
Many costly features have been eliminated since the first one was 
installed. The heavy and expensive magnete, once considered 
necessary, have been discarded, and an elaborate system of clean- 

ng the electrodes by high-preesure steam was abandoned when it 


was found that the reversal of the current would give bette- 
resulta. The cost of the plates has been greatly reduced by the 
substitution of cast-iron for the aluminium which was first tried. 
The aluminium plates gave good resulta, but they were very 
costly, and decomposed so rapidly that their expense was pro- 
hibitive. The cast-iron was substituted, and by sheathing the 
upper edge of the plates with copper, excessive decomposition was 
prevented. - 


A NEW THREE-WIRE DIRECT-CURRENT 
GENERATOR. 


IN a note in the Electrical World, Mr. C. L. Pilger, jun., describes 
& form of three-wire generator now on the market which deserves 
attention on account of its excellent characteristics as regards 
efficiency, stability of voltage and simplicity. This machine is 
similar to the ordinary two-wire generator, except that it has an 
auxiliary winding во distributed over the face of the armature 
that the average fleld in which it moves is always uniform. Any 
tendency toward flickering is therefore reduced to a minimum. 
Farthermore, the auxiliary winding forms a circuit in parallel with 
part of the main winding and generates useful energy all the time, 


DOUBLE-WINDING THREE-WIRE GENERATOR. 


even when the load is balanced. Hence, the overload capacity of 
such a machine is considerably increased. When balance coils are 
used there is considerable loss while the machine is in operation, 
whether the load is balanced or not. 

When it is considered that the machine with the auxiliary 
winding has only one collector ring and no additional apparatus of 
any kind, its simplicity and efficiency as compared with other 
systems will readily be understood. The relative arrangement of 
the armature and auxiliary winding is shown in the accompanying 
diagram, where 1 is the main winding, 2 the auxiliary winding, 
3 the slip-ring, and 4 the commutator. For the sake of simplicity 
only three windings are shown, but in practice there are usually 
more. 

The voltage of the neutral wire is always thesum of the voltages 
generated in the coils that are in series between the collector ring 
and one of the brushes, and this voltage is just one-half the voltage 
generated by the main winding. 


PROCEEDINGS OF INSTITUTIONS. 


Electric Cooking. 


IN the course of a paper read by Mn. ALBERT VAUX before the 
INSTITUTION OF ELECTRICAL ENGINEERS (Cape Town Local 
Section), on June 19th, 1912, the author said, with regard to 
extended tests in his own household :— 

Two years ago we carried out tests with what apparatus was 
then in town, and taken, so to speak, off the shelves, and our costa, 
excluding boiling water for washing-up and such-like purposes, 
worked out at an average of 26s, 3d. per month. Taking the pre- 
vious 12 months of gas cooking supplemented by all hot water 
required for such purposes as washing-up or baths, it worked out 
at an average of 19s. per month exactly ; or, in other words, if all 
oil, gas and outside coal or wond fires had been taken into consider- 
ation, I bave no doubt the cost would have approached within 28. 
or 3s. of electricity. 

But even supposing the very worst case, and that electricity 
is 25 to 30 per cent. dearer than gas, the advantages are so great 
that it will pay the ordinary householder to install it, apart from 
any consideration of saving in meat (our own butcher's bill has 
been reduced quite appreciably since we ueed nothing but electricity 
for cooking purposes, and this appreciable saving amounts to 25 per 
cent.). Coming to more recent testa, we have been using electricity 
exclusively, with no oil, gas or coal to supplement it—that is to say 
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all water required for washing-up and kitchen pu has been 
boiled on the “Tricity” stove, and our bill is about 26s. per month 
(at 24d. per unit). | 

One ought to add here that all washing and ironing is done at 
home, and all the ironing is done on a Tricity " stove. Moreover, 
all cakes and pastry are baked in the electric oven, and when com- 
paring with the low figures put forward by some people for gas 
and oil cooking the questions should always be asked—How much 
cake is bought and how much is paid for ironing (as part of the 
washing) per month ? 

This reduction is due partly to the much greater efficiency of the 
hot plate or disk-stove system, and partly to a reduction in price of 
electricity from 3d. to 24d. per unit, as otherwise our bill would 
have been increased, due to using electricity exclusively. 

There is one other point to touch upon, and that is one which 
appeals to us all—partly to the ladies, because of their servants, 
and to us (as engineers) for the upkeep, and that is the ease of 
handling and safety from burning or shock. You may say, It all 
seems very nice, and if you are handling it yourself it will be 
economical, but the moment my servants use it it will go all wrong, 
and they will leave on the switches, &c." Now, I ask you to 
examine this apparatus, and say what can a servant do to harm it, 
except, perhaps, throw a bucket of cold water over it—and even 
that I should question, although I have not tried it—and let 
the apparatus get dirty ? This is very easily remedied, and it is во 
easy for the housewife to occasionally supervise and see that every- 
thing is kept bright and clean. This is so far as the womenfolk 
are concerned. I now turn to the menfolk and ask, can anything 
be more mechanical and a better job than the flexible connections 
to the stove? Examine the joints of the flexible with the stove, and 
with the plug, and I think you will agree with me that it is a 
first-class and thoroughly reliable job. 

Finally, please don’t think that electrical cooking is for the 
wealthy or well-to-do only. The cost of operation is within reach 
of moet of us, and it is so simple and cleanly to operate, that nine 
out of ten ladies will prefer to do their own cooking, or, at any 
rate, a great part of it—particularly the pastry and fancy cooking 
—rather than leave it to the servants, and the initial cost can be 
got over by hiring the apparatus from the Corporation. 


Steam Regenerative Accumulators. 
By D. B. Morison. 


(Abstract of paper read before the INSTITUTION OF ENGINEERS 
AND BHIPBUILDERS IN SCOTLAND, March 19th, 1912.) 


THE practical result of the development of exhaust and mixed 
pressure turbines has been that, on land alone, nearly two million 
horse-power of eleotrical energy is being generated by means of 
exhaust steam which had been previously wasted. 

À number of pita are gerved in the West of Fife district with 
overhead transmission lines from generating stations situated at 
Aitken Pit and Mary Pit. The equipment of the latter consists 
of a 750-KW. mixed-pressure turbo-alternator, the system adopted 
being three-phase alternating-current at a pressure of 3,000 volta, 
and a periodicity of 50 cycles. The turbine is of the “Curtis” 
impulse type, and is supplied with live steam at an absolute pressure 
of 125 lb. per aq. in. at the turbine stop-valve, the exhaust steam 

delivered at a pressure of 16 lb. absolute. This exhaust steam 
is derived principally from a pair of 38-in. by 72-in. winding engines, 
making 33 revolutions per wind and about 500 winds in 16 honrs. 
The diameter of the drum is 20 ft., the depth of the shaft 340 
fathoms, and about two tons of coal are raised at each wind. The 
engine makes 33 revolutions per wind. The first six revolutions 
of the engine, during acceleration, are made on steam at a pressure 
of 125 lb. per sq. in. absolute without cut-off ; the following 
18 revolutions, at full speed, are made on one-third cut-off, and the 
remainder, during retardation, with no steam ; therefore, approxi- 
mately 322 lb. of steam are delivered during the first seven or eight 
seconds, and 323 lb. during the following 18 seconde, making & 
total of 645 lb. of steam per wind. This quantity of steam is 
delivered into the accumulator about 31 times per hour, making 
an average of 20,000 Ib. of steam per hour delivered into this 
apperatus, which is 9 ft. in diameter by 30 ft. long. The turbine 
carries a steady average load of about 75 per cent. of the total, and 
during the winding period the power is derived entirely from 
exhaust steam. The only exhaust steam supplied to the accumulator, 
in addition to that supplied by the winding engines, is obtained 
from a small electric-power engine carrying an average load of 
about 80 Kw. In connection with the regenerative effect of the 
accomulator, and the use of exhaust steam at the lower ranges of 
abeolate pressure, it is of interest to note that, when the winding 
engine is not at work, and there is a load of about 100 Kw. on the 
turbine, the exhaust steam from this reciprocating engine maintains 
the load at an inlet pressure of between 9 and 12 lb. per sq. in. 
absolute. 

Experience has shown that the cost of production, including 
124 per cent, interest and depreciation on the capital outlay for the 
complete station equipment, has been as low as 18d. per unit, and 

exceeds ‘2d. per unit. 

Fig. 1 is a heat-balance diagram showing the distribution in the 
various parts of an installation utilising exhaust steam from an 
intermittently-running reciprocating engine. After deducting the 
losses, the useful energy generated by the exhaust-steam turbine 
is equal to that of the reciprocating engine, or a gain of 100 per 
cent. 

Prof. Rateau's original accumulator consisted of a reservoir 
comprising a series of metal trays containing water, placed 
vertically above one another, or as an alternative a large quantity 


of old rails piled together so ав te provide space for the free 
circulation of the steam. This was very costly, by reason of ita 
size and weight. Prof. Rateau then employed water as the heat- 
absorbing medium and effected the condensation of the steam by 
passing it through submerged apertures. 

An accumulator of this type consists of a oylindrical vessel 
about half filled with water. Four oval tubes longitudinally 
disposed in pairs helow the water level are perforated on their 
adjacent sides with rows of small holes. The tubes being con- 
nected to the steam supply pipe, the steam on entering passes 
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FIG. 2.—CIRCULATING UNIT, 
RATEAU-MOBISON SYSTEM. 
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through the holes into the water by which it is entirely or in part 
condensed, and the issuing streams by causing an active circulation 
of the water tend to equalise its temperature. 

The heat absorbing capacity of this type of accumulator depends 
on the quantity of water it contains and the temperature range 
through which it works. Asan illustrative example, suppose the 
safety valve on the acoumulator is loaded to 2 lb. above atmos- 
pheric pressure, and the exhaust-steam admission valve on the 
turbine shuts off when the pressure in the accumulator falls to 
13 Ib. absolute, or 34 in. of vacuum; then the temperature range 
is from 218° to 206° F., and the number of heat units which can 
be theoretically abeorbed per ton of contained water is equal to 
26,880. This is equivalent to 730 cb. ft. of steam at atmospheric 
pressure, and on this assumption 1 ob. ft. of water can absorb 
19˙5 cb. ft. of steam. The action of the apparatus depends on the 
physical principle according to which a body of water having 
taken up heat will give off steam when the pressure is reduced. 

In the working of a colliery winding engine, the period of 
acceleration is about one-fifth of the total period, eo that during 
acceleration the amount of exhaust steam may be many times the 
average and tail off to nothing before the wind is completed. In 
rolling mill work the effect is similar, but the periods are shorter. 

The duration of the stops to be bridged varies for different 
services, but in the majority of cases may be taken at 60 seconds in 
colliery work, and from 30 to 45 seconds in rolling-mill work. 
Exhaust-steam turbines are usually designed for an average 
admission pressure of 16°5 lb. per sq. in. absolute, and it has 
hitherto been customary to provide for a pressure range from 18 to 
15 lb. per sq. in., ог a corresponding temperature range of 10° F. 
There is, however, no reason why a lower range should not be 
adopted, and there are a number of plants at work in this country 
in which the back pressure never rises more than 4 lb. above 
atmospheric pressure, and in which the pressure in the accumulator 
drops to 12 Ib. per aq. in. absolute, or 54 in. of vacuum. In such 
cases it is advisable to fit a self-acting valve in the exhaust main, 
between the accumulator and the exhaust of the engine, which 
closes as soon as the flow of exhaust steam stops and prevents a 

vacuum reaching the reciprocating engine. This is of importance 
in the case of winding engines, as their regular manipulation is not 
interfered with, and air leakage into the system is avoided. 

The factors which determine the size of a heat accumulator, for 


any given proposition, depend on the quantity of contained water, 


its range of temperature, the time available for regeneration, the 
area of water surface and ite efficiency. | | 
Let w = lb. of steam to be regenerated per second; w zs lb. of 
water contained in the accumulator ; T = period of regeneration in 
seconds ; L = latent heat per lb. of steam regenerated ; ¢ = tem- 
perature difference of the water in the accumulator at the beginning 
and end of regeneration. The latent heat L is nearly constant, and, 
assuming it to be 8o, the total.heat of steam regenerated above the 
temperature of the water is W x T X L in B.TH.U., and the 
quantity of heat energy stored in the accumulator available for 
regeneration ig w X f BTH. Hence w X TN L = w X fj; which 
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determines the size of the aconmulator. From this equation it is 
seen that the capacity is independent of the time of absorption ; 
also that, in order to obtain maximum efficiency, it is necessary for 
the whole body of contained water to be at & uniform temperature 
when regeneration commences. Therefore, in order closely to 
approach this ideal result, a very effective method of circulating 
the whole mass of water must be adopted. After a very exhaustive 
eeries of testa, the arrangement of nozzle placed within a vertical 
circulation tube, fig. 2, was found to give by far the best resulta. 

In plan the nozzle is in the shape of a star having radial arms, 
each of which is provided with & narrow slot on its upper surface, 
through which the steam passes in films, thereby exposing a large 
aurface area to the upwardly-induced streams of water that flow 
between the arms. It is placed about 9 in. below the water level, 
and the steam supply is by a tube connected to the main steam 
supply pipe which is situated in the steam space cf the accumulator. 
The nozzle is fixed centrally within а circulating tube which 
extends from the bottom of the accumulator up to the water level. 
There can be no short circuiting of the water with this arrange- 
ment, as the entire volume within the effective range of the tube is 
compelled to travel from the bottom to the top. Having decided 
what shall be the normal resistance of steam flow through the 
nozzle, each unit is so proportioned that the kinetic energy of the 
steam jets is practically wholly absorbed in circulating through the 
guide tube the greatest volume of water. Circulation by multiple 
units in the manner described has been proved to be extremely 
effücient in practice, and the merits of the arrangement are fully 
recognised by Prof. Rateau. The velocity of the ascending colamn 
of water is so quickly established that the difference of temperature 
between the top and bottom is within 2° F. at the end of a normal 
period of absorption. 

After a period of regeneration, and when the pressure in the 
steam space of the accumulator is at a minimum, any sudden rush 
of steam causes undue back pressure on the primary engine by 
reason of the very high speed of steam through the nozzles, and as 
the circulating efficiency is at a maximum at the normal pressure 
for which the nozzles are proportioned, it follows that any excess of 
pressure is very disadvantageous. But if a by-pass valve is fitted 
between the discharge pipe from the primary engine and the supply 
pipe to the turbine, and is loaded at a pressure slightly above that 
for which the nozzles are designed, then the predetermined back 
pressure on the primary engine will never be exceeded, and will 
always be associated with the best conditions for effective circula- 
tion. Snch а combination of apparatus, by effectually overcoming 
a difficulty which has often been experienced in practice, greatly 
enhances the value of accumulators of this type. 


Fic, 3.—ACCUMULATOR WITH END CovER REMOVED. 


In the practical working of accumulators, the presence of oil has 
been found to have a very degrading effect on efficiency. By far 
the most serious effect is on the regeneration, as the time lag is eo 
great that the pressure has to fall 11 Ib., ог 60 per cent. of a total 
range of 3 lb., before the normal regeneration is established. Ап 
accumulator with clean water is 100 per cent. more efficient than 
one in which a film of oil covers the water surface. 

A device which is completely successful in overcoming this 
very serious practical difficulty has been evolved. The top 
of each circulating tube terminates in a cowl, and as all 
the cowls diecharge longitudinally in the same direction, a 
surface wave or current is set up which continuously and 
effectively forces oil, scum, and all floating impurities towards 
ene end into a quiescent collecting chamber, from which they 
are drained away periodically or continuously as may be desired. 
The oil is guided into the chamber by plates extending above and 
below the water line, the entrance being through a port which 
may be covered by & non-return valve. The cleansing action is 
continuous and the scamming automatic. 

The multiple-unit circulator is aleo very valuable as an exhaust- 


steam feed-water heater when the heating steam is delivered inter- 
mittently, and the feed reservoir is of considerable capacity. A 
heater on this system fitted in a forge effected a saving of 10 per 
cent. in the cost of coal over a year's working. 
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Fig. 4.—FERRO-CONCRETE CONSTRUCTION OF ACCUMULATOR. 


The great desideratum in a heat accumulator is rapidity of 
absorption, especially at periods of abnormal supply, во that as 
much steam as possible is condensed. If, during the period of 
absorption, the pressure in the steam space in the accumulator is 
maintained above the pressure corresponding to the temperature of 
the water, it follows that ebullition' will be delayed, and coudensa- 
tion, and, therefore, rapidity of heating will be promoted. This 
relative increase may be secured by arranging a by-pass connec- 
tion between the steam supply pipe to the nozzles and the steam 
supply pipe to the turbine, the connection being provided with a 
throttle valve which may be automatic, but which can be ао 
adjusted or set as to meet the condition of any particular installa- 
tion satisfactorily. 

It is sometimes convenient to convert old boiler shells into 
accumulators, but the old boiler proposition is advisable only if the 
boiler is in good condition, ав if it is defective, the natural sequel 
will be costly repairs, continual annoyance, and ultimate replace- 
ment. A construction of accumulator which has the merit of 
strength and simplicity consists of curvilinear cast-iron sections 
built together by flanged joints. Cast-iron is leas susceptible to 
corrosion than steel, whilst the requirements of manufacture 
prevent any undue liberties being taken with the thickness of shell, 

A very recent design of accumulator is shown in fig. 4, and 
consists of a ferro-concrete tank, the steam inlet and outlet being 
by concentric pipes. The arrangement of interior fittings is very 
simple, and the entire construction offers considerable posstbilities. 

In all exhaust-steam plants there are times when the steam 
supply from the primary engine is greater than can be taken by the 
turbine and absorbed by the accumulator; under such conditions 
the surplus eacapes either (1) to the atmosphere ; (2) is by-passed to 
the condenser; or (3) may be utilised for feed heating. The first 
two represent highly wasteful practice; the third alternative 
results in maximum efficiency. 

A regenerative accumulator is under consideration, which will 
contain 500 tons of water, and will supply a 1,500-Kw. turbine for 
a bridge period of 15 minutes. 


Carnegie Hero Fund.— At the monthly meeting of the 
Carnegie Hero Fund Trustees on August 29th, a case was con- 
sidered in which David Roberts, labourer (45), in the employment 
of Messrs. Renton & Fisher, Ltd., steel founders, Bathgate, on July 
8th last was killed while going to the assistance of a fellow- 
workman who had been injured by an electric shock at the works 
of Mesers. Renton & Fisher. The electric current had set a crane 
on fire, and made “live” the earth about the same, and in attempt- 
ing to extinguish the flames by throwing water on the crane, a 
moulder, named John Drake, received a severe shock and fell on 
the opposite side of the crane. He was carried aside and artificial 
respiration was resorted to. Roberts volunteered to assist, and 
started at once to run across. He was warned to keep olear of the 
crane, but Roberts in his haste to rescue either did not hear or 
declined to heed the warning and ran the shortest way, which took 
him into the danger zone. When passing the crane he touched the 
handle and fell. He was immediately pulled aside and first aid 
treatment was applied, but all efforts to restore him failed. 
Roberta has left a widow and six children. His widow is to 
receive an interim grant of £10 pending-the result of her claim for 
compensation, | 
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CORRESPONDENCE. 


Letters received by us after Б P.M. ON TUESDAY cannot appear until 
the follgwing week. Corr should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


Landlord and Tenant. 


In your issue of February 23rd last you replied to an 
interesting query of a correspondent regarding a tenant’s 
powers ав to removal of electric fitments, and as this matter 
is one which is continually cropping up, there are several 
other points which would be helpful if they were elucidated. 

Lordlords frequently wire their houses and maintain that 
it is the tenant’s part to provide the switches, distribution 
boards, fittings, &c., and, in cases such as these, would not 
the tenant be entitled to remove them at the end of his 
tenancy? Again, where he fixes his own transformer, 
surely he can remove the same? Asa matter of fact, I 
have generally found they have done so without query. 

Regarding the question of ceiling roses, in most houses 
the greater number of the fittings have metal ceiling plates, 
which, as they are ornamental, I presume remain the property 
of the tenant, but as ceiling roses may be part of an orna- 
mental pendant or fitting also, surely the landlord cannot 
lay claim to even these. If he can do so, why the differ- 
ence between porcelain and metal ceiling plates ? 

Generally, if a tenant installs the electric light throughout 
& house, could any action be taken against him if he—on 
finding the landlord refuses to pay anything towards it— 
deliberately cut or damaged the wires on leaving, providing 
he did not deface the decorations ? Would not he be within 
his rights if he unscrewed the switches, ceiling roses, &c., 
from off the blocks, on condition that he left the latter to 
avoid damaging the walls, papers, ceilings, &c. ? 

It is generally understood that where cupboards, &c., are 
fixed by means of screws, they remain the tenant’s property, 
but if nailed, the landlord’s. 

I think you will agree that the matter referred to is one 
of considerable interest to all contractors, as they are fre- 


quently called upon to advise in such cases. 
| Fixtures. 


[Some information on this subject was given by a legal 
contributor in our last issue. We take it that custom 
would be the chief guide in deciding the points raised by 
our correspondent. It is usual for the tenant to reinove all 
his gas brackets, fittings, cookers, &c., when terminating his 
tenancy, and by analogy he could legally remove his electric 
lighting fittings, transformer, radiators, cookers, &c.; but, 
as explained in the reply referred to by our correspondent, 
switches, ceiling roses, fuseboards and wiring are fixtures, 
and must not be removed, whether installed by him or not. 
Nor would he be justified in wilfully damaging any of these 
items, which as fixtures would have become the property of 
the landlord.—Eps. E.R. | 


Municipal (7) Trading. . 


In view of the various discussions which occur at intervals, 
and the sad case in Sheffield, could we draw your attention 
to the fact that a certain large city has an official who is at 
present engaged in trying to sell cheap metal-filament lamps 
on behalf of his department, we presume, as a side line. The 
individual in question has approached several contractors, 


and probably consumers as well, stating that he can offer 


exceptional terms. As the town in question in the past 
gave a free lamp supply, possibly this statement is correct. 
Untrammelled as we are at present by professional etiquette, 
i& would be useless to approach this side of the subject ; but 
it might be interesting to know if his Committee have so far 
fulfilled the law, as to obtain for this gentleman a pedlar's 
licence. | 

It seems to us that in neglecting to sell Lipton's sausages 
and Pink Pills for Pale People, he is obviously neglecting 
his duty, and we would point out that a larger discount can 
be obtained off Pocket Flash Lamps, and that this point of 
view might be placed before the Council. 

It seems to us that the E.C.A., or even metal-filament 
lamp manufacturers, might take some interest in this case, 
one of the most serious aspects of which is, that. it is not 


done by a small man, but by a responsible official, who pre- 
tends to a position of some eminence in his profession, and 
from whom better things might be expected. | 


J. E. Schofield. 
Bradford, August 31st, 1912. 


Indirect Lighting. 


Further to my letter of June 21st, referring to ‘ Indirect 
Lighting,” I was recently looking over Messrs. Josiah Wedg- 
wood’s china showrooms in this town, and was pleased to 
notice that they are making a china bowl suitable for one or 
more incandescent lamps. The bow! is of a beautiful design, 
stamped with their well-known figures. I commend this 
fitting to the attention of dealers. 


Electricity Works, Stoke, 
September 2nd, 1912. 


Resident Engineer. 


Curious Coincidence. 


Last Thursday, the 30th inst., during a beavy thunder- 
storm we had here, there was one very vivid flash of 
lightning. Coincident with this, the cut-out on the earth 
indicator of our three-wire system came into action on a 
10-ampere earth. Later in the day, three consumers (one 
private, one business, and one mill), in three different dis- 
tricts of the town, informed us that they could get no light. 
On investigation, we found that the main fuse in each case, 
and one sub-fuse in the case of the private consumer, had 
blown simultaneously with the flash. Can any of your 
readers explain this phenomenon, as none of the consumers 
had any outside overhead wiring ? 

Our middle wire is earthed to the town water supply. 

Some little time ago, one consumer complained of his 
metal-filament lamps breaking during a thunderstorm ; is 
this due to static discharge on the lamps, or to atmospheric 


vibration? . | 
Junlor Assistant. 


August 13st, 1912. 


Re Contracts in India. 


In last week's issue I notice a letter from Mr. Marshall 
and another. I would like to mention that I have just 
returned from Bombay, and have *for the past three years 
been in touch with contracts in Bombay, both Government 
and otherwise. From my experience, I should say there are 
not more than six firms in Bombay capable of carrying out 
Government contracts, although there are about à hundred 
or more electrical contractors who are capable of putting up 
electric lights and fans, but are not capable, owing to their 
Indian training in practical work and not having any staff 
of trained workmen, put only a small office, of carrying out 
a Government contract. | 

] have handled several Government contracts in Bombay, 
but not withont being first asked to tender, and on many 
occasions have missed a contract by a small margin. Pro- 
bably Mr. Marshall will verify my statements. 
| W. Bramall. 
Birmingham, August 28th, 1912. 


Insulation v. Earth in Mines. 


May I once more raise the point of the relative value of 
insulation, good insulation, as against earth, good earth, for 
protection from shock in mines where electrical appa- 
ratus are used? I am induced to raise the question once 
more, from a perusal of your leading article in this week’s 
igsue. 

For something like 30 years I have been consistently 
attacking this question of the use of earth. I think it must 
be nearly 30 years ago that an article from my pen, under 
the title What is Earth?" appeared in the technical 
Press. I have repeatedly pointed out the great difficulty 
there is in obtaining good earth anywhere ; and particularly 
so in mines at the face. I believe it was in response to 
urgent suggestions of mine that the late secretary of the 
Institution of Mining Engineers, who was also secretary of 
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the North of England Institute, and of the Northumberland 
Coal Owners’ Association, with which the Durham College 
of Science was at that time closely affiliated, tbat some very 
important measurements of the relative resistance of the 
different strata found in mines, were carried out in the 
laboratory of the Armstrong College. | 

About six years ago I read a paper before the Institution 
of Mining Engineers, at their Manchester autumn meeting, 
in which I brought out very clearly the great difficulty of 
the problem involved in obtaining earth at the face in mines, 
making use of the measurements of the resistance of the 
different strata that had recently been obtained at Newcastle- 
on-T'yne. 

The ground I take up is, that while insulation can be 
made certain, absolutely certain, if a sufficient amount is spent 
on it in the first instance, and if sufficient care is taken in 
testing the insulating material from time to time; earth at 
its very best is more or less of an accident. There is no 
difficulty whatever in obtaining good earth on the surface, or 
at the pit bottom ; but good earth there is a positive danger, 
if earth is relied upon as a protection, unless there is also 
good earth at the face, or wherever any apparatus that any 
man can by any means touch, is placed. My paper read 
before the Mining Institute pointed out how difficult it was to 
ensure this good earth ; and it also pointed out, what I wish 
to re-emphasise here, that unless the earth path is of very 
low resistance, from every apparatus **in-bye" that is con- 
nected to earth, right to the main earth on the surface at 
the generating plant, earth is more than useless, it is a danger. 
I gather from the report of the recent Committee, that this 
fact is realised, and is provided for in the requirements that 
any armour or earth wire or cable must conform to. The 
new rule in question is undoubtedly a step in the right 
direction, and a good one, but my point again is, that it is 
far more difficult to carry out, and far more difficult to 
ensure that the return earth path shall be of low resistance 
from every apparatus that may be a source of danger, then 
to ensure that all euch apparatus shall be insulated, and that 
the insulation shall be maintained at a high standard. 

If the cases where men have been killed by electric shock 
in mines are examined, it will be found that without 
exception, the cause has been defective insulation. No 
amount of earthing has protected them; and it is very 
doubtful indeed whether the greatest care in the provision 
of earth, and in the maintenance of carth, such care as can 
be employed in mines, would have protected them. Better 
insulation in the first instance, more careful and more 
frequently repeated examination, more frequent tests of the 
insulation, would have ensured the prevention of nearly 
every one of the shocks that have led to fatal results. 

I need hardly refer to the question of armour. I huve 
repeatedly pointed out, and I believe that there are now а 
large number of able electrical men who have experience in 
mines, who agree with me, that armouring is a mistake. 
It is only in certain cases that the armour really protects the 
insulation: and in the majority of those cases it could be 
protected quite as well by non-metallic substances. It is now 
thoroughly understood, also, that the armour is a danger, 
unless it is continuous throughout; and anyone who has 
even a moderate acquaintance with coal mines knows how 
difficult it is to ensure this. Take the case of a three-phase 
cable, for instance. It is broken by a fall of roof, and bas 
to be jointed. The joints in the three cables have to be 
made as far apart as possible to avoid contact between 
them, and with the materials available for jointing under- 
ground, the finished joint is necessarily more or less of a 
clumsy mass. The difficulty of cfficiently jointing the armour 
across the cable joint proper is almost insuperable under the 
conditions ruling. It must be remembered that any joint 
made in iron armour would add considerably to the resist- 
ance of the armour as a whole, and that the clumsily made 
joint described above must add a very large amount indeed, 
and seriously reduce the protective value of the armour 
beyond it. 

Again, supposing that earth is obtained at the face, where 
coal-cutting machines are working, where conveyors are 
working, where gate boxes are fixed ; it must be remembered 
that the coal face is constantly moving ; and, again, the 
difficulty of maintaining good earth connection, is almost 
insuperable. On the other hand, though the maintenance 


of the insulation resistance of every insulator at a high 
value, is not an easy problem ; it is by no means an insuper- 
able one ; it depends upon the intelligent expenditure of a 
certain amount of money. Bearing in mind the cost of 
killing à man, under the Workmen's Compensation Act, the 
cost of providing good insulation, and of maintaining it, 
should not be prohibitive. 

But, beyond all this, there is an even more serious objec- 
tion to the use of earth. A case was given in a paper read 
before the Newcastle Section of the Institution of Electrical 
Engineers, in which a shock was obtained from the case of 
a three-phase motor, working near the faee, the motor 
being earthed, and the author of the paper claimed that tho 
shock was due to the earth connection. 

Sydney F. Walker. 

Dath, September 2nd, 1912. 


REVIEWS. 


Central Station Heating. By Byron T. GIFFORD. New 
York : Heating and Ventilating Magazine Co. 


This book deals with a class of public service of which we in 
this country have up to the present had little or no experi- 
ence. Central station steam and hot-water heating is 
essentially an American idea, and has been brought to great 
perfection in that country, where climatic conditions render 
very thorough methods of warming imperative. In Great 
Britain and a large part of the European Continent the need 
does not exist to the same extent ; and, further, a conserva- 
tive attachment to the coal fire has stood in the way of 
acceptance of the American system except in such situations 
as public buildings, works and offices. Nevertheless, the 
book is of interest and value to the British engineer, not only 
by reason of the information on heating practice it contains, 
but also because there are unmistakable signs that hot water 
and steam heating are gaining increased popularity. 
Whether this will ever lead to the installation of extensive 
heating stations and mains on American lines is a moot 
question. There are not wanting experts who maintain that 
it will, and the mention of the subject by Mr. G. Wilkinson, in 
his presidential address at the recent I.M.E.A. Convention, is 
significant and illustrative of the tendency in progressive 

uarters. 

The author deals broadly with the whole subject of heating 
from central stations by both steam and hot-water systems. 
He classifies these under four heads: the vacuum steam 
system, in which there is a low pressure on the steam main 
and a vacuum on the return main; the pressure steam 
system, in which there is no return main, the condensed 
water flowing to the sewers; the open hot-water system, 
open to the atmosphere at one point and providing for re- 
heating of the return water by mixing with exhaust or live 
steam; and the closed hot water system, which employs a 
closed circuit throughout, the return water being reheated 
by economisers or some other form of heater. The choice 
of system will depend entirely upon local conditions, and the 
author deals thoroughly with this important point. 

A distinction is very rightly made between systems in- 
stalled specially for heating, and those in which the heat 
distribution is merely a by-product scheme. Writing of the 
latter, he says: In combining any steam generating plant, 
such as an electric plant, the financial benefits derived by the 
primary plant are large Where the electric plant 
is located so that it can serve a good heating territory, it can 
make a kilowatt of electric energy for considerably less in 
conjunction with a heating plant than it can by runnin 
alone condensing. It is a problem that sbould be work 
out for each situation, but, as a general rule, the revenue 
from the heat sales will more than pay the coal bills after 
deducting interest, maintenance and depreciation on the 
heating investment from the heat income.” 

There is no exaggeration in this, as a thorough investiga- 
tion of the subject will prove. There are in America 
abundant data which show that in a favourable case of a 
combined electric and heat power house the entire works costs 
may easily be covered by revenue from the sale of exhaust 
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steam heat. From the point of view of those interested in 
the by-product or combined undertaking a fault of the book 
is that it does not give sufficient detail of what can be and 
has been done in this direction. There are some 400 cen- 
tral heating stations in the United States, and there is no 
scarcity of information in that country. A considerable 
amount was collected and published by the reviewer in the 
ELECTRICAL REVIEW of September Sth, 1911, and a refer- 
ence to this will show that Mr. Byron T. Gifford is modest 
in the financial case he makes for well-designed combined 
electric and heating undertakings. 

Of the ten chapters of the book, Chapters II and III are 
particularly important since they deal respectivelv with pipe 
line losses and pipe line des'gn. So much of the success of 
heat distribution turns upon the pipe line that too much 
attention cannot be afforded it. The auther appreciates 
‘this, and enters very thoroughly into the subject, giving 
illustrations of both good and bad practice which should be 
very useful. These two chapters are the best in the book; 
full of valuable information clearly and concisely expressed. 
Chapter IV on the subject of rates discusses all the usual 
methods of charge, and shows that a truly equitable arrange- 
ment is by no means an easy one to arrive at. ‘The author 
bas a decided tendency towards rates based upon the 
maximum demand system. The chapter dealing with the 
heating station is somewhat disappointing in its brevity. 
The author states at the outset that only those principles 
that have to do strictly with central heating will be con- 
sidered, but the reader who knows little or nothing of the 
subject would welcome more thorough treatment, particularly 
if, as in this country, he cannot obtain information on details 
of lay-out, &c., by the inspection of actual plants. Opera- 
tion, maintenance and management are more fully dealt 
with in two chapters, and much sound practical information 
is given. 

Chapter VIII dealing with Franchises is, of course, 
largely inapplicable to Dritish conditions, but at the same 
time it should prove of value as indicative of the general 
lines upon which such matters should be handled. To the 
American engineer it would certainly be of service, especially 
as typical franchises are given in full. 

There is à good chapter on building equipment, and 
many figures are given which should be of use and interest 
to any heating engineer. The effect of the material 
composing the building, the necessary changes of air, effect 
of wind and the position of radiators are all dealt with, and 
it is noticeable that in the latter case the author has his 
doubts whether the time-honoured ** under the window ” 
position is the best for a radiator. 

The final chapter of the book is devoted entirely to a 
collection of miscellaneous data covering 50 pages. It is 
one of the best of its kind, being both clear and inclusive, 
but freb from the unnecessary matter which often creeps into 
such compilations. 

On the whole, the book is an excellent dissertation on an 
interesting subject, and can be thoroughly recommended to 
any engineer who wishes to gain & good insight into both the 
practical and the commercial aspects of the business. In this 
country we have not the scope for central heating that 


America possesses, owing chiefly to climatic conditions, but - 


the fact remains that there are numerous British electricity 
supply undertakings well situated for such a project, and 
time will probably show developments in this direction. It 
is worth the while of most central station engineers to read 
this book, which, if they have not studied the subject, will 
put before them possibilities that should not be longer 
ignored.—F. H. D. 


Heat Engines. By Н. A. Garratt. London: Edward 


Arnold. 1912. Price 6s. 


The author wrote this book as a sort of review of a 
favourite subject and with the intention of making his book 
a not too mathematical exposition of it, and he has suoceeded 
fairly well in his aim. Like many others, he has included 
the matter of entropy. We can only recollect one good 
definition of entropy—namely, entropy is an abscissa on a 
diagram of heat energy, of which the ordinates represent 
temperature. The ordinary indicator diagram is a diagram 


of energy, in which ordinates represent pressures and abscissæ ' 
represent volumes. 

We note, first, that the author uses the pound-Centigrade 
unit. We do not like this unit. Indeed, we are quite in 
sympathy with the author in wishing there were but one heat 
unit; we do not care much if this is the calorie or the 
B.TH.U., but the mixed unit is bad, and may be put to bad 
uses. Indeed, it has already been employed to state the 
calorific capacity of a fancy fuel in such a way as to make 
this appear as good as best Welsh coal. Especially in state- 
ments of tests engineers should make plain the units they 
employ, even when they are to appear in a public-persuading 
prospectus. 

In his treatment of fuel and combustion, the author is 
best in the laboratory part, the parts bearing on practice 
appearing almost as acceptations of statements made in 
catalogues. But in any case, the space allotted to steam 
raising would not suffice for any reasonable treatment of the 
subject, and this section might have been made even shorter, 
if it could not be much longer. | 

Chapter IV deals with the properties of steam and gases, 
with statements of the laws of expansion, of specific heat 
and explanation of entropy. The author attempts an ex- 
planation of the efficiency of the ideal engine, as expressed 
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by the recognised formula, Saat but this explanation is 


not a happy one, and will not help most students much. It 
is unfortunate that the academical man can usually afford 
little help on these difficult points. 

But the author is only academical at times ; parts of his 
hook are excellent, as when he deals with condensation in 
pipes, cylinder condensation, engine friction and its relation 
to continued expansion, steam jackets, superheat, and com- 
pounding. We find none of the persistent or wilful errors 
of the new Manchester school of theorists. And the author 
is not afraid of saying that the expansion curve of the actual 
engine is very near to the hyperbola. It is so, but only by 
accident, but the fact is useful and convenient to work to. 
The author knows the fact, but is not under any mis- 
apprehension about it, and knows that the diagram curve 
is really a million short lengths of as many other curves, 
just joined together into an approximate hyperbola. 

The author is good, too, on the mechanism of engines, 
and on valve movement gears, though, perheps, this is a 
subject for a separate book. We should like to see a little 
clearer explanation of hunting where governing is described. 
The latter part of page 155 is not clear in its language. 

Necessarily, the steam turbine is treated somewhat fully, 
and let us say very clearly, but not on the lines of the 
engine room. This part remains to be written by some 
station engineer who has ere this discovered that the 
quondam simplicity of the turbine bas developed into a 
great complexity of detail, and that a steam turbine is no 
longer simple either in construction, or to run or maintain, 
nor is it without its own class of wear and tear. 

The remainder of the steam section treats of auxiliary 
plant in one chapter, and there is considered the internal- 
combustion engine and gas producers. The Humphrey pump 
brings this chapter up to date. | 

There is a closing chapter on the refrigerator or reversed 
engine which converts work into heat. 

This book is an excellent preliminary guide for students 
and for the practical man who is a student, but it is not an 
engine-room book. 


— — 


Studies in Terrestrial Magnetism. By C. Cures, M. A., 
F. R. S. 1912. London: Macmillan & Co. Price 58. net. 


Magnetism is a branch of physics to which very little 
attention is devoted in these days of technology and 
„applied“ science. Familiarity with what we are pleased to 
call the fundamental principles of magnetism has bred in 
us so great a contempt for this science that we have almost 
ceased to study it for its own sake, choosing rather to attend 
to its glorified offspring—electromagnetics. 

The study of terrestrial magnetism is now left to about a 
score of men who, in various observatories scattered over 
the earth, arrange for the keeping of continuous records of 
the magnetic elements by means of magnetographs. The 
maintenance of such records and the proper interpretation of 
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them is obviously of vast practical importance in navigation, 

while the study of these continuous magnetograms affords a 
sure means of advancing the knowledge of the complicated 
phenomena of terrestrial magnetism. 

These ‘‘Studies in Terrestrial Magnetism " include most 
of Dr. Chree’s contributions to the subject during his long 
connection with Kew Observatory. Although the author 
modestly remarks in his preface that the contributions made 
by one individual“ must form but а small fraction of the 
whole," it is evident from the scope of this monograph 
that either Dr. Chree's modesty has betraved him into unduly 
undervaluing his own work or his generosity has magnified 
the work done by his contemporaries. There can be no 
doubt but that these Studies“ comprise most of the 
standard work on magnetism, and it is largely to the data 
collected by Dr. Chree that we have to look for that 
detailed knowledge of the magnetic elements upon which we 
may hope to found any general theory, or base our forecasts 
of the future. 

The chief subjects dealt with are Secular Change, Nun- 
Cyclic Change, Diurnal Inequalities, Magnetic Storms and 
Sunspot Relations. 

A special chapter is devoted to the consideration of Arctic 
and Antarctic disturbances, and this subject is illustrated by 
curves taken on the Antarctic Expedition of 1901-4 and at 
four Arctic stations in 1902-3. The special types of distur- 
bances characteristic of the Polar Regions receive full treat- 
ment, and are made evident by the curves taken simul- 
taneously in the Arctic and Antarctic Regions and at Kew. 
To quote the last words of this chapter: “ It is to investiga- 
tions of how the phenomena at different parts of the earth 
are related, and how they depend on the time of day, on 
the season of the year, and on sunspot frequency, that 
we must look as the most hopeful way of advancing 
knowledge.” 

On the subject of Sunspots and their Effect on Terrestrial 
Magnetism Dr. Chree gives numerous tables and valuable 
data, but is content to wait for still more observations before 
committing himself to any hypothesis. Оп the relation 
between sunspots and magnetic storms, the author is still 
more reticent, remarking that the solution of some magnetic 
anomalics may possibly be found in the recognition of 
different types of sunspots, but advising in the meantime the 
maintenance of an open mind. 

The book has been written with Dr. Chree's characteristic 
thoroughness and attention to detail, and cannot fail to 
interest all who would learn something of the magnetic work 
which is now being done at Kew.— P. H. S. К. 
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A Short Course in the Testing of Electrical Machinery for 
Non-Hlectrical . Students. By J. Н. Morecrorr and 
F. W. Heure. London: Constable & Co. Price 68. net. 


In order to make clear the rather special purpose for 
which this book has been compiled, it may be well to quote 
the authors’ own explanation of their object. At Columbia 
University practically all of the engineering students are 
required to take courses in the electrical laboratories, testing 
both direct- current and alternating -ourrent machinery. 

Students in mining. mechanical, metallurgical, chemical, 
civil engineering, &c., do not have those courses in the 
theory of electrical machinery which are really necessary for 
& proper comprehension of the machines with which they 
work in the laboratory : it is unreasonable to expect them to 
. consult various text-books to prepare themselves in the 
theory involved in the tests, and it is with the intention of 
filling the needs of these men that the notes have been 
compiled." 

The term “ notes“ describes the nature of the contents of 
the book. "They bear strong evidence of being the result of 
collecting together the instruction sheets used in the 
laboratory, with some additions to the introductory matter, 
and of a rather scanty amount of “editing.” 

It is difficult to criticise the general scheme of the book 
without at the same time passing judgment on the course 
of instruction of which we bave just quoted the authors’ 
account. It is a question, which weshall not attempt to answer, 
whether it is wise for “non-electrical” students to spend 
the very limited amount of time which they have to spare in 


hurrying through a small number of tests embracing 
such a wide range of machinery, and involving for their 
just comprehension such a wide field of knowledge as those 
contained in the book before us. We may say at once that 
the authors do not attempt to limit the field covered by their 
experiments to that which is likely to be at all fully under- 
stood by their students. The purpose in view scems rather 
to be to give an opportunity for handling machines of the 
principal types in commercial use, and not to insist on a com- 
prehension of their principles, except, perhaps, in the case of 
the continuous-current machines considered in the first part 
of the book. 


The selection of the experiments to be described is well 


made, and embraces ten experiments on continuous-current 
generators and motors, illustrating the methods of starting 
and controlling machines with shunt, series and compound 
field windings, and of determining their efficiency. А 
second part deals with properties of the alternating circuit, 
the alternator, the transformer, the induction motor, the 
synchronous motor, the rotary converter and polyphase 
circuits. Particularly in the second part, the introductory 
text is quite insufficient to give a student any useful idea of 
the principles involved in the working of the machines 
which he is instructed to **test." For instance, the whole 
amount of text devoted to the principles of the induction 
motor and to the description of the experimental run amounts 


to five pages. For the ordinary “non-electrical ” reader, the 


book must be regarded as only suitable as a companion to a 
course of instruction obtained from other sources. It would 
be quite a mistake to think that any clear idea of alternating- 
current phenomena or machines is to be obtained from this 
book alone. Asa suggested outline for a very brief course of 
experimental work, for students who have already gained a 
fairly sound, though superficial, knowledge of electrical 
machinery, the book may be recommended. 

Proceeding to a more detailed examination, we find the 
instructions for carrying out the tests to be sound, though 
they are interspersed with the theoretical portions of the text 
in & manner which is rather confusing, and which makes a 
ready reference difficult. It is difficult to find out how much 
electrical knowledge is assumed on the part of the reader. 
For instance, the first experiment is a sort of experimental 
proof of Ohm's law, but the student is expected to use a 
Wheatstone bridge in the process. In later pages we find 
some very elementary facts explained in detail, while, at the 
same time, familiarity with more difficult terms is taken for 
granted. Certainly, no one without a fair knowledge of the 
elementary principles of alternating currents could derive any 
help from the first two pages dealing with that part of the 
subject, nor could he be expected to understand this intro- 
duction to the phenomena of a simple А.С. circuit: “The 
reactions which are offered to the flow of the current are of 
two general types conservative, or non-dissipative, and 
non-conscrvative or dissipative. The product of the 
current into the dissipative reaction gives the rate at which 
power is being used in the circuit ; the conservative reaction 
causes no energy loss.” 

In some of the descriptions, it is evident that the 
instructions are framed with special reference to pieces of 
apparatus in the authors’ own laboratory. It is not always 
made clear what the nature or purpose of an experiment is 
to be, before the instructions for carrying it out are given. 
Finally, the reviewer has to complain of a fault which he 
has only too often met with in text-books by American 
writers. The writers seem to be either too hurried, or too 
careless of such matters, to study the art of writing good 
English, or even good American. 


Laboratory Exercises in Physical Chemistry. By J. N. 
Prina, D.Sc. Manchester: University Press. Price 
4s. net. 


This book appears to fulfil a want, as the reviewer is not 
aware of any other English work covering the same ground. 
On the whole, the exercises appear to be judiciously selected 
and calculated to give any student who carries them out in 
their entirety a fair grounding in the elements of experi- 
mental physical chemistry. Considering the title, the 
omission of any work on optical properties, such as determi- 
nations of optical activity and refractive index, and on 
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emission and absorption spectra, appears curious, and more 
space might well have been devoted to a description of some 
type of thermostat and thermo-regulator. The greater 
portion of the book is devoted to electrochemistry and to 
pyrometry, and on the whole these portions are well carried 
out. In the discussion of voltameters on pp. 45 et seq., 
the time factor is almost ignored, and it is only by very 
careful reading that a student would gather that the 
determination and readings given are per unit of time. Here 
and there the value of the book is marred by great careless- 
ness, 88 on p. 117, where axoxybenzene is twice referred to 
as azobenzene (in one case actually underneath the formula). 
The punctuation is also faulty in places to a degree which 
materially affects the clearness of the text, and the author’s 
English has a curious German cast, all too common in works 
of this kind, and suggesting recent residence abroad. 


- The Development of the Incandescent Lamp. By G. BASIL 
BARHAu, A. M. I. E. E. London: Scott, Greenwood and 
Son. Price 58. net. 


To those interested in the manufacture and sale of incan- 
descent electric lamps, there is no doubt that this work will 
be very useful. The first chapters dealing with early history 
are almost thrilling, but when one reaches those pages dealing 
with the tungsten lamp interest begins to flag, owing to 
the monotonous repetition indulged in by the author. Had 
the blue pencil been more freely used, we believe that an 
even better book would have been evolved, for in one or two 
instances pages are utilised to enlarge upon a process or 
processes most pithily described in a previous paragraph. 
Such padding as this reduces the efficiency of the book, 
and leaves an unfavoürable impression. As things are, how- 
ever, Mr. Barham’s work fills a distinct gap, and will be 
very greatly appreciated. 

The manufacture of the carbon lamp and its filament is 
passed over somewhat cursorily, and little is said of the 
metalised filament, but the account of the tantalum lamp is 
treated in a very able manner. Very fully does the author 
describe the various methods of making tungsten filaments : 
in fact, the title of the book might well have been Тһе 
Development of the Tungsten-Filament Lamp." 

On page 85 the following paragraph appeats :—'* The 
tungsten filament is not & clean metallic wire as in the 
tantalum, but it is, in the majority of instances, a filament 
consisting of minute particles of metal sintered into coherence 
by the passage of an electric current after it has been 
squirted and dried." During the last twelve months the 
“© drawn-wire filament ” has made such extraordinary strides 
that the above hardly applies, for the tungsten filament is 
now a clean metallic wire far surpassing in life the tantalum 
filament, which rapidly disintegrates.* 

After a chapter relating to the osmium lamp, one is 
allowed a glimpse of the latest developments, chief reference 
being to the silicon and helion lamps. In this, the last 
chapter, are also given hints relating to improvements that 
may be expected. Had the author included a chapter or so 
of technical and life data, together with some curves, he 
would have evolved a book that all electrical engineers would 
desire to have upon their shelves. 


Storage Batteries. By Н. W. Morse, Ph.D. London: 
Macmillan & Co. Price 6s. 6d. net. 


The chemistry and physics of the lead accumulator form 
still a subject which demands some share of attention, 
although the lead cell has long ceased to be a real factor 
in the problem of prime power sources.. The storage 
cell is а mere assistant to be called on for temporary aid in 
time of need, either to tide over an ugly peak in the load on 
the prime source, or to serve as a stand-by when the 
main source is disabled for a short time, and ite aid is often 
quite invaluable under these conditions. The book before 
us is by one who believes in the primary cell. He candidly 
admits his belief in the possibility of constructing a primary 
cell more efficient and more flexible as a prime source than 
any of our present prime movers, and so we expect him 


* We understand that the book was greatly delayed in the press ; 
when it left the author's hands the dra 
the market, ER. 


wn-wire lamp was not on 


to lose no opportunity of exploiting the claims of cells 
even at the expense of some of the recognised power sources. 
But in this we are disappointed ; for, instead of allowing 
his faith to run away with him, Dr. Morse has provided us 
with an able exposition of the limitations as well as the 
possibilities of lead cells, and has discussed the industrial 
applications of the different types of accumulator with 
commendable honesty. 

No attempt has been made to write a text-book of storage 
battery engineering, but the peculiarities of celle, their 
physical characteristics, capacities and efficiencies are dealt 
with very thoroughly. 

Sufficient of the elementary theory of cella is given in the 
early part of the book to render it useful even to that fast- 
disappearing type—the engineer with no knowledge of 
chemistry. To his more happily situated brethren the 
chapter on Energy Relations presents the whole thermo- 
dynamic theory of cells in a nutshell, together with valuable 
data concerning the temperature and dilution coefficients, 
with deductions as to the most efficient conditions for charge 
and discharge. The reactions at the electrodes are treated 
with some degree of thoroughness, reference being made to 


. the two most important theories of Le Blanc and Liebenow. 


The three chapters on charge and discharge, capacity and 
internal resistance should be read by everyone who has the 
care of accumulators. Indeed, we had almost dared to 
say that they should form part of the general knowledge of 
every station engineer. It is truly remarkable what pro- 
found ignorance on these subjects reigns in the minds of 
many people who have to do with lead cells. Many men 
who could define with ease the capacity of a condenser— 
seldom, if ever, seen in practice—would be nonplussed if 
asked to estimate the capacity of the cell on their motor- 
cycle. And how many electrical engineers appreciate the fact 
that it is possible to obtain a difference of over 100 per cent. 
in the capacity of a storage battery for a 20° change of 
temperature ? | 

The formation of plates of the Planté type is explained, as 
well as the pasted-plate manufacture, and the commercial 
applications of the two types are discussed. Diseases and 
troubles are also dealt with in detail. The book, as a whole, 
cannot be praised too highly. It is well illustrated with 
photographic reproductions and clearly-executed curves and 
diagrams, and should prove useful to a large number of 
students and practical men.—P. K. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


Holophane Reflectors. 

We are informed by Messrs. SIEMENS Bros, DYNAMO WORKS, 
LTD., Tyssen Street, Dalston, that eight entirely new patterns of 
residence Holophane reflectors are now being placed on the market. 
Some of these patterns are moulded in designs which closely 
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resemble the best quality cut-glass shades, and therefore will be 
very suitable for fittings of ornate design. We illustrate in fig. 1 
one of the new designs. 

The company have issued a list which contains all the new 
patterns now being introduced to the market. 


A G.E.C. Electric Toaster. 


- THE GENERAL ELECTRIC Co., LTD., have just placed on the 
market an electric toaster at a greatly reduced price. This toaster 
is constructed of nickel-plate metal, mounted on a white porcelain 
base. The heating element is made of a calorite ribbon strip, 
firmly held in the nickel framework, and mounted on mica seats. 
There are two doors, fitted with handles, and worked on hinges, 
which open downwards and outwards, to allow the bread to be 
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turned or removed. The weight of the bread pressing on the 
bottom of these hinged wire doors holds it in position tightly 
against the bars near the heating element. The porcelain base 
never gets hot, even should the toaster be used continuously for 
hours, so it would not damage a highly-polished table. The 
handles fitted to the doors also remain cool. The doors themselves, 
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Fic. 2,——NEW G.E.C. ELECTRIC TOASTER. 


being fairly open, allow the moisture from the tossting bread to 
escape, and thus the outside of the bread is sure to be crisp. The 
popular toaster is 5 in. long x 4 in. wide X 7} in. high, and the 
power consumption is 500 watts. Sufficient toast can be prepared 
for an average breakfast in less than 10 minutes, 


Stage Arc Lamp. 


We illustrate in fig. 3 a special hand-feed economic flooding-type 
stage arc lamp, supplied by MESSRS. AUSTIN WALTERS & Son, of 
57, Lower Moeley Street, Manchester. 

The box has been designed to prevent stray light, and at the 
same time has perfect ventilation ; it is constructed of heavy-gauge 
planished steel, with a thick asbestos lining. The back is entirely 
enclosed, and all regulating adjustment is made from underneath. 


Fia. 3.—FLOODINd TYPE STAGE ARC LAMP. 


The current consumption is only 8 amperes, and a light equal to 
that of a 16-ampere arc is claimed for it. 

Two hand-feed arcs in series are fitted on to one base, and a 
specially-constructed resistance is built on the stand, together with 
a D. P. ironclad switch. 


New D.C. Motors. 


THE ELECTRICAL Co., LTD., of 122-124, Charing Cross Road, 
W.C., have just brought out a series of D.c. machines of new design, 
embodying the use of auxiliary poles, fan draught, improved brush 
gear, and the ability to stand 100 per cent. overload without 
sparking. The accompanying illustration, fig. 4, shows the louvred 


shutters on the end shielde, which provide ventilation, together with 
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protection against the entry of water or other foreign bodies, and 
the guard over the terminal block. Fig. 5 is a longitudinal section, 


. Bhowing the construction of the machine; the fan is of the radial 
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Еа, 5.— SEC TIONAL VIEW OF NEW D.C. MOTOR. 


type, to run in either direction, and the air is distributed over the 
whole of the interior of the machine. The brush gear is 
ingeniously devised, so that the position of the brushes for either 
direction of rotation is fixed by the maker, and no mistake can be 
made. The machines comply fully with the specifications of the 
Engineering Standards Committee, and the efficiency is maintained 
at a high figure, at from 50 to 150 per cent. of full load. 


B.T.- H. Reflectors. 


The BRITISH THoMsoN-HousToN Co., LTD., of Mazda House, 77, 
Upper Thames Street, E.C., are introducing a variety of Holophane 


Fic. 6.—B.T.-H. HoLoPHANE REFLECTOR. 


reflectors, of which one of novel design is shown in fig. 6, suitable 
for the lighting of domestio interiors, 
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SUB-STATION WORKING. 


By A. T. BULLEN. 


THERE are few definite laws relating to sub-station practice 
owing to its dependence on local conditions. The varying 
demands, the construction, and the situation, each in turn 
require special consideration, but a little time can be well 
spent in studying the deficiencies of some sub-stations and 
those connected with them. 

With the heavier machinery and plant installed in sub- 
stations the writer finds no fault, but he proposes to raise 
geveral interesting points and discuss some of the more 
prominent features of the question of the control of the 

lant. Í | 
à Sub-stations can be placed in two primary divisions, 
viz.: Rotary and Static sub-stations ; although it is pro- 
to refer briefly to the former, attention will be 
mostly directed to static sub-stations. It is the author's 
idea in this article to deal with plant that has to be left 
unattended for lengthy periods, and consequently the rotary 
gub-station, which always has someone in attendance, will 
hardly come into the question. 

Moreover, those in charge in a rotary sub-station not 
only should understand the machines and switchgear for 
which they are responsible, but also the nature of the 
load which is really the determining factor in the 
method of procedure in sub-station working. "Thus, 
while for instance, the tripping of an automatic switch 
in a traction sub-station may mean practically nothing at 
all, a similar occurrence in a lighting sub-station may 
spell disaster if not treated in a proper manner. It is true 
that the ordinary sub-station attendant merely replaces the 
switch in either case, but in such circumstances the action of 
the attendant does not add to, or take from, the seriousness 
or otherwise of the excess current that has been the cause of 
the tripping of the switch. 

However, we shall see that even with the special know- 
ledge they possess, the attendants in a rotary sub-station do 
not always do the correct thing. The following is an 
instance :— 

Some months ago the writer was in a sub-station in which 
a single 300-Kw. rotary converter was running, when sud- 
denly, withont any warning whatsoever, the H.T. switch on 
the A. C. side came out. The attendant got flurried, stood 
and looked at it for a few seconds, and then “ promptly " 
proceeded to put the switch in again. Fortunately, the 
writer was just in time to prevent him, and then he (the 
attendant) realised for the first time the mistake he had 
almost made. The difference in volts between the machine 
and the bus-bars at the precise moment was about 800, while 
the machine must have been running at something like 200 
R.P.M. below its proper speed. The writer wondered why 
the D.C. switch did not come out, and on examination found 
that it had been tied in with a piece of cord. 

Now, the tying in of the D.c. breaker may, under ex- 
ceptional circumstances, be quite legitimate, but it is not a 
thing that should be done indiscriminately. True, machines 
such as the above are designed to withstand very heavy 
excess currents for a short period ; but when it is necessary 
to tie in a breaker, it should be released immediately after 
the overload has fallen off. : 

Such contingencies as these do not, however, have to be 
dealt with in a lighting sub-station, in which case the 
breaker can be set to a definite limit, the exceeding of 
which means something wrong. | 

We will now turn to static sub-stations. 

As a contrast to the last example, the following is 
interesting. It occurred in a static sub-station, in which 
the practice was to leave one transformer only on circuit 
during the night. As the load went off each evening, so the 
attendant switched off his transformers one at a time. On 
this special occasion he was in the act of releasing his first 
transformer, when, by accident (or carelessness) he tripped 
the H. T. feeder switch instead of the H. r. transformer switch, 
which was next to it. Curiously enough, the lighting of the 
sub-station was taken off that phase, and the place was left 


in darkness. Instead of acting promptly and immediately 


replacing the switch he had tripped, the attendant proceeded 
to meditate after this fashion :— 

“ Good heavens! What have I done!” 

The writer did not wait for him to find out what 
he had done, but, after restoring the light, very “ care- 
fully " explained. 

Among sub-station attendants, the craze for experiment- 
ing is as prevalent as among many other classes, and often 
leads to some amusing incidents. The following is a 
sample :— 

Two worthy attendants in a certain static sub-station were 
one evening discussing the advantages of earthing the whole 
System on which they were engaged, and proceeded to join 
up all the outers of the distributors leaving that sub-station 
(in number about 30), with a piece of copper wire, and were in 
the act of connecting them to the lead covers of the cables 
when they were unfortunately disturbed by the mains engineer, 
who happened to drop in. This gentleman expressed his 
opinion of them in no uncertain terms. There is a 
rumour that they have yet to learn the advantages of 
earthing a system that was never intended for that purpose. 

Static sub-stations in outlying districts are sometimes a 
source of great annoyance, as they are in a great many cases 
visited but once a day, sometimes less often, and this fact has 
been responsible for some unfortunate occurrences and awk- 
ward positions. 

The practice of using automatic switches which have no 
time lag is, in such cases, open to criticism. The switches 
installed usually come out quite easily, and, on occasions, 
much delay and inconvenience has been caused to consumers 
who depend on the supply for their living. | 

A few weeks ayo an instance of this kind was brought to 
the notice of the writer. А sub-station which had not a 
great load on it was one day called upon for a supply for a 
40-H. P. motor. 

The motor did not start any too well, and just at starting 
took rather an excessive current, which, however, fell rapidly 
once the motor had got away, and which, while leaving the 
L.T. fuses intact, brought out the н.т. automatic switch. 
The delay caused by this mishap was something like 14 
hours, due to the fact that the men responsible were 
at the other end of the borough, and could not be 
immediately located. Had fuses been installed on the н.т. 
as well as on the L. T. side, or a switch with a time lag, 
this trouble would have been avoided, for the excess current 
was of but two or three seconds’ duration. 

It is the practice in some sub-stations to use H.T. 
bridge fuses which take the place of a double-pole switch. 

These bridge pieces, while claiming the advantage of 
being quickly replaced in emergency (for spares are always 
in readiness), are liable to be the cause of curious accidents. 

À message was received at the works recently stating 
that the current was off at one of the consumers’ 
premises. | 

Investigations showed that it was only too true, and as it 
was not readily accounted for, a visit was made to the sub- 
station supplying that particular consumer, when it was 
found that the fuses had been inserted on the inner of one 
transformer and on the outer of another. Such an accident 
as this would have been impossible had proper switches been 
used. It may be claimed that carelessness was responsible, 
and not a deficiency in the type of controlling gear, but it 
must be allowed that the engineer has to contend against 
such unreliability as this on the part of his assistants. 

The question of instruments is interesting, and demands 
attention. A frequent practice in sub-station working is to 
have simply an ammeter and a voltmeter fixed (one on each 
phase, if polyphase), in the station, but the following two 
incidents will show clearly that these instruments, unless 
they are of the recording type, are often of little value :— 

In the first case the sub-station contained simply one 
transformer, and was, as a rule, visited only during the day, 
As the instruments were not of the recording type, the real 
load on the station was not. known to the mains department, 
and haphazard guesses only could be made. One evening 
in November the works received a message from the district 
in which the transformer was installed, stating that the 
pressure was very low. On examination it was found that 
the H.T. fuse had blown in the sub-station, and the district, 
which was purely residential, and "consequently gave a 
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purely night load, was being fed back from another sub-station. 
The first thing the attendant did was to replace the fuse by 
a larger one. Not long after the transformer broke down 
completely.through overload. Now, had the instruments 
been of the recording type, the mains department could not 
but have noticed that the transformer was being persistently 
overloaded. 

` The second instance is of a different nature, but serves 
also to show the value of recording instruments. 

In one of the single transformer (per phase) sub-stations 
the H.T. fuse failed, but was not noticed by the attendants, 
although they made a daily inspection. As a consequence, 
the load was transferred to two other sub-stations in the 
district; one evening a heavy temporary load came on, which 
proved too much under the circumstances, but which would 
have been quite alright had not the two sub-stations been 
already overburdened by the load of the third. A transformer 
in one of the two broke down, due to the overload, and the 
whole of the load being then transferred to the other one, 
the н.т. fuse there failed, leaving practically the whole of 
one large district in darkness. The attendants who visited 
the first sub-station during the day did not have any grave 
suspicions on finding there was nothing going out from 
it, but had recording instruments been installed the case 
would have been quite different. 

It will be seen that automatic switches in out-of-the- 
way sub-stations are often a deal of trouble, and that 
although ordinary fuses are much preferable, they are, unless 
handled very carefully, likely to be just as troublesome and 
cause quite as much inconvenience. It will also be seen 
that recording instruments should invariably be installed 
in sub-stations that have not an attendant always in 
charge; and that one must be most careful in the 
selection of attendants. There are, of course, many 
excellent men doing sub-station work, but there are others 
not so desirable, such as the man who could not imagine 
what became of the 3,000 “lost.” volts in his sub-station, and 


it is these men one would prefer to see in a different groove. 


THE ELECTRICAL WORK AT 
THE PHYSIKALISCH-TECHNISCHE REICHS- 
ANSTALT DURING 1911. 


By EDWARD S. HODGSON. 


THE following notes have been compiled from the annual 
report of the Institution: this report may be found in the 
“ Zeitschrift für Instrumentenkunde," Nos. 4, 5 and 6, 
1912. 

The usual tests were carried out on machines, instru- 
ments, accessories, &c. 

At the request of the Commission on Insulating 
Materials an extensive investigation was commenced on 
insulating materials with a view to forming a basis for 
rules concerning the tests of these materials. Sixteen types 
of insulating materials were supplied by nine firms for the 
purposes of the experiments. The investigation covered 
surface resistance, breakdown voltage, change of insulation 
resistance owing to chemical reactions, exposure to light 
and weather, liability to combustion under the electric arc, 
also the behaviour of materials at high temperatures. The 
results of the investigation have been communicated to the 
German Society of Electrical Engineers. 

In 1909 the Reichsanstalt carried out an investigation 
into the behaviour of electricity meters on varying loads, 
both theoretically and experimentally. It was assumed in 
this investigation that the constant of motor meters is inde- 
pendent of the load. This assumption does not, however, 
hold in the case of Ferraris meters, and the earlier tests 
were supplemented in this direction. It was found that in 
the case of Ferraris meters, fluctuations in load and conse- 
quent appreciable differences in the indications of the meters 
occur only under conditions seldom met with in practice. 

A set of decade air-condensers from 0:001 to 0:01 micro- 


farad was constructed, in which the capacity of the con- 
nections need not be specially considered. . The condensers 
are comprised of horizontal circular plates : one system being 
connected to the casing, and the other insulated. The 
plates were built up in essentially the same manner as in the 
condensers already mentioned by Giebe (Zeitschr. f. Instru- 
mentenkunde, 29, 1909, pages 269, 301). In the centre of 
the cover and the bottom of the cylindrical case is a hole ; 
from the hole in the bottom a spring contact pin projects, 
which is connected with the insulated plate-system. In the 
inside of the case, under the hole in the lid, is a small con- 
tact-plate connected with the same system. When the con- 
densers are placed on each other (the feet acting as a guide), 
the contact pin of the upper and the contact plate of the 
lower condenser establish connection between the insulated 
systems, the other system being connected by the contact 
with the casing. The set has a baseplate of the shape of the 
lid of the case, this base having also a hole in the centre, 
and underneath this an insulated contact plate, from which 
a wire leads laterally through a tube to the outside. The 
following sizes were constructed :—0:001 microfarad, 0:001, 
0:002, 0:005 microfarad, and a rotary condenser of similar 
construction of a capacity to 0:002 microfarad. 

The 21 standard wire resistances which had been kept in 
the hygrostat (cupboard for a constant degree of humidity) 
were only measured once in 1911—viz., on the occasion of 
the annual comparison in May. It was found that assuming 
coil 1;, is constant, a small rise took place in all the wire resist- 
ances as compared with the values measured in 1910, this 
rise attaining 0:001 per cent. in the two 100,000-ohm coils, 
but being of less magnitude in all the other coils. Since 
the 0:1, 0°01 and 0:001 ohm resistances which were not 
kept in the hygrostat showed a slight increase by about the 


same amount (mean, about 0:0005 per cent.), it may be 


assumed that а considerable part of the changes observed is 
not attributable to the individual coils, but to a slight 
decrease of the resistance value of the standard 1,,. 

A brief description, with illustrations, is given of a new 
machine constructed by Hans Boas, of Berlin, for calibrating 
alternating-current meters. 

The differences between the comparisons made at the 
National Physical Laboratory, the Bureau of Standards 
(Washington), and the Reichsanstalt, and the methods used 
in these various institutions for determining the watt-loss in 
dynamo sheets have in the main been explained. They are 
chiefly attributable to the fact—which only came,to light 
afterwards—that the strips sent from the National Physical 
Laboratory to the Reichsanstalt for measurement were all cut 
parallel to the direction of rolling, and not, as is the recog- 
nised practice in Germany, half parallel and half perpen- 
dicular to the direction of rolling. The differences left after 
taking this factor into account lie within the limits of error 
of observation. 


An investigation has been undertaken on the influence of 


the chemical composition and heat-treatment on the 
magnetic and electric properties of iron alloys, A report on 
these tests has been sent to the firms concerned, but the 
results will not be published until later. 

In accordance with the steady displacement of carbon- 
filament lamps by those having metal filaments, the number 
of the former tested for life has considerably decreased. For 
the tests on metal-filament lamps alternating current was 
generally prescribed. i 

Special mention is made of a series of four 400 (Hefner) 
candle, 110-volt lamps, which initially consumed 0:85 watt 
per Hefner candle, and, after burning for 1,000 hours, con- 
sumed 0:92 watt per Hefner candle perpendicular to the axis 
of the lamp. Under these conditions the с.р. fell by only 
about 8 per cent. after running 1,000 hours. Farther 
mention is made of a series of five metal filament lamps 
(11:2 volts 70 Hefner candles) for series use. These lamps 
remained nearly constant up to 1,500 hours. Of course the 
manufacture of tungsten lamps has progressed a great step 
in that it is now possible to manufacture drawn filaments 
for the lamps, the consequence being increased cheapness 
and greater resistance to shocks. It is also possible by 
employing the drawing process to produce thinner filamenta 
of good durability, so that in Germany both 220-volt 16-С.Р. 
and 110-volt 10-c.r. lamps are now on the market. A large 
number (72) of these Jamps were tested for life. | 
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The Reichsanstalt was represented at the International 
Photometrical Commission, at Zurich, July, 1911. The 
ratios of the three standard lamps in general use have under- 
gone a change since the last conference, in that the National 
Physical Laboratory has fixed the standard value for 
atmospheric humidity for the 10-C. P. Vernon Harcourt lamp 
at 10 instead of 8 litres per 1 cubic metre of air. The 
Commission accordingly accepted the following conversion 
values :— 

1 Carcel = 10:7; Hefner candle: 
1 Harcourt = 11:1, Hefner candle; 
1 Harcourt = 1°03, Carcel. 


The Reichsanstalt has recently been invited to take part 
in the movement promoted by the Illuminating Engineering 
Society (New York) for the introduction of uniform values 
and designations in photometry. 

Some additional researches, &c., which may be mentioned 
are the following :—An investigation into the eddy current 
brake and the electromagnetic rail brake ; potential drop in 
three-phase generators; the absolute determination of the 
ohm ; the thermal expansion of marble (carried out in con- 
nection with the last-mentioned research) ; measurements of 
high-frequency currents; electrometrical measurements on 
high-frequency circuits; electrolytic valvular action; elec- 
trolysis of glass, &c. 

In all,-49 official and private papers were published by 
the members of the staff during the year, and a detailed list 
of these is given at the end of tlie report. 


BUSINESS NOTES. 


Consular Notes,—Argentina.—The American Consul 
at Buenos Ayres, in a recent report, points out that the 
tramway statistics of that city during the last few years, gave 
evidence of the efficiency of the service. There has been an 
enormous development of the city traffic, a development which 
is surprising, not only when compared with that of other cities, 
but also when the position now is compared with the position 
in Buenos Ayres a few years ago. In 1873, when the great- 
ness of the city began to be realised, the tramways carried 
13,156,350 passengers: 10 years later (in the period of the horse 
cars) the total number of passengers was augmented to 17,965,437 ; 
a decade later, due to the increased population of the city, 57,799,362 
passengers were carried. With the change from horse cars to 
electric cars came a great improvement and extension of the system 
in all directions, and the number of passengers carried multiplied 
beyond the most sanguine expectations, During the year of 1911, 
just past. 355,531,182 passengers made use of the facilities offered, 
the companies receiving $14,969,446 (United States gold) in fares. 

Corea.— The American Consul at Seoul reports the announce- 
ment by the Seoul Press that the Japanese firm of Okura & Co., of 
Tokio, has made arrangements under Government permission for 
installing on the Chongchon River an electric plant to supply the 
demands of the mining district of North Pyongan Province. The 
scheme contemplates the supply of motive-power, tramway service, 
and lighting, and contracts have been already entered into with 
the Oriental Consolidated Mining Co., the Chosen Mining Co. (both 
American), and others for the supply of over 2,000 H.P. The 
Consul is informed by representatives of these companies that this 
arrangement is considered of great advantage, in view of increased 
cost and growing scarcity of wood for fuel. The coal to be used 
in the work will be supplied from Manchuria, where Okura & Co. 
control the output of the Penshu Colliery. The machinery required 
will be obtained from Germany. Okura & Co. are the sole agents 
for Japan of the A.E.G. of Berlin. 

Canada. The American Consul at Fredericton, New Brunswick, 
reports that the hydroelectric station: which is to utilise the power 
of the Eel River and ita tributaries in Cartleton County, is to be 
constructed in a short time. When completed, the station will be 
in a position to supply cheap power to all the neighbouring towns, 
including Fredericton. Letters cf incorporation were sccured in 
1911. A company, capitalised at $98,000, is applying for letters of 
incorporation to do business under the name of the Welsford and 
Hamstead Telephone Co. It proposes to carry on a general tele- 
phone business in Queen's County, with a head office in Welsford. 

China.—The American Consul at Shanghai, reporting recently 
on general conditions in China, writes as follows: — China із at 
the dawn of an era of industrial development, and the demand for 
implementa for this expansion should continue to increase for many 
years to come. The following are ideas and views gleaned from 
local representatives for machinery and electrical appliances from 
time to time. The British and German firms are obtaining more 
business than their competitors because they study the require- 
mente of the market more carefully than manufacturers of other 
countries and have far superior organisations in China. They also 


grant special terms of payment which Americans are not often 
willing to give. This is particularly true of the Hermans, in whose 
country the banks amalgamate with manufacturers' gyndicates, 
with the result that any scheme presenting a reasonable prospect 
of success ia financed through this combination and German 
capital purchases the German materials with which the plant is 
fitted. There is usually a first partial payment anda lien taken on 
the plant во erected as security for the balance. In equipment of a 
municipal or public nature, the guarantees of local officials are 
often added to the security. The American technical representa- 
tive of a well-known company writes with reference to electrical 
machinery that at present there is excessive competition indulged 
in by foreign firms, and any American exporter desirous of obtain- 
ing a foothold in the market must be content with small returns as 
long as present conditions last. Great emphasis in many instances 
is placed on price which puts not only electrical but other American 
machinery at a disadvantage, except in the case of the apparatus of 
the largest manufacturers. This is true for the reason that 
technical knowledge is lacking in China on the part of all but an 
extremely limited number of purchasers. Consequently few cus- 
tomers are in a position to judge the relative merits of machines 
offered and price becomes to a large extent the standard by which 
suitability is determined. This is directly responsible for the keen, 
low-priced, small-profit condition of the present day. Education 
will do much in time to alter this. Foreign competitors seek in this 
low-priced campaign to secure a footing againet the time when 
development is more general, demand more generous, and education 
such as to render small margins unnecessary. One thing is certain, 
the industrial machinery business in China cannot be carried on 
without local representation of some sort. Catalogues alone are 
useless. Some of the important American houses are already in the 
field with technical experts operating independently or in con- 
junction with locally established firms, and these, I am told, have 
made headway. Personally, I have faith in American organisation, 
alertness and general ability to get business, if gone after properly. 
For this reason I believe firmly in the co-operative scheme for 
houses having lines not sufficiently important as yet to warrant 
individual direct effort, but certainly entitled to the fair trial that 
only such representation can give. This is peculiarly applicable tu 
houses producing industrial and otber machinery, and such an 
organisation supported by bank affiliations should be in a position to 
secure a larger proporation of this expanding trade than the United 
States is getting at present. It is the plan of the competitors, and 
is at least worth the most thorough investigation if not a trial." 

Brazil.—The British Consul at Santos, reporting on the dock 
works there, states that electric cranes to the number of 14 have 
already been erected on a new stretch of quay, and an installation 
of electric conveyors for the loading of coffee has also been fitted 
up. On April 16th, 1911, the Dock Co.'s hydro-electric installation 
at Itatinga, about 20 miles from Santos, the transmission cables 
and central station at Outeirinhos (Santos) were completed. 
The large surplus of power which the Dock Co. is prepared 
tosupply &t à very moderate price for industrial purposes would 
seem to afford a good opening for the establishment of factories, 
suitable building land with railway facilities being available. In 
the town of Santos the tramway system comprises about 38 miles of 
line, of which 15 miles were electrified in 1909. The electrifica- 
tion of the remaining 23 miles was taken in hand in 1911, and 
should be completed by the end of 1912. 

Finlaud.— The British Consul at Heleingfors, in a recent report, 
states that all goods connected with electrical machinery, &c., are 
supplied by Germany in far greater quantities than by the United 
Kingdom, with whom Sweden also competes in this trade. There 
does not appear at present to be any means by which the British 
import trade can be improved in such articles as telephones 
(received exclusively from Sweden), lamps, bella and other appa- 
ratus; but in electrical machinery, motors, &c. the United 
Kingdom might well compete, and is doing 80 to some extent, 
although the import is as yet insignificant. It should be noted in 
this connection that Finland is & country with great wealth in 
water power, and that turbines and electrical machinery must 
needs be used in large quantities. It therefore appears extremely 
probable that the importation of the latter goods will improve, as 
it is considered that the local factories will not be able to meet the 


demand. There should thus be an opening for a thorough study 


of the Finnish market in this trade, and for an attempt to supply, 
if possible, the particular article required. 

The British share of the import trade in suction gas and other 
engines is important, and, it is considered, might be improved. It 
is difficult to say whether the import trade in this line developed 
in 1911, a8 no separate statistics are available, but it should be 
mentioned that engines of all kinds are largely employed in 
Helsingfors for boate, cars, building works, Xe. As regards 
machinery in general, imports from the United Kingdom decreased. 
In order to further British commercial interests in Finland, the 
system of establishing local agents for the different branches of 
trade should be continued. The best manner of obtaining suitable 
agencics for any particular class of goods is to advertise in a local 
journal. 

Much can be dore for British trade in Helsingfors, and in 
the other Finnish towns by sending out representatives of 
British manufacturing firms to push tbe sale of the various com- 
modities. Much good has, no doubt, been already accomplished by 
this method. but much still remains to be done. The reprerenta- 
tives in question should possess a knowledge of Swedisb, though, 
as an alternative, German would also be useful in a minor degree. 
It is perhaps unnecessary to add that such representatives should 
possess good manners and tact—qualities which experience shows 
go а very long way in obtaining the footing required. As time 
goes on a knowledge of Finnish will probably become necessary, 
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but at present Swedish is the principal language required in 
commercial circles, 

The British Vice-Consul at Viborg states that the extension of the 
electrical plant of that town has been practically carried out. The 
electric tramway will shortly be inaugurated by the municipality, 
and is expected to be ready for public use by the end of 1912. 


For Sale.— Mr. G. E. Corfield, the Receiver, is inviting 
offers for the sale, by tender, of the business of the Davis Electrical 
Co. Ltd. (in liquidation), 17, Moor Street, Cambridge Circus, 
London, W. ' 

The Dundee Town Council has 50 arc lamps for sale, 
advertisement pages to-day. 


Book Notices, —'* Memorandum and Articles of Associa- 
tion of the Е.Е.” “Journal of the I. E. E., Vol. 49, No. 214. 
London: E. & F. N. Spon, Ltd. Price 5s.— The issue for July, 1912, 
contains the following papers :— High-Voltage Tests and Energy 
Losses in Insulating Materials, by E. H. Rayner; ‘‘ Self-Contained 
Road Vehicles and Locomotives,’ by J. C. Macfarlane and H. 
Burge; ‘Tariffs for Electrical Energy,’ by W. W. Lackie; 
Specifications, by Fred. S. Sells; “Power Station Working, by 
J. W. Jackson; Porcelain Line Insulators.” by J. Lustgarten; 
An Instrument for the Detection of Combustible Gases and 
Vapours, by Louis J. Steele; The Determination of the Etliciency 
of a Polyphase Asynchronous Motor from the Current (circle) 
Diagram,” by John Nicholson ; The Tungsten Filament Lamp on 
Alternating Current," by Lancelot W. Wild. 

“Telephony s" Directory of the Telephone Industry. Chicago, 
U. S. A.: Telephony Publishing Co.- -This manual, now in its 17th 
year, gives a complete list of th» telephone companies operating in 
the United States, Canada, Mexico and the American dependencies 
—amounting in the aggregate to no fewer than 21,952 (21,048 in 
U.S. A., 855 in Canadse, and 49 in the other countries). Of this 
remarkable total, 11,518 are returned under the head number of 
subscribers unknown," 4,087 with under 50 subscribers. and 2,087 
from 50 to 150; at the other end of the scale there are 35 
companies with over 10,000 subscribers, 66 with 5,000 to 10,000, 
and 510 with 1,000 to 5,000. The State of Iowa alone possesses 
3.787 companies, and two other States confess to more than 1,100 
each, showing that the conditions obtaining in the American 
telephone field present a striking contrast with British practice. 
A list of foreign telephone companies and buyers, occupying 
21 pages. is followed by an account of the Bell" organisation 
(the American Telephone & Telegraph Co.) and its associated 
companies, filling nearly ?0 pages, and a section is devoted to the 
telegraph, cable and wireless companies of the world. Part II of 
the volume isa Buyers Guide, and is provided with maps of the 
United States and Canada. Nothing could give a more striking 
impression of the vast development of the telephone industry 
across the Atlantic than this work, which deals with conditions 
absolutely unknown in Europe. The magnitude of the industry is 
also well illustrated by the lengthy list of manufacturers and 
dealers whose names and advertisements are printed in the second 
part, forming about half the volume. 

British Standard Specifications.” А new edition of the British 
Standard Specification for Structural Steel for Bridges and General 
Building Construction (Report No. 15. Revised August, 1912) has 
recently been issued. The new issue is of importance in view of 
the fact that the London County Council (General Powers) Act, 
1909, requires that all rolled steel used in the construction of 
skeleton frame work for buildings shall comply with the require- 
ments of this spezification. The price of the specification із 5s, 2d. 
post free, and it may be obtained from any bookseller, or direct 
from the offices of the Committee, 28, Victoria Street, West- 
minster, S. W. 

Calendar of the Royal Technical College, Glasgow, 1912.13." 
Glasgow : The College. : 

Electrical Injuries: Their Causation, Prevention and Treat- 
ment.“ By Charles A. Lauffer. 1912. х London: Chapman & Hall, 
Ltd. Price 2s. net. 

“The Constituents of Coal Soluble in Phenol,” by J. C. W. 
Frazer and E. J. Hoffmann; “The Factor of Safety in Mine Elec- 
trical Installations,” by H. H. Clark ; "The Status of the Gas Pro- 
ducer and of the Internal Combustion Engine in the Utilisation of 


хее our 


Fuels, by R. H. Fernold ; The Slagging Type of Gas Producer, 


by Carl D. Smith ; "Government Coal Purchases under Specifica- 


tions, by б, S, Pope and J. D. Davies. 1912. Washington: 
Government Printing Office, 
" Bulletin 6f the American Institute of Architects.“ Vol. XIII, 


No. I. April. 1912. Washington: The Institute. 

" Wireless Telegraphy." By Alfred T. Story. 1912. 
Hodder & Stoughton. Price ls. net. 

" Proceedings of the Incorporated Municipal Electrical Associa- 
tion. 1912.“ London: Wyman & Sons, Ltd. Price ^s. 

We have received from Mr. J. Sutherland Warner a reprint of 
correspondence in the Times of March and April, 1910, relating to 
“ Mono-rail Fallacies,’ in which the relative merits of the mono-rail 
and the ordinary permanent way were discussed, 


London : 


Catalogues and Lists.—Tux ELECTRICAL Co., LTD., 


122-124, Charing Cross Road, W.C.—Lists Nos. 1 and 2, dealing 
with electric motors; list No. 1 relates to Dc. machines, from 
4 о 100 H. b., which are built in three standard types according to 
size; it contains very full information regarding the motors and 
their capabilities, as well as particulars of small motor-generators, 
starters, &c. Useful notes are given as to the management of the 
machines, and tables of dimensions are provided. List No. 2 deals 
with A.C. motors of slip-ring and equirrel-cage types, in several 
ranges, from } to 500 H.P., and for one, two or three-phase supply. 
Commutator machines are also listed, together with starting 


switches and transformers and spare parts, and a number of 
diagrams of connections. Running instructions and dimension 
tables are given. Both lists have been compiled with a special eye 
to the requirements of contractors, and are very conveniently 
arranged. 

THE CABLE ACCESSORIES Co, LTD., Britannia Street Works, 
Tividale, Staffs.—Catalogue No. 6 of electric light ‘‘Sceaco” 
water-tight fittings; the company specialises in cast-iron fittings, 
and the list shows & great variety of these for use on board ship, 
in docks and factories, mines, &c., and for street lighting, with one or 
more incandescent lamps, Ironclad D.P. switches and fuses for 
street lighting, and ornamental brackets of numerous patterns for 
use with the fittings, are included. as well as hand-lampe com- 
plying with the Home Office Regulations. and a variety of 
accessories. 

THE LT.E. ELECTRIC Co. (1907), LTD., 72, Finsbury Pavement, 
E.C.—Card showing the Midget Senior I. T. E. circuit breaker for 
five to 300 amperes, and the L.L. traction type. of which hundreds 
are used by the L.C.C. 

DEUTSCHE GASGLUHLICHT A.G. (AUERGESELLSCHAFT), Berlin 
O 17.—Catalogue of retlectora, fittings, and installation materials 
for use with Osram wire lamps. 

ALLGEMEINE ELEKTRICITATS - GESELLSCHAFT, Berlin.— 
Brochures giving particulars and illustrations of generating plant 
and of electrically-driven pumps, air-compressors and fans, installed 
by the company in numerous gas-driven power stations for mining, 
ironworks, &c. 

C. W. Hunt Co. West New Brighton, New York, U.S A.— 
Pamphlet describing the Hunt Automatic Railways for handling 
materials in bulk: some of these installations have been working 
satisfactorily for 40 years. 

MESSRS. SIEMENS Bros. DyNAMO Wonukks, LTD., Tyssen Street, 
Dalston, N. E.— Price list No. D6, dealing with Holophane fittings, 
reflector-bowls and spheres, with a variety of fittings for use with 
Holophane glassware. Also a leaflet illustrating nine of the newest 
patterns of household Holophane. 

The UNIVERSAL ELECTRICAL MANUFACTURING Co., 14, Station 
Parade, Peckham, S.E.—Calendar card with prices of porcelain 
tubular fuses with protected ends, The company has built a 
foundry for brass, gun-metal and aluminium castings, and is now 
prepared to supply rough or finished castings to pattern or to 
drawing. 

THE LANGDON-DAVIES Motor Co., 110. Cannon Street, E.C.— 
Price list of standard А.С, motors of the slip-ring and short- 
circuited rotor types, from à to 100 B. H. P., conforming to the 
Engineering Standards Committee's specification; also geared 
motors, starters, motor- generators, Kc. 

THE ELECTRICAL APPARATUS Co, LTD, Vauxhall Works, South 
Lambeth Road, S.W.-—Leatlet relating to the E. A. C. high torque 
meter. 

MEssrs, SEEAR, PAGE & Co., 16 and 17, Devonshire Square, E C. 
—Pamphlet describing the Swedish system (Löfquist patents) of 
electric heating apparatus—laundry, domestic, &c. 

Messrs, WAILES, DOVE & Co., Lrp., 5, St. Nicholas Buildings, 
Newcastle-on-Tyne.— Booklet about Bitumastic. solution for coating 
ironwork. 

THE SLOAN ELECTRICAL Co., LTD, Conradty House, 12, Golden 
Lane, E.C.— Price lists relating to " S, L. " shades and reflectors. of 
Elos, metal and silk, in great variety: апа S. L. cartridge fuses, 
"pvrotin" fuse wire and strip, " bi-metal" fuse wire, &c. These 
can be had on application to the company. 

MESSRS. SCHAFFER & BupENBERG, LTD, Whitworth Street, 
Manchester.— Price list of indicators (Catalogue Section 19) of the 
Thompson type, with a variety of modifications and recent im- 
provements, as well as the Richards indicator, explosion recorders, 
electrically- controlled indicators, and a variety of reducing gears, 
tools and accessories. 

THE BRITISH ALUMINIUM Co., LTD., 109, Queen Victoria Street, 
E.C.— Leaflets relating to aluminium domestic fittings, such as 
door handles, &c., and aluminium ventilating fans for attachment 
to electric motors. 

MESSRS. SAMUEL DENISON & Son, LTD, Leeds.— Pamphlet 
describing tbe Blake-Denison " weigher, which automatically and 
continuously weighs and records the quantity of material passing 
over any type of conveyor, within 4 per cent. A semi-automatic 
weigher and various other types of machine are described, and a 
new time tonnage recorder for secret control, electrically operated 
at any distance from the weigher, ix introduced. An explanatory 
statement regarding these devices is given in a separate pamphlet. 


The Brimsdown Lamp Works, Ltd., Kingsway House, 
W.C.—We have received a copy of a large showcard advertising 
" Wirum lamps for 1912: the card measures 15 x 20 in., and is 
printed in eight colours, with striking effect. It is for general 
distribution to the trade. 


Austria,—According to the Electro. und Masch., the 
imports of electrotechnical products into Austria-Hungary in the 
first five months of the year amounted to 16,121,000 kronen, against 
11,168,000 kronen in the same period in 1911. The exports were 
5,134,000 kronen, against 4,530,000 kronen. Of dynamos the 
importe were 5.934,000 kronen, against 4,192,000 kronen, and the 
exports 491,000 kronen, against 206,000 kronen. Compared with 
the previous year, the growth in the aggregate imports, and more 
particularly in dynamos and electrical apparatus, was maintained, 
although compared with the preceding month's importe, & note- 
worthy falling off wasobservable. The exports, also compared with 
those of the previous month, showed a decline, although they were 
25 per cent. greater than in the same month last year. The 
advance in the exports of glow lamps was less marked than in the 
previous year, but cable and wire both showed considerable improve- 
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ment. The United Kingdom figured in the imports, principally in 
dynamos, transformers, &c. ; telegraph, signalling and safety rail- 
way apparatus; telephones and microphones ; cable and insulated 
wire: accumulators; and electrical meters, the bulk of Austro- 
Hungarian trade being with the'German Empire. Of the exports, 
the United Kingdom were the recipients of small consignments of 
dynamos, telephones and microphones, electrical meters, glow Jamps 
(153 quintal) armoured cable and insulated wire (91 quintal), 
rubber or gutta-percha covered wire (33 quintal), paper, &c., covered 
(208 quintal) carbons (1,113 quintals) and electrodes. Moderate 
exports were made to British India, but Egypt apparently is a good 
customer for Austro-Hungarian electrical products. 


Liquidation.— LAHMK TER ELECTRICAL (o., LrD.—À 
general meeting of the company will be held at the office of 
Messra. Slaughter & May, 15, Austin Friars, E.C., on October lat, to 
receive the report of the liquidator on the winding up of the 
company s affairs. 


Bankruptcy.—G. E. 
engineer, of 24, Susans Road, Eastbourne. 
proofe. September 13th, 1912. 


Trade Announcements.—THE DIrSEI. ENGINE Co. 
announce that in consequence of the expansion of their 
business they are removing from Queen Victoria Street to more 
commodious head offices at General Buildings, Aldwych. Strand. 
Londor, W.C. All communications should be sent to the new 
address. 

THE CONSOLIDATED DIESEL ENGINE MANUFACTURERS, LTD., 
als) announce that their registered office is now ren.oved to Gereral 
Buildings, Aldwycb, London, W. C. 

Messrs. W. T. GLOVER & Co., LTD., announce that the tele- 
graphic address of their London office will henceforth be 
Phonoscope, Vic., London.“ The indicator word, Vic,“ will not be 
charged for in inland messages. 


Hervey, gas and electrical 
Last day for receiving 


LIGHTING and POWER NOTES. 


Accrington.—The electricity department has just com- 
menced tbe work of laying a new high-pressure cable towards 
Clayton-le-Moors in preparation for the supply of current to the 
township. It is also probable it will be requested to quote for the 
supply of current to Great Harwood 


Arnside.— By arrangement with the Traders’ Association, 
the first eection of the promenade electric lighting scheme has been 
brought into use. The work has been undertaken by the traders, in 
the hope that the P.C. may see its way to take over the scheme 
eventually. 


Barrow-in-Furness,— At the T.C. meeting on Septem- 
ber 2nd, the Electricity Committee reported that tre engineer had 
submitted terms by which, subject to approval, he agreed to give 
the Furness Railway Co. & supply of electricity for the whole of 
their locomotive works at Barrow, for a period of 10 years. It was 
decided to grant approvai, subject to the company entering into an 
agreement to the approval of the town clerk. The Council also 
endorsed the engineer's proposal to authorise the contractors to 
proceed with the work in connection with the buildings for the 
extension of the electricity works, and the town clerk was instructed 
to write the L.G.B., informing it of the proposal. 


Belfast.—The site for the new electricity station, which the 
Corporation proposes to erect, will probably be that known as 
Glentoran, on the Ravenhill Road. The Tramway and Electrical 
Committee has recommended the Council to accept this site (which 
covers between five and six acres), at an annual rental of £65 per 
acre. A meeting of the Council in committee has been called to 
consider the recommendation, and aleo the reports of the electrical 
engineer, and the consulting engineer on the electrical extension 
question generally. The Glentoran property has a frontage to the 
Lagan. Another site which was examined by the sub-committee of 
the Tramways and Electrical Committee was'at Queen's Bridge. 

An experimental installation of arc lighting has been introduced 
in Donegall Street, this being an extension of the system which has 
already been in use for about three years in Castle Place and High 
Street. We gather that centre lighting has been adopted by poles 
and span wires. | 

Bettws-y-Coed.— With reference to the Council's pro- 
posal to borrow £9,700 for water supply and £3,720 for electric 
lighting schemes, an inquiry has been held by the L. G. B. Regard- 
ing the latter, it was stated that Lord Ancaster had agreed to 
lease to the Council the well-known Swallow Falls, go that the 
Council, by making & small charge for admittance, could secure at 
least £100 annually towards the estimated deficit of £212. Iis 
lordship had also offered to contribute £100 a year until the deficit 
was wiped off. Opposition to the scheme was raised by a member 
of the Council, the latter objecting to the Swallow Falls which 
had always been open to the public, being saddled by a charge 
which would result in harm to the district. 


Birkenhead.— Arising apparently out of a discussion on 


the borough electrical engineer’s expenses at the last T.C. meeting, , 


the following notice of motion has been given by Councillor Campbell 


for consideration at the forthcoming T.C. meeting :—" That the 
number of days in attending conferences under authority of the 
reeolution of the Special Committee confirmed by the Council on 
October 6th, 1909, be limited to not more than four days in one 
year, including day of going and day of returning ; and that all 
proposed attendances at conferences, other than those sanctioned 
by the Council on October 6th, 1909, be entered in the minutes of 
the committees concerned." 


Bolton.—The annual report of the electricity depart- 
ment shows a total output sold of 11,676.937 units, of which motor 
supply and tramways accounted for 5,540.319 and 4,168,761 units 
respectively. The gross profit on the year's working was £32,123 ; 
interest, sinking fund and depreciation charges absorbed £26,992, 
sundry contributions amounted to £1,709, and the balance of 
£3,422 went to the rates, this figure comparing with £6,837 in the 
previous year. The calculated depreciation for the undertaking 
amounted to £19,169, and & sum of £3,943 was therefore trans- 
ferred to the depreciation account to supplement the loan instal- 
ment, which only amounted to £15,226. "The depreciation account 
now stands at £27,073. The decreased net surplus is attributed to 
the coal strike, which added some 43, 000 to the coal bill for the 
year. and will also affect the present year's working. As the 
Corporation has unfortunately delayed the construction of the new 
power station, so that the existing plant will be overloaded during 
the year, this will still further affect the present year's working— 
despite the assistance of the 1,000-Kkw. battery which has been 
installed for the purpose of getting over the peak loads of the 
coming winter. This is partly explained by the fact that the Bolton 
undertaking supplies both sirgle and three-phase alternating 
current a8 well as direct current for both lighting and traction. 
It is interesting to note that 483 consumers used 1,167 motors, of 
11,794 H.P., and that a total of 3,105 consumers were supplied. 

The Electricity Committee has approved the plans and esti- 
mates prepared by Mr. A. A. Day (borough electrical engineer) 
for the proposed new power station on a site at Back-o-th’-Bank, 
for the purpose of meeting the increared demand for current 
in Bolton. ‘The site is regarded as particularly advantageous, 
as coal can be delivered from the railway direct on top of the boiler 
house, and on the other side of the site isthe River Tonge. the water 
of which will beavailable for condensing purposes. There is ample 
room on the site for putting down a generating station of very 
large dimensions. The initial capacity of the plant will probably 
be two 4,000- Kw. turbo-alternators generating three-phase current, 
50 cycles, at 6,500 volts. In addition to the river, there will be 
extensive reservoir capacity for condensing water. The scheme only 
awaits the sanction of the L.G.D. to be proceeded with. 

The L.G.B. has sanctioned the borrowing of £19,000 for electricity 
purposes, i { 

Carlisle.— The annual report of the electricity depart- 
ment shows total sales of 2,317.135 units, as compared with 
1.649.211 units in the previous year. The gross profit, £9,971, was 
£1,202 higher, and the net balance amounted to 43.340, or a trifle 
lesa than the previous year. The report points out that various 
additional expenses were met during the year, but for which the 
balance would have been greater. The works costa has steadily 
decreased, and etood at approximately jd. per unit. We note that 
the balance of the net revenue account, after meeting loan charges, 
«с., amounts to £5,337. 


Continental Notes,—Atstris.—The favourable pro- 
gress of the constructive works of the Vienna municipal station on 
the Leitha-Fische. gives ground for the belief that the station will 
be completed in the course of next year, instead of in 1915. The 
station will be equipped with eight steam turbo-alternators, 
These will generate three-phase current at 5,000 volts, which 
will be raised to a pressure of 38.000 volts. The transmission to 
Vienna will lead .through  Pottendorf. Oberwaltersdorf. and 
Modling. A second line is contemplated to run through Potten- 
dorf, Münchendorf. and Vosendorf. In Oberwaltersdorf, and 
Modling transformer stations will be erected. to supply various 
neighbouring localities. In Vienna the current will be stepped 
down to the norma] Vienna pressure. The final cost is estimated 
at 64 million kronen, but the immediate expenditure figures at 
850.000 kronen.— De: АРК мое не". 

REss14.— ST. PETERSBURG. — A fresh element of competition 
is proposed to be introduced in connection with the supply 
of electrical energy in St. Petersburg. At present the business is 
in the hands of (1) the St. Petersburg Electric Lighting Co., of 
1886. in which German manufacturing firms are indirectly 
interested throuvh their association with the Zurich Bank for 
Electrica] Enterprises, and the Berlin Electric Light and Power 
Investment Co., both of which are large shareholders in the 
Russian company ; (2) the Belgian Société d'Eclairage Electrique; 
and (3) the latter's subsidiary the Compagnie Auxiliaire. which 
acquired in 1909 and subsequently, the majority of the shares in 
the St. Peteraburg (Helios) Electrical Installations Co. The 
Electric Lighting Co., of 1886. as was mentioned in this journal a 
short time ago. recently secured control over a portion of the 
Little Imtra Falls in Finland, with the object of establishing 
hydro-electric works, partly for the purpose of supplying light 
and power in Finland, and partly for creating a reserve for the 
increasing requirements in St. Petersburg. It is proposed to form 
a special Finnish company to carry out the undertaking, which is 
stated to have already involved an expenditure of over £200,000 
for the purchase of the water-power rights. In the meantime, 
Belgian and other interests have been at work in a similar 
direction, as it is announced from the Russian capital that 
Imperial sanction has just been given to the St. Petersburg Elec- 
trical Transmission of Power Co., which is also to utilise water 
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power in Finland. The promoters of the new company are headed 
by the Brussels banking firm of MM. P. & S. Mottar, and the com- 
pany has acquired water falls in Finland and the rapidsof Volkhow, 
together with adjacent sites, and is also declared to have 
assured itself of the right of way for the erection of 
mains to St. Petersburg. Five leading Russian banks have parti- 
cipated in the scheme, including the Russo-Asiatic Bank, whose 
director—Excellency Patiloff—has been elected chairman of the 
new company. The announcement omits to state whether the 
transmission company has obtained a concession to supply electrical 
energy in St. Petersburg in competition with the three existing 
companies. At any rate,it is calculated that the execution of the 
acheme would necessitate the expenditure of £2,500,000. At the 
same time it is known that the Russian Ministry of Communications 
is inquiring into the question of the transformation of the railways 
in the neighbourhood of the Russian capital to electric traction, 
although there is nothing at present to connect this matter with 
the new scheme for the utilisation of Finnish water powers. | 

The British Vice-Consul at Omsk has forwarded a copy of a 
pamphlet (in Russian) giving particulars of a proposed electric 
lighting and tramway system for Omsk. The pamphlet may be 
seen by British contractors at the Commercial Intelligence Branch 
of the Board of Trade. 

BELGIUM.—Under the' auspices of three colliery undertakings in 
the Liége district, a company has just been formed in Brussels with 
a capital of £24,000, and the title La Société d'Electricité de Genck, 
with the object of establishing a central station for the supply of 
the electrical energy required for lighting and power purposes at 
the collieries interested. 

La Société des Produits de Flenu is reported to be about to 
establish an electric lighting and power plant at its collieries at 
Jemappes. 

NORWAY.—A capitalist group represented by Director Blakstad, 
of Lillehammer, intends to erect a power station on the Aur Elf, 
and to build & dam 40 m. high across the Aur Lake. Local 
officials have lodged a protest against the scheme, as being likely to 
prejudicially affect the fisheries, the wood and moor industries, and 
cattle raising ; on the other hand, the district, representative is in 
favour of it owing to the dues which, according to the new water 
law, will fall to his office. It is intended to build a tunnel from 
Lake Aur to Sundal, by which some 200,000 H.P. will be provided. 
An alternative plan is mooted whereby a total of 250,000 H.P. will 
be provided. When completed, this station will be the largest in 
Norway, and one of the largest in the world, larger than the 
Rjukan Falls station in Sweden. The cost is estimated at 
35,000,000 kronen.— Elek. und Maseh. 

It is aleo reported in the Press that a Norwegian company is to 
be formed to work a French electro-chemical patent for the manu- 
facture of a new product connected with the nitrogen industry, 
which has practically not been manufactured for sale before, but 
which has been produced experimentally for some years.” It is 
said that this new industry will require a large amount of water 


power and capital, a sum of about £556,000 being mentioned in this 
connection.— Board of Trade Journal. 


Cuba.— The Gaceta Oficial (Havana) publishes decrees 
authorising Senores Rovira y Hermano to install a hydro-electric 
plant in Trinidad, intended for lighting and other industrial pur- 
poses; and the Compania Cubana de Alumbrado de Gas, of Cien- 
fuegos, to install in Cienfuegos, a central power station for the 
purpose of generating electric energy for lighting and industrial 
purposes.— Board of Trade Journal. 


Darwen.—The T.C. has proposed to make application to 


the L.G.B. for sanotion to borrow £450 for electricity works exten- 
sion, and for a new cable from the electricity works to the Circus. 


Dorking.—The U.D.C. has consented to Edmundson's 
Electricity Corporation, Ltd., laying a new cable along London 


Road, at an estimated cost of £250, to more.effectually serve the 
extended area of supply at Westhumble. 


Llandudno.—On the Electricity Committee’s recom- 
mendation the U.D.C. has decided, for the sake of uniformity, to 
light the promenade extension to the foot of the hill in the direc- 
tion of Craigside, at an estimated cost of £134. 

A recommendation has also been made that six electric columns 
be placed on the west shore immediately the scheme for the levelling 
and turfing of the promenade there has been agreed upon. 


London.—Suorepitcy.—The accounts of the Electricity 
Department, to be submitted to the B.C., show that 7,890,973 unite 
were sold in the year ending March 31st last, as against 6,994,710 
for 1910-11.  The.net surplus on the year's working was £5,326, 


although the department had to pay £1,000 more in rates than in 
the previous year. 


Haidenhead.— On Wednesday the 6-ton fly-wheel of a 
Diesel generating set in the electricity works buret, the pieces 
of the fly- wheel being hurled through опе end of the building. 
One man was injured, and it was feared that the supply would be 
interrupted, but, fortunately, the staff were able to meet the whole 
of the lighting requirements of the town, except street lighting, by 
means of the steam generating plant. 


Mexico.—The Mexican Northern Power Co. is making 
an investment of $80,000,000, which will cover the construction of 
dams, erection of buildings, installation of machinery, provision of 
transforming stations, stringing of wires and the creation of auxiliary 
plant. It is estimated that the company will be able to develop 
30,000 H.P., and so good is the progress being made that'jit is 
expected power can be delivered next stmmer.— Financier, 


Maidstone.—The B. of T. has granted the T.C. an Order 
authorising it to supply current to Allington Castle and the Castle 
Quarries, Allington, which are outeide the borough. 


Mansfield.—At a meeting of the Mansfield Board of 
Guardians, last week, the Building Committee recommended that 
tenders be invited for installing electricity in the house, the esti- 
mated cost of which was £500. It was stated that the approval of 
the L.G.B. had been given for the work to be carried out. 


Neweastle-Emlyn.—'The Urban Council having dis- 
disagreed to the electric supply company inoreasing ite charges for 
street lighting since the number of lamps was increased, has 
decided to replace the old oil lamps. This was necessary, as the 
electric supply to the lamps has been cut off. 


Newmarket.—The question of public lighting, tenders 
for which have been received from both the Electricity and Gas 
companies, has been under consideration by the U.D.C. The gas 
company, which at present lighte the streets, has hinted that the 
price (3s. 8d. per 1,000 cb. ft.) to ordinary consumers will have to 
be increased by 34d. in the event of its losing the public lighting. 


New Zealand.—It appears that a proposal is under con- 
sideration for the substitution of electricity in place of gas for the 
lighting of the town of Oamaru, at an estimated cost of £10,000. 
It is proposed to utilise the excess water supply in connection with 
this scheme.— Board of Trade Journal. 


Northampton.—A serious failure in supply, which is 
attributed to flood water getting into street hoxes, occurred one 
day last week, when numerous factories in the east end of thetown 
were compelled to wholly, or partly, close down for one morning. 


Peterborough.—The T.C. has applied to the L.G.B. for 
a loan of £500 for services. The engineer has been instructed to 
prepare reports and alternative estimates for extensions to the 
generating plant by a high-tension alternating-system and low- 
tension continuous-current system, at the discretion of the 
Committee. 


Stretford.—At the generating station at Longford 
Bridge controlled by the Council, the storage battery has been 
replaced by one of larger capacity, comprising 268 cells of 738 
ampere-hours' capacity, to deal with the requirements of the Old 
Trafford district, especially during the football season, and it has 
been found necessary to install a three-wire booster to deal with a 
maximum load of 1,200 amperes for private lighting in Old 
Trafford. Further projected extensions include a negative feeder 
booster and switchboard, together with five miles of '8 lead-covered 
cable, all this being required to meet the demands of patrons of 
the Manchester United Football ground at Old Trafford. 


Talgarth.—The Talgarth Electric Supply Co. has con- 


tracted to light the town lamps, and has already put in a number 
of installations. | 


Wallasey.—On August 30th a L.G.B. inquiry was held 
by Mr. Ekin into the application of the T.C. for sanction to borrow 
£6,980 for purposes of electricity, kc. The town clerk stated that 
the amount required for the electricity undertaking represented the 
cost of the provision of a Diesel oil engine and alternator to be 
placed in the electricity works, which was rendered necessary owing 
to the extremely rapid growth of the supply of electricity. There 
were now 3,115 consumers, and the number waa rapidly increasing. 
Mr. Crowther, electrical engineer, said that by the use of oil fuel 
they would save 1,500 tonsof coal per annum. 


TRAMWAY and RAILWAY NOTES. 


Barking.—According to the statement of accounts for 
the year ended March 31st last, there is a deficit of the working of 
the tramway undertaking of £5,242. After allowing for £4,500, 
voted out of the district rate in anticipation of this deficit, there 
remains a sum of £742 still to be met from the same source. The 
total revenue for the period under review amounted to £6,785, 
£4,737 of which was derived from passenger traffic. The total 
capital expenditure up to March 31st last totals £81,369, while 
that for 1911-12 is put down at £1,321, this amount being spent 
on cars. 


Chester-le-Street.— An attempt is being made to induce 
the Gateshead and District Tramways Co. to extend ita service 
through to Chester-le-Street, with branches into the thickly 
populated areas around. The Chester-le-Street Rural and Urban 
District Councils and Birtley Councils are bringing all possible 
pressure to bear on the company, and practically all the other local 
authorities are in favour of the proposal. Generally it is suggested 
that either railless traction, or even motor-' buses would meet the 
requirements of the district. : 


Continental Notes,—TunkEv.—The engineers of the 
Berlin firm of Lenz & Co., who obtained a concession last February 
for the construction and working of a Bosphorus electric railway 
from Galata via Pera, and the villages on the European side of the 
Bosphorus to Rumeli-Kavak, are actively employed on the survey 
o the route and the preparation of-the detailed plans, which. are 
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expected to.be completed early in October. It is then proposed to 
form a Turkish company, with a capital of £1,600,000 to carry out 
the work, and one half of the money will presumably be raised by 
German intereste, and the other half by two French groups and 
one Belgian syndicate. The Constantinople Tramways Co., which 
is at present engaged on the conversion of its lines to electrio 
traction, will ehortly call up the remainder of the share capital for 
this purpose. It is intended to provide further capital by the issue 
of & debenture loan. | 

AUSTRIA.— The Austrian State Railway authorities are consider- 
ing a scheme to put down a plant near Knittelfeld, Styria, to utilise 
the water-power of the River Mur in the generation of the electrical 
energy required in connection with the electrification of the rail- 
way between Leoben and Knittelfeld. 

The preliminary surveys have been authorised for an electric 
network of railways extending from Sebrowitz to Jundorf, and 
along ‘the Schwarzawa River to Brünn, Königsfeld, Rzeczkowitz 
and Schimitz, with various branches. Consulting Engineer A. O. 
Samohrd, of Briinn, is the expert member of the Representative 
Committee, concerned with the scheme.— Der Elektrotechniker. 

GERMANY.—It is proposed to adopt electric traction on the 
Gleiwitz-Ratibor Light Railway in Upper Silesia. 

A scheme for the construction of an electric tramway between 
Mannheim and Lampertsheim is at present under consideration. 

Russia.—The Belgian Compagnie des Tramways et de 
l'Electricité en Russie intend connecting Riga with the seaside 
resort of Majorenhoff by an electric tramway. For this purpose a 
subsidiary company, with a capital of 15,000,000 fr., has been 
formed, and a beginning of the constructive work is about to be 
made.— Elek. und Masch. 


Elland.— The Halifax and Huddersfield Corporations 
are proposing to make extensions of their tramway systems to 
Elland, in the former case ria Woodside. and in the latter case from 
Birchencliffe to Elland Town Hall. The Huddersfield proposal has 
received the support of the Elland District Council, and a public 
meeting of the ratepayers is to be held shortly to consider the 
matter. 


Hebden Bridge.—The U.D.C. has decided to ask the 
Halifax Corporation to extend ite tramway service from the centre 
of Hebden Bridge to Whiteley Arches. The Halifax Corporation, 
it was stated, had previously given a verbal guarantee to run its 
cars to the place named. 


Leeds,—Important developments of the tramway system 
are to be considered by a special sub-committee of the Corporation 
Tramways Committee. The continuation of the Pudsey line to 
meet that of Bradford and the extension of the York Road route to 
Seaoroft and Crossgates, and a probable branch to Shadwell, are 
amonget the suggested developments. Another suggestion deals 
with the extension of the railless traction system from Farnley to 
the present terminus of the Morley tramways ria Drighlington. 


Liverpool.—The genera! manager has been instructed to 
report on the desirability of establishing a motor-'bus service on the 
dook road and vicinity. 


Manchester.—According to a Manchester paper a 
a deadlock occurred at the last meeting of the Tramways Com- 
mittee over the tenders received for the supply of special track 
work. A motion was made that the tender of the Lorain Steel 
Co. of U.S. A., amounting to the sum of £10,231, be accepted, 
whilst an amendment was proposed that the Committee adhere to 
ita previous resolution of July 23rd, accepting the tender of 
Mesers. Edgar Allen & Co., Ltd., amounting to the sum of £11,038. 
The amendment was carried by a majority of one, but on being 
put as the substantive motion seven voted for it and seven against. 
The chairman declined to give a casting vote, and it was, there- 


fore, decided to leave the matter to be further discussed by the 


City Council. On Wednesday, the latter decided to award the 
contract to the Lorain Co., only one dissentient voice being raised 
against the proposal. 

Preston.—The elective auditor’s report on the tram- 
waya shows an increase of £2,581 in the receipts from the 


electric cars compared with the previous year. The earnings 
per car-mile are 1034d., against 9'91d. whilst the working 


expenses per car-mile are the same as the previous year, viz, 


5°96d. The сові of repairs of cars has gone up £524. The cost of 
fitting up the new offices was £527. "The surplus for the year waa 
£6,241, which had been added to reserve, thereby increasing that 
fund to £31,466. The sinking fund amounted to £37,199 whilst 
expenditure on eapital account stood at £187,269. Reserve and 
sinking funds were now equal to over one-third of the capital 
outlay—a very sound position. Loans had been reduced by £4,110, 
and the amount in the bank had increased £7,316. 


Quarry Bank.—The В. of T. has confirmed the Quarry 
Bank and District Light Railway Transfer Order, 1912. A London 
company has taken over the order, and undertakes to construct the 
lines within three years. 


Stainland.— The U. D. C. has decided to petition the 
Huddersfield Corporation to include in its forthcoming Parlia- 
mentary Bill provision for an extension of the tramways to Stain- 
land. It was also decided to ask the Halifax Corporation to bring 
its tramwaye to Stainland, so that the district could be connected up 
both ways. 


Stalybridge.—The local Trades and Labour Council has 
forwarded a resolution to the Joint Board protesting against an 
increase in workmen's fares, which is to come into operation on 


October Ist. It appears that 4d. fares are to be abolished, and that 
return tickets will cost more; also that only cars leaving before 
8 a.m. instead of 8.30 will be available for such tickets. 


West Hartlepool.—The scheme of the T.C. for the 


municipalisation of the tramways in the borough was completed on 


August 30th, when the Seaton Carew section, and that part of the 


West Hartlepool and Hartlepool route situate in West Hartle- 
poo], came into the possession of the Corporation. It is two years 
since the scheme was started, a commencement being made by the 
purchase of the Foggy Furze and Park sections at a cost of about 


313,000. The purchase price of the Seaton Carew lino was about 


£22,500, and that part of the Hartlepool line situate in the borough 
of West Hartlepool, including power station, sheds, &c., cost about 
£23,000, which, with £4,000 expended on relaying the Park route 
permanent way, makes the cost of the entire system roughly 
£62,500. The lines in the borough of Hartlepool are being leased 
at an annual rental of £500 а year. The West Hartlepool Corpora- 
tion has recently obtained power to extend the present system, the 
extent of which is 7 miles. 


TELEGRAPH and TELEPHONE NOTES. 


Atlantic Cable Rates.— Modified rates for Atlantic 


cable Press dispatches came into operation on the lst inst. The 
new tariff provides for rates varying from 34d. to. 64d. for 
Ordinary messages, and from 2d. to 4d. per word for deferred 
messages. The Deferred rates will be applicable as from 
America between the hours of 1 and 4 p.m., and midnight and 
6 a. m., New York time, and from England between midnight and 
6 a.m. London time. 


London Telephones.— It is intended to open six new 
telephone exchanges in the London area. Since the Post Office 
took over the working of the telephones last January, 18,000 new 
orders for installations have been received. 

The reduced rates for the use of trunk telephone lines during the 
slack hours of the day have now come into force. The hours in 
question are before 10 a.m., between 1 and 2 p.m., and between 
4 and 7 p.m., and the reduced charges for conversations longer than 
the customary six minutes are as follows :— 

First and second quarter-hour periods, three-quarter full trunk 
charges. 

Third and fourth quarter-hour periode, half trunk charges. 

Each additional hour, quarter full charges. 

The minimum time allowed under these charges is 15 minutes, 
and each subscriber taking advantage of the facilities will be 
obliged to sign an agreement for a period of at least a month. 


South Africa, — Тһе Government has just completed the 
equipment of a new telephone exchange in Cape Town on the 
central-battery system. In all a sum of about £75,000 has been 
spent in Cape Town and the suburbs on the exchange equipment 
and underground conduits and wires for subscribers’ connections. 
It is intended to inaugurate the tariff system of payment for 


calls, 

The U.S.A. and the German Trans-Atlantic 
Wireless Scheme.—It has previously been reported that the High 
Frequency Co., of Berlin, or rather the international company to 
be formed by it, proposes to erect a wireless station near New York 
for communication with a similar station now in course of con- 
struction in Germany. It would appear, however, that difficulties 
in the matter have arisen across the Atlantic. According to a 
German commercial newspaper published in New York, the atten- 
tion of the United States Government was drawn to the project by 
& prominent member of a New York club. As the station is in- 
tended to be built at no great distance from similar stations 
belonging to the navy, the naval authorities dispatched officers to 
Sayville to make an inquiry. and the Department of Commerce 
also sent representatives to the same place. The result of the 
investigation probably influenced the text of the law recently 
adopted by the House of Representatives, which is intended to put 
an end to the evils and abuses which have resulted from the 
establishment and working of wireless stations by unauthorised 


persons, and which were specially brought to public knowledge on 


the occasion of the Titanic catastrophe. Nevertheless, the German 
newspaper submits that it is a peculiar coincidence that, whilst 
the United States Congress should be occupied with legislation 
which permits the working of wireless stations only by those 
persons who have obtained a concession from the Federal Depart- 
ment of Commerce and Labour, German interests should be entering 
upon such an expensive and far-reaching enterprise in the United 
States without being able to reckon with certainty on receiving a 
concession from the Federal Government. 


Trans-Pacific Wireless.—With regard to reports of 
long-distance wirelesa communication across the Pacific (between 
San Francisco and Honolulu), which the Federal Wireless Tele- 
graph Co. claim to have established by means of the Poulsen 
system, we are informed that Marconi's Wireless Telegraph Co., Ltd., 
are erecting at these places stations of the same type as those 
which it is proposed to construct for the British Imperial scheme. 
The new Marconi station ut Honolulu has been so designed ав to 
enable wireless communication to be established at a little later 
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date, with similar stations to be erected by the Marconi Co. at 
Yokohama and in the Philippine Islands. We are also informed 
that the Marconi Wireless Telegraph Co. of America have com- 
menced proceedings for infringement of patent against the Federal 
Wireless Telegraph Co. | 


Wireless for Boy Scouts.—Mr. Godfrey C. Isaacs, 
managing director of the Marconi Wireless Telegraph Co., has pre- 
sented the British Boy Scouts with a complete portable knapsack 
station. The Marconi Co. are anxicus that every Boy Scout should 
have a practical knowledge of wireless telegraphy, and have offered 
to present a complete outfit to the troop which provides the first 
Scout capable of passing the examination of a second-class Marconi 
operator. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberaman,—september 11th. Electrical fittings, for 
the Powell Duffryn Steam Coal Co., Ltd., 101, Leadenhall Street, 


London, E.C. Stores Manager, Aberaman, near Aberdare (Form 
No, 26). 


Australia, — New ости  WaLtEs.—September 25th. 
Trunk line switchboard, for the P.M.G.'s department. See Official 
Notices August 23rd. 

October 2nd.— N. S. W. Government Railways, Six 1,000-Kw. 
gub- station units to specification No. 357. Specification (10s.) from 
Electrical Engineer's Office, 61, Hunter Street, Sydney. 

October 16th.—-N.S.W. Government Railways. Two -ton 
electrically-driven travelling cranes, for the Randwick workshops. 
Specification No. 365 (58.). Electrical Engineer's Office, as above, 

SOUTH AUSTRALIA.—October Ist. Telephone switchboards at 
Unley, Adelaide, for the Postmaster-Generals department. See 
" Official Notices August 23rd. 

October lst. — Telephone switchboards at Norwood, for the 
P. M. G.'s department. See Official Notices " August 23rd. 

October 22nd.—Telephone switchboard at Port Adelaide, for the 
P.M.G.'s Department. See "Official Notices " to-day. 

October 23rd.—100 common-battery table telephones, for the 
P.M.G.'s Department. See "Official Notices“ to-day. 

VICTORIA.— September l?th. — One fuel economiser, for the 
Melbourne Corporation electricity works. 

October 2nd.—T wo vertical sets of electrically-driven rotary 
pumps, for the Melbourne City Council. See "Official Notices” 
August 16th. 

October 22nd. Fourteen sections of common-battery multiple 
switchboard, for the P.M.G.'s department. See Official Notices 
to-day. 

WESTERN AUSTRALIA.—November 5th. Telephone switchboards 
to Stores Schedules 222 and 223, for the P.M.G.'s department, Perth. 
See Ollicial Notices ` to-day. 


Austria.—V1ENNa.—November 30th. Plans are re- 
quired for the erection and operation of an electrically-worked 


municipal central clock installation. Particulars, Magistratab- 
teilung V, Vienna. 


Belgium.,—^eptember 9th. The municipal authorities 
of Plainevaux (province of Liége) are inviting tenders for the con- 
cension for the supply of electrical energy for lighting and power 
purposes in the town. | 


Brighton,—Scptember 10th. Electrical fittings for the 
B.G. Mr. Horace Burfield, Clerk, Parochial Offices, Prince's Street 


Bulgaria.—September 9th. The District Administra- 
tion of Finances, in Sofia, is inviting tenders for the supply of a 
number of electrically-operated cranes for the Bulgarian State 
Railways. 

October l?th.-—The District Administration of Finances in Sofia 
is inviting tenders for the supply and erection of the mechanical 
and electrical plant required in connection with the power trans- 
mission installation to be laid down at the State collieries at Pernik. 


Costa Rica, — December 9th. Tenders are invited 
for the building and working of an electric tramway between 
Alajuela and Grecia, a distance of 18,100 m. Particulars from the 
Secretaria de Fomento, San Jose. 


Grimsby,—September 16th. Automatic balancer for the 
Corporation. See Official Notices to-day. 


Lceds,—September 9th. — Paper-insulated cables, for one, 
two or three years, for the City electric lighting department. See 
“Official Notices " August th. 

October 7th.— The Tramways Committee of the Corporation 
invites tenders for the supply and erection of a steel building at 
the permanent way depot, Leeds. J. B. Hamilton, general manager. 


London, —L.C.C.—September 24th. Electric spark gaps 


in brick cells for sub-stations. See “Official Notices " August 28rd. 


Lossiemouth.— September 28th. Gas producer plant, 


engines and dynamos, battery, crane, overhead mains and'public 
lamps, for the T.C. See "Official Notices " to-day. 


Manchester,—September 10th. One 12,000-Kw. three- 
phase high-pressure turbo-alternator, with condensing plant, &o., 


-water-tube boilers and superheaters, economisers and coal chutes, 


for the Corporation. See “ Official Notices " August 9th. 
September 18th.- Electric lighting of Crumpsall Workhouse, for 
the B. of G. See Official Notices to-day. 


Middleton,—September 11th. One 300-400-Kw. steam 
dynamo, for the Corporation. See "Official Notices" August 30th. 


Newport (Mon.).—September 17th. Coal for the Cor- 
poration electricity department for a year. Mr. N. J. Young, 
general manager, Town Hall (returnable deposit of 10s. 6d.). 

September 18th.— Extension of plant at the Corporation elec- 
tricity works: Railway weighbridge, ash conveyor and bunker, 
water-tube boiler, flues, and forced and induced draught plant. See 
"Official Notices“ to-day. 


Rosario,—October 15th and September 21st. According 
to the Reriew of the Hiver. Plate, the Municipality is calling for 
tenders, until October 15th, for a second system of electric tram- 
ways, including their construction and working. Full particulars 
from the Municipality. Tenders for the public electric lighting 
will be opened on September 21st. 


Warrington.—September 11th. Electrical sundries, for 


six months, for the B.G. Mr. A. Bottomley, clerk, Bewsey 
Chambers. 


West Ham.—September 12th. Electrical fittings for 


six months, for the B.G. (Form 15). Mr. Thos. Smith, clerk, Union 
Road, Leytonstone, N.E. 


West Hartlepool,—^eptember 14th. Steam, exhaust 


and other pipework, for the Corporation Electricity Department 
See "Official Notices" to-day. 


CLOSED. 


Admiralty.—The Admiralty has just placed their new 
contract for fuses with the British Electric Calibrated Fuse Co., 
Luton. Beds., who have been successful in obtaining the whole of 
the order for every size required. 


Australia,—A large number of Metroflam " arc lamps 


has been ordered from Mersrs. Johnson & Phillips, Ltd., for the 
street lighting of Hobart, Tasmania. 


Bacup.—We understand that an order for 416 loom 
motors for the new weaving shed of Mesera. Hoyle Bros, Ltd., 
Olive Mills, has been placed with the Schorch Electrical Co., 
London, which firm is also carrying out the necessary wiring for 
the power and lighting installation. 


Burnley.—The Tramways Committee has ordered 10 top- 
covered cars at an estimated cost of £7,800. In connection with 
this the following tenders have been accepted :— 

United Electric Car Co., Ltd.—10 top seat bogie car bodies and top covers, 
to be supplied in accordance with the Corporation specification, £555 
each, and 10 pairs of Burnley maximum traction trucks, to be supplied 
in accordance with the Corporation specifications, £120 per pair. 

British Thomson.Houston Co., Ltd.—10 electrical equipments (two G.E. 
58 four-turn motors and other apparatus, £280 14s. each. 

Messra, Siemens Bros. tender for 1,160 yards of cable of three 
sizes has been accepted, as also has the contract of the Tudor Accu- 
mulator Co. for the maintenance of the lighting battery at the 
electricity works for ten years, for 4 140. 


Duandee,—Messrs. Nicoll & Co., Dundee, have secured 


the contract for installing the electric light in Stanley Parish 
Church. | 


France,— The French Post and Telegraph authorities in 
Paris have just given out some large contracts for bronze and 
copper wire. La Compagnie Francaise des Métaux, of Paris, are to 
supply 75 tons of bronze wire, 14 mm. diameter, at 5,335 fr. per 
ton, and 200 tons of high-conductivity copper wire, 3 mm. 
diameter, at 2,650 fr. per ton; La Compagnie Générale d'Eleotricité, 
Paris, 75 tons of bronze wire, 1} mm. diameter, at 3,340 fr. per ton; 
M. Grammont, of Pont-de-Cheruy, 200 tons of high-conductivity 
copper wire, 21 mm. diameter, at 2,660 fr. per ton; La Société des 
Tréfileries du Havre, 800 tons ditto, at 2,670 fr.; La Société 
d'Electro-Métallurgie de Dives, 100 tons ditto, 3 mm. diameter, at 
2,645 fr. per ton ; La Compagnie Francaise du Bi-Metal, Paris, 100 
tons ditto, 4 mm. diameter, at 2,635 fr. per ton ; and La Société 
des Mines et Fonderies de Pont-Gibaud, 100 tons ditto, at 2,640 fr. 

r ton. 
S Iu eonnection with the adoption of electric traction on the Paris 
suburban system of the French State Railways, orders have just 
been given out for 400 electric motors. The Thomson-Houston Co. 
are to supply 100, the Westinghouse Co. 100, La Société des Ateliers 
de Jeumont 100, La Société Alsacienne de Constructions Mécaniques 
50, and La Compagnie de | Electricité de Criel 50. 
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Glasgow.—Some months ago the General Electric Co., 
Ltd., received an order from the Glasgow Corporation for over 200 
magazine flame arc lamps, to be used for street lighting in the 


city; the Corporation has now placed a further order with the 


company for 225 of these lamps, all of which are to be used in 
place of open-type lamps. 

Messrs. Johnson & Phillips, Ltd, have received a further order 
from the Glasgow Corporation for 400 of their 130-hour non-interval 
" Metroflam " magazine flame lamps, this being the third order for 
these lamps received from the Corporation during the past year. 


Halifax.—The Tramways Committee has accepted the 


following tenders : — 


Brush Electrical Engineering Co., Loughborough.— Six tramway car bodies, 
. with top covers, £2,840. 
1 1 Dynamo Works, Ltd, Stafford. Six pairs of 40- р. motors, 


Manchester.— Referring to the contract for time switches 
mentioned in our last issue, we understund that, while our note 
was substantially correct so far as it went, it should be added that 
Messrs. Venner Time Switches, Ltd., received a large part of the 
order—the whole of the order, in fact, for such types as they make, 
with the exception of some small relay switches. 

The T.C. has accepted the tender of the Lorain Steel Co., for 
special track work, at £10,231, This matter is referred:to in our 
“Tramway Notes.” 


Peterborough.— The T. C. has accepted the tender of 


Mesers. Pritchetta & Gold for battery plates, Xc., at £397, and for 
the maintenance of the battery for 10 years, at £50 per annum. 


Salford.—The T.C. has accepted the tender of Messrs. 
E. M. Evans & Son, at £82, for installing electric light in a portion 
of the Town Hall. The tender of the Clifton and Kersley Coal Co., 
Ltd, has further been accepted for the supply of 1,300 tons of 
No. 4 washed steam nuts to the electricity department, at 12s. 11d. 
per ton. 


FORTHCOMING EVENTS. 


Association. — Wednesday, September 4th to Wednesday, September lith 
inclusive. Meeting at Dundee. 
North-Eastern Counties Electrical Exhibition, —Saturday, September "th to Satur- 
day, September 28th inclusive. At the Exhibition Hall, 8t. Mary's Place, 
Newcastle-on-T yne. 


І NOTES. 


Electrolytic Hypochlorite.— The annual report for 
1911 of the Medical Officer of Health for the Borough of Poplar 
(Dr. F. W. Alexander) gives full particulars of the production of 
electrolytic hypochlorite by the borough plant and of the purposes 
to which the fluid has been applied. The output for the year was 
53,063 gallons, of an average strength of 5 grammes of available 
chlorine per litre, at a total cost for electricity and materials of 
£108 9s. The original installation was made some six years аро; 
and the total manufacture, of the strength named, now amounts to 
about 200,000 gallons, at a cost of less than £380 for current and 
materials. Including wages, rent of depots, cost of bottles, dis- 
tribution and all incidental charges, the average annual expendi- 
ture for five years amounts to £727. All the difficulties which 
have arisen in operation seem to have been effectually dealt with ; 
and, in consequence of the recent extension of the borough elec- 
tricity works, the plant haa been removed to another site and re- 
erected on an enlarged scale to meet the increased demand for the 
disinfectant. The use of the fluid in the public baths has been 
continued ; and the superintendents say that no slime now forms 
in the water, nor is any slime found on the bottoms of the baths 
when they are emptied ; and there is, moreover, no offensive smell 
during cleansing the baths as was formerly the case. The solu- 
tion is used in such quantity as will give one part of chlorine to 
two million parts of water. 

In his “comments on adverse criticisms,” Dr. Alexander anti- 
cipates that the cost of chlorine manufactured in other ways will 
be worked out to show that the Poplar. process is extravagant; but 
it is not probable that such an objection will be raised by anyone 
who has had experience of the difference between working out 
results on paper and practical production. Whilst the price of 
bleaching powder remains at ite present figure, it would appear to 
offer a cheaper means of producing chlorine than the electrolytic 
process; but, as the report indicates, when rapid depreciation, 
greater expenditure for labour—with the necessary skilled super- 
vision—and the disposal of the residual lime-sludges and Other 
inseparable disadvantages are taken into account, it is not likely 


that there would be any appreciable enving of cost, and quite 
possibly there might be an increase. The fluid prepared at Poplar 
is a solution of sodic and magnesic hypochlorites, which is not 
poisonous nor caustic, and possesses a much higher degree of 
stability than sodic hypochlorite alone. During the year 1,626 
rooms and a total of 41,143 various articles, a considerable propor- 


* tion being bed and bedding, were disinfected with the hypo- 


chlorite solution, which has entirely displaced carbolic acid in the 
Corporation services, and is supplied without charge to the 
managers of the sick asylums and to the Boards of Guardians in 
unlimited quantity. The Admiralty has recently installed at 
Osborne а plant similar to that put down by the War Office for the 
Victoria Hospital at Netley, which is on the Hermite system, and 
is capable of electrolysing 500 gallons of seawater per hour. 

Municipal electrical engineers might well give this matter some 
attention. 


The Zurich Electrical Bank Report.—The customary 
survey contained in the revort for 1911-12 of the Zurich Bank for 
Electrical Enterprises points out that the demand for electrical 
energy is constantly increasing, and states that notwithstanding the 
Italo-Turkish war and the great strikes which have brought about 
a rise in the price of coal and shipping freight rates, most of the 
electrical undertakings which are closely associated with the bank, 
have made progress. Apart from the growing use of electricity for 
cooking and heating purposes, technical improvements have now 
rendered it profitable to employ electrical working in large indus- 
trial establishments, The use of current in agricultural operations 
is, unfortunately, often opposed by local government measures 
which do not conduce to the economic success of the installations. 
As far as the erection of overland central stations is concerned, the 
report gives a warning against the construction of stations in 
thinly-populated districts unless it is simultaneously possible to 
secure & connection with large works which serve for the supply of 
industrial localities. Dealing with the transformation of main 
lines to electric traction, it is mentioned that progress is taking 
place in Germany, Italy and Sweden, whilst the Swiss Federal State 
Railway authorities have adopted preparatory measures for the 
introduction of electrical working. The Rhatian and Lotschberg 
railways are also equipping their new lines with electricity, a 
system which has already proved its value in the cave of individual 
Swiss railways of average importance. In contra-distinction to 
yermany and Italy, Switzerland seems disposed to produce the 
requisite power in ita own works, whilst those nations which have 
had experience for some time, are increasingly obtaining their sup- 
plies of power from private undertakings, because the latter are 
able to furnish it cheaper by reason of the greater utilisation of 
their works, as they also serve for other purposes. The report, in 
referring to the extraction of atmospheric nitrogen, states that the 
industry has made considerable progress, and expresses the opinion 
that within a certain time European agriculturists will be much 
less dependent upon the nitrate deposits of Chile than is the case at 
the present moment. 


Telephone Transmitter as Speed Indicator.—An 
original use is made of the telephone transmitter in connecticn 
with four direct-current motors driving water pumps for heating 
and water supply in the general office building of the Fort Wayne 
Electric Works. The motors are controlled from a general switch- 
board remotely situated, and it was desirable that the engineer in 
charge at the switchboard should have some way of knowing 
whether or not the motors were working properly, without going 
all over the building to the location of each one to find out. To 
accomplish this, each of the motors was provided with a tele- 
phone transmitter, the mouthpiece being placed quite close to the 
commutator of the machine; each transmitter had its individual 
telephone circuit terminating in a plug receptacle at the switchboard. 
When the engineer wishes to place a motor in service or adjust the 
speed, he plugs a telephone receiver into the terminating receptacle 
on the board and is able to tell if it is operating properly by the 
pitch of the humming sound of the motor, the pitch of the sound 
becoming higher as the speed of the motor is increased. Every 
motor used in connection with the water, heating and ventilating 
systems in this modern office building is equipped with a telephone 
transmitter. By this method the speed of the large exhaust fan 
motor fixed on the roof of the five-story building is quite as 
easily noted and controlled as is that of those which operate the 
pumps in the basement. In fact, the experienced engineer can 
control the speed of any of the motors as accurately and as easily 
as if the dial of a mechanical speed indicator were registering 
the speed directly before his eyes. 


Annual Outings.— On Saturday, 24th ult., the annual 
outing of the staff of the Urban Electric Supply Co., Ltd., Carn 
Brea Station, took place. This year the venue was Newquay, where 
the morning was spent in sight-seeing. After lunch had been 
partaken of, the cricket team fulfilled their fixture with Newquay, 
and although the latter had the assistance of Mr. H. C. Mason, 
brother to the famous Kent player Mr. J. R. Mason, as well as the 
brothers O'Callaghan of Cambridge University, the U. E.'s were 
only defeated by 7 runs. 

On Saturday last the annual outing of the employés of Messrs. 
A. W. Penrose & Co., Ltd., took place. The party, numbering close 
upon 100, journeyed by train to Chertsey, arriving about 11 o'clock.. 
In the morning a football match was arranged and held in the 
grounds of the Cricketers’ Hotel. After dinner, toasts to The 

ing and A. W. Penrose & Co., Ltd., were honoured, and Mr. 
Gamble (who occupied the chair in the absence of Mr. A. W. 
Penrose), speaking of the firm, warmly alluded to the fine progress 
of the electrical and lift departments. In the afternoon the whole 
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party had a pleasant trip up the river, returning in time for tea 
The weather was beautifully fine, and helped to make the outing 
one of the best in the history of the firm. 


Diesel-Electric Ship for Canada.— There is building 


at Wallsend-on-Tyne for the Montreal Transportation Co., & vessel 
for Canadian canal work which will have a D. w. capacity of 2,100 
tons gross on a draft of 14 ft. The machinery consists of two 300- 
H.P. high-speed Diesel engines each with its own alternating-current 
generator and exciter. On the propeller shaft just. ahead of the 
thrust block, there will be fitted a special compound wound 
squirrel-caye induction motor, turning the usual form of lake pro- 
peller at about 80 R.P.M., as compared with the 400 R.P.M. of the 
Diesel engines. A simple arrangement of switches enables the 
movements of slowing or reversing to be effected much more 
speedily and accurately than with a direct Diesel engine drive. 
The electrical equipment is on the Mavor system. 


Educational.—The new course at the Crystal Palace 
School of Practical Engineering commences on September 11th. 

The new session at the East London College will shortly com- 
тепсе. See Official Notices to-day. 

Particulars are given in our advertisement pages to-day of the 
courses provided at the Northampton Polytechnic Institute. 


Appointments Vaeant.— BIR MIN HAM. — Shift engineer 
(£150 to £250 per annum). ERITH.—Switchboard attendant (208. 
to 258.). Үокк.— Engineer to take charge of the installation de- 
partment (£120 per annum). CIVIL SERVICE COMMISSION.— 
Assistant engineer, Engineer-in-Chief's Department, General Post 
Office. NORTH METROPOLITAN E. P. S. Со. — Power house shift 
engineer (£12 per mensem). See Official Notices to-day. 


* Cable Discounts "—Correction,—The author informs 
us that an unfortunate error occurred in the last formula (“ Non- 
Association — pence per yard) on p. 323. It should read. Add half 
the list price to a half of that. divide by 10. and subtract one-fiftieth 
of the result." The corresponding formula should read :— 


D per yard = 7; (L2 + Lit) — 5 (2 + L/4). 


Institution Notes,.—INsriTUTE oF Mertais. — The 
autumn meeting will be held in London on September 25th and 
26th at the Institution of Electrical Engineers, and the programme 
has now been issued. Amongst the papers to be read are the 
following :— 

Prof. F. Carnevali, Ph. D., on Autogenous Welding by means of 
Oxygen and Acetylene of Copper and its principal Alloys, and of 
Aluminium.“ 

Prof. A. K. Huntington, Assoc. R. S. M., оп The Effect of 
Temperatures Higher than Atmospheric on Tensile Tests of Copper 
and its Alloys." 

F. Johnson, M.Sc., on “ The Influence of Impurities in ' Tough- 
Pitch’ Copper, With Chief Reference to Antimony.” 

E. F. Law, Assoc.R S. M., on The Influence of Oxygen on the 
Properties of Metals and Alloys." : 

Alexander E. Tucker, F. I. C., on The Joining of Metals.“ 

Prof. T. Turner, M.Sc., on Oxygen in Brass. 

Visits will be paid to the works of Messrs. Fraser & Chalmers, 
Ltd., Erith, the National Physical Laboratory, Teddington, Wool - 
wich Arsenal, and the Brooklands Motor Race Course and Aviation 
Ground. 

A special Council meeting will be held in London on September 
10th, for the purpose of considering applications for membership of 
the Institute. All applicants for membership whose forms are in 
the Secretary's hands before noon on September 10th will be entitled 
to take part in the proceedings at the London Meeting. The 
Secretary is Mr. G. Shaw Scott, Caxton House, S.W. 

INSTITUTION OF ELECTRICAL ENGINEERS (STUDENTS8' SECTION). 
At the meeting held on August 28th, Mr. J. C. Rennie was elected 
chairman for the coming session, Mr. D. Betts, vice-chairman, Mr. 
J. Mould, hon. secretary, and Mr. G. W. P. Page, hon. assistant 
secretary, 24, The Ridgeway, Enfield. 


The British Association at Dundee,—Our repre- 
sentative at Dundee informs us that the proceedings opened with 
every prospect of a very successful meeting. The arrangements 
made locally are such that even the high record for hospitality 
attained by the citizens on the former occasion is likely to be 
surpassed, and the attendance will be well over 2,000, including an 
unusually large proportion of distinguished visitors from abroad. 
The programme of work before the various Sections is varied and 
interesting, &nd the meeting bids fair to be well above the average 
in the matter of the “advancement of science." The accommoda- 
tion available has been taxed to the utmost, but with the aid of a 
large passenger steamer moored to the Quay the difficulty has been 
overcome. The handbook of Dundee and district prepared by the 
local committee forms a valuable work of interest both to visitors 
and to residents. Social entertainments have been organised on 
a scale of lavish hospitality, and include this time a ball. After 
the presidential address on Wednesday, a gift of £10,000 was pre- 
sented to the Association by Mr. J. K. Caird, of Dundee. 


London Tube Railway Collision.— As we go to press 
we learn that a collision occurred on the Piccadilly Tube Railway 
on Wednesday night, resultiny in injuries to 15 people. This is the 
firat collision that has happened on a London tube railway, and it is 
surmised that it is due to a fault in the automatic signalling 
arrangements. 


OUR PERSONAL COLUMN. 


“ The Editors invite electrical engineers, whether connected with the 


technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their morements, 


Central Station Officials. — Mr. W. CHURCHYED, 
station engineer at the Bridlington Corporation electricity works 
has resigned. 

We regret to learn that Мв. A. A. Day, bamough electrical engi- 
neer of Bolton, was suddenly taken ill on Saturday last while 
proceeding to Scotland for a holiday. It appears that Mr. Day had 
only travelled as far as Chorley when he had to be removed from 
the train and conveyed back to Bolton in an ambulance. He is 
understood to be recovering. 

MR. G. W. Essex has resigned his position with the Cleveland 
and Durham Electric Power, Ltd., having been appointed assistant 
mains engineer to the Corporation of Sunderland. 

MR. L. S. CARR, of the staff of the British Thomson-Houston Co., 
L'd., of Rugby, has been appointed by the Birmingham Electricity 
Committee, at a salary of £400 a year, as constructional engineer 
for the erection of the electric power station at Hechells. The 
salary is to advance to £500. | 

Мв. CEcIL D. FALCKE was on Friday last presented with a hand- 


‘some 400-day clock, by the staff of the Stratford-on-Avon Elec- 


tricity Co., as a token of respect and esteem on the occasion of his 
retirement, Addressing the staff, Mr. Falcke expressed his thanks 
for the magnificent present they had given him, and hoped that 
they would give every assistance they could to his successor. 


Tramway Oflicials,—Mn. FRANK BUTLER, chief assistant 
to the manager of the Salford Corporation Tram ways, has this week 
been appointed tramways traffic manager to the Wigan Corpora- 
tion. There were 42 applicants for the post. 


General.— Mr. G. H. VACGHAN, an engineer of the 
British Post Office, has been loaned to the Government of the 
Argentine Republic for a period of six months, in order to investi- 
gate and report upon the working of the telegraph system of that 
country. 

The marriage took place at Denbigh, on August 27th, of Mr. 
CHARLES Dawson, electrical engineer at the Bettisfield Colliery, 
Bagillt, son of Mr. S. Dawson, of Mansfield, and Miss Ada Jones, 
daughter of Rev. Peter Jones, of Llys Meddyg, Denbigh. 

The marriage took place at Barnstaple last week of MR. JoSEPH 
ROGERSON GANDY, electrical engineer, of Newcastle-under-Lyme, 
and Miss Ethel M. Grant, eldest daughter of Mr. E. W. Grant, of 
Barnstaple. 

Mr. H. E. M. KENSIT, who during the past four years has been 
occupied in investigating and reporting on various undertakings 
and projects in Canada and the United States for Messrs. Smith, 
Kerry & Chace, of Toronto, has now received an appointment with 
the Water Power Branch of the Department of the Interior, 
Ottawa. 

On August 27th, at Llanddarog, Carmarthenshire, the marriage 
took place of MR. N. D. BLAGDON PHILLIPS, of Messrr. 
Siemens Brothers’ railway signalling staff, and Miss Catherine T. 
Gabe, of Ammanford. | 

Mr. WILLIAM Н. LowTH, of Underwood (Manchester), Ltd., 
has accepted an appointment with Messrs, Carney & Pearn, Ltd., of 
Manchester, as manager of the supplies department. 

Mr. J. F. WATTS is leaving Messrs. Siemens Bros. Dynamo 
Works, Ltd., after nine years’ service, to take up a position with 
the Electrical Apparatus Co., Ltd. 


NEW COMPANIES REGISTERED. 


H. W. Smith & Co., Ltd. (123,953).—This company was regis- 
tered on August 26th, with a capital of £5,000 in £1 shares, to carryon the 
businese of electrical wire and cable manufacturers, carried on at Lydbrook, 


Gios., by Н. W. Smith and F. W. T. Brain aa Н. W. Smith & Co." The sub- 


scribers (with one share each) are:—H. W. Smith, The Beeches, Lydbrook, 
Glos., wire manufacturer; F. W. T. Brain, Huntnorth, Stoke Bishop, Bristol, 
colliery proprietor. Private company. The first directors аге Н. W. Smith 
and F. W. T. Brain. Solicitors: David Johnstone & Co., 814, Oorn Street, 
Bristol. Registered by Jordan & Sons, Ltd., 116-17, Chancery Lane, W. C. 


Electrical Improvements, Ltd. (123,950).— This company was 
registered on August 28rd, with a capital of £5,000 in £1 shares, to carry on 
the business of generators, storers, sellers and suppliers of electrical or other 
energy for motive power, light, heat or other purpose, and gas and water in 
any part of the world, electrical, mechanical and chemical engineers and oon - 
tractors, &c. The subscribers (with one share each) are:—L. H. Booth, 
Milburn House, Newcastle-on-Tyne, solicitor; J. W. Miller, Milburn House, 
Newcastle-on- Tyne, chartered accountant. Private company. The first 
directors, to number not more than four, are to be appointed by the sab- 
scribers; qualification, one share: remuneration as fixed by the company. 
Bolicitor, L. H. Booth, Milburn House, Newoastle-on-Tyne. 


Turbine Gears, Ltd. (124,000).—This company was registered 
on August 28th, with a capital of £5,080 in EI shares,-&o carry on the business 
of manufacturers and sellers of gear-cutting machines, gear cutters, founders, 
mechanical and electrical engineers, tool makers, manufacturers of and dealers 
in machinery implements, rolling stock and hardware of all kinds, &c., and to 
adopt an agreement with J. Ogden. The subscribers (with one share each) 
are :—F. Tinker, Thornlee, 80, Lodge Lane, Hyde, boiler maker ; J. Ogden, 193, 
Mottrom Hoad, Hyde, engineer. Private company. The number of direc 
is not to be less three or more than seven, the subscribers are to a t 
the first; qualification, £50; remuneration as fixed by the company. citor : 
T. G. IR 78, King Street, Manchester. Registered office, 

House, Newton Moor, Hyde, Cheshire. 
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Transvaal Mica Co., Ltd. (123,910).— This company was regis- 
tered on August 24th, with a capital of £80,000 in £1 shares, to carry on the 
business of miners, prospectors, explorers, metallurgists, refiners of, and 
dealers in, and preparers for market of ores, metals and mineral substances, &c., 
to acquire any mines, mining rights, and metalliferous land in the Transvaal or 
elsewhere, and to adopt an agreement with 8. Munn. The subscribers (with 
one share each) are:—A.C. Drayton, 56, Moorgate Street, E.C., merchant ; 
B. Munn, 24, Palace Road, 8.W., merchant: A. L. Smith, 94,,Portsdown Road. 
W., secretary; J. Shaw, 29, Cephas Street, N.E., clerk; F. E. Ransom, 5, River 
Avenue, Palmer's Green, N., clerk; A. Bowen, 51, Danvers Street, Paulton 
Pquare, Chelsea, clerk; M. Verstaevel, 1, Coram Street, Russell Square, W.C., 
clerk. Minimum cash subscription £7. The number of directors is not to be 
less than two or more than seven; the first are not named; qualification, £100 
shares or stock, remuneration, £100 each per annum (£160 tor the chairman). 
Registered office, Cross Keys House, 56, Moorgate Street, Е.С. 


Creed, Bille & Co., Ltd. (124,986).—Registered August 28th, 
by Maddison, Stirling, Hunim & Davies, 83, Old Jewry, E.C., capital £100,000 
in £1 shares, to carry on the business of telegraphic engineers, manufacturers 
of telegraph or telephone receivers, transmitters or other instruments, 
apparatus or machinery, erectors and maintainers of telegraphic or telephonic 
stations, &c., to acquire the business of Creed & Co., telegraphic engineers, of 
156, 8t. Vincent Btreet, Glasgow, and 266, Selsdon Road, Croydon, and to adopt 
an agreement with F. G. Creed, W. A. Coulson, and H. Bille, trading as 
Creed & Оо. The signatories (with one share each) are :—F. G. Creed, 266, 
Belsdon Road, Oroydon, telegraph engineer: W. A. Coulson, 156, Bt. Vincent 
Street, Glasgow, electrical engineer; H. Bille, 266, Selsdon Road, Croydon, 
telegraph engineer. Private company. The first directors (to be not less 
than three or more than віх) аге F. G. Creed, W. A. Coulson and H. Bille; 
qualifiontion, 500 shares ; remuneration as fixed by the company. Registered 
office, 266, Selsdon Road, Croydon. 


Road Indicator, Ltd. (123.993), —This company was registered 
on August 28th, with a capital of £5,750 in 5,000 preference shares of £1 each 
and 15,000 ordinar shares of ls. each, to acquire any invention »elating to 
automatic route indicators, in particular to acquire the patent and other lights 
referred to in an agreement with Don Victoriano Casajus y Chaubel and A. 
Vitry, and to carry on the business of manufacturers of machines or instru- 
ments for automatically indicating or registering speed, distance, description 
of roads or other information for use with motor-cars, cycles and vehicles of all 
kinds, mechanical and electrical engineers, surveyors, map makers, ku. The 
subscribers (with one share each) are :—H. O. White, Leith Villa, Long Ditton, 
Surrey, clerk; О. Jauralde. 28, Danvers Road, Hornsey, N., clerk. Private 
company. The number of directors is not to be less than two or more than 
five; the first are Don Victoriano Cass jus y Chaubel, Senor Santiago Laborda 
y Lopez and G. C. Bingham. Registered office, 54, New Broad Street, Е.С. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Madras Electric Supply Corporation, Ltd. (87,409).—A 
memorandom of satisfaction to the extent of £70,900 (being amount issued) on 
August 7th, 1912, of debentures dated December 12th, 1910, securing £200,(00, 
by the issue to the holders thereof of debentures for a similar nmount, secured 
by a trust deed dated August 7th, 1912, bas been filed. Amended particulars of 
£200,000 debentures, rea- ed July 20th, 1910, filed pursuant to Sec. 98 (8) of the 
Companies’ (Consolidation) Act, 1908, the amount of the present issue being 
£70,800. The original particulars gave the amount of present issue as 4 100, C00. 
Particulars of £200,000 debentures created August 7th, 1912, and secured by 
trust deed of even date, filed pursuant to same section, the amount of the 
present issue being £188,675. Property charged: The company's undertaking 
and property, present and future, including uncalled capital, certain licences 
granted by the Madras Government authorities, and the undertakings consti- 
tuted thereby, with bu Idings, Jand and plant, &c., and all purchase moneys 

ayable by local authorities, and 11,452 ordinary shares of £5 each in Madras 
Electrie Tramways (19043), Ltd., and all future holdings in that company. 
Trustees: Law Debenture Corporation, Ltd., 41, Threadneedle Street, E. C. 


Dargue, Griffiths & Co., Ltd. (18,858).—Particulars of £6,000 
debentures, created February 17th, 1912, filed pursuant to Sec. 93 (3) of the 
Companies (Consolidation) Act, 1908, the amount of the present issue being 
£2,760, charged on the company's undertaking and property, present and 
future, including uncalled capital. No trustees. A memorandum cf satisfac- 


tion to the extent of £2,800 en July 18th, 1912, of debentures dated July 17th, 


1909, securing 28,000, also notified. 


British Empire Lighting and Construction Co., Ltd.— 
Mortgage dated August 16th, 1912, to secure £300, charged on certain land and 

mises, &c., in King's Cliffe, Northamptonshire. Holder: M. J. Johnson, 
Swineshead, near Boston, Lincolnshire. 


Naylorgraph, Ltd.—Debenture dated August l4th, 1912, to 
secure £1,000, charged on the company's undertaking and property, present and 
future, including uncalled capital. Holders: J. M. Hunt, Fairlawn, Park Road, 
Bouthborough, Kent. 


Foreign and Colonial Lighting, Ltd. (99,020). —Сһагре on 
company's outstanding book debts, patents, rights and other property, dated 
August 14th, 1912, to secure £805 17s. 2d. Holder: A. B, Reckett, Kenmore, 
Highlands. St. Leonards.on-Bea. 


Shawinigan Water and Power Со, — At a special 
general meeting of this company, held in Montreal, authority was 
taken by the directors to issue $5,000,000 Common stock from time 
to time, and in accordanoe therewith notice is being issued offering 
to shareholders of record on September 30th 31,000,000 of stock at 
120 per cent. 


Stewarts & Lloyds, Ltd.—The directors have declared 
interim dividends for the half‘year to June 30th at the rate of 
6 per cent. per annum on the preference shares and at the rate of 
10 per cent. per annum on the preferred ordinary shares, 


Globe Telegraph and Trust Co., Ltd.—The directors 


of this company have declared a dividend of 3s. on the preference 
and 28. on the ordinary shares, for the quarter. — Financier, 


CITY NOTES. 


Aberdeen Suburban Tramways Co. 


Mr. GEORGE J. WALKER, the chairman, in moving the adoption of the 
report at the half-yearly meeting of shareholders. said the profits 
earned for the half-year amounted to £1,484, and that with this 
there was a balance of £3,614 at the credit of the profit and loss 
account. At the close of the half-year ending July 31st last there was 
standing at the credit of the renewal and depreciation account a 
sum of £8,000. If the shareho'ders approved of the directors’ 
recommendation to carry £2,000 of the sum standing at the credit 
of profit and loss account to the credit of this account, it would 
then stand at £10,000. That, although a substantial sum, and 
equal to close on one-third of the subscribed capital of the under- 
taking, would require to be augmented from year to year. The 
policy the directors had pursued in setting aside a substantial sum 
annually to meet renewals and extraordinary repairs would be con- 
tinued. The whole of the mortgages on the company's under- 
taking had now been repaid. In short, the company since its 
inception had been able to set aside £10,000 to reserve, and to clear 
off £8,000 of borrowed money. This, on the whole, was satis- 
factory. The directors proposed that a dividend at the rate of 24 
per cent. for the past year on the paid-up capital of the company 
should be declared. This would require 4780, and after providing 
for directors fees there would remain £791 to be carried to the 
next account. Ex-bailie McKenzie expressed the hope that the 
directors had in view the doubling of the line so as to give & better 


service, at anyirate as far as Cults. The report was unanimously 
adopted. 


South Metropolitan Electric Light and Power Co., 
Ltd.—The warrants for dividends, due August 31st, on the 7 per 
cent. cumulative first preference shares and 6 per cent. cumulative 
second preference shares, have been posted. 


A French Carbon Works.—I,a Compagnie des Charbons 
Fabius Henrion is the name of a new company which has lately 
been formed in Paris, with a capital of £100,000, to acquire and 


carry on the arc-lamp carbon business of M. Fabius Henrion, at 
Nancy. 


Stock Exchange Notices, — Applications have been 
made to the Committee to allow the following securities to be 
quoted in the Official List :— e 

Primitiva Gas Co. of Buenos Ayres, Ltd.—£200,000 4 per cent. do onture 
stock (1911) (special application). 

Puebla Tramway, Light and Power Co.— $3,000,000 prior lien 5 per cent. 50. 
year gold bonds, in lieu of the scrip. 

The Committee has ordered the undermentioned securities to be 
quoted in the Official List :— 

Newcastle-upon-Tyne Electric Supply Co, Ltd.—Further issue of £68,000 
44 per cent. Consolidated First Mortgage Debenture Stock. 


Toronto Power Co., Ltd. — Further issue of £820,000 44 per cent. Consolidated 
Guaranteed Debenture Stock. 


“Z” Electric Lamp Manufacturing Co., Ltd.—A 
representative of the ELECTRICAL REVIEW attended Orient House, 
New Broad Street, E.C., on Wednesday to report & meeting of the 
above company, announced to be held, but was refused admission on 


the ground that the company did not want any report of the pro- 
ceedings taken. 


Jandus Are Lamp and Electric Co., Ltd.—The 
directors recommend the payment of a dividend for the year of 
10 per cent. on the paid-up capital, the transfer of £1,000 to reserve 
fund, and the carrying forward of the balance of £3,408, subject to 
deduction of directors’ remuneration. 


STOCKS AND SHARES. 


Tuesday Evening. 


THE feature of the past week in the Stock Exchange has been a 
remarkable boomlet in the stocks of the Underground Railways. 
Prices went up at a breathless rate. City and South London Ordi- 
nary led off, jumping up two points a day for three days in succes- 
sion, but for the biggest rise Metropolitan holds the first place. 
The price reached 62, and at 594 із 43 up on balance: City and 
South London went over 40 and back to 39, still showing a jump of 
41, and Districts at 42 showed a gain of 3} after being 43. 

Rumours as to fresh linking-up developments between the Metro- 
politan District and City and South London started the movement. 
The Stock Exchange market bears grew fidgety and climbed in. 
Buying orders came from the provincial exchanges, and, the market 
being all one way," as the Stock Exchange says, quotations went 
up to what in some cases lookel like fancy figures. Central 
London Ordinary, hanging back at the outset, went up 4 points last 
Monday, and the Deferred at the same time gained 3. The whole 
of the Home Railway market has been firm (with occasional 
reactions), on the expectations of better traffics, and, possibly, 
increased dividends at the end of the current half-year, but the 
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Underground Companies have another reason for buoyancy in the 
wet August of unhappy memory. While markets were depressed, 
this consideration was ignored, as we pointed out here; it needed 
merely a change of sentiment, however, to throw such a factor into 
immediate prominence, and this combined with the rumoura to 
create the boomlet. 

Central London Preferences are a point or so better, but other- 
wise the pre-Ordinary securities are no more than steady, the fresh 
fall in Consols giving the money " stocks a somewhat dull appear- 
ance. East Londons were taken in hand and put up to 9j, the 
company's junior Debenture stocks also benefiting from the little 
excitement. | 

The London Tramways issues are so far unaffected. London 
United Preference show a decline of the inarket turn. and the 
Metropolitan sextet did not change. Nor was there any pronounced 
activity in the Underground Electric Railways issues, A loss of 
a point in the Incomes was the only alteration, thouzh it seems 
likely enough that if the Underground strength is maintained, the 
shilling "A" shares, at all events, will participate in the 
bullisbness. 

English electricity supply issues are inclined to harden, though 
were it not for a few prices being quoted er dividend, the list 
would present a very stolid appearance. City Lights Ordinary and 
Preference are both marked 10s. lower, the dividend deductions in 
their cases being 6s. each, so that the net result is practically a 
fall of 4s. in the Preference and a rise of 6s, in the Ordinary. 
Kensington shares at 74 are 4 higher, recovering part of the 
dividend. Charing Cross moved up to 4;. Another month ought 
to кее this market waking up, as the closing-in of evenings directs 
attention to illumination shares. while the electric supply market 
may have reasons for firmnees special to itself. 

By the way, a foolish slip (which cannot by any stretch of 
imagination be debited to the convenient printer) in our ]aet week's 
Notes referred to the coming County of London interim dividefid. 
The distribution had been, of course. already announced, but the 
company makes a new departure this year by notifying payment of 
the dividend in September instead ct August. 

The feature in the Latin-Canadian group is a fresh upward move- 
ment in Rio Trams, the price of the Common gaining 4 points. 
This brought it up to 154, and Sao Paulos at 2634 are 4 higher. 


Dealings in the market now take place in the assenting " shares 


of these companies. 

The news from Mexico is still unaatisfactory. and the market in 
Mexican Railway stocks continues to be depressed. This, however, 
has had no effect upon the prices of Mexican traction descriptions— 
in fact, the tramway shares are 1 up at 1294. Montreal Light and 
Power shed 10 points upon a seller appearing who was thought to 
havea fair amount to dispose of. British Columbia Electric Deferred 
rose to 1434; the other changes in this department are mostly 
occasioned by e.r-dividend notices. 

The telerraph market has enjoyed a fresh sensation in a big rire 
in Marconis. From 4; the price rose a sovereign nearly straight 
away. easing off afterwards to 53, at which the substantial im- 
provement of 10s. isshown. The Preference advanced in sympathy. 
Canadians, Americans, and Spanish have all recovered. A short 
circular has been issued by the parent company, reference being 
made to the manner in which competition from the Federal 
Wireless Telegraph Company is to bemet. The price of the shares 
Was гип up in anticipation of the statement, and when it was pub- 
lished, the reaction took place. | 

The Апр1о-Атпегїсап group is disposed to harden, and rises have 
been secured by Anglo A" and "B " and by Direct United States 
shares. Eastern stocks, too, are better, and Globe Telegraph Pre- 
ference at 1:3 are 4 higher. A rush to buy West India and Panama 
shares hoisted the price to 3i, from which it eased off to 373, the 
idea being, of course, that the Americans are endeavouring to get 
complete control. Most of the South American Telephone issues 
are steady to firm, and in the revival of Egyptian securities Tele- 
phone of Egypt Debenture stock rose J. Business is quiet in 
National Telephone Deferred, the quotation maintaining its big rise 
of last week. Telegraph Constructions are 10a. higher. 

Manufacturing Companies stocks and shares are in steady 
demand, the principal rise being one of a sovereign in India-Rubber 
shares, which have improved to 11. Dick, Kerr Debenture is 
nearly par, and British Insulated Debenture shares show a small 
improvement. Babcocks regained their trifling decline. Rubber 
shares have fluctuated a good deal up and down, though on balance 
the tendency has been towards higher prices. Business in this 
market remains active, and on any set-back there is plenty of 
steady support. 3 


Lima Light. Power and Tramways Co, —A dividend 
of 14 per cent. has been declared in Lima on the shares for the 
second quarter of the current year ended June 30th, 1912, payable, 
against Coupon No. 2, forthwith. 


Brazilian Light and Power Deal.—At the request of 
numerous holders who have only recently had the circular of July 
15th, 1912, brought to their knowledge, the board of the Brazilian 
Traction, Light and Power Co. haveextended the time within which 
shares of the Riode Janeiro Tramway, Light and Power Co., the Sao 
Paulo Tramway, Light and Power Co., and the Sao Paulo Electric 
Co., may be deposited for the purpose of exchange. Copies of the 
circular and the necessary forms for exchange may be obtained 
from the Bank of Scotland, London, the Caisse Générale de Reporte 


et de Depots, Brussels, and the Canadian Bank of Commerce, 
Toronto. 


ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


* 


Fort- Receipts for 
Locality. night the 
ended. fortnight. 
mE 
Aberdeen .. vs Aug. es js p) 
A r ee ees ее » Ы А J 1 
‘Baths, ошо eon 71.27 — 41 
tBirkenhead ee sis 2s x 
Birmingham Corp. 4, 24 | 30,392 13,874 
Blackburn .. e „ 2 2.271 — 132 
Blackpool Corp. .. „ 29 6,560 | 41,106 
Blackpool-Fleetw'd „ 91| 3,345 — 136 
Bournemouth ew „ 28! 5,140 + 851 | 
‘Bradford . s „ 24, 5,438 — 5 
Brighton .. Sept. 1, 2,576 — 193 
Bristol ..  .|Aug.t0 | 15,071 * 442 
Brit. Elec. Trac. Co. " | 
Airdrie .. = „ 23 655 + 194 
Barnsley .. .. - 23 486 — 7 
Barrow .. NC „ 23 960 | 28 
Devonport е4 „ 23! 1,071 — 144 
Gateshead ке „ 23, 2,165 — 88 
Gravesend sà » 23 174 — 1 
Greenock.. а: „ 21 1,813 M 61 
Hartlepool as » 23 742 1+ 45 
Kidderminster .. „ 23 279 — 23 
tLeamington .. н 2: pue + A 
Merthyr .. ae „ 2 31 — 
Metropolitan. 4. 2d | 16,700 —1,217 
Middleton zi „ 9з t67 — 832 
Mid. Joint Com'tee „ 23 6,9-4 + 483 
Oldham Ashton „ 23, 1.283 — 120 
Peterborough .. „ 2з 01+ 11 
Potteries .. .. „ 23 | B,60€ [+ 99 
Rothesay .. we „ 23, 1,256 — 20 
Bouthport «5 % 23 778 — 91 
B. Metropolitan. „ 23 1,984 — 213 
Swansea .. ais „ 232.532 — 25 
Tynemouth ss n 28 87: — 190 
eston-s-Mare.. | „ 23 798 — 207 
Worcester И 20] к92 ＋ 36 
Wrexham ws » 28 213 | + 2 
Yorks. Wool. Dist, „ 28 | 2,257 — 88 
Miscellaneous .. „ 23 990 — 53 | 
Burnley... oe is ві | 9,054 |+ 242 
Bur oe ee ee [T] i n d ә. i d 
Cardiff aie .. | Aug. 17 6,440 — 129 | 
t Chatham and Dist. z 2 л + im 
Cork se ee ee [T] n TT ‘ 
‘Croydon .. «5 „ 16 1,656 — 196 
Darlington. ae » 10 238 = 4 
Darwen P as » 99 560 si 
t Dover * > А 24 369 + 24 
Dublin ee ee £0 12,642 eo 813 
East Ham .. T „ El; 2207 J 116 
| Zxeter ee . T | TT it | 
Glasgow ee ee T] 81 | 87,950 —1,100 
Hastings .. Sept. 2; 8,064 — 85 
Huddersfield .. | Aug. 31 | 4,083 n 92 
Hull .. os oe „ St 6,963 |+ 208 
1 Jkeston ee ee ' 28 | 126 — 1 
Ipswich ee ee T] 21 1,057 — 66 
Kilmarnock. - „ 81 | 825 |+ 2 
Lancashire United M 2 ! 1509 — 108 i 
Leede °з es ” 8 — | 
Leicester .. is - 51 | 195 4 Ba 
Leith Ee is E ASG |+ 
ге ool .. js " 2 ао r 
е 42.470 ee ee 1 ; 118 
London United .. „ 31 | 12,934 |—1,240 
Lowestof$ .. as » 81 916 — 96 
Manchester -— „ 81 | 82,664 |+ 848 
Newoastle .. а „ 81| 8,443 + 66 
Newport. oe „ 81 733 |+ 38 
Oldham ee ee Rept. 1 4,396 t 716 
Pontypridd .. ‚. | Aug. 24 84l |+ 58 
Ports mouth. ae „ 24 { 5,152 |— 622 
Preston ее e» [T] 28 1.620 ad 47 
Rotherham .. .. „ 28 | 1,529 |+ 138 
Balford e e „ 26 | 9,593 — 270 
Bheffüdld .. „Sept. 8 | 18,581 |+ 888 
Southam ton 1 ee Aug. 28 2,765 PI 37 
Bouthend-on-Bea .. „ 28 | 2,503 |+ 218 
Bouth Shields ee „ 31] 1,859 |+ 26 
Tyneside ee se T] 98 1,636 XE 811 
Wallasey .. ee „ 91| 2,454 ＋ 141 
Walthamstow 24 „ 81] 1,468 |— 111 
West Ham eo n 22 5,111 — 196 
Wolverhampton .. „ 28 | 2,104 |+ 163 
Cen. London Rly... „ 81| 8,727 |+ 904 
o & B. Lon. Rly. Sept. 1| 5.787 |— 210 
Dublin-Lucan Rly, | Aug, 80 824 |— 17 
G. N. and City Rly. " 2,604 |+ 27 
L'pool Overh’d Rly. Sept. 1| 8,322 |+ 491 
Liandudno-Ool Bay | Aug. 80 | 1,521 |+ 71 
Lond. Ево. By. Oo. 70 81 | 98,000 4 1,790 
Mersey Railway .. „ 31 | 4529 |+1,205 
Ме litan Rly... |Bept. 1 | 82278 |+ 916 
Met. istrict Rly... Aug. 81 21,942 + 2,145 
Anglo-Argentine .. Sept. 2 | 96,573 |-- 2,692 
Dp T „Aug. 2 | 18858 |4 2,154 
mbay (B. . T.) е 5,699 |+ 128 
Brisbane ee ee ee ee ee 
rit. Columbia Bly. - 25 T 
Oaloutta  .. .. | AUg. 31 | 7,889 |+ 881 
Cape Electric P. Ld. ee ee ee 
E W. A. July 2,998 oe 
8 on eo ee ee ee es 
adras - ee | Aug. 81 | 1,779 |+ 815 
Montevideo T Aug. | 26.219 |-- 2,931 
erth (W. A.) „Aug. 30 | 8 589 |+ 498 


* Compared with the corresponding period of 1911. 
1 Inolades horse, steam and other receipe, 


No. 
of 
wks. 


Route 
Total to date. miles 
open. 
4 * Ine. 
21,182 — 871 | 144] .. 
7,057 i+ 151 8 ee 
29,814 + 1,558 га 
221,637 |+ 58,116 , 57°17: .. 
96,996 1+ 117 14-68: .. 
44,227 |+ 5,447 11-87 .. 
15,055 — 1,008 8 ! .. 
43,121 |+ 930. 21:95 а 
119,063 |— 3,237 56 ' 1:9 
25,283 — 903 95 Í.. 
210,819 + 17,596 | 80:5; .. 
9,999 + 2,643 8655 
6955 i— 302 1.. |... 
13,074 |+ 9,819 | 6:87 | .. 
18,327 |+ 1,548 | 885 | .. 
35,011 |— 215 (11:5 .. 
7,0044 |— Su | 6:5 | .. 
27,332 |+ 2,839 | 7-25 | .. 
9,001 |— 178 | 6'72| .. 
4.147 i+ 41 oe se 
6,418 T 403/.. |... 
6,726 — 405 | 9:9 | .. 
299,580 |+ 1,958 | 2 
11,455 |— 379 8-55 
110,149 |+ 5,055 | .. |... 
90,753 |+ 1,291 | 918 | .. 
4,675 |+ 321 )6°BL] .. 
63,624 — 1,266 | 29 
8,268 T 2312755 
10,377 — 948 |8'17| .. 
29,113 — 660 
39,047 | + 35 | 18:5 .. 
8,624 — 883 | 8°95) .. 
5,110 — 965 8 |.. 
10,055 — 18 575 .. 
3.779 T 345. 
86.084 |+ 914 17 
7,918 ＋ 104 oe 
© че 12:44! +g 
6,3108 — 806 | 66) .. 
29,212 l— 729 225 
49,126 — 3,0. 6 1795 
28.927 — 98 14988 
16.925 |-- 697 | 9'89 | .. 
37,510 — 885 11:6 | 76 
4.01 45 487 
6219 + 143 | 4°86) ., 
5,612 = 886 | 416 | .. 
51,220 | — 9,503 | 5425 
23,686 — 817 | 7°87) .. 
211,942 |.— 2,202 | 98 |.. 
T — 2,018 | 19:8| .. 
44,819 |+ 514 | 296| *6 
63 762 ＋ 293 | 19'5|—1 
2,330 — 64. 
10,062 |- 71 10-5 
2.647 5 230 4°25 ee 
46,527 '— 495 89 
16 525 |+ 5,035 |119" .. 
&5,870 . 29,710 | 20 
11,270 | + 91 8'12 | .. 
405,652 | + 18,183 | 117 
881,816 |—31,757 |142 . 
222,053 |—11,3:0|.. | .. 
9,658 — 621 | 85 | .. 
371,303 | £12,566 | 105 | .. 
96,324 |+ 393 81.8 
15.034 |— 734 14'60| ,., 
45,059 |+ 2,791 | 28 | .. 
7,082 |— 858/66 |.. 
44,006 |— 4,040 | 15°75} .. 
18.6601 1+ 873 100 
15,644 |+ 806 | 12 | .. 
107,842 |+ 2,061 | 41 | .. 
151,5/2 |+ 4,761 | 40 | .. 
28,172 1+ 69/21 |a 
19,749 |+ 29,162 | 7 e 
14272 |— 218 | 10°95) .. 
4,599 |— 853 11. 
95,894 |— 577 | 8°73] .. 
17,544 TM a 465 8 eso 
65,545 |— 1,975 | 16°45) 1:9 
22,441 |+ 18°76} .. 
25,677 — 1,017 1:96 ee 
1,449 res 181 3 eo 
12,002 |+ 107 | 8'5 | oe 
15,896 |+ 1,616 | 6'8 | .. 
13,865 456 | 6B | oe 
06, + 8890 |91 өө 
18,144 |+ 2,149 | 45 | .. 
149,957 + 4,483 i 7 ee 
106,820 |+ 9,946 | 96 | .. 
1,767,871|+68.818 | .. | .. 
1,868 |+ 5,669 |28°81| .. 
‚569 |+ 4,662 | .. |. 
oe ae eo ee 
eo ee ee ee 
ee os ee ee 
21,650 эе 90°5 ee 
26.570 |+ 8,002 | 18:6 
990,107 |+39,634 |. ee 
66,008 + 9,253 99 ee 
t One week only. 
§ One month. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


cand ELECTRICITY SUPPLY AND POWER UNE ALIIS 


| Riso | Presen 


Btock Closing Rise | Present | Btock | Closing 
NAME, or К Quotations | + or, Yield NAME, | or deii o Quotations | + or| Yield 
Bhare. 9 Bep. 8rd, | Fall| p.c. | Share. Е Sep. 8rd. | Fall] p. o. 
Бе | | 
. 190. 1011. | £ s. d. *  |1910. 1911. £ s. d. 
ПОРОКА Foolo, Ord T 10 | 9— 10} .. |5 2 4| Kensington & Esightebriäge, Ord | 59 9 71— 7 * 35 16 2 
Do. 4 bes ast M | & BÍ— 9i .. |412 4 | Do. 4% Deb. .. Btock| 4 | 4 | 90 — 93 Г O 
Do, 83824 6 d ; Pret, E 10 6 6 101— 109 | .. | 611 7 | Kent Elec. Power, 4 96 Deb. Ee 44 4 78 — 82 5 9 9 
Do. 44 % Deb. Stock . Stock | 44 | 44 | 98 —100 | .. | 410 0 || London Electric, Ord, .. 8 а | 9 18— 13 |4 0 8 
S t Kensington, Ord... 5 10 | 101 Bi— 9 А 54211 I| Do, 6% Pref. .. 5 6 6 | 41— bixd 5 14 3 
By а, Эс Supply P tn то 1:3 Ti— 84 А 4 6 2 es 1 & First Mort, Deb. Stock 4 4 sto 93 | : о : 
0 ply, | | торо tan : | 5 5 4 — 32 | : 

8.8 4 | $ | 97—100 51990] Po. Cum. Pre. 5 AH ae 417 4 
"Bo. d 36: West End & City * 5 5 44— 5 ti | 5.00 Do. ‘ First Mort. Deb. Stock 4 d 99 —109 4 8 8 
& Cum. Pret. .. > 5| 4| 4| 4- 4 x [EE II 111505 & Mort. Deb. , Ба | Bà | 86 — 88 819 7 
CU pea M И 5|4|«4| sa |. (вее ere: à Ж ги Man De] 1 а) 4| эз— 99 Lade 

Chelsea, Ord. 5 Pu D и A 5 A | * 5 | 5 0 0 РР Е коң um. ji в 

. А ee too | 8 —101 ET 4 1 ort etropolitan Power Su 
City of London, Ord.  .. 10 7 8 163 — 187 Kd 46-14 6 6 || ply, 5 M ep Gen) 100 5 6 | 101 —104 416 3 
Do, 6% рер. .. ..  ..|Btock| Б | 6 | 18—124 ‚са: Pref. j | * 

Do. 4$ % Second Deb. А 100 | 44| 44| 99 —102 4 8 8 || Oxford 5 71 "i 55— 68 513 9 
County o ndon, Ord.. Š 10 6 | 6 llg— 114 5 1 1 || 8t. James’ and Pall Mall, Ord. | 5 10 10 — 9 5 11 1 
Do, 6% Pref. .. " ° 10 6 6 112— 123 1110 Do. 7% Pref. .. b 7 T 6 7+ 416 7 
ро, 4 % Deb. : e. | Btock | 4j 106 —108 | |4 8 4 Do. 84 % Deb. 100 Bà 88 — B6 415 
, Becond pm. „Stock 4$ | 100 —103 4 8 8 | Smithfield Markets, Ord, 5 | NI| 2 1— 1 T 
Edmundson's, Ord. ; 6 NH NH ;— 4 Nil South London, Ord. Wk mund wu 5 14 3 

6 % Cum. Pref. ee 5 | Nil | Nil | — 84 | Nil | Do. 5 First Mort. Deb. д” 100 | 6 5 98 —101 | (419 0 
Do. — ТЕА Mort, Deb. „| 100 4 4| M—8 | 5 3 6 || South маромаш 96 Pref... 1 7 7 NM 15 xd| 514 9 
à os b 6 6 4i— 5 | 514 8 Do. 44 % First Deb. уле ea | 100 44| 44| 97 —1 410 0 
Do. 6 % Gum. Pref, а rë 5 6 6 4i— ef 415 8 Urban, Ord. ‘ Р £3 B. 1 s. — d id 
Do. 44 % First Deb. sa. | 100 43 44| 92 — 95 | 414 9 Do. 6 95 Cum. Pref. .. o4 5 5,13 2 8 8 6 8 
ê.. ee ee ee - 6 | 9 | 9 74— 8 | 512 6 Do. 44 % First Mort. Deb. .. 100 44 | 44 | 8B0$— 883 B Teo. 
| Westminster, Ord, cá 6 |10 | 10 BA— 9 511 1 
| | Do, 6 % Cum. Prei. Б | 4) 4| 5— 58 4 80 
| 
| | | | | 
| | | 
| | 
BEEN 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
FCC ⁵—-.—n ecg EMEN EE a 
Adelaide, 6 ка ee T 5 6 6 bixd| .. |5 4 4 || Monterey Rly. Light & Power, 
Calcutta, S5 B e| вар 8 8 . 5 6 83 J is Mors, Beb.] 10 | 5 | 6 | STH % | .. |5119 
ane: P ыы ee ee ee 5 6 6 —. 5A xd ee 4 16 5 Montreal, Lit., . and Power ee $100 q 8 283 —337 —10 8 1 6 
ower, “isi Mort. Bds. 5,5 9 974 . |15 2 7 || Northern, * Power and nds $50 | 6 | 5 80 — 42 1118 2 
сае Gen. El. 1800 | Y | 1+ 4-110 a 5 17 8 Pil Mort. Bonds ss 
Do. 7% Pref... .. . 3100 *? | 7 | 120 .. |613 0 || River Plate e.s. _..  .. | Stoo 10 | 10 | 240 —250 SQ |400 
Power and T., Ord. 1 8 Bt г #8 1840 Do. 6% Non-Cum. Pref. .. | Do. 6 6 | 109 —114 và 5 8 
Do. 6%, Deb. 100 | 6 |.. 97 .. |5 8 1 || ро. 8 & Deb. Stock .. ...| ро, | 6 | б | 101 —108 s [417 1 
зт чеш 10 | 6 | 6 92 — 94 . 16 7 в || Roy. Elec. Co., 1 Mort. ie) 100 4 a| 99 —101 2 [491 
Elec, Supply Victo lst : Shawinigan Water, Capital .. 100 | 4 bt | 151 —156 . |8 41 
d.] 10 6 | 6 | 61 — e e {519 1 | Bo. Б isi Hort. Bonds | $500 | 8 | 6° | 104—109 ; 41 € 
Elec. Dev. Ошо, A. - $500 | в | в | 97 —99 xà 510 Do. 4 Per. Deb. Stock 4 4 104 —1 . | 465 0 
Kalgoorlie Elec, Р Mors $ Ord. | 10} | NH .. | Ni || Vera Crus LA: В 5 1 Pe . 
e аб. P. eg E е ee se era . An 0 
6 11385 ы . вво ' Ist Mort. Deb. 100 | 56 | 6 | 0—0 6 5 
quia Power, 8 & G. Ba. $500 | 6 5 1 1 .. |414 4 || Victoris Falls , Pref. .. 1 Nil 1154. 31— 14, is ee 
Ord. 5 oe ee oe ee West Kootenay Power and ТА 100 6 6 108 —105 xd 514 8 
Melbourne, 5 % 1% Mort. Deb. | 100 б 5 102 put .» |415 8 1st Mort, 6 % Gol } j 
Mexican 5% lst M.Bds | .. | 6 | 6 | 89 — 91 . |5100 
Mexican Lt. & Power Common | $100 | 4 4 96 — 99 . |4 010 
Do, T Prei. $100 | 3 1 | 109 —112 . {6 6 0 
Do. B 1st Mort, Gold Ва», ee 5 6 964— 964 ee 5 1 6 
TELPSBAPUH AND TELEPHONE n 
Amazon Telegra T „| 10 Nu 4 | m 7$ | * | 58 3 | Monte Video Telephone; о: 1 6 8 1„— 1 ref um. 
Do, 5% Deb. „Stock Б 954— 97 1—1 |5 9 "7| Do. 6% Pref 1 5 5 14— „ 1 6546 8 
American Telep. & Teleg., Cap. 8100 8 В+ | 1474—149 —13 5 7 0 || National elephone Det. Stock 6 6 | 1524—154 * T 
t. Frust а ә 1000 | 4 4 93à— 95 .. | 4 8 9 | New York Telep., 44% Gen, Bnds.| 100 43 44 | 1004—1015 + 48 8 
American Telegraph .. Stock 31 : 74— 69 .. |5 711 Oriental Telep. and Elec. * 1 8 8 11 1— 1. — 48 2 
Do. 6 % Pref. .. .. * * Do. 6 Lx] ** Б Б 0 Do. 6 Cam. Pref, 1 6 6 14— 145 IE 4 18 5 
BEL 2.3... | Do | 90 80. | 960— 26 „ |512 8| Do, 4% Red. Deb. . Воск! 4 | 4 | 88 — 90 490 
Chili Te 8|*«]|..| 7 . 410 4 | Reuter's . | 8 | 6 | 5| 10—108 . [815 9 
— Cable, but. 4% Deb. eu : 4 | B8)— В + 31413 7 perenne Cables rut А Cert. | 6 6 | 127 —180 - | 4123 4 
egra ә 94— 10 „ 5 14 8 | Telephone of Spe 4 
Do, 10% Pref...  .. 10 10 | 10 | 16)— 17 . 5 14 8 i Deb 23) Stock | 4 44) 994—101} | + 4/4 8 8 
Direct Telegraph, Ord. 5. 4 | 4| . 5 6 8 || United River Plate Telephone еі в | в 7 j | 5 6 8 
Do. , Pref. .. T b 10 10 7— 7 es. 18. 9-70 Do. 5 % Cum. Pref. .. Н 6 5 5 5 5 4 10 11 
Direct United States Cable. 10 44 5 71— 8 + А 6 5 0 West Coast of America .. 9à | 34 | 94 | liá— 148 818 5 
Direct W. India Cable, Be! 10 | a| «4| 98 —100 ac [ua ap Pe EON Pr eds Beh. 1,500) | 10 | 4 4 | 96 — 99 .. | 4 010 
pow ru c Ord. Stock Stock 7 5+ 129 —182 + 4/5 6 1 | West India and Panama Teleg. 10 11 J 35,— Bh TW 
Do. 84 el. Stock. . | Do. 8à | Bà 73 — 80 +4|4 7 6| Do. 6% Cum. Ist Prei. 10 | 6 | 6 | 1 10 ГШ 
Do. 4% Mort. Ded. ро. | 4 | 4 | 993—101 .. |81810 || Do. 6% Cum, 2nd Pref, ЖАЗ ЛЕ: 9j— 1 | 617 0 
Eastern os. oe |. 10| 7 | 6| 18— 184 | |5 8 8 Do. 6 & Debs. .. ..| 100 | 6 | 6 | 1005—1025 | 417 7 
Do, 4% Deb. T „ Stock 4 | 4 984—100: 3 19 7 | Western Telegraph, Lid. (e 10 1 6+ | 18 — 184 5 8 8 
East and 8. Africa Tel, 4 } 96 4 4 974—1004 | 819 7 Do. 496 Deb. Btock | 4 4 97 — 99 4 010 
Mt. Db. Mauritius Bub. s : | Western Union 44 % Fag. Bonds $1000 44 | 44 | 100 —108 . 
ph and ee 10 54 | & | 11 — 113 TL Ww X 
Do. 695Pref, .. os «| 10 | 6 | 6 | 123— 13] +i/410 7 
Great Northern Telegraph .. 10 | 18 18 — 29 iv 116841 
Indo- ph „ 95 |18 | 6t| 57 — 59 . 6 8 5 
Mackay es „8100 6 | 5 90 — 94 | .. 156 5 
Do. 4% Pret, 100| 4 | 4 | 70 — 78 s MEOS 
Marconi's Wireless ireless Telegraph 1 6 |20 б— 55 | + 817 0 
Do. 196 Cum, Partio, Pref. 1 |16 |17 4d—. 4 н. 818 8 


t Interim dívidend. 


<= І * Upiess otherwise stated, all shares are fully paid. 
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SHARE LIST OF ELECTRICAL COMPANIES.—( Continued.) 
ELECTRIC RAILWAYS AND TRAMWAYRB.—HONE. 


Btock Closing | Rise Present Stock Closing | Rise | Present 
NAME, or |Dividents tons | + or Yield NAME, or пив tions |+ or| Yield 
Bhare. pt. 8rd, | Fall p. o. Share. t. Ard. Fall] p. o. 
Bath Pret. Ord 1 mu MD * n || Metropolitan Raliway Consol... | 100 | {| H| seo | +42 1115 
LLLA ee ee eee 
Do. 6 ® ee ee ee 1 6 б — ü oe 6 8 1 Do. as ee ee 100 64 — 66 ee 4 8 4 
Do, & e өө ве ee 100 43 & — B8 ee 5 8 5 ро, Deb. ee ee oe 100 87 — 8) ee 81611 
Brit. Elec. eg ә ее 100 os oe 11 = 18 ee ee Pref... ee ee 100 85 — 87 oe 4 0 6 
. 100 ee ee 6 — 8 ee ee Do, Con. Pre ee oe 100 84 — 86 ee 4 1 b 
0 Do. 6% Cum.Pr'f. 100 ee 6 89 9. 99 ee 6 10 5 Metropo tan Distri d өе 100 N Ni 413— 4% 48i Nil 
Do. 7 Non Cum. Pr 1. 100 ee ee 87 = 40 ee .9 Do. 6 Deb. ee d ee ae 100 6 6 141 —148 ee 4 4 0 
Do. b Кере . | 100 b 6 98 —101 2 | 419 0 Do. 4% Deb. ee .. | 100 4 4 94 — — |4 8 4 
4 % эп ee 100 & & 80 — 84 * 6 7 2 Do. 4 Prior ee ee 100 4 4 99 —101 ae 8 19 8 
pu Lon Railway, 100 8 B 177 — 79 +8 |816 0 Do. First Pref. .. .. | 100 9 89 — 91 . 4 19 0 
е Pref. oe oe ee 100 4 4 82 — 84 +2 4 15 8 Do. ам. ee ee ee 100 16 ==» 77 % 4 il 0 
e Det. ee ee ee ее 100 a 2 77 — 79 +3 3 10 8 Me Elec. ‚ Ord. 1 6 1 — 1 5 6 8 
Do. 4% Deb. oe ee ee 100 4 4 99 —101 oe 8 19 8 Do. ° ее ee oe ee 1 N «e ^— No 
City & South London e ee | 100 1à | 14 | 984— 394 +44 |3 18 6 Do. 5% Pref. .. .. .. 1 b 5 — dH . |8 6 8 
. 6% Pref., 1801 ..  ..| 100 | Б | Б | 106 —I(8 ..|419 7| Do 43% Deb. 100 | 4 4 — S | 421 10 
. . 1806 .. e. | 100 b 6 | 108 —106 +1 | 415 8 Do. 56% Deb. oe .. | 100 6 | 6 99 —102 . | 419 0 
è Do. 1901 eo ee 100 b 5 108 —106 +1 4 15 8 ` Potteries, Ord. ee ee ee 1 2 ee TA ee ce 
. Do. ee 100 Е 5 102 —104 ee 416 9 Do. 5 Pref. ee ee ee 1 b 6 mme så oe 6 19 0 
Do. 4 96 Deb. 100 4 4 99 —101 ee 8 19 8 Do. ө. ее ee 100 44 & — 90 oe 500 
Dublin. United Trams, ie rs 10 0 0 1 11 .. |5 2 9 || South Metro. Trams, 6 96 Pref. 1,|6]|.. . Q4 1171278 
Great 1 10 | Ni]. 1 Nil Do. 4 b. .. ae .| 100 4 4 — „ |6 6 8 
d Pret. 1 | Nil| 6 .. |8 0 0 || Underground Elec. Railways 10 |... | .. 4 — Hi s Nil 
Do. [M 100 п — 76 ee 6 18 5 Do. ub "D oe &-— { ee LEA 
Isle of et Trams, 5% Prei. 5 A 2 ..|411 0 Do. 43 % Bonds be в 4 1 99 —10 . |491 
° Deb. ee . ee 100 4 4 ТБ — 80 ee 6 0 0 Do. ee 100 1 + 89 — 91 ee oe 
cashire United, 6 96 Deb. .. | 100 b 6 Bl — 88 .. |6 0 6 || Yorkshire (West Riding), Ord. 6 | Ni] .. 3 ee Nil 
London Elec. Railw'ys, 4 реп 100 4 4 95 — 97 +1 |46 9 6 Do. 6% „ об 6 | МП 8 83 1490 
London United Trams, 6 10 | Nil] .. 4b— 5i — xs Do. 4496 eso оо c. | 100 4 79 — B8 . |5 8 5 
Do. 4 96 Deb e ee "T ge 100 4 4 72 — V ee 5 5 8 


ELECTRICAL RAILWAYS bd ‘TRAMWAYS.—COLONIAL AND D FOREIGN. 


1 $ 
Anglo-Arg. Trams, lst Pref, .. | 5 b B 4 — Eg | | 5 2 4 І La Plata Elec, Tris, Ord. 1 ss * | i- 2 * уд 
Do. 94 Pref. .. . «| Б |Б |Б 1 5% | |5 6 0|| Do. Pref. к 116.6 88— 1 6 0 0 
Do. 4% Deb. е» — 100 4 4 084— 95 „ |4 48 | Liban Elec. Trams, Ord. - 1 63 | 6 1— 1 . [480 
Do, 44% Deb... . ..| 100 | 4| 4/100 —102 |+4|4 8 3 | 6% Pref. .. ba 11886 1— 1 416 0 
Do. 5 % Deb. 2 o | 0|. 5| Б 101 —10 | .. |417 1 DA 5% Deb. .. 100 | 6 | Б | 93 — 97 18484 
Auckland Trams, 5 Deb. .. 100 b Б | 108 —105 +1 415 8 Madras Elec. Tr, (1904), Deb. | 100 5 5 | 100 —102 av 418 0 
Bombay Elec. B. & S, Pref. | 10 6 6 111— 12 6 0 0 | Manaos Trams & Lt., lst Deb. . | 100 | b 5 90 — 93 5 7 6 
Do, 44 va Deb... .. 100 43 4| 97—99 4 10 11 || Manila Elec. R. and Ltg., Bonds | $1000 | 6 5 | 1004—102 417 7 
Do. 6% 204 Deb. .. ..| 10 5 5 87 — 89 |5 1 0 || Mexico Trams Com, .. | $100 | 7 | 7 | 198 —131 +1 |5 610 
Brisbane Trams Invt., а ее | 5 8 8 7— % | i5 6 8 Do, Gen. Con. 6 95 Bonds 8 s« 10. Б 0994—1014 xd) .. 418 6 
Do, 6% Pref. .. Pe ae oe СВ 4i— 5i | |415 8! Do. 6% Bonds ..| 100 | 6 | 6 | 1024—104 * 5 14 10 
Do. 44 % Deb. os | 200 4 | 2 1004—1084 | .. |4 7 O || Para Elec. Rlys. & Lt., Ord. m 5 10 | 10 Tør Tha xd) + 2/6 910 
B. Columbia Elec. Rly. D Bet. 100 | 8 | 8t 11 —146 | +1 |5 9 7 Do. 6% Pref. .. „16561616 |] @— bza .. 16211-7 
Do, Pref. Ord. .. ee 100 6 6 | 119 —124 4. 416 9 Do. 5 Ist Deb. 100 | 6 Б 1004—1024 de 417 6 
Do, 56% Pref. . ..| 100 5 | 5 109 —112 | +» | 4 9 1 || Perth (W. A.) Elec, Tr., Ord. .. 1 >. là- 155 ха) .. |118 4 
Do. 43 & lst Mort. Deb. 40 | 994—1024 4710 Do. 69 ist. Deb. 10 | 6 | 6 | 99 —102 418 0 
Do, 4 Vancouver Dob, .. | 100 | 108 —105 4 5 9 || Rangoon El, Tr. & Sup. Pret, | 5 6 6 54— 53 156 44 
Do. Con. Deb. 100 4$ | 44 | 102 —104 _ 8.7 Do. 44951st Deb... .| 100 4 "i 97 — 99 411 0 
Calcutta Trams Ога, RS" Be b | 6 | 7 — BR 5 5 8 || Rio de Janeiro Trams .: .. | $100 5+ | 152 —154 +4 |8 5 0 
Do. 5% Pref. . „ 5 6 | 6 4t3— b | 4 16 5 Do. 186 Mort. 6 % Bonds es b 5 | 103 —104 416 2 
Do. 44 % Deb. ec T 100 | | 99 —102 (i4 8 8 | Do. 6% Mort. Bonds 26 5 5 100 —101 419 0 
Cape Electric Trams .. | 1 | Ni 241| — 1 88 Bao Paulo Tram, Lt. and P, .. | $100 10 | 10+ | 261 —266 +4 |815 2 
Cit ty Buenos Aires Trams (1904) | Б | Б 5 6 53 |4 611 || Do. 6% 18% Deb. ..  .. | $500 | Б | 5 | 1045—1064 |—3|414 0 
о. 55 eb 100 65 | 65 99 —102 | 418 0 Singapore Trams, 5 96 рер .. | 100 b 6 84 — 87 Ў 5 15 0 
Colombo ес, Тт. & 14.,6% Deb. 100 | 6 | 6 | 95—99 | „ |5 1 0 | Southern El Tr. B.A., 5 % Deb. 100 | B | 6 | 96 — 98 | 5 2 0 
Havana Elec. Rly., Б %, Bonds 81000 6 5 99 —108 417 1 || Un. Elec. Trams Monte ideo .. 6 6 7 "m 5 14 8 
Kalgoorlie Elec. Trams. Ac PP | ^o | NH. п Dot O66 PE. 5 d. се 5 6 | 6 44— 5 6117 
Do, 596 A Deb, T ee 100 6 5 86 — 91 510 O0 | Do. 5 % Ist Deb. а 100 5 5 | 101 —104 +1 416 2 
Do, 8% B Deb, e 66| 100 | 6 | 8 | 85—44 | —– 41619 6 | Winnipeg Eleo, Rly. 43 % Deb, | 100 | 4à | 44 | 104 —106 441 
| | 
n loa ү 
MANUFACTURING COMPANIES. 
| | | | | 
As DM S noh. ul Adami = d в о 0| Crompton & Оо, .. .. ..| 8 Nn Nu -a Vaf Ni 
Do, 696 Pref. .. oe T 1 9 | 6 14— B 17 % 8 || Do. Deb... oe oe өз 100 6 | 6 | 56 — 66 711 6 
Babcock & Wilcox - oe 1 | 96 | 98 | — +4 |4 210 || Dick, Kerr .. on > ө 1 D 5 i— 514 3 
Do. Pref. 16661 1% | .. [81610 | Do. Pret . NW E зуе 5 6 8 
British Aluminium, Ord. rf 1 ee ae 12 — | 5% ba Do, Deb.. 100 4 44 | 97 —100 ＋ 21410 0 
Dc. 6 % Cum. Pref. d up ES ite £ Edison & Swan, A 20 paid 5 infil... | 2 jJ Nil 
Do. 6 $ Prior Lien Debs... | 100 | 6 | Б | 98 — 96 раза] Do. folly 5 | ЖП... | li- Nil 
Do. Deb. Stk. .. T в 100 5 5 84 — 87 515 0| Do, шу pelà ee ‚ө 100 4 4 64 — 68 517 8 
B. I. & Helsby — өө 6 10 |10 7T1— | 0 1 8| Do. 6d Becond Deb. ee 100 5 b 75 — 78 А 68 2 
Do. Pref. 66 b 6 6 58— 62 411 1 | Electric Construction on 2 94 33 ж 1 . 11710 0 
Do. Deb.. 100 4 1014—1084 +4|4 7 0| Do. Pref 4% 2 1 1 14— 2 700 
British Thomson- Houston, Deb. | 100 94 — 96 xd 413 9 | Greenwood & Batley, Pret, T 10 7 7 1%— 8 8 6 8 
British Westinghouse, Pref, 8 N — $3 Nil | Do. Deb.. «$ 100 5 b 92 — 94 |5 42 
Do. Deor. set cae 100 4 1 38 — 61 611 2 General Electro, i Pret, | 10 |$ | & | 19-1 410 11 
Do. 6% Prior Lien .. * 100 6 6 | 102 —106 АГ 5 14 8 | Do. Deb., T - 100 4 4 02 — 97 өө 4 2 6 
Browett, Lindley, СЕА — — 1 |Ni|..| 2/- —3/. * Nil | Henleys,Ord. .. .. .. 6 |15 | 10t| 12— 1?3xd| .. |517 8 
Do. Pref. бє aii 1 | Nil| .. | 46—5- .. | Nil Do. Pret, cat | Re "o. dE 4 | 9 4j— Б xd 410 0 
ap ring Pret. .. e 3 | Nil; .. 0— 1 ec Ni || Do. Deb. T .» | 100 4 4$ | 102 —104 467 
Do, TN Lien Deb. .. | 100 5 5 75 — 80 6 5 0 | India-Rubber, G. 47. T 10 | 10 e 1 11 +1 T 
Do, Ө % Deb T 100 4 50 — 55 xd |8 8 B Do. Pret. ee 10 b 5 1 417 7 
Do. 4 Second Deb, ae | 200 4 B5 — 40 11 5 0| Telegra h Construction.. “ч 12 20 | 10+ | 334— 85 +516 8 2 
Callender's Cable. - ee 5 15 10 101— 11 6 16 4 Beb > ..| 100 4 97 — 99 4 010 
. Fref, Tae is 5 8 5 44— 5 117 7 Willans & Tibia И. ea 1 | Nil| . i . Nil 
Do. Deb.. se . . 100 | 44 99—101 4 a 1 Do, Pref, * * * * . * b Nil — 1 s. Nil 
Castner-Keliner .. .. 1 | 1% 20 в: 813 5 5 8 Do, Deb. . ор. 5: е 100 4 4 | 58 — 60 — |618 4 
Do, Deb... T T ..| 100 44 | 102 —105 4 5 9 


* Unless otherwise stated, all shares are fully paid, t Interim dividend. 
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METAL MARKET. 


Fluctuations in August. 
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Hoylake Electricity Supply.—A I. G. B. inquiry was 


held on August 29th, relative to the U.D.O.'sapplication for power to 


borrow 81,800 for fitting a new boiler and pump, and making other 
improvemente at the electricity generating works. The proceedings 
were formal, the Inspector observing that it was quite obvious that 
tiie extension was necessary, · 2) 


COMPANY AND CONSUMER. 


[FROM A LEGAL CONTRIBUTOR.] 


(Concluded *from page 337.) - 


11. Who is Liable for Electricity Supplied ?—It next 
becomes important to consider who may be sued by the 
undertakers in the event of their being compelled to seek 
payment of their lawful charges by action at law. 

The Electric Lighting Act, 1882, incorporates, by Sec. 12, 
Secs. 38—42 and Secs. 45 and 46 of the Gasworks Clauses 
Act, 1871, which relate to the recovery of gas and meter 
rents in order to ascertain the rights of a supply company to 
recover the price of electrical energy supplied ; it is, there- 
fore, necessary for us to refer to the incorporated sections of 
the Gasworks Act and the cases which have from time to 
time arisen thereunder. It is this unfortunate system of 
„legislation by reference" that has led to much of the 
difficulty which has been experienced in interpreting the 
Electric Lighting Acts. 

The incorporated sections are to be construed, for the 
purpose of the Electric Lighting Act, 1882, as if “pas” 
meant electricity.“ and as if pipe meant ''eleetric 
line " and ** works" meant works as defined by the Electric 
Lighting Act, 1882, and as if “the limits of the special Act“ 
meant the area within which the undertakers are authorised 
to supply electricity under any licence, order or special Act. 

It is provided by Sec. 21 of the Electric Lighting Act, 
1882, that if any local authority, company, or person neglect 
to pay any charge for electricity, or any other sum due from 
them to the undertakers in respect of the supply of electricity 
to such local authority, company or person, the undertakers 
may cut off such supply, and for that purpose may cut or 
disconnect any electric line or other work through which 
electricity may be supplied, and may, until such charge or 
other sum, together with any expenses incurred by the under- 
takers in cutting off such supply of electricity as afore- 
said are fully paid, but no longer, discontinue the supply 
of electricity to such local authority, company or person. 

This power to disconnect is in addition to the right of the 
company to sue for the rent which is due. Thus it is pro- 
vided by Sec. 41 of the Gasworks Act that whenever any 
person neglects to pay any rent or sum due and payable, the 
undertakers may recover the same with full costs of suit, in 
any court of competent jurisdiction; and the remedies of 
the undertakers under this enactment are in addition to, and 
not in substitution for, the recovery of such rent by other 
lawful means. Other lawful means include proceedings for 
the recovery of civil debts in a court of summary jurisdic- 
tion, as provided by the Summary -Jurisdiction Act, 1879 
(42 and 43 Vic., Cap. 49, Secs. 6, 35), which formulates the 
procedure under which penalties may be recovered. | 

The recovery of a judgment is sometimes an empty victory 
in cases where the defendant is unable to discharge his in- 
debtedness by payment. In such circumstances the under- 
takers are compelled to go one step further. 'The judgment 
being recovered by what is technically known as a civil 
proceeding," an order for commitment cannot be obtained 
until the debtor has been personally served with the judg- 
ment summons, and proof a been given to the Bench as 
to his means. 1 

Change of occupancy, and the liability of ап incoming tenant 
to pay the arrears accumulated by an outgoing one, have been 
specially provided for in the Acts. Thus it is provided by 
Sec. 39 of the Gasworks Clauses Act, 1871, which is in- 
corporated, as we have seen, with the Electric Lighting Acts, 
that in case any consumer of electricity supplied by the 
undertakers leaves the premises where such electricity has 
been supplied to him without paying the electricity rent or 
meter rent due from him, the undertakers shall not be 
entitled to require from the next tenant of such premises the 
payment of the arrears left, unpaid by the former tenant, 
unless such incoming tenant has undertaken with the former 
tenant to pay or exonerate him from the payment of such 
arrears. 

This provision, which operates in protection of the con- 
sumer, exposes the supply company to a risk which can be 
overcome by the demand of security in accordance with the 
provisions of the Electric Lighting (Clauses) Act, which we 
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have already considered. Further, it only applies to cases 
where the relationship of landlord and tenant exists. Thus, 
in а case where a receiving order had been made against a 
debtor, the gas company cut off the supply of gas to his 
premises, and refused to re-connect until the arrears of gas 
rent due from him were paid. The Official Receiver paid the 
amount under protest, the debtor having been adjudged 
bankrupt. In an action by the Receiver to recover back the 
amount so paid, it was held that, as the debtor continued to 
be the occupier of the premises, there had been no change 
of occupation, and therefore there was no obligation upon 
the company to supply gas without payment of the arrears. 
The fact that the debtor continued in possession is the 
essence of the above decision. 

In a much later case (in ve Flack, er parle Berry, 1900, 
2 Q.B. 32), a debtor having been adjudicated bankrupt, his 
trustee took possession of the business premises, and found 
that the water rate was in arrear. The company declined to 
continue the supply until the arrears were paid, aud cut off 
the water. It was decided that he was an “incoming 
tenant" within the meaning of the section which applies to 
the supply of electricity, and that he was entitled to recover 
back the amount overpaid. 

By Sec. 18 of the Electric Lighting Act, 1909, the under- 
takers may refuse to supply electrical energy to any person 
whose payments for the supply of electrical energy are, for 
the time being, in arrear (not being the subject of a bond 
fide dispute), whether any such payments be due to the 


undertakers in respect of a supply to the premises in respect | 


of which such supply is demanded or in respect of other 
premises. 

Before removing, & consumer must give notice to the 
undertakers. "Thus, by Sec. 17 of the same Act, 24 hours' 
notice in writing shall be given to the undertakers by every 
consumer before he quits any premises supplied with electrical 
energy by the undertakers, and, in default of such notice, the 
consumer so quitting shall be liable to pay to the undertakers 
the money accruing due in respect of such supply up to the 
next usual period for ascertaining the register of the meter 
on such premises, or the date from which any subsequent 
occupier of such premises may require the undertakers to 
supply electrical energy to such premises, whichever shall 
first occur. 

Notice to the effect of this section shall.be endorsed upon 
any demand note for charges for electrical energy. 

12. Time for Proceedinys.—Proceedings for the recovery 
of an electric lighting rent must, it is submitted, be com- 
menced within six months from the time when the matter of 
it arose. This seems to follow from a consideration of 
Sec. II of the Summary Jurisdiction Act, 1848, which pro- 
vides that in all cases where no time is specially limited, a 
complaint or information must be laid within six months. 
The section has been applied to a summons for arrears of 
water rate (East London Waterworks Co. v. Charles (1894) 
2 Q.B. 730), and in the absence of authority it is presumed 
that the principle would also apply to arrears of electric 
lighting charges. 

13. Notice to Disconnect.—Probably the most effective 


way of obtaining payment of arrears is to threaten to dis- . 


connect the house from the mains unless the debt is dis- 
charged. The following is a convenient form of statutory 
notice to disconnect :— | | 
| The Electric Supply Co. 

(Address) 


NoTICE TO DISCONNECT. 


We hereby give you notice, under Sec. 21 of 53 and 54 Vic. 
Cap. 56, that unless the sum of £ is, within seven days from 
the date of service hereof, given as security for the payment of 
allmoneys which are and may from time to time become due in 
respect of the supply of electric energy the company may dis- 
continue such supply, and will take action to recover all 
moneys due, 


14. Alteration in the Price of Electricity —In many cases 
the price charged for electricity is much below the maximum 
which the undertakers are entitled to charge by their pro- 
visional order. When they desire to increase their price, 
notice must be given to consumers, the length of notice 
being usually decided by the nature of the agreement under 
which the current is supplied. Thus, in the case of a 
quarterly agreement, a quarterly notice would be considered 
sufficient. This question has arisen in relation to the 


supply of gas. In the Commercial Gas Co. v. the Mayor, 
&c., of Stepney (the Times, January 24th, 1901) the 
defendants were summoned by the plaintiffs, who desired to 
obtain payment of the sum of £917 8s. for gas supplied. 
It appeared that by the Commercial Gas Co.'s Act of 1875, 
Sec. 53, the company were allowed to raise the price of gas 
if the rate of dividend were reduced. The defendant Cor- 
poration paid less than ordinary consumers, and when the 
company raised the price to their ordinary consumers, the 
parish price was increased. It was contended on behalf 
of the defendants that, inasmuch as they were under a 
quarterly agreement with the gas compauy, they were entitled 
to notice of any alteration in the price. The magistrate, in 
giving his decision, said, I have come to the conclusion 
that, under the agreement, the company have no right to 
raise the price of gas without reasonable notice. If they 
want to raise the price, then they ought to give the local 
authority reasonable notice, in order to put an end to the 
existing agreement. All the sections which have been 
quoted, when taken together, point to a special agreement 
as to the sum which the compauy were to charge to the local 
authority." | 

The foregoing remarks as to change in price must always 
be subject to the terms of any agreement between company 
and consumer. So long as the maximum price is not 
exceeded, it is competent for the company to charge what 
they like as long as no undue preference is shown. 

15. Remedies of the Consumer for Failure of Supply.— 
Failure to supply electricity in accordance with the terms of 
the Provisional Order renders the company liable to penalties. 
Thus, it is provided by Sec. 30 of the Schedule to the 
Clauses Act, 1899, that whenever the undertakers make 
default in supplying energy to any owner or occupier of 
premises to whom they may be, and are, required to supply 
energy under the special order, they shall be liable in respect 
of each default to a penalty not exceeding 40s. for each day 
on which the default occurs. When the default is due to 
the insolvency of undertakers, the Board of Trade mav, 
after due inquiry, revoke the special order (Sec. 63 ib.). 
Penalties inflicted upon undertakers under this section must 
in no case exceed in the aggregate, in respect of any defaults 
not being wilful defaults on the part of the undertakers, the 
sum of £50 for any one day. Further, no penalty is to be 
inflicted if the Court are of opinion that the default was 
caused “ һу inevitable accident, or force majeure, or was of 
so slight or unimportant a character as not materially to 
affect the value of tbe supply." 

The penalties provided for by this section may be re- 
covered, not only where there is a neglect or refusal to supply 
energy under such pressure as is prescribed, but also where 
there is а neglect or refusal to supply energy at all; con- 
sequently the section applies in a case where the company 
have improperly cut off the supply. (See Commercial Gas 
Co. v. Scott (1875) L.R. 10 Q.B. 400.) 

As to what constitutes furce majeure, it was held in the 
case of Sun Insurance Co. v. Dublin Corporation (Electrician, 
December 9th, 1899, page 240), that where a cable laid 
down proved defective, and the supply of energy thus broke 
down, the plea of inevitable accident could be succesefully 
urged in answer to a claim for penalties. In Marylebone 
Vestry v. Metropolitan Electric Supply Co. (Journal of Gus 
Lighting, January 2nd, 1900), the defendant company were 
summoned for making default in supplying electrical energy 
to the workhouse and vestry premises on certain days. The 
company admitted the default, but contended that the same 
was due to inevitable accident caused by the great increase in 
the demand for electricity, which had exceeded their 
expectations. The case was adjourned for three months, 
and was not heard of again. In a subsequent case, how- 
ever, the same company were fined at the suit of the London 
County Council for. making default in the supply of elec- 
tricity, to the houses of certain individuals. (/0., January 
23rd; 1900, page 212.) 

The penalties referred to in this section are incurred by 
improperly cutting off or discontinuing the supply of elec- 
tricity. The question whether proceedings at law would 
avail the consumer either in addition to, or in substitution 
for, the recovery of a penalty provided by statute does not 
seem to have arisen in connection with the supply of elec- 
tricity, although it has been frequently discussed in connec- 
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tion with the gas and water supply. The result of the 
decisions may be said to be that where a duty is cast by 
statute upon a company or person, and penalties are imposed 
for failure on the part of the company to perform that duty, 
the company.are only liable to pay penalties (Atkinson 7. 
Newcastle Waterworks Co., 2 Ex. D 441). Now, it is clear 
that, under the Electric Lighting Acts, 1882-1899, an 
electricity supply company is bound to furnish current 
„without favour or distinction to all persons within their 
district," and it is also clear that they become liable to 
penalties in case of refusal. 
civil Courts appears to be ousted. — 
In another case, Mr. Justice Wills said : The principle 

applies that where a duty is created by Statute which affects 
the public as the public, the proper remedy, if the duty is not 
performed, is to indict the company, or institute the pre- 
scribed proceedings.” (Clegg v. Earby Gas Co. (1896), 1 
Q.B., 592.) 

If the above view of the law is correct, a plaintiff claiming 
damages in any Court for breach of contract on the part of 
the company would run serious risk of a non-suit. 

16. “ Power Companies” and Consumers.— There were 
formerly no special public statutes to specify, in general 
terms, the relationship between power companies and their 
consumers. It should be observed, however, that the Elec- 
tric Lighting Act, 1909, makes ample provision on this 
head (see Sec. 18 infra.), and that while all the private 
Acts incorporate the Electric Lighting Acts, 1882-1899, to 
a greater or less extent, those portions of the public Acts 
which relate to ** price," &c.,-are for the most part replaced 
by special provisions in each private Act. 

Electric lighting companies supply energy in comparatively 
small quantities to private consumers. Power companies are 
only allowed to distribute electricity in bulk either to electric 
light distributing companies or to manufacturers who require 
a supply of energy to drive their machinery. The power 
company is prohibited from supplying energy for lighting 
purposes except to manufacturers who also take a supply of 
electricity for the purposes of power. | 

17. Conditions of Supply by Power Company.—The 
power company is not only obliged to provide a sufficient 
supply of electricity to consumers, but must lay mains for 
the purpose when required to do so. Moreover, there is no 
limit to the distance through which the necessary mains may 
be required to be laid, as in the case of the supply of elec- 
tricity supplied under an Electric Lighting Order. Hence 
any factory proprietor in the company’s district may obtain 
a supply of energy. For the protection of the power com- 
pany the following proviso is generally inserted :—“ Pro- 
vided that the company shall not, except as provided by this 
Act, be bound to give any supply to any such authorised 
undertakers, unless such authorised undertakers shall enter 
into a written contract to take the whole of the supply 
required by them for the purpose of their undertaking from 
the company." If an increased supply is required, the same 
can only be had after due notice. 

The above condition was inserted in the Durham Elec- 
trical Supply Act, 1900 (Sec. 8). The Lancashire Electric 
Power Act, 1900, Sec. 42, after providing that local 
authorities and companies should be entitled to be sup- 
plied, contained a proviso that they should: Enter 
into а contract with the company (if so re- 
quired) to continue to receive and pay for a supply of 
energy for a period of at least seven years of such 
an amount that the payment to be made for the same 
shall not be less than £20 per cent. per annum of the out- 
lay (excluding expenditure on generating plant and any 
electric line then laid) incurred by the company in making 
provision for such a supply. 

As it would in many cases be very inconvenient for 
manufacturers to bind themselves to take their whole supply 
from one source, a clause is generally inserted binding the 
company to give a partial supply on terms to be fixed by an 
arbitrator appointed hy the Board of Trade. Such terms 
are to be fixed with regard to :— 

1. The period for which the users are prepared to bind 
themselves to take energy. 

2. The amount of energy required and the hours when 
required. 

8. The capital expenditure necessary ; and 


Hence the jurisdiction of the - 


4. How far the capital expenditure may become un- 
productive. 

18. Provisions of Electric Lighting Act, 1909, as to 
Supply in Bulk.—By Sec. 4 of the Act, the Board of Trade, 
unless they are of opinion that, by reason of the character 
or magnitude of the proposed undertaking, the matter ought 
to be dealt with by a Private Bill, may, by Provisional 
Order, authorise any local authority or company to supply 
electricity in bulk; provide for any supply so authorised 
being compulsory ; and make such other provisions as appear 
to them necessary for adapting the Electric Lighting Acts 
to any case where a local authority or company are authorised 
to supply electricity in bulk, including the application to 
roads, railways and tramways along the route along which 
lines are authorised to be laid for the purpose of giving the 


Supply in bulk, of the provisions of those Acts which 


authorise or enable the Board to authorise the breaking up 
of any road, railway, or tramway. If the Board refuse to 
grant a Provisional Order, under these powers on the ground 
that the matter ought to be dealt with by a private Bill, 
then, subject to the Standing Orders of Parliament, and 
subject to the provisions for giving of certain additional 
notices, the notices published and served for the purposes 
of the provisional order are to be held to have been published 
and served for the purposes of a private Bill applying for 
similar powers, and the application for the Provisional 
Order is to be treated as a petition for leave to bring in a 
private Bill. 


ELECTRICITY -SUPPLY IN SHEFFIELD. 


(Concluded from page 826.) 


Earthing.—The interconnection of the three-phase and 
two-phase systems at Neepsend makes it unsafe to earth the 
neutral of the three-phase star in the ordinary manner (for 
it would then be possible for the small turbo-sets to go to 
earth through the 5,000-Kw. feeders—probably resulting 
in а burn-out ; further, the generators, feeders and bus-bars 
will withstand 11,400 volts to earth on test but not on 
load). 

A special earthing transformer is therefore used in con- 
junction with Ferranti Field earth current devices, as shown 
in fig. 5. The earthing transformer is of 355 Kw. capacity 
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and is connected across the extra-high-tension bus-bars with 
the primary in star, and the secondary in delta connection 
It is thus ensured that the centre of the star shall normally 
be at earth potential. On the occurrence of a fault, the 
current flowing through the earth connection is limited by a 
series resistance to 25 amperes, and this current is sufficient 
to trip all the earth current devices, which operate 
on the main switches in parallel with the usual time- 
limit over-load and reverse current relays. The earthing 
device is connected directly and permanently to the bus- 
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bars; the feeder systems are not interconnected, and the 
transformer secondaries are ло! in parallel. The pro- 
tective system is similar to the Merz-Price, but is for 
simple instead of for ring main installations : it is alterna- 


GENERATOR. MAINS 


CARTHING TRANSFR 
WATER LOAD 


FEEDER 


Fia. 6. 


tive to the L. C. C. (Greenwich) earthing device (see ELEC- 
TRICAL REVIEW, Vol. 64, page 785 ef seq). 

When tested through a water load, representing an earth 
on the feeder (fig. 6), it was found that the current dis- 
tribution in the various branches of the earthing circuit was 
as follows: When a, = 25 amperes (sufficient to operate 
the Ferranti devices), A, = A, = A, = 8°33 amperes and 
A, = 16°67 amperes (out-of-balance current, flowing till 
the feeder is isolated). 

Before passing from the plant to the supply conditions 
and results obtaining at Sheffield, attention must be called 
to the great improvement introduced by Mr. Fedden in the 
method of calling for tenders. Each contractor is instructed 
to tender direct to the engineer for such parts of the equip- 
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PHASE І В 


ч er 2 


completely. 


lighting with gas at 18. 3d. per 1,000 cb. ft., and it is quite 


typical of the district that a number of shopkeepers have 
installed electric lighting outside and im the windows of 
their shops, while adhering to gas burners inside and in their 
living quarters. The tacit compliment to electric lighting 
would more appreciated if the consumer would so far 
establish the courage of his convictions as to follow the 
He would have no cause for subsequent regret. 
Over 600 new services have been connected since last 
year, and, to cater for shop and domestic loads, the Cor- 


. poration has established an energetic canvassing department 


and a handsome showroom. | | 

During the past year there has been in vogue а 50 per 
cent. discount in the lighting tariff (nominal price 4d. per 
unit) for consumers who guarantee an average daily-use of 
their lamps. for 44 hours. Since the application of this 
rebate the revenue has rapidly increased. 

Heating and cooking supply is at 1d. per unit, and there 
are at present about 1,000 electric radiators and convectors 
in use, but very little has yet been achieved in the cooking 
field. | 

Fully 65 per cent. of the total sales are now utilised for 
power purposes, the rapid development in the actual and 
relative power sales being, clearly shown by the following 


figures :— | 

Year £i | 

ending — — Units sold for———— ——— Motors. 
March. Lighting. Power. Heating. Number. Horse-power, 
1910... 3,327,137 6,776,361 214,435 1,421 14,005 
1911... 3,421,409 10,680,847 251,946 1,680 17,086 
1912... 3,689,875 12,777,648 295,401 1,914 20,030 


As one result of the coal strike, the 
Corporation gained a number of valuable 
power consumers, and under the favour- 
able scale of power tariffs in vogue 
(ranging from 1d. per unit for consumers 
= taking 5,000 units per annum, to 0°6d. 
ES for consumers taking 750,000 units per 

annum), the power demand is increasing 
at an extraordinary rate, with which 
the department is able to cope owing to 
large stand-by 
capacity and excellent system of distri- 
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· Factor.—Many of the individual demands 


supplied by the Sheffield undertaking 
are very severe in nature. Thus, the 
steel furnaces in a certain works throw 
a load of 600-1,000 Kw. on and off 
the mains four or five times a minute 
during their operation, and a certain 
rolling mill is liable to take 600- 
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ment as he is prepared to manufacture and supply. Cross 
tendering is thus prevented, and the task of preparing and 
analysing tenders is greatly simplified. 

Though the field for electrical development is admirable, 
the electricity department has by no means an easy task to 
reap ite harvest. Gas is available for lighting at 1s. 8d., 
and for power at 11d. per 1,000 cb. ft., and the average 
citizen of Sheffield is particularly hard-headed and must be 
absolutely convinced as to the economic possibilities of a 
given proposition before he will take it up. It is obviously 
difficult to show any direct monetary economy in electric 


800 Kw. suddenly at any time of day 
or night. Thanks to the flexibility 
and overload capacity of the generators 
and the smart action of the Tirrill 
regulators employed, there is no diffi- 
culty in coping with these and similar 
load variations, but the Department 
is considering the advisability of intro- 
ducing tariffs which shall take into 
account the load and power factor of 
the demand. c 
Typical load curves showing the 
variation in demand during a day in 
January, and one in June, are reproduced 
in figs. 7 and 8. The genera! shape of 
these curves is that typical of any station 
supplying chiefly a power load. The 
important service rendered by the Sheaf Street works during 
the winter is shown by fig. 7, where also the output of 
the No. 4 Neepsend set is isolated from that of the remain- 
ing Neepsend plant. The average annual load factor of 
the whole undertaking was 17:14 per cent. in 1910-11, but 
the average load factor of the Neepsend station alone is now 
in the neighbourhood of 40 per cent. (See also Table I.) 
Power factor rectifiers are at present used, but the import- 
ance of high power factor is much less in the new E.H.T. 
than in the old two-phase system, and, as the supply system 
grows, no particular trouble is anticipated in this direction. 
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Fig. 7 shows the power factors on the A and B phases at 
Sheaf Street of the two-phase trunk mains from Neepsend. 
The average day power factor of supply is 0:65—0°75. at 
серца апа 0:8 at Sheaf Street, rising to 0:90—0-95 at 
night. | E 

The capital burden on the Sheffield undertaking has been 
particularly heavy in the past, and now averages £85 
per KW. On the Neepsend station, however, the investment 
ave only 412 10s. per KW., so that the overall figure 
should show a considerable decrease in the near future 
(fig. 9). The very heavy investment of £27 per KW in 
mains is due to the scattered area supplied and to the fact 
that spare cable pipes are laid wherever necessary, to allow 
of future extensions without re-opening the streets. | 

The present capital sunk in the undertaking is close on 
£900,000, after deducting a liberal depreciation and obso- 
escence allowance (roughly, 10 per cent.), and including the 
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loan of £61,000 raised last year for the Neepsend extensions. 
This loan forms a further instalment of the £250,000 
provisionally approved by the Committee in July, 1908, and 
as the load supplied is increasing at the rate of 2,000-2,500 
KW. per annum, there is no doubt that further extensions 
will soon be necessary. 

It will be seen from the curves in fig. 9, that con- 
sumers have consistently reaped the benefits of the forward 
policy of the undertaking. The rapid increase in sales 
and the exceptional provisions which have been made for 
future load developments should result in handsome profits 
in years to come. Already the tide has turned, and in 1911 
the department obtained a surplus of £3,417, as compared 
with a deficit of £2,035 in the preceding year. 

In concluding this review of a most important and enter- 
prising undertaking, we must express our sincere thanks to 
Mr. S. E. Fedden, engineer and manager, and to Mr. H. A. 
Howie, deputy manager, for their most courteous and pains- 
taking assistance. 


OUTPUT OF MINERALS AND THE USE OF 
COAL-CUTTING MACHINERY IN 1911. 


THE annual reports of Н.М. Inspectors of Mines for the 
eight districts into which the United Kingdom is divided 
forthe year 1911 have recently been issued. These reporta, 
as & rule, are full of interest not only to the mining profession 
but to other branches of engineering associated with mining 
machinery, and more especially electrical engineering which 
now enters so largely into mining work, as valuable lessons 
are to be learnt from the experience and investigations into 


the causes of accidents— unfortunately resulting too 'often 
in the loss of life—that are fully reported. We propose 
to deal with this phase of the reporte in & future article, 
and at present confine ourselves to the output of minerals and 
the position of machine mining. | 

The total output of minerals for the year was 285,942,352 
tons, being an increase of 7,882,403 tons over the year 1910, 
and of the total 271,878,244 tons are coal, and the remaining 
14,064,108 tons other minerals chiefly ironstone and clays. 
The various outputs for the different districte, together with 
the increase or decrease compared with the year 1910, are 
shown in the following table :— 


OUTPUT OF. MINERALS. 


decrease com 
: Other pared with the 
District. Coal. minerals. Total. year 1910 
1. Scotland . 41,718,163 4,880,221 46,548,384 + 342,832 
2. Newcastle . 80,791,500 354,439 31,145,939 ＋ 2,183,440 
3. Durham .. 27,909,200 6, 243,604 34, 152,804 41,670,747 
4. Yorkshire and 
Nth. Midland 66,976,877 553,562 67,530,439 + 1, 227, 670 
5 ате и . 11,020,695 148,499 11,169,194 + 17,504 
* | Ireland E 84,684 1,002 85,686 — 116 
6. Liverpool an $o 
Nth. Wales... 16,402,849 96,88b 16,498,734 + 233,526 
7. South Wales... 50,200,727 156.049 60,356,776 + 1,448,896 
8. Midland and 2 
Southern ... 26,774,049 1,680,847 28,454,396 + 207,904 
Total ove 271,878,244 14,064,108 285,942,352 +7,332,403 


In regard to machine coal-cutting, we find this to be 
steadily increasing year by year, though the same cannot be 
said of mechanical handling of the coal by means of conveyors. 
The total increase in the number of coal cutters over the 
number given in the year 1910 is 187, of which no less than 
125 are electrically driven machines, and the total output due 
to machine mining was 18,667,346 tons, which is an increase 
of no less than 2,815,545 tons over the year 1910. In only 
one district is there any backward tendency, viz., that of 
Lancashire, where the number of machines decreased by 16, 
six of which were electrical, and the output of machine-cut 
coal was reduced by 36,144 tons. . 

The greatest development in machine mining took place 
in Scotland, the number of new machines installed being 
95, and of these no less than 76 were electrically driven, and 
were responsible for an increase in the output of machine-won 
coal of 1,096,504 tons. On the other hand, as already 
mentioned, there was a reduction of 16 machines at work in 
the Lancashire district, six of which were electrical, and a 
reduction in the output of machine-mined coal of 36,144 
tons. The Inspector expresses no opinion as to why this 
should be, and it is the more strange, in that, although a less 
number of coal cutters was at work, the number of con- 
veyors increased from 37 to 79, or more than doubled. 

In 1910, 11 electrically-driven coal cutters produced 
96,812 tons, and 141 compressed air machines produced 
405,549 tons, whilst in 1911 five electrical machines pro- 
duced 43,684 tons, and 131 compressed air machines gave 
424,888 tons, while in Ireland one electrical machine pro- 
duced, in 1910, 4,000 tons, but, in 1911, only 1,700. It 
would seem, therefore, that the loss in output was due to 
the stopping of the six electrical machines, as it will be 
observed that the 131 compressed air machines produced 
more coal in 1911 than 141 did in 1910. Possibly 
a state of alarm was produced in this district after the 
terrible disaster at the Hulton Colliery at the end of 1909 
regarding the use of electrical machines, as it may be 
remembered electricity was blamed — though absolutely 
without the slightest foundation—for causing the explosion. 

In Scotland district there were 501 electrically-driven 
coal cutters, of which 336 were disk,“ 149 "bar," 
and 16 “chain” type machines, which together produced 
5,476,008 tons of coal, 284,186 tons of ironstone, and 3,197 
tons of fireclay. There were 82 conveyors at work, which is 
10 fewer than the previous year, and is ‘due to local 
conditions at the coal face, such as faults, condition of roof, 
Ko., and the number, owing to these and other causes, is 
liable to fluctuate from year to year.” | MS 

In the Newcastle district there were 46 electrical 
machines, of- which 22 were “disk,” 12 “bar,” 11 
„chain,“ and one a “ percussive " type machine. The latter 
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is included in the electrically-driven machines, for although 
the cutters are operated by compressed air, a small 
electrically-driven compressor coupled direct to the cutter 
by a pair of flexible tubes, is an inherent part of the 
machine. Altogether the electric machines produced 
513,149 tons of coal. There were 35 conveyors at work, 
or two less than in the previous year. 

In Durham district 55 machines were at work, being an 
increase of seven, and included of 21 disk, 20 bar, 18 
chain,“ and one “ percussive” type machine, and they pro- 
duced 453,071 tons of coal collectively. There were 23 elec- 
trically driven, and 11 compressed air-driven conveyors at 
work against 12 and two respectively for the year 1910. 

In Yorkshire, the late Mr. Pickering, whose sad death in 
connection with the recent disaster at the Cadeby mine will 
still be fresh in the minds of our readers, reported that 
“ great progress was made in machine mining during the 
year." . . . . * The number of electrically-driven machines 
increased from 235 to 268, but the machines driven by 
compressed air decreased from 246 to 243," an excellent 
testimonial to the superiority of electricity as tbe motive 
power. There were at work 47 “bar,” 64 “chain,” 154 
"disk," two percussive, and a “rotary heading” type 
machine, making a total of 268, and they produced 3,020,222 
tons. There were also 45 conveyors at work, being an 
increase of seven from the previous year. Mr. Pickering 
says, The value of face conveyors in thin seams is being 
gradually recognised.” This view is supported by reference 
to the conditions in the Lancashire district already referred 
to, where, although the number of coal-cutters decreased, the 
conveyors rose from 37 to 79. 

In Liverpool and North Wales we find a net increase of 
nine coal-cutting machines, but there is a decrease of one 
electrical machine and an increase of 10 compressed-air 
machines, as compared with the year 1910. But we find 
on referring back to the 1910 report there were 10 fewer 
during that year than in the year 1909, and the output 
from 129 machines in 1910 was 983,224 tons, as compared 
to 1,033,237 tons in 1909 for 139 machines. Hence, it is 
very satisfactory to note that in the year 1911 138 machines, 
or one machine less, produced 1,182,828 tons, or an increase 
of 149,591 tons over 1909. We find there were 6 disk.“ 
10 “ Баг” and one “ chain” type machines, or a total of 17, 
and these produced 142,704 tons. Seven conveyors were 
at work, which was the same number as the previous year. 

In South Wales, too, we have a reduction in the number 
of electrical machines at work of 8, but an increase of 14 
compressed-air machines, yet while 51 electrical machines in 
1910 only produced 318,015 tons, 43 machines gave an 
output of 322,657 tons in 1911. This is surely evidence of 
the steady advancement in efficiency of machine mining. 
The 43 machines at work consisted of 11 “disk,” 28 “ bar” 
and 4 “ chain " types, and together produced 322,657 tons. 
There were, however, seven less conveyors at work, there 
being only 43, against 50 in the previous year. 

In the Midland and Southern District we find 62 elec- 
trical coal-cutters at work; 28 disk,“ 20 “bar,” and 14 
"chain" type machines, which produced 637,509 tons of 
coal and 83,526 tons of ironstone. "There was only one face 
conveyor at work. 

Analysing further the records, we find that the percussive 
Lype machine, which must be fixed in one position, yields 
approximately an output of 3,000 tons of mineral per 
annum; as, for instance, 488 percussive coal-cutters gave 
an output of 1,431,327 tons, while the other machines of 
long-wall type each yield approximately 11,000 tons per 
annum, as 1,521 machines, which include the disk, bar, 
chain and rotary header types gave an output of 16,775,802 
tons. Unfortunately, the whole of the figures cannot be 
given, as Mr. Gerrard, in his report for the Manchester and 
and Ireland District, does not give the actual production of 
each type of machine, but—though he gives the number of 
the different machines at work— merely gives the total 
mineral produced. However, the figures are quite near 
enough to show the great superiority of the long-wall 
machines, more especially when it is remembered that these 
machines, electrically-driven, only take from 20 to 30 H. P., 
while à compressed-air percussive machine would require 
about the same power, seeing that each percussive machine 
taking air at 60 Ib. per sq. in. would consume from 100 to 120 


. adjacent to it. 


cb. ft. of air per minute. Even with the percussive machine 
there is an enormous reduction in power consumption when 
a small motor-driven compressor is directly attached to the 
machine, and we are surprised that this type of machine has 
not made further progress. From the figures, however, it 
would seem that the percussive type of machine is gradually 
giving way to the long-wall type, which is entirely due to 
the higher all-round efficiency of the latter. 

Altogether there was a total of some 2,146 machines at 
work, of which only 545 were percussive machines, which, of 
course, must be driven by compressed air, and, moreover, 
cost only about £70 each, against the cost of £300 to £400 
of the long-wall machine. Of the remainder, we find 
998 were electrically-driven, thus leaving 603 compressed 
air long-wall machines. Thus there are over one-third more 
electrically-driven long-wall machines in our mines tban 
those driven by compressed air, in spite of all attempts to 
depreciate it and the tremendous opposition brought against 
it by miners’ leaders and a lot of silly people, who know very 
little of either electricity or mining. We think, in fact, the 
day is not far distant when compressed-air coal-cutters will 
be relics of the past. 


SWITCHBOARD FIRES. 


[COMMUNICATED. ] 


AN electrical fire is at all times a most awkward occurrence 
to deal with, but it attains its greatest danger when it 
happens at a switchboard or the connections immediately 
An arc on a cable, whether inside a station 
or outside, can usually be eventually stopped either by the 
operation of a fuse or circuit-breaker, or if these are not in a 
position to operate on the particular section involved, the 
cable will probably burn itself out; but when the trouble 
occurs on a switchboard at a generating or sub-station, it 
is a very difficult matter to get things right without the 
entire interruption of the supply. Fortunately, modern 
experience has to a large extent abolished the poor apologies 
for switchboards which formerly could be found, although 
even now improvements might be made with considerable 
advantage in many cases. J)ue regard bas, however, been 
paid in the majority of cases to the abolition of inflammable 
materials such as wood work about the switchboard, and the 
spacing of the terminals and conductors sufficiently far 
apart to prevent to a large extent the danger of arcing on 
the board. Even in these days, however, the ordinary 
spanner has been known to start an arc leading to an inter- 
ruption of supply and a hospital case, and with the tempta- 
tion to reduce as far as possible the overall dimensions of a 
switchboard, caused by the possibility of getting large 
amounts of power into & small amount of space so far 
as the generating plant is concerned, by the use of 
turbo-driven machines, there is still the chance that the 
clearances allowed are not sufficient in some instances. It 
is not, however, proposed to enter into this question in this 
note. 

What should be emphasised, however, is the necessity for 
proper space, ventilation and insulation at the back of the 
board, especially where high voltages are adopted. With 
the advent of three-pliase systems and high-tension work 
generaly, the dangerous portion, that is to say the high 
potential gear, is usually placed behind & screen formed by 
the switchboard panels, on the front of which are the 
operator's handles, and under ordinary circumstances the 
operator need not go behind the board. At the back of the 
board there will often be found a narrow gangway traversed 
by cables, or worse still, by leads from dividing boxes to the 
switchboard, these leads, be it noted, being of inflammable 
material, and the temperature of this chamber is frequently 
pretty high. Moreover, in some cases the designer appears 
to lack a knowledge of mechanical design. For example, 
cases have been known where heavy cables have been led up 
an outside wall passing into the switch chamber by means of 
ducts into which they were secured by wooden wedges or 
collars, the dividing boxes being placed, of course, inside 
the building. The weight and drag of the cable outside 
came directly on the wedges. Imagine what would happen 
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if the lead sheathing tore or the paper insulation became 
unduly compressed, or the wooden wedges shrank owing to 
the heat of the switch chamber. It is for reasons such as 
these that measures against switchboard fires should be 
taken by providing adequate ventilation. The electric fan 
is not a luxury in such cases. Again, some switchboard 
designers appear to forget that even in the most tightly- 
sealed chamber a certain amount of dust collects, and this 
dust has to be removed. The lot of the switchboard 
attendant who is told off on a high-tension job to go behind 
a cramped board with some form of feather duster or 
equally futile device, and attempt to get the dust off 
insulators carrying charged conductors, is not a happy one. 
Is it any wonder that in some instances such cleaning is 
more or less neglected ; the result later on is a mysterious 
arc and a switchboard fire. | 

When the fire occurs it is, of course, useless to try the 
. ordinary means of fire prevention: even fire brigades are 
beginning to understand this. "Therefore prevention is better 
than cure. Supposing, however, that a fire does occur, 
for example, owing to excessive lieat in the switch 
chamber volatilising the bitumen compound in the dividing 
box and allowing an arc to develop on the junction and spread 
along the cables, igniting anything inflammable. What 
is the best thing to be done? If the back of the switch- 
board is & constricted one, it is undoubtedly the best policy 
for the switchboard attendant to stay on the safest side of 
‚ Ше switchboard, and no one can blame him if he takes care 
of his own life. A means which has been suggested is to 
have on the switchboard a box or bucket full of fine dry 
sand. If this is thrown on the arc and happens to strike 
it, and happens to stick, the heat of the arc will melt it, 
forming a film of insulating matter tending to interrupt the 
arc circuit. "This, however, is analogous to the old method 
of putting out an ordinary fire by throwing small buckets of 
water on it. In other words, it is very good if it is suc- 
cessful. If the man who invented Cerebos salt cellars would 
come forward with an idea for projecting a well-directed 
stream of fine sand on to an arc he would probably confer a 
benefit upon the electrical industry, but at the present time 
such an invention still waits to make the fortune of the 
gentleman who brings it to a practical issue. Chemical 
extincteurs are, of course, of no use for this class of work, 
and therefore the thing which has usually to be done is to 
shut off the electric power from the arc, even at the cost of 
shutting down the station supply. 

A word may be said in this connection with regard to 
secondary fires caused in the first instance by electric arcs. 
The heat of the arc is very liable to volatilise the consti- 
tuents of bitumen and rubber insulation in the vicinity, with 
the result that this may catch fire. For this reason, a plan 
has been adopted on some switchboards of protecting all 
connections, which consist simply of bare copper arranged 
on porcelain insulators, by means of asbestos braiding, and 
this is very often of some considerable value. Even this, 
however, does not eliminate all trouble, and cases have been 
known where fires started by an electric arc have worked 
along the insulation of the cable consuming it, with the 
ultimate result that the fire has reached other portions of 
the structure. For this reason, the advantage of absolutely 
fireproof construction in the vicinity of the switchboard is 
obvious. | | 

Another fact which tends towards spreading of a fire, 
should it be started by an electric arc, is the use of oil 
switches. These are undoubtedly of the utmost value in 
ordinary switching operations, and are now almost universally 
used for high-tension work. It is easily seen, however, that 
should the contents of such oil tanks catch fire there is 
every probability that it would be a most difficult matter to 
cope with the flames so produced. It is even more difficult 
when such switches are placed in a tunnel or chamber 
having a strong natural draught, as the rush of air caused by 
the fire is apt to fan the flames, and to make the trouble 
more difficult to deal with. For this reason the writer 
suggests that the type of switchboard which depends on 
natural draught for its ventilation at the back, and is closed 
at the ends by open-work grilles of expanded metal, should 
be modified by placing sheet-iron doors in place of the 
grilles, and using an electric fan to blow air through the 
chamber, which fan can be shut down if a fire develops 


inside, thus rendering the air stagnant, and assisting to 
quench the flames of a secondary fire. | 

A very good method which has been adopted on some 
switchboards is to enclose the incoming cables, and so far 
as possible, their connections even after leaving the 
dividing box in a sheet-iron trough or tray, which is then 
filled up with sand and a cover put on. This casing is then 
bound over with suitable clips, and Ше whole arrangement 
made fairly air-tight. "The advantage of this is that should 
an arc develop, either in the cable, dividing box, or the, 
leads, it will immediately melt some of the sand in its 
immediate vicinity, and this sand will form an insulating 
flux which will spread over the part affected by the arc, and 
tend to interrupt the circuit, thus quenching the arc. The 
disadvantage of this arrangement is that should it be neces- 
sary to inspect the cable or to make alterations, the casing is 
sometimes rather cumbersome to remove, and the sand is 
awkward to deal with, and such removal should not be 
attempted unless the portion of the switchboard in the 
vicinity is rendered dead. It will be seen, however, that the 
whole of the cable within the vicinity of the switchboard can 
be easily cased in in this way, and a means of protection 
against fire afforded at low cost, which goes far to 
eliminate fire risks. If, in addition to this, a wide 
earthed tray or trough filled. with sand be placed 
all along the floor of the switchboard underneath the 
oil switches, it is evident that even should a switch tank 
catch fire and spill its contents, the burning oil will fall down 
into the sand and be soaked up by it, spreading only a 
short distance, and will burn itself out instead of allowing 
the stream of burning oil to spread itself over the floor of 
the switch chamber, and to drop off the switch gallery on to 
other apparatus. 

The above notes do not cover this subject. They are only 
intended as indications of some of the means which can be 
adopted, and they are written with a view to promoting 
further discussion on a very important subject. 


SOME NOTES ON CANVASSERS AND 
CANVASSING METHODS. 


By X. V. Z.“ 


A GREAT deal has been written on the subject of Publicity 
in connection with the supply of electricity during the past 
few years—so much,. in fact, that it might be considered 
that the subject has been well-nigh exhausted. The result 
of all this is that an efficient Publicity department is now 
considered a necessary section of every electricity supply 
undertaking. It is recognised that without this depart- 
ment the business of the undertaking will not increase at 
a satisfactory rate. The function of a Publicity department 
is two-fold ; it has not only to demonstrate to the potential 
consumer that electricity can be advantageously used for a 
variety of purposes, but it has also to overcome the inertia 
of the individual, to persuade him to spend the necessary 
money and to make the requisite effort in order that he may 
avail himself of the advantages offered. This may appear 
to be so transparently true as to be hardly worth writing 
down, but, notwithstanding this, it is also likely to be 
overlooked in connection with Publicity work generally. 
In short, it is not sufficient that a person should know that 
electricity will do something or other fot him—light his 
house, drive his shafting—but it is also requisite that there 
should be some influence or other to persuade him to allow 
it to do this. This is rendered particularly necessary 
in view of the fact that, from the point of view of the 
average person who reads the daily papers, and 
sees the gas company's canvasser as well as the 
electricity supply authorities’ representative, there is not 
much to choose in point of cost between the two illumi- 
nants: indeed, there are not a few people who hold the 
exceedingly antiquated opinion that for ordinary inside light- 
ing, at all events, gas is a good deal cheaper than electricity, 
having regard for quantity of light only. This persuasive 
force which is nearly always required, is, of course, only to 
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be supplied and directed by personal interview ; no advertising, 
however taking, or letter, however clever, will do it. It is 
with the methods of canvassing and the qualifications 
of canvassers that the writer purposes dealing in this article. 

In the first place, a canvasser must be something more 
than an ordinary commercia] man. Unlike the usual 
traveller, he does not sell a particular article, but his function 
is to persuade the prospective consumer to take a continual 
supply of that commodity in which the canvasser is interested. 
Again, although the consumer buys each quarter, and pays 
for, a quantity of electrical energy, as such it is of no 
use to him; to be useful it must be converted into light, 
mechanical power or heat. "These considerations suggest 
that a first-class canvasser should not only be a man of good 
address and general education, but that he should be endowed 
with a good and sound technical knowledge. He should be 
absolutely au it with figures relating to gas-lighting, 
having at his finger tips the gas consumptions of all the 
up-to-date gas fittings, and also an approximate figure for 
their cost of maintenance. In addition, he should bave 
thoroughly analysed any schemes put forward by the local 
gas authority, and have calculated the costs of gas, main- 
tenance, and renewals. With this information, and in this 
way, he will acquirea familiarity with gas lighting which 
will be invaluable, as the prospective consumer will have 
more confidence in а man who knows exactly what gas can 
do. Such a canvasser will also be able to quickly calculate 
the exact advantage offered in connection with any special 
proposition put forward by the gas authorities, and he will 
not infrequently find, and of course explain to the con- 
sumer, that these propositions are actually not as advan- 
tageous as they at first sight appear. A canvasser who lacks 
this intimate knowledge of the details of gas lighting will be 
at a great disadvantage in interviewing a shrewd business 
man who has gone thoroughly into the question of the relative 
costs of both illuminants. In such a case as this it is 
essential that the canvasser should be quite familiar with 
both sides of the question. 

А canvasser should, of course, be able to give an 
approximate estimate of the cost of ап installation ; 
this should be sufficiently near the actual figure at which 
the work can be done for it to be called an estimate, 
and not a rough guess very much too low. A canvasser 
will be called upon to advise the consumer respecting 
his installation, and to suggest schemes of illumination. 
This should be considered as part of the actual canvassing 
work, and not as a little ** extra " afterwards thrown in free 
of charge.. If the former view be taken, the canvasser will 
conscientiously act for the consumer, and his object will be 
the satisfaction of his client rather than the swelling of his 
commission. 'lo advise on these lines the canvasser will 
bave to keep in touch with all developments and improve- 
ments in electric lighting. With regard to the canvassing 
of prospective power users, the requirements of the ideal 
representative are far more extensive; it is safe to say that 
such a canvasser should bean engineer. Especially is this the 
case with the small power user. The displacing of a gas 
engine by an electric motor will nearly always involve some 
small alteration in the arrangement of the factory: the 
canvasser should be able to see clearly what alterations have 
to be made, and be able to explain these to the consumer, 
and give him a good idea of the cost. It frequently 
happens, for instance, that the installation of a motor 
involves the fixing of a short length of countershaft. The 
canvasser should be competent to see precisely how this can 


best be done, and to explain this to his client by a 


respectable sketch. The determination of the size of motor 
required is frequently by no means a simple matter. 
Little assistance can be obtained by an inspection of the gas 
. engine if this should be of obsolete pattern. It will be 
requisite for the canvasser to have sufficient knowledge of 
the actual machinery used by the consumer to determine 
the power required. In many cases the owner of a factory 
bas no idea as to the power his machines absorb, but he 
will know precisely their output with regard to the com- 
modity in which he is interested. It is from this informa- 
tion that the canvasser should fix the size of motor to be 
installed, and to be able to do this accurately and certainly, 
he must have an extensive knowledge of the power required 
by all classes of machinery usually met with. ‘To collect 


and obtain this information is no easy matter, but there is 
no question as to its utility. In this connection it will be 
of great service for the canvasser to visit the various trade 
exhibitions, where he will be able by a little diplomacy to 
obtain quite a quantity of information of a most valuable 
kind. 

Canvassing methods will naturally vary with the disposition 
of the person being dealt with, and the canvasser must be a 
man possessing sufficient tact to determine clearly the 
attitude which it will be most advantageous to assume. In 
all cases, however, the prospective consumer should be 
regarded as a distinct personality, and not merely one of a 
buge collection of out-of-date beings who have yet to be 
instructed in the inestimable benefits of the use of elec- 
tricity. In other words, it is not sufficient for the canvasser 
to be a kind of portable phonograph, who can reproduce glibly 
the information contained in circulars and smart advertise- 
ments. The use of the statementthat electricity is z per cent. 
cheaper than gas—. being intended to vary with the apparent 
credulity of the inan dealt with—is getting to be of less and 
less use. Information of this kind is imparted very much 
more cheaply, and almost as effectively, through the medium 
of circulars, and so forth. What is wanted is that a business 
proposition should be submitted to the prospective consumer, 
an offer to light his premises for so much per week. To treat 
with people in this way requires some amount of technical 
skill as wellas sound business ability, but in these days, when 
most of the easy business has already been obtained, it is the 
only way to conduct successful canvassing. 

The business to be obtained by canvassing, however 
skilful, depends necessarily on the resources of the can- 
vasser in the way of special: schemes and rates, as well as 
the prices of electricity and gas in the locality. These last 
are, presumably, governed by circumstances outside the scope 
of this article, but in the matter of special schemes, it is 
desirable to mention that these will very much assist the 
progress of the use of electricity. It is only right 
that those consumers, the nature of whose load will be 
beneficial to the supply authority, should share in this 
benefit, and it is with this object that the schemes for out- 
side lighting are arranged. Опе of the great advantages of 
a good scheme of this kind is that it includes maintenance. 
The canvasser should know the proportion of the charge that 
is allocated for this item, and also the price per unit of 
current under such scheme. It is a further assistance to 
the canvasser, when installation work is undertaken by the 
supply authority, to be able to come to terms at once with 
regard to the price of the wiring and fittings. This should 
certainly be done by the canvasser, who should in ordinary 
circumstances do all business with his client. A further 
point that may be mentioned is the question of special rates 
to consumers who will guarantee a considerable minimum 
consumption. In all towns there will be premises which, 
lighted electrically, would take a sufficient supply to justify 
the consumer entering into an undertaking of this kind; 
and if this be the case, a special discount, in addition to 
that to which the consumer would be ordinarily entitled, 
could be arranged. 

The subject of this article is too comprehensive to be 
effectively treated in a small space, and the aspects of 
the matter touched upon here have been few. The 
question of ‘canvassing becomes increasingly important 
as time goes on, especially in those districts which 
are not capable of extending in habitable area. In 
any town there are, roughly speaking, three classes of 
premises: Those in which electricity will be used as 
soon as it is available, such as theatres, and the best 
class of residential property : those in which electricity will 
be used with a little persuasion and by the aid of a little 
circularising, such as better class shops; and, thirdly, those 
premises whose occupants who can only be obtained as con- 
sumers by skilful canvassing. The remainder, which is 
hopeless or impossible, need not be regarded ; except perhaps 
to say this, that it is not so large as might be imagined. 
As publicity work has been a good deal to the front of late 
years, business of the second or easy class has almost dis- 
appeared, and that remaining is only to be obtained with 
difficulty and patience. People representing this third class 
receive the usual advertising statements with stony indiffer- 
ence, and are absolutely unaffected by the smartest publicity 
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literature, or the cleverest circular letter, even though it be 
typewritten and signed. 

The canvassing of such people is really difficult, as not 
only has ignorance to be dispelled, and prejudice to be over- 
come, but a keen business instinct has to be met by one no 
less keen and, perhaps, a trifling amount more subtle. 


ELECTRIC SUPPLY AT ROODEPORT, 
TRANSVAAL. 


SINCE the Victoria Falls and Transvaal Power Co. got to 
work, the electricity supply of the various townships along 
the route of their mains has been undertaken by the com- 
pany. It may be of interest to briefly describe the installa- 
tion at Roodeport and adjacent townships which come under 
the Roodeport municipal control. 

At the municipal boundary a mast switch is provided 
controlling ће н.т. supply, which is three-phase at 8,800 
volts, 50 cycles, and from here it is led direct to the main 
transformer house, centrally situated. 

This transformer house contains two 50-Kw. three-phase 
oil-cooled transformers, reducing the pressure to 400 volts 
between phases, 230 volta to neutral, and suitably controlled 
by a four-panel cellular pattern switchboard fitted with 
various meters, releases, oil switches, &c., on the H.T. side, 
and a three-panel board on the L.T. side, with the usual 
instruments; from this I. T. board the distributors are 


Роге LINE CONSTRUCTION, RooDEPORT, S.A. 


taken overhead to all the consumers, as well as for the 
public lighting, which is controlled from this point. From 
here also a H.T. main is taken out overhead to supply the 
adjoining townships of Roodeport North, Hamburg and 
Maraisburg. 

At each of these townships a mast pattern single-phase 
oil-cooled transformer is fixed for reducing the pressure to 
230 volts, and is suitably protected by н.т. and L. T. fuses. 

At Florida township a sub-station is provided, which is 
practically a replica of that in Roodeport, except that it is 
of a smaller capacity. The overhead mains consist of bare 
copper wire supported on steel tubular poles, the cross-arms 

ing of galvanised tubing, and wherever it is possible to 
arrange it, the H. and L.T. wires are carried on the same poles, 
with a carefully earthed guard netting between them. 

The public lighting consists of artistic brackets carrying 
60 and 100-с.р. “Fortiter” metal lamps, and in view of 
the fact that the townships of this municipality lie some five 


miles apart, great appreciation has been expressed at the 
lighting on the lonely veldt roads. 

Some 500 poles were used in the carrying of the mains, 
and over 2,000 insulators, and owing to the rocky nature of 
the ground, many of the holes had to be blasted to set the 
poles in. 

The whole of the plant was put into operation at the end 
of January, and though at that time of the year lightning 
storms are most severe, the precautions taken to avoid dis- 
turbances have been very effective. 

The н.т. lines are protected by horn and Wurtz 
arresters, and the L. T. lines by disk arresters provided 
with graphite resistance. A large number of consumers are 
already connected, and extensions are now being carried ou 
by the municipality. | | 

The consulting engineer was Mr. Н. W. Clayden, the work 
being carried out by Mr. W. A. Hodge, the town engineer, 
who was responsible to the electrical contractors, the Union 
Electric Co., of Johannesburg, of which company Mr. H. W. 
Curling is manager. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


AMENDMENTS. 


DENMARK.—The Danish Customs authorities have decided that 
electrical apparatus made up of different component parts, . 
such as alternators, switches, fuse boxes, &c., which cannot 
from their nature and composition be referred to any other 
number of the tariff, will be included under Tariff No. 301 
(unspecified goods), dutiable at the rate of 74 per cent. ad 
valorem, provided the Customs examiners are in any doubt 
as to what can really be said to be the characteristic com- 
ponents of the article, ї.е., in all cases in which an immediate 
decision cannot be arrived at. 


ЕІЈІ.— Ап ordinance revising the Customs tariff has recently been 

The following are the chief items of interest to our 

readers which are affected by the revision, and the new ratea 
replace those published some time ago in our columns :— 


Old rate. New rate. 


71 96 ad val. 


Boilers, steam, and component 
thereof, and boiler plates 
Earthenware, chinaware, glass and 
glassware, not elsewhere 
specified гә .. 15 96 ad val 12} n 
Fuses... eds T баз e. 15 е 122 es 
Lamps and lampware six e. 15 Чч 12) » 
Machinery and component parts 
ereof which the Governor 

in Council may from time to 
time specify, including agri- 
cultural, mining, electrical, 
paper-making, sawing, sugar- 
making, steam engines, oil 
engines, gas engines, hot-air 
engines, Ke. bib d 
Rails, fishplates, switches, cross- 
ings, turntables, railway 
sleepers of iron or steel гав 
Parts of iron and steel railway 
materials "T ses vis 

All articles not specified in the 
tariff and not included in the 
free list 15 % ad val. 12} i5 


CORSICA.—A law has recently been passed providing that foreign 
products on importation into Corsica shall in future be 
dutiable at the rates set out in the French tariff, with one 
or two exceptions that do not interest the electrical trade. 


BOLIVIA.—The Board of Trade is informed that the duty of 2 per 
cent. recently imposed by law on articles which had 
previously been free of duty is assessed, so far as concerns 
articles subject to appraisement (i.e, articles the value of 
which is not fixed by the official valuation tariff, but taken 
from the invoice), on the price in the country of origin, 
increased by 20 per cent. The following articles, however, 
are free of all duties :—Merchandise imported for the use of 
the different Government departments, under authorisation 
of the Minister of Finance; that which is imported for the 
personal use of members of foreign legations ; importations 
for railroad undertakings in virtue of existing contracts; 
material destined for the Lighting and Power Co. of 
Cochabamba ; merchandise freed expressly by international 
treaties; articles destined for hospitals and charitable 
institutions; materiale for public works imported by the 
municipalities ; articles which are imported for educational 
establishments; mining and agricultural. machinery; and 
accessories for the same, 


Free 


Free 71 з 


Free 73 у 


Егее 12) „ 


1 
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AUSTRALIA. — The Commonwealth Customs authorities have 
recently decided that binders or tapes of copper for electrical 
purposes, being copper strip merely cut to length, ehall be 
admitted free of duty, whether of British or foreign origin. 


NEW ZEALAND.—The Customs authorities have recently issued 
the following decisions as to the duties to be levied on 
certain electric appliances :— 

Conduit piping junction boxes of iron, fitted with 
vulcanite disks (claimed as fittings for iron 


pipes) beg ss P 20 95 ad val. 

Disks, vulcanite, bored, for conduit piping junction 

boxes pm waa 20 á 
Electric garage lampe, being portable hand- lampe 10 ў 
Glass accumulator jars s 20 7 
Starting compensators, hand operated, for alternat- 

ing-current motors pe aa Р wee 20 i 
Electric eye magnets to remove metal from the 

eyes is ces is iss aes des Free 


Note.—The duties quoted are in all cases those levied on goods of 
British origin, under the preferential tariff. 


NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Mrssrs. W. P. Trompson & Co., 
Electric aL Patent Agents, 985, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


18,908. " Electric flame aro lamps of the magazine type." H. E. ANGOLD. 
August 19th. 

18,918. **Dynamo-electric machines." B. Brooxs and W. Horr. (Addition 
to 96, 880, 1910.) August 19th. 

18,914. Dynamo-electrio machines.“ B. Brooxs and W. Hort, August 


18,999. ''Mercoury vapour lamp." W. R. WALLsEY. August 19th. 
18,980. ''Electric switches." A. Pace. August 19th. 
18,990. ''Thermo-piles." J. MaRsCHALL. August 19th. (Complete.) 


19,000. Means for converting a current." A. R. Buttock. August 19th. 
(Complete.) 

19,088. ‘*Ignition systems for starting explosion motors," R. MaGoNDEAUX. 
(Convention date, March 20th, 1912, France.) August 20th. (Complete.) 

19,058. ''Construction of electric kettles.” C. R. BELLING. August 20th. 

19,054. ''Construction of heating elements for electric radiators and the 
like.” O. R. BELLING. August 20th. 

19,064. Electrically-heated cooking ovens and the like." H. J. PIPER and 
R. A. BRIDGWATER. August 20th. 

19,069. ‘Igniting current-distributors for internal combustion motors." 
Sirmens & HALFKE AKT. Ges. (Convention date, August 26th, 1911, Germany.) 
August20th. (Complete.) 

19,073. ''Electric snap switches." C. J. Kiem. August 20th. (Complete.) 

19,099. ''Hand.regulated electric are lamps or projectors," R. Ricsy, 
August 20th, (Complete.) 

19,102. Means for telephonic communication with mine cages." J. H. 
RRIN RRR. (Convention date, August 29th, 1011, Germany.) August 20th. 
(Complete.) 

19,106. Means for telephonic communication with mine cages.” J. H. 
Rx xxx. (Addition to 19, 102/12.) August th. (Complete.) 

19,118. “ Apparatus for measuring the electric conductivity of liquids,” 
M. CoPLANS. August 21st. 

19,118. ‘Electricity meters." 8, H. HOLDEN and CHAMBERLAIN & HOOKHAM, 
Lrp. August 2186, 

19,184. „Controllers for electric motors and the like.” ELECTRICAL CONTROL, 
Lrp., and J. H. OowkLL. August 2lst. 

19,164. Automatio electric cut-out switches.” 
August 216%. (Complete.) 

19,179. ''Elecitric furnaces.” G. Massip, (Convention date, August 22nd, 

1911, German ig August 21st. (Complete.) 
„174. iners’ electric lamps.“ О. OLDHAM. August 2lst. 

T 199. Cinematograph gas or electric lamp and attachment." А. 
Ккнрас к. August 22nd. 

19,208. P paratus or appliances for electrically птш and controlling 
valves." RYAN and L. F. MOUNTFORT. August? 

19,218. 5 of telephone calls.“ 8. D. WILLIAMS, August 22nd. 

19,249. Telephone systems. AvToMATIO TELEPHONE. MANUFACTURING Co., 
tp. (Automatic Electric Co., United States.) August 22nd. (Complete.) 

19,250. Telephone systems." AUTOMATIC TELEPHONE MANUFACTURING Co., 
Lap. (Automatic Electric Co., United States.) August 32nd. (Complete.) 

19,251. *'' Telephone systems." AUTOMATIC TELEPHONE MANUFACTURING Co., 
LTD. (Automatic Electric Co., United Btates.) August 22nd. (Complete.) 

19,252. Telephone systems," AUTOMATIO TELEPHONE MANUFACTURING Co., 
LTD, (Automatic Electric Co., United States.) August 22nd. (Complete.) 

19,253. Telephone systems.“ AUTOMATIC TELEPHONE MANUFACTURING Co., 
Lrp. (Automatic Electric Co., United States.) August 22nd. (Complete.) 

19,254. Telephone systems.“ AUTOMATIC TELEPHONE MANUFACTURING Co,, 
Lrp. (Automatic Electric Co,, United States.) August22nd. (Complete.) 

19,255. Telephone systems.“ AUTOMATIO TELEPHONE MANUFACTURING Co., 
LT». (Automatic Electric Co., United States.) August 22nd. (Complete.) 

19,257. Electrical winding gear for clocks and the like.". L.J. ARON, 
С, WERNER and X. L. ELECTRIC Co., тр, (Addition to 9,154 of 1912.) August 
29nd. (Complete.) 

Pr dm "Electric arc lamps." N. Н. BALFOUR and A. B. Hircnix. August 
nd. 

19,267. Electrica! ly: -heated blankets and other coverings and appliances.“ 
J. DE BERNARD and EsrsMITH (trading as Marie Earle). August 22nd. 
(Complete.) 

19,287. ‘* Electric furnaces.” L.Gonner. (Convention date, March 15th, 
E France.) August 22nd. (Complete.) 

9,801. '' Electric safety and regulating-current switches." E. M. BAILEY, 
W. Жоон and B. BAILEY. August 23rd. 

s 810. ''Electrio lampholders." J. W. TOWNSEND, August 23rd. 

19,818. ''Belf-contained portable electric lampe." 8. STERN and BRITISH 
Ever-Reapy ELECTRICAL Co., LTD. August 23rd. 

19,841. ''Circuits for establishing a connection between subscribers con- 
nected to different telephone exchanges." BiEMRNS Bros. & Co., LTD., and 
E. A. LalůbLAwWw. August 23rd, (Complete.) 

19,845. Means for lighting vehicles by electricity." B. L. Prick, August 


R. WiWNTERHALDER. 


19,406. ''Beries-perallel electrio lighting or power circuits." А, Р, LUND- 
BERG, G. O. LUNDBERG and P. A. LuNDBBRO, August Ath. 


19,495. ''Feeding mechanism for the electrodes of electric arc lamps." 
F. STRINERT. (Divided application on 1,755 of 1912, January 22nd.) August 
24th. (Complete.) 


19.429. Electrically-controlled clocks.” N. FRIEDMANN and I, FRIEDMANN. 
August Mth. (Complete.) 
19,432. ''Electrically-opersated driving systems." Crompron & Co., LTD., 


C. MacrARLANE and H. BURGE. August 24th. 
19,448. “Electric атс lamps." British THomson-Hovuston Co., LTD». 
(General Electric Co., United States.) August 24th. 
19,451. “Switches for electric hand lamps. 8. SrERX and BniTIsH EVER- 
READY ELECTRBCAL Co., LTD., August 24th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. Tuomrson & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford; price, post free, 9а. (in stamps). 


1911. 


CONTROLLER AND RrEotLATING RESISTANCE FOR ELECTRIO Motors. W. W. 


French. 6,997. (Convention date, September 21st, 1911.) 
Mrans FoR RxGULATING Extxcrric Lamp Crircvits, H. Leitner, 17,791. 
August 4th. ` 
ELECTRICAL HEATING APPARATUS, PARTICULARLY VCLCANIRERB, W. H. Welch 


and Harvey, Frost & Co., Ltd. 17,810. August 4th. 

REGISTERING DEVICE РОВ TELEPHONE BysTEMS. Western Electric Co., Ltd. 
(Western Electric Co.) 17,874. August sth. 

Maoneto-Evectric APPARATUS, W. Douglas. 17,982. August 8th. 

iri rn канон H. G. Matthews. 18,284. (Cognate application, 95,718 
0 б 


оти STARTERS FOR ELECTRIC Motors. M. B. Field, 18,611. August 
th. 
IGNITION SYSTEMS FOR INTERNAL-COMBUATION Exoixes. L. J. Flint. 18,699. 


August 19th. 


ELECTRICAL APPLIANCE FOR TRANSMITTING MEB&SAGFS, WITH PROVISION FOR 
TAKING A RECORD OF EACH MESSAGE AND NOTIFYING THE RECORD TO THE 


BENDER or THE MzssaGEg,. D. B. Davies and C. H. Mason. 19,210. 
August 98th. / 
IaniTIon Prras. Н. G. Longford, W. W. Longford and W. A. Clark. 20,907. 


September 12th. (February 29th, 1919.) 

Arc Lamps. W. R. Ridings. 21,785. October 8rd, 

CONTROLLERS FOR ELECTRIC Motors. W. B. Bennitt. 21,800. October 8rd. 

Vapour ELECTRIC APPARATUS. P. C. Hewitt. 21,904. October 4th. 

DistRiscTion OF ELECTRICAL KN TROY. P. V. Hunter and W. L. Shand. 99,624. 
October 13th. 

ELECTROLYTIC APPARATUS. A. E. Knowles, 22,759. October 16th. 

APPARATUS FOR ACTUATING CONDUIT COVERS AND COLLECTOR PLOUGHS OF 
Кікстніс RaiLwWAYs. D. D. Samaia. 23,495. October 94th, 

ELxCTRIC LIGHTING AND HEATING OF RAILWAY OR OTHER VEHICLES. Pintsche 
Patent Lighting Co. and C. Н. Vidal. 24,552. November ith, 

ArTOMATIC TELEPHONE Systems. G. A. Betulander. 25,216. (November 16th, 
1910.) 

ELECTRIC HEATING APPLIANCES AND ELECTRODES FOR ELECTRO-MEDICAL AND 
OTHER Purposes. G. Jahr, 45,477. (November 16th, 1910.) 


Process FoR THE ELECTRICAL WELDING OF THE SEAMS OF Тсвкв. Ges. fur. 
FE?ektrotechnische Industrie. 26,440. (December 7th, 1910.) 
1812. 
ELECTRIC Ianiters. J. Born. 8,897. April 6th. (April 7th, 1911.) 
SPEED REGULATION OP ALTERNATING-CURRENT INDUCTION Motors. Siemens 


Bros. Dynamo Works, Ltd. 
April 18th. 

ELFCTROMAGRETICALLY-CONTROLLED Gas VALVES. Compagnie du Gaz Electrique. 
14,466. June 20th. (April 17th.) > 

TELEPHONE SVS TEAMS. Derriman. (Automatic Electric Co.) 15,185. 
application on 16,183 of 1911. June 25th.) June 28th. 

INCANDESCENT ErLkcTRIC Lamps. R. H. Bingley. 8,948. February 9th. 

ELEcTRO-MECHANICAL Devick FOR RECORDING AND REPRODUCING SOUNDS AND 
OPTICAL ImpREssIONS. M. E. Thomas. 4,185. February 19th. 

CONTROL OF VARIABLE-SPEED DYNAMOR, BUCH AS TIIOSE EMPLOYED FOR TRAIN 
LIGHTING. Electric and Ordnance Accessories Co., J. Etchells and E. W. 
Price, 6,960, (Addition to 6,611 of 1911.) March 13th. 

ELECTRIC INCANDESCENT Lamps. A.C. Hyde. 6,487. March 15th. 

FREQUENCY INDICATOR FOR ALTERNATING CrnnENTS. W. P. Thompson. (Ges. 
fur Drahtlose Telegraphie.) 7.658. March 29th. 

CONSTRUCTION оғ ELECTRIC RRBI8STANCE DEVICES. 
9,861. April 25th. 

BUBMARINE CABLES ARTIFICIALLY LOADED WITH SFLF-INDUCTION. Siemens and 
Halske Akt.-Ges. 10,053. (April 28th, 1911.) 

escis FOR THE ELECTRO-DEPORITION OF Zino. E. Ballegeer. 

th. 


(Siemens Schuckertwerke Ges.) 9,184. 


(Divided 


G. Cooper. (Boelling.) 


11,271. May 


DRIVING ARRANGEMENTS OF IGNITION Млохктов. W. A. Hill. 19,193. May 
22nd. 
Arc Lamps. Harle & Cie, 18,858, (June 15th, 1911.) 


ErECTROLYTIO APPARATUS. А. E, Knowles. 16,108. (Divided application on 


22,759 of 1911. October 16th.) 


Barking Electricity Supply.—The income of the elec- 
tricity undertaking for the year ended March 31st last amounted 
to £13,185, as compared with an expenditure of £9,480, which 
leaves a gross trading profit for the year of £3,704. The units 
sold to the tramways undertaking amounted to 319,500, which, at 
14d. per unit, brought in a revenue of £1,997. The total quantity 
of units generated during the year amounted to 1,943,307, and of 
this amount 1,569,164 were sold (960,793 for private lighting and 
power, 288,871 for public lighting and 319,500 for traction) ; 
269,642 were used on works, and 104,501 used in distribution. The 
maximum demand on the feeders during the year amounted to 
680 Kw. ; £6,218 of the total expenditure for the year went towards 
generation expenses, while £1,208 represented the cost of distri- 
bution, The total expenditure on capital account during the 
year amounted to £466, while the expenditure since the com. 
mencement of the undertaking amounts to £63,055. 
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LABOUR UNREST. 


UNDER the heading ** Drastic Proposal” an article appeared 
in the Westminster Gazette a few days ago from the 
pen of * A Working Man," putting forward what is claimed 
to be the working man's case for an all-round advance of 5s. 
a week, and a working week of 48 hours. It is proposed 
that all Trade Unions shall join in a national demand for the 
above conditions, and, if the demand be not complied with, 
shall enforce compliance by means of a general strike. 

It might be thought by those outside the Unions that past 
experience of the results of great strikes would have taught 
the lesson that this weapon is a very unsafe one to play with, 
for it generally, one might say invariably, does more damage 
to the workmen than to the employers. 

West Australia is sometimes spoken of as the working 
man’s paradise, and successive Labour Governments have, 
by class legislation, raised workmen’s wages and reduced the 
hours of labour, all with the idea of improving the position 
of the workman. The net result is that the Australian 
Labour Party has now to admit that the purchasing power 
of the weekly wage has actually fallen; due, of course, to 
the inevitable rise in prices which shorter hours and higher 
wages must produce. 

Without following “ А Working Man” in his argument 
that the responsibility for all high prices, low wages and 
long hours rests upon the shoulders of the manufacturer,” 
let us turn to his reasons for assuming that the effect of 
a five-shilling rise, coupled with a 48-hours’ week, will be 
one of universal advantage.” His argument is given in the 
following sentence :—'* The more goods there are consumed, 
the more will have to be manufactured; the more goods 
there are manufactured, the more people will be employed 
in the manufacture (for a time, at least); the more people 
there are engaged in the manufacture of consumable goods, 
the more wages will be paid ; the more wages that are paid, 
the more will be spent; the more wages spent, the greater 
will be the return to the employers by the increased demand 
for goods.“ 

It seems almost too cruel to cast à shadow over so sublime 
a picture by calling attention to the words which the author 
has placed in brackets. For a time at least.’ How 
painfully, how pathetically obvious that the wish which was 
father to this beautiful thought, was not backed by any 
conviction. “For a time at least." Let us leave it 
at that. 

There are many points in the article that might be referred 
to, but let ug, for the sake of argument, grant the author's 
premiss that the effect of a 5s. rise and a reduction in work- 
ing hours all round would be a universal advantage. If 
5s., why not 10s. ? and if 48 hours, why not 38? It is 
obvious that if we push the argument far enough, we shall 
arrive ab the conclusion that the hours of labour might, with 
advantage, be reduced to zero, and the wages increased to 
infinity. This is obviously absurd, because nothing would 
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be produced:but starvation. If, on the other hand, we pusli 
to its limit the idea that longer hours and lower wages would 
be an advantage, we arrive at. the conclusion that infinitely 
long hours (that is, continuous work) and minimum or zero 
wages would be the best all-round solution, a conclusion as 
absurd asthe other. Nor can it be said that the one method 
would benefit the worker and the other the employer; both 
would suffer. 


It is obvious, therefore, that tbere are other considerations 


to be taken into account, and the problem is a much bigger one 


than “A Working Man” would have us believe. 
It is interesting to notice that the more thoughtful and 
sober of the Labour leaders show a disposition to deprecate 


the use of the strike as an everyday weapon— probably 


influenced hy the unfortunate experiences gained in recent 


strikes. Mr. Ramsay MacDonald, for instance, dealing with 


the question of the ** minimum wage" at the British Asso- 


ciation, said he had come to the conclusion that the best 
means of attaining the desired end was voluntary arrange- 


ment between employers and workmen. Compulsory 
arbitration, in his opinion, was impracticable in this country, 
owing to the impossibility of enforcing the awards. The 
difficulty in the way of voluntary arrangement was that one 
or two employers might decline to be parties to the agreement, 
and by paying lower wages would be able to undercut 
their rivals ; this could be overcome by imposing the terms, 
when drawn up by the best employers and workmen in a 
given trade, upon the whole of that trade. Sir C. Macara 
indirectly supported these views, stating that the inquiry 
conducted by the Industrial Council, of which he was a 
member, into the observance of industrial agreemente 
had conclusively proved that when perfect organisation 
existed on both sides, disputes were usually settled without a 
stoppage of work, and that the recent industrial unrest 
originated with trades that were not well organised. 

As bearing on the “ drastic proposal " outlined above, we 
may also quote the view of Mr. Ramsay Macdonald, who 
laid down the general principle that the reward of labour 
must have some relation to the mechanism and system of 
industry under which the wage operated. They must not 
make demands for minimum wages or for the workers' 
share of industry that would paralyse the industrial system 
and create chaos. 

The reckless use of the strike was condemned at the 
Trade Union Congress last week, and the Syndicalists, who 
advocate a general strike as a means of bringing the com- 
munity to its knees, were crushed by an adverse vote of 
more than 30 to 1. We trust, therefore, that calmer and 
wiser counsels will prevail, and that conciliation and agree- 
па will take the place of strikes and intimidation in the 
uture. 


IN a recent article in the Engineer, Mr. 


UR C. R. King has much to say on the effects 
Cylinder of superheat. Unfortunately, he bases his 
Power. article on a misconceptiou, and appears to 


be arguing on the basis that steam 
engineers generally proceed on the assumption that the bulk 
of steam matters, and that, therefore, a pound of super- 
heated steam will do more work than a pound of saturated 
Steam because, being more bulky, it will fill the cylinder to 
cut-off point more often, This notion is held by some 
people, and, indeed, it has been put forward editorially in 
the very journal in which Mr. King's article appears, if 
memory correctly serves. But the assumption thus made is 
not universal. 


. only carried superheat to the cut-off point. 


Steam men of experience know that the first 


thing to be done on applying superheat to a fixed cut-off engine 
is to make the cut-off take place later. Automatic engines 
do this for themselves. The steam engine is a heat engine, 
and works by virtue of heat, not by virtue of steam. Steam 
is but the agent by which the heat performs work. Bulk in 
steam is not in itself valuable ; it is only heat that counts. 
Now, per cubic foot of space occupied saturated steam con- 
tains more heat than superheated steam, and will do more 
work. The only good which superheat effects is to maintain 
the steam in the free molecular state—7.¢., not in the form 
of hot water. Water molecules possess no automatic trans- 
latory movement by virtue of the heat in them. Such heat 
is lost for purposes of work. Only when the molecules are 
so hot that they will travel in space by their heat-generated 
power of automobility can they do work. 

When steam is superhestel its increment of heat is less 
than its increment of volum», and less heat can enter a 
given cylinder at any given cut-off. The cut-off must 
therefore be put later. In the saturated steam engine the 
admission space contains so much steam and so much water. 
This hot water has been formed by cylinder metal action during 
admission ; it is killed steam. But as the pressure drops 
behind the moving piston, this hot water begins to boil and 
produce steam to do more work, though at a great expense of 
heat, the ebullition being so late and the cylinder being a bad 
place in which to raise steam, for well-known reasons. From 
an engine with an unchangeable cut-off, the most work can 
be got by exceedingly wet steam, but the economy will be 
very poor. 

The most economical engine will be that which carries its 
steam dry for a certain undetermined distance between the 
cut-off and the exhaust point. The further the superheat or 
absolute dryness is carried, the larger must be the cylinder. 
Large cylinders are necessarily less economical than small 
cylinders, losing more heat by radiation and other causes. 
Some engineers are content if the steam will start its expan- 
sion just superheated. Others like it to carry superheat up 
to exhaust point, and others, as Mr. King points out, would 
even exhaust at 11° of superheat. So let the point be some- 
where shorter tban the maximum cylinder would demand, 
i.e., somewhere along the curve of expansion. Mr. King is 
quite wrong when he states that it is “ universally accepted 
theory " that ‘‘ superheated steam increases power in the 
cylinder.". The contrary has been put forward in these 
columns for 20 years. Indeed, superheat has never been put 
forward in these columns as productive of economy because 
of any thermodynamie reason. Thermodynamics and 
entropy have nothing to do with practical superheat. Only 
engines of the very extreme order, demanding more care than 
the economy warrants, can gain from superheat anything but 
that indirect but valuable asset, absence of excessive cylinder 
condensation. | 

It has been a misfortune for steam engineering that the 
academical view of superheat, viz. that its economy is 
measured by the raising of the т, of the thermodynamic 
equation of efficiency, has been supported by the curious 
coincidence of Rankine's calculated thermodynamic gain 
and the actual secured economy.  Rankine appears to have 
accepted the coincidence as a proper occurrence, though he 
had something to say which showed he had some idea there 
was oylinder condensation. But he did not get outside the 
thermodynamic field in The Steam Engine." Except that 
saturated steam entering a cylinder implies 20 per cent. or 
more of water also when expansion begins, saturated steam 
would not show more power than superheated steam which 
Most moderate 
men on superheat advocate tbat the expansion shall start 
fully dry, which means that, as in all engines, the boiler does 
all the work up to cut-off point and the steam in the cylinder 
does all the work during expansion. 

Superheat will undoubtedly give economy, but not from 
thermodynamic causes. We fear Mr. King is only tilting 
at a windmill that has long faced no wind, for only a few 
cranks ever did place any credence in the bulk theory of 
superheat action. The reduced work per unit volume of 
superheated steam has almost invariably been met by later 
cut off. Higher pressure is not usually possible in converted 
engines; and only in plants new e) initio is it usually 
practicable to put ina bigger cylinder or use a higher pressure 
than is usual in current practice with saturated steam. 
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THE BRITISH ASSOCIATION .—II. 


On Thursday last week Section G joined Section A to hear 
Prof. Callendar’s presidential address, which was abstracted 
in our last issue. At the conclusion of the address Lord 
Rayleigh, proposing a vote of thanks, said that Prof. 
Callendar’s references to Sadi Carnot were perfectly justified ; 
it was impossible to value Carnot’s work too highly. He 
doubted whether in using the word ‘caloric’ Carnot 
intended to convey the same meaning as that which could at 
this date, in view of subsequent discoveries, be attributed to 
it. Nevertheless, Carnot’s work held good to-day. In 
speaking of the X-rays, it was worth remarking that 
even now, 15 years after their discovery, it was doubtful 
whether they were undulatory or corpuscular in their 
character. 

On Friday the joint discussion (Sections A and G) on 
wireless telegraphy took place; this was regarded—at any 
rate, by the engineering profession—as the principal feature 
of last week's proceedings, and we have, therefore, devoted 
much space to the report of Prof. Fleming's introductory 
remarks and to the contributions of other authorities to the 
discussion. There followed a paper by Dr. Eccles and Mr. 
A. J. Makower on The Production of Electrical Oscilla- 
tions by Spark-Gaps immersed in Running Liquids," and 
one by Prof. Kennelly and Mr. G. W. Pierce on “ The 
Impedance of Telephone Receivers as affected by the Motion 
of their Diaphragms ;” and Prof. J. T. Morris read а paper 
on A Method of Measuring Wind Velocities by Means of 
Wires Heated by Electricity and Exposed to the Wind." 
By measuring the temperature of the wind as it strikes the 
wires, and the current required to maintain exactly constant 
the temperature of the wires, an exact measure of the 
velocity of the wind is obtained. 

In Section A, on Thursday, several electro-physical papers 
were read, including one by Prof. R. A. Millikan on “ The 
Discharge by Ultra-Violet Light of High-Speed Electrons." 

On Thursday evening there was a reception by the Lord 
Provost, which was attended by most of the members. 

On Friday evening Prof. Bragg, of Leeds University, 
delivered an Evening Discourse " оп “ Radiatious Old and 
New," which was well illustrated with experiments and 
lantern slides; amongst the latter, photographs by Mr. 
C. T. R. Wilson, showing by means of condensed moisture 
in the atmosphere the path of the Alpha rays, were much 
appreciated. | 

Saturday was wholly devoted to excursions in the neigh- 
bourhood of Dundee. 


At a meeting of the General Committee on Friday, Sir 


W. H. White, K.C.B., F.R.S., was elected President for 
next year's meeting at Birmingham. 


In his address to Section F (Economic Science and Statis- 
tical Section), SIR HENRY H. CUNYNGHAME, K. C. B., said 
that Auguste Comte was one of the earliest writers who 
maintained that the social and political sciences were subject 
to laws just as exact, though more complicated, as the laws 
which govern the physical sciences ; and he formulated the 
celebrated principle of the three phases of thought. 
According to this view all sciences commence with a theolo- 
gical stage, pass through a metaphysical stage, and end 
by becoming positive. 

* One of the signs that a science has passed into the 
positive stage is that it has been subjected to the laws of 
mathematics. Mechanics, physics, chemistry and electricity 
have long since been treated mathematically. Biology has 
only recently begun to receive mathematical treatment. 
. But all the social sciences are for the most part still in the 
metaphysical stage. The doctrine of the divine right of 
kings has only disappeared in order to be replaced by the 
doctrine of the divine right of majorities. Yet from a 
positive point of view neither of these stands on a footing 
much firmer than that of the other. The * duty of obedience 
to authority and the right of resistance’ are in the same 
condition. The ‘right to work, the right to live,’ the 
right to a living wage,’ ‘the right to the vote’ are all meta- 
physical propositions assumed as axiomatic by various 


energetic writers and speakers, and are usually advanced 
with a dogmatism proportioned to the uncertainty of their 
foundation. Yet on what basis do they rest ? One might 
with equal cogency declare for the right of the stronger to 
destroy the weaker,’ ‘the duty to improve the race by per- 
mitting and encouraging the forcible elimination of the 
unfit.’ . . . Another example is the metaphysical aphorism 
that every right involves a corresponding duty, so that if I 
have a right to do a thing it is the duty of others concerned 
in the action to let me do it. This axiom seems at first sight 
to have a certain amount of plausibility. But does it follow, 
from the fact that I have a right to kill my ducks, that it is 
their duty to come and be killed? . . . Thus also the right 
to individual property, the right to an equality of enjoyment, 
the right to an equality of opportunity, the right of an 
individual to be considered as an end in himself, the duty of 
an individual to be considered only as part of an organised 
society, are all metaphysical assumptions having no firm 
positive basis. Equally baseless is the axiom that wherever 
the State enjoins a duty, as on a parent to educate his 
children, the State ought to pay for it; or that a local 
authority contributing funds to an object has a right in every 
case to interfere with their administration. Yet these are 
mere chance specimens of the political dogmas that have for 
years been flying about, and which emphasise the undoubted 
fact that politics and social science have not yet entered the 
positive stage of thought.” 

* [n what stage is Political Economy? It appears still to be 
the battle-ground of opposite schools. Some there are who tell 
us that it has ‘gone to Saturn.’ . . . Is it meant that the 
so-called laws of economics are not laws at all, and that the 
whole pretended science is built on false foundations? Or is 
it meant that those engaged in the practical politics of the 
country have resolved to legislate in defiance of the laws of 
economics, and to settle the problems of free trade and pro- 
tection, the taxation of fixed and movable property, and the 
regulation of wages, as though these problems were not sub- 
jected to any natural lawsat all? The latter position would, 
of course, be particularly dangerous if it turned out that 
there were laws, and that those laws were being ignored.” 

* [ suppose most economists would agree that (provided 
suitable meanings are given to the words) ‘ wages in a free 
market depend upon the demand and supply of labour.’ A 
legislature, wishing to remedy social inequalities and evils, 
might resolve to render the market no longer free—to impose 
a minimum wage, or to put a tax upon wages, or in other 
ways to regulate them by statute. And legislation might go 
so far as to render wages wholly dependent on scales fixed by 
authority or by custom. Or, again, a powerful combination, 
either of employers or of workmen, might unite to fix rates 
of wages and render it impossible in practice for any other 
rates to be paid. Systems established by these means might 
be wise or foolish, beneficial or injurious. But could it be 
said that the authors of them had succeeded in sending 
Political Economy to Saturn ? Certainly not. They might 
have rendered inapplicable that chapter of Political Economy 
which deals with price as fixed by exchange in a free market, 
but only to bring the case under the next chapter, entitled 
„Price as Fixed under Conditions of Monopoly." The 
Political Economy would be there surely enough, with its 
laws, and with their consequences for those who ignore its 
teachings." 

* If political action be taken in the field of economics such 
action will, whether the authors of it wish it or not, be 
governed by the laws of economics, and those who purpose 
such action must consider what effect it will have on the flow 
and investment of capital, the demand for commodities, and, 
in fact, duly take into account the whole problem. For, if 
they do not, it is not the laws of supply and demand that 
will go to Saturn. Again, before setting a scheme of taxation 
we ought to study the cases in which a tax levied on one 
class falls on another, as, for instance, a tax intended to be 
paid by landlords, which really falls upon their tenants : 
taxes levied on tenants which fall on their landlords ; 
taxes levied on producers that can be shown ultimately to fall 
on consumers, and taxes levied upon commodities that 
can be shown to fall on the workmen by whom they are 
produced. For a tax often resembles an arrow shot into the 
air; though apparently aimed in a definite direction it may 
fall one knows not where, obedient to the laws of the incidence 
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of taxation, just as an arrow in its flight is subject to the 
inflexible laws of air resistance, friction and gravity." 

'l'he President proceeded to establish his claim for economics 
to come among the exact sciences by the surest test that can 
be applied—namely, its capability of being demonstrated by 
means of geometry and mathematics, and affirmed the truth 
that national economics is subject to laws as exact and 
unfailing as the laws of physics, chemistry or engineering, 
which, if neglected by political engineers, will as certainly 
bring the State to ruin as the miscalculation of a mechanical 
engineer in designing a boiler, or of a civil engineer in design- 
ing a bridge. 


On Thursday, September Sth, after the Presidential 
address to Section G, by Prof. Archibald Barr, a note by 
Prof. Thornton on the “ Ignition of Gaseous Mixtures by 
Momentary Electric Arcs," was read and briefly discussed, 
and also the report of the Committee on Gaseous Explosions. 


Prof. Thornton's note described an investigation of the least 
currents, direct and alternating, which were required to ignite 
gaseous mixtures at different voltages and frequencies, The lower 
and upper limits of mixture within which ignition was possible 
were found to be 4'25 and 14 per cent. for fire-damp in air, 6 and 
40 per cent. for coal gas. There was a well-defined maximum of 
sensitiveness to ignition at 7 per cent. in the former, 8'5 per cent. 
in the latter. With direct voltage the least igniting current was 
approximately proportional to the reciprocal of the voltage; with 
alternating voltage the frequency was of more importance, and the 
current remained constant over & long range of voltage, being 
higher for methane than for coal gas, The energy of spark which 
would just ignite the most sensitive mixtures was about 0°10 joule, 
corresponding to the combustion of 37 c.c. of an 11 per cent. mix- 
ture of coal gas. Single sparks therefore gave relatively poor 
ignition. 

It would appear from the results that when alternating current 
is used for signalling or when there is no continuous sparking at 
a contact, the risk from electrical signalling in coal mines is 
extremely small. Where there is sparking as at а vibrating contact 
the bella must be enclosed in flame-proof cases, or be situated in 
places which cannot be reached by fire-damp in mixtures approach- 
ing 4 per cent. 


One of the most important events of the meeting was the 
joint discussion on Friday, in Sections A and ©, on the 
scientific theory and outstanding problems of wireless 
telegraphy, of which we give a report. g 

Prof. J. A. Fleming, D.Sc., F.R.S., presented the sub- 
ject, of which he is, of course, a master, in a very complete 
address, which was a summary of the printed paper, and was 
concluded by a set of queries as to the points which require 
elucidation, and a strong appeal for a competent committee 
to arrange experiments (which would, of course, extend over 
thousands of miles) to investigate them. 


The Scientific Theory and Outstanding Problems of 
Wireless Telegraphy. 


By J. A. FLEMING, M. A., D. Sc., F. R. S., Professor of Electrical 
Engineering in the University of London. 


(Nections A and . Abstract.) 


EXPERTS in radiotelegraphy are well aware that many of the 
scientific phenomena are imperfectly understood. If we are to over- 
come present difficulties and limitations and make fresh advances, it 
can only be by a thorough comprehension of the physics of wireless 
telegraphy. Hence it will be more to our advantage to bring com- 
bined scientifio thoughts to bear upon the matters on which even 
leading experts differ or areignorant, rather than let oursymposium 
resolve itself into a discussion on apparatus or systems or the 
recitation of performances and the record of resulta. 

With the exception of a small number of stations using the 
Duddell-Poulsen arc generator, nearly all the practical wireless 
telegraphy in the world is at present (1912) conducted by the 
following apparatus: 

At each station there is a transmitter which comprises three 
elements :— 

l. A source of high electromotive force which may be a con- 
tinuous current dynamo and storage battery, an alternator and 
transformer, or a battery and induction coil giving continuous, 
alternating or interrupted high-tension electromotive force. 

2. A condenser in which the generator stores an electric charge 
to be suddenly released when a certain potential is attained 
across а spark gap in the form of an electric discharge passing 
through a coil in series With the condenser. 

3. An open or radiative circuit coupled to the condenser circuit, 
comprising an antenna or arrangement of elevated air wires, a 
balancing capacity or counterpoise often buried in the earth, the 
two being connected through an adjustable inductance coil. 

At the receiving station we have also three elements :— 

1. An absorbing antenna by which the radiation from the trans- 
mitter is picked up, creating in it high-frequency oscillations. 


2. A condenser circuit having variable capacity and inductance 
coupled to the antenna and syntonised to it. 

3. Some form of oscillation detector connected in series or 
parallel with the above condenser which is affected by the oscilla- 
tione and sets in operation a recording or indicating device which 
makes a visible or audible signal. 

Generally speaking, at any one station the radiating and absorb- 
ing antenna: are one and the same, and used for both purposes 
alternately, and each station has both transmitting and receiving 
apparatus. The functions are, however, not identical. What ia 
required in the transmitting antenna is a certain height and also 
free or insulated ends. In the receiving antenna. not only height 
but surface is required, although this antenna can be laid parallel 
with and close to the earth and earthed at both ends; but provided 
it is half a wave length in length it will still absorb a con- 
siderable amount of energy from electric waves arriving in its own 
direction. \ 

The antenna consists of a large number of hard-drawn copper 
wires, which are upheld by masts or towers in such fashion that 
the wires form a sort of fan elevated in the air; or they may rise 
up fora certain height and then be bent downward on all sides, 
like the ribs of an umbrella. In the case of our battleships, they 
are groups of parallel wires kept separate by wooden stars and 
stretched between the masts and then led downwards to the bow 
and stern of the ship. In the high-power Marconi stations, they 


rise up vertically for a certain distance and are then stretched hori- 
zontally for a distance about five times greater, parallel with the 


ground. 

In long-distance stations the wooden or steel lattice towerd or 
tubular masts required to sustain these wires are elaborate struc- 
tures 100 to 400 ft. or more in height, and have to be well stayed to 
resist wind. 

Associated with the antenna is a counterpoise or balancing 
capacity, which may consist of insulated wires stretched a little 
way above the earth, or radiating wires or metal nets laid in the 
earth, or sheets or nets of metal laid on the ground, or even the metal 
hull of a ship. | 

This counterpoise is connected to the antenna through a variable 
inductance coil. In virtue of the capacity of the antenna with 
respect to the earth or the counterpoise, the whole system has a 
natural time period of electrical oscillation. It may be compared 
with an elastic steel strip held at the bottom in a vice and loaded 
at the top, which can be set in vibration by small blows 
administered to it at the proper rate. 

There are certain rates of antenna oscillation reserved for certain 
purposes, Thus, for ship or coast signalling, antenne are used 
having natural time periods of one-millionth or one half-millionth 
of a second, and for large power stations the time period may be as 
large as one hundred-thousandth or one fifty-thousandth of a second. 

In nearly all cases these oscillations are excited in the antenna 
by the intermittent discharge of a condenser. They are therefore 
damped or decadent trains of free oscillations, separated by intervals 
of silence. The group frequency as it is called, or number of the 
trains of oscillations is now usually 500 to 1,000, since when using 
the telephone a8 a receiver the group frequency is preferably that 
frequency for which the telephone is most sensitive. Each train of 
oscillations may comprise 30, 50 or 100 oscillations having the 
antenna frequency. The antenna is, therefore, set in electrical 
vibration, so that trains of electric currents run up and down it 
intermittently, say, 500 times a second, each train consisting^of 50 
or more decadent oscillations, whilst each oscillation or single 
current occupies a time between one fifty-thousandth of a second 
and one two-millionth of a second for its complete to and fro cycle. 

These high-frequency currents in the antenna are created by the 
induction of a nearly dead-beat or else an oscillatory discharge of a 
condenser. In small installations the condenser îs a collection of 
Leyden jars, or, more conveniently, glass plates coated with thin 
sheet zinc or tin, the plates being immersed in a metal or stoneware 
box of oil. In the case of some high-power stations, Mr. Marconi 
employs large air condensers consisting of sheets of metal hung up 
on insulators in a room. At Nauen and at the Eiffel Tower stations 
tubular ог plate-glass condensers are used. 

The condenser is charged by the source of electromotive force to 
a high potential, and then discharged across a spark gap, with or 
without oscillations, and this discharge passes through a coil which 
may be one coil of a two-coil transformer, the secondary being 
inserted in the circuit of the antenna, or else a single-coil trans- 
former, then called an auto-transformer, may be made to do duty 
for the two separate coils in the circuits of the antenna and the 
storage condenser. 

An important element is the spark gap. In early days when 
only small powers were employed, this consisted simply of two 
stationary brass balls. When large power first began to be applied 
as at the Poldhu Station in 1901, it was soon found that the 
oscillatory discharge started an electric arc across the balls which 
had to be extinguished before the condenser could again become 
charged. Also the balls became rapidly worn away. To remedy 
these defects various inventions were introduced. An air blast was 
applied to the spark gap to quench the arc. 


I devised for the Marconi Co. in 1902 a discharger with revolving ` 


balls or disks driven by an electric motor which overcame some of 
the difficulties, and this type of slowly rotating disk discharger 
using low-frequency sparks was used for some considerable time at 
Poldhu. Later on Mr. Marconi invented his high-speed studded disk 
discharger, which is far more efficient, and creates a quenched musical 
spark of the required character. In this discharger a steel disk 
having studs on it revolves at a high speed between two other 
revolving electrodes and the passage of the studs starts a condenser 
discharge in which any true arc is instantly quenched. The kind 
of discharge required for effective work is one in which rapidly 
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repeated, strong, highly damped discharges take place in the 
primary condenser circuit, and these excite prolonged trains of free 
oscillations in the antenna, This is only possible if any true arc 
discharge in the primary circuit is entirely prevented. 

This is also achieved by the Wien or Telefunken, the Peukert 
and Von Lepel dischargers consisting of flat metal plates in close 
proximity. In these dischargers the discharges succeed each other 
with great regularity and at the rate of several hundred per second. 
When the condenser circuit is properly tuned to the antenna cir- 
cuit and coupled to it not too strongly (with about 20 per cent. 
coupling), we have powerful intermittent oscillations set up in the 
antenna, each group being very feebly damped and of uniform 
oscillation frequency. These rapidly succeeding groups of oscilla- 
tions are cut up into groups of groups in accordance with the 
signals of the Morse alphabet by means of a key placed in some 
part of the circuit. Although nearly all the radiotelegraphy in 
the world is now conducted by means of these intermittent con- 
denser oscillations, great efforts are being made to perfect suitable 
high-frequency high-power alternators, and the advent of a 

‘commercial machine of this kind will no doubt make it a formidable 
rival to the existing methods. 

In the sending antenna we have very powerful high-frequency 
currents at the base and high potentials at the free or upper end, 
Even in small stations the sending antenna current may have a 
value of 5 to 10 amperes, whilst in large stations the antenna 
current at the earthed end is 50 to 100 amperes and large enough to 
raise to incandescence quite large rods of arc light carbon. 

There is, therefore, a considerable expenditure of power on the 
antenna. Part of this is spent in heating the antenna, but a large 
proportion is radiated. Nevertheless the over-all efficiency of the 
usual wireless telegraph transmitter using the ordinary unquenched 
condenser spark, meaning by that the ratio of power radiated from 
the antenna to power supplied by the operating dynamo or battery, 
is at present probably not more than 20 per cent. to 25 per cent. 
in actual practice, though much higher efficiencies, even up to 
75 per cent., have been claimed for the quenched-spark system. 
But the evidence for these high efficiencies is somewhat imperfect. 

An extremely small fraction of the whole radiated energy is 
picked up by the receiving antenna. In the latter we have currents 
created which are measured in micro-amperes, or, at best, in frac- 
tions of a milliampere. If the receiving antenna is properly tuned 
to a closed condenser circuit inductively coupled to it, the energy 
picked up by the receiving antenna accumulates in the associated 
condenser circuit. 

In this last we then have feeble currents circulating which 
imitate in mode of variation those of the distant transmitting 
antenna. To detect them, it is now most usual to employ a telephone 
in series witb some form of current rectifier, which is shunted 
across the condenser in the closed secondary receiving circuit, or else 
some form of current-operated detector, such as Marconi's magnetic 
detector which is placed in the condenser circuit. 

If we merely connect a telephone across the condenser circuit, 
no eound will be produced in it, because the frequency of the current 
oscillations in the receiving condenser circuit is too high to affect a 
telephone. If, however, we insert some device in series. with the 
telephone which acts like a valve, it will rectify the groups of 
oscillations into prolonged gushes of electricity in one direction, 
which, coming at the rate of the much lower spark frequency, aay, 
&bout 600 or 1,000 per second, create in the telephone a shrill sound. 
As these groups are interrupted at the sending station in accordance 
with the Morse signals, the receiving operator hears long or short 
musical sounds which he can interpret into the letters of the 
alphabet. 


Amongst the rectifiers much used my own oscillation valve 


invented in 1904, or glow lamp detector, is an interesting example. 
It consiste of a little electric glow lamp, having a metal plate or 
cylinder sealed into the glass bulb. When the filament is incan- 
descent the space between the filament and the plate has a uni- 
directional conductivity, and will allow negative electricity to 


pass from the filament to the plate but not in the opposite 


direction. 

Another large class of oscillation rectifiers, are the crystal and 
contact rectifiers, the first of which, viz., carborundum, was dis- 
covered by Dunwoody, others by Pierce and Pickard. Thus, for 
instance, a copper point pressed against a small mass of molyb- 
denite is a good rectifier. Also the minerals chalcopyrite, zincite, 
bornite, anatase and hessite possess similar properties, and a very 
sensitive rectifier is made by a slight contact between two small 
masses of zincite and bornite. Another rectifier is the galena- 
plumbago rectifier Also a gold point pressed very lightly against 
an artificial surface of iron pyrites (ferric disulphide) makes an 
excellent detector. i 

In spite of much valuable work done by Prof. G. W. Pierce, 
G. W. Pickard and others the action of these crystal rectifiers is by 
no means fully elucidated. It sbpears not to be thermoelectric, 
since in general the rectified current is in the opposite direction 
to the thermoelectric current produced by heating the junction. 

In addition to these glow-lamp and crystal rectifiers another 
much used detector is Marconi's magnetic detector in which a 
slowly moving band of iron wires passes across the poles of a pair 
of horseshoe magnete. The wire at that place is embraced by two 
other coils of wire—one in series with the oscillating circuit of the 
receiver and the other with a telephone. When trains of oscilla- 
tions are get up in the receiving antenna a listener at the telephone 
hears & sound dueto the sudden change in the magnetic state of 
the iron. The simplicity and absence of any difficult adjustments 
make this magnetic detector one of the most useful for general 
purposes. 

The wireless message is thus picked up at the receiving station 
by hearing telephonic sounds due to a greater or less number of 


trains of high-frequency oscillations in the transmitting antenna 
corresponding to dashes or dots in the Morse alphabet. 

These long or short groups of oscillations in the transmitting 
antenna create similar groups in the receiving antenns, which when 
rectified cause gushes of electricity in one direction through the 
telephone, and therefore make sounds like ticks or musical notes of 
long or short duration. The pitch of this note is the frequency of 
the spark at the sending station, 

One of the practical difficulties not yet quite overcome, is the inven- 
tion of a suitably simple and sensitive call signal. At present the 
operators have to sit with the telephone on their heads waiting for 
any message which may begin, and this is expert work which 
cannot be deputed to anyone else.“ Another requirement is a 
simple and yet sensitive relay by which the messages may be 
printed on paper tape. The photographic method employing the 
Einthoven galvanometer is effective but rather elaborate. 

The recently invented alternating-current resonance relay of Dr. 
Kapp and Mr. H. Von Kramer is sensitive, and can be operated with an 
alternating current having a frequency of about 100, and one-fifth 
of a milliampere in value. What is required is a relay sensitive to 
currents of a frequency varying between 50 and 500 or so, and 
a strength of about one-tenth of a microampere. 

Having thus outlined the manner in which the radiotelegraphic 
message is sent, I now pass on to propound for your discussion 
certain imperfectly solved scientific questions. The first of 
these is :— 

By what mechanism or process are the signals conveyed across 
the intervening space between the transmitter and the receiver? 
Most persons would say, at once, by electromagnetic or Hertzian 
waves, produced in the «ether, and the answer is no doubt correct 
as far ag it goes. The action of the sending antenna on the receiving 
antenna is not merely an instance of one electric current inducing 
another in a secondary circuit as in the magnetic induction form 
of telegraphy. In radiotelegraphy the energy sent out from the 
sender, no doubt, departs from it entirely and exists for a time in 
a medium before it reaches the receiver. The question is what is 
that medium The whole of the actions in the sending antenna by 
which the distance effect is produced are consistent with the 
assumption that electromagnetic waves are sent out from it. But 
are these waves, strictly speaking, Hertzian waves or space waves ? 
What part, if any, does the earth play in the process? Are the 
very long distances which can be covered by modern radiotelegraphy 
consistent with the properties of pure Maxwellian or Hertzian waves 
produced in the wther? These are the first unsettled questions I 
wish to throw down for discussion. As soon as transatlantic 
signals had been received by the means already described, physicists 
began to ask how such waves, if they are true electromagnetic 
waves, are propagated one-eighth of the way round the earth. Since 
then Mr. Marconi has achieved the feat of receiving signals in 
South America from his Clifden station in Ireland at a distance of 
6,000 miles. The problem now is to explain how this effect travels 
one-quarter of the way round the earth. It suggests at once the 
query, could it go half-way round? Can wireless signals be 
received in New Zealand from England, and may we look forward 
not merely to transatlantic or transpacific, but to transterrestrial 
wireless telegraphy to the Antipodes as a practical possibility ? 
The answer to these questions is necessarily connected with that 
to the more general question, how does the sending antenna 
affect the receiving antenna at any distance’ In a year 
or more, when the Imperial wireless scheme comes into operation 
and the long-distance stations are completed, London will speak to 
Aden; Aden to Bangalore and Pretoria; Bangalore to Singapore; 
and from thence the step will be easy to Australia and New 
Zealand. It is possible that we may yet communicate from London 
direct to Melbourne without the intermediate stations, In text- 
books and lectures it has been usual, for the sake of simplicity, to 
treat the problem of radiotelegraphy asif the earth werea perfectly 
conducting sphere immersed in free wther. A very little practical 
experience showed wireless telegraphists that the electric condition 
of the atmosphere greatly affected it, and that the receiving 
apparatus, so sensitive to waves intelligently sent out from trans- 
mitting stations, picked up in addition all manner of vagrant waves 
set going by atmospheric discharges. Also early attempts at long- 
distance radiotelegraphy led Marconi to the discovery of the 
great influence of daylight upon the distances attainable. If, . 
however, we leave out of account for the present these atmospheric 
and daylight disturbances, to which we shall return presently, we 
have still to face the fact that the nature of the terrestrial surface 
between the sending and receiving station affecta the result very 
appreciably. 

Very early in the practical experience of radiotelegraphy it was 
found that it could be conducted more easily over sea than over 
land, and more easily over ordinary wet soil than over very dry 
sandy soil. 

But apart altogether from this last effect, it has always been felt 
that there was something surprising in the fact that it is possible 
to detect electromagnetic waves created at a distance of qne-eighth 
to one-quarter of the way round the world. It has been generally 


. assumed that this was whully due to an abnormally large diffraction 


effect. The first question of importance is, then, whether diffraction 
can occur to an extent sufficient to account for the observed facts. 
The determining factor as regards diffraction is the ratio of wave- 
length to the earth's diameter. 


* The Marconi Co. have recently introduced a call instrument, in 
which a signal equivalent to a prolonged dash on the Morse code 
deflects a galvanometer, which in turn closes a bell-battery circuit 
and rings a bell. The difficulty is, however, to prevent atmospheric 
discharges from making a false call, and to render it sensitive only 
to a prearranged signal, 
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In the early attempts at long-distance wireless telegraphy wave 
lengths of 2,000 to 3,000 ft. were used, but at the present time 
wave lengths from 10,000 to 20,000 ft. are employed, or say one- 
thousandth of the earth’s radius, 

Consider for one moment an optical analogue. The mean wave 
length of visible light is about 1/50,000th of an inch. Suppose a 
luminous point of infinitely small magnitude were placed at the 
pole on the surface of a smooth sphere 1 of an inch in diameter or 
about the size of a pea, in a region otherwise not illuminated. This 
corresponds to the case of electric waves 1,000 metres in wave 
length sent out from & radiotelegraphic station on the earth's 
surface. Would there be any light due to diffraction at the equator 
or even at 45° latitude of this small sphere? It is essentially the 
province of the mathematical physicists to give us a solution of the 
above question, but the answer would I think be in the negative. 
To inake the case comparable with that of the longest electric 
waves used for terrestrial radiotelegraphy, the sphere would have 
to be only one millimetre in diameter. The answer is then not 
quite 80 obvious. 

The first attempt at the problem in the case of radiotelegraphic 
waves was made by Prof. H. M. Macdonald іп 1903 and 1904. 

Last year he published another paper in the Transactions of the 
Royal Society on the same subject. 

The same problem has also been discussed by Prof. H. Poincaré, 
whose recent decease we have so greatly to deplore, in a series of 
interesting lectures and papers. His work agrees with one result of 
practical experience, viz., that to effect radiotelegraphy over long 
distances larye wave lengths are necessary. But it is difficult to 
extract from his conclusions means to enable us to predict the 
exact extent to which diffraction really exists for waves 2 to 4 
miles in length. 

The problem of the bending of electric waves round the earth 
has also been discussed by Dr. J. W. Nicholson in a series of able 
and critical papers. 

If his result is confirmed for wave lengths of 4 miles, or one- 

thousandth part of the earth's mean radius, then it will follow that 
ordinary diffraction is incapable of explaining long-distance radio- 
telegraphy, and we must look to some other cause. Mathematicians 
who have dealt with the problem under the assumption of a perfectly 
conducting earth and a Hertzian oscillator entirely disconnected 
from it, have assumed conditions which do not hold good in practice. 
Hence the attempt to explain long-distance radiotelegraphy by the 
aid of diffraction may be a quite unnecessary effort. The actual 
earth has a crust composed of materials which chiefly owe their 
conductivity to water. When free from water these materials com- 
posing the igneous and sedimentary rocks are very fairly good insu- 
lators. Although sea water isa conductor, it has a dielectric constant 
(K = 80) very far from infinite. Moreover, at no very great depth 
in the crust the temperature is sufficiently high to exclude the 
presence of liquid water, and therefore of any conduction due 
to it. 
The problem of the propagation of electric waves over the earth's 
surface involves, therefore. three important factors which greatly 
influence the result, first the imperfect conductivity and rather 
high dielectric constant of the earth, making it a semi-dielectric. 
Secondly, the effects of atmospheric ionisation, natural electrifica- 
tion and sunlight, and, thirdly, the earth's curvature. The German 
mathematical physicists have of late years considered the first of 
these factors very carefully, and arrived at some interesting results, 
Prof. A. Sommerfeld published in 1909 a very able paper on 
the propagation of the waves in wireless telegraphy over the 
earth's surface. | 

He shows that part of the radiation is a surface or cylindrical 
wave which follows round the surface, and is quite analogous to 
the electromagnetic waves produced on wires. These waves are 
very rapidly damped in a downward direction, and they suffer 
damping in a horizontal direction or in the direction of propagation. 

The other quantities correspond to space waves, and the ampli- 
tudes of the forces derived from this part of the total potential 
vary inversely as the square of the distance. 

It is, of course, not new to suggest that the waves involved in 
radiotelegraphy resemble electric waves on wires or are surface 
waves. It was long ago surmised that the sending antenna, the 
earth and the receiving antenna might be regarded as one single 
oscillator in which oscillations were set up. This view has been 
held, amongst others, by A. Blondel, E. Lecher, and F. G. Baily. 

Prof. Baily pointed out in 1903 that the energy of surface waves 
would decrease only inversely as the distance, and therefore at large 
distances survive when space waves would have vanished. The 
strict mathematical proof of their possibility has, however, only 
lately been given. 

The space waves are subject to diffraction, and are hindered by 
obstacles. On the other hand, the surface waves pass round, and 
are unhindered, apart from damping, by the curvature of the 
surface. Also, owing to the surface waves decreasing in amplitude 
less fast with distance, the surface waves survive when the space 
waves ape extinguished. If, then, Sommerfeld’s investigation is 
valid, we need no longer seek for an explanation of such achieve- 
ments as the detection of electromagnetic waves one-quarter of the 
way round the earth in any abnormal diffraction. If Sommerfeld 
is right, diffraction has nothing to do with the matter. The effect 
at such distances is entirely due to these "Oberflüchenwellen," or 
surface waves, which, like electric waves on wires, are propagated 
slong the surface, no matter what the curvature may be. There 
is a certain analogy between these space and surface electric 
waves, and corresponding effects in the case of earthquakes, 
From the time of Poisson, it has been known that a shock 
communicated to an elastic solid created in it two waves, one of 
dilatation and one of distorsion, travelling at different speeds 
through the mass. 


In 1885, Lord Rayleigh showed that, in addition, there was a 
surface wave dependent on the fact that the surface can be 
distorted, and resists distorsion with a different elasticity to that of 
the interior of the mass. 

These effects are recognised by seismologists as represented in the 
preliminary tremors and main shock in an earthquake, 

In this case, two kinds of disturbance are found to te propagated 
through the earth, with velocities of 10 and 5 km. per second 
respectively. Also another main shock arrives later, which moves 
with a speed of about 3 km. per second. The latter is a surface 
wave travelling along the surface crust of the eartb, and the two 
former are space waves travelling through the mass. 

In the same manner we can say that in wireless telegraphy we 
are concerned with three waves—one travelling through the air 
above the earth, the second through the crust of the earth, and the 
third a surface or cylindrical wave, which is confined to a limited 
region at the boundary of the two dielectrics. 

The conclusion drawn from Sommerfeld's work is that for the 
&chievement of long distances in radio-telegraphy, waves of long 
wave length are necessary, as shown by experience. 

On the other hand, the radiation from the antenna decreases with 
increasing wave length. Hence there is probably a certain maxi- 
mum wave length which is most effective for signalling over a 
given distance and surface. 

It is suggested, however. that long-distance radiotelegraphy is 
chiefly effected by means of the surface waves or Oberflächen- 
wellen" of Sommerfeld, which fall off in amplitude inversely as the 
square root of the distance and are not limited by diffraction as 
they follow round the surface. The earth's curvature limits the 
range of the space waves seriously but does not so limit the 
surface waves. 

One difficulty in reading Sommerfeld's paper is that he does not 
sufficiently translate his mathematical analysis into physical con- 
cepts. Hence it is desirable to consider a little in general terms how 
these surface waves arise. 

If we have two media of different dielectric constants in con- 
tiguity, and if & line of electric force crosses the boundary, then it 
is well known that the conditions to be fulfilled are that the tan- 
gential component of the electric force on either side of the 


boundary must be continuous, and also the normal component of 


the electric displacement or flux must becontinuous, This involves 
a refraction of the line of electric force in crossing the boundary. 
It is bent away from or towards the normal, and if Ki and Kg are 
the dielectric constants and Ө, and 0, the angles the line makes 
with the normal, then ki cot 0j = Кз cot 63. The law of refrac- 
tion of light is ui sin Ө, = H sin 02. Hence, in the case of light, 
the velocities of the rays in the two media respectively are propor- 
tional to the sines of the angles of incidence and refraction. In 
the case of the electric force, the velocities are inversely as the 
square roots of the tangents of the angles of incidence and refraction 
of the lines of electric force. 

If, then, we consider a Hertzian oscillator which is partly in 
one medium and partly in another of greater dielectric constant, 
there will be a distortion at the boundary of the loops of electric 
force which are thrown off at each oscillation. If the upper medium 
is air and the lower medium is a material of greater dielectric con- 
atant, then corresponding to & normal semi-loop of electric foroe or 
air, there will be a completing semi-loop in theother material which 
is sheared backward, as shown in the diagram. If in the air at the 


boundary surface, the force is normal to the surface, it will not be 
normal just below that surface in the medium of greater dielectric 
constant. It will have & longitudinal component. As the 
oscillations take plaoe, these longitudinal componente of the force 
are periodic in space and time, and constitute the surface wave 
which is similar to the electric waves produced on wires. 

If the earth were & perfect conductor, say, & ballof copper at 
the absolute zero of temperature, these surface waves would be 
confined merely to the surface skin. In the case of the actual 
earth, even sea water is a sufficiently poor conductor to allow the 
penetration of the surface wave to some little depth in it. 

The objection has been raised that no experimental proof has 
been given of the actual existence of Sommerfeld's surface waves, 
Against this it should be noted that Sommerfeld has carefully 
explained that the surface waves are not separated sharply from 
the space waves, and may be regarded merely as a particular dis- 
tribution of the moving electrostatic field near the common surface 
of the air and earth and accompanying electric currents in the 
earth. It is easy to prove that we can have surface electro- 
magnetic waves on a sect, similar in nature to electromagnetic 
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surface waves on wires, of the existence of which we have 
abundant experimental proof. An argument in favour of the 
existence of these surface waves may perhaps be derived from the 
experience that high antenne do not seem necessary for the 
reception of signals, even over long distances, thus indicating that 
there is a concentrated electric and magnetic field near the surface 
of the earth. 

P. Epstein has delineated from Sommerfeld's equations a portion 
of the field of electrostatic force round an oscillator placed first 
over a perfectly conducting earth, and, secondly, over an earth of 
finite conductivity. In the first case the loops of lines of electro- 


static force are seen to terminate perpendicularly on the earth, and 


are divided symmetrically by the surface plane. In the second case 
they are distorted eo that the lines at spaced intervals do not ter- 
minate perpendicularly. If, however, tbey have & component 
parallel to the earth's surface this is equivalent to a combination 
with a true space or Hertzian wave of a surface wave, similar to 
the electric waves on wires, which latter can travel along the 
guiding surface, irrespective of curvature of that surface. 

If these conclusions are valid there is nothing to prevent the 
surface waves going half round the earth. It may, therefore, 
be quite possible to communicate by radiotelegraphy direct from 
England.to New Zealand. There is one matter which may be of 
importance, Since the surface waves started from any one point 
reach an antipodal point by different paths it may be that unless 
the position of the receiving station is rightly eelected, interference 
will arise between surface waves reaching it by different lengths of 
path, and hence extinction of signals for some places but поё 
others in the same region. According to this theory, then, we need 
not endeavour to explain long-distance radiotelegraphy by diffraction, 
because true space waves are very little concerned with it. 

We pass on then to consider the next question, viz, the 
influence of the nature of the surface in radiotelegraphy. Why, 
for instance, it is conducted with certain wave lengths so much 
more readily over sea than land. 

This matter has been particularly considered by Dr. Zenneck in 
an interesting paper. Assuming for the sake of simplicity a plane 
earth and plane electromagnetic waves, he discusses the effect of 
the conductivity and dielectric constant of the earth's crust on the 
wave propagation. 

Starting from the same equations as Sommerfeld, he arrives at 
an expression which enables bim to calculate the damping 
of the waves along the horizontal boundary surface. He 
shows that this damping is determined by the dielectric 
constant and conductivity of the earth's crust. He 
calculates the distance the plane wave must travel before 
its amplitude is reduced to 1 k 
exhibits the results for various values of the dielectric constant 
and conductivity in the form of curves. Waves 1,000 ft. in length 
over a sea surface would travel 10,000 km. before reduction to 1/є 
in amplitude, but over very dry soil only for 10 km. or less. The 
analysis shows that there is a considerable penetration of the wave 
into dry soil, but into so good a conductor as sea water the pene- 
tration is at most a metre or two. Moreover, Zenneck shows that 
over sea surface the lines of electrostatic force terminate nearly 
perpendicularly to it, but over a dry surface this is not the case. 
Zenneck's results have been extended by F. Hack, who has shown 
that underground moisture has the same effect as surface moisture 
in preventing degradation of amplitude. ' | 

The general result of these investigations, compared with prac- 
tical experience, is to show that we can by no means consider the 
earth to be a perfect conductor in the case of radiotelegraphy, but 
that it has an extremely influential action in degrading the ampli- 
tude of the waves deforming the travelling electrostatic field, and 
creating a type of surface wave which attenuates much less fast 
than a pure Hertzian wave and can travel round the curvature of the 
earth quite easily. 

On the whole, we may say that the theory, as given by Zenneck 
and Sommerfeld is a valuable attempt to bridge over the very serious 

gap in our knowledge of the reasons for certain well-ascertained 
facta in radiotelegraphy. Nevertheless, there are still unexplained 
difficulties. | 

Another unsolved problem in radiotelegrapby is the explanation 
of the effecte of the atmospheric conditions and daylight upon it. 

The suggested explanations are in many respects imperfect. In 
the earliest days of radiotelegraphy it was found that atmospheric 
electric discharges produced irregular and false signals, which 
sometimes greatly interfered with working. These were more 
objectionable at the time when the receiving instrument was a 
coherer of some kind associated with the Morse printer. Now- 
adays, when the reception is by telephone, it is usual to have the 
spark frequency at the sender high enough to give a shrill note in 
the telephone. The receiving operator can then distinguish. to a 
great extent, between the clear musical note of the right signals 
and the lower squeaks or grunts in the telephone, due to atinos- 
pheric discharges. Nevertheless, at certain times and in certain 
regions the so-called atmospherics present serious obstacles to 
radiotelegraphic communication. 

When we turn to the effect of sunlight on the propagation of 


radiotelegraphic waves which was discovered and described by Mr. - 


Marconi in 1902, we find that even after 10 years we are still 
intellectually speaking very much in the dark as to the reason for 
-this daylight effect. 

The first observation made by him in 1902 was that by night 
signals could be received over sea from the Poldhu station at a 
distance of 2,099 miles, whereas by day the same kind and type 
of signal ceased to be detectable at about 700 miles. Also that at 
the time when the sun rose over the sending station the eignals at 
700 milee' distance quite quickly became very weak. 

Qf recent years he has noticed that in the morning or evening 


of that at the transmitter, and. 


when the boundary between light and darkness occurs about 
half-way across the Atlantic, signals sent across become weak. 
Also he has noticed that in sending with a coupled transmitter 
radiating waves of two wave lengths, whereas the longer wave 
length is the one generally received, there are certain periods at 
sunrise and sunset when the shorter wave gives the best signals. 

It has also been pointed out, both by Mr. Marcon and Mr. С. W. 
Pickard, that soon after the time of sunrise at the sending station 
there is a very pronounced decrease in the strength of the signals 
received a few hundred miles, or at some considerable distance from 
& power station, but that after sunrise there is a partial recovery 
of strength. There is also a gradual rise in the strength of the 
signals.soon after sunset, and à very pronounced maximum value 
after or about midnight. An interesting curve has been given by 
Prof. Pierce in his book on Wireless Telegraphy," p. 135, taken 
from Pickard's observations showing the general variation of the 
strength of received signals at a distance of 600 miles from the 
Marconi station at Glace Bay during the hours of tke day and 
night. It appears that the current in the receiving telephone at 
midnight was about 30 times greater than by day. Confirmatory 
observations have been published by the Telefunken Co. 

T wo theories have, so far, been proposed to explain this effect :— 

l. The original suggestion of Mr. Marconi (which haa been 
tentatively adopted by Prof. Zenneck) was that it is due to the 
effect of light in discharging the sending antenna, so that it does 
not reach at each oscillation such a high potential by day as in 
darkness. 

2. The theory that the daylight effect is due to the ionisation of 
the air by sunlight, giving it increased conductivity, and so pro- 
ducing absorption of the electric waves. 

Neither of these theories seems to meet all the facts. If the 
daylight effect were an action of light on the sending antenna 
alone, it should be produced independently of the distance of the 
receiving station, whereas itis essentially a cumulative or long-dis- 
tance effect. 

Again, 80 far as measurements of the electric conductivity of air 
have been made, they do not give support to the theory that the 
daylight effect is due to air conductivity produced by ioniration, 
because measurements of this conductivity show it to be too small to 
account for the observed wave attenuation. | 

Prof. G. W. Pierce has made calculations which show that the 
air conductivity would have to be 100,000 times greater than it 
actually is to account for even a part of the observed effect at 
3,000 km. distance. 

Prof. Zenneck also agrees that atmospheric conductivity by ionisa- 
tion cannot account for the phenomena. 

It is possible that some part of the effect may be due to actions 
taking place quite close to the sending antenna, This view may 
be supported by the interesting observations made during the 
nearly total solar eclipse on April 17th last, on the effect of the 
temporary diminution of daylight on the strength of radiotele- 
graphic signals. 

Whilst visiting the Eiffel Tower station at Paris, Commander 
Ferrié, who is in charge of this station, informed me that a slight 
increase in the strength of the signals at distant receiving stations 
had been noticed at the time of greatest obscuration of the sun at 
Paris. Also in Denmark, Mr. H. Schledermann stated in a letter to 
the Electrician, that observations made between the Royal Dockyard 
station in Copenhagen and the Blaavands Huk Lighthouse on the 
North Sea, at 300 km. distance, showed that during totality the 
signal strength was increased. 

Also in England, Dr. Eccles noted an increase in the strength of 
atmospheric strays and signals from Clifden, observed in London 
during greatest obscuration. These obeervations show that even a 
partial diminution of the sun's light is sufficient to increase the 
strength of radiotelegraphic signals, possibly by an action on the 
air between the station and especially on that near the transmitting 
station. j 

Another possible explanation of this daylight diminution has, 
however, occurred to me which I should like to submit to you. 
It is well-known that sound is better heard when the wind is 
blowing from the source to the observer than when it blows in the 
opposite direction. It is also known that there are curious vagaries 
in sound transmission whereby loud sounds are heard sometimes 
better at great thah at short distances. These effects were 
explained by Sir George Stokes as due to the fact that the 
velocity of sound is greater when moving with the wind than 
against the wind. Now, owing to friction and other causes, the 
velocity of the wind is generally greater at a height above the 
earth's surface than at the ground level. Hence,if a sound wave is 
travelling outwards from & centre against the wind, the upper 
parts move more slowly than the lower parts of the wave front, 
and hence the ray direction is tilted up and the sound passes over 
the observer's head. 

The suggestion I venture to make is that when the upper layers 
of the air are ionised, the ions act as condensation nuclei for water 
vapour, and the presence of these numerous water spherules gives 
the upper air a larger dielectric constant. Therefore an electric 
wave moves more slowly in it than in non-ionised air. Hence, if a 
plane wave is moving parallel to the earth's surface and the upper 
layers of air are ionised by light, the greater velocity of the wave 
front at the lower levels causes it to slope backwards and the 
direction of the ray is elevated, so that it may pass above the 
receiving antenna and not affect it. 

This tilting-up of the ray will occur when the ionisation 


of the upper air has taken place over a part of the 
interval between the stations. It will be most pro- 
nounced when the greatest difference exists between the 


dielectric constant at the earth level and that at a level a few miles 
up in the air. At very large distances, say 2, 000 miles, an ex- 
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tremely small difference in the dielectric constant of the air at low 
and at high levels would be sufficient to give the wave front a 
sufficient tilt to make the waves pass far above a receiving antenna 
200 ft. high, and so weaken immensely the received signals because 
the effect is cumulative and noticeable therefore only at very great 
distances. As an experimental contribution to the subject I have 
made some préliminary observations on the dielectric constant of 
air, filled more or less with damp steam or warm mist. A tubular 
condenser was constructed of such kind that steam from a small 
boiler could be blown between the tubes, and the tubes were so sup- 
ported that the condensation of the steam could cause no loss of 
insulation. The electrical capacity of this condenser was 
determined carefully by the Fleming and Dyke capacity 
bridge, using a telephone as a detector, and alternating currents 
having a frequency of 2,760. Employing all necessary precautions, 
and comparing the dielectric constant taken as unity of air nearly 
saturated with water vapour, with air having water globules or 
damp steam in it, we found that the dielectric constant of air filled 
with water spherules varied from 1'026 to 1'004, according to the 
amount 6f damp steam present in the space. In other words, an 
electric wave would travel more slowly in the steam-impregnated 
air than in the ordinary saturated air in the ratio of 980 to 1,000, 
or 998 to 1,000, or anything between these limits. 

If, then, we consider a plane electromagnetic wave travelling with 
plane vertical and its lower end in ordinary air and its upper end in 
air containing minute water spherules, the upper end would travel 
more slowly than the lower, and the wave front would acquire a 
backward tilt sufficient, in a distance of a few hundred miles, to 
carry the wave right above an ordinary receiving antenna, If the 
ionisation of the upper air by ultra-violet light results in tbe pro- 
duction of condensation nuclei, which condense water vapour round 
them, then it is highly probable that the upper levels of the air 
have a slightly greater dielectric constant than the lower, and a 
difference of even a very small fraction of 1 per cent. will be 
cumulative in its action on the wave in giving the wave front a 
backward tilt in travelling over long distances. 

Mr. Marconi states that over the Atlantic he has found the 
maximum daylight effect to occur when the shadow boundary was 
about halfway across the Atlantic, the sending station being in 
daylight and the receiving station in darkness, I think the well- 
known “sunrise nick" in the signal intensity curve is due to the 
fact that the effect is at a maximum when the greatest difference 
exists between the state of the upper air as regards ionisation and 
that near the earth. Later in the day convection currents arise to 
churn up the air and bring it more into a homogeneous condition, 
which, whatever may be the state of ionisation, is unproductive of 
any tilt in the wave front. 

It has been frequently suggested that an explanation of long- 
distance radiotelegraphy may be found in the reflection of the 
electromagnetic waves at the under surface of a Jayer of ionised 
air in the upper atmosphere. No proof, however, has been given 
that this hypothetical layer of ionised air has a sufficiently defined 
surface to cause wave reflection. Hence, it is improbable that 
anything like copious reflection of long electromagnetic waves 
could take place at the under surface of a layer of ionised air. This 
point, however, is one open for discussion. It is true that refraction 
may produce a change of ray direction which simulates reflection as 
in the case of the phenomenon of the mirage. In this case the 
intense heat of the earth expands the layer of air next to it, and 
lowers ite refractive index. Hence, the lower end of a plane wave 
of obliquely incident light, travels faster than the upper end, and 
may do so to an extent sufficient to swing the ray right round, as if 
it were reflected from the layer of heated air. For a similar effect 
to occur with radiotelegraphic waves, it would be necessary for the 
upper end of the wave front to travel much faster than the lower 
end. In other words, the upper end must be in a region of less 
dielectric constant than the lower end. 

Since the above remarks were put in type, a valuable paper has been 
published by Dr. Eccles (see Proceedings Roy. Soc., Vol. LXXXVII a, 
page 79, 1912, on “The Diurnal Variations of Electric Waves 
occurring in Nature, and on the Propagation of Electric Waves 
round the Bend of the Earth ") in which a theory is developed of 
electric wave propagation in ionised air. He gives & mathematical 
proof that under certain assumptions as to the mass of these ions 
the wave velocity would be increased as compared with that in 
unionised air, and hence that a plane vertical wave front travelling 
with lower end near the earth and upper end in air more or less 
ionised by sunlight, would be caused to lean forward by the 
increased velocity of its upper end. Hence he proves that, 


according to wave length and circumstances, the wave may be 


better able to follow round the earth's curvature, or may be 
prevented from doing it. 

On this basis he has developed a theory of long-distance radio- 
telegraphy and of the inhibition of daylight upon it. The chief 
criticism to which I think his theory is open is that he assumes 
that the dielectric constant of the air is unaffected by the ionisation 
or condensation of water vapour on these ions, This is not 
absolutely certain. We know that in the case of solutions in & 
state of ionisation, such as dilute solutions of metallic hydrates in 
water, the dielectric constant of the solvent is considerably in- 
creased. As a rule, anything which increases conductivity in a 
dielectric increases also the dielectric coefficient. Hence ionisation 
may do so in the case of air. If the dielectric constant (K) is 
increased by ionisation, then in the expression given by Dr. Eccles 
for the wave velocity that velocity may be more reduced by this 
increase in K than it is increased by the presence of the ions. 

It would seem, therefore, most necessary to settle by experiment 
whether the wave velocity is increased or diminished by the 
presence of the ions due to ultra-violet light before we can base a 
theory upon the constancy of the dielectric coefficient, 


There is no doubt, however, that the earth’s atmosphere contains 
something which acts at times towards radiotelegraphic waves like 
a fog or mist towards light waves. 

There are also occasions of unusual transparency when waves 
300 or 600 metres in length seem to travel round the world in an 
extraordinary manner, Ships provided with the ordinary ship 
transmitters and receivers occasionally pick up signals sent 1,000 
miles away. This is not due to special operative skill but toa 
temporary transparency of the atmosphere to radiotelegraphic 
waves, 

The next question to which I should like to direct attention is 
to the present state of the theory of directive antennæ. I need not 
go very fully into the early history. Mr. Marooni pointed out in 
1906 the special qualities of an antenna, consisting of along wire 
arranged so that part is vertical, but the greater part horizontal, 
and that radiation takes place most energetically in the opposite 
direction to that in which the free end of the horizontal wire points. 
Also by the law of exchanges a bent antenna which radiates 
unequally absorbs unequally in different azimuths. The question 
is as to the explanation of the action of this bent antenna. 

In 1906, starting from a suggestion by Sir Joseph Larmor, I 
gave a theory based on the view that the bent antenna is 
equivalent to a combination of an open and closed circuit and 


assumed the earth to be a perfect conductor. The objection has. 


been raised to this theory that it implies that the directivity 
should fall off with distance. 

Experiments have not yet been made as far as I am aware on a 
sufficiently large scale and at sufficiently great distances to settle 
this point, and the experimental problem is undoubtedly compli- 
cated by the effect of the nature of the soil surface over which 
the waves travel in different dielectrics or regions. Nevertheless, 
Mr. Marconi's experiments show that the directivity, persiste for 
several hundred miles. Recently the problem has been discussed 
by H. von Hoerschelmann. According to his theory, the effect 
of & bent antenna is entirely due to vertical electric currente which 
are produced in the earth just under the horizontal part of the bent 
antenna. Hence the directivity depends on the conductivity of 


thet region of the earth. He points out that as a consequence of 


his theory a bent antenna situated over a sea surface should not 
have the same degree of directivity as one situated over a poor 
conducting soil. These conclusions could easily be checked experi- 
mentally. 

The general result of all the theoretical investigations of 
Zenneck, Sommerfeld and Hoerschelmann is to show that the 
function of the earth in radiotelegraphy is by no means confined 
merely to guiding a space wave, but that it fulfils a most important 


. function in assisting to create surface waves and in permitting 


earth currents which have directive effect. Recent experimenta 
with antenne laid on the ground or under the ground by Dr. 
Kiebitz have turned attention afresh to the matter, although many 
of Kiebitz's results seem only a repetition of those obtained by 
Marconi in 1906 with antenne laid on the ground or a little 
above it. 

Kiebitz used as receiving antenna wires carried on insulators 
placed in ditches about 1 metre deep. The ends of the wires were 
earthed through condensers, The receiving appliance was at the 
centre. By such antennę properly oriented he found he could 
receive signals from all the principal radiotelegraphic stations in 
England, France, and America. 

There is no need to assume that these received waves are 
propagated through the deep strata of the earth. The effects 
are exactly what might be expected from waves travelling over 
the surface. 

The chief interest of Kiebetz's experiments lies in the 
confirmatory proof they give that an elevated antenna is not 
necessary for reception, On the other hand, for long-distance 
transmission an elevated aerial wire or one raised above the earth is 
requisite, 

The chief problem yet to be faced in connection with sending 
antenna: is to find a form of antenna which will radiate a large 
power, say, 100 to 500 Kw., at a relatively low frequency or long 
wave length consistently with high antenna efficiency. 

There is room for an immense amount of research yet on im- 
proved forms of antenna. When we consider that the function of 
a sending antenna is something like that of a gas mantle or gas-fire 
radiator, viz., to transform into radiation of desired wavelength as 
large a fraction as possible of the supplied energy, and remember what 
has been done in the corresponding luminous problem, it is easy to 
see that countless questions of great practical value in connection 
with antennæ for radiotelegraphy remain unsolved. 

The ingenious methods of directive telegraphy due to Bellini and 
Tosi deserve mention, and suggest that, in the case of wireless plant 
erected on ships, means for instantly locating the direction of the 
arriving waves is a matter of the greatest importance. Although 
the practical problem is to some extent solved, there is abundant 
room for further invention in connection with it. 

We can hardly leave this discussion without some mention of the 
state and prospects of wireless telephony. 

The essential condition of success in transmitting speech is the 
possession of means for creating undamped oscillations or alternating 
currents with a frequency not less than 20,000. When the Poulsen 
arc generator was first introduced it was hailed as a solution of the 
problem, but practical experience has shown that it has not the sim- 
pilcity and ease of manipulation required for commercial work. The 
modification recently introduced by Mr. E. L. Chaffee consisting of 
a copper-aluminium arc in damp hydrogen, the arc being formed 
between two closely adjacent plane surfaces, appeara to be an 
improvement. The practical solution seems, however, to be in the 
perfecting of some simple easily-managed form of high-frequency 
alternator. The ingenious inventions of Goldschmidt jin utilising 
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the properties of the polyphase motor to increase frequency have 
been developed by the Lorentz Company of Berlin, and seem likely 
to reault in the production of a practical form of extra-high- 
frequency alternator. 

In addition to the generator, inventors have wrestled with the 
difficulties of making a microphone transmitter which shall 
be able to carry a large current without heating. To conduct 
wireless telephony over any distance we have to modulate in 
accordance with the wave form of the speaking voice a very large 
antenna current. The problem has to some extent received 
solution in the liquid microphone of Majorana, the relay micro- 
phone of Dubilier, and a recently invented heavy current micro- 
phone of Rühmer. Wireless telephony is therefore even now a 
practical matter for a few hundred miles of distance. It is quite 
within poseibility that it may yet be conducted across the Atlantic. 

As regards other inventions, we are still in want of more simple 
means for recording telegraphic messages. Since the coherer 
fell out of use the reception has been mostly conducted by ear. 
Somewhat elaborate photographic methods, suitable for large land 
stations which employ the Einthoven string galvanometer. have 
been introduced, but what is still required is a means of calling up 
the operator and of recording the message on board ship, which is 
at least as sensitive as the telephone plus the human ear, for 
ordinary shipboard communication. 

The receiver current is, however, very small and the available 
power is at most a few microwatts in the form of a current of a 
few microsmperes. 

There are, therefore, innumerable practical and scientific problems 
in oonnection with radiotelegraphy which await solution. These 
require mathematical, physical, and radiotelegraphic knowledge of 
a high order to overcome them. 


CAPTAIN Н. RIALL SANKEY said his first duty was to apologise 
for the absence of Mr. Marconi, who fully intended to be there that 
day, but at the last moment was called to the Continent. 

The questions up to No. 17 were more or less mathematical and 
theoretical, and he could not say much about them. He would 
point out, however, that theories must be based on experiments, 
and that no doubt was what Dr. Fleming had in his mind when he 
suggested a committee. The Marconi company at the present 
moment were carrying out a great number of experiments on long- 
distance transmission in all sorts of conditione, in different parts of the 
world and in different directions. There was a great difference 
between the ease of transmission north and south or south and 
north, and east and west or west and east. No doubt the daylight 
had something to do with it. Many of these questions were etill 


obecure, but they hoped by those experimenta to be shortly 


furnished with data which might furnish the answers to some of 
them. Isolated results were really of little use. It was the 
combination of experiments which would yield the results 
wanted. As regards the tuning of wave lengths, which was one of 
the methods of removing interference, this was by no 
means the only way. There was tuning by means of a musical 
note. The spark gap was so arranged as to give a certain 
number of signals per second ; 500 was the middle A on the piano, 
and it gave that particular note in the telephone. The pitch had 
been worked up to 1,000, but it appeared that although that note 
penetrated better than the lower notes, it produced a disagreeable 
sensation in the ear of the observer. Quite recently a new arrange- 
ment had been adopted of erecting the aerials. One was placed at 
right angles to the other, and in this way interference was reduced. 
They could also get duplex transmission. There was also another 
method, Suppose three signals were being received; they wanted 
to hear one of them and do away with the other two. There was 
an arrangement by which the two signals they did not want to hear 
could be opposed andthusannulled. The one they did want to hear 
was reduced in strength, but it could still be heard. As regarded 
question No. 19, as to the probability of replacing the telephone, 
within the last few months a photographic arrangement had been 
evolved which could work up to 50 wordsa minute. But within the 

few days a new arrangement (of which he was not at liberty 
to give details) had been devised which they believed would do away 
with the photographic arrangement. There was one great objection 
to these recording systems, They simply recorded everything, both 


the signals they wanted to hear and the signals they did not want . 


to hear; whereas tbe human ear could distinguish the signals they 
wanted to hear, and leave out those they did not want, very much 
in the same way as a bandmaster could distinguish one instrumeut 
when the others were also playing. This new arrangement would 
record everything, and yet have the advantage of the telephone 
arrangement and pick out the signals required. With regard to 
question No. 20, as to a suitable call signal, an arrangement was 
now being worked out, and was satisfactory, but had not yet been 
applied at sea. It was being experimented upon at the works. 
With regard to No. 21, if the Bellini-Tosi system could be read within 
one or two degrees of accuracy, this was quite as good as could be got 
from the compass, so that from a practical point of view the last 
word had been said. As regards the wireless telephone, they had suc- 
ceeded up to a distance of 300 kilometres, and they did not think 
they had by any means reached the limit. At the same time, they 
thought it would be a long time before it came into use. The 
Committee which it was desired to appoint undoubtedly could do 
excellent work in many directions; but it must be borne in mind 
that there was a great difference between receiving wireless signals 
and transmitting them. The apparatus for transmitting was 


simple and could be easily arranged by anyone, whereas the receiv- - 


ing apparatus required considerable knowledge and skill. From a 
practical point of view, wireless telegraphy up to ranges of 1,000 


kilometres was quite easy, and the apparatus for the purpose wa 
standardised. The real difficulties began with distances up to 2,000 
kilometres. That was for commercial work—working day and 
night and without undue repetition. During the day the signals 
dropped right off, and no doubt this was the reason why great 
difficulties occurred at 2,000 kilometres. Hence, unless this Com- 
mittee could command the use of apparatus for long-distance trans- 
mission and had practically unlimited capital, they could not hope 
to obtain data to answer all the questions put by Dr. Fleming. 
They would require the whole world as a laboratory and must 
work with all sorts of waves, and then find themselves in conflict 
with the commercial companies and all the different wireless 
stations over the world. At the present time, data of the kind 
required were being collected as far as practicable nnd would be 
published. 
( To be continued.) 


The Production of Electrical Oscillations by Spark-Gaps 
Immersed in Running Liquids. 


By W. H. ECCLES, D. Sc., and A. J. MAKOWER, M. A. 
(Section G. Abstract.) 


THE commonest method of generating electrical oscillations for the 
purposes of wireless telegraphy is by the discharge of a condenser 
through an inductance coil and air-gap in series. When a large 
amount of energy has to be handled, there is a tendency for a 
permanent arc to form between the electrodes, and this reduces the 
efficiency of the apparatus. In the present paper is described a 
series of experiments designed to determine whether the efficiency 
can be increased by making the spark occur in a flowing liquid. 
The liquids employed in the experiments were water and trans- 
former oil. Although the results show that the efficiency attained 
is only of the same order as that which can be attained by the air- 
spark, the details of the experiments are of interest, and suggest 
methods that would be useful in certain contingencies. 

The simplest form of discharger worked with consisted of an 
ebonite tube, through the sides of which the electrodes protruded 
to form a small spark-gap in the middle of the bore. When water 
was passed down the tube, very steady oecillatory currents could be 
‘obtained with voltages of about 1,000 volts across the gap. When 
oil was used the voltages had to be of the same order as those em- 
ployed with air-gaps, in order to obtain the best results, and, at the 
same time, the gaps had to be smaller than air-gaps. Other forms 
of discharger were made which provided for the spark to take place 
under great hydrostatic pressures, but these showed no consistent 
electrical advantage over the dischargers operated with liquids at 
atmospheric pressure. In the paper damping curves are given for 
various degrees of coupling between the primary and secondary 
oscillatory circuits. These show that the water spark follows 
nearly the same laws as an air-spark, and that the spark in oil 
exhibits the phenomenon known as impact excitation. Dischargers 
of the type described possess the advantage over the open air-spark 
that their discharge can be made practically noiseless, 


The Impedance of Telephone Receivers as affected by the 
Motiom of their Diaphragms. 


By A. E. KENNELLY and G. W. PIERCE, 
(Section . Abstract.) > 


THE authors describe the results of a series of measurements of 
resistance, inductance, reactance and impedance, made by them on 
several telephone receivers of well-known types. The measure- 
ments were made over a wide range of alternating-current fre- 
quencies (430 to 2,400 cycles per second). The frequency was 
varied adjustably over this range, as the independent variable, and 
the measurements obtained were found to vary in dependance on 
the frequency. 

The measuring apparatus consisted of a Rayleigh modification of 
the Wheatstone bridge. The ratio arms were small non-inductive 
resistances and were equal. The telephone under test formed a 
third arm. An adjustable non-inductive resistance in series with 
an adjustable inductance formed the fourth arm. A pair of head 
telephones, in the balance wire of the bridge, enabled balance to be 
adjusted. The source of alternating currents supplied to the bridge 
was a Vreeland oscillator, which maintained constant voltage at 
the terminals of the bridge, and, therefore, at the terminals of the 
telephone under test, at each frequency—the different frequencies 
being obtained by variation of the electrical constants of the 
primary oscillating circuit of the Vreeland apparatus. The 
E.M.F. impressed on the bridge in this way was very nearly 
sinusoidal, and, at the telephone terminals, varied, in different serics 
of tests, from 0'3 to 1˙0 volt. 

It was found that the resistance, inductance and impedance 
of a telephone receiver, measured in the above manner, differed 
when the receiver diaphragm was free to vibrate, from the values 
obtained when the diaphragm was damped, or arrested, say, by press- 
ing the finger on the centre. The values with the diaphragm free, 
differed very markedly from the values with the diaphragm damped, 
when the frequency impressed on the bridge was at or near the 
natural fundamental frequency of the diaphragm. In other words, 
when the impressed frequency was much above or below the 
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natural vibration frequency of the diaphragm, the difference between 
the "free" and “damped” resistance, inductance or impedance of 
the receiver was relatively small: but when the impressed frequency 
was brought into consonance with the natural vibration frequency 
of the diaphragm, the latter was thrown into powerful vibration, 
emitting a loud sound, and the E. M. F., induced by the vibrating 
diaphragm in the coils of the receiver, caused the free resistance, 
inductance and impedance to differ markedly from the corresponding 
damped values, The damped values were thus the true values with 
the diaphragm inert, and the free values were the values as 
apparently altered by the E.M.r. induced in the receiver, regarded 
as an alternating-current motor of the reciprocating type. 

Considering first the damped values, it was found, as was already 
well known, that the resistance of any receiver increased with the 
frequency, while the inductance diminished. The results obtained 
on the instruments measured showed, what was apparently new, 
that the product of the resistance and the inductance remained 
substantially constant over a wide range of impressed frequency, 
or that the resistance was inversely proportional to the inductance. 
Moreover, it was found that the resistance was very closely a 
quadratic function of the frequency, containing, therefore, a con- 
stant term—the resistance to continuous currents—plus a term pro- 
portional to the frequency, plus a term proportional to the equare 
of the frequency. 


Considering the free values, it was found that whereas the . 


damped impedance of a receiver was a vector magnitude, which, 
when plotted to resistance abscissee and reactance ordinates, moved 
over a nearly straight line as the frequency was increased, the 
free impedance, on the contrary, moved around a loop, so that, at 
the neck of the loop, one and the same free impedance corresponded 
to two widely different impressed frequencies. In other words, 
whereas the damped impedance of a receiver is a steadily advancing 
single-valued vector, the free impedance is a vector that runs 
around a loop at a certain place in its general line of advance, во as 
to present one double value of frequency for a single value of 
impedance. This loop of free impedance embraces the range of 
frequency at and near the natural vibrational frequency of the 
diaphragm. 

If the damped impedance is subtracted from the free impedance, 
throughout a series of such measurements at increasing frequencies, 
the differences are vector quantities, which may be called motional 
impedances,” since they are the changes of vector impedance effected 
by the motion of the diaphragm, for the particular frequency and 
terminal voltage considered. It was found that the motional 
impedances of any receiver, when plotted vectorially for a 
succession of frequencies, formed a circular graph through the 
origin. That is to say at a very.low, or very high, frequency, the 
motional impedance is substantially nil; but as the frequency 
advances from the low to the high value, through the natural 
frequency of the diaphragm, the vector motional impedance traces 


out a circle in the negative direction, such as that shown in the 


accompanying figure, which gives the motional impedance for a 
certain experimental monopolar telephone receiver. Here, — R R 
is the axis of motional resistance,” or difference between free and 
damped resistance, — x x is the axis of " motional reactance” or 
difference between free and damped reactance. The small circles 
in the diagram are points of observation, and the numbers attached 
to them are the corresponding “angular velocities,’ sometimes 
called “pulsations,” which are 27 times the corresponding 
frequencies, The circle is seen to pass very fairly through the 
observed points. The radial strokes and attached numbers, lying 
along the inner rim of the circle, are computed values, arranged 
for reference, 

The first approximation theory of the phenomenon has been duly 
worked out by the writers. It shows that such acircular graph of 
motional impedance is to be expected with change of impressed 
frequency at constant impressed voltage. It shows, moreover, that 
the frequency at the free end of the principal diameter of the circle 
is the frequency of resonance, or the natural fundamental 
frequency of the diaphragm. In the case represented by the 
figure, this resonant frequency was 6,449/2 т = 1,026'4 cyoles per 
second, at which the motional resistance was + 172 ohms, the 


motional reactance — 67 ohms, and the motional impedance 
180 \21'5°, or 180 ohms dipping 21°5°. This frequency of 
1,026°4 cycles per second is, therefore, the natural frequency of 
the diaphragm. The angle of dip, 214°, is computed to be twice the 
angle of lag of the. magnetic flux behind the alternating current 
in the coils, 

It is shown in the paper that the “damping coefficient’ of the 
receiver diaphragm can also be obtained from an inepection of the 
circular graph. In thecase presented by the figure, the logarithmic 
decrement of the damping is found to be approximately 20; so 
that the diaphragm, if set in independent vibration, would allow its 
amplitude of vibration to fall to 1/e, or to 36'8 per cent., in th of 
1 second. The circular graph of motional impedance is thus 
shown to be an index of important mechanical and electrical 
constants for any receiver. The diameter of the circular graph 
does not vary rapidly with the value of the impressed terminal 
voltage, as far as the measurements have shown; but it varies 
greatly for different receivers. It was greatest in the measure- 
ments reported for the case presented in the figure. In very weak 
receivers, the motional impedance becomes во small as to be barely 
perceptible. 


CORRESPONDENCE. 


Letters received by «s after b P.M. ON TUESDAY cannot appear until 
the following week. d should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


Fault Finding. 


I note in the current issue of the ELECTRICAL REVIEW an 
article on fault finding, in which mention is made of the 
use of one trolley wire as a temporary conductor to complete 
the “ bridge." 

I have devised a method similar to the above, in which all 
calculations are eliminated. In the case of an earth on a 
traction feeder, use is made of the trolley wire nearest the 
footpath, all cars using the other wire during operations. 


LIVE TROLLEY WIRE 
в = 20-30 OHMS 


ОЕЛО TROLLEY WIRE 
MOVING COIL 
GALVANOMETER 


TELEPHONE WIRE 


FAULTY CABLE 
EARTH ON CABLE 


The trolley wire, feeder, and a telephone wire are connected 
as per sketch above, and the moving coil portion of a D.c. 
ammeter, or voltmeter, is connected across the ends of the 
system, as shown. 

The resistance R is carried on top of the tower wagon, and 
the ends are placed in contact with the live and dead trolley 
wires; the resulting current of, say, 20 amperes, divides, 
part flowing each way to reach the earth. The point of no 
deflection of the galvanometer is directly over the fault, as will 
be seen by comparing the connections with those of a slide 
wire bridge with the trolley wire as the slide wire. 

If the fault is near the ends the mean of two positions is 
required, one with the galvanometer across the trolley wire, 
and the other with the galvanometer across the faulty cable 
ends. | 

In the case of а fault on a lighting main a length of 
ordinary bell wire is run exactly over the main, and a second 
length as a galvanometer connection in place of the trolley 
wire and telephone wire respectively. Current is led from 
a live main through a resistance to various points along the 
bell wire, and the point of no deflection is directly over the 
fault. I have found both methods very accurate in actual 
practice. 


| W. Redmayne. 
Rotherham, Seplember 2nd, 1912. 


A Curious Coincidence. 


A little comment on the accompanying sketches will, I 
think, lead to a satisfactory explanation of the phenomenon 
under mention. The overhead line, of which a portion in 
proximity to the lightning arrester is shown, is assumed to be 
situated somewhere on the supply system, and is, say, rather 
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rid fused, ог is protected by a circuit-breaker set fairly 
A lightning flash discharges itself by ‘way of this over- 
head line, and in traversing the comparatively small arrester 
air-gap to earth, establishes an arc which is maintained by 
the supply after the discharge has spent itself, and develops 
possibly into a heavy earth " ; assume it does. 

A, B and C are consumers who have leaks on the neutrals 
of their installations, which, under ordinary circumstances, 
may pass unnoticed; apply this to the cases in question, 
since no leaks appear to have been recorded prior to the 
disturbance. 

The heavy earth-current has, therefore, four passages 
available to, or from, the station, shown, for the sake of 
illustration, by straight dotted lines; or, looking at the 
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matter from а somewhat different standpoint, the fact of 
a live pole being brought temporarily to near earth-potential, 
resulta in the mid-wire now, in all probability, automatically 
connected to earth through a resistance, becoming alive, or 
otherwise, shuts down a portion of the supply. 

Consequently, any fuses between the neutral-poles and the 
earth-faults in these installations blow, with the result that 
the lamps connected thereto may, for the time being, get 
almost double pressure, burst, and blow the live fuses 
(depending, of course, on which side of the system they 
are connected) and the neutral faults be simultaneously 
burned out. 

АП this may, and in all probability would, occur 
independently of the mid-wire earth-panel arrangement at the 
station, but perhaps to a greater or lesser degree, according 
to the efficacy and soundness of the system in vogue. 

The foregoing also explains the latter portion of ** Junior 
Assistant's" query in reference to the breaking of lamps 
coincident with a lightning flash. 

Any further debate on the question will lead up to a lengthy 
leak versus fuse argument, applicable to certain instances of 
three-wire distribution, incidentally of interest to the writer. 

One thing more may be noted : in the event of any neutral 
fuses having blown without removing the faults, the lamps 
will, provided they and the live fuses are sound, continue to 
light to earth after the disturbance has spent itself, and a 
leak will be apparent at the station. 

Mains Superintendent. 

Aberdare. 


Central Station Appointments. 
The following appears in a certain local newspaper :— 


The Electricity Committee of the Bridlington Corporation have 

recommended that a "station" engineer be advertised for at a 

of £160 per annum, and for a charge engineer at a salary 

of £80, rising to £100 per annum. It was explained that it was 
only intended to make one appointment. 

No donbt those who have applied for either or both of 
these positions will be anxiously awaiting reply, but when 
one considers that the two invitations might draw 500 appli- 
cations, it will be consoling to all to know that his (supposed) 
chance will work out at 1 : 500. | 

The idea seems to be to (1) advertise the undertaking ; 
(2) secure applications from all classes now in receipt of any 
salary below, say, £150 ; then (8) probably make the one 
appointment at the magnificent salary of £80 per annum. 

The fortunate one will be first assistant, He will have 
charge of the whole show, repairs, &c., and will have no 
charge engineer other than himself. Years ago an engine 
driver received £91 per annum. 


In case this appears before the appointment is settled, 
my advice to those concerned is beware; understand the 
duties before accepting the appointment offered. 

Knobstick. 


Impregnation of Wooden Poles. 


It is somewhat unfortunate that Mr. Manktelow has made 
no mention of the Powell process in whicli saccharine matter 
is absorbed, or digested, into the wood without the use of 
pressure or vacuum. Sugar being crystalised, sap is an 
amorphous form of wood, and therefore a much more suit- 
able material than creosote and other mineral matters. 

This process has been a great success in Australia, and 
with its aid the white ant difficulty is practically overcome. 
The mention of the electric seasoning experiment in Mel- 
bourne is interesting, but to refer to that and not mention 
the large works at Sydney and West Australia where the 
Powellising process has been carried on for the last six years 
is а grave omission. 

E. Kilburn Scott. 

Bromley, Kent, September 6th, 1912. 


Pd 


Earthing in Collieries. 


I note the reference in your issue of August 30th, to the 
action brought by Mr. Atkinson, representing the Home 
Office, against Mr. Imrie, the manager of the Consett 
Iron Co., and I venture to think that if you had had all the 
facts before you, your criticisms would probably have been 
less severe. 

There is no doubt that the members of the Advisory 
Committee, and also the majority, at any rate, of the coal 
owners in the United Kingdom, believe that the Exemption 
Clause, which was obtained after considerable discussion, 
is à clear exemption in connection with installations erected 
prior to June 1st, 1911, assuming that such installations 
complied with the requirements of the old Rules. 

A great deal of doubt still exists in the minds of not only 
electrical men, but also mining engineers, as to the advan- 
tages of armoured cables, and also earthing as called for 
by the new Rules, and I notein your last issue a letter from 
Mr. Sydney F. Walker on this subject ; I am not at all sure 
myself that the method of earthing prescribed or recom- 
mended by the Home Office is one which can be adopted in 
all cases, as those acquainted with the installation of elec- 
tricity in mines are well aware that there are insulating 
strata, and the existence of such would render earthing to 
one point on the surface of no avail. ` 

There is no doubt that for mechanical protection the 
armouring of cables is of considerable value, but one has 
to consider the risk of corrosion, and if the armouring is 
used for earthing purposes, the whole earthing system 


. becomes one requiring the greatest skill and attention in 


erection, and also requires constant attention if it is to be 
relied upon as a safeguard ; at the same time, I believe that 
such a system properly looked after combines mechanical 
protection and efficient electrical safeguard. 

In your article one would gather that the Consett Iron Co. 
were neglectful of the lives or safety of their workpeople, 
and that this accident occurred because they, as a company, 
wished to shelter themselves under the Exemption Clause 
and avoid the expense of meeting the requirements of the 
new Rules. Such, however, is far from being the truth, as 
the Consett Iron Co. had in this particular installation 
adopted armoured cables throughout, and in five of the 
conveyors out of seven they had already introduced earthing 
arrangements constructed and adapted to the requirements 
of the new Rules, and the other two conveyors would have 
been altered except for the coal strike, which prevented them 
completing the work, and I feel sure that your well-known 
desire for fairness wil prompt you to give prominence to 
this statement. | 

Speaking ав the representative of the coal trade, not опу 
in the position which I held as electrical expert to the 
Mining Association of Great Britain, but also as a member 
of the Advisory Committee for Northumberland on both 
inquiries, I can honestly state that there is no body of men 
more anxious for the safety of their workpeople than 
the colliery owners, managers and officials, but one must bear 
in mind that whilst any reasonable expense is not objected 
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to, there is a limit; it might interest you to know that in the 
recent inquiry I took out the cost of bringing 11 installations 
in the Midlands, all of which had been erected in accordance 
with the old Rules, up to the requirements of the new Rules, 
and I found that the expenditure was £15,000, and in not 
one of these collieries had there been an electrical accident, 
fatal or otherwise, during the whole period the installations 
had been running. 

As you state, this case is sub judice, во that bevond a 
mere statement of what I know to be the facts of the case, 
we cannot enter into its merits, and I thank you very much 
for the opportunity of replying to your leading article on 
this subject. 

W. C. Mountain. 


Newcastle-on-T yne, September 9/h, 1912. 


[We are pleased to publish this letter, which throws a 
good deal of light on the subject. The deduction is obvious 
that, although the Consett Iron Co. asserted its claim to 
exemption from the requirements of the new Rules, it was 
taking active steps to comply with them. We have pleasure 
in recording the fact, which was not brought out in the 
report received by us—otherwise our criticism, as Mr. 
Mountain suggests, would certainly have been milder. We 
trust that the company’s praiseworthy example is being 
followed by other colliery proprietors, without regard to 
the question of exemption.—Ebps. E. R.] 


MUNICIPAL (7) TRADING.—We regret to say that the 
writer of the letter published under this heading in our last 
issue proves, on inquiry, to have given a false name and 
address. Mr. J. E. Schofield, commercial assistant to the 
Bradford Corporation, of course, was not the writer: on the 
contrary, lie appears to have been the person aimed at, and 
we are sorry that by this despicable trick he has been 
subjected to a cowardly attack.— Eps. E.R. 


ELECTRICAL EXHIBITION AT NEWCASTLE- 
ON-TYNE. 


- 


THE second North-Eastern Counties Electrical Exhibition 
was opened in the Exhibition Hall, St. Mary's Place, New- 
castle-on-Tyne, on Saturday, the 7th iust., and will be con- 
tinued until the 28th inst. 

The present Exhibition differs from the first in one broad 
principle : the first was primarily to illustrate the advances 
in the application of electricity as & mode of power in connec- 
tion with manufactories, works, railways, collieries, &c., 
while the chief aim (although by no means the sole object) 
of the present exhibition is to bring home to the general 
public the enormous development in the application of elec- 
tricity for domestic purposes, and to demonstrate the great 
variety of uses to which it can be put. The value of the 
invention of the metal-filament lamp and the redaction that 
it has effected in the cost of lighting: and the comparative 
perfection of the methods of heating and cooking are shown 
in a hundred different forms, at once attractive and useful. 

The advisory board of the Exhibition is constituted of 
the following: Messrs. A. S. Blackman (borough electrical 
engineer, Sunderland); С. S. Vesey Brown (chairman, 
Newcastle Section, Institution of Electrical Engineers) ; 
L. E. Buckell (Newcastle Electric Supply Co., Ltd.): 
Н. W. Clothier (hon. sec., Newcastle Section, I. E. E.); 
W. Cross (vice-chairman, Newcastle Section, I. E. E): 
Harry S. Ellis (borough electrical engineer, South 
Shields); C. W. Fairweather: W. Fletcher (secretary, 
Newcastle branch, Electrical Contractors! Association In- 
corporated) ; T. J. Grainger; A. B. Gridley (Cleveland and 


Durham Electric Power, Ltd.): W. D. Hunter (Newcastle | 


and District Electric Lighting Co., Ltd.) ; Ernest Hatton 
(general manager, Newcastle Corporation Tramways) ; 
Chas. H. Merz; J. W. Morley (Electric and Ordnance 
Accessories, Ltd.); W. С. Mountain; J. Pigg (electrical 
superintendent, North-Eastern Railway): J. M. Robb 
(superintendent, Electric Telegraphs, G.P.O., Newcastle) ; 
Allan Robson (Simplex Conduits, Ltd.); Robert Robson 


(Chairman, Newcastle brauch, Electrical Contractors’ 
Association Incorporated): Herbert Shaw (secretary, New- 
castle Chamber of Commerce); R. P. Sloan (Newcastle 
Electric Supply Co.): II. M. Taylor (borough electrical 
engineer, Middlesbrough) : Prof. W. M. Thornton (Arm- 
strong College), and C. Turnbull (borough electrical 
engineer, Tynemouth). 

Under the wis of this board a highly interesting ex- 
hibition has been arranged, each item of which helps to 
ensure that all the different uses to which electricity can be 
put in lightening domestic labour, in reducing expense, and 
promoting health in home life shall be demonstrated under 
actual working conditions. The utilisation of electricity 
as a mode of illumination is now well established ; but in 
the matter of cooking the same cannot be said, at all 
events, to the same extent. "The position in regard to 
cooking has been materially altered as a result of the cheap 


production of energy and the immensely enhanced efficiency 


of the cooking apparatus. "This is shown by demonstrations 
of cooking twice or thrice daily. In this connection, also, 
are shown the most modern forms of ovens, grills, saucepans, 
frying pans, kettles, &c. But the domestic section extends 
beyond this, and includes potato-peeling machines, washing 
machines, mangles, irons, sewing machines, &c. To heating 
by means of the electric current. much attention has been 
given to make the exhibits thoroughly representative and 
convincing, and the luminous lamp radiator and the semi- 
luminous quartz type radiators and convectors are shown in 
actual use. Lighting, most naturally and properly, has 
devoted to it much space, and all forms of lamp are shown, 
as well as indirect lighting. 

In addition to the domestic side of the Exhibition, there 
are many stands of a different, but not less attractive, 
character. Amongst these are the Ozonair apparatus, 
switchboards, cables, brazing hearths, water heaters, storage 
batteries, electrical testing and measuring instruments, 
signs and radiators, suction cleaners, portable batteries, 
carbon dynamo and motor brushes, electric impulse clocks, 
&c. A system of electrical cab signalling for railways, as 
devised by Mr. Raven, of the North-Eastern Railway, is 
shown by a working model, and another very attractive display 
is that by the Marconi Wireless Telegraph Co., Ltd. The 
latter exhibit consists of two Marconi wireless telegraph ship 
plants, one of the standard }-kw. pattern, suitable for cargo 
steamers or liners, where long ranges are not 80 necessary as 
on the large liners; the other of the induction-coil pattern, 
suitable for lizhtships or fishing smacks, where even a shorter 
range is required. The cargo ship set is divided into two 
parts; the transmitting plant is mounted in a silence 
cabinet, and the receiving and operating apparatus is 
mounted on an operating table. The 4-Kw. cargo set is a 
small power installation designed to produce transmitting 
waves of 250 and 600 metres, or any intermediate wave 
length with a simple change over from one to any other. 
The working range depends on the height, length and shape 
of the aerial. The receiving apparatus provides for tuned 
reception of all waves between 250 and 1,600 metres. The 
working receiving range is also dependent on the aerial. 
This exhibit is intended to bring home to the carge ship- 
owner the ease and economy with which the invaluable wire- 
less system can be adapted to his purposes, and the appeal in 
a district like Tyneside, where so many vessels are built and 
owned, should not prove unavailing. 

The formal opening took place in the presence of a large 
company, over which Mr. J. Pigg. presided. 

The Chairman, in introducing the Deputy Lord Mayor 
(Councillor Herbert Shaw) to open the Exhibition, said they 
hoped that the success of the opening pressaged the success 
of the undertaking in spreading a wider knowledge of the 
adaptation of electricity in the service of the public. 

The Deputy Lord Mayor said it was undoubtedly a very 
important exhibition, and it would stand out in the annals’ 
of electricity, especially from the point of view of domestic 
economy. Whilst it was true there bad been larger elec- 
trical exhibitions in various parts of the country, he believed 
he was correct in saving that that was the largest one 
applied to domestic economy that liad ever been held in the 
United Kingdom. "The Exhibition was intended to promote 
a knowledge of electricity as applied to the home, and if one 
of the results of the venture was to save a great deal of time 
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and worry by the extended use of electrical appliances, then 


it would have done a great deal of good and would have 


earned the gratitude of many householders. 

Votes of thanks to the Deputy Lord Mayor terminated 
the formal proceedings. 

The following is a list of the electrical exhibitors taken in 
the order of the stands; we shall deal with some of the 
exhibits in a later issue :— 

Robert Bowran & Co., Ltd., Newcastle. 
Ozonair apparatus, wires, cables, Kc.) 

Marconi's Wireless Telegraph Co., Ltd., London. (Ship instal- 


lations.) 
Newcastle Electric Supply Co., Ltd. (Cooking demonstration 


(Electric propeller fans, 


(Electric water heater.) 
Electrical laundry in 


C. S. Vesey Brown, Newcastle. 

Provincial Launderies, Newcastle. 
operation.) 

Electrical cab-signalling on railways (patented by Mr. Vincent 
L. ym chief mechanical engineer, North-Eastern Railway 
Co. 

Scholey & Со 
electricity.) 

Simplex Conduite, Ltd., Birmingham. (Appliances for domestic 
purposes—kettles, irons, grills, toasters, &c.) 

Chloride Electrical Storage Co., Manchester. 
for lighting, power and traction.) , 

Johnson & Phillips, Newcastle and Charlton, Kent. (Electric 
ЕВЕ apparatus, radiators and convectors, lam рв.) 

F. T. Hanks, Newcastle. (Electrical testing and measuring 
instrumenta.) 

The Herbert Frood Co., Ltd., 
brakes and clutches.) 

Edward Weatherley, Newcastle. (Reflecta electric signs.) 

Newcastle Retail Exhibitors’ combined stand (including Messrs. 
R. W. Cairns; Falconar, Cross х Co.: Fletcher Bros.; S. Gillitt ; 
Reid, Ferens & Co.; Robson & Coleman; Thos. G. Usher « Co.). 
Electric measuring instruments, medical apparatus, switches, 
electric fans, signs, lamps, cooking apparatus, clocks, хс. 

Veritys, Ltd., Newcastle branch. (Aston cooking and heating 
apparatus, signs and radiators.) 

Carnegie & Co., Ltd., Newcastle. (Designs for decorating bazaars 
and ball-rooms, heated and lighted electrically.) 

British Electrical Manufacturers’ combined stand. (Arranged by 
the Adnil Electric Co., Ltd.; British Westinghouse Electric and 
Manufacturing Co.; British Electric Transformer Co., Ltd.; the 
Dowsing Radiant Heat Co., Ltd.; Electric and Ordnance Accessories 
Co., Ltd.; Efesca Electrical Works; Ferranti, Ltd.; The General 
Electric Co., Ltd.: Siemens Bros. Dynamo Works, Ltd.). Laundry 
appliances, radiators, medical appliances, lamps, heating and 
cooking, hot plates, signs, Kc. : 

Magic Appliances, Ltd., London. (Vacuum cleaner.) 

Pokorni & Co., Newcastle. (Tobacconists shop window as a 
specimen of electric lighting.) 

Edison Storage Traction Co., London. (Electric vehicles.) 

British Vacuum Cleaner Co., Ltd., London. (Cleaners— Booth's 
patents.) 

Newcastle-on-Tyne Electric — Co., Ltd. (Electric nursery, 
drawing room and lounge; cooking devices.) 

The Float Electric Co., Ltd. (Portable batteries and lamps.) 

Le Carbone, London. (Carbon dynamo and motor brushes.) 

G. Edward Carr, Newcastle, (Current transformers, compen- 
eators, armatures.) 

Gent & Co., Ltd., Newcastle. 


4 London. (Domestic and industrial applications of 


(Storage batteries 


Chapel-en-le-Frith. (Ferodo for 


(Electric impulse clocks.) 


THE HARDWARE AND OIL ENGINEERING 
EXHIBITION AT OLYMPIA. | 


Tuis Exhibition, the fret of its kind, was opened on 
September 7th, and remains open until the 17th. The chief 
exhibits were ‘well-drilling plants of various types in the 
form of models showing the machinery for drilling with 
ropes as so usual in America, or with light rods as in the 
Canadian system, as distinguished from the stiff square rods 
of the English system. Asin other matters, each country 
has developed its drilling methods to suit its own conditions. 

The steam or power user will be interested in the 
numerous samples of oil shown by the Petroleum Institute 
ana others, and the instrument maker will examine with 
interest the Holland Drilling Co.’s exhibit of a compass for 
taking the dip direction of the strata pierced as well as the 
angle and direction of the deflection of a borehole from the 
vertical by means of a compass needle which can be released 
or clamped from the surface, and a pendulum. The same 
company also show a clockwork recorder which shows 
graphically the rate and depth of boring in any period of 
hours. They also show a compound core drill for soft strata 
so arranged that soft and friable cores are protected in a 
closed core barrel from the action of the wash water. 


acetylene welding blowpipe. 


Oil engines are shown by the Westinghouse Brake Co., 
Ltd., Blackstone & Co., Ltd., Tangyes, Ltd., Crossley and 
Co., Ltd., and others. 

It is disappointing to find no exhibit of oil-burning 
appliances by way of furnaces, firebricks, atomisers, pumps 
or anything to interest the electrical engineer who may be 
considering the question of oil fuel in relation to its use for 
surmounting sudden fog demands. In the exhibition which, 
we believe, it is intended to hold next year, we would suggest 
that a furnace should be equipped so that different systems 
of atomisation could be shown in operation in turn. This 
could be very simply arranged by the provision of an oil, an 
air and a steam pipe, every exhibitor furnishing his appa- 
ratus ready to be connected to these terminals and his own 
door to fit the furnace, of which each intending exhibitor 
would have supplied him a fully dimensioned drawing. We 
feel sure such an exhibit would attract and would be educa- 
tional and effective. No Diesel engine was shown, which is 
also to be regretted, for the future of oil fuel seems likely 
to be as closely allied with the engines to burn liquid fuel 
as with furnaces for steam raising. The tendency of the 
day is towards direct applications rather than towards the 
methods of the steam engine. 

Though outside the oil range, a very excellent exhibit is 
shown by the British Oxygen Co. in the shape of their 
oxygen cutting-flane. This is a development of the oxy- 
There is the usual blowpipe 
Jet of oxygen and acetylene mixing the gases near the point 
of combustion, but in the centre of this annular flame a fine 
jet of oxygen is passed into the heart of the heating flame 
and plays upon the metal, which is heated by the blowpipe 
outer flame. The metal, iron or steel, rapidly oxidises, and 
the oxide is blown away by the oxygen jet, and armour plates 
as much as 12 in. in thickness can be cut through at the 
rate of 13 linear ft. per hour, using 50 cb. ft. of oxygen per 
ft. run of cut, and about 5 cb. ft. of acetylene for thick cuts. 
For l-in. plates about 2:2 cb. ft. of oxygen are consumed 
per ft. run. The rate is about 40 linear ft. per hour, and 
the consumption of acetylene about a fourth the volume of 
oxygen. With coal gas the volumes of gas are double the 
volumes of acetylene, and coal gas is considered more suitable 
for light work. 


On Stand Nos. 101 and 102, a selection is shown of the Ozonair 
Co.’s apparatus. Ozone, owing to its adoption on the Central 
London Railway and in many important public buildings, has come 
to be generally known as a great aid to ventilation, purifying and 
freshening the air; it is also employed for the purification and 
sterilisation of drinking-water supplies, whilst its industrial applica- 
tions are very numerous. Ozone is now being employed in various 
therapeutical applications, and is prescribed for consumptive patients 
who have to reside in towns instead of in the open air of the 
country. 

The apperatus exhibited are examples of the prinoipal portable 

types of ozone generators made by the company. An important 
feature of it is that, in producing ozone, no nitrous oxides are 
formed, and consequently there is no liability to harmful effecta. 
Small machines are also exhibited, adapted for fixing permanently 
on to the wall, and larger apparatus is also on view. A full-sized 
plant is shown in operation, as used in the ventilation of large 
buildings. Messrs, Ozonair, Ltd., have now installed several 
hundreds of such ventilation plants, ‘which both purify and filter the 
air, heat or cool it as required, and charge it with a proper proportion 
of ozone. 
- The exhibit of the India-Rubber, Gutta-Percha & Telegraph Co., 
Ltd. (the Silvertown Co.), of Silvertown, London, E., includes 
one Silvertown-Crossley oil-engine set (the dynamo being a standard 
Silvertown machine of 5'5 Kw.) and two Silvertown petrol or 
paraffin-electric sets. All three sets are specially designed for private 
house, hotel and ship lighting and power. In addition, there are a 
three-wire dynamo of 25 Kw., 460-480 volts, a high-speed revolution 
counter, a ceiling fan, various, small motors, and a hose of special 
construction for use with petroleum, all of Silvertown make. 

The Silvertown patent electrically-controlled revolation counter is 
designed to count with perfect accuracy the revolutions of a shaft 
in а given time, and is suitable for speeds as high as 8,000 R. P. M. 
It is controlled by a clock-driven electric contact, and an arrange- 
ment is provided for dod the pointers at zero for each 
reading. 


Barnet Lighting.—O wing to the bad lighting of the 
district by the Gas Co., Councillor Ford has intimated his intention 
of moving at the next Council meeting, that the Council at once 
approach the North Metropolitan Electric Power Co., asking if it 
will be possible for it to lay mains throughout. the district by 
October, 1913, and, if so, at what cost it would light the roads, 
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SALE OF PRIMARY CELLS. 


IN the City of London Court, on Friday, Mr. Frederick Hodgson, 
24, Queen Street, E.C., electrician, sued Mr. William Bos, 
39, Windmill Road, Gillingham, Kent. for £16 11s. 10d., being 
15 guineas damages for breach of contract and 9s. 10d. for carriage. 
His case was that defendant offered him 280 primary cells at 
1s. lid. each, saying that they were quite new. Plaintiff paid 
fo: them in advance at defendant's request, and then found that 
many had been used before, as the batteries had salammoniac in 
them, and others were not equal to sample submitted. The 
majority were practically useless. Defendant said that was not 
true ; the cells were quite good and not defective, He did not sell 
by sample. He bought them from the Government, as they came 
from the Royal Military Engineering School, Chatham. . He paid 
nine guineas for them, and their original cost to the Government 
was bs. each or £70. Could pleintiff expect absolutely perfect 
goods for 1s. 14d, each? Judge Rentoul inspected all the cells, and 
said some of them were good, but not many. He did not think 
the authorities knew their condition, and the Government might 
meet the defendant. He must find for theilplaintiff, but it would 
be without costs, : 


A SCOTTISH CASE, 


THE record has been closed, in the Dunfermline Sheriff Court, in 
an action at the instance of John McDonald, farmer, Inverness- 
shire, against Messrs. Balfour, Beaty & Co., tramway contractors, 
Dunfermline, in respect of the death of his son Alexander, who was 
employed as a plumber by the defendants, 

The pursuer sues for £500 at common law, or, alternatively, £236 
under the Employers’ Liability Act. 

The deceased was electrocuted on December 14th last at the East 
Wemyss sub-station through touching an exposed portion of a cable 
which was being tested. The pursuer avers that the cable ought 
to have been protected by a fence. The defenders state that there 
was no need for a fence, and that the deceased had no need to be 
near the cable, or to interfere with it in any way. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND FLANT. 


Large Simplex Toaster. 


The accompanying illustration, fig. 1, shows an interesting piece 
of electrically heated apparatus, which Messrs. SIMPLEX CONDUITS, 
LTD., of 116, Charing Cross Road, W. C., have just supplied to a large 


Fig. 1—LARGE SIMPLEX TOASTER, 


catering establishment. It represents a cast-iron nickel-plated 
toaster, capable of producing 720 full sized slices of toast per hour ; 
the loading is 6 KW., controlled in four sections, 


The Simplex Wedge Continuity System. 


Messrs, SIMPLEX CONDUITS, LTD, have also introduced a 
simple patented device to enable Simplex unscrewed conduits 
to comply with regulations as to earthing and continuity 
where such are called for, without any extra charge. It consiste 
of a short T section piece of aluminium or other suitable material, 
with the upper part curved slightly so as to fit the surface of the 
tube closely, All fittings for use on the system have a narrow 
saw-cut in each outlet, into which the wedge is placed, so that the 
curved top is inside the fitting. The wedge is made of light-gauge 
metal so that it is possible to insert the conduit without filing, an 


exceedingly tight fit is obtained, and the action of socketing the 
conduit compresses the aluminium and gives the conduit a 
surface of the metal affording an efficient and lasting contact. 
This scraping effect is increased if the tube be twisted 
slightly when being inserted into the fitting; the jamming 
effect produced by the insertion of the wedge, gives a tight 


Fig, 2.—SIMPLEX PATENT WEDGE CONTINUITY SYSTEM. 


union of considerable mechanical strength. As will be seen from 
the illustration, fig. 2, there are no unsightly projections, the wedge 
being hardly noticeable when in position, and the actual operation 
of inserting it does not occupy an appreciably longer time than 
erecting ordinary unscrewed conduits, 


The“ Troika”? CO; Analyser. 


A simple device for measuring the percentage of CO, contained in 
flue gases is the Troika analyser, fig. 3, which is being introduced 
by MEssRS. THERMO AND PRESSURE INSTRUMENTS, LTD., of 60, 
Salusbury Road, Kilburn, N.W. As shown in the accompanying 
figure, it consiste of a single glass instrument, with two large bulbe 
and a graduated stem. The lower bulb is filled with absorption 
liquid, which costs a trifle: one charge suffices for 200 tests. The 


Fira. 3.—“ Troika" CO; ANALYSER, 


flue gases are passed through the upper bulb and stem with 
an aspirator while the instrument is immersed in water at 
atmospheric temperature; the stopoocks are then closed, and 
& portion of the fluid is shaken up with the gas in the 
instrument. On opening the upper stopcock while the appar- 
atus is submerged, water enters to take the place of the CO, 
absorbed, and its amount is read off on the graduated scale, 
which gives at once the percentage of CO, contained in the flue 
gases, without any calculation. The resulte, it is stated, can be 
relied upon to 0°5 per cent., and the manipulation is quite simple. 


Semi-Indirect Fittings. 


THE BBITISH THOMSON-HOUSTON Co. have recently issued a folder 
d with their new line of semi-indirect fittings, by which moat 
of the ht is thrown on to the ceiling, and а small portion trans 
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mitted through the reflector in the form of direct illumination. 
The fitting consists of a semi-transparent bowl suspended by a 
braes ring, chains and ceiling plate. The bowl is made of a 
specially prepared opal glass which gives beautiful lighting effects. 
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Fic. 4.— B. T.-H. SINGLE-LAMP FITTING FOR SEMI- 
INDIBECT LIGHTING, 


These fittings are supplied in two types, one for clusters of lamps 
up to six in number, and the other for single lamps. Both types 
are made in several sizes for total lamp wattages ranging from 
40 to 600 watts. 


Improved Drilling Machines. 


Our view, fig. 5, shows four R 6 type drilling machines of the 
Witton-Kramer type in operation on a large casting at the Witton 
works of the G. E. Co. In this particular case the inner machines are 
used for drilling holes 1% in. in diameter, 8 in. deep, while the outer 
machines make a counter-bore 54 in. in diameter, 1} in. deep. The 
seis operation takes 15 min., while the latter is accomplished in 

min. 

The features of Witton-Kramer drilling machines are their 
portability and sound construction. The armature as well as the 
field coils is carefully and thoroughly insulated throughout with 


Fic, 5.—WITTON-KRAMER DRILLING MACHINES IN USE. -3 


the best materials. Aluminium is used largely to keep the weight 
of the machine as light as possible, the end shields and switch box 
being of cast aluminium. 

We understand from the GENERAL ELECTRIC Co., LTD., that 
they are prepared to send these machines on approval to bund fide 
customers, provided -that they. pay the freights, and · undertake to 
retain the machines if they are kept any longer than seven days. 


In a recent test of the Witton-Kramer drilling machines against 
German and American machines of similar type, they proved much 
more satisfactory both in temperature rise after the test had been 
completed and also in the time taken to do certain boring. The 
actual figures are as follows: Diameter of hole 1} in., depth 
2} in., material, cast-iron, voltage 220 D.c. 

The American machine drilled 32 holes, average time 1 min. 
45 sec., current consumption 6 amps. 

The German machine drilled 23 holes, average time 3 min. per 
hole, current consumption 4'2/10 amps. 

The Witton-Kramer machine drilled 38 holes, average time 
1 min. 35 вес. per hole, current consumption 45/10 ampe. | 

The fastest time in which the German machine drilled & hole 
was 2 min, the American machine took 1j min., and the Witton- 
Kramer machine 65 seo. 


BUSINESS NOTES. 


Consular Notes.— Brazil — The British Consul at 
Pernambuco reports that that city is regularly visited by a large 
number of travellers, British and foreign, representing high-class 
firms and dealing in almost every kind of goods. Competition is 
very keen, and little is to be done by means of correspondence on 
the part of exporters at bome. 

Consular officers receive letters by every mail from British firms 
asking for the names of responsible agents, Agents as a rule have 
their own particular lines, and if they are successful, already 
represent a sufficient number of first-class firms or manufacturers. 
Beautifully illustrated and elaborate trade catalogues are also con- 
stantly being sent out ; these are invariably written in English and 
prices are quoted in English money. То be of any use they should be 
written in the Portuguese language and prices given in milreis. 
The metric system should also be used. Occasionally a catalogue 
in Spanish is received with the prices given in pesetas, which the 
would-be exporter appears to think will serve equally well, for- 
getting that in Brazil Spanish is as bad if not worse than English 
both as regards language and currency. Payments for goods are 
usually made by bills drawn at 90 days’ sight after the delivery of 
the goods. The best way to open up business and introduce goods 
on to the Brazilian market is either through one of the large 
British exporting houses who have their agents on the spot, or 
with the aid of a first-class traveller who regularly visits 
Brazilian ports, and who knows the language and people 
thoroughly. Trading by correspondence or without a representa- 
tive on the spot usually leads to disputes, unsatisfactory business 
and bad debts. In doing business with Brazil much depends on 
the choice of the traveller and on his personality. He should 
carry a full and carefully selected line of samples, and have a 
thorough knowledge of his business and the language and 
customs of the country; in these points it is to be feared 
foreigners often excel, as one frequently finds foreign travellers 
successfully representing British manufacturers. The principal 
imports from the United Kingdom comprise :—Machinery, 
cutlery and hardware, all classes of cotton textiles, linen goods, 
drills for suitings, lace, &c.; china, glass, jams, preserves and 
groceries, thin woollen gooda for suite, &o. On the whole, British 
goods seem to be holding their own fairly well, the most noticeable 
falling-off being probably found in Manchester goods. 

German South-West Africa.—The British Consul at Luderitz- 
bucht reports that telegraphic communication has been established 
with the Union of South Africa ria Warmbad Steinkopf. The 
charge of 3d. per word is made for telegrams from the Union of 
Scuth Africa to German South-West Africa, while in the reverse 
direction the charge is 30 pf. (about 31d.). The Eastern Cable Co. 
has a station at Swakopmund, which is linked up with the cable 
between the United Kingdom and South Africa. Wireless stations 
have been erected at Luderitzbucht and Swakopmund. The 
latter station began operations in the beginning of February, 1912, 
and the former was to be ready to send messages on April Ist, 
1912. The charge per word is 9d., with a minimum charge of 
78. 6d. per message. The Protectorate can boast of an excellent 


. telephone system, which embraces nearly 50 towns and villages. 


The town of Luderitzbucht is now lighted by electricity, whioh 
is obtained from the electrical works of the Kolonial Mining Co. 
Swakopmund is also lighted by electricity. | | 

Madeira.—The British Consul at Funchal reporte that the 
inetallation of telephones under the Government has at last 
become an established fact. They were erected and ready for use 
early in October, and by the end of the year some 104 were in 
working order. There appears to have been some discussion with 
the Lisbon authorities as to the annual oost, but this point has at 
last been settled and is fixed at £3 per annum, together with a 
charge of about £1 5s. for firat installations. The system up to the 
the end of the year was working fairly well, but there were com- 
plaints as to the inefficiency of the plant erected ; this will no doubt 
be remedied in the future. 

Italy.—The British Consul at Rome reports that one of the 
causes which in the past has retarded the industrial development 
of that city has been the want of fuel which had to be imported 
from a distance, and its price consequently hampered would-be 
manufacturers. Of late years, however, the water resources of 
the district have been largely. utilised. It is calculated that about 
65,000 electric H.P. is at present available for private consump- 
tion. The aggregate quantity is 85,000 E. P., of which 70,000 H. P. 


416 THE ELECTRICAL REVIEW. (Vol. 71. No. 1,816, SEPTEMBER 13, 1912, 


= же 


is hydro-electric, and the remainder produced by steam. The 
tramway company uses 6,000 H.P., private consumption 14,000 H. P., 
leaving over 60,000 H.P. available for general industrial purposes. 
The advocates of the progress of the Italian capital expect that aa 


Private Arrangement.— FLET CHER JACKSON & Co., 
LTD., electrical and mechanical engineers, 89, Halmet Court Road. 
Westcliff-on-Sea.— Pursuant to the provisions of the Companiss 

+» (Consolidation) Act, a meeting of the creditors was held recently: 


soon as conditions will permit it, the Act granting certain fiscal 
exemptions to new industrial concerns in the Neapolitan districts 
will be extended to Rome. 

The British Vice-Consul at Civitavecchia reports that the contract 
for lighting the city by electricity, and the supply of electric 
motive power has been taken over by a new company, and it is stated 
that fully 2,000 H.P. will be available. 


Costa Rica.—The British Consul reports that the hydro-electric 
power plant of the Costa Rica Electric Light and Traction Co., at 


El Brazil (5,000 H.P.), was completed during the year 1911, and the’ 


power from this source was put into service in December. 


Spain.—The British Consul at Seville states that it was reported 
last year that the monopoly hitherto held by the Compania 
Sevillana de Electricidad, a Spanish company with German capital, 
was likely to be invaded by competition. The Sociedad Catalana de 
Alumbrado por Gas, a powerful Spanish company, till now producers 
of gas only, have decided to supply electric current for lighting and 
power purposes. Their work in this direction is making very satis- 
factory progress. | 

The British Vice-Consul at Cadiz reports that the wireless tele- 
graph station at Puntales, connected by wire with the telegraph 
office at Cadiz, was inaugurated in November last, together with 
those at Barcelona and Santa Cruz de Tenerife. In connection with 
this service, there will soon be opened other atations at Vigo, Aran- 
juez, Alicante and Palma de Mallorca. ‘The headquarters of the 
company—Compania Nacional de Telegrafia sin Hilos--floated in 
Spain at the initiative of the Marconi Co. with British and Spanish 
capital, are established at Madrid. The Puntales station has 
rendered good service by taking over messages during the break- 
down of the cable to the Canary Islands. 
Co. has submarine cables connecting Cadiz with Gibraltar and Villa 
Real de San Antonio. The French Government has a cable between 
Cadiz and Tangier and the Spanish Government one to Tenerife. 

Later in his report, the Vice-Consul states :—. 

Bad debts are by no means so frequent as is commonly supposed, 
and there are a large number of well-to-do families and very good 
firms with whom British houses can deal with safety. It is very 
necessary for the British merchant to guard against wounding the 
susceptibilities of his clients, since there is no doubt that the unfor- 
tunate reputation often undeservedly given to firms in southern 
Europe renders those whose commercial honour is unassailable 
particularly sensitive to the treatment frequently meted out to them. 


Book Notices.— The Una-Flow Steam Engine.” By 
Prof. J. Stumpf. Price 10s. 6d. net. Toll Telephone Practice. 


By J. B. Thiess and G. A. Joy. Price 148. net. 1912. London: 
Constable & Co., Ltd. | 
"Atti della Associazione Elettrotecnica Italiana.” July 31st, 


1912. Milan: Stucchi, Ceretti & Co. 

“ Bulletin of the Association des Ingenieurs Electriciens.” May, 
1912. Liége: The Association. Price 5 fr. i 

“ Handbook of Standard Telephone Construction Methods.” By 
Frank B. Hall, Newton Falls, Ohio, U.S.A. London: S. Rentell 
and Co. Price 178. net. 

" Science Abstracts.” Vol. XV, Part 8. August 26th, 1919. 
Sections A and B. London: E. & F. N. Spon, Ltd. Price 1s. 6d. 
net each. 

Examples in Applied Electricity." By C. d. Lamb. 
Cambridge: University Press. Price 2s. 6d. net. 

" Proceedings of the American Soeiety of Civil Engineers." 
Vol. XXXVIII, No. 6. August, 1912. New York: The Society. 

Mesers. Grafton & Co., of 69, Great Russell Street, W.C., are 
publishing a full-title catalogue arranged under subject headings 
of all British and American books on engineering, metallurgy and 
allied topics published during the five years 1907-11, with their 
English and American prices and publishers’ names. The work has 
been complied by Mr. R. A. Peddie, librarian of the Technical 
Library of the St. Bride Foundation. 


1912. 


A Charge of Embezzlement.—At Prescot (Lancs.) 
Petty Sessions, on Tuesday last week, Thomas Hanlon, formerly in 
the service of the British Insulated and Helsby Cables, Ltd., at the 
Prescot Works, was committed for trial at the Liverpool Assizes on 
oharges of embezzlement. From the opening statement of Mr. 
Hutchens, solicitor for the prosecution, it appeared that the defal- 
cations discovered amounted to about £1,000, though the charges 
were limited to much smaller amounts. When the prisoner went 
away on his holidays, the deficiencies ceased. . When he returned 
they began agsin. He gave wrong totals to wages sheets and 
pocketed the differences, and he entered bonuses to which men 
were not entitled, and took these too; and had a clever system of 
hiding it up. Bail was refused. 


Lead Protective Coating for Iron and Steel.— 
MESSRS. HAYWARD BROS. & ECKSTEIN, LTD., have been granted a 
sole licence for coating iron and steel sash bars with lead by the 


Cowper-Coles process, and a plant is being equipped at their works 
in London for the purpose, 


Liquidation.—Disricr Enrkcruic Co., Lro., Birming- 
ham.—A meeting of creditors will be held on Friday next. 


Creditors should communicate with Mr. J. W. Hinks, liquidator, 
115, Cajmore Row, Birmingham. 


The Eastern Telegraph. 


at the offices of the company. A meeting of the shareholders 
had previously been held, when a resolution was passed to the 
effect that it had been proved that the company could not, by 
reason of its liabilities, continue its business, and that it was 
advisable to wind up the concern voluntarily. A further resolution 
was passed appointing Mr. A. Pensam, of 59, Halmet Court Road 
Westcliff-on-Sea, to act as the liquidator of the company. A state- 
ment of affairs wae submitted by Mr. Pensam, which disclosed total 
liabilities of £1,230. The indebtedness to the trade was only £400, 
while there was an overdraft at the bank of £30. The balance of 
the liabilities of £800 represented an amount due on debentures. 
The assets consisted of stock-in-trade at cost, £400, fixtures and 
fittings £64, machinery £42, and book debts £100, estimated to 
realise £350. Тһе assets, therefore, totalled £856, or a deficiency 
of £374. It was reported that the business was originally carried 
on in partnership by Messrs. Fletcher & Jackson. The company 
was registered to take over the concern a little more than two years 
ago, and had a nominal capital of £600. Subsequently the two 
vendors each found a sum of £300 in cash, and in return received 
debentures for a like amount in the company. Debentures for a 
further £200 were issued during the present year for cash advanced. 
It was pointed out that the assets only amounted to £856, and 
were subject to debenture charges of £800, so that there was really 
only a balance of £50 odd for the unsecured creditore. The liqui- 
dator said that there was a desire to continue the business, as there 
were several important contracts in hand. The directors had not 
drawn anything from the company, and they hoped inga few weeks 
to be able to make an offer to the unsecured credftors. It was 
decided by the creditors to leave the matter in the hands of Mr. 
Pensam. 


Electric Time Service,—We are informed that the 
SYNCHRONOME Co., LTD., of 32 and 34, Clerkenwell Road, are 
installing their system of uniform and accurate time-keeping 
throughout a number of buildings, of which the following are some 
of the more important :—Vickers, Ltd. new offices, Barrow-in- 
Furness ; Marconi's Wireless Telegraph Works, Chelmsford ; The 
British Thomson-Houston Meter Works, Coventry and Lamp Works, 
Willesden ; Diesel Engine Co.'s new offices; four-faced public turret 
clocks at West Bromwich and Wednesbury; Rangoon railway 
station of the Burmah State Railways; Waterloo Station extension 
and the Nine Elms engine shed for the L. & S.W. Railway: Amal- 
gamated Press, Farringdon Street, E. C.; he Daily News and 
Leader, Bouverie Street, E.C. | 


Bankruptcy Proceedings.—Joux WILLIAM GARSDEN 
(trading as W. Garsden & Co.), electrical engineer, 24, Preeton New 
Road, Blackburn.—The adjourned public examination of the above- 
named debtor was held at St. John's Lodge, Richntond Terrace, 
Blackburn, when the Official Receiver stated that the debtor had 
been made liable for a partnership debt, and he gave this as the 
cause of his present position. Mr. H. S. Haworth, for the trustee, 
said he had no further questions to ask, and on the application 
of Mr. Tom Backhouse, the case was closed. 

R. E. WALKER, 16, Widemarsh Street, Hereford, electrical 
engineer. The order of July 16th last has been diecharged, subject 
to & condition. 


Catalogues and Lists.—Tut Evectricat Co., LTD., 
122-4, Charing Cross Road, W.C.—Price list No. 12 of small motors 
and tools; the former range from h to i B. H. P. in a variety of 


patterns, including a portable household motor for performing a 


number of functions. 

THE FOSTER ENGINEERING Co, Lrp., Wimbledon, S.W.— 
Pamphlet describing a new line of Standard oil-filled trans- 
formers for 1 to 100 Kw., 50-60 cycles, and up to 3,000 volts; the 
specification and dimensions are given, and various special apparatus 
are also illustrated. 

Messrs. MAvok & CouLsoN, LTD., 47, King Street, Mile End, 


` Glasgow.—Leaflet describing the Dandy ventilators for mine 


headings, &c. 

THE ScHNIEWINDT ELECTRIC Co., 40 and 41, Staniforth Street, 
Birmingham.--Leaflet relating to the Schniewindt-Asbestos woven- 
wire resistances, which are now, with other specialities, manu- 
factured at the company's own works in Birmingham. 

THE GENERAL ELECTRIC Co. LTD.—The company has made 
arrangements with the Holophane Co. for the sale of their various : 
products, and has juet issued The only Complete Catalogue of 
Holophane Glassware.’ It will carry the largest stock of Holophane 


; glassware in the United Kingdom. This catalogue contains the com- 


plete range of designs of Holophane and Holophane Benjamin pro- 


‘ ducta, beautifully illustrated on fine art paper, and gives a detailed 


description of scientific illumination. The new inverted type of 
Holophane bowls, which serve for indirect lighting, is shown, as 
well as the Stiletto reflectors in the usual extensive, intensive 
and concentrating types, and reflectors for residence use. Other 
features of the list are the " Uniflux " reflectors and reflector bowls, 
reflectors specially designed for use in factories, dockyards, kc. 
Pamphlet No. L 1,591, of electric bells and accessories ; and 
С 1,561. of Geekoduct " continuity devices, earthing devices, &c. 
Messes. SIEMENS Bros. Dynamo WORKS, LTD. Tyssen Street, 
Dalston, London, N.E.—For the convenience of contractors, this 
firm is now issuing an attractive showcard on which samples of all 
types of Wotan battery lamps can be mounted, and by means of 
which the various types of lamps can be displayed to the publio. 
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In the oentre on a vignetted background are illustrated all the 
different patterns, and a brass spring clip is fixed in a suitable posi- 
tion on each, so that a lamp of similar type is fixed directly above 
the illustration, and after a lamp has been removed, an illustration 
of it remains. The cards are supplied at the actual value of the 
lamps mounted thereon, lese, of course, the ‘usual trade discount. 
The sample showcard also depicts the various applications to which 
these battery lamps can be applied. 

Messrs. TOWNSHEND'S ART METAL Co, LTD., Ernest Street, 
Holloway Head, Birmingham.—Catalogue of the Calor" electric 
cooking and heating appliances, in which the heating element con- 
sists of non-oxidisable resistance spirala mounted on a refractory 
clay base which becomes red hot, and is readily renewable, The 
appliances include food warmers, hot plates. a variety of utensils, 
electric irons and bright glowing electric fires." 

MESSRS. FALK, STADELMANN X Co, LTD., 83-87,. Farringdon 
Road, E.C.— Catalogue No. 342 of “ Efesca Wire lampe. British- 
made, for which exceptional strength is claimed ; they are made in 
sizes down to 10 c.r. for low voltage, and 16 СР. for high voltage, 
and up to 1,000 C. P., in various shapes. Carbon lamps are also 
listed, and auto-transformers, &c. 

WERTHS & Co., 41, Aldersgate Street, E.C.—Pamphlet describing 
the firm's specialities, viz.. cast-steel draw plates and dies for rod 
and fine wire drawing ; chilled cast-iron dies: steel and tools for 
wire manufacture: diamond dies and powder: and draw-flata. 


Mirrlees Condensing Plant.—A repeat order has been 
placed with the MIRBLEES-WaTson Co., LTD., of Scotland Street, 
Glasgow, by Messrs. D. Colville & Sons, Mothewell, for a barometric 
jet condensing plant directly connected to rolling-mill engines, with 
a duty of 200.000 lb. steam per hour. The company are also 
supplying numerous sets of their Mirrlees-Leblanc multi-jet plant, 
amongst other recent orders being two sets each for John Foster 
and Sons, Queensbery ; Lewis Merthyr Colliery, and East Hetton 
Colliery, while their Mirrlees-Leblanc rotary air pumps have been 
supplied to several home and foreign works. Their surface and jet 
condensers have also been in demand for electricity works and 
factories. 


Trade Announcements, — THE ScuxiE&wiNpr ELEC- 
TRIC Co. have recently opened & new works at 40 and 11, Staniforth 
Street, Birmingham, for the manufacture of their asbestos woven 
net resistances, and resistances to any specification: electric heat- 
ing and cooking apparatus and elements, woven work in wire and 
asbestos, &c. These specialities were formally manufactured by 
Mr. Schniewindt. Neuenrade, Westphalia, but at the special request 
of numerous customers, these works have been started in Bir- 
mingham. 

The business carried on for many years by the late Mr. James 
Tate, electrical and mechanical engineer, of 182, Harris Street, 
Leeds Road, Bradford, and which has since been continued by his 
exeoutors, has been sold to MR. WILLIAM HENRY WILKINSON, who, 
for a considerable time, was Mr. Tate's chief assistant, 

MkssRs,. QUINCEY & SON, electrical engineers, announce that they 
are giving up their business at 298, Baker Street, Enfield, N. In 
кыш the stock is to be disposed of by auction on September 


LIGHTING and POWER NOTES. 


Aberdeen.—The T.C. has agreed to all round reductions 
in the priee of electricity supply. For lighting, the flat rate is to be 
31d. per unit: heating and cooking, ld. to id. per unit; power, 
24d. to id. per unit according to quantity; and traction 85d. per 
unit, with subsequent adjustment, 


Acton,— Very considerable headway, says a correspondent, 
has been made by the Metropolitan E.S. Co. since the transfer of 
the Acton Council's electricity undertaking, some 1* months ago. 
Both in respect to lighting and power, the past year's trading has 
been very successful, the output increasing by about 100 per cent. 
aud necessitating the erection in the southern portion of the district, 
of a sub-station adjoining Wilkinson's sword factory, which is now 
in course of construction. 


Afghanistan.—News from Kabul is to the effect that 
the sanction given by the Amir to the scheme for generating 
electricity at Jabal Siraj north-east of the capital, is really to be 
effective this time. The idea is to provide electric power for the 
arsenals and workshops at Kabul, incidentally light will be 
available for the Amir's palaces and city generally, also the rifle, 
gun, and ammunition factories, not to mention the mint, have 
machinery which can be run by electricity, and a great saving 
should be effected when the Jabal Siraj installation is in full 
working order. 


Balby-with-Hexthorpe.—The Doncaster Corporation, 
which obtained powers in 1898 to supply electricity within the 
borough, and recently secured extended powers in the Wheatley 
district, now desires to still further extend its area of 4, ply, so 
that the district of Balby and Hexthorpe may be inclu. eo. Appli- 
cation for support has been made to the District Council, and the 
latter has decided to deal with the matter in committee, 


Barnsley.— The accounts of the Corporation for the past 
year, issued on Monday, show that the electricity department, the 


capital: nditure of which is now nearly £100,000, yielded a net 
profit of £2,383, with an average sale price of 2°054d. per unit. 


Blackburn.—The borough electrical engineer (Mr. P. P. 
Wheelwright) has been instructed to prepare for submission to the 
Electricity Committee, a report on the question of new works for 
the electricity department. 


Bradford.—The Electricity Committee has decided to 
change the system of electricity supply along certain roads in the 
Thornbury district from direct-current to alternating-current. The 
cost of the work is estimated to be about 4 1,480, and the cost of 
replacing mains at present in existence will be defrayed out of 
revenue, 

Braintree. — The Witham Electric Light Co. has 
approached the U.D.C. with reference to the formation of a local 
syndicate to carry out an electric supply scheme for the town on 
lines similar to those at Witham. The Council has referred the 
whole matter to the.Finance Committee. 


Brighton.—The T.C. has reduced the price of current 
to consumers of 15,000 units per annum for lighting, from 4d. to 
3d. per unit. | 

The T.C. has received from the L.G.B. sanction to a loan of 
£3,770 for the extension of the distributing and feeder mains and 
house services, and extension of the switchboard. 


Burnley.—The Council has decided to obtain loans for 
£17,000 and £6,400 for the purpose of carrying out electricity 
extensions. | 

Cheltenham.—The T.C. has decided to at once proceed 
with the extension of the electrical mains to Prestbury and Leck- 
hampton. 1 


Continental Notes.—FnaNcrE.—4A Sulzer-Diesel engine 
installation at St. Chamond central station consists of two two-stroke 
enz ines of 1,000 and 2,000 n. P. respectively. Theoil is stored in cement 
tanks lined with glazed tiles, from which it is pumped into service 
tanks near thc engines. Circulating water is stored on the top of 
the engine house, and is used for piston cooling as well as cylinder 
cooling. 

La Compagnie Générale Electrique de la Champagne has secured 
the concession for the electric lighting of no less than 54 small 
towns and villages in the Departments of Marne, Aisne and 
Ardennes. 

GERMANY.— An agreement has been arrived at between the muni- 
cipal authorities of Brandenburg-am-Havel and the A.E.G., of 
Berlin, whereby the latter will take over the municipal central elec- 
tric lighting station in the town of Brandenburg and operate the 
same during a period of 40 years. 

Dudley.—The chairman of the Electricity Committee 
moved at the last Council meeting, that the electrical under- 
taking of the Corporation be sold at once upon terms agreed upon 
by the Committee. The Birmingham Daily Post says :—'"' Since 
publicity was given to the proposal nearly a fortnight ago, it has 
been generally supposed that the prospective purcbasers were a 
company having a large electrical station at Ocker Hill, and pos- 
sessing Parliamentary powers in all the districts immediately sur- 
rounding Dudley; but inquiries show that this surmise ia incorrect. 
A Jost representative was informed, on very good authority, that 
the offer to purchase which the Council are asked to accept 
emanated from the British Electric Traction Co., with whom nego- 
tiations have been conducted, and that two other companies are 
involved in the transaction—the Birmingham and Midland Tram- 
way Co., and Shropshire Power Co. The offer embodies, our 
representative was informed, a guarantee to repay the whole of 
the outstanding loans on the power station, amounting to £64,000, 
with interest, plus £13,000, which includes the cost of the arbitra- 
tion proceedings relative to the price of current to the tramway 
company, stated to be about £4,000, and also various sums expended 
on the station independent of money raised by loans. The security 
for the carrying out of the proposed agreement would be a mort- 
gage on the power station and an arrangement implicating two of 
the companies named, the combined capital of which is about 
£2,000,000. The Corporation, however, would still remain liable 
for the repayment of the loans and interest in the event of these 
annual obligations not being met by the purchasers.” 

At a meeting of the Dudley Traders’ Association and the Dudley 
Ratepayers Protection Association, a resolution was passed urging 
the Council not to sell the concern until the matter has been fully 
placed before the public and was thoroughly understood by the 
ratepayers. 

The T.C. on Tuesday decided to sell the electrical undertaking. 
The purchasers, who take over the concern as from last March, 
undertake to maintain the present rates for current for three years. 


Dundee.—The T.C. has recently improved the street 
lighting of the city. In place of the old open-type arcs, 88 
" Angold magazine flame lamps have been installed. The change 
was so well organised that all the new lamps were switched on at 
the usual lighting-up time. The work of changing was commenced 
at twelve o clock midnight Wednesday, August 28th, and the whole 
of the 88 new lamps were fixed and ready for switching on by 
mid-day on Thursday, the 29th. 


Ealing.—Mr. J. D. Knight, borough electrical engineer, 
in a report to the T. C., says the time is now ripe for the appointment 
of an official publicity agent to the undertaking, whose sole duty 
would consist of canvassing the district continually from one end to 
the other. Some 12,000 pamphlets, showing the various purposes for 
which electricity may be used and the benefits accruing to the user, 
have been delivered to householders during recent months ; and a 
canvass of shopkeepers for outside lighting by means of aro lamps 
has met with very favourable results, v. 
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Glasgow. — Through the extension of the boundaries of 
the city, and the inolusion of the municipal areas of Govan and 
Partick, a number of departmental adjustments have had to be 
made. At a recent meeting of the City Council there was sub- 
mitted a correspondence with the town clerk of Partick as to new 
electrical cables required by the Partick electricity department, to 
give a supply of electricity to the granary now in course of erection 
by the Clyde Trustees at Meadowside, It was agreed to remit to 
the Electricity Committee and the engineer of the electricity 
department to arrange with the Partick engineer for the providing 
of the necessary cables. 

Ex-Bailie P. S. Stewart has given notice of the following motion 
for consideration at the next T.C. meeting :—''That it be remitted 
to a Joint-Committee of the Tramways and Electricity Committees to 
consider and report as to the advisability of putting under the control 
of one Committee, the generation of electricity for all purposes.“ 

At a recent meeting the Health Committee of the Glasgow T.C. 
it was decided to install, at a cost of £70, an electric motor at 
Belvidere Hospital for the purpose of driving the laundry machinery. 
After further consideration, however, the scheme has been widened 
to include four motors at an additional cost of £120. 

Officials of the electricity department have just completed 
a smart piece of work in what is claimed to be record time. 
On Thursday of last week & large engineering firm reported that 
through & breakdown of their steam plant the works had come 
to a practical standstill, and asked the department to assist them 
out of the difficulty as expeditiously as possible with the supply of 
1,000 kw. Mr, Lackie and his assistants at once set to work, and 
two rotary converters were transferred to the works of the firm, 
along with the necessary switchgear, while the mains were also laid, 
the whole of the operations being concluded by Sunday evening. 
The works were able to resume full operations on Monday morning. 


Greenock.— An appeal has been made by certain power 
users in Port-Glasgow to the B. of T. to use ita influence in order to 
enable Greenock Corporation and the Port-Glasgow Town Council 
to come to an agreement on the question of the former authority 
entering the latter's territory to supply a number of the shipyards 
with electricity. The Board has communicated with the Port. 
Glasgow Council, which has replied tbat, while adhering to ita 
previous decision not to give the 30 years’ guarantee sought by 
Greenock, it is willing to attend any meeting arranged by the 
Board. The Greenock Corporation has also agreed to take part in 
the negotiations. 


Horeham Road (Sussex),—<An effort is being made to 
secure an electric supply for the parish by the formation of a 
company. The proposed scheme entails an outlay of £3,000, which 
includes the provision of cooking and heating stoves and about 
30 public lamps, 

Leek (Staffs.).— Tlie U. D.C. has decided to obtain a loan 


of £1,400 to defray the cost of laying additional cables for supplying 
electricity. 


London.—IsriNcTON the evening of September 
ӨШ a junction box fused at the Council's electric lighting station, 
causing a fire, and the staff, in order to avert further damage, cut 
off the whole of the supply from the station, thus throwing the 
whole of electrically-lighted Islington into darkness. Naturally 
the effect was severely felt in the absence of street lighting in the 
main thoroughfares and in the many public buildings which depend 
on the supply; the latter was, however, fully restored on the 
following day. f 


Lytham.—At a ratepayers’ meeting at Lytham, on 
Monday evening, there was a discussion on the suggested order for 
the supply of electricity to the district. As matters at present 
stand both the Lytham and St. Annes Councils are intending to 


apply to the B. of T. for a provisional order for the supply of 
current in the town. 


Middleton.—On the recommendation of the Electricity 


Committee, application is to be made to the L.G.B. for sanction to 
borrow £2,000 for a steam dynamo. 


Motherwell.—The annual report of the burgh electrical 
engineer shows a net loss on last year's working of £1,689. The 
output was 3,563,113 units, & decrease of 365,948, but this is largely. 
accounted for by the etoppage of the publio works during the 
miners' strike. The capital expenditure involved in the installation 
was £113,739, and the total revenue for the year was £15,158. A 
committee has been appointed to consider and report upon the exact 
state of the undertaking. 


Nelson,—The T. C. has decided to supply current for, 


outside illuminations during the forthcoming shopping festival at 
2d. per unit. 


Rochdale, — An application having been received from the 
Milnrow D.C. for terms for a bulk supply of electricity, the Gas and 
Electricity Committee has decided to submit the same terms as 
those offered to the Whitworth D.C. A further supply is to be 
given to Whitworth for the motor at the latter's sewage works. 


Scarborough.—The B. of G. has been recommended by 
a Committee to adopt a scheme which includes lighting the whole 
of the workhouse premises by electricity. The combined heating 
and lighting scheme is estimated to cost £5,150. 


South Africa.—4According to the British South African 
Erport Gazette, a second extensive installation, including two 
600-H.P. suction gas plants for generating electricity, and an 
electrical washing plant, 
Co. for its diamond mines in German S. W. Africa. 


- 


is contemplated by the C olonial Mining, f 


Southampton.—The B. of G. has passed a resolution 


sanctioning the expenditure of £850 on a scheme of electric 
lighting for the workhouse infirmary at Shirley Warren, 


Stroud (Glos.).— Mr. V. A. Lawson, of Cirencester, has 
solicited the approval of the U.D.C. to an electric light scheme for 
the town, which it is proposed to carry out under & prov. order to 
be applied for. The Council has decided to seek further information 
of the scheme. 


Todmorden.— The accounts in the electricity department 
for the past year shows a revenue of £2,392 ; expenses, £1,232 ; and 
gross profit of £1,160. Sinking fund charges, however, amounted 
to £1,220, leaving a deficit of £59, against a deficiency for the 
previous year of £33. The authorised borrowing power of £20,000 
has been exercised, and the whole amount expended. The total 
outlay on capital account is £21,946. 


Truro.— The Gas Co. has decided to apply to the B. of T. 
for a prov. order for E.L. The chairman of directors has announced 
that electricity cannot be profitably supplied to the.city, but as 
there were a number of residents who had a preference for the 


electric light, the company was prepared to do its best to meet 
their desires. 


Wakefield.—Application is to be made to the L. G. B. 
for sanction to the borrowing of £3,000 for mains, £500 for sub- 
stations, and £500 for transformers. The contract for the lighting 
of the Market Hall has been given to the Gas Co. The failure of 
the electricity undertaking to obtain it was due to the fact that 
the Gas Co. had already a number of fittings in the hall; the 
quotation for illumination comparéd favourably. The electricity 
department has opened a permanent showroom in the centre of the 
city, in which last week a very successful heating and cooking 
demonstration was held. This showroom it is proposed to run on 
co-operative lines between the manufacturers, local contractors and 
the electricity department. The two former are invited to make 
whatever use they think fit of the premises as a showroom, and the 
electricity department provide the building, staff, current, adver- 
tising and all other euch portions of the work. Whatever sales are 
made to customers will be made through the local contractors, and 
it is hoped that it will produce good results. 


West Bromwicli.—At a special meeting of the T. C. on 
Friday. last week, an important report was submitted by the 
Electricity Committee. The firm of Messrs. Braithwaite & Thirk 
have agreed to take at least 80,000 units of electricity per annum 
for five yeara, and to enable the Committee to give this supply and 
provide for further demands from other customers in the district, 
it recommended that an additional feeder cable be laid down at 
an estimated cost of £2,050, and also a new additional distributor 
cable, the total estimated expenditure in the district being £3,010. 
About £1,500, it was stated, had been spent on extensions of 
mains, and the Committee recommended that application be made to 
borrow the amount required, and also £2,000 to cover prospective 
expenditure, the total amount to be applied for being £6,500. It 
also recommended the acceptance of the tender of the Electrical 
Engineering and Equipment Co., Ltd., for the supply of the cable. 
This is a Continental firm, but it was pointed out by the Committee 
that the tender was 80 very much below that of any of the tenders 
from English firms that the Committee felt it had no alternative 
but to recommend its acceptance. Councillor Halford said there 
would, no doubt, be criticism in some quarters over the Council 
giving a contract to a foreign company, but he did not think the 
ratepayers at large would blame them when they understood that 
there was a difference of £500 between this firm’s tender and that 
of the lowest British manufacturers. The tender, he repeated, was 
more than £500 lower than any English tender, and there would 
be a saving in the repayment of the loan making the total difference 
about £750. The Council adopted the Committee's report. 


Whitwood (near Pontefraet).—In connection with the 
electricity undertaking, the L.G.B. has formally sanctioned the 
borrowing of £2,480, for a period not exceeding 12 years, for works 
already executed; £300, for 15 years, for mains and services; and 
£120, for five years, for meters, 


TRAMWAY and RAILWAY NOTES. 


Audenshaw.—At the meeting of the D.C. on the 5th 
inst., it was reported that the Oldham, Ashton and Hyde Electric 
Tramways Co. had returned the rate-demand notes, contending 
that the demand should be corrected, as it was only liable to be 
rated at one-quarter, by reason of a recent decision that a tramway 
was a railway for rating purposes. A notice of appeal was also 
received from Manchester Corporation on the same lines with 
regard to ita undertaking in the district. The clerk was instructed 
to write to the tramway company that its contention was not 
accepted, and that it should appeal against the rate in the ordinary 
way. The clerk was also asked to take steps to contest the appeals 
at the Quarter Sessions. 


Barnoldswick.—The Council has been notified of the 
proposed construction on the overhead system of an electrically 
worked railway from Colne to Barnoldswick and Earby, a distance 
of about 54 miles, at an estimated cost of over £60,000. The 
scheme is being promoted by Messrs. Matthew Wateon, Landless 
and шо architecte and urveyors, of Liverpool and Burnley. . 
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THE DESSAU-BITTERFELD RAILWAY. 


SIEMENS-SCHUCKERT OVERHEAD WORK. 


WE gave, in our issue of May 24th last, a short description 
of the Dessau-Bitterfeld single-phase railway, the electrifica- 
tion of which was shared equally by the A.E.G. and 
Siemens-Schuckertwerke. Thus, the latter firm were 
responsible for the overhead equipment of the Raguhn- 
Dessau section of the line, which differs somewhat from the 
A.E.G. construction described in our previous article. 

The multiple suspension system here used has an auxiliary 
wire hung by means of movable clamps at a suitable distance 
below the suspension wire. With this arrangement an 
approximately vertical, elastic, and longitudinal displace- 
ment of the conductor is possible, and such an arrangement 
in conjunction with the automatic tighening device ensures 
both safety and efficiency. 

Referring to the diagram, the trolley wire а of 
hard-drawn copper and “figure eight " section is fixed by 


The independent longitudinal movement of the trolley 
wire allows of its being tightened without distorting the 
supporting wires, and as sometimes happens in other systems, 
causing the suspension wire to break. 

This feature is a great advantage for high travelling 
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THE SIEMENS-SCHUCKERT MULTIPLE SUSPENSION SYSTEM OF OVERHEAD CONSTRUCTION, 


means of special clips 4 to a so-called auxiliary suspension 
wire c which runs approximately parallel to, and vertically 
above it. The clamps are arranged to grip the trolley wire 
tightly, and to hold the auxiliary wire only loosely. By 
this means a slight longitudinal displacement of the clamps 
along the auxiliary wire is possible. The clamps are also 
arranged to permit the 
troley wire to move 
vertically, due to the 
pressure of the trolley 
or bow, giving certain 
contact between the 
bow and wire. The 
auxiliary suspension 
wire ¢ is attached to 
the wire d at points 
whose distance apart is 
exactly double the dis- 
tance between the 
points at which the 
troley wire is sup- 
ported. The line is 
suspended on vertical 
supporting wires e, 
which are fixed by 
special clamps f. 

The suspension cable 
is carried on insu- 
lators 7; and to pre- 
vent lateral movement 
of the live wire, it 
is held in position 
by a strut Л at each 
pole. The struts are 
constructed of tubing, 
and are insulated from the pole by the insulator i. They 
are connected to the trolley wire by clamps k, specially 
constructed to allow the trolley wire to give both vertically 
and longitudinally. 

All current-carrying parts are doubly insulated from the 
masts or brackets, a large factor of safety being allowed. 


speeds where even tension of the live wire is required. The 
tension is obtained by means of automatic tension devices, 
which are placed at intervals of about 1,300 metres, and act 
by means of weights. Special attention is drawn to the fact 
that in case of breakage of the trolley wire, the actual sup- 
ports—viz., auxiliary wire and suspension cable do not suffer 


VIEW ON RAILWAY SHOWING SIEMENS-SCHUCKERT OVERHEAD CONSTRUCTION. 


since, as already mentioned, the trolley wire clamps can 
move along the auxiliary wire. 

To compensate for the variation in length of the suspen- 
sion and the auxiliary wires due to temperature changes, 
special tightening devices are not necessary, as the tension 
in the parts is arranged with a view to safety at the low 
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temperatures in case of breakage. The variation of tension 


in these wires has no appreciable influence on the sag of the 
line or on the efficient collection of the current. 

The supporting wire is suspended with a comparatively 
large sag, and temperature variation has practically no effect 
on it. 


Further, the change in length due to elasticity, 


ROAD CROSSING AND GATE, DESSAU-BITTERFELD RAILWAY. 


which is considerable owing to the twisting of the cable, is 
compensated for. As a consequence, a suspension wire hung 
at a medium temperature shows extremely small alterations 
in height at high or low temperatures, and in the trolley 
wire only a very slight deflection is perceptible along the 
whole span. 

The alteration in length of the auxiliary wire at various 
temperatures has no influence on the 
correct position of the live wire, as 
owing to the symmetrical arrangement 
of the trolley wire supports, the seg 
between two supporting wires is equal 
in all cases, and the points of trolley 
wire support rise or fall to an equal 
extent. These points have been found 
to be quite correct in the case of 
existing systems, and it has been found 
that good operation is assured at all 
temperatures. 

To facilitate erection and obtain the 
proper tension, the suspension and 
auxiliary wires are provided with turn- 
buckles, with a left and right-handed 
thread, at intervals of 250 to 400 
metres. The electrical connection of 
the trolley wire sections on each side of 
the automatic tightener is made either 
direct, or, if between two separate 
sections of the line, through a switch, 
which is fixed to the pole in any suit- 
able position. 

With the exception of the end-ter- 
minals for the wires and the turnbuckles, 
the connectors are of cast-brass, as these 
are less liable to rust. If iron is used for these parts, the paint 
with which they are covered before erection is apt to become 
damaged, and if not carefully repainted afterwards, the parts 
will rust. The clamps are provided with steel screws and 
brass nuts. 

All other parts of the overhead system are supported by 


clamps in the same way as the trolley wire, so that all 
soldering work is avoided ; the trolley wire is, therefore, not 
heated, and consequently retains its maximum hardness and 
resistance. 

The Siemens-Schuckertwerke were also responsible for some 
of the locomotives which, together with the overhead work, 
are illustrated in the accompanying figures. 


NORWICH ELECTRICITY WORKS AND 
THE FLOOD. 


IT is estimated that on August 26th neariy 400 million tons 
of rain fell in Norfolk alone—an average of 3-in. depth over 
the whole country. The rivers and dykes were quite unable 
to deal with this vast quantity of water, and the flat parts 
of the country were virtually shallow Broads. 

The inundation was especially severe in the Norwich dis- 
trict. The only outlet for the water here is the River Yare, 
which meanders over a winding shallow bed, the fall in 
which from Norwich to the sea is only 20 ft. There is a 
4-ft. tidal variation in the river which hinders the escape of 
flood water. On August 26th 6°5 in. of rain fell in this 
district in 24 hours; 7°5 in. in 29 hours, and over 11 in. 
during the month of August. This unprecedented down- 
pour caused a rise in the river level of about 12 ft. near the 
Norwich central station at the height of the flood. 

For some distance above and below the station, the river 
is constricted by walls and buildings, so that a sudden inflow 
of water commenced directly the latter rose above openings in 
the side walls. That the flood in the station was so severe 
as to necessitate cessation of supply was due to a combination 
of unfortunate conditions, which could not be foreseen and 
which are very unlikely to recur. The buildings were 
erected nearly 20 years ago, and the engine room floor level 
was placed well above the previous record flood level (1878 ; 
3 ft. lower than the floor-level). Since that date the 
river has been dredged considerably, and a number of mill 
dams above the station have been removed, so that only an 
extraordinary period of rain fall culminating in a prolonged 
heavy downpour could bring the river up to its recent flood 
level. 

At the time of the disaster, the station was in that state 
of upset which inevitably accompanies such important exten- 
sions as are now in progress. Spare and dismantled parts 


SIEMENS-SCHUCKERT ELECTRICAL GOODS LOCOMOTIVE. 


covered much of the floor and were immersed during the 
height of the flood. The most serious of the unusual con- 
ditions in the station was the work proceeding on the new 
turbo-generator foundations. Some 10-13 ft. below the 
surface of the station site there is a 2-4 ft. layer of peaty 
soil, below this again is 2 ft or so of gravel and then chalk. 


vol. 71. No. 1,816, SEPTEMBER 13; 1912.] THE ELECTRICAL REVIEW. 


421 


In excavating the station foundations, no serious. percolation 
from the river (which is here only a few yards away), was 
experienced until the peaty stratum was penetrated, but 
thereafter great trouble was experienced. The new turbine 
foundations are oniy partially completed and infiltration 
through them was one of the most serious modes of ingress 
of the flood water. 

The normal river level during the wet season is about 
8 ft. below the engine-room floor, but by 3 a.m. on August 
27th there was 3 ft. of water in the basement, and the water 
was then within 4 ft. of the engine-room floor. 

Mr. Austin (the assistant engineer), 
who was in charge in the absence of the 
chief engineer, immediately proceeded to 
dam up such inlets as were accessible 
and capable of being closed. The Cor- 
poration pump store was flooded, hence 
the only pumps available were those 
lying spare in the station. Hand pumps 
were mounted over the various pits con- 
taining the engine and turbine aux- 
iliaries, and by 11 a.m. a 6-in. centri- 
fugal pump had been arranged to throw 
water out of the engine-room window. 
By this time the water in the base- 
ment was 5 ft. 6 in. deep and within 
18 in. of the engine-room floor. The 
river continued to rise rapidly, much 
water flowed in by way of manhole 
covers and disused connecting ports in 
the condensing water culvert and many 
temporary clay plugs and dams gave 
way under the increasing water pres- 
sure. Another 6-in. pump was got to 
work during the afternoon, but at 
9 p.m. the water (which was now 18 in. 
above the engine room floor level outside the works) reached 
the terminals of one of the dynamos, a “ short” occurred, 
and the station had to be shut down. Up to this time, 
normal supply had been maintained, temporary cables being 
carried from the generators to the switchboard (the regular 
cable ducts being flooded early in the day), and a dam built 
across the mouth of the outgoing feeder tunnel. 

After the cessation of pumping, water speedily flowed 
into the power house, submerging the engine-driven sets 


all the wet machines and the armatures of the smaller motors 
to be baked as soon as they could be removed. 

During Tuesday night, the whole of Wednesday and 
Wednesday night and the earlier part of Thursday, the 
supply was completely interrupted. The turbo-dynamos 
were dry but their auxiliaries were flooded, and temporary 
provision had to be made for a circulating water supply. 
One turbine was running to atmosphere by Thursday after- 
noon, the first duty performed being the charging of the 
battery. The latter had practically discharged prior to the 
shut-down, and could not be recharged till the flooded 


ELECTRIC Goops LOCOMOTIVE DRAWING TRAIN, DESSAU-BITTERFELD 


RAILWAY (page 419). 


booster set had been dried. By Thursday evening a tem- 
porary circulating water supply had been arranged by belt- 
driving one centrifugal pump through an overhanging pulley 
mounted on its projecting spindle—the only bearing at this 
end being the gland—and another (in the basement) 
through a belt running on the commutator of the flooded 
pumping motor. Both expedients proved satisfactory ; less 
brutal arrangements were made as soon as possible, and the 
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EXAMPLES OF SIEMENS-SCHUCKERT OVERHEAD CONSTRUCTION, DESSAU-BITTERFELD RAILWAY (page 419). 


to their shafts (see our views), but the turbine sets, being 
erected on raised foundations, were only submerged to 
their bed-plates. All the auxiliary machinery was under 
water. The conditions in one of the boiler houses are shown 
in one of our views. The fires of the water-tube boilers 
were not drawn till the flood was within 12 in. of the chain 
grates. 

The waters began to recede at 5 a.m. on August 28th, 
steadily falling during the next 24 hours to about 1 ft. below 
floor level. 

The submerged auxiliary motors were raised as soon as 
possible, and arrangements were made for the field coils of 


* 
gland and commutator were little the worse for their 
experience. á 

Messrs. Caley have a private generating plant, and also 
take a limited supply from the Corporation mains. They 
were able to supply 300-400 amperes to the latter for 
pumping, street lighting, &c., after shutting down their own 
load on Wednesday and Thursday evenings, and this was 
most valuable. 

The station output was confined to a small pumping 
supply on Thursday morning, aud to battery charging in the 
afternoon and evening. At 7 a.m. on Friday, the 1,000-Kw. 
turbine was connected to such of the public supply mains as 
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were not incapacitated by the flood. "Thereafter the total 
output rose rapidly to the normal. The two turbo-units 
(1,000 and 750-Kw. capacity respectively) were able to 
cope with the total demand until such time a3 the engine 
sets were dried out. 

The original bare copper distributing mains have been 
gradually replaced by B.I. & H. and St. Helens cables, 
but many miles of the former are still in use (and give satis- 
faction apart from the low insulation resistance obtainable). 
Streets containing bare mains and junction boxes, on both 
systems, controlling supply to about one-third of the town 
were submerged, and a number of joints were broken by 
road subsidence. "There was naturally some delay in restoring 
service to these areas, but within a week from the date of 
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in place of the field coils. The ends of the machine were 
covered with tarpaulins, and small fans maintained a brisk 
air circulation round the armature. The armature was 
expected to be fit for service in two or three days. 

The remaining flooded units (two 440-Kw., one of 500 Kw.) 
were being dried by coke stoves placed inside a temporary 
wooden framework built right over the three sets and covered 
with strong paper. Turk” stoves were being used to heat 
dry air to about, 100^ F., and fans were arranged to main- 
tain a continuous air flow through the enclosure. It was 
hoped to dry the machines in a week or so by this means. 
The **Turk" system avoids the cost and labour of taking 
down the dynamos, while leaving the workmen free for 
other more urgent duties. 


TYPICAL VIEWS IN THE FLOODED NORWICH ELECTRICITY WORKS. 


the disaster conditions were practically normal so far as the 
public was concerned. As soon as possible, further scctions 
of the bare mains will be replaced. 

The industrial inconvenience attributable to the cessation 
of supply was reduced by the fact that many works were 
flooded or short-handed, either owing to the inaccessibility of 
the works to the employés or owing to the latter absenting 
themselves to attend to their own troubles. 

Drying the Machines. — During Tuesday night and 
Wednesday the engine room was flooded with a mixture of 
dirty water and oil which had flowed out of the engine 
crank cases. After cleaning and rough drying the machine 
windings affected, it was found that they still were too wet 
to be dried by the application of a heavy, low-pressure 
current, hence field coils and the smaller armatures were 
dispatched to drying ovens, and, on the occasion of our 
visit, the armature of the 750-Kw. Crompton-Belliss set was 
in its bearings and being dried by steam radiators mounted 


Loss to the Station—The cost of the disaster includes 
£500-£700 loss in revenue during the week of the flood, and 
a similar expenditure in cleaning and drying the works and 
machines, and in placing the distributing system in order 
again. Probably the total loss to the station will amount to 
about £1,500. 

Certain gas enthusiasts in the neighbourhood have 
published statements concerning the failure of the elec- 
tricity supply which are in very bad taste. Fortunately, we 
can afford to congratulate the gas company on having just 
sufficient gas in their gasholders to last from Tuesday after- 
noon (when the retort fires had to be drawn) till production 
could be recommenced, and on their enterprise in providing 
a temporary gas supply to some residents in streets where the 
electricity mains were disabled for several days. 

Everything possible was done to minimise the magnitude 
of the disaster at the central station, and to restore supply 
after the waters had subsided. We have great pleasure in 
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recording the chief engineer's gratitude to his staff for their 
assistance, and to consumers for the forbearance with which 
they accepted the position. 

The disaster could not have been foreseen, the previous 
highest recorded flood (1614) being 18 in. lower than the 
present flood level. No such flood is likely to recur for 
decades—probably not for centuries—and, in any case, the 
station is not likely to be caught again with ite concrete 
foundation raft cut away. As many minor precautions as 


3000 


2000 


Station output—Amperes 


о © 
Pd 


Week 
August 19th—25th 
---- August 26th—Sept. Ist 
— --— Monday, Sept. 2nd 


P.M. 


A.M. Sunday 


COMPARATIVE LOAD CURVES SHOWING THE EFFECT OF THE FLOOD. 


possible will be taken against the injurious effect of a 
possible future flood, and the wall along the river front will 
' be rebuilt higher. 

Before leaving this subject, readers will doubtless be 
interested in the following brief description of the important 
extensions in progress at Norwich and in particulars of recent 
supply developments. 

The generating equipment of the station (which com- 
menced supply as a company-owned concern in October, 
1898, with a number of small Laurence-Scott sets) now 
comprises two 420-kw. and one 500-Kw. Willans-Siemens 
sets, а 750-кү. Crompton-Belliss set (these 4 units being the 
ones flooded) ; a 1,000-Kw. Parsons turbine and a 600-Kw. 
Willans-Siemens mixed-pressure turbo set. The Belliss set 
was installed after the Parsons unit, reversion to engine 
drive being attributable to the more or less experimental 
nature of turbine plant at that date, and to the great length 
of space required by the latter prior to the introduction of 
the disk and drum turbine. 

A 2,000-kw. Howden turbine is to be completed this 
autumn, and the old reciprocating sets will be replaced by 
turbines as.further extensions are required. In case of 
necessity, the power house can be extended towards the coal 
yard, thus providing sufficient accommodation for all the 
plant ever likely to be required. 

The supply is on the 220/440-volt three-wire b. C. system, 
the turbines driving dynamos in tandem. Although a con- 
siderable factory load is supplied (nearly 4,000 Н.Р. being 
connected), there is no probability of high-tension three- 
phase generation being adopted for industrial purposes, since 
the consumers, including Messrs. Colman (350 Kw.) and a 
number of boot factories, lie close to the supply station. 

The original five single-drum water-tube boilers (each 
evaporating 5,000 Ib. per hour) are now doing useful work at 
a neighbouring beet sugar factory, and are replaced at the 
central station by two double drum boilers, each of 25,000 Ib. 

г hour evaporative capacity. . Two B, арф W. boilers 
8,000 Ib. per hour apa complete ‘the 1 of the 


boilers of. 


riverside boiler house. At the other side of the engine room 
is a second boiler house containing four Lancashire boilers 
each of 5,000 Ib. per hour capacity and one marine type 
water-tube boiler evaporating 28,000-30,000 Ib. per hour. 

The riverside boiler house is being provided with overhead | 
bunkers holding 500 tons, with gravity feed to the chain 
grate hoppers. A conveyor system is also being erected to 
connect with the riverside coal yard where 1,000 tons of fuel 
can be stored. The present winter coal consumption reaches 
250 tons per week, so that the station will have about six 
weeks’ fuel storage capacity. During the coal strike last 
Spring, the stock-in-hand fell from 1,058 tons on March 
8th, to 771 tons on April 8th, and 197 tons on May 6th, 
after which a large shipment was received by water; full 
supply was maintained throughout. | 

Тһе present 18-in. condenser water intake from the river 
is to be replaced by a 36-in. sq. intake-culvert, work on 
which is now in progress. At the outer end of the 
intake, a Brackett screen is to be employed. This 
consists of an endless band of 3 in. mesh phosphor- 
bronze netting running over top and bottom drums; 
all but the smallest débris is arrested, and that which 
clings to the netting is washed off by outward jets of 
water near the top drum, into a trough discharging 
down-stream. In addition to the usual trouble caused by 
inanimate débris, many eels have been drawn through the 
centrifugal pumps into the condensers, and a number have 
actually lived and grown in the coolers, &c. It is hoped 
that the new screen will largely prevent the ingress of organic 
spores (carried by slime washed out of barrels in a brewery 
above the station), which in the past have rapidly collected 


and grown in the condensers, necessitating weekly cleaning 


of the tubes. 

A new battery of 224 Premier cells, having a discharge 
capacity of 980 amperes for three hours, 2,100 amperes for 
one hour, and 3,600 amperes momentarily, has recently been 
installed in a three-story accumulator house opening off the 
engine room. The walls of this building are of ribbed steel 
enclosed in 3-in. thickness of a plaster, through which the 
recent flood water easily percolated. At one time the water 
was half way up the cell boxes on the ground floor, but the 
cells were not damaged. 

The new offices adjoining the works are nearing com- 
pletion. At a cost of £3,000, a very handsome block has 
been erected, providing accommodation for the clerical 
staff, the wiring, meter, mains and the lighting staffs, and 
including showrooms, electric cooking demonstration rooms, 
and various work and repair shops. The whole of the old 
buildings will be used as stores. 

The general progress of the undertaking is graphically 
illustrated below. During the quarter ending June 30th the 
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CURVES SHOWING THE PROGRESS OF THE NORWICH 
ELECTRICITY DEPARTMENT, | 


average fuel consumption was 3°52 lb. per unit generated, 
or 3°95 lb. per unit delivered to the mains, while the boilers 
averaged 13:5 cwt. per 1,000 gallons of water evaporated. 
Two-thirds of the streets are now lighted electrically, and 
the remaining gas lamps will be converted as soon as possible. 
The expenditure involved is being met from the revenue, and 
it is expected, аё. 21,000 . per anngum.will.be.sayed.. when 
the conversion is completed. Single lamps are employed on 
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most of the standards (which have graceful swan necks and 
simple but efficient white-enamelled top reflectors and no 
lanterns). More than half the total number of lamps are 
50-C. P. units; only 27 100-c.P. metal lamps are used, the 
remainder being of 75 c.r. each. In addition to 16 
10-ampere open arcs along certain of the tram routes, there 
ere nearly 1,200'metal lamps in use for public lighting. 

By far the most interesting feature of the private supply 
is the remarkable popularity and efficacy of the assessment 
tariffs in vogue. Alternative to a flat rate of 4-5d. per 
unit, a consumer may pay 12 per cent. per annum on the 
rateable value of his house and is then supplied at 1d. per 
unit, flat rate. Two years ago about 47 per cent. of the 
total lighting sales were at Id. per unit, and at present 
nearly,.6O per cent. of the total are thus sold. This is a 
remarkable result when it is remembered that the total costs 
per unit sold are about 0*90d. (average revenue per unit sold 
= 21d.) The capital burden is high (£82:16 per Kw.), 
and will be temporarily increased by the present extensions, 
but a handsome surplus has been sccured during recent years. 
The introduction of the metallic-filament lamp was beneficial 
rather than unprofitable to the station. à; 

Special tariffs have been designed for very small con- 

sumers. If the rateable value of a house is less than £10 
per annum, free wiring and lamp renewals are offered at, say, 
50s, per annum for six lamps, and current is supplied at 1d. 
per unit flat rate. The smallest consumers are supplied at 
Is. per lamp per quarter (or even smaller fixed charges for 
wiring and lamp renewals), and 1d. per unit for current. 
Shop lighting is charged at 1d. per unit plus an annual 
charge, which varies from £10 to £7 per kw, of maximum 
demand, according to the size of the installation. 
Our best thanks are due to Mr. F. M. Long, city elec- 
trical engineer, and Mr. Austin, assistant engineer, for their 
kind assistance in explaining the working of their station 
and the circumstances and effects of the flood—from the 
after-effects of which we wish them a speedy recovery. 
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TRAMWAY and RAILWAY NOTES. 


(Continued from page 418.) 


Belfast.—The extensions of the tramway system on the 
Oldpark Road, Ravenhill Road and Donegal Road are now well 
forward and only require linking up with the existing tramways 
with which they will connect. It is expected that all the extensions 
will be in running order by the end of the year. 


Birkenhead.—It was reported at a meeting of the 
Corporation on September 4th, that the B. of T. had given 
sanction to the borrowing by the Council of 4.374 for the 
purchase of six new tramway cars for service on the New Ferry 
route between Woodside Ferry and Port Sunlight. The contract 
has been placed with Messrs. Siemens Bros. Dynamo Works, Ltd., 
for supplying and delivering six double-bogie cars (with bodies 
built by Messrs. Hurst, Nelson & Co., Ltd.), each to seat 60 persons. 


Bournemouth.— poll of ratepayers is to taken on the 


question of running & Sunday afternoon and evening tramway 
service. 


Burnley.—The Tramways Committee has received a 
letter from the B. of T. certifying Harle Syke Tramway fit for 


public traffic, and that a goods wagon attached to passenger cars 


could be used for a period of three months, at the end of which 
time a report was to be furnished on its working. 

A deputation from the National Motor-Carriage Insurance Union 
attended with reference to the decision to run the goods wagon, 
and requested the Corporation to abandon the scheme on the fol- 
lowing grounds: — (1) That the Corporation were thereby compet- 

ng with ordinary carriera ; (2) that it was dangerous to drivers of 

ordinary vehicles and to the public generally; and (3) that there 
were already sufficient vehicles using the roads. The Committee 
adhered to its decision, and fixed the charges for the conveyance 
of goods. 

In view of the continued growth of the tramway traffic, the 
Tramways Committee proposes to purchase five new top-covered 
cars, at an estimated cost of £3,900. 


Canada.—The Montreal City Council has received an 
application from the Comptoir Financier Franco-Canadian for per- 
mission to construct a system of underground electric railways. 
It is claimed that the capital will be furnished by Parisian bankers, 
and that Parliamentary powers are to be asked for in order to carry 
out, the project. The present company is only a preliminary one, 
it Being proposed to form a concern with $100,000,000 capital as 


soon ав the necessary authority can be obtained. The trains will 
consist of five coaches, one of first-class and four of second class, 
each coach holding about 110 passengers. Plans are being drawn up 
by Parisian engineers. The Council has decided to await the full 
organisation of the company before taking action. 

Preparations for the construction of the Mount Royal tunnel 
for the C.N.R. are being made, although the plans for electrification 
have not been prepared. Two 100-H.P. and four 200-H. P. electrical 
sir-compressing plants for pumping and drilling, &c., are being 
supplied, and five contractors' electric Jocomotives have been pur- 
chased. The tunnel will be 34 miles long, and about 8 miles of 
route will be electrified. 


Continental Notes, —A vsTR1A.—The Secretary of State 
for railways is negotiating for the electrification of the Arlberg 
line-from Landeck to Bludenz. The estimate of cost for the elec- 
trificatión, exclusive of the power station, amounts to 11,000,000 
kronen, while 15,000,000 kronen is set aside for the erection of 
the power station.— Financial News, 

‚ GERMANY.—A railway line much used by tourists in the 
Bavarian Alps namely, that running from Salzburg, through 
Freilassing and Reichenhall to Berchtesgaden, is to be electrifled. 
The work has been entrusted to the Siemens-Schuckertwerke, of 
Berlin. The poles are being erected, and the installation of the 
overhead lines will be begun in a few weeks. It is not intended to 
relay the metals. Elekt. u. Maseh. | 

Among the several new electric railway schemes projected 
recently are one from Frankfurt-on-the-Main, through Kronberg to 
Königstein, the Lokalbahn A.G. being the promoters; the Cologne 
to Bonn and the Cologne to Düsseldorf lines, for which and other 
works the Т.С. of Cologne has just approved a loan of £3,950,000 ; 
a line from Lützelburg (Alsace-Lorraine) to Dagsburg and Wangen- 
burg, promoted by the “La Houve” mining company, of Strass- 
bury: a line from Neuss (Rbine Provinces) to Rheydt, with 
branches to Holzhain and München-Gladbach, the joint concern of 
the several towns named: a line from Offenbach (Hesse) to Ieenburg, 
Sprendlingen and Egelsbaeh, the A.G. für Bahn-Bau und Betrieb 
being the concessionaires, and the municipal station at Offenbach 
furnishing the current; and a line from Wilstedt to Zeven and 
Tostedt, estimated to cost £165,000; also two electric tramway 
schemes—one. from Darmstadt to Offenbach, promoted by the 
Hessischen Eisenbahn A.G. and the A.G. für Bahn-Bau und 
Betrieb, and another in the town of Insterburg, in East Prussia, for 
the construction of which the A.E.G. are in treaty with the muni- 
c'pal authorities.— Elektro, Zeitschrift. 

Among the locomotives furnished for the Dessau-Bitterfeld elec- 
trification is a high-speed locomotive made by the Bergmaun 
Electricity Works. This locomotive has a two-axle pony truck at 
the front, two driving axles with wheels of 63 in. diameter in the 
middle and a trailing axle at the rear. The transmission system is 
operated by a single-phase series motor, the speed control and 
reversal of which is obtained by shifting the commutator brushes. 
The motor is rated at 1,500 R. P. at 270 R. p. M., which corresponds to 
a locomotive speed of 496 M. P.H. During trial trips, however, a 
speed as high as 77'5 M.P.H. was attained. In practice, the loco- 
motive has had no difficulty whatever in hauling passenger trains 


weighing more than 100 tons at the required speed, and freight 


trains weighing almost 1.000 tons have been hauled at 341 M. P. H. 
The normal drawbar pull is about 9,900 Ib. with a maximum of 
34,100 lb. when the locomotive is at a standstill. The total weight 
of the equipped locomotive is 72 tons. The motor weighs 15 tons 
aud the transformer 7'6 tons. 

Messrs. Brown, Boverie & Co., of Mannheim, are reported 
to have received an order from the Prussian State Railways for 
the delivery of 10 single-phase locomotives, each of 1,200 H. p., 
for the Lauban-Konigszelt railway. 

FRANCE.—The French State Railway authorities, who have been 
engaged for some time past in making trials in connection with 
the introductiou of electric traction on the nationalised Western 
Railway, have just placed an order for 100 motor coaches and 400 
trailers with French and Belgian works. It is stated that the 
motor coaches are to be equipped with apparatus to permit of the 
automatic coupling of the coaches forming a train. 

Rvss1A.—In amplication of the information given in our last 
issue regarding the railway to be built from Riga to the seaside 
resort of Majorenhoff, it is stated that the concession has been 
granted after the Riga Tramways Co. had been included in the 
consortium, and that the line will be on the single-rail system, 
electrically worked. A generating station is also to be built, a 
distributing network erected, and an iron bridge built over the Aa 
River. The whole instellation must be in working by 1917. The 
constructional works will be in the hands of the Riga Tramways Co. 
— Elekt. и. Masch. 


Dewsbury.—At a meeting of the Birstall and District 
Chamber of Commerce, on the 5th inst., & protest was made against 
the increase of tramway fares in the Yorkshire Woollen district, and 
at the Dewshury T.C. the same evening it was stated that all the 
neighbouring authorities were eupporting Dewsbury in its action 
against the local tramway company’s methods. It was said that 
altogether the company had raised the fares 50 per cent., which 
was considered outrageous, while it was alleged the system was one 
of the best paying the company had. 

The B. of T. has extended the period for the commencement of 
the work in connection with the Shaw Cross tramways until 
August 1&th, 1913, and the completion until August 18th, 1914. 


Doncaster.— It bas been decided to obtain, in time for 
the monthly meeting in October, tenders for the light railway 
extensions at Bentley which were authorised by the Doncaster. 


Corporation Light Railways (Extension) Order, 191. 
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Dundee. — After inspection on behalf of the B. of T., the 
railless traction system was opened for traffic last week. The 
route is along Clepington Road, at the east end of the town, and 
connects the terminus of the Mary field rection with the line at the 
Fairmuir, being a mile and a quarter in length. The cars, of which 
е are two, have been supplied by the R. E. T. Construction Co., 
London 


Elland,—On the 6th inst. there was a conference 
between the D.C. and the Halifax Tramways Committee to discuss 
the proposed extension of the Halifax system to ElJand. The 
members were not unanimous on the granting of a subsidy of £100 
a year for four years, or upon the route. It was stated, however, 
that the Woodside route would probably be approved. This route 
will cost, with a double line all the way from Calder and Hebble 
to Elland, near Hull, over £20,000, while the route from West Vale 
with single track would cost only about £8,000. The Elland 
Council has ratified its promise made in February last to the 
Huddersfield Corporation to grant a subsidy of £500, to be extended 
over a term of five years and subject to the ratepayers’ consent, if 
the Huddersfield tramways system was extended from Birchencliffe 
to Elland. 


Glasgow.—The T.C.’s Committee on Tramways has 
decided, by a majority of five, to recommend the Corporation to 
approve of а proposal to remit to a special Sub-Committee to con- 
sider and report as to the desirability and practicability of the 
tramways department providing cottage dwellings to be rented by 
workmen in the service of the department. 


London.—In connection with the collision which occurred 
at the Caledonian Road tube station of the Great Northern, Picca- 
dilly and Brompton Railway last week, a B.of T. inquiry was 
opened on September ‘ith. The collision occurred through a non- 
stop train running into the rear of a train which was standing in 
the Caledonian Road Station, and the inquiry turned on the 
behaviour of the automatic signalling system. Evidence was given 
showing that the signal in question had once failed, but had then gone 
to danger (as it should have done in such a case). Further evidence 
as to the trip cock under the motor coach (which should auto- 
matically apply the brakes) disclosed nothing unusual, and the 
inquiry was eventually adjourned until the driver of the colliding 
train is sufficiently recovered to give evidence. 

The Metropolitan Electric Tramways Co. is introducing some 300 
Daimler ‘buses, to supplement its tramway services on the roads of 
North London. 


U.S.A.—According to the Railway and Engineering 
Review, the New York, N.H. and H. Railway, which has recently 
placed an order for 39 additional electric locomotives for combined 
goods and passenger service, will soon have a total of 106 heavy 
electric locomotives in service. The original locomotives had a 
maximum tractive effort of 19,200 lb., but in the more recent ones 
this has been increased to 40,000-45,000 lb. Some 16 switching 
locomotives, having a tractive effort of 39,500 lb. and weighing 
80 tons each, have been introduced for use in the freight yards. ' 


Wakefield.—The solicitors to the Yorkshire (West 
Riding) Electric Tramways Co. have written to the Council to the 
effect that the company were unable to raise capital for the con- 
struction of the lines not already constructed, as authorised by the 
Wakefield and District Light Railways Orders, 1901-2 (it will be 
remembered that the Yorkshire (West Riding) Electric Tramways 
Co., Ltd., took over the Wakefield undertaking some little time ago), 
and suggested that if the local authorities concerned in the extensions 
could arrange to construct the lines, the company would be pre- 
pared to work them. A Sub-Committee of the Corporation arranged 
to confer with the Stanley and Ardsley East and West Urban Dis- 
trict Councils, and, after an interchange of views, the repre- 
sentatives undertook to take the instructions of their respective 
Councils, and communicate with the Corporation prior to a 
suggested interview with the directors of the company. 


TELEGRAPH and TELEPHONE NOTES. 


Admiralty,—The Admiralty has acquired seven acres of 
land at Stockton for the purpose of a wireless telegraph station. 


Canadian Telegrams.—aAs the result of representations 
made to the Western Union Telegraph Co, by the Postmasters- 
General of Great Britain and Canada, the following reductions will 
be made at an early date in the rates for telegrams in plain 
language transmitted by that company and ita associated companies 
between the United Kingdom on the one hand and Canada and the 
United States on the other hand :—- 

The present rate of 6d. per word for telegrams subject to a 
possible delay of 24 hours will be reduced to 44d. рег word, and the 
telegrams will be transmitted and delivered subject only to such 


delay as is necessary to give priority to ordinary traffic at Is. per 


word. A new service of nicht letters will be brought into force at 
a charge of 3s. for 12 words and 23d. for each additional word. 
These telegrams will be delivered, subject to the prior delivery of 
ordinary traffic, on the morning of the au e that on which 
they are handed in, 


The present rate of 68. for 30 words and 1s. for each additional 
group of five words for week.end cable letters handed in up to 
Saturday night for delivery on the following Tuesday will be 
reduced to 4s. 6d. for 24 words and 24d. for each additional word, 
and the telegrams will be deliverable on the following Monday. 

A reduced rate of 34d. instead of 5d. for ordinary Press tele- 
grams has already been brought into force, as well as an improve- 
ment in the conditions on which Press telegrams at the rate of 24d. 
per word are transmitted and delivered. The latter telegrams 
have hitherto been subject to a delay of 19 hours reckoned by 
the clock time of the country of destination. They are now trans- 
missible during the hours from midnight to 6 a.m. in the country 
of origin, and also during the hours from 6 to 9 p.m., Greenwich 
time, corresponding to 1 to 4 p.m. Montreal or New York time. 

These rates apply to those places in the East of Cauada and the 
United States to which the rate for ordinary telegrams is Is. per 
word. The rates chargeable to other places both in Canada and 
the United States are being correspondingly reduced. 


Germany.— The Gesellsghaft für drahtlose Telegraphie 
has erected a wireless station on the roof of its offices in Berlin, 
with a range of 1,000 km. 


Imperial Wireless.— The British wireless station will 
be erected nearCarnarvon. The receiving station will be at Nebo, 
and the transmitting station some miles to the north. 


Pacific Cable, —The accounts of the Pacific Cable Board 
were published last week ; they show that the traffic receipts for 
the year ending March 31st. 1912, were £159,051 gross, £154,892 
net, making, with £3,986 received for the charter of the 7ris, and 
minor items, a total of £159,150. The excess of receipts over 
expenditure was £37,046, which goes towards meeting the annuity 
of £77,544 for interest and sinking fund on the capital outlay of 
£2,000,000. This surplus is £7,712 more than that of the previous 
year, and reduces the sum to be provided by the Imperial and 
Dominion Governmenta to £410,498. The net traffic receipts 
increased by £18,749. Expenditure increased by £12,761. of which 
£7,339 was due to the payment of & full year's rent for the land 
line, as sgainst four months only in the previous year. A surplus 


of over £40,000 is expected for the current year. The 
renewal fund stood at £26,289 on March 315%: the cost 
of the new Australia -New Zealand cable will be met 
out of this account. The cable suffered no interruption 


during the year. The adoption of a contrivance for magnifying 
the signals on the long sections on either side of Fanning Island, 
due to Mr. E. S. Heurtley, aided accuracy of transmission and 
increased the speed by as much as 25 per cent.; a royalty of 
£1,000 & year, increasing to a maximum of £1,500, is paid for the 
use of the instrument. 

The new cable will complete the triangle Norfolk Island- 
Australia-New Zealand, thus duphcating the two southern sections 
and providing a short route for inter-colonial traffic, and at the same 
time saving £6,000 per annum: the total cost of the addition is 
expected to be under £175,000. The principal contracts were 
placed with the India-Rubber, Gutta-Percha and Telegraph 
Works Co., Ltd., and Messrs. Siemens Brothers & Co., Ltd., and 


. it is hoped that the cables will be laid and in operation before 


the end of 1912. The Canadian land-line has continued to give 
satisfaction, and improvements in its working are in 
progress. Difficulties were experienced in maintaining com- 
munication by steamship with Fanning Island, owing to the 
exigencies of the mail service between Canada and New Zealand, 
which no longer allowed of the mail steamers visiting the island. 
Since August last year only occasional calls have been made, by 
special arrangement, and it is uncertain what will be done in the 
future. The result has been that the Board has been put to much 
expense and anxiety, and the staff on the island to much incon- 
venience, discomfort, and even risk of health. To mitigate the 
trying conditions of life on the island, refrigerating plant Las been 
installed, and electric lighting will be substituted for the present 
system of illumination by oil lamps this year. New offices are 
being obtained in Sydney at a cost of £10,000. The deferred- 
rate system, which came into force in January last, has 
proved very satisfactory, the number of words carried 
in three months being 46,450, while the ordinary traffic also in- 
creased. The reduction of rates for deferred Press messages made 
in December last led to no increase in the total volume of Press 
traffic, about half of which was merely transferred to the deferred 
class. The total of international messages carried last year 
aggregated 2,131,376 words. 


Norway.— Marconi’s Wireless Telegraph Co., Ltd., has 
entered into a contract with the Norwegian Government for the 
erection of high-power stations in Norway and the vicinity of New 
York, for the purpose of conducting a commercial telegraph service 
between Northern Europe and America. The receipts of the joint 
stations will be pooled by the Norwegian Government and the 
Marconi Wireless Telegraph Co., of America, and divided equally 
between them. Marconi’s Wireless Telegraph Co., Ltd., receives the 
sum of £70,000 for the Norwegian gtation, exclusive of site, 
foundations, and buildings, and 10 per cent. of the gross receipts. 
The contract is for a definite period of 25 years, at the end of 
which time the Norwegian Government has the right to renew it. 
The stations will be erected as quickly as possible and must be com- 
pleted within 12 months of the foundations and buildings being 
ready. 

A Roumanian Wireless Invention. 
military officers, Captain-lieutenants Dan Zaharia and Gustav 
Rotlander, have invented a novel wireless receiving apparatus, mare 
especially adapted for flying machines, which weighs only 270 


———....:ꝶ̃ —————————————————————————————————— — EEE TN EEE EE 


426 


THE ELECTRIC AL REVIEW, [Vol71. No. 1,816, SEPTEMBER 18, 1912. 


grammes. Tried on aeroplanes, the apparatus has given the best 
results.— Elek. und Maseh. 


Suffragist Outrage.—On August 31st 14 important 
trunk telegraph wires were cut on the London Road near Potter's 
Bar, and a notice was affixed to a post stating that the damage 
which had been done was entirely owing to the attitude of the 
Government towards suffragists. Great inconvenience was caused 
to the telegraphic service in consequence of this malicious act. 


U.S,A,—The Navy Department is seeking powers from 
Congress to establish a wireless telegraph system which will enable 
it to keep in touch with its ships in all parts of the world. 

On August 16th President Taft approved the Bourne Bill regu- 
lating radio-communication. This Act requires every person, 
company or corporation within the jurisdiction of the United 
States operating any apparatus for commercial radio-com munication 
among the several States, or with foreign nations, to obtain a 
licence from the Secretary of Commerce and Labour. All com- 
mercial wireless apparatus while in use shall be under the super- 
vision of the Secretary of Commerce and Labour. The Act provides 
that the normal sending and receiving wave of each station shall 
have a definite length, either not exceeding 600 m. or exceeding 
1,600 m. All ship stations, and all coast stations open to general 
public service, shall be prepared to use two sending wave-lengths, 
one of 300 m. and one of 600 m. Shipboard stations when within 
15 nautical miles of a naval or military station shall not use a 
transformer input exceeding ] KW., and when within 5 nautical 
miles the input shall not exceed і KW., except for distress signals. 
In general, wireless stations must not use more energy for trans- 
mission than is necessary. Penalties are provided for a violation 
of any of the regulations contained in the new Act, which was 
passed by the House of Representatives on August 9th, and was 
apparently enacted without any consideration of the Wireless Con- 
vention signed at London by the delegates of some 30 nations early 
in the month of July.— Lectrieal World. 


Wireless for Troopships.—The Government of India 
has sanctioned the immediate installation of wireless telegraphy on 
the R.I.M. steamers Du flerin, Hardinge and Northbrook, and these 
vessels are now being fitted at the Government Dockyard, Bombay. 
The cost of installation is 16,000 rupees for each ship, and Mr. 
Parker, special officer in charge of wireless telegraphy, is super- 
vising the work. 


Wireless on Airships.—At the request of the Army 
Council, the Admiralty invited four naval wireless telegraph 
operators to volunteer for service in the military wing of the 
Royal Flying Corps, for the period of the Army manœuvres, to 
work the wireless telegraph equipment fitted to the airships taking 
part in the manwuvres.— Daily Telegraph, 


Wireless on Board Ship.—A Bill to impose compul- 
sorily the adoption of wireless telegraphy on certain classes of ships 
has been prepared by the Board of Trade in consultation with the 
Post Office and the Admiralty, but as the question is one on which 
international agreement is desirable, it is to be deferred until after 
the proposed international negotiations on Safety of Life at Sea. 


CONTRACTS OPEN and CLOSED. 


OPEN. 
Australia, — New Хости WaLEs.—September 25th. 


Trunk line switchboard, for the P.M.G.'s department. See Official 
Notices" August 23rd. 
October 2nd.—N.S.W. Government Railways. Six 1,000-Kw. 


sub-station units to specification No. 357. Specification (10s.) from 
Electrical Engineer's Office, 61, Hunter Street, Sydney. 

October 16th. — N.S.W. Government Railways. Two 6-ton 
electrically-driven travelling cranes, for the Randwick workshops. 
Specification No. 365 (5s.). Electrical Engineer's Office, as above. 

SOUTH AUSTRALIA.—October Ist. Telephone switchboards at 
Unley, Adelaide, for the Postmaster-General's department. See 
„Official Notices August 23rd. 

October Ist. — Telephone switchboards at Norwood, for the 
P.M.G.'s department. See Official Notices August 23rd. 

October 22nd.— Telephone switchboard at Port Adelaide, for the 
P.M.G.'s Department. See "Official Notices " to-day. 

October 23га. — 100 common-battery table telephones, for the 
P.M.G.'s Department. See "Official Notices to-day. 

VicTORIA.— September l17th.— One fuel economiser, for the 
Melbourne Corporation electricity works. : 

October 2nd.—Two vertical sete of electrically-driven rotary 
pumps, for the Melbourne City Council. See "Official Notices” 
August 16th. 

October 22nd. Fourteen sections of common-battery multiple 
switchboard, for the P.M.G.’s department. See Official Notices“ 
to-day. 

WESTERN AUSTRALIA.—November 5th. Telephone switchboards 


See Official Notices to-day.” 


to Stores Schedules 222 and 223, for the P.M.G.'s department, Perth, | 


Austria.—ViENNA.—November 30th. Plans are re- 
quired for the erection and operation of an electrically-worked 
municipal central clock installation. Particulars, Magistratab- 
teilung V, Vienna. | | 

TRIESTE.—September 23rd. Twelve cranes of 1,500 kg. oapacity 
are required for the Molo della Sanità. Half must be delivered 
complete ready for erection within 6, and half within 12 months. 
Particulars of the Technische Abteilung der k.k, Lügerhauser, 
Trieste. 


Birmingham.—September 19th. Supply of 167,000 
tons of coal to the generating stations of the Corporation electric 
supply department. Mr. R. A. Onattock, city electrical engineer and 
manager. 


Bulgaria. — October 17th. The District Administra- 
tion of Finances in Sofia is inviting tenders for the supply and 
erection of the mechanical and electrical plant required in con- 
nection with the power transmission installation to be laid down at 


the State collieries at Pernik. 


Costa Rica, — December 9th. ‘Tenders are invited 


for the building and working of an electric tramway between 
Alajuela and Grecia, a distance of 18,100 m. Particulara from the 
Secretaria de Fomento, San José, 


Dundee.—September 23rd. Electric lighting at Carolina 


Shed, for the Harbour Trustees, Particulars from General Manager 
of the Dundee Harbour Trust. 


Grimsby.—September 16th. Automatic balancer for the 
Corporation. See Official Notices September 6th. 


Hungary.—The municipal authorities of Nagyteteny 
and Szekelyhid have just invited tenders for the establishment of 
central electric lighting stations in their respective towns, 


Large Conduit Order.—One million feet of conduit, 
with accessories, See "Official Notioes " to-day. 


Leeds.— October 7th. The Tramways Committee of the 
Corporation invites tenders for the supply and erection of a steel 


building at the permanent way depot, Leeds. Mr. J. B. Hamilton, 
general manager. 


London,—I..C.C.—September 24th. Electric spark gaps 
in brick cella for sub-stations, See "Official Notices " August 23rd. 

HAMMERSMITH.—September 25th. А.С. motors, for the Corpora- 
tion. See “ Official Notices " to-day. 


Lossiemouth.—September 28th. Gas producer plant, 
engines and dynamos, battery, crane, overhead mains and public 
lamps, for the T.C. See "Official Notices September 6th. 


Manchester, — September 18th. Electric lighting of 


Crumpeall Workhouse, for the B. of G. See “Official Notices” 
September tth. 


Mexborough. — October 5th. Turbo-generator, con- 
denser and switchgear, for the U.D.C. See Official Notices 


- to-day. : 


Neweastle-on-Tyne.— September 18th. Electric light 


installation at the Cottage Homes, Ponteland, for the B. of G. Mr. 
G. Walker, clerk, 127, Pilgrim Street. 


Newport (Mon.). September 17th. Coal for the Cor- 
poration electricity department for a year. Mr. N. J. Young, 
general manager, Town Hall (returnable deposit of 10s. 6d.). 

September 18th.— Extension of plant at the Corporation elec- 
tricity works: Railway weighbridge, ash conveyor and bunker, 
water-tube boiler, flues, and forced and induced draught plant. See 
“ Official Notices" September 6th. 


Rosario.—October 15th and September 21st. According 
to the Reriew of the River Plate, the Municipality is calling for 
tenders, until October 15th, for a second system of electric tram- 
ways, including their construction and working. Full particulars 
from the Municipality. Tenders for the public electric lighting 
will be opened on September 21st. "a" 


Roumania.— The municipal authorities of Botoschani 
are reported to be about to invite tenders for the concession for the 


supply of electrical energy for lighting and power purposes in the 
town. 


South Africa.— For the electric lighting of Cradock, 


Cape Colony, some £10,000 worth of machinery and apparatus will 


Bhortly be required. 
Ventnor.—The U.D.C. has under consideration a scheme 


‘for the construction of a passenger lift from the Esplanade to the 


town, worked by electricity. 


West Hartlepool.— September 14th. ‘Steam, exhaust 


and other pipework, for the Corporation Electricity. Department 
See "Official Notices" September 6th. De : 
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Argentina,—In connection with the electrification of the 
suburban railway lines in and about the city of Buenos Ayres, a 
contract, which is probably the largest ever placed for an electric 
cable installation, and certainly the largest for extra-high-tension 
cables, has recently been placed by the Ventral Argentine Railway, 
Ltd., with W. T. Henley's Telegraph Works Co., Ltd., of Blomfield 
Street, London, E.C. The contract, which covers the supplying and 
laying of all the underground power cables that the undertaking 
requires, will take about 18 months to complete, and will necessitate 
‚ the sending out of a number of engineers, foremen, jointers. &c., 
to carry out the work of laying and jointing. The principal item 
is one of 66,000 metres of `1 sq. in. paper-insulated, lead-covered and 
armoured three-phase cable for a working pressure of 20,000 volta, 
which is to be laid directly in the ground. The laying of this cable 
will necessitate several hundred joints, which will be made in cast- 
iron sleeves filled with compound under vacuum. As may be 
imagined, very stringent testa are specified for the cables both 
before and after laying. 

In addition there is a length of 66,000 metres of three-core pilot 
cable, and 28,000 metres of armoured telephone cable, which will 
also be laid direct in the ground. The contract also includes 
20,000 metres of 1'0 sq. in. paper- insulated and vulcanised bitumen 
sheathed track cable, to be laid solid in troughing. The truck cable 
referred to will be uced for feeding the conductor rails and running 
rails, and for connecting across breaks in the rails at level crossings, 
junctions, &c, Track pillars to the number of 1,300 are to be sup- 
plied by the contractors, together with a large number of joint 
boxes and a considerable amount of telephone apparatus, &c. 

The consulting engineers are Messrs. Livesey, Son & Henderson, 
14, South Place, E.C., and Messrs. Merz & McLellan, of Westminster 
and Newcastle. 

We may add that this important contract was secured in com- 
petition with British and Continental manufacturers. 


Belgium.— Five concerns competed for the contract for 
the electrical equipment of. a transformer sub-station at Dieghem 
in connection with the Société Nationale des Chemins de Fer 
Vicinaux’s light electric railway between Brussels and Haecht. 
The lowest offer was that of the Société des Ateliers de Construc- 
tions Electriques, of Charleroi. 


Bradford.—The tender of the British Westinghouse Co. 
for the supply of a 1,500-Kw. rotary converter. for & 3.978, has been 
accepted by the Corporation. 


Bristol,.—The City Council has accepted the tender of 
the British Insulated and Helsby Cables, Ltd., at £539, for an 
annual supply of electricity meters (watt-hour type, for alternating 
current). 


Canada.—A Canadian contemporary states that Messrs. 
Siemens Bros. Dynamo Works recently obtained contracts for a 
400-Kw. direct-current generator for direct-coupling to a Belliss 
engine, for the city of Regina: also a 2,000-kw. three-phase 
generator for coupling to a Willans turbine, a 750-K w. direct- 
current generator for coupling to a Belliss engine, and a 425- f. P. 
three-phase motor, for the city of Edmonton. 


Dundee.—The General Electric Co., Ltd., recently 
supplied the Corporation with 88 "Angold" magazine flame arc 
lamps for replacing the old open-type arcs hitherto used for street 
lighting in that town. It was necessary to have the installation 
completed for the opening meeting of the British Association, and 
no delay ocourred anywhere: delivery waa effected on time, all 
lampe were tested, and the entire change-over from old to new 
lamps was made without a hitch in one day. 


Glasgow.—The Tramways Committee recommends the 
T.C. to accept the offer of the St. Helens Cable and Rubber Co., 
Ltd., for trolley feeder cable. i 


Keighley.—The Education Committee of the T.C. has 
accepted the tender of Messrs. Longbottom & Farrar for electrical 
fittiags for the new Highfield School, at £39. 


Leeds,—The Corporation has ordered two pairs of chain- 
grate stokers for B. & W. boilers from Messrs. Ed. Bennis & Co., 
Ltd. (repeat order). 

London.— Amongst the contracts for power and lighting 
which are being carried out by Messrs. G. Weston & Sons, Ltd., are 
Messre. Danneman's piano factory, Islington: Messrs. Pearks's 
factory, Stoke Newington; the Mitcham Margarine Co.'s works, 
Mitcham ; and Messrs. Wheen & Sons’ soap factory, Deptford. 


Manchester,—Referring to our note last week, we are 
informed that Mesers, Wm. Geipel & Co. received the order for six 
of the seven sizes of time switches required by the Corporation. 


Neweastle-on-Tyne.— A contract has been entered into 
with the British Westinghouse Co. for electrical plant and switch- 
gear for the Corporation tramways power and sub-stations, at £6,817, 


Stockport.—The T.C., on September 4th, accepted the 


following tenders :— 


Lancashire Dynamo and Motor Co., Ltd., 170-x.v.4. alternator, £1,018; 
Ferranti, Ltd., high-tension switchboard, £72 10s.; Naylor Bros., Ltd., 
100 lattice poles for tramways, £6 each, 


Wallasey.—The Corporation has accepted the following 
tenders for supplies :— 
Messrs. Dykes & Sugden, Ltd.—Boxes and switches and cut-outs, 


Messrs. Alfred Hopps & Sons, Ltd.—Cylinder and lubricating oils, 
Britiah Insolated and Helsby Cables, Ltd. boxes, 4 


FORTHCOMING EVENTS. 


North-Eastern Counties Elec'rical Exhibition.—Open daily to Saturday, September 
28th inclusive. At the Exhibition Hall, St. Mary's Place, Newcastle-on-Tyne. 


Hardware, lronmongery and 011 Engineering Exhibition. —Open daily to Tuesday, 
September 17th inclusive, At Olympia, London, S. W. 


NOTES. 


Inquiry.—A correspondent desires to find an English 
market for electric cookers and hot-plates, and will probably be able 
to place a large order for export. 


Eleetrically-Illuminated Aeroplanes.— On Septem- 
ber 26th an exhibition of night fly ing will be given at Hendon, 
when each aeroplane will carry a searchlight, with side and rear 
lighte, and will be otherwise illuminated by electric lamps supplied 
from accumulators carried on the machine. Searchlights to guide 
the aviators and other ground illuminations are also to be features 
of the display. 


Copper. Statistics of this market, from Messrs. Merton’s 
circular for August, do not show a particularly brisk demand, 
probably owing to the rise in price. The European visible supplies 
have, as a whole, increased during the month by 640 tons, the 
second time an increase has been shown since September, 1911. 
English stocks have increased 930 tons, and French 410 tons; the 
quantity afloat from Chile is 300 tons less, and from Australia 400 
tons. Rotterdam stocks, at 570 tons, are 150 tons less, and Hamburg 
702. If the Dutch and German stocks are included, therefore, the 
supplies are less for the end of August by 212 tons. The supplies 
from North America are rather below average at 25,660 tons, the 
average being 27,949 tons. Spain and Portugal are over double the 
average, with 3,740 tons; Chile shipments are also high, as well as 
Australian. The total deliveries, at 42,320 tons, are just above the 
average, but considerably below June and February. American 
stocks for the end of July show an increase of 2,653 tons over 
the return for June. The total visible supply for the end of July 
showed an increase of 5,089 tons over the preceding month. 


The Manchester Rails Contract. — The following 
interesting letter appeared in the Morning Post of Saturday last :— 

“There is a great deal more involved in the preference given 
to an Ámerican firm by the Manche:ter City Council in the contract 
for steel rails, described in your issue of the 5th instant, than the 
immediate loss of over £10,000 to British industry. The incident 
will be freely and very properly used as an advertisement not only 
by the individual firm directly interested in it, but by others 
engaged in similar industries, certainly in China and Japan, and no 
doubt also throughout the Latin States of South America, it may 
be even in our own Australian and Cape Colonies, Pamphlets will 
be drawn up in the Chinese and Japanese vernacular languages and 
freely circulated by active agents on the spot among all buyers, in 
which the transaction will be fully described and emphasis laid on 
the statements in the debate in the Council that the American pro- 
duct is fully equal in quality to that of the best Sheffield firms, 
and is at the same time both substantially cheaper and more 
quickly delivered. Speedy delivery is of the essence of all contracta 
for public works, and if an American firm in Pennsylvania can 
deliver goods in Manchester more speediJy than an English firm in 
Sheffield, how much greater will be the advantage of dealing with 
the former when the delivery has to be made either in the Far East 
or in South America! These points will be urged by agents who 
are, аз а rule, not at all scrupulous in using unfair arguments, and 
will make the most of these which are perfectly honourable and 
are provided by ourselves, The ultimate results may be not a loss 
of £10,000, but of many tens, even hundreds, of thousands of 
pounds and a permanent injury to British industry. 

I can remember very well the use that was made, both in Japan 
and China, of the contract for the Atbara bridge in Egypt, which 
was given by the India Office to an American firm in the late 
nineties of the last century, and it is my memory of that time 
which now induces me to submit to you that such actions on the 
part of British public bodies have more than the parochial results 
of one comparatively insignificant loss. The Atbara contract was 
then defended in the House of Commons in similar terms to those 
that have just been used in the Manchester City Council. Every 
word of the defence was fully translated into Japanese and Chinese 
and widely circulated. both in pamphlets and in advertisements 
and articles in the native Press. and no expense was spared by 
American agents in securing the widest publicity to the fact that 
the superior efficiency of American to British steel foundries was 
admitted in the most convincing way in England. I pointed this 
out, as fully and as strongly as was compatible with official limita, 
in my annual Trade Report for the year, but the report was edited 
in the Foreign Office, and all I wrote on this point was struck out 
before publication. That was fully 14 years ago, but I cannot 
recall ever having once seen in the interim the Imperial aspect of 
this rigid adherence to the cheapest markets mentioned in the 
English Press.— Yours, &c., 

“JosEPH Н, LONGFORD 
"(formerly Н.М. Consul at Nagasaki), 


„Reform Club, September 6th.“ 
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Fatality.—On Sept. 1st, according to the Western Morning 
.Vrws, Thomas John Rule, aged 21, of Hayle, was killed by a live wire 
near Nancledra, in the St. Ives district. Deceased and other 
employés were inaking an examination of thé lines between Pendeen 
and Hayle. At Trenowan Downs deceased ascended one of the poles 
on the side where the current had not been stopped, and placed his 
hand on a 6,000-volt live wire, causing him to drop to the earth. 
A comrade hurried to the man's aid, but found him unconscious, and 
artificial respiration applied for half an hour proved ineffective. 


Educational,— University COLLEGE (UNIVERSITY OF 
LONDON).—The new session commences on the 30th inst. 

The new session at the Battersea Polytechnic opens on September 
2ith. See our advertisement pages to-day. 

UNIVERSITY COLLEGE, NOTTINGHAM —-A notice relating to the 
department of engineering appears in our advertisement pages 
to-day. 

THE CORRESPONDENCE SCHOOL OF ENGINEERING MATHEMATICS 
has removed from Bilston to Harley Road, Blackpool. 


The ET.U. in Birmingham,—<An attempt is being 
made to increase the strength of the Electrical Trades Union in 
Birmingham, where it numbers only 164 members, compared with 
330 in Liverpool, 490 in Manchester and 750 in Glasgow. 


Appointments Vacant.—Srerxry.—Assistant installa- 
lation inspector (30s). MANCHESTER.—-Shift engineer (£175 per 
annum). RATHMINES.—Shift engineer. SALroRD.— Meter tester 
(268. to 308.). See "Official Notices to- day. 


A Cracked Arm on a Tramear Wheel.—In spite 
of every care on the part of the motorman it not infrequently 
happens that the car, owing to the speed at which it travels and 
the unexpected nature of obstacles encountered, sometimes runs 
over small impediments on the track ; but it is very regrettable that 
this sort of thing happens inasmuch as the shock on the framework 
of the car, and especially on the wheels themselves, ia very consider- 
able. In most cases, the condition of the wheels can be ascertained 
абефап incident of this sort by tapping them smartly with a piece 
of metal, such as a light hammer, and if there ia a dull sound it ia 
extremely probable that the wheel is cracked, while if they ring 
clearly, damage has been avoided. 

In one instance of this nature where a car had run over a some- 
what heavy obstacle in the shape of a piece of stone on the track, 
one wheel appeared from the sound to be cracked, as tested with a 
point bar. On closer examination, it was found to be cracked at 
about the centre of the arm. There is no doubt that this could 
have been run for a long period before anything serious would have 
happened, but in order to make the matter absolutely secure, it was 
decided that before the car resumed its journey, a piece of hard 
timber should be driven between the rim of the wheel and the boss, 
and this undoubtedly strengthened the wheel. With this provision 
the car was run for the rest of the day without any further trouble 
occurring. 

When the car was taken hometo the depót it was debated whether 
the wheel should be withdrawn and & new one substituted, or 
whether some attempt should be made to repair it, and as only one 
arm appeared to be cracked, the latter alternative was decided upon. 
At first it was thought that the best way to tackle the job was to 
weld the crack electrically, but this would have meant a consider- 
able amount of special preparation, so that eventually a very sound 
repair was effected by simply rusting the crack with sal ammoniac 
and iron filings, and although it may not sound аз if this would be 
a strong job, the wheel, as a matter of practical fact, ran for a very 
considerable period without any further attention. 


Copper in Rails,—4According to the Railway News 
a new “bull” point for copper which might indicate a largely 
increased demand for the metal is discussed in the American papers. 
Recently the engineers of the New Haven Railroad looked into the 
history of about 6 miles of track that had far outlived the ordinary 
life and usefulness of the average steel rails, and is still in good 
condition. They found that this 6 miles of track was laid with 
rails imported from Glasgow, Scotland. Analysis of the rails 
showed that, in distinction to the ordinary type of steel rail, 
they contained ahout 1j per cent. of copper. Many of the steel 
companies, it is said, now have orders on their books for the manu- 
facture of rails containing copper, and an important new use for 
the metal i8 on the point of coming into existence. 


Wrong Way Valves.—a< correspondent points out that 
there are two ways of making a valve, The one is to make it with a 
left-hand thread on its spindle so that it closes when turned clock- 
wise, the same as an ordinary household tap, the closing of which is 
done by that way of turning which employes the more powerful 
action of the hand. In the other valve the spindle is right-handed 
and the valve closes by turning the wheel counter clockwise. Now 
both these valves appear exactly alike, and both are often made 
without any indication on their wheels or elaewhere that there is 
any particular direction in which they ought to be tnrned for 
opening or closing. If valves of one kind get mixed on a job with 
valves of the other variety the results may be extremely dangerous. 
But for a safety valve on a water main such a mix-up would 
recently have caused very serious damage. Such valves should 
carry a plain "open ' and "shut" indication. That there should 
be two varieties seems foolish. What reason can be shown for such 
lack of compliance with standard design’? Some firms even make 
both kinds and yet provide no outward sign of the internal trap 
ever waiting for an opportunity to ensnare the unwary. This is one 
of the things that might well form subject matter for the 
Committee on Standards, for it isa far worse fault than mere 
difference of dimension. 


* 


Artificial Daylight, —According to the Standard, a 
Berlin firm has succeeded in imitating daylight with metal-filament 
lampe by passing the light through thin semi-transparent sheets of 
marble in place of glass. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and. railway officials, to keep readers of the 
ELECTRICAL REVIEW posted ax to their movements, 


Central Station Officials.— No fewer than 3 members 
of the staff of the Swansea Corporation Electricity Department have 
married quite recently, and the blushing husbands (MEssrs. D. R. 
GREY, Н. O. DaviEs, and G. HOLDSWORTH) have each been pre- 
sented by the rest of the staff with а handsome marble clock. The 
presentation was made by the borough electrical engineer, Mr. 
C. A. L. Prusmann, who hoped that the recipients would remain with 
him for many years to come, and wished them health, wealth, and 
happiness galore. Their response was both modest and grateful, 
its keynote being Fellowship.“ 

Mr. WILLMORE, late of Tipton, has succeeded MR. W. D. JONES 
(who has gone to Australia) as manager of the Wellingborough 
E.L. Co. 

At Tunbridge Wells, on September 4th, Mr. J. W. BEAUCHAMP, 
late borough electrical engine:r, who has been appointed toa similar 
position at West Ham, was presented with an illuminated address 
by the members of the Lighting Committee of the T.C. The Cor- 
poration officials and the staff of the electricity department also 
presented a framed photograph of the works staff, and a stand of 
silver egg cups and spoons for Mrs. Beauchamp, while the wiring 
contractors of the town handed Mr. Beauchamp a handsome silver 
inkstand and illuminated address. 

Mk. ALFRED WM. BARNETT, chief electrical engineer at the 
Ocker Hill generating station, Tipton, Staffs., was the recipient of 
a handsome marble clock and side pieces from the staff, on the 
occasion of his marriage with Miss A. M. Davies on August 3rd. 

Mr. J. W. CARTER hes been appointed meter tester to the electric 
supply department of the Birmingham Corporation. 

Мв. A. A. Наки, of the Coventry Electricity Department, was 
the recipient of a table lamp and other presents from the staff on 
the occasion of his marriage to Miss S. L. Owen. 


Tramway Officials, —The Bradford Tramways Committee 


haa decided to recommend to the City Council the appointment of 


MR. WALTER К. FLEMING as parcels superintendent in the Tram ways 
Department, in succession to Mr. Hobson. The salary is £200 per 
annum, 

At a meeting of the South Shields T.C. on the 4th inst, Mr. 
WILLIAM ТОКЕ Ronson, chief assistant engineer of the Hall 
Corporation Tramwaye, was appointed tramways manager at a 
salary of £300 per annum. There were 68 applicants for the 
position. 


General,— MR. P. CoLLINSON, of Messrs. Collinson. Bros., 
electrical engineers, of Millergate, Bradford, was involved in a very 
serious motor accident, which occurred on Sunday whilst he was 
driving between Pateley Bridge and Harrogate. Mr. Collinson 
escaped any very serious injury, though he is at present confined to 
his bed ; two of the occupants of the car have, however, succumbed 
to their injuries, 

We learn that our friend and contributor, Мв. Joux D. 
MACKENZIE, Glasgow, was married there on the 5th inst, to Miss 
M. C. Miller, youngest daughter of the late Robert M. Miller, 
engineer, Glasgow. 

Mr. J. E. CowDEROY, who has recently acted as assistant elec- 
trical engineer to the Barking U.D.C., has received an appointment. 
under the General Electrical Co., of London. 

Мв. E. J. BARKER, who has for nearly 15 years been assistant 
engineer to the Liverpool District Lighting Co., has resigned, and 
joined the firm of F. B. Hellor & Co., electrical engineers, of 57, 
Moorfields, Liverpool. 


United Electric Car Co., Ltd,—The report of the 
directors for the year ending June 30th, 1912, states that after 
paying debenture interest amounting to £2,283, and charging 
£6,090 for depreciation, the profit for the year is £15,267, to which 
is added £2,482 brought from last year, making a total of £17,749. 
Deducting preference dividend for the six months ending Decem 
3let, 1911, £3,000, there remained an available balance of £14,749. 
The directors recommend payment of the preference dividend less 
income-tax for the half-year ending June 30th, 1912, £3,000; a 
dividend of 5 per cent. less income-tax on the ordinary shares for 
the year ending June 30th, 1912, £7,500 ; and the carrying forward 
to next year of the balance of £4,249. In accordance with the 
articles of association. two directors retire viz., Mr. Rishardson and 
Mr. Boddington, and being eligible offer themselves for re-election. 
Mr. Kerr, having inadvertently ceased to hold his necessary 
qualification shares as a director, temporarily disqualified himeelf. 
He has since acquired his full number of shares and has been 


` re-elected by the board, and his re-election comes up for. confirma· 


tion at the meeting. 
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CITY NOTES. 


Yorkshire Electric Power Co. 


THE directors’ report for the past half-year shows that the gross 
profit on the revenue acoount for the three corresponding half- 
yearly periods ending June 30th was 1912, £5,805; 1911, £6,633 ; 
1910, £4,950. The net profit after payment of mortgage interest for 
the same periods was £3,349, £4,137 and £2,621 respectively. The 
balance available at June 30th last including £330 brought forward 
from 1911 was £3,679, and the directors recommend that this 
amount should be dealt with by paying a dividend (less income- 
tax) at the rate of 6 per cent. per annum on the cumulative 
preference shares, amounting to £2,323, and by carrying forward 
£1,356. The effect of the coal strike in March last was felt 
severely in the district supplied by the company, but owing to the 
provision made, supply was fully maintained throughout the strike to 
all users who rely on the company for their supply of power and light. 
The reduction in profits is due to the strike, to extra cost of fuel 
during the continuance of the strike and immediately thereafter 
when it was necessary to replenish the coal stock, and to the 
reduced consumption and unsatisfactory conditions of working pro- 
duced by the disturbance of trade throughout the district. The 
directors regret to report a breakdown at Thornhill in July last. 
and gratefully acknowledge the consideration shown by the cus- 
tomers of the company during the short period of reduced supply 
required to couple up the additional plant which had already been 
installed at the works. The very considerable additions the com- 
pany is making to the generating plant will, in the opinion of the 
directors, not only meet the increase of business, but also provide 
ample reserve power to secure acertain and continuous supply to 
customers in the future, even in the event of one or more units 
being temporarily disabled from any unforeseen cause. A special 
meeting of proprietors living in Leeds and district was held on 
July 23rd last, to explain the reasons for the formation of the 
Yorkshire Waste Heat Co., Ltd., and a report of this meeting will 
be circulated. It is believed that the generation of elec- 
trical energy with waste heat from coke ovens at Barugh 
will result in considerable economy and assist in the further 
development of the company's business. The whole of the prefer- 
ence capital (£100,000) authorised in September, 1910, has been 
applied for, and a quotation of these shares has been obtained on 
the Leeds Stock Exchange. The rapid development of the com- 
pany's business and the increasing demands for electrical energy 
will necessitate a further issue of cumulative preference shares. At 
the close of the ordinary meeting on September 17th an extra- 
ordinary meeting will be held to consider the authorisation of an 
issue of 10,000 shares of £5 each. The directors regret to report 
the death of Mr. Hudson, who had been a director of the company 
since its commencement. 


ә 


Halifax and Bermudas Cable Co., Ltd.— The twenty- 


third annual meeting of the above company was held on September 
5th at 33, Old Broad Street. The proceedings were private, but our 
representative was furnished with a copy of the printed report, 
which states that the net result of the working for the year ended 
June 30th, 1912, is an available balance of £95,533, as compared 
with £8,168 for the previous year. An interim dividend of 2} per 
cent., free of income-tax, has already been paid, and it is now pro- 

to make a further equal payment, free of income-tax, which 
will leave £6,033 to be carried forward. The balance to credit of 
revenue account, which was last year £27,315, has been debited 
with £1,250 applied to dividend, and credited with £6,033 surplus 
revenue of the past year, and it now stands at £32,128. It is pro- 
posed to elect to seats at the board Mr. T. Hewitt Skinner and Mr. 
William M. Kent. Mr. Geo. G. Ward and Mr. Frederick Ward 
retire on this occasion, and, being eligible, offer themselves for 
re-election. 


British Electric Transformer Co., Ltd.— The directors 
have declared an interim dividend at the rate of 6 per cent. per 
annum, less income-tax, on the ordinary shares, for the half-year 
to June 30th. 


Oxford Electric Co., Ltd.— The directors have declared 
an interim dividend at the rate of 6 per cent. per annum (3s, per 
share), less income-tax, on the ordinary shares for the half-year to 
June 30th. с B 


County of Durham Electrical Power Distribution 


Co.—The directors announce an interim dividend of 23 per cent. 
on the preference shares, payable on October Ist, less tax. 


Buenos Ayres Port and City Tramways Co.— 
The directors report for the year ended December 31st, 1911, that 
the result of the year's working was a profit of £16,256, sub- 
ject to provision for debenture interest. This required a sum of 
£23,367, to which had to be added £1,750, the amount of the 
sinking fund contributions for the year. Thenet result, therefore, 
was а debit balance of £8,861, The traffic receipts showed con- 
siderable increases, due mainly to the opening of the line from the 
boundary of the city at Barracas Bridge to the suburb of Alsina ; 
and in the early part of the year there wasasatisfactory diminution 
in the percentage of working expenses. In May, however, very 


severe floods occurred, materially affecting the working costs and 
decreasing the receipts ; and from that time onwards the ratio of 


expenses has increased rather than diminished.— Financial News. 


Dumbarton Burgh and | Ceunty Tramways, 


AT the meeting of this company MB. GEORGE BALFOUR, chairman, 
in moving the adoption of the annual report, said the result of the 
years working was very satisfactory. The total receipts for the 
year amounted to £22,532, being an increase of traffic receipts of 
£2,160, which, together with an increase in receipts from adver- 
tising, made a total increase of £2,248. Working expenses are only 
increased by £214, the result being an increase of net revenue for 
the year of slightly over £2,000. The company's cars ran 534,832 
miles during the year aud carried 5,133,816 passengers. Regarding 
depreciation, the directors feel that they have adopted the soundest 
method of providing for depreciation, viz., by redemption of deben- 
ture stock. It was the unanimous opinion of the directors that it 
would be unwise to make a distribution on the ordinary shares this 
year, and that it was in the interest of both classes of shareholders 
that the surplus should be carried forward. The carry forward 
amounted. to £4,568, and this might be regarded as a dividend 
equalisation fund, and, bearing this in mind, the directors were of 
opinion that a continuance of approximately the present earnings 
would justify them in making a distribution on the ordinary shares 
next year. 

The report having been adopted, Mr. BALFOUR intimated that, in 
view of his election as chairman of the company, he proposed to 
waive the benefit of his agreement as managing director. He 
accordingly moved that the remuneration of the directors (which 
was voluntarily reduced to £350 by the directors two years ago) 
should, until otherwise determined, be at the rate of £600 per 
annum, to be divided among the members of the board as they 
should themselves resolve, This was unanimously agreed to. 


Direct West India Cable Co., Ltd.— The directors 
state that the net result of the year’s working is an available 
balance of £7,764, as compared with £6,323 for the previous year. 
An interim dividend of 3 per cent., free of income-tax, has already 
been paid, and it is now proposed to make a further equal pay- 
ment, free of income-tax, which will leave £5,964 to be carried 
forward. The balance to credit of revenue account, which was last 
yeat £37,149, has been debited with £900 applied to dividend, and 
credited with £5,964 surplus revenue of the past year, and it now 
stands at £12,213. During the year debentures have been paid off 
to the amount of £7,000, leaving £22,000 outstanding. 


Manila Electric Railroad and Lighting Corporation. 
—The Municipal and General Securities Co., Ltd. (European 
agents), announce that a dividend of 1} per cent. ($1.50 per share) 
for the quarter ending September 30th has been declared on the 
common capital stock of the above corporation, payable in New 
155 on October 1st to stockholders on record at September 18th, 


STOCKS AND SHARES. 


Tuesday Evening. 


AFTEB their hurry and flurry of the preceding fortnight, Stock 
Exchange markets have gone rather more quietly, with the usual 
result that prices are down on balance, and, if sucha thing may 
be mentioned, there is so much the less to write about here. 
Perhaps the firmest market this past week has been that for 
Electric Supply shares, while the Latin-Canadian group has been 
disposed to go back a little, and the Underground Railway stocks 
are irregular. . | 

Steady crumbling in the price of Consolas is of no use to invest- 
ment markets, but this time it has had a useful effect in checking 
new issues, of which recently there have been comparatively few, 
in spite of the unusual activity of markets for this season of the 
year. The improvements which we noted last month amongst 
Home Railway Prior Charge stocks are maintained fairly well, 
although here and there appears some sign of weakening. for 
buyers are not quite so eager as they were before the Bank Rate 
went up at the end of last month. 

The strength of Electric Supply shares is the more noticeable in 
that other investment sections are quiet. Various hints have been 
given here for some time past as to the probability of Electric 
Lighting shares advancing ; and, of course, the record of the past 
three months bears out the wisdom of those who bought shares for 
themselves. August was a dry month in the market—in contra- 
distinction to what it was out-of-doors. But this week the rise has 
been resumed, and gains have been scored by Brompton Ordinary 
and Preference, Charing Cross Ordinary, Metropolitane, St. James’, 
and Westminsters. Moreover, it is not en easy matter to secure the 
leading shares except at prices very near the top of those officially 
quoted ; and although there is a fair amount of floating supply, it 
does not take much inquiry to make the sellers put up their prices. 
The only fall in the list is one of 158. in City of London Ordinary, 
which are back to 163 middle, the speculative account in these 
being still quite heavy enough for the shares to be affected when 
general conditions round the Stock Exchange are disposed to 
dulness. In our modest opinion, Electric Lighting shares should 
certainly not be sold, for the prospects are that the rise will go yet 
farther. | | | 

The Underground Railway group remains the centre of 
considerable animation and interest. There was a little hesi- 
tation shown on the part of holders last week on the 
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news of the collision on the Piccadilly Tube, but, in the 
event, this did not bring out much stock. Central London 
Ordinary and Deferred have slipped back a point. City and 
South London Ordinary is lower to the same extent. Districts fell 
4, although Underground Electric Railway shares are strong, the 
Ordinary hardening } and the A" shares, in which a good deal of 
business is reviving, improved to 15s. When there is anything doing 
in these, the market is a lively one ; there is a close price, and they 
are popular gambles with a wide circle of operators. Metropolitan 
Consolidated, after being flat, hardened up, and shows a rise of 1], 
after its jump of nearly five points last week. Great Northern and 
City Preferred rose 4 to 23, and there has been a lot doing in the 
stocks of the East London Railway, upon farther attention having 
been called to the prospects of the line under electrification. From 
94 the price rose to 103, reacting later on to 91. The three junior 
Debenture stocks are all substantially better. 

London Tramway sbares are merely quiet, and command little 
attention. Foreign Tractions descriptions are also somewhat 
inactive. Mexico Trams fell a point, receding to the position they 
occupied a fortnight ago. The news from Mexico is still a little 
disquieting, and owing to the difficulty of getting reliable informa- 
tion, the market in Mexican Railway stocks has been weak. Other 
Mexican things, however, keep their prices fairly well. Mexican 
Light and Power Common are easier in tone. Vera Cruz Bonds, 
however, rose 1, and Mexico Trams Sixes put on , holders of the 
Fives evidently exchanging into these, for the price of the former 
is } lower. Rio Trams at 152 show a small loss, and La Plata 
Trams at 10s. middle are 4 down. A private letter from Vancouver 
speaks of the amazing prosperity of the British Columbia Electric 
Railway, the writer complaining, indeed, of the way in which the 
company’s cars are literally packed, in spite of the number which 
it has running. The Deferred stock bas risen 2. Para Electric 
Railways Ordinary shares continue their improvement, and have 
again jumped , while the 6 per cent. Preference shares are } 
higher at 51. ` 

In the Canadian group, Electric Developments of Ontario Bonds 
are & point down, while Canadian General Electric Preference came 
into some notice in consequence of the good yield accorded by 
the investment, and the price moved up to 1231. Montreal Light 
and Power has failed to recover any of the 10 pointe which the 
price lost last week, and Sao Paulo Trams are steady at their pre- 
viousquotation. Brazilian Traction shares eased off a little to 97. 

Fresh excitement has broken out in the National Telephone 
market, and the price of the Deferred stock, after being dull at 
150, moved up swiftly to 1573. The grounds for this sudden rush 
were, of course, declared to be the probability of the stock being 
paid off at a much higher figure ; but, as we said before, to deal in 
the stock is an amusement only for those with good nerves and a 
sound financial constitution. Marconis, too, have been revived in 
popular favour, and the prices of all the shares connected with the 
group have again been advanced. The parent shares at 544 are now 
fully £1 over the figure to which they dipped only a fortnight 
since. There has been an increased demand for the American 
Marconis and Canadian Marconis, the latter more particularly from 
the speculative investor, who will not touch Marcohis proper 
because of the relatively high price at which they stand, but who 


likes to have an interest in this comparatively new industry © 


with such possibilities. West India and Panama Telegraphs are 
moving erratically, and on balance show a slight fall. The Eastern 
group is steady, with 4 rise in China" shares, and 1 in Eastern 
Telegraph stock. The Anglo-American division retains its rises, 
and in the manufacturing shares there is no special alteration. 

India-rubbers are a strong market, and at 114 are 108. up on the 
week. The rise has failed to bring out any of the shares which 
were bought by shrewd people when the company paseed ita last 
dividend, and there are more buyers than sellers at the moment. 
British Westinghouse 4 per cent. Debenture stock and British 
Aluminium 5 per cent. Debenture stock are better to the extent of 
2 and 1 respectively. In the share list, Castner-Kellners hardened 
to 318 upon the expectation of an improved dividend; while 
Baboocks eased off in consequence of a general weakening in their 
particular market, Rubber shares have been depressed by a record 
amount of the raw stuff being brought forward at the auctions in 
Mincing Lane this week; but those who profess to study the 
market appear to consider that there may be a recovery when the 
sales are over, For the time being, therubber market is slackening 
its hold upon public fancy, and until rubber itself makes & move 
towards a higher level, it is possible that shares will be disposed 
to sag. 


a 


Stock Exchange Notices.—Applications have been 
made to the Stock Exchange Committee to appoint a special 
settling day in and to grant a quotation to :— 

3 Share and Investment Trust, Ltd.— £115,000 6 per cent. debenture 


fa to allow the following securities to be quoted in the Official 
. t a 

Melbourne Electric Supply Co., Ltd.—Further issue of £125,880 consolidated 
ordinary stook. 


Rio de Janeiro Tramway Light and Power Co., Ltd.—OCertificates of deposit 
tor oa hae of $100 fully paid. 


Paulo Tramway, Light and Power Co., Ltd.—Certificates of deposit for 
shares of $100 each fully paid. i dx 


Globe Telegraph and Trust  Co.—The directors 
announce an interim dividend of 2s, per share on the ordinary 
shares for the past quarter. 


MARKET.QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and may vary according to quantities and other circumstances. 


3a Wednesday, September 11th. 
CHEMICALS, &c. Pros s. or Dec. 
a Acid, Hydrochloric . рег owt. 5/- ‚2 
а ө Nitric ee eo oe ee эз 29/- e 
а „ Oxalic Ss MS . per lb. 7 - 
a 50 Sulphuric ee ee e. per ewt. {6 ee 
a Ammoniac 8al ee ee ee 90 49/- ee 
a Ammonia, Muriate (large crystal) per ton £29 10 ae 
a Bleac powder . ee ee [T] £5 10 ee 
a Bisulphide of Car аа we » £18 
Bo * ee ae ee ee *9 £16 10 ee 
a r Sulphate . M " £% 15 s 
a „Nitrate " £926 10 22 
а , White Bugar ° [T] . £35 10 ee 
a Meth ii ве ee ° LL) 250 ee 
e thy 1 5 ae .. per gal. . 
a Potassium, Bichromate, in casks per fe. Pee € 
a Potash, Caustic (88/90 96) ». perton 10 > 
а 90 lorate * ee ee per lb. 0 ee 
a »9 Perchlorate ee ee " eo 
a Potassium, Cyanide (98/100 96) . . 10 А 1 
(for mining purposes only) 
a Shellac s ss T .. рег cwt, s 
a Sulphate of Magnesia . per ton £4 10 $5 
а Sulphur, Sublimed Flowers ü £6 10 vs 
a m ecovered ee oe 90 #5 10 oe 
& [I] Lump oe oe ee [I] £5 6 ee 
a Soda, Caustic (white 70/72 96) .. й . £106 ee 
a $9 ence ee oo ee per m * oe 
a ‘ 8 oe oe „ per ee 
a Sodium Diehromate, casks .. per lb 8d. m 
M ETALS, &c, 3 
Aluminium Ingots, in ton lots .. per ton £80 Vs 
A " Wire, in ton lots н #102 is 
b : Sheet, in ton lote .. » £190 we 
p Babbitt's metal ingots .. — .. „ £88 to £145 5 
c Brass (rolled metal 2 to 1 basis) per lb. ж 1d. inc 
с m Tube (brased) ee ec " 1 34. . inc 
€ n „ (solid drawn) 29 M ^g А шс 
с ^" 7 . . oo " • . 
Copper Tubes (b * Б н 1/ 0d. . inc. 
с 15 „ (solid drawn) n 1134. inc. 
E н ee per ton oe 
g "T Sheet ee . 50 re oe 
E н ee өө н ee 
Bars y n #83 10s. 10s. inc. 
7 $ шшен) Sheets id £100 10s. 10s. inc. 
d w н А £89 10s. inc. 
d ^ vi H.C. Wire per lb 1034. zd. ins. 
7 Ebonite Rod 0 0 0 е $9 6, oe 
f v Sheet oe oe ee ” 4n oe 
n Dean ен р vac xe " 177 e 
h Gutta-pere e.. T - » T Й 
h India-rubber, Para fine .. vs $e 4/10 . dec. 
Iron (Cleveland warrante).. per ton 66/103 j inc. 
„ W v. No. 8, P.O. qual. n #14 vd | 
g Lead, Eng T T T » £28 10 £3 inc. 
m Manganin Wire No. 28 .. .. рег lb. 6/6 - 
g Mercury ds 86 - .. per bot. £8 5 10s. ino. 
e Mioa (in original cases) small .. per lb. . 64, to 88. га 
ен " » medium " 8/6 to 6J- . 
М Phosph Bn slain z hi rv E a 
or 90 oe 
FFF 11 s" 
p » rolled strip & sheet i . 
o Platinum ao ee ee oe per oz. 186J- ae 
d purut Bronsa. Wire per 55 n А 
tee bars .. ie n os 
s Tiny Block agile „ £295 £10 inc 
B Wire, Nos. 1 to 16 .. . per lb 2/6 9d. inc. 
White Anti-friction Metals .. per ton 245 to £150 ч 
È Zino, Ant (Vieille Montagne bud.) „ 400 126 1/6 inc. 
Quotations supplied by— 
a G. Boor & Oo. 1 Bolling & Lowe. 
b thos: Bolton & е m тте & Nephew, Led 
с А е 
d Frederick үзүү. m У. T. Glover & Oo., срце 
e F. Wiggins & Sons. m Р, Ormiston 
f India Bubna eo and o Johnson, Matthey & Oo., 144. 
Telegra or. Lid. э | 
James 2 : W. F. Dennis & Co. 
1 E iward Till & 


South Metropolitan Electric Light and Power Co., 
Ltd.— The directors have declared the usual dividends on the 7 per 
cent. first preference shares and 6 per cent. second preference shares 
for the half-year to June 30th. The debenture stock register and 
register of transfers will be closed from September 17th to 30th, 
1912 (both days inclusive), for the preparation of warrants for 
interest for the half-year to October 1st. 


Continental.—La Société **Oriona" is the name of а 
new company which has just been formed in Brussels with a capital 
of £40,000 to manufacture metal-filament electric lamps. 

The Suddeuteche Telefon-Apparate, Kabel und Drahtwerke 
Gesellschaft is the name of a new company which has just been 
formed in Nuremberg with a capital of £50,000 to acquire and 
carry on the Nuremberg branch of the business of Messrs, Felten 
und Guilleaume Carlewerk, of Mulheim. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


ENGLISH ELECTRICITY SUPPLY AND POWER COMPANIES. 


Е Btock ` Closing Rise | Present Btock Closing Rise | Present 
NAMR, or eee Quotations | + ог | Yield NAME, or раш Quotations | + or Yield 
Share. Bept.10th. | Fall p. o. Share. Sept. 10th. | Fall | p.o. 
1910. 1911. 4 s. d. +  |1910.|1911. 3 s. d. 
E c 10 932— 1 2 |5 24 C 6 9 9 74— 72 .. |616 1 
D ер ве 10 9 419 4 Stock 4 4 90 — 93 - | 4 6 
6% Pr et. 10 6 |6 1 10 161 7 Kane Blew ко 44% Deb... | Stock | 44 4 78 — 82 . |6 9 9 
рер оде py ee ee Stock 4 d —100 ee 4 10 0 London oe e ee oe 8 2 ri j^ ee 4 0 8 
вара e 5 10 1 94 + 5 9 7 Do. 6% Pref. .. ws b 6 6 4 xd| .. | 614 8 
Cum. Pret. T" i b 7 7 74— 84 + 4 410 Do. 4 & First Mort, Deb. .. Stock 4 4 "ur T : о д 
Central’ Be 8 ЧҮ 100 | 4 4] 97—10 e |40 08, 743 % Om. Prei. 6| 44 d- 48 + 
Charing Cross, West End & City Б | 6 5 — ji 1 4415 8 Do. d First Mort. Deb. .. Stock | Д 99 —103 1488 
Do: Cum. ei. ‚ 5| 4 4 4 417 4 Го. ; Mort. Deb. .. "ES Btock B6 — 88 .| .. |319 7 
t ч Midland Electric Corporation - 410 6 
744% Gum. Pen] 6 4 4| % 4 |... |560 4 qx First Mort. De. 100 | 4| 4| 09—90 | .. 
Co. dig Deb. : . (Steck 4 3 o —101 ЕЕЕ rth Met eran p 
. е o ee ee toc — ee 0 ore er — 7 4 16 9 
City ot Ponton, Ord. .. . 10 7 8 16 — 17 — 2411 5 ly, б ges qi 100 | 5 | 6 | 101 —104 . 
Do. b Deb. ee e ee Stock b 6 118 —122 ee 4 9 0 Pref, e P 
Do. 4 Becond Deb. ..| 100 | 4| 4| 99 —1 . |4 8 8 || Oxford 6| R| 1 . [618 9 
County o don, Ord... «x 10 b 6 lie 123 .. 5 1188. James’ and Pall Mall, Ord, 6 | 10 | 10 — +È 8 
Ф 6 96 Pret. ee ee ° 10 6 6 114— 12 . 4 17: 0 Do. 1 96 ° өө ee ee b 7 7 е ee 4 16 7 
Do. n 4 Send Pr . | Stock 106 —108 1484 Do, 96 Deb. .. - ..| 100 a B) | 88 — 86 . |415 
Do. Second Deb. .. | Stook 100 —108 .. |4 8 8 || Smithfield Markets, Ord. m 6 N 2 1$— af ss T 
Edmundson’s, Ord. ге xs 6 | Nil| N w H Nil South London, Ord. m 4 | Б | б з — .. [514 8 
Do. 6 % Cum. Pref. ; 6 | Nil] Nil} 8— 5j $5 Nil Do. 6 9 First Mor. Deb. .. | 100 | 6 | Б | 98—101 .. 1419 0 
Do. eae» Fire Mort Deb... | 100 3 44| &— .. |5 8 6 || South purae. AR ME 1 7 1 là— 1i н 612 0 
estone .. .. .. .. 6 | 6 | 6 4- i . |514 8 Do. Deb. Stock 100 43 4| 97 —100 . |410 0 
Do. 6 9% Cum. Pref. .. - b б 6 .. |415 8 || Urban, > .. | £8 6 |.. 2 A ee 
Do. 43 % First Deb. .. .. | 100 4$ | 4| 92 — 95 . |414 9 Do. 6 % Cum. Pret. КА 6 5 3 8 “> ve 
Hovo .. „ „ 6б | 9 | 9 7à— 8 5 12 6 Do. 4à Fist Mort Deb... | 100 | 43 4 5 1 
Westminster, O vi 5 |10 | 10 +3/5 8 1 
Do. 44% Com, Pref, :: ва 4 — s 8 
. COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
TC A E A m «| ) fo 8 |E g g || Monterey Riy. er Beb.] 10 | 6 5 | а-а 4 
Do. 5% Pref. .. 6 Б | б | 438— баха 416 5 || Montreal, та Ф Н. and Power .. | $100 | 7 | 8 | 282 —287 .. |87 6 
Calgary Power, 1st Mort. Вав. 100 | б b 954— 973 .. |6 2 7 || Northern, Lt., Power and nd 6800 6 | 5 99 — 42 А " 
Gen. El, . ео $100 1 114 —119 ә 5 17 8 b let Mort. Bonds у 
Do. 1 Pret. ee ee $100 1 1 121 —125 +1 6 12 Q River Plate в oe ee ee Stock 10 10 240 —250 oe 4 0 0 
Cordoba E. Power and T, Ord, | 1 | 8 | 8 — | .. |8 4 0 || Do. 6%Non-Oum. Pret, .. Do. | 6 | 6 | 109 —1M . 6 5 5 
Do. 596 Deb. Goohatambe 100 | 6 |.. — 98 1 j6 20] Do. 6 Deb, Stock i ka & 5 | 101 —108 . 1417 1 
Lt. and P. of — J. еб, . on 4 — 5 
e „ a НМИ p: gg f e ! 
‚В Victo 6 = gan Wa — . 
d "Mort rt. De ) 100 6 | 6 Ы {6191 ро, E% Con. 18 Mort. Bonds | $500 | 6 | Б 104—194 | -. in 4 
. Dev. Ontario gt $500 N — Do. er. De b. ee ee т ee 
sn Мот віз) 10% xi A bc ж p " Vere Crus LA: P. and T. е 4 8 е 
Ме Elec. P. and L. " - - . ега and T. L 
150.6 „% Г. . [8 6 0 'in Mort. Deb. 10 6 8 | 98—06 | +1 6 58 
Kaministiquia Power, 5 % G. Bs. | $500 6 6 | 104 —1 414 4 || Victoria Falls Power, Pref. .. 1 Nil 11d.“ 4—14 T ee 
Melbourne, 5 % 1% Mort. Deb. | 100 | Б | 5 | 102 —105 s 4 18 8 1st Mort, 6 % Gold : 
E урааа оо аа аы ИН 
* wW — ° 
Do. 6 1st Mort. Gold Bas, oe b b 964— 984 ae 5 1 6 
TELEGRAPH AND TELEPHONE COMPANIES. 
isats ЗРО — 
Amazon Telegraph as ee 10 Nu 4t d 73 5 8 3 || Monte are Telephone, wees M 1 6 6 1„— 145 [9 9 8 
Do. 5 % Deb. Read. Btock | 5 b 9: 974 5 27 Do A ^ Pref. .. ее | 1 Б Б ta— ' „ BS 
American Telep. & Teleg., Сар. £100 | 8 8t | 1474—1 194 т Д National "elephone Def. „Stock 6 6 1564—158 +4 23 
Do. Collat. Trust oe 81000 4 | 4 934— 954 18 9 New York Telep.,44% Gen, Bnds.| 100 44 | 44 | 1004—1015 „ |4 8 8 
Anglo-American сене „Stock 31 B 671— 694 X 0. Oriental Telep. and Elec, 1 8 8 111— 1$ 4 8 2 
Do. 6% Pref. .. es | Do. 6 | 6 | 1181—1141 5 6 0 Do. 6% Cum. Pref. .. ee | 1 6 6 14%— 15, 418 5 
Do. Dei. ..| Do. | 80/- | 80/- | 262— 262 612 8 Do, 4% Red. Deb. Stock 4 | 4 88 — 90 49 0 
Anglo - Portuguese Tel., | "n 3 oa Pacific and European Tel., 4 96 Vat? Te | 
nglo- Portuguese Tel. Bet} ^ 5 | 6 | 102 —104 xà 416 2 8 34 Do. | 4 | 4| 8—10 „ |818 5 
Chili Telephone 7 |. 72— 73 410 4 | Reuters я 8 5 bt | 10§— 108 || 815 9 
— Cable, Btlg. i% Deb, | Stock - 4 B34— 854 à 4 19 7 Submarine Cables "Trust , .. | Cert. 6 | 6 | 127 —180 214851128 4 
. Cuba Tel h .. , 10 | 61 94— 104 . |514 8 || Telephone Co. of Egypt, 4 | | | "m | ' 
Do. 10 % Pret, . ‚| 10 | 10 10 | 16—11 ‚ |514 В Deb, Red) | Stock | 44 ы arenes didis 
Direct Spanish Telegraph, Ord. | b | 4 41 34— 21 s 6 6 B United River Plate ерун 5 | 8 8 7i— 74 |5 6 8 
Do, 10 % Cum. Pref. . 5 10 10 7 — 1% ee 6 9 0 Do. 596 Cum. Pref, .. e b b bi— 68 +4/)4 811 
Direct United States Cable — .. 10 4 5 75— 8 .. |6 5 0 || West Coast of America .. 24 | 24 94 | làià— 148 |B18 5 
Direct W. India = TT 100 44 44 08 —100 2 110 0 Do, md by Beds. Sub. 1,500 100 | 4 4 96 — 99 |4 010 
Eastern Telegraph Ord Btock Stock 7 7 | 1294—182 1 35 58 West India and Panama Teleg. 10 14 4 32 — BÄ 1^ T 
Do. 5) Pref. Stock.. Do. | 8à| Bà | 73 — 80 e eto Do, 6% Cum. lst Pref. ..| 10 | 6 | 6 | 10i— 10 511 7 
Do. Mort. Deb. .. ea Do, 4 1 994—1014 "P 3 18 10 Do. 6 Cum. and Pref, Sy 10 6 6 91— 1 617 0 
Eastern xtension e» $5» 1-39 | 7 7 13à— 138 +1|5 9 9 Do. 596 Debs. .. e- | 100 | b 5 1004—102 417 7 
Do, 4% Deb. „Stock 4 | 4 984—1004 T 319 7 Western Pr Lid. es | н R | 7 í 13 — 13 : - к 
Е а В. Africa Tel, | "m "^3 a n Do. 4% Deb. $a tock | 4 | | 97 — 99 da 7| ) 
ont an Db. Mauritius Bub.) | 25 | * | 4 | 973—100} / 19 7 || western Union 43 % Fag. Bonds | $1000 | 4à 4 100 —108 | .. |4 1 5 
= . and Trust + | 85 Y H — T | А 4 | | | | 
о. теі. +. ee | | 24— 34 7 
Great Northern Telegraph „| 10 | 18 | 18 281— 293 6 8 1 | 
Indo-European Telegraph 4| 95 | 18 | 18 57 — 59 6 8 5 | 
180. 7 p 8 — ро б | : 90 — 94 б 6 5 | 
Сот rel. .. (U — 7 D ( T 
Marconi's Wireless Telegraph = 5 | 20 51— 5g +, 311 2 
Do, 7 % Cum, Partio. Pret. | 1 | 16 17 4 — 5 | + E j 0 | | | 
aX | Es | 
* Unless otherwise stated, all shares are fully paid. + Interim dividend, 
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SHARE LIST OF ELECTRICAL COMPANIES.—(Ontinwed.) 
ELECTRIC RAILWAYS AND TRAMWAYS.—HONF. 


Btock Closing Rise | Present Stock Closing Rise | Present 
NAME, or Dividends Quotations | + or Yield NAME, or Dividends Quotations | + or Yield 
Share. Sept. 10th. | Fall] p.c. Share. Sept. 10th. | Fall| p.c. 
Bath Trams, Pref. Ord 1 ND Nil Nn Metropolitan Railway Consol... xo 1 13 603— 613 11 115 0 
e . eo ee ^ ee tan wa eee + 
Do, Б % Pret. oe ee өө 1 б б 1 ў ee 6 8 1 Do. 8 lus ee ee 100 64 =, 66 е 4 8 4 
Do. eee ee e 100 44 — 88 ee b 8 5 Do, Deb. ео ee ee 100 87 — 83 ee 8 16 11 
Brit, Eleo. [T] 6 96 Pret. n 100 ee ee 11 — 18 ee ee Do. 5 e? ее 100 85 — 87 ее 4 0 6 
е е Deferred . 100 ee ee 6 = 8 ee Do. Con. Pref, ee ee 100 B4 = 86 ee 4 1 b 
Do. 7 Non-C um. Pr't. 100 ee ee 87 тт" 40 oe ee Do. 6 Deb. ee ee ee 100 6 6 141 —148 e. 4 4 0 
Do. 5% Perp. Deb, .. | 100 5 6 98 —101 e- | 419 0 Do. 4% Deb. ee ..| 100 4 4 94 — 96 — 4 8 4 
Do. 4% 96 9nd Deb. | 100 44 | 44| 80— 84 6 7 2 Do. 4% Prior Lien .. . | 100 4 4 99 —1C1 .. 1819 8 
Do. Pret. ee ee oe 100 4 4 82 == 84 4 16 8 Do. Gtd. 100 15 — т ee 4 ) 0 
Do. Det. ae 0 0 e. ee 100 3 2 76 — 78 —1 2 11 8 Metropo tan Elec. ‘Trams, Ord. 1 6 1 — 1 5 6 8 
Do. 4 % Deb. ee ee ° 100 4 4 100 —102 +1 8 18 5 ese ee ee ee 1 N oe 5— . Nil 
City & South London, Ord. .. | 100 13 11 | 974— S84 — 3 11 5 Do. 5% Pref. .. si oe 1 6 b — 12 . |56 6 8 
Do. б Pref., 180 2 | 100 | & | 6 | 106 —1¢8 . [412 7| Do 43% Deb... . 10| 4| 4 — 98 .. 4 11 10 
. Я T ee 100 b 5 | 108 —106 415 8 Do. 5 % Deb. .. ee Е 100 b 6 100 —108 +1 |417 1 
Do, Do. 1901 T .. | 100 b 5 | 108 —106 415 8 || Potteries, Ort. oe T 1 2 «x 1 — ^ és з 
0 Do. 1908 ee ee 100 6 6 102 —104 ee 4 16 2 [] в өө e ee 1 b b 90 =" 23 ee 6 19 0 
Do. 4% Deb. А .. | 100 4 4 99 —101 . |8 19 8 Do. Abe Deb. ox as os 100 4$ | 4% — 2 |6 0 0 

Dublin United Trams, 6 % Pref. 10 6 6 104— 11 .. 5 2 9 || South Metro. Trams, 6 % Pref. 1 6 2 F fi eo |1 7 8 

rea Noche Оу Pr'f. Ord 10 | Nil | .. 2— 9 + Ё Nil Do. 4% Deb. 100 144 70 — 15068 

Hastings Trams, 6 % Prein. 1 Nil 6 j .- |8 0 0 || Underground Elec. Railways | 10000 t- 4 |+| Ni 
Do. 4 di ee 100 Hi 3 71 — 76 ee b 18 b Do. 1/- ° о E: — + 1a ee 

Isle of Thanet Trams, 6 & Pref. b — 22 411 0 Do. "t ec .. | 100 4 15 —101 .œ. |4 9 1 

е Deb. oe 100 4 4 75 — 80 е b 0 0 Do. 6 nes € ee ee 100 1 1 + 89 — 91 ee eo 

Lancashire United, 5 96 Deb. . 100 b b 81 — 83 .. |6 0 6 || Yorkshire (West ‚ Ота. 6 | Nil; .. eo il 

London Elec. Railw'ys, 495 Deb. | 100 4 4 95 — 97 . 14 2 6 . 6 | ^x - 5 Nu 8 . |490 

London United Trams, 6 & Pref. 10 | Nil| .. 44— 5} es T Do. 4 e.o оо он | 100 44| | 79 — 83 5 8 5 
Do. 4 96 Deb. ee oe ee 100 4 4 72 — 76 oe 6 5 8 

ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOREIGN. 

Anglo-Arg. Trams, Ist Pref, .. ЖКА Sl odi eb 5 2 4 | La Plats Elec, Trms, Ord. fl n К Че БӨС. 
Do. ind Prei. Ер Б 5 59 4M—5 560 Do. Pref. 1 6 6 &— 1 600 
Do. 496 Deb. .. ee T 100 4 à 934— 9 4 4 3 Lisbon Elec. Trams, Ord. 1 59 6 ї— 1 4 8 0 
Do. 1 Deb, ee e. | 100 44 | 44 100 —102 4 8 3 Do. 6% P 1 6 | 6 1 — 11 416 0 
Do. Deb. * 100 | 6 Б | 101 —103 417 1 Do. 56% Deb. N^ | 100 b 5 | 98—097 5 8 1 

Mos oet Trams, 5 % Deb. 100 5 6 | 108 —105 415 3 Madras Elec. Tr, (1904), Deb. 100 5 Б | 100 —102 ‚ |418 0 

Bombay Elec. 8, & Trams, Pref.) 10 | 6 6 111— 12 5 0 0 | Mansos Trams & Lt., Ist Deb... | 100 b 5 | 90 — 93 5 7 6 
Do, 44 % Deb. КА ae 100 44 | 44 | 97 — 99 41011 | Manila Elec. R. and Lig. РА Bonds $1000| 6 5 | 1005—1024 417 7 
Do. 6 % 2nd Deb. ‚| 100 | Б | 6 | 97 — 99 5 1 0 || Mexico Trams Com. .. | $100 | 7 | 7 | 127 —130 —1 |5 7 8 

Brisbane pm Invt., Ord. .. 5 R 8 "— 17% 5 6 8 Do. Gen. Con. 6 96 Bonds .. T 5 5 | 99 —101 — $ |419 0 
Do, 5% P M ORE: 38681 4— B 415 8 Do. 6 Bonds 100 6 | 6 | 103 —105 + 5 14 3 
Do. 41 X Deb. ..| 100 | 44 | 44 | 1004—1053 . |4 7 0 || Para Elec. Rlys. & Lt., Ога, .. 5 10 |10 73 — "i 7 6 7 0 

B. Columbia Elec. Riy., Det. * 100 8 8 143 —148 IM I5 8:1 Do. 6% Pref. .. ЕА F 5 6 6 5 — bi +& 15 9 1 
Do. Pa Ord. * 100 6 6 | 119 —124 à 116 9 Do. 5 % 1st Deb. T 100 b b e xz | ef |417 6 
Do. 95 Pref. . * 100 5 5 109 —112 19 1 Perth (W. A.) Elec. Tr., Ord, ae 1 24 | 92 — 145 xd 118 4 
Do, Я ist Mort. Deb. 40 4 4 994—1024 4 710 Do. 6% 18%, Deb. 100 6 | 5 95 —102 418 0 
Do, 4 у in Mort 1 Deb. .. 100 44 | 4 108 —105 * 4 5 9 Rangoon El. Tr. & Bup., Pref, . 5 6 | 6 54— 5 | 5 4 4 
Do, % Con. Deb, .. Wa 100 4 44 | 103 —105 +1 45 9 Do. 4%1st Deb... se 100 4 44 | 97 — 99 411 0 

Calcutta nag Ord. .. oe 5 6 7 64— 68 ‘ 5 5 8 Rio de Janeiro Trams .. .. $100 4 5t | 151 —158 —1 18 5 4 
Do, 6% Pref. .. * 4 b | 5 5 415— Бї 416 5 Do, Ist Mort. 5 9 Bonds T 5 5 | 108 —104 ee 416 2 
Do. 44 % Deb. aa^ RI 1] 4 | 44 | 99 —102 4 8 8 Do. 5% Mort, Bonds ,.| 100 | 5 5 | 1003—1014 | + 3 |418 6 

Cape Electric Trams Р А 1 | Ni 241| B— 3 | Bao Paulo Tram, Lt, and P, .. | $100 | 10 | 10] | 261 —266 | 815 2 

City Buenos Aires Trams (1904) sisis| & 5 4611 || Do. 6% 1st Deb.  .. .. | $500 | 5 | 6 | 1045—1064 . |4 0 
Do. Déb. . 100 | Б 5 | 99—102 418 0 | Singapore Trams,6% Deb. .. | 100 | 6 | 6 | 84 — 87 [515 0 

Colombo leo. Fr. & Lt. ,5% De b. 100 | 6 5 95 — 99 5 1 0 || Southern El. Tr. B.A., 5 % Deb. | 100 5 | 6 | 96 — 98 520 

Havana Elec. Rly., 5 ГА Вопав 81000| 5 5 99 —108 417 1 || Un. Elec. Trams Monte Кожа} | Б 6 | 7 58— 64 a 514 8 

Kalgoorlie Elec, Prams . 1 Nu Өе, АЙ, Nil || Do. 695Pref. .. ; 8 в! в 4i— 85 | С (8a 7 
Do, 5 % A Deb, өө T 100 Б 5 R6 — 91 510 0 Do, 6596 ist Deb. 100 5 6 | 101 —104 Ге. [416 2 
Do, 6% B Deb, - e. | 100 b 8 35 — 43 619 6 || Winnipeg Elec, Rly., 4 % Deb, | 100 44 44 | 104 —106 ian 

| р | | | | 
| | 
| | 
| | 
| | 
MANUFACTURING COMPANIES. 

Aron, "m ee ee 1 | Nil| 6 . |8 0 0 Crompton & Oo. .. eo oe B | МІ NO - 8 oe Nil 

Do. ерк. ee ee ee 1 9 6 i TER ee 7 1 8 [IJ ee ee ee 100 6 6 66 — 66 И oe 1 11 6 
Wilcox ee ee 1 98 98 311 — — ji 4 4 7 Dick, Kerr ee ee ee ee 1 б 5 f ee 5 14 8 
Do. Pref. өө oe 1 6 6 lf4— lh . |8 16 10 Do. Pref. ee oe ө» 1 6 6 1— 1 . |6 6 8 

British Aluminium, Ord. bi 1 „ jm - EN Do. b... 8 .| 100 4 44 | 97 —100 . |410 0 
Do. 6 % Cum. Pref. . we X |. — ба : Edison & Swan, A, 48 paid .. b N aa à oe Nil 
Do. 6 4 Prior Lien Debs... | 100 | Б | Б | 93 — 96 .. 8 1 2 Do. y pela вро is | Nn 
Do. Deb. Stk... .. ..|10 | 6 | 5 | 85—E8 +1 |518 8 Do. 4 b .. .. of 100 4 | 4 | 64 — 68 . 5 17 В 

B. I. & Helsby Cables ee 5 |10 | 10 1 .. |6 1 8 Do. 6 % Second Deb. oe | 100 б б 74 — 77 —1 |6 910 
Do. ef. ET ae os 6 6 6 08 6 А 4 14 1 || Electrio fíruotion .. se 2 94 | 33 — 1 „ |710 0 

° Deb.. . ae ee ee 100 4 1 —104 + à 4 6 7 Do. Pref. es ee ee 2 7 7 1 2 өө 7 0 0 

British Thomson-Houston, Deb. | 100 94 — 96xd | .. | 418 9 || Greenwood & Batley, Pref,  .. 10 1 1 7 8 oo |8 5 В 

British Westinghouse, Pref, .. 8 N. P 1 vs Nil Deb. ws 5% ..| 100 б б 92 — 94 . |6 4 2 
Do. Deb.. 0 eo ee ео 100 4 4 чане 63 +2 6 7 0 General Electric, Pref. es ee 10 b 5 10 = 11 ee 4 10 ll 
Do. 6 % Prior Lien .. | 100 6 6 | 102 —106 . |5 14 8 Do. "m ee oe .• | 100 4 4 92 — 97 eo 14 2 6 

Browett. peers Ord. ee ee 1 Nil ee 9/. —3/. ee Nil Henley’ B, "s ee ee ee b 15 10+ 12 — 124 eo Б 17 8 

ee ee ee 1 Nil ee 4/6 —5/- oe Ni Do. ee on ee 5 4 4 1— 5 eo 4 10 0 

Brash, 7 ref, ee ee 9 Nil e 0 — 1 ee Nil Do. Deb. ee ee 100 102 —104 ee 4 6 7 

Do. 6 Prior Lien Deb. ..| 100 | 6 5 | 75 — 80 -- |6 5 0 Indis-Rubber, d. 477. 10 10 .. 11 — 12 + 3 bs 
" Deb. .. | 100 4 50 — b5xd| .. |8 8 8 Do. ec oe 10 5 b 1 . | 417 7 
Do. Second Deb. .. | 100 85 — 40 .. 1 5 0 Tele О . А T 19 90 | 10+ — B5: „ |6 8 9 

Callender’ 8 Cable.. ee ee b 15 10 10 11 . 6 16 4 ee ee 100 4 4 97 — 99 4 0 10 
Do. Pref. ee LA À ee 6 5 b 4 — 53 [3 4 17 7 Willans & Robinson ев ee 1 Nil ee i ee Nil 
Do. Deb. ee ee ee ee 100 44 —101 ee 4 9 1 . в ee [EJ ee 6 Nil eo = 1 ees Nil 

Castner-Kellner ee ee eo 1 17 20 я 84 + 3 b 8 8 Do. Deb... ee oe eo 100 4 4 58 — 60 be 6 18 4 
Do. Deb.. . ae ee ee 100 4 102 —105 ee 4 b 9 


* Uniess otherwise stated, all shares are fully рма, + Interim dividend, 
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THE CARE OF COOLING TOWERS, 


^. [COMMUNICATED. | 


A Goop many central stations are situated in positions where 
there is no abundant supply of cheap water available, and in 
order to make it possible for the engines to run condensing, 
the expedient has been resorted to, in a good many cases, of 
using cooling towers in connection with the condensing water, 
the latter being circulated through the condensers and 
towers repeatedly. In this way undoubted economies are 
obtained, the amount of water required being limited to 
the feed for the boilers (this can be minimised if the con- 
densed water can be cleansed of oil and returned to the hot 
well) and the circulating water for the condenser cooling 
system. The amount of this latter varies considerably, 
depending on local conditions and also on the state of 
humidity of the atmosphere. During dry and hot weather 
& lot of the circulating water passes away in steam, escaping 
from the cooling tower, and this has to be made up. 
Without a certain amount of care, however, cooling towers 
may become a nuisance; and without entering at all into 
the question of design of such cooling towers, it may be per- 
missible to give one or two brief notes concerning the 
essentially practical points which have to be remembered if 
a cooling. tower, or cooling tower-system, is to be maintained 
in its proper condition. Some of these towers are built of 
wood, others of structural steel and mild steel plate. The 
writer is not prepared to offer any opinion as to which is the 
best type, as he considers that this is influenced by the con- 
ditions under which the tower is to work. For example, a 
wooden cooling tower is cheap to construct and erect 
where the necessary raw material in the shape of suitable 
wood is obtainable, and where labour is fairly cheap. It 
will, however, be found that the wood is preferably im- 
pregnated with some rot-resisting solution, as the failure of 
one of the principal members of the structure owing to rot 
may cause the collapse of the ‘whole arrangement. More- 
over, the wooden tower is, perhaps, more useful in situations 
where it is continuously kept in action. If its service is to 
be intermittent it will be found that the alternating periods 
of wetness and dryness have a tendency to produce warping, 
and cracks will soon form in the outer casing diminishing 
the efficiency, and the woodwork within the structure will 
probably get distorted. Moreover, as has been shown by 
more than one sad experience, the wooden tower, when in a 
dry condition, is liable to catch fire, and this fire may quite 
easily extend to the other apparatus of the equipment. On 
the other hand, it must be remembered that a mild steel 
construction is extremely liable to rust, especially as, in the 
case of a cooling tower, it is exposed to hot, wet vapour and 
fine streams of running water. More especially at the seams 
and rivet holes there is danger of bad rusting setting in, 
and particularly where the tower is subjected to inter- 
mittent work, because there are not only alternating periods 
of wetness and dryness, but also corresponding periods of 
heat and cold, causing expansion and contraction among the 
members of the structure, and slight displacements at the 
seams. 
quently laid off for a thorough painting inside and out, and 
about the best preservative which the writer knows for this 
purpose is good tar. In getting at the inside of the tower it 
is not sufficient simply to paint over those portions which 
can be easily seen. Bit by bit the woodwork inside the 
tower must be removed to make way for the painter, and 
every square inch of the inside surface must be properly 
covered when it is in a dry state. It is a tedious and 
bothersome business, but without it no steel tower is safe. 
Another thing which should be very carefully watched in 
connection with the working of a steel tower is to see that 
the distribution of the water at the top of the tower is 
uniform. The makers of different types of towers have 
each their own device for spreading the water over the top 
horizontal surface of the tower, so that the water descends 
through the tower in the form of fine streams or films. 
way down it is frequently caught by baffles and redistributed, so 
as to keep it well spread over the entire section of the tower. 
As originally set up, the distributing system may answer per- 
fectly, but many causes operate against continued satis- 


For this reason a mild steel tower should be fre- 


Onits . 


factory working, unless tlie tower is watched. For instance, 
in the course of time, the woodwork inside the tower may 
take a slightly different bedding, due to the swelling or 
warping of some of the members, and this may slightly throw 
the distributing arrangements at the top of the tower out of 
the horizontal. In those forms of towers whose distribution 
depends on V notches in the top troughs, the slightcst 
want of truth will cause an undue bulk of water to flow 
down in one part of the tower as compared with the other. 
These must be checked by observation, and it should be said 
that very careful watching is necessary to make sure of the 
even distribution of the water. 

It is not a very pleasant job to stand in the top enclosure 
of a cooling tower when it is in full action, and, by the light 
of a portable lamp, try to see through the clouds of water 
vapour the general distribution of the falling streams. 
Nevertheless, it has to be done if the cooling tower is to work 
properly. Then, again, there is the question of floating 
impurities in the water. After passing through the tower, 
the water usually falls into an open tank below the tower, 
from which it is again drawn through the condenser system 
by the circulating pump of the engine. If this tank isat all 
exposed, a lot of impure matter gets into it, this matter 
being of charmingly interesting variety, and some of it gets 
drawn through the circulating system and pumped up to the 
top of the tower. As the water loses its velocity in the top 
distributing system, there isa fine chance for some matter in 
suspension to settle at the top of the tower, and ultimately 
choke up one or more of the distributing ducts. This defect 
is aggravated if,as frequently occurs, the condensed water of 
the engine is discharged in the condensing system. This is 
often done because a lot of oil passes through and the station 
engineer does not think it safe to return the water to the 
hotwell. The presence of this oil, which is in the form of a 
soapy scum, makes the distribution at the top of the tower 
rather difficult unless care is taken to see that the troughs 
or other distributing devices are carefully and systematically 
cleaned ont at short intervals. 

Another point which has to be watched is the appearance 
of the streams of water falling from the bottom of the tower. 
The baffles in the tower, which are in nearly every case of 
wood are arranged by the makers, so that they preserve a 
uniform distribution of the water, but in course of time 
portions of these baffles may get displaced owing to the 
action of the water, or they have been improperly fixed, or 
the spaces between them may get clogged up with impuri- 
ties. These causes produce an uneven distribution of the 
water as it falls to the bottom of the tower, and since the 
cooling action depends on every portion of the water meeting 
a maximum amount of upward air, it is obvious that any 
trouble in the interior of the tower must be watched for and 
corrected.- Fortunately, such troubles do not often occur, as 
they are among the most difficult to put right. If, for 
example, one of the baffles half way up the tower in the 
centre gets displaced, there is a very strong temptation to 
leave it on account of the difficulty of getting at it. 

Nome cooling towers depend for their action on natural 
draught, that is to say, the heat wo the tower produces an 
upward draught of cold air, which, entering in the space 
between the tank and the tower itself, passes up the intericr 
of the tower and is discharged at the top usually through 
an extension piece in the shape of a chimney. Other towers 
depend on forced draught. In this case, the tower is com- 
pletely enclosed and the air is driven through it by means 
of a fan usually electrically driven. The rate of cooling and 
hence the temperature of the water as it passcs into the tank 
can be regulated by means of the air passed up the tower by 
the fan, and in this respect the electric motor lends itself 
very favourably to regulation of speed whereby the tower 
can, if necessary, be made to cope with overloads for a 
greater or lesser period. Even so simple a thing as an 
electric fan, however, requires periodic attention, and cases 
have been known where the continuous running of a fan has 
been presumed upon, with the result that the fan has 
unexpectedly broken down, due either to moisture getting at 
the motor or to inattention and consequent wear on the 
bearings. Needless to say, this sort of thing ought not to 
happen, and would not happen if operating engineers did 
not forget that their duties of inspection sometimes extended 
beyond the four walls of the buildings. 
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The treatment of the tanks themselves is a matter of some 
importance, particularly where there is an open space 
between the tower and the tank into which dust may blow, 
and refuse may be thrown. In course of time an accumula- 
tion of foreign matter ranging from mud to disused cats 
accumulates in these tanks. The collecting pipe for the 
circulation pumps is usually protected by means of a grid or 
strum which is calculated to stop any such matter from 
getting into the circulating system, but the choice lies 
between making the mesh of thestrum large enough to allow 
the water to pass freely even when a sediment is accumulated, 
and thus incurring the danger of foreign matter getting 
through, or making the holes so fine that they may become 
choked up. In one case a somewhat serious interference with 
the supply was only narrowly averted. The engines were 
running on peak load when one of them suddenly lost its 
vacuum and dropped load, which was thrown on to the 
other generators, heavily overloading them. Fortunately 
there was a small spare set which was quickly run up and 
put into commission to carry the station over the peak, the 
faulty large engine in the meantime running on atmosphere. 
Subsequent examination showed the condenser to be very 
hot, and it was found that the carpenters in erecting the 
cooling tower had unfortunately let a considerable amount 
of shavings get into the tanks underneath, and these had not 
been properly cleaned out before the tank was filled, and 
this particular system started. When the shavings became 
sodden with water, as the wood was rather heavy, they sank 
and accumulated around the strum, with the result that the 
water could not be drawn from the tank to the condenser, a 
rush of water only tending to bind the shavings more 
tightly on to the strum. 

In another instance the trouble was even more serious. 
Some difficulty had apparently been experienced in getting 
water through to the condenser, and instead of searching 
out the root cause, the circulating pump—which was an elec- 
trically driven one of the centrifugal type—was simply 
speeded up until the suction on the tank was, perhaps, 
twice its proper value. The result was that the strum 
suddenly collapsed, and a mass of «débris consisting of mud, 
small billets of wood and other obstacles rushed through the 
pump into the condenser. Some of these’ billets got 
wedged in the tube and did an immense amount of damage, 
and it required a considerable amount of trouble to get 
them out again. The effect of such an inrush on a 
reciprocating pump could easily be imagined. If the pump 
had rubber valves, the rubber would be torn away and the 
metal guards would be bent into useless shapes, while even 
with metal valves the damage would very likely be very con- 
siderable. Therefore it is obvious that careful attention 
should be paid to the periodic cleaning out of these tanks. 
Where it is impossible to put the cooling tower system 
altogether out of commission, as is the case in a good many 
large stations, the load should be taken if possible on other 
cooling towers. Each tower should have a separate tank 
with an equalising pipe passing between and valves 
whereby each tank can be isolated. Similarly, it 1s advan- 
tageous not to draw direct from the tank, but to place on 
the outlet a subsidiary tank of moderate capacity from 
which the supply of each circulating system is drawn. This 
subsidiary tank should be capable of being shut off from the 
main tank by means of a valve, and all the subsidiary tanks 
should be joined together by means of an equalising pipe 
with valves, the return arm, forming a ring main, being 
utilised for the suction of the circulating systems. 

When the water is delivered to the top of the cooling 
towers, it should be delivered first of all to a similar ring 
main system from which each tower can be fed as required. 
In this way it is possible to do two or three things. 
It the first place, each tower with its tank can be shut off 
from the rest without interfering with the circulating system 
normally connected to it; next the subsidiary tanks 
act as a species of buffer between the tanks Шеш- 
selves and the circulating system ; the load on the engines 
can be distributed as desired among the various cooling 
towers; the tanks can be run dry or kept at various levels 
as desired; and when a test on any particular engine is 
required, one tower can be separated off to deal with the cir- 
culating system of that engine without interfering in any 
way with the running of the main station. With such an 


arrangement the cleaning out of the towers can be accom- 
plished with the greatest ease, the tanks being pumped 
dry and the load taken up by the other towers. Where 
there is no duplicate tower and tanks, of course, the only 
thing to do is to cut off the make-up water, if this is 
supplied, until the level of the water in the tank has been 
reduced as much as is safely possible and then to put the 
tower out of commission, running the remaining water in the 
tank away to waste and cleaning out the tank. This is, as 
will be seen, a rather wasteful process. In some installa- 
tions the evil day is deferred as long as possible by using 
some form of strum having self-cleaning arrangements 
operating by reversal of flow, change of position, or some 
other device, but the only satisfactory method in the long 
run is to go straight to the root of the trouble and keep the 
tanks clean. 

Most of the above remarks when set down in writing 
appear to be self-evident, as it really only requires a little 
care and common sense to look after a cooling tower equip- . 
ment. The fact remains, however, that troubles have 
occurred which might have been prevented, and this is, 
therefore, the apology for offering a reminder that even a 
codling tower sometimes requires a little attention on the 
part of those who have the responsibility for the proper 
maintenance of the plant. 


WEAR OF TRAMCAR WHEELS. 


THE question of the wear of wheels on electrical street rail- 
way rolling stock is a very important one, inasmuch as the 
amount of wear very largely determines an important pro- 
portion of the maintenance expenses of a tramway under- 
taking, and therefore a note concerning a difficulty which 
was discovered on one undertaking may not be without 
interest. It was noted in this case that the wear in the 
wheela of some single truck cars was very unequal, and at 
first it was thought that the wheels, as supplied to the 
undertaking, were of very unequal quality and durability. 
Investigation, however, ота that Ше fault did not lie 
with the wheels themselves, but with the trucks on which 


Fia. 1. 


they were mounted. It was discovered that the cross braces 
of the truck frames were not sufficiently rigid, and that 
the trucks themselves were out of alignment. 

Fig. 1 shows diagrammatically the bracing of the trucks, 
in which a! 4? are the cross braces, B! B? being the diagonal 
braces. In the construction ordinary black iron bolts had 
been used on the braces, and trouble had been experienced 
owing to these bolts slacking and working in the holes. It 
was appreciated that it was at this point where lack of 
rigidity occurred, and therefore the truck frames were lined 
up afresh, and the braces were then fitted with turned 
taper bolts, which were made a tight driving fit in tapered 
holes in the frames, the taper being secured by rehammering 
out the original bolt holes. In this way a beautiful fit was 
obtained in the holes, which were formerly rather slack, and 
no further trouble was experienced from unequal wearing of 
the wheels. | 

This incident goes to show the extreme care which is 
necessary in the construction of tramway trucks in order 
to secure perfect rigidity and solidity, and any detail, how- 
ever apparently slight and unimportant, which is overlooked, 
will give severe results in undue wear and deterioration. 
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GERMAN RULES FOR TESTING 
AND RATING ELECTRICAL MACHINERY 
AND TRANSFORMERS. 


THE Maschinennormalien Committee of the V.D.E. has lately 
issued & revised set of rules for the rating and testing of electrical 
machinery and transformers, and the more important quantitative 
recommendations are reproduced in abstract in the following para- 
graphs. The new rules are very clear and reasonable, but, in view 
of spacé limitations, we omit a considerable amount of general 
matter, which, however necessary in an official set of rules, is familiar 
to every qualified engineer. 

Name-Platex.—Must be stamped with the following particulars, 
or as many thereof as are applicable to any particular case : Purpose 
of apparatus; manufacturer's seria] number; normal voltage, 
current and power factor ; normal output and working period (ride 
infra); R.P.M.; frequency; starting voltage; excitation voltage. 
In the case of transformers, the voltage ratio and short-circuit 
voltage must be quoted and the connecting system must be indicated 
by the reference letter of the appropriate set of diagrams shown on 
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the standard charts reproduced herewith. Transformers belong ing 
to the same group may be paralleled by conneoting similarly named 
terminals. In machines or transformers with variable speed or 
voltage, the corresponding limits of output, voltage, current and 
R. P. M. must be shown on the name-plate. 

Working Period. Apparatus may be designed for continuous 
operation without exceeding prescribed temperature limits; or it 
may be designed to run intermittently for a period which must be 
marked on the name-plate, and during which the prescribed 
temperature rise is not exceeded. Short-period ratings may be for 
10, 40, 60 or 90 minutes; absence of specified period assumes con- 
tinuous running. 

Commutation.—In machines with stationary brush-gear, commu- 
tation must be practically sparkless between quarter and full load 


(without interpoles), or between light and 25 per cent. overload 
(with interpoles ). 

Temperature Rise. The general conditions and methods advanced 
for the determination of temperature rise show no novel features. 
In determining the atmospheric temperature, a number of thermo- 
meter readings should be taken during the Jast quarter of the test, 
at about half the height of the machine or transformer, and about 
1 m. distant from the latter. Where artificial cooling is provided, 
the temperature of the ingoing air is to be taken. The tempera- 


` ture rise of stationary windings had best be determined by the 


increase in their ohmic resistance ; in other cases, thermometric 
measurements should be made (as far as possible at the warmest 
points), and, in designing apparatus, reasonable provision should be 
made for the introduction of thermometers to various parta. 

Assuming an atmospheric temperature of 357 C. (or lower), per- 
missible temperature rises are as follows :— 


General. Traction, 

Cotton insulation ... vs - , 50^ C. 70? C, 
Cotton in oil; slot insulation, including 

paper ... Sea ate ss jos 60° C. 80° С. 
Enamel, mica, asbestos and compounds 

thereof ite e КҮ з 80° С. 100° С. 
Commutators ‘hs 55˙ C. 80? C. 
Slip-rings ... А MS s 60° C. 80* C. 
Bearings ids Pus 50° C. 50* C. 


The figures for traction motors are not to be exceeded during 
one hour's full-load run on the test bed. In stationary D.C. field 
coils the above allowanoes may be increased about 10? C. The 
temperature rise of iron surrounding insulated windings is limited 
by the insulation. In complex cases the lowest rise determined by 
any of the above considerations is to be observed. 

Overloud.—Provided the above temperature regulations are 
observed, suitable overload capacities are 25 per cent. for half an hour 
(at normal P. F.), and 40 per cent. for 3 minutes (at normal voltage 
in the case of motors). Constant-speed machines should be able to 
run at 15 per cent. above normal R.P.M. without injury for 
5 minutes on light load. At normal speed and power factor gene- 
rators should maintain full terminal voltage up to 15 per cent. 
overload. : 

Inaulation.— Machines or transformers must withstand the follow- 
ing test pressures, applied as below: — 

Normal voltage, 40 — 5,000 volts; test pressure = 2'5 х normal; 
minimum, 1,000 volts. 

Normal voltage, 5,000 — 7,500 volts; test pressure = normal + 
7,500 ; minimum, 12,500 volts. 

Normal voltage over 7,500 volts; test pressure = 2'0 x normal; 
minimum, 15,000 volts. 

These rules do not apply to testing transformers for very high 
pressures. Apparatus for use below 40 volts should be tested at 
100 volts. If D.C. is used for testing, all the above pressures must 
be increased by 40 per cent. 

Breakdown tests must be carried ont when the apparatus is at 
its maximum temperature ; pressure must be applied gradually and 
maintained at full value for at least 1 minute. All apparatus should 
withstand 30 per cent. increase in the working voltage for at 
least 5 minutes. 

Testing pressure is to be applied between the windings and the 
frame, and between the windings themselves. If windings are for 
different pressures, the latter test must be at the pressure deter- 
mined by the higher working voltage. The test pressure between 
connected windings and frame is to be that determined by the 
highest working voltage in any part of the circuit. : 

Separately excited field coils should be tested at 3 x excitation 
pressure (minimum 1,000 volts); and wound rotors should be 
tested at 2'5 x the maximum rotor voltage (minimum 100 volts). 
Cage rotors need not be subjected to breakdown test. _. 

Voltage Regulation—The voltage regulation of a separately 
excited generator is the percentage voltage variation which occurs 
when the load is removed at a moment when the machine is eupply- 
ing full load at normal voltage. The R. P. u. and excitation are 
supposed to remain constant ; if the speed rises, a correction factor 
must be applied. In the case of self-excited and compound 
generators, the same definition applies under the proviso that the 
position of the field regulator also remains constant during the load 
variation, Unless otherwise specified, the regulation of an А.О, 
generator on inductive load is to be taken at 0 8 power factor. In 
the case of transformers, the ohmic voltage drop should be 
determined and also the short-circuit voltage at normal current 
(both referred to secondary). 

Appendic.—The following are recommended as desirable values 
for general adoption :— 

Frequency :—50 cycles per second, | 

A. C. Machines and D.C. Motors.—No. of poles 2, 4, 6, 8, 10, 12, 16, 
20, 24, 28, 32, 36, 40, 48, 56, 64, 72, 80; R.P.M. = 6,000 + No. of 
poles. 

Voltage.—D С. motors 110, 220, £40, 500, 750 volts; А.С. motors 
and transformer primaries 120, 220, 380, 500, 1,000, 2,000, 3,000 
5,000, 6,000 volta. 

The direct linear distances between bare live parts and eartb, or 
between those of different polarities or phase, should be not less 
than the following values :— 


Min. clearance, 


Voltage. = 
750 € ae nt 30 mm. 
3,000 - — 75 mm. 
6,000 100 mm. 
12,000 125 mm. 
24,000 180 mm. 
35,000 210 mm. 
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The Electrical Nature of Matter and Ruadio-activity. By 
Pror. Н. C. Jones. London: Constable & Co, Ltd. 
Second edition. Price &s. net. 


The contents of this book have already been published as 
a series of articles in the Zlecírical Review, New York. 
We are told in the preface that the two correlated subjects 
under consideration are of such general interest that it 
seemed desirable that the discussion of them should be 
made accessible in compact form. The aim of the writer 
has, therefore, been to present the more important facts and 
conclusions as far as possible in non-mathematical language. 
This has been done with the belief that there are a large 
number of those who have a truly scientific interest in these 
most recent and important developments in physics aud 
physical chemistry, but to whom a more technical and 
rigidly mathematical treatment might not appeal. While 
the work is written in a semi-popular style, the attempt has 
been made to treat the subject with scientific accuracy. The 
facts presented have nearly always been taken directly from 
the original sources. 

The author has been extremely successful in his labours. 
For the man whose mathematical attainments are limited, 
and whose knowledge of physics and chemistry is but 
general, the book is the very best that has ever been 
presented. The whole development of this fascinating 
subject is treated clearly and consecutively, yet so simply, 
that one might well wonder how the author could reduce 
such a recondite matter to such simple terms. Yct this is 
not а book that treats the subject in an elementary manner. 
On the contrary, the details are very fully given, and 
nothing has been omitted of any importance. It is quite a 
treat to obtain such a readable and interesting account as is 
here presented. | 

Chapter I treats of the electrical conductivity of gases, 
and of the ratio e/m. It shows in simpie yet sufficient 
language how this ratio is obtained for different gases, and 
how it varies for the different ions of electrolytes. 

Chapter II is concerned with the determination of the 
mass of the negative ion in gases, and reviews the work of 
Prof. Sir J. J. Thomson in this respect. It shows that the 
nature of the positive ion is different for every gas, being 
simply the atom minus that constituent common to all 
atoms, the corpuscle. 

Chapter III is on the nature of the corpuscle and the 
electrical theory of matter. The experiments of Kaufmann 
are reviewed. It is shown that the corpuscle is nothing 
but a disembodied electrical charge, and that the atom of 
one elementary substance differs from the atom of another 
only in the number and arrangement of the corpuscles (i. e., 
the electrons) contained in it. 

Chapter IV discusses the nature of the atom in terms of 
the electron theory. "The connection between the latter and 
the periodic system is shown. Sir J. J. Thomson’s partial 
solution as to the arrangement of the corpuscles that will 
produce stable systems, in the case of a number of the less 
complex atoms, is gone into very clearly and without 
mathematical entanglement, and the beautiful development 
with regard to univalent, bivalent, trivalent, positive and 
negative elements, &c., is clearly explained. 

Chapter V is on X-rays. It is shown that the X-ray is 
not a succession of waves in the ether, like light, but is a 
series of pulses sent out at irregular intervals. The differ- 
ence between the X-ray and the Becquerel ray is pointed 
out. 

Chapter VI gives an account of the discovery of radium, 
its spectrum and atomic weight. 

Chapter VII discusses other radio-active substances in 
pitch-blende, such as polonium and actinium, and gives a 
summary of the types of rays, a, B, y and 6, emitted by 
radio-active elements. 

Chapter VIII gives a very full treatment of the alpha rays. 
Àn account of the spinthariscope is given, with particulars of 
the theories entertained with regard to it. The chapter dis- 
cusses the critical velocity of the alpha particles, production 
of delta particles by the alpha particles, the connection 
between alpha particles and helium atoms, the action of alpha 


particles on a photographic and on a fluorescent plate, and 
the stopping рона of matter for the alpha particles. 

Chapter IX treats of the beta and gamma rays. It 
indicates the nature of the charge carried by the beta 
particle, the determination of e/m for the particle, and shows 
that it is essentially identical with the cathode particle, only 
differing in velocity. An estimation of the total number of 
particles shot off by radium is made. j 

Chapter X is on various properties of the radiation : the 
self-luminosity of radium compounds, phosphorescence pro- 
duced by radium salte, increase in the conductivity of 
dielectrics by radium, chemical effects produced by radio- 
active substances, physiological action of the radiations from 
radium, &c. 

Chapter XI discusses the production of heat by radium ` 
salts. It shows how the measurement of the heat liberated 
has been accomplished, and treats of the source of the heat, 
its effect on solar heat, and the question of the existence of 
radium in the sun. 

Chapter XII gives an account of the emanation from 
radio-active substances, and this difficult and confusing 
subject is treated very well indeed. The amount and 
nature of the emanation are discussed, as well as its diffusion, 
determination of its molecular weight, and so on. 

Chapter XIII gives an account of the experiments made 
to show that helium is produced from the emanation. 

Chapter XIV is on induced radio-activity, and Chapter 
XV on the production of radio-active matter. 

Chapter XVI gives a summary of the theoretical con- 
siderations in connection with radio-activity, and shows the 
importance of a theory of generalisation. . 

Chapter XVII indicates the wide distribution of radio- 
active matter, end discusses the origin of radium. 

It will thus be seen that the subject is exhaustively dealt 
with. The book appears to us to be much the best yet pub- 
lished for a non-specialist, and it should certainly be found 
in the library of every engineer who desires to keep in touch 
with modern developments in the line treated. 


x 


The Electric Circuit. By V. KARAPETOFF. London: Hill 
Publishing Co. Price 8s. 6d. net. 


The first edition of this book was issued as a pamphlet of 
85 pages; the second edition, which we have before us, is & 
volume containing 230 pages, and claims to give to advanced 
students of electrical engineering“ the theoretical elements 
necessary for calculation of the performance of dynamo- 
electric machinery and of transmission lines." 

In view of the italicised statement that the book is not 
intended for a beginner, it is rather surprising that the first 
three chapters are devoted to the discussion of such 
elementary topics as temperature coefficients and resistances 
in series and parallel, and even Kirchoff's laws are not 
exactly satisfying fare for advanced students. Even when 
we reach the Promised Land of alternating currents in 
Chapter IV, it is with slow and painful steps that we proceed 
to conquer the land. Surely the “ advanced ” student does 
not need to be spoon-fed with addition and subtraction of 
vectors before he is prepared to grasp the idea of the 
power factor. 

The chapter on Inductance and Reactance wears a more 
satisfying appearance, and we are just beginning to find 
something worthy of the advanced student’s attention when 
we have thrust upon us two whole chapters on the use of 
complex quantities. This would surely seem to cast a grave 
aspersion on the mathematical attainments of young American 
engineers, for whom the book is undoubtedly written, and we 
would humbly suggest that a working knowledge of De 
Moivre’s theorem and its associated mathematics should pre- 
cede and not be included in an advanced study of electrical 
engineering theory. 

The author returns from his mathematical digression and 
deals with polyphase systems in a very straightforward 
chapter, and then proceeds to the transformer, calculating 
its regulation by an approximate and also by a more rigid 
method. 

The induction motor is then treated very thoroughly, as 
a transformer with a short-circuited secondary free to 
rotate, to the entire exclusion of the synchronous motor, 
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which, athough simpler in theory, is not so simple as to 
warrant its complete neglect even in an advanced text-book. 

The rest of the book is devoted to the dielectric circuit, 
the treatment being strictly analogous to that of the 
electric circuit. The paragraph on the energy in the 
electrostatic field is especially good, the analogies being 
well drawn. 

Following a discussion of the inductances and capacities 
of transmission lines, there is an interesting section on 
current and voltage resonance, and frequent reference is 
made to the works of Steinmetz on the subject of electric 
transients, waves, and impulses. 

An appendix and bibliography complete the book. The 
perusal of such & book as this causes one to doubt very 
seriously the possibility of successfully treating the 
theoretical matters connected with electrical engineering in 
a volume apart from the descriptive and practical side of 
the work. The inconsistencies that we have noted, and the 
marked discrepancy existing between the acknowledged aim, 
and the accomplishment of this book must, perhaps, be 
attributed rather to its method than its author. In any 
case we shall doubt the possibility of the text-book on the 
theory of electrical engineering until we see a more successful 
attempt than this.—P. K. 


MR. DOOLEY VISITS A TELEPHONE 
FACTORY. 


. "YE know what a tillyphone is, Hinnessy—the little dingus ye lie 
to yer woife through when ye want to stay downtown av an 
avenin'?  Yez call it a ‘phone,’ but 'tillyphone' is the roight 
name fer ut. It comes from the Grayk wurrd ‘tilly, manin ‘to 
tell,’ an * phoney,’ meanin. somethin’ bogus: eo whin ye tell them 
little fibs to yer woife, ye re usin’ it accordin' to Hoyle. If I was a 
married man, Hinnessy (which, thank the Lorrd, I am not), I wud 
starrt a movement to raise a monymint to the man that invinted 
the tillyphone. Wid a tillyphone an six moiles av capper wire, a 
man kin lay down the law to his woife in a dignified way, widoubt 
havin’ to go to the ixpense av buying a new rollin pin aftherwards. 

"I was out to Hawthorne last wake, visitin’ the Westerrn 
Aylictric Comp'ny's place, where they make thim things. Мар, 
man, but it's a foine place! Whin ye go іп at the gate, ye are 
shtopped be a felly ye take fer a polaceman, until ye see thot he 
aint Oirish. He wants to know who ye are an’ what yer business 
is. Itol him I wanted to see the place. 

„Have yez a pass ? siz he. 

* Past is i?! siz I. Shure, do ye have to exhibit yer family 
skiliton to get through these worruks ? ' 

“Хо, no, siz he, Oi don't care about yer past. Oi siz pass —a 
permission to go through the plant.' 

"'No,Iain't,Isiz ‘But, maybe ye could git me wan; I'm 
perfissor av applied electricity (which I am, Hinnessy, fer don't I 
turn on me own electhric loights ?) 

80 I got me pass an’ a guide to show me through the worruks. 
Wan av the things thot struck me furrst was the big clocks 
shtanding around ivery where, so's the help will know whin to stop 
worruk. They looked loik an orthinary totmepace, except thot 
they had a big circle around thim, wid numbers on it, an’ a handle 
thot ye tuk an shtabbed at the numbers wid; if yez hit the bull's- 


eye, ye rung a bell. An' they shure have some marksmin over there, 


Hinnessy. Wan after another walked up to thim clocks, an’ divil 
a wan missed the bull’s-eye. 

“Siz I to me guide, Phwat do they all crowd in so fast for? 

"'Why, sid he, ‘the 8.30 whistle has blew, an' they want to 
poonch in before the clocks register 8.31. Fer if they're a minnit 
late, they're fifteen minnites late.' 

"' Wud ye moind doin' that on paper fer me?' Iasked, 'Me 
arithmetic ain't as spry as it was some years back.’ 

"'Shure, he siz. I don't know how it’s figgered. Thot ain't 
my job, but I know thim's the rooles.’ 

No it luks to me, Hinnessy, loike they was infringin' on me 
frind Billy Bryan's copyroight. Thrue, he figgered sixteen to wan 
instid of fifteen to wan, but the principle's the same, an’ afther 
all, what difference does a figger make, as the ossified man said 
whin he married the fat lady. 

„ An’ pwhat kapes track av the night force? I asked. 

„ Why, thim same clocks,’ siz he. 

„Thin,“ siz I, ‘why the devil have they got em labeled " Dey 
Time Registers? 

Le kin search me, he siz. 

"It's a moighty big force they got over there, Hinnessy— 
hundreds an’ hundreds of gurruls, an’ ivery wan chewin'. 

* ' Phwat are they all atin’? I asked the felly. 

„They ain't atin',' he answered. They're only chewin'. Ye 
see, we don't allow thim to chew the rag durin’ wurrkin' hours, во 
they takes to gum. It takes six gum factories, workin' noight an' 
day, to supply the T. A. buildin’ alone.’ 


It's nice woide aisles ye have here, I remarked, but ain't 
they afther bein’ woider thin necessary ? Ye waste space.’ 

"'Yis, siz he, 'they're pretty wide now, but they was laid out 
whin hair was in style. Why, a few months back a man had to go 
through these aisles sideways an’ push his shadow through ahead 
av ‘im, to get past the coiffoors widout takin home enough av 
thim on big coat to git him in throuble wid hia woife. But the 
oomp' ny cudn't git along widout the girruls. Ye know the fair 
sex completely outclasses us min whin it comes to conversayshun, 
во the comp'ny hires thim to learn the baby ‘phones to talk. 
Why a man thryin' to butt into the conversation av our 
gurrul experts  wudn't shtand as much chanct of gettin’ 
a hearin’ as an echo at a deaf mutes’ convintion.' 

" An' theres the Worruks lab'ratory, Hinnessy. Tbot'saquare 
piace. The've got all kinds av shtrange infernal machines, ay- 
lictrical an` chimical, to help thim in their business, which is to 
call an all-wise but sometimes onrooly Providence up on the 
cyarpet an’ make it explain itsilf whin some conthraption or ither 
rafuses to come up to ‘spec.’ ‘Spec.’ is short for ‘specifications,’ 
which is a sort of a Bible iverywan has to live up to, over there. 
It's diffrunt from the old wan, though. It cuts out the Propheta 
intoirely. Still, it makes up fer thot by bein’ extry shtrong on 
Commandments. But, as I was sayin’, av all the quare conthrap- 
tions yez iver seen, they've got the quarest. Oidon't want to brag, 
but ye knows yersilf, Hinnessy, I've been in some of the foinest 
bar-rooms in this conthry, but niver annywheres have I seen a 
collictiou av glassware to aqual theirn. Why, if a man took a 
drink of wake tay out av wan av thim twisty bottles they have, 
it wud take him six wakes to git his legs straightened out agin. 

" But, shpakin’ av twistin', Hinnessy, did ye iver see an insultin' 
machine puttin' insults on wires? Well, ye don't want to. It 
luks loike sivinteen attacks of delirium tremens thryin' to bust up 
a Maypole dance. If I had to luk at wan of thim machines all 
day, I'd sign the plidge. 

But don't ye be gettin’ the notion in yer head thot machines is 
all there is over there. They've got a libry an' a band an’ 
orchesthry, not to mintion the Men's Club, which kapes the 
mimbers supplied wid lectures, voddyville an’ nickel shows free of 
charrge. 

An' they've got ball grounds an’ tinnis coorta an' sick-likes fer 
thim as wants to amuse thimselves at noon, an' a rist'rant fer the 
old-fashioned wans thot wants to ate.  An' take it from me, 
Hinnessy; as the b'ys says now-a-days, it's some rist'rant. There's 
& siction upstairs, where ye ate on pay-day at not less than twinty 
cinta a throw; an' the rist av the wake ye kin ate downstairs on 
the Open Board, where the ante runs from a penny up to whativer 
you've got. Things shure are fixed up foine. Ye kin git a piece 
av pie wid decorayshuns on it for tin cints, an’ they aven Каре 
burrds for the eddyfication av the guests. An’ mind ye, it ain't 
none &v yer quick-lunch joints. It's genteel. I waited half an 
hour before I got a bite to ate at all. I made wan bad break, 
Hinnessy, an't it's ashamed av it I am. I ordered a steak, an’ 
afther a bit the young lady site down a plate befure me. I looked 
at it, an’ thin I siz to her, ‘Beggin’ yer pardon, Miss, but it's a. 
dirthy plate ye've brought me.' 

"'Dirthy ?' siz she. ‘It looks clane to me. Where's the dirrt, 
plaze ?' | 

“ [ pointed out the spot to her. 

„Why, bless yer soul, she siz, ‘thot ain't dirt. Thot's the 
Steak ! ' 

An' may ye etroike me dead, Hinnessy, if it wasn't.“ 

„An' was the steak good? asked Mr. Hennessy. 

"'Sh-sh-sh, said Mr. Dooley. ‘I promised on the worrud of a 
gintlemin not to divulge any company secrets,’ "— Western Electric 
NES, \ 


An American Fish Story.—The sale of large quantities 
of fish by dealers and peddlers in Lafayette, Ind., recently attracted 
the attention of the fish and game warden of Tippecanoe County, 
who after investigation, assured himself that no seines or nets were 
in use in his district. Setting out to ascertain the source of 
the unusual supply of fish, he discovered two men near an 
interurban railway bridge, one of whom from time to time 
indulged in the extraordinary practice of striking his fishing pole 
against the trolley wire, after which the other would gather in a 
boatload of the dead and stunned fish which floated to the surface. 
Investigation showed that an insulated wire ran down the fish pole 
and dipped into the water under the bridge. The 500-volt contact 
with the trolley served to electrocute all fish near the wire, killing 
them outright, it is declared, instead of stunning them as in the 
case of dynamiting.— Electrical World. 


The Reduction of Iron Ore.—4A recent issue of the 
Tron and Coa. Trades Reriew described some experiments at Herrüng, 
Sweden, in the reduction of iron ore to iron sponge by means of a 
direct process, which it is pointed out is applicable chiefly to 
Swedish and Norwegian ores. The ore is first subjected to a 
magnetic treatment, then mixed with coal, and fed into an inclined 
rotary furnace through which flame from a producer gas furnace 
passes, the burnt gas being returned to & regenerator for heating 
the air supplied for combustion. The product analysed between 
97 and 98 per cent. of iron. The important feature of the process 
appears to be the “ estimated " low cost, viz., 53s. per ton as against 
62s. for electric smelting, and 668. by the blast furnace method. 
The capital expenditure is, however, considerably. higher than for 
electric smelting. The figures refer to Scandinavian conditions, 
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TRADE STATISTICS OF CHILE. 


THE following figures, showing the imports of electrical and similar goods into Chile in the year 1911, are taken from the official trade 
statistics recently issued; details for 1910 are not available (рево = 18, 6d.) :— | 
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THE USE OF NAKED ALUMINIUM WIRE 
IN ELECTROMAGNETS. 


IN the course of an article in the Electrical World, Mr. H. F. 
Btratton gives some useful information on this subject. On the 
basis of the Matthiessen standard, he says, the conductivity of 
99 per cent. aluminium is 61 per cent. of that of annealed copper, 
which possesses the characteristics of copper used in magnet wire. 
A bare aluminium conductor will therefore be 64 per cent. larger 
in cross-sectional area than a bare copper conducter of equal 
conductivity. 

Fig. 1 gives a graphic comparison between round copper wire and 
both round and square aluminium wire of sizes having conductivity 
equal to the conductivity of the various sizes of copper wire. In 
general, and approximately, the conductivity of any one size of 
copper wire is equivalent to the condactivity of round aluminium 
wire of the next two sizes larger, and to the conductivity of square 
aluminium wire of the next one size larger, in terms of the B. & В. 
wire gauge. . 

Since the aluminium oxide should not be exposrd to a potential 
stress larger than 0'5 volt, this oxide film is, in general, serviceable 
only between turns and not between layers, and it is necessary to 
wind on a sheet of some insulating material, such as asbestos paper, 
between layers. The writer has found, in his experience with 
aluminium coils, extending from a coil containing perhap: 1 lb. of 
aluminium up to a coil containing about 400 Ib. of aluminium, that 
the thickness of the insulating material between layers can be 
successfully taken as about 10 per cent. of the diameter of the 
wire. 


BNE 


fixed coil space in standard apparatus there is evidently small oppor- 
tunity of accomplishing the desired result if the characteristios of 
the copper coil must be duplicated by those of the aluminium coil. 
In many cases it would be pertinent to inquire, however, if a 
higher ultimate temperature should not be permitted in aluminium 
coils than in coils constituted of single cotton-covered copper wire. 
There are undoubtedly many examples of commercial apparatus 
where the permissible coil temperature is dictated solely by the 
consideration that this temperature should be kept safely below 
the charring temperature of the cotton insulation. It has generally 
been assumed that coils wound with single cotton-covered wire 
should not reach a higher ultimate temperature than 100° C., and 
in many cases specifications for lower temperatures are proper and 
are warranted by considerations of precautions or reductions of the 
Ів losses. 

On the other hand, the writer is familiar with the history of a 
large aluminium coil, which, in alifting magnet, has been subjected 
almost constantly day and night to a temperature of about 300° C., 
and which, after quite a long period of operation, as yet shows 
absolutely no measurable change in resistance. It goes without 
saying that a coil composed of cotton-covered wire and subjected to 
these same oparating conditions would by this time have failed 
completely. It should be noted that the aluminium coil in quee- 
tion, in addition to being subjected to extremely high temperature, 
also withstood mechanical abuse, the severity of which is probably 
second to none experienced in electrical apparatus. 

Where the increase in resistance due to rise in temperature has 
determined the final temperature of copper coils, a slightly higher 
temperature may be permitted with the same results in the case of 
aluminium coils, since the temperature resistance coefficient of 
aluminium is about 6 per cent. less than that of soft copper. 

When, however, the question of coil weight is considered, the 
advantage of aluminium over copper is 80 conspicuous as not to be 
open to argument. An aluminium coil will weigh about 49 per 
cent. as much as a copper coil composed of single cotton-covered 
copper wire and of equal conductivity and length of conductor. 

When the very important question of cost is considered, the use 
of aluminium seems to show some startling advantages. The 
acoompanying table was prepared showing the saving in the cost 
of conductor secured by using bare aluminium wire in place of 
single cotton-covered copper wire, and assuming in each case that 


В Е а size of aluminium wire was employed having a conductivity equal 
E ES to that of copper wire. This table considers round and square 
Б -- Bize of Percentage saved, Percentage saved, 
copper wire, round aluminium square aluminium 
У EN B. and 8, gauge. wire. wire. 
g —.— 0 32 20 
@ ® Б 33 20 
EN 10 36 25 
mE 15 40 20 
ШЕШ 20 27 2 
25 36 17 
BEN 80 26 —8 


20 24 23 
Size of Aluminum Wire 


FIG. ]. RELATION OF ALUMINIUM AND COPPER WIRES OF SAME 
CONDUCTIVITY. 


Teking this additional epace into consideration, first, comparing 


single cotton-covered copper wire with round aluminium wire, the 


space utilisation of the aluminium wire, on a basis of equal con- 
ductivity, is unity at No. 29 size of copper wire, less than unity 
in larger sizes, and greater than unity in smaller sizes; and, 
secondly, comparing the single cotton-covered copper wire with 
square aluminium wire, the space utilisation of the alumininm 
wire, on the basis of equal conductivity, is unity at No. 25 size, 
less than unity in larger sizes, and greater than unity in smaller 
sizes. 

On the basis of equal conductivity and equal length of conductor 
it is evident that in most sizes bare aluminium wire will occupy 
more space thamsingle cotton-covered copper wire, and where the 
problem is one of replacing a copper coil by an aluminium coil in a 


aluminium wire of several typical sizes; it was based on quotations — 
existing in May, 1912, and is, of course, inconsistent in ite relative 
figures pertaining to different sizes of wire, since it takes into 
account the arbitrary fixing of prices of both aluminium and 
copper. It should not be assumed that the total cost of aluminium 
coils should be less than the total coste of copper coils in the ratio 
indicated by this table, since the winding and other processes of 
manufacture of aluminium coils will be found to be more expen- 
sive than similar operations in the case of copper coils. This table 
does, however, indicate the possibilities of large monetary savings 
to the electrical industry, when it is remembered that insulated 
copper wire to the value of many millions of dollars is used 
annually in building the various kinds of electrical machinery. 
Aluminium wire can be purchased under the supposition that it 
is enveloped in a skin of aluminium oxide. The writer, however, 
has not been able to wind coils of such wire which do not exhibit a 
serious degree of short-circuit, either because the oxide did not 
sufficiently enclose the wire when it was received from the wire 
-manufacturers, or because the oxide was partly scraped off during 
the process of winding. In Europe some manufacturers claim to 
have formed the oxide successfully on the surface of the wire after 
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_the coil has been wound, by thoroughly wetting the entire ооп 
structzure with water and then heating thecoil. In such a case, the 
oxide is supposed to be formed by the presence of the hot moisture. 
The writer, in attempting to carry out this process, succeeded in 
forming a considerable degree of the oxide, but not enough to pre- 
vent a partial short-circuit, and not nearly enough to produce a 
coil of absolutely stable and uniform resistance. Very succeesful 
results have been obtained by passing the wire through a solution 
of sodium hydroxide as the wire is wound on the coil, and then 
drying out the solution by passing current through the coil winding. 
The current, of course, should be regulated by a rheostat, as initially 
quite a degree of short-circuit will exist, but as the temperature of 
the coil increases with the progress of the chemical action, and as 
the moisture is driven off, the resistance of the coil will increase 
until it reaches a point where no short.cireuit exists in the entire 
coil structure. 

Irrespective of the precise chemical composition of the substance 
which results from the action of sodium hydroxide and metallic 
aluminium, the fact remains that this substance, in practice, has 
proved to be stable, and a sufficiently good insulator. 

In winding large coils which contain such a length of conductor 
that jointe must be made, it will be found that the aluminium wire 
can be easily and successfully welded together, The procedure is 
first to cut off the two ends of the wire squarely, and hold each of 
them iu the flame of a blow-torch until they become molten, The 
film of aluminium oxide which will surround the coil, being very 
highly refractory, does not melt, and serves to incloee and retain 
the molten metal. After the two ends have reached this condition 
they should be suddenly pushed together, and it will be found that 
a weld will be secured which will exhibit nearly, if not entirely, 
100 per cent. strength and electrical conductivity. 


VERTICAL SYNCHRONOUS BOOSTER 
ROTARIES. 


THE American Westinghouse Co. has recently completed two 
vertical-shaft synchronous-booster type commutating-pole rotary 
converters, each of 3, 000-K W. capacity, for the New York Edison 
Co.’s Clinton and Crosby Street sub-stations. 

The converters deliver & normal direct-current voltage of 270 
and are for 25-cycle six-phase operation. The direct-current voltage 
variation obteined by virtue of the booster feature is 15 per cent. 
buck and 15 per cent. boost from the normal voltage, giving a total 
direct-current voltage variation of 30 per cent. These machines 
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FIG. 1.—SEcTIONAL VIEW OF MACHINE. 


were made of the vertical type to conform in general construction 
to the other converters in the sub-stations, all of which are vertical 
machines. 

Fig. 1 shows the detail construction of the machines. The con- 
verter armature and frame are mounted above the booster armature 
and frame. The commutator is at the top of the machine and the 
collector rings are at the bottom. The armature is of the usual 
construction mounted on the same shaft with the smaller booster 
armature, which is connected in series with the converter armature, 
80 that when the booster-field excitation is varied the alternating- 
current voltage impressed on the converter armature will be decreased 
or increased accordingly. 

The main or converter poles are shunt wound.. The commutating 
poles which lie between the main poles have been so wound that 

variations in armature reaction introduced by the booster are taken 
care of. The copper grids embedded in the main pole faces do not 
extend from pole to pole as in ordinary machines, but are cut off 
flush with the sides of each main pole. This construction is used 


on all commutating-pole converters, and forms the most effective 


starting and damping winding. The booster poles are shunt wound, 
and the booster field is arranged for hand regulation. Provision 


is made for effectively cooling the commutator by the insertion of 
copper heat-radiating vanes in the upper end of each commutator 
bar. Ample space is provided between the commutator necke, 
which extend from the commutator bars to the armature coils, and 
through these spaces the cooling air is forced by the rotation of 
the machines. 

A commutating-pole converter which is to be started from the 
alternating-current end must be provided with a brush-lifting 
device, but inasmuch as these machines are to be started from the 
direct-current end, a brush-lifting arrangement is not necessary. 

A roller thrust bearing is arranged at the top of the pedestal to 

. take the weight of the revolving element, The bearing rests on a 
plate which has a spherical seat carried on the pedestal so that 
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Fig, 2.—TYPICAL CONNECTIONS OF MACHINE, 


alignment is assured. The roller bearing can be taken out by 
removing the top plate of the machine, To assume the weight of 
the rotating part at times when it is necessary to remove the top 
plate, six 1}-in. bolts are provided in the lower portion of the 
pedestal flange. When it is necessary to take off the top plate, 
these bolts are screwed up until they raise the rotating element 
a trifle and assume its weight. | 

Lubrication is effected with a gravity oiling system. The oil is 
drawn from the reservoirs and forced up through the oil pipe in the 
centre of the pedestal. At the top of the pedestal, the oil dis- 
charges through & nozzle into a cylindrical chamber within the 
roller bearing. The pressure on the oil forces it from this chamber 
out between the bearing rollers into an annular pan surrounding 
the roller bearing ; the height of the outlet nozzle and the oil pan 
rim are such that the bearing rollers always travel in a bath of oil. 
When the oil overflows, it passes into an annular chamber just 
above the upper pedestal bearing and through oil grooves in the 
pedestal. Whilé it is passing through these grooves, the rotating 
babbitt bearing surfaces take up oil From the upper pedestal 
bearing the oil flows down through the chamber around the shaft 


: ^to oil grooves for the lower bearing similar to those above described. 


Fig. 2 shows typical wiring connections for a machine of this class. 
The switch в is so attached to the circuit-breaker that it closes 
when the latter is closed, and the resistance R is then short-circuited. 
Upon opening the circuit-breaker, the resistanoe is put into the 
booster field circuit and the shunt interpole windings by the 
opening of switch S. It is necessary to introduce this resistance in 
the shunt interpole circuit to prevent the neutral position from 
shifting when the circuit-breaker trips under load. 
A description of these machines appeared in a recent issue of 
Power (U.S. A.), from which journal our illustrations are taken. 


WOODEN TOWER FOR 100,000-VOLT 
TRANSMISSION LINE. 


THE wooden transmission tower construction shown in the sketch 
on p. 440 has been adopted by the Central Colorado Power Co. for a 
new 70-mile line at 100,000 volts, Each tower comprises one 45-ft. 
and one 40-ft. pole, which are set into the ground to a depth of 
5 ft. 6 in. At the ground line the poles are separated by a distance 
of 17 ft. 6 in., and converge to a distance of 11 ft. at a level 35-ft, 
above the ground. The crose-arm is formed of a pair of 4-in. 5}-Ib. . 
steel channels bolted together at their ends and enclosing the poles 
as a bow-spring. Although pinned to the poles by through bolts, 
the spring pressure of these deflected channels is sufficient to grip 
the cross-arm securely in position, A 10-in. spacing block is in- 
serted at the mid-point of the bow, and the channels are braced to 
the poles with 4-ft. knee-pieces, There towers are being spaced at 
500-ft. intervals throughout the 70-mile line which is under 
construction. 
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The arrangement of suspension insulators used places all three- 
phase wires in the same plane. While such disposition is sus- 
ceptible of slight theoretical disadvantages, the arrangement has 
the great practical advantage of permitting any wire to be reached 
and worked upon without danger of contact with the others. Ав 
the sketch shows, the ground wire is carried at a distance of nearly 
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WOODEN TOWER FOR 100,000-VOLT LINE. 


8 ft. from the nearest conductor. At each pole а ground tap is run 
down under staples and wrapped in a spiral about the pole butt to 
provide a permanent earth connection. The Central Colorado Co. 
has used a construction similar to this in some of its 13,000-volt 
lines, where the bow-spring cross-arins are formed of two 6-in. х 
6-in. hardwood members. With this construction spans as long as 
1,100 ft. have been used.— Lilectrical World, 


. FOREIGN AND COLONIAL TARIFFS ON 
a ELECTRICAL GOODS. 


AMENDMENTS. 


RUSSIA.--British firms exporting goods to Russia are often in 
doubt and difficulty as to the proper steps to be taken in appenling 
against the fines and overcharges which are frequently imposed by 
the Russian Customs authorities, mostly on account of clerical or 
other errors in bills of lading, invoices and Customs documents. 
In & memorandum recently issued for the guidance of British firms, 
the Foreign Office points out that although these fines and over- 
charges are imposed upon the agents, consignees, or receivers of the 
goods in Russia, the responsibility falls eventually upon the British 
merchants or shippers, wbo should therefore carefully obrerve the 
procedure prescribed by the Russian Customs regulations, as well 
as the rules established for soliciting any possible assistance from 
His Britannic Majesty's diplomatic and Consular representatives. 

When the agents, сопвір пеев, or receivers of goods in Russia have 
unsuccessfully protested at the local Custom house, they have a 
right during two months to petition direct to the Customs Depart- 
ment at St. Petersburg. To enable them to do this the merchants 
or shippers in England should furnish them without delay with all 
necessary information and legalise any documentary evidence by 
having it sworn to before a competent British authority, whose 
signature must then be attested by a Russian Consul. | 

Apart from this, the British merchants or shippers also are at 
liberty to present & similar petition in English or Russian within 
the same two months to the same Customs Department, and this 
petition may be forwarded either direct or through the British 
Consulate at St. Petersburg, subject, however, to observance of the 
rules given in the last two paragraphs of this circular. 

Should this petition to the Customs Department be rejected, a 
further two montha’ period is allowed from the date of the rejection 


within which to address a petition to the Russian Minister of 
Finance. The second petition, like the first, may be sent in either 
direct or through the British Consulate. 

At the same time, at this stage of the proceedings the aid may 
be invoked of His Britannic Majesty's Ambassador, in which case 
all information and copies and translations of all petitions and 
documents in the matter must be sent in to the British Embassy at 
St. Petersburg, with a request for official support; but in no case 
should the complaint be brought to the notice of the Russian 
Government in the first instance through the channel of His 
Majesty's Embassy. 

If all these steps fail to obtain satisfaction for the petitioners, 
the latter may make a final appeal within another two months’ 
period to the governing Senate in St. Petersburg; but aa this 
appeal is a purely judicial matter, the British Embassy and British 
Consulate cannot be asked to interfere. 

No attention is paid to petitions or appeals which reach their 
destination after the expiration of the two months’ limit in each 
case as above described. 

Every application or petition addressed to the Russian authorities 
must be accompanied by a 75-copeck Russian revenue stamp for 
each double sheet of foolscap upon which the petition is written, 
and one 75-copeck revenue stamp for the reply. These stamps may 
be purchased and affixed to the petition by his Majesty's Consul at 
the request of the parties concerned. And in each such case the 
sum of 8з. 3d., if the petition consist of not more than one sheet of 
foolscap, should be remitted to his Majesty's Consul at St. Peters- 
burg in English penny postage stampe, for defraying the cost of 
the Russian stamps, and for a Consular fee of 58., chargeable for 
sending in a covering dispatch with the petition. 


NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED.) 


ompiled трему for this journal by Messrs. W. P. Тномтвох & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed, 


19,480. ''Electrio arc lighting systems." M. J. Raine and O. Brooxs, 
August 26th. 

19,481. Method of and means for indicating the continuity and work- 
ability of telephonio systems." W. J. RickETS. August 26th. 

19,4883. Electrical generation and transmission of power, for industrial 
and ships' auxiliary machine-driving, proponon of ships, road and rail loco- 
motives, tramcars, omnibuses, trains, and other self-contained vehicles, and 
the like,” W. P. DURTNALL. August 26th. 

19,599. ''Magnetic toy and game.” H. Brocgas. August 26th. 

19,533. '' Electric fuses.” G. W. CHRISTIANS. (Convention date, December 
27th, 1911, United States.) August 26th. (Complete.) 

19,584. ''Electrical junction boxes." T. E. Murray. (Convention date, 
September llth, 1911, United States.) August 26th. (Complete.) 

19,535. Connection apparatus for electric circuit conductors." T. E. 
Murray. (Convention date, February 9th, 1912, United States.) August 96th. 
(Complete.) 

19.537. "Systems of electric distribution." CoxPAGNIE FRANCAISE POUR 
L'EXPLOITATION DES Рвосеркв Тномвом-Носвтон. (Convention date, August 
26th, 1911, France.) August 26th. (Complete.) 

19,538. “ Holders for telephone receivers." 
(Complete.) | 

19,548. ''Electric cooking and heating apparatus." G. WILEINSON. 
August 27th. - 

9,569. “Polyphase electro-motors for marine propulsion." B. LJUNcsTROM. 


G. В. Втеви. August 26th. 


1 
-August 27th. 


19.585. Electric signalling systems.“ Bin A. T. Dawson and G. Т. Bucknam. 
August 27th. 

19,587. Water-tight electrio bells.“ E. A. GRAHAM. August 37th. (Com- 
plete.) 

19,607. ‘Furnaces of the channel type." E. C. R. Marxs.  (Eleotrio 
Smelting and Aluminium Co., United States.) August 27th. (Complete.) 

19.621. Shade supports for electric or incandescent lights." J. N. MOLLETT 
and E. E. Epwarps. August th. 

19,649. ''Fuse devices for electric circuits." J. H. Tucker. August 28th. 

19,647. Electric fittings.” British Тномвои-Носєтох Co., LTD. (General 
Electric Co., United States.) August 28th. 

19.661. Electrical maesage apparatus." G. W. Mascorp. August 28th. 

19,708. '' Electric thermometer." R. ALT. August th. 

19.740. “Contact fingers or brushes for electric controllers and like purposes.“ 
W. G. H. Cox. August 29th. 

19,754. Electrically heated cookers.” A. J. KERCHBH. 
(Complete.) ' 

19,766. Apparatus for producing electric oscillations adapted for wireless 
communication and other purposes," W. DvBiLiER. (Addition to 11,091, 1912.) 
August 29th. 

19,771. “ Electrically heated cookers.” August 99th. 
(Complete.) 
19,787. Rotary ergine with electrical power transmission gear." A. 
BELDIMAN. (Convention date, September 26th, 1911, Germany.) August 2th. 
(Complete.) | 
19,807. ''Electrio flexible conducting.cords." M. B. Conner and J. HrALEY. 

August 30th. 

19,825. “ Electrically-ptopelled road vehicles," E. Cross. August 90th. 

19,834. Telephone meters." G. L. Bates. August 30th. 

19,868. * Musical instruments with electrically-operated vibratory sounders.“ 
M. L. BEVERY and G. B. SINCLAIR. August 0th. (Complete.) | 

19.8689. Musical instruments with eleo irae sat vibratory sounders." 
M. L. Severy and G. B. SiNCLAIR, August 30th. (Complete.) — 

19870. Pulsation timing devices for use in eleotrically- operated vibratory. 
musical instrumenta." M. L. Savery and G. B. SIxcLAIn. August 80th. 
(Complete.) 

19,890. Electric locomotives, motor-boats, aud the like.“ MASCHINEN- 
FABRIK OERLIKON. (Convention date, September 38rd, 1911, Switzerland.) 
August 3lst. (Complete.) 

19,900. *'Resonating.relays." H. vox KRAMER and G. КАРР. (Addition tc 
§,950/12.) August 3Is s. | | | 

19,918. Magneto-ignition apparatus." HARTMANN & BRAUN Акт. GES. 
(Convention date, August 81st, 1911, Germany.) August 81st. (Complete.) 


August 99th. 


A. J. KERCHER. 
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ELECTRICITY IN TEXTILE MILLS. 


. WE reproduce elsewhere in this issue an account of the pro- 


ceedings at the Congress of the Textile Institute last week, 
80 far as they relate to the use of electricity for motive 
power, and to the choice of a prime mover. The discussion 
arose out of the dissolution of the special joint committee 
which was appointed last year to investigate the respective 
merits of mechanical and electric driving ; the composition 
of the Committee was apparently regarded as unsatisfactory, 
though we do not see any reason why its conclusions would not 
have been impartial and reliable, and the Textile Institute 
undertook the investiration on its own account. Thus the 
organised discussion at the Congress was the first step 
towards an authoritative settlement of the controversy which 
has arisen on this topic, and we trust that the inquiry will 
be energetically pursued to a final verdict, which will be all 
the more weighty when delivered by such a tribunal. It 
was unfortunate that, owing to the length of the four papers, 
the verbal discussion was curtailed, but further oppor- 
tunities will no doubt be found for a more adequate 
debate. | 

In the meantime, we have а strong impression that the 
question is rapidly solving itself, as such matters have a 


-way of doing when there is a pecuniary advantage to be 


gained by prompt action. While the rival experts are con- 
tending in the arena, the practical hard-headed mill-owners 
are getting on with the work. They are much too 'cute 
to dally with so important a question, and they appraise the 
balance of advantage not in terms of pounds of coal or watts 
expended, but in £s. d. Hence it is that, as Mr. Crowley 
stated, within 18 months the number’ of looms driven by 
individual motors has risen from under 300 to more than 
7,000, and the employment of electric power in textile mills 
generally has made great strides, so that the manufacture of 
the apparatus and the supply of energy for this purpose have 
already become important branches of the electrical industry. 
That they are destined to attain to vastly increased propor- 
tions may be regarded as certain. 

It is noteworthy that the advocates of steam and gas 
engines as prime movers not only accept electrical trans- 


mission as entirely agreeable to them, but even, more or less 


directly, urge its adoption, and the speaker for the Diesel 
engine was at least neutral. But these interests, of course, 
would not be greatly affected by the use of electricity, far 
their plant must be employed either in the private engine 
room or in the central power station. The makers of 
mechanical transmission appliances, who have yet to be heard, 
wil] adopt a less friendly attitude. 

The efforts of the engineers and manufacturers who have 
so energetically carried on the campaign daring recent years, 
and who, we hope and believe, are now about to reap the 
reward of their exertions, are deserving of the highest praise, 
It is interesting to observe that their opponents have been 
on the defensive all the time, fighting a losing battle. 
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The facts brought out by Mr. Crowley regarding the 


material advantages derived in practice from the adoption 
of the electric drive are extremely interesting, and highly 
gratifying, the increase of output being greater than has 
usually been supposed. It will be observed that the greatest 
benefit is realised when the fullest advantage is taken of 
the system—that is, by adopting the individual motor drive, 
which exhibits quite as great a superiority over the group 
drive as the latter does over mechanical transmission. 

The results remind us of the history of the steam engine, 
as affected by the development of electricity supply. There 
is no doubt that a very large proportion of the great 
improvement which took place in the efficiency and economy 
of steam plant towards the end of the last century was 
directly due to its application to the generation of electrical 
energy, and to the facilities afforded by electricity for exact 
measurement; in a similar way, the electric motor has drawn 
attention to the deficiencies of even the most approved 
and highly developed systems of mechanical transmission 
employed in textile mills, and has led to the minute 
examination of their behaviour, revealing unsuspected 
possibilities of improvement. 


THE papers which we reproduce in 
abstract to-day will be found of excep- 
tional interest, as they relate to two new 
developments which, though at present in embryo, will in 
all probability be ultimately of immense importance to the 
electrical industry. In his paper on the Gas Turbine, Dr. 
Dugald Clerk concisely sums up the present condition of 
that much-discussed machine, which affords some of the 
most interesting, and, at the same time, most difficult, 
problems for the mechanical engineer and his confréres— 
the metallurgist and the chemist— to tackle. Were a 
satisfactory solütion attained, its effect on the social and 
industrial applications of electricity would undoubtedly be 
profound and far-reaching. We fear, however, that a vast 
amount of work remains to be accomplished before that 
desirable end is attained. 

Mr. Mavor's paper on “Electricity in Marine Propulsion“ 
similarly marks an epoch in the evolution of a new system. 
With admirable perseverance and tireless industry he has 
kept on pegging away at the problem of the adaptation of 
electricity as the link between the high-speed engine and the 
slowly rotating propeller, and has had the satisfaction at last 
of embodying his views in the equipment of a new vessel of 
considerable tonnage. We congratulate him on his present 
and prospective success, and look forward to the wide adop- 
tion of electricity on ships of all classes. 

The extraordinary flexibility of electrical systems, which 
seem capable of fulfilling almost innumerable functions, is 
well exemplified by the several instances cited by the author. 


The British 
Association. 


A MONUMENT has been erected at 


таја Harriman, New York, U.S.A., to com- 
Dispatching : 
by Telegraph, memorate the sending of the first “ train 


order” by telegraph, which led to the 
universal adoption of the system on American railways. To 
Charles Minot, general superintendent of the Erie Railroad, 
the credit is due for taking the first step, in 1851. The 
story is told in an admirable pamphlet mentioned in our 
* Book Notices” to-day. In those days the single-line 
railways were operated on a system, according to which 
trains going in opposite directions were timed to meet and 
pass one another at specified stations; if one was late, the 
other had to wait at the passing place until the late one 
arrived. Minot was travelling on such a line, when his 


train was held up at “Turners” station in this way; 
it occurred to him to telegraph to the next station, 
14 miles away, and inquire whether the other train had 
reached there, and finding that it bad not done so, he 
telegraphed an order for it to be held there, while he 
proceeded to drive his train (the engine driver having 
refused to carry out so revolutionary a proposition) to 
that station. Fortunately, the result proved satisfactory, 
and the new system was launched upon the world. It 
may seem obvious to us nowadays—the most natural thing 
in the world ; but the telegraph in those days occupied a very 
different and more humble position, and no doubt the feat 
was one well worthy of the memorial which has been erected 
on the site of the old Turner station. 


Messrs. MERTON'S mid-monthly return 
(September 14th) shows a slight decline in 
price, and lower demand. Stocks (England and France and 
afloat from Chile and Australia) are 270 tons less on the 
fortnight, traceable mainly to the smaller quantity afloat 
from Australia than at the close of last month. As would be 
expected, English stocks have increased 838 tons, and 
French stocks are 442 tons heavier. Rotterdam shows a 
reduction of 70 tons, and Hamburg of 524 tons, probably 
due to brisk German trade. 

In detailed supplies we find North America sending over 
a smaller quantity than half a month’s average supply, 
while Spain and Portugal are represented by only 30 tons 
(average supply per month 1,700 tons). Shipments from 
Chile and Australia, on the other hand, exceed the average. 
Total deliveries, at 15,685 tons, are distinctly low. The 
market appears to be waiting for some expected improvement 
in outlook. 

American stocks (the figures of the American Producers' 
Association) at the end of August were 1,597 tons less than 
at the end of September—not a heavy reduction. Last year, 
however, the figure was only 1,919 tons on a price of £56 per 
ton, and the stocks rose during September. The total visible 
supply, including Holland and Germany, stands (end of 
August) at 71,181 tons, a reduction of 1,839 tons on that 
for the end of July. For the same date last year it was 
144,935 tons, or more than double. The total deliveries 
(European) for September, 1911, were 38,043 tons, the 
lowest for the year. The labour outlook at that period was, 
however, very gloomy. | 


Copper. 


Two Exhibitions are to be held on the 


Co ан tal Continent during 1918, to which the 
Exhibitions, attention of British manufacturers and 


traders should be directed. The Barce- 
lona International Exhibition will be opened by the King of 
Spain on January Ist, and during its four months’ run 
British exporters should have an excellent opportunity of 
gaining intimate knowledge of industrial and commercial 
possibilities in Spain and of establishing relations with desirable 
buyers. The period chosen for the Exhibition is unusual 
to us in this country, where most of our events of the kind 
run between May and October, but we understand that 
from January to April is essentially the season of the year 
when Barcelona, the commercial and industrial capital of 
Spain, is visited by many buyers representing the leading 
South American firms. Our Continental competitors for 
Spanish and South American trade are stated to be fully 
alive to the importance of the occasion, and it is ta be hoped 
that British electrical and engineering firms will not 
adopt a weak policy, for our export trade to Spain has 
certainly required increased attention. The other Exhi- 
bition to which we are asked to allude is the International 
Belgian Exhibition which opens at Ghent in April next. 
Here the wisdom of manufacturers of particular classes 
showing combined or co-operative exhibits, avoiding over- 
lapping and purposeless rivalry, is being urged. The special 
features of this Exhibition will be machinery, machine tools, 
textile trades and applied arts. The addresses in London 
from which particulars of these two exhibitions can be 
obtained are given in our “ Business Notices.” 
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THE QUARTZ MERCURY VAPOUR LAMP 
FOR ALTERNATING CURRENTS.’ 


Іх recent years the mercury vapour quartz lamp has 
advanced in favour considerably, partly becauge of its high 
efficiency, and partly because the colour of its light is almost 
white compared with that of the older mercury-vapour lamps. 
Both these improvements are the direct result of the higher 


temperature permissible in quartz glass, this higher tempera- 
ture being produced by increasing the voltage drop per cm. 
of tube from about 1 volt (as was usual in the old Cooper- 
Hewitt glass lamp) to about 12 volts. 

Hitherto mercury-vapour lamps have been chiefly confined 
to direct-current circuits, because of the well-known difficulty 
of maintaining an arc in any metal vapour unless the negative 
electrode is permanently maintained above a certain minimum 
temperature. This difficulty can, however, be got over with 
alternating currents if the double anode arrangement used by 
Cooper-Hewitt in his mercury-vapour rectifiers is adopted. 

An alternate-current quartz lamp arranged on this principle 
has been recently developed at the laboratory of Messrs. 
Heraeus, of Hanau, and is shown in fig. 1. The diagram 
of connections is shown in fig. 2. The quartz burner is pro- 
vided with two separate anode chambers in a fork at one end 
and with a cathode chamber at the other end. The anodes 
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------ А.С. Quartz Lump 


are connected to the two ends of the secondary of the supply 
transformer whilst the carthode is connected to the centre 
point of the secondary. When the lamp is alight, a more or 


Herr F. Girard, E. T. Z., July 4th, 1912. 


less pulsating direct current flows between the cathode and 
the centre of the transformer winding, whilst the two anodes 
take it in turns to supply current to the lamp each only 
being active for half & wave at a time, viz., so long as it 
happens to be the positive pole of the transformer. Owing 
to the absence of cathode excitation, there is little danger of 
current passing from one anode to the other, even though 
the voltage between them is twice the working voltage of 
the lamp. 

The striking of the arc is effected by tipping the lamp 
until a narrow thread of mercury bridges across from cathode 
to anode fora moment. At the same time, the liability to 
short-circuit the two anodes is avoided by providing a narrow 
dividing wall, about } in. high, aiong the bottom of the 
lamp from the anodes practicaly to the cathode. The 
electromagnetic tipping device is provided with a repeating 
arrangement so that, in case the arc does not strike because 
the mercury thread is either broken at an instant when the 
current is zero, or at an instant, when the anode at whicb the 
break occurs happens to be negative, the tipping process 
shaN be repeated once or twice until the lamp lights up. 
The tipping solenoid is eventually disconnected, when the 
lamp is alight, by means of a cut-out. A damping dévice 
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is added in the form of a simple clockwork mechanism 
which allows a quick forward motion, but a slow return, 
through the action of a small air vane. 

For each lamp rating in watts only a single size of burner 
is made whatever the supply voltage—the necessary adjust- 


ment being made in the transformer instead of in the lamp. 


Thus the 770-watt lamp is arranged to take 180 volts across 
the burner. The transformers are then wound for 2 x 180 
volts on the secondary and any desired primary voltage. 
For the ordinary 110 and 220-volt supplies auto-trans- 
forrhers are used, and tappings are provided to suit slight 
variations from these voltages. 

A small series resistance in the form of thin iron wire 
enclosed in four glass bulbs is provided, in order to prevent 
an excessive rush of current when striking the arc. 

Choking coils to steady the direct current through the 
lamp are also provided at the cathode, and at each anode as 
shown in fig. 2. The tipping solenoid and its cut-out are 
connected right across the whole secondary voltage. The 
transformer, starting resistance and choking coils are usually 
put in a separate case independent of the lamp. 

When the arc is first struck a heavy current passes (about 
10 primary amps. and 13 secondary amps. with a 220-volt 
supply), bringing the iron resistances up to a dull red glow, 


. whilst about 150 volts are lost across them. The secondary 


transformer voltage falls to about 70 volts. These conditions 
gradually change as shown in fig. 3 until, after about 10 
minutes, the steady state is reached, with only 12 to 15 volts 
lost in the resistance. 

The efficiency of this alternating lamp is hardly lower 
than that of the direct-current lamp, one Hefner c.P. being 
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obtained for about 25 watt. This is because the reduced 
starting resistance loss in the a.c. lamp approximately com- 
pensates for the additional losses involved by the use of the 
double anode. | 

A As regards sensitiveness to voltage variations, the А.С. and 
D.C. lamps are about alike, both allowing variations of 10 or 
more volts without trouble. In consequence of the neces- 
sity for the transformer, large choking coils and more com- 
plicated burner, the cost of the А.С. lamp is, however, 
considerably greater than that of the D. C. lamp at present. 


~ 


THE USE OF MICA IN THE INSULATION OF. 


ELECTRICAL APPARATUS. 
By A. P. M. FLEMING, M.LE.E, and R. JOHNSON, A. M. I. E. E. 


Tue valuable insulating properties of mica are generally 
well known. There appears to be, however, a lack of know- 
ledge among engineers as to the limitations to the use of 
this material, and it is frequently called upon to fulfil quite 
impossible functions in specifications for the insulation of 
electrica] machinery. 

This article has been prepared with a view to correcting 
some of the erroneous impressions prevalent in connection 
with the practical use of mica, and at the same time to 
afford some general information for the guidance of those 
engineeers to whom the subject is of importance, but whose 
opportunities for carrying out personal investigations are 
very limited. 

The subject will be dealt with in four parts :—(1) Raw 
mica; (2) Mica products; (3) Commutator mica; (4) 
Other applications of mica. 

1. Raw Mica.—Mica is found as a constituent of granite, 
gueiss and mica schist. The larger crystallisations occur 
in granite veins intersecting these rocks. There are a great 
number of micas. "That most commonly used for electrical 
purposes is known to mineralogists as Muscovite. Chemically 
it is a double silicate of aluminium and potassium, with 
varying proportions of impurities. An analysis of one 
sample gave :— 


Silica ive e. 463 Fluorine ... uaa 0˙7 
Alumina ... .. 968 Water T" vis 1'8 
Potash е yes 9'2 — 
Iron sesquioxide ... 4°5 99°3 


There are many valuable deposits of Muscovite in the 
United States and in Canada. In New England plates 2 to 
8 ft. across have been obtained. Large quantities of mica 
are now obtained from India. A specially soft kind, com- 
mercially known as amber mica, is obtained from Canada. 
Much of this amber mica consists of the mineral phlogopite, 
and one analysis gave :— 


Silica ize .. 43°00 Iron sesquioxide ... 1°71 
Alumina ... s 12097 Fluorine ... . .  b'67 
Potash sis .. 10°32 Water ve ... 0°38 
Magnesia ... e. 27°70 

Soda .. 0°30 102˙35 


The colour is mainly a yellowish brown, with a copper-like 
reflection. This amber mica is quite distinct from the other 
qualities, not only on account of its colour, but its crystalline 
structure is different, and also such physical characteristics 
as cleavage, hardness, flexibility, insulating properties and 
resistance. It is of particular value on account of its softness, 
and this characteristic will be specially dealt with later in 
connection with mica for commutator work. 

In general, the hardness of mica lies between two and three 
in the standard scale—that is to say, two to three times the 
hardness of talc, while the specific gravity ranges from about 
2*7 to 3'1. 

The qualities of mica most extensively used are the harder 
and cheaper varieties known commercially as white, ruby and 
soft green, mined mainly in India. A very hard form, also 
of & greenish tint, mined in the United States, is seldom used 
for electrical work. 

In addition to these qualities, there are varieties of each, 


ee or stained with flecks of green, ruby, brown and black 
colour. 

As regards insulating properties, amber mica has about 
half the dielectric strength of the other varieties used. When 
tested in sheets of 002 in. or 003 in. thickness, the voltage 
required to puncture amber mica is about 2,000 volts per mil. 
With the white, ruby and soft green varieties, the eoe s 
per mil to produce breakdown is about the same for each, 
and runs from 3,000 to 4,000 volts. Compared with 
other insulating materials, even the lowest of these values 
is so high that, as a general plan, it may be said that any 
kind of mica may be used for any insulating purpose to 
which its other characteristics render it adaptable. | 

The principal features to be considered in selecting mica 
for any particular insulating purpose are cleavage, flexibility, 
softness and cost. As regards the latter, amber mica is by 
far the most expensive. It is also more difficult to cleave 
into thin laminæ; there is considerable waste in cleavage and 
a marked tendency for the lamine to split, so as to form 
** heels "—4.e., there is considerable difference in the thick- 
ness of opposite edges of the same sheet. 

The harder varieties are cheaper, and cleave more readily ; 
in fact, in general the harder the mica the cheaper the cost 
of cleavage and the less the waste. These varieties can be 
split economically as thin as :0005 in., or about half the 
thickness of the usual amber splittings. 

As regards hardness, the micas can be classified as follows, 
starting with the softest:—Amber; green (the variety 
known as soft Madras green); ruby, white, India ; green, 
U.S.A. In addition to this classification, verious trade 
terms are sometimes introduced by suppliers to mark special 
consignments. 

It should be noted that while the amber mica is con- 
sistently softer than the other varieties, the difference in 
hardness between it and the softest of the green micas is not 
great. Further, samples of white mica, quite as soft as 
Madras green, can sometimes be obtained and vice-versi. 


But while experts are able to judge this by merely handling 


the material, the above classification is, in general, a fairly 
good guide to a purchaser. 

Regarding the mottled mica noted above, this is frequently 
avoided by purchasers under the mistaken idea that the 
insulating properties must necessarily be poor. In the vast 
majority of cases, however, this is by no means the case, and 
very rarely is there found to be any appreciable difference 
in insulating value between the clear and mottled portions of 
the same sheet. The discolouration in some cases has been 
caused by the action of radio-active substances; in others it 
is due to the presence of microscopic quantities of organic 
material enclosed between lamine, and in others, again, to 
slight traces of inorganic deposit. 

Mica is obtained from the mines in rough flakes encrusted 


in schist, the latter being trimmed away with the fingers or 


by knife or machine on the spot. The sheets are graded 
into sizes varying from a few square inches to 100 sq. in. 
and upwards in area, and in thicknesses varying from about 
yg in. to } in. They are further graded and shipped as 


“knife” or *thumb" trimmed, as the case may be, the 


former best lending itself to further cleavage. 

The cost of raw mica of any variety varies enormously 
with size, e.g., soft green mica of approximately 3 sq. in. 
of superficial area can be bought as cheaply as 5d. 
per Ib., whereas pieces of 30 sq. in. will cost as much as 
68. per lb. 

It will be readily seen that the most economical size of 
raw mica to purchase depends on the use to which it is to be 
put. When the lamine are to be built into sheets, as is 
usually the case, it becomes a compromise between the cost of 
splitting and building and the initial cost of the raw mica. 
The cost of raw amber mica runs approximately from three to 
four times that of soft green. 

For the bulk of work where the harder varieties of mica 
are used, two sizes have become practically universal, and are 
known as No. 5 and No. 6 respectively. These sizes are of 
irregular shape, and are of such an area that from No. 5 
mica а circle having a diameter of about 2 in., and from 
No. 6 a circle of about 14 in., may be cut. 

Large sizes are used for special purposes, as will be noted 
later. Amber mica is ordinarily sold in sizes varying from 
6 to 10 sq. in. 


ELM — m - 
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Many users purchase their mica already split into lamina 
of a thickness suitable for building into sheets, others prefer 
to split it themselves. Sometimes this is done by machine, 
but more usually by knife in the hands of girl workers. 

It is not generally appreciated that mica is capable of 
absorbing considerable quantities of water, oil, &c.; in fact, 
nearly all raw mica contains considerable moisture absorbed 
between its lamina. Similarly it will readily absorb oil by 
capillary action along the surfaces of the laminæ. 

The effect of moisture between the laminæ is to apparently 
increase the flexibility—a characteristic that is liable to be 
mistaken for softness—the resilience is destroyed, and the 
mica assumes a talc-like nature. As regards softness, while 
a comparison of different qualities of mica can be obtained 
by testing with a hardened “ scraper,” an expert can form a 
good idea by the mere feel of the material. 

Mica is unaffected by heat until a temperature of several 
hundred degrees centigrade is reached. The harder varieties 
then undergo a remarkable change. The laminz separate, 
giving a very flexible and soft character to the mica, which 
tends to disintegrate into very small scales or flakes. Some 
attempts have been made to utilise this softening effect 
produced by “annealing ” mica, as will be noted later. Amber 
mica is much less affected than the other varieties, possibly 
because it contains less water in its composition. 

Mica is generally employed built up into large sheets from 
small splittings in the manner described later. Block mica 
and splittings without any adhesive cement have only a 
restricted application on account of the limited area of the 
Sheets. For small insulating washers, and to some extent 
for commutator work, mica in its pure form is used, and 
this will be considered at greater length in dealing with 
commutator insulation. 

2. Mica Producis.—For most purposes where mica is 
employed as an insulator, it is first necessary to build it up 
into one of the following forms :— 

Stiff flat plates of various thicknesses. 

Flexible sheets. 

i or made up of a combination of mica with paper or 
cloth. 

In each of these forms the process of manufacture is 
similar, in that small mica splittings are cemented together in 
layers by means of a suitable insulating varnish. 

The mica splittings vary from ‘0005 in. to 0025 in. in 
thickness, and are usually of the No. 5 or No. 6 size. 

When specially uniform sheets are required, mica of 
rectangular shape is employed, otherwise quite irregular 
pieces are used on account of cheapness. The splittings are 
overlapped when irregular-shaped pieces are used. Each 
layer as it is built up is sprayed or brushed with varnish, 
and the layers are so arranged that the joints are broken. 

For stiff flat plates the sheets are usually built up with a 
varnish made by dissolving shellac, or one of the many 
similar gums, in wood alcohol or methylated spirits. When 
a sufficient number of layers have been thus prepared, tke 
sheets are heavily compressed in a steam-heated press to 
expel the solvent and excess varnish. When cold, they are 
usually milled to a uniform thickness. Except for commu- 
tator work, where amber mica is sometimes employed, the 
cheaper green or white mica is used for these sheets. The 
trade term Micanite is generally applied to mica built 
up in this form. ; 

Flexible sheets are built up in a similar manner, except 
that a non-drying varnish is employed’ for cementing the 
laminæ together, and the hot pressing is omitted. Greater 
care has therefore to be exercised in the building, so as to 
obtain uniformity in the thickness of the sheet. For this 
work also, the splittings should be the thinnest possible. 

Insulating sheets composed of mica and paper or cloth 
are prepared by cementing one or more layers on to the 
paper or cloth with either shellac or a flexible sticking 
varnish, according to the use to which the product is to be 
applied. 

Great care must be exercised jn the choice of flexible 
varnish to be used, as there are a number of preparations on 
the market that are chemically active and liable to attack 
any copper with which they may come into contact. For 
mica sheets backed in this manner with paper or cloth, the 
thinnest soft green splittings are best employed, so as to 
give the most flexible product. Scrap and powdered mica are 


used to some extent in the preparation of many of the fire- 
proof insulating compositions sold in the form of bushings, 
strain insulators, arc shields, &c. 

8. Commutator Mica.—For the insulating of commutator 
segments from one another, mica is almost invariably used, 
and also, with few exceptions, for the insulating bushings 
between the segments and supporting frame. 

Considering first the insulating of the segments, the mica 
sheets employed are usually from 020 in. to :035 in. thick. 
Unless the mica is milled out between the copper segments 
on the wearing face in the manner referred to later, it is 
necessary to use a quality of mica that will be as soft as, or 
softer than the copper itself, otherwise there will be uneven 
wearing of the commutator, ultimately resulting in high 
mica and destructive sparking under the brushes. The 
safest plan is, of course, to use amber mica, but this entails 
high cost, and the softer green micas are now very largely 
employed with, on the whole, satisfactory resulte. In the 
case of large machines, it becomes possible to make up the 
insulating sheets with the wearing surfaces only of amber 
mica, and the remainder of green or white mica, the increase 
in expense over sheets made up entirely with hard mica not 
then being very great. 

Considerable difference of opinion exists as to the relative 
merits of pure mica and built up mica for the insulating 
of commutator segments. Many engineers maintain that in 
cases where oil has crept on to the commutator, pitting 
of the insulation between bars has rapidly resulted when the 
insulation has consisted of built-up mica, whereas pure mica 
has withstood such deterioration fairly well. It is the 
writers’ experience, however, that in this respect there is 
very little to choose between built-up mica—when well made 
—and pure mica. Deterioration is bound to occur in either 
case when oil is present on the surface of the commutator, 
and the prevention of this class of trouble can only be 
effected by keeping oil off the commutator by means of pro- 
perly designed bearings and oil throwers. 

Another objection put forward to the use of built-up mica 
is that the small pieces composing it are liable to work loose 
and creep up from between the bars. While this may 
happen with poorly manufactured material, experience does 
not show it to be the case where the insulation has been 
properly prepared. 

In the case of large machines the question resolves itself, 
as it then becomes impossible to obtain pure mica in sheets 
sufficiently large for the purpose, and there is no alternative 
to the use of built-up sheets. 

As a commercial proposition where the segments are longer 
than about 12 in., a pure mica insulation is impossible. 
When the segments are small, say, not longer than about 
4 in., economy favours the use of pure mica, the strips being 
sawn or punched out of the raw block. When this is done 
the increase in cost due to the large mica is more than com- 
pensated for by the saving in the building, pressing and 
milling. 

The one great advantage that well built-up mica pos- 
sesses over the pure sheet, is that it ensures uniformity of 
wear, the splittings being thoroughly well mixed. 

With pure mica it is impossible to ensure that all the 
segments will be of equal softness, and even in the same 
sheet hard spots will often occur. 

The principal feature in the manufacture of the hard 
shcets of built-up mica for commutator segments is the 
pressing. The pressure employed should be as great as 
possible, and the temperature sufficiently high to expel all 
traces ot solvent. The amount of shellac or other insulat- 
ing cement left in the finished segment should not exceed 
10 per cent. by weight ; 5 per cent. is sometimes attained. 

Where pure mica segments are used, improved wearing is 
obtained by dividing the sheets, after these are cut to size, 
into as many thin Jaminz as possible, and reassembling to 
the thicknesses required before placing into position between 
the copper bars. 

„High mica" will occasionally occur in practice what- 
ever kind and quality is used, and it is now common 
practice to mill down the mica about 1% in. below the wear- 
ing surface of the copper of the finished commutator. This 
may appear to involve some risk of trouble due to the 
lodgment of dirt in the channels thus made. In actual 
practice, however, trouble of this kind is scarcely ever 
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experienced, and the only drawbacks to the practice are 
some slight tendency to cause “chattering” of the brushes 
and the necessity of re-milling the ducts from time to time. 

For very high-speed commutators rectangular strips of 
considerable size have frequently to be employed in the 
building-up of the mica sheet, the strips being arranged so 
that their ends are held in place under the shrink rings or 
bands around the commutator. If this is not done the 
cement and the friction of the surfaces тау not be 
sufficient to prevent the mica being forced out from between 
the bars. | 

(To be concluded.) 


THE BRITISH ASSOCIATION.—III. 


Ох Monday, September 9th, in Section B (Chemistry), the 
Committee on Electro-Analysis submitted an interim report, 
stating that the work was still in progress. In Section G, 
a discussion on the Gas Turbine was opened by Dn. DUGALD 
CLERK, whose paper is reproduced in abstract below. An 
experimental investigation of the Transmission of Heat was 
described by Dn. C. N. LANDER and Pror, PETAVEL, to 
which we shall refer later, the data relating to the insulating 
of steam pipes being of interest. DR. J. G. GRAY and MR. 
G. BURNSIDE treated of some new gyroscopic apparatus. 

On Tuesday Mr. H. A. Mavon presented to Section G 
an interesting paper on Marine Propulsion by Electrical 
Transmission," which he summarised with a degree of wit 
and humour that rendered the hearing exceptionally 
enjoyable. Below we abstract his paper at considerable 
length, together with the discussion. 

The next paper was by MR. Ахы, WeLIN “On 
Lifeboats on Ocean-going Ships.” He provides electric 
motors for hoisting the boats inboard again after a drill 
(they weigh from three tons upwards, and have to be lifted in 
some cases 70 ft. above the water). They are lowered on 
the brake. The paper was effectively presented, and a very 
fine set of models was shown in the ante-room. 

In Section G on Wednesday, September 11th, before 
commencing the regular business of the meeting, the 
PuESIDENT (Dr. Barr) announced that subscriptions for the 
proposed memorial to Lord Kelvin in Westminster Abbey 
had been coming in from all quarters of the globe, and it 
was now possible to make definite arrangements for a stained 
glass window, through which the light would fall upon the 
grave of Lord Kelvin. The Dean and Chapter of the 
Abbey had already agreed to this proposal. 

The PRESIDENT moved that the hearty congratulations of 
the Section be extended to Sir Wm. White, K.C.B., F. R. S., 
on his election as President of the British Association for 
next year's meeting at Birmingham. He felt that the 
Section was also to be congratulated on being represented in 
the highest office by such an eminent and devoted member, 
and next year's meeting should prove to be a memorable one 
to engineers. 

PROF. CoKER then read his paper on The Determina- 
of the Stresses in Springs and other Bodies by Optical and 
Electrical Methods.“ The optical method was to exhibit, 
by means of models made of xylonite or other sufficiently 
transparent material, the distribution of stresses in plate and 
volute springs, aud the paper was illustrated by lantern 
slides which showed the stresses in a wonderfully satisfac- 
tory manner. 

The second method was to exhibit the stresses in various 
parts of an actual steel I-beam by a very delicate determina- 
tion of the changes of temperature in the various parts of 
the beam. Ја the electrical (temperatur@) method he could 
measure exactly to „1; of a degree. A very thin layer of 
varnish or paper was used as insulation between the thermo- 
E and the scraped steel surface of the beam being 
tested. 

Тһе next paper was by Mr. BERNARD P. HAIGH, 
of the Glasgow University, on experiments carried out there. 
The paper was entitled ** Alternating Load Tests,” but the 
loads were really repeated tension stresses, the wires not 
being subject to compression. 


The tests were not prolonged fatigue tests, though these may 
be undertaken with the same apparatus, but were directed to 
ascertaining the effect of loads of uniform magnitude being 
repeated with high frequency over quite a short period. — 

'The apparatus for applying the stress to wires of small 
diameter, which was shown at work upon the lecture table, 
was an electromagnet supplied with alternating current. 

It was found that stresses upon mild steel wire amounting 
to 10 per cent. less than the real elastic limit could be 
repeated 2,000,000 times without elongation of the specimen, 
but if the full elastic limit were repeatedly applied, extension 
at once took place. Hard steel wire such as is used in steel 
wire ropes was found to show the least susceptibility to 
repetition of the safe load, being nearly as strong under 
repeated loads as under one normal load. | 

This method appears to offer immense possibilities for 
fatigue and vibration tests upon all sorts of materials. А 
device on similar lines invented by Prof. Kapp was described 
in our issues of January 12th and June 21st, 1912. 

Pror. Ernest WILSON next read a paper on “ Exposure 
Tests of Light Aluminium Alloys,” showing the loss of 
electrical conductivity in wires exposed for long periods on 
the roof of King's College. The results were by no means 
encouraging for the use of aluminium for electrical con- 
ductors. An abstract of the paper appears on a later page. 

The next paper, by Mn. R. S. WHIPPLE, of the Cambridge 
Scientific Instrument Co., on the Féry bomb calorimeter, is 
of great interest to all buyers of coal, especially central 
station engineera. "This very accurate and handy instrument 
was shown on the lecture table, the readings being thrown 
by a mirror on to a large scale for the demonstration. It 
was shown that by its use the fuel value of any coal could 
be ascertained in five minutes. | 

The next paper was by DR. T. F. WALL. on “The 
Hysteresis Loss in Iron due to a Combined Pulsating 
and Rotating Magnetic Field," and was ably summarised 
in the absence of the author by Pror. G. W. О. Hows. 

A report on “The Importance of Previous Magnetic 
History to Engineers," was passed over in the absence of 
the author, only the title being read, and this only just left 
time, in a busy morning, for a beautiful demonstration by 
Mr. C. E. Larard with the kinematograph at the Palace 
Electric Theatre. Mr. Larard showed on the kinematograph 
and described torsional and extension tests in a Wicksteed 
testing machine. He also showed autographic test diagrams 
extending over long periods. By extending the time of the 
test to 10 bours, the yield point almost disappears, a diagram 
being obtained which is almost a regular curve. 

The test exhibited on steel test pieces of 3 in. diameter 
extended for upwards of half an hour, and by means of the 


kinematograph 15,000 photographs were taken. The. 


behaviour of a square bar being twisted to destruction was 
very striking, and in all cases the enlarged views of the 
test piece itself under the test were of quite extraordinary 
interest and beauty. Unfortunately, the h 
the audience small. | 

Ап extended use of the kinematograph for scientific 


demonstrations would not only assist the man in the street 


to understand many difficult problems, but would also 
undoubtedly disclose to the man of science many important 
features of the experiment which otherwise he might miss. 

At the conclusion of the meetings of Section G, Mr. 
Chas. Hawksley moved а vote of thanks to Dr. Archibald 
Barr for so ably presiding over the meetings, and congratu- 
lated him on their marked success. The vote was carried 
with loud applause. 

The whole of a very full programme of papers of a very 
valuable character had been worked through with the 
minimum of * drive" and hurry, and the only drawback to 
Dr, Barr’s presidency was that he did not allow himself time 
to contribute at any great length to the discussion. | 


Note on the Gas Turbine. 
By DUGALD CLERK, D. So., F. R. S., M. Inst. C. E. 
(Section G. Abstract.) 
Many attempts have been made to produce a commercial gas 
turbine. So far, no attempt has succeeded ; the practical difficulties 
have proved to be too serious. Much useful knowledge, however, 
has been obtained by able and adventurous experimenters, The late 
M. Réné Armengaud, together with M. Lemale, built in 1906 two 
experimental gas turbines of the constant-pressure type, one of 


our was late and 
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which developed 30 B. H.. and the other 300 B. H.. A gas turbine 
of the explosion type, without compression, was built by M. 
Karovodine, іп 1907. It gave 1'6 B. H. P. at 10,000 R.P.M. Recently 
the explosion type has been studied by Mr. Hans Holzwarth, who 
has built a gas turbine of a rated power of 1,000 H.P., the wheel of 
which rotates at 3,000 R. P. M.. | 

In a paper written by M. Réné Armengaud, and published in 
Cassier's Magazine in January, 1907, the inventor gives an interesting 
account of his experimental work on the constant-pressure turbine. 
A small experimental machine, it appears, was made by altering a 
De Laval steam turbine of 25 H.P., во as to operate it with com- 
pressed air instead of steam. The air was supplied at the desired 
pressure from a high-speed compressor, whose efficiency had been 
carefully determined. The compressed air was passed into a com- 
bustion chamber with measured quantities of gasoline vapour, and 
the mixture was ignited as it entered the chamber by an incandes- 
ceht platinum wire. The combustion was then maintained con- 
tinuously at a censtant pressure. The combustion chamber was 
lined with refractory material, ultimately carborundum, and a 
temperature of about 1,800° C. was maintained at the flame, but 
the mean temperature of the discharging gaseous contents of the 
chamber was reduced to 400° C. by the admixture of steam under 
pressure. This steam was generated in a coil embedded in a 


portion of the combustion chamber. The working fluid thus con- 


sisted of a mixture of products of combustion and steam at the low 
temperature of 400° C. The constant pressure maintained in the 
combustion chamber was about 10 atmospheres, and the hot gases 
were allowed to expand through a conical Laval jet in which the 
expansion produced a high velocity, and reduced the temperature of 
the fluid. At this reduced temperature and high velocity the gases 
impinged upon the Laval wheel, and rotated the wheel in the same 
way as steam would have done, The experiments showed that 
under these conditions the total power obtained from the turbine 
separate from the compressor was double that necessary to drive the 
compressor. 

In the large 300-H.P. turbine the first part of the combustion 
chamber was lined with carborundum, backed by sand, but the 
second part was surrounded by a coil through which water was 
circulated. The water kept the temperature of the combustion 
chamber within safe limits, and after absorbing heat, it passed also 
around the jet nozzle, and was discharged into the passage leading 
to the jet, and there converted into steam by the hot gases. A 
mixture of products of combustion and steam thus impinged upon 
the turbine wheel. The expanding jet was arranged to convert the 
whole of the energy into motion Before the fluid struck the wheel ; 
the temperature was thus reduced to a minimum before the gases 
touched the blades. Notwithstanding this, the wheel itself had 
passages through which cooling water flowed, and each blade was 
supplied with a hollow into which water found its way. In the 
large turbine the compressor was mounted on the turbine spindle ; 
it was of the Rateau type, and consisted of an inverted turbine of 
four stages, which delivered the compressed air finally to the com- 
bustion chamber at a pressure of 112 lb. per sq. in. absolute. The 
efficiency of this turbine compressor was found to be about 65 per 
cent, The total efficiency of the combined turbine and compressor 
was low, as the fuel consumption amounted to nearly 3'9 lb. of 
petrol per B. H. P.-hour. An ordinary petrol engine with a 
moderate compression can readily give its power at the rate of 
0'5 Ib. of- petrol per B. H. p.-hour. The combined turbine and 
compressor was stated to have run at 4,000 R.P.M., and to have 
developed 300 H.P. over and above the negative work absorbed by 
the compressor. Notwithstanding the high fuel consumption, it 
was a notable achievement to obtain 300 H.P. from an internal 
combustion turbine under any circumstances, and had it not been 
for the untimely death of M. Armengaud this turbine might have 
been greatly advanced. 

The explosion gas turbine invented by M. Karovodine was 
exoeedingly ingenious. It contained four explosion chambers 
having four jets actuating a single turbine wheel, which wheel was 
of the Laval type, about 6 in. diameter, having a speed of 10,000 
R. P. M. The explosion chambers were vertical and had a water 
jacket surrounding thelower end. The upper portion contained 
the igniting plug on one side, and the discharge pipe con- 
necting with the expanding jet on the other. In the lower water- 
jacketed part there was provided a circular cover, held in place by 
a screwed cap. This circular plate was perforated with many holes, 
and it carried a light steel plate valve of the flap or hinging type, 
which pulled down by a spring contained within the admission 
passage. This spring could be adjusted, and the lift of the valve 
was regulated by means of a set screw passing diagonally through 
the water jacket. Air was admitted at one side by a pipe leading 
into the valve inlet chamber, and a corresponding passage or pipe 
admitted petrol and air or gas to mix with the air before reaching 
the thin plate valve. Adjusting contrivances were supplied in both 
air and fuel ducts. To start the apparatus, an air blast was forced 
through the valve, carrying with it sufficient petrol vapour 
to make the mixture explosive. The electrical igniter was 
started, and the spark kept passing continuously. Whenever 
the inflammable mixture reached the upper part of the 
combustion chamber ignition took place, and the pressure 
rose in the ordinary way, due to gaseous explosion. The 
gases were then discharged through the pipe and nozzle on to the 

Laval wheel. The cooling of the flame after explosion and the 
momentum of the moving gas column reduced the pressure within 
the explosion chamber to about 2 Ib. рег ед. in. below atmosphere. 

Ur and petrol vapour then flowed in to fill up the chamber, aud as 
soon as the mixture reached the igniter, explosion again occurred. 

this way a series of explosions was automatically obtained, and a 
series of gaseous discharges was made upon the turbine wheel. 
s taken from the explosion chamber showed a fall in 


pressure during suction of 2 Ib. per eq. in.; ignition occurred while 
the pressure was low, and the pressure rapidly rose to about 
14 atmospheres absolute. The pressure propelling the gas column 
and jet was thus only 5 lb. per sq. in. above atmosphere. The 
pressure rapidly fell, and the whole procees was repeated again. 
According to the diagrams taken, a complete oscillation required 
about 0°026 second, so that about 40 explosions per second were 
obtained. ; 

Mr. Suplee, in his interesting work upon the gas turbine, describes 
experiments made by M. Baudezat on a turbine of thistype. The 
volume of one chamber was 230 cb. em. Each nozzle was 3 m. long 
and 16 mm. diameter. The wheel itself was 150 mm. in diameter, or 
5'9 in. It made 10,000 R. P. M., corresponding to a perimeter velocity 
of 781 metres, or 258 ft. per second. 

This experiment gave 1°6 B.H.P., and Mr. Suplee takes the wheel 
and journal friction as 0'5 H. P., so that the equivalent power was 
2˙1 I. H. P. Ths fuel consumption was nearly 6'5 lb. B.H.P.-hour. 
The little explosion turbine thus consumed more than double the 
а required per horse-power by the large constant-pressure 
turbine. 

The large Holzwarth gas turbine also operates on the explosion 
principle, but the construction and action is very different from 
that of M. Karovodine. The turbine in general arrangement 
outwardly resembles the Curtis steam turbine, in that the turbine 
wheel rotates in a horizontal plane, the spindle or shaft is vertical 
and a dynamo is mounted on this spjndle above the turbine. In 
the Holzwarth turbine ten combustion chambers are provided, each 
of a pear or bag shape. They are arranged in a circle around the 
wheel, and are cast so as to form the base of the machine. The 
wheel is of the Curtis type, with two rows of moving and one row 
of stationary blades, Mr. Holzwarth does not give the dimensions 
of his turbine wheel, but from the drawings and some of the 
velocities given by him it appears to be about 1 m. in external 
diameter. The lower part of each combustion chamber carries gas 
and air inlet valves, and the upper part carries a nozzle arranged 
to cause the gases to impinge upon the first row of moving blades. 
This nozzle is connected to and disconnected from the combustion 
chamber by means of an ingeniously operated valve. The explosion 
chambers are charged with a mixture of gas and air, which appears 
to attain a pressure of about two atmospheres within the chamber 
before explosion. The air and gas are supplied under sufficient 
pressure from turbine compressors, actuated by steam raised from 
the waste heat of the explosion and the gases of combustion, 80 
that whatever work is done in compression is obtained by this 
regenerative action, and does not put any negative work upon the 
turbine itself. The combustion chambers are fired in series, by 
means of high-tension jump spark ignition. The action is as 
follows: Air is caused to flow through the combustion chamber to 
sweep out the products of the previous explosion, and also to assist 
in cooling the wheel by impinging upon it. The nozzle valve is 
closed, then gas is forced in to produce the explosive mixture. Gas 
and air valves are both closed, and the electric spark is passed. The 
pressure of the explosion opens the nozzle valve, and the gases 
acquire velocity within the nozzle, the temperature falls, and the 
high-velocity lower temperature gases impinge upon the wheel. As 
the pressure falls, the nozzle valve gradually closes, but remains 
open until the scavenging and cooling current has been passed 
through. When closed, the charging proceeds and explosions occur 
as already described. 

Many practical difficulties were found, but ultimately the turbine 
was operated by producer gas made from coke, It was found that 
when all 10 chambers were in operation the maximum pressure on 
explosion which could be obtained with the best mixture was only 
about 45 lb. above atmosphere. Using five combustion chambers, 
the best explosion pressure varied between 80 lb. and 90 lb. per 
sq. in. above atmosphere ; while with four chambers, the highest 
result obtained was 105 lb. per sq. in. So far as I understand 
Mr. Holzwarth's experiments, the highest power actually obtained 
was about 160 B. H. P. (according to latest news, now 450 H. P.). In 
this experiment 10 chambers were used, giving 16 H.P. each. With 
five chambers, & total of 145 H.P. was obtained, at 29 H.P. per 
chamber; and with four chambers, the total was 121°6 B.H.P. at 
84 H.P. per chamber. With 10 chambers in operation the power fell 
to about one-half per chamber, as compared with four chambers. 
From these experiments Mr. Holzwarth came to the conclusion that 
the successive explosions interfered with each other, and prevented 
proper charging and action. Obviously with the arrangements used 
in the experimente, 10 chambers were inadmissible, 

Notwithstanding the unsatisfactory results of those experiments, 
Mr. Holzwarth is to be congratulated upon his courage and perse- 
verance in attempting to solve a very difficult problem on so large a 
scale. 

The existing internal-combustion engines are quite satisfactory 
for small and moderate power units; but the weight increases so 
rapidly with increase of cylinder diameter that large unite, such as 
20,000 H.P. per shaft, easily attained by the steam turbine, have 
proved quite impossible for the reciprocating gas engine. In order 
to apply internal combustion for the parpose of such large units, it 
appears to me to be necessary to dispense with the cylinder, piston 
and crank. I fear that this cannot be done on the lines of either 
constant-pressure or explosion turbines here shortly discussed. The 
results obtained only appear to show that progress can hardly be 
expected on the lines of flame impinging on turbine blades, either 
in impulse or reaction turbines. Several engineers have suggested 
the use of explosion to give water velocity, which velocity actuates 
a water turbine in some form. Mr. Humphrey figures such a ccm- 
bined gas and water turbine; and although in the form suggested 
by him the conditions required too cumbrous a machine, yet it does 
seem to me that the more hopeful line is to use explosion snd 
expansion to give water velocity, and so avoid all heat difficulties 
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in the turbine part of the apparatus. It is true that such an 
arrangement still necessitates a reciprocating mass of water, but 
it will probably be found that great gain in weight oan be 
obtained by the suppression of the piston, connecting rod, engine 
frame and crank. This line seems to meto be a much more hopeful 
one than any scheme involving the direct contact of flame with 
turbine blades. 


After reading his paper, Dk. DUGALD CLERK said that Mr. Holz- 
warth had, unfortunately, been unable to attend. He had, however, 
telegraphed to him that morning giving the latest test on the big gas 
turbine which had been designed for 1,000 H.P. The highest brake 


FId. l.—ARRANGEMENT OF MACHINERY IN U.S. COLLIER 
“ JUPITER.” 


horse-power actually realised to date was 450, and the best all-over 
efficiency 23 per cent., but it was not stated if this was indicated or 
on the brake, Mr. Holzwarth referred to his latest published tests 
as being dated June 13th this year. Dr. Clerk showed sketches of 
the Armengaud gas turbine referred to in the paper, and mentioned 
that a part of the explosion chamber had been lined with carbo- 
rundum. It was really a mixed turbine, highly superheated steam 
being mixed with the gas resulting from the explosions, and the 
mixture being projected against the turbine blades. Dr. Clerk's 
own opinion was that the problem was most Jikely to be solved by 
using some other working fluid such as, for instance, water, with 
the gaa. 

SIR WM. WHITE said that no one would like to go back to tbe 
reciprocating principle for big marine work, the oontrol and 
management of turbine engines at sea was во much easier. One 
had only to compare the main (turbine) engine room of the 
Mauritania with the auxiliary (reciprocating) engine room to 
realise the vast advantage of the turbine, especially in a heavy sea. 
With regard to Diesel engines, he had lately travelled 100 miles in 
the sister ship to the Selandia, and could not help admiring the 
cleverness of the Danish engineers in overcoming mechanical 
difficulties. He agreed with Dr. Clerk that the vanes of the 
turbine must not be subjected to high temperatures. 

Pror. SILVANUS P. THOMPSON said a temperature of 1,800° 
was impossible for metal blades. The jet should be reduced below 
red-heat, say to 400° F. With regard to the carborundum lining to 
the combustion chamber, he would have thought it would break up 
under the repeated blows of the explosions and be blown amongst 
the vanes. He understood that Mr. Ferranti was working at the 
problem, but as yet he knew nothing of the resulte, 

SIR ALFRED EWING, F. R. S., endorsed what had been said ав to 
the enormous advantages of turbine driving on board ship. He 


thought a solution of the problem would be reached most speedily 
by finding a new material for the turbine blades. 

Dr. ROBERT MOND referred to the splendid perseverance of Mr. 
Holzwarth. The difficulties to be overcome were immense. Mr. 
Herbert Humphrey had tried an explosive gas engine with two 
oylinders side by side and a small cylinder between. He had made 
an attempt with a separate explosion cylinder. That engine required 
another engine to turn it round. In his opinion, the separate 
explosion cylinder was no good. He had tried a rotatory type of 
engine, but the difficulty was to get it steam tight. When it was 
tightened up it was too stiff to work. He believed it was only a 
question of time till they had the steam turbine generally at work. 
The engines should be built to suit the ship instead of the ship to 
suit the engines. 

Мв. F. SAMUELSON thought it would be better to turn our 
attention to improving the overall efficiency of the steam turbine. 
With steam turbines, an overall efficiency of 18 per cent. to 20 per 
cent. could be secured, and with Diesel engines, 90 per cent. Some 
considerable advance would be made if we could have pressures of 
400 lb, and superheat temperature of 750° F. If the overall 
thermal efficiency could be brought up to 22 per cent., it would 
mean 20 per cent. saving in coal. In his opinion the high price of 
oil fuel would prevent the Diesel engine from displacing the 
steam turbine, which he regarded as likely to live for many 


Fears yet. 


DR. DUGALD CLERE, in reply, said that in the Holzwarth com- 
bustion chamber, there was no very definite explosion. It was 
practically maintained at constant pressure. Parsons and Curtis, 
and other turbine inventore, had not been blind to the advantages 
of much higher pressuree and temperatures ; but it had been found 
that the cast-iron casing loses its nature, and eventually fails at 
temperatures over 600° F. It was necessary to realise the temperature 
of the steam before it reached the turbine. If a new metal could 
be discovered which would stand the temperatures as suggested 
by Sir Alfred Ewing (Sir A. Ewing interjected that he 
did not say metal, but " substance") the problem might be solved. 
After all, the gas engine proper would be difficult to displace. Gas 
engines were now being made up to 1,500 H.P. in single units. The 
present coal supply of the world was eleven hundred million tons a 
year, and the oil supply only 45 million tons, or not much more than 
4 per cent. of the coal supply, and it must not be overlooked that 
of that quantity of oil & large proportion was used for lighting 
and for the making of lubricants and for other purposes, only a 
small proportion being used for oil engines. At present it would 
require far more than all the oil available to run the navies of the 
world alone. A vote of thanks to Dr. Dagald Clerk was moved by 
Dr. BARR, who remarked on the splendid progress already made, in 
spite of very serious difficulties. 


Marine Propulsion by Electric Transmission. 
By Henry A. МАУОВ. 
(Section G. Abstract.) 


AT the Portsmouth meeting of the British Association in tember, 
1911, the present writer submitted & communication on " Electric 
Drives for Screw Propellers.” Since that date some further 
developments have occarred. The first of the three propositions of 
which details were given has been superseded by an ordinary 
reciprocating engine equipment. The second proposition, an oil- 
electric tank barge for Canadian service, is now under construction 
(the details of the machinery equipment form part of this com- 
munication) The third proposition is still on paper only, but the 
United States Government has ordered an equipment closely 
resembling that described. This equipment has been constructed 
by the General Electric Co., of America. Descriptions of this plant 
have already been published by Mr. W. L. R. Emmet, the designer 
and are here summarised, 
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Fig, 2.—PERFORMANCE CURVES, ae COLLIER ‘‘ JUPITER.” 


The Jupiter is one of three colliers being built for the United. 


States Government. They are to be called Cyclops, Neptune and 
Jupiter. The Cyclops is equipped with reciprocating engines, the 


Neptune with а steam turbine connected to the propellers by. 


gearing, and the Jupiter with a steam turbine connected to the 
propellers by electric transmission, These ships have a displace- 
ment of about 20,000 tons and something like 12,000 tons 
cargo. The speed ‘is 14 knots, The Cyclone has already been tried 
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on a 48-hour trial at an average speed of 14'6 knots, with a coal 
consumption, for the main engines only, of 1485 lb. per 1. H. P.- 
hour, the total average I.H.P. of both engines for the run being 
6,705, and the average rate of propeller revolution 92 per minute. 

The trials of the Neptune are not yet oomplete. It is reported 
that the gearing works in an entirely satisfactory manner, but that 
the efficiency of the turbine and propellers has not yet proved so 
good as expected. 

The collier Jupiter is being built at the Mare Island Navy Yard. 
The electric propelling machinery is now complete and has been 
tested in the shops. The generating unit consists of a six-stage 
Curtis turbine connected to a bipolar alternator ; the speed of the 
generator at 14 knots is about 2,000 R. P. M., and the voltage about 
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circuit with the revolving part of the motors during the processes 
of reversing. The generating unit and motors are self-lubricating 
and self.ventilating. Sheet-metal ducts are to be connected to the 
air outlets, and the heated air will be led to the suction of the 
stokehole blowers. The speed of the motors in this vessel will be 
changed by variations in the speed of the generating unit, the 
ratio of speed reduction remaining fixed. These changes are 
accomplished by means of a governor of novel construction, so 
arranged that it is capable of automatically holding the speed at 
any point from about 6 to 14 knote, The setting of thie governor 
is controlled from the switch platform, and the operating engineer, 
without cbanging his position, can run the vessel at any speed 
ahead or astern, and can stop and start, and read on his instru- 
mente the speed and rate of power delivered to each propeller. 
The engineer can control the main throttle valve or trip it so that 
it closes instantly. The generating unit is also equipped, separate. 
from the governor, with an automatic device to trip the main 
throttle in case of excessive speed of the turbine. The electric 
transmission is directly comparable in function to that of an 
ordinary gear, and the experimental comparison which is being 
here made will be of value in esti- 
mating the relative effectiveness as 
well as efficiency of the two new 
methods. The methods used on this 
ship constitute the simplest known 
form of electric power transmission, 
in many respects novel in the detailed 
arrangementa, but, broadly speaking, 
the plant is designed and built on. 
exactly thelines on which the General 
ann Electric Co. have carried out work 
on a very extensive scale and for a 
great variety of purposes on shore 
under conditions far more oompli- 
cated and difficult, and with immunity. 
from trouble. In the many years of 
production of alternating apparatus 
of this type there has hardly been 
a case recorded of insulation failure, 
and it is claimed that in this respect 
the record Of the electrical part of 
the equipment is superior to the 
record of any other type of apparatus 
which has hitherto been used for 
ship propulsion. An illustration 
showing the arrangemert of the 
plant in the ship accompanies this 
paper (see fig. 1, page 448). 

The writer saw this plant officially 
tested at Schenectady in the summer 
of this year. For the purpose of the 
test, the apparatus was erected in the 
General Electric Co.'s power station 
at Schenectady. The turbine was 


connected to a condenser, and one 
motor installed in the position 
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Fic. 3.—SHOWING ARRANGEMENT OF OIL-ELECTRIC PROPELLING MACHINERY. 


2,200. This generating unit delivers electricity to two motors, one 
coupled directly to each propeller shaft. These motors have 36 
poles; therefore the ratio of synchronous speed reduction is 
183 to 1, the propeller at 14 knots being designed to operate at 
110 B.P.M. (The Neptune speed ratio is from 1,250 to 135, or 9°25 
to 1. The connection between the parts of the electric equipment 
is provided by a switchboard arrangement with oil switches for 
connecting the motors for either direction of rotation, and with 
apparatus to show and record the electric power delivered to the 
motors. There are also two special resistance devices for use in 


relative to the switchboard and controlling mechanism which 
it will occupy on board the ship. The other motor was arranged 
as a generator, and directly coupled to the first motor, во aa to afford 
a load for it. With this generating motor as load, the conditions of 
eervice can be approximated, although they are more difficult than 
the driving of a propeller, because the load falls off only slightly 
with diminutions of speed and constant exciting current. With the 
apparatus so installed, the processes of starting, stopping, speed 
variation and reversal can be accomplished very much as they would 
be on board ship, and the time and difficulty involved can be cor. 
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rectly judged. The motor can be operated at its full load or any 
desired proportion of its load, and at any desired speed. Variation 
is accomplished by a mechanical action of the governing mechanism 
of the turbine equivalent' to that which would be used on board ship. 
These arrangements afford means of experimenting with the operat- 
ing conditions up to about half load, the work being applied to one 
motor only, and the second machine being used as a generator, the 
current from which is carried to an artificial resistance for absorbing 
the energy. This device is necessary because the absorption of 7,000 H. P. 
on the propeller shaft is beyond the resouroes of existing mechanical 
power-wasting devices. On the other hand, it is easy to provide 
means of ascertaining the working conditions as applied to the 
generating unit, because it is easy to absorb the power of the electric 
generating unit in artificial water resistances. The water rates of 
the generating unit have thus been tested in all loads and conditions, 
end the record of these tests is shown by the accompanying curves 
(вее fig. 2, p. 448). In these tests the effects of speed, voltage, vacuum 
snd superheat are all thoroughly investigated in a series of tests 
run under the conditions of load characteristic of the ship's opera- 
tion. Experience gained on these tests has suggested modifications 
by which it is anticipated that the rate can be reduced from 12 lb. 
to 11} lb. of steam per shaft H.P.-hour. 

The following operations were carried out in the shop trials: 
(1) Start turbine by opening trottle, the speed being shown by an 
indicator on the switchboard. (2) Bring turbine to moderate speed 
by movement of dial controller; adjust the motor resistance and 
start the motor by closing ahead switch. (3) Reverse the motor 
repeatedly by simply throwing over the switches with the speed 
and load corresponding to about 8 knots. (4) Increase the speed 
and adjust the load to correspond to the maximum which can, with 
the normal speed and voltage of the generator, be run with resist- 
ance in, this being the maximum speed which would ordinarily be 
used in backing and filling." (5) Cut resistance out of circuit 
by slowing down the generator, opening the field, throwing a resist- 
ance lever and again closing the field switch. (6) Increase the 
speed to 14 knots and adjust the load to correspond. (7) Reduce 
the load to about half that which oorresponds to the maximum 
load on the ship after reversal ; then reverse the motor by interrupt- 
ing the field, throwing the resistance lever, change from “ ahead " 
to reverse position of the switch and again close the field. (8) 
Stop the motor and start with resistance. (9) Reverse with 
resistance, 


These operations cover all the conditions likely to be met with | 


in service, and all of them were repeated and varied, showing com- 
plete facility of handling the equipment. The reversal par- 
ticularly was easily and smoothly accomplished. The writer took 
no specific records of the time required to produce the reversal. 
This would require special apparatus, because it was so short that 
it could not be conveniently observed by means of a stop-watch and 
visual observation. : 

In the writer's preliminary studies on this question he considered 
it necessary to deal with the question specially from the point of 
view of propeller efficiency. Further experience has shown that in 
most of the cases with which he has been called upon to deal, the 
propeller conditions are determined by the conditions under which 
the ship has to work in respect of draft, &o., so that there are not 
many cases where the saving in propeller efficiency is a fundamental 
determining factor in the choice of electric equipment. 

. Returning to the Canadian vessel, the arrangements shown in 

the drawings accompanying the writer's paper to the Association 
at Portsmouth last year have been somewhat modified in carrying 
them into actual form. It has been found more convenient to arrange 
the generating plant in two units, as shown in the drawings here- 
with (see figs. З and 4). The general principle of the apparatus is as 
described in last year's paper. This is one of the cases where the 
limitations imposed by the conditions of service are such that the 
beet results are obtained by adopting the propeller size and rate of 
revolution which have been determined by experience in working 
with steam, The present arrangement results in an increase of 
about 250 tons in the carrying capacity as compared with the steam 
equipment ; first, due to the absence of the boilers and consequent 
reduction in space and weight of machinery ; secondly, due to the 
important difference in the heat value of the fuel and the efficiency 
with em it is used, so that the bunker capacity can be materially 
reduced. 

The vessel as now designed has dimensions— 


Length overall... ss m . . 256 ft, 
Length between perpendiculars ... 250 ft. 
Extreme breadth jks see . . 42 ft. 6 in. 
Depth moulded. ons . . 19 ft. 
Speed dae ses ixi « 9 knots, 


. The veesel is designed for and is estimated to carry about 2,400 
tons dead. weight of cargo, fuel, fresh water and stores, on 14 ft. 
mean draft in fresh water. She is classified for service on the 
Canadian canals, Great Lakes, St. Lawrence river and gulf, with 
occasional trips to Sydney, Cape Breton. ч 

It will be noted that two steam boilers are provided for the work- 
ing of the deck equipment, steering gear and electric light, and for 
the supply of heat for the living quarters. It may at first sight 
seem out of place to return to steam equipment for these services, 
but the conditions of the service in question are such as to call for 
an auxiliary equipment at small capital cost. The season is short, 
and the amount of work called for from the auxiliary equipment is 
small, and therefore, although an electric equipment would be 
much more economical in working, there is not time or opportunity 
for the more economical plant to justify the increased capital 
expenditure, which is very considerable. The necessity for pro- 
viding steam for heat has also a strong bearing upon the question 
atissue. Ifthe steam boiler has to be used it involves but little 


additional expense to provide steam for the steering gear, electric 
light and whistle. The boilers are oil fired, and the fuel and work- 


ing pressure are in perfect control. The same fuel is used in the 


boilers as in the internal-combustion engines. | 
The main machinery equipment is in two unite, each consisting 


of an engine, dynamo and a winding on the propeller motor. The 


engine is of the high-speed type which has been developed by 
Mesars. Mirrlees, Bickerton & Day. Large numbers of these engines 
have been made, and their capabilities thoroughly demonstrated, 80 
that there is little that is experimental in the use of this plant for 
the purpose intended. . 

The engine works on the Diesel four-cycle principle, and has the 
following main dimensions: — Cylinders, 12 in. diameter; stroke, 
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Fig. 4.—SECTIONS THROUGH OIL-ELECTRIC SHIP, 


134 in.; R. P. M., 400. There are six cylinders on each engine, and 
the cranks are so arranged that the firing takes place at equal 
intervals, The engine is mounted on a bedplate, on which are the 
columns carrying the cylinders, with their heads and valves, The 
cylinder head contains the valves, which are operated by levers and 
cams. A special feature of the levers for the air, exhaust and fuel 
cams is that they are split in such a manner that the part above the 
valves can be swung back and the valves can easily be removed 
without disturbing any other gear. 

The working parts of the engine are entirely enclosed, and a 
system of forced lubrication is used, supplied by a valveless pump 
driven by an ecoentric on the crankshaft, placed at-the compressor 
end. Thesecond motion shaft is driven by means of a worm wheel 
mounted on the crankshaft directly mid way between the centre 
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cylinders through a vertical shaft, which also carries the governor 
at its upper end. On the second motion shaft, which is placed at 
the front of the engine and carries the cams for operating the valves, 
are mounted the eccentrics which drive the fuel pumps, there 
being & separate pump for each cylinder. This arrangement enables 


the power to be very equally divided between the cylinders. The. 


compressor is driven directly from the main crankshaft, and is 
mounted in the bedplate, which is extended to carry it. 

. The starting of the engine is effected in the usual Diesel manner 
by meens of, compressed air stored in receivers placed in a handy 
position near the engine. The compressed air for this purpose is 
supplied by the compressor on the engine, which also supplies that 
required for blowing the fuel oil into the cylinders. The engine is 
provided with a patented device for preventing the accumulation 
of fuel oil in the fuel valves, which are inoperative during starting. 
A small fly-wheel is fitted of sufficient weight to ensure steady 
running and to facilitate barring round when required. It is bolted 
to a flanged coupling forged solid with the crankshaft. 

Cooling water is circulated through the cylinder and compressor 
jacket by a pump of the rotary type, which draws direct from the 
sea. This pump is driven by mitre-gearing from the compressor 
end. of the crankshaft. The exhaust pipes also are water cooled. 
The air for the main cylinders is drawn through the bedplate, thus 
effectually silenoing the suction. | 

In the normal operation of the ship the engines run under 
governor oontrol at 400 R. P. M., but the speed of revolution can be 
adjusted by manipulating the ‘governor so that the engine may 
maintain constant revolutions per minute at a rate considerably 
below 400 should this be required. 

The electric equipment consists of two three-phase generators, 
each giving about 235 K.v.A. at 500 volts alternating. The gener- 
ators have six and eight poles respectively, giving frequencies of 
20 and 26°6 per second. Connected to the shaft of each generator 
is an exciter which, in normal working, gives about 30 amperes at 
100 volte, but is capable of a considerable overload. A single 
three-phase motor is coupled direct to the propeller shaft. This 
motor develops 500 shaft H.P. The rotor is of the simple squirrel- 
cage type without any electrical or mechanical connections other 
than ita rigid attachment to the propeller shaft. The stationary 
part of the motor has two separate windings, for 30 and 40 poles 
respectively. The windings are mutually non-inductive, so that, 
except for slight: possible leakage of magnetism, they exercise no 
influence whatever on one another, and operate independently on 
the magnetio circuit of the motor. When each of these two 
windings is connected respectively to the appropriate generator the 
synchronous speed due to each із 80 B. P. M., or actually about 
78 R.P.M, when at full speed. By changing the connections the 
direction of rotation is reversed, and by connecting the 40-pole 
winding of the motor to the 6-pole generator the syfchronous speed 
drops to 60 B.P.M., or actually to 58 R. P. M., giving about three- 
quarters of the full speed of the ship under this condition. One 
generator may be stopped and the other left running at full revolu- 
tions under governor oontrol, and, therefore, at approximately ite 
full eoonomy, because the power required to drive the ship at three- 
quarter speed is about half of that required to drive it at full speed. 
If either of the generators is left attached to its own winding, the 
other generator being shnt down either by intent or by accident, 
the ehip is propelled by either engiue at a little over half speed, the 
speed of the ship falling with the speed of rotation of the engine 
until an automatic adjustment of power and speed is reached. This 
occurs at about half speed. 

The control gear is so simple as hardly to require any specific 
description. In the first instance it is not proposed to operate the 
control from the bridge, but arrangements are made by which this 
can easily be done if required. There are five positions on the 
switch corresponding to the ordinary positions on the engine-room 
“telegraph.” They are "full speed ahead," half speed ahead,” 
"stop," “half. speed astern,” and “full speed astern.” Each 
position of the eontroller is definitely fixed by means of cams and 
roller, so that stopping at intermediate positions is prevented. For 
half speed, No. 1 generator is coupled to No. 2 winding of the motor, 
and No. 2 generator is running light or stopped. For full speed 
each generator is connected to its own winding on the motor 
respectively. The controlling gear provides for the interruption of 
the excitation of the generators while the switch is being moved 
from one step to another. This mode of operation renders the 
electric circuits dead while the switching-over operation is being 
accomplished and thus injurious sparking is avoided. 

It will be seen that in this, case the control gear is somewhat 
different from that described for the Jupiter. In the Jupiter the 
motors are provided with wound rotors in which resistances can be 
inserted for control of the rotor currente. In the present case there 
is no such control. Therotor current is allowed to rise to the value 
determined by the properties of the motor and the mechanical 
resistance imposed upon it by theshaft. Thecontrolof this current 
is limited to what is obtainable by control of the exciting field of 
the generator. 

A long series of trials was carried out on the experimental vessel 
Electric Arc, which was described by the writer in his communica- 
tion last year, and on the data there obtained it has been found 
possible to design the equipment for this vessel so that it is equal 
in simplicity to the smaller experimental equipment. This vessel 
has been purchased by the Montreal Transportation Co. for service 
on the Canadian lakes, It із to be named Tynemount, and is being 
built by Messrs. Swan, Hunter & Wigham Richardson, to the order 
of the Electric Marine Propulsion Co. The writer desires to 
acknowledge the valuable oo-operation of Mr. John Reid, of 
Glasgow and Montreal, in the design of this vessel and equipment. 

Many other propositions are under consideration, but the policy 
of proceeding by successive steps towards the more important 


applications renders the rate of progress slow. The steps now 
made are from 50 to 500 and 5,000 H.P., so that not many more are 
required to demonstrate completely what are the capabilities of 
electric marine propulsion. It is to be hoped that this country 
may have the glory of making the next step. At present the 
credit of the largest equipment is with America. | 


Sin WM. WHITE, M.Inst.C.E, said he had no doubt that in 
oertain cases electric transmission for ship propulsion would be 
advantageous, But the development would be gradual, and would 
be confined to certain classes of vessel. He admired the patience, 
moderation and skill which Mr. Mavor had for some years devoted 
to this subject. He himself had used a small electric launch built 
as a working model to ascertain the solution of some of the pro- 
blems that had to be faced in the design of the Mauretania, and 
had found the electric drive very favourable to obtaining the 
required data, He had lately been in the States, where he learned 
all about the trials with the three naval ships referred to. The 
Neptune (with geared turbines) was now having her propellers 
altered in order to get a higher efficiency. 

Pror. G. W. Howe (London) pointed out that, with the arrange- 
ment of Diesel engines described by Mr. Mavor, the efficiency would 
be much more reduced by the breakdown of one of the two sets 
of engines than if the other were to stop. 

PROF. MARCHANT (Liverpool) remarked on the saving of weight 
that might be effected by the use of very high-speed engines with 
electric transmission. | 

MR. MA voz, in reply, said he could not admit that there were 
any disadvantages about electrical transmission. The system cost 
about 10 per cent. more than direct driving systems in initial outlay, 
and that was the great obstacle to its general adoption for certain 
sizes Of vessels, As compared with a reciprocating engine set, the 
saving in weight was important. With the steam engines or 
turbines themselves the best chance to save weight lay in the 
direction of high superheat. With very large vessels designed for 
high speeds he did not think electrical transmission would beat the 
direct-driving turbine in economy or in any other way. On the other 
hand, for moderate displacements and speeds the economies to be 
effected fully justified the adoption of electrical transmission ; and, 
where gear was to be used, it was the moat efficient gear, and it was 
no more expensive than mechanical gear. 

, Dr. ARCHIBALD BARR, M. Inst. C. E. (the President of the Section), 
in moving a vote of thanks to Mr. Mavor, said he was delighted to 
hear of the progresse being made. - 


Exposure Tests of Light Aluminium Alloys. 
й By ERNEST WILSON. 
(Section G. Abstract.) 


THE physical properties of certain light aluminium alloys have 
formed the subject of several communications, and as stated therein 
each alloy has been suspended on the roof of King’s College, London, 


in order to investigate the influence of exposure upon electrical con- - 


ductivity. All the specimens are in the form of wire 0˙126 in. 
(3°2 mm.) in diameter, and all the resistances are reduced to 15° C. 

It has been pointed out that alloying commercial aluminium with 
copper alone has proved unsatisfactory, as a 2°6 per cent. copper 
alloy had completely deteriorated in 10 years and increased its 
electrical resistance 25 per cent. 

An increase in the percentage of the iron always found in com- 
mercial aluminium, or the addition of nickel or manganese to an 
alloy containing about 0°09 per cent. of copper, has beneficial resulta 
both from the standpoint of tensile strength and the power to resist 
deterioration. For example, specimens containing, respectively, 
1°16 per cent. iron, 2°25 nickel, and 178 manganese have only 
increased their electrical resistance about 9 per cent. in 11 years. 

"Duralumin" ів а copper-manganese alloy of aluminium with 
the addition of about 0'5 per cent. magnesium. A specimen about 
80 ft. long has been exposed one year, and has increased its elec- 
trical resistance 5°15 per cent. -It would be interesting to know if 
this is due to the comparatively large percentage of copper (3'5 to 
55) which this alloy is stated to contain, or if the percentage of 
manganese (0'5 to 0'8) is too low. This alloy has attracted attention 
in that a breaking load as high as 90,000 Ib. can be obtained, if 
desired, according to treatment; but as an electrical conductor it 
does not compare well, since the specific resistance is about twice as 
great as that of commercial aluminium. 

A specimen of high- conductivity copper about 80 ft. long has 
been exposed for one year, and has increased its electrical resistance 
1˙2 per cent. | 


MB. ARNOLD LurTON referred to Messrs, Vickerss alloy 
"Duralumin," and asked whether there was much salt in the 
atmosphere at King's College, as salt was known to be very 
destructive to aluminium and its alloys. 

PROF. PETAVEL remarked that Duralumin had very fino 
properties, but was unfortunately very delicate as regarded heat, and 
most susceptible to sea atmosphere, and exact homogeneity of the 
material was difficult to obtain. It was, strength for strength, five 
times lighter than steel. . 

Pror. ERNEST WILSON, in reply, said there was practically no 
salt in the atmosphere at King's College, but a good deal of sulphur. 
Aluminium had been found very risky for yacht building, as if the 
protective covering were scratched off, the material was very 
rapidly attacked by the salt water. In jointing aluminium, copper 
must never be used, because of the galvanic action which would be 


set up. $ 
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CORRESPONDENCE. 
Letters received by иг after Б P.M. ON TUESDAY cannot appear until 


the following week. 5 should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


Mining Electric Lamps. 


We thank you for your very kind notice of the Stach” 
electric mining lamp in the issue of the 6th inst., but we 
venture to object mildly to one or two statements contained 
in your articles. 

In a leaderette on page 362 you say: —“ From the 
descriptions of the two lamps in this issue, it will easily be 
geen why the *Ceag' is the better." With regard to this 
statement, we would inform you that we do not consider 
that the Ceag is better in respect of anything except 
price, and this, of course, counted in its favour in the 
competition. 

At the end of your second article, on page 368, you state 
that the weight of the Stach lamp is about 6 lb., and 
the weight of the ** Ceag " lamp is stated on page 366 to be 
alittle over 4 ]b. As a matter of actual fact (the writer 
having personally weighed one of each), the weight of the 
“ Stach ” lamp is 5 lb. 74 02., and the weight of ће “ Ceag ” 
lamp is 5 Ib. 14 oz. 

As to the rest of your comments, we have no remarks to 
make, but these two points are facts, and we think it right 
to draw the attention of your readers to them. 


The Electrical Co., Ltd. 
A. J. CRIDGE (Meter Department). 


London, W. C., September 10th, 1912. 


Earthing in Mines. á 


Mr. Walker's plea in last week's ELECTRICAL REVIEW for 
the abolition of earthing in mines is not likely to commend 
itself to many mining or electrical engineers. The title of 
his letter, Insulation v. Earth," is itself sufficient to show 
the fallacy of his position. There is nothing antagonistic 
between insulation and earthing ; they are respectively our 
first and second lines of defence against shock and fire, 
while earthing is an essential part of the “efficient means” 
which Rule 7 (d) of the Home Office new code requires “ to 
be provided for immediately indicating any defect in the 
insulation of & system." 

A system with inferior insulation may be perfectly safe if 
the earthing is sound. A failure of the insulation will 
operate the breakers or blow the fuses, but the earthing can, 
and should, be made to prevent any possibility of shock. 
On the other hand, it is never sufe to trust to insulation 
alone; at the best, it is liable to be damaged by some 
external cause, e.g., a fall of roof. There is a long list of 
fatal accidents resulting from tubs or other moving gear 
cutting through cable insulation, all of which would have 
been prevented if the cables had been provided with earthed 
armour. If there is no earthing system, any metal work in 
the mine may become live,“ and remain so unsuspected, 
ready to give a fatal shock to the first man who touches it. 

To say that insulation can be made a certainty, and that 
_ earthing at best is more or less of an accident, is surely а 
misstatement of the case. All insulators are of a delicate 
nature, either brittle or friable; most are affected by heat 
and damp. All insulation in a mine is covered, out of sight, 
and cannot be inspected. However well made the windings 
of a motor may be, the insulation is liable at some time to 
succumb to the combined effects of vibration, rough 
handling, heat, damp, dust and oil, and fail without 
warning. On the other hand, the materials used for 
earthing are metallic, and can be chosen to resist chemical 
or mechanical damage. All earthing conductors can, and 
should, be made mechanically strong, and be kept un- 
covered and in full view. Their general condition can then 
be ascertained at any time with no other apparatus but a 
lamp and a good pair of eyes. Regular measurements of 
the conductivity should also be made, which will detect any 
loose joints or reduced cross-section. What is there of 
haphazard in such a system? After making a joint in 
armoured cables there is no difficulty in securing continuity 
of the sheathing. An armour clamp at each end of the 


“clumsy mass," with a piece of bare copper wire connecting 
the two, will do all that is required. 

There is no practical difficulty in having every scrap of 
live metal—cable conductor, switch, terminal, motor winding, 
connector or meter—completely enclosed with its insulation 
in а strong metal sheathing of some sort, nor in making and 
maintaining complete continuity between all the sheathings, 
пог in making them with a conductivity at all parts equal 
to that of the largest conductor they enclose (or half this 
for cables), so that they will carry current enough to blow 
the fuse and make a fault dead directly it develops. There 
is no real practical difficulty in connecting all these sheath- 
ings through the shaft cable armour to an efficient earth 


plate at the surface, and also, if thought desirable, to other 


earth plates in the mine itself. If the earthing is done on 
this plan, and the mid-voltage point of the electrical system 
is also connected to the earth plates mentioned above (not 
to a separate one), there will be no need of local earthing 
at the face; and, in spite of possible variations in the 
resistances of different strata, or even given an insulating 
stratum, it is hard to see how а failure of the insulation 
could result in anything more serious than a blown fuse. 


A. L. Rawlings. 
London, S.W., September 10th, 1912. 


Switchboard Fires. 


I have been interested in the ** Communicated ” article on 
the above subject, published in your journal of September 
6th. It is evident that the writer of the article has a wide 
knowledge and experience of his subject, but it surprises me 
that he does not refer to the totally ironclad and foolproof 
type of switchboard evolved during the last few years, which 
evidently has not come before his notice. The advent of 
the totally-enclosed ironclad foolproof switchboard has 
undoubtedly solved the problem of switchboard fires. 

My company claim to be the absolute pioneers of the 
foolproof ironclad low and medium pressure switchboard, 
with thanks to the initiative of Mr. Frank Broadbent, 
probably the first consulting engineer to actively interest 
himself and assist in the development of this new phase of 
switchboard enterprise. 

For the benefit of the writer of the article, and for other 
of your readers who may be interested, I should like to 
mention that the latest developments of Ironsafe ” switch- 
boards are able to fill, without extravagant first cost, the 
following comprehensive and drastic specification :— 

1. The whole switchgear is self-contained, and can be 
built up from standard unita entirely of metal, mica only 
being used for insulation. No combustible material of any 
sort is utilised; slate, marble and porcelain are entirely 
eliminated. s. 

2. The bus-bars and connections are totally encased in a 
separate steel chamber, and are accessible only from the front. 
No gangways or expanded metal sides are needed. The 
saving of space is considerable. Every fuse can be replaced 
without close proximity to any live parts, the interlocking 
nature of each separate unit rendering it impossible to re- 
place a fuse unless the switch controlling the circuit has first 
been operated. No switch is allowed to carry current 
through its hinges, and the blades of every switch are 
removed when the current is cut off, to such a distance 
from the live terminals that they can be renewed without 
the possibility of contact. 

3. When required, access can only be obtained to the 
bus-bar chamber after current has first been removed, the 
cover of the chamber being interlocked with the switch 
controlling the main current. 

4. Where it is desirable to employ oil-break apparatus, 
the whole of the foregoing conditions can be employed, the 
apparatus designed for the purpose being foolproof, and so 
constructed that when the current is first cut off, the 
fuses can be safely examined, and the oil switches examined 
without the slightest inconvenience. 

5. ** Ironsafe " switchboards required for use in collieries 
can now be supplied of the explosion-proof type, and 
conforming to the requirements of the new Mining 
Regulations for use in places where dangerous gases may be 
present. 
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In conclusion, I would like particularly to emphasise the 
fact that for ordinary commercial purposes for use in factories, 
central stations, dockyards, and the like, the first cost of 
this apparatus is a trifle higher than the old-fashioned open- 
type switehboard, but it is indisputably the cheaper method 
in the long run. To quote the words of one of our fore- 
most engineers, the appearance of the [ronsafe’ switch- 
board, as compared with the ornate and decadent slate or 
marble effigy is to-the trained eye as a modern * Dread- 
nought to its early predecessor.” 

Hubert Berry. 
BERBY, SKINNER & Co. 
London, E.C., September 17th, 1912. 


— 


BREAKDOWNS AND LEGAL LIABILITY. 


[FROM OUR LEGAL CONTRIBUTOR. ] 


THE accident which caused Islington to be plunged in dark- 
ness last week calls attention once more to the question of 
legal responsibility for occurrences of this character. Who, 
if anyone, is liable? On referring to the Acts which deal 
with the supply of electricity for lighting purposes, it will 
be found that the possibility of accident has been specially 
provided for. The Electric Lighting Clauses Act, 1899, 
provides that whenever the undertakers make default in 
supplying energy in accordance with the terms of the Board 
of Trade regulations, they shall be liable to such penalties 
as are prescribed in the regulations in that behalf. These 
penalties may be recovered summarily. The effect of the 
clause which provides for them is to impose a duty on every 
electric lighting company to keep up a constant supply. But 
they are not to be held liable in every case of stoppage. Thus 
there is a proviso to the effect that the penalties to be 
inflicted on the undertakers must in no case exceed in the 
aggregate the sum of £50 in respect of any defaults not being 
wilful defaults on the part of the undertakers for any 
one day, and provided also that in no case shall any 
penalty be inflicted in respect of any default if 
the Court are of opinion that the default was caused by 
inevitable accident or force majeure, or was of so slight or 
unimportant a character as not materially to affect the value 
of the supply. : 

There are few cases on the subject of inevitable accident, 
bat it may be presumed that a stoppage due to the negli- 
gence of one of the servants of the lighting authority would 
not come under this head. In the case of Sun Insurance 
Co. v. Dublin Corporation (December 9th, 1899), a cable 
which had been laid down proved to be defective, and the 
supply of electricity accordingly broke down. This failure 
was held to have been caused by inevitable accident. This 
case, however, does not completely establish the proposition 
that a burning out is an inevitable accident. It is presumed 
that the. Court would make inquiry into the cause of the 
burn-out. Thus, if a company with a view to saving the 
expense of a new cable were to deliberately overload an old 
one, an accident arising from this cause could scarcely be 
looked upon as inevitable. Again, suppose that a large 
addition was made to a number of consumers so that the 
machinery at the generating station might cccasionally 
be taxed to its utmost capacity, a breakdown arising 
from such a cause could hardly be regarded as inevitable. 

Force majeure is & legal phase, which relates to the 
happening of something for which the company could not 
reasonably be held liable, e.g., a flood, earthquake, or a 
subsidence sufficiently violent to break the cable. 

As to a breakdown due to an increase in the number of 
consumers, there is only one case, and this throws a some- 
what doubtful light on the subject. The case in question, 
Marylebone Vestry 7. Metropolitan Electric Supply Co., 
was heard in January, 1900. The company were sum- 
moned for making default in the supply of energy to the 
workhouse and vestry offices on certain days. They admitted 
the default, but pleaded in extenuation that their inability 
was due to inevitable accident caused by a great demand for 
electricity which had exceeded all expectations. The case 


was adjourned for three months, and was not heard of 
again. 

In Shaddock v. London Electric Supply Corporation, 
(May 8th, 1900), the keeper of a licensed house at Deptford 
summoned the London Electric Supply Corporation for 
failure to supply his premises. The default was admitted, 
but the defence was force mujeure, it being contended that, 
the supply of electricity having become deficient owing to 
unavoidable causes, it became essential that some portion of 
the district of the company should be cut off, and that 
Deptford was selected as causing the least public inconveni- 
ence. The full penalty of 408. was inflicted in each of the 
seven cases, with 20 guineas costs in the first case and 2s. 
costs in each of the others. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


Credenda Continuity Fittings. 


THE CREDENDA CONDUITS Co., of Chester Street, Aston, Bir- 
mingham, have now introduced a continuity grip nipple, by means 
of which ordinary plain tubing and fittings can be made electrically 
continuous at a small cost. This nipple is slightly tapered, milled 


Fie. 1.—THE CREDENDA CONTINUITY NIPPLE. 


on the outside, and split; it can be slipped over the tube end (from 


which the enamel must be removed) and driven into the fitting by 
means of a spanner (fig. 1), removing the interior enamel of the 
fitting itself in the process. 

These nipples have a neat appearance when erected, and are 
stocked in 3 in. to 1 in. sizes. 


Automatic Machine for Polishing Diamond Dies. 


Our illustration, fig. 2, shows a new Poppe automatic machine 
for re-grinding diamond dies in which the draw-holes have become 
irregular or non-circular. The machine, which weighs about 130 
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FIG. 2.—PoPPE AUTOMATIC GRINDER FOR DIAMOND DIES. 


lb. and measures 26 in. x 38 in, is under th sole agency in this 
country of Messrs. WERTRHS & Co., 41, Aldersgate Street, E.C. 

One of its advantages over existing machines is that by the 
Poppe method one man can attend to 20 or 80 spindles polishing 
large and emall calibres simultaneously, as against two or three 
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pindles in the ordinary way: the polisbing is completed in the 
machine, no hand-finishing being required, and the consumption 
of diamond powder is small. 

The fundamental feature of the Poppe method consists in the 
manner in which the grinding tool--a pointed steel ріп is 
manipulated about the axis of the rotating draw stone. The pin 
merely slips into the hole so far that its point rests freely on the 
walls of the drawing hole and grinds off the irregularities, moving 
under the action of its own weight. As the point scrapes over the 
interior of the hole. the polishing material is always conveyed to 
the place of grinding. which economises in the expensive diamond 
dust used, 

It is further claimed that one man can easily attend to two or 
three Poppe machines polishing 20 to 30 stones simultaneously. 


PROCEEDINGS OF INSTITUTIONS. 


Power in Textile Mills. 


AT the Congress of the TEXTILE INSTITUTE, on Friday last, an 
important discussion took place on this subject, The followiug 
introductory statement was made :— 

Some time azo. at the suggestion of the Local Committee of the 
Institution of Electrical Engineers, a Joint Committee consisting 
of members of that body and of the Textile Institute was formed 
to investigate and report on the best methods of driving textile 
factories. Shortly after ita formation it was for many reasons con- 
sidered desirable that such a Committee, which had to report on 
what might be termed rival systema, should be elected indepen- 
dently of the great engineering institutions, and a decixion wus 
urrived at to confine the membership of the Committee to members 
of the ‘Textile Institute itself. The work of this new Committee 
when fully formed will be to report periodically to the Council 
on the various methods of mill driving and on any improvements 
or developmenta that may he introduced either in this country or 
eleewhere, and it will be on this account a permanent Committee 
of the Institute. | 

The authors, when they consented to read these papers, did ғо 
on the understanding that they were to form merely a general 
introduction to the exhaustive and detailed treatment which thia 
subject is subsequently to receive at the hands of this special Com- 
mittee, It is obviously not possible in a single paper to treat in 
detail of the various matters connected with the drives advocated, 
though these ate, of course, of distinct interest to the textile manu- 
facturer, nor indeed were it possible would it be desirable to do so, 
since these details are afterwards to be made the subject of 
systematic investigation. 

Prior to the writing of the papers the authors held several 
meetings. chiefly with a view to the adoption of a standard basis 
of estimating, so that any figures given in one paper might be 
readily comparable with corresponding figures in any other. 
They believe that the majority wonld prefer simple practical 
statements, and have agreed, so far as is possible, to adhere to 
these. { 

In endeavouring to arrive at a basis for expression of resulta, an 
important difficulty is at once obvious— namely. the adoption of a 
common power unit. The majority of manufacturers, using as 
they do recipreeating steam engines, think and speak in indicated 
horse-power. The indicator is applicable to the was engine and the 
oil engine, as well us to the steam engine, and records with reason- 
able accuracy tne work done on the piston. Unfortunately for 
comparative purposes, the net or useful power commonly called 
brake or shaft horse-power is not proportional to the indicated 
horse-power for any two engines. Again, with the indicator it is 
not practicable to ascertain the horse power of a steam turbine. 
Ntill again, electrical power plays an important part in factory 
driving, and is destined to play a much larger part in the future. 
While elestricity is purchased by the B. of T. unit, and electrical 
engineers think and talk in kilowatts, here, however, the difficulty 
is not so great, as the kilowatt and the brake or shaft horse-power 
bear a constant ratio to one another. -viz., 1,060 to 746, and so are 
readily convertible. The authors have decided to adopt the brake 
horse-power as their standard. [n good steam-engine practice the 
brake horse-power is to the indicated horse-power as 9 : 10, in good 
Las-eng ine practice as 85 : 10, and in Diesel oil-engine practice as 
5:10. These ratios are arbitrarily adopted for the papere, but 
purchasers of prime movers or motors of any type can always 
obtain guarantees of mechanical efficiency froin the makers, ard, 
should these not correspond with the ratios given above, the con- 
ver:ion and adjustment is a simple one. | E 

The following bases for running costs and charges have likewise 
heen adopted for each paper :-— 

Running hours per annum: For the spinning mill or weaving 
shed, 2.750. | 

[nterest and depreciation on engines, turbines, and electrical 
machinery, 10 per cent: 

Interest and depreciation on boilers, gas plant, tank work, and 
the like, 10 per cent. 

Interest and depreciation on buildings and foundations, 8 per 
cent. 

Labour: Skilled engineers £120 per annum: mechanics and 
electricians, £100 per annum; labourers, tiremen, &e., £65 per 
«nnum. i 


Fuel: Steam or bituminous producer coal, lls. per ton; 
anthracite. 323. per ton ; coke, 13s, per ton ; Diesel oil, 50s. per ton. 

It is the authors sincere wish that the papers will do something 
towards assisting textile manufacturers in deciding upon tbe most 
suitable procedure in each instance when new works are to be built 
or old ones extended or altered. 


Mr. GEORGH B. STontE (Manchester) presented the case for the 
steam engine: he said that no country in the world produced finer 
engines than those found in the textile factories of Great Britain, 
but he questioned whether this high state of excellency was to be 
maintained. Durirg the last three years competition of an 
unhealthy nature had been taking place, and firms of the highest 
standing, unable to withstand the financial strain, had been com- 
pelled to close their doors. He hoped the end of this ruinous 
practice of underselling was in sight. 

The chief factors to be considered in selecting a prime mover for 
driving a textile mill were reliability, uniformity of speed and 
economy —especially relinbility. He wonld endeavour to show that 
with steam engines or turbines these three requirements could be 
fulfilled, irrespective of the manner in which the power was 
conveyed to the machines in the factory. 

The author then explained the aupersession of the Corliss engine, 
formerly the standard ty pe for mill driving, by the drop-valve ty pe 
with superheated steam: one of the latter engines, belonging to the 
Durham Street Weaving Co., Belfast, with steam superheated to 
700° F., was using only 877 lb. of steam per 1.H.P.-hour. A drop- 
valve engine at York Road Mills, Belfast. working with sa'urated 
steam, consumed 11°9 lb. steam per IH P.-hour. 

The steam turbine, he said. was likely to play a great part in the 
driving of textile mills in the future. As regarded reliability, about 
which there was some doubt when the earlier machines were 
installed, there was now no question, and the turbine ranked in 
service with the reciprocating engine. Evidence as to the con- 
fidence placed in its behaviour could be obtained at almost any 
large power station in this country, where comparatively few 
turbines could be seen doing the work once performed by a large 
number of reciprocating engines now standing idle. 

In respect of uniformity of speed the turbine offered very great 
advantage», as. owing to its absolutely uniform turning movement, 
combined with yreat storage of kinetic energy in 119 revolving 
parts, the apeed regulation could be accomplished in a more efficient 
manner than was possible with reciprocating engines. 

The cost of oil was extremely low, about 1. per cent. of the cost 
of the fuel used, while for a reciprocating engine it would be about 
8 per cent. In many cases the absence of oil in the exhaust steam 
resulted in a much greater saving than the cost of oil itself, 
Amongst other advantages were: Small number of moving parte, 
few repairs, small space required, and low first cost. The turbine 
must be recognised as the simplest heat engine of the present time. 

Tests of a 1,000-KW. turbo-venerator carried out in October last 
year showed, with steam at 162 lb. superheated to 667° F., and with 
an absolute pressure of 1°43 lb. in the exhaust pipe, a consumption 
of 11°55 lb. of steam per KW.-hour, and 8 10. per BH.P.-bour—the 
lowest steam consumpton recorded. Moreover, the turbine was 
capable of utilising the exhaust steam from existing engines and 
greatly enhancing the output, at small cost, with increased economy ; 
a750-1H.P. engine thus coinbined with a 40U.KW. turbo-generator 
gave a total output of 1,250 H.P., while the steam consumption 
war reduced from 15 or more to 114 lb. per I.H.P.-hour. 

In works where the dyeing and finishing of textile materials 
was carried on and where comparatively large quantities of low- 
pressure steam were required for boiling and drying, turbine driving 
offered epecial advantages. In generating steam in dyeworks, a 
common practice was to install batteries of high and low-pressure 
boilers, the former supplying steam for power and the latter for 
manufacturing purposes. In some works high-pressure boilers only 
had been installed, and the steam reduced to the necessary low 
pressure by means of reducing valves. If in this arrangement the 
reducing valve was replaced by a back-pressure turbine in which 
the steam required for boiling and drying was allowed to expand 
to the desired low pressure. great economy could be effected, and, 
in addition to the plant being highly efficient, power for driving 
the works was available at a cc st considerably less than it could be 
obtained at from any other source, 

The buildings and foundations cost much less in the case of 
turbine plant than in that. of the reciprocating engine, and the 
costs for labour, repairs, oil and stores were exceedingly low. It 
was not uncommon practice to judge the economy of an installa- 
tion by the fuel or steam consumption. This, however, was not 
alone sufficient to allow of a true estimate being formed of its 
overall economy. It was imperative when a new plant was in 
contemplation that the steam user should take steps to aacer- 
tain how many other items had to be added to the cost of the 
fuel, in order to know how much the production of his power 
would cost, before he decided upon the prime mover that was to 
drive his mil). ` 

The author appended to his paper tables showing the relative 
capital and running costs of various drives, and a list of the prin- 
cipal turbine plants installed and on order for driving British 
textile mille. According to the former, a 750-kw. turbo-electric 
plant complete cost £5,584, and the running cost (1,080 1.H.P.) was 
£2 4r. 4d. per I. H.P. per annum, inclusive, corresponding to 0'3d. 
per KW.-hour. А reciprocating engine electric plant of equal out- 
put would cost £10,684, and the running cost came to £2 10s. 8d. 
per I.H.P. per annum, equivalent to 034d. per unit. A reciprocating 
engine arranged for rope driving under similar conditions cost 
£9,434, and the running cost was £2 7s. 104d. per I. H.P. per 
annum, | 


— — ы лл SED E M — —— —— IE GG I E S A ———ñ DA M — з у TA E I ONSE TIU —— PN 


VoL 71. ГЕ 1,817, SEPTEMBER 20, 1912.) THR ELECTRICAL REVIEW. 45b 


— ÓOOmMSDEXALALLLLLLL |GOPLRLLOLLL&É&óssessh!oó) à: —- ———.——-——-—: — — 


PRINCIPAL TURBINE PLANTS INSTALLED AND ON ORDER FOR DRIVING 
TEXTILE MILIS IN BRITAIN. 


| Y Steam | | | g 
+ , | Sx pres. | . | Cur- & 
User. | Maker's name, Type. Зя Lb. pe volu. rent. 2 
6”, in, tions. o 
jd 89. ” 
= A. E. G. of Berlin | Horizontal 2,0001 150 1.500 Alter. 500 
Curtis ' | Dating 
— | Р A 1,000 170 3000 „ |, 
РЕ it ч 1,00 170 3,00 „, » 
= | ы тз 1,00 170 3000 „ ia 
. | i3 Ж 750 200 3,C00 w 50 
о. ; | | 
99 *$ 77 MU ,* э v 1* 
— | - Itnpulre Curtis 1,000 100 " | „ 3,00 
ve 50 О) *$ 1 m) 2 
= и i 2.000 150 1,500 „, 595 
Ark Mill, Ltd., Fraser & Chal. Rateau 600 160 3,000 „„ 500 
Stockport mers & Biemens | | 
9. Ld ee 1 os L] ' 
Ashton, Harrison ‘Willans & Robin“ Willans- — 1,000 200 1,500 „ „ 
and Co. son & Siemens Parsons ' | | 
. Brown & Stewart, . Ж j Exhaust 375 16 abs. 2,700 Direct 250 
Dalmarnock Parsons | | | 
Hollins, Peasley às. Willans- . 815 150 | 9,000 Alter- 500 
Parsons | nating | 
Clough, Keighley | - " 375 160 8,000, „ 
Thor Cotton ! үн " 500 160 3,000 „, si 
Spinning Co. | i 
55 LL 9 БЕП „э ҺЕ. ! uU | 3 
James Scott and Howden & Co. Impulse Zoelly 1,700 150 „ TE 150 


Sons, Dundee and Siemens 250 
Mellor & Sons, Greenwood and Multip!e Whee) 1,000 200 1,500 17 | i. 
Ashton-u.Lyne · Batley A De Laval 
Falcon Mill, Ltd, Musgrave & Sons, Z»elly 400 160 3,000 . 
| and Biemens Р 


| 
[1] 92 ,* *3 „э + .9 0 
Braid water Spin- B. T. H. Co. | Horizontal 750 150 „„ am 
ning Co. | Curtis | 
Tootal, Broad. " Curtis 1500 137 „ „ | 550 
hurst, Lee Co. р | ' 
Tootal, Broad - "s Curtis 1.500. 157 8,000 Alter- 350 
burst, Lee Co. | cating 
English Sewing " " 1,000 180 no » T 
Cotton Co., 
Belper. | | | 
Thos. Rhodes. ‘a 7 7:0 170 T " 110 
Hollingworth.  . 
English Sewing ic s a 350 180 10 » 550 
Cotton Co, 
Matlock. Ч i 
Ashworth, Hadwin Willans & Robin- | W'illaps- 750 185 1,500 „ 440 
an . gon & Dick, Kerr Parsons | 
Bladen Wood Mill, Brush Electric ' Brush- Parsons 500 200 ^ 3,000 ii 500 
А Eng. Co. | | 
= | ” LL) . 535 160 3,000 , 1" ЕТ 
— Fe | Brush disk 1,550 200 Dus ab #7 
and drum | 
= EM. n | " 1.20 180 „| » Dm) 
Sladen Wood Mill | P ч 75 200 „ is 0 
Milnrow Spinning " a i 155 “i 11 400 
Co., Lt Й | ч 
— i | Exhaust 400 16 abs. „ „ 500 
: Brush- Parsons | 
The Leather Willans & Robin. Reducing 500 95 abs. 3,000 i 480 
Cloth Co. son and General disk and drum i j | 


E!cctric Co. | | 
English Sewing Brit. West. Co. Westinghouse. 1,000 170 


Cotton Co., | i Parsons | 
Rkipton . | 

Oldham Twist : i$ Westinghousc. 890 160 „ „„ 440 
Spinning Co. | Rateau 
Oldham | | 

Lister & Co., T Mixed pressure 700 120and 2,500 Direct: 200 
Bradford | ; Ratenu 16 abs, | 

William Smeeton, ТА  Westinghouse- 400 90 3,600 Alter- 440 
Ltd., Halifax , r | Rateau | nating 

R. H. Barker and ' 17 | , ” 160 19 9 2 [T] 
Co., Wakefield ' BE 

J. Haigh & Bons, <i 5 300 95 3,000 is m 


Huddert field 


The steam temperature in most cases was 500-575“ F., and the 
frequency 50 cycles per second, except in two cases. ; 


Mn. Т. R. WorLasTON, of Manchester, dealt with the subject of 
gas power. Considering xeriatim the objections brought against 
gas engines, he claimed that they were now as easy to start as any 
steam engine, if not easier; there was no difficulty in maintaining 
a steady quality of gas if suction plant was not used; the overall 
cost of the plant was no greater than that of steam plant; the 
liability of gas plant to breakdown was steadily decreasing ; the 
regularity of turning was amply sufficient: the space occupied 
might be greater, in the case of large powers, but the parts of the 
plant could be coupled together in many ways, во as to utilise waste 
space, and the distance between gas plant and engine was of no conse- 
quence; the reliability of gas plant, aa witnessed by Mr. Hodg-. 
kinson, of the Hollins Mill, Marple, was unsurpassed by the great 
majority of steam installations, his engine having run on Mond 
gas for 21 months with only one running stop, lasting a few 
minutes. The author, while acknowledging that the suction gas 
plant had been largely instrumental in popularising gas power, 
expressed the view that it was responsible for at least one-half of 
the unsatisfactory installations of gas power plant intextile mills, 
owing to the lack of proper provision for correct regulation of the 
quality of the gas. He regarded electricity not as a competitor 
with gas, but as a means of transmission, and believed it to have a 
great future in the textile industries ; everything he said in favour 
of gas power for mechanical driving in textile mills applied with 
added import to the generation of electrical energy at the millor 
at the central station. 

The fuel cost per B.H.P.-hour for the gas engine, as compared 
with that for a high-class steam engine, was in the ratio of about 
5: 9. Taking the gas engine fuel at 14 lb. of сов), and that of the 
Diesel engine at { lb. of oil per B.H.P.-hour, costing respectively 
lls. and 508. per ton, the fuel costa were as 14: 25. Steam was 


always required in textile mills ; about 2 lb. of steam per hour per 
H.P. driven could be obtained from boilers coupled to the exhaust of 
the gas engines, or probably about half the total required, and 
much of the balance could be got by burning the tar under the 
boiler. One ton of tar was produced by 25 tons of coal, and was 
equivalent to 1 ton of coal. The stand-by losses of gas engines were 
about one quarter those of the average boiler house, and careless 
stoking did not affect gas plant as it did steam plant. 

One of the most important advantages of gas power for textile 
mills was the facility with which gas could be led any distance for 
heating purposes : of the total steam generated in bleaching, dyeing 
and print works, only one-third was used for power, the rest being 
employed for heating and boiling, with the result that enormous 
losses occurred through condensation in the pipes, which would be 
entirely obviated if gas were used. 

Lastly, the by-products recovered from the yas plant were of 
great value, and the price of sulphate of ammonia, at present 
about £14 per ton, tended to rise. The probable adoption of gas 
recovery plant at central stations would decrease the cost of 
energy, and, when a firm had several mills close together, the 
system could be employed in a private plant. About 90 lb. of 
sulphate of ammonia could be obtained from a ton of coal, worth 


0 about 118.—-as much as the coal itself. 


In sppendices the author showed that the results of the Mond 
gas plant at Hollins Mill were as follows, after adjustment to the 
basis laid down in the introductory statement: 


Running cost 5, РР a ... £1,080 


Interest and depreciation on £7,250 ... one 725 
Interest on buildings, E160 iy a 128 
£1,933 

Sale of tar and sulphate of ammonia... iis 47 
Net cot. . £1,463 


At 670 B.H.P. the cost per B.H.P-hour was (O'19d. and per 
KW.-hour 02*8d. The capital cost of a gas power installation of 
250 B.H.P. would be £3,050. The net inclusive running cost would 
be £708, equivalent to 0˙24 8d. per B.H.P.-hour. 

For a large textile works. with several departments, requiring 
3,500 B.H.P., Mond gas recovery plant, gas engines and dynamos, 
&c., cost, complete, £49,000 ; the running costs would be £11,381, 
less sale of by-products £3,937, net cost £7,444. The cost per 
B.H.P.-hour would be 0:149d., and per unit 0'222d. 


MR. FRANK CARTER, of Stockport, read a paper on the suitability 
of the Diesel engine for textile mill driving. Taking a weaving 
shed requiring 320 B. H. P., with oil at 50s. per ton, the capital cost 
(with rope drive) would be £3,565. The running cost, inclusive of 
capital charges, would be 4913 per annum, equal to 0°33d. per 
B.H.P.-hour. For a spinning mill using 1,000 H. P., with rope drive, 
the capital cost would be £10,290; the running costs would be 
£2,699 per anunum, equal to 0264. per B.H.P.-bour. The author. 
however, referred to the interest taken in electrical driving, and 
gave the figures for the same mills on this system. The plant for 
the weaving shed would cost £33,404, and the running cost would be 
£904. equivalent to 010d. per unit. The cost of the spinning mill 
installation would be £11,570, and the running cost would be 
£2,745 per annum, equivalent to 0 39d. per unit. After referring 
to the necessity of including in comparative statements the 
expenditure on all auxiliaries, cleaning and repairs, &c., the author 
pointed out that the Diesel engine was a self-contained plant, and 
that the fuel could be stored in a very small space and handled 
with ease, while there was no ash or clinker to be got rid of—often 
a difficult matter. Neither was there trouble from smoke or 
fumes. As regarded steady turning and reliability. the Diesel 
engine was equal to the most modern steam engine, and the supply 
of oil was abundant ; recent fluctuations in price were due to the 
lack of sufficient oil-carrying vessels, but 66 of these were being 
built, and as soon as they were in service the price would become 
normal. The engíne was economical, the fuel safe and cheap, 
preignition impossible, vaporisers and ignition devices were 
absent, the engine could be started easily, and was self-contained, 
compact and silent. A large number of Diesel engines had been 
installed in textile factories, especially in India, and the author 
gave a list of a score of installations with which he was personally 
acquainted. Figures obtained in electricity supply stations were 
also quoted showing that the total works cost with Diesel engines 
was about half that of steam and gas plant, for powers up to 
1.000 H.P. 


The subject of electrical power in textile mills was handled by 
Mr. J. F. CROWLEY (Manchester), and we give his paper in 
abstract :— 

A little over eight years ago “ the actual horse-power of motors 
installed for driving textile factories in Great Britain was limited 
to a few hundreds, practically all in one mill.” Four years later it 
had been increased to 28,000 H. P., and to-day the textile load of 
three power supply companies would practically total this figure, 
which is less than the advertised sales of textile motors of several 
of the larger electrical manufacturing companies. 

Prior to January, 1911, considerably less than 300 motors in all 
had been supplied for the individual driving of looms in the United 
Kingdom, To-day over 7,000 of these have been supplied, or are 
on order, for loom driving, about one-half of these being supplied 
by a single company. The case for electrical driving must be a 
strong one to justify such general adoption. This case does not 
rest mainly on a saving in transmission losses. It rests broadly 
on- 
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(a) Steadiness of drive, resniting in higher maintained speeds, 
increased production, and improved quality of material. 

(0) Specific advantages on the adoption of individual drive 
resulting in still greater production and improvement in quality. 

The other advantages, such as flexibility, lighter and cheaper 
buildings, better utilisation of building space, concentration of 
generating plant, improved illumination, reduced risk of accident, 


&c., have been frequently referred to, and need not be touched on 


here. 

It is very difficult to convince the average manufacturer that 
with the ordinary mechanical transmission, whether rope, gearing, 
line shaft or belting, or a combination of these, serious fluctuations 
in speed occur, and that when.they occur they affect production and 
quality to any marked extent. 

Delicate instruments have, however, been constructed for record- 
ing speed variations, and interesting and important work in this 
connection has been carried out in Yorkshire mills by Mr. W. B. 
Woodhouse, 

The mule is the worst offender in the textile mill so far as speed 


fluctuations are concerned, as the following tachograph readings, | 


taken by Mr. Woodhouse, will show :— 


Mule counter shatt. 
Mechanical drive 


Mar, speed range. 
25 % of mean speed. 


Individual electrical motor drive D.c. 17 % 8 ^ 
Individual electrical motor drive A.c. 6 96 j з 


The power curve of a mule is a peculiar one. the load showing 
peaks which may be many times the average, falling away during 
a portion of the cycle to a value much below the average. 
Ordinarily the mule load in a mechanically-operated mill affects 
the running of every machine in any way connected with the 
shafting from which the mules are operated, and this is actually a 
principle in the laying out of spinning mills. Tbe momentum 
of the engine and of all shafting, &c., connecting the mules to 
the engine is depended upon to steady the drive of the mules 
themselves, and since. of courge, no energy can be given to or 
taken from a revolving mass without altering its speed, we have 
here a fruitful source of trouble. On electrical drive, mules may 
either be group or individually driven. Important principles to 
be borne in mind are that, as far as possible, constant speed 
should be maintained during the draw or the actual spinning 
portion of the mule cycle, and that a given variation in speed 
where mules are grouped for mecbanical drive or electrical drive 
is liable to be far more serious than a variation of similar range 
with individually driven mules. With individual drive, the speed 
fluctuations would naturally result from the variation in load of 
the mule itself, and would therefore follow the cycle of operations 
of the mule. 

It is generally agreed that the motors should have a good 
efficiency over a particularly wide range of load and a high over)cad 
capacity. The best results have been obtained on worsted mules, since 
the problem is here somewhat simpler and the motors required of 
smaller size. | 

In general, it may he raid that group electrical driving is better 
than mechanical driving, particularly from the point of view of the 
mill as a whole, and that individually driven mules give an 
increased production of about 5 per cent. over group or mechanically 
driven machines, even when the very simple expedient of merely 
belting an ordinary three-phase motor of suitable size and of good 
regulation direct to the mule countersbaft is adopted. A consider- 
iri savirg in power is one of the special features of the individual 

rive. 

For the driving of ring-spinning frames electricity has peculiar 
advantages, and motors of the single-phase commutator and the 
three-phase commutator type have been developed for this purpose. 
Owing to well-known peculiarities, with a ring frame driven at 
constant speed the yarn is subjectcd to varying tension, and as the 
speed at which the frame can be run is determined by the maximum 
tension the yarn will stand, the speed must be such as to prevent 
this tension being exceeded at any moment, and consequently with 
a constant-speed drive considerable loss in production occurs. The 
only satisfactory solution, so far, has been the electrical one, which 
gives not only a low speed during the forming of the base of the cop. 
but also an automatic variation of the speed during the cyclic 
movement of the ring rail. 

The question of ring spinning t. mule spinning in the worsted 
trade is one of considerable importance, and there is little doubt. 
that the case for the ring frame is very largely aided by the advan- 
tages which individual electrical driving with automatic speed 
control can give. Tests were carried out in a German worsted mill 
on a spinning frame of 400 spindles, rings 1°9 in. diameter, spindle 
space 21 in. Tests carried out on 16 frames driven from an elec- 
trically-operated line shaft, with therefore a much steadier turning 
movement than would be provided by the ordinary mechanical drive, 
showed that the average number of broken ends per frame during a 
period of 10 minutes was 5'5, and that the average time taken to 
complete a cop was 2 hours 47 minutes. On conversion to indi- 
vidual drive and the adjustment of the automatic regulator, so 
that the average number of broken ends did not exceed the 
figure given above, it was found that the average time taken 
to complete a cop was 2 hours 17 minutes, and that 
in no case did the time exceed 2 hours 22 minutes. 
This clearly showed that by the use of individual drive with 
an automatic regulator a saving in time of 30 minutes per 
doffing, or 18 per cent., was obtained. It may be added that 
with group electrical drive the spindle speed was 5,500 R.P.M., 
while with individual drive after the first eight minutes of the run 
the maximum average speed was 6,900 R.P.. Similar tests in a 
Lancashire cotton mill resulted in an increased production of about 
15 рег cent. This result also was obtained against group electrical 


driving, and both results show that in the case of ring spinning 
frames greater increases in production may be obtained by the 
adoption of individual drive with automatic regulation than in the 
case of loom driving. When this fact is fully realised, a similar 
development to that which obtains in the application of individual 
driving to weaving sheds may confidently be expected in spinning 
mills. Ec E 

The following tests were carried out on a ring doubling frame 
now on the mains of the Lancashire Electric Power Co., before and 
after conversion to individual driving :— 


Mas, speed range. 


6 % of mean speed. 
0°5 % 7 77 


This shows clearly the advantages of the individual drive, and 
it may be said generally that constant-speed motors are usually 
employed for the electrical driving of these machines. 

The speeds at which mechanically-driven looms can be run can 
be increased by group electrical driving, and to a still greater 
extent by individual electrical driving; the load factor can be 
improved to a certain extent by group driving, owing to the steadier 
speeds causing fewer breakages, and to a remarkable extent by indi- 
vidual driving, owing to the prompter starts obtainable. 

The fcllowing test results, which are self-explanatory, are instruc- 
tive, and illustrate the first part of the case for electrical driving, so 
far as weaving sheds are concerned :— 


Mechanical drive bs ia 
Individual electrical motor drive 


Мат. speed range. 


1. Engine Е 5°5% of mean speed. 


Loom line shaft (near belt drive) 9% " i 

ғ ” (middle) 12 % " " 

3 i (end) ... ii ... 165%, s К 

2. Loom line shaft (group electrical drive) 6 % " е 
3. Loom (individual electrical drive) ... 2 96 n" а 


Perhaps tbe principal lesson to be gathered from these figures 
is the steady manner in which the speed fluctuations grow worse 
as the distance from the engine increases, and this is confirmed by 
other teste. In a Yorkshire mill it was shown that for a 3 per cent. 
variation in engine speed, 20 per cent. variation occurred on the 
line shafting. In a high-class Lancashire mill, for a variation in 
speed of 5 per cent. on the engine shaft, the line shaft speed varied 
16 per cent. 

The question of lead factor is aleo of great importance. The 
following results relate to a test carried out in a spinning mill on 
jute looms, to convince the manufacturer of the results it was possible 
to obtain before individual driving had attained the position it 
holds to-day. The looms were changed from the ordinary 
mechanical drive to individual motor-gear drive, and it was found 
that the average speeds could be raised 9 per cent. without any 
increase in brenkages, the material being improved in quality, and 
the production increased by from 15 to 20 per cent. The excess of 
the increase in production over the increase in speed was due to the 
improved load factor. The test was carried out by an independent 
authority on behalf of the manufacturer. 

To obtain the increased production claimed for individual elec- 
trical driving the power taken by the loom has naturally to bo 
increased, and tbis increase usually takes place a8 the square of the 
speed. The proportion the power costs in any textile factory bear 
to the total running costs is, however, very small, being stated in 
the case of woollen mills to be from 2 to 5 per cent. of the total 
costs, and consequent]y the power increase referred to will bave 
little effect on the actual cost of the product. For Lancashire mills 
I was able to show, assuming figures based on the Board of Trade 
returns to hold true for an individual case, that & 10 per cent. 
increase in production actually resulted in a 30 per cent. increase in 
profits after full allowance had been made for the increase in 
power costs referred to. 

The question of temperature rise as affected by tbe use of elec- 
trical motors has been brought into prominence in Lancashire 
recently. | 

The total loss in a }-н.р. loom motor on full load is only 
15 per cent., and with theslight electrical losses in the cabling, and the 
loss in the belt or gear, the total is lower than in any mechanically- 
driven shed. It must be borne in mind that with electrical trans- 
mission, as distinct from mechanical transmission, some 20 to 30 
per cent. of the total transmission loss takes place in the engine- 
room itself. 

The transmission losses in the case of the average mechanical 
drive in a weaving shed are undoubtedly greater than in a high- 


' class modern individual equipment, and therefore the temperature 


rise due to these losses must obviously be greater also. 

Motors for the individual driving of mules are almost invariably 
three-phase, the unsuitability of the direct-current motor being 
well shown by the speed fluctuation of a mule driven by such a 
motor. Motors for driving ring-spinning and doubling machines 
may be either three-phase, single-phase or direct-current, but the 
two former are the more suitable; of the variable-speed type for 
ring spinning, and the constant-speed type for ring doubling. 
For looms, three-phase or occasionally two-phase motors are used. 
The manufacturer will then install three-pltase generators of standard 
voltage and standard frequency. For the driving of printing 
machinery direct-current motors, owing to their adaptability to 
large variations in speed, are specially suitable. Three-phase and 
single-phase commutator motors and motors of the pole-changing - 
type are also used for this purpose. A voltage of 500 volte and 
a frequency of 50 periods are now common in the textile districts, 
but several large power supply companiés standardise on 400 
volte, as this leaves single-phase current at 230 volta available for 
lighting. For a weaving shed a voltage of 200 is suitable, since 
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the building of small motors for a higher voltage means a 
somewhat lowered efficiency and increased manufacturing cost. 
The following figures are given as a rough guide to capital 
expenditure : — 


TURBO-ALTERNATORS RECIPROCATING 
(3,000 R. F. M., 50 CYCLES). SETS. 
aa ae Dai A 
he ы * x 8 do 
$e. 8 , ‚8 853 85 | Ev 
2 «o Ф 2 = Я 
3 33 3 ү HEE 
; s Fr 223 523) Ba SSS ST 847 
2 > < 0А “30 BeA ae «ol < «ч 8 8 
; | | | | 
250 i220/3,000. 85 4 700 4904 375 | 92 | £440 | 4820 
500 440%, 600 90 850 1.322 300 92 800 2.200 
1,000 " 92˙5 1,050 2,200 220 93 1.500 | 5,000 
1.500 " 93 1,350 2,800 230; 94 1,650 7,850 
2,000 „ 93°5 1,650 3,200 — | 


Turbo-alternators are finding increasing favour for textile 
driving, and their use is every day extending. 

When supply is taken from a public supply company, trans- 
formers replace the generators, and are almost invariably supplied 
by the power companies and under the direction of their engineers. 

Breakdowns very seldom occur on transformers, and the question 
of stand-by is usually met by the power supply company concerned 
standardieing their transformers and keeping spares ready to hand 
for insertion if required. 

The subject of switchgear is rather a technical one, and it is 
usually best to leave the main details in the hands of a good con- 
sulting engineer or a reliable manufacturing company. 

In order that power consumption figures may readily bé taken, 
special provision should be made for the insertion of instruments 
in the various circuits controlled without interfering with the 
running of particular machines. In a large individual drive equip- 
ment for a weaving shed recently designed, this has been reduced 
to such refinement that, without stopping a single loom, power 
readings on each motor can at any time be taken, and similar figures 
obtained on each main feeder line supplying a row of looms. 

Very special consideration is required in the designing of the motors 
for textile work, and considerable experience in this class of work 
has been necessary for the evolution of the best prevailing types. 
The following summarised requirements may be given :— 

1. Satisfactory protection from dust and fly.“ 

2. Liberal rating, as the load is usually continuous, the working 
conditions stringent, and factory temperatures high. 

3. High efficiency for large load variations. 

4. High starting torque, that for loom motors usually being 
two and a half times and for spinning machines twice normal 
torque. 

5. Small variation in speed from no load to full load. 

6. Good regulation or small variation in speed for a given 
variation in voltage. 

7. Dimensions of such a nature as to meet the prevailing factory 
conditions. 

8. Bearings designed to be absolutely “fly " proof. 

It has been a rather remarkable feature of electrical work during 
recent years that practically every new development has originated 
and has been carried out in the electrical factory, and in con- 
sequence of this it is generally found that the larger electrical 
manufacturer possesses the best available knowledge of the type of 
material to put forward for each individual case, and that it is to a 
large extent advisable, where a reliable consulting engineer has not 
been called in, and when matters of cost have been finally settled, 
to leave all plant detaile in the hands of a manufacturing concern 
with experience in the class of work required, demanding froin them 
guarantees as to performance and tests to show that the guarantees 
given are adhered to. 

In deciding whether to take power from an outside supply 
company a number of factors have to be taken into consideration, 
and it is always desirable when in the area of such a company to 
obtain electrical rates from them for comparison with the 
estimated cost of private generation before deciding on the course 
to adopt. In the most competitive areas, where the demand is 
high and better opportunities exist for the power company, 0°5d. 
per unit is regarded to-day as a good competitive figure for a fair 
load on the usual cotton mill load factor of 25 per cent. to 20 per 
cent. For particularly good loads from the station engineer’s 
standpoint, figures of 045d. and 0'4d. per unit are quoted, and in 
one area some manufacturers actually obtain current at 0'3d. per 
unit. But this figure must be regarded as rather special, and the 
remarks made about O 5d. per unit taken exactly as given. The 
price at which it pays to take current from outside depends 
altogether on the individual case, and current at 0:64, and 0'75d. 
and even higher may very well pay the manufacturer in particular 
cases, 

The system of supply on restricted demand is in force with some 
supply companies, and manufacturers with existing plant may find 
 itan advantage to drive, say, preparing rooms with current at a 
low rate on this basis, the understanding being that the supply is 
cut off at a definite hour during a certain period of the year. 

À strong point in favour of power supply companies is that as 
their load increases their running costs must be reduced, a fact 


that is borne out by the steady reduction they have been able to 


effect in their rates, and that in time advantages from the point 
of view of economical working should enable them to produce 
current at rates considerably below those possible with the best 
private plants on mill load. 


If the course suggested of comparing the power companies' rate 
with the cost of private generation is carried out, it will be prac- 
tical before making the comparison to add to the latter costs a fair 
percentage to cover advantages such as reduced capital expenditure, 
freedom from worry about engineering details, ease of running 
any part of the mill by itself, «c, 


The discussion on the papera, which took place after the whole 
series had been presented, gave evidence of the enormous amount 
of interest taken in the subject by those engaged in the various 
branches of the textile industries. In the extent of its appeal, the 
series of papers stands out as the most important which has yet 
been submitted to the members of the Institute, and as time goes 
on the interest aroused in the subject will, without doubt, be con- 
siderably increased by the issue of the reports of the Special 
Committee of the Institute, which has the whole matter of the 
driving of textile mills under consideration. 

A somewhat curious fact was that so far as the electric drive was 
concerned no one paid any attention to the material saving in mill 
construction and the advantage of increased light, and so forth. 
These aspects of the case have been pressed forward on other occa- 
sions before manufacturers and mill managers, and it is quite 
possible, of course, that there is general recognition of the advan- 
tages of the electric drive in regard to these phases of the subject. 
The various other methods of driving advocated—steam, gas and 
oil— were strongly criticised upon many of their suggested advan- 
tages, and when the discussion was of necessity brought to a close 
owing to inability to devote further time to the matter, it was 
probably true.as one delegate put it, that those present knew just 
about as much at the end as they did before the papers were read. 
It was unfortunate in every way that such an intricate, complex 
and debatable question should be brought forward at the closing 
session of the Congress. 

The criticisms of the various methods had by no means been 
exhausted when the closure was applied, and, the authors not 
having time to reply, it was decided that further questions might 
be forwarded to the Institute within the next 14 days, and replies 
would then be made to the whole of the questions raised. The 
discussion will certainly stimulate the permanent Mill Driving 
Committee of the Textile Institute to go deeply into the matter in 
order that fuller information may be placed at the disposal of 
the members of the Institute. 

LoRD ROTHERHAM, the president of the Institute, said that the 
papers were of a very important character, and he thought every- 
one would recognise the importance of hearing all sides of the 
question upon such an intricate matter, in order to be in & position 
to arrive at an accurate opinion aa to which was the best, the most 
efficient and the most economical drive for textile factories nowa- 
days. It was obviously most important that manufacturers should 
keep themselves posted as to new methods and new inventions, and 
in that way keep themselves abreast of the most intelligent and 
enterprising of their competitors whether at home or abroad. 

Mr. A. N. WRYvE (Guernsey) said that from the sizes of the 
installations mentioned in the various papers, it was evident that 
they were designed more for the requirements of large mills in 
Lancashire and Yorkshire than for the much smaller requirements 
of mills in the Border district, where costs were relatively higher 
per unit. In nearly all cases it was adinitted that electrical trans- 
mission had great advantages, and it was reasonable to suppose that, 
whatever the prime mover might be, electrical transmission would 
be even more largely used than it was at the present day. For 
various reasons it was probably economical and advisable, in some 
cases, to use isolated plant, but the price of electricity was falling, 
and as time went on, the position of the private plant would become 
more and more difficult. In the Hawick district it was frequently 
necessary to run the spinning plant all night, and with a large 
prime mover running at something under half load, the very 
good efficiency usually shown by the private plant would fall 
away completely. i 

Mr. RAM SINGH said that, as а cotton manufacturer, he thought 
the steam drive was cheaper than the electric drive. Giving & shed 
1,000 looms, the capital expenditure on individual electric driving 
would be £10 per loom. For looms driven by the best transmission, 
as he called it, it would be £3 to £3 10s., but he would take it at £1. 
Mr. Crowley had said there was a 10 per cent. increased production 
(in instances quoted) by the individual electric drive. For that 
10 per cent. increase of production they had to pay £6,000 more—the 
difference between the cost of the systems. That was to say that the 
production would be equal to that of 1,100 looms. Taking the cost 
of the looms at £40 for driving by transmission, that figure including 
building, engine, boilers, chimney and everything, they could get 
150 more looms with the £6,000 already mentioned, or an increased 
production of 15 per cent. It might be said that with the indi- 
vidual electric drive they reduced the pillars inside the sheds, In 
that case they would require stronger beams, and he had no hesi- 
tation in declaring that there would be no difference in the cost of 
mill construction. 

Mr. LEON GASTER (London) strongly urged manufacturers to 
consnlt experts whenever they were in doubt on such difficult pro- 
blems as those connected with the driving of textile milla. 

Mn. Н. JosEPH (Hawick) said that the very low prices given by 
the speakers for fuel consumption and for cost of electricity were 
lower than could be got in his locality. There had been many 
remarks about speed regulation with electric driving, and whilst he 
would not go into the relative merits of the three-phase or oon- 
tinuous-current motor, he might say that their system in Hawick so 
far had been the group drive. Some excellent curves had been taken 
on steam drives and gas drives—there were none of the latter left 
in the town now— and the electric drive which succeeded both of 
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them, and the contrast between their speed regulation was | 


exceedingly remarkable. Certainly it had been fonnd that one of 
the great advantages of electric driving had been steadiness of speed 

Mr. Oscar S. HALL (Bury), a large loom maker, said he did not 
think anybody was consulted more than he was as to the 
relative merite of systems of driving textile machinery. When he 
was asked if the best method of driving looms and textile machinery 
generally was by electric motors, his invariable reply was 
that it depended upon the circumstances of the case. The 
subject was far greater than many people thought it was. 
Electric motors were much more efficient the more complicated the 
weaving became. What he meant by that was that complicated 
Jacquard looms or other heavy and intricate machines were often 
kept standing for a while, and in cases like that there was no 
shafting running round, there was no wear and tear, and there 
were no losses, if they were run by the system referred to. Many 
other classes of looms and various types of textile machines were 
not kept continuously running because the manufacturers were not 
able to keep them fully occupied, and in all such cases- driving 
25 electricity had many advantages over other methods of 

riving. 


BUSINESS NOTES. 


Electric Lamp Patents  Litigation.—l'rom an 
announcement appearing in our advertisement pages to-day, it will 
be observed that the appeal of the “Z” Electric Lamp Manufac- 
turing Co., Ltd. from the judgment of Mr. Justice Warrington 
upholding the validity of the master patent No. 23,490/0t of the 
Osram Lamps Works, Ltd., having been withdrawn, it is intended 
to enforce rights against all infringers. The '"Z" Co. and the 
Foster Engineering Co., Ltd., have both been granted licences to 
manufacture and rell lamps under the above patent. 


Lea Recorders.— Amongst tbe orders for their apparatus 
recently received by the LEA RECORDER Co. are the following 
for electricity works:—Sunderland, Walthamstow (repeat order), 
Nuneaton, Kirkcaldy, Aberdeen (repeat order), and Croydon, as well 
as the Hobart Gas Co., Tasmania, the Ceara Tramways Co., aud 
Ensenada Electricity Works, Cape Town Electricity Works, and 
Edmonton Electricity Works, Canada. 


Miners’ Safety Lamps.—We are informed that in the 
recent competition the winning lamp, and three of those to which 
£50 awards were given, were all fitted with Osram Jamps. Many 
of these winning miners' lamps to which Osrams were fitted bad 
been in actual service. The particular type of Osram Jamp used in 
them is a l'5.c.P, 2-volt lamp, and costs only 4d. per shift of 
approximately 12 hours. ; 


Bankruptcy Proceedings, — HENRY — HALLIFIELD 
OXLEY (otherwise known as Oliver Huxley), 22, Uxbridge Road, 
Hanwell, Middlesex, consulting engineer.—The adjourned meeting 
of creditors in this case was held on Monday at the offices of the 
Official Receiver, 14, Bedford Row, W.C. The debtor's statement of 
affairs showed unsecured liabilities £1,424, and assets £117, or a 
deficiency of £1,307. It will be remembered that the debtor 
attributed hie failure to want of employment, and losses owing to 
the attempted flotation of a company. His deficiency account 
showed that he had lost £1.400 by bad debts, and he had also 
incurred liabilities of £545 on behalf of a company. The previous 
meeting had been adjourned at the debtor's urgent request to enable 
him to complete negotiations with his friends which would enable 
him to bring in a scheme of arrangement for a composition. At the 
meeting on Monday the debtor did not attend. The Official 
Receiver reported that no proposal for a composition or scheme had 
been lodged, and that there was no explanation why ‘this had not 
been done in the face of the statement made at the previous 
meeting. There was not a quorum of creditors present, so that no 
resolutions could be passed, and the matter remained in the hands 
of the Official Receiver, the chairman intimating that he would 
apply to the Court for an order of adjudication in bankruptcy. 

ALBERT EDWARD MARTIN (Midland Electrical Supply Co.), 
electrical engineer, 39, Great Charles Street, Birmingham.— 
Receiving order made on September 9th on a creditor's petition. 
First meeting, September 25th; public examination, October 9th ; 
both at Birmingham. 


Westinghouse London Showroom.—In the accom- 
panying picture we show a view of the new supplies showroom of 
the BRITISH WESTINGHOUSE ELECTRIC AND MANUFACTURING Co., 
LTD. at 179, Wardour Street, London, W.C. This, together with 
offices and stores on the same premises, has been established for the 
convenience of contractors and the trade. Clients can be taken 
there for the selection of their requirements, and moderate-sized 
trade orders can be executed from stock, larger ones being handled 
from the headquarters at Trafford Park, Manchester. We paid a 
visit to the premises early in the week and found a varied supply 
of Westinghouse electric supplies on view, including the following :— 
Westinghouse Auriga lamps from 8 to 1,000 c. p., Cooper-Hewitt 
mercury vapour lamps, single carbon flame arc lamps such as the 
company ia to supply under the 12 monthe' contract for the Ham- 
mersmith Borough Council, and the Magazine flame lamp for 105 


Filaments." 


of which an order has been received from the S.E. and C. Railway, 
for their Ashford Works ; & full line of tumbler switches, ironclad 
switchgear, distribution boards, wood blocks; also radiators 
(luminous, convector and Bastian types), and electric heating and 
cooking apparatus. А special feature is made of electric fans. 
These are supplied in many varieties. A large powerful ceiling 
fan is in position in the showroom, and this is a line which 
is chiefly supplied for export to India and other like countries. 
Fitted into the window there are box-blade fans suitable for 
picture theatre and general purposes. А Holophane demon- 
stration cabinet will serve a very useful end, and a number of 


WESTINGHOUSE SUPPLIES SHOWROOM, 


excellent examples of fittings in this style are on view.) One cannot 
exhaust in these notes all the lines of table standards and other 
fittings, silk shades and other lighting accessories that are displayed 
in & comparatively small space, but we have said sufficient to 
indicate the nature of the exhibit. It 3e intended very shortly to 
hold a stock of the Auriga drawn wirelamp. It isanticipated that 
a considerable over-the-counter trade will be done in many of the 
items enumerated. The main London Westinghouse establishment 
will of course, remain at Norfolk Street, the Wardour Street 
premises being intended as £ London office and store for the sale of 
Westinghouse electric supplies, many of which are already being 
manufactured at Trafford Park. 


Book Notices.—' How to Take Out Patents." By 
A. E. Edwards. London: Arthur Edwards & Co., Ltd. Price 28. 
net. 

" Electricity." By Gisbert Kapp (Home University Library of 
Modern Knowledge). London: Williams & Norgate. Price Is. net. 

"Ignition of Gas by Miniature Electric Lamps with Tungsten 
By H. H. Clark. “Magazines and Thaw Houses for 
Explosives.” By C. Hall and S. P. Howell. The Effect of 
Stemming on the Efficiency of Explosives.” By W. O. Snelling and 


C. Hall. The Transmission of Heat into Steam Boilers.” By H. 
Kreisinger and W. T. Ray. 1912. Washington: Government 
Printing Office. 


“ Journal of the Franklin Institute.“ Vol. CLXXIV, No. 3. 
September, 1912. Philadelphia, Pa.: The Institute. Price 50 cents. 

Electricity for Everybody." By R. Borlase Matthews. 1912. 
London: Electrical Press, Ltd. Second Edition. Price 58. net. 

„Atti della Associazione Elettrotecnica Italiana.“ August, 1912. 
Milan: Stucchi, Ceretti & Co. 

Bulletin Mensuel de la Société Belge d' Electriciens.“ Vol. 
XXIX, Nos. 6 and 7. June and July, 1912. Brussels: E. Bruylant. 
Price 1 fr. 75. 

" Journal of the American Society of Mechanical Engineers." 
September, 1912. New York: The Society. Price 35 cents, 

The Motor Manual" Fifteenth Edition. London: Temple 
Press, Ltd. Price 1s. 6d. net. | ' 

" History of the Monument to Commemorate the Sending of the 
First Train Order by Telegraph." New York: Telegraph and Tele- 
phone Age. | 

Canada for the Investor and the Industrious Millions of Great 
Britain.’ By T. W. Sheffield. Bristol: J. W. Arrowsmith, Ltd: 
18. net. . i | i 

“ Wireless Telegraphy and How to Make the Apparatus.” 1912. 
London: Cassell & Co., Ltd. Price 1а. net. | 
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Catalogues and Lists.—ALsION METAL MANUFACTUR- 
ING Co., 68, Victoria Street, London, S.W.—Leaflet relating to their 
metal name-plates and advertisement souvenirs. 

THE ELECTRICAL Co., LTD., 122-4, Charing Cross Road, London, 
W.C.—40-page list, giving illustrated descriptive matter, also 
tabulated information, prices, &c., of their direct-current motors 
and dynamos (110, 220, 440 and 500-volt machines), also motor- 
generators. Prices of spares and starters, instructions for starting 
and running machines, diagrams of connections, and full dimen- 
sional particulars are also published. 

THE LONDON ELECTRICAL TRADING Co. Ltp., Palmerston 
House, Old Broad Street, London, E.C., have prepared a specially- 
designed envelope for the purpose of advertising the Bastian 
" Pygmy " heater, and they will be glad to hear from contractors 


desiring to have a supply over-printed with their name and 


address. 

THE UNION ELECTRIC Co, LTD., Park Street, Southwark, 
London, 8 E.—New 16-page booklet, entitled "The Attraction of 
Custom." It is intended to appeal to the actual user of light, and 
therefore is available for distributiou by contractors. It compares 
flame aro lamps with high-pressure gas, and particularly brings 
out the merits of the Excello," a number of excellent prints being 
included to illustrate the use of these in lighting the exteriors of a 
number of important London buildings. Copies can be obtained on 
application. . 

THE LINOLITE Co., 25, Victoria Street, Westminster. S. W.— Price 
list of Woodhouse patent steel casing aud accessories, of which 
they are the sole manufacturers. 


South Africa.—Accordiug. to the British and South 
African khuport Gazette, additional plant is required for the Queen's 
Mine (Willoughby's Consolidated), and will include either a further 
10 stamps or a complete 20 stamp battery; probably, also, a new 
sands treatment plant and a complete electrical power plant. 


Trade Announcements,.—Tur WESTINGHOUSE COOPER 
Hewitt Co, LTD., of 151/2, Great Saffron Hill, London, E. C., 
inform us that they have appointed Mr. F. J. Lyons-Davis, of 
27, Ruthin Gardens, Cardiff, as their agent in the South Wales 
district. Mr. Lyons-Davis will deal with this company's well- 
known specialities, namely, silica and Cooper-Hewitt lamps and 
mercury vapour converters. 

On Monday next the TITAN LirT Co., LTD., are moving to new 
premises at 9/11, Eagle Street, Holborn, W.C. This is on account 
of the large increase in their business during the last two years. 
The new premises are provided with a Titan " electric lift. 

THE GENERAL ELECTRIC Co, LTD., are just now offering to the 
trade a quantity of electrical goods—-stock rendered obsolete by the 
issuance of their complete catalogue—at greatly reduced prices. 
These are on view in a separate department at 67, (Queen Victoria 
Street, E C. E 

THE BRiTIsH L.M. ERICSSON MANUFACTURING Co., of London 
and Beeston, have appointed Messrs. Watson & Whyte, of 19, 
Waterloo Street, Glasgow, to be agents in Scotland for the sale of 
their telephone apparatus. 

According to an Indian exchange. the EASTERN ELECTRIC AND 
TRADING Co. announces that its head office is now removed from 
Sukkur to Karachi. 

THE NAYLOR (PATENT) BATTERY Co., LTD., of 1A, Lammermoor 
Road, Balham, London, S. W., inform us that they have taken over, 
for the purposes of extension, the business carried on by the Re- 
generating Battery Co., of 34, Blenheim Street, Chelsea, London, 
S.W. All correspondence should in future be addressed to the new 
company as above. 

Mr. JosE PHH WEST HOWARTH has, owing to the retirement of 
Mr. Harry Howarth, taken over the business of Messrs. Joseph 
Howarth & Co, lighting engineers, of 365, Rochdale Road, 
Manchester. 

THE LINOLITE Co. have taken over from the Woodhouse Steel 
Casing Co., Ltd., the sole rights to manufacture and sell steel casing, 
and fittings for the same, under their patents of 1906, 1909 and 
1911, and are making arrangements to supply large or small quan- 
tities. 

THE SouTH LONDON CONDUIT FITTINGS Co., of 56A, Harleyford 
Road, Kennington, S.E., inform us that they are now manufactur- 
ing fittings for electrical conduits, and would be glad to receive 
inquiries. | 

For Sale.—The York City Electricity Department has 
for sale three electric capstans. The Halifax Tramways and Elec- 
tricity Committee has for disposal a 750-Kw. direct-coupled Belliss 
engine and E.C.C. dynamo, with surface condenser. See our adver- 
tisement pages to-day. 


Two Continental Exhibitions.— With reference to 
the Barcelona and Ghent Exhibitions mentioned in our leaderette 
pages, inquiries respecting the former should be addressed to 
Anglo-International Permanent Exhibitions, Ltd. 76, Finsbury 
Pavement, London, E. C., the Commissioners-Delegate for the 
United Kingdom ; those relating to the Ghent Exhibition should 
be sent to the office of the British Representative, 1, Southampton 
Row, London, W.C. 

Canada, — MESSRS. ASHMORE; BENSON, PEASE & Co, 
LTD., of Stockton-on-Tees, have been given an order by the Montreal 
Light, Heat and Power Co. to supply and erect at their Outremont 
station a four-lift gasholder of 3,000,000 cb. ft. capacity and a steel 
tank to contain the same. It is expected that the work will be 
begun immediately. The Canadian British Engineering Co., Ltd., 
are the Canadian representatives of Messre. Ashmore, Benson, Pease 
and Co, 


The Magie“ Suction €leaner,— Тһе stand of 
MEssRs, MAGIC APPLIANCES, LTD., at the Hardware Exhibition at 
Olympia, faced the main entrance, and the cleaner was demon- 
strated in an interesting fashion throughout the day, by a stalwart 
white-clad negro, who cleaned rugs and furniture with great ease. 
Our readers are already fully familiar with the principle and 
construction of this electrically-operated cleaner. 


LIGHTING and POWER NOTES. 


Argentina.— It is reported from Tucuman that the 
Hydro-Electric Co. will commence its service on September 15th, 
giving current in 30 squares. 

The Municipality of San Vicente (Buenos Ayres) has applied for 
permission to call for tenders for a public and private electric light 
station.— Reriew of the River Plate. 

Australia.—The Port Melbourne (V.) Council has 


appointed Mr. Ashman as consulting engineer in connection with 


` the proposed electric supply system, for which tenders are to be 


called shortly. 

The North Sydney Council has advertised for applications for the 
concession to establish an electricity supply and for refute 
destruction, also for competent electrical engineers to advise on and 
supervise the work of construction, Xe. 


Balderton.— А п inquiry was held on September 12th by 
Mr. T. €. Ekin into the application of the Parish Council for a loan 
of £650 for street lighting hy electricity, for which current will be 
supplied at ld. per unit by Messrs. Simpson & Co, The only opposi. 
tion was from one or two ratepayers who preferred gas lighting. 


Basingstoke.— After considering a letter from the L. and 
S. W. Railway Co., in which the latter inquired whether the Т.С. 
had any idea of establishing electricity works, as otherwise it would 
bave to make alterations in its present plant, the Lighting Com- 
mittee reported that it was not able to recommend the Council to 
apply for a prov. order. Having, however, given full consideration 
to an offer made by Messrs. Edwards & Armstrong to establish an 
electrical undertaking in the borough for the purpose of the public 
supply of electricity, it recommended the Council to render that 
firm all necessary facilities in connection with the matter. 


Batley.—In reference to the controversy as to whether 
the local electricity works should be extended at a cost of about 
£20,000, or electric current obtained from the Yorkshire Power 
Co., it has been decided by the Electricity Committee to call in an 
independent adviser in regard to the matter. | 


Brazil.— The town of Santa Barbara, San Paulo, is 
having an electric lighting system installed under the supervision 
of a well-known German electrical engineer. 


Barton-on-Trent.—The T.C. has decided to extend the 
low-tension overhead lines to supply the premises of the English 
Grain Co. An extension is also to be made to the Outwoods 
districts. 

Clacton-on-Sea.— Mr. H. R. Hooper, on September 10th, 
held an inquiry into the application of the U.D.C. for & loan of 
£2,650 for mains, &c. The Inspector altered the particulars to £700 
for services and £1,900 for mains, There was no opposition. 


Continental Notes,—FRaNcE.—Since 1911, according 
to an official report, electrical installations in the Department of 
the Aisne have undergone a remarkable multiplication. This is 
owing principally to the introduction of the high-pressure mains 
of the Compagnie Electrique du Nord. Some 31! subsidiary com- 
panies have been formed, drawing their supplies from this company, 
to work one or more communes, the length of the lines aggre- 
gating 124 km. Over 23 distribution systems are now either pro- 
jected, under construction, or ready for working. 

La Socicté Lorraine d'Electricité, of Nancy, has secured the con- 
cession for the supply of electrical energy for lighting and power 
purposes in a number of villages in the Departments of Vosges and 
Meurthe-et- Moselle. 

Spain.—The municipal authorities of Palafragell (province of 
Gerona) have just invited tenders for the concession for the supply 
of electric energy for lighting ənd power purposes in the town 
during a period of 20 years, 

ITALY.—We are informed. says La Rerne Pratique de Electricite, 
that a group of capitalists associated with concessionaires of sundry 
lignite mines in Italy have decided to establish, near Figline, a 
large sulphate of ammonia factory, utilising the excess of gas for a 
power station for the production and distribution of electric 
current. T 

GERMANY.—According to the Deutsche Forst:eitung, it is intended 
to set up a new power station on the great peat moor of Burtanger, 
and a second in the Stade neighbourhood near Bremervörde. By 
means of these two stations a large part of the Province of Hanover 
will be provided with electric power, which will serve for the 
furthering of the minor industries to the widest extent. Of two other 
peat power stations, that on the Wiesmoor has been in existence two 
yeara and the Schweegemoor station since October last year. The 
latter supplies electric current to six circuits and to the City of 
Osnabriick, besides producing gas and ammonia by the Mond pro- 


— — ——— — ÀÁ—— — P Ó— amQÓ MÀ 


460 


THE ELECTRICAL REVIEW. [Vol.71. No. 1,817, SEPTEMBER 20, 1912. 


cess. It is, furthermore, intended next to cultivate, by means of 
electric ploughs. &c.. a large part of the moor surface. The 
Wiesmoor station, whose erection was begun two years ago by 
the Domain Fiskus, has served a useful purpose. It now supplies 
with electric current not only East Friesland but a part of the 
Grand Duchy of Oldenburg. Steam turbines are employed for the 
generation of the current; the boilers are heated with peat sods. 
Hereabouts, all the peat dredgers, sand dredgera, plouyhs, harrows 
and rollers are worked by electric power. Many hundreds of 
hectares are also cultivated by implements driven by current 
drawn from this etation, and have given good resulte. especially 
the hay crops. The establishment of new stations is of great im- 
portance to the potash industry, as they tend to enlarge the area of 
consumption, and the agricultural utilisation of the moor surface 
ix only possible by means of the regular application of potash 
manures. For this purpose, 100 kg. per hectare must be applied 
each year. 

Rvsz1A.— Imperial sanction has been given to the contracts con- 
cluded with Mr. Charles Stewart, an Englishinan, for the lease 
of Crown lands in the neighbourhood of Lake Gokcha in the 
Caucasus, for the purpose of establishing a hydro-electric station. 
— Financier, 


Dundalk,—At the bi-monthly meeting of the Council 
last week, Mr. P. A. Spalding, the electrical engineer, reported that 
the contracts for the underground and overhead street mains had 
been completed. 


Dover.—4A number of residents have petitioned the 
T.C. protesting against the system of extinguishing the street 
lamps after midnight and 1 a.m. by which apparently some 
35 per cent. of the recent cost of street lighting is being saved. 
The Dover Eure, in commenting on the matter, says that it is 
desired that every lamp shall be lighted. even if a reduced light is 
given. 

Eceles.—An inquiry was held by Mr. T. С. Ekin, of 
the L.G.B.. on September llth, relative to the T.C.’s application 
for sanction to borrow £5,220 for purposes of the electricity 
undertaking. Mr. Angus, borough electrical engineer, aid the 
growth of {Ге undertaking was chiefly in connection with the 
extension of power services, and the amounts to be borrowed 
included £2,000 for new mains, £750 for new services, £750 for 
transformers, £625 for a new boiler house to accommodate three 
boilers (one of which was now to be put in), and other smaller 
expenditures connected with the extension. A reduction in the net 
profit shown lust year was owing to £655 being expended out of 
revenue for a switchboard, and £75 for a pumping set. After 
further evidence, the Inspector agreed to amend the application 
respecting the boiler house to £3800, to cover the advance in price 
of materials and workmanship since the estimate was obtained. 


Eccleshall,—After consideration of a scheme submitted 
by Mr. Balbiani, consulting electrical engineer, of Birmingham, 
for supplying the district with electric light, the P.C. has decided 
to inform that gentleman that the parishioners and the Council 
are favourably disposed towards the proposals, but they prefer that 
he should apply to the B. of T. for an order rather than give per- 
mission themselves, 


dinburgh,—<At a meeting of the Corporation Electric 
Lighting Committee, a motion by Councillor Stevenson to consider 
as to the disposal of the ascertained surplus of £2,179 on the year's 
accounts of the electric lighting undertaking to May 15th, 1912, was 
considered. Councillor Hamilton moved that they recommend the 
Town Council to place the 4 2, 179 to a suspense account for the pur- 
pose of city improvements. This was seconded. Bailie Stewart 
moved as an amendment that the sum should be placed towards the 
relief of rates. It was also moved that the amount be applied to 
the reduction of debt on the undertaking. Ultimately it was 
decided to submit the matter to the T.C. for decision. 


Epsom,—The R.D.C. has consented to the Leatherhead 


and District Electricity Co. laying mains at Stoke D'Abernon, 
where several premises are to be supplied. 


Galashiels.—The Law and Finance Committee has con- 
sidered a letter from the Urban Electric Supply Co., Hawick, as to the 
introduction of electricity into the burgh, and decided to favourably 
consider the terms of any arrangement which might be submitted 
by the company, or by the local company which it suggested 
should be promoted for the carrying out of & suitable undertaking. 
It having been pointed out that the town was very favourably 
situated for such & scheme, and that there was valuable power 
going to waste, which was worth anything from £150 to £200 а 
year, the Committee's recommendation was adopted. 


Glasgow.—(Great interest is being taken in the forth- 
coming Smoke Abatement Exhibition organised by the Corporation. 
All the most modern el:ctrical apparatus for cooking, heating and 
lighting will be seen in operation. The School Board is co-operating 
with 'the Committee in arranging a series of competitions for girls 
in cooking and baking by electrical appliances. Other interesting 
features will be an electrical luncheon and tea-room where 
the visitors will be able to see their meals cooked by electrical 
apparatus. 


Hartshead (Yorks,).—This village, not to be out-done 


by the neighbouring townships in the Spen Valley district of York- 
shire, has now got an electricity supply for the illumination of its 
streets. The current is supplied by the Yorkshire Electric Power 
Co., at a rental of £2 per lamp, including maintenance, and no care 
or attention needed on the part of the Hartshead Council. 


Hindley (Lancs.).—The Council has had under con- 


sideration & communication from the B. of T. in reference to the 
proposed revocation of the Electric Lighting Order. It was decided 
to moke a strong appeal to the Board for an interview to discuss the 
desirability of allowing the order to remain in force, the expenses 
to be paid by the Council. The B. O. T. has since consented to 
meet a deputation from the U. D.C. 


Isle of Мап, —Ап electrical plant has been installed at 
Noble's New Hospital, the installation consisting of a Walker- 
Horrocks automatic plant to supply 370 16-C. p. lamps. The 
generating plant includes а 10.H.P. Austin engine and Vickers 
dynamo, with a Chloride Plantoid ` 51-cell battery. An electric 
lift is also installed; Messrs. Baxter х Impey were responsible for 
the electric lighting work. 


Japan.—The Yokohama Electric Co., in order to meet 
the rapidly increasing demand for a supply of current, has entered 
into a contract with the Mine Hydraulic Electric Co., for the supply 
of 5,000 KW., commencing on January Ist next. 


Keadby.— Sir Wm. Arrol & Co. have secured the contract 
for the bridge to be erected accross the River Trent at Keadby ; 
electrical machinery will be fitted for working the bridge, which 
will be the largest and heaviest of its kind in Great Britain. 


Kendal.— For the year ended March 31st last there was a 
gross profit on the electricity undertaking of £283. 


Killarney,—The Guardians are considering a scheme for 
the electric lighting of the union, which at present is illuminated 
by gas at cost of £110 per annum. It is calculated that the instal- 
lation will cost about £424, £324 being for transformers and cables, 
and about £100 for fittings. The annual cost of lighting is 
calculated at £50 per annum. 


Kingstown.— At the meeting of the Urban Council, a 
letter was read from Mr. C. J. Reddy suggesting that the Council 
should consider the amalgamatien of the townships of Dalkey, 
Kingstown and Blackrock with the object of establishing in the 
combined townships a public and private electric lighting scheme. 
Mr. Potterton. in proposing that the letter should be sent to the 
Lighting and Roads Committee for consideration, said that some 
years ago a lighting system had been projected, a prov. order 
secured and about & 1, 500 liabilities incurred. The echeme involved 
about £50,000. Mr. Evans, in seconding the motion, referred to 
the operations of & private company concerned in electric lighting, 
and said that the matter had advanced a certain extent, and they 
hoped to put a proposition before the (‘ouncil in a short time, 


Loftus-in-Cleveland.— The U. D.C. has decided to dis- 


cuss with the manager of the Ele:tric Power Co. the question of 
public lighting by electricity. 


London.—Sr. Panxcras.—Haviny regard to the satis- 
factory position in which the electricity reserve fund stands, the 
Finance Committee has decided to recommend the Council that an 
amount equal to а lid. rate from the profits of the electricity 
undertaking for the past year, should be used for the relief of the 
rates. Electricity mains are to be extended in various paris of 
the district at an estimated cost of £651. 

BETHNAL GREEN,—The Electricity Committce states that in 
July last its report dealing with a proposal for supplying elec- 
tricity in the borough, was referred back for further consideration 
to ascertain on what terms the Stepney B.C. would be prepared to 
undertake the administration of the proposed supply. A scheme 
for the administration of the supply has been discussed, and the 
Committee underatands that the Stepney B.C. would be willing to 
undertake the administration of the proposed undertaking without 
seeking to obtain a profit in respect of such work. It, therefore, 
believes that there is every probability thatan agreement could be 
entered into with Stepney on satisfactory terms for the purpose 
of working the proposed undertaking. Mr. Snell had, in the 
Committee's opinion. made sufficient provision in his estimates for 
the cost of administrative work, and it was as a result of thé 
adoption of his sugyestion that preliminary negotiations were 
entered into with Stepney to see whether the Council would be 
willing to work the undertaking, it being the opinion of the con- 
sulting electrical engineer that this would be the best course to 
take. The Committee, therefore, again submitted its recom- 
mendation, that Mr. Snell's report should be adopted and that a 
supply should be taken from the Stepney B.C.. for approval. 

BATTERSEA A loan of £7,808 is to be taken up from the L. C. C. 
in connection with the electricity undertaking. This amount is 
divided as follows :—Mains, £4,600 ; house services, £1,200: boiler 
plant, £1,608 : meters, £100. The electrical engineer and chair- 
man of the Electricity Committee have been appointed as the 
Council's representatives at the conference of metropolitan author- 
ities owning electricity undertakings. 


Newcastle Emlyn,—It is announced that the U. D.C. 


. has now accepted the terms of the electricity company for public 


lighting, after a brief re-trial of oil lamps pending the settlement 
of points in dispute with the company. . 


Newmarket.—The U.D.C. has asked the electricity 
company to erect three 300-c.r. lamps in High Street for the 
inspection of the Council. Similar lamps are to be provided by 
the gas company. . 
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Newton-in-Makerfield.— Writing to the local D.C. in 
response to a request for assistance in securing the renewal of its 
E.L. Order, the Hon. Arthur Stanley, M.P., said he was bound to 
admit that one of the principal stumbling blocks in the way 
of the expansion of electrical matters had been the action of 
local authorities such as Newton-in-Makerfield. In this case the 
Council held the Order for six years, but did nothing with in—in 
other words, the Council would not supply electricity itself nor 
allow anyone else to do it. . 


North Wales,—The North Wales Power and Traction 
Co., Ltd., has applied to the B. of T. for consent to erect overhead 
line for the transmission of current from Pen-yr-Orsedd Slate 
Quarry to Alexander Quarry, Llandwrog. 

Paisley.— Тһе General Electrical Co. has obtained per- 
mission to fit up within the burgh, by way of experiment and free 
of cost, а circuit of 12 lamps. These are described as a new type of 
flame lamp, giving a 400 С.Р. greater light than those at present in 
use. The cost for similar lamps for permanent use would, it is 
stated, be £10 per lamp. 


Pontardawe,—The District Council has agreed to nego- 
tiate with Mesera. Gilberteon with & view to the latter supplying 
electricity to the town. The price is to be 5d. per unit. 


Rochdale.— It was reported to a meeting of the Elec- 
tricity Committee last week that the extension of the electricity 
works was practically at a standstill owing to the non-delivery of 
ironwork. This material, it is said, is now difficult to obtain. 


Rotherham,—A fire recently occurred at the Corporation 
e ectricity works, in connection with an air filter. The fire reached 
the roof of the building through an exhaust trunk, and was ex- 
tinguished by the fire brigade. 


St. Mellons.— A prov. order for E. L. is being applied 
for by the South Wales Electrical Power Distribution Co. for tne 
rural district. The company has quoted terms to the R.D.C. for 
public lighting at Bedwas and Machen Upper, and consideration is 
ceferred until the order i8 secured. 


Shipley.— Electrical extensions aud alterations, involving 
an expenditure of 25,000, are to be undertaken by the District 


C.uneil. These include the laying of new cables and the provision 
of new machinery at the works. 


Sligo.—The B. of G. is proposing to install an electric 


lighting plant at the workhouse in view of a rise in the price of 
gas from £130 to £150 per annum for about 93 burners. Tenders 
have been received from Messrs. Allen & Grosse, of Belfast, £560 ; 
Messrs. Edmundson's Electricity Corporation, Ltd., £670 ; and the 
Phwaix Works, Liverpool. 

In a long letter from Messra. Edmundson to the Board, the firm 
recommended one of their automatic E.L. sets with storage battery, 
The tenderers were prepared to send a man each quarter to clean 
the plant, &c, at a cost of £12 10s. per annum. The cost of 
supplying and erecting а 120-light plant would be £390. For a 
larger plant, to provide for cooking and heating, the additional 
charge would be about £250. An economy could be effected by 
using overhead cable between the buildings. The whole matter 
of electric lighting has been referred to Mr. P. J. Kilgallen, 
engineer to the Board, who is also preparing a plan for lighting the 
town of Sligo, and the Board is seeking further information to 
discuss at the meeting on September 21st. Thereisa local prejudice 
against giving the contract to & Belfast firm. 

Southport.—With a view to securing an expert report 
concerning the state of the electricity and tramways undertaking, 
the Corporation, on the recommendation of the Electricity and 
Tramways Committee. recently appointed Mr. S. J. Watson, borough 
electrical engineer, of Bury, to report upon the electricity depart- 
ment, with special regard to the cost of generating. The matter 
wae referred to at a meeting of the Council on Wednesday last, when 
Councillor O'Regan called attention to a recommendation instruct- 
ing their engineer to report on the electrical expert's report and 
circulate both together. An amendment was moved by Councillor 
Shaw, and carried, that a copy of the report by Mr. Watson be 
supplied to every member of the Council separate from any other 
report, at least & week before the next Council meeting. 

Councillor O'Regan also raised the question of deputations, and 
moved that they refer back the resolution empowering the chair- 
man, vice-chairman and electrical engineer to attend the conference 
of the Municipal Tramways Association at West Ham. The policy of 
sending deputations was defended by Ald. Griffiths, and the amend- 
ment was defeated, the minutes then being adopted. 


Swinton and Pendlebury.—Terms have been agreed 
between the Lancashire Electric Power Co. and the Council for the 
supply of electricity in bulk to the Council for a period of five 
years, with the option of extension to 10 years. Under this agree- 
meut the company is permitted to supply direct customers who, by 
reason of the amount of the demand or the distance of the premises 
from the Council s mains, cannot be satisfactorily supplied by the 
local authority. "There is & clause requiring the company to obtain 
the consent of the Council before commencing to supply local power 
consumers direct other than the Acme Spinning Co., Messrs. Sack- 
ville & Swallow, Ltd., and Messra. J. Berry, Ltd. It had been thought 
that the steam generated at the new refuse destructor might have 
been utilised for an electrio generating plant, but the engineer 
consulted by the Council holds out little hope of it being able to 
generate at a price approaching that at which it is now supplied by 
the Lancs. Electrio Power Co 


Truro.— With reference to the E. L. question, mentioned 
in our last issue, the T.C. has decided that the Committee dealing 
with the matter shall be empowered to expend up to £20 in seeking 
expert advice. 


Walsall.—Sanction has been received from the L. G. B. 
to the borrowing of £9,000 for the purposes of the Council's under- 
taking. The engineer has been instructed to proceed with the 
laying of ducts for the maine for the Darwall Street sub-station 
and the tramway feeders in the Litchfield Street, and to obtain 
prices for the necessary cables. Owing to the increased cost to the 
electricity department of coal and other charges, the Electricity 
Committee has appointed a sub-committee to inquire generally. 
and report on the working of the undertaking ; and particularly 
(1) as to the best means of ensuring the more profitable utilisation 
of new plant and machinery and new mains: and (2) as to the 
effect under present conditions, of the increased cost of fuel 
and any capital and other charges, and the way in which such 
increases should be met. 


Watford.—At the last meeting of the Guardians it was 
decided to install electric light throughout the workhouse buildings, 
and to ask Mr. Purse, electrical engineer to the Watford under- 
taking, to prepare a specification for carrying out the scheme. 

The assessment of the electricity undertaking of the U.D.C. has 
been increased to £2,030 rateable. The question of an appeal is 
being considered by a Committee. 


Wednesbury.— Mr. Н. R. Hooper, I. G. B. Inspector, 
held an inquiry on Friday, last week. into an application by the 
T.C. for sanction to borrow 43, 700 for the purchase of an engine 
and dynamo. ' 

Windsor, —The T.C. has by a large majority rejected a 
motion “tbat before any further contract is entered into with the 
Electric Light Co. by the Council. an agreement shall be executed 
to the effect that any profit from Council contracts shall not be 
included in the purchase amount should the Council at any time 
determine to purchase the undertaking.” A member pointed out 
that if the resolution was passed, the Electric Light Co. could not 
tender for street lighting, &c., and the Council would be entirely 
in the hands of the Gas Co.“ 


Worsley.—There is a prospect of Worsley shortly being 
in possession of a supply of electricity for lighting or power. ax 
satisfactory arrangements have been come to between the 
Lancashire Power Co. and the Earl of Ellesmere, The company 
holds the Worsley Electric Lighting Order obtained by the Council, 
and has supplied Walkden for the past two years. It is now pro- 
posed to extend the cables to Worsley underground, and to estab- 
lish a sub.station at Worsley. Mr. Taite (general manager) intends 
to put the work in hand immediately in order that consumers shall 
receive the supply with as little delay as possible. The Swinton 
and Pendlebury District Council has decided against extending the 
distributing mains to the Worsley boundary on the ground that the 
probable cunsumption would not justify the heavy cost of laying 
a cable from the sub-station, andit is possible that the Swinton 
Council will come to some arrangement with the Power Co. for 


the latter *o supply the numerous large residences in the Broad 


Oak Park district from the cable which will supply Worsley. 


YVarmeuth,—As it is expedient to extend plant, machinery 
and inains, the Electricity Committee has decided to apply to the 
L.G.B. for sanction to borrow £41,000 for machinery. £1,000 for 
switchboard, £2,000 for services, and £750 for public lighting 
mains. 


TRAMWAY and RAILWAY NOTES. 


Aberdare.— The U. D.C. recently discussed, at length, а 
recommendation of Mr. Sellon, its engineer adviser, to purchase 
foreign-made Sandberg rails in preference to British. Mr. Sellon 
is reported as having said that no British firm would produce rails 
to his specification, but German firms would do so readily. He had 
no doubt that the foreign rails were superior. Several patriots ` 
spoke up for British rails. but eventually Mr. Sellon's recommenda- 
tion was adopted. ° 


Argentina.— A new electric railway is to be built from 
Punta Gorda rid San Fernando Anchovena and Vicente Lopez to 
Belgrano. The line, which will be 85 km. long, will be built froin 
one end and completed section by section, and the necessary 
materials will be brought alony the line as it is constructed. 

The company building the electric tramway from the Buenos 
Aires city boundary to the Tigre has informed the Government of 
the Province of Buenos Aires that 10: km. are finished, or ғау half 
the line, but, due to unforeseen circumstances, work has been 
stopped. An extension of 18 months, in which to finish the work, 
has been applied for. Тһе ёге of the River Plate understands 
that want of capital is the cause of the suspension of work. 


Australia.—Though the report of Mr. Hay to the 
N.S.W. Government on the question of relieving the street tramway 
congestion in Sydney has not been made public, it is stated that he 
proposes building shallow tramways with street stations at 
intervals. The tramways will also connect under the harbour with 
Balmain. 
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The Chief Commissioner of Railways (N.S.W.) has stated that 
the electrification of the Newcastle tramways will be carried out 
shortly, and that a power house to be erected will also supply 
energy to the railway workshops and yarde. 


Ayr.— Mr. W. Grant, the Corporation Tramway manager, 
reports that the number of passengers carried during the year was 
3.739,237, an increase of 65,191 over the previous year. The cars 
ran 355,796 miles, a decrease of 638 miles. The revenue was 
£15,752, as against £15,412. 


Blackpool. — The annual returns in connection with the 
Corporation Tramways show that. the £5,000 made last year re- 
presents 20 per cent of the gross profit. The chief feature was 
the increase of £2,782 in the " circular tour" receipts, and annual 
contracts amounting to £2,679. There had been an addition to the 
rolling stock of 17 cars, and since the introduction of car-meters there 
had been a saving of at least 10 per cent. in the current consumed. 
Last year the sum was £8,262 for 942,829 miles; in 1909 it was 
£10,066 for 945.229 miles. The manager states that the experi- 
mental steel-tired wheels have proved much preferable to the chilled 
cast-iron tires. There are now 72 cars, of which 21 are top-deckers. 


Bradford.—. long discussion in the City Council took 
place on the proposed central tramway depot at Longlands, and 
ultimately it was decided not to adopt the scheme, by 30 votes 
to 27. 


Canada,— According to the 77mes, an electric railway is 
to be built to Hudson's Bay, a hydro-electric plant on the Nelson 
River supplying the necessary electrical energy. 


Continental Notes —Atstrris.—The first aerial cable 
railway in Austria that from Lana to the top of the Viriljoch— 
waa opened on August $list. Its total length is 1,153 metres, 
and it rises to a height of 1.153 metres, It is built on 
the Ceretti and Tanfani system, four separate steel lines being 
employed. the standards having & height of 31 metres. The 
carriages each carry 16 persons, and weigh 3,500 kg. The railway 
is worked by direct current at 550 volts, obtained from a mountain 
power-house. The winding motors are of 50 H.P. capacity. The 
line has taken three years to build, and constitutes the first of the 
aerial railway units of the local railway system of Austria. Its 
cost works out at one-fifth that of the rack railway, and one-half 
that of the fixed cable railway. Its advantages are that it is 
unaffected by snowfalls, it rises high above forest and plain, and 
forms no disfigurement of the landscape.— Electro. und Masch, 

FRANCE.-—A general movement in electric tramway and railway 
work is shown by the references to new projects in the French 
papers, Proposals are on foot for short lines in the neighbourhood 
of Sedan and Dieppe; in the Department се l'Ovne a loan of 
3 million francs has been sanctioned for five lines; tramway ex- 
tensions are proposed in l'ontoise, and extensions and surveys for 
several lines are sanctioned in the Department of the Yonne. 

SPAIN.—The Gaerta de Madrid publishes the application of a 
company to the Direction-General of Public Works for a concession 
for the construction and working of a line of electric tramway at 
Gigon.—Rerve Pratique de Г Electricite. | 

DENMARK.—The Vestjiilland Sugar Factory, which has just been 
founded with a capital of 5,000,000 kronen, half in shares and half in 
debentures, proposes to spend a sum of 975,000 kronen in the build- 
ing of an electric railway, for beetroot transport, and the construc- 
tion of a power house to supply light and power to drive the rail- 
way and small machinery.— IIe r. und Maschinenhan, 


Dundee,—The new railless trolley car system shows every 
sign of being a big success. The returns for the first five days 
show that 6,856 passengers travelled on it: 3,635 of that number 
were id. fares, and 3,221 1d., the revenue being £21. The convener 
of the Tramway Committee characterises the success as nothing 
short of phenomenal. 


Halifax,—The Corporation Tramways Committee has 
been authorised by the T.C. to take steps for the promotion of a 
Bill in the next session of Parliament to enable the Corpora- 
tion to consolidate and extend its tramway system. 16 is pro- 
posed to extend the system from Triangle to Ripponden in 
one direction and to Stainland and Elland in another direction. 
Conferences were recently held with representatives from the out- 
side bodies so as to ensure the necessary financial assistance. 


Leith.—The total traffic receipts to May 15th last on the 
Corporation tramways amounted to £33,550, as against £30,570 in 
the previous year. The working expenses totalled £185,230. The 
capital charges amounted to £14,455, and there was a net credit 
balance of £2,093, as compared with a debit balance of £1,903 in 
the preceding year. This year the traffic receipts were the highest 
recorded. The percentage of working expenses to total receipts 
was 52°54, as against 56°59 in the previous year. 


London,—A Commission representing the Berlin railways 
has recently paid a visit of inspection to the London underground 
railways, particularly the Metropolitan and District lines. The 
Commission's conclusions will serve as a basis for discussion оп the 
Berlin railways electrification. 

The recent accident on the Piccadilly tube line has drawn atten- 
tion to tbe automatic signalling system there installed. The 
Railway Irie, in commenting on the accident, attacks the 
signalling arrangements and suggests that there have been 
numerous cases of failure which have not received publicity. 
The chief complaint seems to hinge round the description of the 
system as perfect.“ While, strictly speaking, the Jtaiway Heriews 


contention as to imperfection cannot be disputed, yet, in view of 


the results obtained, the imperfections of the automatic system will 
cheerfully bear comparison with those of the manually operated 
signal. Moreover, ап instance of failure, quoted as occurring at 
Turnham Green, turns out to be due to a signal worked from a box, 
and not automatic in the ordinary sense of the word. 


LincoInshire,—The Light Railway Commissioners have 
granted an Order, which has been modified and confirmed by the 
B. of T., authorising the construction of a light railway, about 
15 miles long, from Kirkstead to Little Steeping. 


Philippine Islands,—^even electric motor-vans are 
about to be acquired by the postal authorities in the Philippine 
Islands for the rapid collection and delivery of letters in Manilla, 


South Africa,—In a report on future extensions of the 
Johannesburg tramway system, Prof. Dobson, manager of the 
tramways, goes into the comparative merits of tramway, railless, 
and petrol omnibus systems for outlying suburbs, coming to the 
conclusion that the plain omnibus would be the least costly and 
best on tolerably good roads. His estimate, for serving an 8-mile 
route, of £15,800, includes £12,000, or half the cost (£3,000 per 
mile) of making 40-ft. macadamised roads, and compares with 
£34,500 for the railless traction system (also including road 
making). Prof. Dobson lays much stress on the flexibility of 
the motor-’bus, suggesting that if necessary it can be tried on other 
routes and in other districts. He does not, however, point out that 
this involves fresh road making for the ‘buses, or, in the 
alternative, extravagantly high working costa. | 


Southampton.—Tenders are invited for the supply of 
tramway rails required in connection with the proposed recon- 
struction of the permanent way between Clock Tower and Bargate. 
The tramway manager has again urged the Council to install 
meters on the cars, and emphasises the fact that with this installa- 
tion of meters, bonus schemes for careful driving must be brought 
up, and, on the other hand, the penalising of drivers who are 
continuously wasting energy, should be provided for. He further 
points out that since the six various types of meters were installed on 
the cars some years ago, which proved to be far from satis- 
factory, owing to their delicacy, a stronger and heavier type of 
meter has been brought out specially for this work, and has proved 
reliable. 


II. S. A.— The Philadelphia Electric Co. has signed a 
contract with the Rapid Transit Co., to supply the latter's railway 


load of 26,200 KW.: the Transit Co.'s stations will in consequence be 
shut down or converted into sub-stations, and leased to the supply 


. company. "This is the third contract of the kind made this year, 


says the Electric Railway Journal, the others being the Cleveland 
Railway and the Third Avenue (N.Y.) Railway. Only four years 
ago the first American contract of this kind was settled between 
the Chicago Traction Companies and the Commonwealth Edison 
Co., of Chicago. 

According to recent advices, a contract has just been closed for 
the electrification of the Butte. Anaconda and Pacific Railway, with 
a 2, 400-volt p c. system. Power will be supplied by the Great Falls 
Power Co. over a three-phase, 60- cycle. 50,000-volt transmission 
line to two sub-stations, one at Butte and the other at Anaconda, 
26 miles apart. At the sub-stations the voltage is to be stepped 
down to 2,300 volts, at which pressure the current will be supplied 
to synchronous motor-generator sets, each consisting of two 1,200- 
volt compound-wound commutating-pole р с. generators. and one 
2,300-volt, three-phase, synchronous motor. "The generators will be 
arranged to operate in series to supply 2,400 volts to the trolley 
wire.- - ower, 


Wardle,—A deputation of the D.C. bas been appointed 
to wait upon the Rochdale Corporation Tramways Committee, to 


ascertain on what terms it will extend the electric tramway along 
Wardle Road. 


York,— The B. of T. has sanctioned the extension of the 
tramway system to Queen Victoria Street. This will serve the 
populous South Bank area, and will incidentally furnish an alter- 
native route to the racecourse, the new terminus being a few 
hundred yards from the back of the grand stand. 


TELEGRAPH and TELEPHONE NOTES. 


j j 

France,—Telephone facilities are being actively installed 
throughout France, the Consuls-Général of the several departments 
voting sums of money forthe purpose almost daily. In the Depart- 
ment of the Aisne, 550,000 fr. have been recently so voted ; Vosges, 
485,000 fr.: Deux-Sèvres, 101,500 fr.; Aube, 100,000 fr.; Puy-de- 
Dome, 80,000 fr.; Eure, 44,610 fr.; and Yonne, 46,530 fr.— La 
Lumiere Elect rique. 


German Colonial Cables.—It is stated that the 
German South American Telegraph Co., which laid in 1909 and 
1910 а cable from Emden ria Teneriffe to Monrovia, Liberia, on the 
West Coast of Africa, and which extended the cable from Monrovia 
to Pernambuco in 1911, proposes to continue the cable from Mon- 
rovia to Togoland, then to the Cameroons and subsequently to South- 
West Africa. By this means the three Colonies would obtain a 
direct connection with Germany, whereas at present they are 
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dependent upon British cable communications. The landing place 
is to be at Lome, in Togoland, and at Duala, in the Cameroons. 
According to the company's contracts with the Government, the 
cable to the Cameroons has to be completed by February Ist, 1913, 
at the latest, whilst that to German South-West Africa will pre- 
sumably be carried out by April Ist, 1919. The expenditure on the 
Cameroons cable is estimated at £317,000. 


Telephone Inquiry.—At the (Congress held at New- 
castle-on-Tyne last week, a resolution was passed almost unani- 
mously demanding that a systematic inquiry into the working of 
the telephone service should be instituted as soon as the arbitration 
proceedings between the Post Office and the National Telephone 
Со. were completed. The Deputy-Mayor of Newcastle stated that 
of 100 local calls that he had made, no fewer than 62 were inter- 
rupted, and 49 were cut off before completion of the conversation. 
On no occasion did he get through within one minute, It was 
estimated that the service was 20 per cent. slower since the Post 
Office took over the system. Other delegates corroborated the 
complaints of bad service. 


Walsall.— The town clerk and tramways manager have 
come to an arrangement with the Postmaster-General for insulating 
a number of the Government's wires which cross the Corporation 
trolley line. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Ashton-under-Lyne.—eptember 24th. Installation of 
intercommunication telephones between the departments at the 
Union Othces, for the Board of Guardians. Mr, 6, Н. Partington, 
Clerk. 


Australia, — New SOUTH  WaLks.—September 25th. 
Trunk line switchboard, for the P.M.G.'s department. See Official 
Notices August 23rd. 

October 2nd.— N S.W. Government Railways. Six 1,000-Kw. 
gub-station units to specification No. 357. Specification (10s.) from 
Electrical Engineer s Office, 61, Hunter Street, Sydney. 

October 16th. — N. S. W. Government Railways. Two 5-ton 
electrical ly-driven travelling cranes, for the Randwick workshops. 
Specification No. 355 (5s.). Electrical Engineer's Office. as above. 

SOUTH AUSTRALIA. — October Ist. Telephone switchboards at 
Unley, Adelaide, for the Postmaster-General’s department. See 
"Official Notices August 23rd. 

October Ist. — Telephone switchboards at Norwood, for the 
P.M.G.'s department. See "Official Notices " August 23rd. 

October 22nd.— Telephone switchboard at Port Adelaide, for the 
P.M.G.'s Department. See "Official Notices September 13th. 

October 23rd.—100 common-battery table telephones, for the 
P. M. G.'s Department. See Official Notices September 13th. 

VICTORIA. October 2d. Two vertical sets of electrically-driven 
rotary pumps, for the Melbourne City Council. See Official Notices " 
August 16th. 

October 22nd. Fourteen sections of common-battery multiple 
switchboard, for the P.M.G.'s department. See Official Notices 
September 13th. 

WESTERN AUSTRALIA.—November 5th. Telephone switch boards 
to Stores Schedules 222 and 223, for the P.M.G.'s department, Perth. 
See Otficial Notices to-day. 


Austria.— VIENNA. — November 30th. Plans are re- 
quired for the erection and operation of an electrically-worked 
municipal central clock installation. Particulars, Magistratab- 
teilung V, Vienna. 

TRIESTE.— September 23rd. Twelve cranes of 1,500 kg. capacity 
are required for the Molo della Sanità, Half must be delivered 
comp'ete ready for erection within 6, and half within 12 months. 
Particulars from the Technische Abteilung der k.k. Lägerhauser, 
Trieste. 


Bulgaria. — October 17th. The District Administra-, 
tion of Finances in Sofia is inviting tenders for the supply and 
erection of the mechanical and electrical plant required in con- 
nection with the power transmission installation to be laid down at 
the State collieries at Pernik. 


Costa Rica, — December 9th. Tenders are invited 
for the building and working of an electric tramway between 
Alajuela and Grecia, a distance of 18,100 m. Particulars from the 
Secretaria de Fomento, San José. 


Dundee,.—September 231d. Electric lighting at Carolina 
Shed, for the Harbour Trustees, Particulars from General Manager 
of the Dundee Harbour Trust. 


Gravesend,— September 2 1st. 
for the Corporation electricity works. 


Small coal (2,500 tons) 
The Electrical Engineer. 


Halifax, — September 24th. Electrical ‘fittings for six 
е for the B. of G. Mr. A. T. Longbotham, clerk, 4, Carlton 
reet, 


Isle of Thanet,—General stores for a year, for the Isle 
of Thanet Electric Tramways and Lighting Co., Ltd. See Official 


, Notices " to-day. 


Large Conduit Order.—One million feet of conduit, 
with accessories. See Official Notices September 13th. 


Leeds,— October «th. The Tramways Committee of the 
Corporation invites tenders for the supply and erection of a steel 
building at the permanent way depot, Leeds. Mr. J. B. Hamilton, 
general manager. 


Liverpool.— September 24th. Electrical supplies for a 
year, for the West Derby B. G. Mr. H. P. Cleaver, Clerk, Brougham 
Terrace. 


London.—1,.C.C.—September 24th. Electric spark gaps 
in brick cella for aub-atationa. See Official Notices” August 24rd. 

HAMMERSMITH.—September 25th. А.С. motors, for the Corpora- 
tion. See Official Notices September 13th. 

HaAckNEY.— Tenders are to be invited for the supply of 100,000 
pairs each of white open-type arc lamp carbons and yellow tlame 
arc lamp carbons. 

FvLHAM.--September 25th. 5.000 tons of nutty slack coal, for 
the B.C. See "Official Notices " to-day. 

SOUTHWARK. October 2nd. 440 yd. or 880 yd. of ‘1 x 05 x 1 
and 440 yd. ог 880 yd. of 05 x ‘03 х '05 cable, for the B.C. See 
" Otticial Notices " to-day. 


Lossiemouth.—^eptember 28th. Gas producer plant, 
engines and dynamos, battery, crane, overhead mains and public 
lamps, for the T.C. See "Official Notices " September 6th. 


Manchester, — October Ist. Permanent way points, 
tongues, and hardened steel centres, for the Tramways Committee. 
Specifications and forms of tender (£1 18, returnable) from Mr. 
J. M. McElroy, general manager. 


Turbo-generator, con- 
See "Official Notices " 


Mexborough. — October 5th. 
denser and switchgear, for the U.D.C. 
September 13th. 


Nuneaton,—Neptember 30th. Cast-iron and steel pipe- 
work, valves and accessories, for the Corporation. See Official 
Notices to-day. 


Sweden, — October 15th. Tenders are invited for 
machinery required at the Porjus Power Works, viz :-- (1) Electric 
lift for passenger and goods, with & carrying capacity of 1,000 
kilogs: (2) two electrically-driven oil pumps. each with a pumping 
capacity of 100 litres of oil per minute, or 200 litres as an alter- 
native at a drawing height of 22 metres: and (3) three electrically- 
driven water pumps, each with a pumping capacity of 1.500 litres 
of water per minute at a total drawing height of 20 metres. Par- 
ticulars from“ Fórestandaren, Kungl. Vattenfallstyrelsens Elektrc- 
tekniska Byra,” Stockholm. Specifications, «c. (in Swedish), 
together with drawings, may be seen at the Commercial Intelli- 
gence Branch of the Board of Trade, London, E.C. 


Taunton,—The T.C. invites tenders for 2,500 tons of 
steam coal for the electricity works, Particulars fron the electrical 
engineer, Mr. À. J. Howard. 


Watford,—September 30th. The U.D.C. is inviting 
tenders for one electrically-driven pumping plant. Specifications 
and forms of tender (£2 returnable) from Mr. D. Waterhouse, 
Engineer and Surveyor, Watford. 


CLOSED. 


Aberdare,—The U.D.C. has accepted the tender of the 
Lancashire Dynamo Co., Ltd., for electric light plant, at £4,439, and 
that of Messrs. Wm. Griffiths & Co., Ltd.. for the construction of 
the new electric tramways, at £15,870. On the advice of Mr. 
Sellon the Sandberg rails are to be made by the Phwnix Co., of 
Belgium. 


Ashton-under-Lyne.— The Electricity Committee has 
accepted the following tenders :— 


Goodbrand & Co.—One fuel economiser. 

Nichols Bros.—' T wo boiler feed pumps. 

British Westinghouse Electric Co.— Converting machinery. 
Dempster & Co.—Coal-handling plant. 


Bexley.—The U.D.C. has accepted the tender of the 
British Insulated and Helsby Cables, for cable, at £95, for the 
extension of the mains to Halfway Street, 


Bolton.—The B. of G. has accepted the tender of the 
Austin Motor Co., Ltd.. at £445, for a motor ambulance. 

The Watch Committee of the T.C. has accepted the tender of 
Mr. B. Bleasdale, of Bolton, for electrical fittings. 


British Columbia,—The contract for the construction 
of the big dam at Jordan river, B.C., for the British Columbia 
Electric Railway Cu.. has been awarded to the Puget Sound Bridge 
and Dredging Co., of Seattle. The dam will be 800 ft. long and 
115 ft. deep, and will be modelled after the Ambursden type of 
reinforced concrete structure. 
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Australia, — According to the Australian Mining 
Standard. the Prahran-Malvern (V.) Tramway Trust has accepted 
the following tenders in connection with tramway extensions to 
Kew, Hawthorn, Malvern, Caulfield and St. Kilda :— 

Special work (points and crossings).--Messrs. Edgar Allen & Co., £8,875. 

Overhead construction and erection, feeders, cables, &c.—British Insulated 
and Hesby Cables, Ltd., £10,797. 

The same contemporary says that tenders have been accepted by 
the Postmaster-General in connection with telegraphic and tele- 
phone branches of the department, amounting to £70,000, and 
including the following :— 

Hoffmann Brick and Potteries, Ltd., Melbourne.-- 24,771 glazed earthen- 
ware conduits, ых ducts, at 3s, 34d. each, 44, 076: and 61,621 conduits, 
four ducts, at 28. Эда, cach, £5,914, 

Callender's Cable and Construction Co., Ltd., through Noyes Bros.— 
104 miles of cable, £3,569; 11 miles paper- insulated lead-covered cable, 
£2,629, 

James Miller & Co.—45,060 Ib. of twine, £1,932. 

India-ltubber, Gutta-Pereha and Telegraph Works Co., Mclbourne.— 
Brushes, speiders, zines and cells, 4789. 

A. J. Sage & Co.— 6,460 cells, £669. 

British Insulated and Helsby Cables, J.td.— Copper tapes and bronze and 
copper wire, £34,202. 

W. T. Honley's Telegraph Works Co., Ltd.—30 miles paper insulated lead- 
covered cables, 47,170. 


Brighton.—The B.G. has accepted the tender of Mr. 
H. J. Galliers, of Brighton, for electrical fittings, at £42. 


Croydon,—The Infirmary Committee of the Guardians 


has provisionally accepted the tender of Messrs. Waygood, at £647, 
for the installation of two electric lifts at the infirmary. 


France,—The Compagnie des Chemins de Fer de l'Etat 
have just placed orders for 80 motor-cars for service on the Paris 
suburban lines, with the Ateliers du Nord de Ia France, and for 20 
with the Compagnie de Chemins de Fer d'Ivry. The price per 
motor is 133,000 fr. The orders for electric equipment (cables. 
controllers, lighting and heating apparatus, &c.) were shared 
between the Thomson-Jiouston Co. and the Ateliers de Con- 
structions Electriques du Nord et de l'Est. 


Government Contracts, nders have 


been accepted during the past month by the Government depart- 
ments named :—- 


ADMIRALTY, CONTRACT DEPARTMENT. 
Breakers and contactors.— Whipp & Bourne. 


INDIA OFFICE, STORE DEPARTMENT, * 


Apparatus.— Marconi's Wireless Telegraph Co. 

Cnble.— Siemens Bros. & Co. 

Dynamo, &c.—J. Stone & Co. 

Telephones, ќе. - Pccl-Conncr Telephone Works, Ltd. 


CROWN AGENTS FOR THE COLONIES. 


Train lighting cells.—Chloride Electrical Storage Co., Ltd. 

Electric dock crane.— Babeeck & Wilcox, Ltd.; Stothert & Pitt, Ltd. 
Telegraph poles. — Bullers, Ltd. 

Telephone switchboard.— Western Electric Co., I.td. 


H.M. OrricE СР Works, 


Elcctric lamps.— A. E.G. Electric Co.; Radium Electric Co.: Pope's Electric 
Lamp Co., Ltd. 


GENERAL Post OFFICE. 


Protective apparatus.—The British L. M. Ericsson Manufacturing Co., T.td. 
Telegraphic upporatus.—'The Gell Telesraphic Appliances Syndicate, Ltd. 
Telephonic apparatus.—London Electric Wire Co. and Smiths, Ltd.: 
Automatic Telephone Manufacturing Co., Ltd.; The British L. M. 
Ericsson Manufacturing Co., Ltd.; Siemens Bres, & Co., Ltd.; 
Western Electric Co., Ltd.; British Insulated and Helsby Cables, Ltd. 
Telegraphic cable. —Bienens Bros. * Co., Ltd.; Western Electrie Co., Ltd. 
.Telephonie do.—Western Electric Co., Ltd.: Johnson & Phillips, Ltd.: 
London Electric Wire Co. and Smiths, Ltd. British Insulated and 
Helsby Cables, Ltd.; Callender's Cable and ConltPuetion Co., Ltd. 

Dry cells.—Siemens Bros. & Co., Ltd. 

Farthenware ducts.—Albion Clay Co., Ltd. 

Insulators.---J. Bourne & Son. 

Telegraphic ironwork.— T. W. 
Cotterill, Ltd. 

Wheatstone telegraph paper.—Waterlow & Sons, Ltd. 

Zinc rods, —Eyre smelting Co., Ltd. 

Telegraphic wire. ` Shropshire Iron Co., Ltd.; Dorman, Long & Co., Ltd. ; 
R. Johnson & Nephew, Ltd. 

Four electric lifts, S.W. District Office, London.—Medway’s Safety Lift Co. 

Lattice masts, Wireless ‘Telegraph Station, St. Just, Cornwall.—R. W. 
Blackwell & Co., Ltd. 

Telephone exchange equipment, London (Brixton, S. W., Gerrard Exchange, 
W., and Walthamstow, E.), Liverpool (Bootie) and ‘Glas :gow (Hillhead). 
—Western Electric Co., Ltd. 

Do., Burrow-in-Furness.—Peel-Conner Telephone Works, Ltd. 

Do., Post Office, Sulisbury.—Pcel-Conner Telephone Works, Ltd. 


Lench, Ltd.; Bullers, Liüd.; F. W. 


Halifax.— The Guardians have accepted the tender of 
the General Electric Co., Ltd., for the supply of a portable X- ray 
switchboard to work coils at the Halifax Hospital; also for a tube 
stand, with attachments. 


lloughton-le-Spring.—The R. D.C. has а Е Ше 
tender of Messrs. S. Stobart & Co., of Newcastle-on-Tyne, for the 
installation of the electric light at the hospital, at £32. 


India.—Messrs. Crompton & Co, Ltd. have entered 
into a contract with the Nagpur Electric Light and Power Co., 
Ltd. for a complete plant to generate and supply electricity in 
Nagpur. Tbe contract includes generating plant, about 13 miles 
of cable for the street lighting, and 600 street lighting bracketa. 


Llandrindod Wells.—<A contract for four “ Веппів” 
high-duty smokeless and gritless coking stokers and self-cleaning 
compressed.air furnaces, for Lancashire boilers, has been placed 
with Messrs. Ed. Bennis & Co., Ltd. by the Llandrindod Wells 
Electric Power and Lighting Co. 


London,—SuHoreEpDITCH.~-The B.C. has accepted the 
tender of Messrs. Siemens Bros. & Co., Ltd., for reinsulating with 
paper and lead a quantity of old rubber-insulated cable, at £189 per 
mile for 15 cable, and £278 per mile for 25 cable. 

BERMONDSEY.—The B.C. has accepted the tender of Messrs. 
Davidson & Co., Ltd., at £20, for the supply of an electric fan. 


Luton.— The T.C. has accepted the tender of the British 


Westinghouse Electric and Manufacturing Co., Ltd., for a 500-K W. 
converter and transformer, at £1,246. 


Malvern.—The U.D.C. has accepted the tenders of the 
South Wales and Cannock Chase Coal Co., Ltd., and Mr. W. A. 
Thompson, of Malvern, for coal for the electricity works, 


Newport (Mon.),—The Electricity and Tramways Com- 
mittee of the T.C. has accepted the tender of Messrs. Edgar Allen > 
and Co., Ltd., for special track work for the tramways, at £665. 


Paisley.— The Electricity Committee has accepted tenders 
for coal as follows :—Messrs. James Wood & Co., 2,500 tons View- 
park coal, at 12s. 7d. per ton ; 2,000 tons Bothwell Castle coal, at 


128. 9d. per ton; and 2,500 tons Greenfield coal, at 13s. 04d. per 
ton. 


Rochdale.— The Corporation has accepted the tender of 


Messrs. W. T. Glover & Co. for the supply of cable to the electricity 
department for the next 12 montha. 


Rosario.— Тһе municipality has receiv ed the following 
tenders for the supply of arc lamp carbons :— 


Cia. India-rubber . . &16,450 


Buxton, Casini & Co. .. 819.480 
Siemens, Schuckert 18,135 


Cia. Industrial de Eloctricidad 17,880 
ter icio of the River Plate. 


Rotherham,—The Corporation has accepted the tender 


of the Reason Manufacturing Co., Ltd., for the next year's supply 
of electrolytic meters. 


Southampton.—The T.C. has accepted the tender of Mr. 
J. Douglas, at £879, for carrying out alterations and additions to 
Portswood tramcar depot. The following tenders bave been 
accepted for supplies of coal to the electricity department :— 


Bradbury, 8on & Co., Ltd.—1,500 tons Newbury, 19s. 9d. per ton, and 
2,060 tons Tamworth, 16s. 1Cd. per ton. 

J. R. Wood & Co., Ltd.—2,250 tons North Country, 14s. Id. per ton. 

Phienix Wharf and Coal Co., Ltd.—2,250 tons North Country, 145. 14. per 


ton 
Myers, Nose & Co., Ltd. — 2, 800 tons Gedling, 16s. 9d. per ton. 


Wallasey.— Тһе Sun Evaporator Co., Ltd., are supplying 


superheaters and evaporators to the electricity works, and the 
Davenport Engineering Co. & water-cooling tower. 

The offer of Messre. Hanchett, Burnett & Co. has been accepted 
for new transformer windings. 


Walsall.— The tender of Halley's Industrial Motors, 


Ltd. has been accepted by the T.C. for the eupply of a 34-H. P. 
motor tower wagon. ` 


Warrington.—The B. of G. has accepted the tender of 
Mr. Harry Rogers for electrical requisites. 


FORTHCOMING EVENTS, 


— 


North-Eastern Ccunties Electrical Exhibition.—Open daily to Saturday, September 
28th inclusive. At the Exhibition Hall, St. Mary's Place, Newoastle-on-Tyne. 


Municipal Tramways Association Conference and Exhibition. — At West Ham. 
Wednesday, September 25th, to Friday, September 37th. For programme 
see our issuc of August 29rd, page 305. 


Roumanian 011 - Well Fire and Electricity.—In 
connection with the fire which occurred last month in the Moreni 
oilfield, the Government Inspector reports that it was due to & 
spark from an electric motor,and advises that electricity should be 
forbidden as a motive power in oilfields, on the ground that electric 
motors as commercially supplied are so imperfect that they must 
produce sparke, either directly or through accessories, and that these 
sparks have often caused fires. The Inspector's recommendation is 
already arousing great opposition from those aware of the many 
advantages of electrical installations on oilfields, and it is not likely 
to be adopted without grave consideration. The success hitherto 
attained by electric motors has been based partly on the absence of 
fire and sparks inseparable from a boiler installation, and for 
lighting a derrick and buildings electricity has a positiveadvantage 
in being lees dangerous as regards fire than any other source of 
artificial light. Moreover, the recommendation, if carefully read, 
does not condemn electric motors, but only imperfect ones supplied 
commercially, The remedy would appear to be a higher class of 
goods. 


. 
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NOTES. 


— ee —— ——аь 


Miners’ Safety Lamp Tests.—Particulars have been 
issued by the Home Office regarding tests which miners’ safety 
lamps should pass in order to be admitted to the list of approved 
lamps in accordance with Sec. 33 of the Coal Mines Act, 1911. The 
Committee appointed to deal with the matter does not propose that 
each individual lamp used in a coal mine shall be tested, but that 
. no lamp shall be adopted that does not conform in all particulars 
with an official specification which is the outcome of the oftticial 
test. In the case of an electric lamp, it is to be dropped, complete 
with ite glass, from a height of 6 ft. upon a wooden floor five times 
in succession. A different glass is to be employed each time, and 
not more than one broken glass is to be permitted in the five testa. 
If two glasses break the lamp is to undergo five more tests, and if 
the glass breaks in two of these it will be held to fail. The test 
will be carried out with the battery removed and a dummy of the 
same weight substituted. The lamp should give not less than 
14 С.Р. after 10 hours’ ое, and, as regards the danger of causing 
explosion, it will be.tested by having the light switched on and off 
while it is in an explosive mixture. Another requirement is that no 
liquid shall escape from the battery when the lamp is turned upside 
down. The Committee thinks it desirable that the light should be 
well distributed outside the lamp, and that & movable reflector 
should be provided to concentrate or shield the light at will. 

The Home Office station at Eskmeals, Cumberland, is now open 
for the reception and testing of lamp». Under Sec. 33 of the Act, 
after January lst next no safety lamp must be used by any person 
employed in a mine, unless it is of a type for the time being 
approved by the Secretary of State. Instructions as to the sub- 
mission of lamps to the official test are given in a memorandum, 
which can be obtained on application to the Home Ottice.— 7! тез, 


Glover's Almanac.—In the sheet for September 8th an 
extract from the Journal of the I. E. E. on the subject of meter 
errors is attributed to Mr. C. Ashmore Baker, of Westminster, who 
writes pointing out that the words used are, as a matter of fact, 
those of Mr. Charles Alfred Baker, of the London County Council, 
to whom the credit should be given, 


Educational Notes. —University COLLEGE, LON DboN.— 
In connection with the opening of the Session, the Provost, the 
Dean and the Vice-Dean in the Faculty of Engineering will attend 
from 10 a. m. to 1 p.m. on Monday, September 30th, and Tuesday, 
October lst, for the purpose of giving advice and information to 
students entering the College. 

Prof. J. A. Fleming will give & public introductory lecture on 
“The Sources of Energy Available to Man," on Wednesday, October 
9th, at 5 p.m. Dr. Dugald Clerk, F.R.S., will preside at this 
lecture. 

L. C. C. School or BUILDING.—The session opens on September 
23rd. 

BATTERSEA POLYTECHNIC.—The new session commenced on 
Tuesday last. Full day and evening courses are provided in science 
and engineerirg, and «tudents attending the Polytechnic may be 
registered as iuternal students of the University of London. Inthe 
Electrical Engineering Department & new course in Electric 
Lighting and Illumination will be held, and new equipment is 
being provided in connection with the subject of Electric Traction. 

BOROUGH POLYTECHNIC INSTITUTE, LONDON, S.E.—The Poly- 
technic reopens on September 23rd for courses in electrotechnica, 
electric wiremens work, electrical design and workshop drawing. 
See our advertisement pages to-day. 

MUNICIPAL TECHNICAL INSTITUTE, WEST Ham. E.—Notice is 
given in our advertisement pages to-day regarding day and evening 
courses in electrical energy. 

THE TECHNICAL COLLEGE, FINSRURY.—The evening courses in 
electrical engineering begin on September 20th. The lectures of 
the advanced courre on Monday evenings will be given by Prof. 
Silvanus P. Thompson during the autumn term on dynamo and 
motor design and on alternating-current work; after Christinas a 
special course of lectures on alternating-current motors will be 
given by Mr. J. K. Catterson-Smith. On Wednesday evenings, 
commencing October 2nd, Prof. Thompson and Mr. Howgrave- 
Graham will lecture on magnetism, electric measurements, illu- 
mination, &c. In the Mechanical Department, in January, Mr. 
Wimperia will deliver a special course of lectures on The Applica- 
tion of Power to Load Transport.“ 


Electric Lighting Plant Valuation.— Mr. Edwin 


Bolton, Carbrook, Larbert, presiding over the Valuation Appeal 
Court for the western division of Stirlingshire last week, heard 
an appeal by Sir Walter Menzies, M. P. Culcreuch, Fintry, against 
the valuation of £20 placed on a workshop and sawmill and £15 
on an electric lighting plant. According to a reportin the Glasyow 
Daily Herald Sir Walter was not 'epresented at the Court, but he 
sent a letter, in the course of which he said that after some dis- 
cussion at the Parish Council meeting he had agreed to the valua- 
tion of the workshop and sawmill being placed at £16. With 
reference to the electric lighting plant, this was installed in 1895, 
and had always been considered as part and parcel of the old mill 
building. Mr. Barr, the assessor, explained that Sir Walter now 
used the plant for supplying light not only to his own house but 
also to а neighbouring residence, and this, of course, made him 
liable to valuation. Mr. R. A. Hill, writer, Stirling, thought Sir 
Walter ought to have been represented at the Court if he wished to 
oppose the finding of the assessor. The Court ultimately decided to 
dismiss the appeal, 


f 


In Memory of Ebenne Lenoir.—The little town of 
Mussey-la-Ville (Luxembourg) was en / {е recently. the occasion 
being the inauguration of a commemorative plaque on the house in 
which the late M. Ebenne Lenoir, one of the pioneers of the gas 
engine. was born in 1522. 


Institution and Lecture Notes, — III. MINA TIN H BN- 
GINEERING SOCIETY, U. S. A.— The sixth annual Convention of this 
Society was opened on Tuesday, leth inst., at Niagara Falls, Ont.. 
and was to close yesterday. Many papers on yas and electrical 
illumination were down for reading. 


Appointments Vacant, — Electrical engineer, for the 
Liverpool City Council (£1,000); shift engineer, for the City of 
London Asylum, Dartford (348.) : instructor for electric wiremen's 
classes, for the Wimbledon Technical Institute. See our adver- 
tisement pages to-day, 


Annual Outings.—The employés of Messrs. Elliott Bros., 
electrical engineers, held a most enjoyable outing on September 7th. 
A special steamer left Greenwich Pier at 2.30 for Kew, where tea 
was partaken of, the return trip being made at 8 oclock. During 
the afternoon, the swimming club held their j-mile championship 
race from the Queen's Head,’ Mortlake, to Barnes Bridge. for the 
challenge shield and medals for the first three competitors finishing 
the course. Over 300 employés took part in the outing, which was 
organised and carried through by the Amusements Committee, 
acting in conjunction with the Swimming Club. 

On Thursday, September 12th, the staff and workpeople of 
Messrs, J. Н. Heathman & Со, had their annual river trip. Over 
100 of the staff and friends assembled at Richmond, and proceeded 
by launch to Hampton Court, where a stop was made to visit the 
gardens; afterwards they went on to Laleham. During the trip an 
excellent luncheon and tea were previded, while music ber uiled the 
fleeting hours, Fortunately, excellent weather prevailed, making 
the trip most enjoyable. From a short speech made by Mr. 
Heathman, as Richmond was reached on the return journey. we 
rather that the recent fire caused very little disturbance at the 
factory, thanks, as he said, to the way in which bis efforts had 
been seconded by the staff and workpe»ple. 

The annual outing of the employs of Messrs. Stegmann & Co., 


of Clapham Junction, S.W., took place on Saturday, August 315%, 


to Scuthend. 


Copper.— The relationship of supply to demand in the 
copper market is discussed by the writer of an article in the 
Financier of September 5th. He quotes the National Conduit and 
Cable Co. (U.S. A.) to the effect that. although that market has not 
been so active recently, there is every reason to anticipate a 
continuance of high prices. "The very cheap lots to be had in July 
have mostly disappeared. The Copper Producers’ Association shows 
a marked increase in refinery production. This increase is given as 
6,700 tons (July over June). At this rate, the production of 
marketable copper for the year 1912 would be in the neighbourhood 
of 735,000 tons, an increase of 95,500 tons on 1911. The London 
market is, on the whole, strong. A good share of recent activity 
came from bull covering. Germany, as usual appears to be 
absorbing copper on a heavy scale, and English manufacturers are 
also said to be booking good orders. 


Fatality.—A correspondent reports that an apprentice at 
the Sheffield works of the Provincial Motor Cab Co. was killed on 
Tuesday. He took hold of a displaced electric conduit pipe which 
contained a live wire. and he was unable to release his hands. Hear- 
ing his shrieks, the workpeople rushed to his assistance, but they 
had to sever the pipe before the lad's hands could be loosened, 
The flesh was burnt to the bone. He was in a state of collapse, and 
was hurried to the hospital, but he died before medical aid could 
be given. 


The Extraction of Nitrogen.—The commercial success 
of urdertakings engaged in the extraction of nitrogen from the 
atmosphere is claimed to have hitherto been dependent upon the 
possession of large water-powers able to yield cheap power, and for 
this reason Norway is the centre of the industry. On the other 
hand, water-power in Sweden is said to be costly, and there is only 
one works—the Stockholm Superfosfat Fabriks A.B.—which is 
based upon the use of water-power. In this connection it is 
reported from Gothenburg that Mesers. Bjorne and Torsell, Swedish 
engineers, come time ago devised a different process for the extrac- 
tion of nitregen from the atmosphere, whereby the use of water- 
power is declared to be made of subsidiary importance. A company 
was formed in Gothenburg a year ago, under the title of the Kvafvein- 
dustri, for the purpose of working the method, and the results 
obtained by the experimental works have proved satisfactory. 
It is now intended to erect a large factory for the working of the 
process on a considerable scale. 


Legal Query.—The following paragraph, received after 
part of this issue bad gone to press, should be added at the end of 
our "Legal Query" column, page 480 (reply to Lex ") :—There 
does not appear to be any statute or decision which bears upon the 
latter part of the question—namely, Is a 1o:al authority obliged to 
publish the amounts of tenders made. or to disclose them to any 
ratepayer who may apply for the information! The statute 
merely provides that tenders shall be advertised for; but it docs 
not go on to state that the results of the advertisement shall be 
made public, or that a ratepayer may demand the information. 
Nor can it be said to be the general duty of a local authority to 
disclose information of this kind, because it is common practice in 
statutes relating to local government to provide that certain 
information shall be at the disposal of ratepayers on payment of 
specified fee», 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, te keep readers of the 
ELECTRICAL REVIEW posted ах to their movements, 


Central Station Officials.— From an Irish paper we 
gather that MR. R. B. GRANGER, borough electrical engineer of 
Limerick, has resigned his position. A successor is to be appointed 
within two months ; the candidates at the time of Mr. Granger's 
appointment are to be asked to send in applications, the qualifying 
examination toapply. Intending applicants may, with advantage, 
read the Limerick Chronicle, of September 7th. Mr. Granger has 
only recently taken up the Limerick appointment, in fact the 
Paisley Electricity Committee has just sent him a letter apprecia- 
tive of his services, and is discussing the appointment of his 
successor at Paisley. 

The Islington Electric Lighting Committee have resolved to 
recommend to the B.C. that an honorarium of five guineas shall be 
presented to each of the under-mentioned officials as a recognition 
of their promptitude in extinguishing the fire on the switchboard 
at the electricity works on Monday, 9th inst., and for the expeditious 
manner in which they succeeded in restoring the normal supply in 
the borough :—Mn. M. J. ALLWARD, station superintendent ; MR. 
T. A. G. MARGARY, mains superintendent: Mr. Cuas. F. WADE, 
engineer-in-charge ; Мк. Sr. CLAIR COMPTON, assistant engineer-in- 
charge; and Мв. J. B. PALMER, representative of the British 
Westinghouse Co., who is in charge of the constructional work on 
the new switchboard which was very seriously damaged by the fire. 

Mr. H. W. LAWRENCE has left the Newcastle-on-Tyne Electric 
Supply Co. to take up the position of station superintendent under 
the Sudan Civil Service, and will be stationed at Khartoum. 

The Battersea B.C. has appointed MR. FREDERICK TYRRELL as 
commercial assistant to the electricity undertaking. 

The note which appeared in our last issue referring to " Mr. 
Alfred Wm. Barnett, chief electrical engineer &t the Ocker 
Hill generating station,“ should have read MR MM. A. BARNETT, 
shift engineer at the Ocker Hill station," the latter gentleman 
being the recipient of various presents on the occasion of his 
marriage to the lady mentioned. The error on the part of our 
correspondent, for which we offer our apologies, is to s»me extent 
explained by the similarity of the names and occupations of the 
gentlemen referred to. 

On the occasion of his marriage, Mr. L. DE Rome, of the 
Keighley Corporation electricity staff, has been presented by his 
colleagues with a barometer and three flower vases. 

Mr. C. H. THOMAS, who is leaving the Stoke-on-Trent electricity 
works to take up a position with the Llanelly Electric Power Co., 
under Mr. P. J. S. Tiddeman, the former chief at Stoke, has 
been presented by his colleegues with a dinner service and pair of 
vases. 

The Worcester T.C. has increased the salary of Mr. RONALD 
SMITH, chief assistant at the electricity works, from £156 per 
annum to £167, with a further annual increase of £11 for three 
years, Small increases have also been given to MR. E. PAGE, 
station superintendent, and Mk. H. SMITH, shift engineer. 

The staff of the Exeter City Electricity Department have presented 
a barometer to Mr. R. C. ToTHILL, late official canvasser for the 
department, on his resignation. 

The Harrogate T.C. has been recommended by the Lighting Com- 
mittee to increase the salary of the borough electrical engineer by 
£50 à year. 

Mr. GEo. D. MALCOLM, assistant mains superintendent at the 
Borough Electricity Works, Tynemouth, has been appointed dis- 
tribution engineer to the Stockton-on-Tees Electricity Depart ment. 

Мв. Н. W. WoLToN has resigned his position on the commercial 
staff of the City of Birmingham electric supply department to take 
up an appointment with the A.E.G. Electric and Manufacturing 
Co., Ltd., as their power representative for the Midlands. - 

Mr. E. SIMISTER, who had been offered an appointment at 
Salford, has decided to remain with the Bury electricity department 
as canvassing engineer, Ё 


Tramway Officials.— Mn. Cuas. BURGESS, tramway 
manager at Wigan, who had been appointed general manager of 
the tramways at West Hartlepoel, has been presented by the 
Corporation tramway staff and employés at Wigan, with an oak 
smoker's cabinet. 


General. — Mr. C. HAuILTON Wickes, H.M. Trade 
Commissioner for the Dominions of Canada and Newfoundland, 
has recently visited the works of the General Electric Co., Ltd., at 
Witton, near Birmingham, upon a tour of inspection, prior to his 
departure from this country to take up hia new duties. 

MR. H. J. LOUGHLIN, late of the British Westinghouse and the 
Chloride Electric Storage Companies, sails for Iquique, Chile, on 
the 25th inst., under a three years’ contract, to take up a position 
on the staff of J. K. Robinson. 

Мв. PERCY A. SANDERS, A.M.I.M.E., has been elected a director 
of the firm of Davey, Paxman & Co., Ltd. Mr. Sanders originally 
served his apprenticeship with the firm, and was for several years 
with the General Electric Co., at Schenectady, U.S. A., subsequently 
holding an important position with the British Westinghouse 
Electric and Manufacturing Co., Ltd., at Manchester. 

The following War Office appointment is announced in the 
London Gazette for September 13th:—" MAJOR ALGERNON H. 
DUMARESQ, Royal Engineers, to be Inspector of Electric Lights at 
the War Office, vice Lieut.-Col. E. C. Seaman, Royal Engineers," 


At Middlesbrough Parish Church on September 11th, the 
marriage took place of MR. Jas. ROBERT BEARD, of Newcastle-on- 
Tyne, and Miss Gertrude Robinson, second daughter of Councillor 
W. H. Robinson, of Middlesbrough. i 

The marriage took place at St. David's Church, Beaufort, on 
September 9th, of MR. Davip ARTHUR PRITCHARD, electrical 
engineer, of Westgrove, Pennsylvania, II. S.A., and Miss Marie 
Llewelyn, eldest daughter of the vicar of the parish, the Rev. D. J. 
Llewelyn. 

A Montreal paper states that, on 5th inst., Mr. W. D. MATTHEWS, 
a director of the Canadian General Electric Co., was eleoted vice- 
president. to fill the place of the late Mr. H. P. Dwight. The 
vacancy on the board caused by the death of Mr. Dwight has been 
filled by the appointment of Mr. F. Gordon Osler. 


NEW COMPANIES REGISTERED. 


Rural Districts Electric Undertakings, Ltd. (124,045).— 
Registered August 30th, by Herbert Smith, Goss, King & Gregory, 62, London 
Wall, E.C. Capital, £50,000 in £1 shares. Objects: To carry on business as 
electricians, mechanical engineers and suppliers of eleotricity for light, heat, 
motive power, traction, communication or otherwise, generators, accumu- 
lators, distributors and suppliers of electricity, to construct, lay down, 
establish, and fit all necessary power stations, cables, wires, lines, accumu- 
lators, lamps, and works. The signatories (with one share each) are :—W. R. 
Smith, 6, Lawley Street, Lower Clapton, N. E., solicitor's clerk; C. A. Warter 
Wilson, 5, Norfolk House Road, Streatham, S. W., clerk; C. Anning, Elleralie, 
Sylvan Road, Snaresbrook, clerk; J. Barnes, 7, Walcot Gardens, Kennington, 
B.E., accountant; H. I'Anson Jones, 62, London Wall, E.C., solicitor; F. D. 
Billett, 5, Blurton Road, Lower Clapton, N.E., clerk; W. R. Tompkins, 
Morecroft House, Brampton Road, St. Albans, clerk. Minimum cash sub- 
scription, 500 shares. The first directors (to number not less than two or 
more than seven) are O. H. Valpy, 86, Sloane Court, 8.W.; J. H. P. Berthon, 
16, Randolph Road, W.; E. H. Lyddon, 122, Bute Street, Cardiff; H. T. 
Harrison, 11, Victoria Street, S. W.; and 8. G. Leech, 91, York Btreet, West- 
minster, S. W. The two last named are managing directors; qualification, 
£100; remuneration, £50 each per annum (£25 extra for chairman). Registered 
oftice, 91, York Btreet, Westminster, 8.W. 


Universal Cable Code (Parent) Co., Ltd. (124.148).—This 
company was registered on September 6th, with a capital of £4,000 in 2,500 
7 per cent. cumulative preference shares of £1 each and 30,000 ordinary shares 
of 18. each, to produce, advertise and publish (yearly or otherwise) a publica- 
tion to be called the Universal Cable Coding System,“ and to adopt an 
agreement with C. Rutherford, The subscribers (with one share each) аге :— 
B. A. Biddulph, Па, Frederica Road, Chingford, superintendent ; Н. Horne, 61, 
Stanwick Mansions, West Kensington, W., superintendent. Private company. 
The number of directors is not to be less than twoor more than five; the sub. 
scribers are to appoint the first; qualification (except first director), £25; 
remuneration as tixed by the company. Registered office, Halton House, 
20-23, Holborn, E.C. 


Landis & Gyr, Ltd. (124.087).—This company was registered 
on September 3rd, with a capital of £2,000 in £1 shares, to carry on the busi- 
ness of electrical and general engineers, manufacturers of and dealers in all 
kinds of plant, machinery, engines, appliances, apparatus and implements 
used in connection with generation, distribution, supply, accumulation and use 
of electricity, Ke. The subscribers are: K. H. Gyr, Zug, Switzerland, manu- 
facturer of electrical apparatus, 400 shares; L. R. Lester, Rosemary Cottage, 
Chipstead, Burrey, engineer, 200 shares, Private company. The first 
directors are K. H. Gyr, L. R. Lester and H. Landis. Registered office, 24, 
Denman Street, S. E. : 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Electrical and Industrial Investment Co., Ltd. (122,256). 
Particulars of two series of £100,000 debenture stock, with interest at Б} per 
cent, and 44 per cent. respectively, and secured by trust decds dated August 
12th, 1912, pursuant to Sec. 23 (3) of the Companies’ (Consolidation) Act, 1904, 
the whole amount being now issued. Property: The company's undertaking 


. and property, present or future, Trustees: Electric and General Investment 


Co., Ltd. ` 


* Cedes” Electric Traction, Ltd. (109,698).— Return dated 
July 13th, 1912 (filed July 20th). Capital, £20,000 in £1 shares; 3,000 shares 
taken up; £3,000 paid. Mortgages and charges: Nil. 


Clontarf and Hill of Howth Tramroad Co.—The 
report of the directors for the year ended December 31st, 1911, 
shows a balance available for division of £1,279. It is proposed to 
pay a dividend for the past half-year at the rate of 3 per cent. per 
annum, with one shilling per share bonus out of the accumulated 
surplus profits over and above the dividends paid during the past 
five years, and to carry forward £279 to next account. An interim 
dividend at the rate of 3 per cent. per annum was paid in respect of 
the half-year ended June 30th, 1911. i 


Winnipeg Electric Railway Со. — Тһе directors have 
declared a quarterly dividend on the capital stock (exclusive of the 
recent issue of new shares) at the rate of 12 per cent. 


Russian Schuckert Co,—The accounts of this St. 
Petersburg company for 1911-12, after allocating £6,700 to depre- 
ciation, as against £6,600 in 1910-11, show net profits of £16,592, 
as compared with £15,070 in the previous year, A dividend at the 
rate of 5 per cent. has been declared, this contrasting with 4 per 
cent. in 1910-11. It is now proposed to increase the share capita] 
from £200,000 to £300,000 by the issue of new shares at the price of 
106 per cent. 


* 
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CITY NOTES. 
9 


Capital Expansion in Germany. 


THE board of the Rerlin-Hagen Accumulator Works Co. contemplate 
anincreaseof £200,000 in the ordinary share capital, thus raising it to 
£600,000. Although the present quotation for the shares exceeds 500 
per cent., the directors have decided to grant a considerable bonus to 
the shareholdera by offering them the new shares at par value. 
The company possesses practically a monopoly of the trade in 
Becondary batteries by reason of its agreements with the large 


manufacturing firms, and the dividend paid in 1911 was at the rate. 


of 25 per cent., as against 15 per cent. in the preceding year. 

The Siemens-Schuckert Works. whose ordinary capital of 
£1,500,000 is jointly held by the Siemens & Haleke Co. and the 
Elektrizitiits Gesellschaft vorm. Schuckert х Co., propose to make 
a fresh issue of £1,500,000 in +} per cent. obligations, which are 
to be taken over by a banking syndicate which has already applied 
for the admission of the loan on the Berlin Stock Exchange. ‘Two 
loans, totalling £2,500,000, are at present in circulation, and the 
further emission will increase the amount to £4,000,000. In addi- 
tion, the two proprietary companies have advanced 4 2,500, 000 in 
the form of a 6} per cent. non-terninable loan, so that the com- 
bined share and loan capital will soon amount to £11,000,000. No 
official statement has yet been issued regarding the purposes to 
which the loan is proposed to be devoted, and it is, therefore, 
assumed that the proceeds are intended to strengthen the financial 
resources of the company. At the same time, it has to be borne in 
mind that the company took over £425,000 of shares in the Berg- 
mann Electricity Works Co. a few months ago at the price of 110 
per cent. 

The directors of the Allgemeine Elektrizitäts Gesellschaft 
announce that they have under consideration the question of pro- 
posing an increase of £1,250,000 in the ordinary share capital at 
the general meeting in November. Presumably, the new shares will 
participate in the dividend as from July 1st, 1912, and be offered to 
the shareholders in the ratio of one new share for seven existing 
shares at the price of 210 per cent., whilst the balance remaining 
will be disposed of fur the account of the company. The augmenta- 
tion of capital is intended to maintain the liquidity hitherto pre- 
vailing, notwithstanding the very considerable extension of the 
works and the growing volume of business. This announcement 
had been expected for some time past, and the realisation of the 
scheme will raise the total share capital to £7,750.000. The pre- 
ferential right of subscription granted to shareholders represents 
£925,000, leaving £325,000 to be placed otherwise, and the total 
issue will produce over £2,500,000. It is calculated that the cash 
proceeds from the issue of shares since 1883 have yielded a 
premium of £4,250,000, inclusive of the impending emission, but 
leaving entirely out of consideration the large blocks of shares 
which have been exchanged for shares in other undertakings in 
the course of years. The ordinary capital expansion is illustrated 
by the following table :— 


Ordinary Price 
Year, share capital. of issue. 
1883 8 bee £250,000 — 
1887 : 600,000 122 per cent. 
1889 800,000 150 T 
1889 jas 1,000,000 165 " 
1895 € 1,100,000 165 » 
1396 PN 1,250,000 175 s 
1897 sie 1,750,000 190 T 
4 1897 eee „ә 2,350,000 — 
1899 MY iss 3,000,000 ` 200 „ 
1904 Te , 4,300,000 — 
1905 tvs 5,000,000 1942 „ 
1910 m 6,500,000 200 ^ 
1912 1,150,000 210 T 


The present price of the shares slightly exceeds 267 per cent. 
Apart from the ordinary shares the company has loan capital 
amounting to £4,000,000, of which £1,500,000 was issued last year, 
and the grand total represents the nominal sum of £11,750,000. 
During the past 12 months the company has entered upon 
numerous undertakings of various kinds, and the new issue of 
capital is presumably intended to provide funds so as to be ready 
for the future development of railways, overland central stations 
and other enterprises. 


— e et ri 


Dundee, Broughty Ferry and District Tramways 
Co., Ltd.—The profit for the year (including the sum brought 
forward from last yeur) after providing for interest on debenture 
stock, amounts to £5,471. From this there falls to be deducted the 
interim dividend on the preference shares for the half.year to 
January 31st, 1912, at the rate of 6 per cent. per annum, which 
absorbed £1,500, leaving a balance of & 3,97 1. The directors propose 
to deal with this sum as follows: — Final dividend on preference 
shares, £1,500; to renewals fund, £600; to sinking fund for 
redemption of debenture stock, £600; to pay dividend on the 
Ordinary shares at the rate of 21 per cent. per annum, £718; and 
to carry forward to next account, £552. Receipts for the year 
show an increase of £735, and the expenditure an increase of 
£470. 


Shawinigan Water and Power Co.— At a meeting on 


September 3rd the issue of $5,000,000- additional capital was 
authorised The capital stock is now $25,000,000. 


Li 


German Electrical Companies. 


The Kabelwerke Rheydt, after making provision for reserve and 


depreciation funds, proposes to pay 8 per cent, on the share capital 
of £250,000 for 1911-12. This result compares with a slight loss 
on the preceding year. 

Kirtings Elektrizitats Werke, A.G.. of Berlin, realised net profits of 
£15,500 in 1911-12 on an ordinary share capital of £150,000, as 
compared with £14,700 in the preceding year, and a dividend of 
8 рег cent. has been declared, as against 73 per cent. in 1910-11. 
This company owns and works various overland central stations 
whose business is constantly increasing, and the results are very 
satisfactory having regard to the class of stations in question. 

The Isaria Zihlerwerke. . H., of Munich. report a considerable 
increase in the volume of trade in 1911-12, although the pressure 
of competition caused sale prices to further decline. The provision 
made for depreciation is £6,800, as compared with £5,600 in 
1910-11, leaving net profits and balance forward of £15,300, as con- 
trasted with £15,000. A dividend of 10 per cent. has been declared, 
this being the same rate as in 1910-11, 

The accounts of Brown, Boreri & Co., of Mannheim, show that 
the sum of £27,000 has been allocated to depreciation in 1911-12, as 
contrasted with £21,000 in the previous year, the net profits being 
returned at £21,700, as against £17,500 in 1910-11. A dividend of 
5 per cent. has been declared on the share capital of £300,000, as 
compared with 4 per cent. in the former period. According to the 
directors report, the considerable increase in the production was 
solely responsible for the better results, as the improvement in prices 
was only slight and was more than equalised by dearer raw materials 
and advances in wages. The largest share of the total output was 
again taken by steam turbines, which had a greater sale. The 
departments for electrical machinery and apparatus were also fully 
employed, mainly with plant for mines and ironworks and allied 
branches, Very favourable results were obtained with the company's 
aystem of main shaft winding installations, and many fresh orders 
were received. The recently introduced safety and governing 
apparatus had met with special recognition and led to the hope of 
considerable orders in the new year. Ах to the future prospects, the 
report states that the company entered the present financial year 
with a large stock of orders, which will provide full employment 
during the year. 

The report for 1911-12 of the Wolfram Lampen А.б, of 
Augsburg, which has not paid any dividend since the undertaking 
was entablished in 1906, states that the company was compelled to 
make further reductions in prices in the second half of the year, 
in consequence of the action taken by several leading competitore, 
and trade competition has recently become aggravated, particularly 
in the export business, The introduction of drawn wolfram wire 
had aleo proved unfavourable to the company, as the working up of 
stocks bought at high prices, either resulted in a loss or yielded no 
profits. Employment was fairly satisfactory, and the turnover 
increased by 40 per cent, as compared with the previous year. 
The competition of the three principa] firms with drawn-wire 
filaments had been met by the invention of a new lamp. which has 
not a drawn filament, It is claimed that the metallic-filament of 
this lamp when in constant use, is more durable than a drawn 
filament, although the manufacture of drawn wolfram filaments 
has also been undertaken, aß it enables the cost of production to 
be considerably reduced. After placing the sum of £14,300 to 
depreciation in 1911-12, as compared with £11,500 in the preceding 
year, the accounts indicate a loss of £206,000, as against a loss of 
£4,200 in 1910-11. The reserve fund of £6,100 is drawn upon to 
meet a portion of the loss, leaving a large deficit to be carried 
forward. It is now proposed to reconstruct the company by 
reducing the share capital from £150,000 to £30.000, so as to 
extinguish the deficit and further provide for depreciation. and 
then to increase the capital to £60,000. 


Stock Exchange Announcements,—The Committee 
has appointed Thursday, October 3rd,& special settling day in 
Empire District Electric Co. fully-paid scrip for $1,500,000 first 
mortgage ò per cent. sinking fund gold bonds. 


British Insulated and Helsby Cables, Ltd.— 


According to a financial daily the directors have declared an 
interim dividend at the rate of 8 per cent. per annum, less tax. 


STOCES AND SHARES. 


Tuesday Eveninr. 


ANOTHER wild outburst of buying of some of the Underground 
Railway stocks stands out as the prominent feature of the week 
in the electrical markets. Metropolitans have been especially con- 
spicuous. The Metropolitan Electric Lighting group remains as 
"hard as nails,” to speak colloquially. There is a good deal of 
business doing in one section and another, the pressure of a little 
monetary tightness in New York and London failing toaffect prices 
to any appveciable extent. 

Metropolitans, after rising no less than 6 since last week. 
reacted to 63, making a gain of 2 on balance, and this latest 
advance comes, of course, on the top of an earlier movement in 
the same direction. Indeed, the stock is 15 points higher than it 
was at one time this year. Rumour still attaches the company to 
one of its bigger brethren, which is supposed to be angling for 
control, the quid pro quo being reported as a 31 or 4 per cent, 
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guaranteed dividend on the present Metropolitan stock. Some 
official notification is expected hourly, and the market is on the 
tip-toe of expectation for something of this sort. Districts have 
followed more leisurely, but the price is higher on the week. 
City and South London rose 2, this being another case in which 
rumours of absorption are playing an important part. Central 
London stocks are better, the Preferred being 2 higher at 85. 
Underground Electric Railways issues have come into further 
prominence, and long-sighted investors are buying the Companys 
£10 shares, while the Income bonds are being picked up by people 
with a speculative turn of mind, who lcok for a full dividend next 
year. There is a lively gamble going on in the A Is. shares, and 
the price has risen to 15s, 9d, 

The extraordinary developments of the London General Omnibus 
Company supply the motive power for these rises in Underground 
Electric shares, and it must be admitted that the strides made by the 
Bus Company have been nothing short of phenomenal. 

There is a better tone also for Metropolitan Electric Trams and 
British Electric Traction issues. The Tramway Deferred shares 
are once more 58. middle, and the demand for British Electric 
Tractions has extended to thet) per cent. Preferred. Attention has 
been drawn to the +3 per cent. Debenture of the Yorkshire West 
Riding Company, the return on which is nearly 5} per cent., while 
the security is not at all bad. It is naturally a lock-up investment, 
not likely to move either up or down with any degree of rapidity. 
London United Tramways Debenture stock has lost a point. 

The list of English electricity supply shares contains several 
rises, of which 30s. in City of London Ordinary is the principal. 
Speculative buying of these has wiped out the loss of the past fort- 
night, and vague reports are already being circulated again, 
County Ordinary at LIY er dividend are (бв. 6d. higher. Metro- 
politans and Kensingtons rose ;, and the market is considerably 
harder than might appear from the quotations in the Oflicial List. 
Judged from the list of bargains officially recorded, it might not be 
supposed that there was any interest being taken in this market ; 
but, in point of fact, itis being keenly watched, and any shares that 
come in are readily taken. Meanwhile, proprietors are holding 
tenaciously to their shares, many of them, no doubt, in the expec- 
tation of somethiug coming of the rumoura which have beguu to 
erystallise in regard to a linking-up scheme through the Metro- 
polis. Probably there is nothing more in this idea than there has 
been for the past two years, but amalyamations are the fashion of 
tbe day. Fortunes have been made out of working agreements in 
the ehipping and other markets just lately, and the words them- 
selves have соте to bear a magical meaning, to which the full 
charm of sentiment lends its weight. 

The Telegraph departinent is quictly steady, with Great Nortberns 
10s. up, and Eastern Ordinary better to the same extent. Western в 
are also in request by reason of their good yield, but the Ang lo- 
American descriptions are a trifle irregular. The demand for 
South American Telephone shares is unabated. Chile Telephones 
and United River Plate Telephones are both higher on the week. 
Reuters gained 1, being now 1C} middle, and the new shares are 
better at 5. Marconis, after wide fluctuations, show very little 
change, and National Telephone Deferred parted with 30s. of its 
previous substantial gain. 

One of the new introductions is the Common stock of the 
Columbia Gas and Electric Company, the $100 fully-paid shares 
being quoted at 153. The Company operates, not in Columbia, as 
might have been expected, but iu West Virginia, Kentucky and 
Cincinnati, and its activities cover a wide scope. The shares 
can only be regarded as a thorough speculation. Their hopes of 
dividends lie in a big expansion of the present profits, which are, 
however, going ahead at a rapid rate. The Mexican group is 
inclined to be easier, both Mexican Light and Power and M-xico 
Tramways giving way in consequence of the unsatisfactory news 
with respect to the rebellion in the country. Mexican Electric 
Fives are 2) down. Rio Trams, on the other hand, are better, and 
Sao Paulos recovered the dividend deducted last pay-day. Brisbane 
Tramway shares and stocks are stronger, but rather a feature is a 
fall of i in Madras Ordinary. Baltimore Gas and Electric Ordinary 
and Preferred continue to creep up, gains of 2 and 1 respectively 
occurring this week. 

The Manufacturing division shows another rise of 10s. in India- 
Rubber shares, the expectation being that the Ordinary shares of 
the company will re-enter the dividend list at an early date. Tele- 
graph Constructions and Henleys are both better. Rubber shares 
are a dull and somewhat disappointing market in consequence of 
the sagging of the price of the raw stuff. The rise in metals other 
than gold has brought about active dealings in the shares of ай 
the mining companies concerned, and City promoters are burily 
searching Cornwall and Devonshire for К. Jy tin mines. As usual 
in а rise, the prices of all the metals are being talked better, the 
" bulls of lead being particularly hopeful. 


| 


Bromley (Kent) Electric Light and Power Co., Ltd, 
—The directors have declared an interim dividend at the rate of 


4 per cent. per annum (2s. per share), less income-tax, on the 
ordinary shares for the half-year to June 30th. 


Direct Spanish Telegraph Co., Ltd, —The board have 
decided to pay, in addition to the dividend at the rate of 10 per 
cent, per annum on tke preference shares. an interim dividend at 
the rate of 4 per cent. per annum, free of income-tax, on the 
ordinary shares, both for the half-year ended June 30tb, and payable 
on October 1st, 


ELECTRIC TRAMWAY AND RAILWAY 


« Locality. 


Aberdeen ee ee 
Ayr ae oe ae 
Bath . ee ee 
Birkenhead, А 


Birmingham Corp. 
Blackburn ee ee 
Blackpool Corp. .. 
Black pool-Fleetw'd 
Bournemouth ^ 
Brad ford es 
Brighton. - 
Bristol 25 s% 


Brit. Elec. Trao, Co. 
Airdrie .. a 
Barnsley .. i 
Barrow .. 


Devonport . 
Gateshead s; 
Gravesend » 
Greenock.. is 
Hartlepool . 
Kidderminster . 
tLeamington . 
Merthyr .. 
Metropolitan 
Middleton М 
Mid.Joint Com'tee 
Oldham— Ashton 
Peterborough .. 
Potteries .. x 
Rothesay .. 


Bouth port as 
8. Metropolitan.. 
Bwansea .. ais 
Tynemouth ss 
eston-s-Mare .. 
Worcester ws 
Wrexham 


Yorks. Wool. Dist. 
Miscellaneous .. 


Burnley T š 
niurion-on-Trens .. 
зогу . oe oe 
t card; т 


Chatham and Diat. 
Cork #9 ee ee 


Croydon oe T 
t Darlington.. $5 
Darwen s ET 
Dover 35 š 

Dublin -— ix 
East Ham .. m 
t cxeter i» v 
Glasgow oe ee 
Hastings . 5% 


Huddersteld T 
u з е ee ee 


3 oe T 
Ip- wie "T a 
Кассоб. 


Leede ix as 
Leicesser .. 3 5 
Leith 28 s 
Live ol se ee 


London Unisea is 
Lowestoft .. we 
Manchester ss 
Newosastle .. oe 
Newport ee 
Oldham - v» 
Pontypridd .. ws 
Portam uth. . - 
Preston . ве ec 
Rotherham ae ee 
Salford ss aan 
Sheffield es ee 
Southampton ee 
Southend-on-Sea .. 
Bouth Shields T 
Tyneside .. E 
Wallasey .. ee 
Walthamstow ee 
West Ham А ee 
Wolverhampton. 


Cen London Riy... 
SIE B. Lon. Rly. 
Im- Loan Rly, 
. N. and City Bly. 
[7 ‘pool Overh'd Bly. 
Llandudno.Col. Bay 
1.004. Bleo. Ry. Oo. 
Mersey Railway .. 
e Rly... 
Met. District Rly... 
Anglo-Argentine .. 
Auckland .. 
mbay (В.В T). бе 
Briabane .. 
rit, Columbia Rly. 
Caloutta .. 
Cape Electric T. Ld. 
{ Kalgoorlie, W.A... 
gLisbon ee ee 
Madras ee ee 
Montevideo T 
orth (W. A.) өө 


* Compared with tbe corresponding period of 1911, 


4 Include borse, steam and otber 1ecespis. 


TRAFFIC RETURNS. 


Fort- 
night 
ended. 
Sept. 11 
„ 14 
17 7 
» 11 
„ 12 
„ 14 
„ 11 

„7, 
„ 15 
„ 18 
90 6 
„ 6 
„ 6 
„ 6 
oe 6 
» 6 
6 


2 
з So ©» Сз Sd 2» Co Oa Cs Od Oo ооо с о ос 


Sept. 14 
Aug. 
Sept. 15 
Aug. 
Bept. 18 


Receipts for | No. 
the | of 
fortnight.  'wks, 
£ £* 
8,16 |+ 196 | 16 
610 — 30 17 
21,392 78,406 | 28 
9,447 — 135 ; 243 
6,413 |— 8600 
3412 — 15 10 
4,953 + 180 23; 
10,809 — 130 | 93 
2.140 — 171 24 
15,850 4 1,185 
656 |-- 199 , 88 
"93900 27 „ 
859 55 „ 
1.095 EXT 60 [T] 
2,180 | + 50 „ 
470 VT 15 РА 
1,901 '+ 192 „ 
2 — 19 „ 
441 — 69 „ 
410 — 4 ,, 
18,422 1,4 „ 
(99 — 80 | " 
7,014 1+ 274 „ 
1240 + 13 „ 
304 — 17 „ 
8,999 „ 89 „ 
820 4 75 „ 
((9 — 86! „ 
1,763 — 267) „ 
2411 7 17 s 
689 — 90 „ 
4 — 252 „ 
685 — 56 „ 
86 4 149 „ 
2.1 — 10 
015 — 19 „ 
3.199 + 134 | A 
UM — 42.24 
1,270! - 70 23 
2,t00 4 159 21 
1,794 — 210 b7 
1.019 — 204 | 87 
3,585 — 930 2: 
280 n 2 93 
687 |— 12 24 
6:0.— £83.93 
12,970 /— 86 
2,100 |— 108 24 
2H 418 —2,313 | 37 
2,765 |— 3.7 
Vx "n box 
5,925 |+ 282 24 
254 — 96 21 
1,083 |— 90 , 23 
315 + 4,17 
2,969 — 64 | 89 
15,071 1+ 236 | 24 
6,020 '— 1 37 
1,817 |— 22 | 172 
24,331 |--1,969 | 859 
£0,376 1—6,1:5 | .. 
12.076 |—1,573 | .. 
620 — 229 50 
83,455 |+ 777 | 24 
8.693 |+ 435 | .. 
743 |+ 21 | 23 
8.830 |— 63 | 95 
900 i+ 91 24 
4,797 — 466 | 94 
1,709 |+ 424,94 
1,535 |+ 179 | 932 
10,164 |+ 314 | 23 
18,448 |+ 771 | 25 
2,721 |— 135 | 23 
2,603 |+ 218 | 22 
1,295 |+ 83,291 
985 — 87 11 
9,269 — 108 | 239 
1,469 |— 125 | 91 
5 255 |— 240 | 921 
1,995 |— 10 24 
9,251 |+ 61311 
5697 — 691 11 
Bil |— 8111 
1,314 — 19 | 10 
3,280 |+ 19 
1,384 |+ 152 | 415 
93,005 |+ 715 
8 895 |+ 672 | 11 
82 £80 |+ 681 | 11 
£8 918 | 42,3173 | .. 
104,282 | 48,412 | 57 
18353 |- 2154 | б 
4,782 |+ 108 | 83 
21,580 |+ 8,087 | 8 
8,697 |+ 651 | .. 
8,837 ee ee 
1,785 41,63 
26,249 |+2 281 | 10 
8664 |+ 625] .. 


£90,107 | + 39,834 | .. 
68,672 |+ 9,746 | 99 


$ Ove mur ib. 


` Route 
Total to date. miles 
open. 
£ át Inc. 
21,548 |— 175 144, .. 
8 + 193 | 8 |... 
219,090 4 56,521 | 57:17) .. 
29,444 — 14 14:69 ee 
50,580 + 4,934 | 11:87 .. 
18,468 — 1.019 8 ee 
5 | 48,075 1+ 1,110 | 21°95; .. 
, 199,922 — 2,367 66 | 1:9 
97,724 — 1,075 | 9:5 | .. 
256,169 | + 18,731 | 80b | .. 
10,655 |+ 2,841 | 8'65 | .. 
6,353 -— 974 oe oe 
18,937 |+ 2,875 | 6:87 | .. 
19,422 |+ 1,487 | 8°86] .. 
37,191 — 165 | 11°95) .. 
7,512 — 214 6:6 eo 
29,236 |+ 8,041 | T'926 | .. 
4,425 + 96 ee ee 
6,534 1+ 396 |... s 
7,166 — 401 29 
318,018 |+ 525 99 |.. 
12,155 — 409 | BB] .. 
117,165 |+ 5,215 ө 
31,993 | + 1,805 | 9'18 | .. 
4,979 1 312 | 6:81 , 
67,624 |— 1,877 | 99 2s 
9,097 4 807 275 
11.050 — 830 8˙17 M 
80,26 |— 927 
41,499 ! 6 53 | 1961. ,. 
9,314 — 975 8'16| .. 
5,703 = 1,218; 8 га 
10,7410 — 76 5755 
4,135 i+ 484 | .. |... 
88. T1 T 878 17 
8,4317 86 | .. Sd 
Mm > 124| 1 
6,642 — 478 t6I|.. 
30,512 |— 800 | 225! ,, 
51,745 — 2,811 | 1T '80| .. 
31.670 — 571 | 14:95] .. 
17.915 — 901 B89! ., 
42,751 — 1,198 | 11:6 | +75 
5,217 | Ф 41. 1:87 | .. 
6,799 ＋ 181 n- en 
6.222 — 489 173 
56,49) | — 9,537 54.255 
25,803 — 1411 | 7-87 ee 
2:1,942 |-— 4,669 | S8 
E "So [ages] „ 
69.658 |+ 526 | 18:5, —1 
2,615 — 656 | .. | oe 
11,116 |— 173 | 10°6; .. 
2,948 | — 226 | 4'25| .. 
49,527 '— 521 | 89 do 
188,515 |+ 5,290 |1187 .. 
43,901 / 9,070 | 20 ce 
12:87 |+ 70 |8'72 | .. 
429,961 | 19,454 | 117 1 
952,191 — 17,994 | l4L1| —5 
235,639 | —12,893 | .. s 
10,230 8 8:5 | . 
401,758 4 12,710 | 105 
105 023 + 733 | 81°38! .. 
14.377 — 701 | 7°25 "ө 
51,899 |+ 2,735 | 98 | .. 
9,330 |— 744/66 |.. 
56,377 1— 4,688 |15/75| ., 
90,351 |+ 911 10 |. 
17.179 |+ 985 19 |.. 
118,006 |+ 2,603 | 41 as 
165,001 | + 6,171 | 40 vv 
30,895 |— 107 | 11 s 
19,749 |+ 2,162 | 7 vé 
15.567 — 211 110:96| .. 
5,478 — 889 |. 
28.163 |— 485 | 8'12| ., 
18:918 — 639 9 s 
60.801 |— 2,216 | 16°45) 1:8 
24,426 |+ 219 | 18°96) .. 
47,752 |+ 431/|6"78|:5 
91.274 |— 2,398 | T26 | .. 
1.190 — 138 1 oe 
13,3 :0 +> 8 86 ee 
18 682 |+ 1,63» | 66° .. 
13,739 681 66] .. 
133,100 | + 4,605 M- 
491+ 2,744 OB] . 
182.837 |+ 5,0:4 |25°7‹ а 
121,763 [11.578 | 35 „2 
1,871,6591+67 255 š 5 
21,8:8 |+ 6.659 |28:8)| .. 
101 051 | + 4.738 | .. - 
108,394 |— 5,126 ss 
25,687 са 99*b | .. 
28,805 |+ 8,165 | 18°6| 6 


t One week only, 
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| SHARE LIST OF ELECTRICAL COMPANIES. 


l ELECTRICITY SUPPLY AND POWER eee 


| Rise | Present 


— — арнар — 


QS» O moO 


Stock Closing Rise Present Stock | Closing 
NAME, or — Quotations | Tor Yield || МАМЕ, or Cai ranae Quotations | + or| Yield 
Share. or | Bept. 17th, | Fall p. o. Share. Sept. 17th, | Fall | | p. o. 
— | 
DEA КО —— — — — 1 = Bc rm SEMEL Сама 
| | || | | | | 
*  |1910. 1911. | 4 s. d. 11910. 1911. | 2 s. d. 
Bournemouth & Poole, ед ee 10 d БА 9 г: 65 2 4 | Kensington & Knightsbridge, Ord 59 9 1— 8 [+1 |5 12 6 
Do, 44 % Pref... | 10 [4| 4| 8-— 9» | 419 4 Do. 4 % Deb. Stock 4 | 4 | 9—93 |.. |4 6 0 
Do, nd6% Pref, ' in 10 6 | 6 103— 103 | 511 7 Kent Elec. Power, 43 96 Deb. „Stock 44 | 4 78 — 82 . 
Do. 44 % Deb. Stock. Btock | 44 | 44 | 98 —100 | 410 0 || London Electrio, Ord. .. > 8 | 2 2 | làó— 2 +4|815 0 
eee ee Ord... " 5 |10 | 101 - a 94 5 9 7] Do. 6% Pref. .. es | b 6 | 6 4j— bi | 5 14 8 
и 1 eed — 5 117 71— 83 | 4 410 || ӨЯ us J First Mort, Deb. T eh E : | 90 — 93 3 : d - 
ntra ectric — y, | | etropolitan e oe. | 5 | 8 83— 41 + i| P 
Guar, 8.8 100 1144 97 —100 410 0 po. 4 Cum. Pret. . - Б | 4| 41— 4$ |417 4 
Charing Cross, West End & City | 6 5 5 | 4 53 ＋ 3 113 0 Do. 4 First Mort, Deb... Stock 4 99 —102 48 8 
— 38 » Uode ef.. xs b 44 | 14 48— 4} | +p 414 9 W РЫР; Mort. 88 i ге | er | B6 — B8 819 7 
' ty ndertaking " ; | | an ectrio orporat on | | | í 
‘Cum. Pret. | Ай фы Ул зай. 5 6 0 44 % First Mort. Deb. ) 100 | 4à | 4 | 9Ti— 993 [410 8 
Do. ү Deb... | 100 á 4 94 — 96 «14 8 4 || Newoastle-on-Tyne 5 % Pref., b 5 | 6 43 41 | 527 
Chelsea; der se ae El 5 4 nm 5 5 : 0 АНОР M ace una, j | ж. ?5- || 
Р ec .. | Btoc 44 | 44 | 98 —101 1 1 orth Metropolitan Power 8u 
Tro London, Ord. .. T 10 7 8 174— 19 +1414 4 8 || ply, hi Mortgages (Red. 11 100 б б | 101 —104 | 416 3 
. P Deb. Pref, .. vo 10 6 | 6 19 — 13) |4 9 0 || Notting Hill 6 % Non- mew | 10 8 10 T 6 9 1 
Do. 6% рер. .. .. .. Stoek 6 | 6 |118 —123 120 Pref, | . zy ee | 
Do. 44 % Becond Deb. 100 | 43 44 99 —102 4 8 8 || Oxford | 6 | "4| | 5j— 6ixad| 516 0 
County o ndon, Ord.. 10 b 6 llà— 12xd| 6/6 |5 0 0 Bt. James' and Pall Mall, Ord. 5 | 10 | 10 Ba— 9% 5 5.8 
Do. 6% Pref... .. .. 10 | 6 | 6 | 11g— 124 xd 419 0 Do. 1% Pref. .. к. 1-9 6 1% |416 7 
Do, 4 Deb. .. | Stook | 44 | 106 —108 |4 8 4| Do. 8% % Deb. ..| 100 BÀ 83 F5 — P8 +2 |319 7 
Do, Becond Deb. Stock 4 44 | 100 —108 4 8 8 || Smithfield Markets, Ord, T 5 | Nil; 2 lü— 1 T 
Edmundson's, Ord. - 5 N Ni — 44 |... Nil | Bouth London, Ord. F * | E b (5 8 — af 5 14 8 
Do. 696 Cum. Pref, - 5 Nil | Nil 3— 25 ET Nil Do. 596 First Mort. Deb, .. | 100 5 5 98 —101 419 0 
Do, 44 % First Mort. Deb, .. | 100 а 44| &— . South Metropolitan, 7 % Pref... 112 7 là— 1j | 519 0 
Folkestone .. ce ee b 6 6 | 41 5 Чр к ie Al Do. 44 % First Deb, Stock .. 100 44 | 44) 97 —100 410 0 
Do. 596 Cum. Pref, .. we 5 5 5 4 ef | se | 415 8 || Urban, Ord.. - 88 £8 Sb s — d P 
Do. 44% First Оер, .. .. | 100 43 44| 92 — 9 | .. |414 9 Do 595,Cum.Pref. .. ..| 8 85 3232 8 
Hove .. ec ee ee T 5 | 9] 9 74— 8 | ce | 548 @ Do. 44 % First Mort. Deb, .. | 100 | 44 | 44 | 804— 883 5 18 
| || Westminster, Ord, ә E [1 10 | 8 5 8 1 
Do. 44% Cum. Prei. 6| 4| 4| 5— 5 480 
| | | 
| | | EM | | 
| | | | | | | 
| | | | 
| | Í Í 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
| | | T ' 
| | | | Р 
delaide, 6 % Pret. ee ec | 5 6 6 54— 53 . |5 4 4 || Monterey Rly. Light & Power, i. 
Caloutta, Ord. Ree |^ E.) € 1.851 7 — B > t 6 8 | J let Mort. Deb’ ] | 100 Ж А Жы wy mer [513 4 
Do. 5 Pret, UE. 4M— 543. 416 5 Montreal, Lt., H. and Power .. | $100 7 | в | 282 —237 isi [8 Y 
Calgary Power, lst Mort. "Bas. | 100 5 b | 954— oni 5 2 7 || Northern, Lt., Power and Coal, +} $500 | 5 | 5 99 — 43 | 
— * -ч, Сош 8100 7 | 7ł | 114 —119 517 8 b o) Ist Mort, Bonds | ee T, en 
Do. $100 7 7 | 121 —125 512 0 River Plate, Ord. Stock 10 10 | 240 —250 г 14 0 U 
Cordoba (P pd er and P., Ord, 1 8 8+1 W— dH 8 4 0 Do. 6 % Non- Cum. Pref, J| Do. 6 | 6 | 109 —114 e [5.5.8 
Do. 5% Deb. к $ " | 100 | 6 | e | 96 — 99 +1 5 10 at о ер =т= T .| Do. 5 5 101 —108 417 1 
Elec, Lt. and P. of Сос abamba, | | | | E. | Roy. Elec, Co ontreal, 44 | = 
od ij жеар id peces; — е арен [о аз 
Elec, Supply Victoria, 7 = awinigan Water, Capita oe | 52 —15 * 
zh Mort. Deb. j| 10 | 5 |в | lain А Do. 6% Con. lst Mort. Bonds | $500 | 6 | § 10 16 | + 4/411 0 
Elec. Dev, Ontario, 5 st | | El ‹ * к | о. 4 er, De T Btock | 104 —106 4 5 
Mort. Be nds} жар | | 5 | 95%— 97% à 4 1 | тоо ower, 44% Deb. .. | Do. 4 4 994—1014 488 
Kalgoorlie Elec. Р. and }- — £4 + | Nil era Cruz Lt., P. and P., 6 | | „ R 
De, 6 % Pre гв H— M |. Тате 6| Prax) ud oM QUE болд... "opu mos 
Kaministiquia Power, 5% G. Be. | $500 | б b 104 —106 414 4 || Victoria Falls Power, Pref.  .. 1 Nil (11424. #%— lA ө ee 
Madras, Ord. 5 T 1 2 — # || West Kootenay Power and Lt, } 100 6 6 | 108 —105 514 8 
Melbourne, б & lst Mort. Deb. | 100 | Б | 5 | 102 —105 415 8 | 18% Mort, 6 % Gold ! . 
Mexican El. Lt., 5% 1st M. Ваз. - 5 5 | 864— 884 —924 | 513 0 | 
Mexican Lt. & Power, Common | $100 4 4 95 98 —1 4 010 | 
Do, 7% Cum. Pref. . $100 | 7 | 7 | 109 —112 „ 1660] | 
Do, 54 lst Mort.GoldBds, | .. | 6 | 5 | 96 — 98 31325 
| | | 
TELEGRAPH AND TELEPHONE COMPANIES. 
Reb. Mea... . er 6 , obo с: ват Do Bx Pret | tie |$ JE, A EE 
. Teleg., Cap. 8100 8 8t | 147 —149 — 4/5 7 5 | National Telephone Def. as Btock | 6 6 — —1à is 
4 ed sa 1000 4 |4 9 ‚ |4 8 9 repli hats Teen D^ Menon ds. 100 | 4| 411 101 . |4 8 8 
e e Telegraph -- Stock 893 | 8 674— . 15 711 Tel ер. а 1 B 8 1 1 - |4 82 
Do As a ee es ee Do. 6 6 11 11 + b 4 10 e red ee ee 1 6 6 8.— 1 ee 418 5 
Dei. .. | Do. | 80/- | 80/- — t 5 12 2 Led. Ded. „Stock 4 4 — 90 .æ. |4 9 
1 Portuguese Tel, "EA. 100 Б Б 102 —104 416 2 Pacific an ED. * Do. 4 4 98 —100 ges 8 18 
8 b 7 |.. 19— 7 134 811 || Reuter’ T b 51 101— 103 +18 14 
Commer Cable, Btlg. 4% Deb. pacer ‘ 8 ЗА MEA d Submarine Gables Trust ` а .. | Cert, | 6 6 — 1412 
Tel ee ев өе ee ep one ® 0 
Do. 10 K Nef. . 10 w 10 | 161— 17 1 5 14 8 © ы} Btook | 4| @ 994—101} | .. |4 8 
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CHARACTERISTICS ОР METAL FILAMENTS. 
By DAN TEL H. OGLEY, B.Eng., Royal Technical College, Salford. 


Ir has long been known that for a given change in pressure 
the percentage variation in candle-power of a carbon lamp 
was much greater than that of an equally rated metal lamp. 
The question naturally arises as to the extent of the varia- 
tions, and during an extended series of tests on a number of 
the most modern metal-filament lamps on the market, the 


following figures were arrived at. 


The first relation analysed was that between power con- 
sumption and impressed voltage. Steinmetz, testing a single 
lamp, stated that the power consumption varied as the 1:6th 
power of the voltage, and so followed a law analogous to that 
of the hysteresis loss in iron. In the latter case the power 
lost varies as the 1°6th power of the induction, or 


we В'*. 
In the lamp case— | 
w c volts! $, 
* rs, 


k= constant ; v = impressed 


or 10 = 


when w == power in watts; 


volts. 

The results of the tests on four modern lamps are as 
under :— | 
В LAMP І, Sr мы e 

Test. Candle-power. Volts. Amperes. Watts. Watts caloulated, Diff. | 
1 82 90 15 13:6 13°49 — 7 
2 10:23 95 155 14˙7 14°71 — 

3 12°6 100 16 16 15˙85 — 9 75 
4 14°24 105 166 17˙4 17˙28 — 7 
5 167 110 169 18'6 18°60 — 
6 19°97 115 174 20 19°97 — 
7 24'46 120 179 21°6 21°38 — 5 % 
Power characteristic. Watts = 01008 volt! 6, 
Lamp. — Osram, 110 volta, 17 watts. 

LAMP II. 

Test. C.P, Volts. Amperes. Watts, Watts caloulated. Diff. 
1 101 100 14 14 13 84 — 119% 
2 11°6 105 144 15˙1 14°96 — 9% 
8 1415 110 147 16˙2 16˙12 — 5 %$ 
1 16˙18 115 15 17˙3 17˙3 — 

5 19°7 120 154 18˙5 18 52 + 1 y^ 
‚ Power characteristic.—Watts = '00873 volt! . 

Lamp. —A.E.G., 110 volte, 16 С.Р, 

Е LAMP III. | 

Test. C.P. Volts, Amperes. Watts, Watts caloulated. Diff, 
1 5'58 85 17 14˙4 14°47 + 5 4 
2 71 90 178 16 1587 — 8% 
3 9 07 95 182 17˙3 17˙3 = 

4 112 100 188 18˙8 18°78 — 1% 
b 1346 105 194 20494 23031 — 4 
6 165 110 2 22 21˙9 — 4% 
7 19°56 | 115 `205 23'6 23˙5 — '4 * 
8 22 120 208 25 2512 7 4 % 
Power charaoteristio.— Watts = ‘01185 volt! . 

. Lamp.—Brimsdown, 110 volta. 16 С.Р, 

"E LAMP IV. 

Test. — ac? Volts. Amperes. Watts. Watts calculated. Diff. 

1 7 43 90 15 13˙5 13'49 — 
22 88 95 154 14'6 14°71 +7 

3 ‚11:26 100 16 16 15˙85 — 9 

4 12°5 105 163 17˙1 17˙28 ＋ 1 

5 15°5 110 168 18˙5 18'61 + 6 

6 18°6 115 “174 20 19°97 — 15 

7 22 120 179 21˙5 21˙38 — 5 


Lamp. — Wotan, 110 volte, 16 О.Р 
Power characteristic —Watts = "01 008 volt! 6, 


In all cases the calculated watts were obtained by employ- 
ing the law: watts = constant x volts'5; and it is interest- 
ing to note that the greatest variation is only of the order of 
] per cent. 

The difference between the several constants is only to be 
expected when dealing with several makes of lamp, and con- 
forms with the variation in the hysteretio constants of various 
samples of iron. 

When dealing with one partionlar make of lamp frequent 


22 d 
ЕРТЕН 
85 | 90 


525959395989 


determinations of к might form a check on the manufacture, 
as variations. would indicate a change in the filament. | 


`~ ^6 B 
LAMP 1. WATTS = '01008XYVOLTS OBSERVED WATTS MARKED X 


„ Ф. Š = ‘00873 " " ” о 


e `011685 


А 


КЕКВ 


The creeping-in of errors in the process may thus be 
readily detected. 

As a result of the tests it seems clear that “ the watts vary 
ав the l'6th power of the impressed volts is a law for the 
various metal-filamenta listed. 

In the diagrams, fig. 1, the curves showing the relation 
between volts and power are plotted. The observed watts 
are also indicated, and all lie practically on the curves. 


Gold Resistance In Ohm 


896 
100 290 300 400 500 600 700 800 900 1090 
Time in nours 


Ес. 2.—RESISTANCE-TIME CURVES: DRAWN-FILAMENT LAMPS, 


The increasing numbers of metallic-filament lamps, coupled 
with the more or less extravagant claims of the rival manu- 
facturers of drawn and pressed filament types, cannot but 
make the task of would-be purchasers a difficult one, and 
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Fig. 3.—RESISTANCE-TIME CURVES: PRESSED-FILAMENT LAMPS, 


published comparative life and efficiency tests of the 
several makes are rendered almost a necessity. 

We are familiar with the “ 1-watt per candle lamp," and 
the fact that such-and-such a lamp saves 70 per cent. or 
more of energy, from the advertisements, but, as regards 
actual experience, are these facts? Again, the saving in 
energy is obviously the result of comparison with a carbon 
lanip, although this is generally not stated, so. that the 
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question arises as to the saving that results due to using one 
metal-filament lamp in preference to another. 
To obtain some such information useful from the user's 
point of view, the following series of tests were undertaken :— 
A batch of lamps of each of the best known makes was 
purchased over the counter in the usual manner, and arrange- 
ments were made for running them on a constant voltage 
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Ріс, 4.—RESISTANCE- ds CURVE: CARBON LAMPS, 


circuit. Frequent candle-power and resistance tests were б 
made, the latter with the object of ascertaining what change, | 


if any, took place in the filaments. 


As a result of these observations, it seems clear that both i 2n 


drawn and pressed filaments become entirely crystalline | 
after use, and that when in this condition no difference in 
strength exists between the two. The only question is as to 
the period of time that elapses before the crystalline state is 
attained ; it appears that the drawn filaments crystallise 
more slowly, and, therefore, are stronger at the beginning 
and during the initial stage of the run. 

This increased strength at the commencement will 
obviously assist in the manufacturing process, and render 
breakages in handling and transit less numerous. 
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Ета, 5.—RELATIONSHIP BETWEEN CANDLE-POWER AND VOLTS, 


The crystalline nature of both types of filament is evident 
from a study of the resistance-time curves, figs. 2, 3 and 4, 
where fig. 2 refers to several drawn filaments, fig. 3 to 
various pressed ones, and fig. 4 to some Robertson carbons. 
The latter were included to serve as a general check on the 
results, since their characteristics are well known. 

At no two periods were the resistances identical. An 
increase or decrease in the case of the metal lamps seems a 
matter of chance, and this clearly could only occur when the 
subject under examination was of a crystalline nature. A 
high resistance would indicate a bad connection between 
adjacent crystals, and since such occur more frequently in 
the drawn lamps, the presence of smaller crystals seems to be 
indica 

The steady i increase of the carbon filament is to be noted 
as a proof of its continuity; the filament becomes thinner, the 


160 


norma 


n - - Ld 
w ^ e ~ = a m 

Š ө о eo o о о о о о о о 

L ad 

е 

o 

e 


Per cent. 
LÀ 


— ttt tt УЗИ 


bright steely surface disappearing, and a rougher black 
untreated surface appearing. This new system being a better 
radiator than the old one, the result is a lowered temperature 
and decreased efficiency. 
the radiating area and further lowers the temperature and 
efficiency. 

It is often stated that metallic-filament lamps. are less 
susceptible to pressure variations than are carbon ones. 
In this case permanent variations only are meant, since, 
if the pressure is flickering or varying momentarily, the 
metal lamps, by reason of the low specific heat of the 
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Fia. 6.—RELATION OF CANDLE-POWER TO CURRENT. 


filaments, will respond much more readily to the changes 
than will carbon ones. 

As regards permanent increases, the various voltage and 
current indices were ascertained by the following tests :— 

The lamp to be tested was arranged in series with a resist- 
ance, во that the lamp pressure was capable of considerable 
variation. Standard instruments were used, and the candle- 
power was ascertained by Lummer- Brodhun photometer and 
Standard lamp, the latter being periodically tested against a 
pentane standard. 

In fig. 5 is shown the relation between candle-power 
and terminal volts, and the voltage index obtained for the _ 
various types is given as follows :— 


Lamp. Volts indea. 
Tantelum 41—48 . 
Tungsten 3˙5—4˙1 
Carbon 6˙7—7 


The superiority of the metal lamp as regards a permanent 
change in voltage is clear. Since relatively slight reductions 
in pressure produce large decreases in candle-power, the 
importance of close regulation is apparent, while, although 
a correspondingly great increase in candle-power results on 
an increase in pressure, the rapid deterioration of the fila- 
ment renders the practice a costly and unwarranted one. 

The index for a particular lamp, it should be noted, is not 
constant for equal pressure changes, but varies slightly 
according to the candle-power. 

In fig. 6 is shown the relationship between candle-power 
and current, the index obtained for each make being as 
under :— 


Lamp. Current index, 
Tantalum 5˙5—5˙8 
Tungsten 5—65 
Carbon 562—654 


The variation among the tungsten filaments is consider- 
able, probably due to the different manufacturing processes. 

The carbon in this respect is equal almost to the best 
tungsten and superior to the tantalum. 

From the above, it would appear that the practice of 


The rough surface also increases 
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running lamps, when used for sub- standards in making 
photometric measurements, at a fixed current is the correct 
one. A potentiometer method is, of course, the one that 
ought to be adopted in maintaining a constant current. 

The variation of candle-power with power supplied is 
interesting ; in the case of the metal lamps, both tantalum 
and tungsten, the index is practically the same—:.e., 2:4. It 
is not, however, constant throughout the test, but varies 
considerably at low candle-powers. 
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Ета. 7.--RELATIONSHIP BETWEEN CANDLE-POWER AND WATTS. 


With regard to the carbon lamp, the index is 8, or the 
candle-power varies as the cube of the watts. And here, 
again, the index is not constant, but varies throughout the 
test 


. g 
In fig. 7 is shown the relationship between candle-power 
and power supplied, the close agreement between the tungsten 
and tantalum lamps being apparent. | 
The life tests indicate that the candle-power varies con- 
siderably during the first 50 hours or so of the run, and that 

this interval of time constitutes a period of instability. 
For some of the lamps the period was even shorter, and 
when what might be called the true candle-power was 
attained, in most cases it remained fairly constant for several 
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Еа, 8.—TYPICAL LIFE CURVES. 


hundred hours. The gradual decline that is noticed in the 
case ef all carbon lamps, and which was also a noticeable 
feature of the life of metal lamps (Proceedings I. E. E., 


February, 1907, paper by the author) is in many cases absent. 


JJ 
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The smashing point in the case of metal lamps will now 
in general be determined by the rupture of the filament, 
since the usually accepted 20 per cent. drop in candle-power 
does not take place within ita life. 

In fig. 8 are shown some characteristic life and efficiency 
tests. 

A study of these curves reveals the fact that the efficiency 
of the metal-filament lamps remains practically constant 
for the greater portion of their lives. 

It szems that such lamps would serve admirably as 
photometric sub-standards, as the curve for the carbon lamp 
is varying continuously. 

Two curves for tungsten lamps are shown, Nos. 1 and 2. 
No. 2 is seen to be much superior to No. 1 as regards candle- 
power and slightly as regards efficiency. No. 1 is not a 
chance curve, but is closely resembled by all the curves for 
lamps of the same batch. It seems that the tungsten lamps 
vary widely amongst themselves, and surely in the con- 
sumers’ interest it is time that the manufacturers’ names 
were not so religiously suppressed when publishing results of 
this nature. 


RELIANCE ON EMPLOYER'S 
MEASUREMENTS. 


[BY OUR LEGAL CONTRIBUTOR.] 


IT is safe to say that there is no more prolific source of dis- 
putes between an employer and a contractor than the practice 
of relying upon the measurements, &c., supplied by the 
employer. To rely entirely upon the figures supplied 
without verification is an easy, and, to all appearances, an 
economical way of preparing a tender ; but in the long run 
it may turn out to be very much the reverse. Take, for 
instance, the erection of a large generating station. The 
employer, to use à term which may conveniently be applied 
to the company or local authority which has obtained a pro- 
visional order, has been compelled to choose a particular gite. 
In his endeavour to secure the erection of the necessary 
buildings and plant, he is not likely to draw particular atten- 
tion to the difficulties which must be overcome. Transport 
may be expensive ; and foundations may he difficult to 
lay; but the burden of all these eventualities has to be borne 
by the contractor. Were he the only starter in the race for 
the contract, he might, protect himself by adding a consider- 
able sum to his tender in order to provide for emergencies ; 
but the stress of competition makes it necessary to cut prices 
very fine. 

How far, then, can the contractor legally rely upon the 
accuracy of the statements made in the specifications, and 
the fizures which are given by the employer ? 

As a general rule, the employer's engineer tries to protect 
his employer as far as possible from errors in specifications. 
To this end he frequently inserts a stipulation that the con- 
tractor shall satisfy himself as to the dimensions, levels and 
nature of all existing works and other things connected 
with the contract; that the employer does not hold 
himself responsible for the accuracy of the information 
as to the sections or foundations of existing walls and 
works ; and that no charges for extra work or otherwise will 
be allowed in consequence of incorrect information or in- 
accuracies in the drawings or specifications. 

Again, a common form of contract (applicable more 
especially to the building trade) provides that the builder 
shall be accountable **for the full performance of this 
contract, and, by signing hereof, admits that the said plans, 
elevations, sections and specifications, descriptions and 
particulars before referred to, are sufficient for their intended 
purpose, and that without any additional or extra work, 
other than the works set forth thereby, or necessarily 
inferred to be done from the general nature and tendency of 
the plans and descriptions aforesaid.” - | 

Further, in order to protect himself against any error in 
the bills of quantities, the employer frequently insiste upon 
the insertion of a clause to the following effect :— 
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* The bill of quantities upon which the tender of the 
contractor is based was prepared for the purpose of assisting 
persons tendering for the works in making their calculations, 
but it does not profess to give actual cube measurements or 
to be otherwise than approximate in the figures therein 


stated, and the employer will not be responsible for the 


accuracy of such quantities, and the builder is not to be 
entitled to any claim for extras based on any alleged error 
therein, but is responsible for the completion of the entire 
works, as described in the plans and specifications, at the 
contract price. e 


A notable example of the way in which a contractor may . 


be put to loss and expense owing to implicit reliance on the 
measurements, &c., of the employer's engineer, is furnished 
by the well-known case of Thorne v. Lord Mayor of London 
(1876), L.R.I.A.C. 120. "There the Corporation of London 
invited contractors to tender for the execution of certain 
works for the building of Blackfriars Bridge according to 
plans and specifications prepared by the engineer to the 
Corporation. The specification provided that the con- 
tractors were to take out their own quantities, and that the 
accuracy of the plans was not guaranteed by the Corporation. 
The contractors were warned particularly that they must 
satisfy themselves as to the nature of the ground through 
which the foundations had to becarried. Iron caissons were 
specified to be used in the construction of the works, but 
when the contractors whose tenders was accepted proceeded 
to use the caissons as designed, it was found that they would 
not resist the pressure of the water, and the plan of the work 
had to be altered and the use of the caissons abandoned. 
The contractors claimed for loss occasioned to them in 
attempting to use caissons according to the specification. 
The House of Lords held that no warranty could be implied. 
The following passage from the judgment of Lord 
Chelmsford has become historic. Не said: ‘There 
can be no doubt the the plaintiff in the exer- 
cise of common prudence, before he made his tender, 
ought to have informed himself of all the particulars con- 
nected with the work, and especially as to the practicability 
of executing every part of the work contained in the specifi- 
cation according to the specified terms and conditions. It is 
said that it would be very inconvenient to require an intended 
contractor to make himself thoroughly acquainted with the 
specification, as it would be necessary upon each occasion for 
him to have an engineer by his side. . . . But if the con- 
tractor ought prudently and properly to have information of 
the nature of the work he is preparing to undertake, and 
the advice of- a skilful person is necessary to enable him to 
understand the specification, is it any reason for not employ- 
ing such a person that it would add to the expense of the 
contractor before making his tender? It is also said that 
it is the usage of contractors to rely upon the specification, 
and not to examine it particularly for themselves; if so, it 
is a usage of blind confidence of the most unreasonable 
description." 

While Thorn v. Mayor of London may be regarded as a 
leading authority, the facts capable of proof in another 
case may not tally with it. In Pearson v. Dublin 
Corporation, 1907 A.C. 357) it was laid down that 
if the specifications or plans contain or involve state- 
ments of fact which are false to the knowledge of the 
employer, the question of fraud enters into the matter, and 
the contractor may be in a position to claim relief. In this 
connection it should be mentioned that a statement made by 
a person recklessly and without caring whether it be true or 
false, is deemed fraudulent in the eye of thelaw. In that 
case there was a contract to execute certain sewerage works. 
The plaintiffs covenanted to do the works described in the 
drawings, specifications, &c., and the defendants covenanted 
to pay for the works on receipt of the certificate in writing 
of their engineer as provided by the conditions. The speci- 
fication provided, iner alia, that the plaintiffs must verify 
all representations and not rely upon their accuracy. The 
works in question involved the transformation of an old 
harbour in the Liffey into a sewerage tank. On completion 
the plaintiffs claimed £36,574 from the defendants on the 
grounds—first, that the plans showed a certain existing wall 
extending some 9 ft. below the ordnance datum line, which 
could be utilised for the purpose of the works; that this 
wall did not exist, and consequently the plans for the 


works had been altered, and the plaintiffs at the 
direction of the engineer, had completed the works 
at this extra cost; secondly, that the defendants had 
fraudulently misrepresented the structure and ехіві- 
ence of this wall, and had thereby induced the 
plaintiffs to enter into a contract to their detriment. The 
defendants relied upon the absence of a certificate from their 
engineer, and on the conditions of the specification, and they 
denied the making of any representation and any fraud. 

It was held that the specification only protected the 


` defendants in respect of honest mistakes by themselves or 
their agents, and it was for a jury to say whether it was 


fraud or not. In giving judgment, the Lord Chancellor 
pointed out that evidence was adduced at the trial from 
which the jury might, if they thought right, conclude that 
the plaintiffs were induced to enter into the contract by 
statements made on behalf of the defendants. There was 
also evidence for the jury that those statements were made 
with a knowledge of their falsity, or (which was the same 
thing) with a reckless indifference whether they were false 
or true, on the part of the engineers employed by the 
defendants to make the plans which were submitted as the 
basis of the tender. Having referred to the clauses which 

ointed out that the plaintiffs were not to rely on the plans, 

e said: Now, it seems clear that no one can escape liability 
for his own fraudulent statements by inserting in a contract 
а clause that the other party shall not rely upon them. I 
will not say that a man, himself innocent, may not under 
any circumstances, however peculiar, guard himself by apt 
and express clauses from liability from the fraud of his own 
agents. It suffices to say that, in my opinion, the clauses 
before us do not admit of such a construction. They con- 
template honesty on both sides, and protect only against 
honest mistakes. The principal and the agent are one, and 
it does not signify which of them made the incriminated 
statement, or which of them possessed the guilty know- 
ledge." 

Оро this саве the observation arises that if anything in 
the nature of legal fraud can be alleged against the employer 
or his engineer, he will not be allowed to take advantage of 
it. But he who alleges fraud must strictly prove it, and the 
proof of fraud is a serious and difficult matter. 

Perhaps the time will some day arrive when contractors 
will be in a sufficiently strong position to be able to say to 
employers :—“ We will not tender unless you will take some 
responsibility for unforeseen difficulties.” No such position 
has yet been attained. Indeed, the employer— particularly 
when he is а local authority—appears to have it all his own 
way. The writer recalls a case in which a local authority 
were inviting tenders for the laying of a sewer. Instead of 
having & set of bores made on their own account, they 
referred the would-be tenderer to a firm of surveyors 
who were willing to supply certain information in their 
possession ; but it was expressly provided that the local 
authority was not to be responsible in any sense for the 
accuracy or inaccuracy of the information so obtained. In 
point of fact, the information so obtained was misleading in 


the sense that it wholly failed to disclose the presence of a 


bed of wet sand which: threw the contractors out in their 


reckoning. In the event, the contractors were practically 


ruined. That is a contingency—the probable ruin of the 
contractor—to which the employer will do well to have 
regard. The cost of making proper investigations may be 
great in the first instance ; but it is nothing to the loss which 
may accrue if the contractor is rendered insolvent by the 
onerous burden of a contract. 


‘Gas Ignition by Lamp Breakages.—The question 
whether fire-damp will be ignited by the fracture of an incan- 


descent lamp bulb while the lamp is in operation is of growing 


importance because of the increased use of low-voltage portable 
electric lamps employing tungsten filaments. Technical paper 
No. 23 just issued by the United States Bureau of Mines gives the 
results of 131 tests made for the purpose of throwing some light 


on the problem. Mixtures containing as little as 5 per cent. of gas. 


and others containing as high as 12°4 per cent. of gas were ignited 


by 13 C.P, 3}-volt, 3—10 ampere miniature lamps, which were. 


smashed while operating at rated voltage. Out of the total of 


131 testa, 78 caused ignition. — Electrical World. F 
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TRADE STATISTICS OF ROUMANIA. 


THE following statement, showing the imports of electrical and 
similar goods into Roumania ín 1910, is taken from the official 
trade statistics which have recently been issued; the figures for 
1909 are added for purposes of domparison, and notes of any 


increases or decreases are given :— 
1909. 


Kilogs. 


Electrie insulators of faience and porcelain 


even combined with other materials,— 


From Austria M 32,000 
„ Germany " 37,000 
17 Italy | ° — 
» Other countries .. 1,000 
Total 70,000 
Boilers. — ; 
From Great Britain Ves 2,000 
„ Austria 92,000 
„ France 30,000 
„ Germany iss 179,000 
„ Other countries 20, 000 
Total eee 323,000 
Iron wire, galvanised, &. 
From Great Britain T 62,000 
„ Austria 51,000 
„ Belgium 15,000 
„ France gi 2,000 
» Germany Я 261,000 
„ Holland | 86,000 
„ Other countries 1, 000 
Total 858 478,000 
Electric incandescent lamps.— 
From Austria "T 5,000 


95 
„ Germany wie 13,000 


» Other countries — 
Total 18,000 
Copper wire. — [n 
From Great Britain "A — 
„ Austria ees Si 20,000 
» Germany .. ve 104,000 
„ Other countries 3,000 
Total TT 127,000 
Steam. engines.— 
From Great Britain si 30,000 
» Austria  .. ёо 129,000 
» Germany .. e. 1,415,000 
» Other countries К 64,000 
Total. 1,638,000 
Petroleum engine. ; 
From Great Britain e. 932, 000 
» Austria dis TS 475,000 
99 Belgium ecc eon 93,000 
» Germany .. ... 1,462,000 
» Switzerland 237,000 
„ Other countries... 42,000 
Total .. 0,241,000 
Gas, compressed air, & c., engines. — 
From Great Britain. 45,000 
33 Austria eve eco 85,000 
» Germany ... P 343,000 
» Switzerland 58,000 
Total 


531,000 


Dynamo-electric machines, electric motors, 
converters, transformers, &c.— 


From Great Britain see eee 2,000 
» Austria РТР vis 22,000 
„ Belgium “ee 15,000 
39 ce ove [IE 1,000 
» Germany .. є& 557,000 
» Other countries... 16,000 - 
"Total Vau 613,000 
Accumulators and spare plates. 

From Austria ... 133,000 
„ France hi ies 1,000 
9 Germany eee eos | 34,000 

n Other countries... — 
Total . 168,000 


1910. 
Kilogs. 


63,000 
79,000 
1,000 
3,000 


146,000 


26,000 
86,000 
7,000 
421,000 
1,000 


541,000 


48,000 
103,000 
9,000 


330,000 
2,000 
1,000 


493,000 


6,000 
16,000 
1,000 


23,000 


66,000 
22,000 
83,000 

3,000 


174,000 


7,000 
69,000 


2,398,000 


50,000 


2,524,000 


817,000 
600,000 
163,000 


1,159,000 


257,000 
87,000 


3,083,000 


62,000 
27,000 
165,000 
7,000 


261,000 


1,000 
20,000 
9,000 
5,000 
711,000 
3,000 


749,000 


226,000 
1,000 
22,000 
2,000 


251,000 


Increase or 
decrease. 


+ [++ + +++ + 


REM 


+t+[+4+] + 


ERE 


+ 
+ 


Kilogs. 


31,000 
42,000 
1,000 
2,000 


76,000 


24,000 
6,000 
23,000 
242,000 
19,000 


218,000 . 


14,000 
52,000 
6,000 
2,000 
69,000 
84,000 


47,000 


23,000 
60,000 
983,000 
14,000 


886,000 


115,000 
125,000 
70,000 
303,000 
20,000 
45,000 


158,000 


17,000 
58,000 
178,000 
51,000 


270,000 


1,000 
2,000 
6,000 
4,000 
154,000 
13,000 


136,000 


93,000 


12,000 
2,000 


83,000 


1909. 


1910. 
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Increase o 


decrease. 
_Kilogs. Kilogs. Kilogs. 
Arc lamps.— | 
From Austria ifs 1,000 1,000 . — 
» Germany .. 13,000 8,000 — 5,000 
„ Other countries 1,000 — — . 1,000 
Total 15,000 9,000 — · 6,000 
Electric apparatus for telegraphs | 
and telephones.— 
From Austria - 2 1,000 2,000 + 1,000 
» Germany .. ase 15,000 8,000 — 7,000 
„ Other countries 7,000 2,000 — 5,000 
Total eco 23,000 12,000 — 11,000 
Ditto for transmission of power and light,— 
From Austria x das 1,000 2,000 + 1,000 
» Germany .. 12,000 18,000 . + 6,000 
„ Other countries 2,000 — — 2,000 
Total  ... 15,000 20,000 + 5,000 
Interrupters, &c,.— н 
From Austria 7,000 7, 000 . 
„ Germany 63,000 72,000 + 9,000, 
„ Other countries 1,000 3,000 + 2,000' 
Total. 71,000 82,000 + 11,000 
Cables for transmission of electricity and | 
insulated wire,— 
From Great Britain as 27,000 1,000 — 26,000 
„ Austria sn 18,000 51,000 + 33,000 
„ Germany 342,000 692,000 + 350,000 
» Belgium -— 3,000 18,000 + 15, 000 
„ Other countries — 4,000 + 4,000 
Total  ... 390,000 766,000 + 376,000 
Rails for tramways and railways,— | : 
From Austria ae bua 356,000 1,373,000 +1,019,000 
„ Belgium 2,193,000 1,031,000 — 1, 162, 000 
„ Germany . 2,162,000 4,442,000 42, 280, 000 
„ Holland 1,747,000 1, 258,000 — 489,000 
„ Russia T ... 5,635,000 6,216,000 + 581,000 
» Other countries 125,000 87,000 | — 38,000 
Total . . 12,218,000 14,407,000 +2,189,000 
Locomobiles,— 
From Great Britain - 409,000 1,010,000 + 601,000 
. Austria... see 457,000 1,143,000 + 686,000 
» Germany ... К 824.000 1,096,000 + 272,000 
„ Other countries... 16,000 19,000 + 3,000 
Total  ... 1,706,000 3,268,000 71, 562,000 
Electric apparatus for bells,— 
From Austria э» 2,000 2,000 — 
» Germany 3,000 3,000 — 
Total 5,000 5,000 — 
Electric batteries for medicine and chemistry.— 
From Austria Vis 1,000 1,000 — 
„ German 3,000 2,000 — 1,000 
Total 4,000 3,000 — 1,000 


The Electric Smelting of Iron Ore in Norway.— 
H.M. Consul at Christiania (Mr. E. F. Gray) reports that the 
Hardanger Electric Ironworks were started in November, 1911, and 
during a short spell of activity they produced rather over 300 tons 
of raw iron, which were exported. The ore smelted came from the 
Klodeberg Mine, near Arendal, containing 40 to 45 per cent. of iron. 
The ore furnace is calculated for a maximum of 3,500 B. p. Further 
experiments were to be made with ore from Ródsand. A new 
electric mass furnace is being made, to act at first as a reserve fur- 
nace, and an electric stéel furnace will probably be constructed 
during 1912. 

The Arendal Fossekompagni has projected iron smelting works 
near Arendal, and is to employ 8,000 H.P. It is hoped to begin 
working on ore from the fields near Arendal and Lyngór in the 
spring of 1913. The Tinfos Ironworks for electric smelting will 
soon begin producing, but have been delayed by a lock-out and other 
causes. The Stavanger Electric. Steel Works for the manufacture 
of steel from old battleships, &c., will probably not start working: 
before the latter half of 1912; they will employ some 1,000 to 
1,500 H.P. Hammering works are under construction. 

Several new works of the kind are already under consideration,— 
Board of Trade Journal, 
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GERMAN TRANSFORMER WAGONS. 


THE installation of rural power transmission plants has placed 
electric current at the disposal of farmers for the operation of all 
kinds of agricultural machinery even in fields situated at a con- 
siderable distance from the farm. The high-pressure distributors 
are generally provided with connections for this purpose, which 
allow a transformer to be connected up to them. Since this trans- 
former is employed at a number of different points, it is mounted 


Fig, 1—TRANSFORMER WAGON FOR FARM USE. 


on а wagon and can be transported from place to place. As a 
substitute for the primitive arrangements hitherto in use, the 
A.E.G. has designed a special outfit which complies with the most 
exacting requirements with regard to safety. 

In view of the apparatus it contains, the A.E.G. transformer 
wagon is mounted on good springs, and in order to ensure eatis- 
factory earthing of all parts it is constructed of iron. The appa- 
ratus contained in the interior is conveniently accessible at all 
times through suitably arranged doors. The current is led to the 
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Fia, 2.. TRANSFORMER WAGON COUPLED TO TRANSMISSION LINE. 


wagon through & bow collector which can be lowered during 
transport. A protective lattice which surrounds the current 
collector serves as a support for the latter in the lowered position 
and keeps it steady when in the raised position. 

In this position the connection with the high-pressure dis- 
. tributor is carried out by means of the field connection (fig. 2). 
This is specially designed for its purpose and consists of three fixed 
insulators and three insulators which oan be hinged down some 
distance. The latter carry the hooks for the connection of the 
portable conductor, which can only be hung in position when the 


current is switched off. Inside the protective cover the high- 
pressure leads conduct the current by means of leading-in tubes 
to the fuses, choking ooils, oil switches, &c., and thenoe in a very 
simple manner to the transformer. 

The high-pressure equipment can be chosen according to require- 
ments. The low-pressure equipment consists of the meter, the fuses, 
the excesa-voltage fuses, and the terminal box. A portable cable 
leads to the current-consuming apparatus, and may be several 
hundred metres in length. For example, in the case of ploughs, 
it may be as long as 1,000 m. For this reason, the portable trans- 
formers are designed on the low-pressure side for pressures ranging 
between 220 and 380 volts in the case of short distances, and from 
500 to 1,000 volts for long lengths of cable, 

These transformer wagons, which are built for 40 or 80 K.v.A., in 
spite of the high pressures adopted, ensure the greatest reliability 
in operation and afford adequate protection for persons employed 
directly or indirectly in their neighbourhood. The portable trans- 
formers are used for the operation of ploughs, threshing machines, 
drainage and irrigation pumpe, &c. The use of a portable 
transformer in connection with rural power transmission plants 
enables a considerable reduction in the no-load losses and the pro- 
duction costs to be effected. 


THE RECENT WORK OF MR. CARL HERING. 


AN advantage always accrues to a community when one of its 
number devotes himself specifically to one particular object. For 
this reason, it is of interest, in view of the rapid advances which 
are now being made in the design and operation of electric furnaces 
for the production and refining of steel and other metals, to refer 
to the researches of Mr. Carl Hering, in order to gain some 
clear appreciation of the bearing which the work of this well- 
known Ámerican pioneer in electrometallurgy, has upon the general 
problem of the application of electricity to the working of metals. 
Two features in electric furnace work need to be kept in mind 
in order to see the position. The first is, that modern furnaces are 
now being made of increasingly large capacity as the electrical pro- 
cess is emerging from the experimental to the practical stage, and 
therefore the currente dealt with are increasingly powerful. The 
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second point is, that the molten masses in the electric furnaces 
present themselves as conductors of electricity which are in a fluid 
oondition, and, therefore, their power of mechanical cohesion is 
small. The result is that the presence of unsuspected internal 
forces in a conductor due to the current carried by it has been 
found, and the value of Mr. Hering’s former work was in demon- 
strating this presence. The "pinch phenomenon,” which 
term describes the tendency of a current to contract the cross- 
section of the conductor, and even to produce rupture of the circuit, 
which becomes evident when the conduotor is liquid, was discussed 
in 1907 before the American Electrochemical Society, and in 1909 
the practical bearing of this phenomenon upon the design of 
electric furnaces was shown before the same society in a paper on 
“The Working Limit in Electric Furnaces due to the Pinch 
Phenomenon.” 

It seems, however, a perfectly natural supposition that if a con- 
ductor contracts in cross-section under the influence of the pinch 
effect, the material so displaced must move somewhere else, and, as 
a matter of fact, as indicated in fig. 1, taken from a publication 
by Mr. Hering in the Journal of the Franklin Institute, the 
material moves lengthwise to the conductor near the central 
axis with considerable force. Mr. Hering argues in this 
article on The Stretching of a Conductor by its Current," that 
the current is subjected to a longitudinal stretching force in addi- 
tion to a transverse compressive one. He supporte this view by 
several observations. One of these is the action of an arc, which 
is a perfeotly flexible conductor, in wandering about when between 
vertical electrodes, and even crawling up the side of the electrode, 
as if it were trying to lengthen itself. He also cites the case of a 
flexible bent conductor trying to straighten iteelf, and argues that 
the forces exerting the straightening action still exist when the 
conductor is straight, and hence tend to lengthen the conductor. 
The well-known trough experiment of Ampere and the action of 
the current passing through a U. shaped copper bar in two 
mercury cup terminals in forcing the bar out of the cups when the 
current is strong enough, point the same way. As like magnetic 
lines of force repel one another, and aa every current-carrying con- 
ductor is encircled by like circular lines of force, these lines must 
repel each other in the direction of the axis of the conductor, and 
therefore produce a stretching foroe. Other experiments are also 
cited in this paper tending in the same direction. . 
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Mr. Hering likens the conductor carrying a current to a wire 
surrounded by stretched rubber bands like umbrella rings which 
are also crowded together laterally. Their contraction produces 
an analogue of the " pinch” effect, while their lateral expansion 
represente the lengthening effect on the conductor. He suggests 
that the stretch of the conductor carrying a current follows as a 
consequence, if it is true that a line of force is rigid with the 
material of the conductor carrying the current which produces it. 
He calle attention to three imperfections in the usual text-book 
statements, arguing firstly, that it is not currents that attract and 
repel one another, but the material of the conductor which is 
attracted or repelled: secondly, that the material in and about 
which large lines of force are generated is moved, or affected, by 
these forces, this statement being preferable to the usual one that 
like forces repel, and unlike, attract; and, thirdly, that the 
generation of electromotive force is not produced by cutting the 
circuit by lines of force, but the material of that circuit which is 
cut. If a circuit, but not the material, is cut, there will be no 
induction. He, therefore, deduces the following conclusions which 
may be taken verbatim from the paper referred to :— 
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"In a conductor free from all external influences a current 
exerts a stretching force, due to its magnetic effect, which is 
independent of the direction of the current or of the length of the 
conductor, and is presumably proportional to the square of the 
current, and inversely proportional to the cross-section; it con- 
tinues to act no matter what length the conductor has been 
stretched by it, and is, therefore, not of the nature of a strain; it 
is affected by neighbouring currents, and becomes less as these 
neighbouring currents neutralise the magnetic effect of the current, 
being zero in a perfectly non-inducti® circuit; when it produces 
motion a counter electromotive force is produced; when such 
motion is reversed by a stronger opposing mechanical force, a 
direct electromotive force is produced.” 

It has been necessary to discuss at such length the author’s more 
or less theoretical investigations in order to appreciate the work 
which underlies the design of a new type of electric furnace, which 
was described in a paper by Mr. Hering before the American 
Electrochemical Society in New York. In referring to the 
“pinch” effect, Mr. Hering illustrates a method whereby this 
effect is put to good use. In fig. 2 the circle represents the 
cross-section of a cylindrical conductor, the forces of the 
"pinch" effect tending to act radially as shown by arrows. If 
the conductor were made to be the electrical column of liquid, as, 
for example, the portion marked “resistor ” in fig. 3, consisting of 
а hole in a non-conducting material closed at the bottom by an 
electrode, and filled with liquid, then these forces act horizontally 


A Pu ae 
6 ELM 
MrATE® ‚Т Ue 
“so ELECTRICHE 
2 P 


Еа, 5. 


and perpendicularly to the axis along the whole length. The 
mutual attraction of the parallel electric currents in such a con- 
ductor, act on the material constituting the conductor, and the 
liquid particles are moved bodily from the circumference to the 
central axis, and therefore a suction is created at the periphery 
and a pressure at the centre. By hydraulic action the radial forces 
in burn produce corresponding longitudinal forces at the centre 
and at the periphery, and the action is shown by arrows, a species 
of fountain being formed. The direction of this hydraulic flow is 
the same for direct or alternating current, and hence a valveless 
electromagnetic pump is formed. This phenomenon, known as 
the squirt phenomenon, has been adapted as a basis for the 
liquid resistor fonce | 
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In the Journal of the Franklin Institution, Mr. Hering describes 
this furnace in more detail. The liquid columns or resistors, of 
which there are two (one for each electrode), are so proportioned 
that the whole heat for the furnace is generated in them, and the 
diameter and current are so proportioned that the “pinching " 
force is sufficient to produce the desired circulation. In turn each 
particle of the liquid enters the resistor, and it is here immediately 
highly heated and ejected, being in the resistor only about one 
second. There the heated metal is forced to the top where, in the 
case of steel refining, it comes into intimate contact with a blanket 
of slag, the chemical action taking place there. The cooler material 
on the bottom flows in the resistor, and is in turn heated and 
ejected. Where three-phase current is used there are three similar 
resistors and electrodes. In order to show how this principle may 
be applied, figs. 4 and 5 show a small type of crucible tilting 
furnace, which tilta round the lip, so as to pour directly into the 
moulds. Various ways of starting it may be adopted. A small 
liquid charge may be put into it, just enough to connect the ends 
of the electrodes when the crucible is tilted ; a small charge may 
be melted in the crucible by means of an oil flame, or a casting 
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may be made to fit the bottom, and this casting may be subse- 
quently melted electrically, or a small charge may be always left 
in the crucible, and in this case the charge can be readily melted ` 
with the current when it has become frozen. In order to show how 
these resistors or squirting tubes and their electrodes may be applied 
to the usual form of tilting furnaces, figs. 6 and 7 may be studied. 
The former is a vertical section through one of the two elec- 
trodes and tubes, while the latter shows a top view of a 
horizontal section at about a level with the doors. It is 
claimed that, with this type of furnace, there is a very quick action, 
which results in a large output per day and less stand-by losses 
per ton, also a rapid refining action, owing to the continual renewal 
of the surface in contact with the slag. There is rapid purification 
of the suspended matter, such as slag, oxides, gases, &o., as these 
are freed as the liquid reaches the top and deposits such matter in 
theslag. The rapid and systematic circulation produces practically 
perfect homogeneity, while the temperature is reduced to the lowest 
possible value necessary for the chemical reaction, thus diminishing 
loss due to excess of temperature. The method also tends to certain 
improvements in design, such as heating from the bottom, which 
is a rational method; the possibility of making the hearth deep 
and narrow instead of shallow and broad, this reducing loss of 
heat from the walls ; the use of metal electrodes, which lose less 
power than those of carbon or graphite; no consumption of the 
electrodes, thus eliminating an important item of cost in arc furnaces, 
and also the necessity for continual adjustment of the electrode and 
contamination of the material with that of the electrode. Looked 
at from the electrometallurgical point of view, the furnace can be 
easily and accurately regulated by varying the voltage of the trans- 
former. Heat can be added at the top in the form of gases for pre- 
heating the oold material and producing low temperature heat, 80 
obtaining increased economy; and there is no reduction in the 
power factor, as the current is generated in a separate transformer. 
From the maintenance point of view, the simplicity and compact- 
ness of the construction itself, ease of operation and the facility 
with which repairs of the tubes can be made, makes the operating 
cost very low, and it may be stated that the larger the furnace, the 
better does the principle apply, while it is capable of applicatisn to 
existing open-hearth furnaces, . 

The furnace described was, some time ago, run daily in order to 
carry out certain experiments and to determine some interesting 
constante, and these experiments were all very satisfactory. 
Another furnace is now being built, and it is expected that, when 
particulars of this type are made public, some very interesting 
developments will be shown relating to yet another physical pheno- 
menon, which reveals itself and becomes powerful under conditions 
of high current densities. 


Manchester Electro-Harmonic Society.—The season 
1912-13 will be opened by а smoking concert next month. The 
secretary (Mr. I. Hill, 24, Brazennose Street, Manchester) will be 
very pleased to forward application forms for membership to any 
gentlemen who are desirous of becoming members. There are at 
present about 100 members, and the committee is anxious to receive 
as many applications as possible before the opening concert. 
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ELECTROLYTIC CONDENSERS 
FOR THE PREVENTION OF SPARKING 
AT CONTACTS, 


IT has long been known that sparking at contacts can be pre- 
vented by the use of condensers, but the expense of the large 
capacities involved even for circuits of quite small power when the 
voltages arelow, has proved a bar to their widespread use hitherto. 

In an article in the E. J. g. for August 29th, Dr. Karl Siegl 
describes the successful use of a cheap form of iron-alkali electro- 
lytic condenser in connection with electric clock contacts. He 
prefers to introduce the condenser in series with the contact and 
the supply battery, rather than as a shunt to the contact, as the 
former arrangement greatly simplifies the construction. 

After a great deal of experimenting, Dr. Siegl found that only 
electrodes of mercury or of iron were suitable for the purpose, and 
these gave the best results in & concentrated solution of caustic 
potash or caustic soda. Since solid iron electrodes are more easily 
dealt with than liquid mercury ones, iron has generally been 
adopted. Provided the current density is kept moderate, no 
chemical action whatever takes place, and no gas is given off, so 
that the whole can be hermetically sealed and requires no 
attention. 

When such а cell is subjected toa voltage of from à to 1 volt, a 
momentary current flows (lasting from a few hundredths of a 
second to many seconds, according to the size of the plates), and 
is then absolutely cut off automatically by the rapid formation of an 
oxide coating on the anode. On reversing the voltage a similar 
momentary current flows in the opposite direction, and so on at 
every swing of the clock pendulum carrying the contacts. 

The arrangement usually adopted is indicated in fig. 1: p is the 
seconds pendulum of any standard clock. The pendulum spring P F 
is fixed at its ordinary supporting point into a piece of metal M, 
about 6 cm. long. This piece is itself supported from a very short 


FIG. 1. 


spring f; M carries two contacte, only just free to move between 
the two contact screws Ki and Ks, so that on breaking with one 
screw it makes contact with the other. 

The ends of the battery B; B4 are connected to the two contact 
screws, whilst the middle point of the battery leads to the con- 
denser or valve cells r, and thence through the clock electro- 
magnetic mechanism : z. By choosing the area of plate in the 
valve cells correctly the current impulses can be made of sufficiently 
short duration to enable the contact to be broken every time at zero 
current, and, therefore, without any sign of sparking. 

Thus, if the area of plate is very small (small iron wires), the 
current rush is over in a few hundredths of a second; but, at the 
same time, the initial resistance is too great to allow enough current 
for operating the clock mechanism to pass. Also the high current 
density causes gas evolution and possible destruction of the oxide 
coating, accompanied by a needle-like black deposit. If the area 
of plate is increased to 1 or 2 sq. cm. gas is no longer given off, but 
the resistance is still too high. 

At the other extreme, with plate areas of 50 sq. cm. or more, 
the resistance of the cell becomes so low that a quite small battery 
passes sufficient current, but, owing to the large capacity, this 
cufrent continues for too long a period. Experience showed that, 
for second clocks with a circuit resistance of under 100 ohms, plate 
areas of from 20 to 40 sq. cm. were suitable, and enough current 
could be got through these with 4 or b volts. Asa rule, the ratio 
of number of valve cells to number of battery cells connected 
across them is made two, but for specially perfect protection of the 
contacts it may be made threeor more. The valve plates are sometimes 
made up in the form of concentric sheet iron tubes ; more often 
the plates form the sides of narrow troughs, both sides of the plate 
being thus available and giving the whole arrangement a very 
compact form. 


The valves gradually increase in resistance for the first 10 or 20 


hours of working, so that the best number of cells should not be 
finally determined until after this time has elapsed. 

The length of time for which the current impulse lasts depends, 
in the first place, on the relation of the capacity of the cell to the 
initial resistance of the cell and the resistance of the outside circuit, 
and, in the second place, on the relation of the number of cells to 
the voltage applied. By suitably changing these various factors 
either minute or second impulses can be equally readily obtained. 


THE FAILURE OF A TRAMWAY UNDER- 
TAKING. 


[FROM A LEGAL CONTRIBUTOR. 


Siang are not wanting that those sections of the Tramways Act, 
1870, which relate to tramways which it is found impossible to run 
at a profit, may soon have to be called into operation in certain parte 
of the country. In the department of electric traction as in other 
departments which are of interest to the electrical world, there is 
sometimes over-production. Ina burst of enthusiasm, enterprising 
persons may have found the money for laying tramways in а district 
which, contrary to expectation, never develops even under the 
stimulus of electric traction. Receipts fall off, the cost of repairs 
and renewals has to be met, and the heavy burden of maintaining the 
track has to be borne as a first charge upon the undertaking. In 
the result, the tramway company may be forced to face the music 
of liquidation. Failures of this kind only become publicly known 
where the undertaking is in the hands of a private company. Ifa 
local authority owns the trams, the loss, if any, is borne by the 
ratepayers. Nor is there much outcry raised about the failure of 
the undertaking in such circumstances, because it can always be 
argued that, although there is a loss, the undertaking is conferring 
benefits upon the poorest of the poor. | 

An interesting and instructive example of the entirely blameless 
failure of a private company is afforded by the case of the Scar- 
borough trams. The following epitome of facts is derived from 
a report of a case which was heard at the Scarborough Petty 
Sessions in January (see ELECTRICAL REVIEW, January 20th, 1911, 
page 90): The Scarborough Tramway Co. were summoned at the 
instance of the Corporation for failing to provide & reasonable 
service of trams, as provided hy Sec. 92 of the Scarborough Tram- 
ways Act, 1902. It appeared that the trams started running in 
October, 1904, and continued to run until October, 1910, when the 
directors of the company, finding that the undertaking waa being 
carried on at a loss of £2,000 a year, decided to suspend operations, 
An application which they made to the Board of Trade, to beallowed 
to suspend traffic during the winter, was refused. The solicitor 
who appeared for the company urged that the proper remedy of the 
Corporation was to teke advantage of Sec. 42 of the Tramways Aot, 
1870, which provides that if after inquiry by the Board of Trade, 
the promoters were found insolvent, their powers should be at an 
end at the expiration of six months, unless the concern was taken 
over by the local authority. Eventually the magistrates made an 
order imposing a penalty of 10s. a day upon the company for 
28 days, although it was pointed out that there was nothing upon 
which the penalties could be levied, inasmuch as a Receiver had already 
been appointed to receive the tolls on behalf of the debenture- 
holders. 

The ultimate fate of tffis unfortunate undertaking cannot be 
predicted with any oertsinty ; but it serves to draw attention to 
those sections of the Tramways Act, 1870, which make provision 
for the case of an insolvent tramway company, to which, for the 
benefit of companies who may find themselves in the like perlous 
condition, we now propose to draw attention. . i 

Sec. 41 of the Act provides that if at any time the promoters dis- 
continue the working of a tramway or any part thereof for three 
calendar months (such discontinuance not being occasioned by cir- 
cumstances beyond the control of such promoters, for which pur- 
pose the want of sufficient funds will not be considered a circum- 
stance beyond their control), the Board of Trade may declare that 
the powers of the promoters in respect of the tramway shall be at 
anend. Thereupon the powers of the promoters are to cease and 
determine, unless they are purchased by the local authority in 
accordance with the compulsory purchase clause of the Tramways 
Act. If such an order is made, the road authority of the district 
may, within two months, remove the discontinued tramway at 
the cost of the promoters, and if the promoters fail to pay the cost, 
the road authority may sell the materials of the tramway either 
by public auction or private sale, and reimburse themselves out of 
the proceeds of such sale. The balance remaining over is paid to 
the promoters. 

Upon this section the question arises, what are ‘circumstances 
beyond the control of the promoters?” It is conceived that a failure 
by lessees of the undertaking would not be a failure on the part of 
the promoters, and could not have made the subject of an order. 
The road authority are not obliged to remove the tramway, but no 
one but the promoters would have power to work it. 

Sec. 42 of the same Act specifies the remedy for the insolvency of 
the promoters. It provides that if after the opening of a tramway 
it appears to the local authority that the promoters are insolvent, so 
that they are unable to maintain the tramway or work the same 
with advantage to the public, and a representation to that effect is 
made to the Board of Trade, the Board may direct an inquiry by a 
referee into the truth of the representation, Ifthe referee finds the 
promoters to be insolvent, the Board may declare that their powers 
shall come to an end within six months unless they are purchased 
by the local authority. Thereupon the road authority may remove 
the tramway upon terms similar to those specified in the preceding 
section :— 

It was held in one case (Pontypridd and Rhondda Valleys Tram- 
ways Co., Ltd. (1889) 58 L. J. Ch. 636), that an inquiry of this kind 
may be set on foot, even after a company has gone into liquidation. 

It remains to consider the conditions in which a tramway 
company may be wound up. A tramway company may be wound 
up in the ordinary way if registered under the Companies’ Acta, or 
it may be wound up as an unregistered company if it consists of 
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more than seven members, and is not registered under the 
Companies' Act, inasmuch as it is not a railway company within 
the exception contained in Sec. 268 of the Companies’ Act, 1908. 
The fact that the preamble of the Tram Company's Act states that 
the construction of the tramway would be to the public 
advantage does not preclude a winding-up order, although this will 
make the Court more careful not to make the order until it is 
assured that sach order is the best or only way out of its difficulties, 


Nor will an order be refused because the undertaking could not be . 


sold without an application to Parliament, as such an application 
may be sanctioned by the Court. 

The application for the order may be made by the company 
iteelf ; by other persons entitled in the ordinary way to ask for 
such order, and by the debenture-holders in virtue of their righta 
as ordinary oreditors, in spite of their previous exercise of their 
remedies as debenture-holders. 

Debenture-holders, however, are in the event of default by the 
company entitled only to the appointment of a receiver of the 
undertaking of the company, and the net earnings thereof, and not 
to an order for the sale to the undertaking or to the appointment 
of a manager. The Court fully recognises the jurisdiction to wind 
up tramway companies, even on the application of debenture- 
holders, but debenture-holders are not promoters and have no right 
to exercise the statutory powers of promoters. 


ELECTRIC IRON SMELTING. 


IN our issue of July 12th we published a summary of the results 
obtained during the first six months’ work with the electric iron 
smelting furnace at Trollhattan, Sweden. The experience gained 
during that time naturally led to various improvements, and the 
furnace was, therefore, shut down to effect the necessary altera- 
tions. It was again started in September, 1911, since which time 
it has been in continuous operation. 

The alterations related mainly to improved means for cleaning 
and circulating the furnace gas. Round electrodes were also intro- 
duced, in order to permit of their being joined end to end. Through 
this arrangement the waste of electrodes has been reduced to 
practically nil. 

The results have shown a marked improvement through reduced 
current consumption and reduction of the quantities of charcoal 
and electrodes. Different kinds of ore have been tried, and long 
series of tests made with varying proportions of lump ore and con- 
centrates. These show that any larger proportion than 30 per 
cent. of concentrates interferes with the smooth running of the 
furnace owing to the compactness of the charge, which prevents 
the passage of the gas. 

On account of the varying and, for long periods, unfavourable 
conditions under which the furnace has worked, the average results 
during the entire period of working do not represent the actual 
efficiency of the furnace. We, therefore, select as typical the 
resulta of one month’s working, when the conditions may be 
regarded as having been normal, These results are as follows :— 


1911. 
Pig-iron produced, tons ... ibs s .. _ 5379 
Quantity of slag, tons МЕЕ T" s 88˙9 
Iron in the ore, per cent. ... ae ate pss 67:65 
Iron in the ore and lime, per cent. i 65'02 


Quantity of slag per ton of iron, kg. " 165 
Charcoal used per ton of iron, kg. ds .. 339˙9 


Average load, Kw. „в "n 1,407 
Average power, H.P. -— "S Sia 1,913'5 
“Current used per ton of iron, KW.-hours 1,749 
tIron produced per KW..year, tons... И 5°01 
Iron produced per H.P.-year, tons "T T 3°68 
Average CO, contents in gas, per cent.... 29°27 
per cent е trs is 3°64 
Bi „ s е at 2 T 0°36 
Mn ,, 8 Eos EN vis В 0°40 
S „ „ Шал as ; bs 0009 
P „ , EG 0'018 


* According to instruments at the furnace. 
t Estimated on the basis of 8,760 Kw.-hours per KW.-year. 


The practical success of the process is shown bythe number of 
plants built or planned. These are :— | 


Completed | 
Trollhattan, Sweden, 1 furnace 2,500 H.P. 
Domnarfvet, „ 1 is bes «es 3,500 „ 
Hag fors, 17 2 furnaces, at 3,000 H. p. 6, 000 „ 
Hardanger, Norway 1 furnace eae s 3,500 „ 
Under Construction or Planned— 
Hag fors, Sweden, 1 furnace = з 3,000 H.P. 
Nykroppa, M 8 furnaces, at 3,000 H.P. 9, 000 „ 
Hardanger, Norway 1 furnace єз i 3,000 „ 
Arendal, á 3 furnaces at 3,000 Н.Р, 9,000 „ s 
Switzerland 1 furnace i EON 2,500 ,, 
Total, furnaces for 42,000 Н.Р. 


The Hagfors and Nykroppa Works. Sweden, both belong to the 
Uddeholm Co. The working of the first furnaces at Hagfors 
proved so satisfactory that the company have decided to sub- 


stitute electric smelting for their present blast furnaces at both 
works, They are expending about £330,000 for the new plant and 
for harnessing sufficient water-power. The report of the directors 
states that the electric smelting has been found more economical 
and gives a better product. Besides this, two-thirds of the present 
consumption of charcoal will be saved, and consequently a large 
quantity of wood will become available for the company’s sulphite 
pulp works and other purposes. 

We are indebted for the above information to Electro-Metals, 
Ltd., 94, Union Court, Old Broad Street, London, E.C., who have 
acquired the rights to this process for the British Empire, the 
United States and Mexico, 


OUR LEGAL QUERY COLUMN. 


[ Questions addressed to this column should be written on one side 
f the paper only. | 


“VOLT” writes :—‘‘The tenants of a private estate require a 
supply of electricity from an electrioal company working under 
Parliamentary powers—the estate being within the area of supply. 

‘Before erecting poles for the purpose of supplying such 
consumers, is it not necessary for the company to first obtain the 
consent of the owner of the estate, or, failing that, to apply to the 
Board of Trade for compulsory way-leaves ?” | 

„ It is clear that poles cannot be erected on, пог can wires be 
suspended over, the land of any person without his consent ; nor 
has the Board of Trade any power to grant compulsory way-leaves. 
Sec. 10 of the Electric Lighting Clauses Act, 1899, provides that 
undertakers shall not, without the express consent of the Board of 
Trade, and where the local authority are not themselves the 
undertakers, of the local authority also, place any electric line 
above ground, except within premises in the sole occupation or 
control of the undertakers, and except so much of any service line 
as is necessarily so placed for the purpose of supply. It would 
seem as if Volt can only proceed to obtain his way-leaves by 
agreement with the land-owner concerned. 


“ LEX " writes :—" I should be much obliged if you would inform 
me whether it is a fact that municipal authorities are compelled by 
law to advertise for tenders for work involving {Бе outlay of £100 
or more ; also whether they are obliged to publish the amounts of 
such tenders, or at least to disclose them to any ratepayer who may 
apply for the information. It seems to me that in the absence of 
such compulsory publication, there is no check on improper trans- 
actions, which would be detrimental both to the public welfare 
and to that of the honest tenderer.” 

*, Except in the case of an urban authority there does not 
appear to be any necessity for & local authority to advertise for 
tenders, although the practice is generally adopted. 

Urben authorities are compelled by law to offer certain contracts 
for public tender. Thus it is provided by Sec. 174 (4) of the 
Public Health Act, 1875, that before any contract of the value or 
amount of £100 or upwards is entered into by an urban authority, 
ten days’ public notice at least shall be given, expressing the nature 
and purpose thereof, and inviting tenders for the execution of the 
same, and such authority shall require and take sufficient security 
for the due performance of the same. Interesting questions have 
arisen in practice as to the legal effect of this provision. Thus in 
one instance (see the ELECTRICAL REVIEW, March 2nd, 1906), a 
certain municipal council, having resolved to extend its electrical 
plant, sent out to a number of electrical manufacturers a specifica- 
tion in which a special type of engine (one firm's exclusive speciality ) 
was asked for, the type of the generator being left open. The 
matter was not advertised. A firm of engine builders not 
making the type specified by the engineer obtained permission to 
tender, but, contrary to the specification, they quoted for their own 
type of engine. Their price was lowest, but they were ruled out as 
having failed to comply with specification. 

The following points arise: (1) Should the matter have been 
settled with the contract being publicly advertised ? (2) Was the 
engineer acting within his rights in specifying a particular type of 
engine—a fact which conceivably might allow the price being 
increased, because of a " monopoly " given to that favoured type? 
It is & frequent practice for dynamo builders to submit alternative 
tenders for their machines driven by different types of engines. 
In this way the engineer can obtain his end without leaving an 
opening for unfair competition. Bearing in mind that the local 
authority in question was & municipal body, the legality of this 
particular method of obtaining tenders would seem to be open to 
question. The object of the legislation is manifestly clear; it is 
to give the public an assurance that there shall be no favouritism, 
and that the ratepayers’ money shall be expended as economically 
as possible. A further question has also arisen. Is a municipal 
body at liberty to state that no tender will be considered unless 
it include a particular type of engine! Although there does not 
appear to be any direct authority on the point, it constitutes, in the 
writers view, an abuse of the powers which are conferred upon 
local bodies by Parliament, and opens the door to unfair dealing. 

It is a common practice for local authorities and other bodies 
inviting tenders to draw special attention to the fact that the 
lowest tender will not necessarily be accepted. The knowledge 
that the job will not asa matter of course be handed over to the 
lowest bidder tends to encourage offers from firms of repute, who 
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need not fear that mere stiffness of price spells instant rejection. 
Where, however, the party inviting tenders is a local authority, it 
seems that there may be a ris a tergo, in the shape of a Government 
office, to be reckoned with. Thus, when a local authority, such as 
a County Council, desires to spend money upon some object which 
comes within the purview of the Home Office, the sanction of the 
Home Secretary must be obtained. 

A veto will be exercised in a proper case. It appears that the 
Essex County Council, being minded to build a new county lunatic 
asylum at Colchester, delegated to their Committee of Visitors the 
duty of obtaining tenders. Messrs. Waring & White's tender, which 
amounted to £193,139, was accepted, although it was not the 
lowest. The committee had, however, made it clear that they did 
not bind themselves to accept the lowest or sny tender. Mr. Glad- 
Stone refused to sanction the contract on the grounds (1) That 
the tender was not the lowest; (2) That other firms were not 
offered the same opportunity of reconsidering their tender as was 
afforded to Messrs. Waring & White; and (3) That the acceptance 
of this firm's tender involved a system of sub-contracting which, 
in Mr. Gladstone’s opinion, was in itself a serious objection. In 
spite of the fact that the committee stated that the successful 
firm were not, in fact, invited to reconsider their tender, the Home 
Secretary refused to reconsider his decision. 

It would not, of course, be wise to lay down the general principle 
that local authorities shall always accept the lowest tender, but 
tenders are often accepted for indirect reasons. A particular con- 
tractor is chosen because he pays Trade Union wages, or because he 
belongs to a particular section. Again, the practice of accepting 
a higher tender on the mere ground that it gives employment to 
local men is one which may lend itself to every kind of abuse. In 
intervening to prevent the growth of any such abuse, the Secretaries 
of State would perform a useful service. It may be hoped that the 
fact that the Home Secretary has intervened—whether rightly or 
wrongly—may lead the President of the Local Government Board 
to intervene in suitable cases which come within his range. 


NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED.) 


ompiled expressly for this journal by Messrs. W. P. Тномгѕом & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


19,968, “ Magneto-electric machines." O. ВАктвсн1. September 20. 

19,980. ** Fuses for use in electrical circuits... SIEMENS BCHUCKERTWKRKE 
G.x.5.H. (Convention date, September 2nd, 1911, Germany.) September 2nd. 
(Complete.) 

20,076. *'' Electrical insulator and binder." A. Watkins, September 8rd. 

20,101. “ Cbemical generators of electricity." O. Sozz1. September 8rd. 
(Complete.) i 

20,113. ‘' Electric motor-starters, controllers and the like." F. J. MOFFETT 
and N. B. Ros HER. September 4th. (Complete.) 

20,116. ‘* Means of grinding up motor and dynamo commutators.” W. J. 
Davry. September 4th. 

20, 154. Electric wiring systems," A. P. LUNDBERG, G. C. LUNDBERG and 
P. A. LUNDBERG. September 4th. 
1 '" Electric lighting device for railway carriages.” C. Kol Bh. September 


20,180. ''Electrolytio pickling of metals." P. Marino. September 4th. 
(Complete.) 

20,185. Driving self-propelled and electrically -driven agricultural 
machines." W. Wortmann. September 4th. (Complete.) 

20,191. Blectrically-heated hot-air douches." A. ScHAEFFER. (Conven- 
tion date, December 223rd, 1911, Germany.) September 4th. (Complete.) 

20,196. ''Telephonic transinittiny appliance.” J. K. Ruopes. (Convention 
date, April 6th, 1912, United States.) September 4th. (Complete.) 

20, 224. Brush-holder.“ A. E. Веврои. September 5th. (Complete.) 

20,25. Direct-ourrent generators." A. E. BERDON. September 5th. 
(Complete.) 

20,244. Motor-actuated extension ladders for fire-escapes and the like." 
t" Cenes " ELECTRIC Traction, LTD., and E. CLIFFORD. September 65th. 
(Complete.) 

20,247. ''Electro-magnetically operated switches, particularly adapted for 
controlling electric motors." E.ScuATTNER. September Sth. (Complete.) 

20, 248. Spark plugs." J.J. THowxrsoN. September 5th. (Complete.) 

20,252. ''Electrio resistance grids." ELECTRIC AND ORDNANCE ACCESSORIES 
Oo., Lrp., G. RALPH and W. G. H. Cox. September 5th. 

20.2689. Electrically- operated suction cleaners for the extraction of dust 
and the like." Анмоврост MANUFACTURING Co., Lrp., W. C. Jeary and J. P. 
ARNACKER. September 5th. (Complete.) 

26,270. Electrical switch." J.G. Doran. September 5th. 

20,285. Means for receiving wireless telegraph signals.“ MARCONI's 
WIRELESS TELEGRAPH Co., Lrp., and C. B. FRANKLIN. September 5th. 

20.290. Ignition plug having stationary electrodes for explosion motors.“ 
K. LiNDENXMANN. September 5th. ( Complete.) 

20,293. '' Memorandum and like appliances for use in connection with tele- 
phones and other purposes." E. Е. M. Вклмвом and F. Н. BowpkN, trading 
as Branson & Bowden. September 6th. 

„ „Wall and like plugs." W. W. TiwEWELL and B. SHEEN. Septem- 

r 6th. Р 

20,845. “Telephone meters." G. L. Bates. September 6th. 

20.357. Electrical connections." W. E. Lake. (Soc. Anon. Le Carbone, 
France.) September 6th. 

20,861. ‘* Incandescent electric lamps." C. Jory. September 6th. 

20,366. “Electrically self-winding clocks." F. H. WALKER. September 6th. 
( Complete.) 

20,401. ‘Engine tell-tale or alarm mechanism for use in connection with 
engine- room telegraphs.” H. SMITH. (John Dawson Smith, High Beas.) 
September 7th. 

20,442. ''Photo-telegraphy." T. T. Baker. September 7th. 

20,446. Safety arrangements for overhead electric railway or tramway 
Bystems," J. E. PorraK. (Elektromotoren-Werke Hermann Gradenwitz, 
Germany. September 7th. (Complete,) 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Speciflcations in the following list may be obtained 
of Messrs. W. P. Тномрѕох & Co., 285, High Holborn, W. C., and at 
Liverpool and Bradford ; price, post free, 9d. (in stamps). 
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ELECTRICAL CoNpviT JUNCTION Boxes. T. G. Gatis. 15,866. July 8th. 

ENVELOPES OR SUPPORTS FOR THE RESISTANCES IN ELECTRIC HEATING APPARATUS. 
С. O. Bastian. 16,143. July 12th. 

MACHINE FOR WINDING WIRE OR THE LIKE UPON Hose Pirxs, INSULATION UPON 
„ AND FOR ANALOGOUS PoRPOSES. W. Furstenberg, 17,998. August 

th. 

APPLICATION OF ELECTRIC CURRENTS FOR PREVENTING THE CORROSION OF THE 
Тонке oF SURFACE CONDENSERS. A. Harris. 18,220. August lith. 

ELECTRICAL HEATING ELEMENT. T. Judd. 18,384, August 14th. 

MANUFACTURE OF METAL FILAMENTS FOR ELkcTRIO Lamps. F. R. Grote. 18,851, 
(Cognate application, 27,290 of 1911.) August 146. | 

MANUFACTURE OF FILAMENTS FOR INCANDESCENT ELECTRIC Lamps. H. Hoge and 
“Z” Electric Lamp Manufacturing Co. 18,892. August 14. 

SPABKING PLUGS or INTERNAL-COMBUSTION ENGINES. F. A. L. Johnson, 19,800. 
(Cognate application, 23,9600 of 1911.) September 6th. 

ELECTRIC HRATING APPARATUS. C. M. Holmquist. 91,020. September 28rd. 

ELECTRICALLY-HEATED SAp-1RONS. H. J. C. Forrester. (Diamond Electric Co.) 
22,111. October 7th. 

FITTINGS FOR INCANDESCENT ELECTRIC Lamps. F. Gunn and W. T. Nicholson 
and Clipper Co. 26,377. November 28rd. 

Exectric SAFETY Lamp. H. Sefton-Jones, (Electric-Exporte Werke Ges.) 
27,826. December llth. 

SwITCHES ron MoNo-RalL TELPHER TRACKS AND THE Like. R. Dempster and 
Bons, Ltd., and W. Mitton. 29,062. December 28rd. 

Wiring oF Contacts OF TELEPHONE Switcies, Western Electrio Co., 144: 
(Western Electric Co.) 16,868. July 22nd. 

PROTECTING Соуянтхав FOR ELECTRIC CoNpucTORS OR CABLES. W. C. Blackett 
and W. C. Mountain. 18,212. August 11th. 

TELEGRAPH INSTRUMENTS. British Insulated and Helsby Cables, Ltd., and 
G. W. Moore. 19,065. August 25th. 

REGULATORS FOR ELECTRICALLY-DRIVEN RING SPINNING AND DOUBLING MACHINES. 
Siemens Bros. Dynamo Works, Crowley and 8. Gowan. 19,084. (Addition 
to 23,641 of 1910.) August 25th. 

REGULATORS FOR ELECTRICALLY-DRIVEN RING SPINNING AND DOUBLING MACHINES. 
DH ene Bros. Dynamo Works, Crowley and S. Gowan. 19,085. August 

pee Battery Lamp. Van Raden & Co. and M. Metz. 19,194. August 

th. 


* 
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MECHANICAL CONNECTORS FoR ELECTRIC CaBLES. F. Neave and Callender’s 
Cable and Construction Co, 163. January 2nd. 

METHOD FOR APPLYING AN ELECTRICALLY-CONDUCTIVE LAYER UPON AN ELEC. 
ke Non-conDUCTIVE BuRFACE. H. E. Goldberg. 8,644. February 
13th. 

MANUALLY OR OTHERWISE OPERATED ELECTRIC SWITCHES WITH AUTOMATIC 
RELFASING MECHANISM. E. T. R. Murray. 6, 112. March 11th. - 

ELECTRIC MOTOR FOR TRANSMITTING ANGULAR MOVEMENTS WITH AN AUXILIARY 
MOTOR WHICH CONTROLS THE SUCCESSIVE DISPLACEMENTS FOR IT. R. 
Girurdelli. 6,496. March 15. (March 15th, 1911.) 

ALTERNATING-CURRENT ELECTRICITY METFRS. Siemens-Schuckertwerke Ges. 
6,647. March 18th. (March 18th, 1911.) 

METHOD oF RESTRAINING THE AUGMENTATION OF AN ELECTRIC CURRENT AND 
CONTRIVANCE THEREFOR. A. N. Hazichurst and Longstreth’s, Ltd. 6,882. 
March 20th, 

ELECTRICITY МктЕнв. Isaria Zahlerwerke Akt.-Geg. 8,075. April 8rd. 
(April 8rd, 1911.) 

FERRO-CONCRETE POLE, E8U'ECIALLY FOR SUPPORTING ELECTRIC Сомристовв. Р. 
Rose and A. Oldenburg. 8,038. April 8rd. 

PIENE ELECTRIC SwitcHes. R. H. Barbour and T. G. Travis. 10,528, 

ay 3rd. 

ELECTRIC BwiTCHES. Н. G. C. Fairweather. (Hart Manufacturing Co.) 
10,701. May 6th. 

CLUTCH GkAR FoR HvaGnkes TELEGRAPH APPARATUS, Siemens Bros. & Co. 
(Siemens & Halske Akt.-Ges ) 19,818. May 21th. 


ErLrcrmic  S8wircHESs. Siemens Bros. Dynamo Works, Ltd. (Siemens 
Schuckertwerke Ges.) 12,980. June 8rd. 


Power from Rills. —It is surprising how much there 
is to be learnt by the engineer when on a holiday, by simply keeping 
bis eyes open. A correspordent recently paid a visit to Huelgoat, 
a pleaeure resort in the heart of Brittany, about 40 miles to the east 
of Brest. Describing it, à /a guide book, hesays " it is pictureequely 
situated in the midst of a dense forest of pines, which at one time 
covered a vast tract of country. The wild boar still roams at 
large in what is left of the forest." To chase this beast is for- 
bidden ; a very unnecessary monition, because owing to his innate 
ferocity the sanglier generally does the hunting himself. In a 
lovely valley some way below the town, a power station is to be 
found ; but the casual visitor looks in vain for the lake or reservoir 
from which the water supply is drawn. The secret is discovered 
if he makes his way through the pines, bracken, and osmunda 
fern which clothe the mountain sides. At an elevation of 
about 600 ft. he will discover a canal about 5 ft. wide, and not 
more than 2 ft. deep, which runs right round the valley for a 
distance of about 4 miles It is fed by a myriad of rivulets which 
find their way into it from beneath the undergrowth. The 
intake is placed above the generating station. Owing to the fact 
that streams are more constant in a wooded country, the supply 
appears to be perennial, and enough power is generated for the 
purposes of a silver and lead mine which is worked in the valley. 
Here, then, in an out-of-the-way part of Brittany, one finds the 
forces of nature pressed into the service of man in a manner which 
combines efficiency with economy; but, as if to show that the 
Breton has not wholly accepted the teachings of modern science, 
you pass into the next valley to find a threshing machine worked 
by eight horses ; the animals are urged to further exertion by a 
man who site on a revolving pedestal in the centre, Y; -e see -~ 
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RAILWAY TRAIN LIGHTING. 


Tux shocking accident which took place at Ditton Junction 


last week, when a number of unfortunate passengers, im- 
prisoned in the wreckage of the telescoped coaches, were not 
merely killed, but tortured to death by fire, once more 
draws atiention to the frightful dangers entailed by the use 


of gas for lighting and cooking on railway trains. It is not 
as if there were no alternative; the remedy lies ready to 
hand. Electricity is perfectly capable of performing all the 
functions now fulfilled by gas, with the exception that it 
cannot be accused of roasting the passengers, and the pre- 
ference still exhibited by some of the railway companies for 
the older system is attributable only to a tender regard for 
the pockets of the shareholders, arising from the belief that 
a slight economy can be effected by its use. Whether even 
the last-named advantage is realised is highly questionable, 
as evidenced by the fact that some companies have adopted 


‘electric lighting on a considerable scale, and are extending 


its employment ; but even if it could be demonstrated that 
gas was the cheaper, the fact would not have any material 
bearing on the question, for the safety of the passengers 
ought to be the first and paramount consideration. 

The Board of Trade inquiry has not yet been held, and it 
may be urged that there is no proof of the accusation levelled 
against gas; but it is admitted that five of the coaches were 
lighted by gas, and two by electricity ; the latter were not 
burnt, but two of the former were, and the conflagration is 
ascribed by the railway Press either to gas or to hot coala 
from the locomotive. We have on a previous occasion pointed 
out that it is practically impossible for burning coals to 
escape from the firebox of a locomotive in a head-on collision ; 
red-hot ashes might be projected forwards from the ash-pan, 
but are we to believe that they were sufficient in quantity, 
and sufficiently distributed, to cause the immediate ignition 
of two coaches and their rapid destruction? Moreover, in 
this case, the locomotive ran against a bridge and the coaches 
ran past the bridge and piled up at the platform. On the 
other hand, even if the gas tanks remain intact, the gas pipes 
are practically certain to be broken ina collision, and a torrent 
of gas is thus released, providing ideal conditions for the 
disastrous holocausts with which we are so cruelly familiar. 
To argue that the gas was not to blame is to fly in the face 
of reason. | 

Twelve of the 17 victims who lost their lives were burnt. 
Had it not been for the fire, which prevented their rescue, 
it cannot be doubted that some at least of these would have 
been saved ; and even if the railway directors regarded the 
matter only from the sordid standpoint of pounds, shillings 
and pence, would not their outlay on compensation have gone 
far towards covering the difference in cost ? 

For many years past the Inspectors of the Board of Trade 
have consistently urged the desirability of substituting elec- 
tricity for gas, and have on various occasions definitely 
attributed fires to the use of gas. But nothing further is 
done, and the railway companies ignore the recommendations 
which are not backed up with compulsion. The public 
sleepily looks on, and the lay Press roundly abuses the com- 
panies for three days—then all is quiet until the next horrible 
disaster. 

Our contemporary, the Gas World, dolefully says, One 
felt sure it would happen”—namely, that the fire would be 
attributed to the use of gas—and proceeds to abuse the daily 
papers which pointed out the wickedness of persisting in 
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that dangerous practice. Curiously enough, the day before 
this lament appeared, an explosion in an office, which re- 
sulted in the death of a passer-by and burns to a clerk, was 
also ascribed to escaping gas, owing to the singular coinci- 
dence that just before the explosion a clerk had been in- 
vestigating the source of an unpleasant “ gassy ” odour with 
the aid of a lighted match. One cannot but regret that 
indiscreet and sensational journalists should thus hastily jump 
to conclusions so obviously unwarranted by the facts and 
cast aspersions upon an innocent illuminant. Clearly, the 
explosion must have been due to hot coals. 


THE meeting of the British Association 
at Dundee has been а memorable one for 
several reasons. At the concluding meet- 
ing, in passing votes of thanks to those who had contributed 
to the exceptional success of the event, the President, Prof. 
Schiifer, said with truth that the Association had never met 
with more generous hospitality or a warmer welcome. The 
number of visitors exceeded all expectations, and the usual 
social entertainments were carried out on a most lavish 
scale, concluding with a ball, to which practically 
the whole Association was invited. The serious side of 
the work was also better supported locally than for years 
past. The greatest credit was due to the organisers who 
were responsible for the arrangements; with numbers 
swelling to the last moment until a grand total of over 
2,500 Members and Associates was reached, it will be 
well understood that their task was heavy. 

The meetings of the Sections were well supported 
throughout, and there were present many of the fore- 
most men in the various branches of science ; there was, 
perhaps, less of the sensational and spectacular than usual, 
and a much closer attention to serious work. Each of the 
Sections was presided over by a man of the very first rank, 
and it seemed that the papers had been selected with more 
than the usual care. The evening discourses and popular 
lectures were most successful, and the attendance proved 
that the interest taken by the people of Dundee was genuine 
and intelligent. There was a feeling of sincerity throughout 
the meeting to which the local Press, by its surprisingly able 
and critical reports, greatly contributed. 

In one matter alone were the arrangements open to criti- 
cism, and that was in the very small numbers invited to 
inspect the industries of Dundee. This may be due to the 
fact that the jute industry is very highly specialised, and 
if the manufacturers were not ready to throw open their 
establishments to considerable numbers of visitors, it is hardly 
surprising ; though it was certainly disappointing to many of 
the visitors. It remained to a jute manufacturer, however, to 
put the coping stone on the vast edifice of satisfaction built up 
for the British Association inthe unprecedented gift of £10,000 
given unconditionally to the Association by Dr. J. K. Caird. 
It was stated, whether correctly or not we do not know, that 
the largest previous gift to the Association in its whole 
history was £30. That this magnificent sum will be properly 
applied to produce the greatest possible advancement of science 
may be taken for granted, and we hope the first result will be to 
make the task of Prof. Perry, the general treasurer, in 
dealing with applications from the Sections for grants in aid 
of original research a little less difficult. 

The British Association does not in these days, as a rule, 
get the first announcement of notable discoveries in any 
branch. These go first to the special societies. But it 
records year by year the general advance of knowledge, 
and diffuses it abroad. And one great advantage that it 
possesses above all the other institutions is that it brings 
together all the branches of science, and not only promotes 
useful and fruitful friendships between men working in 
fields remote from each other, but it is every year obtaining 
good results from joint discussions between the Sections. 
A notable instance of this was the very valuable combined 
debate between Sections G (Engineering) and A (Mathe- 
matics and Physics), on wireless telegraphy, which we have 
reported fully. 

Another quite unique feature of the British Association 
is the large attendance of foreign experts from all parts of 


The British 
Association. 


the world. No other institution attracts such a number of 
foreign scientific men. 

The British Association meets next year under the 
Presidency of a distinguished engineer, Sir Wm. White, at 
Birmingham, on September 10th, but we have no hesitation 
in saying that even the Midland Metropolis will find it 
difficult to surpass the success of the Dundee meeting. In 
the following year, 1914, the meeting is to be in Australia, 
and Mr. Fisher, the Prime Minister of the Commonwealth, 
recently stated that about 50 per cent. more members are 
now expected than was at first thought possible. Lavish 
urrangements are being made for an extended tour throughout 
Australia. 

There is also an invitation under consideration at the 


present time for those members who do not go on the Austra- 


lian trip to attend a meeting of the French Society for 
the Advancement of Scieuce, in 1914, at The Havre, and 
thus make it a joint meeting ог “ Entente Cordiale of 
science. Considering the vast debt which science owes to the 
French nation, this invitation should not be refused, unless 
there exists some absolutely insurmountable difficulty. 


IN his presidential address to the 


Sane and 


Municipal Tramway Association Con- 

Sound an 
Tr vention which comes to a close to-day, 
amway , . | 
Policy. Mr. Blain makes the following remarks on 


sound business management :— 


“Grants in aid of rates should be unknown until the 
undertakings have such adequate reserve funds as shall build 
their position on the solid rock. Election pressure for unripe 
extensions, undue fare concessions, or unreasonable labour 
conditions, should be resisted without fear of personal oon- 
sequences, and J have never yet known an electorate which 
failed to appreciate a straightforward statement of honest, 
business-like policy, laid before it by an honest, straight- 
forward and business-like representative.” 

Wise words of counsel these. The strong and sound 
policy here outlined in so few words, if followed, may save 
some of our tramway undertakings from getting into the 
deplorable condition in which too many electricity supply 
systems have fallen, because they have neglected the warnings 
and advice respecting financial soundness, reserves and 
depreciation, business management, and so forth, that have 
been so continuously given to them in our own pages and in 
other quarters. 


` SoME time ago, an Association was 
formed in Germany to promote the con- 
sumption of gas; from a note in the Gas 
World, it appears that the results have 
been highly satisfactory, for The German Gas Promotion 
Centre says the effect of the gas propaganda has been 
remarkable; the attitude of the public mind seems to have 
quite changed, and the manufacturers are very busy, their 
orders having in some branches increased as much as sixfold." 
The Centre also remarks that “a thoroughly good canvasser 
is a most valuable member of the staff of the gasworks, 
but he is not to be met with every day”; he ought to be 
specially trained, and the Centre is taking steps to carry out 
such training. The experience of the Gas Promotion Centre 
is directly applicable to the supply of electricity also, and we 
commend this example of successful collective effort and 
enterprise to the notice of British central station managers. 


Gas 
Propaganda 
in Germany. 


IT was reported a short time ago that 
an Italian-Argentine company was in 
negotiation with the Buenos Ayres muni- 
cipal authorities with a view to obtaining a concession for the 
supply of light and power in that city. As the largest 
supply undertaking in the Argentine capital, although not 
possessing an absolute monopoly, the German Transmarine 
Electricity Co. became somewhat disturbed at the prospect 
of possible competition, and addressed a memorial to the city 
authorities on the subject. It was pointed out that the 
company’s charges for light and power in 1915, when the 


Competition in 
Buenos Ayres. 
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contemplated rival would be able to start a supply, would be 
actually lower than the prices proposed by the Italo-Argen- 
tina company, and it was therefore submitted that no com- 
mercial basis existed for the authorisation of the latter. 
Before sufficient time had elapsed for the consideration of 
the memorial, a fresh rival appeared in the form of the 
existing Lacroze Tramways Co., which has suddenly dis- 
oovered a clause in its concession which permits the company 
to furnish energy forlighting and industrial purposes both 
in the city and the province of Buenos Ayres. At present 
the tramway company supplies power for the operation of 
its tramways, and is engaged in extending its works so as to 
be-able to deal with the concession which the company 
obtained a year ago for the construction of underground rail- 
ways in Buenos Ayres. The company has secured the 
authority of the National Government to carry into effect 
the hitherto unexercised clause for supply for public and 
private purposes, and it only remains for it to arrange with 
the municipal authorities in regard to the laying of cables, 
but the Government stipulates that the conditions are not to 
hinder the working of the clause in question. 


THE Aix-la-Chapelle Chamber of Com- 
The Monopoly merce raises this question in its annual 
i Question report from two points of view. In the 

n Germany. е 
first place, it is stated that notwithstanding 
the efforts put forward by the special electrical firms 
and the Union of Installation Firms to combat the 
monopolistic endeavours of the large firms in installation 
work and the supply of materials for the construction 
of overland central stations, it is only with difficulty 
that conditions can be inserted in the agreements so as 
to exclude a hidden monopoly from the holders of the 
concessions. A desperate fight is proceeding in the elec- 
trical market between the special works and independent 
installation contractors on the one hand, and the large firms 
on the other, and this will finally be decided in favour of the 
latter unless the Government adopts energetic measures for 
the protection of the smaller establishments. The second 
problem, to which attention is probably directed for the first 
time, refers to the acquisition of leases of electric supply 
works. The report submits that offers to take over 
municipal or communal electricity works have been made by 
the large firms in recent times in the most varied localities, 
and it is contended that if these firms are able to secure 
a lease of these neutral supply works, their strength will 


become so great as to cause the German industry to mature 
into the American trust system. 


Far be it from us to rejoice over the 


tio al troubles of our friends; much rather 
Supply. would we rejoice with them in their pros- 


perity. But when we see an undertaking 
in such a plight as that of the Southport electricity estate, 
we cannot refrain from lamenting that the Electricity Com- 
mittee, ignoring our friendly advice, and seeking only a 
fleeting popularity, applied large sums of money to the so- 
called relief of the rates," instead of first building up a 
substantial reserve and depreciation fund to provide against 
those eventualities, which, as we have continually pointed out, 
sooner or later were bound to arise. 

Now, the crisis has arrived ; the sins of the municipality 
have found it out, and, according to the report of Mr. S. J. 
Wateon, of Bury Electricity Works, who was appointed by 
the Southport Corporation to investigate the matter, the 
ratepayers are liable for about £20,000 for depreciation in 
the value of the assets of the Electricity Department. 
During the 14 years’ existence of the undertaking no reserve 
fund has been formed, although the undertaking has been 
robbed of £27,000 in aid of rates. 

It is one of the chief drawbacks to the municipal control 
of such an enterprise, that all questions of management are 
liable to be subordinated to party politics by time-serving 


politicians, and the true interests of the business are 
sacrificed to the desire to catch votes. Unfortunately, too, the 
punishment, when at last it falls, rarely alights upon the 
true culprits, though those who take up the reins and 
allow so rotten a policy to continue are, no doubt, as blame- 
worthy as the original sinnera.' 

We cordially endorse the views expressed by Mr. Wataon, 
and agree with him that depreciation should be provided 
for each year without fail, even if the doing so involves a 
contribution from the rates. We have consistently main- 
tained this principle for very many years, and have suffered 
much abuse in conscquence thereof ; but it is now generally 
recognised that the policy we advocate is sound and in the 
best interests of electricity supply undertakings, and we 
trust that those who stil hold out against it will take 
speedy warning from such cases as that of Southport— 
which, by the way, does not stand alone. 


2 


NOTES FROM CANADA. 
[FROM OUR SPECIAL CORRESPONDENT. | 


IN the Province of Saskatchewan the towns of Humbolt and 
Canora have recently decided to spend £6,000 and £4,000 
respectively in establishing electric lighting plants, while in 
Regina it is proposed to spend some £120,000 on improve- 


ments to the municipal tramway system. 


The Western Canada Power ('o., it is reported, has secured 
a contract for the supply of 40,000 H.p. to the British 
Columbia Electric Railway Co., and probably extensions to 
the plant of the former company will be required. 

It is reported in the daily papers that owing to the 
immense amount of water power available, it is not 
improbable that at some future time the motive power for 
the Hudson Bay Railway will be electricity. Tenders for 
the construction of the last section of this line, viz., that 
reaching to the seaboard, are already in the hands of the 
(Government. A more extended plan for the utilisation of 
the water-powers mentioned above is also proposed. „ This is 
to supply power to the Western Provinces in very much the 
same manner as is being done in Ontario by the Hydro- 
Electric Power Commission. 

The Ontario Commission just referred to has recently 
been devoting a good deal of time and energy to educating 
farmers in the many ways in which electricity may be of 
service to them. 

The Chairman (the Hon. Adam Beck) is very enthu- 
siastic in this matter, and is of the opinion that the use of 
electricity on the farm will go far to solve the labour pro- 
blem, which, out here, is a serious one, owing to the difti- 
culty of obtaining help and the consequent high wages. A 
special motor-wagon has been equipped by the Commission 
recently, and by its means, on a number of farms, a prac- 
tical demonstration of what electricity can do for the farmer 
has been given. Threshing, pumping, ironing, cooking and 
heating have all been demonstrated, and a good deal of : 
interest has been aroused in agricultural circles. In addition 
to this, the Canadian National Exhibition, a few particulars 
of which appeared in these notes some time ago, afforded an 
opportunity for an exhibit of various electrically-operated 
farming and domestic appliances. 

It is probable that this effort on the part of the Com- 
mission will be watched by many communities outside of 
Ontario with great interest, and, if it turns out successfully, 
will be copied in many places. 

News from Ottawa states that a claim has been filed 
against the Hydro-Electric Power Commission for about 
£600,000 for damages arising out of the expropriation of 
the Chats Falls property. ‘The cost of this property to the 
owners was about £400 a few years ago. ‘The Commission 
intends to utilise the falls for power purposes ; according to 
the Conservation Commission, there is a possible development 
at this point on the Ottawa River of 58,000 H.P., and with 
regulated water and a canalised river, of 150,000 H.P. The 
available head is 48 ft. 
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The Féry Bomb Calorimeter. 
By ROBERT 8. WHIPPLE, M.LE.E. 
( Section G. Abstract.) 


THE instrument which I bring to your notice is one deeigned by 
Prof. C. Féry, of the Ecole Municipale de Physique et de Chimie, 
Paris. It is not dissimilar to the well-known Mahler calorimeter, 
with the exception that the bomb is much lighter and there is no 
water jacket. Fig. 2 shows the construction of the instrument. 
The bomb A, in which combustion takes place, is a cast-iron vessel 
weighing about 1 kg. and having a capacity of about 250 cb. cm. 
It is supported by two constantan disks, K and K, about 1 mm. in 
thickness, the disks being soldered both to the bomb and to the brass 


Fra. 1. 


surrounding vessel B. The cover of the bomb is held in position by 
means of the collar (shown in section), which fite over the top of 
the bomb in a somewhat similar manner to that in which a breech 
fita a modern gun. The coal to be tested is placed on the small 
tray C, and i$ ignited by means of & piece of cotton resting on the 
niokel-chromium heating wire connecting the two terminals in the 
oover, the latter being connected to the battery P. Oxygen at 
ае pressure ів introduced into the bomb through the needle- 

ve p. 

Thermo-couples made of constantan (an alloy of copper and 
nickel) and iron are largely employed commercially, giving an 
E. M. F. of about 40 micro-volts per degree Centigrade. In this in- 
strument the constantan disks and the bomb act as a thermo- 
couple, the iron of the bomb forming the hot junction, the brass 
surrounding vessel the cold one. The E.M.F. thus generated is 
measured by the voltmeter v. 

In the Mahler calorimeter the weight of the bomb is about 
$5 kg. and the weight of the water is about 2'5 kg.; in the 
Féry instrument the weight of the bomb is only 1 kg. and there 
is no water, so that its water equivalent is in comparison very 
small. As a result, the.temperature rise due to the combustion of 
0'5 gramme of coal is 20° C., as compared with 2° C. in the older 


instrument. The pointer galvanometer employed gives approxi- 
mately а deflection of 60 mm. for 800 microvolts (20? O.), so that 
it is possible to estimate the temperature rise to within 02° C., or 
to sy of the total rise in the temperature of the bomb. The 
simplicity of this method of reading the temperature as compared 
with the difficulty of reading finely divided mercury thermometers 
will be appreciated by all who have worked with the latter. 

The loss of heat from the bomb is due to three causes :— 

1. Conduction along the constantan disks. 

2. Oonvection by the air currents in the space surrounding the 
bomb; and | 
MH Radiation from the walls of the bomb to the surrounding 
shell. 

Considering the first cause—conduction would simply tend to 
lower the temperature to which the bomb would rise if the sup- 
porting disks were non-conductors. The rate of loss of heat by 
conduction may be assumed to be proportional to the difference in 
temperature between the centre and circumference of the disks. 


Convection currents are not easily established in a closed space. 
When established, the heat losses due to this cause are approximately 
proportional to the square of the difference in temperature between 
the bomb and the surrounding air. | 

The losses due to radiation at the comparatively low temperature 
to which the bomb is heated are very small. In the small range of 
temperature (not more than 30* C.) Newton's law of cooling must 
be an excellent first approximation ; this means that the rate at 
which heat passes by radiation from the walls of the bomb to the 
surrounding vessel is practically proportional to the difference 
between the temperatures of these two bodies. The losses due to 
convection and-radiation are negligible as compared to those due 
to conduction. 

The coal under examination is placed on a small tray in the 
bomb, the latter being filled with oxygen at about 200 lb. pressure. 
The coal is fired electrically, the maximum temperature rise on 
the galvanometer taking place about 14 minutes after ignition. 
Experimenta show that the gas pressure can be varied from 150 lb. 
to 250 lb., and the weight of coal burnt from 0'2 to 0°7 gramme, 
without any difference in the results obtained. The instrument 
is standardised by burning either sugar, carbon, or standardised 
coal briquets, the calorific values of which are known. 

Experiments have been made with materials of largely differing 
calorific values, and the results have been found to agree excellently 
amongst themselves. The deflections of the galvanometer are 
proportional to the calories dissipated in the bomb. In the case of 
the instrument tested the dissipation of 100 calories gives rise to an 
E.M.F. of 105 microvolte, and this value per 100 calories ia found to 
be practically constant up to 10,000 calories. Е 

As now constructed, the bomb is made of cast-iron unprotected 
by any lining such as enamel or platinum. There should be no 
difficulty in fitting such a protective device, the only drawback 
being that such arrangements are apt to introduce temperature lag. 

The calorific value of paraffin or petrol is determined in the 
manner originally suggested by Dr. Rosenhain, viz., by soaking a 
wad of filter paper (which has been weighed and the calorific value 
of which is known) in the liquid under test. The sample is then 
weighed, being suspended by a cotton thread which is afterwards 
hooked on to the electric ignition wire of the calorimeter. In the 
case of petrol or liquids which evaporate rapidly a piece of tinfoil 
(the calorifid value and weight of which has also been determined) 
is wrapped round the saturated wad. | 

The scale of the galvanometer is divided in millivolts, and also 
in calories on the assumption that a sample weighing 0'5 gramme 
has been burnt, There is thus no necessity to determine the water 
equivalent of the calorimeter nor to read the rise in temperature 
(as is usually done); the calorific value of the coal is found by a 
single observation. A slide rule will readily convert the values 
obtained if a slightly different weight of coal has been used. It 
will be found that if the sample of coal has been weighed pre- 
viously a complete experiment can be made in less than five minutes. 

The instrument is easy to handle, there are no fragile parts, and 
it is essentially & practical tool. 


— 


The Sclentiflc Theory and Outstanding Problems of 
i Wireless Telegraphy. 


DISCUSSION. 
( Concluded from page 409.) 


DB. W. H. EccLES summarised a long communication describing 
some of the outstanding phenomena met with in the transmission 
of electric waves, artificial and natural, over great distances, and 
examining how far they might be explained on the hypothesis of 
refraction or reflection of electric waves by masses of ionised air. 
The favourable influence of the ionisation of our atmosphere by 
the sun on the propagation of electric waves round the globe was 
first drawn attention to in & paper read in June last before the 
Royal Society by Dr. Eccles, in which he showed that the presence 
in the atmosphere of charged ions of molecular magnitude pro- 
duced such alterations of the velocity of electric waves through the 


medium as would have appreciable effect on waves that travelled over 


long distances. Ions of various sizes were, no doubt, produced by 
solar radiation. The researches of Leonard and Ramsauer egpeci- 
ally had proved that ultra-violet light had a direct action on air, 
and that, in particular, electrical carriers of molecular size were 


generated with absorption of light. These carriers, besides, had not : 


nearly so great a power of causing condensation of water vapour as 
had the " condensation nuclei," usually uncharged, which were pro- 
duced simultaneously and independently and with comparatively 
small absorption of light. These uncharged condensation nuclei 
were formed only where there was water vapour, which probably 


‘implied only at low levels of the atmosphere, and had insignificant 


effect on the velocity of electric waves, while the electrical carriers, 
which he assumed were found abundantly at high levels where 
the solar radiation was still unweakened by absorption, had great 
influence on the velocity of propagation. 

The concentration of the ions due to solar radiation must increase 
as distance from the earth increased, and it was not unreasonable 
to assume that practically all the ions in the middle parts of the 
atmosphere were due to solar radiation. A consequence of this was 
that the velocity of electric waves would increase as height above 
the earth increased. It followed that a nearly vertical wave front 
would tilt forward as it travelled horizontally through the middle 
portion of the atmosphere, or, in other words, a ray travelling 
nearly horizontally in the middle atmosphere would follow a tra- 
jectory curved in the same sense as the earth’s surface. In the 
lower atmosphere, where the ionisation and its rate of variation 
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with height were small, the ray might not be bent appreciably. 
Thus, an electric ray starting from a point of the earth's surface 
in a direction inclined slightly upward, would pursue a straight 
path in the lower atmosphere and a slightly bent path with its 
concavity downward in the middle atmosphere. If its curvature 
here was on the average greater than that of the globe, the ray 
would be turned down to the lower atmosphere, and again traverse 
a straight line; but in the other event it went farther and farther 
from the earth’s surface and was lost to us. 

It was obvious that, at or above any particular place on the 
earth’s surface, the ionisation in the middle and lower atmosphere 
increased up till noon and diminished after noon. At sunset most 
of the ions formed by the sun would disappear rapidly by recom- 
bination, and this would leave the atmosphere un-ionised except in 
so far as local electromotive force might have sifted positive from 
negative ions during the day. At sunrise there would be great 
formation of ions. Thus, at the boundary of light and darkness in 
the atmosphere, there was a more or less abrupt change in the 
electrical conditions of the medium through which waves had to 
pass. This region of twilight might be expected to have a much 
greater influence on the propagation of waves coming from a great 
distance than on that of waves coming from distances which were 
not large compared with the height of the well-ionised layers. 

Scarcely any of the phenomena to be described could be explained 
without assuming that there existed in our atmosphere some per- 
manentiv jonised upper layers capable of reflecting electric waves. 
This hvpothesis was put forward by Heaviside in 1900, but had as 
yet not been supported by any direct evidence. Besides the 
implicit evidence in favour of the hypothesis scattered through this 
communication, Dr. Eccles adduced some considerations from quite 
another quarter, In 1901 Newcomb made photometric measure- 
ments in America of the total light received at the earth's surface 
from a clear sky on a moonless night, and compared it with the 
sum total of the measured light froin the stars. He discovered 
that the light actually received greatly exceeded that from the stars. 
This result had been confirmed by other observers, notably in 1907-8 
in Holland, by Yntema, who found the extra light to be perceptibly 
greater near the horizon than at the zenith. Yntema suggested 
in 1909 that the extra light might be due to a sort of permanent 
aurora in the upper atmosphere. It was well known that W. W. 
Campbell showed in 1895 that the green auroral line X 5,770 could 
be seen on clear moonless nights in any part of the sky. This 
extra light had lately been measured on Mount Whitney by Abbott 
(August, 1910), with results similar to the preceding. Discussing 
this “earth light,” as it was called, Dr. W. J. Humphreys, in the 
Astrophysical Journal of May, 1912, put forward and supported 
plausibly the new suggestion thut the outermost layers of our 
atmosphere were kept permanently ionised by bombardment with 
dust of cosmical origin. An ionised upper layer such as this was 
exactly what was demanded by many of the facts of wireless 
telegraphy ; but it was very doubtful whether Humphreys’ views 
would be admitted by students of terrestrial magnetiem. 

In a very important discussion of the degree of conductivity 
required in the upper atmosphere to justify his theory of the 
diurnal variations of terrestrial magnetism, Prof. Schuster arrived 
at a conductivity of the order 10-19 electromagnetic units at heights 
about 100 km. On this basis in the daytime the downward 
refraction of electric rays at the respective heights named would 
be so sharp as to be tantamount to reflection. Much lower con- 
ductivity than that demanded by Prof. Schuster might suffice to 
produce beneficial bending of long waves round the earth by ionic 
refraction in the day. 

Turning to the phenomena that had up to the present been 
revealed by long-distance transmission, the prime fact was the dis- 
covery by Marconi in 1902 of the difference between day and night 
signalling. He found that signals which were readable at night up 
to 2,000 miles across the Atlantic were not readable in daylight 
beyond 800 miles, The author explained this by supposing that at 
night the permanently ionised upper atmosphere acted as a 
reflecting surface somewhat in the manner of a whispering gallery, 
while in the day it was put out of action by the ionised middle 
atmosphere. 

Another phenomenon was first brought prominently into public 
notice by P. E. Schwartzhaupt in the  Elektrotechnische Zeit- 
xehrift of February 3rd, 1910, though it had been previously well 
known to wireless telegraph engineers. During a voyage from 
_Naples to Genoa. and from Genoa past Gibraltar to the English 
Channel, he measured, roughly, the intensity of certain noon and 
midnight signals from the Telefunken station at Norddeich. The 
fact brought out very clearly in these observations was the pro- 
found effect of mountains on waves of frequency of the order 
1,000,000 per second during the daytime. 

Similar observations had been made in various parts of the 
world. 

It was now common engineering knowledge that the evil effect of 
hilly country on day signals was very much less, being sometimes 
almost negligible on waves of, say, frequency 100,000, than those of 
frequency 1,000,000. How were these truths to be accounted for? 
It was only necessary to assume that in the night the Heaviside 
layer reflected waves of all frequencies equally well; that the sky was, 
in an electrical sense, lighted up by the radiation from the sending 
station and sent rays into the valleys beyond the mountains, the 
effectiveness of the transmission being greater when the stations 
were not too close under the hills. In the day the ionised middle 
atmosphere veiled the reflecting layer, and, to some extent, refracted 
the waves over the mountains, This refraction was 100 times more 
potent with a frequency of 100,000 than with a frequency of 
1,000,000. D 

The transition from day to night oonditions marked out a period 
of thé greatest interest, The facts given by Marconi were as 


follows: Waves of length about 4,000 m. (75,000 frequency), стовв- 
ing the Atlantic from west to east, yielded atrong and steady signals 
all day at Clifden, which gradually weakened after sunset at 


‘Clifden, till a minimum strength was reached about 14 hours after 


sunset. The signals at Clifden then gradually increased in intensity 
till after sunset at Cape Breton, when they attained a maximum 
which was occasionally very bigh. During the night they were 
very variable in strength, flickering from very weak to very strong. 
Slightly before sunrise at Clifden, the signale grew stronger, and 
sometimes passed quickly to a high maximum. They dwindled 
to a marked minimum about two hours later, and then returned to 
the normal day strength. The facts brought out by measurements 
on the Clifden signals received at the author's laboratory in London 
were as follows: During the day, signals were weak and not very 
steady ; during twilight, they sank toa minimum intensity at about 
20 minutes after sunset at London—that is, when the sun was 
setting at a place half-way between London and Clifden. After 
other and erratic fluctuations in strength, they kept increasing in 
intensity till well after sunset at Clifden. Sometimes at about 10 
minutes after that sunset, there came a short interval filled with 
huge flutteriugs of signal strength, the sounds in the telephones 
alternating from faint to loud with great rapidity, just as if the 
medium conveying the signals were stirred with a vast commotion ; 
and then the signals quickly settled to their normal night strength, 
which, it must be noted, was always greater than their normal day 
strength. Similar phenomena, less pronounced, might be witnessed 
at sunrise. 

It would be wel) to offer an explanation of these phenomena. 
In the first place, it was clear that when at sunset the rotation of 
the earth carried a region of the middle or upper atmosphere out of 
the sunlight, recombination of ions must take place on a vast 
scale. Similarly, at sunrise formation of ions would take place. 
The regions in which these changes were occurring formed a great 
circular belt round the globe which was inclined to the meridian at 
an angle depending on the season. This belt of electrical disturb- 
ance was, of course, perpetually revolving round the globe. The 
ionisation occurring in the sunrise half of the belt, and the recom- 
bination occurring in the sunset half, might both be expected to 
take place with some degree of irregularity even in a still atmos- 
phere, with the result that patches or banks of ionised air, 
analogous to the banks of fog met at sea, would transiently over- 
hang the parts of the earth's surface that were in dusk. It was 
probable that these irregularities were greater in the sunset half of 
the belt than in the other, for it was not unlikely that considerable 
separation of ions of opposite sign might take place in the oourse 
of the day under local electromotive forces. In any event, the 
effect of such patches of heterogeneously ionised air on waves pro- 
pagated through the region was, in view of the connection between 
the velocity of the waves and the concentration of the ions, to 
produce scattering by repeated refractions. Hence it was to be 
expected that the regularity of transmission through the steady 
ionised horizontal strata of the illuminated air would be greatly 
disturbed by the arrival of the twilight transitional patches, with 
the ultimate consequence that the signal sounds heard in the 
receiving telephones would be weakened. The authors own 
observations on the influence of ordinary cloud on signals proved 
that the ionically turbulent belt was above the ordinary cloud level, 
and thus it might be regarded as a sort of curtain enringing the 
earth and occupying the middle atmosphere without reaching the 
lower. It affected, therefore, the trajectories of waves received 
from great distances, and not those from small. 

In the language of this hypothesis, Dr. Eccles expressed these 
facts of trans-Atlantio telegraphy by saying, first, that during the 
day refraction in the ionised middle atmosphere bent some of the 
rays from Cape Breton directly to Clifden, perhaps with absorption ; 
second, that after sunset at Clifden, but before sunset at Cape 
Breton, the radiation from the latter was refracted along a curved 
trajectory in the part of the middle atmosphere still illuminated, 
penetrated the twilight belt, and was assisted further round the 
bend of the earth in the dark by the Heaviside layer ; third, as the 
twilight belt moved westward, it marked the annihilation of a 
refracting structure in which propagation was good, and the 
establishment of a reflecting structure in which, also, propagation 
was better than in the belt itself. There would be, therefore, a 
position for the belt that would bring about a minimum of signal 
strength, and this was, in fact, reached when the belt was not very 
far below the horizon of the receiving station ; and, fourthly and 
finally, when the twilight belt had passed above or behind the 
sending station, it appeared that it could strengthen signals in a 
fitful, fluttering way by a process of reflection, or, less probably, 
by some lens-like action. It might be added thatif the principle of 
optical reversibility were applicable here, then signals in each 
direction should show simultaneous ups and downs in intensity ; 
but there was not any information available on this point. Taking, 
now, his own observations on the propagation from Clifden to 
London, about 440 miles, he found that propagation in daylight 
was always worse than in the dark, which was quite contrary to 
trans-Atlantic experience; and he might interpret this as showing 
that the Clifden radiation passed in daylight high above places at 
distances like 400 miles to descend again at distances of 1,000 or 
2,000 miles. When the twilight belt passed behind Clifden there 
were great fluctuations in intensity, possibly due to reflections, just 
as in the trans-Atlantic case. All these remarks on sunset phe- 
nomena might now be translated into corresponding statements 
about sunrise. 

The natural electric waves that diverge from lightning strokes 
or other atmospheric discharges, often travel long distances over 
the globe, and therefore exhibit the effect of the twilight belt. 
These natural electric wave trains make themselves evident in 
wireless telegraph apparatus by knocking or clicking sounds in the 
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operators’ telephones, These strays as they are called for short, 
are in our latitude usually more frequent at night than in the day, 
both at land stations and at ship statíons, and near sunrise and 
sunset the day conditions merge, of course, into the night condi- 
tions. The transition at sunset was carefully observed by Dr. 
Eccles during passages across the Atlantic in the summer of 1909. 
It was found that the transition was usually abrupt and at about 
.10 minutes after sunset. In November, 1909, he started making 
records of the strays received near sunset at his laboratory in 
London, and immediately came across a remarkable phenomenon, 
which, it turned out, happened also at dawn. Starting to listen 
about a quarter of an hour before sunset оп a favourable afternoon 
in late autumn or winter, the strays heard in the telephones were 
few and feeble, as they had been all day ; then ut five minutes after 
sunset a change ret in, the strays slowly got rather fewer and 
feebler, till at 10 minutes after sunset a sudden distinct lull 
occurred and lasted perhaps a minute. Often at this period there 
was a complete and impressive silence. Then the strays began to 
come again, they quickly gained in number and force, and in the 
course of a few minutes they settled down into the steady stream 
of strong strays proper to the night. The lull was sometimes very 
pronounced, and sometimes there was no lull at all, but merely 
the change from one condition to the other. The latter seemed to 
be the more usual event at dawn. He believed that most of the 
strays in temperate latitudes had their origin during the cold 
season in the tropics, and that, in consequence, the bulk of those 
arriving at his laboratory in London came from a southerly direc- 
tion. In this case they had to traverse the twilight belt of elec- 
trically-disturbed air very obliquely, with the result that he 
observed a short-lived, but very complete, cessation of strays 
while the belt passed approximately over London. In the same 
paper he attributed the relative feebleness of the day strays to dis- 
persion occurring in the ionised middle atmosphere with, possibly, 
absorption. This stray minimum had been independently dis- 
covered and investigated by Dr. Marconi and his research staff. 
During the progress of the solar eclipse of April 17th last a 
record was made of the strays received at the author's Jaboratory 
in London. The resulte agreed with the deduction already drawn 
from the stray minimum at sunset ; and, taking it as an established 
fact, they might conclude from these eclipse observations that the 
re-combination of the atmospheric ions on the grand scale proceeded 
much more rapidly than the making of ions; which in its turn 
threw light on the fact that the sunset stray minimum was more 
marked than that occurring at dawn. Marconi in his recent Royal 
Institution discourse had pointed out that the attainment of extra- 
ordinary distances was more common in the north-south direction 
than in the east-west direction. Dr. Eccles thought the cause of 
this lay in the probable ionic irregularities left in the wake of the 
twilight belt as it passed round the globe, If the positive and 
negative ions became separated to any extent in the day, as was 
quite possible, their complete immediate re-combination at twilight 
was rendered impossible, and therefore patches of ionised air were 
left behind. It was clear that these patches were likely to have а 
general disposition parallel to that of the twilight belt of which 
they were frag ments, having the form of irregular ribbons that 
followed the meridians more or less closely according to the season. 
Their presence would make east-west propagation rather more 
difficult than north-south. These floating ribbons or streaks of 
ionised air which he had postulated offered, if they really existed, an 
easy explanation of the perpetual variations in strength of long- 
distance signals during the night. Indeed, on listening to the 
rising and falling of intensity on a bad night, it was impossible to 
resist the thought that colossal semi-transparent screens were being 
moved about between the sending station and the listener. 

There seemed to be no doubt that signals paseed badly through an 
area in which a great storm was raging. It was obvious that violent 
winds might destroy the uniformity of the electrical stratification 
of the middle atmosphere in the day, and might similarly affect the 
position and condition of the upper reflecting layer. ; 

The last phenomenon he need refer to in this section was the 
effect of the aurora on the propagation of waves. Mr. C. H. Taylor 
worked with some stations of the American Marconi Co. near the 
Arctic circle some years ago throughout three winter months. He 
found that the aurora exercised a most profound effect on signals, 
and always a favourable one. Sometimes when signals were too 
bad to read, the arrival of an aurora instantly brought 
good communication. The effects were greatest when the 
uurora extended fall round the zenith. Since then it had been 
remarked that even as far. south as Montreal, freak ranges 
were most common on nights of brilliant auroral displays. If 
it were permissible to identify the upper conducting layer of 
Heaviside with the strata in which the aurora formed, this connec- 
tion between aurora and signals proved positively that the upper 
layers did come strongly into play even in the distance of about 
.100 miles worked over by Mr. Taylor, The question of the height 
of the aurora was of interest in this connection. Störmer determined 
the height photographically as varying from 40 km. to 370 km. 
Accepting this, it seemed to be proved that electric waves travelling 

. 100 miles at night might be affected by the stateof affairs in regions 
of the atmosphere more than 25 miles high. 

Pror. Howe, of the Imperial College of Science, described his 
method of teaching the principles of wireless telegraphy by treating 
it as thcugh it were a power circuit with a transmitter as the source 
of energy and the receiver as the motor at the other end. 

Pror. S. P. THOMPSON said that in 1894, at Oxford, Sir Oliver 
Lodge showed them the wireless transmission of signals from спе 

building to another, across several stone walls, and as Sir Oliver's 
mame had not been mentioned in this discussion, he would 
like to point out how absolutely impossible would have been 
_the diagrams on the walls or the practical transmission of signals 


1 


* 
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for 1,000 miles and upwards without his work. It was very un- 
desirable that they should lose sight of the fact that Sir Oliver 
Lodge was entitled to great credit for what had been accomplished 
in long-distance telegraphy. 

LoRD RAYLEIGH, Preeident of the Royal Society, said that, since 
he first heard of the wonderful results obtained by Mr. Marconi 
in signalling across the Atlantic, he had always felt there was 
a difficulty to be explained that could not be explained 
so long, at any rate, as they regarded the earth as 
a perfect conductor and the air as a simple dielectrio. 
He thought that view seemed now to be generally accepted, and 
the only thing was now to see in what direction they could look 
for an explanation of signalling round, so to speak, the corner of 
the earth. They had the theory of Sommerfeld, who came to the 
conclusion that the imperfect conductivity of the earth facilitated 
the curvature of the waves round the surface, and so would help 
towards explaining the difficulty. That might be so. For himself 


he would look along the lines of Dr. Eccles. It seemed to him 


that the facts required some euch explanation. The differences 
between night and day, and N. and S. and E. and W. signalling, 
could hardly be explained on the comparatively simple principles 
adopted by Summerfeld. It seemed to him that these complica- 
tions required a more variable element than they could argue from 
the imperfect conductivity of the earth. They were very easily 
explained by certain changes going on in the atmosphere, and he 
hoped that in that direction a complete explanation would 
ultimately be found. There was one point which Prof. Fleming 
referred to, namely, the difference found between the sending and 
receiving antenn:. There was a general mechanical principle, 
the principle of reciprocity, which this would seem to contradict, 
He thought it would be worth while for those who were pursuing 
these subjects to try to make out more clearly whether the best 
sending antenna were not also the best receiving antennæ as the 
principle of reciprocity would suggest. 

Pror. KENNELLY, of Harvard, said he would confine his remarks 
to conjectures on the daylight disturbance effect, for which purpose 
he showed a number of slides. One showed the relative intensity 
of signals received at different hours of the day as given by Dr. 
Pickard. Another slide showed the observations taken more 
recently in the neighbourhood of Boston. What they wanted, he 
said, was an organieed arrangement for making observations. Up 
to the present time all information they had on this point had 
been obtained from amateurs, and not from professional radio- 
telegraphists. Amateurs might be able to perform very valuable 
services under a committee of the association. 

Pror. A. G. WEBSTER remarked that the difficulties of receiving 
were most easily to be solved if they took the analogy of sound 
which was conveyed through the medium of the air, and considered 
how they were to depend on homogeneity if they were to have any 
success at all. How could the interior of the earth be expected to 
be homogeneous throughout thousands of miles? He did not see 
how they were to get on with any theory which said nothing about 
the surface conditions in considering the interior of the earth. If 
there was one phenomenon about wireless which struck one more 
than another, it was how good it was over the sea and how bad over 
the land. The sea was homogeneous. Of course, the fact that the 
daylight had such an effect showed that there was a good deal 
going on above the surface of the earth. Prof. Sommerfeld had 
been obliged to make certain approximations. Were these approxi- 
mations correct? Lord Rayleigh said he could not tell in two 
weeks; he (Prof. Webster) could not tell in two years! These 
calculations of Sommerfeld had been made with great mathe- 
matical skill. He had great hopes that co-operation in the matter 
would lead to more success than they had yet attained. 

MAJOR SQUIER said there was a gap between the wire art and 
the wireless art which needed to be attacked, and he wished to call 
attention to rome experiments undertaken by the United States War 
Department some time ago. The view taken in carrying out those 
experiments was that frequencies below the present wireless fre- 
quencies could be studied by using them on the wires by means of 


the wirelees apparatus—in other words, using wireless methods in 


conducting experiments on wires. Such experiments had been con- 
ducted, and he had the pleasure of reading a paper on the resulta 
at a meeting at Chicago. It was found that they had to have a 
source of sustained oscillations, and for this purpose a high- 
frequency alternator was designed. By using a storage battery 
they could have available oscillations that would not die down for 
hours at a time. Experiments were made with frequencies of 
20,000 to 100,000 on actual lines. The first thing noticed was that 
within this range the energy required to transmit was extremely 
small compared with the use of wireless antenne. In fact, the 
present antenna system was ridiculously low in efficiency. The 
advantage of attacking the problem in this way was that experi- 
mental data were easily obtained without interfering in the least 
with the ordinary telegraphic signals passing over the lines, They 
had no trouble with the daylight, and the variations of an air circuit 
were avoided. 

DR. J. W. NICHOLSON said with regard to Sommerfeld’s theories 
that he had occasion воте time ago to go very carefully through 
those calculations, It was a difficult matter. There was one point 
where they might beat fault. Lord Rayleigh suggested that it hardly 
seemed likely that imperfect conductivity could give a better effect 
than perfect conductivity, but remarked that first impressions were 
not always right. He (Dr. Nicholson) was tempted to believe now 
that it was a case where they were right. The point in doubt was 
whether they could really extend the analysis to an actual curved 
surface. He was very much tempted to accept Dr. Ecoles's explana- 
tion, which attracted him very much, and he thought it was the 
key to the greater part of the explanation. | 

Mr. S. G. BRown explained some experiments he had oarried 
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out. He said sometimes they could only signal with very great 
difficulty, and then all at once the waves would brighten up 
enormously without any apparent reason. The difference between 
night and day sometimes had nothing to do with it, and the 
weather had not changed. 

Pror. BAILY said the earth waves must necessarily exist. They 
were part and parcel of the Hertzian waves. In connection, how- 
ever, with the resistance of the earth, he had been doing experi- 
ments which convinced him that they could regard the earth as an 
imperfect conductor. But oecillations would only penetrate some 
distance, less than 50 miles, which, compared to the size of the 
earth, was a mere akin effect ; and at about 60 miles deep the con- 
ductivity of the earth increased with considerable rapidity. 

Рвоғ. FLEMING said they had no existing data about the radio- 
telegraphic condition of the atmosphere as to ionisation, &o., and, 
therefore, he ventured to think that much valuable work could be 
done by a radio-telegraphic committee to carry out experiments 
rather than by theorising on the subject. A number of necessary 
facts were still conspicuous by their absence. He again urged that 
& Committee should be at once appointed for the work. 


On the Importance of Previous Magnetic History to the 
Engineer. 


By ERNEST WILSON, B. C. CLAYTON and A. E. POWER. 


A соор deal has been written upon the subject of previous 
magnetic history and the present paper compares results obtained 
from a 3-KW. 60-frequency transformer with those obtained by the 
ballistic galvanometer method. By aid of a point-to-point method 
the curves of impressed voltage and current in the primary coil of 
the transformer were observed. The frequency in all cases was 59 
and the transformer was not loaded. The transformer in any one 
experiment was first carefully demagnetised by gradually reducing 
the current in its primary coil from a value corresponding to the 
previous history force to a very small value and then allowing the 
alternator to slow down and come to rest with its exciting current 
still on. Care should be taken with the frequency in such tests 
that the voltage of the transformer is not raised beyond safe limite, 
The curves of impressed voltage and current were then obtained 
for the given chosen value of the maximum magnetic induction B. 
The alternating current was then cut off, and euch a current passed 
through the secondary coil from a set of storage cells that the 
force Н was about 26 c.a.s. units. This force was then removed 
and the alternator again switched on, and curves of impressed 
voltage and current again observed. The value of B in this last 
case was not exactly equal to that in the former, but thie difficulty 
was got over by plotting curves and interpolation. 

In the figure the Curves 1 and 2 show the percentage increase in 
the watts and primary magnetising current respectively in terms 
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of the maximum magnetic induction в after the application of the 
previous magnetic history force. The effect is so stable that no 
change was produced after running the alternator for the purpose 
of observing the curves, and it is possible that in certain casea, for 
instance, in the current transformer, these effects may have con- 
siderable importance. It will be seen that the watts due to 
magnetic hysteresis and eddy currents are increased 30 per cent, or 
more and the magnetising force is increased by nearly 50 per cent. 
when the magnetic induction has a value of about 300. So far as 
ordinary power transformers are concerned, in which higher values 
of B are used, the effect is lees pronounced. With the value of B 
5,300 the percentage increases in the watte and magnetising current 
respectively are 1'4 and 9'5. | à 


Turning to ballistic galvanometer experimenta, in the case of 
Stalloy and Lohys it will be seen from the figure that the percentage 
increase in the erga per cycle per cubio centimetre and the mag- 
netising current due to the application of a previous history foroe 
of about 26 C.G.8, units, vary very much in the eame way and con- 
firm the results obtained with the transformer. In Stalloy the 
ergs increase by as much as 45 per cent. for B 500, and the 
magnetising current 85 per cent. for B150, on the values these 
magnitudes would have if the effects of previous history force were 
wiped ont by careful demagnetisation. 


CORRESPONDENCE. 


Letters received by us after Б Р.М. ON TUESDAY cannot appear until 
the following week. Corr ondents should forward their oommuni- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


The Prevention of Corruption. 


It seems, from inquiries which have reached me, that the 
provisions of the Prevention of Corruption Act, which 
forbids under heavy penalties of fiie or imprisonment, the 
asking for, or receiving, the offering, or giving, of bribes or 
secret commissions, are still unfamiliar. 

Many persons in the electrical industry appear to be 
equally unaware of the existence of the Secret Commissions 
and Bribery Prevention League (Inc.), (president, the Right 
Hon. Sir Edward Fry, G.C.B.), which was formed to 
enforce the Act, to advise, warn, and if necessary, to 
prosecute, and has a large aud influential membership. 

The British Electrical and Allied Manufacturers’ Associa- 
tion is affiliated to the League, and therefore any company or 
firm belonging to the Association may join the League at 
the minimum subscription of one guinea. The sub- 
scriptions of all members who join now are available for the 
period ending December 31st, 1915. 

If any of your readers desire any information which it is 
within my power to give, I shall be glad if they will com- 
municate with me. 

The Secretary of the 
Secret Commissions and Bribery Prevention 
League (Inc.). 
3, Oxford Court, 
Cannon Street, London, E. C. 


Industrial Engineering. 


Now that the question of scientific shop management, 
under various systems, is receiving some attention, perhaps 
the following comments may interest your readers. 

The industrial engineer, as such, is practically unknown in 
England, although I believe that in America industrial 
engineering is a recognised branch of the engineering 
profession. 

The duties of the industrial engineer consist, principally, 
in the bandling and organisation of labour, and in the 
economic production of parts from the raw material to the 
finished article, by some manufacturing process. 

It is frequently urged in engineering discussions that the 
works manager, shop superintendent, or whatever he may be 
called, is not an engineer in the true sense of the term. 
This is quite true in the majority of cases. It is the duty of 
these men to superintend the production of apparatus or 
plant from a manufacturing and also from a commercial 
standpoint. 

To accomplish this, the works manager—particularly in a 
large concern—must have a good knowledge of mechanical 
engineering, as regards machine work, a good knowledge of 
shop costing and accounting systems, and also a fair 
knowledge of the particular branch of work for which the 
manufactured article is used. Needless to add, he must be 
a capable organiser and a man of some personality. 

Is not this man, then, as important as the engineer whose 
duty consists in designing or improving designs? Ву all 
means; for of what use is the design unless the article can 
be produced in the most economical manner, particularly in 
these days of keen competition and cut prices? 

I am not aware of the existence in England of an associa- 
tion or other body of industrial engineers. 
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Having in mind the great part which industrial engineer- 
ing must play in the future, particularly in the electrical 
industry, I think that there should be some association or 
body formed which shall have for its main objects the 
bringing together of works managers and other men having 
control of manufacturing operations, and to discuss (1) labour 
problems ; (2) labour-saving devices ; (3) factory planning 
and organisation, and the many other problems which face 
the manufacturer of to-day. 

I should be glad of the opinions of readers whom this may 
interest. 

| Н. №. Munro. 
London, September 20th, 1912. 


Switchboard Fires. 


No one will deny the knowledge which Mr. Hubert Berry 
possesses of the merits of she productions of his own com- 
pany, and his letter in the ‘Correspondence’ columns of 
your current issue is evidence of his assiduity in imparting 
his knowledge to other people. Such being so, one would 
have hoped that he would have disdained the assistance 
obtained by trotting out the old fetish as to the alleged 
advantage of a switch in which the current does not ** pass 
through its hinges." Instead of this being necessarily an 
advantage, it is, other things being equal, a disadvantage. 
If the volt-drop be measured across the contacts of a modern 
knife switch, it will be found that the hinge“ contact has 
& better conductivity than the break contact; a superiority 
which might be claimed for a switch in which the current 
does not pass through the hinge, is that in the off position 
the blade is dead. "This, however, does not apply with an 
ironclad switch, and on an open type of board the source of 
supply, if the design of the board be good, is connected to 
the top (or break) contact. It follows, therefore, that this 
advantage does not amount to mach. Moreover, it may be 
taken as a universal truth that the simpler an apparatus is 
the better. Any requirement, therefore, which prevents a 
simple construction, without any good reason, is strongly to 
be deprecated. 

Charles C. Garrard. 


Sutton Coldfield, September 23rd, 1912. 


The Textile Institute. 


I shall be obliged if you will allow me to reply through 
your columns to the many applications I have had from 


your readers for particulars of membership of the Textile 


Institute. 

Menibership of the Institute is open to anyone engaged in 
the textile and allied trades, which, of course, include all 
who are interested in furnishing power, light, and all 
kinds of textile machinery. It was frequently stated by 
engineers who spoke at our Hawick Congress that the 
Institute had justified its existence even if it had done 
nothing else but form a common platform on which steam, 
gas, oil, and electrical engineers could ineet and discuss 
power problems from a common point of view. The series of 
papers which were given at Hawick are only the beginning of 
a complete investigation which this Institute purposes to 
make into the whole subject of Mill Driving." I use the 
term “Mill Driving" not only to include prime-movers, 
but also the various methods of distributing power. An 
early opportunity wil be taken of having a series of 
papers on this latter feature, in which an opportunity will 
be given for those interested in the various forms of power 
distribution to state their cases. 

May I take this opportunity, Sir, of thanking you for the 
excellent report you have given of our Congress proceedings, 
and of expressing the hope that our work may continue to 
merit such recognition? I shall be very pleased to send a 
circülar giving details of what the Institute is, and what 
it is doing, to any of your readers. i 


Geo. Moores, | 
Secretary, THE TEXTILE INSTITUTE, 


14, Cross Street, Manchester. 
September 24th, 1912. 


LEGAL. 


EARNSHAW v. BRAULIK. 


IN the City of London Court, on Thursday last week, before Judge 
Rentoul, K.C., and a jury, Mr. S. W. Earnshaw, 64, Carlisle Road, 
Hove, claimed £21 against Mr, G. Braulik, manufacturer of elec- 
trical supplies, 8, Lambeth Hill, Queen Victoria Street, E.C., for three 
months’ salary. Mr. Gervase Rentoul appeared for the plaintiff 
and Mr. Harold Morris for the defendant. Plaintiff's case was that 
he was employed by the defendant in March last as a traveller. 
He had had no previous experience in electrical supplies, and was 
paid 35s. a week, 7s. 6d. for daily expenses, third-class 5 fares, 
as well as 14 per cent. commission on the business which he did. 
Defendant stipulated that he should agree not to join any competi- 
tive firm if he left the defendant for any reason, or forfeit £50. In 
that the plaintiff concurred. Plaintiff travelled for the defendant 
for some time, and was dismissed in May with a week’s notice. As 
no term of notice had been agreed upon, plaintiff said he was 
entitled to three months’ notice, that being the custom of the elec- 
trical trade. Defendant had since suggested that the plaintiff was 
engaged on trial, and that his travelling was disastrous. Plaintiff 
said that was quite untrue, and that the coal strike made business 
“terribly rotten.” Defendant was sometimes short of stock. 
Defendant told him he would have to be responsible for bad debts 
that he made. He based his claim to three months’ notice on Law 
for the Million.” Mr. Morris feared that that did not govern the Court. 
The plaintiff was engaged as a weekly servant, and was engaged on 
trial, It wasa failure, and plaintiff was discharged. There was 
no custom about three months’ notice. Defendant was never short 
of stock. Plaintiff's turnover was only £75, of which his expenses 
and salary came to £32. Business could not continue in that way. 
Plaintiff was only too glad to get his job; but defendant did not 
mind plaintiff getting employment with any other electrical firm 
now. 

Evidence was given in support of the plaintiffs case as to 
custom ; while, for the defendant, the assistant secretary of the 
General Electric Co., Ltd., eaid that in the case of commercial 
travellers no such custom existed. 

The jury could not agree as to the custom, but they thought 
the plaintiff ought to have had six weeks’ notice. 

Judgment followed for the plaintiff for £8 15s., and coste. 


FARSLEY U.D.C. r. BRADFORD CORPORATION, 


AT the Bradford West Riding Court on Monday the Bradford 
Corporation was {summoned by the Farsley U.D.C. for payment of 
£13 158., stated to be the balance due under the general district 
rate in respect of the tramways within the Council’s area. It was 
stated that the Corporation had paid the poor rate in full, but only 
one-fourth part of the general district rate, the balance of the latter 
being withheld on the ground that it was liable to pay only a 
quarter under the Public Health Act of 1875. 

MR. F. THORNTON, collector and assistant overseer at Farsley, 
said the summons had been taken out in order that the Council 
might be eafeguarded. The contention of the Corporation had 
been upheld in a case thut had been before the Courts, but an 
appeal had been lodged, and he asked for a remand p:nding the 
result of the appeal. 

MR. N. B. FLEMING, deputy town clerk of Bradford, said the case- 
referred to by Mr. Thornton was that between the Metropolitan 
Electric Tramways, Ltd., and the Tottenham U.D.C. The lines in the 
Farsley district were constructed asa light railway under the Light. 
Railways Act, and the attitude of the Corporation was upheld by the 
decision of the House of Lords in the Wakefield case. The decision 
of the House of Lordsin the Tottenham case would not apply in the 
present instance. In Tottenham there were two kinds of tramways 
—the tramway laid under the Tramways Act and the light railway— 
and in that case the rating authority called upon the tramway com- 
pany to pay the full rate in respect of the tramway without 
contesting the question of the light railway, agreeing that a fourth 
of the rate was a proper figure. 

The MAGISTRATE'S CLERK (Mr. W. B. CRAGG) inquired whether 


the Corporation had not power, under the Tramways Act, to build - 


the railway. 

MR. FLEMING said they had a double order, but they constructed 
it under the Light Railways Act. 

The case was adjourned for three months. 


BROMPTON AND KENSINGTON ELECTRIC SUPPLY Co., LTD. v. 
EARL’S COURT, LTD. 


AT the West London Police Court on September 18th, an adjourned 
summons was down for hearing, in which the plaintiff company 
sought to recover from defendants, the proprietors of Earl's Court 
Exhibition, the sum of £87 188. 4d., balance of an account for the 
supply of electrical energy from July let to August Ist. 

Mr. Lynch was for the plaintiffs, and Mr. J. Lamb represented the 
defendants. 

It appeared from the evidence that in the early part of the year 
the companies entered into a contract for the supply by the plaintiffs 
of electrical energy to the defendants’ exhibition for the purposes of 
lighting and power. After the exhibition was opened, however, 
the defendants opened the Electric Restaurant, where a large pro- 
portion of current was used for heating and cooking. For this 
purpose two subsidiary meters were oonneoted with two of the 
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primary meters in the building, each of them registering 
how much current had been used for heating and cooking, but all 
units passing through these subsidiary meters had, first of all, 

through the primary meters, and, of course, were charged 
for at the lighting rate. According to the agreement, electricity 
for lighting purposes was to be charged for at 2d. per Board of 
Trade unit up to 75,000 units; above that number at 11d. per unit, 
and above a further quantity at 14d. per unit, while energy for 
nower was to be charged for at the uniform rate of 1d. per unit. 
The plaintiffs now claimed the balance of an account of £132 for 
the month of July. For the defendants, it was contended that the 
current used for heating and cooking at the electric restaurant 
should be chargesble either at the power rate or at & reduced 
charge, the ordinary rates to general consumers being quoted to 
show that the rates for heating and cooking were two-thirds 


lower than those for lighting. Mr. Williams, the secretary of the - 


plaintiff company, admitted that his company was interested in the 
eleotrical cooking exhibit, but was unable to say whether the 
company erected it. Mr. W. A. Wocdhouse, managing 
director of Earl's Court, Ltd., stated that the exhibit was 
installed with the knowledge of the plaintiffs, who had an interest 
in it. The plaintiffs were aware also, he said, of the subsidiary 
meters, which, he added, were read by the plaintiffs) meter 
readers. 

Mr. FORDHAM suggested that the parties should split the 
difference in the disputed charges, and that the defendants should 
pay 14d. per unit for the current used for heating and cooking, 
but Mr. Lamb intimated that that course would raisea question as 
to previous amounts that had been paid. 

Мв. LxNcH said he should ask for the full amount. 

Мв. FORDHAM gave judgment for £26 4s. 6d., with two guineas 
costs. 

Both parties asked his Worship to state a case, and Mr. FORDHAM 
agreed to do this if a point of law was placed before him at a later 
date, 


ELECTRICAL EXHIBITION IN BAHIA 
BLANCA. 


To Mr. A. C. Kelly, the chief electrical engineer of the Ferro Carril de 
Buenos Ayres al Pacifico, Buenos Ayres, we are indebted for the ac- 
companying pictureshowing an Electrical Exhibition which was held 
intheSouth American Hotel at Bahia Blanca, from August 6th to 20th. 
The exhibition was carried out by the South American Light and 
Power Co., which is managed by the electrical department of the 
above railway, and was, it is believed, the first exhibition of its 
kind in Argentina. The exhibits were intended to illustrate to the 
people of Bahia Blanca the many domestic uses to which electricity 


ELECTRICAL EXHIBITION AT BAHIA BLANCA. 


might be put, and they included small-sized motors, various types 
of heating and cooking apparatus, hot-plates, kettles, ozone gene- 
ratore, irons, vacuum cleaners, &c. A special feature was made of 
electric cooking, which was shown in operation, but the collection 
of this apparatus does not appear in our photograph, being further 
to the left than our picture shows. | 

Mr. Kelly is of opinion that there ought to bea good field for 
eleotrio cooking in Argentina, as the coet of fuel is very high, 
whilst . the oost of electricity in general is fairly reasonable. 
He adde, however, that electric cooking apparatus will have to be 
robust, simple and cheap, and, above all, the design must be во 
arranged that renewable heating elements, which must be inter- 


changeable, can be readily fixed without requiring very high- 
grade labour. Mr. Kelly expects to be in London at the end of 
this year, when he will go further into this matter, as he proposes 
to start a hiring-out system for electric cookers. 
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NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


d. E. C. Novelties. 


THE GENERAL ELECTRIC Co., LTD. have lately brought ont 
several new devices, presenting considerable novelty. Amongst 
these is the adjustable reading lamp illustrated in fig. 1. The 


Ріс. 1.—G.E.C. ADJUSTABLE READING LAMP. 


lamp can be fixed in any desired position so as to produce the 
most comfortable effect, without removing screws or bolts, and 
it is provided with a revolving shade which enables the light to be 


Fic. 2.—G.E.C. ELECTRIC KETTLE. 


projected in any direction, whilst also protecting the eyes from 
direct glare. _ ‚ 

Another novelty is an electric kettle, fig. 2, In which all parta are 
standardised and are perfectly interchangeable; the heating 
element is readily replaceable, and is held in position against the 
bottom of the kettle by a stout clamping plate which carries the 
connecting socket, with the aid of three little bolts. An insulating 
sheet between the plate and the external protecting case prevents 
downward flow of heat, and the cover is so arranged that the vital 
parts are protected and hidden from sight. The kettle is made in 
two sizes holding 2 and 3 pinte, and for 100-120 or 200-260 volts. 

We illustrate in fig. 3 a new electric iron, the " Magnet," which 
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also is composed of interchangeable parts; the heating element is 
practically indestructible, and is in close contact with the sole of the 
iron, care being taken to ensure that the point of the latter is kept 


Fig. 3.— THE G. E. C. MAdNET ELECTRIC IRON. 


hot. A couple of nuts hold the parts of the iron together, and the 
connections are made automatically when the iron is screwed 
together. It is made in 4-1b. and 6-1b. sizes. 


Bell Transformer. 


Our illustration, fig. 4, shows a patent bell transformer for 
primary voltages up to 250 and three different secondary voltages 
(3, 5, and 8), which has been placed on the market by the 
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Fic, 4.—VARIABLE VOLTAGE BELL TRANSFORMER. 


INDESTRUCTIBLE CABLE Co., of 20, High Holborn, W.C. The 
transformer weighs only 1 lb. 12 oz. and can be supplied for & 
higher primary pressure; it is suitable for operating any class of 
bell circuit. | 


G. E. C. Home Office Fuses. 


In order to comply with the Home Office Regulations regarding 
fuses, the GENERAL ELECTRIC Co., LTD., have recently produced 
a patented adaptation of their well-known “Bobbin” fuse. The 
new fuses are made up of porcelain holdere, with heavy brass 
castings giving ample contact area and radiation, surface, The 


Ес. 5.— NEW G.E.C. Fuse. 


lignum vite handles are protected from any possible aros by fire- 
proof megorin shields, and are made in two slightly different styles, 
for "open type and iron-case mountings, the latter being 
arranged eo that shallow cases only are required. They are made 


up in single water-tight cases or in larger ones to form multi-way 


distribution boxes. Fig. 5 shows the appearance of the open type. 


G.E.C. Miniature Immersion Heater. 
The G.E.C. electric immersion heater, fig. 6, which can be readily 


attached to any electric lamp socket, is a very handy little device, 


somewhat like a stout pencjl, measuring 7 in. in length, and with 
a diameter of 1 in. All that is necessary to heat a cup or glass of 
any liquid is to plunge this G.E.C. immersion heater into it, and 


Fig. 7.—“ MUNICIPAL” ` 
: POLICE LAMP. 


Fig. 6.—G.E.C. 
IMMERSION HEATER. 


switch on the current. Within & short time, water, tea, coffee or 
milk can thus be heated, and eggs can also be boiled. The heater 
is a straight. smooth cylinder, without corners or projections, 
heavily nickel-plated ; it is perfectly sanitary, as it has no crevices 
and can, therefore, easily be cleaned. It shonld prove invaluable 
for the nursery or sick room, and it is claimed that travellers 
will also find it of great use. : 


Police Electric Lamp. 


Messrs. WARD & GOLDSTONE, of Springfield Lane, Salford, have 
sent us particulars of their latest portable electric lamp for the use 
of the police, called the Municipal lamp, which we illustrate in 
fig. 7 


It consists of a strong pressed steel case, with a strap hook and 
collapsible handle, and is fitted with an efficient reflector and & 
4-volt metal-filament lamp. А dry accumulator, automatically 
making its own connections, is housed inside the case, and a brilliant 
light is obtained when the switch on the top of the lamp is turned. 
The lamp is built for strength and reliability, and ought to be 
found a vast improvement on the old-fashioned hot and smoky 
lanterns still generally used by the police, for whose purposes the 
electric lamp is ideally adapted. 


The Anchor Patent Grip. 


MESSRS. ELECTRICAL CONDUITS, LTD. of Anchor Works, 
Walsall, have introduced a new continuity grip for slip conduit 
work, which we illustrate herewith. It will be seen that the 
fittings are bored through a thickened part, and an ordinary bifur- 
cated metallic rivet is inserted and hammered home, the points 


Fics. 8 AND 9.—SECTIONAL VIEWS SHOWING THE ANCHOR 
GRIP IN USE. 


being thus spread apart; at the same time the enamel is removed 
from the surface of the tube, and the rivet makes firm metallic oon- 
tact with the latter. Should it be necessary at any time to with- 
draw the rivets, this is effected with a specially shaped pliers. The 
advantages claimed for the device include simplicity, neatness, 
quickness in fixing, perfect electrical continuity and a strong 
mechanical joint at trifling cost. 


The P. & G. Electric Cooking Plate. 


The cooking plate here illustrated is supplied by MESSRS. PERRY 
AND GRINSELL, LTD., of Leopold Street, Birmingham, and 
is listed in three sizes, taking respectively 600, 800-200 and 
1,500-376 watts They are substantially constructed of cast-iron, 
and the outer disk completely covers the whole of the element, 
which is thereby protected from moisture, &o. Each plate is sup- 
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ported by point contacts on a suitable stand, and may be used with 
perfect safety without fear of burning the table. A suitable 
switch (Diamond H) is provided, which is mounted on a cast-iron 
arm, and sufficiently far from the plate to avoid spilt liquids. All 


Fra. 10.—P. X G. Evecrric COOKING PLATE. 


\ 


the connections are well protected. The makers, having met with 
a demand for a cooking plate suitable for hiring out, have deve- 
loped this design especially for the purpose. 


New Glassware. 


We understand that the BRITISH THOMsON-HoustToN Co., Lrp., 
of Mazda House, 77, Upper Thames Street, London, E.C., are shortly 
placing on the market two new patterns of glassware, which will 
be known as Opalux and Veluria.“ These reflectors are made 
in several forms to give varying distributions of light, and are said 
to be extremely beautiful in appearance both when lighted and 
unlighted. Tests made on them show that as regards reflection and 
distribution of light they are highly efficient. 


BUSINESS NOTES. 


Consular Notes,—Tripoli.—The American Consul at 
Tripoli, reporting on the possibilities of trade resulting from the 
Turkish-ltalian war, states that the most important industrial 
enterprises to be established here since the occupation are the elec- 
trical companies, Societa Commerciale d'Oriente and the Esercizi 
Elettrici della Libia ; the former is a Venetian company, the latter 
a Milan enterprise. The first took over the small plant that was 
installed last year by the Banco di Roma, and added at once an 
engine by which it has been able to develop 110 H.P. It will shortly 
have in working order three Diesel sets, each with a capacity of 
200 H.P., Space is provided for the addition of three turbines of 
1,000 H. P. each, if the demand should develop. The Milan company 
is installing a Diesel set with à capacity of 150 H.P. It hasalready 
secured more than 200 customers for lighting. 

Mexico.—The American Consul, reporting from Mexico at the 
end of June, stated that the Mexican Telephone and Telegraph Co., 
an American-owned concern with headquarters in Mexico City, had 


been granted a concession by the city of Guadalajara to put in an | 


entirely new telephone system and give this city a service modern 
and up-to-date at а cost of about $250,000 gold, with wires under- 
ground throughout the city. Work will commence at once, and 
the system will be in operation in about 1j years; as American 
capital controls the company, American methods, apparatus, and 
material will be used wherever possible. The company also plans 
to connect Vera Cruz on the east coast with Manzanillo on the 
west, thus giving long-distance telephone service between the con- 
necting cities, which include some of the most important in the 
Republic—Orizaba, Puebla, Mexico City, Queretaro, Celaya, Guana- 
jaato and Guadalajara. 

China.—The American Consul at Shanghai recently reports that 
an interesting feature of the present industrial development of 
Shanghai is the growing use of electrical power. Over 2,000 H.P. are 
connected to the mains, but prospects are that this will be about 
trebled. There are plans which will practically double this con- 
sumption immediately and within the next 18 months the furtber 
development mentioned may be looked for. The cause of this 
expansion is largely the increase of industrial activity in Shanghai. 
Among the new customers for power will be the rice mills 
now being erected. Along the banks of the Soochow Creek 
these are springing up. Their busy season is from October to March, 
while during the rest of the year they are intermittently at work. 
The orders for these mills will put a load of 500 extra horse-power 
on the mains, Besides rice mills, cotton mills under construction 
. call for a considerable further extension. One Chinese mill of com- 

paratively small size is to have an electrical power installation of 
280 H. P., and a second mill of larger capacity has ordered 450 Н.Р. 
Two other mills havein contemplation the installation of electrical 
plant. One of these is for 1,000 Н.Р, and the other for 1,500, and 
as these will require the power in the course of next year, it will be 
ween that there will be a full demand upon the producing capacity 
of the works. The new works are expected to be ready about 
November, and with these orders, as well as gauging the demand 
din pe experience, it is anticipated that hy the time they have 


operation for 12 months they will be required to work at 
their full capacity. 


Spain.—The American Consul at Madrid, reporting on the trade 
of his district, states that there are many waterfalls and rivers in 
Catalonia, most of which will soon be utilised for the production of 
electricity. A company was established in October, 1911, with a 
capital of about £5,000,000, held mostly in Canada, England, 
France and Belgium, for the development of electricity. "This 
company acquired the electric railway between Barcelona and the 
suburbs of Sarria and Vallvidrera, which will be extended 25 miles, 
and the 40.000-H.P. plant of the Compania Barcelonesa de Elec- 
tricidad. The falls of the Ebro River and some waterfalls in the 
Pyrenees will be used to develop about 120,000 H. P., which will be 
brought to Barcelona along double electric lines at 85,000 volte. 
Construction work has already started, and a number o! American 
engineers recently arrived to carry it on. The head of the company 
is in New York City. , 

Next in importance in this field is the Energia Eléctrica de 
Cataluna, established in November, 1911. A third company has 
been formed under the name of Fuerzas Motrices de Cataluna, by u 
combination of the Compania Catalana de Gas y Electricidad with 
an important private firm of Barcelona, ‘This company will utilise 
the Esera Falls, in the northern part of Huesca Province, and will 
supply about 30,000 H. P. of electricity to Barcelona. 

The Consul considers that there will be excellent opportunities 
for the supply of the large amount of electrical material for the 
construction of the hydraulic and steam plants. The factories 
operated by machinefy in Barcelona and its surrounding towns 
utilise steam to the amount of 180,000 H P., while the consumption 


of electricity for lighting in the principal cities is considerable, and 
is increasing steadily. 


United States.—The British Consul at St. Louis reporta that 
with the completion in July, 1913, of the Keokuk dam on the 
Mississippi River, the expense of the different generating stations 
will be eliminated, and it is expected that many factories, old and 
new, will make use of the supply for manufacturing purposes. 
The current will be carried by six cables on steel towers 75 ft. high 
and about 800 ft. apart, for which a right of way 100 ft. wide has 
been bought. It is estimated that 200,000 delivered H. P. can be 
produced. The Mississippi River Co. which is building the dam 
and power houses is capitalised at over £5,000,000, and it is hoped 
to provide power not only to St. Louis, but to Kansas City on the 
South-West and Chicago on the North-East, as well as to many 
small towns in the vicinity, and that manufactories will spring up 
along the line of cables, especially when the added advantage of 
river transportation will be available. The dam at Keokuk is of 
solid concrete masonry. and will be 4.700 ft. long in connection 
with a concrete wall on the Iowa side, with a dry dock and locks. 
The spillway section of the dam will be 4,400 ft. long, and will 
carry 116 flood gates to control the water Ноу. The power house 
will be 1,400 ft. long, and will contain 30 sets of a rated capacity 
of 10,000 H P. each. The present Government locks in the Des 
Moines Rapids Canal will be replaced at the expense of the company 
by one large dock and a dry dock, and river navigation will not 
be interrupted during the construction. The power house, which 
is of concrete, is 700 ft. x 936 ft., and will contain the wheel 
chambers and water passages, which will conduct the water to the 
Francis turbine wheels. The power to be developed is at first 
120.000 H.P., of which 60,000 H.P. has been contracted for by the 
St. Louis Public Utilities under a 99-year contract, contracta to be 
graduated every ten years according to the price of coal. The lock 
wil be 110 ft. wide x 100 ft. long, with a lift of 10 ft. at low 
water. The dam contains 119 arch spans, each 36 ft. long, and 
with an average height of 53 ft. above the bedrook bottom of the 
channel. Each pier is 6 ft. thick, and 42 ft. wide at the base and 


36 ft. at the top. This dam will make a lake of over 1 mile wide 
and 60 miles long. 


A New British Factory for Diesel Engines,—<As our 
readers are already aware, extensive Diesel engine works are being 
built at Ipswich by the CONSOLIDATED DIESEL ENGINE MANU- 
FACTURERS, LTD, London. This factory will be devoted exclusively 
to the manufacture of Diesel engines for ship propulsion and for 
stationary purposes. Situated in a most convenient quarter of the 
town, with lines from the Great Eastern Railway running direct 
into the buildings, the new works will be equipped completely 
with the latest types of machinery and plant. From the 


" inauguration, employment will be given to several hundred work- 


men ; and provision has also been made to secure additional land in 
order to cope with the increasing demand for Diesel engines. We 
are informed that all preparations are well in hand, and it is 


anticipated that the works will be in full swing in the early part 
of the coming year. 


New Works at Runcorn.—A correspondent states that 
the BRITISH INSULATED & HELSBY CABLES, LTD., are making 
arrangements for establishing another branch at Runcorn. Some 


‚ 160 young women belonging to Runcorn travel every day to the 


Helaby worke, where they are employed in processes connected with 
the manufacture of telephone wire. It is proposed to carry on the 
work at the branch in Runcorn, and as the company has been in 
the habit of paying the girls’ railway faree, it is estimated that 
a saving of 2000 a year will be effected. 


Theatre Installations,—Messrs. T. W. VAUGHAN AND 
CO., LTD., of Islington, N., are at present engaged carrying out 
electrical installations at the following: His Majesty's Theatre, 
Manchester: Palace Theatre, Westcliff-on-Sea ; Electric Theatre, 
Palmer's Green: Electric Theatre, Canning Town; Princes Hotel 
Piccadilly; Electric Theatre, Poland Street. 
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Private Arrangements.—WaLTER STANLEY BRACHER, 
electrical engineer, «е. (trading as F. & W. Bracher), 65, Redcliff 
Street. Bristol, and High Street, Malmesbury.—A meeting of the 
principal creditors of the above was held in London on Tuesday, 
when a statement of affaire was presented showing the position 
as at September 14th last. According to this the liabilities ex- 
pected to rank amounted to £2,517, of which £1,632 was due to 
trade creditors and £200 to a cash creditor. A sum of £205 was 
owing in respect of arrears of rent, and there was an overdraft at 
the bank of £351, while Mr. F. Bracher. a brother of the debtor, 
was scheduled for £126, the amount due under the agreement for 
the dissolution of the partnership. There was also a fully-secured 
creditor for £455, who held securities of the estimated value of 
£650, or an apparent surplus of £195. Valued on the basis of a 
going concern, the net assets were returned at £2,608, or a 
deficiency of £509. Оп а realisation basis the assets were esti- 
mated to produce £1.623, less £101 for preference claims, leaving 
net assets of £1.522, or a deficiency of £995. It appeared that the 
business was started in partnership by Мевагв. W. S. X F. Bracher, 
in 1885, both the partners having a capital of £250. The partner- 
ship was carried on up till June, 1907, when a dissolution took 
place. The dissolution was duly gazetted. Accounts were then 
prepared. and it was agreed that the retiring partner (Mr. F. 
Bracher) should receive a sum of £350. That debt had never been 
fully discharged, and Mr. Е. Bracher was now a creditor for £126. 
The branch business at Malmesbury was purchased some time prior 
to the dissolution of the partnership. It was purchased for £350, 
but it had been a dead loss. and efforts had been made to dispose 
of it. The books had not been properly written up, and the usual 
trading figures could not be presented. In 1905 the turnover of 
the business was £3,020, while in the following year it increased 
to 23.956. In the succeeding 12 months the turnover declined to 
£3,200, bnt last year it rose to £3,924. Up to September 1th last 
the turnover during the present year had amounted to £3,750. The 
wages appeared to have heen too heavy for the business, having 
been at the rate of £2.0*0 per annum, ог £40 weekly, while the 
drawings of the debtor had been £5 a week. The business had 
shown gross profita of over £600 per annum. The present position 
was largely due to the losses which had been made on the Malmes- 
hury business. In that direction over £800 had been lost. The 
Malmesbury business was being discontinued, and it was believed 
thet the venture could then be made to pay. It was further 
stated that the debtor wished to continue the business, 
and he made an offer of a composition of 10s. in the E, payable by 
four equal quarterly instalments. Owing to suing creditore, a 
deed of assignment had previouely been executed. A resolution 
was passed confirming the deed already executed, and it was also 
decided to accept the offer made, provided certain family claims 
were withdrawn for the time being. A Committee of three of 
the principal creditors was also elected. The following are 


creditors :— 

Rowo Bros. & Co., Ltd... £310 Sperryn & Co., Ltd. are 00 £56 
Harnan, 8. J., Ltd. К os 51 Gardner, Bons & Co., Ltd. ne 27 
Coulthurst & Harding .. Pe 51 Hiller & Crinkes iu E 20 
Simplex Conduits, Lid... .. 183 Hal. S. J., х Bros. 26 S 44 
Henley's Telegraph Works Co, 26 Newtons, Ltd... о i 21 
Walters, E., \ Sons ee T 66 Btork & l'idmen .. ds a 25 
Rhield, Bush & Co. -" ie 36 Veritys, Ltd. Vs às es 84 
Wilmer & Sons "T 9 30 Hall, John, & Sons 7 a 35 


Catalogues and Lists.—Messrs. A. P. LUNDBERG AND 
FONS, 477 to 187, Liverpool Road, Islington, London, N.—New 
“special circular " of 10 pages relating to tumbler switches for the 
control of heating and cooking appliances, Full details and 
diagrams of a number of controls are given, and tbe list is very fully 
illustrated, both the switches and diagrams being shown. An 
article dealing with these controls appeared in the ELECTRICAL 
REVIEW for August 2nd, 1012. 

MEssks. FERRANTI, LTD., Hollinwood.—A collection of illus- 
trated price lists, put together with a neat binding cover, detail the 
firm's electric heating and cooking apparatus—electric irons, disk 
stoves, electric ovens and accessories, A loose list fully particu- 
larises their time switches, and contains diagrams of connections. 


THE BRITISH ALUMINIUM Co., LTD., 109, Queen Victoria Street, 
London, Е.С. Several new lists in the company's usual form have 
been issued as follows : — The use of aluminium in the rubber trade, 
aluminium coach fittings, and torsion joints for aluminium overhead 
conductors. 


THE MIRRLEES-WATSON Co., Lrp., Scotland Street, Glasgow.— 
Cataloyue of 16 pages, containing a finely and fully illustrated 
description of the Mirrlees-Leblanc rotary air- pump in marine work; 
also two pamphlets, one of which describes the Mirrlecs-Leblanc 
multi-jet condensirg plant, the other similarly dealing with small 
unit type jet condensere for engines or turbines. 

MESSRS. SIEMENS BROS. X Co., Lro.. Woolwich.— New catalogue 
No. 527 (Section II) of about 60 pages, entitled Automatic Tele- 
graphic Apparatus.“ — Excellentiy produced illustrations, together 
with descriptive information and prices, appear, relating to Wheat- 
atone apparatus, station gets, direct motor-driven apparatus, and 
»pare parts. A number of pages are devoted to diagrams of connec- 
tions and a telegraphic ccde, Catalogue No. 528, deecribing electric 
bells of all kinds, indicators, pushes and other accessories. 

MrssRs, DIESEL ENGINE Co., LTD., General Buildings, Aldwych, 
London, W.C.-— Four-page circular drawing attention to the 
udvantages of the Diesel engine for electric generating plants for 
ship lighting purposes, The necessity for emergency ship lighting 
has been brought prominently forward by the Titanic disaster. 
The facility of a Diesel plant for being placed in connection with 
a Marconi wireless installation is pointed out. 


` 


MEssRS. HEATHMAN & Co., Parson’s Green, Fulham, London, 
S.W.—A batch of new illustrated lists of telescopic ladders and 
trestles, fire escapes, hydrants, and other similar lines. 

THE BRITISH THOMSON-HOUSTON Co., Ітр., Rugby.—A 16-page 
little pamphlet with a green cover, entitled " Lighting News," has 
been issued as a piece of B.T.-H. publicity literature (No. L (M) 
2,297). The style of a "penny weekly paper" in miniature form 


(in. x 33 in.) has been adopted throughout. Notes and brief articles, 
P 


in small but elear type, and with small illustrations, deal with 
different aspects of the illumination queetion. The pamphlet is 
written mainly for the instruction of the general public, and con- 
tractors can have numbers overprinted with their names and 
addresses for distribution. 

Messrs. Warb & GOLDSTONE, Springfield Lane, Salford.— Price 
list of Volex portable electrical appliances, such as pocket, hand 
and police lampe, and various novelties. 

MESSRS. JOSEPH J. ABMFIELD & Co., Vale of Avon Ironworks, 
Ringwood, Hants.— Illustrated catalogue showing the British 
Einpire " turbines for various powers and heads, both vertical and 
horizontal types, Pelton wheels, regulating gear, pipes, &c., and 
illustrations of a number of installations carried out by the 
company. . 

THE ELECTRICAL APPARATUS Co., LTD., Vauxhall Works, South 
Lambeth Road, London.— Illustrated leaflet (No. S—3) containing 
& description, with prices and dimensions, of their new E.A.C. 
ironclad double-pole switch, all sizes listed being kept in stock. 

Messrs. AUGUST REICHWALD, LTD., Finsbury Pavement House. 
E.C.—Card showing illustrations of springs made from flat cold 
rolled band steel. . 

THE C. W. HuNT Co, West New Brighton, New York.— Cata- 
logue relating to Manila rope for transmission and hoisting pur- 
poses, and giving formula, tables and data for use in will 
engineering. s 

THE INTERNATIONAL TiME-RECORDING Co. LTD., 151, City 
Road, London, E.C.—Pamphlet containing copies of letters from 
satisfied users of the company’s automatic time- recording system. 


Roumania,— Konstanrza.—The projected erection of 
two pipe lines, each 300 km. long, for the conveyance of raw 
petroleum and lighting oil respectively from the Prahova petroleum 
fields to the port of Konstantza, together with the erection of 
electrically equipped pumping stations at Ploesti and Zandari, 
will provide opportunities for European and American manufac- 
turere to tender for the machinery and material required. Subject 
to contingencies, a third pipe line may be subsequently required. 


Strong Osrams.— Recently a motor-omnibus collided 
with a lamp-post in Marylebone Road. The force of the impact 
was во great that the post broke in two and the lantern was dashed 
to the ground, smashing all the outer glass to pieces. Neverthe- 
less, the Osram lamps were found to be intact, and when the 
current was switched on, they lit up with their usual brilliancy, 
not a bit the worse for the shock. The incident affords a striking 
testimonial to the strength of Osram drawn-wire lamps. 


Office Lighting.—A Committee was specially appointed 
to determine the best method of lighting the five-etorey office 
building of Messrs, Armour & Co., Chicego, and for this purpose 
trial installations of the following lighting systems were made :— 
Direct lighting with prismatic glass reflectors; semi-indirect 
lighting ; indirect lighting with porcelain enamel reflectors ; the 
"eye-rest" system of indirect lighting with X-ray silvered glass 
reflectors. These installations were given a practical working 
test over a period of seven months, and the following points were 


considered before a final decision was made: First cost; current 


consumption; cost of lamp renewals and labour for cleaning; and 
the opinion of the workers. The Committee found that as regards 
first cost and current consumption, there were only negligible 
differences between the systems. In respect of the cost of labour 
for cleaning, the eye-rest system of indirect lighting proved 
decidedly more economical than any of the others. By actual 
test it was shown that the eye- rest fittings and their reflectors 
could be cleaned in about a third of the time taken for à corres- 
ponding installation of direct or semi-indirect units. In regard to 
the quality of the illumination produced, none of the other systems 
approached the "eye-rest," which gave diffused illumination, free 
from glare and shadow, and received the unanimous vote of the 
employés. The Committee decided that by reason of its superior 
illumination, lower cott of maintenance, and approximately equal 
first cost and current consumption, compared with other lighting 
systems, the eye-rest system should be employed throughout the 
oftices in question. 


Bankruptey Proceedings. — Henry HALLIFIELD 
OxLEYv (otherwise known as Oliver Huxley), consulting engineer, 
22, Uxbridge Road, Hanwell, Middlesex.—The adjourned public 
examination of the above-named debtor was held at the Court 


House, Half Acre, Brentford, last Tuesday week, when the debtor 


stated that he was now the manager of the British and Foreign 
Investments Corporation, Ltd., and he was supposed to receive a 
salary of £500 a year, though he actually received about £6 a 
week. For the last week or two he had been getting nothing, 
because he had been away, bnt he expected to get it when he went 
back. The Official Receiver: On your preliminary examination 
you said you were receiving a salary of £500 per annum. Are you 
prepared to agree to an order setting aside a portion of your salary 
for the benefit of your creditors — Les. How much will you agree 
to'—£100 a year. Questioned as to the expectations he had of 
being able to pay the debts when he contracted them, the debtor 
said he had no idea that he was in difficulties until the Official 
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Receiver pointed it out. He had kept no books of account because 

he did not consider it necessary. The Official Receiver said that 
the debtor had not made a full disclosure of his liabilities. 
Debtor admitted that a Mr. Aken was a creditor for £45 under а 
promissory note, made on April 24th, 1912. 1t was made in con- 
sideration of “value received,’ but he denied that he had the 
money. He owed Aken about & 20, and as he (Aken) was in 
straitened circumstances, the debtor did not wish to keep him 
without money, and gave him the promissory note to enable him 
to goto amoneylender. He did not return him as a creditor in 
bis statement of affairs, because he came to him at the time, and 
raid he was hard up. The Official Receiver read a letter of 
August 15th last, in which debtor wrote to Aken stating that he 
would be thinking shocking things about his not having replied 
earlier, and he also read another letter to a man named Forcett, in 
which the debtor promised to pay £2 until Aken was cleared. 
Debtor admitted that he had not kept his promise. The debtor 
said he did not consider it as a legal debt, he was doing it out of 
friendship. He further admitted that there was another creditor, 
named George Stone, a cabinet maker, and although he made him- 
self responsible for the whole of the debt, he was not liable, as the 
debt was only contracted on the understanding that another man 
paid his full share. The Official Receiver said he must have 
further information about the furniture, and therefore ordered 
the case to stand adjourned, 


A. P. PARKER, electrical engineer, 8, Mary Street, Burnley.— 


October 4th is the last day for the receipt of proofs for dividend. 
Trustee : Mr. C. H. Plant, 13, Winckley Street, Preston. 


. Dissolutions and Liquidations.—DisrTRIcT ELECTRIC 
Co., LTD.— This company is winding up voluntarily, with Mr. J. W. 
Hinks, 115, Colmore Row, Birmingham, as liquidator. 

KJELLBERG SYNDICATE, LTp.—This syndicate is winding up 
voluntarily, with Mr. J. B. Hamilton, 15, Little Trinity Lane, E.C., 
as liquidator. | 

Вонм LENS LAMP Co, LTD. — A meeting is called for 
October 26th at 15, Great St. Helens, London, E. C., to hear an 
account of the winding-up from the liquidator, Mr. E. S. Neave. 


Book Notices, — Canadu for the Investor and the Indus- 
trious Millions of Great Britain. By T. W. Sheffield, Bristol: J. W 
Arrowsmith, Ltd. 1s. net.—The author of this little book, from his 
experience in this country, followed by some years lite in Canada 
—for part of the time as an industrial commissioner for Regina— 
should be able to interest those in need of information regarding 
Canadian resources and opportunities. He has combined the 
information gained as the result of personal observation with 
material obtained from Government departments, the Board of Trade, 
the Prees, and so on. After a brief opening chapter, in which, 
among other things, the author refers to the apatby of British 
manufacturers and merchants, he deals with different parts of the 
vast territory in geographical order, and reproduces a number of 
interesting photographs. Mr. Sheffield’s idea has been to bring out 
the main features of the places mentioned in so far as they are 
likely to be of interest to his fellow countrymen at home. It is 
impossible either for the trader or the worker nowadays not to be 
impressed with the coming greatness of Canada, but it would 
doubtless be useful to any of our readers who are casting eyes that 
way if they madea study of this little book. " 

" Proceedings of the American Inetitute of Electrical Engineers." 
Vol. XXXI, No. 9. September, 1912. New York: The Institute. 
Price $1.00. | 

“ Transactions of the Concrete Institute." Vol. 
July, 1912. London: The Institute. 


“ Prospectus of the Borough Polytechnic Institute, 1912-1913." 
London: The Institute. 


IV, part 2. 


"How to Manage the Dynamo." By A. R. Bottone. London: 
Whittaker & Co. Price 9d. net. 
“Engineering and Metallurgical Books, 1907-1911.” By R. A. 


Peddie. London: Grafton & Co. Price 7s. 6d. net. 
La Tecnica delle Correnti Alternate." 
Sartori. 1913. Milan: Ulrico Hoepli. L. 12. 

Statistik über Starkstromanlagen Allgemeiner Teil Zentralan- 
lagen Kategorie А pro 1910." " Jahresheft des Schweizerischen 
Elektrotechnischen Vereins fiir das Vereinsjahr, 1911-1912." 1912. 
Zurich : Fachechriften-Verlag und Buchdruckerei A.-G. 


Shipwrecked Lamps.—Tux BRITISH THomson-Houston 
- Co, LTD., inform us that salvage operations on the sunken P. and О. 
liner Oceana resulted in the recovery, amongst other things, of 
cases containing 600 Mazda lamps. On examination, it was found 
that, of 500 25-watt 100-volt lampe, 22, or 4'4 per cent., were 
broken, and of 100 25-watt 55-volt lamps. only two, or 2 per cent., 
were broken. The remainder were returned to Rugby in perfect 
condition. Considering the rough treatment which the lamp 


cases must have received, the proportion of breakage is remarkabiy 
s 


Vol I. By Ing. G. 


Trade Announcements,—9M kssns. SIEMENS BROTHERS 
рүхлмо Works, LTD., of Dalston, inform us that under the new 
. Post Office system their registered telegraphic address is Siemodyn, 

Kinland, London.” The indicator мога Kinland ^ will not be 
charged for. y o 
| Tae BManpa ENGINEERING Co., LTD., owing to the rapid growth 

of their business in switch. distribution and fuseboards, switch 
boxes &c, have removed to Emanda Works, Sumner Avenue, 
Peckham, London, S. E. A leaflet which they have issued illustrates 
` some of their manufactures. | | | 

Mn. Jonx T. Murray, electrical engineer and contractor, of 
Halifax, has removed from Rawson Street to 3, Lord Street. | 


With reference to our notice regarding the affairs of MR. A. E. 
MARTIN, trading as the Midland Electric Supply Co., 39, Great 
Charles Street, Birmingham, we are asked to point out that the 
Electrical Trades Supply, Ltd., also of Great Charles Street, is in no 
way connected with the Midland Electric Supply Co., and has never 
been in any sense associated with the latter firm. 

Mu. STEPHEN WORKMAN, electrical engineer, of Updown Hill, 
Windlesham, near Bayshot, announces that he is relinquishing 
business. 

Messrs. SAFETY LIGHT, LTD., have removed to 118, Queen 
Victoria Street, London, E.C. 

THE EDISON AND SWAN UNITED ELECTRIC LIGHT Co., LTD., 
have opened a depot in Bristol (at 71, Victoria Street), with Mr. 
F. W. Fifield as district superintendent, for the convenience of 
their West of England customers. L&rge stocks of their metal- 
filament lamps will be carried. 


* Robbialac,"—4At the Tramway Exhibition at West 
Ham, a tramcar of the West Ham Corporation was on view which 
had been treated with Robbialac enamel paint supplied by MESSRS. 
JENSEN & NICHOLSON, LTD., Goswell Works, Stratford, E. This 
paint is widely used by tramway and railway authorities. 
The firm had on show at their stand their ultra-high-resistance 
insulating composition, '' Wattlac;" for which they claim an actual 
breakdown strength of 28,000 volts per mm. A selection of metal 
underbody parts was also shown, treated with their anti-rust and 
corrosion-proof composition, Ferroradium." 


Newcastle Electrical Exhibition.—M kEssns. BERRY, 
SKINNER & Co. inform us that their fool.proof ironclad fused 
switchgear has been employed at the above exhibition on the main 
switchboard, and for controlling the lighting of the entrance and 
the electric sign, the Provincial Laundry, cookery exhibits, electric 
water heating and the café. i 

The Shops Act.—Morecambe Corporation has made a 
closing order under the provisions of the Shops Act for the retail 
electrical trades in the town. The closing day is Wednesday. 
Morecambe, of course, takes advantage of the privilege extended to 
seaside holiday resorts of disregarding the order in the summer 
months. $ 


Silica Lamps,—MEssRs. ASHWORTH & PARKER, of 
Bury, have decided on the adoption of Silica lamps for the lighting 
of their recently-coinpleted extensions. The electric lighting and 
power installation for Messrs. Tatham & Co.'s new works at Roch- 
dale is in the hands of the Rochdale Electric Co, and the premises 
here are also being lighted throughout with Silica lamps. These 
lamps have further been adopted for the surface lighting of the 
Alloa Coal Co., Bannockburn Colliery, Stirlingshire. 


LIGHTING and POWER NOTES. 


Aylesbary.—The C. D.C. has appointed four persons 
outside the Council to act with a Committee to consider a scheme 


for electric lighting for the town under the newly-obtained 
provisional order, 


Baildon.—The U.D.C. has decided to ask the Bradford 
T.C. to agree to one of the following alternatives in connection 
with the proposed tramways :—To supply current to Baildon in 
bulk: to pay 1}d. per unit if the electricity is supplied by Shipley ; 
or to find its own current for running the. Baildon tramcars. 
Shipley U. D. C. has offered to supply current at IId. per unit, but 
preferred the supply to be obtained elsewhere if possible. 


Barking.—A letter has been received from the L.G.B. 
with reference to the Council’s application for sanction to a loan 
of £11,200 for the purpose of extensions to the electricity works, 
stating that the Board was not satisfied that the scheme submitted 
was the most suitable for the purposes of the Council’s under- 
taking, and that it was not prepared to sanction the loan. In 
consequence of this decision the Committee has decided to submit 
an amended application to the Board for approval involving an 
expenditure of £8,335, made up as follows :—Diesel engine and 
D.C. generator 250 KW., £4,000; foundations, £240; rotary con- 
verter, £800; switchgear, £260; steam recorder, &c., £105 ; 
connections (cable, «c.), £140; tools and spares, £150; boiler 
feed pump and connections, £180; rearranging position of present 
plant, £60 ; clerk of works, 475; contingencies, £250 ; loan costs, 
£75; mains and services, £2,000. It has also directed the 
engineer to prepare specifications, &c., and to invite tenders for 
the supply and erection of the necessary plant. With regard to 
the tenders which were provisionally accepted for the original 
scheme, the firms are to be notified of the L.G.B.'a decision. 


Barnsley.— The Yorkshire Electric Power Co. is propos- 
ing to erect & waste heat station for the generation of electricity 
from coke-oven gas at Barugh, near Barnsley, and at the half- 
yearly meeting of the company, it was suggested that an extra 
£50,000 of preference capital should be raised, and that £25,000 of 
this should be devoted to the new work. Last year's profit had 
decreased by £800 as compared with 1911, but was £510 in advance 
of that of 1910. The new station was very necessary, as there had 
been an increase of 20 per cent, in the amount of electricity sold 
from the power station, - 
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Belfast,—At the meeting of the Tramways and Elec- 
trical Committee, the electrical engineer submitted his reports on 
the question of installing Diesel engines in connection with the pro- 
posed extension of the electricity undertaking and as to the estab- 
lishment of sub-stations. 


Blackburn.—The Electricity Committee has under con- 
sideration a report by Mr. Wheelwright, the borough electrical 
engineer, on the queation of new works for the electricity depart- 
ment. / : 


~ 

Cleckheaton.— The District Council reports a net loss 
of £406 on the last year's working of the electricity undertaking. 
This is mainly due to the increase in cost of generation, coal and 
repairs and maintenance of works. Per contra, the price of current 
has been more satisfactory to the Council, and the number of units 
generated has increased from 908,014 to 1,159,272. The increase 
in the cost of generation has been met by the transfer of a small 
balance from the reserve fund and £347 from the general district 
fund. 


Continental Notes —DexwarkK.—A company is 
reported to he in course of formation to establish a large electricity 
generating station near Кегізе, in South-East Seeland, for the 
eupply of current for lighting and power purposes to a number of 
small towns and villages in the district. 


East Barnet Valley.— At the last meeting of the 
District Council, Councillor Ford moved: That the North Metro- 
politan Electric Power Co. be asked if it will be possible to lay their 
main cables throughout the district of the Council by October, 1913, 
and, if so, at what cost they would be prepared to light the public 
roads.’ He stated that there was a great demand for electricity for 
lighting and power purposes throughout the district. He was 
prepared to go any length to encourage the clectrical company, if 
it were only to break down the monopoly of the (ias Co. in the 
district. It was a disgrace to pay money to have the district 
lighted when the result was practically semi-darkness. After 
further discussion bearing upon the extremely bad lighting by the 
Gas Co., the motion was carried xem, con, апа a committee was 
appointed to go into detaile. 


Edinburgh.—At a meeting of the Treasurer's Committee 
of the T.C. on Friday last, Councillor Harrison moved that the electric 
lighting surplus be applied to the relief of rates, and this motion 
was carried against a proposal by Councillor Bruce Lindsay, that 
the Committee recommend that the surplua be not appropriated. 
This recommendation will now come before the Town Council. 


Epsom. —Tle U. D. C. has received’ from the L.G.B. 
sanction to a kan of £2,800 for additional generating plant and 
£500 for mains. ; 


Glasgow.—The minutes of the Electricity Committee of 
the T.C. contain a report by the engineer that Messrs. Harland and 
Wolff had applied to the burgh of Govan fora supply of electrical 
energy for their ship-building yard in Govan. The supply. which 
would be of large extent, would be required in a few months, and it 
would be necessary to connect the Corporation's system of distribution 
with that of Govan to enable it to be given. The town clerk 
reported that as a result of meetings of the sub-committee on the 
Boundaries Act with representatives of the burghs of Govan and 
Partick, the T. Cs. of the latter towns agreed to the connection of their 
electricity undertakings with tbat of the Corporation, and that the 
Corporation Electricity Department should supply the current 
required. The engineer was authorised by the Committee to have 
the proposed connection made. 


Helsby.— The P.C. has decided to canvass the district in 
order to ascertain the probable number of consumers of electricity 
for domestic purposes. The information is needed by the Mersey 
Power Co. before it can quote for public lighting. 


Iiford,—4A. serious fire occurred on Tuesday afternoon 
at the electricity works of the U.D.C., causing a complete stoppage 
of the supply and of the local tramway service. The origin of the 
fire was behind the main switchboard, where the flames broke ont 
suddenly with great violence, and at once ignited the roof. The 
fire brigade was quickly on the spot, but it took an hour's work to 
subdue the flames, and then all but one of the dynamos were soaked 
with water. A part of the tramway service was re-started with 
power from East Ham, but various large works supplied from the 
Ilford power station were shut down. The supply was partially 
resumed by 8.30 p.m. 


Leeds,—A proposal of the Corporation to establish a 
. department for the hiring-out of electric motors is meeting with 
strong opposition on the part of local electrical firms. The Cor- 
poration proposes to borrow £10,000 for the purpose, and the 
opposition asserts that not only is it unfair to institute this muni- 
cipal competition with private tradera, but it would be impossible 
for the Corporation, with the suggested outlay, to provide a service 
anything like equal to that which would be displaced, and also 
that the authorities, in their limitations as to stocking varieties of 
ypes and parts, would run the risk of wasteful speculation on 
n. kes of motors which might become obsolete at an early date, or 
prove useless under a changed system of supply. The opposition 
includes practically all the local firms, and an influential deputation 
recently waited upon the Tramways and Electricity sub- Committee 
and entered a protest. A deputation is also to attend the next 
meeting of the City Council, 


Llandudno.— In a statement as to the progress of the 
Corporation electricity undertaking, at the meeting of the T.C. on 
September 20th, Mr. 8. Chautrey (chairman of the Electricity Com- 
mittee), said that the year ending March 31st last was the first 
following the installation of a coal conveyor and an induced 
draught system. The induced draught apparatus was a step of a 
speculative nature, but it had proved a great succese. Not only had 
it stopped the emission of smoke, but it enabled mechanical stokers 
to be employed, with a resultant saving of £1,112 in fuel. The 
year's trading resulted in a net surplus, after paying interest and 
redemption on loans, of £884, and this notwithstanding that the 
price of current had been reduced by Id. per unit. Unfortunately, 
there had been a decrease in the supply of current to the tramways 
company, but now that the track was doubled for a considerable 
distance, the probability was that the current year would show 
better results, and that the traction consumption would steadily 
increase. 


London.—BETHNAL GREEN.—In connection with the 
Electricity Committee's recommendation, reported in last week's 
issue, advising tbe Council to adopt its suggestions with regard 
to the taking of & supply of electricity from Stepney, the matter 
was again referred back to the Committee, at the meeting of the 
Council last week, At this meeting a letter was read from the 
town clerk of Stepney to the effect that after consulting the 
borough electrical engineer and treasurer he was of opinion that 
his Council would be prepared to undertake the maintenance and 
administration of the electrical supply in Bethnal Green upon the 
basis of the following proposals :—For repairs and maintenance of 
mains, house services, meters and other apparatus on consumers’ 
premises, maintaining and supervising sub-station plant, reading 
meters monthly, rendering a monthly statement to the Bethnal 
Green treasurer with all information necessary to enable him to 
render and collect consumers’ accounts, establishment charges and 
management expenses, a charge of 0'2d. per unit for each unit sold 
in excess of a certain quantity which was not mentioned publicly 
at the meeting. Capital work (if any) on plant, mains, house 
services, &c., executed by Stepney for Bethnal Green to be charged 
for on cost basis plus 10 per cent. for use of tools, &c., establish- 
ment charges and supervision. Such proposals are subject to con- 
firmation by the Stepney Council. A letter was aleo read from 
Mr. J. F. C. Snell, the Council's consulting electrical engineer on 
the subject of the above letter. In this letter Mr. Snell 
stated that he considered the terms offered to be very 
favourable indeed to the Bethnal Green Council. The 
figures quoted result in less annual charges than he had in- 
cluded in his estimates. He was of opinion that there could be no 
chance of the Council losing on the undertaking, but that, on the 


other hand, it would be a source of considerable profit, apart from 


the great convenience to the ratepayers of the borough. In the dis- 
cussion which followed the motion for the adoption of the Com- 
mittee’s report. Councillor Brookes, whilst holding to the principle of 
electricity supply, urged that it would not be right for the Council to 
come to a decision that night without the Committee having had an 
opportunity of considering the letter from Stepney, which bore the 
previous day's date, and had been received only that day, and there- 
fore had not been under the consideration of the Committee, and 
moved that the whole matter be referred back to the Committee for 
consideration. He was opposed to the present Council, at the last 
meeting but one before the elections, pledging its successors to a 
great expenditure of £21,000. As stated above, Councillor Brookes's 
amendment was adopted by 13 votes to 12. 

FULHAM.—The Electricity Committee reports the receipt of a 
communication from H M, Electrical Inspector of Factories upon 
the Council'8 electricity works, stating that many things were not 
in accordance with the requirements of tbe Electricity Regulations 
under the Factory and Workshop Act, and suggesting alterations, 
The Inspector's report, the Committee states, has received the con- 
sideration of the borough electrical engineer, and the less important 
matters are being attended to. The only suggestion involving 
serious alteration is in connection with the high-tension switch- 
bourd, which, to meet the requirements of the Regulations, will 
have to be remodelled and reconstructed. The electrical engineer 
is to at once issue to & number of experienced firms a general out- 
line of the essential requirements, and invite each of them to pre- 
pare and submit for consideration a complete scheme, together 
with an estimate of the cost of carrying out the proposals. 


Lowestoft.—The T.C. has fixed a flat rate of 1d. per 
unit for current for cooking and heating, and has decided to 
expend £100 on cooking and heating stoves and electric 
irons for hiring out. The charges for current for power supplied 
to factories and workshops have been reduced to 2d. per unit for 
the first 500 units per quarter, and 14d. per unit beyond. 


Quarndon.—The P.C. has appointed a Committee to 
consider the advisability of adopting electricity for publio lighting. 
The Committee will confer with the Derby Borough electrical 
engineer, Mr. Wilmshurst, who has already outlined a scheme. 


Rochford,—After protracted discussion, the B. of G. has, 
by 14 votes to 8, adopted a scheme for lighting the Workhouse by 
electricity in place of gas. With the heating scheme the expendi- 
ture is estimated at £6,320. The matter, however, will again come 
forward, as notice has been given to rescind the adoption of the 
scheme, on the ground that it is too expensive for a building of the 
size of the Workhouse. At present gas is i m at Зе. 9d. per 
1,000 cb, ft., and the consulting engineer, Mr. Dolby, had advised 
that electricity will be cheaper than gas, | 
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Sevenoaks,—Mr. Cecil E. Currie, who is applying for a 
prov. order for E.L., has informed the R.D.C. that the whole of the 
parishes in the Council's area will be included in the application. 


South Africa.—At a special meeting of the Wellington 
(Cape Province) municipal Council, at which representatives of the 
public were present, it was decided to provide an electric lighting 
installation for the town. Two schemes were submitted, but some 
further information is required before the project can be taken in 
hand and the plant. erected. The installation will supply a long- 
felt want, especially in the many boarding establishments. 

We understand that au agreement has been arrived at between 
the Wynberg Council and the Cape Town Council for the purchase 
by the former of the electricity distributing system and the various 
righte acquired in Wynberg by the City ae the result of its purchase 
of the undertaking of the Cape Peninsula Lighting Co., The agree- 
ment is of the nature of a compromise, the purchase price being 
fixed at £8,060. 


Southend-on-Sea.— Thie T.C. has applied to the L. G. B. 
for a loan of £3,900 for an additional 500-K w. steam generating 
set, for which tenders аге to be invited. The L. G. B. has also been 
asked to allow the expenditure of an unexpended loan, amounting 
to £3,745, granted for cables, on ordinary extensions. 


Southport.—The report of Mr. S. J. Watson, of Bury, 
who was called in as an expert to investigate the electricity under- 
taking, was presented to the Corporation on Saturday. 
upon the tramways is to be furnished at a later stage by Mr. 
Mallins, of Liverpool. The outstanding feature of the electricity 
report is the financial position, dealing with which Mr. Watson says 
that the undertaking is over-capitalised. "The capital expenditure 
of £110,577 on the generating station is equal to £45 per KW. in- 
stalled. In many other undertakings of similar size the expenditure 
is only £25 per Kw., and at prices that obtain to-day equivalent 
value could be obtained at £15 to £18 per kw. The expenditure of 
£75,854 on mains, services and arc lamps is also excessive for an 
undertaking of its size, even after making allowances for the 
special character of the district and the class of customer supplied. 
The £20,811 expended on transformers and meters is out of all 
proportion to the actual value of the appliances which the sum is 
supposed to represent. No provision has been made for depreciation 
or for the replacement of plant or apparatus. A casual inspection 
shows that the пара! life of much of the plant and appliances 
must be considerably less than the period granted for the repay- 
ment of the loans, Although no reserve or depreciation fund has 
been established during the past 14 years, the sum of £27,000 has 
been transferred from the revenues of the undertaking to the relief 
of the rates. At the present time, therefore, the report proceeds, 
"there existe what amounts to a liability on the ratepayers for 
about £20,000 for depreciation in the value of the assets of the 
electricity department.” Mr. Watson suggests that no further con- 
tributions whatever should be made to the rates until an. adequate 
reserve or depreciation fund has been established. 

Mr. A. S. Black (borough electrical engineer and tramways 
manager) commenting on this report, makes a remarkable sug- 
gestion. Before additional expenditure on tramway plant is decided 
upon, he thinks the whole question of the tramways should be con- 
sidered. The whole of the Corporation tramways track will have 
to be renewed before long, and he suggests that it would be more 
satisfactory to abolish the present system. and substitute a petrol 
or petrol-electric service of motor-cars. z: 

The report will be discussed at the next meeting of the Council. 


Wellingborough.—The U. D.C. has decided to make no 
offer for the undertaking of the Electric Supply Co. until it has 
been inspected by an expert, and that it would not be worth the 
expense of expert advice unless the company reduces its offer to 
about two-thirds the sum recently named, and published at the 
time in the ELECTRICAL REVIEW. 


West Ham.—Application is to be made to the Local 
Government Board for sanction to borrow £7,600 for transformers, 
and £6,000 for services, The B. of T. is to be asked to give 
ita consent enabling the Council to give a supply of current to 
Messrs. Pearson, the contractors for the Port of London Authority 
Docks' extensions, for consumption outside the area of West Ham. 
An agreement has been entered into with the Charing Cross Supply 
Co., enabling it to continue for a further period of three years to 
take from the Council a supply of current at the Bow generating 
station. The India- Rubber, Gutta-Percha and Telegraph Co., Ltd., 
has signed an agreement with the Council for taking a supply of 
about 24 to З million units per annum, at 450 to 600 kw. maximum 
demand. 


Weymouth.— The L.G.B. has forwarded to the T.C. 
sanction to a loan of £3,880 for generating plant, £700 for exten- 
sions of buildings, £800 for mains, and £1,700 for services. 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.—On the recommendation of the Tramways 
Committee last week, it was decided to specially adapt six cars as 
an experiment, to the P-A-Y-E system, in connection with the Cor- 
poration Tramways, and to make supplication to the B. of T. for 


sanction to introduce a front entrance on cars for the upper deck 
passengers, : 


A report 


Blackpool,—An innovation was introduced on the tram- 
ways last week. By arrangements with the Postmaster-General, 
letter boxes are now attached to certain cars on each of the four 
routes, thus enabling the public in the outlying portions to post 
letters after ordinary collections from pillar boxes and sub-offices, 
and avoid a special journey to the central office. Letters may be 
posted at any stopping place, but if a car is stopped expressly for 
the purpose of posting only, a charge of 1d. is made to remunerate 
the Corporation. 

The Corporation has under consideration a further scheme for 
extending the promenade at South Shore to Squire's Gate. The 
proposal which provides for the construction of a tramway track 
and carriageway is estimated to cost £13,000. 


Broughton,—The Wrexham and District Electric Tram- 
way Co. has informed the P.C. that it cannot at present consider 
the project for extending the tramway through New Broughton, 
Brynteg and Pentre Broughton, as such an extension would not 
justify the expenditure. 


‘Canada,—In connection with its line to Vancouver, 
B.C., the Canadian Northern Railway is to enter the city by means 
of a four-mile tunnel, and in connection with this about 18 miles 
of route between Vancouver, New Westminster and Port Mann will 
be electrified, 


Continental Notes,—hussra.— The shares of the 
Société des Tramways de Reval, which owns the horse tramway 
system in the Russian port of Reval, have all been acquired by the 
Société Generale Tramways et d'Applications d' Electricité, of Liége, 
who propose to electrify the lines. 

Dundee.—The railless electric car system inaugurated 
recently by the Corporation has been inspected by Mr. A. Campbell, 
city engineer, Edinburgh, and Mr. Laidlaw, & director of the Edin- 
burgh Tramway Co. Mr. G. M. Stuart, chief city engineer, Bloem- 
fontein (who is studying the various systems with a view to 
establishing a tramway system 12 miles in extent in Bloem- 
fontein) and Mr. Donald M'Coll, manager of the Shanghai 
tramways, have also visited the town. 


Edinburgh.—In connection with the scheme for extend- 
ing the tramways, the sub-committee on new tramways, with the 
burgh engineer, has been requested to report on the three systems 
—railless, self-propelled cars, and motor-omnibuses— giving at the 
same time particulars as to cost. 


Halifax.—In connection with the Bill which the Cor- 
poration is promoting for tramway extensions, it has been decided 


to take tramways to Wainstalls and Siddal, outlying portions of the 
borough. 


Keighley.—The fate of the motor-’buses, which, iu 
conjunction with the Corporation tramways, serve the out dis- 
tricts of Keighley, hangs in the balance. The controversy 
which has for some time past waged around the fact that they 
have not directly paid their way, was brought nearer to a head 
Jast week, when, at the T.C. meeting, Alderman King moved the 
entire discontinuance of the service, but admitting the fact that 
they undoubtedly acted as useful feeders for the tramways in the 
rough, hilly parts to which electric trams had not access, that they 
brought outside trade into the town, and that changes in the 
department were promised by the Committee concerned, he also 
moved that consideration of his motion be deferred for a month. 
This latter was carried, despite an amendment to the contrary. 


Lancashire and Yorkshire Eleetrification.— The 
Lancashire and Yorkshire Railway Co. are about to commence the 
electrification of the system from Town Green to Ormskirk. 
The old rails are being replaced, and in the course of another 
month a start is to be made with the construction of buildings for 
an electric sub-station and battery station at Ormskirk. The 
company, encouraged by the success of the electrified system in the 
Liverpool district, feels confident that the consequent improved 
train service will in time more than compensate for the out- 
lay. Itis expected that as a result of the immediate start in 
connection with the extension, building developments on an 
appreciable scale will follow. 


Llandudno.— The Light Railway Co. having announced 
a desire to double the track in certain parts of the district, a 
Committee of the local D.C. has been appointed to meet the 
representatives of the company to discuss the project. 


Mytholmroyd.— The D.C. has expressed its willingness 
to enter into an agreement with the Halifax Corporation, provided 
the terms are acceptable to both parties, whereby it is proposed to 
postpone the Council's powers under Sec. 43 of the Tramways Act, 
1870, to acquire the tramways now worked by the Corporation 
within that district, until the expiration of 31 years from the date 
of the Royal Assent to the Halifax Corporation’s (proposed) Tram- 
way Bill. 


Neweastle-on-Tyne.—The Tramways Committee has 
referred to a Sub-Committee a scheme for reconstrueting the bogie 
cars at an estimated expenditure of £10,000. 


Oswaldtwistle.—At the Council meeting on September 
19th, Mr. Hargreaves again referred to the rating of the tram- 
ways, and the action of Accrington Corporation in deducting 
three-quarters of the rate. Criticising figures given by Councillor 
J. C. Lupton, of Accrington, Mr. Hargreaves said it was 
one of those cases where they could make figures prove any- 
thing. He did not question the legality of the action taken by 
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Accrington in making deductions from the rates, but contended that 
the reduction was a violation of the ordinary principles of equity. The 
minutes showed the receipt of a letter from the general manager of 
Blackburn Corporation asking for the return of a portion of the 
rate paid by the Corporation respecting its undertaking in the 
Oswaldtwistle area. The matter wes left over until a decision had 
been given in the appeal case affecting tramway rating. 


Soyland.—The D.C. has decided in favour of the ex- 
tension of the Halifax tramways to Ripponden, on terms to be 
arranged between the Council and the Halifax Corporation. 


U.S,A,—With a view to the more rapid advancement of 
the electric motor vehicle in the New York district, the New York 
Electric Vehicle Association has just been organised in that city. 
It is stated that there are at the present time no fewer than 400 
electrical vehicles of the pleasure type in use іп New York, in 
addition to 1,400 industrial vehicles. 


Wharfedale,— At the Otley R.D.C. on Friday, a deputa- 
tion representing the Leeds Corporation Tramways Committee was 
‘heard as to the running of railless cars from Guiseley to Otley, and 
an extension of the service through Burley to Ilkley. Mr. Jackson 
(chairman of the R.D.C.) said it was a question that would 
require serious consideration. Mr. Kedshaw pointed out that they 
would do a great service to the public, as at present the railway 
company had a monopoly and could run a train when they liked. 
The chairman said the ratepayers might be helping the City 
Corporation, which had a monopoly as well. Ultimately the matter 
was referred to the Menston Parish Council, which was interested in 
the proposal. 


TELEGRAPH and TELEPHONE NOTES. 


Australia.—The Commonwealth Budget Estimates for 
1912.13 include provision for the expenditure of £789,000 for tele- 
graphs and telephones, and £41,000 for wireless telegraph installa- 
tions.— Board of Trade Journal, 


Brazil,—The Government intends to extend tlie wireless 
telegraph system in the Northern part of Brazil. The three stations 
now existing at Para, Manaos and Santarem are to be supplemented 
by five others, of which three are now completed, whilst the other 
two are being built. Two of the stations; thore at Cruzeiro do Sul 
and Senna Madureira, will be high-powered ones, whilst the one at 
Rio Branco will only have a quarter of the power of the two former. 
The distance between Cruzeiro do Sul and Senna Madureira is 
450 km., and between Senna Madureira and Kio Branco 156 km. 
It will be possible to get into communication across the Andes with 
Cristobal, near Lima. and Iquitos, from the stations at Cruzeiro and 
Senna Madureira, though the distances range from 500 to 1,000 km. 


Cable Rates,—The Western Union Telegraph Co. is 
now taking Press messages for Australia ria the Pacific Cable at 
7Àd. per word for ordinary and 44d. per word for deferred 
messages. 


France,—A wireless telegraph station with a trans- 
mitting power of only 250 miles is to be erected at Harfleur, near 
Cherbourg, for the exclusive uae of the French naval authorities 
when communicating from the shore with vessels of the fleet in the 
Channel, This step has been taken because it has been found that 
serious danger might arise in war from the use of the big wireless 
station at Rouges-Terres. for the communications between the staff 
of the First Maritime District and the stations along the coast or 
the ships in the Channel, as, owing to the powerful transmitting 
apparatus at Rouges-Terres, the meseages sent by its agency might 
easily be tapped by foreign ships cruising in the Atlantic or North 
Nea.— Daily News, 


New Companies,—A new joint-stock company is being 
constituted by the Hochfrequenzmaschine-fabrik für Drahtlore 
Telegraphie, of Berlin, which will undertake the international 
working of the Goldschmidt high-frequency patente. German, 
French and American capital and industries will share in the 
venture. The capital proposed is 10,000,000 fr., 25 per cent. of 
which will be called up. The new company will start operations 
with the erection of a trial system between (rermany and America, 
for which a tower is to be built near New York and another in 
Hanover by the German company.— vil. dex Oest. Ing. S Architekten- 
Verrines, 


Secret Wireless Telegraphy.—lt is reported that a 
trial is to be made in the Channel of a system of tuned wireless 
telegraphy devised by Messrs. Johnson and Varley, depending upon 
the use of accurately tuned vibrating reeds. 


United States —The Government is about to institute 
proceedinga for the dissolution of the American (Bell) Telephone 
and Telegraph Co., which is alleged to have violated the Anti-Trust 
Act, and to have maintained a virtual monopoly in telephony by 
absorbing independent companies in all parte of the country The 
company has a capital of about 100 millions sterling. 


Telegraph Rates.—On October 1st the Eastern Tele- 
graph Co. will reduce the Press rates between Great Britain and 
India and Burma, from 9d. to 4d., between Great Britain and Ceylon, 
from 94d. to 44d., and between Great Britain and British North 
Borneo, from 1s. 8d. to 6d. a word. 


Wireless in the Antarctic.—The Australian Mining 
Standard states that the wireless installation on Macquarie Island, 
in the Southern Ocean, has shown how favourable surroundings 
enable enormous distances to be covered by an ordinary ship's set, 
which is able to pick up messages from Fremantle and repeat them 
to Fiji. A ship, as a rule, can only get messages from 200 or 300 
miles away, but there in the long stretches of ocean and the absence 
of disturbing meteorological conditions they deal with far greater 
distances. The station is also used as a repeat station to New 
Zealand. The wireless plant which Dr. Mawson carried with him 
to the Antarctic, in the hope that by means of the installation at 
Macquarie Island it would be possible to keep in constant touch 
with the expedition, unfortunately was smashed before it had been 
erected, through falling off a crag of ice, and the wireless operator 
and mechanician were unablé to repair it. 


— 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.— October 16th. N.S.W. Government Rail- 
ways. Two 5-ton electrically-driven travelling cranes, for the 
Randwick workshops. Specification No. 365 (5s). Electrical 
Engineer's Office, 61. Hunter Street, Sydney. i 

SOUTH AUSTRALIA.—October 22nd. Telephone switchboard at 
Port Adelaide, for the P.M.G.’s Department. See "Official Notioes" 
September )J3th. 

October 231d.— 100 common- -battery table telephones, for the 
Р.М G.'s Department. See "Official Notices September 13tb. 

December 17th. Three sections of common battery multiple 
switchboard and other equipment, for the P.M.G.'s partim: 
See Official Notices to-day. 

VICTORIA. — October 22nd. Fourteen sections of common-battery 
multiple switchboard, for the P.M.G.'s department. See Official 
Notices " September 13th. 

November 12th.—Depaty Р.М G., Melbourne. 
registers. High Commissioner's Office in London. 

November 19th.— One merenry vapour condenser, for the P.M.G.'s 
Department. See Official Notices" to-day. Aleo two batteries, 
and a I-K. v. A. single-phase transformer, High Commissioner in 
London. 

WESTERN AUSTRALIA. November 5th. Telephone switch boards 
to Stores Schedules 222 and 223, for the P.M.G.'s department, Perth. 
See Official Notices to-day. 


Austria.— VIEXXA.— October 24th. Electric installation 
in the workshops and material warehouse at Gmünd. Particulars 
of the Bahndirection, Gmünd. 

October 4th.-- The Austrian State Railway authorities at Linz 
are inviting tenders for an installation of electric lighting at the 
railway station at Ried. | 


100 electrical 


Belgium.— October Ist. Tenders are being invited by 
the municipal authorities of Moptegnée (province of Liége) for the 
concession for the supply of electrical energy for lighting and 
power purposes in the town. 


Crete.— The municipal authorities of Candia, in the 
Island of Crete, huve lately invited tenders for the concession for 
the electric lighting of the town during a period of 40 years. 


France,—October 15th. The French State Railway 
authorities in Paris are inviting tenders for an installation of 
electric lighting at the railway station at La Pallice. Tenders are 
to be sent to, and particulars may be obtained from, Le Service 
Electrique des Chemins de Fer de 1 Etat, Rue de Rome. Paris. 

Paris.—October ith. Tenders are required for the installation of 
the electric light at Evreux railway station. Particulars from the 
Bureaux du Service Electrique (1st division), 40, Rue de Rome, Paris. 

PARIS.— October 17th. Offers will be received, in two lots, for 
(1) the supply and erection of the motors, pumps and dynamos 
needed to raise the water of the Seine for the high-service supply 
at Auteuil and l'aesy, and for the low-service of. the Bois de 
Boulogne and the XVIth Arrondiesement: (2) dynamos, motors 
and centrifugal pumps, to lift the sewage water of the XVth 
Arrondissement to the collector on the right bank of the Seine. 
Particulars, Bureau des Eaux, Canaux, et Egouts, Hotel de Ville. 


Great Western Railway. — October 14th. Stores for a 
year. See "Official Notices" to-day. 


Greenock.—October 2nd. Electric lighting work at 
Finnart School. Mr, A. F. Niven, clerk to the School Board, 
Municipal Buildings. (Schedules, &1.) 
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Isle of Thanet.—General stores for a year, for the Isle 
of Thanet Electric Tramways and Lighting Co., Ltd. See Official 
Notices " September 20th. 


Leeds.— October 7th. The Tramways Committee of the 
Corporation invites tenders for the supply and erection of a steel 
building at the permanent way depot, Leeds. Mr. J. B. Hamilton, 
general manager. 


London, — SowrhwaRRK. — October 2ud. 440 yd. or 
880 yd. of "1 х '05 x 1, and 440 yd. or 880 yd. of 05 x “63 х 05 
cable, for the B.C. Вее Official Notices September 20th. 


Lossiemouth.— September 28th. Gas producer plant, 
engines and dynamos, battery, crane, overhead mains and public 
lamps, for the T.C. See "Official Notices " September 6th. 


Manchester. — October 1st. Permanent way points, 
tongues, and hardened steel centres, for the Tramways Committee. 
Specifications and forms of tender (£1 1s. returnable) from Mr. 
J. M. McElroy, general manager. 


Mersey.—October 4th. The Mersey Railway Co. are 
inviting tenders for electrical and other stores. Specifications and 
forms of tender from Mr. J. Shaw, engineer and manager, Central 
Station, Birkenhead. 


Mexborough., — October Sth. Turbo-generator, con- 
denser and switchgear, for the U.D.C. See “Official Notices " 
September 13th. 


Nuneaton.— September 30th. Cast-iron and steel pipe- 
work, valves and accessories, for the Corporation. See ‘ Official 
Notices September 20th. 


Rosslynlee.— The Midlothian and  Pecbles District 
Asylum, Rosslynlee, invite offers for supplying electric fittings. Mr. 
R. Addison Smith, 19, Heriot Row, Edinburgh. 


Spain.—October 4th. The municipal authorities of 
Puebla de Guzman (province of Huelva) are inviting tenders for 
the concession for the electric lighting of the town during a 
period of 20 years. Particulars may be obtained from, and 
tenders are to be sent to, El Secretario del Ayuntamiento de Puebla 
de Guzman (Huelva). 


November th. The Spanish Ministerio de Fomento, in Madrid, 
are inviting tenders for the concession for the construction and 
working of electric tramways between Vigo and Lavadores, and 
between Vigo and Arratales. It may be added that a project has, in 
each case. been submitted by a would-be concessionaire, the 
concession being only put up for tender in accordance with the 
practice in Spain. 

Tenders have just been invited by tbe municipal authorities of 
Boadilla del Camino (province of Palencia) for the concession for 
the electric lighting of the town during a period of eight years. 


Sweden. — October 15th. Tenders are invited for 
machinery required at the Porjus Power Works, viz :—(1) Electric 
lift for passenger and goods; (2) two electrically-driven oil pumps: 
and (3) three electrically-driven water pumps. For further 
particulars see this column last week. 


Watford.—September 30th. The U.D.C. is inviting 
tenders for one electricslly-driven pumping plant. Specifications 
and forms of tender (£2 returnable) from Mr. D. Waterhouse, 
Engineer and Surveyor, Watford. 


October 15th.—One 500-Kw. eteam alternutos and a switchboard 
machine panel for the U.D.C. See “ Official Notices " to-day. 


CLOSED. 


Aberdare.—Messrs. Clough, Smith & Co., Ltd., have 
secured from Messrs. Wm. Griffiths & Co., Ltd.. contractors for the 
complete tramway and railless systems for the U. D. (., the following 
eections :- Overhead line equipment, tramways; overhead line 
equipment, railless ; overhead feeder cables and underground mains, 


Australia.— The question of the extent of preference 
to local manufacturers had to be decided by the Minister for Home 
Affairs in connection with the power plant to be erected at the 
Federal capital site. Messrs, Thompson & Co. offered to carry out 
. the work on a 10 per cent. basis, but presumably the Minister 

desired a straight · out quotation, and it is understood the local 
manufacturers’ price was £5,000 higher than that of the British 
manufacturers. The Minister has now practically approved 
of the following tenders:— Boiler house plant, Babcock and 
Wilcox, Ltd., £5,706; engine room plant, Price & Martyn (Belliss 
and Morcom), £3, 816 ; alternator and electrical exciter, Gilbert 
Lodge & Co. (Brush Electrical Engineering Co.) £1,2604--total, 
410,756, — Tenders C Mining ana Engineeriny Horiewy ~ 


Ayr.—The tender of Messrs. Bruce Peebles & Co. has 
been accepted by the T.C., at £525, for the supply of & motor- 
generator. 


Barnsley.— The T.C. has ас "T the tender of Messrs. 
Turner Bros.. of Barnsley, for 3,600 tons of Hickleton main slack 
coal for the electricity works. 


Burslem.—'l'he Governors of Haywood Hospital have 
accepted the tender of Messrs, W. Wadsworth & Sons for the 
provision of an electric lift. 


Canterbury.—The B.G. has accepted the tender of the 
A.E.G, Co., of Canterbury, for electrical work for six months. 


Continental.— For supply and erection of electrical 
equipment of transformer sub- stations at Dieghem, the following 
tenders were subinitted :— 

(А, Atelic rs de Charleroi, 106,700 fr. and 115.200 fr. 

7.G., Brussels, 121.176 fr. and 148,800 fr. 

Ei mens. Mchukert, 138,500 fr. 


Anglo Belge, 155, 000 fr. 
Vedovelli & Priestley, Paris, 179,000 fr. 


(B) Supply of copper electric connections for a year :— 


A. E. G., 1:20 fr. each piece of 228 min. and 1:38 fr. 838 mm. with solid heud 
or 1 31 fr. and 1.496 fr. hollow. 

Felten & Guillenume, Mulheim, 1:21 fr. and 1 33 fr. 

Kabelwerk Kheydt, 1:8475 fr. and 1:59 fr. 

Compagnie Générale а’ естігісі", 1:55 fr. and LI fr. 

''retilerie du Havre, 1:55 fr. and 1:85 fr. 

Vedovelli & Priestley, 1:62 fr. and 2 fr. 

‘Thomas Bolton & Sons, London, 1'68 fr. and 1:90 fr. 


Erith.—The U.D.C. has accepted the tender of Messrs. 
H. W. Clarke & Co. for 5.500 tons of wharf screenings for the elec- 
tricity works, at 158. 114. per ton. 


France.—The French Post and Telegraph authorities in 
Paris have just given out contracts as follows :—- 

Geoffroy and Delore, of Clichy.—£0 km. single-condnuetor lead: covered 
telephone cable, 60 km. double-conductor ditto, and 25 km. seven-pair- 
conductor ditto, at 41.879. 

India. Rubber and Gutta-Percha Co., of Persan-Reaumont (Seine. et Oise). — 
100 kin. double conductor lead covered telephone cable, at £1,592. 


G.P.0.—The G.P.O. has again awarded the contract for 
aupply ing electric lamps during the current year to the Osram 
Lamp Works. 


Glasgow.— The Arc Lamp Lowering Gear Co., 
Darlington, has received a further repeat order for 350 sets of 
complete lowering gear equipment in connection with the improved 
street lighting in Glasgow referred to in our issue of September ith. 

The T.C.8 Committee on Electricity has accepted the cffer of 
Messre. Johnson & Phillips for the supply of 400 additional flame 
lampe. The same (‘ommittee, on a report by the engineer, has 
recommended the Corporaticn to accept the offer by the British 
Westinghouse Electric and Manufacturing Co., Ltd., for the supply 
of two additional 500 Kw.-rotary converters and switchgear on 
conditions relative to their running contract. 

The T.C.'s Committee on Works and Stores recommends acceptance 
of the following: 

Fuel for depóte.—Jolin Kennedy & Sons; Wm. Young & Sons: and J. 

Johnstone & Boath. 


D.C.C. copper wire. — British Insulated and Helsby Cables, 
Galvanised corrugated sheets.—*mith & M'Lean. 


London,—Hacknery.—The Electricity Committee of the 
B.C. has accepted the tender of the Strand Building Co., at £18,657, 
for carrying out extensions to the generating station. 

FULHAM.—The B.C. has accepted the tender of Messrs, H. 
Windsor & Co., ab £178, for executing alterations and repairs to 
the economiser building at the electricity works. 


Mersey,—The Mersey Docks and Harbour Board has 
accepted the tender of Messrs, Higginbottom & Mannock, Ltd, for 
the supply of an overhead electric travelling crane for the 
Gladstone Graving Dock engine house. 


Neweastle-on-Tyne.— The Tramways Committee has 
placed an order with Messrs. Parsons & Co., for the erection of a 
new turbine. at an estimated cost of £7,000, 


Southend-on-Sea.— Тһе T.C. has accepted the tender of 
the Westinghouse ('ooper-Hewitt Co., Ltd. for eight mercury 
vapour lamps for lighting the exterior of the car-shed, at £5 Оа, 100. 
each; and that of the Municipal Appliances Co., Ltd., of Bamber 
Bridge, for a sand drier, at £49, 


: Wallasey.— The tender of Messrs. Sykes & Sugden, Ltd., 
has been accepted by the Corporation for a supply of boxes, 
switcher, and cut-outs; as has algo the tender of Mesere. British 
Insulated and Helsby Cables, Ltd., for cable, boxes, &c. 


West Bromwich,—The T.C. has accepted the tender 
of the Electrical Engineering and Equipment Co., Ltd., for & supply 
of cable. 


Worksop.— Messrs. E. Bennis & Co. have received a 
repeat order from the U. D.C. for machine stakers and aeif-cleaniny 
compreased-air furnaces for {tx electricity worka, 
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FORTHCOMING EVENTS. 


— 


North-Ea tern Counties l Exhibition. — Open daily to Saturday, September 
98th inclusive. I. E. E. Conference at Exhibition on Mondsy, 30th inst. 
At the Exhibition Hall, 8t. Mary's Place, Newcastle-on-Tyne. 


Municipal Tramways Association Conference and Exhibition. -- At West Ham 
Friday, September 27th. Last day of the Conference. For programme 
see our issue of August 28rd, page 305. z 


iron and Steel Institute.— Monday, September 30th, to October dth. At Leeds. 
Autumn Meeting. 


Society of Engineers.-- Monday, October Tth. At 7.80 p.m. At the 1 E. L.. 
Victoria Finbankme ‘nt. W. C. Paper on "Town Planning from an | Engi: 
neering Aspect, by Mr. E. R. Matthews. 


International Engineering Exhibition. —October 4th to 96th inclusive. At Olympia. 


NOTES. 


-— 


New Uses for Tungsten.— Tungsten is finding an 
increasing use in the electrical arts outside its application in incan- 
descent lamp filaments. On account of its high surface tension, the 
metal is well adapted for sparking or arcing terminale. In some 
of the newer Crookes or X-ray tubes which are designed to work at 
enormous intensities. being capable of absorbing 10 KW., and taking 
"snapshot skiagraphs of even the thickest parts of the human 
body. tungsten has been used as tbe anode target for the cathode 
rays, the rare metal being backed up with copper to convey away 
the heat developed. Although rendered molten by even this 
instantaneous impact of electrons, the great surface tension of the 
tungsten prevents ita loss or change of shape. "Tungsten electrodes 
have also been used for gas-engine spark-gaps and show longer life 
than those made of other metals of equivalent cost.- Zleetrical 
World, 


Resuscitation after Shock,—At the recent Convention 
of the Pennsylvania Electric Association, reported in the Electrica! 
World.& paper read by Dr. Charles A. Lauffer, of Pittsburg, described 
the prone-pr sure (Schäfer) method of resuscitation as recommended 
by the National Electric Light Association. The author emphasised 
the fact that time should not be consumed in removing the body 
to another place, and that the work of resuscitation must be 


begun the instant the body is removed from the circuit, even 


though other places in the neighbourhood may becleaner. He also 
stated that in a great majority of cases it was not necessary to know 
whether the victim's mouth was open, merely that the nose and 
mouth were free from extraueous obstruction, since the pressure on 
the floating ribs would force the air out of the nostrils even if the 
mouth were closed, and breathing could be re-established in this 
way. Dr. Lauffer stated that the duration of the efforts at artificial 
respiration should ordinarily exceed an hour, and should be pro- 
longed indefinitely if there were any evidences of returning anima- 
tion by way of breathing, speaking or movement. Evidences of 
life were liable to manifest themselves within 25 minutes in patients 
who would recover from electric shock, and although the chances 
for recovery of a patient who showed no evidences of life within 25 
minutes were rather dubious, the speaker said that where there was 
doubt the victim should have the benefit of it and no relaxation in 
the effort at resuscitation should be made so long as the least hope 
of success remained, 

In the discussion which followed, Mr. Liversidge cited a case 
where victims died from electric shock on 110-volt circuits because 
they were taken away in an ambulance before any method ot 
resuscitation could be applied. Mr. Conklin asked about the legal 
responsibility of a company which refused to allow a patient to be 
taken away by an ambulance surgeon, and Mr. Muller showed the 
shortcomings of the medical profession in the case of a man 
who was resuscitated after the physician pronounced him dead. 


* Electrolytic Volts,"—That electrical engineers have 


much to learn about electricity, says the Electrical World, is indi- 
cated in the following account of electrolytic action, which appeared 
recently in à Montgoinery (Ala.) paper: " Harmful.as electrolysis 
may be, it is one of the most interesting freaks that develop in the 
use of electricity. Electricity is measured by volts and amperes, 
volta denoting the quantity of the current and amperes its 
quality, or strength. It is possible for volts to escape 
from a distributing point, from a trolley car in the rain, and 
in almost any manner where the wiring may be out of order. They 
may coine down the trolley pole of a street car in rainy weather, be 
picked up on the damp floor in a woman's silk petticoat, left on the 
metal plate of a stores door, picked up by the steel tire of a vehicle, 
but invariably they find their way back to the current-generating 
dynamo. Left awhile оп a piece of metal, the stray volts will feed 
on it, destroying it, the destruction in euch circumstances being 
known as electrolysis. The ‘disease is something that every insti- 
tution using metal pipes is constantly on guard against, as far as it 
can guard, but uavally, as in the present instance, the damage is 
not found out until it is done. 


New Westinghouse Clab Building, — Building 
operations have commenced in connection with the erection of a 
new Westinghouse Club, in Moss Road. Stretford. When completed 
the club will embrace a miniature rifle range in the basement, a 
lecture hall, billiard room, two bowling greens and tennis court, 
and all the means of social and intellectual recreation, the 
eatimated cost being about £3,000. The club will be open to all 

mplovés of the British Westinghouse Cu. 


receive the guests. 


The Thomas Transmission System.—In our issues of 
May 5th and June 23rd, 1911, we described at length the above 
system of electro-mechanical tranamission for vehicles, particularly 
in reference to a Leyland lorry. The firm has, however, extended ite 
activities in directions other than road cars, and, as has been men- 
tioned in this journal, a Leyland rail car, equipped on this system, 
has been in use on the South African Railways during the year. 

This coach has undergone its official trials on the Pretoria- . 
Pienoors route, an 85- mile stretch, with a climb of 1,000 ft. in 
42 miles. The resulta, with 10 stops per double journey, and a 
gross weight of 234 tons, show maximum speed on level 50 M.P.H. : 
average speed, 33 M.P.H. ; 9˙2 miles per gal. of petrol down hill, and 
8˙1 miles per gal. up hill, or an average of 8 6 miles per gal. for the 
double journey. Tests made with the same car hauling a trailer 
(gross weight 40 tons) on a 90-mile route showed а maximum speed 
of 45 MP.H., and an average of 33 M.P.H.: petrol consumption 
average 5 7 miles per gal. 

A letter from Mr. W. W. Hoy, general manager of the South 
African Railways, states that the acceleration is rapid, a speed of 
30 M. P. H. on the level being reached in 48 seconds. Gradients of 1 in 
80 can be climbed on the direct drive, and the transmission is such 
that after starting from rest on a 1 in 80 grade, speed can be 
increased until the direct drive is attained. Mr. Hoy attributes the 
good results obtained to the transmission system, and gives the 
following interesting table showing the ratios in which the power 
is transmitted mechanically or electrically at the different controller 
notches. The drive on Nos. 5 and 11 notches is purely mechanical, 
and no electrical losses are involved: the drive is direct from engine 
to track wheels without intermediate loss of power. 


Speed in Power transmitted 
Notch. M.F.H. Electrically. Mechanically. 

] 8 05 05 

? 12 O45 (q' 5o 
3 16 Q4 "6 

1 19 0'35 0°65 
. 5 22 03 07 
6 e 24 02 0'8 
7 27 Qi 0'9 
Direct 8 33 ro 1'0 
. 9 35 ol 0˙9 
10 48 0˙3 0 7 
Direct 11 4s 0˙0 10 


Notches Nos. ] to і are purely starting notches. and are never 
used under running conditions, Under ordinary circumstances, 
practically the whole of the running would be done on notches 5 or 
11, at which points the greatest efficiency is obtained. When the 
direct drive is in operation at No. 11 notch, the speed can be 
regulated down to 25 miles per hour by use of the throttle. 

The fuel consumption in ton-miles per gallon disclosed by these 
tests is 228 ; the best result obtained with а pure petrol.electric 
vehicle of 42 tons weight, according to German authorities, was 
150 ton-miles, while a 30-ton vehicle with mechanical change gear, 
according to the makers, gives 90 ton-miles. 

Mr. Hoy has recommended this type of car and transmission for 
use on the New Zealand railways. 


Glow Lamp Sales in the U.S8.4.—According to a 
report of the Lamp Committee of the National Electric Light 
Association at its Annual Convention at Seattle, Washington, in 
June last. carbon lamps show a steady decline, and have been 
replaced by Gem and tungsten lamps. The sales of tantalum 
lamps formed only a small proportion of the total, and reached 
their maximum in 1910, since which year they also show a steady 
decline. The total sales of domestic lamps of all standard types 
for the year 1911 were, roughly, 89,000,000 lamps. This is an 
increase since 1907 of 334 per cent., the increase being over 
the year 1909, 20 per cent.; 1910, 12'4 per cent.; and 1911. 
845 рег cent. The percentage of carbon lamps has fallen from 
93 per cent. of the totalin 1907 to 53 per cent. of the total in 
1911. The sales of Gem filament lamps, on the other hand, have 
increased from 5 88 per cent. in 1907 to 19 per cent. in 1911. The 
tungsten lamp has increased from an insignificant proportion in 
1910 to over 25 per cent. of the total in 1911. The report is also 
interesting as showing the general adoption of the rating and 
sizing of lamps in tota] watts in place of candle-power. 


Newcastle Electrical Exhibition Conversazione,— 
We are asked to draw our readers attention to a conversazione 
which has been arranged for the Newcastle Scientific Associations 
at the Electrical Exhibition, St. Mary’s Place, Newcastle-on-Tyne, 
on Monday next, September 30th, commencing at 6.45 o'clock p.m. 
This function has been promoted by the Committee of the Newcastle 
Local Section of the Institution of Electrical Engineers, and 
members of the kindred scientific associations are invited to attend 
with their friends. A programme has been arranged for special 
lectures and demonstrations at definite times on “ Wireless Tele- 
graphy,” by Prof. Henry Stroud, M. A., D. Sc.; Electric Cooking, 
hy Messrs. Norman Miller and W. A. Gillot ; “ Illuminating,” by 
Mr. Haydn Harrison; Electric Automobiles," by Мг. W. H. Lloyd - 
Watson: Electrio Signalling,” by Mr. James Pigg, electrical 
engineer for the N.E. Railway. Special arrangements have also 
been made with the Bros. Dustoffski for their lecture on Spring 
Cleaning: Ancient and Modern.“ An orchestra will give selec- 
tions during the evening, and light refreshments will be provided. 
The price of gentlemen's tickets will be 2s. 6d., and ladies 2a, for 
which application should be made at once to Mr. H. W. Clothier, 
Hawthorn Villas, The Green, Wallsend. The President of the 
Institution of Electrical Engineers, Mr. S. Z. de Ferranti, will 
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ELECTRIC WINDING 


As mentioned in the ELECTRICAL REVIEW some time ago, 
the Micklefield Coal Co. are opening new pits at Kippax, 
some 14 to 2 miles distant from their existing colliery 
at Micklefield, 
Yorks. 

Certain stipula- 
tions in the lease 
under which the 
firm are  under- 
taking this develop- 
ment are of very 
great interest to 
electrical engineers, 
as foreshadowing a 
policy which may 
eventually be com- 
monly adopted in 
the case of new 
collieries situated in 
the neighbourhood 
of large towns, or 
where it is desired 
to retain the rural 
or residential 
character of the 
locality. 

The conditions in 
this case provide that no chimney shaft shall be permitted 
after the sinkings are completed, and also provide for an 
ornamental winding-engine house and the planting of the 
dump with trees and shrubs—and obviously point to the 
adoption of electrical plant, supplied with energy generated 
in some other locality. 


THE FIRST ELECTRICAL WINDING ENGINE-HOUSE AND COMPRESSOR BUILDING, КІРРАХ, 


PLANT AT KIPPAX. 


to erect a duplicate engine house with a slightly modified 
and improved equipment almost alongside it, an electrical 
ийри house coming in between the two. Three- 
phase 50-cycle cur- 
rent at 10,000 
volts is delivered 
by the Yorkshire 
Power Co., over 
duplicate mains, toa 
sub-station erected 
in one corner of 
the existing engine 
house, and trans- 
formed down to 
2.000 volts for use 
on the winding 
plant. 

The erection and 
setting to work of 
the first equipment 
was carried out by 
the A.E.G., Leeds. 
The  winder was 
constructed for the 
following  con- 
ditions: То deal 
with 1,500 tons in 
10 hours, with net loads of 36 cwt. per lift, and with a 
winding depth of 300 yards. 

The weight of the cage, &c., is 55 cwt., and of the three 
trucks (per cage) 5˙ cwt. empty, each truck to carry 12 cwt. 
of coal; the rope diameter is 14 in., and a balance rope is 
used. The number of winds per hour is specified to be 83°5 
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. OF ELECTRIC WIND ER. 


This course has been followed by the Micklefield Co., who 
have already installed one complete A.E.G.- -Lahmeyer 
Winding equipment in a well lighted and somewhat 
ornamental engine house, shown above, and are preparing 


AS — the arrangement of the plant, which can be 
seen from our views, the winding engine with a drum 
11 ft. in diameter and 6 ft. 8 in. wide, coupled to an 
interpole winding motor on either side, occupies one corner 
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of the building, with the fly-wheel converter, and slip 500-0-500 volts, and a 9-ton fly-wheel, and on the other 
regulator on the right hand, the driver's platform, with ^ side to a small exciter, the latter being sufficient for the 
two levers for the electrical and brake control respectively, ^ excitation of the dynamo, and of the two winding motors 
with a drop in speed 
to 500 R.P.M. With 
this drop in speed a 
full wind could be per- 
formed even if power 
were cut off. 

The fly-wheel, which 
is calculated to deliver 
5,580 H.P.-seconds with 
a slip of 12 per cent., 
has a maximum circum- 
ferential speed of 100 
metres per second at 
the synchronous speed 
of the motor; it re- 
volves in a housing, and 
is flexibly coupled to 
the converter shaft, and 
provided with a band 
brake, in order to bring 
it to rest in case of 
emergency, such as a 
hot bearing. 

Duplicate bearing 
lubrication systems are 
provided—ring lubri- 
cation, and a gravity 
circulation system by 
means of a small rotary 
pump and elevated 
tank, so that the ring 


END VIEW OF WINDER, ALSO DRIVER'S PLATFORM AND WINDER SWITCHBOARD. lubrication is practically 

an emergency system. 
and the winder switchboard, being, of course, immediately As regards the winding engine, either motor can, in case of 
behind the winder, as shown herewith. emergency, continue winding operations with reduced loads. 


The converter includes a 300-H.P. motor, operating on The normal revolutions are 71 per minute, and the maximum 
the 2,000-volt 50-cycle three-phase supply received from rope speed 12:5 metres per second, the motors being, as pre- 
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FLY-WHEEL CONVERTER, KIPPAX WINDER. 


the sub-station, within speed limits of 730-640 R. P. u., viously mentioned, of the interpole type, shunt-wound and 
allowing a slip of 12 per cent.; this machine is coupled on arranged for reversing. 
one side to an interpole dynamo, giving a pressure range of The slip regulator, of standard A.E.G. manufacture, 
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which can be seen in some of our views, is of the liquid 
type, the electrodes in the tank being lifted or lowered 
according to the load by means of the small series 


CONTROL SWITCH FOR FLY-WHEEL MACHINE 
(SITUATED UNDER DRIVER’S PLATFORM.) 


induction motor mounted on the top, which is operated from 
a three-phase current transformer in the main supply circuit 
to the converter motor. 

The transformer has three terminals for each phase, to 
allow of adjusting the 
eurrent at which the 
slip regulator works, 
and thus regulating the 
maximum power taken 
from the mains in con- 
formity with the re- 
quired output of the 
winding plant. 

The control levers for 
the engine-man are two 
in number, one for 
regulating and reversing 
the voltage of the con- 
verter dynamo by means 
of a field rheostat 
under the driver's 
platform, and the other 
for operating the 
manceuvring brake on 
the winding drum, which 
is of the post type 
applied; by weights and 
released by compressed 
air, the latter being 
supplied from an auto- 
matic electrically-driven 
compressor in the 
basement. 

The weights also 
apply the brakes in 
connection with an 
emergency braking 
device operated (4) by the driver through a foot pedal; 
(^) from the depth indicator; and (е) in case of failure of 
the excitation voltage. - 


The switchboard consists of two panels, one containing 
the instruments and operating switch for the driving motor 
of the motor-generator, and the other, the instrument and 
switch for the exciter, two field switches for the winding 
motors and certain other switches for auxiliary services. 

An automatic voltage regulator is provided for the 
exciter, in which a contact arm is moved to and fro over a 
series of contacts by means of a screw, motor-driven in 
either direction by means of open and crossed belts and 
clutches. The clutches are electromagnetically operated by 
relays, which, according to the rise and fall of pressure, 
close one or other of two contacts which close the clutch 
circuits : the regulation is within 2 or 3 per cent. 

It is expected that the  winder will operate on 
1:64 Kw.-hours per ton of coal raised, measured at the 
incoming meter. 

If the winder is not used to its full capacity, it can be 
worked without the fly-wheel, still avoiding excessive peak 
loads, due to the method of control, while if running at two- 
thirds capacity and assuming 15-sec. intervals between suc- 
cessive winds, it is expected that the maximum demand will 
not exceed some 320 H. P. 

We may add that the second winder, to operate under 
similar conditions, is being installed by the A.E.G. entirely 
to their own designs. We are indebted to this company, 
and particularly to Mr. W. Kobs, of the Leeds branch, for 
enabling us to prepare this short description of the plant. 


COAL-HANDLING PLANT AT THE WIGAN 
ELECTRICITY WORKS, 


Солт, is brought to the Corporation electricity works at 
Wigan in barges, which are unloaded at a point about 80 ft. 
away from the boiler house. : 

It became necessary in the interests of economy to provide 
some effective mechanical means of conveying the coal from 
the canal to the boiler house. A scheme was, therefore, 
devised and decided upon, which has recently been put into 
operation, the results obtained being eminently satisfactory 
to Mr. J. Slevin, the borough electrical engineer. 

The coal is trimmed by hand from the barges into skips, 


ENGINE HOUSE FROM DRIVER'S PLATFORM ; FLY-WHEEL MACHINE AND SLIP REGULATOR ON RIGHT, 


which are hooked on to a travelling electric transporter 
running along an overhead track, extending between the 
boiler house and the canal. The transporter raises the 


— =т= 


502 


THE ELECTRICAL REVIEW. [Vol.71. No. 1,818, SEPTEMBER 27, 1912. 


loaded skips, and carries them along the overhead track, 
after which they are emptied into a receiving hopper placed 
above an automatic weighing machine (fig. +). The weight 


FIG. 1—BENNIS TRANSPORTER AT WIGAN ELECTRICITY WORKS. 


of the coal is automatically recorded, and it passes on into a 
second hopper with two outlets. 

The overhead coal bunkers are in two separate sections, 
in line with each 
other and about 
100 ft. apart; the 
coal is conveyed to 
these bunkers by 
two ^"Bennis" 
U-link steel chain 
conveyors (fig. 2). 

These conveyors 
receive the coal 


through the two 
openings in the 
hopper before 


mentioned, and are 
so arranged that 
both conveyors can 
run simultaneously 
or independently of 
each other, as may 
be desired. 

The conveyors 
are inclined for 
the first portion 
of their length, 
in order to raise the coal to the level of the top of 
the bunkers. The remaining portion of the conveyor is 
horizontal, and passes over the top of the bunkers. 

Openings provided with cut-off slides 
are placed at intervals in the conveyor, 
through which the coal can be dumped 
at, any desired point. 

Each conveyor is driven through 
suitable reduction gear by a separate 
motor, independently of the other, and 
has a capacity of about 20 tons of 
coal per hour. А gangway runs along 
at one side, giving easy access to the 
various parts of the plant. 

The *'Bennis" U-link steel chain 
conveyor is shown in fig. 2; it consists 
of a chain built up of mild steel links, 
each bent into the form of a “ U,“ and 
runs in a cast-iron trough. 

The electric transporter consists of 
a travelling hoist, having separate 
motions for lifting and travelling. Each 
motion is operated by a separate motor. 
All the operations of hoisting, travelling 
and lowering are under the direct control 
of a single attendant, who travels with the hoist (fig. 1). 

The transporter runs on a track which is formed by the 
base flanges of an H” section steel joist. The wear is 


Fic, 3.—TRANSPORTER ON OVERHEAD TRACK. 


taken by replaceable mild steel flats, which are fastened 
to the lower flanges of the joist by means of counter- 
sunk rivets. The joist is supported on a structure con- 
sisting of lattice girders carried on latticed trestle supports, 
two of these columns being reinforced by ferro-concrete 
(fig. 3). 

The clear height of the track above the ground level is 


FIG. 2,.—P LAN AND SECTION OF BENNIS U-LINK CONVEYOR. 


33 ft. 9 in. The structure is built in three spans, the 
longest of which is about 48 ft. 

The bunkers are rectangular in shape, each being 
7 ft. 6 in. wide x 7 ft. 9 in. high x 80 ft. long, and are 
constructed with a framework formed of rolled-steel sections 
with the intervening spaces filled in with panels of brick- 
work and concrete, the whole being braced together to form 
a rigid structure. 

Small hoppers are built in the bunker floor, 
above each chain- 
grate stoker, and 
the coal passes 
by gravity from 
the bunkers to 
the stokers through 
a series of chutes. 
Each chute is 
arranged to swing 
back to admit of 
access to the boiler 
tubes. The bunkers 
are supported on 
rolled steel joists, 
ouilt into the 
boiler - house wall, 
at one end, and 
supported on stan- 
chions at the other 
end. 

The power re- 
quired to drive 
each conveyor at 
its maximum load 
is from 3 to 4 B.H.P., and for driving the transporter 
5 B. H. P. | 

The whole of the coal-handling and storage plant, in- 


FIG. 4.— AUTOMATIC WEIGHING MACHINE AND CONVEYORS, 


cluding the transporter, lattice and structural steel work, con- 
veyors, coal bunkers and chutes, was supplied and erected 
by Messrs. Ed. Bennis & Co., Ltd., Little Hulton, Bolton. 


4 
— —— . ETI ASE OT МАЗ ҮСЕМ Тыс: СЫ — ͤ— ̃ NU — ‚ ‚ ——— — Ä! ⏑ß⏑ — M 


rn 


=a 


vol. 71. No, 1,818, бвртимвив 27, 1913.) THE ELECTRICAL REVIEW. 508 


THE MUNICIPAL TRAMWAYS 
CONFERENCE. 


THE eleventh annual Conference of the Municipal Tramways 
Association was opened on Wednesday morning last at the 
Town Hall, West Ham, where the members were cordially 
welcomed by the Mayor of that borough, which, as many of 
our readers are aware, is honoured this усаг in that the 
manager of its tramways, Mr. Н. E. Blain, occupies Ше 
presidential chair. 

The Conference extends over three days, the last of which 
(to-day) contains a larger proportion of pleasure than of 
business, being principally given up to a motoring excursion 
to Epping Forest and Rye House. 


The Exhibition. 


In connection with the Conference a representative 
exhibition of tramway material was held at the Green- 
gate Street tramway depot, Plaistow, at which some 
60 firms took part, and much that is of interest to 
tramway people was on view. 

There was a well-attended preliminary visit to this exhi- 
bition on Tuesday afternoon, and on the two following days 
set times were arranged in the programme for collective 
visits by members attending the meetings. 

The collection of manufactures on view was considered to 
be a marked improvement on that at last year's Convention 
at Glasgow, doubtless due to the matter having been taken 
in hand at an earlier date, and with a greater zeal, this time. 
Mr. Blain personally acted as chairman of the Exhibitors’ 
Committee, and the other members were : Messrs. F. Bland 
(Edgar Allen & Co.), C. Burnet (Tudor Accumulator Co.), 
A. 5. King (United Electric Car Co.), W. L. Lorkin ( Equip- 
ment and Engineering Co.), E. M. Munro (Brecknell, Munro 
and Rogers, Ltd.), J. S. Warner (Warner Engineering Co.), 
with Mr. W. Hopkins as hon. secretary. 

An exhibition of this kind undoubtedly forms an added 
attraction for the tramway official, while it also affords 
manufacturers an opportunity of showing where they know 
they will get into close touch with the very men they want 
to reach. We believe that it will be found that the effort 
will be more than justified by the results secured by all 
parties. We can now only indicate broadly the nature of 
the exhibits in the following :— 


A railless electric trolley vehicle (Cedes-Stoll) running from the 
West Ham tramway conductors outeide the depot. over a }-mile 
section. 

A “ Tilling-Stevens" petrol-electrio bus. 

A demonstration and exhibit of the Tudor are welding process 
for making and repairing rail-joints. 

A Thermit rail-welding exhibit and demonstration. 

The P. A. V. E.“ tramcar. 

Turner's point controller. 

The Warner non-parallel axle rolling stock. 

Taylor's tubular sanding device. 

The Knowles oxy-hydrogen apparatus for rail cutting. 

The "Celerity " rail grinder. 

Dodwell's point controller. 

Brake shoes for railless traction. 

“Т. and M." single magnet point controller. 

Peckham trucks. 

The Ackley adjustable brake. 

Hadfield’s “Hecla” tramway switches. 

“United semi-convertible car. 

The Anger brake adjuster. 

Barber's radial axle tramcar trucks (working models). 

The Peacock wheel and track brake gear. 

The Norwich portable track grinder. 

. In addition to these there were a number of exhibits of overhead 
construction materia], electric meters (Chamberlain and Hookham 
and Ferranti); T.S. gears and pinions, the E.M.B. resistance and 
Vulcan -electric soldering tools (Scholey & Co., Ltd.) ; Davis's acid 
fume resisting paint ; Major's varnishes and paints ; B.I. and Helsby 


trolley wire. fittings, rail bonds, and Nephroin insulation: 


Edgar Allen's steel points, Lorain ‘Tadpole’ switches, route 


` indicators, "Kyl.Fyre" extinguishers as used in many power 


stations, Atlas rail jointe, Imeson & Finch control fingers, &c., and 
" Aetna " overhead line material (Watlington & Co., Ltd.). Jenson 
and Nicholson show their Robbialac paint, and "Wattlac" for 
cables, motors, &0.; the '"Wimperis" accelerometer and gradient 
measurer (Elliott Bros.), P. and B. insulating tape and paints, &c. 
(Ruberoid Co.). Siemens Bros. Wotan lamps for traction service, 
Brecknell, Munro & Rogers's crossings and other overhead material, 
section insulators, signalling arrangements, &c. ; Birkby's overhead 
line material (Fleming, Birkby & Goodall, Ltd.), Pinchin, Johnson and 
Co. s insulating varnishes, cloths and tapes; an interesting display 


of aluminium for eleotrical tramway work by the British 
Aluminium Co. Ltd.; R. W. Blackwell & Oo.'s overhead line 
insulators and other cognate supplies; carbon brushes (Morgan 
Crucible Co., Ltd.): weldless steel brake chains; motor spare parte 
(Dyer & Young); Gabriel lifeguards ; insulating varnishes, &c. 
(Lewis Berger & Sons, Ltd.), also Bambridge flexible shafts, G. W. 
Green's overhead material, and a number of other general tramway 


supplies exhibits, 


Presidential Address. 


To return to the Conference proceedings, there are no 
aerial flights in Mr. Blain’s presidential address, though, as 
would be expected from such a president, matters are put in a 
nice way. ‘The address is a brief, businesslike summary of 
various matters affecting municipal tramway working which 
the last 12 months have brought into prominence, and some 
of which will doubtless figure again in subsequent addresses. 

The following points may be selected as being of general 
interest :— 

In referring to the interim report of the Corrugation Com- 
mittee (which came up for discussion later on in the day), 
Mr. Blain points out the striking difference between the 
findings of this Committee and the theory which finds favour 
with many Continental investigators, that corrugation is 
inherent in the rail. The Committee is of opinion that, 
whilst a steel for rails can be obtained which is more 
durable and less liable to the development of corrugation 
than the ordinary varieties of steel at present mainly used, 
the chief cause or causes will be found to be external to the 
rail itself. 

Apparently, this investigation has cost more than was 
expected, and, in view of additional financial assistance being 
needed, & Presidential suggestion for an increased subscrip- 
tion rate is made, while there also follows a hint that a 
permanent secretary and office must soon be provided. 

The past Parliamentary Session in relation to tramway 
matters is briefly referred to- the recent trolley bus proposals, 
the L.C.C. fight on the question of trailers, and the future of 
the Light Railways Bill (1912), being the principal items of 
interest. 

In connection with the Government acquisition of the 
National Telephone Co.’s business, Mr. Blain mentions that 
the policy of the company (co-operating with the tramway 
authorities) in abolishing bare overhead wires, is being 
reversed by its successors. This has naturally raised a 
strong protest on the part of the Tramway Executive, and 
a deputation is to exercise its persuasive powers on the Post- 
master-General with view to ending the difficulty. 

Mr. Blain touches on the effect of the Insurance Act on 
tramway undertakings. [t has brought onerous financial 
responsibilities for such undertakings, and he regrets that in 
the drafting of the Act itself some more defined and 
coherent basis covering the trades affected should not have 
been adopted." The president notes with satisfaction the 
additional representation of the Association on the 
Engineering Standards Committee, and the pecuniary 
benefits following on reduced tramway rating resulting from 
the Tottenham case. | 

The most important, and, one might add, the only imme- 
diately pressing matter referred to by Mr. Blain, is the 
question of motor-'bus competition in London. He says :— 

“Tt is difficult for those of us whose work lies within the 
metropolitan area, where 13! million pounds have been 
invested in municipal tramway undertakings, to make any 
survey of tramway conditions, however limited, without a 
reference to motor-’bus competition. In the metropolitan 
area the tramway undertakings are now faced with an 
exceedingly keen motor- bus competition, which selects only 
such routes as are of a distinctly remunerative character, 
which has no moral responsibility in the direction of pro- 
viding facilities which are requisite, though not remunera- 
tive, which provides no unremunerative travelling facilities 
for workpeople, which has no legal liabilities in connection 
with road widenings and maintenance, and is subject to no 
rates other than those leviable on the buildings and garages 
it occupies. Whilst recognising to the fullest extent the 
rights of private enterprise, and the exceedingly valuable 
traffic facilities which have been furnished by motor-'buses 
in many areas, it is unreasonable and unfair that when 
competition of. such magnitude exists, there should not 
be such central authority for the control of traffic as 
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would be empowered to enact satisfactory street, regulations, 
or the municipally-owned undertakings should not be at the 
enormous disadvantage (in competition with private enter- 
prise) which is entailed by their road maintenance and rating 
responsibilities. The difficulty will have to be faced, and 
faced promptly, and I have never been able to see why, of all 
the users of the public highway, tramways alone should be 
called upon to pay so unfair a proportion of road maintenance. 
If competition is to exist on the public highway for the con- 
veyance of the public, all such means of traction should pay 
a proportionate cost of road maintenance, should be rated on 
similar lines, and should be governed in the conduct of 
traffic by similar public regulations. Special legislation for 
London is inevitable, but in the interim, the strongest 
possible influence should be exerted to ensure that the petrol 
tax at present paid by the London Motor Bus Companies 
(which, to the tune of probably nearly £100,000 a year, isspent 
by the Road Board in developments in the provinces) should 
be applied, pro rata to the bus miles run, in each local 
authority in the London area over whose roads these com- 
panies now operate." 

Undoubtedly, Mr. Blain voices the legitimate grievance 
of the London tramway authorities in this matter, but it 
seems questionable whether the £100,000 per annum would 
vo very far in any case amongst the numerous authorities, 
not all blessed with tramways, which could lay claim toa 
share of it for road maintenance. 

In some ways, the plaint of the tramway authorities, who 
have widened and paved roads, and thus enabled the "bus to 
compete efficiently, reminds us ofthe railway companies' 
outcry of a few years back, that they were paying rates 
to provide tramway competition with their own trains. But 
suburban railway conditions invited competition, which 
cannot he said in general of present-day tramway facilities. 
Indeed, were it not for the monopoly of profitable street 
transit by the 'bus in the heart of the metropolis, the 'bus 
interests could not have entered into speculative competition 
with the tramways with any degree of assurance. 


COUNCILLOR NEUMANN (Bradford), who followed with a 

paper on Tramway Administration by Municipalities, &c.,” 
is evidently one of the advanced school; he discusses both 
the advantages and disadvantages of municipal control, and 
quite logically comes to the conclusion that a committee 
selected for its ability—in fact, something in the nature of 
the much abused board of directors—is a necessity of the 
times, even for municipal work. 
Both paper and discussion covered a wide field, and the 
latter in particular revealed a natural interest in the 
prospects of the motor-’bus, in which connection Mr. 
Luntley's experience with two or three "buses, showing costs 
of 74d. per mile, including 25 per cent. depreciation, will 
not tend to allay misgivings. 
At the close of the morning's proceedings, the members 
and visitors were entertained to luncheon in the Town Hall 
by the West Ham Corporation, and subsequently the proceed- 
ings were resumed at the Plaistow tramway depót, where the 
interim report of the Corrugation Committee came up for 
discussion. The findings of the Committee are of great 
interest, although, as a speaker pointed out, mainly of a 
negative character. 

Positive evidence has, however, been obtained showing that 
slip and skid of car wheela take place always (and that a pure 
rolling motion rarely occurs at all), resulting in attrition and 
cold flowing of the rail material. We hope to refer to the 
work of the Committee at a later stage. 

Atthe close of the discussion, many of the visitors adjourned 
to the Exhibition, and later in the evening a reception was 
held at the Stratford Town Hall. 

(To be concluded.) 
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Apprentices’ Strike. — According to the Times the 
engineering trade of the Manchester district has been considerably 
disorganised by a strikeof apprentices On the 20th inst. the strike 
had extended to 45 firma, and 6,000 youths were idle. " The strikers 
demand an advance at the rate of 1s. a week, their contention being 
that, while all other rates of pay have been advanced considerably 
during the'last 20 years, theire have not Some firme have already 
granted the demandes | | m 


FUEL FOR DIESEL ENGINES. 


IN a letter to Engineering by Mr. J. Lane, the writer is 
reminiscent of the man in Scripture who, coming to curse, 
remained to bless, for he certainly succeeds in emphasising à 
favourable conclusion by the pessimistic tone he adopts in the 
early part of his letter. Mr. Lane has regarded the Diesel 
engine from a standpoint somewhat different from that of the 
engineer who looks on the engine merely as a very successful 
and efficient heat engine. Accepting the engine on this 
basis, Mr. Lane inquires rather into the status of the fuel 
question. Regarding petroleum as a rival of coal in steam 
raisiny, and taking the relative heat values of coal and oil as 
1 : 1:4, he says that such oil cannot have much cash value. 
The heat ratio may be freely admitted, but this is not .the 
true ratio, for oil permits of many incidental economies by 
way of labour in firing, cleaning, 3nd in some cases in 
carriage. 

Even with oil much dearer than the calorifte value 
would indicate, the Diesel engine can produce power so 
economically, that it becomes a practical commercial motive 
power at sea. Speaking generally on crude petroleum, the 
bulk of the crude oils can he split up in the still into several 
fractions :—(a) Those which pass over upto 150° C., known 
generally as benzene; (^) those which pass over from 
150 C. to 300° C., classable as lamp oils ; (7) the solar oils, 
which are distilled up to 360 C., after which the balance 
is called residue. There are, of course, higher distillates, 
and any number of intermediate grades in each class. Of 
the fractions named, the first class are too costly and too 
light for use in the Diesel engine. The second, or lamp oil 
class, are perfectly suitable, but are too readily saleable for the 
specific purpose which gives them their class name. The 
solar oils are not produced in great quantity, so that there 
only remains residue for certain use, though solar oil is 
really the best technically that could be employed. The world's 
annual production of oil is about 45 million tons, of which 
about 29 million tons is residue, and this large figure shows 
the importance of the capacity of the Diesel to use it. 
These residues vary greatly in density, viscosity, and consti- 
tution, and it is important that everv quality should be 
usable. The marine question is more serious than the 
problem ashore, for the reason that on land the engine 
cylinders can he cleaned of the deposits left by unsuitable 
oils. This cannot be done frequently at sea, and unless the 
marine engine conld be made to secure perfect combustion 
of all the residual oils, its usefulness would be much 
cramped. Mr. Lane claims to have made experiments which 
conclusively prove that the Diesel engine can perfectly 
consume tbe heaviest residues, and continue working for a 
long time without interruption if only the oil contains no 
extraneous matter, by which is not meant asphalt. 

Thus there have been burned the heaviest residue of 
Roumanian oil, and the liquid pitch from the Trinidad asphalt 
oil used for road-making, with a specific gravity of 0°98 
and bardly fluid at ordinary temperatures. All this has 
been done without priming, and in an engine of only 100 n.r. 
with а compression of only 30 to 32 atmospheres, and the 
weight of fuel used per borse-power hour was practically the 
same as in the case of solar oil. But we are not told how it 
was done. It may be assumed that the fuel would be at 
least well liquefied by heat. 

As regards sulphur, this is not regarded as serious if only 
it is kept dry after burning. But this is an old story. The 
sulphur in coal only does harm to the economiser where this 
is cold, and, if the feed water is not below 100° F., 
appears to be powerless to corrode cast-iron. There was 
considerable trouble with the early Diesel practice of spraying 
the oil with the exhaust gases, which were compressed by a 
small plunger in the engine itself. At least some of the 
exhaust gases remained in the cylinder, whence the small 
plunger drew them for its own second stage compression. 
This small plunger corroded badly, and the system was aban- 
doned and air was compressed pure in the separate double- 
stage compressors now employed. A French writer in the 
Genie Civil refers to the methods of preparing tar oils for use 
in Diesel engines. These tar oils, though not possessing even 
the desirable minimum 10 per cent. of hydrogen, work quite 
satisfactorily, though only 45 per cent. of the atuff distils 


' 


Vol 7 1. No. 1,818, SEPTEMBER 27 1913. THE ELECTRICAL REVIEW. 


below 800° C., in place of 60 per cent. sometimes asked for. 
These oils are in regular use, and even crude tar has been 
experimented with, with considerable success. 

There is much to be done before oil can become even 
seriously competitive with coal, but there are plenty of uses 
for oil in which it can show to advantage, and there should 
be a ready market for every ton of oil raised. Why should 
oil beso dear? Many ask this question. It either comes 
automatically to the surface, or is mechanically raised by 
pumps from no very great depths. It can be transported in 
pipes, pumped into a ship's hold or bunkers, and burned 
without much labour, yet its price is excessive. It is 
difficult to find ships to carry it, and difficult to find men 
who will use it. Yet 16 is excellent for steam raising and 
for internal-combustion engines and for metallurgy. 


NOTES. 
(Continued. from page 498.) 


St. Petersburg Waterworks Contract.—We recently 
drew attention to the huge undertaking contemplated by the 
municipality of St. Petersburg, involving the expenditure of no less 
than 10 million roubles, and including the largest plant for the 
sterilisation of water with ozone that has yet been projected. 
Tenders have been submitted for the work by three Continental 
firms. and one English Co. (Ozonair, Ltd.) and from the 
Russian Press we gather that the former have submitted quotations 
considerably in excess of the amount voted by the Duma, while 
the English company has quoted a very much lower price. A 
St. Petersburg newspaper suggests that the three firms above- 
mentioned are really in league with one another, and sounds a 
warning note with regard to the dangers of “syndicates” or 
rings formed to maintain prices at an unduly inflated volume. The 
allegation appears to have been the subject of discussion in the 
city council, and a commission has been appointed to consider the 
tenders in detail, under the chairmanship of Mr. Barashnikoff, 
who is referred to as a councillor who has gained the respect and 
sympathy of the public. Our contemporary urges the commission 
to clear up the question why the prices of the syndicate are so 
much higher than that of our British confreres. The intrusion of 
the latter, it is suggested, was not contemplated by the ayndicate,“ 
which took advantage of its supposed position as holding a 
monopoly and puffed up the prices. 


Ferrantians.— It has been suggested that there should 
be another foregathering of past and present Ferrantians some 
time before Christmas. Interested readers should apply to the 
hon. secretary, Mr. W. E. Warrilow, Mildred Avenue, Watford. 


Inquest,—On September 20th an inquest was held at 
Westminster into the death of Mr. Tinniswood Miller, aged 41, an 
electrical engineer, of Victoria Street, S.W., who was found shot in 
his office. The evidence went to show that the deceased's business 
was not prospering, and that modern taxation had got on his 
mind. The verdict was one of euicide during temporary insanity. 


Fatalities,—On the 19th inst. an inquest was held at 
Sheffield on Walter Sydney Imisson, aged 18, an apprentice at the 
works of the Provincial Motor Co., Ltd., Gell Street, Sheffield, who 
waa killed at the works on the previous Tuesday. Dr. P. Edwards, 
assistant house surgeon at the Royal Hospital, gave evidence that 
death was due to electric shock. 

John Shemeld, a fitter at the works, raid that on the morning 
of the accident he went into some disused closets at the works 
with another employé named Jepson.  Imisson at the time was 
washing & car atthe garage. Witness said that as they came out 
& gas pipe lay-partly across the doorway in such a position as to 
cause one to step over it. It was leaning up against a wall. He 
stepped over it, and then went on pickiug up nuts and bolts. Later 
he heard a shout, and saw Imisson grasping this bar or pipe with 
one hand. He immediately put the other hand on, too. At the 
time witness did not realise what was the matter, but afterwards 
observing that deceased was getting a shock he ran to the power 
house and turned off both the main switches, and going back to 
Imisson expected he would be free. He was, however, lying 
on the ground in some water. Witness touched his hand to 
take it off the bar, and he also received a shock. Hammers were 
obtained. and the wires were broken. Imisson then gave three 
gasps and died before he was reinoved to the hospital. 

In reply to the Coroner, witness said that until the Tuesday 
when the accident happened, he did not know that there was 
anything connected with electricity there. He had not noticed any 
switch in the place. In answer to further questions, witness said 
the current of electricity came through the wall from the premises 
of Messrs. Graves, next door. 


Will,—The late Mr. Wm. Yates, mechanical engineer 
(formerly of Yates & Thom), left &110,925 Kross and £94,105 net 
pertonalty. Large bequests were made for Blackburn charities and 
mechanical engineering scholarships, 
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Ernest Jepson, 128, Heavygate Road, gave similar evidence. In 
reply to Mr. A. Neal, who appeared for the Provincial Motor Co., he 
said he remembered, when he first went to work for the company, 
that the first door leading from the garage to the closets was nailed 
up. but six months later it was reopened. So far as the manage- 
ment of the garage was concerned, no one ever went into the 
closets. 

There was au adjournment for further evidence, and on Friday 
the inquest was resumed. 

Frederick Bolsover stated that when he worked in premises 
adjoining those in which the youth was killed he remonstrated with 
& workinan who removed part of the tubing and left the wires 
loose, with the result that the wires began to fuse in witness's 
kitchen, At that time, said witness, the pipe that Imisson grasped 
was fitted to the wall of the lavatory, but afterwards it fell down. 

The Deputy Coroner, in summing up, said it would now be 
almost impossible to find out how the order for tbe work was given, 
who did the work, and how hedid it. If, as was not atall unlikely, 
an ordinary workman removed the fittings, he would not have 
electrical knowledge sufficient to make him responsible for the care- 
less manner in which they were removed, and although it wasa 
careless thing to leave naked wires, it was clear that at the time 
the cable was left it was not in the highly dangerous position in 
which it was found on the day of the accident. 

The jury returned a verdict that the cause of death was an electric 
shock due to some person having negligently left an electric cable 
exposed, but that there was not sufficient evidence to determine 
who was responsible. 

A public inquiry was held in Dingwall on Friday by Sheriff Hay 
MacWatt into the deaths of a ploughman's daughter. aged 12, 
and Mrs. Jessie Mackenzie, or Grant, widow. who were killed on 
August 26th through touching a live wire which conveys electricity 
to Dingwall. It appeared from the evidence that the wire had 
come in contact witha branch of a tree and fused, and that the girl, 
her curiosity aroused, touched the wire and was instantaneously 
killed. Mrs. Grant and the girl's mother ran to the rescue, when 
the first-named was killed, while the latter is still suffering from 
shock. The jury found that had the fuses at tbe generating 
station been in proper working order the accident could not have 
happened ; but the accident was unusual, and no man could have 
foreseen it. They recommended that the whole system be inspected 
by an expert, to report if the wires are properly protected at all 
public places. | 

Educational Notes,—Easr Loxpox ColLLEGE.— 4 
special course of lectures on The Management of Public Electric 
Supply Undertakings " will be delivered by Mr. A. Hugh Seabrook, 
M. I. E. E., commencing on Monday. October 14th. at 6.30 p.m. The 
course will cover the relations between the public services and the 
public, and the objects to be aimed at in the management of public 
services, as well as the organisation of the staff, the relative 
importance of management and engineering, the functions of the 
general manager and engineer, the secretary, and the accountant, 
the conduct of the generating and distributing plant, the sales 
department, and tariffs. The lecturer's exceptional experience and 
well-known uncompromising views are a guarantee that the 
lectures will be interesting and instructive. Particulars may be 
obtained from the Principal, Mr. J. L S. Hatton, at the College, 
Mile End Road, E. ; 

NORTHAMPrON POLYTECHNIC INsTITUTE.—The new session 
opened on the 23rd inst. The "announcements for the session 
give particulars of the evening classes in electrical engineering, in 
which department the Institute is exceptionally well equipped 
with high and low-pressure plant, and in electric wiremen’s 
work. Dr. R. Mullineux Walmsley is the head of the 
department. and Mr. F. M. Denton, the Associate head. Mr. E. K. 
Scott delivers a course of lectures on Electrical Engineering 
(Juantities and Estimates. Special evening classes in Telegraphy 
and Telephony are held by members of the staff of the G.P.O., and 
Dr. J. Erskine-Murray lectures on Radio-Telegraphy. The day 
classes commence on Monday next. The degrees of the University 
of London may be taken through the Institute. 

TRE POLYTECHNIC, Regent Street, W.—Notice is given in our 
advertisement pages to-day of the commencement on September 
30th of technical classes in telegraphy and telephony. 


Newcastle Exhibition.—Correction.—The name of 
the inventor of the electric water-heater mentioned on p. 516 
should be Kratt, not Krabb. 


Football.—We have received a card of fixtures of the 
E. A. C. (Electrical Apparatus Co.) Football Club for the season 
1912-13. There are still five open dates, and the secretary, Mr. A. 
Chittenden, will be pleased to hear from other electrical football 
clubs in London in respect of these. 


Taxes on Electric Motor Vehicles,—Hitherto electric 
motor vehicles have, for the purposes of the annual taxes imposed 
on automobiles in this country, been regarded as being of from 12 
to 15 H.P., on which scale the annual tax is at present £4 4s. In 
the report issued last week by the Committee appointed in December 
last "to consider the Provisional Regulations which have been 
made under Sec. 86 (2) of the Finance (1909-10) Act for deter- 
mining the horae-power of motor-cars and to report whether any 
amendments are desirable with special reference to the equitable 
treatment of steam cars and electric cars,” it is recommended that 
"any motor-car deriving its power from an electric motor or 
motors shall be deemed to be of a horee-power exceeding 64 
but not exceeding 12," If the recommendation is adopted, 
the annual tax on electric vehicles will thus be reduced from &4 4s, 
to 48 8s 
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An International Electro- Culture Congress in 
France.—An important meeting in connection with the applica- 
tion of motor traction and electricity to agriculture is to be 
held at Rheims from October 19th to 27th next, the programme 
comprising an exhibition of motor-propelled agricultural machines 
of all kinds and a demonstration of the same in practical 
use. From an electrical point of view, the principal event 
of the gathering is the International Congress of Electro-Culture 
and of Applications of Electricity to Agriculture, Viticulture. 
Horticulture, and to the Agricultural Industries generally. This 
will beheld in Rheims on October 21th. 25th and 26th, and the werk 
of the Congress will be divided into various groups. Section A will 
be devoted to Natural Electricitiee,“ this including such subjects 
as atmospheric electricity and its intluence on plants, the nitrifica- 
tion of the soil, its action on microbes, хс. Group B will deal with 
" Electricities Artificially Produced, these embodying current 
derived from primary and secondary batteries and other means of 
generation, their effects on plante and the consequent resulta being 
considered. Section C willtake up the consideration of the influence 
of continuous and alternating current on plants and the germination 
of seeds. Another group will devote itself to applications of elec- 
tricity in pest prevention, and another to the effect of electric light 
on plante and flowers and in the destruction of insectes. Finally, 
there will be another section, which will treat generally of the uses 
of electricity in the various branches of agricultural work. As will 
be seen, the scope of the Congress is exceedingly wide. and it should 
give an impetus to the application of electricity to agricultural 
operations. Those interested in the Congress in this country can 


obtain full particulars from the Secretariat General, 58, Boulevard 
Voltaire, Paris. 


Institution and Lecture Notes. —Tbe Electrical 
Association of New South Wales celebrated the attainment of its 
majority on August 16th at Sydney by a smoking concert. Special 
invitations had been issued, and according tothe Australian Mining 
Standard, there was a brilliant assemblage, representatives being 
present from the principal kindred organisations in the State, 
leading electrical firms and Government departments. The concert 
was voted the most auccessful yet held. 

INSTITUTION OF ELECTRICAL ENGINEERS.—Intending appli- 
cants for membership of the Institution, and existing members who 
are considering transfer from one class to another, are reminded 
that under the new Art'cles of Association substantial differences 
have been established in the matter of entrance fees and annual 
subscriptions payable by those admitted to the various classes of 
membership before January Ist, 1913. and those admitted on and 
after that date. Candidates will find full particulars in the new 
forms of proposal for election and transfer, which can be obtained 
on application to the secretary. Asa long interval must neces- 
sarily elapse between the receipt of a form by the Institution and 
the date at which the election or transfer, as the case may be, can 
finally take place, those wishing to avail themselves of the lower 
rates are advised to send their forms to the secretary at the earliest 
possible moment, in order to enable the desired election or transfer 
v) be effected before January Ist, 1912. 

Two popular le :stures will be given by Mr. Frederic H. Taylor at 
the Willesden Polytechnic, Priory Park Road, Kilburn, N. W., on 
October 2nd and 4th next, commencing each evening at 8 p.m. 
Tickets may be obtained on application to the Secretary at the 
Polytechnic. The titles of the two lectures are: The Training 
of the Eagineer with special reference to Electrical Engineering," 
on the first evening. and Recent Developments in Electrical 
Engineering and their Commercial Application,“ an the second 
evening. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials.— The recommendation of 
the Harrogate Lighting Committee that the salary of the borough 
electrical engineer be increased by £50 & year (mentioned in the 
ELECTRICAL REVIEW last week). has been referred back to the 
Committee. In February, 1902, the T.C. passed a resolution as to 
the discontinuance of outeide consultation by the electrical engineer, 
and promised to further reconsider in а few years the question of 
compensation to be paid in consequence." 

The marriage took place at Salem Church, Hebden Bridge, last 
week of MR. HERBERT Н. SUTCLIFFE, assistant electrical engineer 
at Hebden Bridge, and. Miss M. Hirst, of Fairfield. 

At Barnwell last week, the marriage took place of Mr. J. F. 
HALL. electrical engineer, of the Burton-on-Trent Corporation 
electricity staff, and Miss Margaret A. Ogilvie, youngest daughter 
of the late Mr. R. J. Ogilvie, of Barnwell. 

The Tunbridge Wells General Purposes Committee on Saturday 
last recommended the appointment of Мв. R. N. ToBPY as borough 
electricalengineer. There were 83 applicante. Mr. Torpy has been 
deputy chief electrical engineer to the Wimbledon Corporation for 
the last 10 years. 

The Bridlington Electricity Committee bas appointed Mr. F. 
FRENCH, mains superintendent, as chief assistant engineer at the 
lec tricity W Ike, at £130 per annum, rising by £10 a year to E160.“ 
he Ccmmittee hss also appointed MR. LESLIE A. THAIN, of Fleet- 
оо d, as charge engineer, 


Tramway Officials, —The Burnley Corporation tramway 
staff has presented a Gladstone travelling bag and a silver-mounted 
umbrella to INSPEOTOR HARTLEY, who is leaving to join the tram- 
way staff at Newport. 


General.— The Glasgow Daily Record says that Mm. 
JAMES SIMPSON, telegraph superintendent, Post Office, Stirling, has 
retired. ' He was опе of the few remaining members of the staff 
taken over when the Government acquired the telegraphs.” “ 

At Doncaster Parish Church on September 19th, the marriage 
took place of MR. HENRY РАНЕҮ JONES, electrical engineer, of 
Dolgelly, North Wales, and Mies Mary Jones, second daughter of 
the late Mr. Robert Jones, also of Dolgelly. 

The -Australian Mining Standard reports that at the annual 
dinner of the Victorian Institute of Electrical Engineers, on August 
9th, the hon. secretary, Мв. E. Н. W. WESTWOOD, was presented 
with a travelling bay. Mr. Westwood was leaving at the end of 
the same month on a business trip to Europe on behalf of the Union 
Electric Co., during which he will inspect the leading electrical 
installations and planta both in Great Britain and on the Continent. 

The same Australian contemporary reports that Mr. J. M. 
‘CRAWFORD has been appointed assistant electrical engineer on the 
central staff of the Postmaster-General’s Department, his salary 


being £520 per annum. Mr. Crawford was not previously in any . 


Australian public service, but was until lately in the British postal 
department." 

MB. ALAN WILLIAMS, who is shortly severing his connec- 
tion with Messrs. Crompton & Co.. after 23 years’ service, is 
open to take up anotber appointment as engineer or manager. 

Mr. LEONARD F. S. SiNGTON, of the Lord-Howe Electrical 
Engineering Co., Ltd., Liverpool, was married on September 24th 
at the Princes Road Synagogue, Liverpool, to Miss Eunice Solomon, 
eldest daughter of tbe late Louis Solomon, of Liverpool The 
presente, which numbered over 300, included & magnificent rose 
bowl presented by the staff. 

It is reported from Rome that Mr. Marconi has been injured in 
& motor-car collision while journeying from Spezia to Genoa. His 
injuries are stated to be slight. 


NEW COMPANIES REGISTERED. 


Bagdad Tramways and Electric Lighting Syndicate, Ltd. 
(124.218).— This company was registered on September 12th, with a capital of 
£3,105 in 3,000 '* A' shares of £1 each and 600 B and 1,500 ordinary shares 
of 1s. each, to promote a company or companies for the purpose of constructing, 
establishing and working in the Ottoman Empire or elsewhere tramways, rail- 
ways and undertakings for the generation, distribution, supply and employ. 
ment of electrical energy, and to adoptan agreement with W.B. Cownie. The 
subscribers (with one A“ share each) are:—W. B. Cownie, 8, Laurence 
Pountney Hill, E.C., director; Т. Н. Evans, 4, Broad Street Place, E.C., 
director. Private company. The number of directors is not to be less than 
two or more than five; the first are W. Brodie and T. H. Evans; qualification, 
50 “А” shares; remuneration, £100 each per annum (chairman #160). 
Registered office, 8, Laurence Pountney Hill, E.C. 


Emanda Engineering Co., Ltd. (124.255).— This oompany was 
registered on September 14th, with a capital of £1,000 in £1 shares, to carry on 
the business of manufacturers of engines, machines, instraments, tools, 
&ppliances and articles used in the electrical, mechanical, automobile 
engineering and boiler making trades, &c. The subscribers (with one share 
each) are — W. E. Upton, 52, Tideswell Road, Eastbourne, engineer; F. Pratt, 
13, Musgrove Road, New Cross, engineer's traveller; Mrs. R. Bradford, 
13, Musgrove Road, New Cross. Private company. The first directors are 
W. Е. Upon (managing director), F. Pratt, and Mrs. R. Bradford (all perma. 
nent); qualification, 25 shares. Registered office, Bumner Avenue, High 
Btreet, Heckham, 8.E. 


Duram, Ltd. (124,295).— This company was registered on 
Beptember ÍRth, with a capital of £25,000 in 24,000 ordinary shares ої £1 and 
20,000 deferred shares of 1s. each, to carry on the business of electricians, 
mechanical engineers and manufacturers, workers and dealers in electricity 
and electrical appliances, manufacturing chemists, machinery manufacturers, 
engineers, founders, smiths and machinists, &c., and to adopt ап agreement 
with C. Gladitz. The subsoribers (with one share each) are :—F. W. War- 
burton, 90, Cannon Street, E.O., merchant; W. A. Pearce, 1, Broad Street 
Place, B. C., chartered accountant. Private company. The number of directors 
is not to be less than three or more than seven; the subscribers are to appoint 
the first; qualification, 100 shares; remuneration as fixed by the company. 
Registered office, 12, Broad Street Place, Е.С. 


Anglo-Colonial Engineering Co., Ltd. (124,316).—This com- 
pany was registered on September 19th, with a capital of £1,000 in £1 
shares, to carry on the business of mechanical, electrical and general 
engineers, manufacturers of and dealers in railway ooach, tramcar, 
motor-car and carriage fittings and supplies, &c. The subscribers (with 
one share cach) are —Col. Vaughan Grimshawe, 16, Coleherne Court, South 
Kensington, B. W.; H. Brittain, 18, City Road, E. C., engineer; A. J. Smith, 
3, Burgoyne Road, Harringay, N., secretary. Privatecompany. The number 
of directors is not to be less than two or more than five; the first are Col. 
E. S. Vaughan Grimshawe, H. Brittain and A. J. Smith. Registered office, 18, 
City Road, E.C. 


Williams Electric Co., Ltd. (124,357).—This company was 
registered on September 20th, with a capital of £20,000 in £1 shares, to carry 
on the business of a cable, telegraph, telephone and electrio light company, 
and to adopt an agreement with A. Williams. The subsoribers (with one 
share each) are:—F. A. Hole, 2, Draper’s Gardens, E.C., stookjobber; A. 
Williams, Hotel Victoria, S. W., engineer. Private company. The number 
of directors is not to be less than three or more tban seven; the first are A. 
Williams, J. Abernethy, and two others to be appointed by subscribers; 
qualification, 100 shares; remuneration (except managing director, if any), 
£100 per annum, divisible. Registered office, 20, Bucklersbury, E.C. 


Sheffield Electric Steel Castings Co., Ltd. (124,289).—This 
company was registered on September 17th, with а capital of £4,0C0 in 41 
ebares, to take over the busir ess of a steel merchant and steel manufacturers’ 
agent, carried on ty G. Fircher, as J be Sheffield Electric Steel Castings 
Co., at Melbourne Chs mberts, Cambridge Street, Fhefrield. The subscribers 
(with one thare each) are :—G. Fischer, Villa Perg, Bcbs ffbabse n, Ewitzerlend, 
steel manufacturer; P. Alter bach, Hochstresee, Echafibausen, Switzerland, 
manager. Private ccmpany. The first directors are G. Fischer ond P. 
Alter Lach (beth permarent); remevneration, as fixed Ly the ct mpeny. 
Solicitors, Newscn & Borns, Melbcuire Chambers, Cambricge Street, 
Sheffield. Registered «tce, Melbcunne Chambers, Cemtridge Street, 
Sheffield, 
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Universal Radio Syndicate, Ltd, (124,355), —Registered 
September 90th, by:Slaughter & May, 16, Austin Friars, Е.О. Capital £100,000 
in £1 shares. Objects: To adopt an agreement between Christopher Hago 
and Dot Kontinentale Syndicat for Poulsen Radio-Telegrafi Aktieselkab, both 
of Copenhagen, of the one part, and this company of the other part; to apply 
for purchase or otberwise acquire and hold any patents and concessions 
relating to the production, treaument, storage, application, distribution and 
use of electricity; to carry on (subject to the licence of the Postmaster- 
General or the Board of Trade being obtained in all cases where necessary 
under any statute of the United Kingdom) the business of a wireless telephone, 
telegraph and electric light, heat and power supply company ; in particular to 
establish, work, inanage, control and regulate, wireless telephone or vetecreph 
stations and works, and to transmit and facilitate the transmission of tele- 
phonic and telegraphic communications; also to act as news distributors, 
press agents and district messengers, &c. The signatories (with one share 
each) are:—Henry A. Wallon, 55, Chapter Road, Kennington, B.E., clerk ; 
Hugh Pettitt, 18, Austin Friars, E.C.,solicitor, Private company. Shares may 
not be transferred to non-members so long as any member of the company or 
any nomineeof the board is willing to purchase the same ata fair value (to be 
settled by the auditor in case of disagreement). The first directors (to number 
not less than three or more than seven) are to be appointed by the subscribers ; 
remuneration as fixed by the company. No notice of registered office filed at 
time of incorporation. 


Oil and Gas Turbine Syndicate, Ltd. (124,303).— Registered 
September 18th, with capital of £15,000 in 14,750 shares of £1 each and 
5,000 founders’ shares of 1s. each, to purchase or otherwise acquire any interest 
in any patents, brevets d'invention, licences, concessions and the like relating 
to the combustion, treatment, storage, application, distribution and use of 
fuel, and tn carry on the business indicated by the title and that of manu- 
facturers of motors, motor-cars, carriages and vehicles, with either steam, 
electríc, petrol, oil or other power, &c. "1 he subscribers (with one share each) 
are: —J. McCauna, Broad street House, E. C., solicitor; R. H. Wheeler, 
17, Gracechurch Street, E.C., merchant; D. O. Robertson, 17, Gracechurch 
Street, B. C., secretary; F. Н. Bennett, 17, Gracechurch Street, E.C , clerk ; 
B. E. Glisbey, 7, Narcissus Road, West Hampstead, N.W., clerk; B. Hunter, 
4, Granville Road, Stroud Green, N., clerk; W. H. Rose, Broad Street House, 
New Broad 8treet, E.C., solicitor. Minimum cash subscription. £7. The 
number of directors is not to be less than two or more than seven; the first 
are J. McCanna, R. H. Wheeler, D. O. Robertson, F. H. Bennett, S. E. Glisbey, 
B. Hunter and W. H. Rose (provisional directors). Registered by Rose, 
McCarna & Co., Broad Street House, E. C. 


Liverpool Traction, Light and Power Investment Trust, 
Ltd. (124, 801).— This compauy has been registered on September 18th, with a 
capital of £500 in £5 shares, to acquire and hold any stocks, bonds, deben- 
tures, shares, scrip or securities of any Government, State. Department, 
Bovereiga or authority, supreme, municipal, local or otherwise, and any bonds, 
debenture stock, shares, stocks and securitics of any company established for 
the purpose of any railway, tramway, gas, water, dock, electric lighting or 
power undertaking. The subscribers (with one share each) are :—J. Cony- 
beare, 32a, Quinton Street, Earlsfield, 8.W., clerk; A. P. Hollinshead, 29, 
-Forthbridge Road, Clapham, 8.W., clerk; H. Hurley, 25, Sidney Road, Btock- 
well, S. W., clerk; F. W. Davis, 39, Matham Grove, East Dulwich, S. E., 
clerk; W. J. Simpson, 35, King's Road. Willesden Green, N.W., clerk; 
G. E. A. Waller, 167, Brondesbury Park, N. W., clerk; F. Hurley, 2, Thornton 
Street, Brixton, B. W., clerk. Minimum cash subscription, seven shares. The 
number of directors is not to he less than two or more than seven; the sub. 
scribers are to appoint the first; qualification, £5. Registered by Linklater 
and Co., 2, Bond Court, Walbrook, W.C., solicitors. 


Anglo Engineering Co., Ltd. (121,292) —This company was 
registered on September 18tb, with a capital of £3,000 in 1,000 cumulative pre- 
ference shares of 103. each and 2,500 ordinary shares of £1 each, to carry on 
the business of electricians, mechanical and general engineers and manufac- 
turers, workers and dealers in electricity or electrical appliances, motive 
power and light, &c. The subscribers (with 50 shares each) are :—K. B. Hartel, 
183, Lauderdale Mansions, Maida Vale, W., engineer; H. G. Hartel, 92, 
Adelaide Road, South Hampstead, N.W., engineer. Private company. The 
number of directors is not to be less than three or more than five; the 
first are F. P. Wilson (chairman), E. B. Hartel, Н. G. Hartel and H. Shakel. 
Registered office, 33, Kirby Street, Hatton Garden, E. C. 


OFFICIAL RETURNS OF ELECTRICAL 
^ COMPANIES. 


Potteries Electric Traction Co., Ltd.—Return dated April 
12th (filed July 17th), 1912, Capital, £600,000 in £1 shares (800,000 preference 
and 800,000 ordinary); 245,000 ordinary and 245,000 preference shares taken up; 
„ on 178,840 ordinary and 245,000 preference: £66,660 considered as 
paid on 66,660 ordinary. Mortgages and charges: £215,000. 


Birmingham and Midland Tramways, Ltd. (19.077).— Return 
dated June 26th (filed July 8th), 1912. Capital £1,050,000, in 35.CC0 preference, 
t5,000 preferred ordinary, and 35,000 deferred shares, all of £10 each. 20,978 
preferred, B5,C00 preferred ordinary, and 35,000 deferred taken up; £10 per share 
called up on 20,978 preferred, 27,000 preferred ordinary and 35.000 deferred; 
£821,780 paid; £80,000 considered as paid on 8,000 preferred ordinary. Mort- 
gages and charges: £854,898. (Since the date of the return, a new memo- 
randum of association has been adopted, and the name has been changed to 
the Birmingham and District Power and Traction Co., Ltd.) 


Aron Electricity Meter, Ltd. (58,650).—Return dated July 9th 
(filed August 26rd), 1912. Capital £350,000 in £1 shares (225,000 ordinary and 
125,000 preference). 125,000 ordinary and 194,896 preferred shares taken up; 
£124,948 108. paid, including £52 10s. on 101 preferred shares forfeited ; 4125, 000 
considered as paid on the ordinary. Mortgages and charges: £100,000. 


Corona Lampworks, Ltd.—Issne on August 21st, 1912, of 
ы? debentures, part of & series of which particulars have &lready been 
ed, а 


Wellingborough Electric Supply Co., Ltd. (67,747).—Return 
dated August 2nd, 1912 (filed August 10th). Capital, £25,000 in £10 shares; all 
shares taken up and paid for in full. Mortgages and charges: Nil. 


Wright Electrical Sales Co., Ltd.—Debenture dated Septem- 
ber 4th, 1919, to secure £1,000, charged on the company's undertaking and 
Property, present and future, including uncalled capital. Holder: W. W. 

ewbould, 18, New Station Street, Leeds. 


Telephone Co. of Egypt, Ltd.— Act of constitution of mort- 
Rage dated May 30th, 1912, created outside the United Kingdom (supplemental 
to trust deed dated July 27th, 1904, and indentures dated February 21st, 1903, 
March 4th, 1908, and October 27th, 1909, securing 4200, 000 debenture stock). 
The charge secures to the extent of £76,000, the amount owing on the deben. 
ture stock. Property charged: Company's immovable property in Egypt. 
Trustees: G. F. Braithwaite, Ken Jal, Westmorland, and H. J. Grewing, 26, 
Queen Anne’s Gate, S.W. 


Callender’s Cable and Constrnetion Co., Ltd. (48.915).— 
Retacn dated May 16th, 1912 (filed June Lith). Capital £599,090 in £5 shares 
(40,000 pr sferced); 85,000 ordinary aad 40,000 preferred shares taken up; £5 per 
share called ap on 15,000 ordinary and 40,00) preferred; £275,000 paid ; £100,000 
Considered as paid on 20,000 shares. Mortgages and charges: 250.00. 


British Thomson-Houston Co., Ltd. (17,552).—Return dated 
May 28rd, 1912 (filed June 19th). Capital £800,000 in £10 shares (40,000 pre- 
ferred). Allsharestaken up. £10 per share called up on 82,581 ordinary and 
40,000 preferred; £725,310 paid ; £74,690 considered as paid on 7,469 ordinary. 
Mortgages and charges: £249,215. 


D. Hulett & Co., Ltd. (29,463).— Return dated July 18th, 
1912. Capital, £35,000 in £5 shares; 6,000 shares taken up; £6 per share called 
up on 0. £9,600 paid ; £20,500 considered as paid on 4,100. Mortgages and 
charges: Nil. 


Cryseleo, Ltd. (5 218).—Return dated July 12th, 1912 (filed 
August 26th). Capital, £15,000 in £1 shares; all shares taken up: £1 per share 
called up on 10,007; £10,007 paid; £4,998 considered as paid on 4,993 shares. 
Mortgages and charges: 29,60. 


Indicating Fuse and General Manufacturing Co., Ltd. 
Debenture dated August 26th, 1912, to secure £100, charged on the company's 
undertaking and property, present and future, including uncalled capital. 
Holder: W. J. Seton, Trunk Cottage, Cove, Farnborough, Hants, 


Hellyar & Sons, Ltd.— Mortgage debenture dated Avgust 23rd, 
1912, to secure £800, charged on the company's undertaking and property, 
present and future, including uncalled capital, Holder: T. L. Hellyar, 8, 
Meredyth Road, Barnes. 


Hydro-Electric Light and Crane Co., Ltd.—Debenture dated 
September 9th, 1912, to secure £50, charged on the company's undertaking and 
property, present und future, including uncalled capital. Holder: L. Mallison, 
The Green, Hampton Court, Surrey, 


Bogota Telephone Co., Ltd.—A memorandum of satisfaction 
in full on July ЗІБ, 1912--(a) of trust deed and first mortgage debentures dated 
May 30th, 1905; and (b) of trust deed and second morizaze debentures dated 
December 12th, 1906, securing £15,000 and 425, 00 respectively, has been regis- 
tered. ; 


Ecuador Telephone Co., Ltd. Return dated June 26th, 1912 
(Aled July 3rd), Capital £100,000 in £5 shares; 5,000 shares taken up; £5 per 
share ca'led up; £25,000 paid. Mortgages and charges: Nil, | 


Chili Telephone Co., Ltd. Return dated July 25th, 1912 (filed 
August 10th). Capital £360,C00 in £5 shares; €6,C00 shares taken up; £5 per 
share called up on 44,000; £22,000 paid; £110,00) considered as paid on 22,000 
thares. Mortgages and charges: Nil. 


Dowsing Radiant Heat Co., Ltd. (59,812). Charge on 4-5, 
Dorset Square, Marylebone, dated August 80th, 1912, to secure all moneys due, 
or to become due, from the company to the London and Provincial Bank, Ltd., 
3, Bank Buildings, EC. 


e Penarth Electric Lighting Co., Ltd. (52,912). Return dated 
June 8га, 1912 (filed July 80th). Capital £50,000 in £10 shares (2,5C0 prefer- 
ence); 2,50) ordinary shares taken up; £25,000 paid. Mortgages and charges: 
£16,937. a 


Perth Electric Tramways, Ltd. (55.935). — Return dated 
August 30th, 1912 (filed September nd). Capital £200,000 in £1 shares (100,000 
prefererce ; all shares taken up and paid for in full. Mortgages and charges: 
£208,844. 


Peterborough Electric Traction Co., Ltd. (74.502). Return 
dated May "7th, 1912 (filed July 18th). Capital £60,090 in £5 shares (6,000 pre- 
ference); 4,400 preference and 4,000 ordinary shares taken up; £5 per share 
called up op each; £41,000 paid. Mortgages and charges: £21,000. 


CITY NOTES. 


Buenos Ayres Port and City Tramways, Ltd. 


Mr. G. KITCHIN, presiding at the meeting of this company held 
at Salisbury House, London, E.C., on 16th inst., said that for the 
year ended December, 1911, the total receipts were £69,422, an 
increase of £15,280, which was mainly attributable to the opening 
for traffic of the Avellaneda extension. Traffic expenses were 
£22,115, an increase of £4,450. The charge for electric current 
was increased in February, 1911, consequent upon the rise of coal, 
and the amount paid by this company to the German company rose 
from £7,767 to £11,932. The increased payment for current was 
quite out of proportion to the increased mileage, and a recent dis- 
covery of certain grave faults in the feeder cables probably threw 
some light on the matter. The net result was a profit balance of 
£16.256, which was insufficient to meet the interest on the first 
debenture stock and the extension first mortgage bonds by 
£8,861. After referring to the company's several con- 
cessions at some length, and to the advances made to the 
Buenos Ayres City and Suburban Tramways, Ltd., which took 
over some of its concessions for lines to Tigre, the chairman said 
that the ratio of working expenses had been 76'63, instead of, as 
they bad hoped, about 65 per cent. The year's reduction was only 
2°59 per cent., which was totally inadequate for their necessities. 
The floods—the worst for 20 years—decreased traffic and increased 
expenses in April and May, 1911. Early this year more capital was 
required to carry on the financing of the suburban company and 
for other matters; they therefore placed further extension bonds 
(£66,900), mainly with old friends of the company, but the proceeds 
were insufficient to meet the prospective liabilities, and they 
granted an option on 20,000 preferred unissued ordinary to a firm 
representing a group that was interested in the company, but the 
group by further purchases in the market and elsewhere, obtained 
& sufficient number of ordinary and preferred ordinary shares to 
give them the control of the voting power of the company. The 
group acted for Messrs. Lacroze, of London and Buenos Ayres, and 
alterations in the composition of the board followed. The new 
members of the board had only been in office a fortnight, so it was 
not possibleto lay before them any statement of the course of 
action to be adopted with the advent of the new regime. 
The report was adopted. 


Eastern Telegraph Co., Ltd,—The directors have 
declared a dividend at the rate of 3} per cent. per annum on the 
preference stock for the quarter to September 30th, and the second 
quarterly interim dividend of 14 per cent. on the ordinary stock. 


of the power house, and also 
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Underground Electric Railways Co. of London, Ltd. 


THE Right Hon. Sir Edgar Speyer, Bart. (chairman). presided on 
Thursday, September 19th, at the Westminster Palace Hotel. S. W., 
over the half-yearly meeting of the above company. 

The CHAIRMAN, in moving the adoption of the report (see ELEC. 
Rev., August 16th), congratulated the shareholders on the sub- 
stantial progress made during the period under review, which, he 
said, he thought would remain one of the most important periods 
in the company’s history. He referred to the acquisition of the 
London General Omnibus Co. by the company, the consequences of 
which would only be fully felt as time went on. Progress. how- 
ever, had not been confined to this fusion and the advantages that 
flowed from it. Both the London Electric and the District Rail- 
ways had made good records—records all the more creditable con- 
sidering the period of strikes that they had to face and having regard 
to the fact that their earnings had to compare with the abnormally 
large Coronation traffic of the corresponding period ої 1911. As 
shareholders in these companies they would benefit in the near future 
from the expenditure that was being made in connection with the 
Charing Cross and Paddington extensions, These extensions should be 
ready within 12 months, and would afford excellent means of inter- 
change between these railways at Charing Cross—viz.. District. 
Bakerloo and Hampstead —and would also afford a splendid service 
of trains direct to the Paddington Station of the Great Western 
Railway. These improvements. if past experience was any criterion, 
would be taken advantage of by tbe public, and should prove a 
source of profit to the company. Further, the extension of the 
Bakerloo Railway from Paddington to a physical connection with 
the electrified suburban lines of the Londonand North-Western Rail- 
way at Queen's Park Station, and a through service of trains to 
Watford, would provide the Paddington and Kilburn districts with 
a much-needed service of trains, and also the increasing’ suburban 
population of Watford, Pinner, Harrow, Sudbury, Willesden, &c., 
with direct communication with the West-End and the entire 
underground system ot London. The District Railway, too, 
would gradually reap advantages from the widened lines 
between Ravenscourt Park and Turnham Green, which per- 
mits of a greatly improved service to Ealing and the western lines. 
The development of its western territory generally was encouraging. 
As pointed out by Lord George Hamilton, the chairman of the 
District Railway, in spite of an increase of 640,000 miles in car- 
milage, the earnings per car-mile were 959d, an increase of 19d. 
compared with the corresponding period of. 1911. Lastly, they had 
to bear in mind that the advantages of the co-operation of the 
London General Omnibus Co. with these railways would only be 
gradually but increasingly felt. Services would be more and more 
co-ordinated, and ‘buses used very largely to feed the railways, and 
traffic on the railways would be stimulated thereby, for traflic 
facilities begot traffic. These were all favourable factors which 
made for increased earnings on both the District and London 
Electric Railways. As regarded the latter, it should not be long 


before the 4 per cent. dividend on the preference stock was earned 


more than twice over. This was very nearly the case now, and under 
the circumstances this stock had now become an investment of a 
high order, which fact was a true measure of the: London 


Electric Railways’ advancing and enhaficed credit, reached 
within a comparatively short space of time. As re- 
garded the accounte, the revenue account showed total 


receipts of £215,714, an increase of £57,178, or about 36 per 
cent., on the first half of 1911, and the net revenue before allowing 
for income bond interest was £132,446, a gain of £112,950. The 
income derived from investments was £207,851, which was 
£101,876 more than in the corresponding half of the previous year. 
The income from investments included £113 590 income from their 
holding of ordinary stock in the London General Omnibus Co. 
This income was, of course, reduced by the interest on the income 
debenture stock and on income bonds issued by the company in 
exchange for the London General Omnibus stock. The rents of 
properties, less expenses in connection with same, rose from £1,798 
to £2,407. These various increases in revenue enabled the com- 
pany to pay interest on the income bonds at the rate of 4 per cert. 
per. annum, and to carry forward a balance of £2,676, as compared 
with interest at the rate of 14 per cent. and an amount of £216 
carried to reserve in the corresponding period of 1911. The half- 
year under reviéw had been charged with 42,110 for expenses in 
connection with the redemption of a portion of the 44 per cent. 
bonds, as compared with an amount of £1.565 so charged in the 
last half-year in connection with the redemption of prior lien bonds. 
With regard to the balance-sheet, the credit side had been considerably 
simplified in consequence of the sale of the power house under- 
taking. The items referring to the power house and the varions 
power house funds had, of course, disappeared, and the profit over 
the book value of the power house had enabled the directors to 
. write off the item of preliminary and other expenses and the 
cumulative revenue deficiencies, besides enabling them to write 
down the item of commission and discount from about £518,000 to 
4 474,000. On the debit side of the balance-sheet the unpaid calls 
were reduced by £104,000. It was expected that the interest, 
amounting to approximately £35 000 in respect of these calls, 
would be received very shortly. This amount, when received, with 
the exception of £13,000 for which credit had been taken in 
former half years, would be available for the revenue account of 
the company. Further, the £1,000,000 first power house 
debentures which had been paid off out of the proceeds of the sale 
various suspense items, had 
disappeared. On the other hand, the liabilities had 
been increased by the income debenture stock and 
income bonds issued in exchange for the London General 
Omnibus ordinary stock acquired. With regard to the appeal in the 


Westinghouse case, the House of Lords had decided that the award 
was to be remitted to the arbitrator, and ав the matter was there- 
fore sub judice, they must await the arbitrator's further decision. 
The House of Lords had held that the question of the superiority of 
the Parsons turbines which they brought in mitigation of the 
damages caused by the Westinghouse turbines not being up to 
contract. was a relevant matter for the arbitrator's consideration. 
The London United Tramways did not really come under review 
at this time as their financial year did not end until December 31st. 
Through careful and painstaking management, the company was 
holding its own pretty well considering adverse circumstances, but 
that was all that could be said. Since the chairman of the London 
United Tramways addressed his shareholders on January 30th, the 
award regarding that company’s lines in Hammeremith had been 
given by Mr. Elliott Cooper, the arbitrator appointed by the Board of 
Trade, but inasmuch ag the London Council had given notice of an 
appeal it was not possible for him to make any definite statement 
at this time. They would be interested to know that the com- 
bined system of trams, railways and ‘buses carried now about 
700,000,000 passengers annually, and that the system’s passenger 
earnings amount to over £4,000,000. They furnished this service 
more cHeaply and more expeditiously, and, he thought they might 
claim, with greater comparative comfort, than any other city in the 
world. The public showed its appreciation of their performance by 
more frequent travel, as evidenced by the striking increaseof journeys 
per head of population. It might not be amiss for him to say a 
word about the accident which occurred on the Piccadilly Railway on 
the 4th inst. While they deplored the accident, which fortunately 
did not result in any loss of life, but only very slight injuries to 
several of the passengers and staff, they could point with pride to 
the magnificent record made by these London railways, not only as 
regarded immunity from accidents to passengers and staff, but also in 
regard to the speed, regularity and closeness of service, which, in the 
opinion of those best qualified to judge, was not excelled, if it was 
equalled, by any other railway in the world. As they were no 
doubt aware, steel cars were exclusively used on the tubes, and it 
was satisfactory to state that the wisdom of the management in 
having adopted this material had been amply vindicated. As the 
cars withstood the shock remarkably well, and as they were immune 
from fire, they had proved a great element of safety. Since the 
opering of the London Electric and the electrification of the 
District Railways, 929,315,363 passengers had been carried, 41,109,664 
train-miles had been run, and in the movement of the trains the 
signals had been operated over 2,400,000,000 times—all of which 
had been accomplished without a single fatality due to a failure 
either in the rolling stock or signal system. This was a splendid 
record, and should fully satisfy everyone as to the safety of these 
railways. The accident to which he had just referred was now the 
subject of an inquiry by the Board of Trade, and it was, therefore, 
unnecessary and out of place for him to say more at this time except 
that the public might be assured that everything that human 
ingenuity could contrive to make the railways absolutely safe 
would be adopted. The chairman proceeded to refer to the state- 
ment appearing in the Press that morning to the effect that the 
Associated Omnibus Co. had entered into an arrangement with the 
London General Omnibus Co. for the purchase of 55 motor-’buses 
which had been paid for by the issue of second debentures. The 
"buses would be run by the General Omnibus Co., and a proportion of 
the earnings would be paid to the Associated Co. He thought the 
arrangement would prove satisfactory to both parties. Having com- 
mented on the acceptance of a seat on the board by Bir Herbert Jekyll 
and the fact that this would be the last half-yearly meeting the com- 
pany would probably hold, the chairman said that when addressing . 
them in February he ventured to express the opinion that the 
year 1912 would be a very prosperous one for London and the 
country generally, and that this prosperity would also favourably 
affect their companies. In spite of the various strikes his predic- 
tions had been realised, and it looked as if 1913 would equal, if 
indeed it did not surpass, its predecessor, and if they did not 
deceive them, thes» good times, bringing enhanced profits and 
greater living margins, would be reflected in more frequent 
travelling of the population of London, and consequently increased 
earnings to the system. They were justified therefore in looking 
forward to further progress and larger distributions in the not too 
distant future. 

Loup GEORGE HAMILTON seconded the motion, and the report 
was adopted without discussion. 

On the motion of Mr. J. CULHAM POUND a vote of thanks was 


&ccorded the board. 


United Electric Car Co., Ltd. 


THE annual meeting was held at Preston on September 18th. MR. 
GEO. RICHARDSON presided, and said that the net profit for the 
year was £15.267, which was the best since 1907, although they 
had been considerably handicapped by railway and coal strikes, both 
in the difficulty of obtaining supplies and in high cost of materials. 
There was an available balance of £14,749, and the directors 
recommended that this be disposed of as follows: Preference dividend 
for the half-vear to June 30th, £3,000 ; 5 per cent. on the ordinary 
shares, £7,500 ; carrying forward to next year, £4,249. There was a 
reduction in rent, rates and taxes of' about £1.000, due to the dis- 
posal of the Trafford Park works. The debtors showed an increase 
of over £40,000, due to the increased volume of business 
transacted. Sundry creditors showed a decrease of about £13,000. 
With regard to the future, their order book was not 
very full. They could not rely on the home trade 
to keepthem going, although the time must be approaching when 
corporations who has been running cars for 10 or 12 years would 
have to face the gradual purchase of new rolling stock to replace 
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some of the earlier cars; They already saw signs that they were 
beginning to realise this fact. Moreover, the large English cor- 
porations who had erected works for the construction of new cars 
and repairs to old ones, had realised that it would pay them better to 
buy their cars and confine their works to the repair and upkeep of 
rolling stock. The chairman added that the Insurance Act would 
cost the company about £750 to £1,200 a year, according to the 
output. This would be a further handicap when competing with 
Belgian and German builders. 

MR. MYECHREEST was informed that £25,000 of the debenture 
shares were to be redeemed. 

The report was adopted. Messrs. Richardson and Boddington 
were re-elected directors, and the re-election of Mr. Kerr as a 
director was unanimously approved. ` 

The CHAIBMAN said he was now 76. After that meeting he was 
going to resign the position of chairman. 'The knowledge of his 
retirement was lightened when he informed them tbat Mr. 
Barningham would succeed him. * 


German Electrical Companies. 


THE Elektrisitits Gesellschaft. vorm, II. Poeqe, of Chemnitz, alter 
placing £15,000 to depreciation in 1911-12, as against £7.700 in 
the previous year, proposes to pay a dividend of 74 per cent. on 
capital of £175,000, thus comparing with the same rate on £125,000 
in 1910-11. 

The Bergmann Elektrizitiits Unternehmungen, which incurred a 
loss of 412.000 in the first financial year, are stated by the parent 
undertaking (Bergmann Electricity Works Co.) to have increased 
the loss in 1911-12. It has now been arranyed that the latter ehall 
take over the former's department which has hitherto been 
engaged in the execution of contracts, installations, &c., for other 
parties, and the subsidiary company will, in future, be substantially 
devoted to the development of its three overhead central statione, 
and one electric railway. 

The Brandenburg Carbid und Elektrizitátewerke, of Berlin, 
report that the results in 1911-12 from the production of carbide 
and the sale of electricity were more favourable than in the pre- 
ceding year, although the exceptionally dry summer in 1911 
exercised a disadvantageous influence. The reduction in the out- 
put of carbide caused by the dry weather was counteracted by the 
acquisition of a large quantity of carbide from another producer, 
and the company was therefore able to deliver its full allotment in 
the carbide syndicate. As the contracts entered into before the 
formation of the syndicate had been completed, it was possible to 
obtain higher average prices. After placing the sum of £6,100 to 
depreciation the accounts show net profits of £7,900 for 1911-12, 
as compared with £5,700 in the previous year, and it is proposed to 
pay а dividend of 4 per cent., being the same rate as in 1910-11. 

The directors of the Moore Licht A.G., of Berlin, state that the 
sales organisation in 1911-12 necessitated a further financial facri- 
fice, and the profits on the increased turnover did not suftice to meet 
the working expenses. A fresh loss was also incurred on the French 
business, which had been transferred to the Société d'Eclairage par 
Tubes Luminescents Système Moore, whilst the Spanish patents had 
also been disposed of at an acceptable price. The Russian licence 
had been withdrawn, and the company intended to develop that 
market. The accounts indicate a lors of £13,000, as contrasted 
with a loss of £17,000 in 1910-11. which was extinguished by the 
calling up of shares end by additicnal payments being made on 
other sbares, leaving £9,5C0 to be transferred to the reserve fund. 
This fund has been absorbed by the further logs in 1911-12, and bas 
left a debit balance to be carried forward. 


Yorkshire Electric Power Co., Ltd. 


Mr. А. G. Lupton presided on 17th inst. at the half-yearly 
meeting of this company held at Leeds. In moving the adoption 
of the report (вее ELEC. REV., September 13th), he said that despite 
the coal strike their customers were kept fully supplied with 
current. The revenue for the period had slightly increased, 
principally owing to a steady growth in the H P. of motors in 
works of customers already connected to the mains. They had a 
further 1,000 H.P. of motors for new customers waiting and 
pressing to be taken on, from which they would get a further 
increase of revenue in the last quarter of this year. It had been a 
difficult year, and had checked their growth, but the company 
were making real progress, and they were convinced that success 
was coming. In spite of the extra costs entailcd, he thought that 
they would earn their full preference interest for this half-year, 
but in any case it was cumulative. and next year would show a 
great increase of revenue. Eighteen months ago the steady 
growth of net receipts seemed to be bringing the ordinary ehares 


within measurable distance of a dividend. This, however, 
had been delayed by breakdowns of plant and by 
the coal strike, but with the extra plant now installed, 
and with the turbines fully at work again, before the 


end of the year the revenue for 1913 would show a very 
considerable increare. and the costs per unit would be proportion- 
ately decreased. The chairman, referring to the proposed new 
iesue of £50,000 6 per cent. preference capital, raid that it was 
proposed to erect a waste heat station for the generation of electri- 
city from coke oven gas at Barugh, near Barnsley. This would be 
done by a separate company, the shares to be held by the power 
company. A prospectus would be issued shortly. During the past 
. year there had been a 20 per cent. increase in the amount of elec- 

tricity sold from the power station, and the new waste heat station 
was, therefore, imperative. It would give an independent supply, 
relieving the mains by feeding into them at their southern point, 


whilst the supply would be obtained at a lower cost of production, 
and would not be affected by the fluctuating price of coal. The 
provision of this station would absorb £25,000 of the £50,000 
extra preference capital now proposed to be raised. The groes profit 
for the past six months was. he added, £500 less than in 1911, but 
£850 more than that in 1910 for the corresponding period. 

Mr. T. Ө, CALLENDER seconded the adoption of the report, and 
said he had the fullest confidence in the undertaking ; he!said that 
as representing the largest shareholders. 

After questions the report was adopted. 

An extraordinary general meeting which followed decided to issue 
a further 10,000 preference shares of £5 each, which existing share- 
holders and customers would have the privilege of applying for first. 


Cleveland and Durham Electric Power Co., Ltd. 
— The report states (says the Financier) that during March, April 
and May last a direct loss of about £5,000 was incurred in conse- 
quence of the national coal strike, The gross profits for the yearto 
June 30th amounted to £25,784, as against £20,973 for the previous 
year. The capital expenditure on works was £10,333. After pro- 
viding for debenture and other interest, there remains a net profit 
of 46.720, which with £8,343 brought forward, gives a balance of 
£15,063 to be distributed as follows :— Dividend at 2 per cent. оп the 


. preference shares £6.674; in writing off discount on second deben- 


tures, £2,£0U ; in transferring to depreciation and renewals account, 
£2.000; carrying forward £3,589. During the 12 months the com- 
pany started to work additional waste-heat generating stations at 
the Lackenby ironworks of the Tees Furnace Co., the Horden and 
Shotton Collieries of the Horden Collieries, Ltd., and the Port 
Clarence ironworks of Меєвтв. Bell Bros., Ltd., Middlesbrough. 

We have received a lengthy circular from Mr. A. Gemmell, a 
shareholder, and formerly secretary of certain associated companies, 
criticising the balance-sheet and setting out a number of pointa 
for "searcning examination." 


STOCKS AND SHARES. 


Tuesday Evening. 


THE fine weather seems to have lured people and business away 
from the Stock Exchange. Markets have fallen into quietude, 
and although there is a fair amount of investment, speculators are 
not what may be called enterprising just now. In regard to the 
Electrical sections, business continues active enough in two or 
three of the Underground Railways stocks; but in the Supply 
market there is little going on, and the gainble in Marconi's has 
dwindled away to a shadow of what it was. 

English Electricity Supply shares hold all the strength to which 
attention has been called lately, and there are further rires in City 
Preference and London Electric Ordinary this week, Paragraphs 
continue to appear in newspapers fanning the suggestion of 
linking-up the Metropolitan undertakings, ard those of the 
borough councils, but there seems to be good ground for supposing 
that negotiations are no further advanced in this direction than 
they were rome time ago, except, of course, that a lot of very 
useful epade work has been done in bringing ideas into harmony 
and establishing at least a knowledge of what is required by the 
various interests concerned. 

It will be noticed that to our price lists over-leaf we have added 
a column giving the dividends for 1912. The records are 
necessarily imperfect until the autumn of any year, and, even so, 
a fair number of blank spaces remain to be filled in. Most of the 
announcements #0 far have been those of interim dividends, and we 
have endeavoured to show where this is the case. Time and care 
have been expended over the preparation of the table, and, in a 
silence as profound as profane, the widely differing periods during 
which companies make up their accounts have been diligently 
studied. As, however, it is very difficult to ensure absolute accu- 
racy in this respect, we shall be grateful for corrections of what- 
ever mistakes have eluded our vigilance and crept into the fair 
record. 

The Home Railway market has been more absorbed in the gyra- 
tions of Metropolitans than in anything elee. Each day has 
brought a crop of rumours and denials, upon the strength of which 
the price has bobbed up and down like an animated tennis ball. 
On balance the change is comparatively trifling, and up to Tuesday 
evening, when we write, no official announcement had been made 
with reference to the stock being taken over by one of the com- 
pany's bigger brethren on the basis of a guaranteed dividend. 
Districts went back a little towards the end of the settlement, and 
Underground Electric Railways shares are easier in both classes. 
In some quarters the view is held that the Underground Railways 
Company isapprcaching itsfullcapacity ; and while it may be correct 


‚во far as the purely London lines are concerned, manifestly much 


scope remains in the directicn of the suburbs, The penetration of the 
motor-bus into such outlying districts as Burnham Beeches, 
St. Albans, Warlingham, and similar places, shows what an 
energetic management can do; and therefore it may be that the 
final circumference of the Underground Companies’ activities is by 
no means attained even yet. Sir Edgar Speyer spoke with cheerful 
optimism at the company's meetivg last week, and his speech had 
the effect of bringing in buyers for the income bonds, which are 


again a point to the good. 


London United Tramways had a mysterious dip to 33, but rallied 
again to 4$, thus being { down on balance. City and South 
London stock lost à on its last week's rise, and then regained it, 
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Central Londons retained their advances, East London Ordinary, 
after being 10j, reacted to 91—and the East London Railway, it 
may be mentioned in passing, is one of those said to be oon- 
cerned in the working agreement proposals which are to 
embrace the Metropolitan. Great Northern and City Preferred 
fell back 3. Business has been marked at 40a. Dublin Tramways 
Preference were put up 30s. on a small inquiry from Dublin, this 
rectifying the quotation which for some time past has been left 
incorrect in the London list in consequence of the absence of 
dealing. 

Foreign Electrical issues are steady to good. Important rises 
have taken place in Rio Trams. Sao Paulo Trams, Montreal Light. 
Heat and Power, and British Columbia Deferred. Any stock that 
comes to market is readily taken, and there is no difficulty in dis- 
posing of substantial amounts. Mexico Trams picked up the point 
which they lost last week, and Mexican Electric Light 5 per cent. 
bonds have started to recover part of their smart fall of a week 
ago. On the other hand, Mexican Light and Power Common is 
weak. Shawinigan Water Capital stock put on 2 ; the price will be 
marked er rights at the end of the ‘week. Monterey Debenture 
yielded a little, and two or three of the other bond issues are 
slightly lower, but Vera Cruz at 95} shows an improvement. 
Anglo-Argentine Tramways Second Preference are somewhat 
pressed for sale, and have receded a further jl. Columbia Gas and 
Electric shares, the new introduction to the market last week, rose 
to 19, reacted to 17%, and at the time of writing are 182. Two fr 
three new issues are spoken of aslikely to be made in this depart- 
ment before long. Victoria Falls Preference attracted a little 
buying in consequence of the opening of the company's 
first station at Vereeniging, and it is expected that the remaining 
three will be working shortly. The shares carry about a year's 
arrears of dividend still, and this the company ehould have vo diff- 
culty in paying off, possibly at tre end of the year. The 5} per 
cent. Debenture scrip is quoted about 96; there is a coupon of 
£2 9s. 5d. due in December, after which the full amount becomes 
due half-yearly. "RES. 

In the telegraph market the feature is the strength of Anglo- 
American stock. Anglo A again shows a rise, and the Ordinary 
stock has moved up to 69. Apart froin sentimental considerations, 
the relative quotations for the three stocks Ordinary, Preferred 
and Deferred—ought to stand on much the same line; and it will be 
noticed from the catalogue of yields that this level is being 
gradually attained. Submarine Cables Trust certificates are 
1 higher. West Indian and Panama Debentures rose !, and Amazon 
Debenture at 97 is a similar amount better. The only move in the 
Eastern group is } rise in Eastern and South African (Mauritius) 
-Debenture. West India and Panama shares remain dullish, there 
being no life in the market for the moment. 

National Telephone Deferred stock is unchanged, but the Marconi 
market is depressed. At one time, shares in the parent company 
were offered at 54, though a subsequent recovery replaced part of 
the loss, and on the week the fall amounts to } in both Ordinary 
and Preference. 

Castner-Kellners at 3i show a further improvement, on the 
anticipation of a good dividend, and Telegraph Construction Deben- 
ture has moved up to par as its top figure.  Henleys and India 
Rubbers retained their rises, but British Insulated shares weakened 
a little, and British Aluminium Ordinary fell back m to 128. 6d. 
middle. The Rubber Share market has relapsed into depression 
due to the dwindling of the price of theraw material. The auction 
sales this week produccd heavy shipments, and Mincing Lane has 
not got used to the marketing of rubber up to 800 tons per fort- 
night. It is stated in some quarters that the present quotation for 
rubber is moreor less artificial, and that the big buyers are of set 
purpose holding back from appearing as purchasera ; but aa to this 
it is hard for the layman to form any real judgment, seeing that 
the big buyers are widely scattered and their operations are hidden, 
except to the imagination. In the metal markets the strength of 
zinc, spelter and the like is causing a boomlet in the shares of the 
mining companies dealing with these materials, and the Stock 
Exchange views with complacency the prospect for further improve- 
ment, But then it must be remembered that the Stock Exchange 
very rarely sees—or admits that it sees—the chance of anything 


falling, so long as the market in that particular thing is exuberantly 
on the rise. | 


Stock Exchange Notices.— Applications have been 
made to the Committee to appoint a special settling day in and to 
grant a quotation to— 


Bolton (Thomas) & Sons, Ltd.—#800,000 5 per cent. first mortgage debentures 
of £100 each (registered). А 


And to allow the following to be quoted іп the Official List :— 

Bombay Electrio Supply and Tramways Co., Ltd.— 60,000 ordinary shares of 
£10 each fully pele. 

Georgia Light, Power and Railways.—$0679,0C0 additional first lien 5 per 
cent. 80-year gold bonds of $1,000 each, Nos. 2,281 to 2,909. | 

The Committee has ordered the undermentioned to be quoted in 
the Official List :— 

Oxford Electric Co., Ltd.—10,000 6 per cent. cumulative preference shares 
of £5 each fully paid, Nos. 1 to 10,000. 

Puebla Tramway, Light and Power Co.— $3,000,000 prior lien 5 per cent. 


50-year gold bonds, Nos. Al to А1,000 of $100, ВІ to B4,800 of $500, and Cl to 
C500 of $1,000 each, in lieu of the scrip. 


Continental —Rcussii.— The capital of the Société 


de la Fabrique Russe d’Accumulateurs Tudor, of St. Petersburg, is 
being increased from 1,200,000 to 2,400,000 roubles, 


MARKET QUOTATIONS. 


It should be remembered, in making use of the figures appearing 
in the following list, that in some cases the oo are only general, 
and may vary according to quantities and other circumstances, 


Wednesday, September 25th. 


Fortnight's 


Latest 
CHEMICALS, &c. Price. Ino, or Dec. 
a Acid, Hydrochloric . percwt. JE 
a 50 Nitrio ee ЯС ег ee [T] 22J. 
а „ Oxalio ae es .. per lb. E 
а „ Sulphurio . рег ewt. [6 
a Ammoniac Bal us 8 oe " 1 42/- 
a Ammonia, Muriate (large crystal) per ton £29 10 
a Bleaching powder .. ss Ms " . £510 
a Bisulphide of Carbon n is £18 EP 
a Borax.. Mà E ja © " £16 10 . бИ 
а Copper Sulphate .. a ©» si £26 10 £1 15 inc. 
а Lead, Nitrate iu js A PS £926 1 eo 
8 „ White Sugar di "^ ‘i £35 1 oer в 
а . Peroxide .. z^ s 10 | £82 
e Methylated Spirit .. sf .. per gal. 2/6 
a Potassium, Bichromate,in casks per lb. ad. 
a Potash, Caustic (88/90 %) .. рег ton £22 10 
a 50 Chlorate ee ee ee per 1b. 
a „ Perchlorate “eb чя - 4 
a Potassium, Cyanide (98/100 96) . . ^ 7 
(for mining purposes only) 
a Shellac m x e. + perewt. 70J- 
a Sulphate of Magnesia .. рет ton £4 10 > 
a Sulphur, Bublimed Flower s is £6 10 
a v Recovered z. e is £5 10 
a i Lump " E е £56 si 
a Boda, Caustic (white 70/72 %) .. 5 £105 s 
a " Chlorate ee oe . per Ib. d. e 
a „ Crystals ae ws .. рег ton 8 5 x 
a Sodium Bichromate, casks .. per lb. ВЕ 
METALS, &c, - 
b Aluminium Ingots, in ton lots .. per ton £82 £98 inc. 
b = Wire, in ton lots .. id £102 га 
b Б Bheet, in ton lots .. * £12 
p Babbitt's metal ingots .. ses M £88 to £145 
c Brass (rolled metal 2 to I basis) per lb. 9&d. 
с „ Tube (brazed) 8 os " 114. 
€ „ „> gona drawn) jè hd. 
с „ Wire, basis es < E Yad, 
c Copper Tubes (brazed) .. vx 1 1/0834. 
€ „ „ (solid drawn) » 11jd 
г „ Bars (best selected) per ton £95 
г „ Sheet pa as 4s ú £96 
& „ Rod s vd - на £95 
d „  (Electrolytic) Bars 34 - £82 10s 
d n а Bheets ši £100 1Cs 
d „ и Кодв zu is £8 
d „ » H. C. Wire per lb. 101d 
f Ebonite Rod is 2а ay 1 5 / 
f ow Bheet ала i | 4/9 
n German Silver Wire з a е 17 
h Gutta-percha, fine ee ee ee » ae ae 
h India-rubber, Para fine .. : ә Jii 21d. дес. 
і Iron Pig (Cleveland warrants) .. per ton 66/103 “> 
. » Wire, galv. No. 8, P.O. qual. ji £14 - 
g Lead, English Pig - "m $5 m £22 10 to £28 £1 deo. 
m Manganin Wire No. 38 .. per lb. 6/6 ЕР 
g Mercury - - е .. per bot. £8 5 A 
e Mica (in original cases) small . per lb. 6d. to Bs. г 
е „ м » medium ” 8/6 to 6/ oe 
e ” le „3 7/6 to 11 / RS 
p Phosphor Bronse plain castings " 11d. - 
p HE is rolled bars 8 " m us 
Р à » rolled strip & sheet 35 1 T 
o Platinum oe ae oe ee per 08. 185 / oe 
dBiliclum Bronze Wire  .. . per lb. 114. 3 
Bteel, et, in bars . ..der юп 45 M 
g Tin, Bloo ) $5 25 1 £230 to £280 10 #5 inc. 
n уе, os. 1 to 16. .. por lb. 27 Id. ine. 
p White Anti-tric ор Metals .. per ton 445 1o £150 8 
k Zino, Sh't (Vieille Montagne bnd.) б 83126 | 10s. ino. 
Quotations supplied by— 
a G. Boor & Со. 1 Bolling & Lowe. 
b The British Aluminium Co., Ltd, k Morris Anhby, Lid. 
c Thos. Bolton & 1 Richard Johnson & N Lid. 
d Frederick Smith & Co. т W. T. Glover & Oo., 
0 F. W. & Bons. в P. Ormiston & 
f India-Rubber, Gutta-Percha and o Johnson, Matthey & Co., Ltd. 
T h Works T Ltd, 


P w. F. Dennis & Oo, 


Folkestone Electricity Supply Co., Ltd.— The directors 
have declared an interim dividend at the rate of 6 per oent. per 


annum (3s. per share), lees income-tax, on the ordinary shares for 
the half-year ended June 30th. 


Eastern Extension, Australasia and China Tele- 
graph Co., Ltd.—The directors announce an interim dividend for 
the quarter ended June 30th last of 2s. 6d. per share. 


American Telephone and Telegraph Со. — The 


directors have declared the usual quarterly dividend of $2 per 
share, 


Anglo-Portuguese Telephone Co., Ltd.—The directors 


have declared an interim dividend at the rate of 3 per cent., free of 
income.-tax. | 


—— — — 
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ENGLISH „ SUPPLY AND POWER COMPANIES. 


SHARE LIST OF ELECTRICAL COMPANIES. 


| Rise | Prerent 


| Btook | Closing | Rise | Present | Btock | Closing 
NAMB, or | biden Quotations Tor Yield МАМИ, от won Quotations | + ог Yield 
Bhare.| Bept. 24th. Fall p.o. Bhare. * Sept. 24th, | Fall | p. o. 
— | 
11911. 1912. £ в. d. | *  |1911./1912.| | 8 в. d. 
Bournemouth & Poole, 969, 10 4 51 91— 101 5 24 Kensington & Knightsbridge, Ord 5 9 | 8] Ta— 8 aw LAS 4 
Do, 44% Pret.. 10 | 4 44 | 8j— 9 412 4 Do. 4% Deb. Btock | 4 00 — 93 i$ 4 6 0 
Do. Second 6 % Pret. 10 6 6 | 10i— 103 511 7 || Kent Elec. Power, 43 % Deb. Btock | 4 44| 78 — 82 .. |6 9 9 
Do, 44 Deb. Stock Stock 43 44 98 —100 410 0 London Electric, Ord. .. S 8 9 1g— 23 3 3 10 B 
Brompton & M a Orà.. 6 | 10 9+ | B88— 93 59 7 Do, 6 ® Pref, .. 5 бб. |. 4.5 , |5614 8 
one \ pae х 5 7 т! 74— 8i 4 410 анга First Mort, Deb. Btock | 4 4 | 90 — 98 |4 6 0 
entra ectric Bu pl ‚ 4 | etropolitan 5 4 4 S3— 42 414 2 
apply, d FP и s | * —100 $5.9 3 Do. 44 % Cum. Pref.. b 4 4 4i— 48 417 4 
Charing Cross, West End & Oi; AC. E! 4i— 5i 413 0 Do, 44 % First Mort. Deb... Stock 4 4 99 —102 4 8 8 
Do. 44% Cum. Pret. . 5 | 4| 4| 4- 4 414 9 || Ро, Mort. Deb. . |Btock| 8 | 86 — £8 819 7 
зБ M gd г) 5 3 4| 8 4 вво) tant a VP es | 100 | 4 4| 97— 994 «10 6 
Do, Do, 4% Deb... T 100 | 4 1 94 — 96 4 8 4 Newcastle-on-Tyne б % Pref., H Я 5 5 | 49 4 537 
o — vg * а | b 5 4 * 5 5 0 0 "uv Non-Cum, | — 4i а 
о. 4 е Stock 4 44 8 —101 4 9 1 ort etropolitan Power Bu | 1 
City of London, Ord. 10 | 8 6} | 174— 19 448 ply, 5 5 9) Mortgages (Re (] 100 9 | 9 |101 —104 | 6:15 
Do, Cum. Pref, 10 6 6 124— 14 4 5 9 Notting Hill, 6 Non- Cum. 10 6 ( 10 11 OW 
Do, 6 % Deb. Btock| 5 | Б | 118 —122 420 Pref. f Nw ел | 
Do. 4496 Second Deb, 100 44 4 99 —102 4 8 8 Oxford B 1.7 6+ b3— 63 ха 1516 0 
Стану 850 riage Ord.. 10 6 | 4+| 114— 12 xd 5 0 0 St. James' and Pall Mall, Ота, 5 |10 | 10} BA— 94 | 5 5 8 
Do. i» 10 | 6 | 6 | 118— 123 xd 119 0 Do. Tx ret. Si 6|7|"| 6— 7 416 7 
Do, 422 3 Deb. Stock | 44 4 106 —108 48 4 Do. Ф T 100 | 83 83 #5 — FR 819 7 
Do, Becond Deb. | Btock | 44 44 | 100 —103 4 8 3 | Smithfield Markets, Ord, 5 2 | | ig— 1 T 
Edmundson's, Ord. А : b М |. и 13 Nil Bouth London, Ord. A 4. [rl 9 — a 514 8 
Do, 6 % Cum, Pref. .. 5 Nil | Nil з— 8 Nil Do. 59$ First Mort. Deb. Ja 100 5 5 98 —101 19 
Do. 4496 First Mort. Deb, | 100 | 44| 44| 84 — 87 Б 8 6 South Metropolitan, 7 96 Pref... 1 1 1 là— 1} 5 12 0 
Folkestone .. „ө so, _ 6 61 4i— 5 514 8 Do. 44 % First Deb. Stock .. | 100 44 | 44) 97—100 410 0 
Do, 6% Cum. Pref. .. 5 5 5 | 4i— bi 415 3 Urban, Ord.. s% . £8 | Nil D— ee 
Do. 44 % First Deb. 100 43 4 92 — 95 414 9 Do. 5 Cum. Pref. . 4^ E113 | 24— B | is 
E „ 5 | 9 wl tt 8 512 6 Do. 43 % First Mort. Deb... | 100 | 44 43 B61— 884 5 1 
| Westminster, Ord, 5 10 9 R1— ч 6 8 1 
Do. 44 % Cum. Pret, . dE Ye Bes 13 0 
Ne AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
ropes 6 pres ee T b 6 6 53 .. |$ 4 4 || Monterey Rly. Light & Power 
tta, me wee wed eo Bis 5 8 uc DEA 4 ҮКҮ 100 6 | 6 | 88—84 | — 9/518 0 
e. 5 Kr Pref. .. «à 5 5 6 91 — 5% .. 1416 5 | Montreal, Lt., H. and Power .. | $100 | 8 9+ | 240 —250 +103 8 4 0 
8 n Mort. Bas. 100 5 5 96 — 97 — 38 8 1 | Northern, 55 Power and Coal, 3! $500 | 5 6+ | 89 — 42 
]. Com, .. | $100 | 7 7 | 114 —119 .. 1517 В lst Mort. Bonds 7 25 
сеа ee ee $100 1 1 121 —125 ee b 12 0 River Plate, е ees ee Stock 10 ee 240 —350 ee 4 0 D 
Cordobe t4 Power andT,Ord. | 1 8 |.. | H— 1438 |... |34 0 Do. Non-Cum. Pref, .. Do. | 6 | 6 | 109 —114 . 8 6 8 
M T % Deb. аб; be, 100 |.. |.. £6 — 99 1510 819; 5 Pitt se Vs .. | Шо. 6 5 | 102 —104 +1 1416 2 
leo, Lt. and P. о паш - .. 7. Pleo. Co., Montreal aA 
Eleo, Supply Victoria, t „ oo Ps Sh laud wrest Mort eb VV 
eo, Bu x a a tal — * 

с ы A in 17 W 619 1 Do, E % Con. iat Mort, Bondi $500 | 5 | 5 | 108 —110 . [ino 
ес. V. * . er. е eo ee — ee | 
име ц EAM e: ike ТЫЫ ДЕ 

за в . e hd ee Uc era e е 
Ea 1136 i 860 Ist Mort. Deb. J| 100 | 6 | 5 | 94—97 6 8 1 
Puls powot da. 'G. Bs. 950 А 6 |1 i . 1414 4 9 Falls ролен Fiet: pi 1 |115.11784. 31— 14, ee ee 
ee ee ee eS ower an 
Melbourne, 5 ist ў Mori, Deb. 1o | 6 | 5 102—106 ATE Ist Mort. and Lt} 100 | 6 | 6 | 108 —106 ve, OBESE 
can е 3. ee — + 
Mexican Lt, & 8 8160 4 4 8—9 —2 426 
et 3 4 Cum. Pref. oe ee $100 7 3 109 —112 ae 6 Б 0 
b TELEGRAPH AND TELEPHONE COMPANIES. 
Amason Telegra h ee ea 10 4 ee 7i— 73 ee 5 8 8 Monte Video Telephone Ord. ee 1 6 oe 1 — 1 6 6 B 
Do. 6 Deb. Red. в .. | Воск | 5 5 96 — £8 + 5 2 0 Do. 4 p wig 1 b 6 i 6 6 8 
American сер а TOLE., Cap. | $100 | 8 8t | 149 —151 42 16 6 O || National Telephone pe. Stock 6 |.. | 155 —157 ate s 
Do. Collat. $ .. [$1000] 4 4 Hm 953 .. |4 8 9 | New York elep. and $ Gen.Bnds.| 100 44 | 44 | 1003—101 +3/4 8 5 
Anglo-American Telegraph .. Stock 8 8 — 70 + 35 7 2 || Oriental Pg. 180: ea 1 8 |.. 14 112 æ. |4 8 2 
85 буге ee ee oe Do. 6 6 пупе ee 5 4 10 . 6 1. ee ee 1 6 6 1 1 ee 4 18 b 
Do. | 80 r 16 Do 44 Red. Deb. . stock € | 4 | 88 — 90 — 49 
me Serre — Der 10 6 | 5 | 102 —104 416 9 | Pacifo ар de Bae Do, | «| 6 | 98—100 | .. |818 
hon 5 7 8 78— "d .. |4 811 || Reuter's ва 10 10 103— 103 .. 18 14 5 
Commer Е Cable, Stig. 4% Deb. MAN - 4 88 15 a ; г Ц ырш иб Gables Tros -- | Cert. | 6 6 | 198 —181 +1 |411 7 
a e egre ee oe oe eo ep one + О $, -— b 
Do. 10% Pref...  .. 10 10 |10 | 16—17 s [514 8 Baw’ et] s «| «4| 994-1019 |`.. |488 
Direct Telegraph, Ord. Б 4 |.. .. 15 6 8 || United е: Plate Telephone 6 8 |.. m 7 2 |5 411 
Do. 1 Cum. eee eo 6 10 10 7 e 6 17 11 Do. 5 96 el. .. ee 5 5 6 54— ee 4 8 11 
Direct United States Cable  .. 10 | 5 4 7 8 . |6 5 0 | West Coast of America .. — .. W 9 | .. 104— 1 .æ. |818 6 
Direct W. India Cable, B.]! 100 | 4 4 | 98 —100 410 0 Do. 4 X py Brus. Bub. fel. | 100 | є | € | 96 — 99 .. | 4 010 
таман Telegraph Ота. Stock Stock 7 7+ | 180 —183 Я б 5 8 || West India and Panama Teleg. 10 94 |.. =. ie ©» 
Do. Bi Boon. Do. | 8| 84| 73 — 80 .. |4 7 6|| Do. 6% Cum. Ist Prei. 10 | 6 | 6 | 101— 1 . s ii 1 
Do. 496 Mort. Deb. .. ..| Do. 4 4 101 .. |8 18 10 Do. 6% Cum. 3nd Pref, ... 10 6 6 1 . 1617 0 
Eastern Extension ve is 10 7 Tt | 15$— 1 5 2 9 Do. Debs. .. .. | 100 5 G | 101 —108 +51417 1 
2 vi реза 8 Stock | 4 4 984—100 . 1819 7 nem elograph, Lid. es дЕ : i — 182 vx 5 i a 
an . ө • ea — ee 
Mt, Db. Mauritins Suh} | 39 | € | € | 98—01 | + 4/819 8 |! western Union 4} % Fag. Bonds | $1000 44 | 44 100 —108 . 475 
ee en, ш RS , jii 
Q- uropean e р ee es =. ee 
Mackay Companies on 100 5 5+ | 87—91xd | .. S 9 11 
Do. 1 s 100| 4 4 €8— "1xd | .. 5 12 8 " 
Marconi’ jreless Telegraph 190 5 u— 57 — 815 6 
Do. 7% Cum. Partio. Pref. 11774 4$— 4 — 911 9 


8 Unless otherwise stated, all i anars are fully paid. 


+ Paid ia deferred interest warrants, 


Contimnwed om mext pate. 


t 8s. in Funded Dividend Certs. 


— — — — 
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SHARE LIST OF ELECTRICAL COMPANIES.—( Continued.) 
| ELECTRIC RAILWAYS AND TRAMWAYS.—HOME. 


Btook Closing | Rise Present Btock Rise | Present 
NAMB, er. |0 аваз tions |+ or| Yield NAME. eic 
Share. pt. 24. | Fall] p. o. 
* [1911, 19182. & в. d. * 1911. 1912. 8 з. d. 
Beth Pref. Ord, .. ee 1 [NU ND; 7 as Nil M Rall Consol... | 100 1 là! 68 — 634 211 2 
: Do. 6 9 ee ee ee 1 6 жак. . 6 B 1 Do. 8 lus ee ee 100 + 64 — 66 4 8 4 
Do. ag Deb. ee ee е 100 44 4$ — 88 b 8 b Do, b. ee ee ee 100 87 — 89 8 16 11 
Brit. Elec. » 0 % Pref. . 100 ee ee 12 — 14 ° Do, • eo . 100 85 — 87 4 0 
е Do. ferred 100 "E os 6 — 8 | Do. r ) 5 ee 100 84 — 86 416 
- Do. Da. 6% Cum.Pr'f. | 100 6 | 6 89 — 92 610 5 || Metropolitan District Ord. .. | 100 N 413— 423 Nil 
Do. 796 Non-Cum, Рт”. | 100 | .. | 38 — 41 Ни Do. 696, Deb. .. .. ..| 100 | 6 | 6 | 141 —148 440 
Do. 6% Perp. Deb, ..| 100 5 | 6 98 —101 oe 1419 0 Do, 4% De - ..| 100 & 4 94 — 96 4 8 4 
Oentral London Railway, Ord. | 100 8 Bt | 77 — 79 B 15 11 Do. First Pref. .. ..| 100 4 8 89 — 91 419 0 
Do. Pref. ee ee ee n - 4 = — м ee У 10 1 Mas s ee ee ee ш б 15 — a с n 2 
eee ee ee ee АЕ 1 RI. oe etropo. Elec. Trams, Orå. ee т" 12 
Deb. .. . ee | 100 4 4 | 100 —102 . 1818 5 Do. Def... ae es - 1 |Ni|.. ＋.— 7 Nil 
SI а Bonth Landon, Ога, ..| 100 là| M!| 89)— : 8 711 Do. 6% Pref. .. ee T 1 6 5 — 1 5 6 8 
: Prei., .. 100 | 6 | 5 | 106 —108 412 7| Do. @ We se 100 | @| 4 98 —100 410 0 
. 1896 ee ee 100 6 b 104 —100 +1 4 14 4 Do. b Deb. ee ee ee 100 b b 100 —108 4 17 1 
. Do. 1901 ee ә 100 b b 108 —106 ee 4 15 8 Po es, Ord. ee ee ee 1 25 ee &=— ү 82 
| . из. .. 10 | 6 | 6 109—014 |: |416 2 | Do. 5 5% Pre. 1 | & | 6 - H 619 0 
E Do. 4 96 Deb. ee ee ee 100 4 4 99 —101 * 8 19 8 Do. i b. ee 100 4 E — 90 р 0 0 
Dublin United Trams, 6 % Pref. 10 6 6 12 — 18 +14 |412 4 || South Tram, 6 V Pref. 1 6 - F d 17 8 
Great Northern & City, Pf. Ord | 10 Nil Nil| 1i— — Nil Do. 4% Deb. .. . 100 | 4| 4| W— 5 68 
, 6 % Pret. es 1 6 | .. .. |8 0 0 || Underground Elec. Railways 10 | æ. | a 4$— ' Nil 
Do. W ee ee oe 100 é$ 7 — 76 ee 6 18 6 Do. “A M- ee ee of - 3 ә ~ 
Isle ot et Trams, 5% Prei. 5 ..| 9- 31 . 1411 0 Do @ eo | 10 4 91 491 
0 4 Deb. ee * ee 100 4 4 95 — 80 b 0 0 Do. 6 Income ee ee 100 1 £3 91 — 98 ee 
Lancashire United, 5 % Deb. 100 5 6 81 — 88 . |6 0 6 || Yorkshire (W , . 6 N ee — al Nil 
London Eléo. Railw'ys, 6 % Deb. | 100 4 4 96 — 97 .. |42 6 Do. 69$ Pref. .. - oe 5 8 š 490 
LondonU ted в е 10 Nil ee 4 — 5 — 2 ae Do. 44 е өө 0 0 oe 100 & & T9 — 88 6 8 5 
4% 9 өө ee ee 100 4 4 п ЕЕ 15 ee 6 6 8 
ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOREIGN. 
Anglo-Arg. Trams, Ist Pref. ee 5 Е е^ 53 5 2 4 La Plate Elec. Trms, Ord. ae 1 Nil | i— Г ee ee 
0 ind Pref. ee oe ee 5 E 4 54. — 1 5 3 6 Do. Pref. . е 1 6 ee 86— 1 ee 6 0 0 
Do. 4% Deb. .. ee ..| 100 4 4 96 4 4 8 || Lisbon Elec. Trams, Ord. ee 1 6 TEE: 1 411 6 
Do. Deb. ee ee 0 100 4% dà 100 —102 4 8 8 Do. 6 ee es ee 1 6 6 — 1 oe 4 16 0 
Do, 5 Deb. ee ee ә 100 6 Б 101 —108 4 M 1 Do. Б De ee 100 5 5 — ee Б 8 1 
Bombay Elec. 8. & " 0 | 6 | 6 11}— 19 . |5 0 0 || Manaos Trams & lst Deb... | 100 | 5 | 5 f 91 — 94 +1 |5 6 5 
Do, Deb. 4 4 — 99 . | 41011 | Manila Elec. R. and Lig., Bonds | $1000 | 6 5 | 1004—1094 | .. |417 7 
Do. 6% nd Ded. ..| 100 b 6 98 —100 .. |5 0 0 || Mexico Trams Com. oe 6. | $100 | 7 11 | 127 —130 +1 |5 7 8 
Inve., Ord. te 6 8 ee Tà— 7 . 5 4 11 Do. Gen. Con. 5 96 Bonds oe ee 6 6 98 —100 pad à 5 0 0 
% * өө ee ee 6 6 6 5— e 4 18 0 Do. 6 Bonds .. . • 100 6 6 1094 —104 е 5 14 10 
Do. 44% Deb. .. T 6. | 100 4| 4 | 1004—1 4 7 0 || Para Elec. Riys. & L&, Ord. . 6 | 10 [10+ — 7 6 7 0 
B. Columbia Heo. Rly., Def. .. | 100 8 | .. | 145 —150 +2 |5 6 8 Do. 6% Pref. .. ee ee 6 6 6 — ‚ |6 9 1 
Do. Pret. Ord. eo x ee 100 6 6 190 —1% ee 4 16 0 Do. 6 lst Deb. ee e 100 5 5 1 —1 e 4 17 6 
Do. 5 & Pref. .. oe .. | 100 5 Б 109 —113 e 4 9 1 || Perth (W.A.) Elec, Tr., Ord. .. 1 5 bt 14— 1 116 4 
Do. lst Mort. Deb. ee 40 4 994—1024 e 7 10 Do. 6 % 1. b. * oe 100 b 6 99 —102 ee 4 18 0 
Do. Vancouver Deb. .. | 100 108 —106 4 5 9 || Rangoon El. Tr. & Sup., Pref... 5 8 8 5i— e. |5 4 4 
Do. Con. 9€ өө е 100 4i 4 101 —1 + $ 4 1 0 Do. 4 96 1st De . ee ee 100 43 9 97 — 99 4 11 0 
Do. Б Рге a өө ee ге Б 5 5 " 4 16 5 Do. 1st Mort. 5 Bonds ee 6 B5 108 —104 — 4 16 2 
Do. 4% Deb. . ..| 100 Ei 4 | 99 —102 .|4 88 Do. 6% Mort. ..| 100 b 5 | 1014—1024 + 417 7 
Саре El о Trauma 1 23 65 a Sao Paulo 14. апа P. .. | $100 | 10 |1% —270 +44 [814 1 
Buenos Aires Trams (1904) 8 5 51 4 611 А b. А Д 5 Б 1043 —1083 . 414 0 
4 Par T ..| 100 b § 99 —102 . 418 0 re и 100 b 6 — 87 [515 0 
Havana Elec. BIJ, 696 Bonds 81000 6 6 99 —108 417 1 n. Elec. te Video b 1 NS . 614 3 
Kalgoorlie Elec. ee eo 1 Nu ee «Фұ— * Nil Do. 6 Pref. ee ee oe b 6 ee 4 == 5 • 6 11 7 
Do. 5% A Deb. .. 100 6658 — 01 . 5 10 0 Do. 6% Ist Deb.  .. .. 100 | 5 6,101 —104 416 2 
Do. 6% B Deb. oe o | 100 | 6 8 85 — 48 2 EN Winnipeg Elec. Riy., 44 % Deb. | 100 $$ | 44 | 1014—1034 xd 470 
MANUFACTURING COMPANIES. 
Aron, Orla. 1 |6 . |8 0 0| Crompton & Oo. 8 | ма .| . | Nu 
Do. 6 Pref. ee oe oe 1 6 6 ee 7 7 B Do. Deb... ee ee @e 100 6 5 66 po 66 ee 1 11 6 
Babcock Wiloox ee ee 1 28 ae ee 4 2 10 Dick, Kerr eo oe ee ec 1 6 i— ee 6 14 8 
Do. Pref. - ee . ee 1 6 6 1 4 . 3 16 10 Do. Pref. oe ее e 1 6 6 1 — 1 ee b 6 8 
British Aluminium, Ord. ee 1 Nil ee че — 5 ee е Deb... . . 100 а 6 97 — 100 ee 410 0 
Do, 6 % Cum. Pref... P 1 | Nil — А ae Edison & Swan, A, 28 paid .. 5 PN oe Й a oe Nil 
Do, 5 & Prior Lien Debe... | 100 | 6 | 5 —95 8 4 2 ; fully pela e e | .51|N| | TE | NI 
Do. Deb. Stk.. "T ..| 100 Б b 85 — ЕВ -- 5 18 8 Do. 4 d. T .. 100 é é 64 — 68 145 17 8 
B. I. & Helsby Cables ee ee 6 10 aZ 84 == à 6 8 1 Do. b Becond e ee 100 5 5 74 — 77 ee 6 9 10 
ро, Pref. es ee | өө b 6 6 5 = 68 е 4 14 1 Electric truction ae ae 2 23 83 = 1 ee 7 10 0 
Do. Deb... ee ee ee 100 103 —104 в 4 6 1 Do. Pref. ee ee ee 9 3 3 1 2 eo. 3 0 0 
British Thomson. Houston, Deb. | 100 94 — 96 . 1418 9 || Greenwood & Batley, Pref.  .. 10 1 1 7 8 4 |8 5 8 
British Westinghouse, Pref. .. B NUN (6 — ü T Nil Do. Deb... .. .. ..|10 5 | & | 92—9 eo |6 4 3 
Do. Deb... vs T .. | 100 4 4 — 68 . |6 7 0 |: General Electric, Pref. .. oe 10 6 5 10 — 11 1 10 11 
Do. 6% Prior Lien .. .» | 100 6 6 | 102 —106 . |514 8 Do. Deb.. T T ..| 100 4 4 92 — 97 „ 14 2 6 
точе У, Ота. ее ee 1 ee ee J- —3/. ee Nil Henley's, Ord. ee ee ee b 17 5+ 18 eb ` 5 15 5 
Do. ы ee ee ее 1 ee 4/6 —5/- ee Nil Do. в ee ee ee b 4 6 ee : 4 10 0 
Brush, 7 Pref. se ee ee 9 Nil. Nil 0 — i ee Nil Do oe ев 100 102 —104 ‘as Ы 4 6 1 
Do. 5% Prior Lien Deb. .. | 100 6 b 15 — 80 . 16 Б 0 || Indie-Ruübber, G. & 7. ES 10 |.. T 114— 13 $e AE 
Do. Ses ee ee 100 50 — 55 Ф 8 8 8 e 1. ee ee 10 b b 1 L4 4 411 7 
Deb. .. | 100 85 — 40 11 Б 0 || Telegraph Construction.. + 174] St | 84 — B6 - eo. 16 18 4 
Oallendet’s Cable. 5 |15 1 11 : 616 4 Do. b. [100 4 4 98 —100 +11600 
Do. Fref. ($^ wel | xx b 6 b — 417 7 | Willans 4 Robinson is 1 | Nil] .. i P Nil 
eb... ee 0 0 ee 100 & 4 —101 4 8 8 Pref, oe oe ee 5 Nil ec — 1 э» A Nil 
Oastner-Keliner .. .. .. 1 |90 |15 818 | + 3405 1 7 Do. Deb. | 100 | é | é | 58—60 <. 1618 4 
Deb... ee ec ee | 100 4 | 4 —106 ‚ |4 6 9 | 


* Uniess otherwise stated, all shares are fully paid. t Interim dividend. 


Bank rate of Discount 4 per cent. August 29th, 1912. 


6—— ͤ——— —ñ— ̃ A O:—tt.. —. I EAM MM NE —? ä . '. IDE EI УС ОЧРА S ͤ—᷑ͤ—1—— II IR GNE ̃ ———— EEN GOTT ЬЕ 
Vol. 71. No. 1,818, Saprawnen 37, 1912.) THE ELECTRICAL REVIEW. 518 


EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING AUGUST, 1912. 


- 


In the import section, the total of £194,090, compared with 
£180,702 in the preceding month, and lamp, machinery and tele. 
graphic and telephonic imports were on a more extensive scale 
than in that month. 

The re-exports at £23,741 were almost double those of the 
previous month. 

Of our several customers, New South Wales occupied the premier 
position with a total of £75,576, this figure being, however, 
unusually high owing to a large purchase of telephonic material, 


THE August returns of electrical business, both as regards exports 
and importe, disclose a satisfactory improvement over the preceding 
month. The exports reached a total of £530,350, as compared with 
£489,898 in July; this represents over £460,000 "worth of busingas 
exclusive of telegraphic material, and includes nearly £180,000 
worth of machinery, and cable exporta valued at £111 ,867—which 
latter amount is probably a record. Telegraphic exporta for the 
month amounted to approximately £69,000, being practically the 

Fame ав in July, while telephonic exports at about £65,000 were 

double those of the preceding month. 


Registered Exports of” British and Irish Electrical Goods from the United Kingdom. 


i. 1 e 27 | з I F gE EE Lp 
& $ 8355 592 3, |42 9 8| of 33 *3 | d 322 2232 
Destination of nr EFE FEE FEE ii ERE 227 T 8 75 fi 2 ЕСЕ Ee 4 
| E43 27 E28 334 35 29 353 $ 5 ? 
$ 2 828/283, 3% „ „ 8 ge | б [Bes] 288 
Ы EP 8 4 Ы pom 28 2 
& £ | £ | £ £ £ £ £ £ & £ £ £ 
Russia, Sweden, Norway and Denmark  ... | 1,495 76 77 132] ... 148 6,392| 8,644 666) 41 Y 1,944 | 21,362 
Germany wae singe TR bei eee | 1,701 2,484 b 18 | 562 145 1,929| 1,442 21. 35ůLV 75; 448 8,830 
Netherlands, Java and Dutch Indies eis 739 | 1,518] 107 "A ЖС 3 351| 367 7| 41 51 769 | 3,953 
Belgium ee заа ove sés ЖАР 663 488] 105 10 | 361 29 2,846, 698 25 16 403} 1,096 6,214 
France ... wes Y es is» 715 50; 3,421 dae 10 52 6,590| 103 1322 114/16,267 | 27,335 
Portugal see ane 28 20; ... 18 ; 20 176 19 52 825 5995 63 1,005 
Spain, Canary Isles and Spanish N. Africa... 100 771 862 P 797 3,617 640 75, 10 68| 6,486 | 13,426 
Switzerland, Italy and Austria-Hungary . 665 та 330 34 43 186 3,199 117 30| 903 ee | 1,197 6,704 
Greece, Bulgaria and Turkey Bs 647 128|  ... 13 à ai 1,029 30 9. rr 705 2,557 | 5,11) 
Channel Isles, Gibraltar, Malta and Cyprus.. BA 50 30 4 79 118 | 2,162] ... 4 11 71 | 2,529 
U. S.A. and Philippines  .. 1,379 | ... 2031 140 47 616] 276; 2145 .. m 20 | 2,899 
Canada and Newfoundland . ... | 1,287 | 3,870| 2,052) 1,199 | 170 | 4,758 13,956 443] 816 ... | 1,760| 2,507 | 34,848 
British West Indies and British Guiana РА 186 see 46 11 З Pu 163 11 16| .. 49 13 495 
Mexico and Central America А - 901 67 is s 874 24 266 105 32 | 2.029 
Peru and Uruguay ... s ‘ ses 41 13; 269 18 20 928 71212 s 24 | ... 99 | 1,196 
Chile ... "m ove ecc - T 199 59 296 51 13 207 4,829| 550 59, 28 63110,396 | 16,750 
Brazil ... eee sse ose T e.. | 1,733 1,288; 804 282 25 505 5,564; 568 85 33 | 7,592! 1,320 | 19,799 
Argentina .. . | 2,412 | R693) 829 242 30 | 485 3, 185 3,309) 4,079 339 3,077 4,655 | 36,335 
Colombia, Venezuela and Ecuador .. P 13 33 15 13 : КР — ‘ee Sl. sve 19 4 105 
Egypt, North Africa and Persia tee 109 227, 350 28 i 100 600; 801 103| ... 279 1,647 4,244 
British West Africa .. T ix 10 683 52 13 | ... а 236 22 bb . 68 225 1,314 
Bhodesia and Transvaal T" Vis . . | 2,091 410 304} 1,284 16 6 5,2292] — 173 ... 446 211 | 10,233 
Cape of Good ope T "T «ae T 1,475 8.044; 706 413 241 523 1,452) 43) 141, ... 71| 1,847 | 15,644 
Natal 1,113 | 2,316; 1,148) 171 14 16 2,842; 140 1150 13 24! 1,230 | 9,172 
Zanzibar, Brit. E. Africa, Mauritius and | | 
Адеп sse "m 54 10 265 26 | eee 51 104; ... d 6 116 1,380 
Madeira and Portuguese Africa 111 268 Өр: а : 46 1,0071 ... | е 36 | 1,547 
China and Siam ee eee eee eve 480 2,816, 277 41 |... 986 936| ... 345 14 191 405 6,521 
Japan and Korea Г eee * T" 252 38,107 267 119 |... 1,599 13,849 9,626 3,132 49, 704 | 67,704 
India... а E а ..| 2,862 | 6,469| 2,144| 3,464 | 191 1.238 | 12,626| 9,913] 2,228 338 | 916) 774 | 43,163 
Ceylon .. T 307 377 1,113 113 ее | “+ 172! 1,394 707, 13 40 285 4,511 
Straits Settlements and Federated | Malay | | | 
States sae one 210 3,382, 349 30 — 184 1,532, 131 185 11 | 3,445; 3,110 | 12,569 
Hong Kong 13 | 42 49| 1. | 451 701 е 63 17 54, 1,676 
West Australia TP eee ove ʻi | 583 859 222 861 | 205 | 983 1,539 733 6 25) 382 | 6.621 
South Australia 852 T “ee eco | 45 418 IN 546 | o 123 998! ... eve 962 5 3,235 
Victoria ^ ·6—＋—ã tees . . | 8,9813 | 6,744] 708 3,022 13 5 | 3,184] 1,314 31 12 5,152. 23,8 1 
New South Wales ove ese sis e | 5,167 14,438 693 1,143 104 1,406 | 17,783} 923 112; 17 238,891 4,899 | 75,57 
Queensland vss aise eee 7 439 222: 49 2389 | ... 436 | 2,540, 453 108, ... | 1,819 893 7,348 
Taamania „ 229) 200 s 32000 . 1,010 . | L,850 
New Zealand aud Fiji Islands T ee | 1,723 5,988 756! 1,265 930 | 3,353! ... 330| .. 4,811; 2,077 | 21,263 


—— — — 


1,922 64,916 


— — 


15,237 2,018 [16,132 16,058 


— 


Total, & 35,397 111, 86719, 275 


68,813 мол 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


Russia, Norway, Sweden and Denmark ... | 1,405 20 T 15'... 179861 A 511 5 5,384 10,204 
Germany s see T ... 7,157 | 7,238 2, 364 12,281 6,479 275 62,657 |2,494 | 3,319 | 7,421 19,661 131,346 
Holland sos s а sis ees | 6 Ras 192 452 12 680 jus 20 411 1.773 
Belgium "T "T * wee Т 818 | 1, 298 9 183 100 wae 1,664 88 414 864 3,274 8,742 
France .. set ese us eis T | 84 200 | 725 635 559 1,071 141 | 980 998 | 3,661 1,279 10,333 
Switzerland... "е eee wine isi | 69 | 1,697 | ... 19 100 i 1,017 eo! ee Vals 1,312 4,214 
Italy ... wi — wes at ә sas 75 615 ! ... ais ate % 1,158 20 vs vis 2,936 1,804 
Austria-Hungary ..: T gs 5 | e. |1,012|... 486 78 ... 68 | ... iss 192 216 2,052 
United States... e wae vus +, | 1,770 29 | 665 240 846 30 | 9,828 6,133 66 106 364 20,068 
Canada às ve s ios 20 é i T" is T" 91 75 T 18 204 
Total, д |11,404 [12,100 3,763 [14,051 8,614 1,388 80,165 19,715 | 5,416 12,269“ 34,855 193,740 


Various countries, mainly as above 


third columns contain many amounts relating 
materials to those appearing in adjacent columns. 


Additional imports : Spain, carbons, £350. 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


10,278 810 | 


TOTAL Exports: £530,360, 


the country of origin. 


to * goods ” 


642 | 237 


TOTAL RE-EXPORTS: £23,741. 


#00 | 7,480 | eee | 289 


427 


3,578 | 23,741 


TOTAL IMPORTS: £194,090 
NoTE.— The amounts appearing under the several headings are classified according to the Customs returns. The first and 


otherwise unclassified, the latter, doubtless, consisting of similar 
Imports are credited to the country whence consigned, which is not necessarily 
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THE USE OF MICA IN THE INSULATION OF 
ELECTRICAL APPARATUS. 


By A. P. M. FLEMING, M.I.EE, and R. JOHNSON, A. M. I. E. E. 


(Concluded from page 446.) 


Some attempts have been made to use annealed mica for 
commutator segment insulation, but, as already stated, 
there is very considerable tendency for this material to dis- 
integrate, and thus far such experiments have not met with 
success. 

With regard to the bushings insulating the commutator 
from the supporting frame, some manufacturers prefer to 
use paper instead of mica, partly on the score of cheapness, 
and partly because an even thickness, and consequently 
better bearing surface, is more readily obtainable. 

Unless a very good fit is effected, so that the commutator 
remains rigid when running, ‘high bars," “flats,” * high 
mica,” and other troubles will be experienced. Moreover, 
with very high speeds where the stresses are great, an actual 
grinding action may take place on the insulating bushings, 
and these, if of mica, will be readily reduced to powder at the 
places where the grinding takes effect. 

Tt is, however, only a matter of careful manufacture to 
make mica bushings as uniform in thickness as paper, and 
undoubtedly mica insulation possesses great advantages over 
paper for this work. Even when the commutator never 
attains a very high temperature, paper rapidly dries to 
extreme brittleness. Paper, moreover, loses its insulating 
value when subject to deposits of moisture, such as may occur 
when the conditions are such as to favour “ sweating " of the 
commutator. 

Mica bushings for commutators are moulded from stiff 
built-up sheet. Thin sheets are used for this purpose, and a 
considerable number employed to make up the total thickness 
required. "These sheets are softened by heating them in an 
oven or on a steam plate. "They are pressed by hand into 
the hot mould, the heated core then being inserted and 
screwed down. 

Mica bushings are made in thicknesses from 4! in. to 
„y in. according to the size of the commutator for which 
they are intended. When these bushings have been arranged 
in position in the commutator, it is the general practice to 
heat the whole commutator up in order again to soften the 
insulating cement, and thus allow the various parts to be 
tightly screwed up, and in this way properly bedded. For 
this reason a much larger percentage of cement is allowed to 
remain in the bushings than in the mica for the segment 
insulation. : 

4. Other Applications of Mica.—In addition to commu- 
tator work, mica is extensively used in the insulation of 
armature windings, especially those for high voltages, and 
also for moulded work of various kinds, insulating bushings, 
tubes, washers, &c. 

For the insulation of oil-cooled transformers mica is not 
generally used, since the oil is liable to attack the binding 
cement. 

For bushings and washers the principal value of mica lies 
in its permanence and heat-resisting nature, and in this con- 
nection it is well to remember that the insulating value of 
such bushings and washers depends mainly on the amount of 
creepage surface it is possible to provide, this often being 
entirely out of proportion to the breakdown value of the 
materials employed. 

For mica tubes, particularly when of small diameter, 
a turn or two of paper both inside and outside should be 
used as a protection, otherwise there is a tendency for the 
mica to flake and to be easily damaged. It is still better to 
make the tubes of paper and mica throughout, this improv- 
ing their mechanical strength considerably. With this 
method the insulating value is not seriously reduced, and if 
the tubes are well made by rolling the material on to man- 
drels under heavy pressure and heat, they are as fire-resisting 
as the all-mica tubes. 

Specially constructed machines are now used for the 
manufacture of these tubes. The paper used for backing 
the mica usually amounts to 40 per cent. to 50 per cent. of 
the total weight of the finished tube. "These tubes can be 


made circular, and afterwards re-softened by heat and 
blocked out to rectangular shape for the lining of armature 
slots, or they can be made directly to the shape required on 
suitable split steel mandrels. Eso 

For low-voltage armature coils, owing to the necessity for 
keeping the thickness of insulation in the slots down to the 
minimum possible, it is much more difficult to apply mica 
satisfactorily than the other kinds of insulation more 
commonly employed. Except for railway motor work where 
the temperature conditions are severe, it is very doubtful 
whether its use is justified. Insulations of prepared paper 
or cloth have proved perfectly satisfactory for low-voltage 
work, and are, of @burse, much cheaper. 

For the insulation of low-voltage armature coils, the most 
satisfactory plan is to build the mica on to & backing of thin, 
tough paper with flexible sticking varnish, and to wrap the 
sheets thus formed around the slot portions of the coils, 
holding the wrapping in place with a layer of tape. i 

A second method is to avoid the use of the paper by 
moulding hard troughs of mica to fit the slots and to push 
the coils down into these. There are two disadvantages in 
this method, the first being that since the troughs are open 
there is only a very short creepage path from the coils to 
the teeth of the armature, and the second, that in winding 
the coils into the troughs it is easy to fracture the insulation 
at the immediate ends of the slots. A similar method, 
designed to overcome the first of these weaknesses, is to 
mould the troughs with lips at the top. These troughs are 
sprung on to the slot portions of the formed coil, the lips 
overlapping, and in this way effecting a completely closed 
insulation. This is bound tightly in place with a layer of 
tape, and the coil thus insulated is then placed in the slots. 

For high-voltage armatures the radial thicknesses of in- 
sulation necessary around the slot portions of the coils are 
sufficient to render it possible to make a sound mechanical 
job with a mica insulation, and there is no question as to 
the utility of the material for this class of work. 

The mica is used with a backing of cither treated cloth 
or paper, made up with flexible varnish and wrapped on by 
hand, or made up on a thin paper with shellac varnish and 
hot ironed on to the coils by machine. Coils insulated in 
either of these two ways can, of course, only be used in 
machines with open slots, or in closed slots when one end 
of the coil is left open so that the coil can be pushed into 
position, and the open end afterwards jointed up. When 
the coils are formed directly in the machine by threading 
the wires singly through the slots, the latter are lined with 
tubes made up of mica or paper and mica, as referred to 
earlier. . 

The most satisfactory insulation is that obtained by 
ironing the mica directly on to the coils, as in this way a 
solid thickness of material free from air pockets can be 
obtained. When applied to coils where the individual turns 
are separated from one another by mica strips or troughs, and 
the interspaces between conductors filled solid by impreg- 
nating with insulating compound, these coils are rendered 
best capable of resisting deterioration due to electrochemical 
action.“ 

Where severe mechanical stresses may be expected on tbe 
end connections of armature coils, as is sometimes the case 
in turbo-generators, the flexible cloth and mica insulation is 
preferable, unless the projecting portions of the coils are so 
heavily clamped as to prevent any movement. 

The end connections of armature coils are generally 
insulated with treated cloth strips or cotton tapings. Some 
attempts have been made to use a mica tape for this work, 
such tape consisting of one or two layers of thin mica split- 
tings built up with a flexible varnish on paper or cloth. 
Such a tape, however, will not stretch, and, therefore, buckles 
around the corners, the mica slipping or cracking, and its 
use has met with very little success. 

The proportions of mica and paper or cloth in the 
wrappings used on high-voltage armature coils are usually 
such as to give about 40 per cent. by weight of mica in the 
finished insulation. Where very thin paper is used, as much 
as 70 per cent. of mica is sometimes obtained, but the 
insulation is usually not so good mechanically. 


* See paper on Chemical Action in High-Voltage Armature 
Windings, by Fleming and Johnson, read before the Institution of 
Electrical Engineers, January, 1911. 
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.. IMPORTANT CASES IN THE LEGAL 
| YEAR. 


[FROM A LEGAL CONTRIBUTOR.] 


THE legal year which came to an end in July has not pro- 
duced many cases of great interest to the electrical world. 
Nevertheless there are a few decisions involving the dis- 
cussion of various points of a more or less technical character, 
which it may be as wellto recall to the attention of our 
readers. Some of them have been reported either briefly or 
at length in these columns, but others have only appeared in 
law reports which are not very accessible to the lay 
reader. 

The liability of a contractor for the negligence of a 
sub-contractor has frequently to be considered and is by no 
means easy to determine. The sub-contractor is of course 
liable for the negligence of his own servants ; but the con- 
tractor will in some cases also be liable for that negligence. 


He will not, however, be liable for the collateral negligence . 


of a sub-contractor's servant. In the case of Padbury v. 
Holliday and Greenwood (28, T.L.R. 494) the defendants 
were employed to erect certain premises, and the contract 
involved the employment by the defendants of sub-con- 
tractors to execute the special work of putting metallic 
casements into the windows. While one of these casements 
was being put in, an iron tool was placed by a servant on 
the window sill ; and the casement having been blown to by 
the wind, the tool fell and struck the plaintiff, who was 
passing along the street. The tool was not placed on the 
window sill in the normal course of doing the work which 
the sub-contractors were employed to do. The plaintiff 
sued the defendants, claiming damages in respect of his 
injuries. It was held that the injuries were caused to the 
plaintiff by the collateral negligence on the part of a work- 
man who was the servant of the sub-contractors and not of 
the defendants, and that the latter were therefore not liable 
for the consequence of that negligence. 

The law with regard to registration is such that it is 
by no means easy to say what will and what will not be 
registered as a design. In a case where a plaintiff alleged 
that the defendants had copied his design for triple-spoke 
wheels, Mr. Justice Parker laid down some general principles 
which will be of use to persons who are seeking to register 
designs in future. He said that a design to be registerable 
under the Patents and Designs Act, 1907, must be some con- 
ception or suggestion as to shape, configuration, pattern or 
ornament. It must be capable of being applied to an 
article in such a way that the article to which it has been 
applied will show to the eye the particular shape, con- 
figuration, pattern or ornament, the conception or suggestion 
of which constitutes the design. In general, an application 
for registration must be accompanied by a representation of 
the design—that is, something in the nature of a drawing or 
tracing, by means of which the design may be imparted to 
others. A conception pr suggestion as to a mode or principle 
or construction, though in some sense a design, is not 
registerable under the Act. Inasmuch, however, as the 
mode or principle of construction of an article may affect its 
shape or configuration, the conception of such a mode or 
principle of construction may well lead to a conception as to 
the shape or configuration of the completed article, and a 
conception so arrived at may, if it be sufficiently definite, be 
registered under the Act. 

There have not been many cases relating to trade names 
and their use, but in those which have been decided certain 
important principles were laid down. Thus it has been held 
that an exclusive agent for the sale of distinctive goods 
cannot maintain an action for damage to his trade by the 
alleged passing off of other goods in imitation of those dealt 
in by him. 

Another case illustrates the fact that the Court will some- 
times intervene to prevent a man making use of his own name 
if it be proved that he is doing so with a fraudulent object. 
It appeared that one, Thomas Kingston, who had been for 
Some years in the employment of the plaintiff company, and 


had become skilled in his business, and obtained a reputation 
amongst its customers, left that company and took steps 
along with another person to promote the defendant company 
to carry on the same kind of business as the plaintiff com- 
pany. The defendant company having been registered, the 
plaintiffs sought to restrain them from carrying on business 
under their registered name. It was held on the facta that 
the use by the defendants of the name of Kingston” was 
likely to mislead or deceive the public into the belief that the 
defendants were the same company as the plaintiffs, and 
that as the defendant company did not incorporate the 
individual right which Thomas Kingston had to carry on 
business in his own name, and as he did not transfer to 
them a business and goodwill, but merely authorised the 
defendants to use his name, such use was not justified and 
must be restrained (Kingston, Miller & Co., Ltd., v. Thomas 
Kingston & Co., Ltd., 28 T.L.R. 246). 

Although there have been many patent cases tried 
within the year there only appears to be one which involves 
the decision of any general principle in relation to the com- 
pulsory working of patents. It was there laid down that 
Sec. 27 of the Patents and Designs Act, 1907 (which pro- 
vides that within certain time limits application may be 
made for the revocation of the patent on the ground that 
the pateuted article or process is manufactured or carried 
on exclusively or mainly outside of the United Kingdom), 
was passed for the benefit of the public, and is not pri- 
marily intended to confer benefits on individuals. In con- 
sidering whether there is a proper case for revocation of a 
patent under the section, the Comptroller or the Court is 
bound to look primarily at the interests of the public. The 
non-application by the owners of a patent for a voluntary 
or compulsory licence to work the patent was held not to be a 
sufficient reason for revoking their patent under Sec. 27, 
where nothing they could have done in the way of working 
the patent in this country could have been done without 
exposing them to the risk of proceedings for infringement. 
(In re Taylor's patent (Parker, J.,) 28, T.L.R.) 

In the domain of tramway litigation, there is one case to 
be recorded. We refer to that in which an important 
principle of rating was laid down. The appellants were 
the occupiers of, and worked as one connected system, a tram- 
way and a light railway, constructed on certain highways. 
The tramway and the light railway were as to mode of con- 
struction 'and the materials used therein identical, and the 
same carriages were used on the tramway and the light rail- 
way. It was held that the land occupied by the tramway 
was used ав а railway within the meaning of Sec. II, Sub- 
Sec. I (B) of the Public Health Act, 1875, and that the 
appellants were therefore entitled to be rated in respect of 
it in the proportion of one-fourth part only of its net annual 
value. Swansea Improvements and Tramway Co. v. Swansea 
Urban Sanitary Authority (1892) J.Q.B. 357 Overruled 
(Metropolitan Electric Tramways (Ltd.) v. Tottenham 
Urban District Council, 28 T.L.R, 234). 

Another attempt was made during the past year to estab- 
lish the principle that a municipal authority supplying elec- 
tricity has the authority to deal in electric fittings. Mr. 
Justice Eve in the case of the Attorney-General v. Mayor, &c., 
of Sheffield (28 T.L.R. 266), laid it down that under the Elec- 
tric Lighting Acts and Provisional Orders made thereunder a 
munitipal authority has no power to carry on the trade or 
business of supplying electric fittings and wires for use by 
those to whom they supply electrical energy or by others. 
While a municipal Corporation may have a common law 
right to carry on such a trade or business, it has no power 
to use for that purpose funds raised under statutory authority 
for the purpose of supplying electricity. 

Space does not admit of our dealing in this article with 
the numerous cases which have been decided in the settle- 
ment of disputes between master and servant. ^ Mention 
may, however, be made of a point arising in relation to 
fidelity guarantees. By a fidelity policy the defendants 
undertook to reimburse the assured in respect of loss sus 
tained by any act of larceny or embezzlement upon the part 
of their employé. It was held by Mr. Justice Hamilton 
that the word “ embezzlement " in the policy was to be con- 
strued in the same way as it would be construed when used 
in an indictment (Debenhams, Ltd., v. Excess Insurance 
Co., Ltd., 28 T.L.R 505). 
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NORTH-EASTERN COUNTIES ELECTRICAL 


EXHIBITION. | 


Tue North-Eastern Counties Electrical Exhibition at New- 
castle-on-Tyne concluded its second week on the 21st inst., 
and has already more than justified its inception, for, during 
the 13 days it had then been open, more than 80,000 visitors 
had inspected the display, and the last date named was 
characterised by the largest attendance, for it was close upon 
9,000. The aim of the exhibition, as we have already 
mentioned, was to bring home to the householder the many 
uses to which electricity can now be put in the home, and to 
illustrate at the same time its true economy—its brightness, 
cleanliness, and, at least in the North of England and other 
favoured places, its cheapness. This object has been fully 
achieved; on almost every hand the standholders express 
their satisfaction with the results of the exhibition, so far as it 
has gone ; inquiries have been reasonably numerous, as have, 
in several quarters, the sales, while the seed of knowledge of 
the potentialities of electrical domestic economy has been 
sown broadcast. 

The aim of the promoters was to bring the recent develop- 
ments of electricity in domestic matters to the cognisance of 
those householders who already use it for illumination, and 
to a very large extent that object has been achieved, for this 
has proved to he the most numerous and most 
prominent class of visitor making intelligent inquiries as to 
the adoption of electricity. It is also satisfactory to note 
that the organising manager and secretary, Mr. W. Peacock, 
bas not had to deal with a single complaint. In leaving 
generalities it may be mentioned that the Exhibition is— 
almost needless to say—brilliantly lighted, charming from 
every prospect, pretty and attractive even to the least 
learned ; it has proved a great attraction as a combination 
of instruction and pleasure, and each week an excellent 
military band has lent its own charm. 

One of the most interesting, as most recent, of attractions, 
is the electric geyser or water-heater. This is the invention 
of Mr. Krabb, of Glasgow, and is exhibited by Mr. Vesey 
Brown on behalf of the K.P.H. Syndicate. Mr. Krabb 
uses à resistance of ordinary carbon granulated into small 
pieces, and packed into a container of porcelain or other 
material which has a low coefficient of expansion. The resistance 
is packed to suit the flow of water and temperature desired. 
In the examples shown here the current varies from 12 to 
144 amperes at 240 volts, and heats 13 gallons to-120° F. 
from cold (56° F.) in four to five minutes. The consumption 
of energy is, therefore, about 1 B. of T. unit to every 5 gallons. 
Other patterns are made with circulating tanks to contain 
20 to 25 gallons for baths, or small quantities suitable for 
restaurants and the like. With the geysers installed in a 
house, one cold-water pipe throughout, with a tapping of the 
heating circuit to the geyser, would be all that was necessary 
in each bedroom, dressing-room or lavatory. Not only does 
the geyser heat the water, but it also filters it in a very 
efficient way. As to the cost, having in remembrance 
that the Newcastle supply costs but little over 75d. 
per unit, and at Sunderland it only costs 5d. per unit, 
it is obvious that the district is one in which the invention 
might well be expected to find favour. 

On the adjoining stand is one of tbe Marconi Wireless 
Telegraph Co.'s installations, and much prominence has been 
given to the utility of this means of communication as 
between ordinary cargo vessels. The 4-kw. pattern is erected 
in a space which illustrates how little loss of cargo room 
there is required for the installation of a really useful service 
calculated to meet all the requirements of the ordinary 
cargo steamer. The induction coil pattern has also attracted 
much attention, and in respect of each the firm has had 
several inquiries. Its adaptation for use on tugboats has 
formed the subject not only of comment, but inquiry, and 
the practical-minded visitor has seen great possibilities in its 
use on tugboats on a coast which has an evil reputation in 
times of stormy weather. In another regard much attention 
has been directed to wireless telegraphy, that is for field sets 
for military and quasi-military purposes. 

One phase of the domestic use of electricity to which very 
much attention has been given i8 its employment as a means 


of cooking. The collection of appliances is very eomplete, 
and a very varied display is the result. The Ferranti oven, 
with its two-heat simmering plate, grill and single-heat disks 
is regarded with much favour; and the disk stoves for 
boiing, simmering and toasting. proved their adaptability. 
Simplex Conduits, Ltd., of Birmingham, also are exhibiting 
many forms of cooker, from a simple electric toaster or a 
kettle, hot-plate or boiling plate, to a large oven. The same 
firm are drawing attention, with good results, to the 
Brimsdown ** Wirum" lamps, which are packed in a novel 
carton which enables hundreds to be examined without 
unpacking and in a very short space of time. Other firms 
contributing to this excellent display are Messrs. Scholey and 
Co., Johnson & Phillips, Veritys, &c. | 

To show the process of. electrical cooking, the use of the 
many appliances ready to hand, and the economy of its use, the 
Newcastle-upon-T yne Electric Supply Со. are giving frequent 
demonstrations which are not only interesting in themselves, 
but in many cases prove little short of revelations to the 
visitors. | | 

It has been a source of continual surprise to many visitors 
to learn how readily electricity can be converted into heat for 
ordinary heating purposes, but in scores of forms illustrations 


are being given of this use. Mr. Е. T. Hanks, of Newcastle, 


has the * Bastian" heater, which is manufactured by the 
London Electrical Trading Co., and this compact form of 
heater has a special local attraction, as the spiral wires are 
enclosed in Vitreosil, which is made by the Thermal Syndi- 
cate, at Wallsend-on-Tyne. These heaters form but one 
feature on an attractive stand, which includes electric speed 
indicators, for giving the speed of the turbines at any part of 
the vessel, obviating the necessity of signalling to the engine 
room to ascertain the speed. The display of the colour- 
matching lamp has also proved attractive, and led to business. 
The Ferranti disk fire, with its ornate antique copper reflector, 
was much remarked upon. It is claimed that these can be 
worked locally for 14d. per hour. 

A very complete exhibit is the working electrical laundry 
of the Provincial Laundries, Ltd., Newcastle. Here are 
shown the whole of the processes— except the mere 
washing and starching—and for each operation electricity 
is utilised, the drying ready for polishing, the polishing by 
& rotary machine, the damping along the middle of the 
collar to prevent the linen breaking, and the shaping of the 
collar ready for use. Then there are shown various species 
of electric irons suitable for different classes of laundry 
work, 

.In an opposite corner of the hall is another stand which 
has a great attraction for a certain section—an electrical 
nursery. The little one’s cot is gently rocked, the food is 
maintained at a suitable heat for use, the place is warmed 
and lighted, and baby’s clothes are warined, all with the aid of 
a little electricity. It forms altogether a good commentary 
upon the manner in which this new agency may enter into 
the most intimate of domestic relations. 

The many modes in which electricity is made portable are 
illustrated in many ways, a striking exhibit being the 
Edison Storage Traction Co.'s motor-car (an elegant 
vehicle, which locally can be run for about 14. per mile), 


and а tradesman's electric “ runabout,” which latter is to be 


seen in the streets. The Chloride Electrical Storage Co., 
Ltd., have had many inquiries in respect of their 
accumulators, and they show a battery suitable for country 
house lighting, embodying their well-known rosette positive 
and box negative with wood separators. There is a large 
Show of Exide and Clifton accumulators, suitable for motor- 
cars, wireless telegraphy on ships and yacht lighting. 

The Float Electric Co. are showing their various types of 
portable lamps, and the facility with which these can be 
recharged with the electrolyte has been regarded with much 
favour. | 

On the stand of Messrs. E. Bevan & Co., of Newcastle, there 
is shown опе use to which their portable air-blast plant may be 
put. The exhibit is a brazed overhead trolley wire. It 
was brazed with the Stellite apparatus and then tested at 
Armstrong College under a tensile stress, and fractured at 
1:86 tons ; the brazing never gave way. Before testing, the 
diameter was # in. approximately, and under the strain it 
tapered at the centre to about ү; in. where it broke. The 
apparatus is designed for producing gas and air blast to be 
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delivered in an intense flame from a blow pipe burner, and 
hus just been patented. 

A good deal of curiosity and interest has been aroused 
by the Ozonair apparatus shown by Messrs. Robert Bowran 
and Co., Newcastle. The fresh invigorating air produced is 
во distinctive that few visitors pass without an inquiry. 

Apart from what have been mentioned, which are in the 
main the more popular features of the Exhibition, there are 
innumerable stands of interest to those concerned with the 
use of electricity in works, and in its application to industries 
generally, but these are all more or less foreign to the 
primary object of the Exhibition, which is the illustration of 
the uses of electricity for domestic purposes. 


INDIAN NOTES. 
[FROM OUR SPECIAL CORRESPONDENT. | 


Kabul.—After a series of delays due to various causes, 
active work is now taking place on the Kabul hydro-electric 
power scheme. Mr. Jewett, who is in charge for the con- 
tractors, Messrs. Osler, Ltd., bas received instructions to 
proceed with all possible despatch, and he has been supplied 
with 400 Afghan sappers and miners to push on with the 
head work, dams and channel at Jabal Siraj. Four sub- 
stations will be built between this point and Kabul City, in 
which place the larger portion of the transmitted elec- 
trical energy will be used for power and lighting. 

The new steam plant for H.H. the Amir’s palace is 
already in operation under the charge of Mr. Mallett, who 
has recently been appointed chief electrical and mechanical 
engineer to the Durbar. In spite of a good deal of local 
conservatism, the Amir has had his way, and a new era may 
be said to be established in Kabul. At present there are 
four electrical engineers und three mechanical engineers 
busily occupied in carrying out engineering contracts in 
different parts of the Amir's kingdom. Bridge-building, 
road-making, workshop erecting, and electric power construc- 
tion are all in active operation, and in a few years Kabul 
promises to be a busy industrial centre. Of late the Amir has 
taken to motoring ; his practical mind soon grasped the fact 
that a motor-car would bring him into eloser personal touch 
with his distant districts and their rulers, and it is characteristic 
of the Amir that strong conviction was soon followed by 
prompt action. Roads had to be made—the engineering 
section of his army and most of his prisoners were put to 
work. Rivers had to be crossed—contracts for bridges soon 
followed. 

The contracting firms, both mechanical and electrical, 
who are at present carrying out this work have served him 
well and gained his confidence, and he is faithful to them in 
turn ; and as no travellers are allowed into Kabul without 
his permit, it is extremely difficult for outside firms to 
procure work there. Catalogues and advertising matter are 
sent in voluminous quantities, but, owing to one cause or 
another, these seldom reach the right quarter. | 

AMadras.—The Electric Supply Co. continue to extend 
their mains, with, of course, a consequent increase of load of 
both lights and fans. With regard to the latter, local wiring 
contractors are up against a discouraging problem ; for, 
because of the competition of the electric lighting company 
itself, they find no market for their fans at present. 
Recently the supply company advertised locally that they 
were selling 2,000 Crompton ceiling fans at a big 
sacrifice” ; in fact, at less than cost price, in order to 
encourage their use. It is generally an accepted fact that 
wiring contractors are the unpaid commercial travellers of a 
supply company, and that the latter are as a rule content 
with selling electric energy ; but. things are done differently 
in Madras. A reason for this method of procedure might be 
given. The Crompton fan is a good one, and worthy of a 
better fate than throwing it away at less than cost price ez 
godown." 

Delhi.—The electrical work in the new temporary capital 
is proceeding rapidly. A large secretariat and numerous 


bungalows have sprung up with surprising rapidity. A high 
compliment has been paid to Mr. Pitkeathly, the former 
Electrical Inspector to the United Provinces, by the Govern- 
ment. For his splendid work at-the Durbar he was created 
a Companion of the Victorian Order, and in further recog- 
nition of his great organising ability and his powers of 
quick despatch, he has been selected to superintend the 
carrying out of the new temporary Government buildings. 

Indian Industries and Power says, in its August impression, 
that There is much dissatisfaction among firms in Bombay 
who supply electrical plant and do electrical work, at the 
system under which electrical contracts for Government are 
given. It is a general practice in Government departments 
to put contracts involving large sums of money out to public 
tender.” For some reason, this practice has not been 
invariably observed by the Electrical Department of the 


‘ P.W.D. in Bombay, it being a well-known fact that many 


large electrical contracts have been privately arranged, and 


9 the news that some chosen firm is carrying out a certain con- 


tract is the first intimation received by others of the electrical 
profession, who would only be too willing to tender if invited. 
It is to be feared that Bombay electrical firms are not the 
only ones who suffer this unpleasant experience. It may be 
said to obtain in Calcutta as well ; here no fewer than three 
large Government buildings have been practically handed 
over to firms without calling for tenders in the usual way. 
This is a reprehensible practice except under very special 
conditions, and should be taken notice of by the higher 
authorities in order that there should be no suspicion of 
unfair preference. | 
Calcutta. Electric Supply Co.—The new generating station 
at Cossipore has been supplying energy to the mains for some 
weeks back, and everything is working admirably. The 
increased demand for energy for factory purposes, and the 
necessity of centralising the several smaller power houses, 


decided the supply company to build and equip an entirely 


new and modern station, replete with machinery, which is 
the last word in electric economy. The Hugli side at 
Cossipore was chosen because land was cheap, plenty of con- 
densing water is available, and a convenient siding for coal 
was close by: The whole supply for the city and suburbs 
will come from Cossipore eventually, and the several present 
power houses will become transformer stations. Several new 
transforming stations are also being built at suitable distri- 
buting centres through the city. 

The total B. H.P. will be about 13,000, made up as 
follows :—Three 3,000-H.P. sets and three smaller units of 
about 1,000 H.P. each ; these machines are of the mixed- 
pressure turbine type, made by the Oerlikon Co. Current 
will be generated at 6,000 volts, three-phase, and transformed 
by means of motor-generators to 225 volts, direct-current, for 
lights and fans. "The condensing plant is by Messrs. W. H. 
Allen & Co., Bedford. The boilers, five in number, each 
capable of evaporating 20,000 Ib. of water per hour, are by 
the Stirling Co. Several boilers from the existing power 
houses are algo to be installed when convenient. 

The main switchboard is by the B.T.-H. Co., Rugby, as 
are also the switchboards in the sub-stations. 

For the new scheme about 60 miles of Glover's cable has 
been laid ; this brings the total mileage of the underground 
and overhead cable to about 400 miles in the city and 
suburbs. The total cost of the scheme is said by a loca 
paper to be about £400,000. | 


Waste Gas from Oil Wells.—For several years the 
Pacifio Light and Power Co. has used the waste gas on property in 
the Salt Lake oilfield for pumping, drilling and lighting, hut 
millions of cubic feet have been allowed to escape into the air.and 
be lost. To prevent part of this waste two gas engines, each of 
250 H.P. have been installed, and a steam engine, burning gas 
underneath ite boiler, has also been put to the work of producing 
electric power, the total plant giving 400 Kw. A connection has 
been made to the company’s power cable in Los Angeles, and if the 
small plant proves successful, it will be increased a hundredfold 
or more. The gas which will be so used is not 1 per cent. of the 
supply available to this company, and there are scores of other 
large sources in California.— Financier, . : 
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HIGH-FREQUENCY DISCHARGES IN HIGH- 
TENSION TRANSFORMERS. 


By A. J. MAKOWER, M.A. 


Ir is a well-known fact that, owing to the capacity of the 
windings of high-tension transformers, a breakdown of the 
insulation between the windings and the case is liable to set 
up high-frequency oscillations of a destructive nature in the 
transformer. Whilst these facts have been observed, yet it 
does not appear that any measurements have been made of 
the oscillatory discharges so produced. The following 
experiments were carried out with the object of gaining 
some information about these discharges. 

А 2-K. v. A. 40-cycle oil-immersed transformer with a ratio 
of 100 to 4,000 volta was connected to the supply circuit 
and a short air-gap connected between one end of the high 
tension winding and the case. It was found that continuous 
sparking was set up across the gap when its length was 
reduced to about 1 mm., and that the oscillation frequency, 


measured by a tuning circuit containing a variable capacity, - 


an inductance and a thermo-galvanometer, and loosely coupled 
to the oscillating circuit, was 4,130,000 cycles a second. 
The connections are shown in fig. 1, in which w represents 


МАМАМА G L 
ps ja 
. Fig, 1. ' 


the high-tension winding, (the case, and s the spark-gap. 
The low-tension winding is not shown. d, L and K are the 
galvanometer, inductance and variable capacity constituting 
the tuning circuit, which was loosely coupled to the oscillat- 
ing circuit by means of a few turns of wire. In order to 
estimate the electrical stresses existing between the different 
parts of the transformer before the sparking takes place, the 
following measurements were made: 

The capacities between the various parts of the trans- 
former were measured by charging and discharging through 
a calibrated ballistic galvanometer. The result of these 
tests was to show that the capacity measured between the 
high-tension winding and the case was 5,000 cm.; that 
measured between the low-tension winding and the сазе, 
3,150 cm.; and that measured between the high-tension 
winding and the case, with the low-tension winding connected 
to the case, 7,400 cm. 

If we call к, the capacity of the high-tension winding to 
the case, K, the capacity of the low-tension winding to the 
case, and K, the capacity of the high-tension to the low- 
tension winding, then we have— 


K, K 


FTT 
K, 4 K + K, 7 5,000, 
K, K 
Ка Бог ИРЕНЕ. 


K, + K, = 7,400, 


whence we obtain К, = 4,080 ; Kg = 1,340; K} = 3,220 cm. 
When the transformer was excited so as to give a secondary 


. Voltage of 4,000 volts, it was found by means of an electro- 


static voltmeter that the potentials between the free ends 
of the high-tension winding and the case were 2,250 and 
1,790 volts respectively, and that there was practically no 
voltage between the middle point of the high-tension wind- 
ing and the case. Thus, before any oscillations are set up 


the full potential of the transformer is so distributed that a 


strain of about half the full voltage of the transformer 
exists between the ends of the high-tension winding and the 
case; this same strain would exist along the path formed 
by the capacity of the high-tension to low-tension windings 
in series with the capacity of the low-tension winding to the 
case, and so the strain of 2,000 volts would be distributed 


between these capacities in the ratio of K, to K, Thus, the 


voltage between the high-tension and low-tension windings 
would be about 570 volts, and that between the low-tension 


winding and the case about 1,430 volts. It will thus be 
seen that in extra-high-tension transformers it must be of 
great importance to provide very good insulation not only 
between the high-tension windings and the rest of the 
transformer, but also between the low-tension windings and 
the rest of the transformer, particularly as the voltages 
between the different parts of the transformer would be 
very greatly increased if a breakdown between any two parts 
were to take place with the consequent setting-up of high- 
frequency oscillations. 

lt must not be supposed that the capacities that come 
into question for the high-frequency currents approach the 
values given above, as the high-frequency oscillations are 
not able to penetrate through the whole windings. It is 
very difficult to determine the values of the capacity and 
inductance that are concerned with these high-frequency 
oscillations by the usual method of adding & known capa- 
city or inductance to the oscillating circuit and noting the 
change of frequency of the oscillations that are set up, 
because the capacity and inductance of the windings are not 
able to be considered as being connected in series, owing to 
the fact that they are distributed throughout the windings. 
However, in order to obtaiu an estimate of. the magnitudes 
concerned, the following experiment was made :— 

An oscillating circuit was energised by a Poulsen arc, the 
frequency of the oscillations being kept constant. To this 
circuit another circuit was loosely coupled containing a 
thermo-galvanometer, a capacity K and an inductance L. 
When tuned so as to resonate to the primary circuit, it was 
found that к = 207 cm. and L = 72,100 cm. The capa- 
city was now removed and replaced by thecapacity of the 
transformer by making connections to the case and to one 
end of the high-tension winding. It was now found to be 
necessary to insert a total inductance of 547,000 cm. in 
the secondary circuit to retune it to the primary. 

Assuming that the capacity in the tuning circuit was that 
of the high-tension winding of the transformer to case, and 
that the inductance of that circuit was mainly contained in 
the capacity L, external to the transformer, we find that the 
high-frequency value of the capacity of the transformer 
winding is— 

12,100 x 207 
017,000 

From this experiment we may assume that the capacities 
that come into question for the high-frequency currents are 
only of the order of a hundredth part of the values measured 
by the ballistic galvanometer. 

Oscillations of the same frequency but of greater power 
than those obtained by the connections as shown in fig. 1 
were obtaiued by the connections shown in fig. 2, which 
shows two transformers similar to the one previously tested 
connected with their low-tension windings in parallel on the 


INIA 
— . — 
Fic. 2. 


== 27°3 cm. 


mains and the high-tension windings interconnected at one 
point, the connection between the high-tension windings 
being such that the voltage between the free ends of the two 
high-tension windings was the sum, and not the difference, 
of the voltages of the two windings. It was then found 
that sparks of more than a millimetre length could be taken 
off between the cases of the two transformers. 

Fig. 8 gives a resonance curve for the oscillations set up 
in the windings of the two transformers, the deflections of 
the thermo-galvanometer in the tuning circuit being plotted 
vertically and the natural frequency of the tuning circuit 
for various adjustments of its capacity being plotted hori- 
zontally. Applying the formula of Bjerknes to this curve 
we obtain for the decrement per whole period of the oscilla- 
tion in the transformers the value of 0:24, after allowing а 
value of 0°04 for the decrement of the tuning circuit. 

Thus the oscillations set up in the transformer windings 
are only slightly damped. They are remarkably steady, and 
on this account very useful for experimental work on high 
frequency. 
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Oscillatory discharges of the same frequency as in the 
above cases were obtained when the connection between the 
high-teusion windings of the transformers was reversed, as 
shown in fig. 4, and the spark-gap removed to the position 


as shown, between the cases and the junction point of the 
high-tension windings. 

The oscillations produced in a 40,000-volt oil-immersed 
transformer of a capacity of 10 K.v.A. were investigated by 
the methods described above, using the connections of fig. 
and violent sparks of over 4 centimetres length were observed 
to pass between the high-tension winding and the case. The 


l. Ww 
111111 
FIG. 4. 


frequency of the oscillations was much higher, being 
17,500,000 cycles a second, and the logarithmic decrement 
per whole period was found to be 0:18. 

The above experiments show that if high-tension trans- 
formers are not designed with very good insulation between 
the windings, and between the windings and the case, brush 
discharges may easily be set up, which may cause break- 
downs to take place in the high-tension or even in the low- 
tension windings. 


DETERIORATION OF STORED COAL. 


THAT coal deteriorates very seriously when stored has long been an 
article of faith, but lately there has been a considerable disbelief in 
this waste. It is certainly true that Welsh coal put aboard, say, at 
Port Said, has avery inferior appearance at times. But there are 
not wanting those who suggest that there is a special reason why a 
thousand tons of coal put aboard at some foreign coaling station 
gives so poor a performance in ship mileage. Possibly this old 
bogey of weathering of coal has been raised to account for mileage 
not run by coal which isn't there. 

To add to this growing doubt of deterioration comes now a paper 
by the U.8.A. Bureau of Mines, on the subject of weathering, and a 
fuller bulletin is promised. Many industrial undertakings keep in 
store from 50,000 to 500.000 tons of coal for long periods, and the 
Bureau of Mines has often been asked for information on deteriora- 
tion and spontaneous firing of coal in store Meanwhile this 
peper comes a8 an advance guard. "Various quotations are cited as 
to loss of calorific. value, notably Groves and Thorpe, on Chemical 
Technology of Fuels,” 1889 edition: “In some places coal is 
known to lose 50 per cent. of its heating value in six months." 
But such exaggerated ideas are not now common. 

Of certain coals tested it is stated that though several evolved 
large volumes of methane, especially soon after mining, the tested 
coals lost in one year only 0'16 per cent. of their calorific value from 
volatile gas escape. Reference is made to an English dock super- 
intendent, who has claimed that sea-immersed coal is actually 
better for 10 years’ submergence by 1°8 per cent., and added that a 
strong dose of salt water 12 hours before using coal would improve 
ite calorific value considerably. 


The Bureau chose four kinds of coal for experimentation, viz., 
New River, W. Va., a navy coal; Pocahontas, Va., a steam and 
coking coal, much used on the Panama Canal works; Pittsburg, a 
coking and gas coal; and Sheridan, Wyo., a sort of black lignite 
used in the West. 

The New River coal was submerged in wooden boxes in 50-lb. 
samples crushed to }-in. size, at three navy yards under different 
climatic conditions. Samples of 300 lb. of the same lot were 
exposed in the open air both indoors and outdoors at the same three 
navy yarda. 

The Pocahontas coal was exposed at Panama in a pile of 
120 tons, and the Pittsburg coal, as run of mine, in 5-ton bins out 
of doors at Ann Arbor, Mich., and i in 300-lb. barrels in fresh water. 
The lignite was stored at Sheridan, as both slack and run of mine 
in 3-ton and 6-ton bins, Except the pile at Panama and the 300-1b. 
open-air piles at the navy yards, sampling was done by re-handling 
all the coal in a lot. 

At Panama a 10-ton vertical sample was removed each time, and 
from the 300-10, piles small portions were taken from numerous 
points in each pile. No tests were made of increase of friability 
ог of slacking. The salt water samples lost respectively 0°3, 0˙4 
and 0°0 per cent. The fresh-water sample lost nothing. Period 
of immersion two years. 

Coal of 4 in. exposed indoors lost 0°39 and 0°80 per cent. Other 
losses varied from 0'11 to 1°85; the last figure was for outdoor 
exposure at Key West, Fla., uncovered. Climate clearly has an 
effect. The big pile at Panama lost only 0'3 per cent. in a year. 

The Sheridan coal lost from 3°19 to 5 26 per cent., and bins 16 ft. 
deep lost half as much again as 5-ft. bins. The period of this loss 
was 2} years. 

Thus only the lignite coal suffered over 2 per cent. of loss. 

Water submergence, salt or fresh, is evidently a full preservative. 
The lumps of run of mine coal did not slack. Crushed samples 
deteriorated more than run of mine. The gas coal lost next to 
nothing by a year's outdoor exposure, even when sampled from the 
upper 6 in. of the bins. 

It is doubtful if the value of submergence is worth the resulting 
loss due to wetness, but water storage effectually secures coal from 
spontaneous firing, a point rather supererogatory, by the way, to 
mention. 

As with experiments we have not long ago referred to, it was 
found that losses from heating by oxidation were worst at high 
temperatures. Oxidation is thought to be due to absorption by 
unsaturated compounds, and coals already high in combined oxygen 
were the biggest absorbers of that gas. 

Small heaps of coal soon dissipated any heat, but heat accumu- 
lates in densely-packed large piles. 

At 100° C. oxidation proceeds more rapidly than dissipation, and 
with air supply there is soon a fire. The conclusion is that spon- 
taneous combustion is the result of slow oxidation, with sufficient 
air to support the action but insufficient to carry off the heat. 
Oxidation depends on surface, and dust mixed with lump is the 
worst form for oxidation, for it permits air to gain access to the 
large surface of the dust. Thus the friability of coal is a factor 
in spontaneous combustion, for it promotes dust. 

High volatile contents does not in itself add to the liability to 
spontaneous heating, and inquiries showed that the smokeless " 
coals were as liable to it as the more bituminous. 

Curiously enough, coals with much oxygen in their composition 
are greedy for more, and show a marked tendency to spontaneous 
combustion. Neither sulphur nor moisture can be regarded 
a8 promoters of self-heating. 

Freshly mined coal and fresh surfaces are most prone to oxidise, 
and after a time surfaces become seasoned, so that if э coal has 
once heated and it is re-handled and cooled it seldom again develops 
heut. The application of heat naturally favours combustion, and it 
is easy to understand that bunkers of iron above [hot boilers will 
fire somewhat readily. 

The general conclusions are that coal should not be piled over 
12 ft. deep, or so that any part is more than 10 ft. from an air- 
cooled surface; that if possible only screened lump should be 
stored ; that dust should be kept out and handling minimised ; that 
fine and lumps should be evenly distributed ; that the store should 
be rehandled and screened after two months (presumably only one 
such move is meant); that external sources of heat be avoided ; 
that coal be seasoned six weeks before storing, and should not be 
dry and wet alternately, and air should not be able to enter a pile 
through openings round foreign objecta such ав timbers or brick- 
work, or porous bottom or coarse cinders. 

Pipes for ventilating & coal pile often do more harm than good. 

From all that has been published of late, if coal does seem во 
very bad after weathering, it is due to slacking, a result of 
friability, which will, of course, make it more difficult to burn. It 
is very true, however, that weathered coal has a shockingly bad 
appearance, but then it is by no means the case that the bright 
bituminous coals raise more steam than some of the dull coals. 
Meantime, there appears to be little or nothing from marine 
engineers, who ought to know how much of fault should be debited 
to the weathering, and how much to causes only hinted at with 
trepidation, 


Bristol Electric Lighting.—A L.G.B. inquiry was held 
on September 19th into the application of the T.C. for a loan of 
4 6,646 for electricity purposes, including £3,785 for a motor- 
converter, and £947 already expended on mains. There was no 
opposition, 
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NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED.) 


Compiled pn d for this journal by Messrs. W. P. THompson & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


20,459. Apparatus for audibly indicating changes of temperature." Е. W. 
Baaxson. September 9th. 


20,464. ‘* Thermal switches.“ А. МсРневвом. September 9th. 


20, 525. Metallic-fllament electric lamps." H. R. Stevens. September 
9th. 
90,557. Method of electrolytically refining tin and like metals." G. 


MicHavup and E. Detasson. September 9th. (Complete.) 

20.560. Machine for preparing the current conducting wires of electric 
igniters." W. Е, Laxe. (Fabrik Elektrischer Zunder G.m.b.H. Germany.) 
September 9th. (Complete.) 

20,580. Protective attachments for telephone. mouthpieces and ear- 
pieces.“ 8. T. RicHARDsON. September 10th. 


90,595. ''Pyrometers." (Addition to 6,364/12.) F. Rocers., Beptember 10th. 


90 621. *''Method of manufacturing electric incandescent lamp fllaments.“ 
E. M. BaiLEv and Н. F. McDowkLL. September 10th, (Complete.) 


20,659. Electric lamps for light projections." COMPAGNIE GENERALE DE 
PHONOGRAPHES, CINEMATOGRAPHES ET APPAREILS DE PRECISION. (Convention 
date, October 12th, 1911, France.) September 10th. 


90,662. ‘Electric motor control systems." Briris# THomson-HovustTon 
Co., LT». (General Electric Co., United States.) September 10th. 

90,688. ''Protective devices for electric circuits," British Тномвом. 
Носвтои Co., LTD. (General Electric Co., United States.) Divided Applica- 
tion on 16,708/12th, July 17th. September 10th. 

20,671. Appliance for holding and supporting telephone receivers and 
combined receivers and transmitters." А. H. TuLuetr. (Convention date, 
November 2nd, 1911, Australia. September 10th. (Complete.) 

90,744. ''BSystems of electric motor control." British Тномѕок-Носвтом 
Co., LTD. (General Electric Co., United States.) September llth. 


90,768 Starter for induction motors with wound rotors.” R. C. WATSON. 
Beptember 12th. 

20,770. Water and damp- proof insulating or non- insulating boot-socks." 
A. ToLHAUSEN, September 12th. (Complete.) 

20,75. Electrical terminals." H. G. Loncrorp & W. A. CLAuk, trading 
as Sphinx Manufacturing Co. September 12th. 

20.776. Cable conne tors to electrically-heated laundry and similar irons.” 
G. H. CoLLIxS and Н. F. CoLLIxs. September 12th. 

20,800. Electric lighting lamps." V. BRI DOMAN. September 12th. 

20, 805. Flexible metallic clip for attaching and detaching shades, shade- 
holders, advertisements, decorations, protectors and the liketo or from electric, 
gas, oil or vapour lamps, and otber devices that may be used for the purpose 
of illumination.” F. Pargs. September 12tb. 

90,822. ‘* Electrical resistances.” E. J. Harman. September 12th. 

20, 828. Commutators for electric motors.“ W. H. Scorr. September 12th. 


20, 835. Steam controllers."  BERGMANN-ELEKTRICITATS-WERKE AKT-GES. 
(Convention date, October 26th, 1911.) September 12th. ` 


20,849. *''Alternating-current commutator-motors."' British THOMSON- 
Hovston Oo., LTD. (Allgemeine Elektricit&ts Ges., Germany.) September 12th. 


20,873. Telephone apparatus.“ M. C. Conner and A. R. Kanu, Sep- 
tember 18th. 


90,887. Alternating-current signalling system for railways.” 
DAMMOmND. September 13th. 


90,918. ''Electrio lampholder affording an easy method of affixing and 
removing glass shades and the like." M. G. НКовентз and A. W. Gate. 
September 18th. 


20,911. Device for controlling electrlo circuits in a determined 
order." Siemens Bros. & Co., LTD. (Siemens & Halske Akt.-Ges., Germany.) 
September 18th. 


20,922. Electromagnetic clutches.” ''VurLcaAN" MascHINENFARBRIES ANT.- 
Gres. (Convention date, October 20th, 1911, Austria.) September 13th. (Com- 
plete.) E 


20, 982. “Incandescent lamps.” H.E.DorrHiw. Beptember 18th. 


20,943. ''Switching apparatus for interconnecting the lines of an automatic 
telephone system." WESTERN ETERC TI Co., LTD. (Telephon Apparat 
Fabrik E. Zwietusch & Co. G.m.b. H., Germany.) (Divided application on 
21,259/11 September 26th.) September 13th. 


20,944. бене урра ш for interconnecting the lines of ап automatic 
telephone system.“ ESTERN ELECTRIC Co., Lro. (Telephon Apparat Fabrik 
E. Zwietusch & Co. G.m.b.H., Germany.) (Divided application on 21,259/11 
September 96th.) September 13th. 


90,945. "Switching apparatus for interconnecting the lines of an automatic 
telephone system." Western ELECTRIC Co., тр. (Telephon Apparat Fabrik 
E. Zwietusch & Co. G.m b.H., Germany.) (Divided application on 21,259/11 
September 26th.) September 18th. 


20,946. Switching apparatus for interconnecting the lines of an automatic 
telephone system." ESTERN ELECTRIC Co., Lrp. (Telephon Apparat 
Fabrik E. Zwietusch & Co., G.m.b.H., Germany.) (Divided application on 
91,259/11 of Beptember 26th.) September 13th. 


20,947. Switching apparatus for interconnecting the lines of an automatic 
telephone system."  WERTRRN ELECTRIO Co, LT». (Telephon Apparat 
Fabrik E. Zwietusch & Co., G.m.b.H., Germany.) (Divided application on 
21,259/11 of September 26th.) September 13th. 

20,950. Apparatus for the electrical treatment of gases and vapours.” 
W. T. Hoornacie. September 13th. (Complete.) 

90,976. “ Automatic device for reserving one or more electric motors for 
operating tanning tubs.“ Herrenscamipt & Co: (Convention date, October 
18th, 1911, Germany.) September l4th. (Complete.) 


W. H, 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may Бе obtained 
of Мезвкя. W. P. THOMSON & Co., 285, High Holborn, W. C., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


1911. 


Arc Lamps. G. E. Tate and F. О. Monkhouse. 19,812. August ıh. 


THE CoNJUMOTION OF CORDS OR WIRES WITH ELECTRICAL APPARATUS. G. St. J. 
Day. 20,842. September l4th. 


ELxoTRIO BHADE-CARRIER Tonos. J. Ball 20,718. September 19th. 

ELEOTRICAL HEATING OR COOKING APPARATUS, L. Newitt and F. P. Fletcher. 
94,017. October 80th. 

ELECTRICALLY-OPERATED PORTABLE VacUUM CLEANERS AND THE Like W. 
Schmahl and Magic Appliances, Ltd. 24,668, November 6th. 

HOLDERS FOR INCANDESCENT ELECTRIC Lamps. J. Sax & Co. and F. H. Collis, 
28,601. November 28th. 


SPARKING PLvos. G. Nagel. 27,150. December 4th. (December 6th, 1910.) 

SERIES SYSTEMS ОР INCANDESCENT Lamp Lie HrI NO. E. Booth and N. R. Booth. 
27,862. December 12th. 

Evectric FvsES. О. L. Peard. 28, 872. December 21st. 

SPARKING REGULATOR Fon INTERNAL-CoMBUSTION Exaings. G. W. Hutchinson. 
8,208. April lst. (September 26th, 1911.) | 

TROLLEYS OR COLLECTORS FOR ELECTRICITY. L. J. Tetlow. 19,046, August Mth. 

ELECTRICO Braking MECHANISM. K. Brill. 19,097. August 25th. 

MAGNETO-ELECTRIC MACHINES FOR ComBINED IewrtioN AND ILLUMINATING 
Punrosks ON Motor Roan VEHICLES. F. R. Simms and Simms Magoeto Co. 
19,122. August 25th. (Cognate application, 94,761 of 1911.) 

ELECTRIC Motors SUITABLE FOR DISPLAY ADVERTISING AND THE LIKE. A. C. 
Harris. 19,268. August 29th. 

APPARATUS FOR ELECTRICALLY OPERATING AND CONTROLLING PLANING MACHINES 
AND THE LIKE REciPRocATING Toons. Lancashire Dynamo and Motor Co. 
and A. P. Wood. 12,615. September 4th. 

APPARATUS FOR ELECTRICALLY CONTROLLING PLANING MACHINES AND THE LIKE 
ReciprocatinG Toots. Lancashire Dynamo and Motor Co. and A. P. Wood. 
19,616. September 4th. 

MAGNETIC SEPARATION OF Orgs. J. S. Dalgleish. 19,678. September 4th. 


METHOD or AND MEANS РОВ VOLTAGE REGULATION IN BTAGE TRAXSFORMERS, R. 
Richter. 20,802. September 13th. 

TrLEPHONE INSTALLATIONS, W. E. Lake. (Firm of Gustav A. Meyer-Henniger.) 
20,620. September 18th. 

ARTICLES MADE OF SILICA GLASS AND REQUIRING LEADING-IN Wes COMBINED 
TBHEREWITH. Н. A. Kent, Н. G. Lacell and Silica Syndicate, Ltd. 94,483, 
November 8rd. 

ELECTRIC CouPLiNGs. J. E. Michler. 24,592. November 4th. 


CIRCUIT CONNECTION FOR PRIVATE TsLEPHONE INSTALLATIONS CONNECTED TO 


TELEPHONE ExcHANGES, Siemens Bros. & Co. (Siemens & Halske Akt.-Ges.) 
94,807. November 7th. 


PROCESS FOR THE MAGNETIC PREPARATION OR OILING OF ORES OR THK LIKE, AND 


APPARATUS THEREFOR., Murex Magnetic Co. and А. A. Lockwood. 96,969. 
November 14th. | 


1912. 


OIL-IMMERSED ELECTRICAL BwITCHES AND CIRCUIT-BREAKERS. H. R. Schultz. 
January 4th. 


ELECTRIC CoNDENSERS AND ARTIFICIAL Ling. A. Muirhead and Muirhead and 
Co. 1,626. January 96th. 

Means FoR HEATING LIQUIDS BY THE Arp or EnzcTRiCITY. C. W. Raffety. 
2,068. January 25th. (February 16tb, 1919.) 

PROCESS FOR ELECTRO-PLATING NON-CONDUCTING ARTICLES. 
February 10th. 

ELECTRIC FLASH SIGNALLING APPARATUS FOR MILITARY, NAVAL AND OTHER 
Purposes. J. N. Inglis. 8,586. February 18th. 

ELECTRICALLY-HFEATED CLOTHES OR Portions oF CLorHiNG. А. Pollak. 4,861. 
February 27th. (March 17th, 1911.) 

CONTROLLING MEANS FOR ELECTRIC Cooxixo APPARATUS. R. Haddan. (Ооре- 
man Electric Stove Co.) 5,957. (Divided application on 9,201 of 1911. 
October 6th.) March 9th. 

SPARKING Рісов. I.Koutkine, 6,062. March llth. 


DnRivkEng's BRAKE VALVES FOR ELECTRICALLY AND PNEUMATICALLY-CONTROLLED 
CoMPRESSED-AIR BRAKES. W. Hildebrand and Knorr-Bremse Akt.-Ges. 
6,116. March lith. 

PonrABLE Юікствіс BATTERY Lamps. B. Pordes. 11,879. May 18th. 


Arc Lamps. Korting & Mathieson Akt.-Ges. 15,281. July lst. (August 12th, 
1911.) 


Воскғт TERMINAL FOR ELECTRIC Conpucrors. R. Bosch (Firm of) 15,886. 
July 6th. (April 8rd, 1912.) 

METHOD or CONNECTIONS FOR ELIMINATING THE INFLUENCE OF THE TEMPERATURE 
ON THE CURRENT STRENGTH OF A RESISTANCB, THE MAGNITUDE OF WHICH 
INCREASES WITH THE TEMPERATURE. Fried. Krupp Akt.-Ges. 8,107. 
February "th. (March 4th, 1911.) 


ELECTRIC STORAGE BATTERY PLATES. A. Ricks. 4,848. February 37th. (June 
13th, 1911.) 

Acovstic TUBES APPLICABLE FOR URE WITH TELEPHONE Recgivers. L. A. L. 
Struxiano. 6,262. March 18th. 

AUTOMATIC AND SEMI-AUTOMATIC TELEPHONE PEXxcHANGE Syatems. F. R. 
McBerty. 8,573. April lith. (July 27th, 1910.) (Divided application on 
17,211 of 1911, July 21th.) 

AUTOMATIC BRAKES FOR ELECTRIC TRAMCARS AND THE LIKE, Count F. C. V. di 
Castelletto. 9,466. April 22nd. (April 22nd, 1911.) 

ELECTRICALLY-HEATED Ovens. Veritys, Ltd., and W. G. Pipkin. 10,000. 
April 27th. : 

AUTOMATIC TELEPHONE SysteMs. Siemens Bros. & Co. (Siemens & Halake 
Akt..Ges.) 10,589. May 8rd. 


A. Frei. 8,866. 


Lightning Protection for Transmissien Lines,—A 
recent report on the general practice in transmission systeme, pre- 
sented at the convention of the Ohio Electric Light Association, 
stated that the ideal construction for overcoming the dangerous 
effects of lightning is the placing of the ground wires at the 
highest point of the poles, and also placing aluminium cell arresters 
at both ends of the line and in the centre, In discussing this phase 
of the report, Prof. F. C. Caldwell, of the Ohio State University, 
made some interesting observations. He attributed the failure of 
lightning arresters to prevent discharges from the line in their 
immediate vicinity, to the presence of nodes or pointe of no vibra- 
tion in the line. To illustrate this point he drew comparison with 
the vibration of a string of a musical instrument ; the string may 
vibrate as a whole, the greatest vibration occurring in the middle, 
or it may vibrate in two parts, in which case there is a point of no 
vibration at the middle. In this case the string may be held at the 
middle without affecting the vibration. Similarly, if the lightning 
arrester is placed at one of the nodes on the transmission line there 
may be no tendency for a discharge through it, although high 
potentials and discharges may develop at a comparatively short 
distance from it. The one difficulty, as pointed out by Prof. Cald- 
well, is in determining the probable location of these nodes, so that 
the arresters may be placed accordingly. However, if inductance 
is inserted in the line by the introduction of a solenoid, and several 
gaps are tapped along the coil, the probability of all the gaps 
coming at nodes will be very small, especially as each turn оша 
correspond to a considerable length of line in its effect on the wave 
of lightning discharge.— Power, | 
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THE LONDON TRAMWAY PROBLEM. 


A WEEK has now passed since the conclusion of the West 
Ham Conference of the Municipal Tramways Association, the 
delegates to which will doubtless ere this have resumed their 
accustomed chairs by their own firesides. : 

Not much of strictly engineering interest was included 
in the business of this year's Convention, except the impor- 
tant contribution on the subject of corrugation contained 
in the interim report of the Corrugation Committee, to 
which we refer elsewhere in this issue, and the visits to the 
instructive little exhibition of modern tramway appliances 
and material which is now such an attractive feature of these 
Conventions. Yet these annual reunions afford a valuable 
insight into the general state of mind of the municipal 
tramway fraternity, which, after all, exercises paramount 
influence on the street traffic problems of Great Britain. 

In view of this fact, which cannot, we think, be reason- 
abiy disputed, it is surprising and even regrettable that the 
spectre of the motor- bus should have so frequently in- 
truded at meetings mainly composed of provincial tramway 
men, who have really little to fear from such a competitor. 
For brief reflection will show that the London area and 
its street traffic problems have no counterpart in provincial 
centres of population, where, moreover, the Corporations, 
unlike the London boroughs, are in the happy position of 
being able, in any event, to control the vehicular traffic in 
their own streets. 

Amidst the mass of contrary opinion to which the situation 
in London has given rise in the extremist Press of the metro- 
polis, one welcomes the sane and reasonable views of one paper 
—the Pall Mall Gazette—which says, in a recent editorial, 
that “the tramway has certain merits, which it will take 
long for any other species of street travel to emulate. Its 
steady running and its excellent lighting are comforts to 
which the Londoner who has to make long daily journeys 
cannot be insusceptible. But the motor-'bus has the advan- 
tage of being able to cover territory from which the antiquity 
of our street planning debars the access of tramlines, and it 
is hard to think of what the metropolis would do to-day if 
its ministrations were suddenly brought toan end. In short, 
we require both facilities, and all outstanding questions of 
conditions of running and contributions to street main- 
tenance are of a plain business character, which gives no 
legitimate outlet for passion.“ 

The position could not be more clearly stated: tramways 
in the principal city and West End thoroughfares are 
almost unthinkable, while the nearest alternative—shallow 
tramways under the roads—suffers from objections on the 
score of cost and inconvenience, as compared with the 
gurface vehicle, which caters for the roadside passenger. 

While certain North and South connecting routes through 
the City may be a technical necessity for the L. C. C. tramways, 
it must be remembered that this system is already weighed 
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down with unremunetative capital expenditure to an extent 
probably unequalled the world over, and that notwithstanding 
this it would probably have been financially prosperous if it had 
been run on more businesslike and less philanthropic lines. 

Had this been the case, it is likely that the advent of 
the motor-'bus, except as regards its effect on road mainten- 
ance, would have been regarded with equanimity. 

The question of increased road maintenance is another 
thorny problem which some people would apparently prefer 
to treat as being confined to the tramway and omnibus. 

It is estimated that the London road authorities already 
filch the equivalent of some £120,000 per annum from the 
tramway authorities in respect of road maintenance, the 
greater part of which should legitimately fall on other 
shoulders, while the omnibus companies pay something like 
£40 per annum per vehicle in taxation, none of which 
apparently finds its way to the maintenance of the roads 
used by them, and the pros and cons of these two cases are 

discussed without reference to the general growth of heavy 
vehicular traffic all round, and the unsuitability of the roads 
of 10 years ago for the traffic of to-day. 

While it is quite evident that the tramways are unfairly 
taxed for road maintenance in comparison with other forms 
of traffic, it is equally clear that the problem of road main- 
tenance teems with as many difficulties as the traffic problem 
with which some people are in the habit of confusing it. 


WE have frequently had occasion in 
these columns to inveigh against the 
methods of the more militant among Trade 
Unionists. Fundamentally, the be-all and the end-all of their 
existence appears to be to wage perpetual war against all that 
is included in the word Capital, and to teach the worker to 
feel that Capital—represented by the employer—is his 
hereditary enemy. Another great principle of Trade 
Unionism appears to be “work for all"—not work and 
reward according to merit and ability, but work for all. 
Your Labour leader does not hold with the doctrine, 
“ To each according to his sacrifice ” ; TO each according 
to his need" is & much more attractive formula to him 
whose need is very great and capacity for work very small. 

So long as the strike is used as a weapon against the 
capitalist, and so long as the “ picket ” is posted to aid in 
the prosecution of an ordinary strike, both strike and picket 
are popular amongst the votaries of labour ; but it is a little 
awkward when a Trade Union is the employer. Yet pickets 
have recently been placed at the door of one of the largest 
Trade Unions in England, for the purpose of enforcing a 
demand for Trade Union wages! The story—which has 
recently been fully told in the columns of the daily papers 
is very simple. The Amalgamated Society of Railway 
Servants engaged 14 men—themselves railway servants—to 
act as clerks to assist in the labour imposed upon the Society 
by the Insurance Act. These men were offered 308. a 
week. They demanded the Trade Union rate for clerks, 
namely, 35s. This was refused on the express ground that 
the men were not worth more than 80s. All the men were 
members of the Amalgamated Society ; two of them were 
branch secretaries. Incensed at their conduct, the head 
office demanded their expulsion, whereupon they proceeded to 
picket Unity House, in order, we suppose (to use the language 
of the statute), to ** communicate information " to persons who 
might apply for the lucrative office of clerk! The quarrel 
resulted in the Society advertising for clerks at 35s., making 
it a condition of employment that. they should join the Amal- 
gamated Society as members of an approved society under 
the Insurance Act. It might be mentioned, in passing, that 
to make it a condition of employment is contrary to the 
regulations of the Commissioners, and the Amalgamated 
Society has itself protested against an attempt at com- 
pulsion on the part of a railway company ! 


Unity 
House. 


If anything were calculated to shake the confidence of 
the working man in the methods of Trade Unionism, this 
simple story ought to be sufficient. They now have an 


opportunity of seeing their own weapons turned against them- 


selves in the capacity of employers. Those who run the 
Amalgamated Society, with a creditable business instinct, do 
not see why 35s. should be paid for what ought to be done 
for 308. They have sought to disregard the minimum wage 
fixed by another Union. Can they hereafter be heard to 
complain if employers make the same reasonable protest 
against payment of enhanced wages to railway servants ? 

John Stuart Mill, whom we have quoted with advantage 
on many recent occasions, stated in his Principles 
of Political Economy " (Book V, Chap. XI, par. 3) that 
„Experience proves that the depositories of power, who are 
mere delegates of the people, that is of a majority, are 
quite as ready (where they think they can count on popular 
support) as any organs of oligarchy, to assume arbitrary 
power, and encroach unduly on the liberty of private life.” 
The.“ popular support,” upon which the rulers of Unity House 
thought they could rely was, of course, the support of the 
members of a Union. This,” they said, is a matter 
which touches the pockets of our members. We must study 
economy in the management of the affairs of the Union, or 
we shall run grave risks of being superseded.” By an 
accident, their sweating methods have in this instance been 
dragged into the light of day. It is no very large 
assumption that similar forms of economy are practised by 
other Unions who own palatial offices in various parts of the 
country. 

We have always had it in the back of our minds that the 
working man is ready and willing to drive a good bargain 
if he has the power to do it. 

All the cruel words which have been uttered with regard 
to the capitalist during the last 10 years may now be applied 
to those in power at * Unity House." These men who are 
content to dislocate the entire railway traffic of the country 
because one mileman on a branch railway is paid lees than 
the Trade Union rate of wages, decline to pay a clerk 35s. 
a week for the very extraordinary reason that he is not 
worth more than 30s. | 

They seem to scatter consistency to the winds; at any 


, rate, the incident bears witness that the Trade Union leaders 


wil not be consistent unless it happens to suit their policy 
for the moment. Theirs appears to be the consistency of 
one ** Gineral C.,“ of whom James Russell Lowell wrote: 


Gineral C. is a dreffle smart man; 
He's ben on all sides that gives place or pelf ; 
But consistency still was a part of his plan, 
He's ben true to one party, an' thet is himself. 


EMPLOYERS and employed are constantly 


one to — troubled with the question What notice 
5 И must be given in order to terminate а 
Service. contract of service? Sometimes, of 


course, the matter is set at rest by the 
agreement between the parties; but it more frequently 
happens that such a calamity as a dismissal is not 
contemplated when the service commences. A case in the 
City of London Court, of which we published a report last 
week, shows the uncertainty there is on the subject. A 
man had been employed in March, 1912, as a traveller in 
electric supplies. He was to be paid 358. a week, with 
78. 6d. for daily expenses, and third-class railway fares, and to 
receive a commission of 1} per cent. on business done. He 
was dismissed on a week's notice in May. He now claimed 
damages for wrongful dismissal, asserting a right to three 
months’ notice, and saying that there was a custom in the 
electrical trade to this effect. The jury were unable to 
agree as to the custom, but expressed the view that the 
plaintiff should have six weeks' notice. It may be mentioned 
that if a litigant places reliance on a custom, he must be 
prepared to show that such a custom is universally known 
and recognised. For instance, a domestic servant is entitled 
by custom to a month's notice. We confess, however, that 
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we have never heard of any custom which prescribes that & 
traveller in fittings is entitled to three months' notice. 
From the point of view of an employer who might be 
saddled with a man who was altogether inefficient, such a 
custom would be irksome in the extreme, and he would, 
doubtless, take steps to guard against it in his written 
agreement. 


IN а recent issue of the ELECTRICAL 


zm d REVIEW we referred to certain new con- 
Contracts. ditions which were being formulated by 


the Australian Government for the regula- 
tion of the adjudication of tenders received for Government 
work and supplies. It will be remembered that the chief 
effect of these new conditions was to establish as a 
principle preference to British tenders, as against those of 
foreign firms. It is with considerable satisfaction that we 
now note that conditions which will have a similar effect are 
to be introduced in New Zealand. On another page 
(see p. 536) we publish a copy of a notice which the 
Board of Trade have issued in their Journal, and which 
will show exactly what steps it has been possible for 
their representative in New Zealand to take. It will be 
seen that the method by which preference to British ten- 
derers is to be given in this case, is different from that 
adopted in Australia and, if possible, it is more definite. 
Under the New Zealand tariff higher duties are leviable on 
foreign goods than those on British if imported for ordinary 
purposes of trade. But as Government supplies are admitted 
free of duty, no matter whence they come, the principie of 
preference to British trade adopted by the Government has 
not had any effect up to the present on the importation of 
Government supplies. It has now been found possible to 
induce the New Zealand ‘Government to prescribe that in 
all cases of tenders for Government supplies the amount of 
‚ {һе difference between the lower duty on British goods and 
the higher duty on foreign, which would have been operative 
had any duty at all been levied, shall be added to every 
foreign tender before comparison is made between the British 
and foreign tenders for adjudication purposes. 

It is perhaps hardly necessary to point out what a 
tremendous advantage this will prove to British trade, and as, 
by reasun of the vast supplics of water-power available, 
the electrical development of New Zealand is destined to be 
very great in the near future, our electrical firms may 
look for a decided improvement in their position in this 
Dominion. The Government, as our columns have shown 
from time to time, are pagticularly interested in this deve- 
lopment, and are making every endeavour to encourage it as 
much as possible. The Lake Coleridge scheme is an 
important beginning, and we hope that the greater part of 
this scheme at least will be carried out by British firms, 
although we suppose that the new principle of preference 
now referred to will not operate in this case. 

Finally, we find the greatest possible pleasure in congratu- 
lating the Board of Trade on its recent successes. The new 
position in Australia, as we showed at the time, was almost 
entirely due to the activities of Mr. Hamilton Wickes, then 
the Board of Trade’s representative in the Commonwealth, 
and now in New Zealand the changed conditions are 
apparently the result of the representations of Mr. W. C. 
Wickham, the Board of Trade Commissioner there. The 
principle of representation of British trade interests in our 
own Dominions is of comparatively recent origin, and it is 
gratifying to find that it has been so practically successful. 


Patent Revoked.—The Comptroller-General of Patents 
announces that an order was made on September 28th, under 
Sec. 26 (3) of the Patents Act of 1907, revoking the letters patent 
granted to Ettore Bellini for an invention entitled " Improvements 
in or relating to transmitters and receivers for wireless telegraphic 
and telephonic apparatus," No. 11,339, of 1911. 


. self-confident young Canadians. use." 


enjoy a reasonable measure of self-laudation. 


NOTES FROM CANADA. 


[FROM OUR OWN CORRESPONDENT. | 


' SPECIALIST in meters, instruments, and switchboard apparatus, 


design and manufacture; good organiser, requires leading position; 
prepared to take charge of department or works; excellent 
credentials. At present in England, 


So runs an advertisement in a Canadian technical journal 
the italics being due to the present writer, and not to the 
advertiser. . 

There seems to be a popular idea at home that any 
Englishman will be snapped up at once as a great acquisi- 
tion in Canada, and it will, perhaps, not be out of place 
here to state that as a general rule, it is taken for granted 
that men from the Old Country require educating up to 
Canadian standards before they can be trusted with work of 
any real importance, and there is certainly some truth in it, 
ав а new man fresh from home has to learn a number of 
new terms and methods, and generally readjust his ideas 
about many things, so that there are very few firms dver 
here who will give such a man a really responsible post at 
once, even if he be over here, and the futility of advertising 
for such while still in England, is therefore evident. The 
* gpecialist in meters, &c.," might very well have kept his 
money for some other purpose (e.g., let it go towards his 
fare over here), for the chance of his getting a reply is 
remote, while that of his getting a “ leading position " is 
still more so. 

The truth of the foregoing remarks illustrating the 
difference between the Englishman's idea of what Canadians 
think of him, and what they actually do think of him, is well 
illustrated in the following, quoted from an address 
given recently by a prominent man, evidently himself a 
Canadian :— 

„J will first take one historical illustration from that old 
land, spoken of sometimes by the buoyant and boisterous 
Canadian, without an accent of noticeable respect, as old, 
moss-covered, stick-in-the-rut England. I do not admire 
the harshness of some of the adjectives I have heard lusty, 
Again, quoting from 
the same source: In some respects, we, in Canada, 
are a self-satisfied people. Other people praise us so 
much that, to be agreeable, we join in the chorus and 
There is quite 
a different attitude of mind in England and in Germany and 
in Scotland.” E 

These quotations sum up the situation extremely well. 

While dealing with this subject, it may be well to go a 
little further. 

The same reasons which prevent Canadians from placing 
too much responsibility on the shoulders of newcomers 
are those which should be taken into account by British 
firms sending representatives over here, for these representa- 
tives have to be given time, first of all, to fall into the ways 
of the country, and secondly, to get themselves known and 
get into that intimate touch with local affairs and sources of 
information which is 80 necessary to success in this line of 
work. Canadians can get hints and information from other 
Canadians which will not be given to the newly arrived 
Britisher. This fact is a very serious handicap to him, 
and principals at home should either be prepared to deal 
leniently with their representatives for 18 months or two 
years—the latter period is not too long—or they should not 
launch out in this way at all. Once launched out, they 
should at all events stick to their policy for at least the 
period named, when they may expect to reap the fruit of 
their patience. The market here is bound to increase for a 
long time more rapidly than the industries of the country, 
and there is no doubt that British goods are becoming better 
known and better appreciated. For any firm to send out a 
man and expect him to do wonders in the first 12 months 
is folly, and to abandon the policy of having a man here at 
the end of such a period because profits have not been roll- . 
ing in is worse, because they will lose a lot of money, 
whereas by keeping on they would begin to see a steady 
improvement. Of course, this assumes a good man, goods 
of proper quality at в suitable price, and, not by any means 
the least important item, quick and certain delivery. 
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One prominent British firm which has been represented 
here now for some three years appears to be well on its 
feet, though the earlier portion of this period brought 
admittedly uphill work. 

Reference was made in these Notes some time ago to an 
article in à Canadian technical journal on the breakage of 
water-wheels, which was said to be due to defective design ; 
the same paper now reports the bursting of a turbine at the 
Shawinigan Falls Power Co.’s No. 1 Station. The station 
was flooded to a depth of 10 ft., one man was killed and nine 
others had narrow escapes. 

A somewhat amusing position appears to have arisen 
between the Hydro-Electric Power Commission, of Ontario, 
and the owners of the Chats Falls on the Ottawa River. 


The owners claim $3,000,000, while the Commission, it is. 


stated, will offer $2,000, the original purchase price; refer- 
ence was made to this matter in the last Notes." It will 
be interesting to sce how the arbitrators (presumably this 
will be a case for arbitration) will “ split the difference“ in 
this instance. 

The city of Calgary, Alberta, is going ahead as regards 
electric power; £40,000 is to be spent on electric light 
extensions—400 per month is said to be the rate at which 
new connections are being made. 

Natural gas is now available in the city, and 2,000 H.P. 
of stand-by steam plant is to be operated by using this gas 
for firing the boilers. An official is to look into the ques- 
tion of using gas engines for future extensions, as the water- 
power available is practically all utilised now. 

A French-Canadian company has asked the permission of 
the City Council of Montreal to construct underground elec- 
tric tramways, and Parliamentary powers will be sought. 


NOTES ON THE ECONOMICAL RUNNING 
OF LOW-PRESSURE TURBINES. 


[COMMUNICATED. ] 


IN most cases where low or mixed pressure turbines have 
been installed to take exhaust steam from existing engines, 
& very great saving has been effected. 

The saving is greater of course when engines have been 
running non-condensing, but even where the turbine is 
installed to take steam from engines which were running 
condensing, a saving of from 25 to 35 per cent. (depending 
on the efficiency of the engines and the vacuum obtainable 
in the turbine condenser) is usual. 

The writer has found that users (although well pleased 
with the results obtained) are not always getting the 
highest possible efficiency from these plants. Low-pressure 
turbines are usually designed to run with steam at a pressure 
of 16 lb. absolute. Should the amount of steam delivered 
from the engines be too great for the load on the turbine, 
there are two alternative methods of getting rid of the 
surplus. 

Ist. By allowing the surplus steam to pass to atmosphere 
through an automatic valve, and 

2nd. By by-passing the surplus steam to the turbine 
condenser. 

When the turbine is supplied with steam from an engine 
with a steady mechanical load (such as a mill engine), the 
turbine is designed to keep a pressure of 16 lb. absolute in 
the engine exhaust pipe, when both turbine and engine are 
fully loaded. 

When the turbine is installed in a generating station, 
however, both engine and turbine are connected electrically 
to the same bus-bars (either direct when both are generating 
A. C., or through a rotary converter when the engines are D.c. 
and the turbine A.C.). , 

As the load changes between the engine and the turbine, 
the pressure in the low-pressure steam pipe will vary in some 
cases as much as from 16 lb. absolute to 10 Ib. absolute. 

It is advisable, therefore, that à compound (pressure and 
vacuum) gauge should be fitted to the low-pressure steam 
pipe and in view of the switchboard attendant, so that he 
can regulate the load between the machines to give as nearly 
as possible 16 lb. pressure in the low-pressure steam range. 
The automatic valve should be set to open at 17 lb. absolute; 


if it is set below this, it will be found that steam escapes 
even when the steam pressure at the turbine is below that of 
the atmosphere. 

This is due to the delivery of steam from the engines 
being intermittent—each puff lifts the valve. In some cases 
which have been brought to the writer's notice, the pressure 
of the exhaust steam is allowed to fall for considerable 
periods to 10 or 11 lb. absolute. This represents а loss of 
about 6 per cent.. There is, however, a further saving 
effected by keeping the pressure in the low-pressure steam 
pipe above atmospheric pressure. | 

In most cases where turbines are connected to existing 
engines there is a large amount of leakage at pipe joints, 
engine low-pressure glands, «с. These leakages were of no 
great importance when the engines were exhausting to 
condensers, aS а vacuum of 25 or 26 in. would be 
obtained. With the turbine, however, a high vacuum is 
indispensable for economical running. 

By keepirg the pressure in the low-pressure steam pipe 
and low-pressure cylinders of the engines above atmospheric 
pressure no air will be able to enter, and a high vacuum 
will be possible in the turbine condenser. 

In one case within the writer’s experience, in which four 
compound engines exhaust to a low-pressure turbine, a 283 in. 
vacuum was obtained when the low-pressure range was sealed 
by keeping the pressure above that of the atmosphere. When 
the pressure in the range was allowed to fall 4 lb., the vacuum 
in the turbine condenser fell to 274 in., representing a lossin 
efficiency of 10 per cent. "There is, of course, a slight 
decrease in the efficiency of the engines when the back 
pressure is increased, but this is very slight compared with 
the saving effected on the turbine. 

The writer has found in practice a saving of 9 per cent. 
on the overall (engines and turbines combined) con- 
sumption, by running with a pressure of 16 lb. absolute in 
the low-pressure range, instead of 184 lb. | 


International Electrotechnical Commission.—We 
have received from the general secretary, Mr. C. le Maistre, a copy 
of the Third Annual Report of the Electrotechnical Commission, 
which contains a brief summary of the history of the Commission 
and of its proceedings to date. It will be remembered that at the 
Turin meeting held in September, 1911, a certain number of special 
International Committees were instituted to carry on the work in 
its preliminary stages and to draw up proposals for submission to 
the various local committees, of which there is one in each of 20 
different countries. Meetings of these small International Com- 
mittees have been held in Cologne and Paris, and the work accom- 
plished at those meetings is now being considered in the different. 
countries. | 

A meeting of the small International Committee on Symbole 
and on the Rating of Electrical Machinery will probably be held at 
the beginning of December next, when the observations and 
criticisms upon the present propqgals wil be taken into con- 
sideration. 

In this country the proposals of the Special Committee on the 
Rating of Electrical Machinery are being considered by the Joint 
Committee of tho Engineering Standards Committee and the British 
Electrotechnical Committee. On this Joint Committee both users 
and manufacturers are represented, so that the industry may reat 
assured that the detailed propositions of the emall International 
Committee will be very carefully scrutinised. 

À new development, which also owes its inception to the Turin 
meeting, has recently taken place in the appointment, by the 
President of the I.E.C. (Dr. E. Budde) of & Special Committee 
on Prime Movers in connection with electrical plant. This 
Special Committee is the outcome of a report presented at Turin 
by the Italian Committee. Italy, having no ooal, has been forced 
to turn its attention most seriously to the question of water power, 
and the Italians feel that the time has arrived when the terms 
used in this connection, whioh are so intimately connected with the 
соне side of the problem, тау usefully receive the attention of 

e LEC. 

The appointments on this Committee, which will consist of some 
eight or 10 members, will be made directly after the Summer 
Vacation ; one or two have, however, already been made, the most 
important of which is that of Mr. H. Zoelly, of Messrs. Escher, 
Wyss & Co., of Zurich. The Commission is to be congratulated 
upon securing the collaboration of a man of such wide experience. 

It will thus be seen that the four Special International Com- 
mittees (on Nomenclature, on Symbols, on the Rating of Elec- 
trical Machinery, and on Prime Movers in connection with 
Electrical Plant) are carrying out a most useful, and, indeed, 
essential róle by covering the ground work in such detail, and thus 
paving the way to international agreement upon well-defined lines. 
Their labours will have the important result of lightening the 
work of the next plenary meeting of the I.E.C., which will be held 
in Berlin in 1913. 
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THE MUNICIPAL TRAMWAYS 
CONFERENCE. 


(Concluded from page 504.) 


IN our last issue we briefly referred to Councillor Neumann's 
paper on Tramway Administration by Municipalities: A 
Retrospect and a Forecast," one of the main objects of which, 
as stated, was to discuss whether municipal ownership of 
street transit has proved a blessing to the community and an 
advantage over private ownership. That he considers muni- 
cipal ownership is generally admitted to be justified, is only 


natural, but he is not unreservedly in favour of all municipal . 


methods. 

He admits, for instance, the drawbacks of tramway control 
by a self-selected municipal committee, pointing out that ‘to 
make this even moderately successful, it is essential that the 

best, intellect and ability in the country should be pressed into 
service.“ 

But the business man generally has his hands full, and 
political or popular candidates who do attain to municipal 
honours are obviously a very poor substitute. Councillor 
Neumann, however, says: In face of the enormous amount 
of capital invested in, and the large number of people 
dependent upon, municipal commercial undertakings, is it 
not absolutely necessary that they should be controlled by 
those who are best qualified for the work through their 
business experience and administrative ability ? How this 
ideal can be achieved may well be left to discussion.. It 
would, indeed, be an anomaly if tramway committees were 
thus improved in their constitution, that the carefully con- 
sidered decisions of a practical body of men should still ke 
liable to adverse review by a less well-informed, but 
numerically stronger body in the shape of the Council. It 
seems to follow, therefore, that tramway committees would 
have to be invested with a limited power of self-government, 
and not subject, to the same extent as now, to the caprice of 
a higher authority. These may be reforms difficult of 
accomplishment, but they wili probably become necessary if 
municipal trading is to hold its own against shrewd, keen and 
businesslike competitors." We entirely agree. 

Moreover, the squeezable committee, unable to dissociate 


philanthropy from business (and one might add, unable to . 


resist municipal pioneering in undeveloped districts), is a 
‘continual source of danger in tramway administration, and 
this applies almost as much to the autocrats in charge of 
local exchequers, who attack surpluses, as Mr. Neumann 
says, more often than not without the consent of . . . . or 
even consulting the manager or committee concerned." 

Whether he intended it or not, Councillor Neumann 
reveals many chinks in the municipal armour, and as his 
remarks come from within, we trust that his brother 
Counciilors will profit thereby to the ultimate great benefit 
of municipal tramway administration generally. 

Glancing back over the discussion which followed, one is 
Struck by the unnecessary anxiety which London 'bus deve- 


lopments seem to have aroused even in the provinces. . 


Granted that the London tramway has its “ little affair," 
this is due primarily to the peculiar conditions existing in 
London, which have no counterpart in the provinces. 


In the discussion, MR. ALFRED BAKER (Birmingham) asked for 
authentic figures for bus operation, commenting strongly on the 
partiality of certain London papers for the motor-'bus, and on 
their misleading and utterly fallacious statements and deductions. 

ALD. FRED. SMITH (Liverpool) felt that the bus was quite 
entitled to use the roads, but that the tramways were unfairly 
burdened in regard to the latter. Figures of costs in regard to 
the dus were wanted, and at Liverpool they would shortly obtain 
them from their own ‘buses. He considered that competition would 
lead to increased tramway efficiency, and prevent the present ten- 
dency to grant undue concessions. 

MB. W. A. LUNTLEY (Wolverhampton) came to the rescue with 
some particulars as to the cost of running two or three 'buses in his 
town, which, on the basis of seven months' operation, and allowing 
25 per cent. for depreciation, cost 7}d. per car - mile, but he expected 
that the figure would increase to 8d. for the year. | 
"^. Мв. STEPHEN SELLON urged that bus competition should be 
taken seriously; he considered that the bus should contribute to 
the upkeep of the road, whatever might have been argued as to the 
effect of railless trolley vehicles. The company director left much 
more to his manager than the councillor did, and that was where 
municipal administration was at fault. 
ALDERMAN GEE (Huddersfield) made a suggestion that tramway 


committees might be given similar powers to watch committees, 
which could not be upset by the Council, and ALDERMAN BROWN 
(Leeds) wound up the discussion with a contribution which dis- 
closed many weak points in municipal government. 


No figures were advanced in regard to the London 'buses, 
although we have heard that the modern vehicles cost no 
more than 64d. per mile to run, inclusive of all charges—a 
low figure which appears to be explained by the fact that 
the company builds its own rolling stock on a wholesale scale, 
and, it is said, at a cost of not more than £350 per 
vehicle. 

A paper by Mr. W. J. МсСомве (Hull) on Tramway 
Fares and their Basis,” dealt with this very controversial 
matter in the abstract. He arrives at an early conclusion 
that no municipal tramway is in practice worked on strictly 
commercial principles, and that there is no systematised and 
recognised arrangement of tramway fares by municipalities. 
In fact the fare schedule, according to Mr. McCombe, is the 
result of compromise between sections of the committee who 
view the subject from widely varying standpoints. 

He urges that it is futile to take for granted that fares, 
either general or particular, are a fixed quantity, or of 


settled quality, without reference to effluxion of time, change 


of environment or improvement in general conditions. After 
carefully dissecting the well-known formula that the 1d. fare 
is the backbone of tramway finance, he comes to the con- 
clusion that there are indications in favour of а lower popular 
fare, namely, the 4d. fare, for short distances. But, as in 
the case of most of his arguments, he points out that only 
favourable local circumstances would justify its adoption. 
He says it has been proved over and over again that paper 
speculations are of little value in order that fares may be 
settled upon an equitable basis, and recommends a practical 
experiment as the best method of settling the question. 

In conclusion, Mr. МсСомве considers that philanthropic, 
patriotic and charitable concessions, and special privileges in 
other directions are a mistake, and quite undesirable in the 
case of the democratic tramcar. Tables are given showing the 
average fares charged per mile for the provincial tramways— 
the accuracy of which, it is almost unnecessary to add, was 
speedily challenged by several of those concerned. 

The following were the principal points in the discussion :— 


Mr. F. SCHOFIELD (Leyton) twitted the author as to the abstract 
nature of his remarks; there was nothing definite. He (the 
speaker) thought that & more equitable method of comparison 
would be on the basis of percentages of fares values. At Leyton, 
inclusive of the original purchase price of the old system, 
the tramways with 9 miles of route cost about £300,000, and 
it was misleading to compare such a system with one where 
capital cost was &mall. He had changed his opinion in regard to 
the 4d. fare; density of population might justify its adoption. The 
dominating influence in London was the motor- bus, and he 
admitted its superior mobility on the roads, but thought the 
tramway could compete satisfactorily in his area by a rearrange- 
ment of fares. 

MB. J. DALRYMPLE (Glasgow) said the burden of the paper was 
the giving of the longest possible ride for the lowest paying fare, 
also that it was a mistake to consider the 1d. fare as necessarily the 
mainstay of tramway operation. At one time he would have 
strongly disagreed with the latter argument, but he confessed that 
his opinion had been forcibly changed by experience during the 
last year or two. At Glasgow the Ad. fare distance had recently 
been extended from a little over 4 mile to over a mile in length, 
and he had fought against the change, believing that they were 
carrying all who wanted to ride, but as it turned out the change 
had resulted in their obtaining an extra million passengers a week. 
These entailed extra expenditure, but only few extra cars, as a very 
large proportion travelled during slack hours, when there was 
plenty of accommodation available. The change resulted in an 
increase of from 104 passengers per car-mile, to 13 passengers per 
car-mile, and as the new traffic was collected in the inner zone, the 
problem in future was how to cater for this enormous traffic, It 
resulted in 60 million additional passengers per annum, and required 
an extra 30 cars; the expenses were not so much greater, and he 
believed that in time the additional fares would make up for the 
loss of revenue through increasing the stage length. 

Мв. C. J. SPENCER (Bradford) urged the members not to apply 
the results at Glasgow too generally. In his town they had had a 
universal ld. fare before 8 a.m., but this was followed by making 
all 1d. fares into 4d. fares before 9am. He found at first that the 
receipts fell pro rata, then extra travellers appeared, and now they 
had to run many extra car-miles to accommodate the traffic, and 
these were all run at a loss before 9 a. m., resulting in a net loss in 
receipts. The conditions were quite different from those prevailing 
in Glasgow. 

Мв. J. M. МсЕгкоү (Manchester) argued that it was dangerous 
to suggest the possibility of introducing 4d. fares generally, and he 
noticed that the author had said nothing in his paper as to their 
effect on his own (Hull) undertaking. In looking into the condi- 
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tions there, he found that Hull. had about the highest population 
and revenue per track-mile in the country, thus favouring the low 
fare. They carried the passenger 21 miles for a Id., and before 
9 am. all 14. stages were charged for at id. In 1908 the Hull 
undertaking earned 10'22d. per car-mile, but since the introduction 
of 4d. fares the annual averages had fallen to 9d., 8'9d. and 9°65d., 
and he oonsidered that the passengers after 9 a.m. were paying for 
those before that hour. Fares which were good enough for part of 
the day should be good enough for all day ; but if at Hull the 4d. 
fare were available all through the day, it appeared that it would 
reeult in the gross profit being entirely wiped out. 

COUNCILLOR HEATHER (Leyton) said the real basis of fares was 
environment, and in London the ‘bus competition was the 
determining factor. ALD. BRODIE (Blackpool) enlarged on the 


excellencies of the Blackpool system, explaining the simple pro- 


cedure adopted in bis town to overcome bus competition. There, 
with the advent of the tramway car, the Watch Committee refused 
to license the competing omnibus. 

Mr. J. B. HAMILTON (Leeds) expressed the view that low fares 
attracted. passengers, and providing the 4d. fare proved a source of 
revenue, as in Leeds, there was no reason why it should not be 
adopted. In view of the large surpluses earned in some under- 
takings, it was a question whether the fares should be lowered, 
and hethought they should. Where the tramway provided adequate 
facilities the bus should not be allowed. 


Кай Corrugation. 


On Wednesday afternoon, September 25th, a short dis- 
cussion took place on the interim report of the Special 
Committee appointed to inquire into the phenomena of 
corrugation on tramway rails. This report, whith is of a 
very interesting character, and illustrated with numerous 
explanat ry diagrams and half-tones, can be obtained from 
the Secretary of the M. T. A. 

A Committee was originally appointed to deal with the 
matter in 1908, and in 1909 it was arranged to co-operate 
with the Tramways and Light Railways Association, certain 
members of the latter joining the Committee: Mr. C. A. 
King, of London, was also appointed advisory engineer, and 
with a Committee of four carried on the investigations. 
Inquiry was directed to find whether corrugation— 

1. Exists initially in the rail itself. 

2. Existe initially in the tire. 

3. Is produced by the mutual action of wheel and rail, 
which action must be one of, or & combination of, the fol- 
lowing :— = : | | 

(а) By the ordinary rolling motion of the wheels owing 
tothe rail not being hard enough to withstand the local 
rolling action. . 

(^) By the wheels slipping. 

(r) By the wheels skidding. 

(d) By the radial slipping of wheels and axle. 

T hey issued а list of queries to members of the Association 
and classified some 6,000 replies which are summarised in 
the report ; they also arranged for experimental work which 
was carried out at Bradford, Dundee, Glasgow, London, 
Leeds, Manchester and Sheffield, and is also duly recorded in 
the report. 

The replies show that generally systems most free from 
corrugation are more hilly than the average, and that 
elimatic conditions have no particular effect. Apparently, 
neither class of paving, make of rail, method of laying nor 
anchoring, has any direct bearing on the matter; this also 
‘applies to the number of cars using the rail before the 
appearance of corrugation. On 85 per cent. of the systems 
the wave length of the corrugation is between 2 and 8 in., 
the extremes are 1} in. and 7} in.; and it is quite frequently 
found where coasting is habitual. 

An interesting section deals with the occurrence and 
characteristics of corrugation, showing that it occurs on both 
cast and rolled permanent way material, and is produced by 
both bogie and single-truck cars. It has been found on 
cable tramway tracks at Handsworth, Streatham and Douglas, 
and on many railways, but was not known on horse and 
steam tramways. 

An interesting case of the alternate production (by Erith 
cars), and removal (by Bexley cars) of corrugation on a 
tramway at Northumberland Heath (Bexley Heath Tram- 
ways) is cited, the route being operated by agreement for 
alternate periods by the two concerns. 

It is pointed out that the two types of cars are very 
similar, and braking arrangements the same, except that the 
Erith cars have magnetic track brakes, and the Bexley cars 
have no track brakes. 


ing the following: 


The Bexley care, however, ride more easily owing tó 
improved springing and have chilled wheels, while the Erith 
cars have steel-tired wheels. : | 

An interesting sequel to the foregoing was the statement 
at the meeting that since the report was prepared, corruga- 
tion had appeared on the Bexley tramways. 

The Committee made the following general obser- 


vations :— | 


There were indications of corrugation in every ible 
position, viz., on up and down gradients, on straight and 
curved track, on one or on both rails, or on either rail 
separately, alternately, and also intermittently. 

Periodical records of corrugations at the same places did 
not indicate any tendency of the ridges to creep along the 
rail, although the markings appeared to vary in intensity, 
and to merge from the defined ridge type to the patch type, 
and vice versá. | | | 

The patch type appeared to exist in conjunction wit 
speeds over 12 miles per hour. | 


Acid tests demonstrate that the corrugation effect is 


practically superficial, and that the metal in the hollows is 
less dense than at the crests. Consideration as to the 
cause of the hollows leads to the conclusion that cold 
flowing of the rail material does take place, and if this were 
combined with a certain amount of attrition, the result 
would probably be in accordance with the actual state of the 
rail structure as demonstrated by tests. | 

The information collected by the Committee (by experi- 
ments and otherwise) amply showed that slip and skid are 
coptinually taking place, and that a pure rolling motion very 
seldom takes place even for one complete revolution of the 
wheel. | 

The general information placed before the Committee 
coupled with the striated appearance of the corrugated rails, 
suggests that corrugation might be created by the alternating 
slip or skid and rolling action of the wheel during its passage 
along therail. Slipping or skidding, possibly in conjunction 


with rotation, would appear to take place in the hollows and 


pure roll coupled with increased pressure at the crests. 

The Committee do not agree with the theory that cold 
rolling alone is the cause of corrugation, and describe experi- 
ments made with saw cuts in rail heads and artificially pro- 
duced markings in paint, sand, &c., in support of their 
contention. 

As the result of their investigation, the Committee arrive 
at certain interim findings, based on the foregoing and includ- 


Corrugation occurs . . . . with electrically self-propelled 
rolling stock, the construction of which necessitates a rela- 
tively low centre of gravity. . . . It is not necessary that 
the track or the rolling stock or the wheel profiles should be 
in a worn or defective condition | 

Corrugation appears on the rails independently of whether 
the wheels are being actively driven from the motors or not. 
[It is suggested that slip and skid take place owing to 
different wheel diameters due to unequal wear produced by 
differences in motor speeds. ] | 

Corrugation may be caused and removed by the same set 
of cars under apparently the same conditions; it does not 
exist on tramway rails as received from the rolling mills. 

As a suggested measure for mitigation of the trouble, it 
is proposed that a better steel for rails should be obtained, 
and particulars are given of the physical tests recommended. 

Particulars of further experiments, and information re- 
quired, are mentioned, and an appendix contains a list of 


previous papers and reports bearing on corrugation matters. 


In the discussion MR. J. M. MCELROY (Manchester) said he was 
satisfied that the report (of which he gave an abstract on the lines 
of the foregoing) carried the matter a long way towards solution. 
In places like Glasgow and Manchestér, corrugation cost them as 
much as £10,000 per annum. In his view micro-photography 


would help largely towards the solution of the problem and the 


production of a suitable steel for rails. 

Мв. C. J. SPENCER (Bradford) read a short report from Mr. King, 
who was unable to be present, and in which he assumed that the 
origin of corrugation was a condition or set of conditions which 
exists clearly with electrically-driven rolling stock. Among the 
features necessary were pronounced inequality of wheel diameters ; 
side thrust of flanges due to low centre of gravity ; holding down 
of wheels on to hard unyielding track, &c. It was curious that 
there was no corrugation and very little wear on three London tubes, 
but in this case the track was very elastic, and the rail yielded about 
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4 in. vertically to the passage of wheels, and also laterally, thus 
reducing wear, 

ProF. OABU8 WILSON considered that it would not be possible to 
get to the root of the matter until they could produce corrugation 
to order. Corrugation had been produced on purpose, experi- 
mentally on several systems, but could not be repeated when 
wanted. The Erith case was particularly interesting ; it was the 
hollow of the corrugation that required investigation. 

MR. STEPHEN SELLON said there ought to be a representative of 
the rail manufacturers on the committee ; the manufacturer knew 
that he was not supplying the best rail for present day use, and the 
rail composition and modern methods of rolling accounted for the 
presence of corrugation. | 

Mr. W. J. HADFIELD (Sheffield) pointed out that the rolling mill 
practice was that approved by Mr. Sellon ; and Mr. HOLT (Leeds) 
said manufacturers did not know how to supply the class of rail 
demanded. 3 

MR. B. C. BULLOUGH (Colchester) thought the rolling mill was the 
root of the trouble, inatancing the fact that one rail only in a batch 
was sometimes corrugated ; and COUNCILLOR KNOWLES (Sheffield) 
advocated the presence of both rail maker and metallurgist on the 
committee, 


On Thursday, at the conclusion of the discussion on Mr. 
McCombe's paper, the delegates and visitors were again 
entertained at luncheon by the West Ham Corporation, and 
in the afternoon adjourned to the Exhibition at the Plaistow 
 depót, many of them proceeding later to a Garden Party 
at West Ham Park, where musical entertainment was 
provided by the West Ham School. Choirs and the Tram- 
ways Band. | 

In the evening, the annual dinner of the Association was 
held at the Liverpool Street Hotel, when some 400 of the 
members and their guests were received by the President 
and Mrs. Blain. 

Mr. A. R. Fearnley (vice-president of the M.T.A.), pro- 
posed the toast of The Mayor and Corporation of West 
Ham," the Mayor (Alderman Hurry) suitably responding ; 
it fell to Councillor Rodgers (Newcastle-on- Tyne) to propose 
“The Guests"—who were numerous—while the toast of 
“The Municipal Tramways Association," suffered nothing 
at the hands of the Hon. Arthur Stanley, M.P. 

The annual business meeting of the Association was held 
on Friday morning, when Mr. A. R. Fearnley (3heffield) was 
elected president for the coming year, and the Mayor of 
Salford (Alderman Linsley) was appointed vice-president, 
Mr. C. J. Spencer (Bradford) being re-elected hon. 
secretary. It was decided to refer the question of action in 
regard to 'bus competition to the Executive Committee, 
with power to act ; the Committee was also empowered to 
express the views of the Association upon the alterations 
made to the Light Railways Bill. | E 


ELECTRICAL INSTALLATION AT THE 
WESLEYAN METHODIST HALL. 


THE new Methodist Church House and Connexional Offices 
at Westminster, the formal opening of which took place 
yesterday, have been erected by trustees with Sir Robert 
W. Perks, Bart., as treasurer, from part of the Twentieth 
Century Million Guineas Fund. This striking block of 
buildings stands on part of the site formerly occupied by the 
Westminster Aquarium and the Imperial Theatre, and is 
to the designs and plans of Messrs. Lanchester and 
Rickards, the architects. Our readers will be interested 
here more particularly in the engineering equipment and the 
electrical plant and installation, running into a matter of 
some £5,500. Mr. T. Kerr-Jones, A. M. I. E. E., of Victoria 
Street, S. W., was instructed by the architects to prepare 
specifications and plans for the installations for power 
and lighting, and he was, after the contracts were let, 
commissioned by the trustees to superintend the work during 
its execution. | 

For power work, electric driving has been adopted 
throughout the buildings, there being 14 motors, with a total 
of about 120 H.P. The motors are supplied with continuous 
current at 400 volts from the mains of the Westminster 
Electric Supply Corporation, Ltd. 


The applications of the motors are sufficiently diverse to 


give a good example—if one be needed—of the adaptability 
of the electric motor to all classes of work : these comprise 
the operation of three kinds of pumps, blowers and 


extractors for the air purifying and heating system, also 
passenger lifts, organ blowers, sewage ejector plant, and a 
battery booster. 

Commencing with the pumping plants, it may be 
mentioned that the whole of the water supply for the 
buildings is drawn from a 450-ft. well, from which it is 
raised pneumatically to groups of tauks, most of which are 
placed well above the highest level of the office block. 
Pumping from the well is carried out by .two vertical air 
compressors, each driven by belt and gearing from a 
15-H. P. motor. | 

In the room which contains these compressors is also in- 
stalled a fire service pump. This is of the multiple stage 
centrifugal type, running at 1,870 k. P. u., and direct coupled 
to a 12-H.P. motor. Its purpose is to keep charged a tank, 
situated almost at the very apex of the dome and nearly 
200 ft. above street level, by means of which the proper 
head is maintained on the fire hydrants. From this tank a 
pressure pipe is taken to а diaphragm pressure relay fitted 
at the base of the dome. This relay has a metal pointer 
which moves to the left or right according to whether the 
head in the tank is below or above normal. If water be 
drawn from the hydrant the pointer makes contact with an 
adjustable stud, and &o closes a circuit causing the pump to 
start. When full pressure is again restored the pointer 
moves away from the stud, and, travelling in the opposite 
direction, reaches another stud upon which a second circuit 


is closed and the motor stopped. This relay is connected by 


three wires running to the basement with the automatic 
solenoid-operated starter which controls the pump motor. 
It must, of course, be understood that the tank in the dome 
is only a pressure tank; the pump will draw from a storage 
tank of about 5,000 gallons capacity in the basement. The 
pumps were installed by Messrs. Arnold Goodwin & Son. 

For pumping the condensed steam from the radiator 
heating system, two vacuum pumps have been installed by 
Messrs. Ashwell & Nesbit, and these are driven by belt 
from & 5-H.P. variable speed motor, running at from 760 to 
1,000 R.P.M. ` 

In connection with the “ Plenum " heating and ventilat- 
ing system, also installed by Messrs. Ashwell & Nesbit, there 
are two blowers and one extractor fan. Each of these is 
driven by belt from a 12-H.P. motor, running at from 770 
to 1,000 R.P.M. 

In the office block are installed two lifts, erected by 
Messrs. Wm. Wadsworth & Son. These have solenoid- 
operated starting and reversing control gear operated by a 
master switch in the cab and by limit switches, top and 
bottom. Euch lift is driven by means of worm gearing 
from a 12-H.P. motor, running at 950 R. P. x. 

The fine organ, by Messrs. Wm. Hill & Son, receives its 
wind from two blowers, one of which adds ite pressure to the 
wind furnished by the other, so that both high and low 
pressure can be obtained. These blowers are both of the 
„Discus type, driven by belts from а 55)-H. P. motor, 
running at 840 R.P.M., and controlled by a solenoid-operated 
starter, worked from an ordinary tumbler switch near the 
organist’s seat, this latter control circuit being at 200 volts. 
A similar set of apparatus will be installed for the second 
organ. 

j^? is well known, the sewers in the Westminster area are 


.very near the surface of the streets, and to raise the sewage 


from. the sub-basement into the drain a duplicate set of 
“Shone” ejector apparatus bas been installed by Messrs. 
Hughes & Lancaster. The electrical portion of this plant 
comprises two 14-H.P. air compressor motors, which are con- 
trolled automatically. The air reservoir has pipes leading 
to diapraghm-pressure relays, which start and stop the motors 
in accordance with low or high pressure, in an analogous 
manner to the fire service relays mentioned above. 

The motor driving the booster is 7 H.P., and runs at a 
speed of 900 R.P.M., driving it direct through a flexible 
coupling. The booster get is of Electric Construction Co.'s 


make. LX 


The lighting of the buildings comprises about 1,600 
lamps, and there are five entirely separate lighting installa- 
tions—viz., the Office Block, the London, City and Midland 
Bank, the Public Positive, Public Negative апа “ Police ” 
circuits. . 

The supply for lighting is at 200 volts throughout, the 
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lamps in the office and puhlic installations being divided 
approximately equally between the positive and negative 
sides of the 400-volt three-wire service of the Westminster 
Electric Supply Corporation, Ltd. 

To meet the regulations of the London County Council, it 
was originally intended to take the supply for ће “ Police“ 
circuit from the mains of the London Electric Supply Corpora- 
tion. After the wiring had all been run on this basis, the 
result of the litigation between the two supply companies 
was that the Westminster Co. assumed the management of 
the London Corporation's system in the Westminster area, 
and that they were not willing to give a supply from the 
London Co.'s mains. Under these circumstances a battery 
was installed to meet the demand for an entirely separate 
source of supply to feed a certain proportion of lamps in all 
portions of the buildings accessible to the general public ; this 
battery consiste of 108 Type L-11 cells of the D.P. Battery 
Co.'s make, and is charged during the daytime from the West- 
minster Co.'s 200-volt supply through a booster giving 
45 amperes at O to 92 volts. — It is capable of maintaining 
the whole of the lamps on the “ Police“ circuit for six hours 
on one discharge. 

There are two main control rooms, one in the basement 
and one adjacent to the great hall, and the greater part 
of the main distribution and distribution boards are grouped 
in these control rooms, from which about 40 separate 
circuits radiate. The sub-distribution boards are placed in 
accessible positions in different parts of the buildings. 
About 30 miles of cables and wires and 10 miles of conduit 
have been fixed. 

The materials throughout are to a very high standard. 
All cables and wires, both for lighting and power, are of 
C.M.A. 2,500-megohm grade and of Connolly’s make, 
whilst all conduit is of heavy-gauge solid-drawn steel, 
heavily galvanised inside and out. "The whole installation is 
on the draw-through system, and the large number of boxes 
installed will facilitate inspections and repairs. АП distri- 
buting boards are in heavy cast-iron cases, a few being fitted 
with oak frames on cast-iron shells, and where in view the 
cases are recessed into the walls. 

The fittings in the main halls, reception rooms, conference 
halls and library, are of striking design, and carried out in 
real bronze with satin-finish glassware. "They were specially 
designed by the architects, and supplied partly by Messrs. 
J. W. Singer & Sons, and partly by Messrs. Strode & Co. 

A great number of tlie fittings are in the form of two- 
light and three-light brackets, and these are all fitted with 
Strode bracket boxes and connecting sockets, so that a 
bracket may be bodily removed for cleaning without having 
to unfasten or disconnect the fitting. The main electroliers 
are provided with iron disconnecting boxes with porcelain 
connector fittings, and are lowered for cleaning by means of 
permanent winches. 

Messrs. Dove Bros., Ltd., were the main contractors for 
the whole of the building, and the whole of the wiring 
for power and lighting was carried out by Messrs. 
Strode & Co., who also installed the battery and its appa- 
ratus, the water level alarm indicators and the intercom- 
munication telephone system. 

The clerk of works was Mr. E. C. Howell, and Mr. C. Hale, 
who was Messrs. Strode & Co.’s foreman during the execu- 
tion of the contracts, has been appointed electrician- in- 
charge. 


Theatre Installations,—Mrssrs. S. GILLITT & Co., 
of Newcastle-upon-Tyne, are at present engaged in carrying out the 
eleotrical installations at the following theatres, &c. : Hippodrome, 
Newcastle; Royal Theatre, Hebburn-on-Tyne; Theatre Royal, 
Sunderland ; Empire Palace, Easington Colliery ; Victoria Theatre, 
Southbank ; Prudhoe Picture Palace, Prudhoe-on-Tyne; Palace 
Theatre, High Shields, and Summerhill Palace Theatre, Birmingham. 


Japanese Failure.—According to a Reuter dispatch 
from Tokio, it is reported from Osaka that, "as a result of the 
recent forgeries by the cashier of the Nagoya branch of the Miteui 
Bussan Kaisha, who fled after putting into circulation bills in the 
name of the firm for 700,000 yen, the majority of which were held 
by local banks in Nagoya and Osaka, the Saiga Electrical Co. has 
failed. The liabilities amount to 7,000,000 yen.” 


. Dynamo - electric 


. Electrical and gas appliances 


. Telephones 


ELECTRICAL TRADE COMPETITION IN 
Е AUSTRALIA. 


THE report of the British Trade Commissioner for Australia for 
1911 draws attention to the fact that during the year foreign firms, 
particularly American, devoted inoreased consideration to Australia 
by sending over special representatives to organise their agency 
arrangements in the various States, and by improving their selling 
organisation in other ways. This has been noticeable particularly 
in the trade in petrol and electric motors and lorries, telephone 
instruments and material, electrical machinery and material, mining 
drills, &o. The value of the total imports of electrica! machinery 
in 1910 was £321,327, in which the United Kingdom participated 
to the extent of £176,119, or 54'8 per cent., the United States 
£93,036, and Germany £32,539. The following table shows the 
course of foreign competition in 1910—the figures for 1911 are 
apparently not yet available—in the several items which permit 
of classification :— - | 

United United Ger. Other 
machines £ £ £ £ £ 


over 200 H. P., and parts 22,273 2,994 630 14 


. Dynamo-electric machines up 


to 200 H.P., static trans- 
formers. induction coils, elec- 
tric fans and parts thereof... 


. Regulating, starting and con- 


trolling apparatus, including 
distributing boards and 
Bwitchboards, except tele- 


phone switehboards .. 19,192 16,595 2,512 2,555 40,854 

. Generators for direct coupling 
to steam ‘turbines... es 5,214 , — 6680 — 11,894 
Total ..  ..  .. £176,119 93,036 32,589 19,539 321,327 


It appears that when the question of the amendment of certain 
headings of the tariffs was under consideration in 1911, it was 
found possible to obtain preferential treatment for British goods 
under the headings of "Dynamo-electric machines over 200 Н.Р. 
and parts and "Dynamo-electric machines up to 200 E. P. static 
transformers, induction coils, electric fans and parte thereof." The 
duties on these goods from the United Kingdom now are 123 per 
cent. and 20 per cent. ad valorem, as compared with 174 per cent. 
and 25 per cent. respectively on foreign goods, The report also 
enumerates in detail other importa of electrical materials in 1910 of 
the separate value of £682,217. The particulars are as undernoted, 
the respective figures for 1911 apparently being also not yet 
ascertainable :— 


United Ger- United Other Total 
Kingdom. many. States. countries. imports, 
. Electroliere, gasoliers, chan- 
deliers, pendants, brackets £ £ £ £ & 
and zinc tubing .. 25,796 1,902 714 29 28,021 


. Electric fitting &ndappliances, 


namely, switches, fuses and 


lightning arresters ... Jes 5,878 2,952 34,936 


19,672 6,434 


. Electric heating and cooking 


appliances s 1,589 175 535 48 2,347 


(not included elsewhere). 79,094 42,545 19,143 12,734 153,516 


. Accumulators, arc lamps and 


carbons, cable and wire 
(covered) carbon in blocks 
of 12 sq. in. and over, 
vacuum tubes, measuring 
and recording instruments 
and prepared insulating tape 
and telephone 
switchboards and appliances 


277,105 61,447 9,643 9,437 357,632 


45,974 


Total £449,410 117,640 39,118 26,248 682,217 
* Includes Belgium £9,557, and Sweden £40,249. 


The British share of the above formed 65°83 per cent. of the 
total, whilst Germany participated to the extent of 172 per cent., 
and the United States to the amount of 57 per cent. The bulk of 
the American trade is with New South Wales, and in some articles 
German trade is chiefly with Western Australia, a fact which is 
attributed to a strong distributing organisation in that State. 
Although British goods as a rule are more expensive, the report 
states that they are better made and more reliable than those from 
either the Continent of Europe or the United States, both of which 
rely for the sale of their goods rather on their low price than on 
their quality. In some lines British firms are ably represented and 
are fighting hard to hold the trade. 


South African Lighting Association, Ltd.—The 
directors have declared an interim dividend of 31 per cent, or 7 per 
cent. per annum, as compared with an interim dividend of 3 per cent. 
last year. 


Total 
Kingdom. States. many. countries. imports. 


25,911 


129,440 73,447 22,717 17,064 242,668 


6,1137 8,200 1,048 105,165" 


—— 
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The Hysteresis Loss in Iron due to a Combined Pulsating 
and Rotating Magnetic Field. 


By T. F. WALL, D.Sc., M.Eng., A.M.Inst.C.E. 


WHILE data are available relating to the hysteresis loss in iron 
due to pulsating and rotating magnetio fields acting separately, 
no experiments have been made to determine the loss due to their 
simultaneous action. In the case of a plain series single-phase 
commutator motor, the iron of the cores is subjected to the pulsating 
field due to a current in the stator winding, while at the same 
time the rotor core is rotating. Experiments were made by 
the author to determine whether the total hysteresis loss was 
the sum of the losses due to each cause acting alone. 
The hysteresis due to pulsation is similar to that produced in 
transformers and can be calculated in the same way. The hysteresis 
due to rotation is similar to that in a direct current armature, 
giving rise to a definite torque for each value of the flux, the 
hysteresis torque in the case of the А.С. rotor subjected to a pulsat- 
ing field being the mean value of the hysteresis torque curve corres- 


ponding to the wave form of the pulsating flux. 


\ 


The method of investigation adopted was to take "running- 
down curves with various D.C. values in the stator windings of 
the machine used for the test, and also with a.c. in the stator 
windings. In the latter case, the puleation hysteresis is supplied 
from the mains, and the rotor is retarded only by the rotation 
hysteresis, The D.C. tests enable the rotation hysteresis torque 
curve to be determined, and the А.С. testa show to what extent the 
rotation hysteresis is modified by the pulsation of the flux. 

It was necessary to use special means for accurately measuring 
the falling speed, and a stroboscopic method was adopted. As the 
friction of the ball-bearings slightly diminished at low speeds if 
the bearings were cold, and the measurements had to be very 
accurate, the machine was run for several hours before taking a 
curve. 

As the result of his experiments the author finds that :— 

The rotation hysteresis torque is very considerably reduced by the 
pulsating action of the flux for those values of the frequency which 
are usually met with in practice (20-25 cycles per second). The 
reduction is about 58 per cent. for the range of flux densities used. 
The rotation hysteresis is, within wide limits of frequency of 
pulsation, constant, and for all practical values of the frequency 
may be considered to be the same for any frequency. 

As the hysteresis frequency becomes reduced to very low values, 
the rotation hysteresis approaches in magnitude the value deduced 
from a curve connecting the rotation hysteresis torque and direct 
current in the stator winding. 

The explanation of the reduction observed appears to be that 
the molecules of the iron being set in a state of rapid movement by 
one cause, the additional movement of the molecules corresponding 
to the other cause takes place much more readily than if either 
cause were aoting alone. 


Experiments for Improving the Construction of Practical 
Standards for Electrical Measurements. 


Report of the Committee; LORD RAYLEIGH (Chairman) ; Dr. R. T. 
GLAZEBROOK (Secretary). 


(Section A. Abstract.) 


THE Reports from 1861 to 1911 inclusive have now passed through 
the press, and it is intended that this, the 1912 and final Report of 
the Committee, shall conclude the reprints, which will be on sale 
in the autumn of the present year. It seems desirable, however, 
that the Committee should remain in existence until all questions 
connected with the republication are determined, and, accordingly, 
they ask for re-appointment. . 

With regard to absolute measurements we have, as the direct 
result of the work of members of the Committee, two pieces of 
apparatus which should prove equal to any demand for precise 
measurements in the absolute system for very many years. 

A report on the British Association Ayrton-Jones current balance 
appeared in 1908, and it was stated at that time that the probable 
error associated with a determination of current in absoldte 
measure was about two parts in 100,000. Since then the balance 
has been used on several occasions; it continues to give satisfaction, 
and there appears to be no reason for doubt that so far as the absolute 
measurement of current is concerned an accuracy within at least 
five parts in 100,000 can still be guaranteed. This conclusion is 
greatly strengthened by the results which were communicated to 
the Association last year by Dr. Dorsey of the Bureau of Standards, 
Washington. At that Institution Drs. Rosa and Dorsey have made 
experiments with a new current balance, the coils of which are 
arranged in a manner similar to those used by Joule and by Lord 
Rayleigh. They obtained results for the electromotive force of the 
Weston normal cell which agree with those obtained at the 
National Physical Laboratory within four parts in 100,000. 
Whether this represents a real difference in the results given by the 
two balances, or is an actual difference in the E. Mu. F. s of the 
reference cells used, has not yet been decided. 

With regard to the absolute measurement of current elsewhere, a 
current weigher hae been built at the Laboratoire Central d'Elec- 
tricité, Paris, and at the Reichsanstalt further measurements are to 
be made in the near future. It will be seen, therefore, that the 
absolute measurement is on a very satisfactory basis. At the 
National Physical Laboratory no efforts will be spared to maintain 


the Ayrton-Jones balance in good condition, and to obtain results 
equal in precision to those obtained at the present time. 

Turning to the absolute measurement of resistance, for many 
years no measurements of this quantity have been carried out, but 
at the present time the Lorenz apparatus at the National Physical 
Laboratory and other apparatus now being constructed at Berlin 
and Washington will place measurements of resistance in a position 
equally satisfactory with those of current. The Lorenz apparatus 
is now being employed for the measurement of resistance, and it 
is believed that the probable error will not exceed two parts in 
100,000. This satisfactory etate of affairs is largely due to the 
design and size of the apparatus and the ease with which the 
dimensions of the coils can be measured. Many years ago Lord 
Rayleigh showed that it was not necessary to measure accurately 
the diameter of the coils of a Joule balance; the ratio of the 
diameters was sufficient, and this ratio could at any time be 
obtained by measuring the ratio of two currente. In consequence, 
with a Joule balance an observer is not handicapped in his measure- 
ments by the results of linear observations which may have been 
made many years previously, and which may be incorrect owing to 
secular change. With the Lorenz apparatus independence of pre- 
vious linear measurements has been secured by winding the coils 
with bare copper wire, and leaving them in this condition. This 
enables linear measurements to be made at any time with ease and 
with precision. 

Referring to material standards, it is most gratifying to record 
that measurements of resistance, of current, and of electromotive 
force are now made on the same basis in practically all civilised 
countries. This satisfactory state has been achieved within the 
past four years, and is a direct result of the labours of the London 
Conference of 1908, in which this Committee was so largely 
interested. 

As is well known, the International standard of resistance is that 
of aspecified column of mercury, and that of current depends on 
measurements with the silver voltameter. The measurement of 
electromotive force and of current may be conveniently made by 
means of the Weston normal] cell. 

During the past two years comparisons of resistance coils and of 
standard cells, and comparative experiments with the silver volta- 
meter, have been made by representatives of the National Physical 
Laboratory and the standardising laboratories of America, France 
and Germany. The results obtained show the remarkable agree- 
ment which now exists between the electrical standards of the four 
countries named. 

The Committee feel that the primary objects for which they were 
appointed have been achieved, and that the present position of 
electrical standards—as outlined in tb is report—is very satisfactory. 
With a view to completing the business arrangements connected 
with the republication, the Committee recommend that they be 
reappointed, that Lord Rayleigh be chairman and Dr. R. T. Glaze- 
brook secretary. 


The Determination of the Stresses In Springs. 


By E. G. COKER, M. A., D. So., Professor of Mechanical Engineering 
in the City and Guilds of London Technical College, Finsbury. 


(Section G. Abstract.) 


THE principal difficulties in detePmining experimentally the stress 
in a body of complicated form usually arise from the great varia- 
tion of stress intensity as we pass from any point to a neighbouring 
one in the body, and hence any alterations of form and configura- 
tion produced by stress and capable of measurement, such as the 
deflection of a spring, afford little or no information of the condi- 
tion of stress in the body, unless we are able to formulate a theory 
of the behaviour of the structure in agreement with the measure- 
ments obtainable by experimental means. 

In some kinds of springs these conditions are fulfilled very 
nearly, and it is not difficult, for example, to calculate very 
approximately the stresges in a helical spring duc to a given 
deflection. In other forms, such as plate springs, the conditions 
are less favourable, since experiments show that, where plates are 
built up into a matrix, the rubbing friction between the surfaces in 
contact is often so considerable that the spring taken as a whole 
cannot be treated as an elastic body, although each of its separate 
plates may be considered as such. It is suggested that in some 
cases experiments on models made of transparent materials may 
prove of use in determining the stresses in springs built up of 
curved plates, or constructed from a ribbon coiled in a plane, as in 
& watch-spring. Experimental comparisons of the stresses in 
steel and ome transparent materials show that the effects produced 
are very similar, and we may therefore obtain a fair approxima- 
tion to the stress distribution in a steel spring by an optical examina- 
tion of a transparent model. A general idea of the stress 
intensity throughout the whole model can often be obtained by a 
visual examination. 

Optical methods must necesearily be confined to models ; but this 
objection may be entirely removed if advantage is taken of the 
thermal properties of materials under stress, the fundamental facts 
of which were discovered and investigated by Thomson and Joule. 
It is easy to show that a metal, when subjected to stress within 
the elastic limit, experiences a very small change of temperature— 
a diminution for tension stress and an increase for compression 
stress—and this alteration is proportional to the load applied. 
This change of temperature can be readily shown by a thermopile ; 
and, as an example, fig. 1 shows some observations obtained for the 
case of a tension member subjected to a uniformly increasing load, 
and rising to a maximum of 21,000 lb. pereq.in. The galvano- 
meter deflections, plotted on a time base, show the diminution of 
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temperature experienced ; and since the bar is continually tending 
to return to thermal equilibrium with the surrounding stmosphere, 
& correction must be applied to the readings. The correcting 
factor may be readily obtained from the tail of the experimental 
curve, and the modified readings then follow the curve shown by 
II ; they are now proportional to the time, and therefore to the rate 
of application of the load. This and other. experimental results 
show that the thermal effect is proportional to the stress for the 
whole range of elastio deformation in both tension and com- 
pression. 

Experiment also shows that the thermal effects produced in & 
beam subjected to bending correspond to the known stresses across 
the transverse sections. The case of pure shear is of considerable 
interest, since it may be regarded as the result of compression and 
tension stresses of equal intensities at right angles, and the sum of 


/ GALVANOMETER DEFLECTION 


the thermal effects ia zero. On the other hand, the optical offect 
of a shear is proportional to the arithmetical sum of the principal 
stresses at a point. Both methods of experiment may be advan- 
tageously employed in many cases, and in some investigations now 
in progress on springs and plates of various forms, the results 
obtained optically are being examined independently by thermal 
tests. For example, the optical effect of two equal-like principal 
stresses at a point produces a dark field between crossed Nicols 
similar to that observed in places where there is no stress at all, во 
that both cases give the same optical effect. Thermal measure- 
ments, however, distinguish between these cases and afford a 
measurement of the stress distribution where an optical test fails. 

The principal difficulty in the application of thermal measure- 
ment is in the very small range of temperature—less than (705° C. 
per 1,000 lb. of stress for steel—and the large corrections which 
are required to allow for the exchanges of heat with surrounding 
bodies. A third mode of investigation of the stresses in springs 
and other bodies is offered by the permanent electrical differences 
between stressed and unstressed metals, a phenomenon discovered 
by Lord Kelvin. The potential difference available within the 
elastic limits of a material like steel or wrought-iron is, however, 
very small, and some experiments made for the purposes of the 
present paper show that it is less than 0'2 microvolt per 1° C. of 
difference between hot and cold junctions, 


The Water-Power Possibilities of the Highlands." 


‘THE Economic Aspect of Scottish Water-Power" was the subject 
of an interesting contribution by MR. A. NEWLANDS, M. Inst. C. E., 
assistant engineer of the Highland Railway, who said the economic 
waste represented by the non-utilisation of the water-power 
possibilities of the Scottish Highlands was at last beginning to 
receive the somewhat belated attention of industrial life. The north 
and west of Scotland had the greatest extent of elevated area and 
the greatest rainfall in the British Isles, with the possible exception 


of Cumberland, in England. Various estimates of the amount of . 


,water-power available in Scotland had been made, and Prof. Forbes, 
F. R. S., had put the figure at 1,000,000 H. P. 

Even if one-half of this amount were accepted, it represented, on a 
basis of 5 lb. of coal per H. P.-hour, 34 million tons of coal per 
annum. This, at 108. per ton, was worth 21, 750, 000, which was 
probably an extremely conservative estimate of the annual value of 
the Scottish water-power. 

The great centres of industry had become too congested and too 
expensive for the workers. Their housing conditions were unsatis- 
factory. Rents and taxes were high, and the distractions and 
expense of large cities were a burden. Employers, on the other 
hand, were being increasingly hampered by the restrictions imposed 
on them by combinations of labour, by insurance and liability for 
workers, and by the restraint of Government supervision, and when 
to these were added an increased taxation and a rising wages bill, 
it was easy to account for the growing oncost charges which now 
represented such a heavy tax on production. The solution lay in 
the creation of an industrial development in the country districte, 
and the north of Scotland had exceptional advantages to offer, both 
by reason of its natural resources and ite geographical location, 
The hydro-electric possibilities of the north were in themselves 
. sufficient to attract and encourage an industrial development, but 
to these could be added a fine, healthy country population, eager to 
take up any employment offered to them. Industry in any form could 
be carried on, as imported raw material could be laid down on the 
Highland seaboard as easily as in the Midlands of England. The 


growth of population consequent upon an industrial development 


euch as this would, on a moderate estimate, be not less than five 


* See also ELEC. Rev., May 31st, 1912, p. 874. 
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persons per H.P. utilised, so that 45,000 H.P. would create a new 
population equal to that of the four most northern counties in the 
mainland. The whole subject was one well worthy the attention of 
the State, and Mr. Newlands suggested that the policy of State 
afforestation should be associated with that of water-power 
development, and that the funds in the hands of the Develop- 
ment Commissioners should be made available for the control and 
purchase of water rights and development of power as an initiatory 
step. 

Sin HENRY CoNYNGHAME, the president, said the importance of 
the subject was tremendous. The project which Mr. Newlands 
advocated meant placing at the disposs] of the people of Sootland 
what was equivalent to the produce of a very considerable coal- 
field—but without the smoke. They might have the whole energy 
of the water of the Highlands utilised in the service of man with- 
out any person seeing anything that would offend his artistic 
sense. Electricity, unlike steam, could be separated ; if they had 
the industries, they could distribute them all over the place. They 
need not have the population in cities at all, but could have the 
people scattered, carrying on such industries as agriculture in 
summer and other industries, made available. by electricity, in 
winter. He considered that this was опе of the most important 
papers in the whole British Association. 

Dr. ScoTT said that with regard to the Scottish Highlands there 
were certain difficulties, and one was the cost of transport. 
With a denser population, however, that would tend to.come down. 

MR. W. F. REID said that unless they worked such a scheme on 
a very large scale electricity became too costly, and he inquired 
whether the landowners in the neighbourhood of these sources of 
power would grant land on reasonable conditions of tenure. 

Mr. NEWLANDS, in reply, said as to rt facilities in the 
North of Scotland there was not a part of the mainland more than 
20 miles from the seaboard. He believed that the landlords would 
sacrifice personal interests if it could be shown that the develop- 
ment of such & scheme would be for the advantage of the High- 
lands generally, but they would probably resist the attempts of 
speculators and others who endeavoured to buy up water rights 
with the view of selling at a profit later on. 


= 


The Transmission of Heat. 


Mr. C. H. LANDER, M. Sc., and PROF. J. E. PETAVEL, F.RS., 
described an experimental investigation of the transmission of 
heat from heated metal cylinders to the surrounding air, which has 
& direct bearing on the lagging of steam pipes ; the temperatures, 
however, ranged up to 2,000° F., and the pressure in the air 


PER DEG. FAHR. TEMP. DIFFERENCE. 


HEAT LOST PER HOUR IN B.T.U. PER SQ. FT 


WEIGHT PER CUBIC FOOT 
Fig. 1—EFFECT or DENSITY OF COVERING ON HEAT Loss. 


enclosure was varied from atmospheric up to 3,000 Ib. per sq. in. 
In the case of steam pipes, the heat loss per hour per aq. ft. per 
degree F. difference of temperature was measured, with the follow- 
ing results :— 

Bare steam pipes containing saturated steam at atmospheric 
pressure and at 100 lb. per sq. in. gauge pressure, external 
atmosphere at 60° F. :— 


External Heat loss per hour in B. TE. v. 

diameter of per sq. ft. per degree F. Conduction 
radiator, At atmospheric At 100 Ib. per -only, taking 
in. pressure. ЕЧ. in. к = 0:144*. 
0˙2 3:94 6'0 0'39 85 

1 3`00 4°0 018 | $534 ы 

2 2°55 2°8 оов» HEPES 

3 2°30 2°4 0°074 е E 8 

5 2.05 2˙1 0060| 6 Е 
12 1'97 — 0:047 42 


* The constant k is given in B.TH.U. per hour per square foot of 
surface per degree F. temperature difference for a layer 1 in. thick. 


Under the conditions described, the loss of heat is mainly due to 
convection. In the case of a pipe, for example, 1 in. in diameter, 
containing steam at atmospheric pressure, the loss by radiation is 
0°44 or 15 per cent., and by conduction 0°13 or 4 per cent., so that 
81 per cent. is dissipated by convection; at 100 lb. per aq. in. the 
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loss by convection would be about 80 per cent. If the surface of 
the metal were machined, the loss by radiation: would be halved, 
and if it were polished the loss would be reduced to one quarter. 

As all lagging materials are better heat conductors than air, they 
increase the loss due to conduction ; it is neceseary, therefore, to 
arrange them loosely, во ав to sub-divide the air space surrounding 
the pipe as perfectly as possible with the least amount of selid 
material. The lagging can, however, be too loosely packed, as will 
be seen in fig. 1, which shows the effect of slag wool under various 
conditions as regards density of packing. The beet result was 
obtained when the solid material occupied ү, of the total space ; the 
conduction loss was then increased from 0°13 to 0°40, but (assuming 
radiation to be zero) the convection loss was reduced from 3'2 to 
0'14, the total loss being 3 of that observed with the bare pipe. 

The loss by radiation per sq.ft. from small pipes diminishes 
rapidly as the diameter increases, but above 4 in. diameter it 
becomes nearly constant. i 


A New Machine for Alternating Load Tests. 
By BERNARD P. HAIGH, B.Sc., Assoc. M. Inst. C. E. 
(Section G. Abstract.) 

DuBING the discussion that followed Mr. Eden’s recent paper on 
the endurance of metals, references were mide to the use of an 
alternating magnetic flux for producing a pulsating pull in & 
specimen, and some brief notes were also contributed by the author, 
describing a machine of this class which had been in use in the 
James Watt Engineering Laboratories of the University of Glasgow 
(where it was constructed) for some months. 

The present machine is of small size, being intended primarily 
for testing wire with direct pulls varying up to about 1 ewt. 

The construction of the machine is shown in fig. 1, and its 
principle is illustrated diagrammatically in fig. 2. ` The lower end 
of the specimen, w, is attached to the armature A. This is a 
laminated block of iron, supported on flat springs giving freedom 
for vertical motion in a small range, directly over the pole Pi of the 
magnet. A magnetio flux (indicated by chain linee) ie produced by 
the large coil O, and passes across from the armature to the main 
pole Pi, thence back to the subsidiary poles Р; and P, by means of 
the laminated yoke, The total air-gap in the circuit is made small, 
so that a coil of moderate size is sufficient to produce a very strong 
flux in the air-gap, developing & strong pull between the pole-face 
and armature. 

When the density of the flux on the pole-face is B lines per 
eq. om., the magnetic pull per sq. cm. is given by the expression 
(Maxwell's law) 


y = B*/8 т dynes per cm’. 

Taking the area of the pole-face as А £q. cm., the total magnetic 
flux is (A х B) lines, and the electromotive force induced in each 
turn of the magnetising coil is— | 

E = 444% (A х B) 107? volta, 
where c is the frequenoy of the alternating current supplied, 
measured in complete cycles per second. The magnetic pull > is 
therefore proportional to the square of the ratio of volts to 


cycles—i.e., k ( 
к = А (Ес). 


This holds good so long ав & constant proportion of the total 
magnetic flux passes across the gap i. e., во long as the leakage flux 
which passes between the sides of the armature and the pole Pi isa 
constant proportion of the whole. If this were strictly the case, 
the pull would depend only on the ratio volts to cycles, and it 
would be immaterial whether the air-gap varied or not. In prac- 
tioe, however, the leaksge flux varies with the gap, and it is there- 
fore important to keep the leakage as small as possible. The 


leakage flux is proportional to the width of the gap and to the 


periphery of the vibrator, while the useful flux is proportional to 
its area ; hence it follows that itis important to work with approxi- 
mately constant gap, and, further, that a large machine (in 
which the ratio of the periphery to the area is small) is easier 
to design than a small one, such as that which has been built. Even 
in this small machine, however, the pulsating pull is fairly con- 
atant with respect to variations in the air-gap. The pull increases 
somewhat as the gap is reduced, and it is sometimes necessary to 
manipulate the machine skilfully so as to keep the gap constant in 
spite of slight instability. In a larger machine this would be 
unnecessary, as the “leakage factor" would be constant. | 

The small coil c! is connected directly to a sensitive voltmeter, 
and acts like the secondary winding of a transformer. It is intro- 
duced so that the voltmeter readings from which the load is 
deduced may be as far as possible free from leakage errors. The 
coil is therefore wound with fine wire very close to the edges of the 
pole-face, so tbat the greater part of the leakage flux passes out- 
side the coil. In this way the constant k in the equation for the 
pull becomes almost independent of the size ofthegap.  . 

It is not difficult to control the air-gap within the desirable 
limits when the specimen is not too long. A low-power microscope 
fitted with a graduated scale in the eye-pieces is handy for the 
purpose, and allows the range of vibration under any given load to 
be read off at the same time that any adjustment is being made. 
When a test of long duration at a given pull is being carried out, 
it is more convenient to employ an ammeter to measure the 
magnetising current. Asthis current is directly proportional to 
the mean length of the air-gap (for a given flux density), it is a 
very simple matter to keep the two constant. | 

If it were possible to avoid eddy currents in the pole piece P; and 
armature, the strength of the magnetic pull would not depend 
upon the frequency, but only on the ratio voltage to frequency. 
In practioe, however, the laminations are more or less ehort- 
circuited, and eddy-currenta are induced which drive the flux to the 
outside of the pole, increasing the leakage and reducing the pull. 


As the strength of the eddy-cnrrenta’ ‘is! proportional to the 
frequency, while the pull is proportional to the square о һе flux, 
the pall varies slightly with the frequency, and the machine must 
be standardised for a number of different frequencies. * 
It is necessary to use fairly thin stampings, effectively insulated 
from one another, in order that the flux may be uniformly distri- 
buted over the pole face. | i 
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The flat springs 8; Sa which carry the armature, are primarily 


arranged so as to guide tho armature A between the poles Ps and Ps, 


keeping its lower face parallel to that of the pole-piece P. By 
using springs instead of lubricated guides, one ensures the absence 
of friction, which might easily become a large (and variable) 
quantity. When working with high frequencies, even the air 
resistance of the armature and its attachments becomes a measure- 
able quantity, although generally so small as to be negligible. . 
The lateral stresses are small so long as the air-gaps on the two 
side poles рз and P, are equal, Thus the lower spring si is of quite 
light material, similar to that used in olock springs, and serves only 
to keep the armature central. It is attached to the armature by 
the side plates, which pass on either side of the main pole P1, and is 
held at the ends by clips D, D attached to the frame holding the 


yoke. 


The upper spring ёз is made of much heavier material, as it serves 


the extra purpose of compensating the inertia forces required for 


accelerating and decelerating the mass of the armature. Although 
the mass and amplitude are both small, the force required is con- 
silerable, as the frequency may be high. The stiffness of the 


springs may be adjusted to suit the frequency of the test by moving 
the clamping saddles E, E inwards or outwards on the upper part of 
the frame. | 

It appears desirable to work with a wave of sine shape, as this 
means that the test is being carried out at one definite frequency, 
and not with a combination of several frequencies corresponding 
respectively to those of the fundamental and several harmonics, 

The use of a sine wave has the practical advantage that the 
inertia stresses can be compensated more fully. | | 

To ensure compensation it is eufficient to arrange a spring of the 
proper strength, so that its rest position, when carrying the weight 
of the armature, is at the mid-point of the range of vibration 


required, If the spring is pulled out of this position when vibrating, 


so that the mid-point of the range no longer. corresponds to the rest 


position, then the specimen will be subjected to a corresponding 


steady pull, in addition to the pulsating pull of the magnet. 

It is easy to provide springs of suitable dimensions to cover a 
wide range of frequenoy, provided the armature is kept as light as 
possible, Lightness is also desirable, in order to minimise the mag- 
nitude of the correction. p уз 

As shown in the drawing, the spring Ss (which is, in reality, in 
two parte) is clipped between nuts on a screwed spindle secured. to 
the top of the armature. By adjusting the two nuts together, the 
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rest position of the armature is moved upwards or downwards as 
required. The armature may be held in ita central position while 
this adjustment is made, by means of the pin p passing through the 
frames ; and in the same way the saddles may be adjusted sideways 
without any chance of the armature being drawn against either 
of the lateral poles Pa or Ps. 

It is not necessary in practice to make any calculations when 
adjusting the span of the springs to suit any particular frequency, 
for this is more simply and more reliably done by experiment. 
When the stiffness of the springs is just right for compensating the 
inertia force at any particular frequency, the natural period of 
oscillation of the spring and mass together is just equal to this 
frequency. It may be said that the mechanical system is "in 
resonance with the magnetic pull (provided that no specimen is 
attached, increasing the total stiffness of the system). To deter- 
mine the frequency corresponding to any particular span of the 


Erler. don, 2 
Fic. 3. 


springs, it is only neceseary gradually to raise the speed of the 
alternator until the armature vibrates with wide amplitude with an 
almost negligible pull. A range from 120 to 35 extensions per 
second is obtainable with one set of springs, and other springs 
might be substituted for other ranges if so desired. 

Having now dealt with the inertia forces, we may turn to the 
method of standardising the machine, whereby the constant K may 
be determined experimentally— 


Кох. = K Е?/е, 


where Е is the voltage induced in the small measuring coil, and e 
is the frequency—i.e., the number of extensions per second. 

This method consists essentially in determining the mean value 
of the pull of the magnet. When this is known, together with 
the wave shape of the magnetic flux, the maximum value of the 
pull is readily deduced. Thus, when the flux follows a sine wave, 
the pull follows a sine wave of double frequency, and the mean 
value is exactly one-half of the maximum. The ratio is easily cal- 
culated for other waves when the wave form has been determined 
by the oscillograph. 

When standardising the machine, the specimen is replaced by a 
standard spring, and the inertia of the system is increased by 
attaching a comparatively heavy mass to the armature. The 
standard spring is extended until the heavy weight is lifted, and 
the armature floats at its normal level, vibrating in only а very 
small range, as the extra mass is so great in comparison with the 
pull of the magnet. | 

We may now apply a modified form of Newton's law, which 
states that when a body is vibrating in a constant range with any 
one, or more, frequencies, the sum of all the constant forces 
applied must be zero. The pulsating unidirectional pull of the 
magnet may be regarded as made up of two components; first, а 
constant pull equal to the mean value: and, secondly, an alternat- 
ing pull varying in a sine wave. In the case of the armature the 
four constant forces acting upon its mass, together with the heavy 
mass attached, are :— 

1, The mean value of the magnetic pull. 

2. The pull of the standard spring. 

3. The force of the control spring (nil). ü 

4. The weight of the armature and the mass attached. 

Equating the sum of these four to zero, we deduce that the mean 
value of the magnetic pull is equal to the pull in the spring less 
the total weight. 

An extra (standard) weight is added, so that the stiffness of the 
spring may be determined by measurement of the extension neces- 
‘sary to lift the armature back to its normal position. The 
voltage and frequency are noted, and also the extension of: the 
standard spring necessary to overcome the mean value of the 
magnetic pull. 

The mean value of the pull is thus directly comparable with the 
standard weight, the values being proportional to the extensions 
produced. It is, of course, necessary to use a number of standard 
weights so as to verify the proportionality of the extension of the 
standard spring to its load within the working range. 

The heavy mass for standardising is attached below the arma- 


- 


ture by means of the extended side plates, which are also used in 
connection with the guiding spring 81. 

The spring is extended by a small winding drum with worm-gear, 
which also serves for adjusting the specimen under test. This 
worm-gear is marked off into divisions which serve as a micrometer, 
&0 that the permanent extension of a specimen may be measured by 
simply noting the angle through which the drum haa been turned 
to maintain the required poeition of the armature. 

Up to the present only a limited number of materials have been 
tested under pulsating load in the machine, and it may suffice to 
give some preliminary resulte obtained from two materials standing 
at almost opposite extremes of the long range of carbon steels used 
in the form of wire. 

The first of these is a low carbon (015 per cent.) annealed wire, 
breaking under a steady stress of about 24 tons per aq. in., with 
20 per cent. extension, while the second is a hard-drawn steel of 
higher carbon (0°47 per cent.), breaking at about 160 tons per aq. in. 
with 1'7 per cent. extension. 

The results obtained from the ductile material are shown in 
fig. 3, in which curve a represents the sutographic stress-strain 
diagram obtained with a steady load. This test was made with 
Dr. Barr's wire-testing machine, adjusted so that the duration of 
loading was 15 minutes. Curve 5 represents the extension of the 
same material under a pulsating load applied with a frequency of 
62 per second. It is clear that extension begins at a much earlier 
stress, and that the maximum load does not exceed 16 tons per aq. 
in., which is very close to the yield-point under steady load. It is 
also remarkable that the percentage extension is very approxi- 
mately the same for the two curves. Curve b represents the 
greatest extension that has been obtained from a number of 
specimens. It will be understood that it is not easy to maintain 
a constant air-gap when extension is so rapid as indicated by the 
flat curve b. The fractures were carefully examined, and do not 
appear to differ noticeably from those obtained with steady load ; 
in both cases the characteristic local extension of a ductile material 
was formed. Curves o and d represent the stress-strain diagrams 
obtained with puleating load when the specimen had been pre- 
viously strained with steady pull and released, leaving respectively 
3 per cent. and 5 per cent. permanent extension. The curves rise 
steeply, and afterwards follow curve 5; the total extension was 
again 20 per cent. It is noticeable that curves c and d are rounded 
off as they join 5, and that the rounding appears less with 5 per 
cent. than with 3 per cent. initial extension. When part of the 
extension has been carried out with pulsating load, and then 
subsequently continued, curve. is obtained. There is no apparent 
rounding off at the junction of curves e and 5, but extension 
recommences sharply when the load reaches its former value. An 
interval of rest of 24 hours does not appear to alter this result. 

When the specimen has been extended by puleating load, and the 
load is then somewhat released, eay 10 per cent., to the point repre- 
sented by р, it does not appear that any further extension occure— at 
apy rate after a very short period has elapsed. The reduced load may 
be reapplied at least 2,000,000 times withcut further extension, and 
when fracture occurs it is at the grips. probably due to hammering. 

Hard-drawn metals are still more difficult to grip, as the stresses 
are so high that slipping, on the one hand, and fracture by ham- 
mering on the other, are very difficult toavoid. It appears that the 
strength with a pulsating load is not greatly less than that with a 
steady load. Thus the better specimens broke with a streas of 
about 120 tons per eq. in. pulsating, combined with 20 tons 
per sq. in. steady (applied with the object of minimising 
vibration) giving a total stress of about 140 tons per sq. in., as 
compared with about 160 tons per sq. in obtained in tests with 
steady load. 

Up to the present no clear evidence of fatigue has been found 
either in ductile or hard-drawn materials. It would appear that 
ductility is not advantageous in wire subjected to a rapidly 
pulsating load. On the other hand, the hard-drawn material 
appears to retain a greater proportion of its strength when tested 
under a puleating load. 


Gaseous Explosions. 


THE fifth report of the Committee appointed for the investigation 
of gaseous explosions was submitted. It embodied a short review 
of the present state of knowledge with regard to the flow of heat 
from the working substance of a gas engine into the cylinder walls. 
One of the most important questions is the rate at which heat goes 
into each part of the surface, and the resulting mean distribution 
of temperature. The greater part of the heat flow occurs in a 
short time immediately after ignition, and passes therefore into the 


surface of the combustion chamber and valves and the face of the 


piston ; Dr. Dugald Clerk calculates that the actual rate of flow of 
heat per eq. ft. per second in the first three-tenths of the stroke ів 
six times that of the whole stroke, in ordinary gas engines at full 
load, without including radiation before the attainment of maxi- 
mum temperature. A thin badly-conducting deposit of carbon may 
materially reduce heat-flow. Radiation is an important, if not 
aa е agent in the transfer of heat from the gas to the 
metal, 

An important practical consequence of this is the greatly in- 
creased loss of heat which occurs when the mean pressure in an 
engine is increased by increasing the strength of the mixture. The 
jacket loss and the metal temperatures are raised in a much greater 
proportion than the fuel consumption, and the efficiency is 
diminished. In very large engines this sets a fairly sharp limit to 
the possible output, which is, as a rule, considerably lees than the 


.maximum of which the engine would be capable if it were given 


all the fuel that it could take. If the load be in excess of this 
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limit the engine overheats rapidly in consequence of the greatly 
increased heat flow. 

The effect of radiation is necessarily to make the heat loss per 
unit area from a large volume greater than that from a small 
volume, because the walls receive radiation from the inner layers 
as well as from the portions nearer to them. The experiments of 
W. T. David show that the transparency of the products of an ex- 
plosion while still at a high temperature is very great, and lead to 
the conclusion that the heat loss per unit area from a mass of 
glowing gas would go on inoreasing with the volume of the mass 
until that volume was comparable with the largest sizes of gas- 
engine cylinder now made. 

One practical aspect of this question is the relation between size 
and thermal efficiency. In so far as heat flow increases with the 
volume, the efficiency of large and small engines will become more 
nearly the same. Of even greater importance practically is the 
absolute amount of heat flow per square foot, since it is this which 
determines the internal temperatures, and so sets a limit to the out- 
put of the engine. The results cited show broadly that this 
quantity must be considerably greater in an engine of, say, 3-ft. 
bore than in one whose cylinder diameter is only one foot, and that 
the difficulty of designing and working the first is not alone due 
to the greater thickness of metal, but also to the greater heat 
flow. 

The density of the gas in a gas-engine explosion is from four to 
seven times that of the atmosphere. In the Diesel engine it is, of 
course, very much greater. The effect of this factor is greatly to 
increase the heat flow as compared with an ordinary closed-vessel 
explosion, where the density is that of the atmosphere. 

The most important practical question connected with the relation 
between density and heat loss is the effect of degree of compression 
on the working and efficiency of gas engines. 

The conclusion gained from practical experience, that there is a 
point beyond which it will not pay to increase the compreesion in 
the gas engine, is in full accord with the results of laboratory 
experiments on the relation between density and heat flow. Not 
only is there a point beyond which increasing compression is not 
followed by an increase in efficiency, but before that point is 
reached the flow of heat per unit area is increased to an amount 
at which trouble will begin to arise on account of the difficulty of 
oooling. 

During the suction stroke of a gas engine, or during the period 
of injection in an engine charged from a separate compressor, the 
mixture of gas and air which is subsequently to be exploded enters 
the engine through the valves or ports at a high velocity, so that 
the gas within the cylinder is in a state of eddying or turbulent 
motion. This motion gradually dies away after the valves are 
closed, but will persist for some time during the compression 
stroke, so that at the moment of explosion there may still be а good 
deal of turbulence. In consequence of this motion of the gas the 
convection of heat will go on more rapidly, and what may be 
called the effective conductivity of the gas will be increased. 

Clerk found that the result of damping down the turbulence 
was to retard the rate of inflammation of the gasto a very remark- 
able extent, so that the character of the diagram was completely 
altered. If ignition be delayed until the combustible mixture 
taken into the engine has been compressed and expanded twice and 
then again compressed, the period of inflammation is about two 
and a half times that of a normal ignition in which the gases have 
some turbulent motion. Were it not for this fact, it would hardly 
be possible to work internal-combustion engines at reasonably high 
speeds, because the ignition would be too slow. It now appears 
that this is wholly, or almost wholly, due to the fact that the gas 
in the engine is in turbulent motion. 


Other Papers read at the B.A. 


THE following is a list of papers submitted to Sections A and G, 
of which abstracts have not been published in our pages, but which 
are of more or less interest to electrical engineers :— 


SECTION A.—MATHEMATICAL AND PHYSICAL SCIENCE. 


“The Heating Effect of Radium Emanation and its Products.“ 
By Prof. E. Rutherford, F. R S., and Mr. H. Robinson. 

“The Photo-Electric Properties of Thin Metal Films" By Mr. 
James Robinson. 

"On the Discharge by Ultra-Violet Light of High.Speed Elec- 
trons.” By Prof. R. A. Millikan. 
„The Law of the Fall of a Drop through Air at Reduced Pres- 
sures, and a Redetermination of e. By Prof. R. A. Millikan. 

“ On a Conductivity imparted to Liquid Air by Alpha Rays.“ By 
Prof. J. O. M'Lennan. 

“The Origin of the Beta and Gamma Rays from Radio- active 
Subatances.” By Prof. E. Rutherford, F. R. S. | 

"Ол the Intensity of the Earth's Penetrating Radiation over 
Land and Large Bodies of Water." By Prof. J. C. M'Lennan. 

" Magnetic Disturbances, Sunspots and the Sun's Corona.” Ву 
Rev. A. L. Cortie, 8.J. 

" A Machine for Drawing the Curves of Radio- active, Changes. 
By Prof. F. Soddy. 

" Photographs of the Are Spectrum of Nickel under Pressure." 
By Prof. W. G. Duffleld. | 

"The Ourrent-Potential Curves of the Oscillatory Spark.” By 
Dr. 8. В. Milner. 

„A Oase of Anomalous Conduction in а Solid Dielectric." By Dr. 
W. F. G. Swann. 

„Photographs of a Deposit upon the Poles of an Iron Aro 
Burning in Air.” By Prof. W. G. Duffield and G. E. Collie. 


“Оп the Series Lines in the Arc Spectrum of Mercury and on 
шет Resolution by an Echelon Grating.” By Prof. J. C. 
ennan. 


SECTION G.—ENGINEERING, 
The Acceleration of a Motor-Car.” By Mr. H. E. Wimperis. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


* Equiluxo?" Glassware. 


THE GENERAL ELECTRIC Co., LTD., have just brought out a new 
line of reflectors for nse with Osram lamps, under the above title; 
it is designed to give uniform distribution of light without 
accompanying glare. The material of which this glassware is 
made is of a milky appearance, having a limpid translucency like that 


Ета. 1.—DisTRIBUTING 
TYPE. 


FId. 2.—CONCENTRATING 
TYPE. 


of pure white onyx, and thus allows sufficient light to pass through 
to illuminate the ceiling. The two principal types in which it in 
made are illustrated in figs, 1 and 2—the distributing and con- 
centrating types—and these are stocked in a variety of sizes, 
Bowls, hemispheres and spheres are also made of Equiluxo ware. 


Electric Vacuum Cleaners. 


The Sterdy vacuum cleaner, which has been put on the 
English market by Messrs. SCHOLEY & Co., LTD., of 151, Queen 
Victoria Street, E.C., possesses some distinctive features, and bears 
evidence of skill in the design of the motor, which is the most 
important part of such an appliance. It has been the aim of the 
inventors to make the apparatus as light as possible, at the same 
time sacrificing nothing in regard to reliability and efficiency, and 
hence they have arrived at an appliance which does not exceed 
7 1b. in weight. 

Unlike similar appliances, the motor is carried in a vertical poei- 


tion, which permits of the design being lighter than when the 
motor is carried horizontally. 


Fic. 3.—Тнк "STERDY" VACUUM CLEANER: 


Unusual care has been given to the manufacture of the motor, 
which, in spite of its small size, can be used with safety on circuits 
of 250 volts, without the necessity of putting а lamp or resistance in 
circuit with it. Moreover, it is made for alternating-current of 


almost any periodicity, which is a 5 desirable feature, 


ha regard to the extreme variations that exist in this country, 

both in rezard to voltage and periodicity. Provision is made to 

secure efficient lubrication, and the bearings are speolally designe 
* 
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to meet the conditions of a vertical motor. Oiling is not necessary 
more than once a month. 


The makers say that in vacuum cleaners it is a rather desirable 


feature that there should not be any great air pressure, otherwise it 
might have a detrimental etfect on the carpets if the cleaner were 
used to any great extent; we understand that the design of the 
'* Sterdy cleaner allows a low air pressure, but provides for a con- 
siderable velocity of the air. The fan is made of aluminium, and 
runs at 5,000 R. P. M. ; 

An important feature, and one which we understand is patented, 
is the use of a brush in the mouth of the nozzle, which is claimed 
to have a renovating effect on the carpet after the sweeper has been 
used. : 


Foster Transformers. 


THE FOSTER ENGINEERING Co., LTD., of Wimbledon, S.W., who 
entered transformer manufacture with their well-known auto- 
transformer, have extended their operations to embrace large 


Fic. 4.—FosTER SUB-STATION TRANSFORMER. 


double-wound sets, and have now standardised a series of oil-filled 
transformers, ranging from 1 to 100 kw. for various voltages 
up to 3,000 primary and 550 secondary. The cores are of the finest 
transformer steel laminations, interleaved at every layer and held 
together by clamps, no holes being pierced through the plates, and 
great care is taken with the insulation of the windings, which are 
treated with the firm's heat-dissipating and fire-proofing process. 
The sub-station transformer, above 40 kw., is housed in а neat 
пеи steel case, mounted on rollers. Опе of them is shown 
in fig. 4. 


G. E. C. Three-Phase Distribution Box. 


A design of three-phase fuse box has been recently standardised 
by the GENERAL ELECTRIC Co. LTD., in which the difficulty of 
accommodating the numerous cables in any three-phase distribution 
box, which is not inconveniently long and narrow, has been neatly 
overcome by placing the fuses for each phase on separate panels 
mounted in step fashion. The cables from the lower panels are 
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Га. 5.- G.E.C. STEPPED Тнвкк-РнАчЕ DISTRIBUTION Box. 


run below the upper panels, and all are brought out at Ње top or 
bottom as required. 

A seven-way waterproof cast-iron distribution box of this type, 
specially designed for industrial service, is illustrated in fig. 5, but 
the same design has also been applied to glazed boxes for situations 
in whieh they are not liable to accidental damage, 


Renewable Cartridge Fuse. 


MEssks. WARD & GoLDSTONE, of Springfield Lane, Manchester, 
have recently introduced a renewable type of cartridge fuse, which 
we illustrate in section in fig. 6. 

In appearance, the T. A. W.“ fuse is like the пата] cartridge, but 
with rather more substantial finish, metal parts and tongues. It 
consists of the usual fibre outside tube, into which is fitted loosely 
& thick asbestos damping tube, and at each end of the cartridge is 
the metal attachment, which is fitted into the tube and riveted : & 
vertical slot is cut into this metal portion, through which the fuese 
wire is threaded. The milled nut clamps up against the projection 
of the metal pieces fitted in the ends of the fuses, and thus makes 
connection to the fuse wire. The tongues of the fuse screw into 
the cartridge ends, and thus complete this article, Should a fuse 
blow, a new wire can be fitted in a few moments without difficulty, 
and there is no sand required for refilling ; in fact, the fuse wire 
can be fitted in these cartridge fuses with the same ease as in an 
ordinary china fuse. The cost of the fuse is rather more than that 


INNER ASBESTOS 
CAMPING TUBE 


Fie, 6.— THE T A.W. RENEWABLE CARTRIDGE FUSE. 


of the ordinary type, but in use it will be found much more 
economical, in view of the fact that it can be re-fused innumerable 
times. 


Belling Electric Geyser. 


The accompanying illustration, fig. 7, shows the complete apparatus 
employed for rapid water heating in connection with the device 
which we described in a recent issue: it is controlled entirely by 
the one hand-wheel shown, which turns on the water first and the 
current afterwards, and rice rersa, by means of a mechanical 


ELEC SUFFL 
TERMINALS" 


Еа. 7.—" MAZE” PATTERN, BELLING ELECTRIC GEYSER 
(CovER REMOVED). 


coupling, so that the apparatus cannot be overheated. The 
equipment as illustrated is entirely self-contained, and the cover, 
which is nickel-plated, is provided with a lock and key. The water 
is supplied at any desired temperature up to boiling point directly 
the handle is turned. and an efficiency of 95 per cent. is claimed for 
the device. Messrs. Belling & Co., of Lancaster Works, Enfield, are 
the makers, 


«oc 


Publicity Literature.— We have received from the 
Electric Supply Publicity Committee, of 20a, Tudor Street, London, 
E.C. (chairman, Mr. A. F. Harrison), a budget of samples of a new 
issue of publicity literature that is now available for electric supply 
authorities. Heating and cooking are the main subjects covered, 
the titles of the leaflets designed expressly to boost these applica- 
tions being: Heating by Electricity: Comfort without Labour `: 
Electric Cooking: Simple, Hygienic, Cool, Safe and Economical ` 
(with pictures of the Shakespeare Electrical Restaurant at Earl's 
Court); Chilly Days" (male and female companion leaflets) ; 
"The First Necessity : Electricity in small Households" ; " Elec- 
tricity rersus Coal and the Servant Problem (a comparison); 
Electric Ironing means Cool Work.“ Other items include a leaflet 
on Artistic Effects with Electric Lighting," and ‘‘ Electric Power 
for Lifts" and an spplication card, The Committee's telephone 
number is "1109 Holborn." 
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ID : CORRESPONDEN CE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 

` éhe following week, Corr should forward their communi- 

cations at the earliest possible moment. No letter can be published 
unless we hare the toriter's name and address in our possession, 


Is Electric Cooking Proceeding on Sound Lines? 


About a month ago I wrote a letter to one of your contem- 
pories questioning whether electric cooking was advancing on 
sound lines. Since then I have seen the interesting papers 
and discussions that took place at the meeting of the Muni- 
cipal Electrical Association. Nothing has transpired at this 
meeting to alter my opinions, but rather to intensify them. 
There must have been many members present who had 
doubts on the subject, and it seems a pity they did not face 
these instead of allowing the cooking enthusiasts to alone give 
their opinions. In my previous letter I took the averaged 
hours’ use of the maximum demand for cooking as about 
24 hours per day. Mr. Long, in support of his Id. per unit 
tariff, was content to take a still lower figure, namely, 400 
units per annum per kilowatt of maximum demand, or a 
daily use of a little over one hour per day. 

I entirely disagree with Mr. Long’s assumption that it is 
possible to base the avefage kilowatt demand for cooking 
purposes at the low figure of 5 per cent. of the total 
kilowatts demanded by all cooking consumers. The Id. 
tariff falls to the ground utterly if one departs from such ideal 
figure. One, in the ordinary way, cannot obtain such a figure 
for power loads which are spread over a nine or 10-hour day. 
It is inconceivable how such a low diversity factor as 
5 per cent. can be obtained where a cooking load at night 
time would only be spread over a maximum of some three 
hours. Take a fairly good class district, the majority of 
people will have dinner or high tea between the hours of six 
and seven. Most of these cooking operations will entail the 
demand being used for half an hour to one and a half hours 
and a diversity factor of 25 per cent. would be a much more 
likely figure. 

The manufacturers of cooking appliances are doing a large 
business and anticipate big increases in the future. As long 
as they can prevail upon supply undertakings to supply on 
low tariffs they are sure of a good business, and it is no 
concern of theirs if the supply authorities afterwards get into 
difficulties. I am strongly of the opinion that electric 
cooking, for the regular every day demand, can never become 
a sound proposition until the apparatus is designed on heat 
storage lines or the supply of electricity is given by storage. 
Where cooking is done on a large scale in private houses 
or in the case of a restaurant, it would, I believe, be a 
feasible proposition for the consumer to install a small motor 
generator and charge a few large capacity accumulators 
throughout the 24 hours of each day. The heating elements 
would be on massive lines, and mechanical and electrical 
breakdowns would be almost non-existent. Makers of electric 
accumulators would do well to work out cooking on these 
lines and thus open up a new demand for them. The $d. a 
unit enthusiast could then be given full play, and if 
desirable, he could go further still. | 

With regard to heat storage, I see no reason why cooking 
appliances cannot be designed on this principle, so that the 
average sized private house could get all its heat for 
cooking purposes with a 24-hour supply at from *3 to 4 Kw. 
demand.  'lariff of 4d. down to 3d. per unit could then be 
granted with every safety. We are making experiments on 
these lines with promising results, and I suggest that manu- 
facturers could very much better employ their time in this 
direction. Current for cooking purposes undoubtedly does, 
in the majority of cases, superimpose itself on the lighting 
load, and has in addition a poorer load factor than ordinary 
private house lighting. To sell such a demand at figures of 
1d. down to 4d: per unit will, I contend, in time bring about 
a VE financial position to the undertaking.  . 

A Melbourne firm has brought out a well-designed electric 
cooker taking from 3 to 3} KW. demand. There are some 
200 of these on order, which will shortly be on the Melbourne 
mains, and the resultant effect of these is being awaited 
with considerable interest. The annual sale of units for 
eooking purposes given by Mr. Cooke, of Luton, is most 
interesting. When one considers the population of Luton, 
and that they sold 265,374 units last year, it shows the 


enormous possibilities of electric cooking. This fact 
emphasises how very carefully one should approach this 
subject. Personally, until cooking appliances are designed 
on different principles to those put forward to-day, I am not. 
prepared to push. any of them other than small heating 
apparatus, such as radiators, irons, toasters, kettles, «с. 


P. J. Pringle. 
Ballarat, Augus! 28th, 1912. 


Knife Switches. 

I shall be obliged if you will grant me the privilege of 
saying a few words upon the above subject. After reading 
the correspondence in the last two issues of the ELECTRICAL 
REVIEW upon switchboard fires, and more particularly Mr. 
Chas. C. Garrard’s, it made me think that if a few lines 
appeared in the ELECTRICAL REVIEW upon knife switches 
they might bring forth some useful correspondence from 
some of our switchgear experts. 

Personally, I have been very closely in touch with switch- 
gear design for the past 12 years, and know pretty well the 
position of the buyer compared with both the manufacturer 
and his designer. 

Mr. Garrard has brought up a subject which las been a 
trouble to manufacturers for many years, and nowadays the 
manufacturer makes both live hinge and insulated hinge 
knife switches, in order to comply with his customers’ 
wishes. 

The purchasers are, of course, mostly consulting engineers 
and central station engineers; these gentlemen send out 
their specifications for switchgear, and where knife switches 
are required they invariably insert a clause somewhat as 
follows :—'' Knife switches must be so constructed that the 
current does not flow through the hinge." 

With all due respect to these gentlemen, my experience is 
that their knowledge of switchgear is almost nil; I should 
like to ask the majority of them what experience they have 
had compared with a switchgear designer who has been at 
the business for many years. 

It is true that they are the buyers; but I say, why do 
they not ask the opinion of manufacturers of experience ? 

The principle appears to be for them to work on the old- 
fashioned method, send out specifications with old-fashioned, 
and in many cases, most absurd clauses, and absolutely ignore 
the manufacturer. It is now getting а common practice for 
switchgear engineers to simply glance through specifications, 
as they are getting familiar with them. 

In the case of some switchgear manufacturers, the weak- 
minded engineer who is responsible for getting out the 
drawings and estimates simply works blindly to the speci- 
fication ; the result is that the tender is not accepted, due to 
the price being too high, caused by an expensively-designed 
switch or switches. 

Switches of the “ insulated hinge type are more expen- 
sive than those of the “live hinge type, on account of the 
extra part, besides the extra space they take up. 

In my opinion, switches of the “live hinge" type are pre- 
ferable if well made, as the hinge contact has several 
hundred percent. more contact effect than the spring clip 
near the hinge of an ** insulated hinge " knife switch. 

In connecting live hinge knife switches to the cables 
and bus-bars, &c., at the back of switchboards, I have 
always taken the precaution to connect the “top” or 
“ break contact to the incoming supply, so that when the 
switch is in the “ off ” position the whole of the blade and 
the bottom contact are dead.“ Т am sorry to say that I 
have known switchboard engineers make the connections the 
reverse way, namely (and I put it down to their ignorance 


, of electrical connections), they couple the bottom contact to 


the incoming cable, because it is nearer the bottom of the 
switchboard, and couple the top contact to the bus-bar, 
because the bus-bar is immediately above it. Perhaps the 
above is the reason why customers cry out for “ insulated 
hinge knife switches. 

To conclude, I would like to relate the following incident 
which occurred at the recent Olympia Exhibition. I did 
not hear it myself, but I did see the knife switch in question, 
and, if the story is true, it shows what some manufacturers 
have to contend with. The knife switch was of the single- 
pole, single-throw, quick-break, live hinge type, and, I should 
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say, of about 1,200 or 1,500 amperes capacity; it was 
exhibited by one of our leading switchgear manufacturers. 

A visitor during a conversation with the representative on 
the stand, remarked that it was a large switch to have a live 
hinge. The representative told him that similar switches 
were supplied to a certain customer who was very pleased 
with them. The visitor pointed out to him that the said 
customer would not have “live hinge " switches, and always 
inserted the usual clause in his specifications to the effect 
that knife switches must not carry current through the 
hinges. Imagine the visitor's surprise when he was told 
that the reason for inserting the usual clause in specifications 
was simply to prevent other, and mostly smaller, manu- 


facturers from quoting. 
Switchgear. 


September 30th, 1912. 


Switchboard Fires. 


I can only assume that Dr. Charles C. Garrard was unable 
to find time to peruse my previous letter carefully. If he 
will turn to the letter again, he will find that my remark 
that switches should be designed so that the current does not 
pass through the hinge, referred to switches of the ironclad 
type. 

Tum aware that there is an open type knife switch on the 
market carrying current through its hinges, which leaves 
little, if anything, to be desired, but I think Dr. Garrard 
will be the first to admit that such a design does not lend 
itself economically for enclosure in а cast-iron case. Apart 
altogether from the question of rapid and uncontrollable make 
and break, it is desirable with enclosed apparatus that the 
length of arcing surface shall be as great as possible. The 
best results are obtained when the switch blades are designed 
to have a double parallel break in series. Fortunately this 
need not necessarily complicate the construction. 

Herbert Berry. 


BERRY, SKINNEB & Co. 
London, E.C., October 1st, 1912. 


NEW ZEALAND GOVERNMENT CONTRACTS. 


PREFERENCE TO BRITISH Goons. 


THE following ia а сору of а notice issued by the Board of Trade, 
and referred to in our leaderette on page 523 :—- 

‘The attention of the Government of New Zealand has recently 
been directed to the fact that the right of ite Departments to 
import duty free all goods purchased by them (whether free or 
dutiable under the Tariff) has, in a number of instances, resulted in 
the preference accorded by the Tariff law to goods of British origin 
being nullified in the case of Government purchases. H.M. Trade 
Commissioner for New Zealand (Mr. W. G. Wickham), who has 
been in communication with the Government of the Dominion upon 
the subject, now reports that it has been decided to lay down as a 
general rule governing all purchases of Government supplies and 
the acceptance of all Government tenders, that in all such cases 
there shall be added to the prices quoted for goods not of British 
origin the excess of duty paysble under the tariff on such goods 
over the amount payable on similar goods of British origin, and 
unless the prioe to be paid for the British goods then considerably 
exceeds the calculated price for foreign goods, the British tender 
is to be accepted. Where there are special advantages in the quality 
or character of the foreign goods this rule may be departed from, 
but only after the submission to the Minister concerned of & report 
giving detailed reasons for such action.” 


BUSINESS NOTES. 


Electrical Trade in South Africa.—The report for 
1911 of the British Trade Commissioner for South Africa states 
that although the major portion of the importa of electrical goods 
last year was required in connection with the conversion of steam 
to electrical driving in the mines of the Witwatersrand, municipal 
aud other industrial, as well as domestic requirements, bulk largely 
in the total value of the importe. In 1907 the value was £318,888, 
whereas in 1910 the electrics] importa increased to 41,444,869, but 


in 1911 the imports declined by £394,654. The Commissioner 
expects a further decline in the present year, although he states 
that a part of the proceeds of the second debentures of £1,000,000 
recently issued by the Victoria Falls Power Co. will go towards 
keeping up the present scale of imports. The hope is expressed 
that British firms will participate in the placing of these orders, 
seeing that the issue is not "tied up" with German financial 
corporations, as on former occasions. "The details of the imports 
are get forth as follows :— 
1907. 1910. 1911. 


Electrical machinery ... £156,201 £810,292 £684,141 

» fittings (including posts) 76,307 360,392 266,465 

„ cables and wires ae 74,254 260,834 229,883 
Telegraph and telephone 

material m) ina sis 7,076 13,351 19,726 

Total . £313,838 £1,444,869 £1,050,215 


In addition to the foregoing the importa of stores for the use of 
the Union Government comprised electrical machinery of the value 
of £14,203 in 1911 as compared with £21,658 in 1910; electric 
cables and wires, £62,632, as against £43,681; electric fittings, 
4 15,184, as contrasted with £24,300, and telegraph and telephone 
materials of the value of £77,061, as compared with £144,808 in 
1910. The imports into Rhodesia, which are also cited separately, 
scarcely reached a total of £7,000 in 1911, as against £4,300 in the 
previous year. 


New Factory at Willesden.— Owing to a large increase 
Of business, the CRYPTO ELECTRICAL Co. have found that the 
additions which were made to their Bermondsey Street factory at 
Christmas, 1911, are insufficient to meet the demand for their standard 


THE CRYPTO COMPANY'S NEW FACTORY. 


machines. In order to deal with this increase, they have purchased 
a larger piece of land at Acton Lane, Willesden, on which they have 
erected an up-to-date factory, which is now equipped with new 
labour-saving plant for putting standard pattern machines through 
in large quantities. This factory will act as an auxiliary to those 
in Bermondsey Street, which will continue without any alteration. 


For Sale.—The buildings, tools, stores, stocks, goodwill 
of the business, &c., of the SUNBEAM LAMP Co., LTD. (in liquida- 
tion), Gateshead, are offered for sale by private treaty. 

The Bray U. D.C. have for sale a 75-KW. alternator, with exciter. 

The Chinese Engineering and Mining Co., Brussels, has for dis- 
posal one Goerlitz compound steam engine of 1,200 E. i. P., coupled 
to a Siemens-Schuckert three-phase alternator, with exciter, one 
rotary converter, one three-phase transformer, switch plant, &c. 

Mr. A. WARREN will, on October 9th and 10th, sell by auction at 
22-28, Mossbury Road, Clapham Junction, S.W., the stock and plant 
of Mr. G. A. Gunn, electrical engineer. 

Messrs. P. Huddleston & Co. will, on October 10th, sell by auction, 
at 16, Long Millgate, Manchester, a quantity of electrical apparatus, 
&c. See our advertisement pages in this issue. 


Catalogues and Lists.— THE GENERAL ELECTRIC 
CO., LTD. 67, Queen Victoria Street, London, E.C.—Leaflet 
(O.S. 1,596) giving illustrations, prices, and particulars of current 
consumption, cost of burning, &o., of standard type Osram drawn- 
wire lampe. Contractors can have quantities of the list over- 
printed as usual. 

Messrs, FYFE, WILSON & Co, 1554, St. Vincent Street, 
Glasgow.—Eight-page booklet containing testimonials from users 
of the Kelvin petrol and paraffin-driven electric generating sets. 

Messrs. L. ANDREW & Co., 2, Whitworth Street West, Deans- 
gate, Manchester.—Price leaflet concerning "Capella" oarbon- 
filament and Wrendal metal-filament lampe. 


— A a 
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Messrs, H. & T. DAN ks (NETHERTON), LTD., Netherton, Dudley. 
—Forty-page catalogue well and fully illustrated, containing full 
descriptive information relating to their various types of steam 
boilers, namely, Lancashire, Cornish, "Galloway type," -back 
marine, and the Netherton vertical water tube, also steam fittings, 
Sisson' superheaters, steel chimneys, water softeners, heaters, 
and purifiers, steam cylinders, quick-sealing doors, air receivers, &c. 

Messrs. BRITISH INSULATED AND HELSBY CABLES, LTD. 
Prescot.— Two new catalogues. One of 24 pages contains 
illustrations of, and a great deal of tabular matter (including 
dimensions and prices) relating to, their several of ‘* Prescot " 
enclosed fuses. The other list (eight pages) describes fully (with 
excellent illustrations), and gives prices of, Prescot joint-boxes. 

THE INDESTRUCTIBLE CABLE Co., 20, High Holborn, London, 
W.C.—Illustrated price list of wood bell pushes, pear pushes, 
ceiling roses, adapters, Ko., made by Messrs. Beran & Kneller. 

Messrs. HICK-DIESEL Оп, ENGINES, LTD., 11, Queen Victoria 
Street, London, E.C.—New and revised catalogue relating to their 
Diesel engines, with an explanation and description of a typical 
installation. Disgramsand half-tone views are given. In addition 
to their low-speed type the company are now making the high- 
speed type. ‚ 


Book Notices.—The Murray Printing Telegraph Journal, 
Vol. I, No. 2, was published on August 30th; the first number 
appeared two years ago, but the editor, Mr. Donald Murray, states 
that he hopes to publish future numbers at least once a year. In 
the present issue an account is given of his recent visit to 
America, where he inspected the various printing telegraph systems, 
and disposed of the United States rights for the Murray multiplex 
system to the Western Union Co. The apparatus will be manu- 
factured by the Western Electric Co., which is allied with the 
Western Union. Mr. Murray was impressed with the merits of 
the Morkrum Co.'s system, and arranged to represent that company 
in Europe and other countries outside North America. He remarks 
that the Baudot alphabet is now generally admitted to be the best 
for machine telegraphy. Some interesting commente are made on 
the typewriter position in America. Other notes relate to the 
extending use of silver as a substitute for platinum contacts, 
electromagnets instead of permanent magnets in polarised relays, 
the use of small letters (lower case) without capitals for printing 
telegraphs, and the rapid progress of the Edison nickel-iron 
accumulator. 

"Der Elektrizitatezahler.“ Ву R. Ziegenberg. 
H. Meusser. Price M 10. 

"Magnetic Properties of Alloys.’ Reprinted from the Zrans- 
actions of the Faraday Society. London: The Faraday Society. 
Prioe 7s. 6d. 

" Proceedings of the Physical Society of London.” Vol. XXIV, 
Part V. August 15th, 1912. London: Electrician Printing and 
Publishing Co. Price 4s. 

“Transactions of the IIluminating Engineering Society.“ 
Vol VII, No. 6. June, 1912. New York: The Society. Price 
75 cents. 


1912. Berlin: 


Trade Announcements,—Mrssns. Isaria, LTD., 208, 
Tower Bridge Road, London, S.E., inform us that according to 
the new Post Office system their registered telegraphic address 
should read “ Isarialim Berm. London." The indicator word Berm. 
can be left out for foreign telegrams or cablegrams. 

Acting on medical advice, MR. J. A. BROCKETT, electrician, &c., 
of Station Square, Whitby, has relinquished his business and sold 
it to Mr. T. Н. Beecroft, and it will in future be conducted by this 
gentleman. 

The Financial News Amsterdam correspondent says that 
MEssk8s. PHILIPS & Co., of Eindhoven, Holland, who are а 
considerable factor in the international export trade, have turned 
their business into a limited liability company. The issue of 
2,200,000 fl. 6 per cent. profit-sharing preference shares was 24 times 
over-subscribed, and the shares have risen within a few days from 
104 to 110 per cent." 

THE NEW GARTER FovNpRY Co., LTD., are removing to more 
convenient premises at Groveland Foundry, Dudley Port, Staffs. 


Messrs, SAFETY LIGHT, LTD., have opened showrooms at their 
new address announced last week (118, Queen Victoria Street, E.O.). 


THE INDESTRUCTIBLE CABLE Co., 20, High Holborn, W. C., have 
recently taken over the agency here for Messrs. Beran & Kneller 
G.m.b.H., of Potschappel, Germany, manufacturers of electrical 
bell pushes and all clasees of wood turnings for the electrical trade. 


Bankruptcy Proceedings.— ALBERT EDWARD MARTIN 
(trading as the Midland Electrical Supply Co.), electrical engineer, 
39, Great Charles Street, Birmingham, Warwick.—The first meeting 
of creditors herein was held last week at the offices of the Official 
Receiver, 191, Corporation Street, Birmingham. The statement of 

affairs showed gross liabilities amounting to £1,262, of which £793 
was expected to rank for dividend, and the assets totalled £64, 
leaving a deficiency of £729. The failure was attributed to want of 
capital, having to pay interest and insurance premiums in respect 
of borrowed capital, loss on contracts, and heavy law costa of suing 
creditors. It appeared that the receiving order was made on the 
petition of creditors, the act of bankruptcy being that the debtor 
executed a deed of assignment to a trustea for the benefit of his 
creditors. It was stated that the debtor was formerly a partner in 
a business which supplied electrical accessories, from which he drew 
‘about £3 10s. weekly. In June, 1908, the partnership was dissolved, the 
debtor leaving the firm and receiving, as his share of the business, 
£120. He started business with this amount at Moseley Road, 
under the style of the Midland Electrical Supply Co. He removed 


to 69, Great Charles Street in August, 1910, and three months later 
to 39, Great Oharles Street, where he oontinued to trade until 
August last, when notice was given to his oreditors that he had 
suspended payment. The books of account have been fairly well 
kept, but he has not prepared a balance-sheet or profit and loss 
account since June, 1910. The balance-sheet at that time showed a 
deficiency of £249. According to a trading account from June, 
1910, to the date of the receiving order, a net profit was made of 
£248 odd, while the household expenses were estimated at £557. 
The debtor admitted that he became aware of his position in June, 
1909, when a friend investigated his affairs. The matter was left in 
the hands of the Official Receiver. 


Osram Week, 1912.—THE GENERAL ELECTRIC Co., 
LTD., of Queen Victoria Street, E.C., encouraged by the success of 
„Osram Week," 1911, have decided to repeat the campaign during 
the current month. It is hoped that the 1912 “ Better Lighting " 
Campeign, which commences on Monday, October 14th, will be even 
more successful than that of last year. Our readers will find a 
fairly full reference to the matter in an advertisement appearing in 
this iesue, and it will be observed that a strong, fully-organised 
effort will be made during the days named to impress the Osram 
claims upon the minds of millions of householders, shopkeepers 
and others by the medium of a gigantic Press-advertising 
scheme, by the display of posters on hoardings, by circular 
letters advising hosts of electricity users, actual and prospective, 
to consult electrical contractors in their particular district, and 
so on. We have before us at the time of writing a good deal of 
explanatory literature, specimen newspaper advertisements, &o., 
relating to the scheme, upon which an enormous amount of 
ingenuity and work have been expended. It is not necessary to 
enter here into all the detailed conditions and advantages affecting 
electrical contractors and factors who are willing to co-operate with 
the company in this mutually profitable “sales-making effort, but 
we are asked to bring the matter to the notice of all who may be 
interested, so that they willlose no time in applying for the full 
particulare, wherein are explained the manner in which their own 
local businesses may receive a suitable advertisement in the newspaper 
Press, and the manner in which they can make their own effective 
Osram electrical exhibition for the week. A special design for a 
window show will be circulated. Special portfolios and order forma, 
without names and addresses, have been prepared, and copies of 
these will be sent to parties prepared to co-operate, If desired, these 
can be printed with the local firms' names and addresses, but, ae will 
be observed, the time is short. 


Dissolutions and Liquidations,—ZxpEÉcco BATTERIES, 
Ltp.—At a meeting held on August 26th, at 64, Broad Street 
Avenue, E.C., it was resolved to wind up voluntarily, with Mr. 
H. A. Kidd as liquidator. 

BERRY CONSTRUCTION Co., Ltp.—Creditors must send particulars 
of their debta, &c., to Mr. J. C. Wrist, the liquidator, at the office 
of the British Electric Transformer Co., Ltd., at Hayes, by Novem- 
ber 29th. " 

EcoNoMIC ELECTRIC Co., LTD.—4A meeting is to be held at 51, 
North John Street, Liverpool, on November Ist, to hear an acoount 
of the winding up from the liquidator, Mr. F. T. P. Deyes. 

SUNBEAM LAMP Co, LTD. (in liquidation).—A notice is pub- 
lished in the London Gazette for October Ist notifying that by an 
order of the Court, dated September 13th, Mr. G. E. Corfield, of 
Balfour House, Finsbury Pavement, E.C., has been appointed an 
additional liquidator to act jointiy with Mr. Thomas Wallace. 

STOCKALL-BROOK TIME RECORDERS, LTD.—A meeting is to be 
held on October 30th, at Huddersfield, to hear an account of the 
winding up from the liquidator, Mr. O. Avison. 

M. A. RITTER & Co., dealers in rubber, gutta-percha, balata, &o.— 
Mesers. O., M. A., & О, H. Ritter have dissolved partnership. The 
business will be continued by Mr. O. Ritter. + 


LIGHTING and POWER NOTES. 


Argentina.—The German Oversea Electric Co., in 
Buenos Ayres, which supplies yearly upwards of 200,000,000 Kw.- 
hours, and whose works have a capacity of 90,000 Kw., is threatened 
with competition from two quarters. An Italian-Argentine com- 
pany is seeking a concession from the T.C., and the Compania de 
Tranvias Lacroze, which is concerned mainly with tramways, but 
has not yet attempted the construction of the, some time since 
officially sanctioned, underground railway, is applying for Govern- 
ment confirmation of its right, also to supply light and power in 
the city. Respecting the application of the former company, the 
German company has addressed a protest to the T.C., and declared its 
intention to so cut rates for consumers, when its competition station 
is ready to begin working, as to destroy the latter’s commercial 
raison d'étre. The power of the tramway company, with its other 
schemes in hand, to offer a serious competition with the wealthy 
German company, is regarded as small. — Elektrotechnische 
Zeitschrift. 

Mr. C. F. Moujan, on behalf of a syndicate of Belgian, English, 
French and North American capitalists, has applied to the Buenos 
Ayres Municipality for a concession to ereot electric power houses 
for the supply of current for public and private services, the 
concession to be to December 31st, 1957, when all would revert to 
the Corporation.— Reriew of the Rixer Plate, 
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Australia.—According to the Financier, it is officially 
stated that at Altona, eight miles from Melbourne, an extensive 
area of brown coal has been mined for some time by a local com- 
pany. This company has now been bought out by a body of 
English and American capitalists, who have been responsible for 
the erection of large electrical undertakings in Canada and South 
America. A power house is to be constructed, and it is stated that 
up to £3,000,000 for development will be provided, if the industrial 
development warrants it. The purchasers financed a similar under- 
taking at Rio Janeiro, the largest individual power scheme in tbe 
world. The primary aim of the purchasers is the supply of current 
for power and lighting to Melbourne and suburbs. 


Bainbridge.—The Aysgarth R.D.C. has given Mr. J. 


Cockburn permission to erect. overhead wires at Bainbridge for an 
electric light installation. 


Ballybay (County Monaghan).—A scheme is on hand 


for the electric lighting of Ballybay. The town has been surveyed 
and plans and specifications made out. 


Bexhill.—As a result of the Council's appeal, the net 
assersment of the electric light undertaking has been reduced from 
£1.600 to £1,300. 

It has been decided to lay cubles to provide for the lighting of 
the new road to Sidley, St. George's Road and St. David's Avenue, at 
& cost of £343, and to establish a sub-station to meet the require- 
menta of the rapidly developing district at Little Common. 

With regard to certain suggestions for using electric light sur- 
pluses for the relief of the rates, the town clerk bas drawn the 
attention qf the Council to a section of the order, which states that, 
after paying interest on the money borrowed, &c., a reserve fund 
must be formed from the profits of the undertaking, and until it 

reaches a figure of 10 per cent. on the capital borrowed, no money 
is to be paid in relief of rates. According to this, the Council should 
have a reserve fund of £7,400, whereas it only amounts to £1,224, 


and it would, therefore, be a very long time before any money could 
be paid in relief of rates. 


Birmingham.— It is proposed to erect a new boiler house 
at Summer Lane electricity generating station at an estimated cost 
of £12,814. 

Blackburn,—Reporting further to the Electricity Com- 
mittee on the necessity for a new power station, Mr. Wheelwright, 
the electrical engineer, states that the sacrifice involved will not 
be great. The total capital raised up to March 25th was £293,199, 
of which £286,055 has been actually expended, Jeaving a balance 
of £7,144. А sum of £99,673 (practically one-third) of the capital 
raised had been paid off, leaving an outstanding debt of £193,526. 
This figure repreeented, in addition to the balance of £7,144. an ex- 
penditure, firstly, on the mains and distributing system, &c., of 
£97.765, which would not be affected by the propoeale: and, 
recondly, а capital of £88,617 actually represented by the Jubilee 
Street works. In its final condition as a transforming station this 
would have a substantial capital value of about 50 per cent. of this 
figure, which reduction he confidently anticipated would be more 
than balanced by the larger margin between cost and revenue on 
rales of energy from the new works. A suitable position for the 
new generating station should be obtained adjoining the railway 
and canal on the outskirts, and as near as possible to a good power 
district. After careful investigation be suggested that a portion 
of the Greenbank estate, owned by the Corporation Gas Com- 
mittee, would satiefy the main pointe, and the close proximity of 
the gas works might possibly bring about the use of gas for boiler 
firing. “І have no hesitation,” adde the engineer, in stating that 

the necersaly capital to build and equip a generating station of 
equal capacity will be very much less than one built 10 or 15 years 
ago In view of the demand for power now in sight, additional 
provision will be required for the winter of 1914 to 1915, and as it 
will take from 12 to 18 months to carry out the scheme, the 
obtaining of the sanction of the L. G. B., and the erection and equip- 
ping of the station, the quest ion ehould be coneidered at once.' 


Bolton.— The Electricity Committee has decided to ask 
the Finance Committee to direct application to be made for eanction 
to borrow £120,000 for the purposes of tbe proposed generating 
station at Back-o-th’-Bank. It was also resolved that the 
structural work at the new station be carried out in ferro-concrete 
and brick. 


Bristol.— The B. of G. has decided to have the electric 


light installed at Stapleton Workhouse, at present lit by gas, at an 
estimated cost of £1,016. 


Canada.— The Ontario Hydro-Electric Commission has 
expropriated the Chats Falls, near Ottawa. from the owners. The 
offer made by the Commission is $2,000. The owners aek $3,000,000, 
quite a margin between the offering price and the price asked. The 
falls are very valuable, and according to our correspondent, probably 
worth the price asked, as it is possible to develop 150,000 H.P., and 
they are only 2 miles from Ottawa, which expects to obtain what 
power it requires from that source. 

The Winnipeg ratepayers have endorsed a by- jaw giving the 
Council power to spend $750,000 on an electric distribution 
system. . 

At Sandy Falle. eight miles north-west of the Hollinger gold 
+ mine, Porcupine, Ont., the Porcupine Power Co. has installed an 
. electrie power.plant for the purpose of supplying power to the 

district. The installation consists of two generators of 1,500 H. P. 
eacb, and a third unit can be added. This company is now sup- 
plying light and power to the towns of Porcupine and South 
Рогспріпе, and to the Hollinger, McEnaney, Plenaurum and Dome 


Quebec financier, 


Mines. The mines are now in the fortunate position of having 
power developed for them almost before they can utilise it. 
The Ontario Hydro-Electric Commission has prepared a book of 
“Regulations and Rules for Inside Work.“ These have den 
framed with the object of ensuring that the design, ma 
construction, equipment, workmanship and ене 6 ae a Mec 
trical work and installations throughout Ontario, as well as 
repairs, alterations or extensions thereto, shall be in accordanes 
with the best commercial practice, and that the interesta of. the 
public, workmen and others, shall be duly guarded, both with regard 
to safety, to life, limb and property, and convenience. These regu- . 
lations are being sent out to the different companies and individuals 
who are interested. | E 
Our correspondent adds: There is a great deal of poor wiring 
in this country. A short time back the chairman of the Board of 
Underwriters, Montreal, wrote the City of Ottawa to at onoe 
appoint an electrical inspector, permanently, and have all wiring 
into buildings inspected, as they were led to believe, and rightly, 
that there was much very poor wiring in the buildings of the ойу.) 
The Quebec Light, Heat, Power and Railway Co. showed earnings 
for the year ending June 30th, 1912, equal to 2°11 per cent. on the 
common stock, after all charges, save dividends, had been provided 
for. This meant that had no dividends been peid, the surplus for 
the year would bave been $211,200. The fixed charges of the past 
year were $204,000 more than in the previous year, while the amount 
written off to organising expenses was $7,000 lees this year than 
last. A French representative was present, and asked certain 
questions with respect to expenditures on the Quebec and Saquenoy 
railway, which were not answered. Light was expected to be 
thrown upon the situation as respects the relationship between the 
Quebec Railway and the Quebec and Saquenoy, but none was forth- 
coming, though Sir Rodolphe Forget was present. This retinence 
on the part of the company has caused some suspicion, which is 
not to the ultimate interest of the company, пог to that of the 
Sir Rodolphe Forget. 
The Ottawa municipal electrical undertaking will show big 
profits this year than last, notwithstanding the fact that [s 
management cut their rates for lighting almost in half a year ago. 
Much more light is being used this year than last, and nearly 
double the number of lamps are used by consumers. Ottawa 
uses more lamps than.any city in America, it is said, averaging 
out at four lamps per capita, 


Cheltenham,—The B. of G. has accepted. the offer of 
the borough electrical engineer, Mr. Bache, to draw up a specifica- 
tion and approximate estimate of the cost of installing the E.L. at 
the Workhouse premises. А return of the gas end fuel consumed 
in the Workhouse is to be prepared. 


Consett.—The Durham County Council has accepted 
the offer of the Durham County Electric Power Co. to extend the 


mains во as to supply current to the Consett secondary school, the 
Council to pay £39, £25 of which is to be repaid when the extended 


main is utilised for public lighting next year. 


Continental Notes.— France.—The Energie Electrique 
du Littoral Méditerranéen has placed an order with the Thomson- 
Houston Co. for the supply and installation of the plant at the 
transformer station to be built at Pennes, in connection with the 
supply of current to the city of Marseilles. The plant will first 
consist of a single group of four transformers, one a reserve; but 
ultimately the equipment will comprise nine 4,000-Kw. single-phase 
transformers. The present order includes accessory material, com: 
prising a 40-Kw. transformer for the auxiliary service, a battery of 
accumulators, and a motor-generator group for lighting service, 
with distribution switchboard, instruments and connections, both 
for 45,000 volte and 13,000 volte, the former being the pressure of 
the supply from the stations at Brillanne and Ventavon, and the 
latter that of the distribution in Marseilles. The Thomson-Houston 
Co. has also been entrusted with the equipment of the Bguille 
transformer station destined to serve sectionally the high-pressure 
lines from the Brillanne station, transmitting current to Arles, 
Pennes and Allauch, and also for feeding sundry lines at 18,500 
volts pressure, serving the district distribution.— La Lumiere 
Electrique. 

L'Industrie Africairie is the style of company just floated in Paris 
with a capital of 900,000 fr., with the object of building a generating 
station at Grand Baseam on the Ivory Coast, West Africa. 


Dewsbury.— Application is to be made to the L.G.B. by 
the Corporation for sanction to borrow £14,500 to allow of an 
increase in plant at the works in Bradford Road. Turbine equip- 
ment will absorb a great amount of the money asked for. 


Dundee,— Extensions estimated to cost £49,000 are 
proposed for the Corporation electricity department. The Scottish 
Office has granted the full borrowing powers applied for, namely, 


£68,000, and the Corporation hae, therefore, resolved to obtain 
estimates for the electrical plant required. 


East Ham.—The abstract of accounts of the electricity 
undertaking for the year ended March 31st last, shows a groes profit 
of £11,933, as against £11,258 in the previous year. After pro- 
viding for interest on and repayment. of loans and income-tax on 


profite, there remains a net pront of £1,907, as against £2,127 
in 1911. 


Edinburgh.—Two cooling towers have just been. сайда 
in connection with the Corporation electric lighting station; їп their 
construction new features are shown differing from towers at central 
stations in other parts of the country and also abroad. Hitherto 
these structures have been of wood, and very little attention has 
been paid to ав architectural etde, The n new towers at Edinburgh 


\ 
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are each 40 ft. square at the base and 139 ft. high. Although the 
site is surrounded by high buildings the towers are conspicuons 
objects. A railway tunnel is near at hand, and, owing to that and 
the nature of the subsoil, attention had to be paid to the founda- 
tions. Standard sections of rolled steel joista and channels, in com- 
bination with cast-iron plates, are used for the construction of the 
base, and for the upper part of the towers stamped steel plates are 
used in conjunction with cast-iron gratings. It is estimated that 
the whole scheme, including turbine machinery and condensing 
plant, will cost about £45,000. This extra plant will be capable of 
producing about 34 million units a year, and the saving in coal 
will represent over £10,000 a year. Opposition was at first made to 
the erection of the towers on the score of amenity, but the design 
followed out imparts to the structures rather an ornamental effect, 
stone being adopted to add to the substantial appearance of the 
lofty buildings. 

By appropriating the electric lighting surplus of £2,000, the 
Corporation has been able to sorape through " without increasing 
the municipal rates, At the monthly meeting of the T.C. there 
was some plain speaking on the subject, one member describing the 
proposal to apply the surplus to the relief of the rates as cowardly 
finance," In moving that the surplus be put to the reduction of 
the capital debt on the undertaking, Mr. Stevenson gave it as his 
opinion that the principle of charging the users of a commodity, 
of which they had & monopoly, more than they ought to be 
charged, in order to relieve the general ratepayer, was unjust and 
inequitable. It practically meant that they were cbarging the 
users of electric light their rates twice over. Mr. Bruce Lindsay, in 
supporting the motion, characterised the proposal as bad businees 
and bad finance. It was a piece of opportunism and simply scrap- 
ing through, and grabbing here and there for anything that would 
give tbe Council or the treasurer the credit of not increaeing the 
city rates. Mr. Harrison moved that the surplus be applied to the 
relief of the rates. The Lord Provost said not only had the T.C 
reduced the period from 30 to 25 years for the clearing off of the 
debt, but it had cleared off during the last year something like 
£4,000, which might very well have been put to capital expendi- 
ture. Ifevery undertaking in the city was in the same condition 
as the electric lighting undertaking, there would be a very different 
Btory to tell. By 27 votes to 16 it was agreed to appropriate the 
surplus for the rates. 


Gillingham (Kent),—The T.C. proposes to extend the 
plant at the electricity works by installing a second Diesel engine 
of a larger type. The total outlay is expected to be about £6,000. 


Glasgow. The city electrical engineer has been instructed 
to prepare plans for the erection of a generating station on ground 
acquired some time ago by the electricity department in the east 
end of the city. 


Great Harwood.— With reference to the electricity scheme 
for the district, a deputation of councillors visited Bispham on 
Thursday last week to see the actual working of a system suggested 
by Mr. J. Speight, the electrical engineer, who is at present advising 
the Great Harwood U.D.C. 


Halifax.—The E.L. Committee has instructed the town 
clerk to endeavour to obtain the sanction of the L.G.B. to the Cor- 
poration borrowing £4,200 for transformers and £2,600 for switch- 
gear, which, it is expected, will be required at the electricity works 
during a period of two years. 

Hendon.—At the last meeting of the R. D.C., a letter 
was received from the North Metropolitan Electric Supply Co., 
stating that, in addition to lighting the Edgware Road through 
Edgware by electricity, it was supplying other consumers with 
current, and had therefore decided that it would be better to obtain 
the sanction of the Council to supply power in the district. A dis- 
cussion ensued upon the matter, in which strong objection was 
raised to giving the company a monopoly over Pinner. In the 
result, the matter was adjourned for inquiry. 


Itchen.—The U.D.C. has decided to apply to the 
B. of T. for a prov. order for electric lighting. The estimated cost 
of a scheme is £14,500. 


Kendal.— In connection with the electricity undertaking, 
application is to be made to the L.G.B. for sanction to borrow 
£1,000—£800 for new cables, £100 for new services, and £100 for 
new meters. 


Leeds,—The reasons which actuated the Tramways and 
Electricity Committee in suggesting the inauguration of a hiring 
department for electric motors were explained to the Leeds Chamber 
of Trade at its meeting on Monday by Mr. Robert Armitage, M.P. 
He said the cost of energy was being reduced, and would represent 
a loss to the Corporation of about £8,000 per annum, but it would 
be able to recoup itself through the great increase in the use of 
motors. The authorities thought the establishment of a motor- 
hiring department would tend to increase the use of motors still 
further. A resolution was passed opposing any extension of muni- 
cipal trading in the direction indicated. 

Leicester.—By a majority of one the Corporation has 
adopted a recommendation of the Tramways and Electricity Com- 
mittee to apply for powers to supply electric motore, arc lamps, 
cooking, heating and other utensils and fittings, so as to be able to 
lét them out or sell them if need be. Councillors Baker, Thurley 
and Carver strongly opposed the recommendation, urging that the 
Corporation in asking for these powers would not be acting fairly 
and honestly to a very large section of the ratepayers, many of 
whom had. laid themselves out > specially to supply electric light 


fittings. 


Leyton.—The Electric Lighting Committee has recon- 
sidered and amended the figures of its estimate for the half-year 
ending March 3ist next, with the result that the estimated 
deficiency for the half-year has been decreased from £732 to £320. 


London.—SuonEprTCH.— The borough electrical engi- 
neer has lodged formal notice of objection to the proposed fees 
which have been adopted by the L.C.C. as payable by undertakers 
in respect of duties performed by the County Council's inspectors 
in inspecting testing stations. -viz., for the first three testing 
stations, or lets, in the same area of aupply £10 per year ; for each 
additional station in the same area £2 per year. 

PorLAR.—It has been decided to seal an agreement with the 
L.C.C. for the supply of electricity for lighting Blackwall Tunnel 
and working the pumps. The agreement provides for not less than 
100,000 units per annum, and up to 50 Kw., the normal being 
25 KW., at a price of ‘96d. per unit. and is to cover a period of 
five years, subject to reduction of the charges to correspond with 
any reduction made by the Borough Council to other consumers. 
An agreement with the Port of London Authority is also to be 
sealed, varying former agreements for a supply to the docks and the 
rental of wayleaves. The charge for energy is put at 6d. per unit, 
with a minimum coneumption of 750,000 units additional for general 
purposes. and an approximate consumption of 100,000 units for work- 
ing the Millwall dry-dock pumps, The minimum consumption is to 
be increased by 5,000 units for every kilowatt demanded in any year 
in excess of the maximum of 150 Kw. for general purposes during 
the Council's peaks. In connection with the conference convened 
by the L.C.C., on the subject of electricity supply in London, the 
Council has decided to inform the L.C.C. that no good purpose 
would be served by such conferences, but that, as there is in existence 
a conference of East London municipal electricity undertakings, the 
Executive Committee of that conference should be invited to meet 
the L.C.C. Committee as a body. 

WooLwWIch.— The B.C. has circularised the other metropolitan 
authorities, expressing the opinion that the proposals of the L.C.C. 
to reduce the maximum periods for repayment of future loans for 


electric lighting purposes—viz., buildings 30 years, instead of 42 


years; mains 25 years, instead of 30 years: and plant and 
machinery 15 years, instead of 20—are prejudicial to the develop- 
ment of electricity undertakings, and asking the various Councils 
concerned if they are prepared to join in representations to be made 
to the Finance Committee of the L.C.C. to reconsider the matter. 

MARYLEBONE.——The present 70 and 110-watt lamps in 17 roads 
are to be increased to 160 watts, The extra candle-power 
wil amount to 17.735. The general manager of the under- 
taking reports that the Councils scheme of eight selected 
contractors is workiug smoothly. Even odd jobs are not carried 
out by the department, an arrangement having been arrived at 
with two or three of the eight contractors to supply men for these 
jobs at a percentage on the labour cost, and it is therefore a fact 
that cannot possibly be questioned that the Council is carrying 
out no wiring work except through contractors. 


STEPNEY.—Application is to be made to the Т, С.С. for sanction 


to the borrowing of £10,250 for defraying the cost of mains in con- 
nection with the undertaking. 
HAMMERSMITH.—Application is to be made to the L. C. C. for 
1 to borrow £3,000 for the purposes of the electricity under- 
ing. 


Morley.—The Corporation electricity accounts show 
that there has been an increase in the expenditure, compared with 
the previous year, the amounts being £3,858 and £3,702 ; the 
increase i8 mainly accounted for by the advance in the price of 
coal and the cost of distribution. The receipts &mounted to 
£3,075, and showed a deficit for the year of 4783, as compared 
with the receipts, amounting to £3,172, and a deficit of £530, in 
the previous year. 


Ottery St. Mary.—On Monday evening the first public 
supply of electric light for the town of Ottery St. Mary, East 
Devon, was switched on by Lord Coleridge at the factory, in the 
presence of membera of the Urban Council and a large number of 
townspeople. The power which drives the dynamo, supplying a 
large battery of aceumulators, is water taken from the River 
Otter. The turbine drives all the machinery at the 
factory in addition to the dynamo. The company responsible for 
the introduction of the new illuminant into the town is the Ottery 
St. Mary Electric Light and Power Co., and Mr. E. R. F. Coleberd 
is the proprietor. 


Rotherham.—The Electricity Committee, on the advice 
of the electrical engineer (Mr. Cross), has recommended the T.C. to 
install an additional 1,000-Kw. turbo-alternator. 


Salford.—The Electricity Committee of the T.C. has 
accepted the offer of Mr. T. Roland Wollaston, M. I. M. E., Man- 
chester, to provide detail designs and specifications of additional 
filtration plant for the bore-hole water at the electricity works, to 
obtain competitive tenders and to superintend the construction, at 
a fee of 20 guineas, with a further payment of 60 guineas, six 
months after starting the plant, provided that the added apparatus 
consistently removes from the softened water 95 per cent. of the 
present suspended matter. 

Application is to be made to the L.G.B. for sanction to borrow 
the sum of £25,000 to defray the anticipated expenditure on the 
installation of mains and service cables during the next few years. 


Shipston-on-Stour.—The P.C. bas requested the 


Worcestershire C.C. forthwith to grant permission for Merers 


Brown & Parsons. Ltd., of Leamington, contractors for the E. L- 
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scheme, to erect poles and overhead wires in the town for public 
lighting. Delay has arisen owing to a petition sent to tbe C.C. 
by 40 ratepayers asking that permission to erect the poles be 
refused as there was an efficient gas works in the town, and the 
E.L. was not neceasary." 


Shotton.—The question of a supply of electricity for 
lighting was raised at the meeting of the Hawarden R.D.C. on 
Friday last, and it was decided to call a public meeting in order to 
ascertain the local feeling. Mr. Monsdale pointed out that the 
subject had been under consideration for 12 months, and it was 
time something was decided. If the people of Shotton objected to 
electric lighting they would then proceed with a scheme for Queena- 
ferry and Sandycroft, because the people felt that they wanted 
electricity there. | 


South Africa.— At a recent special meeting of the 
Ladybrand T.C., an electric lighting scheme was discussed. The 
scheme proposed to light the town would cost something like 
£5,000, and the annual cost would be about £1,100, whilst the 
revenue was set down at the latter figure. The matter was 
adjourned for further inquiries into public and private lighting. 


Stoke-on-Trent,—The T.C. has applied to the L.G.B. 


for aloan of £16,969, in respect of sums spent on the electricity 
undertakings and not sanctioned by the board. 


Southborongh.—The U.D.C. on September 20th decided 
to obtain from Mr. W. C. C. Hawtayne a report as to the eupply of 
electricity to the town, with a view to considering the advisability 
of obtaining & prov. order. Mr. T. W. Horne said they should 
approach the Tunbridge Wells T.C., the Tonbridge U.D.C., and the 
Kent Electrical Power Co. to seeon what terms they would supply 
current in bulk, as he considered a £:3,000 scheme too large for the 
town. He added that he understood that Tunbridge Wells T.C, 
could give a bulk supply, and that the cost of cables would be about 
£1,000. His proposal that this should be done was rejected by nine 
votes to four. 


Swansea,—The Council's existing agreement with the 
Anglo-French Nickel Co. regarding rates for the supply of current 
is to be terminated, and the company is now to be charged the fol- 
lowing rates ar from April lst last :—2d. per unit for the first hour 
per diem, and Id. per unit afterwards, such number of units во 
charged being determined by the maximum demand at any time 
during any quarter, and that 24 per cent. discount be allowed 
for prompt payment. 


Tyldesley (Lanes.).—The Finance and General Purposes 
Committee of the U.D.C. has had an interview with Mr. Taite, the 
engineer and manager of the Lancashire Electric Power Co., who out- 
lined the steps taken by hiscompany for providing electric light for 
the district, Arrangements had been made with the South Lancashire 
Tramways Co. whereby electricity would be supplied in bulk for 
distribution in the township. This supply would be available 
within a short time after securing a site on which to erect a trans- 
forming station. In reply to the Chairman, Mr. Taite said his 
company was not prepared. on the terms suggested by the Council, 
to entertain the proposal to re-transfer, and would only do so upon 
certain stipulations (to be arranged) as to the company supplying 
large consumers, Subsequently the Committee decided to postpone 
further consideration of the matter in order that the clerk might 
prepare and submit a report upon the terms of the agreement under 
which the order was transferred to the power company. 


Uckfield (Sussex), —The R.D.C. on Monday referred 


to & Committee the question of applying for & prov. order for E.L. 
in respect to the parish of Crowborough. The local gas company 
has given notice of its intention to apply for an order, and the 
object of the Council is to protect its rights: 


Walthamstow,—The lighting superintendent has been 
directed to submit a report upon installing a system of automatic 
lighting and extinguishing for the public street lamps. A report is 
also to be prepared by the electrical engineer upon the question of 
converting of the whole of the public street lamps to electricity. 
Negotiations are to be carried out with the Woodford Council with 
respect to the supply of electricity in bulk to that Council. Owing 
to the metal-filament lamps placed in certain cars proving very 
eatisfactory, the tramways manager has been instructed to 
similarly equip the remainder of the Council's cars. 


West Bromwich.—The Corporation has decided to 
apply for sanction to borrow £6,500 for additional plant for the 
supply of electricity, to meet the increased demands for power 
purposes, particularly those of Messrs. Braithwaite & Kirk, which 
firm has agreed to take a supply of at least 80,000 units per annum 
for the next five years. 


Wimbledon,—The Fixed Price Light Co., Ltd., has 


been authorised to wire for electric lighting purposes, certain 
buildings belonging to the Council in Durnsford Road. In conse- 
quence of a recent breakdown at the electricity works of a 1,000-K W. 
turbo-alternator, a Sub-Committee has been appointed to consider 
S desirability, or otherwise, of providing additional generating 
plant, | 


TRAMWAY and RAILWAY NOTES. 


Aberdeen,— The Aberdeen Suburban Tramways Co. has 


under consideration & proposal to introduce the railless traction 
aystem between Bieldside and Culter, and between Stoneywood and 
Dyce. In connection with tbis matter representatives of the 
company recently paid a visit to Dundee to see the system in 
operation there. 


Aastralia,—During the current financial year, 130 new 
electric cars bave been put into service on the New South Wales 
Government lines, 10 more than are in service in the whole of 
Victoria, and the orders for the next financial year exceed this 
years by 50 per cent. The electrical equipment, axles and tires 
are imported from England, but the complete cars, underframes and 
trucks, are constructed and equipped in the State. The Ultimo 
plant has been increased to over 30,000 Kw., and an order has been 
given for the first instalment of machinery for a new power house 
now being constructed at White Bay, with provision for 7,000-Kw. 
units. Provision is being made at this new station for the use of 
more than 1,000 tons of coal daily. The station is designed for . 
construction and operation in complete separate units, so that pace 
may the more easily be kept with engineering progress. 


Bolton.—The Sunday service of cars has for many years 
commenced at noon, and an effort has been made by some of the 
townepeople to secure the running of occasional cars on certain 
routes earlier in the day. The Committee has now decided not to 
entertain the question of running cars on Sunday mornings. 


Colne.—At a recent meeting of the T. C., Alderman. 
Hewitt gave notice of his intention to move at the next monthly 
meeting of the Council that the latter agree to acoept an offer 
recently made by the Colne and Trawden Ligbt Railway Co. to 
sell its undertaking to the Corporation, the amount of the pur- 
chase to be fixed by arbitration. 


Continental Notes.— BEI IU м. — The Ghent Tramways 
Co. has just secured the concession for two new lines of electric 
tramway in the town of Ghent. i 

Russ1A.- For the construction of au electric railway from 
Moscow to Podolsk, with a branch to Obiratowka, of an aggregate 
extent of 55/5 versts, there has been formed at Moscow a 
company, with a capital of 2,500,000 roubles in shares, and 7,500,000 
roubles in bonds.— Elek. Zeitschrift, | 


Croydon.—The Sub-Committee appointed by the County 
Council to report as to suggested extensions of the tramway has 
inspected various routes, and finds that certain districts are. 
sufficiently populated to render the extensions justifiable, but, 
having in view the decision of the Council to seek powers to run 
motor-omnibuses, and bearing in mind that it would take some 
time to obtain powers for tramway extensions and for works to be 
carried out, it has decided to take no action in the matter at . 
present. Application is to be made to the B. of T. for an order 
permitting the Corporation to give a supply of electricity to the 
works at Beddington of Lacy-Hulbert & Co.,Ltd. The cost of 
extending mains is put at £900. 


Doncaster.— The Council's apparent laxity in providing 
tramway facilities for the suburban residents at Warmsworth and 
Conisboro' is providing a good deal of discussion locally, and it is 
hoped that ere long the Corporation will see its way to extend 
the present system to the two places mentioned, and so put the 
last links to the chain of tramways which would then extend with - 
out a break from Sheffield right up the Don valley to Doncaster. 


East Нат, — The tramways accounts show a gross profit 
of £16,339, as against £7,424 in the preceding year, and after pro- 
viding for intereat on and repayment of loans, the net profit for the 
year amounts to £3,854, as against a loss of £4,647 last year. 


East Kent.—The Light Railway Commissioners have . 
submitted to the B. of T. for confirmation an order authorising the 
construction by the East Kent Light Railway Co., for light railways . 
from Wingham to Stodmarsh, and from Great Mongeham to Ripple, 
places in the new colliery area. . 


Edinburgh.—The report by Mr. Campbell, the burgh 
engineer, on new systems of tramway traction and their applica- : 
tion to proposed extensions in Edinburgh has been discussed by the 
gpecial sub-Committee of the Corporation Tramways Committee, 
but no detinite decision has been arrived at. The report suggests 
three routes for consideration as suitable for extension purposes— 
the northern route, extending from Blackhall on the west and 
ending at Pilrig on the east: the central route, beginning at Ard- 
millan Terrace on the west and extending. to the Tron Church in 
High Street; and a southern route. The railless trolley system 
is suggested as suitable for the northern and central routes. 
Dealing with the advantages and disadvantages of the railless 
trolley system, the burgh engineer says it is useful ae a '' feeder " 
to an existing tramway system, and for testing the demand for a 
new traffic route, and as the first instalment of an eventual tram- 
way. The disadvantages as applied to Edinburgh is that the ` 
system requires overhead equipment, it is rather severe upon 
macadan road surface, particularly upon the descent of a hill; it 
is not quite eo economical in working as the self-propelled tramcar, 
and dust is created by its passage. There is no doubt, however, 
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that the railless electric trolley car presents particular advantages 
as applioable to the existing needs and conditions of the city. 


Glasgow.—Some difficulty has been experienced in 
Glasgow, as well as in other cities where the local T.C. has to oon- 
tend with heavy vehicular traffic. Here there are differences of 
opinion as to the class of material with which streets traversed by 
tramway rails should be laid. Recently the Tramway Committee 
met representatives of the Sub-Committee on Streets and Foot- 
paths Repair, &c., who expressed the opinion that nidged setts 
ought to be put down in streets in which tramways are laid. and 
instructions were given to the general manager to report on the 
matter. 

Halifax.—The Tramways and Electricity Committee of 
the T.C. proposes to purchase from the Commercial Car Hirers. Ltd.. 


of London, a motor-omnibus for the sum of £830, and also to ask 
that it may be empowered to give an order for two additional 


‘buses at the same price. A bus from the London company bas 


already been on trial, and with a load of 40 passengers (about 
54 tons) took the incline up Mount Tabor with comparative ease. 
The two additional cars are to be specially designed to cope with 
the steep gradients on the routes upon which they will run. 


Leeds.—The Tramways and Electricity Committee has 
decided to recommend the City Council to apply for the necesrary 
powers for carrying out various extensions of the tramway system, 
including the continuation of the гаіева traction system from 
Guiseley to Otley and Ilkley, and from Farnley to Drighlington. 

A sub-committee was appointed to consider the question of the 
revision of tramway fares and the possibility of utilising more 
spare cars on Saturdays and at holiday timer. At present there 
are a number of cars always in the depóta, and they cannot be run 
owing to the shortage of men to гоп them, If some of the spare 
men at the de; óts could be utilised as conductors and some of the 
conductors who are qualified drivers were given their opportunity 
of taking the better position, it was felt that the difficulty experi- 
enced at present might be got over, as the public would benefit 
by the augmented service. 


Leicester.—The Tramways and Electricity Committee 
recommends the T.C. to extend the electric tramways in six areas 
of the town, viz., Loughborough Road, Overton Road, Evington 
Road, Welford Road, Knighton Fields Road East, Cavendish Road, 
and King Richard’s Road, the scheme involving an expenditure of 
about £100,000. The Council is also asked to seek powers to run 
petrol motor vehicler, instead of the proposed railless electric cars, 
to Thurmaston. 


Liverpool.—The Mersey Docks and Harbour Board, as 


a result of complaints from steamship companies as to incon- 


venience owing to the steepness of the structure, has decided to 


convert the floor of No. 6 Bridge of the Prince's Landing Stage. 
Liverpool, into two moving electric platforms. travelliog in reverse 
directions. to facilitate the passing of passengers’ luggagé, &c., from 


the Prince's Parade to the landing stage, and rice versa, The 


estimated cost of the alteration is £3,000. 


Rotherham.— The railless traction system to Maltby is 
to be opened for traffic during this week. Three cars are to be used 
in connection with the route, and the full fare is 6d., with leaser 
amounts for shorter distances. The cars are rubber-tired vehicles 
accommodating 28 passengers, and equipped with 40-H.P. motors. 


Soyland.— The U.D.C. has passed a resolution in favour 


of the electric tramways being extended from Halifax to Ripponden . 


on terms to be arranged. Halifax T.C. requires a guarantee of £100 
a year against loss, and this is looked upon as an exceedingly fair 
offer, as £300 a year was originally asked for. 


Stainland.—The Council has agreed to accept the offer 
of the Halifax Corporation to run motor-'buses from the tramway 
terminus at West Vale to the Vicarage, Stainland, provided the 
necessary Parliamentary powers are obtained ; the District Council 
Will contribute a sum not exceeding £134 per annum for five years 
towards the loss in any one financial year. 


Nwansea,—The borough electrical engineer has been 
directed to proceed with the preparation of the necessary plans, 
specifications, estimates, &c., in connection with the overhead 
equipment of the various sections of the tramways proposed to be 
constructed under the Swansea Corporation Act, 1912, and tenders 
are to be invited for the various works in connection therewith. 
Plans, specifications, &c., are also to be prepared by the surveyor for 
the laying of the permanent way of the above-mentioned tramways. 
The General Purposes Committee has decided to instruct Mr. 
Stephen Sellon and Mr. Philip Dawson to advise the Corporation, 
independently of each other, at a fee of 25 guineas and travelling 
«xpenses each, as regards the suggested tramways at Townhill. 


Walthamstow,—The Light Railways Committee has 
decided to purchase four double-deck. roof-covered cars, and to carry 
out extensions to the car-shed to provide accommodation for these 
cars ; also to double the tramway track at Kite's Corner, Billett 
Lane and Forest Road. 


Warrington.—The Whitley and Stretton P.C.'s having 
petitioned the Tramways Committee for a car service between 
Stockton Heath and Stretton, the Corporation tramway manager 
5 instructed to report upon the cost of a petrol - electric 
motor - bus. 


TELEGRAPH and TELEPHONE NOTES. 


Argentina.—The Argentine Marconi Co. has entered 
into arrangements with the Argentine Government for the erection 
of & high-power station to communicate with Europe, North 
America, China, Japan, and the Australasian Archipelago. 


Cheap Telephones. — Telephone call boxes are to be 
provided in the streets of several German cities, at which'the charge 
per call will be a halfpenny. 


High-Frequency Generators.—It is reported that 
the rivalry between the two types of high-frequency generators 
which have been introduced in Germany during the past 
12 months threatens to lead to legal proceedings as to the 
validity of the patent righta of one of the machines. On the 
one hand, there is the Goldschmidt generator, which was first 
announced to the public, and for the international working of which 
outeide of Germany there has been formed, aspreviouslymentioned in 
this journal, the Compagnie Universelle de Télégraphie et Téléphonie 
Sans Fil, of Paris. On the other, there is the Telefunken Co., 
which controls the high-frequency generator devised by Count 
Arco, and which is closely associated with the A.E.G. and the 
Siemens-Schuckert works. The intimation of the formation of the 
Compagnie Universelle has induced the Telefunken Co. to announce 
that the further trials made with the Arco machine have been 
successful], and the construction of six large generators is pro- 
ceeding rapidly at the A.E.G. works. The Telefunken Co. adds 
that a claim has been lodged with the German Patent Office 
alleging that the Goldschmidt patent is invalid, on the ground of 
old and prior publication in France. Four large and four small 
Goldschmidt machines, it is understood, are being made by the 
Bergmann Electricity Works Co. 


High-Speed Wireless Transmission, — On Monday 
last Marconi's Wireless Telegraph Co., Ltd., gave a demonstration 
of high-speed automatic transmission and reception at their works, 
Chelmsford, to representatives of the British Post Office, Admiralty, 
War Office, Colonial Office, and Crown Agents. The high-speed 
signals transmitted from Poldhu, Cornwall, where other represen- 
tatives of the Government were present, were received and recorded 
at Chelmsford, both by means of a recorder on the principle of a 
gramophone, and printed on tape.— Financial News, 


Imperial Wireless.—On the reassembling of Parliament 
next week. the debate on the agreement between the Post Office 
and the Marconi Co. will take place ; charges have been levelled 
against the Government to the effect that the agreement creates a 
monopoly, and that, on the other hand, the Government refrains 
from legislation requiring all passenger ships to be provided with 
wireless equipment in view of the protest put forward by the 
Advisory Committee of the Board of Trade, which alleged that 
shipowners would be compelled to install Marconi apparatus at 
great cost. 


Long-Distance Telephony.—1t is expected that the 
direct telephone line between Germany and Italy, ria Switzerland, 
will be opened for service in the near future. Owing to the great 
distance, the size of wire chosen is 44 mm., but the charges for use 


are comparatively low. The transit line from frontier to frontier 


in Switzerland has been carried out by the Swiss Telegraph 
Authorities at their own expense, and Switzerland will levy a 
charge of 2 fr. for each conversation of three minutes, On the 
other hand, Germany and Italy will each make & charge of from 
1 fr. to 2 fr., according to the zone in which the town is situated 
whence it is desired to speak. During the night the charges will 
be reduced to three-fifths of those stated, and monthly sub- 
scriptions at half ri ов will be accepted. 


New Wireless Company.—According to the daily 
Press, a new British company called the Universal Radio Syndicate, 
Ltd., has been formed to acquire the rights of the Poulsen-Pedersen 
system of wireless telegraphy. and to establish communication 
between England and Canada, receiving a subsidy of £15,000 per 
annum from the Canadian Government, 


Sparkless Wireless.—The daily Press states that a 
French engineer, M. Bethenod, has patented & system which enables 
several neighbouring telegraph stations to communicate without 
interfering with each other, ten times more quickly than with sub- 
murine cables, and at a tenth of the cost. The invention substitutes 
sparkless for spark telegraphy, and it is declared that communica- 
tion can be made by it at a speed of up to 200 words a minute. 
Moreover, it makes wireless telephony immediately practicable. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aldershot,—October 15th. Balancer and switchgear 
for the U.D.C. See “ Official Notices” to-day, 
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Australia, —SoUTH AUSTRALIA.—October 22nd. Tele- 
phone switchboard at Port Adelaide, for the P.M.G.'s Department. 
See Official Notices September 13th. 

October 23rd.—100 common-battery table telephones, for the 
P.M G.'s Department. See Official Notices September 13th. 

December 17th. Three sections of common battery multiple 
switchboard and other equipment, for the P.M.G.'s Department. 
See Official Notices to-day. ' 

VICTORIA.—October 22nd. Fourteen sections of common-battery 
multiple switchboard, for the P.M.G.’s department, See Official 
Notices " September 13th. | 

October 22nd.— (4) 37,000 carbon filament lamps, and (b) 
insulated lead-covered copper cables, for the Melbourne City 
Council. Вее Official Notices to-day. 

November 12th.—Deputy P.M.G., Melbourne. 
registers. High Commissioner's Office in London. 

November 19th.—One mercnry vapour converter, for the P.M.G.'s 
Department. See “Official Notices" to-day. Also two batteries, 
and a 4-K.v.A. single-phase transformer. High Commissioner in 
London. 

WESTERN AUSTRALIA.—November 5th. Telephone switchboards 
to Stores Schedules 222 and 223, for the P.M.G.'s department, Perth. 
See Official Notices to-day. б 

Austria.— VIENNa.—October 24th. The Austrian State 
Railway authorities in Vienna are inviting tenders for an installation 


of electric lighting in the railway workshops and material stores at 
Gmurden. 


Crete,—Canpia.—October 10th. The date for forwarding 
tenders for the electric lighting of the City of Candia has been 
postponed to October luth, 


France.— DoLE.— October 26th. Supply and installation 
of a transformer and an electric motor. Particulare from the Sous- 
Intendance Militaire, Quartier Bernard, Dole (Jura). 

BouRGES.---October 10th.—Supply of electric material in four 
lota—Glow and metal-filament lamps: bronze and copper wire and 
cable ; brushes, bells, reflectors, кс. Particulars from the Ecole de 
Pyrotechnie, Bourges. 


Germany. — BREMEN. — October 7th. Tenders are 
required for the supply, erection and setting in working at the 
power station at Bremen-Woltersdorf, of a 3.200-Kw. steam turbine 
and а 3-7,000-KW. dynamo set, including condensers. Particulars, 
8 marks, from the Abteilung Allgemeine Verwaltung. 


Gillingham.—October 22nd. One 500-H.p. Diesel engine 
and alternator, for the Corporation. See "Official Notices" to-day. 


Great Western Railway.—October 14th. Stores for- a 
year. See Official Notices September 27th. 2 


Isle of Thanet.—General stores for a year, for the Isle 
of Thanet Electric Tramways and Lighting Co., Ltd. See Offi cial 
Notices " September 20th. 


Leeds.— October 7th. The Tramways Committee of the 
Corporation invites tenders for the supply and erection of a steel 
building at the permanent way depot, Leeds. Mr. J. B. Hamilton, 
general manager, 


London,—October 15th.—6,000 steel tires for driving 
wheels and 5,000 steel tires for pony wheels for electric tramcars 
for the L.C.C. for a period of 12 months. Chief Officer, L.C.C 
Tramways, 62, Finsbury Pavement, E.C. 

L. C. C. — October 15th. Installation of electric lighting, bells and 
telephones at the Highgate Secondary School, St. Pancras, N. W. 
See Official Notices to-day. 


MHaidstone.— October 17th. Coal for a year for the 
Corporation electricity works. Borough Electrical Engineer, Fair 
Meadow. 


Mansfield. — October 9th. | Electric lighting for the 
Workhouse, Stockwell Gate, Mansfield, for the Guardians. Speci- 
fication, one guinea, returnable, from Messrs. Vallance & West wick, 
architects, Mansfield. - 


Mexborough. — October 5th. Turbo-generator, con- 
denser and switchgear, for the U.D.C. See “Official Notices " 
September 13th. 


Rotherham.— October 16th. One 1,000-kw. steam turbo- 
alternator, condensing plant, piping, H.T. switchgear, &c., for the 
Corporation. See Official Notices” to-day. 


Spain.—October 18th. The municipal authorities of 
Morales de Toro (province of Zamora) are inviting tenders for the 
concession for the electric lightirg of the town during a period of 
eight years. Particulars can be obtained from, and tenders are to be 
sent to, El Secretario del Ayuntamiento de Morales de Toro (Zamora). 

October 1l4th.— Tenders are being invited by the municipal 
authorities of Cassadela Sera (province of Geropa) for the concession 
for the electric lighting of the town during & period of five years. 

Tenders are at present being invited by the municipal authorities 
of Vich. for the concession for the electric lighting of the town 

during a period of ten years from April 16th, 1913. | 

November 9th. The Spanish Ministerio de Fomento, in Madrid, 
are inviting tenders for the concession for the construction and 
working of electric tramways between Vigo and Lavadores, and 
between Vigo and Arratales. It may be added that a project has, in 
each case, been submitted by a would-be concessionaire, the 
concession being, only put up for tender in accordance with the 
practice in Spain. 


100 electrical 


Watford.—October 15th. One 500-Kw. steam alternator 
and a switchboard machine panel for the U.D.C. See "Official 
Notices " September 27th. 


CLOSED. 


Australia.—According to the Australian Mining Standard, 
the following contracts have been placed: P.M.G.s department, 
Brisbane :— — 

Galvanometers, rheostats, condensers, cords, and 60 miles ootton- covered 
wire (at £3 4s. 6d. per mile).—B.I. & Helsby Cables, Ltd. 

Protectors, bells, 443 telephones, &c.—J&8. Paton & Co. : 

Ebonite cases, heat coils, fuses, &c.— Western Electric Co. (Australia), Ltd. 

60 miles wire, at £16 176. ба. per mile, and 20 miles, at £8.—Noyes Bros., Ltd. 

Galvanometers.—J. Bartram & Son, Ppy., Ltd. 

Conductor cords, diaphragms, ear-pieces, &c.—Lawrence & Hanson Elec- 

trical Co., Ltd. 
Ear-pieces and mouth-pieces.—W.G. Watson & Co., Ltd. 
100 tons cast-iron pipes, at £10 28. pet ton.— C. Monteith & Sons. 


P. M. G.'s department, Sydney :— 
10 miles tinned Copper wire, at £10 19s. 9d. per mile. 25 miles ditto, at 
£8 14s. 3d. —W. T. Henley's Telegraph Works Co., Ltd. 
45 milea d copper wire, at £8 12s. 6d.—Standard Cable Manufacturing 
Co., А 
100 Ericsson magneto wall telephones, £122 10s. —Ringdahl & Co. 
Victorian Railways :— 
Eight electric car bodies, £568 15s. each.— А. Pengelley & Co., Adelaide. , 


Public Works Department :— 
Installation of a Lister-Brnsten lighting set at the farm workers’ block, 
Lunatic Asylum, Mont Park, £268.—Messrs. Sutherland & Ashman. 
Hopetoun (V.) Electric Supply Installation :— 
Suction gas engine, £455.—Noyes Bros , Ltd. 
Gas producer, £198. Cambridge Gas Producer Co. 
Mur generator, boosver and spares, £149; Tudor battery, £498.— McLean 
and Co. 
Equipment, £54.—India-Rubber, Gutta-Percha and Telegraph Works Co. 
Equipment, £86.—Noyes Bros., Ltd. 
Consumers’ meters, £50.— Watson & Co. 
Aluminium cable, £98; erection of cable, £221.—McLean & Co. 


Beulah (V.) Electric Light Installation :— 
Suction gas engine, £455.—Kynochs, Ltd. 
Gas producer, £198.—Cambridge Gas Producer Co. 
aaa сепегаюг, booster and spares, £149; Tudor battery, £583. —MoLean 
an | 
Equipment, £67.—India-Rubber, Gutta-Percha and Telegraph Works Co. 
Equipment, £51.—Noyes Bros., Ltd. | 
Consumers' meters, £60.— Watson & Co. 
Aluminium cable, £85.— British Insulated and Helsby Cables, Ltd. 
Erection of aluminium cable, £228.—McI,ean & Co. 

The Australian Mining and Engineering Review reporta that 
the following tenders have been accepted :—For the Prahran and 
Malvern Tramways Trust (Vic.) :— ` 

Construction of permanent way and erection of ро!ев (contract No. 84), 
£68,898.— Albion Quarrying Co., Ppy., Ltd. : 

For the Launceston Tramways :— 

233 tons o ч. rails, £1,980; 86 tons of 90-10. rails, £268. —H. Jones and 
“ә орат. : 
100 standard 6-lb. irons, and three combination electric cookers, £142.— 
Pacific Heating Co. 

Messrs. John Sharp & Sons (Melbourne) have accepted tenders for 
supply of electrical plant, to be installed in their timber mills, as 
follows :— 


Overhead electric travelling cranes, one 6-ton, at £611, one 10-ton, £677.— 
Babcock & Wilcox, Ltd. 

Motors, comprising two 8-1. p., two 10-11.r., and one 15-K. ., and equipment, 
£197 168.— Píatf, Pingchof & Co., Ppy., Ltd 


Austria.—The Vienna branch of Messrs. Brown, Boverie 


and Co., have secured a contract for the establishment of a large 
central electricity generating station at Kasparberg, Bohemia. 


Bolton.—On September 26th the Electricity Committee 
accepted the tender of Mr. J. B. Scholes for 25,000 tons of coal. 


Brighton.—The tender of Mr. H. J. Galliers has been 


accepted by the Brighton Guardians, at £42, for the supply of 
electrical fittings. 


Derby.—The Electric Lighting Committee of the T.C. 
has accepted the tender of Messrs. J. A. Aiton & Co., for steam 
piving, at £187 ; and that of the Chain Belt Engineering Oo., Ltd., 
or a chute for the coal bunkers, at £46, 


Finchley.—The following tenders have been received for 


a supply of flame arc lamps :— 


Jandus Are Lamp Со. ... .. —— ies s s . £296 
Union Electric Co. РА 95 .. 360 
General Electric Co. .. nis .. 872 


Engineering and Arc Lamps, Ltd. "n : Я "EET 
Crompton & Co. és .. oe 


ao oe ee e ee oe 


France.—Contracts have been placed by the Société 
Electrique de l'Eau d'Olle with the firm of Thomson-Houston and 
Co. for four three-phase 3,750-kw. alternators, 8,000 volts ; and for 
three 5.000-Kw. three-phase transformers, 8,000/6,000 volts, 

The following orders have also been received by Messrs. Thomson- 
Houston, Paris :—From the Société Anonyme des Hautes Fourneaux, 
Forges et Acieries de Denain et Anzin, a complete equipment of 
steelworks travelling cranes and large plate rolling machines, 
comprising 21 motors of 21 up to 160-H.P. capacity ; from the 


. Hauts Fourneaux de la Chiers, a motor-driven blooming equipment; 


from the Société Mctallurgique de Senelle, an order for a 750-H.P 
480-volt motor ; and lastly, from the Société des Hauta Fourneaux 
et Forges d'Allevard, a 300-H. p. 3,000-volt motor for their iron and 
steel works. iion. 
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G.P.0.—Messrs. Scholey & Co., Ltd., London, have 


received a contract for the supply of Britannia metallic-filament 
lampe. | 


Halifax.—The Tramways Committee has accepted the 
tender of the Commercial Car Hirers, Ltd., London, at £830, for 
the supply of a motor-'bus. 

The Tramways and Electricity Committee bas acoepted the tender 
of Messrs. Siemens Bros, Ltd, for the supply of nine pairs of 
10-H.P. motors, for £1,548, 


Houghton-le-Spring.—For instaling electric light at 
the hospital, the R.D.C. has aocepted the tender of Messrs. S. Stobart 
and Co., at £32. 


Leeds.— The Isaria, Ltd., are now supplying A. C. single- 
phase meters of their E. V. type to the Corporation electricity works. 


London.— К ENSINGTON.— The estimate of Messrs. R. 
Waygood & Co., Ltd., at £49 10s. has been accepted by the 
Guardians, for repairing the lifts at the Infirmary. 

MARYLEBONE.—The B.C. has accepted the following tenders for 
supplies of coal to the electricity undertaking :— 


A. Blackmore & Со. —3.Е00 tons, at 188. 64. per ton, and 8,500 tons. at 148. 6d. 
Myers, Rose & Co.—2,6^0 tons, at 13s. 64. per ton, 9,500 tons, at 14s. 8d. 
Wm. Cory & Sons.—10,0€0 tons, at 14s. 34d. per ton. 


Rawtenstall.—The T.C. has accepted the tender of 
Messrs. Siemens Bros., Ltd., for a high-tension switchboard panel. 


River Wear Commission.—4A contract has been placed 
with Messrs. Cowane, Sheldon & Co., Ltd., for four 3-ton portable 
electric cranes for South Dock, Sunderland. 


Botherham.—The T.C. bas accepted the tender of Messrs. 
Heenan & Froude, for extensions to the refuse destructor, at £5,375. 

The Corporation has also placed a contract for meters with 
Messrs. Chamberlain & Hookham, Ltd., Birmingham. 


Rugby.—The U.D.C. has accepted the tender of the 
British Westinghouse Electric and Manufacturing Co., Ltd., for 
three transformers. 


Salford.—The T.C. has accepted the tender of the Earl 
of Ellesmere for an annual supply of 6,000 tons of No. 2 best 
washed slack, delivered at the electricity works, at 11s. 10d. per ton 
in barges, and 128. 4d. per ton in carte. The tender of Adam 
Bromley & Son has also been accepted for a similar supply of 2,000 
tons of pea nuts to the electricity department, at 138. per ton. 


FORTHCOMING EVENTS. 


iron im Steel Inctitute.— Friday, October 4th. At Leeds. Last day of Autumn 
eeting. 


Sectety of Engineers. Monday, October Tth. At 7.80 p.m. At the I. E. E., 
Victoria Embarkment. W. C. Paper on Town Planning from an Engi- 
. neering Aspect," by Mr. К. R. Matthews. 


international Engineering Exhtbition.— October 4th to 26th inclusive. At Olympia. 


Association of Enginee’s-in-Charge.— Wednesday, October 89th. At 8 p.m. At the 
ud ones. Institute, Londcn, Е.С. Presidential Address by Dr. H. S, 
ele-Shaw. 


NOTES. 


Legal Query.—A letter was received а few days ago 
from a correspondent who put to us a legal query relating to a 
cinematograph theatre, but this has been mislaid. and we have no 
record of the name or address of the writer. Perhaps when he 
sees this note he will be so good as to send us a copy of his letter. 


Power in Textile Mills,—We are informed that an 
error occurred in the table of the principal turbine installations in 
British textile mills, given on page 455 of our issue of September 
20th. The alternator installed at Messrs. Ashton Harrison & Co.'s 
mill is there ascribed to Messrs. Siemens Bros, but was manu- 
factured and supplied by Messrs. Bruce Peebles & Co., Ltd., of 
Edinburgh, to the specification of Mr. Robt. Blackmore, of 
Stalybridge. 


Inquiries,.—4A correspondent asks for the name of a 
maker of a guillotine suitable for armature winders, Makers of 
tinned steel wire as used in motor manufacture are also asked for. 


Electricity in the Schoolroom.—It is reported that 
experiments made in Stockholm on school children have demon- 
strated that. by maintaining high-frequency electric oscillations in 
the room in which they work, their physical and mental develop- 
ment can be materially accelerated. and their work is done with 
Jem fatigue. A similar experiment is to be initiated in New 
York. 


The “Standard” Discovers Eleetrolysis.— A series 
of sensational articles, under the headlines “ What Invention 
Next? and `‘ Inventions and Discoveries,” has been running in the 
Standard for some weeks ; while it may do some good by directing 
the attention of the general reader to the work that has been and 
is being accomplished by engineers and scientists. it has not been 
free from those defects which. somehow, almost invariably creep 
into the treatment of technical matters in the daily Press. Fanciful 
ppeculations as to what may—or may not—conceivably come to 
pass in the remote future are deftly converted into "intelligent 
anticipations " of what may quite possibly be realised at an early 
date: and as the layman has no means of distinguishing between 
the probable and the fantastic, he may be led to form wholly 
erroneous ideas regarding such questions as, for instance, the 
wireless control of airships or the future of tramways and railways. 
We cannot afford space to comment at any length upon the articles, 
but may draw attention to one or two flagrant examples of glib 
nonsense, 

Thus, one article was devoted to the marvels of electrochemistry. 
We were informed that water was & simple chemical compound of 
hydrogen and oxygen gases, and the writer had the audacity to 
state that "the great problem before scientists to-day is the dia- 
covery of'some means whereby water can be decomposed into 
these constituent gases in an economical manner." ‘ Conviction 
is rapidly growing that electrochemistry will provide some new 
and economical method of effecting this decomposition.” The 
object of this imaginary research is to enable ships to travel at 
high speeds without the aid of coal, oil or wind, drawing their 
power from the water ton which they more. Well may they say 
" What next!" 

“ Ап expert engineer intimately associated with the latest uses 
of applied electrochemistry " is credited with the forecast that at 
no remote date motor-cars will be driven by electrolyeed water, and 
he sees “no reason at all why, by the use of gas cells, cars should 
not run between 500 and 600 miles with one charge." This 
"engineer," we imagine, employed his hat as a telephone for the 
communication of this information. The same expert, dilating on 
the advantages of magnetic oxide of iron as a protection against 
corrosion, declared that a bridge like the Forth Bridge would in 
future be permanently protected from corrosion a/ter erection by a 
single treatment on electrochemical lines. Prodigious ! ` 

Objection to Municipal Motor Hiring at Leeds.— 
At a meeting of the Council of the Leeds Chamber of Commerce, 
beld on Tuesday evening, under the presidency of Mr. F. J. Kitson, 
discussion took place on the proposal of the Leeds Corporation to 
borrow £10,000 for the purpose of hiring out motors to users of 
electric current. 

Mr. Wardle drew attention to the project, which he held was a 
most improper one for a Corporation to undertake, and he said the 
proposal went altogether beyond the right province of the Cor- 
poration. 

The chairman said he also thought it did. 

Mr. Wardle said it interfered with traders in a most unfair way ; 
not only so, all that municipal employment meant an addition to 
the number of Corporation officials. It was a very great evil, and 
he saw no reason why they should do it. If people wanted a motor, 
they could go and purchase or hire one from a private firm. 

Mr. Lupton thought the idea wasthat the Corporation had surplus 
power and that they could utilise it in that way. 

The chairman said he would like to put in a protest, The Cor- 
poration were going beyond what they ought to do. 

Mr. Wicksteed said that, seeing the Corporation had taken over 
the supply of electricity, he supposed they ought to supply motors 
suitable for the current. 

Mr. Wardle did not think so, He expressed the view that, under 
municipal management they paid about 40 per cent. too much 
for gas. The same quantity of gas was made in Sheffield under a 
company for nearly £100,000 less than was paid in Leeds. The 
tramways would be very much better managed if they were leased 
to & company. He contended that municipal trading was nearly 
always bad, for they got such a large number of employés who did 
not earn their wages for the most part. It was absolutely a 
scandal; in many municipal undertakings men were pitchforked 
into jobs because they were voters, and they did not earn their 
wages. The managers of the Corporation did not treat them as a 
private employer would. 

Conversation ensued as to the number of makers of motors in 
Leeds, and it was said there were four. 

In reply to Mr. Wicksteed, who asked if he suggested that a 
municipal official would not buy as efficiently a8 & private user, Mr. 
Wardle said that as a rule business was badly done by an official, 
although he did not say that would be the case in this instance. 

Ultimately, Mr. Wardle agreed toa suggestion that he should 
give formal notice of a motion to protest against the proposal of 
the Corporation. 


Neweastle Exhibition, —Mr. W. R. Potter, of Messrs. 
Potter, Thomas & Co., Newcastle-on-Tyne, writes as follows (too 
late for our "Correspondence " columns): As a reader of your 
valuable paper, I was greatly interested in reading the report of 
the Electrical Exhibition recently held in Newcastle, more 
especially your remarks with reference to the exhibit of the 
working electrical laundry, by the Provincial Laundries, Ltd., New- 
castle; to those who had not the pleasure of inspecting these 
machines, your remarks imply that the entire running and the 
heating of the various machines waa carried out solely by means of 
electricity. It may interest you to know that these machines were 
driven by means of overhead shafting, which in turn was driven by 
a motor, and the heating of the various polishing and collar-ehaping 
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machines was entirely carried out by means of gas, which was most 
ingeniously laid on, and I think great credit is due to our friends 
in the gas industry when they can produce such machines heated 
in this manner... . I am only afraid that the thousands who saw 
this exhibit went away with the idea that the whole process of 
ironing and heating of the machines was carried out by means of 
electricity, no doubt owing to the fact that a large display of elec- 
trical ironing took place next to the barrier. 


A Solar Heat Engine in Egypt.— The Shuman 
solar heat engine, in & much improved form, is being experi- 
mented with at & place near Cairo; the installation is expected to 
develop about 100 H. P. from the sun's radiant heat. 


Locating Icebergs, — Dr. M. Coplans, of Leeds 
University. has gone to Amtrica in order to carry out experiments 
with a new system for locating iceberge. He will proceed to the 
jce-zone in a United States cruiser. His system depends upon vari- 
ations in the electrical conductivity of sea water, on the ground 
that the presence of iceberys sensibly influences this conductivity 
over & wide area. 


Alleged Long-Firm Frauds.— According to Ше 
Standurd, the following men were charged at Old Street Police 
Court last week, with fraudulently obtaining large «quantities of 
goods from persons in different parts of the country :—James 
Winslow, otherwise Darton, aged 39, of Lockinge House, Stafford 
Street, Swindon, Wiltshire ; Frederick Carrier (otherwise Darton), 
37, of Broad Street, Swindon: and Frank Horace Hepden, or 
Hampton, of Hill Side, Dencombe Hill, Forest Hill. Mr. Sefton 
Cohen (for the Public Prosecutor) said that it had been deemed 
necessary to enter against the prisoners further charges of con- 
s»iracy to obtain, and of obtaining, by false pretences goods 
from various firms in London and the provinces. The prisoners 
Winslow and Carrier had, it seemed, started offices in premises at 
3, City Road, ata rental of £60 per annum. They traded in the 
name of Darton & Co.. as shippers and agente, and it was an 
element of the case that the name of Darton & Co. was assumed 
because there was a well-known firm of that name for whom they 
might be mistaken. The offices were kept open until the June 
quarter, when & distress for rent was put in, and they 
then left. During the period of their occupancy goods 
of a most varied character were obtained on credit, by means 
which, the prosecution suggested, were those known as long- 
firm proceedings, е, the giving of references between them- 
kelven, and from one to another as different firms. Thus the 
name ‘Anderson & Co, Aldersgate Street, was Darton under 
another name; and Rey & Co., of Town Hall Chambers, Old 
Street, was another; F. Hampton & Co., of Lower Thames Street, 
a third, and soon. Goods had been supplied to Darton & Co. and 
F. Hampton by their using one another as references. The 
Hoffman Manufacturing Co., of Chelmsford, had been, it was 
alleged, defrauded of ball-bearings to the value of £30, counsel 
proceeded. Meesrs. Ward & Goldstone, electrical engineers, of 
Salford. had on four occasions supplied goods to F. Hampton to 
the amount of £19 odd. The same firm had also supplied goods to 
Darton & Co., on a reference to Hampton, and in the autumn of 
last year had been victimised by a firm calling itself Coates & Co., 
of Chiswell Street, with which the prisoner Hepden would be 
identified, and the latter, as Hampton, would be shown to 
have obtained insect powder from Messrs. Keating, of the 
Borough, to the value of £10, and there the name of a fresh firm, 
called Beck & Cahill. of Eltham, Kent, was used as a reference. 
When County Court proceedings were resorted to by Merars. 
Keating, and judgment was obtained, a bill of sale was notified as 
barring al] execution on any goods of Hampton & Co, The prisoners 
were then further remanded, bail being allowed.” 


North-Eastern Counties Electrical EXhibition.— 
The second North-Eastern Counties Electrical Exhibition at New- 
castle-on-Tyne was brought to a finish on Saturday night, 
September 28th, after a most successful run. From every point of 
view, the exhibition has proved a complete success, and, from start 
to finish, has been most popular, as is proved by the fact that no 
fewer than 150,000 persons visited it in the three weeks it was open. 
Financially, too, it has realised more than the highest expectationa. 
On Saturday evening a pleesing presentation was made to Mr. L. E. 
Buckell, the lighting engineer of the Newcastle Electric Supply Co., 
who was on the advisory board, and Mr. W. Peacock. the organising 
manager and secretary. The presentation had been arranged by the 
exhibitors, in recognition of their indebtedness tothesetwogentlemen, 
and subscriptions were speedily forthcoming. Mr. Alan С. Robson, 
of the Simplex Conduits, Ltd., banded over to Mr. Buckell a gold 
chronometer. and Mr. Robert Robeon, of the Electrical Contractors’ 
Association, handed to Mr. Peacock a silver cigarette case, cream 
jug and sugar basin. In view of the auccees that has attended the 
exhibition, it is proposed to hold an “Ideal Home " exhibition next 
Easter. 


The 25 Club.— We learn from Mr. J. G. Lorrain, the 
hon. secretary, that the next dinner of the above club will be held 
at the Waldorf Hotel. Aldwych, on Wednesday, October 30th, at 
7.15 for 7.30 o'clock. 


Appointments Vacant.—Chicf assistant electrical en- 
gineer, for the Barking U.D.C. (£130); shift engineer, for the 
City of Dublin Electricity Supply Committee (£130); assistant 
electrical engineer, for the Shipley U.D.C. ; clerk, for the Swindon 
Corporation Electricity and, Tramway Departments (£80). See our 
advertisement pages to-day. : | | | | 


Educational.—SovTH-WESTERN POLYTECHNIC INSTI- 
TUTE, CHELSEA.—The day courses in electrical engineering com- 
menced on September 30th ; particulars are given in the prospectus 
for the session 1912-13. Mr. A. J. Makower, M.A., is head of the 
department, and preparation is given for the degree in Engineering 
of the University of London. The Institute has its own electricity 
supply plant, and & large equipment of electrical machines and 
apparatus for experimental work. Evening courses are also con- 
ducted in connection with the department. 

THE PoLvTECHNIC.— The session for 1912-18 commenced on 
September 30th ; courses are provided in electricity and electrical 
engineering, Mr. W. Hibbert being the head of the department. 
Lectures are given in telegraphy and telephony by members of the 
engineering staff of the G.P.O., and a special course on illuminating 
engineering will be begun on October 26th. 

EDINBURGH UNIVERSITY.—Under the new scheme for engi- 
neering degrees the full resources of the University and the Heriot- 
Watt College are now to be utilised, to enable students to specialise 
in the departments of civil, mechanical and electrical engineering. 

UNIVERSITY COLLEGE, LONDON. — A course of post-graduate 
lectures will be delivered by Prof. J. A. Fleming, F.R.S., on “ Elec- 
tromagnetic Waves and the Theory of Electrons," commencing on 
November 6th. The course will comprise six or seven lectures, and 
is preliminary to a course on " Radiotelegraphy " in the following 
term. Particulars can be obtained from the secretary. 


Fatality.—An inquest was held at Westminster on 
Monday into the death of Robert Revell, aged 17, who was found 
lying at the foot of a step-ladder whicb, it appeared, he had been 
using for the purpose of changing the carbons of an аго lamp at a 
Bloomsbury garage. The medical evidence showed that there was 
no sign of an electric shock, but according to the Times the jury 
found that death was due to a fall from a ladder, but they were 
unable to say whether an electric shock or drink was the cause. 


Institution and Lecture Notes,—Mr. Alfred Hands, 
M. I. E. E., F. R. Met. S., has entered into arrangements for the delivery 
of lectures on Thunder and Lightning.“ illustrated by lantern 
slides and experiments, during the first half of the 1912-13 season, 
before literary and philosophical societies. and in public halls in 
different parts of the kingdom. including towns in Scotland, Lanca- 
shire. Yorkshire. the Midlands, north, south and west Londen. and so 
on. We have before usa copy of the synopsis of the lectures. from 
which we gather that the lecturer. as the result of his long 
specialised study of the subject. should be able to impart to his 
audiences a great store of educative and interesting information. 

EAs T OF SCOTLAND A.M.E.E.—At a meeting of the branch 
at Dunfermline on Friday last, the President (Mr. C. A. Carlow, 
Leven) congratulated the members on the large accession to the 
membership, and announced his intention of awarding a handsome 
prize for the best paper received during the session. The following 
dates were provisionally fixed for the session's meetings: Edinburgh, 
October 26th (open meeting); Dunfermline, November 22nd; Kirk- 
caldy, December 20th ; Dunfermline, January 24th, 1913 ; Edin- 
burgh, February 22nd ; Dunfermline, March 28th ; Kirkcaldy, April 
25th; and Dunfermline, May 16th. 

Mr. Carlow followed with a presidential addrese, in which he 
outlined reascns for the increased price of coal since 1896. The 
three most important reasons he adduced were: (1) More complete 
organisation of labour ; (2) the carrying-on of mining operations 
at greater depths and in less advantageous circumstances, and (3) 
the effect of recent legislation. Under the third heading, the speaker 
observed that in May, 1911, the amended special rules came into 
force, putting further restrictions on the use of electricity in mines. 
This means of transmitting power was one of the best friends of the 
coal industry, and anyone familiar with the subject knew the extra 
cost due to the establishment of these rules. 

The Association of Mining Electrical Engineers held the annual 
meeting at Sheffield last week. 


The Newcastle Conversazione Abandoned,—We regret 
to learn from our Newcastle correspondent that the Conversazione of 
Scientific Societies, to which we referred in our last issue, had to be 
abandoned "owing to local societies of civil, mining, mechanical 
and electrical engineers not replying in time to permit of arrange- 
ments being made." With so excellent a programme as that which 
we printed in our last issue, there seemed to be every prospect of a 
most successful gathering. 


Electricity for Stoutness,—Thic Standard reports that 
a London specialist has introduced to the notice of the medical 
profession & new electrical treatment for stoutness. The main 
point in the new treatment is the exercising of most of the large 
muscles of the body under the influence of electricity to an extent 
that cannot be obtained by ordinary physical methods, such as 
walking. When certain applications of an electrical current are 
made to the trunk or limbs. local contractions of muscles frequently 
occur. Patients being treated for stoutness by this system have to 
git in reclining chairs whilst electricity is applied through a number 
of metal plates which are brought into contact with the skin at 
various points. The results are said to be both successful and 
rupid. 


Business Announcement.— With regard to our notices 
regarding the affairs of Mr. A. Martin, trading as the Midland 
Electrical Supply Co., of Birmingham, the Midland Electric Manu - 
facturing Co., Ltd., of Stafford Works, Rea Street South, Birming- 
ham, write pointing out that their company is in no way connected 
with the concern referred to, and has never been in any way asso- 
ciated with the same. 
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The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials,—The staff of the York Cor- 


poration electricity department have presented a clock to Mr. 
HERBERT FOSTER, who is leaving to take up an appointment with 
the Electrical Co., Ltd., of London. 

Mr. W. M. MILNES, assistant electrical engineer to the Burnley 
Corporation, having obtained another appointment at Coventry, 
Mr. T. TAYLOB has been appointed assistant engineer, and MR. H. 
LEAVER, of Middlesbrough, has been selected to fill the position of 
senior assistant engineer. 

M&. E. B. THORNHILL has been appointed borough electrical 
engineer at Limerick, in guccession to Mr. Grainger, who resigned 
that appointment. 

Mn. W. W. PARKINSON, the works manager of Blackpool Cor - 
poration electricity department, was married to Miss Gertrude 
Robson, eldest daughter of the late Mr. Fredk. Robson, of St. 
James's Road, South Shore, at the Wesleyan Church, at Ansdell, on 
Friday last. 

Мв. F.C. HODGE, of Stretford, has been appointed to the position 
of installation foreman recently advertised by the Salford Corpora- 
tion electricity department. | | 

Mr. ALBERT SPENCER-WELLS, of the Wellingborough Electric 
Sapply Co., Ltd., and formerly of Stratford-on-Avon and Chel- 
tenham, has joined Messrs. Callender's staff at Bombay. 


Tramway (fficials.—A large gathering of the officials 
and employés of the Hull Corporation tramway electrical 
` engineer's department took place at the tramway power station on 
Saturday evening, to bid farewell to Мв. W. T. RonsoN, who is 
leaving to take up the position of general manager of the South 
Shields Corporation tramways. Mr. J. Wilkinson, the tramway 
electrical engineer, referred briefly to, the 12 years which Mr. 
Robson had epent as an official in the department, and said that 
Mr. Robson had gained the esteem of al] with whom he had come 
in contact, and especially of the men over whom he had had 
control. He wished him on behalf of all present every good 
fortune in his new undertaking. On behalf of the staff and 
employés, Mr. Wilkinson asked Mr. Robson to accept with the best 
wishes of all those present, a gold lever watch. Mr. Robson 
responded in suitable terms. 

Mr. L. E. HARVEY, tramways manager at South Shielde. who is 
. leaving to take up а similar appointment at Ilford, has been pre- 
sented by the staff and employés with a hall clock and photograph 
of the subscribere. and by the shed men and office staff with a 
leather suit cage. 

MR. EDMED, permanent way engineer on the Maidstone Corpora- 
tion tramways. who is leaving to take up a similar position at 
Dartford, has been presented by the tramway employés with a case 
of pipes and a silver-mounted walking stick. 

Mr. FRANK BUCKLEY. the newly-appointed manager of the 
Wigan Corporation tramways, haa been presented by the Salford 
Tramway staff with a silver flower stand as a farewell gift. 


General.—Mn. E. H. OwkN, who is shortly severing 
his connection with the Diesel Engine Co., intends to devote his 
extensive knowledge and experience of high-compression engines 
to a new development in Diesel ty pe motors. 

The Times announces that the Postmaster-General has appointed 
om L. A. MARSHALL, I. S. O., to be Assistant Secretary to the Post 

ce. 

At the annual meeting of the Govan Unionist Association, satis- 
faction was expressed over the fact that MR. GEORGE BALTOUH 
would again contest the constituency. In the course of the pro- 
ceedings a letter was read from Sir Geo. Younger, the Scottish 
Unionist Whip, congratulating the Unionists of Govan on having 
again seoured Mr. Geo. Balfour as candidate. 

Мв. M. I. WILLIAMS-ELLIS left England last week for South 
Africa, in connection with electrical work on the Rand. 


Obituary.—Ms. DuxcaN McNavucut.—We regret to 
announce the death of Mr. Duncan McNaught, resident engineer 
to the India-Rubber, Gutta-Percha and Telegraph Works Oo., Ltd., 
who passed away on Monday, September 23rd, at the age of 56, after 
а brief illness resulting from internal complications, Mr, McNaught 
entered the company's service some 25 years ago, and in spite of 
his strenuous work in connection with his important position, was 
at all times of a congenial disposition and interested himself con- 
siderably in various local events, especially athletics, He was 
likewise a keen yachtaman. This pastime always had a fascination 
for him, and he enjoyed it at every favourable opportunity. 
He was a son of the late William McNaught, of Glasgow, 
and Manchester, the inventor of the McNanght compound beam 
engine, and his grandfather was the inventor of the well-known 
MoNaught indicator. The interment took place at East Ham 
Parish Ohurchyard on Saturday last. The cortège was attended by 
the following mourners :—Mr. Robert McNaught (brother), Mr. 
Stuart A, Ruseell (works manager), Capt. Benest (eubmarine oable 
department), Mr. W. Best (electric light department), Dr. Brews, 


J.P. (his medical attendant), Mesers. W. D. Blair, H. B. Robinson, 
T. H. Ivey, F. T. Laws and H. E. Westhorp (engineering depart- 
ment) R. Stables and A. Cheebham (india-rubber department), G. 
Stoat (ebonite department), E. Wolfe (electrioal cables department), 
Geo. K. Willsher (general offices), also Messrs. T. W. Dickson, T. 
Ginman, C. Brown, J. Gemmell, C. Rush, H. Nelson. W. Cosh, H. Wolfe, 
H. Towlson, F. Pattinson. M. Williams. E. Barnard. W. Robinson, 
D. Anderson, J. W. Pearaon, A. Collier, Williams and Gamblin. 
Amongst the numerous company assembled in the church and at 
the graveside was Mr. Christian H. Gray (one of the company's 
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directors). The floral tributes, which were very numerous, included 
those sent by the engineering department staff, workmen of the 
engineering department, the india-rubber and tire-muking staff, 
Charlton Conservative Club, Mr. Stuart A. Russell, india-rubber 
works athletic club, proofing department, Mr. C. H. Gray, Mr. M. H. 
Gray, Graysilver Band," and a beautiful artificial wreath from 
the members of the works fire brigade, of which Mr. McNaught 
was captain. 


CITY NOTES. 


Quebec Railway Light, Heat and Power Co., Ltd. 


THE directors’ report for the year ended June 30th, 1912, which was 
submitted at the annual meeting held at Montreal on September 
lOth, showed that the gross earnings from operation for the year 
were $1,415,825, as compared with $1,280,127 in 1911, an increase of 
$135,098. The operating expenses were $734,925, as compared with 
$661,907, an increase of $73,018. The net earnings were $680,900, 
an increase of $62,680 over 1911, equal to 10'13 per cent. After 
adding miscellaneous income of $194,584. and deducting fixed 
charges of $660,364, dividends paid October 15th, 1911, and 
January 15th, 1912, amounting to $199,990, and organisation 
expenses of $3,920, there remains a net surplus of $11,211, which 
added to the surplus account leaves a balance of $73,539 to the 
credit of this account. Reserve accounts have also been created. 
The work of the consolidation under the direction of Mr. R. S. 
Kelsch, consulting engineer, of the various power supplies at the 
Queen Street sub-station has been completed and is a great advan- 
tage both to the customers of the company and the company iteelf, 
guaranteeing as it does a service free from interruptions or break- 
downs, the company being able tu utilise power from any one or all 
of its hydraulic stations, and ite steam plant for ita various lighting 
or power requirements. Special attention has been paid during the 
year to the distribution system, and a large sum has been expended 
in repaira and replacements. Several important power contracts 
are in view for the coming year and the outlook is bright. The 
increase in gross earnings from operation of $135,698 demonstrates 
not only the increased growth of the company’s business, but also 
of the city and district served by the company, and it is the opinion 
of the directors that this increased growth will continue. A 
feature of the financial report is that while a large sum has been 
spent by the company upon the upkeep and improvement of its 
various plants, the percentage of operating expenses to gross earn- 
ings remains at the low figure of 51°91 per cent. The completion 
of the company's new office building at the corner of Crown and St. 
Joseph Streets was unfortunately delayed until May Ist this year. 
The completion of the building enables the consolidation of the com- 
pany's executive offices in the one building, and has facilitated the 
transaction of the company's business. x 


Kalgoorlie Electric Power and Lighting Corpora- 
tion, Ltd.—The directors have declared & dividend on the prefer- 
ence shares at the rate of 6 per cent. per annum for the six months 
ended September 80th. 


Mexican Light and Power Co., Ltd.—The directors 
have declared a dividend of 1 per cent. for the quarter to 
September 39th on the ordinary shares. 
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Helsby Wireless Telegraph Co., Ltd. 


Ligv T.- Coll. J. BERNARD (chairman) presided at a meeting of the 
shareholders of the above company at Lennox House, Norfolk 
Street, W.C., on Wedneeday. The proceedings were purely formal. 
and on the motion of the chairman the report, from which we make 
the following extracts, was adopted :— 

Since December 5th last, the date of the last report, the award 
inthe arbitration then referred to has been given, and its terms, 
although onerous, allow us to continue the development of our 
wireless telegraph business which we are now actively pursuing. 
The arbitration was tiresomely prolonged, and the award was not 
forthcoming until June 11th last. The expenses were considerable, 
but Messre. Siemens Bros. & Co., Ltd., very generously supported 


us not only financially, but by placing their experienced advice and 


technical experts at our disposal, and, probably, without their 
assistance we should not have been able to maintain our applica- 
tion against the long-drawn-out opposition to which we were 
subjected.” 

" We are advised that the Lodge patent is a master one, and 
therefore it was impossible to quote prices or seek business until 
the above award was given, but in the meantime a great deal of 
preparatory work has been done and the apparatus standardised, 
and your directors are glad to report that the numerous inquiries 
reaching them are now being energetically dealt with. Moreover, 
they are advised that the system, altered and improved, now 
adopted is quite free from any likelihood of contention as regards 
patent infringement, хс. The report recently issued by the Mer- 
chant Shipping Advieory Committee respecting life-saving appli- 
ances and other means of ensuring safety of life at sea refers, infer 
alia, to the evidence given before it by your chairman and by your 
engineer, and to the work already done by your company. The 
Committee draw attention to the fact that it is desirable to first 
establish the conditions of a free market in wireless telegraphy 
before recommending compulsory usage, so as to obviate the possi- 
bility of ship owners being delivered into the hands of a monopoly 
whicn could impore such terms as it pleased without stay or hind- 
rance. Your directors believe that this recommendation is greatly 
in favour of your companys prospects, since, subject to a free 
market being established, the Committee are of opinion that the 
installation of wireless telegraphy is a necessity on all foreign-going 
vessels having on board 50 persons or more, including passengers 
and crew, and that it is desirable with regard to vessels not 
carrying passengers that an adequate number of them should be во 
equipped. This weighty dictum appears to open up a vast field for 
the operations of your company, which your directors are now 
ready to take advantage of. 

"In the last report the question of tranferring the company's 
entire commercial management to the British Insulated and Helaby 
Cables, Ltd., or an associated company, was referred to. Your 
directors baving gone further into the details of the matter, have 
come to the conclusion that it is preferable to retain the com- 
mercial control of the business in the hands of your company, and 
they have now arrived at an alternative arrangement with the 
Brit ieh Insulated and Helsby Cables, Ltd., and the Automatic Tele- 
phone Manufacturing Co., Ltd., which they recommend being carried 
through under an agreement, as being the best possible arrange- 
ment for your company, under all the circumstances, and this 
agreement they are now ready to complete, These altered con- 
ditions will, with the vendor shareholders’ assent, not prevent the 
scheme for the reduction of capital from £20,498 to £10,000 
being carried through in accordance with the special resolution 
passed in December last, and confirmed in January. An application 
to this effect to the Court will be made as early as possible." 

“ Referring to the accounts. . for the reasons already stated 

. practically no business has been transacted during the year. 
ч considerable reduction has been made in the general charges, and 
t has been deemed advisable to write down the value of the stock 
to the lowest possible figure, the depreciation having chiefly arisen 
through our having to remodel our apparatus. in consequence of 
the judgment given last year by Mr. Justice Parker, and to con- 
form with the Lodge (Master) Patent under which we are obliged 
to work. Regarding the large amounts appearing as an areet 
under the two headings, Purchase Account and Preliminary 
Expenses," your directors propose to write down the aggregate of 
these amounts by the amount (£10,498) of the reduced capital 
following the surrender of the equivalent value of the vendor 
shares, as soon as that reduction bas been effected.” 

Owing to ill health, Captain Gonne has been obliged to resign his 
seat on the board. The directors have obtained an acquisition to the 
board in Mr. Arthur Brooker, a gentleman widely known in the 
tclegraph world, who has been ‘appointed to fill the vacanoy. 


Prospectus.— The General Electrie Co. (U.S.A.).— 
Applications have just been invited for $4,000,000 forty-year 5 per 
cent. gold debentures in denominations of $500 and $1,000 each to 
bearer at the price of 991 per cent. and accrued interest, which at 
exchange $4:86 is equivalent to £103 10s. per $500. A simultaneous 
offer of debentures bas been made in the U.S.A. The proceeds are 
to provide for the rapidly-expanding business of the company, 
orders received for the current year being at a rate in excess of 
$90,000,000 per annum against about $70,000,000 in 1911. 


Costa Rica Electric Light and Power Co., Ltd.— 
The annual meeting of this company was held on Wednesday at the 
officer, Dashwood House, Old Broad Street. A representative of the 
ELECTRICAL REVIEW was informed that the proceedings were 
private, and a request for a copy of the report was refused. 


Companies Struck off the Register.—The following 
companies have been struck off the register, and are accordingly 
dissolved :— 

Cape Town-Cairo Railway and т rd Combinatíon Syndicate, Ltd. 

Chorley and District Tramwa 

‚ De Martis Electric Btorage "Bindicate. Ltd. 

Dual Ignition Co., 

E.B. Liquid Fuel iuri and Furnaces, Ltd. 

Electrical Trolley Head Co., Ltd. 

Electric Entertainments Syndicate. Lid. 

Electro-Metallurgical Syndicate, Ltd. 

Electric Ordnance Co., Ltd. 

Electro Scrip Sign Co., Ltd. 

Gravity Fiame Arc Lamps, Ltd. 
Hart-Durtnal! Syndicate, Ltd. 

Holmquist Electric Co., Ltd. 

Integral] Steam Generator Byndicate, Ltd. 
Ljungstrom Engine Boiler and Condenser Co., Ltd. 
Mersea Motor and Electric Co., Ltd. 
Mountain & Gibson & Thornewill, Ltd. 
National Radium Trust, Ltd. 

Palmer & Co, (Electricians), Ltd. 

Perth Traction and Development соч pues 
Pollak-Virag Rapid Telegraph Co., 

Premier Electric Institute, Ltd. 

Technical Press Bureau, Ltd. 

Wireless Syndicate, Ltd. 


United Electric Tramways Co. of Caracas, Ltd.— 
The report (as appearing in the Financier) states that the profits of 
the local company (the whole capital of which is owned by this 
company) for the past year have shown a gratifying increase. The 
net result is that had the profits of the local company been distri- 
buted they would have been sufficient to pay a dividend of over 
б per cent. on this company's capital, in addition to debenture in- 
terest and sinking fund, and the usual provision for renewals and 
reserve. The directors consider this very satisfactory. The opera- 
tions of the local company (La Compania de Tranvias Electricos de 
Caracas) are shown as under :— Gross receipts, 1911-12, Bs1,247,405 ; 
increase, Вв158,424 ; operating expenses, 1911-12, Bs688,610 А in- 
crease, Bs51,572; net receipts, 1911-12, Bs558,795; increase, 
Bs96,851 (at an average exchange for the year (25°96) equal to 
£21,523; increase, £3,799). After adding Bs171,030, the balance of 
profit carried forward from the previous yeara providing for the 
mortgage interest payable to this company— viz., £10,200 (equal to 
Bs257,550), setting aside Bs50,000 to reserve and renewal funds, and 
paying a dividend of 5 per cent. on the share capital of Bs636,000, 
which absorbed B831,800, the local company are enabled to carry 
forward Bs390,476. Notwithstanding an increase in operating ex- 
penses, due to the increased traffio, the ratio to gross receipts is lees 
by 2°38 per cent. compared with the previous year. Three new cars 
which the increasing traffic necessitated have been provided, and 
are now being put into service, and two new short extensions of 
the line have been authorised. In compliance with the terms of 
the trust deed £979 has been placed to the sinking fund for the 
redemption of mortgage debenture stock, and £1,100 first mortgage 
5 stock has deen purchased this year in the market and 
cancell 


Consolidated Gas. Electric Light and Power Co. ot 
Baltimore.— The report shows (according to the Times) that 
the net earnings for the year ended June 30th amounted to 
$2,822,399 After deducting fixed charges and dividends peid and 
payable, and placing $455,526 to reserve for renewals, amortisation, 
&c., there remains a net surplus of $204,855. The gross income, as 
compared with the previous year, shows an increase of $597,510, or 
12°3 per cent., and the net earnings an increase of $410.063, or 17 per 
cent. The business of both the gas division and tbe electric 
division has continued to expand, the gas output showing an 
increase of 8 per cent. and the electric output an increase of 43°6 
per cent., as compared with the previous year. In order to meet 
the increasing use of gas and electricity and to anticipate future 
requiremente, expenditures during the year for extensions, improve- 
ments and betterments completed and in course of completion 
amounted to $1,364,703. 


Dundee. Broughty Ferry and District Tramway 
Co., Ltd.—Ex.Provost Brownlee, the chairman, moving the 
adoption of the directors’ report, which recommended payment of a 
dividend of 24 per cent. on the ordinary shares, at the annual 
meeting last week, pointed out that there was an increase in 
revenue of £735, and an increase in expenditure of £470. The 
increased receipts were due to the coal strike and the consequent 
withdrawal of many of the trains. Everything in connection with 
the company was going quite satisfactorily and the revenue had 
been fairly good. Mr. George Balfour seconded, and the report was 
adopted. Meesrs. George Balfour and D. W. Wybrants were 
re-elected directors. Mr. Balfour, in acknowledging, said that 
recently a scare had got up with regard to motor- bus com- 
petition with tramways, but after a pretty wide experience of 
tramways and a moderate knowledge of motor-'buses, he thought 
that no one holding tramway stock in interurban systems need fear 
motor- bus competition, even with the most up-to-date ‘buses or 
with future improvement of the bus system. 


Hove Electric Lighting Co., Ltd.— The directors have 
declared an interim dividend on the ordinary shares of the company 
at the rate of 8 per cent. per annum for the six months ended June 
3Uth last. The dividend will be payable on October 15th next. 


Madras Electric Tramways (1904), Ltd,—The 
directors have declared a dividend on the preference shares at the 
rate of 6 per cent. per annum for the June half-year. 


Babcock & Wileox, Ltd.—The directors announce an 
interim dividend of 7 per cent. (actual) on the ordinary shares, 
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Cleveland and Durham Electric Power Co., Ltd. 


THE sixth ordinary general meeting was held at Newcastle-on-Tyno 
on September 30th, Mr. James Falooner, M. P., in the chair. There 
was a large attendance of shareholders. 

The CHAIBMAN, in moving the adoption of the report (eee ELEC- 
TRICAL REVIEW, page 509), eaid that the gross profit for the year was 
425,784, as against a gross profit of £20,973 last year. In considering 
the bearing of tbat on the result of the year, it was necessary to 
keep in view that during the year covered by the accounts they 
had a railway and a coal strike. The coal strike cost them £8,000 
as a direct loss, and when they took that into account, with the 
fact that they had still increased their profit by £4,810, he thought 
the shareholders would agree that there had been a substantial 
advance in their businese. During that strike they had been able 
to supply their consumers every unit of energy they required. 
The net profit for the year was £6,720, and with the carry forward 
there was £15,000 to dispose of. They proposed to write off the 


discounts on the second debentures (£2,800), and to lay the 


foundation of а depreciation and renewal fund (22, 000), 
and to pay 2 per cent. on the preference shares which came 
to £6,674 ; that left £3,589 to carry forward to the next account. 
With regard to the position of the company’s business, he would 
like to say a few words. As the shareholders knew, that company 
—the Cleveland Limited Co.—was formed to acquire shares in the 
Cleveland Parliamentary Co., which owned statutory powers over 
a wide area, and to develop it. In that company were held the 
whole of the shares. They also owned the controlling interest in 
another company, called the Northern Counties Co., which supplied 
the power for certain other areas. Now, the best method of test- 
ing the advance of the company’s business was to take the 
results of the Limited Co. and of the Parliamentary Co. and of the 
Northern Counties Co. together. Taking the gross profit for the 
year of the three companies, these amounted to £34,153, an increase 
over last year of £8,932. In the preceding three years, they were 
in 1909-10 £20,000, in 1910-11 £26,000, and as they had just heard 
in 1911-12, £34,153. It had aleoto be borne in mind that their 
capital charges had been increasing, because they had been spend- 
ing more money and had bad to pay more money for these three 
yearr, The charges for interest were as follow :—In 1909, £17,629 ; 
1910-11, £19,598 ; and 1911-12, £25,571; and the balances in these 
three respective years were £2,500, £6,423 and £8,500.. If they 
took another test, that of the amount of horse-power connected, 
which was a real indication of the business which they had secured, 
the figures for the year which they had now reached was 48,429 H. p. 
connected, as against 40,460 H.P. on June 30th, 1911, an increase of 
substantially 20 per cent. As regarded the immediate future, they 
had at the presant time contracts arranged to the extent of 
11,000 H.P, so that the volume of business which the company 
might lcok forward to doing showed a steady substantial increase. 
He thought they would agree that there had been a real sub- 
stantial progress in the development of the business of the company, 
He added that it was the board's opinion and his own, that there 
was good reason for the shareholders having confidence in the 
company. That opinion was based on these considerations, They 
had an exceptionally fine field for the supply of power, and they 
had the best system of generation of any company, owing to the 
fact that tbey bad in their area of supply a very large volume of 
waste heat which they had been able to utilise for manufacturing 
electricity. From the point of reliability and economy their com- 
pany would compare favourably with any company of which he 
was aware. They had laid down a very comprehensive system of 
distribution, so that they were able to deal with a very large 
increase in the volume of their business without any great expendi- 
ture on their system of distribution. So far as the directors were 
concerned, they had confidence in the undertaking. As to the 
time in which success would be fully attained, that was a question 
which very much depended on the consumers, fluctuations 
might occur that were beyond their control, yet, if their progress 
was maintained, as there was every reason to believe it would be 
maintained, they were approaching atime when there would be a 
return for the capital in the undertaking. The chairman then 
went on to refer to a circular that had been sent out by Mr. 
Gemmell. The questions raised in that circular, he said, were old 
questions, but at the same time shareholders who did not know the 
facta might think there was something in the charges which were 
made apparently against the board. The first point Mr. Gemmell 
raised was as to the arrangement between that company ard 
the Waste Heat Co. So far as the interests of their 
company were concerned, he did not know that there 
was anything that was more satisfactory than that 
arrangement. They had been able to get a supply of 
power on much more favourable terms than any other company 
was able to manufacture it. On what grounds Mr. Gemmell could 
suggest that this waste heat agreement was against the interests 
of their company he could mot possibly understand. It was sug- 
gested that it was not within the powers of the company. It was 
not only within the powers of the company, but it was the absolute 
duty of the board to provide the cheapest current they could, and 
this they had done in making this agreement. The next point Mr. 
Gemmell dealt with was the question with regard to what he called 
" fictitious proflts as between the Limited Co. and the Parlia- 
mentary Co. In this regard Mr. Gemmell was under a delusion. 
There was nothing of the kind in the accounts. The chairman 
went further into Mr. Gemmell's statements at considerable 


Мв. GEMMELL said he did not doubt that the directors had done 
their best, but they could not shut their eyes to the fact that they 
had produoed very poor results in the last six years. He regretted 
that he was unable to accept the chairman's statement as a proper 


interpretation of the position of affairs, It was not a satisfactory 
explanation of past irregularities, and it was not an adequate reply 
to the charges made against the directors. The shareholders were 
not getting fair play. They were not getting out of this business 
what they as shareholders were entitled to. There ought to have 
been a dividend for both preference and ordinary shareholders. 
They were not getting half the profits that were estimated in the 
prospectus without waste heat. After further remarks, Mr. Gemmell 
moved an amendment postponing the adoption of the report, and 
appointing & committee of investigation. 

Mrs, GEMMELL seconded the amendment, and on the CHAIRMAN 
putting it, he declared that the mover and seconder alone voted 
for it. 

The report was then adopted by a large majority. 

The election of Mr. C. P. F. Pierret as a director was confirmed, 
and Mr. Philip E. Noble was re-elected. ` 

Mr. William Swan, the retiring auditor, was then re-elected, an 
amendment moved by MR. GEMMELL that Messrs. Strachan & Co. 
and Messrs. Peat & Co. be appointed being defeated, only Mr. and 
Mrs. Gemmell supporting it. 


Stock Exchange Notices.— Applications have been 
made to the Committee to allow the following securities to be 
quoted in the Official List: 

Madras Electric Tramways (1904), Ltd.—11,500 6 per cent. cumulative preter- 
ence shares of £5 each, fully paid (Nos. 1 to 11,500). 
The Committee have appointed special settling days as under :— 


Wednesday, October 16th.— General Electric Co., Ltd.—Further issue of 
15,000 6 per cent. cumulative preference shares of £10 each, fully and partly 
(£6) paid (Nos. 25,001 to 40,000) (provisional certificates). : 

Thursday, October 17th.—Buenos Ayres Lacroze Tramways Co.—8Bcrip, 
fully and partly paid, for £500,000 5 per cent. consolidated mortgage 
debentures. 

And ordered the undermentioned securities to be quoted in the 
Official List :— 


Buenos Ayres Lacroze Tramways Co.—Scrip, partly paid, for £500,000 5 per 
pent. consolidated mortgage debentures. 

General Electric Co., Ltd.—Furtber issue of 15.000 6 per cent. cumulative 
preference shares of £10 each, £6 paid (Nos. 25,001 to 40,000) (provisiona 


certificates), 
Ruston, Proctor & Co., Ltd.—Further issue of 150,000 ordinary shares of £1 


each, fully paid (Nos. 350,001 to 500,000). 


Sunderland District Electric Tramways, Ltd.— 
According to the Financicr, the report states that the accounts for 
the year to October 31st, 1911, after providing for interest on prior 
lien bonds and debentures, show a loss of 4 688, increasing the debit 
balance of revenue account to £16,890. 'The meeting was called 
for yesterday. 


Lisbon Electric Tramways Co., Ltd,—The directors 
have announced an interim dividend of 3 per cent., free of tax, 
payable on November Ist. 

Metropolitan Electric Tramways, Ltd.— The directors 
have declared an interim dividend of 2} per cent. (6d. per share), less 
income-tax, on the ordinary shares. 

Rio-de Janeiro Tramway, Light and Power Co., 
Ltd. The directors have declared a dividend of 11 per cent. 


STOCKS AND SHARES. 


d Tuesday Evening. 


r 


FOREIGN politics have overbung Stock Exchange markets very 
darkly this week. Once more it is the Balkans which is the centre 
of the disturbances, and with the newspapers’ contents bills full of 
gloomy—not to say sensational— suggestions, it is not surprising 
that neither investor nor speculator cares to venture far into fresh 
avenues of financial enterprise. So far as price movements in our 
lista are concerned, the most marked are those in Sao Paulo Trams 
and Rio Trams. There is also considerable business going on still 
in the Underground Railway group. 

City and South London Ordinary stock, after touching 46, sub- 
sided to 42 on the delay in the expected announcement that the 
line was going to be taken over by the Midland Railway on the 
basis of a 24 per cent. guaranteed dividend. On the face of it, the 
rumour did not look probable, but it served its purpose; and per- 
haps, on the theory that where there is smoke there is fire, there 
may be something in the idea that one of the bigger companies 
is angling for control of the oldest tube in London. The company's 
four Preference stocks have all moved up to the extent of a point 
each, Central London Ordinary, after rising 3 to 81, eased off to 
79, and here also the rumour-mongers are very busy with the 
suggestion that tbe Great Western, this time, is seeking to obtain 
the Central London for its own by the promise of a guaranteed 
dividend variously estimated between 4 and 44 per cent. It has 
of late become so fashionable to connect one tube railway with 
sometimes several of the bigger lines that any statement is eagerly 
snapped up, and prices are advanced without much regard to the 
inherent likelihood of the ramours proving correct. Metropolitan 
Consolidated fell back 24 in Tuesday's slump, and Districts shed a 
point. There is no change in Great Northern and City Preferred, 
and East Londons keep steady at 9£. 

London United Tramways Preference are 258. up to 54, and the 
Debenture stock at 74 is a point higher, on whispers that important 
negotiations are afoot with a view to bringing this company more 
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closely into the tube and 'bus combine. There is never much 
market in either class of the London United Company's issues, во it 
takes little to move the prices quite sharply. Moreover, the 
progressive resulta achieved by the Metropolitan Electric Tramways 
had their sympathetic effect, while the tramway shares themselves 
spurted z, the Deferred rising 4 on the good figures printed in the 
report. British Electric Tractions are a little better, Isle of 
Thanet 4 per cent. Debenture rose 2. While the railway market 
is influenced largely by the depression brought about by the 
Balkans affair, the Tramways section is able to pursue a line of 
its own, and no particular notice is taken of the happenings 
abroad. 

English Electricity Supply shares continue to show decided 
strength. In the London division the feature is the strength of 
Brompton Ordinary and Preference, the former rising 10s., and the 
latter 18. 8d. Cities are the turn easier at 18 middle. Metro- 
politans, MÓwever, are } down. Oxfords recovered part of the 
dividend deducted, and show a rise of 2з. ; while the other move- 
ments are mainly the result of v-dividend markings, some of the 
deductions being partially recovered by now. 

It has already been mentioned that Sao Paulo Trams are 
particularly strong, and the net result is a rise in the shares to 285, 
being about 17 points higher on the week. There is, of courre, a 
comparatively narrow market in the shares, and statements are in 
the air amalgamating this company with one or two others; 
although, at the same time, it ia declared that the rise in the price 
is justified on the earnings of the company, which certainly show 
remarkable expansion, and point to a possible increase in the divi- 
dend before long. Rio trams are 51 higher. following upon their 
rise of 4 last week. Shawinigan Water stock has eased off 2 points 
nominally, but this is due to the fact of the stock being quoted 
ex righta, British Columbia Electric Railway Deferred shows a 
rise of 2, and the whole of the Latin-Canadian market displays 
strength. There has been a recovery in various Mexican isaues, the 
news from the country being read as rather less disquieting than it 
was a week ago. Calcutta Trams are good, putting on 4, and 
Cordoba Light and Power Ordinary hardened to 188. 9d. middle. 

In the Telegraph market, the firmness of the Anglo-American 
group is again noticeable, though there are no quotable changes in 
the prices of Anglo-American stocks. American Telephone and 
Telegraphs lost their 2 points rise of last week. The recovery in 
West India and Panama Ordinary and First Preference was hailed 
as an indication that the buyers from over the water are taking an 
interest again in the shares, but perhaps it would be well not to 
build too much upon this assertion at the moment, for the Americans 
are very busy engineering their autumn boom in Rails, in the teeth 
of the excitement and unsettlement produced by the forthcoming 
presidential election. Moreover, the anti-trustites are on the war- 
path again, and money is dear in New York. 

Globe Telegraph Trust Ordinary and Preference both recovered 
the dividends taken off the prices last Friday. Oriental Telephones 
are т higher. and so are United River Plate Telephones. Reuters, on 
the declaration of a substantial increase in the dividend. moved up 
178. 6d. to 114 middle. The Marconi market has been flat. Added 
to the plain hint of possible competition, there is the unfortunate 
accident to the renowned inventor which has involved the ques- 
tion of his eyesight ; and although everybody is thankful to hear 
the physicians say they hope that Mr. Marconi's eyesight will not 
be impaired, the mere apprehension of such a thing served to 
depress the market materially. A recovery has ensued from the 
lowest prices touched, but various parts of the group— American, 
Canadian and Spanish—participated in the dulness shown by the 
‘shares of the parent company. 

Manufacturing issues are, on the whole, very firm. Babcocks at 
344 are үу better, though Dick, Kerrs have given way slightly. 
Several of the Debenture stocks are in demand, and in some cases 
there is not sufficient supply to meet it. In the Rubber market 
the prices of shares have followed that of the raw material, which 
has been sagging. Conflicting views are expressed by people who 
ought to know as to what the future of the raw rubber market is 
likely to hold, and those who contend that there will be a shortage 
of the product before Christmas stick to their guns in spite of the 
apparent apathy shown by large users of raw rubber. 

The additions made to our dividend columns, to which we drew 
attention last week, have already proved useful, if we may judge 
from several remarks which have reached ue. At the risk of 
wearying by reiteration, may we repeat that, in most casee, it is 
essential to work out the yields on the basis of the last dividends 
paid ; but where this would be obviously misleading, we have left 
the space blank in the final column. For example: General Elec- 
tric Preference shares, of course, now carry a 6 per cent. dividend, 
but this distribution will not start until the new year. There are a 
few instances of somewhat similar sort which have to be treated in 
this way; and, as we observed last week, it will be regarded as a 
kindness if readers will take the trouble to point out what mistakes 
and omissions may have eluded the endeavour to get the lists exactly 
correct. 


Calcutta Electric Supply Corporation, Ltd.—The 
number of units delivered to consumers. during the flve weeks 
ended Auguet 30th, 1912, amounted to 1,408,438, compared with 
1,228,805 unite in the corresponding five weeks in 1911, 


South Metropolitan Eleetrie Light and Power 
Co., Ltd.—The warrants for interest on the 4} per cent. first 


mortgage debenture stock, for the six months ended 1st inst., were 
posted some days ago. 


ELECTRIC TRAMWAY AND RAILWAY 
| TRAFFIC RETURNS. 


Fort- | Receipts for | No. Route 
Locality. night the of Total to date. miles 
ended. fortnight. wks. open. 
4 4* 4 * Ine. 
Aberdeen. .. Sept. 25 | 8,215 |+ 197 17 97,763 — 14• 44. 
Ayr. T T н 28 970 + 21 19 8,628 |+ 142 8 3 
Beth ee ев ee eo LE J H oe ГЕ) ee ee ae 
Birkenhead.. ee ee \ se oe ee tt oe . ә ee 
Birmingham Oorp. „ 21 | 91,463 +8,840 | 95 | 961,4t3 7 59,861 5717 .. 
Blackburn .. - » 95 | 9,507 ＋ 165 | 267 | 31,953 205 14:68 .. 
Blackpool Corp. .. | „„ 20 | 4,908 |+ 595|.. » 11.8% 
Blackpool-Fleetw' „ 28 | 2,864 |+ 244 12 20,830 8 |.. 
Bournemouth 2: „ 25 4,827 |+ 315 | 959 | 62,402 |+ 1,495 21.988 
Bradford .. ae „ 21; 11,083 + 263 25 | 141,105 — 9,098 | 56 
Brighton. as „ 29, 2,186 '— 45 | 26 29,860 — 1,120 | 9.6 | .. 
Bristol —.. | „ 27 | 15,089 +2088 .. Nl, ies | «90,819 | 80°5|.. 
Brit. Elec. Trac. Co. | | 
rdrie .. ia » 2 648 + 171! 88 11,901 |+ 3,018 | 8:65 | .. 
Barnsley .. Ps „ 20 892 1+ 6] „ 6,745 |— 17710 2% 
Barrow .. es n 20 808 + 68 „ 11,748 |+ 9948 | 5:87 | .. 
Devonport ЗЯ „ 20 | 1,155 1+ 78 „ 20,573 |+ 1,661 | 8°85! .. 
Gateshead x „ 20 2, 197 65) „ 99,848 | — 100 |11:25, .. 
Gravesend Sa „ 90 460 |— 12 | n 7,973 |— 65 !.. 
Greenock.. sa „ 20| 1,788 |+ 150 | M 30,968 |+ 8,191 | 7:96 | .. 
Kidderminster .. » 20 252 — 5 „ 4.67 T 211 å 
{Leamington  .. » 20 481 — Bi „ 7,816 + 838 | .. TN 
Merthyr .. $a „ 20 446 — 3) „ 7,613 |— 408 79 
Metropolitan .. „ 20 17,602 |—1,026 | „ | 835,619 |— 500 WW 
Middleton ss „ 20 675 — 19 ,, 12,829 — 439 | 86|.. 
Mid.Joint Com'tee O | 6,902 + 892 | „ | 194,046 |+ 5,718 | .. |... 
Oldham—Ashton " 1.261 f 84 ,, 93,264 |+ 1, 918; .. 
Peterborough .. „ 20 274— 1 „ 5,951 |+ ЗИ | 5°8l 
Potteries ee ees 20 4,178 + 111 н 71,804 — 1, 29 ee 
Rothesay .. ae „ 20 596 ＋ 45 ,, 9,693 — 83 2755 
Southport i» 20 €83 + 92] „ 11,788 |— 807 |8°17 | .. 
B. Metropolitan.. „ 20 1,787 — 88 „ 82,618 — 1,015 ds 
Bwansea .. vs „ 202,417 * 12 „ 48,916 T 65 178 
Pynemouth 3 н 2) 686 — 13 „ 901 — 993 | 8%) .. 
eston-s-Mare.. » 20 500 — 90 „ 6,264 — 1,808 | B |... 
Worcester „ 20 648 — 65 „ 11,888 — 141 | 5°96) .. 
Wrexham ie » 20 251 T 2 „ 4,836 f 50. 
Yorks. Wool. Dist. „ 20 2,269 + 85 „. 41,158 |+ 968 17 
Miscellaneous „ 20 (er 45^ ma n s M. 2s 
Burnley .. oe „ 28 | 8,185 4+ 476 - І 
Burton-on-Trent .. „ 29 529 — 25 | 26 7,172 |— 
Burr. „% 22 2.745 + 915 25 | 830258 + 
Cardiff "T és „ 2 | 5,086|4 221 | 25 61,889 — 
Chatham and Dist. „ 26 1,866.4 37 89 83,476 |— 
Cork ee eo so [I] 96 993 T 6 К 39 18,988 = 
Croydon „ 20 3,551 1— 60:24 | 46,808 — 
Dar ington oe eo | ” 28 т 12 26 6,875 + 
Darwen X sel US Zi 647 + 24 206 7,346 | + 
Dover СЕЈ ae ^» 21 612 = 87 25 6,735 cmd 
Dubiin ee ae Т 27 11.450 + 440 ао 11,9 10 == 
East Ham . „ 28 115 —- 66 | 26 77,921 — 
Exeter es E o Ке T UN es 
Glasgow .. „„ 28 | 99,40 |—1,750 | .. | 819,896 |.— 
H ae ee T] 80 | 2,528 === 48 | ee oe — 
Hull .. sx ia » 28 | 5,835 + 203 | 26 75,594 + 
t keston ee ee Й 95 192 l= 8 | 28 2,861 т. 
‘Ipswich . as „ 21 482 — 434,95 12,070 |— 
| Kilmarnock es „ 21 168 + 8 | 18 8,119 |— 
Lancashire United „ 25 1 9,961 |+ 209 89 62,488 |— 
Leede és és „ 28 | 16,097 + 913 23 | 201,612 | + 
Leicester .. „ 23 | 6,814 |+ 262 | 99 99,216 | + 
Leith ee - „ 98| 1,884 + аз | 199 | 18,071 |+ 
Live | - „ 21 | 98,870 |+ 604 | 879 | 458,834 | + 20,058 
tL.C. U ee ee [T] 18 80,168 —6,855 oe 1,042,339 — 56,819 
London United .. „ 28 | 12,679 |— 632 248,818 | —13,F25 
{ Lowestoft oe oe TI 28 209 Grae 20 52 10,728 vert 
Manchester es „ #8 | 94,194 |--1.767 | 96 | 488 952 | 414,804 
Newcastle .. is „ 98, 8,825 |+ 484 | .. | 118,849 |+ 1,147 
Newport э» „ 21 1,498 |+ 66 25 17,801 |— 
Oldham „ 9 4.116 |+ 966/97 | 56,016 |+ 2 
Pontypridd .. ee , 2R 856 + 40 26 10,185 — 
Portsmouth.. T T a E m 32 
Preston ve oe „ 25 1,602 — 99 | 96 21,953 + 
Rotherham os „ 25 | 1,645 |+ 181 | 952 | 18,726 | + 
Salford T А „ 30 10 088 |+ 198 | 20 | 182,990 |+ 
Bheffeld .. e. | Oct. 1 | 18,609 |+ 792 | . | 178,611 | 
Southam e. |Sept.95 | 2,691 |— 88 | 25 83,497 |— 
Southend-on-Sea .. „ 25 1,818 |+ 124 | 26 28,681 |+ 
13outh Shields » 21 684 |+ 93 | 96 10,252 |— 
6 oe ee „ 26 | 1,015 |+ 126 | 18 6,452 |— 
y » of „ 98 | 8,196 |+ 19 259 | 80,869 |— 
Walthamstow „ 28| 1,481 |— 18 | 26 20,223 |— 
West Ham.. ee ” 19 5,111 — 839 943 65,912 — 
Wolverhampton .. „ 25 | 9,095 1+ 88 | 26 26,463 | + 
. don . „ 28 | 9,687 | 168 | 18 57,189 6 
City & В. Lon. Rly. „ 29| 5.671 |— 668 | 18 955 |— 2,976 
Da Lucan Bly, „ 97 зм |+ 3 | 18 2144 |— 187 
G. N. and Сиу Rly. „ 98 | 9,687 |— 88 | 18 17,817 |— 40 
Li pool Overh'd Rly. „ 29 8,959 |+ 106 | 18 91,984 |+ 1,801 
landudno-Ool. », 27 817 |+ 218 | 48:5 | 14,556 |+ 620 
Lond. Dee. Ry. Оо. „ 28 | 95,075 |+ 180 | 18 | 157675 |+ 4,785 
Mene NET ae „ 28 ‚488 |+ 845 | 18 | 26877 |+ 8,006 
1 ly. „ 29 | 85,861 |+ 448 | 18 | 916,088 |+ 5,457 
Met. Big... » 28 „701 +1,950 18 154,475 4 18,598 
peste Agent s; „ 28 | 58,980 |-- 5,5560 | 89. |1, +72 B11 
A ee e Aug. 80 18,009 + 2,884 9 ? + 8, 
bay (B. I. P.) .. | Sept. 9 | 5,996 849 | 88 | 107.047 |+ 6.117 
ipae ee oe Aug. 97,080 + 8,080 8 — 5,196 
t. Columbia Rly. ee 0 ee oe ee 
of ее Sept. 28 8,806 818 ee ее + 11,8% 
He, W. A.. | Aug. өө - 95,587 
B ee . ee е ee ee • 
өе ве es nnd 1,785 11.688 99,866 |+ 8,165 
Montevideo ee ug. | 96,260 |+2,284 | 10 | 990,107 789,884 
erth W. A.) ee Bept. 97 U + oe 72,816 4 10,998 


* Compared with tho corresponding period of 1911. 
| Includes horse, steam and other receipta. 


t One week only. 
§ Qne month. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


ENGLISH ELECTRICITY SUPPLY AND POWER | COMPANIES. 


— = = 
! 


ел Closing Ре | Present 


к COO m = woo 


Stock | || | Btock | | Dividends Closing Rise | Precent 
NAMB, 0 foe | Quotations | + ог! Yield NAMB, fo Quotations | + ог | Yield 
Share. Oct. 1st, | Fall po. | act Oct. Ist. Fall | p. o. 
*  |1911. 1912 | 2s. a. || »  |1911. "p | 8 s. d. 
Bournemouth & Poole, оре вә 10 | bt 9 10 5 24 e e Б 9 85 71— 8 e 1512.8 
Do, Becond 6 % Pret, |. 10 6 6 1 10: 511 7 || Kent Elec. Power, 44 96 Deb. . .. | Btock 44 78 — 82 5 9 9 
Do, 4496 Deb. Stock. ..|Btock| 44 4 98 —100 410 0 || London Electric, Ord. .. e B кл i 3 10 B 
Brompton & Kensington, Ord... 5 10 9+) 8i— Hi 1 3 5 8 1 Dos : Pref, .. T 5 6 6 44— 54 514 8 
0 1% Cum. Pre TNT 814 19 8— Bi + 3 4 00 | uD F: First Mort, Deb, : 4 | 4 | 90 — 98 117 0 
tral Elect п | 8 tan ee 4 4} 38— 44 — 0 
DAE 8.8. 100 4 6 * —100 & 979 Cum, Pref, . | 6 4i— 48 | 417 4 
Chsring Oupa, У West End & City 5 5 5+ 41— 63 418 0 First Mort. Deb. zu . | Btock 5 4 99 —102 14 8 8 
Do. 5 "ew . Pret.. 5 b 43 4 48— 4} 414 9 Mort. Deb. „Stock B6 — B8 18 19 7 
m m Poco | sia «| s а 5 6 0 EE m y tor nu 100 | 4| 4| 9% 99 [410 8 
Do. Do. 4% Deb... ..| 10 | 4 1 94 — 96 es | 4 8 4 Newocastle-on-Tyne 5 % Pref., '} 5 5 5 4— 4i 8 2 7 
Chelsea, va^ * T 2 e 3 4t К. 3. 5 0 0 Sois ax н ae o. " 
А eb, e А toc 4А —101 491 ort etro tan PowerBu 
City of Posion. Ord. .. | 8 | 6{ 17 — 19 — 11443 ply, 5 Wr (Red. 11 100 | 5 5 | 101 —104 4 16 
e Cum. Pref. .. 10 6 6 124— 14 4 5 9 || Notting Hill, 6 9$ Non- Cum, 10 6 6 10 11 591 
Do. 6% Deb. Stock б 5 | 118 —129 4 32 0 | 1.) 
Do. Becond Deb. 00 44 | 4à| 99 —102 4 8 8 || Oxford b Ti | 6+ 6 — 64 ＋ 1 5 11 6 
County o ndon, . e 10 6 4+ lli— 12 5 0 0 || Bt. James’ and Pall Mall, Ord, | 5 |10 | 10t BÀ— 94 "cra 
Do, 6% Pret. .. . 10 | 6 | 6 | 11§— 12% 419 0 || Do. T96Pref. .. .. 5/7/73 | 6 % 416 7 
Do, Deb. .. .. stock 4 4 100 —108 | |4 8 4 || Do. 849% Deb. ..| 100 | 8à | &| 85 — es 319 7 
Do, Second Deb. | Stock | 45 100 —108 | .. |4 8 8 | Smithfield Markets, Or. 65 | 92 |.. | IB 1 x 
Bamundson’s, Ота, .. .. б |N ъ— d | :. | Nil || SouthLondon,Ord. .. ..| 4 5 | аа: 5 14 3 
Do, 6% Cum. Pref. . T b Nil, Nil 3— BA | | Nil Do. 6 % First Mort, Deb. ..| 100 6 | 5 98 —101 419 0 
Do. 44 % First Mort. Deb... | 100 43 4 м — 87 6 8 6 South . Мы! . 14— 14 5 12 0 
Folkes tone 5 6 6 48— 52 xd 517 1 Do. 4496 First Deb. Btook | 100 | 4| 4| 96 —99xd| 415 411 0 
Do, 6% Cum. Pref, .. .. 5 56 5 4à— 53 xd |417 7 || Urban, Ord.. -.BAJU'l'Ue | £8 | Nil - B * 
Do, 44 First Deb, .. ..| 100 44 | 44) 92 — 95 414 9 Do. 5 & Cum. Pret, .. “6 5 2 2 8 ps 
Hove .. .. .. .. ce | б 9 7%— 8 5 12 6 || Ро. a4 % First Mort. Deb. ee | 100 44 44 844 — xd i5 18 
| Westminster, Ord, ec Б | 10 et 8 5 8 1 
| | | Do. 44 % Gum. Pref, .. ee | 5 4$ h 5 — М. 4 8 0 
| | 
| | 
| | | | 
| | | | 
| uw | | | 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
elaid . ee b ee Power, 

)J ce uoa 12 9 во а | Bp Mort, Beb.] 10 |6 | 5 | e—a | .. | 518 0 
Do. 6% 9 ee 6 5 6 4 562, oe 4 16 5 Montreal, Lt., ‚апа Power ee $100 8 91 240 —950 ee 8 4 
Calgary стег, ist Mort, "Bas, | 100 5 6 96 — 97 [5 8 1 || Northern, ге Power and — } $50 | 5 | 5а | 89 — 49 m 

ME Com. 2 | $100 | 7 7 | 118 —118xd| .. 5 18 8 1st Mort. Bonds id ga 
Do. AR ..| $100 | 7 7 | 118 —122 xd . 5 14 9 River Plate ee we ..|Btook| 10 | .. | 240 —250 o |4 0 
Cordoba a Power and d, Ord 1|в |. i— „ „ „ 00 De Жа Pret... . | 6 | 6 | 109 —114 a | 5 6 
Do. Deb. 100 5 5 94 =e 97 xd ee 6 8 1 Do. Deb. Stock ee Do. 6 6 —104 ae 4 16 
Elec. Supply тюнер. С) 100 Б 5 81 — 84 '" |519 1 Shawinigan Water, Capital .. $100 | 5 5 | 152 = —2 |8 4 
чы. e ТЕЛКИ 
Kaigoon 60. [] le Ord. = ee 12 ron ower 5 eo е ce | 
Do. Pref. i 1 | 6 | 6 oe 1 .. |8 6 0 || Vera Crus Lt., P. and T. 5 10 | W | | 94 — 97 5 8 
Жошы аша Power,6% G. Ba. | $500 | 6 5 106 — [414 4 is Mort. Deb. s" 
Madras, : b Nil| .. £s - Victoria Falls Power, рч: n5 1 папа, 31— 14 oe T 
Melbourne, б % 1st Mori. Deb. | 100 | 6 | б 102 — Z105 415 B || West Kootenay Power an } 100 | 6 | 6 |103 —105 514 8 
Me Емва n t Wu m [rit E. cold ” 
Do, 1 Prei. | $10 | 7 | 7 108—011 |—1 |6 6 2 
Do. 65% 1st Mort. Gold Вав, ee 6 6 944— . |5 8 8 
5 AND TELEPHONE OARENIEN 
o “7 ee — а DES Тү T! - j = my Ez FF. m. gto * K Чы ЕЕ к: ТАГУ — 
Amazon Telegra ee - 10 | 4 |.. T— 7} 5 8 8 | Monte Video Telephone, MEN S 1 6 | T pm 1 „ ж oe | 
Do. 596 Deb. Red. .. Btock | 5 | 5 96 — 98 6 2 0 Do. 6% Pref. ee 1 b b +— 5.16 6.8 
American Telep. & каен. Сар. 8100 8 Bt | 147 —149 5 7 5 || National elephone Det. „Stock 6 |.. | 1544—15 — à - 
Do. Collat. г ..|$1000| 4 4 934— 954 4 8 9 || New York Telep.,4 % Gen. Bnds. 100 44 | 44 101 —162 +4/4 8 8 
Anglo-American "Telegraph „Stock 8 8 68 — 70 | 5 7 2 || Oriental Telep. and Elec. Р 1 В 19 — 11 + |4 5 4 
Do. * dens * * „* Do. 6 6 1135—1144 Ё b 4 10 | Do. : Cum. Pret. ** LR 1 6 6 IE pes 1% . 4 18 5 
Do, Det. Do. | 80j-| .. | 968— 268 [бп 6 | Ро. Red. Deb. .. Btock| 4 | 4 — 90 & 14 :9.0 
Anglo - Portuguese Tols, 5 3 100 6 Б | 102 —104 416 3. Pacific . e Babe} Do. 4 4 98 —100 „ 1400 
Chili Tele b 7 8 4 811 Reuter's * we 10 | 10 | 10} 113— 118 +%/812 0 
. Comme TCR Btock | : | 4 414 8 | Bubmarine Cables "Trust Cert. | 6 6 | 129 —182 +1 [1411 0 
Do. 10% bret.. i. 10 10 | ia с B || Telephone Co. of Бель, S | | stock 4 ea | 994-10 (58 
Telegraph, Ord, 5 4 | 4t 5 6 8 || United py; Plate Telephone 5 8:|.. | Wa 713 541 
Cum, Prell. 65 |10 10 7 210| Do. 5% Cum. Prei. 6 | Б | BI Bes 4 811 
Ie p - 10 5 4 | 6 5 0 и R d 2à | 94 | .. 154— 153 3 18 5 
. e | о. 4 e | 
Direct 3. Bee! 100 | ä 3 а 410 0| gua? by Bras. Bub. Tel. ) 10 | 4 | 4 | 96 — 99 4 010 
— 1 4. Prel. Org Btock Stock 7 71 5 5 3 West India and Panama Teleg. 10 23 | .. 95-— 806 T 
Stock. Do. | Bà | 8 4 7 6 Do 6% Сат, Ist Prei. 10 | 6 | 6 | 109— 10 +4 5 10 4 
Bo. n Mort. Deb. .. ee | Do. 4 4 9 18 10 Do. 6% Cum. 2nd Pref, .. 10 6 6 91— 1 5 17 0 
Deb. .. ‘ Stock | 4 4 8 19 3 || Western мак, Lid, ee . 7 71 | 18}— 183 5 110 
Biche ч nre pn ptm Bub. * м à | Western Onion 4 % Fdg. "Bonds $1000 44 | 44 | 100 —108 475 
egraphand Trust t 5 44 
% Pref. . | 10 | 6 | 6 | 122;— 133xd| + | 410 7 
Great Northern ‘Telegraph “| 10 |18 | 18 | 281— 29 iar 1 0 
O- uropean LE] „жа 59 .. 5 5 | 
F . 6100 5 | 5 87 — 91 16 911 
Do 4 96 . Pref, ** .* $100 4 1 (8 — 71 + 5 12 8 
Marconi’s Wireless Telegraph 1 | 20 513— 578 А, С 55: 66. 
Do, 1% Cum. Partio, Pref. 1 |17 i- 4 |— 3/3817 8 
* Unless otherwise stated, al! shares are fall paid. a Paid in deferred interest warrants. + Interim Dividend. f Ss. in Funded Dividend Certs. 
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SHARE LIST OF ELECTRICAL COMPANIEBS,— Continued.) 
ELECTRIC RAILWAYS AND TRAMWAYS.—HOME. 


a Dividends Closing Rise | Present 


e" Closing. 
Quotations | + ог Yield Dividends) Quotations 


NAMB, 


hans: for Oct. Ist. Fall p.c. Bhare. for Oct. Ist, p.e. 
| M 180. £ 8, d. * 1911. 1912. ё в. d. 
Bath Trams, Pref, Ord. .. e» 1 | Ni Nil n— f Nil Metropolitan Railway Consol... | 100 1 15+ 605— 61 2 13 8 
а др РЕМ, cs se. ect Е Т BS — + 6 8 1 Do. Surplus Lands ..  ..| 100 23 251) 64 — 66 4 84 
Do. 4495, Deb...  .. ..| 100 | 4e | dà | 76 — аха 5 11 1 Do. Deb... 26 cc | WW 87 — 89 8 16 11 
Brit. Elec. Trao., 6% Pref. .. | 100 е Er 12 — 14 »- Do. Pref, . 2» .. | 100 85 — 87 40 
Do. Do. Deferred .. | 100 х i 6— 8 è Do. Con. Pret. .. e. | 100 84 — R6 11 5 
Do. Do. 696 Cum.Pr't, | 100 6| 6 89 — 92 .. 6 10 5 | Metropolitan District Ord, .. | 100 | Nil | Ni 40#— 41% Nil 
Do. 7% Non-Cum. Pr'f, | 100 a < 89 — 42 +1 | d» А b. os ad - 100 6 6 | 141 —148 440 
Do, 5% Perp. Deb, .. 100 5 5 953 — 981 xd! .. Ae m Do, Deb. .. < 100 4 4 95 — 97 4 2.6 
Do. 44 9% 2nd Deb. .. | 100 42 | 4 80 — 84 | A Br, t s Do. Prior Lien .. ..| 100 4 4 99 —101 3819.8 
Central London Railway, Ord, | 100 B B! 78 — 80 41 |815 0 Do, First Pref. .. £ 100 8 89 — 91 419 0 
Do. Pref. ss o4» ͤ 4-141380 |-4& |.4 | 8E -— 8 HE 0 Do. GNLAS cw to) ie 75 — 77 4n 0 
Do. Det... T * 5 100 3 T 77 — 79 2 10 8 || Metropolitan Elec, Trams, Ord, 1 6| 5 1. 145 418 9 
Do. 4% Deb. . 100 à 4 | 100 —102 818 5 D Def. . ee es АМ A «ЭН 31. Nil 
City & Bouth London Ord, » 100 18 | H!| 414— 423 Г +9 18 8 6 * Pret - oo " 1 5 6 oh E 5 6 8 
Do. 6% Pref,189] ..  ..| 100 | 5 | 5 [107—109 | +1 4119 Deb... .. ..|10| 4| 4 —100 . 410 0 
Do, ‘Do. "1896 .. . M0 | Б |Б |105—107 | 41 |418 6 | Do. ö Deb. o n . 100 3 5|» 1005 x 419 6 
Do, Do. 1901 .. ё® 100 Б Б 104 —106 +1 414 4 || Potteries, Ord, . ee ee 1 BÀ | .. — e 
Po. 1808. 10 | 5 | 5 | 103 —105 | + ы е е1" de ИР eee - MN 619 0 
Do. 4% Deb. 100 4 4 99 —101 |8 19 8 | Do, 4496 Deb... 100 44 | & — 90 сор 
Dublín United Trams, 69% Pref. 10 6 6 19 — 13 | ^ | 412 4 || Bouth Metro. Trams, 6 % Pref, 1 6 aa umi 4 7 7 8 
Great Northern & City, Pr’f. Ord 10 | Nil | Nil 12— 2 "DT Nil Do. 4% Deb. 100 4 4 70 — 5 6 8 
Hastings Trams, 6 96 Pret, .. 1 6 T $e | . |8 0 0 || Underground Elec, Railways 19 .| s» | es 4 44 Nil 
Do. 4496 Deb.. 100 4 44 | 69 — "74 xd 578 5. 1' °F INE CAT . 1/- So se ob — 12 .> 
Isle of Thanet Trams, 5 % Pref. 5 15 9— 24 ae bt DD Do, 4% % Bonds T sa | 100 44 —101 : 491 
Do. 4% Deb. 10 | 4 | 4 | 77 — 82 42 |417 7 Do. 6% Income 100 | 1 2| 90 — 92 гў 
Lancashire United, B% Deb, 100 5 5 Bl — 83 T | 606 Yorkshire (West Riding), Ord 5 N x — sl Nil 
London Elec, Raílw' 78, 4 Deb. 100 4 + 95 — 97 „ 142 6 | Do. 6% Pref. <a ae Б B 1 4 9 0 
London United Trams, 5 % Pref, 10 | Nil; .. 5— 64 7112 Do, 44% Deb. .. ee .. | 100 4h | 44| 79 — 83 5 8 5 
Do, 4% Deb. ++ ee *e 100 4 4 72 — 76 +1 5 5 8 | 
ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOREIGN. 
| 
Anglo-Arg. Trams, lst Pref, .. 5 ы re 5i— 58 s eS 4.4 | La Plata Elec. Trms, Ord, T 1 1 104125 | — Ë „ yo 
Do. Sna Prem. 5 tà | 4 - 57% 5 8 6 Do. Pret. ү: ee eer — 1 . 1600 
Do. 4% Deb. - .. | 100 4 4 93à— 95 EL 4 4 8 | Lisbon Elec, Trams, Ord, Яу. 1 6 1* БФ. | 1 411 5. 
Do, 44 Deb, se * .. 100 44 44 100 —102 LI 4 + 8 Do. : Pref. + +. se LET 1 6 6 . — 1 „* 1 16 0 
Do. 5 M Deb. «| 100 | 5 | Б | 101-103 | .. |417 1 Do. Deb. .. ‚| 100 | 6 | 6 | 98—97 j = 16 8 1 
Auckland Trams,6% Deb. .. 100 5 5 | 1034—1053 . |4 14 9 | Madras "Elo. Tr. (1904), Deb... | 100 b Б | 100 —102 — 4 18 0 
Bombay Elec. 8. & , Pref, 10 6 6 11i— 12 l'as ME; 0- 0 | Manaos Trams & Lt., lst Deb... | 100 5 b 92 — +1-|6 6 3 
o. 44 9, Deb...  ..  ..| 100 4 43 97— 99 | .. |41011 || Manila Elec, R. and Lig., Bonds | $1000 | б | 6 |1004—109à | .. |417 7 
Do. 6% 2nd Deb. ё 100 5 5 98 —100 | .. 5 0 0 | Mexico Trams Com. — $100 7 1+ | 126 —180 „ |5-7:8 
Brisbane Trams Invt., Ord, >. b 8 T 74— 7 +215 8 8 Do. Gen. Con. Б % Bonds oe - 5 Б 98 —100 4 15 0 0 
Ho. 6% Pref. 4 66 . БББ | 5— 5a . |418 0| Do. 6% Bonds.. ..| 100 | 6 | 6 | 102 —104 * |6516 5 
Deb. А 100 44 | 44 | 1005—10: 470 Para Elec. Rlys. & Lit., Ord. e 5 10 10 7à — | 68.0 
B, Columbia Elec. Rly., Det, К 100 В — | 147 —152 +2 15 Б 8 Do. бф рге. - oe 5 6 6 5 — [5 9 1 
А f. Ord. .. es |, 100 6 6 | 190 —125 416 0 Do. 5 % 1st Deb. os +» | 100 5 Б | 1005—1024 -. | 417 6 
Do, 5 % Pret, ГЕ .. 100 5 5 108 —111 +1 4 10 1 Perth (W.A.) Eleo. Tr., Ord. ** 1 5 bt là— 1 ** 1 16 4 
Do, Ist Mort. Deb. 40 4 4 994—102 7°: 16 4 19 Do. b59651st, Deb.  .. .. | 100 b b 99 —102 .. |418 0 
Do. Vancouver Deb, .. | 100 108 —106 + 4 5 0 || Rangoon El. Tr. & Sup., Pref... 5 6 6 54— 57 > |5 44 
Do. Con. Deb, .. »» | 100 44 | 4i 10 — 0 470 По. 4% 9% 1st Deb. ..| 100 зА 2 97 — 99 411 0 
Oalcutta Trams, Ord, .. ee 5 7 =a — 4/5 8 8 || Rio de Janeiro Trams .. .. | $100 | 5 5t | 160 —165 +5418 0 7 
Do. 5% Pref, weh ue d Б | Б | 6 | 4:8— БА 416 5 Do. lst Mort.6% Bonds ..| .. | 5 5 | 103 —104 . {416 2 
Do. а o ND .* [E 100 af 44 — 02 . 4 8 8 Do. 5 % Mort, nds ** 100 5 6 1014—1024 .-. 4 17 7 
Cape Eleotrio Trams 1 Wa i А ха Bao Paulo Tram, Lt. and P, .. | $100 | 10 | 10+ — 117 8 9 0 
City Buenos Aires Trams 1904) b Б 5 5 4 611 Do. 5 9% lst Deb. e^ .,.| $500 | 6 Б | 1044—1063 . [414 0 
Do. 4 % Deb. 100 5 5 99 —102 . |418 0 || Singapore Trams, 6 % Deb. .. | 100 b 6 88 — В6ха | +13 5 17 8 
Colombo leo, Fr. & Lt., ö Deb. 100 6 5 95 — 99 5 10 Southern El, Tr. p. £e 5 % Deb, | 100 5 b — - |6 20. 
Havana Elec. Rly., 5 95 Bonds 81000 Б b 99 —108 А 417 1 || Un. Elec. Trams Monte Video .. Б 1 ss „ (614 8 
Kalgoorlie Elec. "y" 95 ї Ий. A- È Би Nil Do. eg laD be e» 6% 5 6 T 48 — „э: 65 11 7 
Do. 6 % A Deb, ee T 100 5 5 86 — 91 T 510 0 Do. 6 % 1st Deb. 100 5 6 | 101 —104 „ 14,2879 
Do. 6 96 B Deb, - ee | 100 6 3 85 — 43 Р as Winnipeg Elec, Rly., 44 % Deb, 100 44 | 4 | 1014-10388 | .. |4 7 0 
MANUFACTURING COMPANIES, 
/ | 
Amm Ur. „ „„ 1 ‚. {в о o Cromptn&Oo .. .. ..| в | ма! .: Nu 
Do. 6% Pref.- vs Yee $4 1 6 6 — н I3. 4 B Do. Deb... өө ee .. | 100 b b НА — вї „„ 19.31 9 
Babcock Wilcox .* ee 1 28 .. А З — 18 + py 4 1 5 Dick, Kerr .* .* LE .. 1 5 „* У ee 5 14 8 
Do. Pref. А 1 6 6 lóá-— 1 ,. |8 16 10 Do. Pret. ee ee = 1 6 8 — is, +0515 13 0 
British Aluminium, Ord. ' 1. I -o A i- А S Do. Deb.. Р MO 4 44 o —100 . |410 0 
Do. 6 T Cum. Pref. 171 н — s * Edison & Swan A £3 paia oa 5 N T 2° Nil 
Do. Prior -— Debs,.. | 100 5 Б 98 — 96 е 4 2 Do. fully Wand ө» B | N01. 5 й at? ve Nil 
Lw Deb. Btk. .. .. 100 5 5 85 а ER 5 18 8 Do. 4 ** 100 4 B 64 ms 68 .. 5 17 Б 
Pref, T „ә - b 6 6 — 68 411 1 || Electric Construotion .. s 2 2 | 33 — 1 4 |710 0 
Do. Deb.. 100 44 102 —104 467 Do. Pref. at 2 1 1 1 2 „ 17 0:0 
British Thomson. Houston, Deb. | 100 1 94 — 96 . | 418 9 || Greenwood & Batley, Pret. ӘР 10 7 7 7 8 „ |8 6 8 
British Westinghouse, Pref. .. B | N| Ni d— 18 1 Nil || ро, Deb. .. | 100 5 Б 92 — 94  |6 4 3 
Do. Deb.. "p ..| 100 1 4 — 68 6 7 0 || General Electric, Pref, . ET е 10 b b 10 — 11 e Фе 
ро. 6 Prior Lien da es 100 6 6 | 102 —106 514 3 T T - 100 4 + 90 — 95 xd [4 4 8 
Browett, Lindley, Ord. .. * 1 * "s 2/- —8/- б: Nil Henley’ B, "Ord. T ‚г T 5 17 51 12 13 -- |15 15 5 
Do. Pref. .* fe . * 1 . .. 4/6 —5/- LI Nil Do. Pref, * * .. ** 5 rm Б t. 4 10 0 
Brush, 7 Pref. „* .. 2 Nil Nil 0 = . Nil | Do. Deb.. . .. .. 100 102 —104 s. 4 6 7 
Do., 5 96 Prior Lien Deb. ee | 100 b 5 75 — 80 6 5 O || India-Rubber, G, & T. № - 10 os 114— 12 % — 
Do. d4 b. oe ee | 109 4 4 50 — 55 8 8 8 Do. Pret. os 10 5 5 10% „ 1429 7 
Do. Second Deb, ee | 100 B5 — 40 l1 5 0 EA Construction. . e» 19 174) 5+ | 84 — B6 „ 16 13 4 
Callender’ B Cable.. * J. 5 N 15 10 11 . 6 16 4 Do b.. se ..: 100 4 4 98 —100 „ „* 4 0 0 
Do, Eref. .* se .* 5 5 5 4 RI 4 17 7 Willans & Robinson ee .. 1 Nil .* — 1 . Nil 
Do. Deb... s. s. .. 100 43 А 99 —101 4 8 8 Do. Pref, * * * * * * 5 Nil ** 1 ГТ "Nil 
OCastner-Kelnef ..  ..  .. 1 |20 | 15+ | 8H 378 — ^ Wu. Do. Deb. ..| 100 4 4 58 — 60 — |6 13 
* eb... ee se . * 100 44 44 10: —106 +1 4 5 0 
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, * Uniess otherwise stated, all shares are fully paid. + Interim dividend. 
т == == ы LLL ——— f ———— — —— — — — — 4ш Se 
Bank rate of Discount 4 per cent. August 29th, 1912. 
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Fluetuations in September. 
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A NEW TYPE OF INSULATOR. 


TELEPHONE and telegraph engineers are painfully aware of the 
troubles which arise in the use of the ordinary porcelain insulators, 
and it is therefore useful to draw attention to a new type of insu- 
lator which has been developed by the Minerallac Electric Co., 
of Chicago. This insulator is a non-breakable combination of 
insulator and pin in one piece, being turned out of a solid piece 
of wood which is then specially treated. This construction, by 


T 
28 — —ñ— — eliminating the joint between the insulator and the supporting 
272 FF section, renders the natural toughness of the specially selected wood 
20 ms me a Т | | Ene 

B HE E available to resist the mechanical line stresses. Moreover, the 
25 EBENE MEE absenoe of the joint prevente any moisture from creeping between 
24 шш the pin and the insulator. In the ordinary types, such creeping 


LEAD (ENGLISH). 
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frequently results in swelling of the untreated wood of the pin and 
cracking of the glass or parcelain of the insulator. The strength of 
the wood is increased by the process of impregnation which is used, 
the compound used serving as a cement. 

Insulators made of materal similar to that now used in this 
design have been in steady service for eight years on high-tension 
work, and it is claimed that they stand applied voltages of 33,000 
without showing any deterioration in insulating qualities, The 
insulation resistance is stated at approximately 1,300,000,000 
megohms per inch cube, and the dielectric strength as 1,000 volts per 
mil at 20 mila thicknees. Another advantage which is claimed is 


20 that inasmuch as wood is a poor conductor of heat, moisture will 

= not condense upon the surface of the insulator as it does upon glass 

or porcelain. The coldness of glass or porcelain causes a very rapid 

IRON. collection of moisture in a fog or mist. Moreover, the oily surface 

RUE B. due nde ту "m | | which is always found with this impregnated form of . wood 

SEPT. 2 3.4 5 6 91011121310171819202324252627 30 insulator prevente the е: of water or moisture in а con- 

757 tinuous film during rains, while the glass or porcelain insulator will 

| 74l- — — 1 often have & thin fllm of water over the entire surface, causing 
73, —— SL ILL rapid leakage or breakdown. 

727 eren Instead of carrying insulators up the pole and screwing them on 

717 Ss Eq Et by hand as in the case of glass or porcelain, it is possible to put 

the complete installation on the cross-arm before distribution along 
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theline. The weight of the wooden pin is about one-third that of 


99% a glass insulation pin, while wooden insulators can be installed with 
68/- a hammer and до not break even if they are dropped to the groun 
6 7/- from the height of the cross-arm. OE | 
66/- From the point of view of maintenance, the.cost of insulators and 
65/- replacement of broken ones is insignificant compared with the ex- 
64h E= pensive time and transportation of the lineman making the repairs. 
63/- Insulator repairs at the present time constitute the greatest item 
62 / of expense in overhead line work. With glass or poroelain in- 
81! sulators, the contracting of the tie wire is sometimes sufficient to 
| break off the top of the insulator, while the presence of water 
60% causes swelling of the untreated pin. Another cause for lineman’s 
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service is one short pole between two taller poles; a change of 
temperature will cause the tightening of the line, the insulators 
being pulled from their pins and suspended in the air. A slight 
wind will then cause a short-circuit, which may require hours to 
overcome. | 

With the new insulator here described, any strain caused by con- 


232 

231 traction of the tie-wire, or upward pull caused by poles setting and 

230° the line tightening, can be withstood, while the compound with 

229 which the insulator is impregnated is, in addition to being a good 

| insulator, an excellent preservative ав well. It renders the wood 

298 E waterproof, and, under ordinary conditions of use, it is claimed that 
227 such insulators should have a life of approximately 30 years. It, 

226 therefore, appears that the only person who will view the advent 

225 E of this new insulator with regret, is the small boy who at present 

224 E utilises the glass or porcelain insulator as a convenient target for 

223 222 stone throwing. 

222 222 

5 

219 M 

218 EI. Electrolytic Copper in Norway.—H.M. Consul at 
217 Christiania (Mr. E. F. Gray) reports a Press announcement to the 

216 ME effect that the past 12 months has witnessed the erection, at Aamdal, 

215 EA EE E pr of the first copper wbrks to produce pure copper on the spot where 
| | | the ore is mined, by M. Hybinette’s process of extraction, during 


COPPER (G.M.B's.). 
SEPT2 3 45 6 9 101112131617 181920 23'2425 262730 


which the copper is elutriated from the ore by weak sulphuric acid 
and precipitated from the solution to pure oopper by the help of 
electricity. The works will probably increase their production in 
the coming year to 3 tons of metallic copper per diem. The satis- 
factory results at Aamdal, and experiments with the so-called 


| 82 „ Kkisafbrand, or pyrites burnings, from the Orkla Mine —one of 
83 = the largest Norwegian copper and sulphuric mines—have brought 
83 into prominence the possibilities of a new Norwegian industry. 
Owing to the want of suitable Norwegian copper works, the Orkla 
81 and Sulitjelma Mines, in both of which foreign capital is largely 
80 interested, have hitherto exported their copper sulphur pyrites to 
78 Germany and Helsingborg, respectively, to have the copper ex- 
78 tracted е It now, 5 appears likely PS the үш 
79 companies will receive the necessary support from Norweg 
76 cellulose and other manufacturers interested in the consumption of 
75 DUE to Haas them to take over this industry.—oard of 
Tr ournal, | 


Australian Tariffs, — The Australian Commonwealtl 
Customs authorities have lately given a decision to the effect that 


Battery Connectors, — THE Crown Woven WIRE electrical appliances, &c., battery cells imported with, and for, tele- 
Brusy.Co., of Salem, Mass., desirea to receive from firms and others phonic wall or table sete,” are to be classified under No. 178 (D) of 
manufacturing battery connectors, samples and prices of their the tariff, the duty being 174 per cent. ad ralorem on foreign 
Products, i _ a И | Къ d їй ЭЕ goods and 10 per cent. on British productions. o EN 
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AGRICULTURAL APPLICATIONS - OF 
ELECTRICITY. 


By WM. MANKTELOW. 


APART from electroculture—or the direct application of 
electric currents or discharges to growing crops—a science 
which is not yet out of its experimental stages, electricity is 
now employed to replace manual labour in the preparation of 
cattle food, thrashing cereals, and in irrigation and general 
pumping work. Very little reliable data is available con- 
cerning the energy requirements and the average annual 
energy consumption of agricultural machinery, hence special 
interest attaches to a paper recently presented by M. P. 
Lecler to the Comité Technique du Syndicat Professionel des 


TABLE I.—CAPACITY AND ENERGY CONSUMPTION OF 
AGRICULTURAL MACHINERY. 


Kg. a i | — Watt-hours 

Apparatus. bandied dh hour. 1001 m 

b per hour. | treated. 
Grinding fattening food « | 2,000-2,500 2,600 125 
„ fresh bones 13 | 150 | 2,000 
" oil cake  ... Y 550 | 750 150 
Crushing oats .. m i 16 200 1,000 
з maize 50 200 400 
Flatting oate ... px 400 | 110 275 
Mill type crusher (oate) 50 300 600 
- (barley)  ... aF 250 1,800 750 
Beetroot cutter (with cleaner) 1,800 450-500 25 

Chaff cutter... ке its 400 1,000 300-400 

Dairy (per 100 quarts of milk) — — 285-570 
Agricultura] mill  ... je 70 1,600-1.800 2,500 
Borter ... TT 120 — 20 


Winnower is bi n | 600 | — 50 


Usines d'Electricité. "The author has collected useful figures 
from a number of farms in which electric driving is actually 
employed; thence he derives factors of interest to central 


station engineers, and considers means whereby agricultural 


loads can be increased in extent and made as favourable as 
possible to the supply authority. | 

In many cases agricultura! machinery, designed for hand 
operation, is converted to electrical driving by the mere 
attachment of an electric motor and the necessary gearing. 
The performance of such a machine is generally much less 
satisfactory than that of a machine primarily designed for 


1E 


К LIGHTING UNITS 


2 1, „ 


S RATIO (POWER/LIGHTING) UNI 


WATT-HOURS PER MONTH. 


MONTM OF YEAR. 
Fig. 1. 


electric driving. An apparent exception is to be found in 
thrashing machines. Old-fashioned thrashers converted to 
electric driving by the installation of a 2 or 3 R.P.-motor 
require from 0:15 to 0:25 unit per cwt. of grain, whereas 
a thrasher specially designed for electric driving, and fitted 
with a 10-H.P. motor, requires 0°25 to 0°5 unit per cwt. It 


is only fair to note, however, that the latter apperatus has a 
much more complete arrangement for cleaning the grain. 
Apart from the humidity and general quality of the grain 
(both of which factors greatly influence the energy con- 
sumption during thrashing), the degree of attention in 
handling the machine greatly affects its performance. The 
light load demand of a thrasher is generally over 80 per 
cent. of the full load demand, and any inattention in feeding 


‘at once increases the average consumption per cwt. of 


delivery. 

To cite only one further instance of the uncertainty 
attached to the power requirements of agricultural machinery, 
it may be pointed out that the demand of cylindrical grinders 
and crushers may rise to five times the normal or higher if 
the gap between the cylinders is set slightly too small. 

Under these limitations as to accuracy, Table I shows the 
average energy consumption, including transmission and other 
losses, of various classes and sizes of agricultural machines. 
Better fesults could probably be obtained in specially 
designed apparatus, and it must be noted that the figures 
here and hereafter are based on a comparatively small number 
of cases. 

Table II refers to a number of small farms, and shows 
the total motor horse-power installed and the average annual 
consumption for power and lighting, the machinery driven 
in the various cases being shown in column 1. Fig. 1 refers 
to a 620-acre farm, and represents monthly variations in 
power, lighting and total demand. 

From the limited data available, it appears that small 
farms using such electrically-driven machines as are at 
present in fairly common use, consume an average of about 
8 Kw.-hours per acre per annum. In large farms the 
corresponding figure appears to be 5 KW.-hours per acre 
per annum. These figures are, according to the author, less 
than half those generally adopted in Germany. 

The ratio of the energy consumption to the Kw. capacity 
of the installation (taken over daily, monthly or annual 
periods), may be regarded as a “factor of utilisation " v. 
The ratio of the energy consumption for power to that for 
lighting purposes may be denoted by к, and enables an 


TABLE II.—H.P. INSTALLED AND AMOUNT AND DISTBIBUTION 
OF ANNUAL POWER CONSUMPTION ON SMALL FARMS. 


. Annual xw.-hrs. for |Coeffüicients of 


в com 
Power. Light. | Total. x= C= 
% ) (F/P) 


— — 


128°6 | 0°64 | 48 


Grain sorter 
Separator and churn 86˙3 | 0'865 | 68 
Ditto 171'4 | 079 151 


Separator and lye washer 
Ditto iss 
Chaff and root cutters ... 


229'0 | 1°15 | 133 
383'6| 1'84 | 165 
172°2 | 0°32 | 41 


Ditto bas 137°1| 0°38 | 38 
Kneading trough and root 

cutter ... ра M 202°8 | 0°81 | 199 

Grain crusher 276˙6 4°17 | 56 


8463, 274 | 72 
4302, 345 |. 82 

er ... vin $us 449'4 | $53 | 86 
Thrasher, chaff cutter 


and root cutter 646°4| 3°61 | 113 


approximate estimate of the power load which may be 
expected in agricultural areas where electric lighting is 
already in vogue. Further, the factor K provides a basis on 
which to design a sliding tariff scale. s 

The energy consumption of agricultural machinery varies 
greatly with the season; as a rule, it is low during the 
summer and high during the winter months. As shown by 
Table II the coefficient of utilisation is very variable but: 
always low; its values in the cases dealt with, range from 
38 to 200 Kw.-hours per Kw. The season at which 
demands have to be supplied is also very variable, so that of 
two loads, even having the same coefficient U, one may be 
favourable and the other unfavourable from the supply 
station standpoint. This is well shown by figs. 2 and 3, 
from which it appears that v for dairies is fairly uniform 
throughout the year, except in very large dairies where the 
summer increase in the volume of milk dealt with and the 
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necessity for refrigerators, &c., involve an appreciable 
summer peak. 

Machinery for the preparation of cattle food is chiefly 
required during the winter months; grain crushers are 
chiefly worked from August to January, and root and chaff- 
cutters from January to April. The value of a thrashing 
machine load to the central station varies with the policy 
adopted by farmers in the district. If thrashing is per- 
formed immediately after the harvest a high steady day load is 
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` KILOWATT-HOURS PER H.P. INSTALLED 
a 


0 
JAN. FEB. MAR. APRIL MAY JUNE JULY AUG. SEPT. OCT. NOV. OEC. 


MONTH OF YEAR. | 
Fic. 2.—4, DarRIE8 ; B, CHAFF AND Root CUTTERS; 
C, CRUSHERS, 


obtained in August. If, however, asmall thrashing machine 
is used in the farm buildings at odd times during the winter, 
it is generally used in bad weather and during winter even- 
ings; it will then offer a most unfavourable load curve. 
Fig. 8, the average for four farms, shows the average result 
of both styles of working. Dairy demand is invariably & 
day load ; root, grain and chaff machines are not tempting 
to the central station. 

Cheap supply is essential if electricity i8 to be freely em- 
ployed on farms, but the tariff adopted should certainly 
encourage day working during summer months in order to 


counteract as far as possible the natural tendency to perform. 


indoor power work during the winter and in bad weather 
and after dusk. Owing to the fact that outdoor work is 
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practically at a standstill during November, December and 
February, it is a moot point whether a tariff can be designed 
which will have the desired effect. 

The ratio of the power to the lighting consumption varies 
with the size of the farm, being less than one for small con- 
cerns and from five to six for large farms. 

Typical values are shown in Table II and figs. 1, 3. The 
numerical value of K is roughly equal to H. P. of motors in- 
stalled up to 5 н.р The power consumption naturally 
becomes relatively greater the larger the farm, in fact, it 
may be taken as roughly proportional to the area of the 
farm, whereas the lighting consumption is made up of an 
approximately constant quantity (for the lighting of the 


farm house aad outhuildings), a ul an ad Пита! quantity 
varying with the size of the farm and covering such lighting 
requirements as vary with the latter. 

It is obvious that in the near fnture the power demand 
on farms employing electric driving will be quite pre- 
ponderant; for instance, an electric plough requires 
10°5 — 12°5 watt-hours per cb. yard of spil worked so that 
this demand alone, where present, would quite swamp the 
lighting load. 

The present subject is of vital importance to agriculturists 
(as offering a solution to the present shortage of farm labour); 
to central stations (as offering a valuable increase in day 
load); and to electrical and agricultural manufacturers. It 
is highly desirable that a systematic collection of practical 
data should be commenced in as many districts as possible 
in order to provide reliable information as to design of 
apparatus, tariffs and as a guide to the policy of all parties 
concerned. 


BUYING DEPARTMENTS. 
By A. TRAVELLER. 


A LITTLE consideration will prove that a few notes on the 
above subject may be valuable. As much profit can be 
made and business extended by good buying as by smart 
selling. Yet, as a rule, how little attention is given to the 
former as compared with the latter! 

We will commence with the office or works entrance. All 
too prevalent is the small counter across a narrow passage or 
the still smaller window marked Inquiries." Where such 
an approach is permitted, it is safe to hazard that the indi- 
vidual who will attend to you is & diminutive office boy, who, 
in a shrill voice, asks you what you want, or throws in front 
of you a slip of paper, on which you are to write your 
business. If you are personally unknown to the buyer, the 
betting is ten to one against an interview. 

As this procedure is equally applicable to any visitor— 


. customer or otherwise—it is almost unbelievable that it 


should be allowed to continue in a single instance. It is 
unbusinesslike, irritating, and leads to much delay. 

Almost as bad as the youthful guardian of the portals is 
the commissionaire or lady typist. Although invariably these 
good people are polite and eager to assist you, yet, for one, 
my heart drops when I observe that my business has to filter 
through the brain of either of these worthies. 

The remedy is simple, and the slight additional cost would 
be soon recouped by the time saved and, the better conduct 
of business. Appoint a man of discretion, with a good 
experience of the particular office, whose duty it would be 
to interview visitors and to inform travellers either who to 
see, or that there was no prospect of business being done in 
their line. | 

Whilst in many firms the selling side of the business is 
elaborately organised and conducted by high-salaried officials, 
yet the buying is greatly neglected and proceeds on the 
most casual lines; the actual placing of the orders being 
frequently left to a junior with other work to do. The 
result is that there is no system or economy shown, and the 
young buyer is open to the influence of an affable or, may be, 
generous traveller. | 

Due to the excellent management, and the very keen com- 
petition, the business organisation of the large West End 
shops is the most highly developed of any. In these estab- 
lishments the buyer is one of the highest paid of the staff. 


Certain hours are purposely set aside to interview travellers, 


who are therefore sure of at least an interested hearing. 
Many firms may consider themselves more than sufficiently 
looked after by travellers, perhaps unduly bothered by them. 
If this is so it is to a great extent their own fault. It is a 
common occurrence for a representative in a special! line— 


say, lamps or cables—to call on a firm, only to be put off 


being seen by some excuse. He naturally calls again and 
again, with the same result each time. One day he happens 
to see the buyer and learns that the firm has a contract for 
these goods. If the traveller were informed of this at 
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first, he would not be fool enough to waste his. time by calling 
again. | 

Gas companies аге putting up a good fight for continuation, 
which, with the internal competition in the electrical trade, 
will compel an overhaul to be made of the selling and buying 
organisation and systems. When that has been done, 
travellers will be courteously and intelligently received, 
ordering will be done on sound lines, and the pokey entrance 
and office boy attendant will be swept away. . 

It is the wisest people who anticipate, and who do not 
wait to be compelled to adopt beneficial innovations. 


REVIEWS. 
Growing Crops and Plants by Electricity. By Е. C. 
DupGEON. 1912. London: S. Rentell & Co. Price 
1s. net. 


The avowed purpose of this book is to interest the general 
reader, and to give the farmer, the market, gardener and the 
amateur horticulturist a clear idea of what has been done, 
and is being done, in the application of electricity to growing 
plants. The first aim is realised tolerably well; but we 
doubt whether the farmer and market gardener will gain 
much satisfaction from the work. A summary is presented 
of the results obtained by various experimenters since the 
pioneer investigation of Prof. Lemstróm. 

Chapter III summarises the results of the author's experi- 
ments at Lincluden (chiefly on potato crops), and Chapter 
VII deals with her investigations as to the effect of the 
mercury arc light in a 20 x 10 ft. greenhouse. In studying 
the data of the various trials, we are impressed by the very 
high percentage of cases in which, owing to natural causes, 
-breakdown of plant, disease or insect, &c., the results 
‘obtained were “irregular” or not satisfactory," not 
favourable to the discharge,” and so on. The total amount 
of practical data relating to electro-culture is, after all, very 
limited, and we agree with the author that there is a 
fruitful field of enterprise open to anyone with capital and 
energy to investigate the subject thoroughly.: 
data, of more definite nature, are available, the average farmer 
or market gardener cannot be expected to risk capital in 
the matter. Experiments on a small scale are‘of very limited 
value: it is the results and cost of. wholesale electroculture 
which must determine its practical value. This at once 
leads us to a most serious omission in the present book. 
Nowhere, except in a passing mention of a new system, yet 
‘untried, is any information given as to the cost of installing 
and operating the. equipment required for electroculture. 
Neither are details given as to the actual arrangement of 
apparatus and conditions of working in the more important 
trials mentioned. So far as the practical кенеа 18 
concerned, these omissions are fatal. 

The matter of the treatise is chiefly a statement of experi- 
‘mental results, and affords in a compact form a résumé of 
the most important work which has been done in this field. 
'The writer's style is difficult to follow in places, and the 
English is not always above criticism. One sentence, in 
Chapter VIII, contains 142 words, and, perhaps naturally, 
-does not make its point at all clearly. Throughout the book 
& careful revision of the proofs would easily have remedied 
a number of defects in composition. Tabular matter is set 
out regardless of space occupied. A handsome appearance 
is thus secured, but, by arranging the data in a few large 
tables (using a smaller type), much space would have been 
saved, comparison of results would have been facilitated, and 
additional text might have been included. Pages 6 and 7 
are each devoted to one half-tone illustration (8:5 x 6 cm.), 
which have not even the merit of being specially interesting. 

We are not convinced either as to the possibilities of 
improved stock rearing in an electrified atmosphere or as to 
the relevancy of this branch of electroculture to the subject 
in hand. Surely there is enough pertinent material available 
to avoid the devotion of over half a page to electrically- 
healed incubators in a work claiming to deal with growing 
crops and plants by electricity ! 

Chapter VIII suggests that the beneficial effect of electro- 


Until more 


form such an important 


culture depends on the nitrification of the soil by silent 
discharge from overhead wires ; on facilitated assimilation of 
plants and assisted capillary attraction of moisture; and on 
augmented flow of sap and increased formation of starch 
and sugar. These are, however, no more than probable 
explanations. While we should have preferred a modified 
arrangement of the data presented and the inclusion of some 
definite estimates as to the present possibilities of electro- 
culture, the work should certainly interest the general 
reader and should encourage the practical agriculturist 
to pursue the study of this subject and its immense 
potentialities. 
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La  Cosiruzione delle Linee Elettriche Aeree. By 
Dott. Ixa. IraLo BRUNELLI. Rome: Stabilimento 
Cromo. Tip. di Carlo Colombo. Lire 7.50 . 


This book is а comprehensive study of overhead electrical 
conductors, their uses, construction, erection and maintenance. 
The author rightly points out that as a special branch of 
engineering, and a very important one, the subject of over- 
head lines has not had the complete treatment that has been 
accorded to subterranean cables. This is perhaps natural 
considering the smaller financial interests concerned, bnt a 
work of this kind is none the less welcome as a book of reference 
to be used by designers and constructors of overhead lines for 
telephone, telegraph, lighting and power use. In most other 
treatises on overhead work, the part especially relating to 
tramway work, an important branch, is confined to very 
general remarks about the suspension of the wire, and 
devoted more to the details of the poles and ornamental 
fittings. There are no unnecessary or useless theories in 
this book, but the whole subject is treated, from the 
principles involved to the practical carrying out of them. 
The book confines itself almost entirely to single overhead 
wires, dealing only slightly with overhead cables. 

Part I is concerned with the materials used in constructing 
overhead lines, taking in their order conductors, insulators 
and supports. The author gives comparisons between the 
uses of aluminium, bronze, iron, and mixed steel and copper 
wires. He shows that for the same conductance, an iron 
wire weighs six times as much, and has 23 times the 
diameter of a bronze one with a conductivity of 88 per cent., 
and costs 1} times as much. These disadvantages become 
less with the smaller diameters, also when a low resistance is 
nob specially required. 

There is nothing of special interest in the genera 
electrical and mechanical testa described for the material of 
the wire. A detailed comparison is given-of various types 
of line insulators and their supports, i. e., the stems, brackets 
and poles, with special reference to the respective advantages 
of wood, iron and armoured concrete poles. The subject of 
insulators might have been dealt with more fully, as they 
part of the construction of high- — 
pressure lines. The action and effect of sparks over high- 
pressure insulators are not even mentioned, and only one type 
of the Hewlett interlink suspension insulator is shown. 

In the chapter on poles, it is shown that, for most ordinary 
transmission lines, wooden poles are the most economical. 
In this connection, it may be mentioned that the Société 


. Electrotechnique de Dresden has lately published a very 


interesting account of methods of impregnating wooden 
ma with preservative fluids, as described? in a paper by 

essrs. Hattenburg and Berdenick, with an account of 
the electrolytic replacement of the natural sap by saline 
golutions. 

Part II of the present work commences with the study of 
the effects on the material of a conductor of suspending it 
from supports some distance apart, showing the special con- 
ditions of stress it is subjected to. There is a useful rule 


given that for iron wires the normal tension to be used will 


be equal to the weight per kilometre of the wire. This 
applies also to phosphor-bronze wire, but for bronze wires 
for telephone use, and for aluminium wires, the normal 
tension should be one and a half times the kilometric 
weight. 

The general formula of catenary curves is worked out, as 
being the basis of all calculations for stresses on overhead 
lines, and an approximation in view of the flatness of the 
curve in ordinary lines is arrived at which brings the 
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equation for the curve to that of a parabola. An example 
is given to show that the approximation is one that does not 
lead to serious error. The rule is also quoted that the 
tension at the point of support is equal to the tension at the 
vertex of the curve plus the weight of a length of the wire 
equal to the dip of the line. The minimum tension at the 
supporting points occurs when the dip is equal to one-third 
of the distance between the supports. Catenaries with 
points of support at different levels are considered here; 
also special cases such as the breaking of one of the 
supports, and the resulting alteration of the tension on the 
points at either side. A careful study is made of the 
influence of temperature on line wires, and of the influences 
of snow, ice and wind. Methods of damping vibrations of 
overhead wires are described. 

This part concludes with the calculation of the flexibility 
of various kinds of pole supports, and also deals briefly with 
the catenary support used for high-speed railway and cross- 
country lines. | 

Part III is concerned with the fittings, the lay out, and 
- the erection of overhead lines, dealing first with the im- 
portant question of the proper spacing of the poles. The 
cost of erection is dealt with in some detail. Jointing, fix- 
ing and erecting the wires themselves are gone into fully 
in this part, which concludes with the special conditions 
affecting lines for electric traction. 

There follows an appendix on the subject of the 
construction and laying of cables for underground and sub- 
marine use. Although treated very briefly, the general 
principles of cable laying are put in an interesting and accu- 
rate way. This part of the book would not be of great 
practical value to the engineer engaged in submarine cable 
work, the matter being treated too briefly, but the very 
complete and clear way in which the main chapters of the 
book, dealing with overhead lines, is written makes the 
book a valuable one. In either the preliminary stage or 
the constructional stage of an overhead line scheme for tele- 
 graphy, telephony or power transmission, it would be an 
advantage to have such a book at hand. 


Telephony. By.McMEEN and MILLAR. 1912. London: 


Crosby Lockwood & Co. Price 178. net. 


For some years past it has been sometimes a pleasure, 
sometimes not altogether a pleasure, to the writer to express 
his opinion upon sundry books dealing with the application 
of electrical science to the practice of telephony and the allied 
arts. Very rarely has it been possible to express other than 
qualified praise; many otherwise excellent books have 
appeared from time to time, spoiled because of the authors’ 


or publishers’ lack of appreciation of what properly constitutes 


a text-book. Of works there are many containing a wealth 
of useful information, well written in most cases, with care- 
fully-prepared and well-drawn illustrations, but designed 
solely to serve as aids to the passing of the many examina- 
tions with which an earnest student is confronted nowadays 
as в result of an unfortunate craze which exists at the pre- 
sent time. This is, of course, not the place to indulge in a 
dissertation upon the ethics of true scientific education and 
the examination system which has of recent years grown up ; 
neither has the writer any quarrel with the authors and 
publishers who, recognising the need for their works, cater 
for the potential examinee. Such is а matter of pure busi- 
hess. But the writer’s objection is to the classifying and 
calling of such works text-books, for it is obvious that 


clothing the information to be conveyed in language adopted - 


for ready assimilation and reproduction, where reasonable 
clarity of argument is often sacrificed to extreme 
conciseness, is not the best method for the 
production of a book whose aim should be to make 
clear all about, and everything in connection with, 
the subject therein treated. One such book came 
before the writer some time ago, an admirable production, 
embodying the infinitude of detail and description usually 
associated with books having their origin on the other side 
of the Atlantic, but, unfortunately, it made use of language 
somewhat akin to that associated with the alleged humour 
of pictures depicting the troubles of telephone employés 
engaged in negotiating wayleaves with the assistance, or 
otherwise, of an irate bull. 


Now the book before the writer at the moment is a text- 
book. It describes in detail everything telephonic:; it is 
written in language of which an Oxford man need not be 
ashamed—that is, assuming that after his three years at 


the University, he spent some nine or ten in thé States—in 


other words, the book does not require to be translated into 
English idiom, or, perhaps, one should rather say out of 
American idiom. There is no padding of the earlier chap- 
ters with descriptions of historical attempts to achieve a 


telephone service—and, above all, there is no list of questions 


at the end, supposed to be, but rarely in fact, worked out 
and answered by the reader. | . 37 

The opening chapters contain а very brief and most sen- 
sible reference to historical progress in telephony, a splendid 
chapter on acoustics, with special reference to the electrical 
reproduction of speech, electrical signals, and telephone lines 
with their peculiarities, only now beginning to be understood 
generally. There are separate chapters on the elemental 
instruments used in telephony, transmitters, receivers, 
switches, batteries, &c., which, in the scheme of the book, 
go to form a basis upon which are built up the later chapters 
dealing with switching systems, from the most elementary 
magneto board to the most up-to-date common battery switch- 
board and automatic switchboard. In the space available 
one cannot possibly enumerate all the contents of this book, 
but readers may understand that there i8 nothing in any way 
connected with the use of a telephone which is not adequately 
and clearly described. Both illustrations and diagrams are 
of a very high order of merit, and in connection with the 
latter there is one feature worthy of special comment. That 
is the use of conventional symbols which are fully explained 
in such a way that one has no difficulty in reading the diagrams, 
even where they are seemingly most involved. а 

Of course, as regards outdoor line construction, American 
practice, which differs much from that obtaining in this 
country, is described, but this in no way discounts the value 
of the book. There is one particular chapter to which 
reference may be made, and that is the one dealing with the 
control of railway traffic by telephone. The method, suitably 
modified to meet the conditions, is believed to be in use on at 
least one of our railways. It might possibiy repay the others 
to study the matter, and if so the present book would prove of 
no little assistance. 

The price of this book may seem high (178. net.) to those 
who are—may one say—out to obtain diplomas, but to those 
who want to know, the price is by no means exorbitant. To 
such it may be confidently recommended.—R.M.H. | 


THE PRESENT POSITION OF 
ELECTRICITY SUPPLY UNDERTAKINGS 
IN VICTORIA, AUSTRALIA. | 


AN interesting report has recently been presented to the 
Parliament of the State of Victoria, Australia, showing the 
present position of electricity supply undertakings in the 
State. Under the State Electric Light and Power Act of 
1896 all such undertakings have to obtain a separate Order 
in Council, and to supply annually particulars of their 
technical position. | " 

It appears that since the passing of the Act 66 orders 


.have been passed; in 4 cases the preliminaries have not been 


completed, leaving 62 actually granted. Of these 8 have 
been cancelled, 1 has ceased operation and 1 was not pro- 
ceeded with, leaving 52 in operation, 8 of which have been 
transferred from their original holders. Two existing 
orders were granted in 1898, one in 1899, two in 1900, two 
in 1901, one in 1903, two in 1904, two in 1905, one in 
1906, four in 1907, six in 1908, five in 1909, eight in 1910, 
and 16 in 1911. 2 

These figures show that although for the most рагі the new 
undertakings are small, there is a considerable increase in the 
public interest in electricity supply. | 

The following particulars of the principal undertakings 
indicate the progress which has been miade in popularising 
the use of electrical energy :— 
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(a) Melbourne. City Council supplying city area —4,393 con- 
sumers ; 1,003 public arc lamps; 1,481 private arc lamps; 1,878 
motors connected; 6,808 total H.P. of motors; 7,006 Kw. total 
capacity of generating station. 

(b) Melbourne Electric Supply Co., Ltd., supplying outlying dis- 
tricta.—6,407 consumers ; 162 public arc lamps; 1,425 private arc 
lamps; 1,266 motors connected; 6,609 total H.P. of motors; 
5,775 Kw. total capacity of generating station. 

(c) Electric Supply Co., of Victoria, Ltd., supplying the town of 
Ballarat.—886 consumers; 35 public arc lamps; 247 private do. ; 
1,000 Kw. total capacity of generating station. 

This station supplies energy to the local tramways having 20 cars, 
123 miles of track, and carrying 24 million passengers per annum. 

(d) Electric Supply Co., of Victoria, Ltd., supplying the town of 
Bendigo.—798 consumers; 128 public arc lamps; 142 private do.; 
1,800 Kw. total capacity of generating station. 

This station supplies energy to the local tramways having 16 cara, 
9} miles of track, and carrying 24 million passengers per annum. 

(e) The North Melbourne Electric Tramways and Lighting Co., 
supplying the Essendon, Flemington and Kennington districts of 

bourne.—497 consumers ; 750 Kw. total capacity of generating 
station. 

This station supplies energy to a tramway system have 15 cars, 
10 trailers, 7 miles of track, and carrying 24 million passengers per 
annum. 

C1) The Melbourne Electric Supply Co., Ltd., supplying the town 
of Geelong.—1,000 consumers ; 293 private arc lamps; 212 motors 
connected ; 1,263 total H.P. of motors; 800 Kw. total capacity of 
generating station. 

(д) The Nhill Electric Light Co. Propy., Lid., supplying the 
town of Nhill.— 81 consumers; 10 H. P. iof motors in use; 863 
private incandescent lamps; 75 KW. total capacity of generating 
station. \ 

The station plant includes one suction gas producer and gas 
engine, one direct-current dynamo, accumulator battery and one 
steam stand-by set. 

(л) The Borough Council of Inglewood supplying the town of 
Inglewood.—73 consumers; 706 incandescent lamps; 24 KW. total 
capacity of generating station. 

(i) The Hamilton Electric Supply Co., Lid., supplying the town 
of Hamilton.— 120 consumers; 5 public arc lamps; 16 private arc 
lamps; 14 motors connected ; 48 total H.P. of motors ; 104 kw. total 

city of generating station. 


he plant consists of two producer gas generator sets, 50 and . 


100 B. H. P., and one oil engine set of 26 B.H.P., with an accumulator 
battery. 

(j) The Kerang Council supplying the town of Kerang.—180 
consumers; 8 public arc lamps; 1 private arc lamp; 1 motor of 
5 H.P. ; 80 KW. total capacity of generating station. 

(k) The Donald Electric Supply Co, Ltd., supplying the town of 
Donald.—125 consumers; 6 motors: 23 H. P. total of motors; 
82 Kw. total capacity of generating station. 

The plant consists of suction gas producer set and an accumu- 
lator battery. 

(Т) The Kilmore Electric Supply Co., Ltd., supplying the town of 
Kilmore.—60 consumers; 5 public arc lamps ; 2 private arc lamps ; 
17 Kw. capacity of generating station. 

(т) The Rochester Town | Council. supplying the town of 
Rochester.—127 consumers ; 5 public arc lamps ; 4 motors ; 13 H.P. 
total of motors; 50 KW. capacity of generating station. 

(л) The Hampden Shire Council supplying the town of Camper- 
down.—178 consumers; 11 motors; 18 H.P. total of motors; 
80 Kw. capacity of generating station. 

(0) The Hampden Shire Council supplying the town of Terang.— 
167 consumers; 11 motors; 19 Н.Р. total of motors; 70 Kw. 
capacity of generating station. 

(p) The Bulla Shire Council supplying the town of Sunbury.— 
80 consumers ; 2 motors; 14 H.P. total of motors ; 100 KW. capacity 
of generating station. f 

(q) The Mildura Shire Council supplying the town of Mildura.— 
198 consumers; 65 H.P. total of motors; 105 Kw. capacity of 
generating station. 

(r) The Leongatha Butter and Cheese Factory Co., Ltd., supplying 
the town of Leongatha.—82 consumers; 7 motors; 15 Н.Р, total of 
motors; 22 KW. capacity of generating station. i 

(з) The Casterton Freezing Works Co. Propy., Ltd., supplying the 
town of Casterton.—125 consumers; 1 motor of 2 B.H.P. ; 48 KW. 
capacity of generating station. - 

(t) The Poowong and Jeetho Shire Council supplying tbe town of 
Korumburra.~—130 consumers; 5 motors; 184 H.P. total of motors; 
424 Kw. capacity of generating station. | 

(x) The Drouin Co-operatire Butter Factory Co., Ltd., supplying 
the town of Drouin.—42 consumers; 2 motors; 184 KW. capacity 
of generating station. 

(r) The South Gippsland Creamery and Butter Factory Co., Ltd., 
supplying the town of Yarram.—02 consumers ; 3 motors; 16 H.P. 
total of motors ; 24 KW. capacity of generating station. 

(w) The Tatura Butter Factory and Farmers Produce Co., Ltd., 
supplying the town of Tatura.—80 consumers ; 25 KW. capacity of 
generating station. 

(c) The Charlton Electric Light and Power Co., Ltd., supplying 
the town of Charlton.—110 consumers; 45 Kw. capacity of 
generating station. 

(y) The Footscray City Council supplying the city of Footscray. 
—46 consumers; 1 motor of 22 H.P. Supplied in bulk from Mel- 
bourne City Council. Capacity of sub-station, 150 Kw. 

(z) The Yarrawonga Shire Council, supplying the town of 
Tarrawonga.— 85 consumers; 1 motor of 3 H.P. ; 45 kw. capacity 
of generating station. 
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(aa) The Birchip Electric Supply Co, Ltd., supplying the town 
of Birchip.— 120 consumers; 3 motors; 12 Н.Р. total of motors; 
29 KW. capacity of generating station. 

(bb) The Euroa Shire Council, supplying the town of Euros.— 
76 consumers ; 74 KW. capacity of generating station. 

(со) The Rainbow Electric Light Co, eupplying the town of 
Rainbow.—19 consumers; 15 KW. capacity of generating station. 


Although the capacity of many of these stations is at 
present small, they form the nucleus of progressive under- 
takings, and there is no doubt that in the near future many 
of them will show rapid progress. 


ы 


A NEW METAL-VAPOUR LAMP WITH А 
WHITE LIGHT. 


THE chief disadvantage of the mercury.vapour lamp at 
present is the peculiar colour of its light, and the many 
attempts hitherto made to improve this have not been very 
successful. Dr. M. Wolfke,* after experimenting with a 
large number of easily fusible metals and alloys in place of 
mercury, has now apparently solved ¢he problem by the use 
of an alloy of cadmium with a small percentage of mercury. 
Cadmium is eminently suitable for the purpose, because (1) 
its temperature of vaporisation in vacuo is low (450° C.); 
(2) it does not attack quartz glass in any way ; and (3) its 
spectrum, especially at the higher temperatures, contains a 
bright red line at a wave length of 644 y. 

If pure cadmium alone is used in the lamp, a decidedly red 
light is obtained, but the addition of a small percentage of 
mercury (from 8 per cent. to 10 per cent., depending on the 
shape and size of lamp) converts this red light intoa satisfactory 
white light, which does not distort the natural colours of objects 
any more than an ordinary open arc lamp does. This is due 
to the fact that the spectrum of the new lamp contains bright 
lines distributed amongst all the colours. Thus, the mercury 
introduces violet lines at 405 џ and 409 и, a blue line at 
436 р, green lines at 4992 и and 546 f, and yellow lines at 
577 u and 579 и, whilst the cadmium supplies blue lines at 
468 pand 48 р, a green line at 508 p and a red line at 
644 р. Owing to the fact that mercury vaporises at a 
lower temperature than cadmium, it is a simple matter to 
extract any excess of mercury present whilst the lamp is 
still connected to the air pump and so obtain the best per- 
centage of mercury experimentally. 

Two forms of lamp have been developed—one having a 
graphite annode and a cathode of cadmium and mercury, 
whilst the other has both electrodes of cadmium and 
mercury. The former is, however, far less economical, 
especially at low ratings, as can be seen from fig. 1, where 
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Curve I refers to the graphite anode lamp and Curve II to 
the other form. With graphite the consumption does not 
fall below one watt per Hetner candle-power until a total 
consumption of about 800 watts is reached, whilst the other 
form of lamp reaches this economy even at a total con- 
sumption of only 100 watts. | 
Careful experiment has further shown that the efficiency 
of the new lamp (with both electrodes of the alloy) is quite 
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equal to that of the pure mercury vapour lamp, as is sh | 
by the following Table :— y vapour lamp, as is shown 


Total соп. Cadmium-mercury lamp. Mercury vapour lamp. 
sump W А 
watts. c. P Watts per с.р . : from another 
„ test. 
S ĩ es 
150 150 1'0 87 | = 
220 310 71 68 | 89 
300 590 51 47 64 
380 960 4 34 | 45 
540 2,370 23 23 229 
620 3,800 '16 21 | 25 
| 


The figures for the pure mercury lamp here given are 


those published by R. Küch and T. Retschinsky in the 


* Annalen der Physik." 1906. Page 563. 

The characteristic curves (or curves connecting terminal 
volts and amperes) of the various lamps are shown in fig. 2. 
Here Curve I refers to the lamp with anode of graphite and 
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FIG. 2, 


cathode of cadmium and mercury, Curve II to the lamp with 
both electrodes of cadmium and mercury and Curves а and 6 
to the pure mercury lamps of Kiich and of Cooper- Hewitt 
respectively. It will be seen that, fora given current, the 
mercury-cadmium lamp takes a lower voltage than the 
others’; but this disadvantage can be got over by employing 
specially small electrode chambers. In this way voltages as 
high as 100 have been used with small currents like 
3 amperes. The cadmium-mercury lamp, like the pure 
mercury vapour lamp, requires а certain time to elapse after 
switching on, to arrive at its steady state. During this 
interval the voltage, the total watts and the candle-power 
increase gradually, whilst the current and the watts per 
candle-power fall. 

The active material of the cadmium-mercury lamp being 
a solid at ordinary temperatures, it becomes deposited on the 
inside walls of the lamp when it gets cold after being 
extinguished. This causes no trouble in practice, however, 
because as soon as the lamp is switched on again the deposit is 
vaporised and the quartz glass walls become quite clear again. 
To ensure the absence of permanent deposit it is, however, 
essential to employ absolutely pure cadmium, free from all 
oxides, and this can only be attained by filling the lamp 
in vacuo. 

For the purpose of striking the arc in these lamps the 
tipping arrangement generally used in the case of the 
mercury lamps is useless, because no liquid electrode material 
is present initially. Amongst the methods tried by the 
inventors are (1) the use of a small induction coil ({-in. 
spark length about) to give a k between an auxiliary 
anode and the cathode ; (2) the use of the oxides of calcium, 
barium, strontium, &c., in the cathode so that when raised 
to a glowing temperature a large supply of electrons may be 


not justify abandenment. 


liberated and conduct the current across; (3) the use of a 
flexibly supported auxiliary anode which, by shaking Ше 
lamp, can be made to bridge the circuit momentarily ; (4) 
the use of an auxiliary graphite anode moved electro- 
magnetically. 

These methods are more or less applicable, but none of 
them are so convenient as two fresh methods devised specially 
for the new lamp. The first of these is applicable when a 
graphite anode is used. This anode 4 (fig. 3) is connected 


Fia. 3. 


to the + terminal by a short iron chain e. By tipping the 
lamp the graphite slides down and touches the cathode alloy 
b, and so closes the main circuit. The current thus started 
then automatically tips the lamp back and strikes the arc, 
the iron chain curling itself up again in the anode chamber. 

A better arrangement, and one suitable for lamps in 
which both electrodes are of the alloy, is that indicated in 
fig. 4. The action of this depends on the fact that the 
inside of the lamp near the electrodes becomes covered when 
cold with a dense conducting metallic coating. Near the 


cathode b, against the wall of the tube, a contact ring d is 
fitted. This ring is connected to the anode с by means of a 
high-resistance conductor л, which may lie either inside or 
outside the lamp tube. In the cold state the portion of 
tube between d and ö is thickly coated, and at the instant of 
switching on a current passes through th's coating, and 
vaporises it. The arc then immediately jumps across from 
the cathode to the anodec. The arrangement is very simple 
and practical, and forms probably the best method for 
lighting these lamps with solid electrode material. 


—  —  ——— 


ABANDONMENT OF A CONTRACT. 


[BY OUR LEGAL CONTRIBUTOR. | 


Tr not infrequently happens that the builder or contractor is 


compelled to ask himself the question—Can I carry on the 
work with any chance of making a profit? If he sees no 
profit in the future, it will be necessary for him to consider 
whether immediate stoppage will not help him to cut his 
loss. That loss may be serious enough ; for he not only 
becomes exposed to an action for breach of contract, but will 
forfeit the value of all materials brought upon the site, and 
the value of work already done. | 

The mere fact that great difficulties are experienced does 
In Macdonald v. Mayor of 
Workington (1892), H.B.C. 222, а builder contracted with 
a corporation to execute certain sewerage work according to 
plan, specification, and working drawings. In the course of 
the work it was found that certain tunnelling specified was: 
impracticable, owing to the quantity of water in the soil ;. 
and the builder suggested certain modifications of the scheme.. 
These proposals were rejected, whereupon he threw up the. 
contract. Inan action to recover the balance due to him on. 
the contract, so far as it had been performed, Baron Pollock. 
found for the defendants, and held that the builder could not. 


558 THE ELECTRICAL REVIEW. 


[Vol.71. No. 1,819, OCTOBER 4, 1912, 


throw up the contract because the nature of the soil makes 
performance according to plans and specification difficult or 
impossible. | 

Similarly, the fact that difficulties are experienced with 
local authorities does not entitle a contractor to abandon. 
In one case a contractor agreed with the defendants to 
execute certain works according to plans and specifications, 
under the superintendence of the defendants’ engineer, 
within a period of 18 months, During the progress of the 
works the plans were deviated from, and difficulties arose 
with certain landowners affected, in consequence of which 
the builder stopped work and sued to recover for work and 
labour done and money paid to the use of the defendants. 
It was held that a contractor to execute certain sewerage 
works for a sanitary authority under the Public Health 
Acts is not entitled to abandon the contract because of 
difficulties created by the landowners affected. (Dickinson 
v. Richmond Sewerage Board) (1893) H.B.C. (199). 

Abandonment of a contract may also take place from the 
other side, as where, for instance, a building owner refuses 
to allow the work to proceed. In that case the builder or 
contractor is entitled to recover, as damages, all the expenses 
to which he has been put, and the profit which he would 
have made. 

The mere fact, however, that the employer refuses to pay 
anything before work is handed over to him in a completed 
state is no evidence that he has abandoned his contract. In 
Rees v. Lines, 1837, 8 C. & P. 126, the plaintiff contracted 
to build a house for the defendant, according to a certain 
plan, for an agreed sum. After proceeding with the work 
and making a payment of £15 on account of the contract, 
the defendant, it was alleged, had abandoned tlie contract. 
In an action by the builder to recover the balance of the 
contract it was held that the fact that the defendant when 
asked for money, had stated that he would not pay a farthing, 
was not proof that he had abandoned the contract, for he was 
not then liable to pay anything as the work was not 
completed. | 


NATIONAL INSURANCE ACT, 1911. 


FURTHER DECISIONS OF THE UMPIRE UNDER 
UNEMPLOYMENT SECTION OF ACT. 


By JOS. J. H. STANSFIELD, F.C. I. S. 


IN the E.ecrrica, REVIEW of August 16th last the 
decisions up to August Ist of the Umpire appointed under 
the provisions of the National Insurance Act, 1911, were 
set forth in an article by the writer. The present article 
contains the principal decisions affecting the electrical 
industry which have been passed since August: Ist up to 
September 30tb. 

In many cases difficulties may have been found in deciding 
whether a workman was or was not included under the 
unemployment part of the Act, from the fact that at times 
many workmen are engaged on work that is clearly insurable 
and at other times on work which is exempt, and from the 
further fact that the Umpire in many of his decisions has 
used the words “ wholly or mainly employed.” 

The difficulty arising in consequence of the use of the 
words “ wholly or mainly" has, on several occasions, been 
brought to the notice of the Umpire, and he takes the view 
that these words should be applied to each payment of 
wages with reference to the period of service for which wages 
are paid. : 

If the workman has been employed on insured work for 
more than half the period for which wages are being paid, 
the Unemployment Book should be stamped. Thus, if a 
workman who is paid by the week has, during the week, 
been mainly employed on insurable work, his book should be 
stamped for that week; on the other hand, it should not 
be stamped if he has been mainly employed on uninsurable 
work. Similarly in the case of workmen paid at intervals 
shorter or longer than a week, the main employment during 
the period for which wages are paid decides whether the 
Unemployment Book has to be stamped or not. 


"This interpretation of the Umpire is only provisional, and 
must not be taken to exclude the possibility of a contrary 
interpretation in special cases should application be made to 
the Umpire. 

In the meantime, however, the Labour Exchanges have 
been notified of the interpretation placed upon the words 
where there bas been no special application, and as the 
Exchanges have the inspection of Unemployment Books placed 
in their hands, it will no doubt be considered advisable by 
those whom it may concern to act in accordance with the 
interpretation. 

In the previous article it was stated that the Board of 
Trade proposed to make a general order exempting drivers 
and attendants of any vehicle and stablemen and other work- 
men employed in tending horses or to clean any vehicle. 


This order has now been made. | i 
In many of the decisions it will have been noted that 

the Umpire has tried to distinguish between mechanical and 

electrical engineering and trades allied therewith, the former 


only being one of the scheduled trades. An interesting 
example of this is that the man who saws, planes or makes 
accumulator cell boxes is exempt, whilst engineers’ fitters 
who machine moulds and make tools in connection with 
electrical storage batteries are liable to pay contributions. 

The numbers in the various sections follow on from the 
article of August last. 

Mechanical Engineering.—Contributions are payable in 
respect of the following :— 

13. Testers of water meters and hydraulic fittings employed 
by way of manual labour (À. 731). 

14. Electro-welding repairs to steam boilers, steel castings 
and other iron and steel structures, being mainly repairs to 
boilers of steam vessels (A. 744). 

15. All classes of labourers employed in factories and 
workshops or in yards or stores immediately con- 
nected therewith, in a mechanical engineering establishment 
(А. 749). 

16. (1) Making and repairing leather driving belts and 
leather hose pipes; (2) repairing and testing chains, all 
being for use in a mechanical engineering establishment 
(A. 803). | 

17. Manufacture of mechanical driving chains and chain 
gearing (A. 808). 

18. (1) Driving cranes at works for unloading and loading 
material; (2) driving machinery and otherwise working in 
the mechanical engineering establishment of river conrer- 
vators (À 812). 

19. Boilermakers and labourers engaged wholly or mainly 
in repairs of boilers in connection with steel works or other 
businesses (A. 870). 

20. Bricklayers and labourers engaged wholly or mainly 


in repair of boiler settings in connection with steel works and 


other businesses (À. 871). 

21. Case-hardening parts of the products of a mechanical 
engineering establishment and in respect of sweaters employed 
in such an establishment soldering together metal parts with 
use of blow pipes (908). 

22. Cranemen (hand or power), engineers and firemen 
(stationary engines) and boilermen (A. 933). 

23. Fitting finished millstones to the hursting or grinding 
mill of a mechanical engineering establishment (A 950). 

24. Manufacture of buffalo-hide pickers (A. 1,048). 

25. Wholly or mainly making power-driven fans 
(A 1,054). 

26. Engineers’ fitters wholly or mainly filing up dies 
from patterns and making gauges and patterns from 
drawings in use in the manufacture of steam turbine blades 
(A. 1,063). | | 

Electrical Engineering. Contributions are payable in 
respect of :— 

11. (1) In the manufacture of transformers, excluding 
coil-winding ; (2) as toolsmiths and toolmakers (A. 728). 

12. Building upon the site constrnctional work, such as 

. . Switchboard galleries for electric stations, &c., and 
the preparation of the material for such on site, orin a con- 
structional yard or shop (A. 740). 

13. Armature disk notchers and stampers, core builders 
(A. 765). 

14. Employés of an electric light and traction company 
engaged in the work of repairs to boiler, dismantling ваше 
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for inspection, and in repairs to engines in a power station 
A. 786). 

15. Electricians and assistants engaged wholly or mainly 
in the installation, upkeep, and repair of electrical machinery 
(including conductors), electrical wiring for power, light, or 
bells, in factories, workshops, and other buildings (A. 854). 

16. Guillotine cutting punch press, stamping and 
twining of brass work for electric motor brushes for 
dynamos (A. 881). . 

17. Electric switch and contact makers engaged in the 
manufacture of automatic weighing machines for flour, 
sugar and cocoa (A. 888). ч | 

18. Manufacture and repair of vacuum cleaning machines 
(hand or power) including the woodwork but excluding the 
manufacture of зе pipes (A. 943). 

19. Electric wirers in the roofing department of construc- 
tional engineers (A. 948). ! 

20. Electricians &nd their labourers employed by tin 
mine owners in the upkeep and repair of electrical machinery 
and conductors (À. 953). 

21. Manufacturing, assembling, erecting, or repairing 
of electrical switches, cut-outs, circuit-breakers aud switch- 
gear generally, including main and sub-station switch- 


boards, motor control panels and starters and accumulator 


boards (A. 984). | 

22. Tool-makers making dies and tools used in the 
manufacture of lamps and gas and electric light fittings 
(A. 1,001). | 

28. Wholly or mainly making or repairing tools in con- 
nection with the manufacture of magnetos (A. 1,044). 

24. Engineers’ fitters machining moulds and making 
tools in connection with the manufacture of electrical store 
batteries (A. 1,068). 

Contributions are 
following :— 

24. Persons employed in the manufacture of electric 
fittings for billiard tables, but not including the installation 
of electric light in billiard rooms (B. 719). 

25 Making or repairing electrical manufactures for torsion 
meters and other light instrument work (B. 726). 

26. Making movable electrical cooking and heating 
apparatus (B. 727). 

27. A scientific instrument maker engaged in assembling 
electrical measuring, testing and recording instruments 
(B. 730). 

28. Making electrically-welded chain by machinery mainly 
for pulley blocks (B. 760). i 

29. Screwing, turning, boring, enamelling and boxing 
conduit fittings for electrical wiring (B. 794). 

30. Ebonite and vulcanised fibre workers making insulat- 
ing parts for the electrical trade (B. 805). 

91. Making magneto-electric cycle lamps (B. 832). 

32. Manufacture of electrical signa (B. 845). 

88. Making or fixing electric letter signs, stall plates, &c. 
(B. 899). 

34 (1) Art metal workers producing artistic wrought- 
metal, such as electric fittings, stove fronts and repoussé, 
silver, copper and brass work; (2) packers of artistic 
wrought metal (B. 907). ' 

‚ 85. Making moulds for shaping micanite for use in the 
manufacture of insulators (B. 932). 

36. F xing on the site, or preparation, including dressing, 
enamelling or polishing of slate or marble to finished dimen- 
sions for electrical appliances (À. 952). 

97. Employed on lathe and vice in the manufacture of arc 
lamps for cinematographs (B. 940). | 

38. (1) Wood turners and polishers, turning and french 
polishing wood parts for electrical fittings ; (2) wood 
machinists on drilling and turning machines, making elec- 
trical work, such as adaptors, wall plug covers, pillars. for 
lamps, bobbins for electrical wire and conduit bushes ; (3) 
putting together and fitting with terminals electric fittings, 
such as wall plugs and adaptors; (4) breaking down timber 
and cutting blanks for (2) above (B. 965). 

39. (1) Fixing or mounting fuse-wire or strip on china, 
porcelain or other insulators ; (2) fitting and fixing fuses in 
protecting cases (B. 983). 

40. Manufacture, assembling, erecting or repair of small 
switches, cut-outs, circuit-breakers, distribution boxes and 


not payable in respect of the 


other fittings commonly used for ordinary domestic services 
(A. 984). ; 

41. Making carbons for arc lamps (B. 1,005). 

42. Wholly or mainly sawing, planing and making 
accumulator cell boxes (B. 1,046). 

Cables, Overhead Lines and Street Lighting.—Contributions 
are not payable for the following :— 

15. Workmen employed by a Town Council wholly or 
mainly painting lamp columns (see also B. 547) (B. 734). 

16. Painting street lanterns (B. 774). 

17. Joiners and other workmen making wooden drums for 


electric light cables (B. 1,003). 


Generation and Supply of Electrical Energy.—Contri- 
butions are not payable in the following cases :— 

12. Theatre or music hall stage electricians and their 
assistants not engaged in wiring buildings or other work of a 
permanent character (B. 843). 

13. Switchboard attendants or other workmen engaged 
wholly or mainly in minding, testing or driving electrical 
machinery, and not engaged wholly or mainly in the 
upkeep and repair of electrical machinery ‘and conductors 
(B. 855). 

14. Charging electrical accumulators (B. 1,005). 

Tramways.—Contributions are payable in respect of the 
following :— | 

3. Brass-founders and other brassworkers engaged wholly 
or mainly in casting and machining of brass trolley-wheels 
for tramcars (À. 746). 

4. Repairing controllers on tramcars (A. 789). 

5. Wheelwrights, carpenters, smiths, fitters or other 
workmen, including unskilled labourers engaged wholly or 
mainly in the construction, decoration or repair of vehicles 
(A. 853). 

6. Wholly or mainly in welding the track joints of 


tramway rails in the construction of new tramway lines, and 


in the reconstruction and alteration (but not the repair and 
relaying) of existing ones (A. 939). 

7. Reconstruction of an existing railway, converting same 
from steam to electric (A. 980). 

8. Fixing controllers on tramcars (A. 1,014). 

Contributions are not payable for persons employed in :— 

2. Tramway department of a County Council, inspecting 
material for tramway service (B. 785). 

Works of Construction.—Contributions are not payable in 
respect of :— | 

1. Laying asphalt or tarred macadam in the yards of and 
the paths leading to buildings (B. 738). 


\ 


THE SLAGGING TYPE OF GAS PRODUCER. 


THIS gas producer receives attention in Technical Paper No. 20 of 
the U.S. Bureau of Mines, which is conducting tests upon it to 
show its value for fuels high in ash. With coke fuel and limestone 
flux for both intermittent and continuous runs up to 100 hours, the 
results point to success. Low grade fuels with high ash of 50 to 
60 per cent. have succeeded in Europe, and inthe U.S. with fuels up 
to 30 and 44 per cent. of ash have been tested in high grade fuel 
producers only. 

Laboratory tests show that for high percentages of carbon 
monoxide, the fuel bed of a producer must have a temperature of 
2,300° F. or more, Such a temperature fuses the ash and makes 
clinker difficulties, Now, if a producer is used of the blast-furnace 
type, the use of a suitable flux will remove this ash as slag. 
Bischof is said to have proposed a slagging producer in 1839. In 
1840 one was built at the Audincourt Ironworks, in France, by 
Ebelmen, using charcoal, iron furnace slag and clay, which ran out 
as а fusible slag. One was built by Taylor, and worked at Chester, 
N.J., for four weeks with small anthracite and 30 to 40 per cent. of 
blast furnace slag as flux. The fuels used must have enough fixed 
carbon in their composition to develop the heat necessary to fuse 
the ash and do the other work of the producer. A battery of pro- 
ducers was installed at Gironcourt in 1907, using fuel of 20 to 
25 per cent, ash, and giving a gas with 28 to 30 per cent. of CO and 
9 to 10 per cent. of H and CH,. 

The Bureau of Mines uses a producer with a steel shell and brick 
lining and slag notch. There are eix air tuyeres near the base, and 
four others at higher points for steam admission, fuel being charged 
at the top, where aleo the gas passes off very much as in the blast 
furnace. A cooling device is necessary in the combustion zone, a 
coil of pipe in the lining for water circulation, with 44 in. of 
magnesite brick between coil and fire. The producer top also is 
water-cooled. The scrubber contains only water-sprays. The gas 
passes the fine water-sprays and is dry scrubbed by a layer of wood 
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wool: the air blast comes from a positive blower at 5 or 6 to 16 in. 
water-gauge, the blast being passed through a heater. Coke was 
first used as а simple fuel. Limestone will increase the fluidity of 
the slag, and with the first trials 4-in. crushed limestone was used. 
Analysis was of little use for fixing proportions. for so much of 
both fuel and lime was blown over by the blast. 

Tests have been made with 4 to 28 lb. of stone per 100 of coke. 
Burning 30 lb. of coke per ft. of fuel bed per hour, and using 6 of 
stone to 100 of coke, the slag was semi-tluid, black and glassy when 
cold. The gas showed 31 per cent. of CO and less than 2 of CO». 
To get & low fusion slag 4 lb. of stone per 100 of coke was tried, 
but the slag would hardly flow and clinker accumulated 6 or 8 in. 
deep, though the gas was excellent. 

Next, tests with 12, 20 and 28 lb. of stone were made under no 
steam as before, and the air blast at ordinary room temperature 
with a 6-ft. fuel bed. The slag ran freely with 12 lb. At 28 lb. 
the fluidity point was passed, and the slag would hardly flow. 
With 20 lb. of stone the results were satisfactory, the slag less 
viscous, and freely flowing and spreading readily when run. When 
the blast was preheated it was found possible to run with an inter- 
mittent period of four days. With a 76-hours run the gas was 
regular and excellent at 31 per cent. of CO, and 14 of СО, tapping 
the slag hourly. Limestone 15 Ib., coke 20 lb. per ft. of bed. 
Air at 440°. Other good runs of 100 hours were made with 15 lb. 
of stone, and the use of 0°75 lb. of steam had no effect in reducing 
slag fluidity. 

It may be remembered that Thwaite had a slagging producer on 
test at Leeds, and that blast furnace or slagging producers formed a 
feature in the gas power electrical scheme put forward in 1906 by 
Thwaite and Booth in their coalfields power scheme. 

The success of aslagging producer must depend upon the cost of 
lime necessary to effect the fluxing and upon the possibility of 
making use of the slag by way of a raw material for cement manu- 
facture. As a rule, a slag is deficient in lime if a cement is to be 
made, and lime must be added and ground up with the slag and 
the whole re-burned and ground. Some slags also serve well, when 
crushed, to form the basis of artificial stone. It is clear that the 
whole of the lime for a cement cannot be put through the producer, 
for this must be worked so as to give a liquid slag, an end not 
attained with either an excess or a deficiency of lime. The report 
before us is hopeful that the slagging producer will be a means of 
utilising low grade fuels. 

For large gas producers it is certain that a really successful slag 
producer would be very helpfal, for it would economise labour. A 
producer can be handled entirely by mechanical means. as regards 
its fuel and other charges, exactly like the blast furnace, of 
which it is but a modified example. With a slagging process the 
riddance of the ash or waste could be also dealt with on mechanical 
lines. It may be considered that so far no gas producer outside the 
blast furnace has been made of really large size. But, if a producer 
could be made really large enough to admit of mechanical ash 


removal apart from slagging, there is no apparent objection to be ' 


raised against the employment of a conveyor or chain scraper geer, 
which should remove the burned-out ash and clinker from the pit 
bottom of a water seal producer, so saving the wages cost of the 
present system of raking out, though this is more easy and quick 
to carry out than the raking which is neceseary with the ordinary 
grate bottom apparatus. 


NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED.) 


"Compiled expressly for this journal by Messrs. W. P. THompson & Co., 
Electrical Patent Agents, 25, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


21,076. Telephone systems.“ С. A. WniPPLE. September 16th. 

91,102. '' Electrical switches.” B. D. Horton. (Convention date, October 
231d, 1911, United States.) Beptember 16th. (Complete.) 

21,115. ''Electric pendulum and switch for controlling electric clocks.” 
W. J. PARKER. Beptember 17th. 

21,120. ‘Interlocking electrio starting switchgear.” A. H. RaiLixG and 
С. C. GARRARD. September 17th. 

21,157. Regulator for train lighting systems and the like." P. Kennrpy. 
(Convention date, July 6th, 1912, United States.) September 17th. (Com- 
plete.) 

21.179. Electric indicating apparatus." TYLER APPARATUS Co., LTD., and 
Е. H. Bis HOP. September 17th. 

91,194. ** Method of, and apparatus for, producing mezzotint, stipple, and 


other printing plates, and autograpbic, facsimile, and other telegraphic , 


records.“ А. S. BRIDGWATER. September 17th. 

21,212. *'' Electric cooking apparatus," T. BIRKETT and SIMPLEX CONDUITS, 
LTD». September 18th. . 

21,215. Detachable sleeve for the inspection of wires in cables.“ 
WiLLiAMS. September 18th. 

21,244. Telegraphy.“ E.D.Ca4rHER. September 18th. 

21,203. ''Bystems of electric motor control." BRITISH THomson-Hovustox 
Co., LTD., (General Electric Co., United States.) September 18th. 

21.981. “Electric furnaces.” E. BTAssANO. (Addition to 8,901 of 1911.) 
Beptember 18th. (Complete.) 

21,290. “Electric furnaces.” J. M. (known as Johannes) Bocvzk. 
vention date, October 14th, 1911, France.) September lsth. (Complete.) 

21,810. Secondary cells, charging the same and utilising current there- 
from.” M. R. Hurchisox. (Convention date, September 28th, 1911, United 
States.) September 19th. (Complete.) 

21.383. Printing telegraph instruments.“ 
17,322 of 1910.) September 19th. (Complete.) 

91,842. ''Bedroom electric reading lamp and watch suspender.” 
CLARk. Beptember 19th. 

21,819. Mountings or fittings for tubular incandescent electric lamps." 
D. AsSERSOHN, (Addition to 17,8555/07), September 19th. 


J. A. 


(Con- 


E. J. KxssELS. (Addition to 


C. F. 


21.351. Telephone apparatus.“ К. Laors. September 19th, (Complete.) 
Öns vor and GW. CoLmen, Sep e ber iinet ee 0, 
. for measuring electric resistances.” E. I. Evxnxrr. 
FCC 


21,411. “Electric arc lamps." A. H. RaiLiNG and A. E. i 
September 20th. dcus 
21.415. Direct ourrent dynamos and motors.“ Е. R. FRERMAN. 


September 20th. Complete.) 
21,433, “ Brush-rocking apparatus for dynamo-electric machines.“ 
PiNTSCH'8 ELECTRIC Mro, Co., LTD., and C. H. Угра, Beptember Wih, 
21.445. Production of sheet mica and the like from mica waste and other 
materials." F. BoLLI xn. September 20th. (Complete.) 


21,446. ''Caleniating apparatus particularly adapted for reokoning out 
charges for the use of electricity, gas, water and so forth.“ H. BRUCKMANN. 
Beptember 20th. (Complete.) 

21,471. “Polyphase alternating electric current commutator motors.” 
SIEMENS SCHUCKERTWEKKE G.m.b.H. (Convention date, September 22nd, 
1911, Germany.) September 90th. (Complete.) 

21,472. Cooling dynamo-electric machines," 81 мв eBRos. DANO 
Works, Lrp., апа W. Man DEN. September 20th. (Cor lete.) 

21,478. Eleotrio furnaces for producing gas reactions." H. Parma. 
. date, October 24th, 1911, United States.) September 90th. (Com- 
piete. 

21,504. ''Electric motor-regulating resistances.“ 
Garrard. September 21st. 

21,533. '' Electric-controlling devices for automatic photographie devices." 
B. GRossr. Beptember 2186, (Complete.) 

21,540. ' Automatic thermic cut-out for electric lighting and power trans- 
mission circuits." A. Tasso. September 21st. (Complete.) 


A. H. Ramo and C. C. 


Н 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. Thompson & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford ; price, post free, 9d. (iu stamps). 


1911 

Dynamos. A. A. Price. 19,581. September and. 

TELEGRAPHIC RELAYS. S. G. Brown. 19,779. September bth. 

N HUGRES. Printing TEZLZGRArHS. G. Banzati. 19,816. Septem- 

er oth. 

ELECTRIC SAFETY Fuse. J. Muller. 19,866. September 6th. 

METHOD OF AND APPARATUS FOR ELECTRICALLY TREATING PLANTS, SEEDS AND THE 
Like. F. Muller and Veifa-Wcrke Vereinigta Electrotechnische Inatitute 
Frankfurt-Aschaffenburg. 19,962. September 7th. (June 20th, 1911.) 

ELECTRIC Furnaces. A. E. Bourcoud. 20,038. September 8th. 

COLLECTORS Fok ELECTRIC Traction. R. C. Sayer. 20,100. September lith. 

ELECTRIC BwiTCHES, A. F. Berry. 20,171. September 11th. 

SERIES ELECTRICAL LiGHTiNG. B. C. Atherton. 20,794. September 90th. 

ELECTROMAGNETIC RELAYS, ELECTROMAGNETS AND THE L'KE. Western Electric 
Co. (Western Electric Co.) 20,460. September 218%. 

AUTOMATIC ELECTRICALLY-GOVERNED ENGINE BroP-GEAR. H. D. Hinckley and 
W.D.Halliday. 28,359, October 28rd. 

ErrcrBic Lamps For Motor VEHIcIESs. H. Aron. 24,880. November 2nd. 

MAGNETIC CLUTCHES. A. T. Collier. 24,776. November 7th. 

MEANS FOR USE IN AUTOMATICALLY REGULATING THE TIMING IN MAGNETO- 
fio a APPARATUS, H. Diehl. 25,161. Novemberllth. (November 28rd, 
1910. 

TkLEGRAPHIC Systems. P. Faiells. 97,510. December th. (December 9th, 
1910. Addition to 4,920 of 1911.) 

MANUFACTURE OF MRETALLIC-FILAMENT INCANDESCENT Lamps. Siemens Bros. 
and Co. (Siemens & Halske Akt.-Ges.) 29,69%. December 27th. (Conven. 
tion date not granted. Addition to 19,077 of 1910.) 


1912. 


APPARATUS FOR Propucina ELECTRIC OSCILLATIONS ADAPTED FOR WIRELESS 
COMMUNICATION AND OTHER Purroses. W. Dubilier. 11,091. May 9th. 
TELEPHONES AND OTHER APPARATUS EMuODYING ExrPosrep Diapnragms. E. А. 

Graham. 13,768. June 12th. 

MAKERS OF CONNECTIONS TO COMMUTATOR SEGMENTS OF DyNaMo-ELECTRIC 
MACHINERY. Siemens Schuckertwerke Ges. 16,662. July 4th. (July 4th, 
1911.) s 

MAGNETO-ELECTRIC MACHINES ron IGNITION. W. Hayer., 1,895. January lith. 

CONSTRUCTION OF BURGLAR ALARM. J. H. Lang. 8,932. February 8th. 

ELECTRIC INCANDESCENT Laxrs, R. H. Henderson. 7,148. March 28rd. 
(March 23rd, 1911.) 

ELECTRIC SIGNALLING CIRCUIT FOR TRAIN DESPATCHING AND LIKE Systems. J. C. 
Field. 7,435. March 27th. (March 80th, 1911.) 

Device FoR Locking TOGETHER AN INCANDESCENT ErrcTRIC LAMP OF THE 
BAYONET-CAPPED TYPE AND LAMPHOLDER. G. E. Meek. 12,926. May 8rd. 

DEVICES FoR ENSURING ELECTRICAL CONTINUITY IN METALLIC CONDUITS FOR 
ELECTRIC CABLES. L. M. Waterhouse and Simplex Conduits, Ltd. 13,079. 
June 4th, 

AUTOMATICO TELEPHONE Systems. Siemens Bros. & Co. (Siemens & Halske 
Akt.-Ges.) 14,563. June 2154. (Addition to 7,093 of 1910.) 


Canada.—The Zmes correspondent at Toronto reports 
that at the recent annual banquet of the Manufacturers’ Association, 
at Ottawa, Mr. R. S. Gourlay, the new president, said :—'‘ We were 
asked by British manufacturers if we would favour an increase in 
British preference, His answer was: — We would not; and their 
best course is to cast in their lot with us, and establish branch 
factories in Canada." | 


Fire.—An outbreak of fire occurred on Wednesday last 
week at the fitting shop of the British Insulated and Helsby Co.'s 
works at Prescot. The roof and a quantity of stores were totally 
destroyed. 
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No. 1,820. 
STATESMANSHIP 
FOR MANUFACTURERS. : 


STUDY the prospective markets and nurse them! Organise a 
foreign trade campaign!  Co-operate in reason with your 
British rivals in order effectively to meet foreign competition ! 
Advertise to the whole world your ability as an up-to-date 
manufacturer ! 

To readers of the ELEcTRICAL REVIEW such advice as the 
Indeed, it is very much like a 
selection of texta from a series of our own. On this occasion, 
however, we quote the suggestions from a statesman of 
experience, Lord Selborne, who uttered them last week at 
the opening of the Olympia Machinery and Engineering 
Exhibition. Writers in the trade Press may say such things 
as the outcome of special study, and as the result of urgent 
warnings received from qualified observers; trade com- 
missioners and consuls also may offer similar counsel in very 
definite terms; but we are afraid that too often such 
suggestions have come to be regarded as a matter of course 
when passed through such channels, and we have noticed 
occasionally a disposition to treat them as more or less idle 
talk. We would remark at once, however, that we 
believe that disposition to be breathing its last, though ultra- 
conservation still occasionally betrays itself. In the elec- 
trical and engineering trades especially have we noted with 
feelings of deep satisfaction the new spirit that has in recent 
years entered into British investigation of foreign trade 
possibilities, while there is also a slight movement toward 
more efficient organisation, a more sympathetic attitude 
toward the principle of co-operation to gain common ends 
has been engendered, and save in a few exceptional cases, the 
desire to hide one's light under a bushel no longer occupies 
the breast of our manufacturers. 

So far, then, the spirit, the attitude, the desire, have 
undergone a healthy change. The recognition that a certain 
course of procedure is wrong is not enough. If the pace has | 
been too slow, it must be speeded up; if the method of 
doing business be obsolete, it must be scrapped in favour of 
the more efficient though more exacting system which 
altered conditions have necessitated ; if orders from new 
markets be desired, we have got to do something more than 
wish for them. Sentiments are of little avail, a mere 
assent to the editorial proposition that thesé days demand 
more active effort in a forcign field is of little use, from our 
national and individual manufacturing point of view, unless 
we take some very definite course to extend our trade— 
unless we become thoroughly aggressive. These, we know, 
will be termed platitudes ; they are—we admit it. 

Can we say, though, with such reflections prominently in 
mind, that our manufacturers and traders are doing their 
best to maintain and develop the British position abroad, 
sceing that a strong policy is essential for productive 
activity and prosperity to be continued at home in the 
years that are to come? If we understand the views 


foregoing is not unfamiliar. 


[501] 


562 THE ELECTRICAL REVIEW. 


[VoL 71. No. 1,820, OCTOBER 11, 1912. 


of Lord Selborne, as reported in the Press, he, at any rate, 
is not satisfied with the position of affairs. Speaking 
as the result of his experience in an office of high 
authority in South Africa, and assisted also by the suggestions 
of students having other coigns of vantage from which to 
view the battle, he appeals to the British manufacturer to 
pay heed to the alertness of foreign competitors in 
getting their feet early into new trade territory, and he 
suggests, as a study well worthy of the statesmanship of 
our manufacturers, the nursing of prospective markets.“ 
Of course we are in the most complete agreement with his 
lordship, for again and again have we urged our firms to 
take a large view of export matters, not being content with 
а mere inquiry and order-book business producing an 
immediate profit, but establishing a connection in, and a 
hold upon, new markets where an immediate satisfactory 
return was out of the question. In recent years we have 
emphasised the forward movement or awakening that was 
taking place among the people in such markets as China, 
Turkey, Russia and South America, all of which must 
inevitably soon bring a huge demand for modern facilities ; 
also the hopefulness that should exist with regard to trade in 
Canada, Australia, India and South Africa. It used to be 
said in some quarters that our electrical firms could not 
afford to stand the financial drain involved. We have 
seen in a number of cases that that objection has been 
falsified by practical experience, even when trade was not 
good, and profits were smaller. 

But to-day—What of the position in 1913? Reports 
from every hand show that electrical engineering works are 
full of business, extensions to works are being carried out, 
order books are in a healthy state, deliveries cannot be pro- 
mised as quickly as desired. A discordant note is struck by 
the report issued by one manufacturer this week, but the 
position described has arisen through exceptional losses, and 
one can only hope that it is but a temporary fall from ordinary 
dividend grace. Taking the outlook generally, we appear to 
be in the midst of a bigger boom than ever before. The 
weekly reports in the engineering Press have formed for some 
months past quite entertaining reading, showing the rush of 
business and the fulness of employment for labour. But 
booms do not last. We must profit by past experience, and 
remember the drop in the trade curve which comes as in- 
evitably after the boom as the night follows the day. In times 
of depression we discuss things that are wrong, and mean to 
put them right when trade improves ; as activity increases 
and the boom comes on, we are busy or we forget those good 
intentions. Now the best way, surely, is in time of boom 
when we can better afford it, to adopt this policy of nursing 
prospective markets, so that slackness when it comes will 
be less serious. We hope that the appeal of Lord Selborne 
for the matter to be dealt with in a statesmanlike, instead 
of & parochial, manner by British manufacturers will receive 
a sympathetic attention from those to whom it was addressed, 
and from all who are interested in strengthening the founda- 
tions of the citadel of British engineering. 


THE suggedtion for co-operation and 
advertisement touched upon briefly in 
| the preceding article is а very timely one. 
It should not be passed over lightly, but deserves the most 
profound deliberation from all of us. "There is an inter- 
national exhibition to be held at Ghent, Belgium, next year. 
How can we secure that British electrical engineering shall 
have a really true representation in evidence ? We can hear in 
а hundred offices at once the remark that “ it is ridiculous to 
suggest that such a firm as ours could stand such a burden.“ 


Co-operative 
Exhibiting. 


We recognise the heaviness of the burden, but why not 
share it with your brother manufacturers? Surely that 
would be better than to see the foreigner go in and win. 
Mr. J. M. Robertson, M.P., the Parliamentary Secretary to the 
Board of Trade, who followed Lord Selborne, showed that he 
appreciated how great was the growing burden of individual 
displays at international exhibitions, but like many more of us, 
he also sees how imperatively necessary international advertise- 
ment of the manufacturing products of this country has become. 
We observe that even in Germany criticism is being offered 
that international exhibitions are following too closely on 
the heels of one another. It is feared that excess will lead 
firms to get into the way of holding aloof. It is understood, 
however, that the firms who, under the auspices of the Board 
of Trade Exhibitions Branch, entered into а co-operative 
arrangement at Brussels and Turin, found the efforts well 
worth while. Our foreign competitors have shown their 
satisfaction with exhibitions of this kind by increasing the 
space at succeeding shows, and it is certain that if we are 
not wide awake in respect of Ghent, we shall be eclipsed in a 
country which can afford us one of the best trade oppor- 
tunities so far as the Continent is concerned. There will be 
no other great exhibition in Belgium for a decade, and the 
British Government proposes to make a special feature of 
engineering and machinery in the British exhibit. The fact 
that on the Continent there are to be met our keenest elec- 
trical rivals with their network of connections spread out in 
all directions must not be allowed to dictate a policy of 
apathy. British electrical apparatus must be advertised if 
it is to be known; it is likely to be known more effectively 
if it is seen. The quality of our production is high, 
why not let it speak for itself in a co-operative electrical 
advertising effort at Ghent? How far are rival competitors 
in the British electricul industry willing to join hands in a 
splendid effort to boost their products in the presence of 
Continental buyers and of those who will come from other 
foreign markets to visit the exhibition? Each may reduce 
the cost to the other and both stand to gain something. In our 
next issue we shall give some further details of the arrange- 
ments, and we venture to hope that some way will be found for 
ensuring that British electrical industry not only shall not 
suffer, but shall greatly gain, from the holding of this exhibi- 
tion and from the facilities that the Board of Trade are 
placing at our disposal. 


IT is interesting to notice that the 


е dis President of the Incorporated Law 
Nile Society has been attempting to blame 


the expert witness for the abnormal 
expense of modern litigation. If it be true that your expert 
demands and receives large fees, we see no reason why he 
should not do so. Anyone who has had experience of ‘the 
law from the point of view of the man who is summoned to 
assist the Court by giving evidence will appreciate that the 
fee charged may very properly be out of proportion to the 
time spent in the witness-box. A busy engineer may have 
to make a preliminary report, travel to a remote part of the 
country to view the locus in quo, attend numerous conferences, 
make plans, models, and drawings, and conduct experiments. 
Surely he is entitled to charge a reasonable sum for all these 
services which make a very serious demand upon his time ? 
His fee is but the reward of talent and experience. May we 
suggest to Mr. Samson that the lawyer’s bill of costs might 
often be materially reduced if the client were advised to 
consult a technical expert at the earliest possible moment“ 
Suppose, for instance, the question at issue is whether & 
generating plant is capable of doing the specified work. 
The lawyer may advise as to the construction of the con- 
tract; the lawyer’s client who supplied and erected the plant 
may be satisfied in his own mind that it complies with the 
contract, and may have sufficient force of character to 
impress his legal advisers with the same view. But an 
independent expert will look at the whole matter from a 
more or less impartial standpoint, and may well be in a 
position to switch off a very expensive current of litigation. 


— 
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DOMESTIC WATER-HEATING BY 
ELECTRICITY. 


HERR А. RITTERHAUSSEN, in a paper read before ће Ver- 
band Deutscher Elektrotechniker recently," discusses the 
importance both to the consumer and to the supply engineer 
of electric water-heating for domestic use. 

He points out that about three-fifths of the heat required for 
domestic purposes (exclusive of that for room warming) is used 
for heating water, and if this is to be supplied electrically so as 
to compete favourably with gas or coal, the charge for elec- 
tricity must be a lower one than is usually possible under 
ordinary circumstances. \ 

The difficulty can be overcome, however, if some form of 
heat storage is employed for the water-heating, so that the 
required energy can be supplied to the apparatus not neces- 
sarily when the hot water is required by the consumer, but 
at times of light station load, such as the early morning or 


the daylight hours. Such a load, completely under the con- 
trol of the supply station, can, of course, be economically 
supplied ‘at a very low figure, and may, eventually, prove a 
valuable means of levelling the load curve. 

To meet this requirement, Herr Ritterhaussen, after long 
experiment, has developed an interesting form of heat accumu- 
lator which he c'aims competes favourably as regards first 
cost, working. cost and simplicity with the gas-heatcd 
“geyzer " and similar rivals. : 

The arrangement of this is shown in the section, fig. 1. The 
heat accumulation takes place in the water itself, the heat being 
given off by the heating body / at the bottom of the cir- 
culating tube ^, and conveyed by convection to the top of 
the main chamber « in the neighbourhood of the outflow 
pipe i. As hot water is withdrawn by the consumer, fresh 
cold water from the mains enters by the pipe d at the bottom, 
and the perforated plate / serves to prevent all eddying and 
mixing of this cold inflow with the existing hot water. 

The cold water thus remains at the bottom, and passes 
gradually into the circulating tube л, and, after heating, to 
the top of the chamber. The well-known fact, that in a 
vertical chamber, such as this apparatus forms, heat travels 
downwards only very slowly, makes it possible for the cold 
and hot waters to remain in this way in the same chamber 
for an extraordinarily long time without mixing. Thus, at 
any moment the full amount of hot water corresponding to 
the energy supplied is immediately available. 

Heat dissipation is reduced to a minimum by surrounding 
the water chamber by an 8-in. thick coating of very loosely 
packed silica. No metallic connections between the water 
and the outer casing occur, except the inflow and outflow 
pipes. The inlet pipe is only in contact with cold water, 
since no appreciable heating occurs below the bottom of the 
circulating tube, and, therefore, no loss occurs through it. 


.I. Z., August 22nd, 1912. 


Loss through the outlet pipe is practically prevented by the 


simple device of carrying the pipe in a downward direction 
for some distance (about 18 in.) in the non-conducting 
coating as shown. With this arrangement all convection 
currents in the pipe are prevented, and so extremely little 
heat escapes through the pipe, whilst with a pipe directed 
upwards, or even horizontally, and however well lagged, a 
prohibitive amount of waste was found to occur. 

The accumulator is provided with a simple automatic 


. cut-out which disconnects the supply as soon as the desired 


temperature is reached, and reconnects it after water has 
been drawn off. This consists of a contact thermometer &, 
and an electromagnetic mercury switch /. This device 
only consumes about half à watt, and since the temperature 
changes in the accumulator take place extremely slowly, 
the mercury switch only has to operate very occasionally, 
and has a very long life. 

The apparatus is thus wholly automatic, and is also in no 
way disturbed, if, at certain times of the day, the supply is 
entirely cut off, either by a time switch or by hand. 


| 
NOTES FROM INDIA. 


[BY OUR SPECIAL CORRESPONDENT. ] 


Dacea.—Under the old scheme of things when this very 


ancient and highly interesting city was the capital of the - 


new province of Eastern Bengal and Assam, a concession for 
electric lighting and tramways was, after considerable delays 
and expense, granted to Messrs. Octavius Steele & Co., of 
Calcutta. In due course a company was formed, the necessary 
capital was subscribed, some locally, some in England, orders 


were given for the plant at home, and everything progressed 


satisfactorily. The old three-wire 440-volt central station, 
which was a free gift of the old Nawab of Dacca to the 
citizens, was to have been absorbed in the new power scheme 
and the existing overhead bare copper mains utilised to some 
extent. 

Suddenly, and without warning, came the news of the 
Delhi Durbar booms, one of which, in response to a fierce 
agitation among Bengalis, was to nullify the partition of 
Bengal, and by a stroke of the pen the province of Eastern 


Bengal was wiped out and the proud city of Dacca reduced 


to its former decaying position. , Interest in the new electric 
lighting scheme ceased for the time, orders not executed were 
cancelled, and the promoters of the scheme were naturally 
very disappointed and dissatisfied. . Now, however, after a 
lapse of several months the newly-appointed Governor 
of Bengal has signified his intention of making 
Dacca his headquarters for at least two or three 
months a year, and active work on the new lighting 
scheme has again commenced. By March, 1913, it is hoped 
that the machinery will be in operation, and current from 
the new power house in the mains. The Bengal Govern- 
ment, it is said, has guaranteed a certain minimum con- 
sumption per annum, sufficient, at any rate, to pay yearly 
establishment charges and maintenance ; and it is anticipated 
that street lighting and private consumers will yield a suffi- 
ciently large revenue to go towards paying a dividend. 
Agra.—'Tenders are being called for a lighting scheme for 


this ancient and beautiful Moghul city and cantonments. It . 


is not generally known as yet whether the Government are 
allotting the necessary funds; or whether it is in the 
initiative of à private syndicate who have obtained a lighting 
concession. A new electrical inspector has recently been 
appointel in the United Provinces, and contractors are not 
yet familiar with his methods. 

Wire.—Government engineers are frequently specifying 
metal-covered wires in India in these days, the popular 
favourites being Stannos, imported by Messrs. Siemens, 
and Henley's system. As these metallic-covered wiring 
systems are cheaper and neater than, and probably as durable 
as, either wood casing or conduit work, neither of which in 
India is very lasting, wire manufacturers who have not 
yet put а “ system" on the Indian market should wake up 
and meet a want, instead of, as some,wire manufacturers’ 
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agents do, wasting time and misplacing energy in decrying 


the systems which are growing in popularity. 

The wiring method which has stood the test of time is 
undoubtedly teakwood casing work spaced away from walls оп 
small porcelain button insulators; but a new fashion has 
come in—whether to stay or not isa debatable point—and it 
must be catered for even temporarily. 

Electric Drive for Mills.—A new flour mill driven elec- 
trically has been opened recently by Messrs. Andrew Yule, 


of Calcutta. The motors are by the Lahmeyer Co., running 


direct off tbe Supply Co.'s H.T. 6,000-volt mains. The 
consulting work was in the hands of Mr. Speyer, who 
explained the economy of motor drive to an interested 
audience of commercial men. 


— —  ————À re — ——— ee M 


COMPENSATING VOLTMETERS. 


Bv F. T. HOMAN, A. M. I. E. E. 


IT is frequently of advantage to be able to measure at the 
generating station the voltage at the feeding point of a 
feeder without resorting to the use of pilot.wires. For this 
purpose compensating voltmeters may conveniently be used ; 
their main advantages are :— 

1. The low cost of installation and upkeep. 

2. The elimination of frequently troublesome pilot wires. 

Fig. 1 shows a diagram of connections for a voltmeter 
applied to & single feeder. 

B is a high series resistance provided with three terminals, 
and is connected across the bus-bars. 

A is a low-resistance shunt inserted at the bus-bar end of 
the feeder. 

It will be noted that the effect of the shunt A is to oppose 
the drop across the few turns of high resistance to which the 
voltmeter is connected, and, consequently, when there is any 
load on the feeder, the voltmeter reading is correspondingly 
reduced to allow for the voltage drop on the whole length of 
the feeder. 

' The shunt may conveniently be dispensed with altogether 
by using instead a short length of the feeder cable itself, such 


BUS-BA^ 


RUS BAR BUS BAR 


FEEDERS FEEDERS 


FIG. 1. Fic. 2. 


that the resistance corresponds with the calculated resistance 
of the shunt. This will not usually mean tapping more than 
about 20 ft. of feeder. | 

By the adoption of a suitable plug or switch arrangement 
a single instrument may be used on several feeders. | 

Fig. 2 shows the connections for three feeders, using a three- 
pin plug and sockets, and employing a length of feeder in 
place of the shunt in each case. 

The “ moving-coil " and “ hot-wire” types of instruments 
are suitable for use as compensating voltmeters ; the electro- 
static type is, of course, unsuitable. |  - 

The above remarks apply to direct-current working. 
For alternating-current systems a similar arrangement is 
possible; the high resistance will be non-inductive, and a 
reactance will be used in place of the shunt. Instruments 
of the induction or ** hot-wire " types may be used. 


CORRESPONDENCE. 


Letters received by ма after 5 P.M. ON TUESDAY cannot appear until 
the following week, Corr should forward their communi- 
cations at the earliest ible moment, No letter can be published 
unless we have tha writer's name and address in our possession, 


The Use of Mica in the Insulation of Electrical Apparatus. 


If you will permit us, we should like to make a few’ 
criticisms and add a few notes to the very able article on the 
above subject by Messrs. Fleming and Johnson, in the recent 


issues of the ELECTRICAL REVIEW. 


We agree with the writers that there is a lack of know- 
ledge amongst, electrical engineers as to the limitations of this 
insulator in some directions, and also as to its use and 
advantages in other cases. 2 

We also agree with the writers that the mottling on some 
of the muscovites does not. greatly affect its insulating value 
for practical purposes. 
caused by inclusions of magnetite and decomposed felspar (or 
china clay). Prof. E. Wilson some time ago carried out a 
series of experiments to ascertain the dielectric strength of 
various commercial micas ; the results have been published, 
and we shall be pleased to forward a copy to any electrical 
engineer who cares to apply to us. The dielectric strength 
of the best clear ruby mica compared to spotted Bengal 
mica was as follows, the test pieces being 4 mils thick :— 

Bengal ruby clear 5,250 volts per mil. 
. Bengal spotted ... 2,750 volts per mil. 


We forward a direct contact photograph to show the form 
of the magnetite inclusions in the spotted mica of the same 
quality as the tested piece. The figures for the spotted 


Еа. 1.—DIRECT PRINT FROM “BENGAL SPOTTED MICA,” 
SHOWING MAGNETITE INCLUSIONS. 


mica are high enough for all ordinary purposes; the ruby 


clear is used largely for special high-tension work, condensers 
and so on. 

We cannot agree that amber mica (phlogopite) is much 
more expensive to split than muscovite. -By reason of its 
softness it reqaires a little more care, perhaps, than muscovite, 
but an expert, or properly trained splitter, using the proper 
form of knife would not consider it much more difficult to 
deal with if the edges of the slab had been trimmed as they 
should be for this purpose; that is, the mica should be 
trimmed round with a knife held on the slant, what is known 
in the trade as sickle trimmed, because the natives in India 
use a sickle for this purpose. If this is done before splitting, 
much time and waste will be saved in dealing with any kind 
of mica. The actual process of splitting correctly and 
economically is difficult to explain on paper, and сап only 
be acquired by practice and training, а point that, we fear, 
is not generaliy realised. | 

We do not agree either that the cost of amber mica is 
three to four times that of soft green ; about 25 per cent. to 
50 per cent. extra would be nearer the mark. 

We agree with the writers that the so-called * softness "' 
of many micas is due entirely to the presence of moisture 
between the lamine, and that all attempts to soften mica 
artificially by * annealing," or any other way that altera its 
structure, only result in partially or wholly destroying its 


This mottled appearance is often 
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most valuable characteristics, particularly its insulating value, 
by the partial disintegration which these processes involve. 
We certainly must protest most strongly against the state- 


ment that pure mica has only a restricted application on , 


account of the limited area of the sheets. Mica can be 
obtained and is regularly sold in &izes up to 24 in. х 12 in., 
which is large enough for most purposes; nor, when one 
considers the way in which all large mica that comes on the 


market is absorbed at once, is it true to say that mica over 
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Fic. 2.—LARGE MICA PLATES FOR ELECTRICAL INSULATION, 


12 in. long “ is not a commercial proposition." We forward 
a photo herewith of part of an order we have just executed 
for some mica over 12 in. long (fig. 2). The rule shown in 
the print is a foot-rule, and this is typical of orders we also 
have in hand. | | | I 
Referring to the use of pure mica in commutators, we 
cannot help thinking that there is a lot of nonsense talked 
about the relative hardness and softness of mica used for this 
work; whilst, on the one hand, we hear of engineers who are 
troubled with the uneven wear of mica and micanite in their 
commutators, there are plenty of firms who use the so-called 
hard micas and who never seem to have any trouble at all 
in this direction, which suggests that the cause of this 
trouble should be sought for elsewhere, & view which is 
shared by one of the leading insurance engineers, who naturally 
has exceptional opportunities for studying this question. 
With reference to the respective merits of mica and 
micanite for commutator insulation, we sell large quantities 
of both insulators, and consequently we have a fairly good 
knowledge of the experience of the users, not only of 
material we sell ourselves, but also that from other sources, 
and there i8 no doubt that micanite gives far more trouble 
in use than pure mica, a view which we are sure is shared 
by the vast majority of electrical engineers; in fact, we have 
always made a point of asking every electrical engineer we 
meet, which he would prefer to use, apart from the question 


of cost, and in no instance can we recall a single answer in 


favour of micanite, whilst from the number of times we are 
asked to replace burnt-out micanite segments with mica, we 
think that this dissatisfaction is pretty general. The 
enclosed photo. showing one of these burnt-out segments— 
just received—shows well the usual trouble ; the insulation 
is completely burnt away (fig. 3). As long ago as 1906, Mr. 
Michael Longridge, chief engineer of the British Engine, 
Boiler and Electrical Insurance Co., Ltd., stated in his 
annual report that he ‘deemed micanite unsatisfactory for 
use between commutator segments, and that pure mica should 
be used." 

Micanite has very many uses, and although a long way 
behind mica, is nevertheless a very useful insulator, only it 
is unfortunate, in the interests of both buyers and mant- 
facturers, that enthusiasts should rush in and claim for it 
virtues that it does not possess; even more than mica in 
some directions, it bas its limitations, and one of these 
appears to be its unsuitability for commutator work. The 
reader has only to turn up the “Correspondence” columns 
of back numbers of the ELECTRICAL REVIEW to see this, 
and it is unnecessary to go into the matter here. 


CAL REVIEW. 


When micanite was first put on the market, some years 
ago, it was then made very carefully and with large splittings ; 
they were called No. 5 grade, but would to-day be classed as 
No. 4, so much have the gradings fallen in area since then. 
Makers then claimed for it a dielectric strength of 1,000 
volts per mil, and undoubtedly it would and did stand this 
test. But to-day, although, with all these years of experience 
and practice behind them, one would expect manufacturers 
to produce a much better article than the early micanite, this 
is not so; its dielectric strength has fallen to about half of 
what it used to be, and the breakdown strain of most com- 
mercial micanite now seems to be about 500 to 600 volts 
per mil. This may possibly be a partial explanation of the 
dissatisfaction that exists amongst so many electrical engineers 
with this material. For this result the buyera are mostly to 
blame; they have constantly demanded a cheaper and 
cheaper article, and the manufacturers have nobly done 
their best to meet this demand, in spite of the always- 
increasing cost of raw material, &c. Tke whole value of 
micanite as an insulator depends upon the area of the 
splittings from which it is made, and no amount of careful 
workmansbip, heating and pressing will compensate for 
No. 6 splittings being used instead of No. 5 or No. 4. 
If buyers are prepared to pay a good price for a good 
article, we are confident that manufacturers can produce a 
micanite far superior to anything at present on the market. 

However, even at its best micanite must necessarily be far 
inferior to mica as an insulator. The binding cement, no 
matter how small a quantity is used, is always a source of 
weakness ; it is liable to carbonise under the action of heat and 
to deteriorate under theaction of ozone. The researches of the 
writers themselves demonstrate this in their valuable paper 
on “Chemical Action in the Windings of High-Voltage 
Machines," read before the 1.E.E. at Manchester, February 
14th, 1911, from which we beg to quote: As regards the 
micanite samples, the mica itself was unaffected, but some 
action was observable on the varnishes used for cementing 
the laminæ together; again, in summing up the results of 
their investigations, Messrs. Fleming and Johnson state that 
„Mica is itself unaffected, but the cements used in building 
it up are liable to attack on exposed surfaces.” Mr. E. H. 
Rayner, M.A., of the National Physical Laboratory, in his 
paper on “ High-Voltage Tests on Insulating Materials,“ 
read before the I.E.E. on February 8th, 1912, makes the 
following remarks with reference to micanite and mica. 
Where micanite was under test at high voltages. . . the 
material becomes rapidly hot and softens around the elec- 
trodes, swells by internal vapour pressure, and is finally 
pierce] ;” and later on, Generally speaking, thin qualities 
up to abont 1 mm. will withstand a stress of 20,000 volta 


Fic. 3.—MICANITE COMMUTATOR SECTION, SHOWING | 
FAILURE OF THE INSULATION. . 


per millimetre in air for 10 minutes," (equal to 500 volts 
per mil, which bears out our contention stated earlier 
in this letter). Above this thickness, up to 2:5 mm. 
there is more difficulty in making material which 
will withstand this stress.“ Speaking of pure 
mica, he said: “Mica may be run very near the 
breakdown point for a long time, and is unaffected by ordinary 
temperatures met with in machines.” A test piece 0°04 mm. 
thick was subjected to 7,000 volts for two hours, and was 
not punctured, **although the steel ball electrodes were too 
hot to hold and the brush discharge stained the mica with à 
ring of iron oxide’; this strain is equal to 4,375 volts per 
mil of thickness. | | 
There is no doubt that mica should be used as far as 
possible without any cement, whatever, and this can be done 


566 


THE ELECTRICAL REVIEW. vol. 71. No. 1,820, OCTOBER 11, 1912. 


to a far greater extent than is realised if only a little care is 
used. "To mention one use, pure mica tubes can be obtained 
consisting entirely of rolled mica and containing no cement 
whatever up to 12 in. or 18 in. long, and the increased cost 
is not so great as would appear at first sight, because these 
tubes can be used so much thinner, as they will stand a much 
greater breakdown strain than micanite tubes; to show 
that these are a “commercial proposition,” we might 
mention that we have supplied thousands of such tubes to 
various electrical firms. If electrical engineers could only 
spend a few hours with a splitting knife and a few sheets of 
mica now and again, they would be astonished at what can 
be done with it; by splitting a large sheet up into plates 
about 1 mil thick, it can be bent round sharp corners or into 
slots as easily as micanite if precautions are taken to hold it 
in place, and there is always the advantage that much thinner 
insulation can be used with no fear of any changes taking 
place due to chemical action. 
F. Wiggins & Sons. 


London, E.C., October 1st, 1912. 


. Re Contracts in India. 


In your issue of August 28rd, 1912, under “ Corres- 
pondence," you published two letters signed respectively 
“Опе Interested" and N. M. Marshall, on the subject of 
contracts in India. On reading these letters, and taking 
into consideration the fact that they both appear under the 
same date, it seems to us that they were both inspired by 
one and the same mind, except that * One Interested " is 
accusing N. M. Marshall of being given preferential treat- 
ment by the Government, by being favcured with the cor- 
tract for the Coronation lighting, and N. M. Marshall in 
turn accuses some firm, whose name he does not state, of 
being favoured in the same way that One Interested“ 
states that М. M. Marshall was favoured. Now, this corres- 
pondence certainly seems to indicate that either Опе In- 
terested or N. M. Marshall is very much at sea in the 
statements made, and under the circumstances we think that 
a statement of fact may be of interest to your readers. 

For a number of years past we have been estimating for 
Government work, and in some cases we have been favoured 
with ordera, but in other cases the orders have gone to some 
other local firm here, and we feel sure that some of the 
orders which have passed us have not passed us on account 
of our prices being high. 

Our own idea of this subject is that the Governmert does 
not always place orders with the lowest tenderer, Lecause 
some firms here have a practice of cutting their prices to an 
absurd limit, and if orders were always placed with the lowest 
tenderer one firm would be favoured with practically the 
whole of the Government's orders, and other firms would 
become tired of tendering, so that the cheapest firm would 
eventually obtain a monopoly of Government contracts, and 
so stifle all competition. 

We believe that the Government method here is to spread 
the work round as much as possible, so as to keep a number 
. of firms available for their work, instead of giving the 


whole of the contracts to one firm, and the Government, when 


working on these lines, does not always appear to place orders 
purely on the question of price, but considers the nature 
of the work fo be done, the class of material offered, and the 
abilities of the various firms to make a decent job of any 
orders placed with them. 

The statement that the contract, amounting to Rs. 1,20,000 
(£8,000), for the illumination of Bombay in honour of His 
Majesty the King's visit, was placed with one firm without 
other firms being asked to tender. is an absolute out-and-out 
misstatement of fact, and in support of our statement we 
enclose herewith a copy of our estimate dated June 1st, 1911, 
for the Coronation illuminations amounting to Rs. 1,25,000. 

From this you will see that we were asked to tender, and 
that our price was only Rs. 5,000 higher than that tendered 
by the Parsee gentleman trading under the name of ** N. M. 
Marshall," and sometimes as Marshall & Co.,“ and it was 
Messrs. Marshall & Co. who booked this order. 

We also know that other firms were asked to tender, but 
we do not know what their prices were, as the Government 


does not make a practice of issuing a return showing the 
various sums estimated for different installations. 

You are at perfect liberty to publish any portion of this 
letter or of our estimate, and we think it а great pity that 
Government officials are not allowed by Government rules 
to defend themselves against such attacks as were made in 
your issue of Augast 23rd, 1912. 

It seems to us that the only possible result of the letters 
written by “ Опе Interested” and N. M. Marshall will 
be that the Government will decide to do the whole of its 
electrical work departmentally, and this will result in all 
orders for material being placed at home, and Bombay 
electrical firms will have a very bad time to look forward 
to. As it is, the Government is now doing u large amount 
of electrical work departmentally. 


Pro Greaves, Cotton & Со, 
J. ELLIOTT. 


Bombay, September 20ih, 1912. | 


| Knife Switches. Г 
As a designer and manufactmer for many years, I would 


point out that, in approaching the above subject, consider- .. 


tion should be given to strong simple mechanical design, 
giving ample area of contact, sufficient cross-section, and 
pressure of contact between surfaces. 

In designing switchboards, a maximum density of 1,000 
amperes per sq. in. cross-sectional area for bus-bars and 
bare connections; 750 amperes per fq. in. for purely 
current-carrying parts of switchgear ; and 250 amperes per 
Sq. in. for contact surfaces, give excellent results in 
freedom from heating at all movable and fixed mechanical 
joints, and at the same time ensure strong mechanical 
design. | 

The designing and choice of materials so as to obtain and 
maintain sufficient pressure between contacts is all-important 
in determining the useful life of a switch. 

Now, in designing switchgear on the above lines, the 

uestion of “ live hinge” or not is of no moment whatever, 
the only consideration is the question of heating, and I 
submit that a consulting engineer has no business whatever 
(if honestly considering the interests of his clients) to 
specify in what manner, or of what type, the switch shall be 
constructed. He is not a switch designer or manufacturer, 
and probably his only actual experience has been with paper 
switches of the single stroke pen type. It is quite possible 
to safeguard everybody's interest by specifying switches to 
be of strong mechanical design (and see that they are so when 
delivered), and to be free from abnormal heating when lodfled 
as per specified conditions. $ 

In conclusion, I would state w;thout fear of contradiction 
from any responsible switchboard designer, that the finest 


switch ever designed is that originally introduced (I believe) 


by the British '"lThomson- Houston Co., and manufactured 
by the General Electric Co., of New York, and used on 
most of their traction boards. This switch has a live 
hinge.“ | 

Knife. 


[To prevent misconception, we think it well to state that 


the writer of this letter is a well-known municipal engineer. 
—Ens. E. R.] 


Factory Electrification,—The days are gone by when 
it was neceseary to convert factory-owners and manufacturers to 
the advantages of electrical driving. It is praotically generally 


. recognised now that the electric motor offers advantages which 


no other form of driving can offer, and many steam and gas- 


driven factories are now being chenged over to the electric drive, 


and very few new factories are put down on the old lines. Among 
the factories which are being at present equipped to the specifica- 
tions of Mr, Frank Broadbent, who has epecialised in the electri- 
fication of factories and workshops, are the following :— The Home 
and Colonial Stores tea and cccoa warehouses, which will take a 
supply for about 50 motors of various sizes, in addition to electric 
light, from the mains of the Shoreditch Vestry; W. P. Griffiths 
and Sons, Ltd., about 30 motors and lighting from the South 
London Electric Supply Co.; R. & R. Clark, Ltd., of Edinburgh, 


about 60 motors from the mains of the Corporation supply; and 


the Nottingham Guardian, lighting and power, from the Corpora- 
tion supply. | 
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ELECTRICITY AND SMALL WATER 
SUPPLIES. - 


A FIELD of application of electrical energy which can be extended 
considerably, at any rate in this country, is the utilisation of electric 
power for supply of water to small isolated installations, such as 
country houses, kc. A good deal has, of course, been done by means 
of the ordinary plunger pump driven electrically, but a modern 
improvement which appears to be worthy of attention has recently 
been installed at the Seapatrick Mills, this being, we understand, 
the first installation of its kind in this country. It consists of a 
pumpof thetypeshown in the illustration below, fitted with a small air 
chamberand automaticswitch, and direct-coupled toan electric motor, 
the pump and motor being mounted on the same self-contained bed- 
plate. The system is known as the Pitro, and this was installed by 
the Pittler Universal Rotary Machine Syndicate, Ltd., of London. 
In this system, the air is compressed in the top of the air 
chamber to a predetermined pressure, when it actuates a small 
diaphragm. This throws out the automatic switch, and therefore 
cuts out the motor. When the pressure falls in the air chamber, 
due to water being drawn from the system, the reverse action 


AUTOMATIC ELECTRIC PuMPING SET. 


occurs, the diaphragm being actuated by a spring. Hence the 
system is entirely automatic, and the motor only drives the pump 
when water is being drawn from the system. 

The advantage of electric power in this connection is that an 
instant response is given to the demand for water, and therefore 
the necessity for a storage system euch as a cistern is done away 
with. The ádvantage of this is cbvious when it is remembered 
that such cisterns accumulate dirt, and harbour bacilli, thus tending 
to propagate illness and disease. The action of the motor- 
driven pump ensures a steady flow of water without any pulsation in 
the system. The pump itself is entirely enclosed, and runs practi- 
cally noiselessly, without the vibration which is an unfortunate 
feature of a good many reciprocating pumps. Its steadiness in 
running, combined with the compactness of the arrangement, allows 
of a comparatively light foundation being adopted, and hence the 
cost of installation is comparatively low. 

From the operating point of view, the action of the pump com- 
bines the good features of the piston pump, allowing the use of 

high pressures and a suction lift of up to 25 ft., with that of a 
centrifugal pump, in that it can be driven at a relatively high 
speed, and can, therefore, be directly coupled to an electric motor. 

The moving parts of the pump iteelf are few in number and 
simple in construction, and as there are no valves the wear and 
tear and upkeep are extremely emall. Pumps of this design have 
been in continuous operation for over two years, and have shown so 
little wear that they maintain their high overall efficiency. Owing 
to the special features of the design of this pump no atuffing 
boxes are required, as the internal pressure keeps it 
perfectly tight, and it is arranged in such a way that 
the water itself acts as a lubricant. Hence, attendance 
charges are cut down to the minimum. These sets are 
being built in a range of sizes capable of dealing with 325, 650, 
1,100, 1,650, 2,200 and 3,000 gallons of water per hour, working 


against a pressure of 60 lb. per sq. in. or 130 ft. The power 
required for driving the pump under full-load working conditions 
ranges from 4 to 4 B. H. P., according to the size of the set, and. 
the cost of runnirg, taking the price of electrical energy 
at ld. per unit, will be of the order of 1d. per 1,000 gallons 
pumped. It is, therefore, seen that the apparatus described consti- 
tutes a very real advance on some of the previously existing types 
of electrically-driven pumps, and is worth the consideration of 
electrical engineers who are interested in country house instal- 
lations and similar work. 


AN AUTOMATICALLY-OPERATED MINING 
LOCOMOTIVE.” 


AN accumulator locomotive which requires no driver, and which 
starts itself, stops itself and sets its own points automatically, has 
been in use for the past year and a half in a coal mine at Heydt, 
with very satisfactory results from the points of view of safety, 
economy and simplicity of operation. 

Starting and stopping are effected by means of a wooden lever 
which projects well in front of the locomotive, through a slot. 
As soon as the locomotive meets any obstruction this lever is pushed 
in as far as the buffers, and so cute off the electric supply, and, at 
the same time, connects the motor up as a dynamo and short-circuits 
it so as to act asa brake. . 

At the low speed adopted (viz , about 1 m. per second, or 21 miles 
per hour), this brake is able to pull up the locomotive and its train 
of trucks in a distance of about а yard. As soon as the obstruc- 
tion is removed, the lever is forced out again slowly by a spring, 
and the locomotive starts again. The lever is eo sensitive that even 
a person standing in front of the locomotive will serve to stop it. 
When the locomotive is required to run in the reverse direction the 
complete lever mechaniem has simply to be swivelled round till the 
lever projects at the other end of the locomotive., 

The locomotive is provided with a single 2-H.P. (continuous 
rating) totally enclosed shunt motor, geared to the wheels through 
double-reduction spur gear. Shunt winding was adopted in prefer- 
ence to series winding, to avoid the risk of the motor running 
away on down grades. 

Thirty accumulator cells are carried, with a capacity of 72 ampere- 
hours, which is sufficient for a 6 or 7-mile journey. Charging 
takes place on sidings at the loading place of the trucks from a 
220-volt D.C. supply, requiring 30 amperes for about three hours. 
enge attendant is able to change the batteries in from two to three 
minutes. 

The weight of the complete locomotive is 24 tons, its overall 
length, excluding the lever, is 7 ft. 8 in., breadth 2 ft. 10 in., and 
height 4 ft. In an 8-hour shift one locomotive can deal with 
about 40 useful ton-miles, the consumption being about 27 KW.- 
hour per ton-mile. 

The following figures show the average monthly results (averaged 
from the records for the months АВ to July, and excluding 
interest and sinking fund allowance) :+—-Working days, 23; total 
useful ton-míles, 1,680 ; wages, £2 19s. ; materials, 78. 6d. ; cost of 
current, 128. 4d.; total cost, £8 188. 10d.; cost for one ton-mile, 
'b7d. ; average output for each locomotive in eight hours, 37 useful 
ton - miles. 

Since the looomotive runs on a line with various pointe 
and crossings, these have to be automatically operated in any one 
of various predetermined ways by the locomotive itself. For this 
purpose several hooks are provided at each end of the loco.-frame, 
and into these hooks rings can be inserted which catch in lever 
arms projecting from the truck, and which actuate the points. 
The hooks are so arranged that each is directly over one particular 
point lever, so that by inserting rings only in certain hooks, the 
particular track to be followed by the train is predetermined. 

Whilst a train is passing а crossing or points, a barrier is auto- 
matically raised a short distance away, which serves to prevent a 
second train approaching by operating its lever. Assoon as the 
first train is through the crossing, the barrier drops, and the second 
train automatically startsitself again. Successive trains can follow 
one another as closely as desired, because there is no danger from 
collision eince the trains stop as soon as any obstacle is reached 
and start again as soon as it is removed. 


Diesel Engines.—According to reports appearing in 
several newspapers, MESSRS. HARLAND & WOLFF, LTD., have sold 
to the Burmeister and Wain (Diesel System) Oil Engine Co., Ltd., 
London, the engineering and boiler-making shops at Glasgow, 
which previously belbnged to the London and Glasgow Engineer- 
ing and Iron Shipbuilding Co., and were acquired by Messrs. 
Harland & Wolff in February last. In future the works will be 
used solely for the manufacture of Diesel engines. ИС. 


Hungary.— It is reported that new works for the manu- 
facture of cables are about to be started in Buda-Pest by MESSRS. 
SIEMENS & HALSKE. 


* E.T.Z, August 22nd 1912, 
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AUSTRALIAN TRAMWAY COMPANIES AND 
THEIR EMPLOYES.— VIII. 


THE long drawn-out dispute between the principal tramway 
authorities in Australia and their employés has advanced a further 
stage. Some of the companies have held conferences with the 
workers’ Union, and, as a result, settlements satisfactory to both 
sides have been arrived at and approved by the Court. On the 
other hand, some of the companies have refueed to meet the Union 
and are using every means in their power to fight the case. In 
order to obtain further evidence, and at the same time to allow 
negotiations as to the purchase of the Perth lines by the Western 
Australian Government to be completed, the Court has now 
adjourned «ine die, and in the future will meet at Sydney, not at 
Melbourne as hitherto. 

Acting on the advice of the Judge given at the sitting referred 
to in the last article, the Melbourne Tramway Co., employing some 


1,500 persons, met the officials of the men's Union, and came to a 
definite agreement. The terms were very far from those claimed 
by. them, but in many cases they were an advance on existing rates 


and, it was stated, would involve the company in an additional out- 


lay of £75,000 a year. At a men's meeting called to consider the 
settlement, one of the speakers said it represented an increase 
of 14 per cent., while during recent years the cost of living had 
inoreased by at least 33 cent. It is this salient fact which is 
responsible for the greater part of the industria] unrest in Australia 
at the present time. 

Under the settlement, some of the principal new rates are :— 
Gripmen and conductors, first year 8s, 6d., second year 9s., after- 
wards Ye. 6d. per day; extras when training students; casual 
hands, 42s. per week guaranteed; tunnel cleaners, 9a. per day; 
shunters, 8s. 4d. per day ; car workers, 8s. 4d. per day ; engine drivers, 
first-class £4, second-class £3 158. per week; shed men (day, middle 
and night shifts), 10s. 6d. per day; assistants (day, middle and 
night shifts), 88. 6d. per day ; signalmen in charge of levers, 10s. 
per day; track gangers in charge of road, 10s. 6d. per day; track 
gangers in charge of men, 10e. per day ; track repairers, 98. per 
day ; 'bus drivers, 9s. per day ; boiler cleaners, 88. per day, and 6d. 
per hour extra when cleaning inside boilers; labourers over 21, 
‘lavatory men, office porters and orderlies, 88. per day. 

Other conditions are these :—The week to consist of 48 hours, and 
overtime after eight hours’ work to be paid for at time and a 
quarter, and afterwards time and a half. When aman does different 
classes of work during one shift, the highest rate of pay to be 
paid. All employés reporting themselves for Sunday duty to be 
given a full day's work at time and a quarter rate. Gripmen and 
conductors to be paid from time of signing on to signing off. 

Pay at time and a quarter to be given for the following eight 
public holidays: Christmas Day, Boxing Day, New Year's Day, 
Good Friday, Easter Monday, Eight Hours’ Day, King’s Birthday 
and Foundation Day. Also ten days’ annual holiday on full pay. 

As regards disputes, a board of reference, consisting of one 
representative of the company, one of the men’s union, with the 
Industrial Registrar as umpire, was appointed to deal with all 
disputes. In the case of offences charged against the men, they 
‘could be represented by ar officer of their union. | 

Employés were to be allowed to wear their association badge on 
duty, and to post their notices on the company's notice boards. 

These terms were granted by the company and accepted by the 
men, and while several pointe, such as the question of preference 
to unionists, were referred to the decision of the Judge, they appear 
to form a fair compromise on the matters in dispute. i 

This settlement practically disposed of the case against the 
Melbourne Co., which was accordingly indefinitely adjourned to 
permit of final signatures to the settlement being obtained. The 
North Melbourne Co. had a number of conferences, but they have 
not yet finally settled matters. They state that being a smaller 
company they cannot afford the same terms as the Melbourne Co. 
The men rely on a clause in the North Melbourne Co.'s working 
agreement with the municipal authorities, whereby they were 
bound by any arrangement made by the Melbourne Co. with its 
employés. It was pointed out that this clause did not contemplate 
the present position, and it was asked if the Judge, by a judicial 
settlement instead of a mutual agreement, could alter it. The 
Judge promised consideration of the point, but urged the parties to 
come to an agreement. 

The negotiations in the cases of the Prahran and Malvern Tram- 
way Trust and the Ballarat, Bendigo, Hobart and Fremantle 
systems were reported to the Judge as proceeding, but progress was 
very slow. 

In the case of Adelaide, a rupture between the parties had 
taken place, but efforts were being made to renew negotiations. 
The Judge pointed out his-anxiety to do all in his power to aid ina 
friendly settlement, and adjourned the cases indefinitely to enable 
the various pointe to be discussed between the parties. 

. The two cases left were Perth and Brisbane. As regards Perth, 

- negotiations are proceeding between the company and the Western 

. Australian Government as to possible purchase of the undertaking 
by the Council. The Judge adjourned this case to await develop- 
ments, as in the event of the deal being concluded, there would be 
no need for furtber;aetion on his part. 

The Brisbane Tramways Co. refused to meet the men's Union, 
and submitted that there was no case against them on 15 grounds. 
The principal of these were that there was no dispute between 
their employés and themselves, and that if there were, the dispute 


did not extend beyond the State of Queensland, and consequently 
the Court had no jurisdiction. The company did not employ any 
of the members of the men's union, which was not an organisation 
within the Act, and as a tramway company was not an industry in 
respect of which an industrial dispute, extending beyond the limite 
of a State, could arise, therefore no organisation could be registered, 
and no proper parties were before the Court. Finally, the company 
submitted that as regarded the olaim for preference to unionista, 
the Court had no power to make an award of preference. 

The Judge reserved hie decision on these points, and proceeded to 
listen to the evidence produced by the company. This largely 
consisted of the testimony of present employés of the company 


that they were satisfied with the existing conditions of service, and. 
did not press the claims in the log presented by the men's Union. 


Mr. Myers, a conductor, once a member of the men's Union, 
explained his reasons for resignation, and the difficulty he 
experienced in getting the resignation accepted. Mr. Stevens, the 
traffic manager, gave detailed evidence as to the history of the 
company s dispute with the men's Union, the formation of the local 
Union, with the goodwill of the company, and the conditions of 
employment of the various grades. He opposed the men's claims 
for a minimum wage for casuals, to display their notices on the 
company’s premises, and for the granting of preference to unionists. 

At this point the company handed in a petition signed by 710 of 
their employés, stating they did not belong to the men’s Union, 
and did not want to do ко. The fight then centred on the manner in 
which these signatures were obtained, and by whom the petition 
was promoted. The company admitted that they had prepared the 
petition on the advice of their legal advisere, and also that all eig- 
natures were obtained in a magistrate's office, in the presence of a 
sergeant of police. Mr. Wartop, on behalf of the men's Union, 
challenged a number of the signatures, and urged that many of the 
men signed under fear of the consequences of refusing. 

The Judge ultimately decided to appoint his associate on the 
bench, a Commissioner, to proceed to Brisbane to take evidence 
from & number of the employés as to the conditions under which 
they were led to sign the petition, and also to find out why tbe 60 
men were resigning from the men's Union. As the taking of this 


evidence would take some time, he would proceed with the case at 


some future time in Sydney. This adjournment would enable the 
proceedings to be brought in another Court to be argued before & 
full bench of Judges. He would also, if asked, state a case for 
the Superior Courts as to the wearing of the badge, including, if 
desired, tbe other defendants. | 

The whole matter is therefore, for a time, in abeyance, 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


G.E.C. Interlocked Controller. 


We illustrate herewith an interlocked control panel recently 
made by the GENERAL ELECTRIC Co., LTD., for the control of 
variable-speed shunt-wound motors. The controller, which is of 


Fig. 1.— G. E. C. INTERLOCKED CONTROLLER. 


the drum type, is mounted on a cast-iron case, containing the shunt 
regulating resistance, the contacts for the latter being on a face- 
plate inside the controller case. PT | 

A “Salford” circuit-breaker, in a separate cast-iron case mounted 
above the controller, is electrically interlocked with the drum 
contacts so that it can only be closed when the controller handle is 
in the "off" position. Also. if the breaker trips, the controller 
handle must be brougnt to the off position before the circuit- 


breaker can be closed again. 
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The “ K.K.” Deteetor. 


In our issue of July 5th, describing tests of the Railophone, we 
referred to the resonant relay invented by Mr. H. von Kramer and Dr. 
Kapp, upon which the working of the system depends. We are now 


FIG. 2.— TE K. K.“ DETECTOR. 


enabled to illustrate the device, which is capable of responding to 
electromagnetic impulses producing by induction currente of the 
order of 1 milliampere with an E. M. F. of about 20 millivolts, at 
100 cycles per second, while remaining. undisturbed by the 
mechanical vibrations met with on railway trains. The detector 


СНАСААМ OF NN OE TECTOR 
WITH SECONDARY RELAY OPERATING STEEL CLAD SOLENOID. 


1, 2, terminals of receiving circuit ; 8, 4, terminals carrying the contact 

reeds; 6, battery in secondary circuit, giving 0:1 ampere; 7, electro- 

magnet; 8, switch in operating circuit ; 9, battery energising 11, operating 
solenoid, with steel yoke 10 and core 12. 


F1G. 3.— DIAGRAM OF CONNECTIONS OF DETECTOR AND OPERATING 
CIRCUIT. 


coneists essentially of & steel reed tuned to & natural frequency 
corresponding to that of the transmitting apparatus, and polarised 
by & steel permanent magnet, the free end of the reed resting 
normally midway between the poles of a laminated electromagnet 
energised by the receiving circuit (fig. 4). Thus, when a minute 
alternating current circulates through the windings of the magnet, 
_the end of the reed is set in vibration, the amplitude increasing by 
virtue of resonance if thecurrent is maintained. The vibrating reed 
is not directly utilised as a contact maker; it is mounted between 
two light reede, which carry platinum contacts through which a 
local circuit is completed (fig. 3), and when the amplitude of 
vibration becomes great enough for the reed to strike and separate 


these supplementary reeds, this circuit is interrupted, allowing an 
electromagnet to drop its armature and close a local circuit. An 
ivory stop between the contact reeds prevents the latter from 
following one another when struck by the vibrating reed. The 
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Fig. 4.—MAGNET System or K K. DETECTOR. 


instrument responds to a power of only four-millionths of a watt: 
the frequency to which. it answers can readily be adjusted. The 
device can be adapted to a great variety of applications quite apart 
from its special use in the Railophone system, and ів, it will be 
seen, a very clever invention. 


The G.E.C. Breakfast Cooker. 


THE GENERAL ELECTRIC Co., LTD., have introduced a specially 
designed breakfast cooker, which embodies several distinct uses. 
As a toaster, it quickly produces a crisp, golden-brown toast. As 
a hot plate it can be used for making coffee or tea, boiling eggs, Хе. 
The pan or tray can be used for frying bacon, or, if the pan be 
inverted over the hot-plate, it can be employed as a girdle for 
baking scones, &c. The little overhead rack will keep the plates, 
toast and other things warm till required. 


Fig. 5.—G.E.C. BREAKFAST COOKER, 


The heating wires, though amply protected by a substantial 
guard, can be seen when they are glowing with heat. This adds 
greatly to the effective appearance of the stove, which is artistically 
designed, making it ornamental as well as useful. 


The Siemens ** Lumograd." 


Messrs, SIEMENS BROS. DYNAMO WORKS, LTD., of Caxton House, 
S.W., are now placing upon the market a neat and compact portable 
instrument for the measurement of illumination, which reads 
directly in candle-feet. It is known as the Siemens “ Lumograd,” 
and is completely self-contained, there being no accessories exoept, 


where required, a tripod stand for the measurement of candle-feet 


at various angles. The standard lamp is run from a dry cell, thus 
eliminating trouble caused by accumulators. Each Siemens 
"Lumograd" is supplied with three glasses of different densities, 
by means of which readings may be made, covering a range from 
0625 to 8 candle-feet. The actual measurement of illumination is 
made by comparing the illuminations on both sides of a light-proof 
screen, one side being illuminated by the external source of light, 
and the other side by the standard lamp contained in the instrument. 
The latter is so arranged that it may be moved away from or closer 
to the screen, thus decreasing or increasing the illumination on the 
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lower side of the screen, until both sides are equally illuminated. 
This operation is accomplished by means of a thumb- screw attached 
‘to a toothed wheel and rack, whilst the pointer is fixed to the same 
shaft, and indicates on the dial the illumination value in candle-feet. 
The readings may be checked at intervals by setting up a lamp of 


Fig. 7.—INTERIOR OF THE 
" LUMOGRAD.” - 


Fig. 6.—THE SIEMENS 
" LUMOGRAD." 


known candle-power (preferably 1 or 2 C.P.) and placing the 
instrument so that the glass in the head of it is 1 ft. from the 
source of light. The reading can then be checked, and should it 
be found to be incorrect, & simple adjusting screw is provided, by 
means of which the correction can readily be made. 


BUSINESS NOTES. 


Bankruptcy Notiees,—On Monday at Blackburn 
County Court a bankruptcy motion was heard arising out of the 
estate of John Wm. Garsden, electrical engineer, of 5, Hope Terrace, 
Blackburn. On behalf of Mrs, Anne Simpson, Birkenhead, one of 
the creditors, Mr. Gamon, of Liverpool, asked for an order that the 
decision of the.trustee rejecting her claim against the estate 
should be reversed, and that the said claim should be admitted to 
rank for dividend for the full amount thereof. Mr. Gamon said that 
Garsden formerly carried on business as an electrical engineer in 
partnership with Samuel Lord and Wesley Sutton. That partner- 
ship continued until September, 1909. Prior to that date 
applicant had lent a considerable sum of money to the partnership. 
The partnership was dissolved, and the partnership assets, with 
the exception of the book debts, were transferred to a limited 
company, called the Howe Electrical Engineering Co. In June 
this year applicant recovered judgment against Garsden, and the 
two other partners. Then Garsden became bankrupt, and Mre. 
Simpson put in proof in the ordinary formal way. The trustee 
rejected the proof on the ground that there were joint partners. 
He agreed that he could not prove in competition with the separate 
creditors of the Garsden estate unless he showed that there was no 
joint estate, and were no solvent partners, He claimed he could 
prove without receiving dividend until theseparatecreditorshad been 
satisfied. Without proof he would be cut out of Court altogether. 
He had the right to prove, even if his rights were postponed. 
The trustee should have raised this question when dividend was 
being actually paid, and not have rejected the proof. Mr. Gamon's 
second point was that there were, in fact, no solvent partners, and 
no joint estate. Mr. Gamon produced the deed dissolving the 
partnership between Garsden, Sutton and Lord, which, he said, 
showed that there was no joint estate. The hearing was adjourned 
until December 2nd for the purpose of Mr. Gamon considering the 
position of the other two partners. 

THOMAS TOPPING, electrical and mechanical engineer, Southport. 
—October 13th is the last day for the receipt of proofs for divi- 
dend; Mr. E. D. Symond, receiver, 11, Dale Street, Liverpool. 


Private Arrangements,—CuanLks HOWARD EGAN 
(trading as C. H. Egan & Co.), electrical engineer, 21, Lincoln 
Place, Dublin.— A meeting of the creditors in the above matter was 
held recently, when a statement of affairs was submitted, showing 
liabilities totalling £3,288, all of which was due to unsecured 
creditors. There was one fully-secured creditor—viz., the Royal 
Bank of Ireland, Dublin, for £99 in respect of overdraft on current 
account. The assets were estimated to produce £1,302 net, and 
consisted of sundry debtors (£654), estimated to produce £565 


uncompleted contracts, costs of materials and wages, £639,; cash 
in hand, 118. 7d. ; stock in trade at cost, £96 ; two motor-cars and 
a motor-boat, £160 ; and tools and appliances, £34 12s., making a 
total of £1,496, from which had to be deducted £194 for claims 
of preference creditors and costs of arrangement. There were 
three policies of insurance on the life of the debtor, but these were 
held by the bankers against their claim. Mr. Egan is stated to 
have commenced trading in College Street in 1894, and from 1898 
up till 1909 the firm was known as Egan & Tatlow. In 1909, how- 
ever, a dissolution of the partnership took place, and on matters 
being gone into between the partners, it was found that Mr. Egan 
was indebted to the firm to the extent of £405, for which amount 
Mr. Tatlow is now scheduled as a creditor. Mrs. C. H. Egan is 
down as a creditor for £186, and it appears that the debtor lost 
about £500 in a Stock Exchange transaction and his wife realised 
some shares which she held, and reduced the balance to £230 ; her 
claim of £186 is in respect of the proceeds of the shares which 
she realised. With the exception of the claim by Mrs. L. G. Egan, 
the debtor's mother, the remainder of the liabilities are all for 
goods supplied. In regard to the assets and the item uncom- 
pleted contracte," it is stated that there will be a certain amount of 
profit on the contracts when they are finished, but at the meeting 
the solicitor, appearing on behalf of the debtor, explained that a 
number of his contracts had resulted in a loss, and it was not 
possible to say exactly what profit would be made beyond the 
amount stated. The household furniture (£300) and office furni- 
ture (£50) were not set out in the statement as assets. The debtor 
made an offer of a composition of 6s. in the £, payable by inatal- 
ments spread over 12 months, the last two to be secured ; but the 
creditors would not accept this, and, after some discussion, the 
debtor proposed to pay a composition of 6s. 8d. in the £, and 
several of the creditors present expressed their willingness to 
accept this offer, the composition to be paid by instalments at 
three, six. nine and 12 months, the last two to be satisfactorily 
secured. The following are creditors :— 


Tatlow, William .. t .. £405 Kenny & Oo. - та 

Tudor Accumulator Co... .. 848 Ourtis, W., & Sons 42 
Solomons, E. M. .: s .. 280 Littauer, J... s А 40 
Egan, Mrs. C. H. .. Р .. 186 Birch. JJ. is jx 2 м 
Egan, Mre. L. J. xs .. 176 Best & Lloyd, Ltd. x X 21 
General Electric Oo. .. .. 146 Waller & Co. ss E 23 96 
Hornsby, R., & Bons .. .. 189 Grevener, J. & Н... 20 
Brit. Ins. Cables, Ltd. ..  .. 198 Murphy, H. W. G. e n 9 
Veritys, Ltd. A: Ве .. 110 Alliance Gas Co. EN gs 19 
Booth Bros... " А .. 108 Miller & Beatty, Ltd. E 17 
Edison & 8wan E.L. Co. .. 108 McCormick, W. O. ES Ж 17 
Newtons, Ltd... 24 à 100 Brooks, Thomas & Oo., Ltd. 16 
Crossley Bros., Ltd. 98 MacFarlane & Sons x m 16 
Jandus Arc Lamp 80 London Electric Firm T 17 
ноце & Нау 77 Brit. Thomson-Houston Со... 14 
McDougall, J., Ltd. .. ia 75 Battersby & Co, Ltd. RS 16 
Osler, F. & C., Ltd. И p 61 . Proprietors, Irish Field. га 14 
Prickard, Ltd... с. es 44 


And sundry creditors for smaller amounts, 
Hydro-Electric Work Abroad.—Amongst the orders 


received by Mrssrs. Bovina & Co., LTD., during the last tw 
months are the under. mentioned :— { 


Water turbines, for the City of Kyoto, Japan. 

Fujimi plant, three units of 1,100 н.р. under a head of 14:2 metres, and one 
exciter of 75 Н.р. — 

Ebisugawa plant, one unit of 500 н.р. under a head of 8:1 metres. 

For Cataguazes. Brazil, two units of 750 н.р. under 96 metres head, and two 
exciters of 66 E. p. | 

Віх turbines of from 6 to 100 н.р. for Scotland, Ja 

Orders for Victoria turbo-pumps include one 2, 


and Brazil. 
G.P.M. pump for the Kuala 
Lumpur Engineering Co.: one 850-c.P.m. pump for Wellington, N. Z.; 
four 1,000-c.p.m. pumps for Messrs. В. Pearson & 8. Ltd. ; and one for 
the Parkside Mining Co. (through the A. E. G. Electric Co., Newoastle- 
on- Tyne), to deliver 600. 0. P. x. against a head of 900 ft. 


Pipe-line orders include two welded pipe lines of 42-in. diameter, and each | 


of a length of 2,778 ft., for the Kumamoto Hydro-Electric Co., Japan. 


Dissolutions and  Liquidations, — INSTITUTE OF 
WIRELESS TELEGRAPHY, LTD.— This company is winding-up volun- 
tarily, with Mr. G. P. Taylor, 36, Spring Gardens, Manchester, as 
liq uidator. A meeting of creditors is called for October 10th. 

PEARSON FIRE ALARM. LTD.—A meeting will.be held at 67, 
Watling Street, E. C., on November 12th, to hear an account of the 
winding up from the liquidator, Mr. H. Wingfield. | 

SPARKS & WILLIAMS, consulting engineers, 52, Queen Victoria 
Street, London, E.C.—Messrs. J. N. Sparks & A. E. Williams have 
dissolved partnership. Mr. Williams will attend to debts. 

Messks. Н. JAGGAR & Co, electrical engineers, Batley and 
Dewsbury.— Messrs. H. Jaggar and A. Brook have dissolved part- 
nership. The stock, plant and other properties have been taken over 
by Mr. Brook, who is to continue trading as A. Brook & Co." 

MELDRUM Bros., LTD., Timperley, Manchester.—A first dividend 
of 2s. 6d. in the £ is payable at 3, York Street, Manchester. 


Catalogues and Lists—THE WESTERN ELECTRIC Co., 
LTD., North Woolwich.—Eight-page booklet (No. 109), giving brief 
particulars with prices and illustrations of complete private tele- 
phone equipments for commercial and residential use; also a circular 
giving prices, &c., of Blake insulated staples. 2 

THE ATTRACTA ELECTRICAL Co., 75, Fetter Lane, London, 
W.C.—Price leaflets of Auto mercury break flashers and 
'" Attracta " arc lamps. 

Messrs, SIEMENS Bros. & Co., LTD., Woolwich.—A fine cata- 
logue (No. 535) of over 80 pages, containing well-executed illus- 
trations, descriptive information, prices and so forth, of a great 
variety of telephone apparatus, the material listed being restricted 
to articles in general use. The sections are: telephones and acces- 
sories, telephone switchboards, protective devices, condensers and 
these are followed by a telegraph code and index 
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Messrs, FALK, STADELMANN & Co., LTD., 83-87, Farringdon 
Road, London, E.C.—36- -page list (No. 348). in which they show, 
and state prices of, a variety of designs of their Aureola juminous 
electric radiators, convectors and Bastian heaters. 

MESSRS. VERITYS, LTD., 31, King Street. Covent Garden, London, 
W.C.—A batch of new publicity literature has been received. The 
largest item consists of a supplementary catalogue of electric 
supplies for shipbuilders. As a prefatory list shows, the firm have 
done a great deal of electrical apparatus business with H.M. Navy. 
and in this catalogue of 140 odd pages, which is excellently pro- 
duoed and most profusely illustrated, there are given particulars 
and prices of Aston steam dynamos, oil engine sets, motors, drills, 
hoiste, pumps, fans, distribution boards, motor starters, search- 
lights, electric cooking and heating apparatus, electric light fittings 
and a host of other things intended for ship service. The other 
literature before us includes the following: No. 699—the “ Aston” 
electric oven and other cooking apparatus; No. 691—" Three good 
points concerning Aston electric radiators: No. 692—a folder 
showing numerous radiator designs; No. 702 (24 pages) dealing 
with Aston switchgear complying with the Factory Act Regu- 
lations ; and a number of interesting little enclosure cards. While 
referring thus briefly to the company’s present activities in regard to 
publications, we may add that they are now making at the above 
address an interesting display of their Aston " radiators designed 
to harmonise with the various favourite periods of English decora- 
tion, The designs have been prepared with a thorough know- 
ledge of each particular decade, and this is helped by the work- 
manship. Many of the details employed in the enrichment of these 
radiators have been taken from the actual work of Sheraton, Chip- 
pendale, kc. While ordinary electric radiators may be quite suit- 
able for offices or more or less nondescript rooms, something 
different is required for the homes of the well-to-do, where 
harmony in decoration is desired. The firm invite an inspection 
of their display. 

MESSRS. NEVILLE & Co., Midland Electrical Works, Bracebridge 
Street, Birmingham. —Lists showing a series of new patterns of 
luminous electric radiators. They vary from asimple design of two- 
light (almost featherweight)“ ‘Handy ” radiator to very artistic forms. 
The "Corinthian" design, in polished brass, with fluted copper 
reflector, is exceptionally fine, and a four- lamp design, The 
Belgrave,” fitted with screens of crimson silk, strikes us as a 
novelty. 

THE FOSTER ENGINEERING Co., LTD., Wimbledon, S.W.—Four- 
page list containing illustrations, brief particulars, and prices of a 
new series of electrio advertising signs. The "Zenith arc lamp 
signs are supplied with either single or double screens or with 
screen and diffuser. In the last-named of these, the two side panels 
are opaque, only the centre panel transmitting the light of the 
lamp. The sign is pendant from two metal straps, allowing it 
to be used in conjunction with any arc or metal-filament lamp or 
gas fixture. Another sign shown is the Aero," which, like the 
Zenith,“ can have its sign plates changed as often as required. It 
is suited for shop-window and other similar service. The sign 


frame slips over the lampholder and is held in place by the shade - 


ring. The Aero signs are supplied with either oxidised metal 
finish or in black enamel. It is claimed that these signs do not rob 
the lamp of its direct light, being illuminated by reflection. Other 
Foster signs are the HI model, which shows the legend on the 
front plate in various colours, and the “J I, which is a colour- 
changing sign, the variations in the tints being due entirely to the 
change in the view-point on the part of the onlooker. 

Мв. C. CAMPART, 49, Newgate Street, London, E.C. (London office 
of the Anglo-Swiss H. Cuénod Construction Co.).—56-page cata- 
logue containing a very fully illustrated description of the Thury 
regulator, its principle, working, speed of regulation, sensitiveness 
and advantages, and its principal applications. Regulation of D.c. 
generating units, A.C. regulators, automatic regulation of several 
generators running in parallel, automatic regulation for a three- 
wire system, regulation of feeders, automatic regulation of accumu- 
lator batteries, controlling mechanism, regulation of electric 
furnaces, and distant control—these are some of the sections in the 
book. A numberof inquiry forms are given at the end of the book 
showing the particulars required. A separate 8-page list contains 
descriptive particulars of a high-speed automatic regulator. Among 
the chief advantages claimed for the regulator is its very high speed 
of operation, the time needed for the lever arm to pass from one 
extreme position to the other being from one to two seconds, or even 
less if required. This regulator has been developed for certain 
special cases where a very high speed of regulation is required, 
principally for voltage regulation of generators where the load 
variations are sudden and excessive. A test of this regulator is 
partioularised, the results being shown by oscillograph curves. 

THE SYNCHRONOME Co., LTD., 32 and 34, Clerkenwell Road, 
London, E.C:—Descriptive pamphlet and price list of 16 pages, 
relating to the company's electric clocks. The history of the 
system since it was introduced by Mr. F. Hope-Jones in 1895, is 
briefly mentioned, and the contact controlling pendulum time trans- 
mitter, and the dial movement, are shown. Tabulated prices appear 
of standard electrical impulse dials in wood and metal frames, also 
of turret clocks, and particulars of automatic time switches, astrono- 
mical regulator clocks, installations for ocean liners and for hotels. 

Messrs. DAyis & TIMMINS, LTD., York Road, King’s Cross, 
London, N.—70-page catalogue containing illustrations and tabu- 
lated sizes and prices of a large variety of Standard В.А. screws, 
and Standard Whitworth screws, with counter-sunk, cheese and 
other heads, with many different sizes of slots and pitches and 
diameters of threade. Prices are given per gross for brass and steel 
respectively.” Some tables showing standard dimensions for screw 
c and different threads, also decimal and millimetre equivalents 
are given, 


Messrs. W. T. HENLEY's TELEGRAPH WORKS Co., Ltp., Blom- 
fleld Street, London Wall, London, E.C.—16-page art paper booklet 
entitled A New Method of Electrical Installation,“ and describing 
the " Henley " wiring system and its possibilities. "The letterpress 
is free from technical phrases, and is written to be of interest to 
the layman as well as to the electrical engineer. It fully describes 
the system, and is illustrated with interior and exterior photographs 
of a few of the installations recently carried out in buildings from 
large country mansions to small cottages. This system is now well 
established ; it has been taken up by many of the largest contractors 
in the country, and is accepted by the leading fire offices. A 
number of copies of the booklet will be furnished to contractors for 
distribution on application. 

THE INTERLOCK METAL HOSE Co., River Park Road, Wood 
Green, London, N.—Ten-page pamphlet containing illustrated par- 
ticulars and prices of their asbestos packed flexible metallic tubing 
for extra-high-pressures, steam gland connections, &c. ; the “Dalmar ` 
boiler tube sweeping apparatus is also shown. 

THE GENERAL ELECTRIC Co., LTD., 67, Queen Victoria Street, 
London, E.C.—No. 6 Bulletin of 24 pages, containing a detailed 
and illustrated account of the Angold magazine flame arc lampe, 
particulars of tests of same, a list of spare parts, and night views 
of a number of public thoroughfares in different cities where these 
lamps are in service. 

MR. A. L. PIERCE, Wallingford, Conn. — Illustrated leaflet relating 
to the Pierce tree insulator. 

THE VALOR Co, LTD., Aston Cross, 
relating to their Fyrout fire extinguisher. 

THE INVENTION AND NovELTY EXCHANGE, 121, St. Stephen's 
Green, Dublin.— Illustrated leaflets describing the Imperial electric 
vacuum cleaner, the Cadillac suction cleaner, the Paragon 
lamp bracket and Williams's test clamps. 

THE BRITISH THOMSON-HOUSTON Co., LTD., 77, Upper Thames 
Street, London, E.C.— The company have sent us a reproduction of 
their new showcard design. They have an extensive advertising 
campaign on foot for this season in the form of advertising, the 
issue of booklets, folders, price lists, and last, but not least, the 
showcard referred to above. In this, as in their last year's show- 
card, the company lay great emphasis on the strength and durability 
of the Mazda drawn-wire lamp. This quality is symbolised by 
the rock of Gibraltar, and a battleship in the foreground ; while 
Mazda brilliance is indicated by the fact that the illumination on 
the side of the rock nearest the lamp is far more intense than that 
given by the sun on the other side. The Sun's Only Rival" 
design has been retained in the new showcard, and is merged in 
the dominating “strength " conception, thus linking the new and 
the old designs, and maintaining a continuity of advertising policy. 
It is executed very effectively in nine colours, In addition to being 
employed in the form of showcards, postcards, and flashing 

signs, the Gibraltar design is also being used on the cover of the 
new Mazda lamp list. of which we have received a copy. 

THE PARAGON WIRE MILLs, 10-12, Norman’s Buildings, 
St. Luke's, London, E.C.-—Price leaflet of silk and cotton-covered 
copper wires, also a card of specimens and prices of bell flexibles 
and wires and braided wires. 


Advance in Prices.—Tux ADAMS MANUFACTURING Co., 
Lrp., of Bedford, announce an increase of 10 per cent. (before 
deducting the usual discounts) in all catalogue prices for Adams 
Igranic switchgear. The alteration takes effect from October 15th, 
and is due to continued rise in the price of raw material. 


Austria.—The Schwechater Kabelfabrik of Messrs. 
Heinrich Eger & Co., of Schwechat, Lower Austria, has just been 
converted into a company witha capital of £20,000. It is pro- 
posed to extend the works and to put down a new plant for the 
manufacture of lead-covered cables. 


Birmingham.— Folder 


Poland,—New electrical engineering works have just 


been started in Wareaw by the Polnische Elektrotechnischewerke 
" Siemens " Gesellschaft. 


Book Notices.—Lngineering and Metallurgical Books, 
1907-11. By R. A. Peddie. London: Grafton & Co. Price 7s. 6d. 
net.—In these days of complexity, when multiplicity and diversity 
are the marks of every phase of civilisation, one hails with pleasure 
the advent of any means by which some degree of order may be 
attained and one’s labours lightened. Amongst such aids to comfort, 
reference books deserve a very high place, particularly in a news- 
paper office; and the work before us, though admittedly incom- 
plete, aims to fill up a wide gap in their ranks. We are continually 
being asked by our readers to recommend books on all kinds of 
electrical subjects, often on small sections of asubject that could by 
no means justify the publication of a book, and the bibliography 
now provided will be of great assistance in reminding us of the 
books available. So far, every book that we have looked up in it 
as a test has been found duly recorded; the titles are arranyed 
under subject headings in alphabetical order, and there is also an 
index to authors’ names and a table of subject headings, The com- 
piler will be glad to receive particulars of books not included, to 
be published in the supplement fer 1912, which, we are pleased to 
note, is already in preparation. The size, date, publisher and price 
of each book are given. 

In the October number of Scribner's Magazine there are two 
excellently illustrated and interesting articles relating to the 
subject of railway terminal stations and their construction, 
lighting, motive power, &c, The terminal chiefly considered is the 
great new station in New York City of the Pennsylvania Railroad. 
Mr. W. Symes Richardson is the writer of The Terminal—The 
Gate of the City," and Mr, Samuel O. Dunn, the editor of the 
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Railway Аде Gazette, is responsible for The Problem of the Modern 
Railway Terminal." These two contributions occupy a very large 
proportion of the number. 

The Motor Manual, London: Temple Presa. Price 18. 6d. net.— 
Now in its fifteenth edition and 230th thousand, the Motor Manual 
is an established institution, whose popularity cannot be questioned. 
It is chock full of practical hints for motor-car drivers and 
owners, and we cannot imagine any garage completely equipped 
without a copy of this book. 

How to Take Out Patents. By A. E. Edwards, Second Edition. 
London: Wyman & Sons. Price 2e.--This book is intended to fill 
the gap between purely technical works on patent law and popular 
treatises which afford little real assistance to the inventor; it 
covers both British and foreign patente, and besides defining a 
„patent, describes how it can be obtained, what can be patented, 
and what constitutes novelty. The constructiou of a sound speci- 
fication is explained, and— most difficult problem of all—the 
methods of dealing profitably with patents are discussed. A large 
section is devoted to foreign and colonial patent law and procedure. 
The authors treatment of his subject is terse and lucid, and the 
book appears to be admirably adapted for the purpose for which 
it was written. 


" Journal of the South African Institution of Engineers.” Vol. 
XI, Хов. 1 and 2. August and September, 1912. Johannesburg : 
The Institution. Price 28. each. 

" Atti della Associazione Elettrotecnica Italiana." September 
30th, 1912. Milan: Stucchi. Ceretti & С. 

"Die Telephonie ohne Draht. By Dr. K. Markau. 1912, 


Brunswick : Vieweg & Sohn. Price М. 4.50. 

" Proceedings of the Sydney University Engineering Society." 
1911. Vol XVI. Sydney: The Society. 

“Calcule Techniques et Econcm‘ques des Lignes de Transport et 
de Distribution d' Energie Electrique." By C. Le Roy. Paris: 
Hermann et fils. Price 6 fr. 

" Boletin de la Sociedad de Fomento Fabril.” 
Santiago de Chile : The Society. 

" Procecdings of the American Society of Civil Engineers.” 
Vol. XXXVIII. No. 7. September, 1912. New York: The Society. 

Quarterly Trade Journal of the British Chamber of Commerce 
of Turkey.’ September, 1912. Constantinople: The Chamber. 
Price 2e. 6d. 

The British Fire Prevention Committee bas issued a further 
report (Red Book No. 171) on its series of glazing testa, this time 
in respect of three windows glazed with Cbadrac electro- 
glazing, and submitted for review by Messrs Chater & Sons, London. 
Whilst up to the present the limit of fire-resisting glazing has 
been on a panel measuring 2 ft. x ? ft., the panels here reported 
on are double the size ѓе. 4 ft. x 2 ft.—and this is certainly a 
remarkable achievement for glazing urder tire teeta for one hour 
at temperatures ranging up to 1.600 F., followed Ly the application 
of water from a steem fire ergine at short range, tests which were 
passed with complete success. 


Trade Announcements. — Тик WESTINGHOUSE- 
CoorER-HEWITT Co., LrD.. whore London «ffices and works were 
formerly cituate at 151.2, Great Saffrcn Hill, London, E.C., have, 
const quent upon the growth and development of businees, now 
removed to 60. York Road, King's Cross, London, X., to which 
address all communications should be forwarded. Their telephone 
number remains the same—“ 160417 City "-—whilst under the recent 
postal concessions the telegraphic address now reads—" Hewittic, 
Kincross, London." 

THE MIDLAND ELECTRIC MANUFACTURING Co, Lrp., have 
appointed Mr. H. J. Stanley, of 90, Deansgate, Manchester, to be 
in Lancashire and Yorkshire from 


August. 1912. 


October Ist. 

Messrs, SHALDERS & DAVIS, electricians, of Southampton, are, 
owing to the approaching demolition of the buildings, vacating 
their premises at 17, High Street. 

The sole agency in Scotland for the sale of the prize-winning 
"Ceag ` miners electric lamp has been obtained by MESSRS. 
ARCHIBALD BAIRD & Son, LTD., Hamilton. 

THE E. N. S.“ ELECTRIC Co. are equipping premises at Adderley 
Road, Saltley, Birmingham, for the manufacture of switches, fuse- 
boards and other electrical accessories, and hore shortly to be in a 
position to execute orders. 


LIGHTING and POWER NOTES. 


Accrington,—In connection with the proposed overhead 
lighting scheme, the work of installation is to be proceeded with 
forthwith, the electrical engineer being authorised to arrange for 
the wiring for 200.c.P. lamps, and Alderman Higham and the 
Mayor being empowered to obtain and decide the tenders for all the 
materials required. Provisional arrangements have been made for 
the taking of a site in Clayton-le-Moors for a transforming station. 


Argentina.—The President of the French Bank of the 
River Plate requested the Buenos Ayres City Council to defer con- 
sideration of a petition at present before it for an electric light 
concession. He stated that he was acting on behalf of a Paris 
syndicate, which was interested in acquiring a similar concession, 
and the plans and full particulars were expected shortly. 


Bangor (Co. Down).—The gas manager has been 
instructed to submit a report showing the cost of a small electric 
lighting plant, it being proposed to light the street electrically, ` 


Barking.—The Council has informed Mr. W. Ivey, who 
desired to know whether an offer for the sale or leasing of th. 
undertaking would be considered, that if an offer is submitted, it 
will receive attention. | 

In consequence of an anticipated loss on the undertaking, the 
charges for current for lighting have been increased from 4d. to 
44d. per unit, and for power by id. per unit on the scale charges, 


Bath.— Тһе Surveying Committee of the T.C. on Monday 
decided to convert 18 gas lamps in various streets to electricity, 
The cost of lighting will be the same as paid for gas, £2 102. per 
lamp per annum. 


Bedlington,—The Council has installed a comprehensive 
electric lighting scheme for the main highways from the station to 
West Sleekburn, Startford and Bornarsund. The current is supplied 
by the Bedlington Coal Co. from its power station at Bornarsund. 


Blackburn,—The T.C. has confirmed a resolution of the 
Electricity Committee instructing the engineer to prepare a scheme 
for new electricity works, together with estimates, for submissior 
to the Committee. 


Bootle.— The agreement between the T.C. and Messrs. 
Harland & Wolff for the supply by the Corporation of electricity 
to the ship-repairing yard at North Docks for a period of five years 
from December Ist, 1912, was signed at a meeting of the T.C. on 
October 3rd. The terms of the agreement were not made public, 
but under the echeme the plant for distribution will be housed in 
a sub- station on Messrs. Harland & Wolff's premises, instead of at the 
Raleigh Street pumping station. The installation will include a 
250-KW. rotary set, with transformer, switchgear and other appa- 
ratus, at an estimated cost of £1,500 (inclusive of £250 for a 
second transformer to existing rotary), and an alternative H.T.- 
feeder will be laid to the new works, at an estimated cost of £3,200 
for a 500- KW. cable. The cable will be purchased out of the 
existing loan sanctioned for mains, but the £1,500 for new plant 
will be provided for cut of a further loan to be sanctioned by the 
L. G. B. The original irs:allation will comprise over 1,500 H. P., 
applied to motors for the most part operating tools on the indi- 
vidual-drive system, while the lighting will be carried out by flame 
are lamps connected in groups on 220-volt circuits. 

The T.C. has received the sanction of the L.G.B. to a loan of 
£41,919 for the erection of the new generating station at Marsh 
Imne to replace the existing power station at Pine Grove. The 
amounts of the loan are made up as follows :—£6,717 for purchase 
of land (60 years’ period of repayment) ; £10,054 for erection of . 
buildings and supply and fixing of weighbridge and steam piping 
(30 years); £19.735 for machinery (10 years); £1,263 for н.т. 
mains (25 years); and £4,150 for L.T. mains (20 years). Farther 
works proposed to complete the undertaking amount to £60,694, 
and the L.G.B. has informed the Council that it will be prepared to 
entertain an application for sanction to a loan on the precise sum 
being ascertained. 


Bradford. —On Wednesday last a third vertical Curtis 
turbine unit, of 4,500 xw. capacity, was started up at the Valley 
Road electricity Works of the Corporation, by Alderman Hayhurst, 
in the presence of a large company, which included the chairman, 
Alderman Robinson, and members of the Electricity Committee. A 
luncheon was afterwards held at the Town Hall, when many of the 
local power-users were present. Including the previous Curtis 
turbine plant and four 1,000 kw. Corliss engine unite, this station 
will now have a capacity of 14,500 KW. The station is provided with 
a Worthington base condenser and twin circulating pumps driven by 
& small Curtis turbine. 


Burton-on-Trent.— An overhead н.т. three-phase main 
is to be erected from the electricity works to the pumping station. 
at a cost of £474, exclusive of distributing maine. In case the 
electrical engineer obtains another consumer about 1,000 yards 
further on, he haa been authorised to erect this line at an esti- 
mated cost of £142. The public library and reading room is to be 
lighted with single-light fittings, instead of the present three-light 
ones, with 100-watt lamps and special Holophane " reflectors, at 
a total cost of £18. 


Canada.—The municipal. telephone exchange at Fort 
William has been equipped throughout with electric radiatore, 
totalling 73 Kw., in sizes between 2} Kw. and 8 kw. Noother form 
of heating is employed; the room temperatures required were 
65° F. to 70° F., with a temperature of 40° below zero outside. It 
is recorded that no trouble bas been experienced in keeping more 
than the required temperature during the 24 hours per day in 
which the building is in ure, and as it uses current all day a 
for two hours of peak load, terms sufficiently favourable to ena 
it to compete with other forms of heating were obtained. The 
capacity of the plant is 13 watts per ob, ft. 

The following powers have been conferred on the Ontario Hydro- 
Electric Commission by a Bill in the Ontario House to am the 
Power Transmission Act :— 

To take over existing power transmission lines and to improve 
water powers, by assisting municipalities and others in the storage 
of water, making of sluices, &c. 

To expropriate a local distribution plant where a municipality 
has voted to enter into a contract with the Commission for a supply 
of power. А 

To regulate the installation of electrical equipment and installa- 
tion of wiresin all buildings, including private houses, 
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To require the appointment by аен of inspectors to вее 
that such regulations are carried out. 

To order the removal and alteration of any works that area 
menace to the public safety or endanger life. 

To control absolutely light and power rates charged by munici- 
palities, whether they take power from the Commission or not. 

To control the rates of any company or individual taking power 
from the Commission. 


To prescribe a uniform system of book-keeping on the part of 
power municipalities, 


To direct the disposal of surpluses earned by municipal power 
plants supplied by the Commission. 

To order all wires under its jurisdiction underground in cities 
and towns. 

With the co-operation of the Dominion Railway Commission fo 
order underground all wires strung on streets where the munici- 
palities construct tunnels or conduits to carry such wires. 

To impose a penalty of $100 a day for any disobedience of any 
such order. . 

The above regulations are now law, and several cities are at 
present putting some of them into force. 

Hamilton is endeavouring to have all the electric, telephone and 
telegraph wires in the city placed underground, and the companies 
affected are making a strenuous fight. Ottawa has also taken action 
to have all the wires on the principal streets placed underground. 

Some of these regulations, however, impose a big expense on 


the various companies, and it may be difficult to carry, at least 
some of them, out. 


Continental Notes,—Atstria.—During the month of 
July last no fewer than 21 applications to utilise water-power for 
electrical purposes in various parts of Austria were received by the 
Hydrographische Central Bureau in Vienna. 

Bo#EMIA.—An electric power plant is being installed in the 
weaving mills of Messrs. Georg Löw, at Koniginhof. 

SWEDEN.—The Uddeholm Co. of Uddeholm, who are adapting 
their plant at their Hagfors and Mykroppa works to the production 
of iron and steel by electricity. are putting down a large installa- 
tion to utilise the Maltforsen Falls, on the River Ufar, about three 
miles from Hagfors, in the generation of the necessary electrical 
energy. Itisstated that thecapacity of the plant to be put down 
will be about 5.000 H. P. 

GERMANY.—The Brandenburger Electricitütswerk Gesellschaft 
is the name of a new company which has just been formed in 
Brandenburg, with a capital of £50,000, to take over and carry on 
the municipal central electric lighting station in that town. The 
A.E.G. is interested in the new undertaking. 

NORWAY.—À new power house has been completed at Flekkefjord, 
and will supply energy in part for systematic experiments in 
domestic electric heating by means of surplus energy in Swedish 
tile or fayence stoves, the same system being under test at Gotten- 
burg, where stoves are heated up over-night, and used for heating 
purposes during the following 10 or 12 hours. Surplus elec- 
tricity is used at Flekkefjord on a large scale for cooking during 
the day. 

Cwmamman.— A representative meeting of ratepayers 
has decided by an overwhelming majority to recommend the 
Council to undertake an electric lighting scheme, at a cost of about 
£6,000. The Ammanford Gas Co. has extended its mains to the 
district, and has had trial gas lamps in use for about 12 months; 

it submitted two offers to the Council for the street lighting, 200 
lamps being required, and the lower offer being equivalent to a 
74d. rate. It is understood that the Council will install a suction 
gas plant and overhead mains, and that for street lighting alone 
the cost will not exceed the figure mentioned. 


Cwmearn,—At the new colliery here, as in the case of 
other collieries in the district, everything is driven electrically, 
there being no boiler on the ground. Energy is brought to the 
pit by overhead wires from the generating station at Abercarn. 


Dalkey.—At the monthly meeting of the Urban Council, 
last week, a letter was received from Mr. W. A. Evans with refer- 
ence to a company he was about to promote for the purpose of 
supplying electric light in Kingstown, Dalkey and Blackrock, 
stating that plans had been prepared setting out a scheme. He asked 
for the expression of the Council's opinion. The company would 
seek permission to open the roads in order to lay cables. The most 
economical scheme would be to get electric light from the tramway 
company, and if the three townships were to co-operate with the 
tramway company, the Dublin Corporation and the gas com- 
pany could not prevent the tramway company from getting their 
: Act of Parliament amended so as to enable them to supply electric 

light in Kingstown, Dalkey and Blackrock. It was pointed out 
that Kingstown had every facility for putting up a station at Dun- 
leary, and could deliver spare energy, as Pembroke had proposed to do 
for |Blackrock, at 23d. per unit, leaving it to Dalkey to distribute it 
throughout the township. After some further discussion, it was 
decided to appoint a Committee and to ask Kingstown not to come 
to a decision as to the company’s offer until an opportunity was 
afforded of discussing the matter with the Dalkey representatives, 
whose interests were so vitally affected. 


Derby.—A L. G. B. inquiry was held on October 2nd into 
the application of the T.C. for a loan of £10,750 for electricity 
purposes. There was no opposition. 


Dromore (Co, Down),—The Urban Council has decided 
to proceed with the scheme for the electric lighting of this town. 


Dover.— The Dover Express contains a very lengthy 
neon of a meeting of the Electricity Committee when a report on 


the estimated saving of £1,130 due to turning out the street lamps at 
midnight, was discusced. Apparently, the mayor and the chairman did 
all the talking, and eventually the report was approved. The local 
paper considers that the T.C. has utterly befogged itself over the 
lighting question, and it is somewhat difficult for the outsider to 
follow the various proposals made in view of the £3,254 net profit 
stated to have been made last year. 


Dublin,—The Electricity Supply Committee of the Cor- 


_ poration last week issued its annual report and statement of 


accounts of the electricity undertaking for the year ending March 
31st, 1912. The report states that after discharging all expendi- 
ture on the working of the undertaking for the 12 months. 
amounting to £49,034, and all capital charges amounting to 
£37,364, there remains a net profit on the year's working 
of £11,670; The income from private consumers for the 
12 months amounted to £68,180, being an increase of £11,812 on 
the figure of the previous year, and the net surplus, after payment 
of the increased working expenses and the additional capital 
charges, shows an increase profit of £5,211 as compared with the 
previous year. The units sold for power purposes amounted to 
6,724,000, and the cost of generation and distribution per unit, 
viz, l'14d.,, shows a slight reduction of ‘O05d., and the capital 
charges of 1°13d. show a reduction of '14d. per unit. The Council 
has already approved of the proposal of the Committee that out of 
the net profits of this year it should wipe out the last of the old 
debit balances of the undertaking. This will leave a credit balance 
of £4,672, which the Committee would have desired to bring 
forward to this year as a reserve, The Municipal Council, when 
considering the estimates on March 29th last, however, decided that 
out of the estimated profits of the current year a sum of £5,000 
should be transferred to the relief of the rates, and as any charge 
of this kind must be met out of the actual cash balance, the deci- 
sion of the Council wipes out the entire balance to the credit of 
the undertaking. In conclusion, the report stated that the Com. 
mittee earnestly trusted that in dealing with the annual estimates 
of the Corporation in future, full consideration would be given to 
the really urgent necessity of a substantial reserve fund being built 
up in order that the undertaking might be developed in the manner 
in which the members of the Council themselves desired. 


Dudley.—At the monthly meeting of the T.C. last week, 
the sale of the Corporation's electricity undertaking was again 
considered, on a resolution submitted by Councillor Adshead, to the 
following effect: That the resolution passed last meeting autho- 
rising the sale be rescinded.” The question was again fully dis- 
cussed in all its bearings, and eventually the resolution was rejected 
by 22 votes to 4, so that the number of members of the Council in 
favour of the sale has greatly increased. Subsequently, at an open 
meeting of the Chamber of Commerce, a resolution was carried to 
the effect that the B. of T. and the L. G. B.. be asked to withhold 


their sanction to the sale of the works until a public inquiry has 
been held. 


Edinburgh. — The Public Parks Committee of the 


| Corporation have considered the question of the lighting of the 


Calton Hill, and the electrical engineer has been asked to report on 
the matter. 


"Egypt.—Mr. Murdoch Macdonald, Under-Secretary for 
Public Works in Egypt, is investigating some of the artificial 
nitrate factories of Sweden in connection with the proposal to 


install a hydro-electric power station at Assouan. — Arican 
ing ineer ing. 


Ewell.—The Epsom U.D.C. has decided to proceed at 


once with the E of the E. L. mains to Ewell, and to canvass 
the district for consumers, 


Flaxton.—The R.D.C. has consented to the application 


of the York T.C. for permission to lay an E.L. cable at Heworth, 
which is outside the city. 


Formosa,— An electricity generating station has recently 
been completed by the Japanese Government at Korisho, on the 
Island of Formosa. The water-power of the River Daian is utilised, 
the water being led along a canal until a fall of 130 ft. is obtained. 
Two turbines and dynamos, each of 500 H.P., have been installed, 
although only one is at present employed in supplying current for 
lighting and power purposes at Shoka and Taichu, the latter being 
the chief city in the centre of the island. 


Gerrard’s Cross,—The Uxbridge and District Electric 
Supply Co., in order to cope with the increased demand for current. 
is about to lay a trunk feeder at a pressure of 6,000 volts from 
Uxbridge to Gerrard’s Cross and Beaconsfield. A new district will 
be tapped between the two places. 


Gillingham (Kent).—The T.C. has applied to the 
L.G.B. for a loan of £6,615 for the installation of another Diesel 


engine at the E.L. works, as intimated in last week's ЕИ 
REVIEW. 


The cables are to be extended to the works of Mesars. H. G. and 
W. Croneen, brick makers, who are installing a large motor. 


Hazel Grove and Bramall (Cheshire).— The U.D.C. 
is considering the advisability of adopting electricity for street 
lighting purposes. Negotiations have been opened with the Stock- 
port T. C. for а supply of current. 


Hinckley.—The Leicestershire and Warwickshire Elec- 
tric Power Co., Ltd., has applied to the B. of T. for permission to 


erect overhead lines for the transmission of energy at a pressure 
of 6,600 volte in the district outside Hinckley. 
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Hove. — As notice for the purchase of the undertaking of 
the E.L. company must be given not later than December hext, the 
General Purposes Sub.Committee of the T.C. recommended that 
in the interests of the town it was desirable that the undertaking 
should pass into the hands of the Corporation. The General 
Purposes Committee on Monday endorsed the recommendation which 
was to be placed before the Council on Thursday, October 10th. 


India, — Kasuxin. Hypgo-EnECTRIC. SCHEME. — The 
Durbar are doing all they can to increase the load on this installa- 
tion. Electric dredging of the river has produced some good results 
already, by giving a freer outlet to the surplus hill water which 
hitherto caused disastrous and frequent flooding of Srinagar. The 
lighting load for thie city is steadily increasing. as the authorities 
are allowing special facilities for bazaar lighting and bungalows. 
A system of wiring has been instituted which gives every induce- 
ment to the poorer bazaar shop-keepers to use electric light in 
preference to any other. 

The question of an electric railway between Srinagar and Rawal- 
pindi has often been mooted, and the line must eventually come, 
but at present the Durbar do not feel justified in incurring such 
a large expenditure. 


Leeds,—At the City Council on the 2nd inst., Ald. 
J. Clark, in moving the minutes of the Sanitary Committee, said 
that as aresult of information obtained on visits to other towns as 
to refuse destructora and the utilisation of steam raised at 
destructors for the generation of electricity, the Committee recom- 
mended that a new destructor be erected as soon as possible, and 
that thesurplus steam thus raised be utilised for the generation of 
electricity. They had four destructors, and an immense amount 
of heat escaped from the combustion chambers up the chimney and 
was absolutely wasted. If they could utilise all the heat that there 
was in the amount of domestic refuse destroyed during one year, and 
sell it to the Electricity Committee, it would bring in between 
£5,000 and £6,000 a year. 

The City Council at its meeting last week decided, after a 
lengthy discussion, to refer back the proposal which had been 
brought forward by the Electricity Committee, that the Corpora- 
tion should borrow the sum of £10.000 for the purpose of a scheme 
of establishing a department for the hiring out of electric motors. 
The active opposition of the local electrical trade to the proposal 
culminated in & deputation of engineers and electrical contractors 
attending the meeting to protest against the scheme, putting for- 
ward the views that, quite apart from the unfair competition with 
private traders, the Corporation, with the capital suggested, would 
not be able to provide a service equal to that which it would dis- 
place. and that, also, the Corporation would lose the services of 
privately employed canvassers who, under the existing system, have 
been pushing the sale of electricity by urging the public to make 
a more general use of electric plant. The traders are now to have 
a further opportunity of emphasising their protest before the 
Electricity Committee. 

Mr. R. Armitage, M.P., said the Corporation had given private 
traders ample opportunity to supply motors on hire, but, practically 
speaking, nothing had been done, and nothing was being done by 
them ; in fact, they themselves had told the Committee they did 
not want to encourage development along those lines, and there 
was only one firm in the city enthusiastic about it. The Com- 
mittee's proposal was limited to the hire of motors. The depart- 
ment did not interd to do the installation and wiring ; that would 
be done by contractors, who would thus have more work to do 
than they had had hitherto. The emall trader would benefit by 
being able to hire a motor at a reasonable price. 

Alderman Brown, chairman of the Tramways and Electricity 
Committee. said he believed there was a call for motors in the city, 
and he would like the Committee to ask contractors if they were 
prepared to lend out motors so that a man could have any make 
of motor he liked at a reasonable pr'cc. If motors could be hired 
at a reasonable price from private ſii ins, he had no desire to press 
the proposal. 


Leigh-on-Sea.—The U.D.C. has now decided to grant 
Mr. Speight, electrica] engineer, an interview respecting his pro- 
posed application for a prov. order for electric light. At a recent 
meeting, as stated at the time in the ELECTRICAL REVIEW, the 
Council declined to consider the matter with Mr. Speight. 


Littleborough.—The ring frames at Messrs. Fothergill 
and Harvey's Greenvale Mills, Littleborough, are now being driven 
by electric motors installed by the A.E.G. Electric Co., Ltd., of 
Manchester. The innovation will be watched with interest by 
other local firms. 


Llanfairfechan,—The Council has had under considera- 
tion a communication from Mr. W. R. Walton, consulting engineer. 
in referenceto the water supply and electric lighting scheme. It 
was decided to call a special meeting of the Council to consider 
the question and to meet Mr, Walton. 


London.—*5ovTuwAnk.—The accounts of the electricity 
undertaking show that during the year there was a net loss on the 
working of £443, which has been transferred to the renewals 
reserve account, The capital expenditure on the undertaking now 
amounts to £108.672, of which 47,012 was incurred during the 
last year, £4,208 being on new machinery. Of the capital 
expenditure £25,500 has been repaid. The total income, after 
deducting £215 for bad debts, discounts, &, was £20.714, showing 
an increase over the previous year of £2,080. The total working 
expenses were £15,052. The gross profit on the years working was 
£5,661, and this amount, which was a reduction on that of the 
previous year of £53], represented a return of 5j per cent. on the 


total capital outlay. From this gross profit was deducted 
#2,616 for interest on loans and repayment of capital. The 
engineer, Mr. D. M. Kinghorn, in his report, stated that the past 
year was one of which the effects would be felt for some time to 
come, the series of strikes having undoubtedly caused a very 
serious dislocation of the business. The result had been in fact 
extremely satisfactory, and constituted a record from a revenue 
point of view, but for the prices which had to be paid for coal. 
The net result was an increase in the coal oost of '104d. per unit, 
the highest figure for some years, and £1,895 greater than £3.990, 
the cost for the previous year. The total unite sold were 
2,209,826, as against 1,790,983 in the previous year. The average 
prices obtained were for private supply 2'57d.; public lighting, 
2°46d.; and power, 1'03d. The accounts were agreed to. 

HACKNEY.—The Electricity Committee, reporting on the position 
of the Council’s works as regards the possibility of breakdowns 
due to fire, states that at the time the works were constructed 
every precaution known at the time to prevent or minimise the 
effects of a fire was adopted. The switchboard is of the cellular 
type, in which each switch, &c., is placed in an independent fire- 
proof compartment. Where the cables come together under the 
switchboard special precautions have been taken. The cables are 
all lead-covered, and are laid on roller racks, ro as to be guarded 
from injury. There are no joints whatever in these cablea, and the 
terminal ends are placed in secure positions, where a short circuit 
in any one of them would not affect anything else. It cannot be 
certified that a burn-out would be impossible, but the Committee is 
confident that it would be most improbable. The only possible im- 
provement here would be to substitute armoured cables. In the 
extension works which have recently been designed, combustible 
material has been practically eliminated, and the plant has been so 
arranged that each generating set is practically an independent 
source of supply. The switchboard will be of metal, brickwork, 
concrete and porcelain only, the cables will be lead-sheathed and 
copper-sheathed, and there will be so few of them that there will be 
no two cables so close together that a burn-out on one would affect 
another. A switchboard fire, or, indeed, any sort of fire, will be 
impossible. When these works and ring mains and sub-stations 
are completed, Hackney will have at least two entirely independent 
sources of supply under one management, which can be connected 
at the main works and at three distinct sub-stations ; total failure 
of supply due to fire will then be impossible. 

ISLINGTON.—At the last meeting of the Borough Council, a letter 
was read from the County of London Electric Supply Co., suggest- 
ing that, in view of the recent fire at the Council's electricity station, 
it might be worth the Council's while to again consider as to the 
advisability of taking, as a matter of insurance, a bulk supply from 
the company’s mains, and offering to submit a more favourable 
quotation for such a supply than that submitted on a former 
occasion. 

WESTMINSTER.—The Works Committee report that the period 
during which the City Council and the Westminster Electricity 
Supply Corporation, Ltd., are empowered to review the contract 
between them for the public lighting of the perish of St. George, 
Hanover Square, with & view to the improvement of the lighting, 
expires on the 17th inst. As negotiations for such improvement 
have not been completed, the company are to be approached with a 
view to the period being further extended for віх months. 


Lytham.—The Council on October 3rd passed а resolu- 
tion authorising application to the B. of T. for provisional powers 
to supply electricity within the township. | 


North Berwick.—At a meeting of the T.C. on Friday 
last, a letter was read regarding the transfer of the agreement 
between the Council and Messrs. Crompton, regarding the 
supply of electric lighting to the burgh, to the North Berwick and 
District Electric Light and Power Co., Ltd. The Council approved 
of the transfer. 


Queensbury (Yorks,).— Messrs. Bruce Peebles, Ltd., are 
supplying two 500-K Ww. three-phase turbo-alternatora to the Black 
Dyke Mills (John Foster & Sons). These will be driven by 
Adamson-Rateau reducing type turbines at 3,000 R.P.M., and will 
supply 440-volt 50-cycle current. for the mille. 


Rochdale.—The E. L. Committee has agreed that 
specifications be prepared and tenders invited for a 1,000-Kw. three- 
phase steam alternator, with the necessary foundations, condensers, 
pipe-work, &с., and that plans and estimates be prepared for 
further extensions of the engine and boiler. houses, together with 
steam alternator, condensers, pipe-work, boilers, coal stores, elevators, 
also settling tank and other necessary plant, with a view to making 
application to the L.G.B. for sanction to borrow the necessary 


moneys. 


Rochford.—By 21 votes to 14 the B.G. has rescinded 
the recent decision to have the workhouse premises lit by elec- 
tricity, on the ground that the expenditure (£7,000 for heating 
and lighting) is excessive. The Board has appointed a Committee 
to invite certain firms to tender for the heating and lighting 


work. 


Royston (near Barnsley),—The U.D.C. has under 
consideration a proposal to apply to the B. of T. for a prov. order 
for electricity supply. It is estimated that the cost of converting 
the system of lighting would be about £700. Representatives of 
the Council recently had an interview with Mr. Woodhouse, of the 
Yorkshire Electric Power Co., and it is suggested that a deputation 
should visit some township already lighted by the company where 
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all necessary information could be obtained. The question is to 
come up for further consideration at the meeting of the General 
Purposes Committee. 


Rushden.— The Rushden and District Electric Supply 
Co., Ltd., has been formed, with a capital of 425.000, to supply 
electricity, under a prov. order obtained by Messrs. F. H. Thornton, 
B. Sampson and J. Clark, to Rushden, Higham Ferrers and Irth- 
lingborough. The company hopes to give a supply of current by 
next summer, 


St. Helens.—The T. C. bas applied to the B. of T. for 
sanction to erect overhead lines in order to supply electricity to 
the works of the British Electric Detonator Co., Ltd. 


St. Paul's Cray.—The Bromley R. . C. has consented 
to the Chislehurst Electric Supply Co., Ltd., supplying consumers 
at St. Paul's Cray. 


Sevenoaks,— At a meeting of the U.D.C. on October 1st 
it was reported that Messrs. Crompton & Co., to whom the Council 
proposes to transfer its E.L. order, had formed & company, 
and were completing negotiations for land for the generating 
station. Theclerk stated that he hoped that within а few days the 
whole thing would be quite ready to go on. 


Sheffield.—Instructions have been given the city engi- 
neer to report on the question of lighting by gar, electricity or 
otherwise the whole of the bandstandsin the city, together with an 
estimate of the coat. It has been decided to light the reconstructed 
baths in Corporation Street with electricity. 


South Africa.— Somerset East ratepayers have polled in 
favour of a proposed local electric lighting scheme which is to cost 
£8,000. 

An electrio lighting scheme for Stellenbosch prepared by Prof. 
Bohle has been adopted by the municipality, and full plans and 
specifications will shortly be made public.— British and South 
African Export Gazette, | 

The Johannesburg municipal authorities are about to purchase 
a large supply of electricity meters for new services which are 
being undertaken.— British and South African Export Gazette. 


Stafford.—The Electricity Committee has decided that 
application be made to the L.G.B. for sanction to borrow the sum 
of £25,000, to cover the anticipated expenditure on the installation 
of mains and service cables during the next few years. 


Stoke-on-Trent,—The L.G.B. has deferred considera- 
tion of an application for sanction to borrow £1,000 for electric 
wiripg, motors, &c., for the new Mining and Potteries Institute, 
pending the receipt of further particulars. 


Tunbridge Wells.—The Т.С. has received from the 
L.G.B. sanction to loans of £2,000 for mains, £250 for sub-stetion 
pillars, £300 for transformers, and £350 for house services. 

The B. of T. has given the Council permission to supply 
electricity for lighting to residences at Speldhurst. 


Turton (Lancs.).— The U. D. C. is inquiring as to the 
cost of lighting certain additional roads in its jurisdiction. 


U. S. A.— The city of Chicago has contracted for 10,000 
street arc lamps for the sanitary district. The lamps are 10-ampere 
flame aroe, and burn 90 to 100 hours per trim. 


Uruguay.—The Congress has commenced to discuss the 
Government Bill creating a monopoly of all electric light and 
power stations in the country. 


Wakefield.— In connection with the electricity depart- 
ment of the Corporation, it has been decided that application be 
made to the L.G.B. for sanction to borrow £3,000 for maine, £500 
for sub-stations, and £500 for transformers. 


Walmer.—Mr. W. T. Pressland, of Westminster, has 
informed the U.D.C. that he intends applying to the B. of T. for a 
prov. order for electric lighting. There is an order already in 
force, and the promoters are formulating a scheme. 


Watford.—The U.D.C. has applied to the R.D.C. for 
consent to its application for powers to supply electricity in the 
rural area in the parishes of Watford Rural and Sarratt. The R.D.C. 
has decided first to consult the Parish Councils affected. 


Wednesbury.—The annual report of the Corporation’s 
electric light undertaking has been issued, and is regarded as very 
favourable. The sales of electricity show a total increase of 
216,568 unite, which is considered satisfactory, and the report adds 
that it is clear that the output will soon reach 1,000,000 units sold. 
The financial results are given subject to correction, and show a gross 
profit on trading of £2,486, as compared with 4 2, 141 last year, the 
net surplus on the year’s working being £854, as compared with 
£583 in the previous year. The amount available for disposal is 
£1,619, as against £1,309. The gross profit has, it is stated, 
increased by nearly £350, which is also considered satisfactory 


Woodbridge.—Mr. E. Charrington has approached the 
U.D.C. respecting the establishment of electricity works by a 
company formed to supply small towns and rural districte 
with electrioity. He has informed the Council that the company 


would put down a small station in the town if the Council would 
undertake not to apply for a prov. order for 21 years, or support 
any other company. The Council has referred the matter to a 
Committee for consideration. 


Worksep.—Tle U.D.C. bas received from the L. (. B. 


sanction to loans of £2,926 for street mains and services, £840 for 
metere, and £291 for improved street lighting. 


1 


TRAMWAY and RAILWAY NOTES 


Argentina.— In view of the fines imposed by the Pro- 
vince of Buenos Ayres on Mesers. Otto Francke & Co., concession- 
aires for an electric railway between La Plata and Buenos Ayres, 
for delay in commencing the work, the concessionaires appealed 
against the decision. The Department of Engineers, to whom the 
appeal was sent for report, state that the real reason why 
the work has not been commenced is solely that the necessary 
capital has not been obtained. The concessionaires maintained 
that the delay was due to the fact that they could not obtain the 
рг for the route from the Government.— Reriew of the Rirer 
Plate. 

The Paraná municipality has granted a concession for the in- 
stallation of an electric tramway in that city. 

The Electric Light Co., of Pergamino, has applied for a concession 
for electric tramways, 


Australia.— It is stated that the decision of Mr. C. H. 
Merz, as regards the system of electric traction to be adopted in 
the case of the Melbourne Suburban Railway scheme, is in favonr 
of H.T. direct current, with 1,500 volts on the trolley wire. 

A report on anelectric tramway system to connect Port Adelaide 
with Adelaide is teing prepared by Mr. W. G. T. Goodman, general 
manager of the Tramways Trust. 


Chester-le-Street.— The U. D. C. recently received a letter 
from the Gateshead and District Electric Tramways Co., Ltd., 
stating that the question of constructing an extension of ita 
system from Low Fell to Chester-le.Street had been considered, but 
it was thought the prospective traffic would not justify the out- 
lay. Instead, it had decided to run & regular service of motor-cars 
between the centres. 


Continental Notes,—Russia.— The Commercial and 
Industrial Gazette (St. Petersburg) states that the electrical energy 
generated for working the St. Petersburg municipal tramways is 
inadequate, and that proposals have been put forward for 
enlarging the central electric generating station, and aleo for 
increasing the number of tramcars belonging to the system. "The 
total cost is estimated at about £77,000. 


Crewe.—A Committee of the Corporation has had under 
consideration a preliminary report by the electrical engineer respect- 
ing railless cars and motor-omnibuses, and has resolved that the 
chairman of the Committee (Alderman Briggs) and the electrical 
engineer be authorised to visit Leeds and Birmingham as early as 
possible and inspect the motor-omnibuses and railless cars in 
operation there. 


Danfermline,—In connection with the proposed new 
roadway between Dunfermline and Roryth, there is a suggestion 
to have % double line of tramways, во that the workmen at the 
Naval Base may enjoy the advantages of Dunfermline's Carnegie 
Trust attractions. The matter has been before the Town Planning 
Committee. 


Edinburgh.—After discussing the tepon of the burgh 
engineer regarding new tramway routes, the Tramway Committee 
of the T.C. last week agreed to recommend the Council to apply 
for Parliamentary powers to run motor-'buses on the suggested 
routes, At one time it seemed possible that Edinburgh would 
follow the example of Dundee and adopt the railless traction 
system, but although this proposal was advocated at the meeting, 
it was ultimately decided not to adopt it, there being a feeling 
against the introduction of another system into the city. 


Elland.— The D.C. has decided to defer the question of 
the provision of tramways, but has approved of the calling of 
a ratepayers’ meeting on the subject. 


Glasgow.—At the last meeting of the T.C.’s Committee 
on Tramways, the general manager submitted demand notes for the 
municipal assessments for the current year on, infer alia, the 
tramway lines in the city, and pointed out that the assess- 
ments had been imposed on the full valuation of the said lines, 
notwithstanding that it had been decided this year in the King's 
Bench Division of the English Courts, in the case of a company 
who worked as one connected system a tramway and a light rail- 
way, that the tramway was “land used only as a railway con- 
structed under the powers of an Act of Parliament,” and for 
asseeement purposes, consequently, liable to be assessed on only 
one-fourth of the valuation of the lines, An amendment was 
carried that an appeal be made to the Special Committee on 


— ſ— ᷑-Zꝙͤ:?½.̃— —..—.; ———ü—ñ— LO EO ,x. x — .. ——̃ RSEN RU HD ERREUR 


576 


THE ELECTRICAL REVIEW. (vol. 71. No. 1,820, Остовиа 11, 1912. 


Objections to Assessments, and, if necessary, to the Sheriff, against 
the said assessments in во far as they were calculated on the full 
valuation of the lines. 


Halifax.—At the monthly meeting of the T.C. on the 
2nd inst, Alderman Morley objected to the agreements by the 
Tramways Committee with various local authorities, and to the 
extension of the period within which such local authorities could 
require the tramways now or hereafter to be worked by the Cor- 
poration within their districts. He considered it would give the 
Tramways Committee carte blanche power in regard to tramway 
matters, Alderman Thomson considered the terms of the resolu- 
tion were too widely drawn, and he proposed the addition of the 
words subject to every agreement being scheduled to the Bill pro- 
posed to be presented to Parliament by the Corporation during next 
Session.’ The Council approved of the additions to the resolution. 
Mr. Fawcett then moved that the Tramways and Electricity Com- 
mittee be authorised to purchase a motor-omnibus for £830, and 
that the chairman be empowered to give an order later for two 
additional motor-omnibuses at a similar price. He said it was pro- 
posed to establish a service of motor- buses from Halifax to Mount 
Tabor. The Committee proposed later to ascertain whether it 
would be justified in recommending the extension of the tramways 
to Stainland and Ripponden. The recommendation of the Tram- 
ways Committee was approved. 


Horwich,—The Council, on October 3rd, received an 
application from Bolton T.C. for the refunding of three-fourths of 
the district rate paid on the tramlines in Horwich, in consequence 
of the Tottenham decision. TheClerk reported that the Tottenham 
Council was appealing to the House of Lords. and suggested that 
the matter be left over pending the result. This course was 
resolved upon. 


Hull.—At the meeting of the Corporation Tramways 
Committee, on the 3rd inst, it was stated that the tramway 
extensions to Spring Bank West would be proceeded with after 


Hull Fair. and would be followed by extensions to Hessle Road and 
Pickering Park, 


Leeds,— The City Council last week decided to apply for 
powers for tramway extensions, which will include the following 
routes on the railless system, which has proved very satisfactory 
in Leeds :—Guiseley to Otley, ri? Menston ; Menston to Ilkley, ria 
Burley-in-Wharfedale; Farnley to Drighlington ; Rodley terminus 
to Calverley ; Rodley terminus to Farsley and Stanningley ; York 
Road terminus to Crossgates. At present there is no sign of active 
opposition by the districts concerned, although Ilkley and Burley, 
pleasure resorts, have expressed a preference for being left without 
a service. | у 

It is understood that the Tramways Ccmmittee will shortly give 
consideration to the question of introducing 4d. fares on the tram- 
way system in the residential suburbs of Headingley, Chapeltown 
and Roundhay, which are at present excepted from the privilege. 
The mile for íd.system, which has been in operation in other 
parts of Leeds for six or seven years, has served the purpose of a 
great many people who would not otherwise have used the cars, and 
in this way has provided an additional source of income to the 
Corporation. 


- Lincoln.—4At the City Council meeting on the 1st inst., 
the chairman of the Electricity Committee said the question of 
tramway accommodation for parts of the city not now served was 
under consideration, Owing, however, to the cost of extending 
the present system, the Committee was inclined to favour the 
introduction of railless cars or petrol-driven ‘buses. 


Little Hulton.—Nogotiations are proceediifg between 
the Little Hulton District Council, the Farnworth D.C. and the 
South Lancashire Tramways Co., with the object of laying a tram- 
way from Walkden to Little Hulton, and thence to Farnworth, 
making a seven miles’ circular route. The proposed tramway 


would connect with the company’s existing lines at Walkden and 
Farnworth. 


Little Lever, —The Farnworth and Little Lever District 


Councils are asking the South Lancashire Tramways Co. to extend 
ite tramways to Little Lever. 


Llandaff.—It has been decided to call in Mr. J. B. 


Hamilton, Leeds, to report on a proposal for a railless traction 
service between Llandaff and Cardiff. 


London.—The L.C.C. has applied to the B. of T. to 
sanction experiments with petrol-electric tramway cars on the 
route from Woolwich Free Ferry to Abbey Wood. The route has 
been electrified, but it is desired to test the new cars exhaustively. 


Newcastle-on-Tyne.—A new route has just been com- 
pleted, opening up the thickly populated area of Shieldfield and 
connecting it up with the pleasure resorts of Jesmond. The line 
was inspected by the members of the Tramways Committee and 
other members of the Corporation on the 3rd inst. Councillor J. H. 
Rodgers, in the course of a short speech, said they had two miles of 
track through Shieldfield, and with two junctions, one a double one, 
the total cost was less than £14,000. He said they would be 
calling considerably on the reserve fund—which now amounted to 
£104,070—during the next 12 months, The new electrical equip- 
ment was going to cost £16,800 and there was need for 30 more 
cars, They were awkwardly placed in Newcastle, as they had 


about 80 cars which would only negotiate three routes, and they 
would not negotiate the new route to Newburn. He thought the 
suggestion of the manager that they should convert 30 of the old 
hogie cars, at a cost of £10,000 at the most, was a good one; it 
would mean a saving probably of £9,000. The lines in Grainger 
Street, Shields Road and Northumberland Street would have to be 
relaid. Altogether he estimated the cost at from £45,000 to 
£50,000. 


Royston (near Barnsley).—The U.D.C. has received a 
communication from the Barnsley Electric Traction Co., aeking 
whether the Council has any licensing powers in respect of vehicles 
plying for hire in the district. It is stated that the company con- 
templates introducing a railless traction system. 


Salford.— The Corporation has confirmed a proposal 
authorising the laying of & double tramway track in Radcliffe 
New Road, Whitefield, in lieu of the existing single track, at a coet 
to the Corporation of £350. | 


Thames Valley Electric Railways.— The clerk to the 
Teddington Council has been informed by the Central London 
Railway of its decision to apply for Parliamentary powers at an 
early. date, to extend the railway into the Lower Thames Valley. 
The exact route proposed is not yet known. 


TELEGRAPH and TELEPHONE NOTES. 


Chile.— The new wireless station on Mocha Island has 
been opened.— Reriew af the River Plate, 


Deferred Telegrams.—The system of. deferred telegrams 
in plain language at half rates has been adopted by Uruguay, Argen- 
tina, the Western Telegraph Co. and the Central and South American 
Co., in connection with various countries. 


Imperial Wireless System. — The debate on the 
Marconi agreement is to take place in the House of Commons to- 
day. The Postmaster-General intends to move that a Select Com- 
mittee be appointed to investigate the circumstances connected 
with the negotiation and completion of the agreement, and to 
report thereupon, and whether the agreement is desirable and 
should be approved; the Committee to have power to send for 
persons, papers and records, 


International Radiotelegraphic Convention, — 
The text of the Convention of London, together with the detailed 
service regulations for wireless telegraphy at sea, is printed in full 
in the Journal Zelegruphigue for September 25th, 1912. 


New Cables.—The Telegraph Construction and Main- 
tenance Co. has recently completed the laying of a cable between 
Alexandria and Gibraltar, providing direct communication between 
Alexandria and the head office of the Eastern Telegraph Co. 

The German South American Telegraph Co. has begun to lay the 
new cable between Monrovia (in Liberia) and Togoland and the 
Cameroons, to provide independent communication between these 
Colonies and Germany.—Bvard of Trade Journal. 


New Telephone Relay.—The E. T. Z. reports that a 
telephone relay has been invented by Mr. R. von Lieben, in the 
construction of which a kathode-ray tube plays an essential part. 


The Poulsen System.— The Federal Telegraph Co., of 
San Francisco, has acquired the patent rights for the Poulsen 
system of wireless telegraphy in the United States and their depen- 
dencies, and will erect a large number of stations. It is claimed 
that messages can be transmitted and received at a speed of 400 words 
per minute. The company already possesees 14 stations on the 
Pacific Coast.— Journal Jelegraphique. 

Is is reported that Mr. A. G. Baxendale has resigned his appoint- 
ment as manager of the Pacific Cable Board to take up the 
management of the Universal Radio Syndicate. In an interview 
with a Morning Post representative, Mr. Baxendale expressed his 
confidence in the Poulsen system. He believed that in less than 
a year's time the syndicate would be able to give the public a tele- 
graphic service to Montreal which would compete seriously both 
in speed and accuracy with the existing cable service, and, while 
granting a rate of 3d. a word to the public (as compared with the 
ls. at present in force), would yield a fair profit. If the Govern- 
ment required a demonstration of long-distance telegraphy by the 
Poulsen system, the syndicate would be prepared to give one across 
the Atlantic in the course of six or seven months. 


The Titanic Memorial.—About £400 has been sub- 
scribed towards the memorial which is to be provided at Godalming 


in memory of Mr. J. G. Phillips, the Marconi operator who went 


down with the Zita»ic; a further £200 is needed. 


London-Amsterdam  Telephone,— Successful experi- 


ments have been carried out by the Post Office in telephoning from 
London to Amsterdam and Arnheim. 


Pd 
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CONTRACTS OPEN and CLOSED. 


OPEN. 


Aldershot.— October 15th. Balancer and switchgear 
for the U.D.C. See "Official Notices " October 4th. 


Australia.—SovTH AvsTRALIA.— October 22nd. Tele- 
ne switchboard at Port Adelaide, for the P. M. G.'s Department. 

See “Official Notices September 13th. 

October 23rd.—100 common-battery table telephones, for the 
P.M.G.'s Department. See Official Notices September 13th. 

November 27th.—18 miles paper-insulated cable, 155,000 jointing 
sleeves, also switchboard cable (Scheduled 248). Office of High 
Commissioner for the Commonwealth, 72, Victoria Street, S.W. 

December 17th. Three sections of common battery multiple 
switchboard and other equipment, for the P.M.G.'s Department. 
See “ Official Notices to-day. 


VICTORIA,.— October 22nd. Fourteen sections of common- battery 


multiple switchboard, for the P.M.G.'s department. See ' Official 
Notices " September 13th. 

October 22nd.— (a) 37,000 carbon filament lamps, and (Y) 
insulated Jead-oovered copper cables, for the Melbourne City 
Üouncil. See Official Notices " October 1th. 

November 12th.—Deputy P.M.G., Melbourne. 100 electrical 
registers. High Commissioner’s Office in London. 

November 19th.—One mercury vapour converter, for the P.M.G.'s 
Department. See “Offcial Notices" to-day. Also two batteries 
and a 1-K. v. A. single-pbase transformer, High Commissioner in 
London. 

WESTERN AUSTRALIA.—November 5th. Telephone switchboards 
to Stores Schedules 222 and 223, for the P.M.G.'s department, Perth. 
See Official Notices to-day. 

Offers will be invited shortly for the supply of plant required in 
connection with the electric lighting of Jamestown (South Aus- 
tralia). Messrs. Lincolne X MacDougall, Melbourne, are consulting 
engineers, — Tenders M. and E, Review, 


Austria.—ViENNA.— October 21th. The Austrian State 
Railway authorities in Vienna are inviting tenders for an installation 


of electric lighting in the railway workahops and material stores at 
Gmurden. 


Barrow-in-Furness.— October 29th. Electrical and 
steam plant, &c. in connection with the electricity works exten- 
sions, for the Corporation. See Official Notices to-day. 


Bradford.— October 19th. The tramways department 
are inviting tenders for miscellaneous stores during the year ending 
December 31st, 1913. Specifications, &c, from Tramway Offices, 
7, Hall Ings, Bradford, on payment of £1 1s., returnable. 


Canada,—October 31st. Опе 500-в.н.р. Diesel engine, 
alternator, exciter, switchboard, tungsten street lighting apparatus. 
Specification will shortly be available at Board of Trade Commer- 
cial Intelligence Department in London. 


France.— DornE.—October 26th. Supply and installation 


of a transformer and an electric motor. Particulars from the Sous- 
Intendance Militaire, Quartier Bernard, Dole (Jura). 


Gillingham,—October 22nd. One 500-H. P. Diesel engine 


and alternator, for the Corporation. See "Official Notices " 
October 4th. 


Great Western Railway.—October 14th. Stores for a 
year. See "Official Notices" September 27th. 


Grimsby.— October 21st. Fine slack coal for a year, for 


the Corporation electricity department. Mr. W. A. Vignoles, 
Borough Electrical Engineer. 


Knottingley.—October 12th. E. L. installation, new 


picture theatre. Lunn & Kaye, architecta, 14, John William Street, 
Huddersfield. 


 London.— October 15th.—6,000 steel tires for driving 
wheels and 5,000 steel tires for pony wheels for electric tramcars 
for the L.C.C. for a period of 12 months. Chief Officer, L.C.C. 
Tramways, 62, Finsbury Pavement, E.C. 

L.C.C.—October 15th. Installation of electric lighting, bells and 
telephones at the Highgate Secondary School, St. Pancras, N.W. 
See " Official Notices October 4th. 


Maidstone.—October 17th.  ('oal for a year for the 
Corporation electricity works. Borough Electrical Engineer, Fair 
Meadow. 


Nottingliam,—October 24th. The Tramways Committee 
is inviting tenders for (1) steel tramway poles; (2) malleable-iron 
pole fittings ; (3) cast-iron pole fittings. Specifications and forms 
of tender (21s., returnable) from Mr. Arthur Brown, City Engineer, 
Guildhall, Nottingham. 


Rio de Janeiro.—November 11th. Tenders to the 
Directoira Geral de Correios, Telegraphos e Illuminacio, Ministerio 
da Viacao e Obras Publicas, Rio de Janeiro, for the construction 
and working of an overhead or underground telephone system 
designed to join up the cities of Rio de Janeiro and Sao Paulo. 
The concession will be for not more than 35 years, 5,000 milreis 
(about £335) to be deposited by way of guarantee with the 
Brazilian National Treasury. The adjudication will be decided on 
the percentage of royalty on gross receipts offered by the tenderer 


to the Brazilian Government. Local representation is necessary. 
The Diario, containing further particulars, may ba seen at the 
Commercial Intelligence Branch of the Board of Trade, 
London, E.C.— Board of Trade Journal. 

Rochdale.—October 231d. Steam — turbo-alternator, 
condensing plant and pipework, for the Corporation. See Official 
Notices to-day. 


Rotherham.— October 16th. One 1,000-kw. steam turbo- 
alternator, condensing plant, piping, H.T. switchgear, &c., for the 
Corporation. See Official Notices October 4th. 


Spain.— October 29th. The municipal authorities of 
Carballo (province of Coruna) are inviting tenders for the concession 
for the electric lighting of the town. 

The municipal authorities of Mundaca (province of Vizcaya) 
bave just invited tenders for the concession for the electric lighting 
of the town. 


Tasmania,—The Mount Lyell Mining and Railway Co. 
are in the market for the supply of hydro-electric power plant and 
motor-driven centrifugal plant for the reduction works at Queens- 
town, Tasmania. Specifications, хе. (218.) from the London office 
of the company (Palmerston House, Old Broad Street, E.C.). 


Tonbridge.— )etober 28th. One 100-Kw. Diesel engine 
and generator, and alterations and additions to switchboard, for the 
U. D. C. See Official Notices " to-day. 


Watford. — October 15th. One 500-Kw. steam alternator 
and a switchboard machine panel for the U. D. C. See Official 
Notices September 27th. 


CLOSED. 


Aberdeen.—The Tramways Committee, after considering 
tenders for six double-deck P. A. V. E. cars, recommended the 
Council to accept the offer of the British Westinghouse Electric and 
Manufacturing Co. for the electrical equipments. In regard to the 
car- bodies, a local offer (J. T. Clark х Co., Ltd.) was £102 higher 
than one by the Brush Electrical Engineering Co. On these offers 
the voting was equal], and it was decided to leave the matter to the 
Council to settle. 


Accrington,—The Electricity Sub-Committee has accepted 
the following tenders :— 
British Thomson-Houston Co., Ltd.—Switchgear (Clayton-le-Moors sub- 
station), £43. 
Ferranti, Ltd.—8witchgear (Albert Mill supply), £41. 


Australia.— Hopetoun AND BEULAH, VicrontA.—The 
Reason Manufacturing Co., Ltd., has received from these two towns 
their contracts for electrolytic meters. 

SYDNEY.—According to Tenders (M. and E. Reriew), the Council 
has placed orders as follows :— 


Ferranti, Ltd.— n.c. electric meters, 10, 26, 50 and 150-amp., £1,965, 

Australian General Electric Co.— s.r. electric meters, 6-amp., £212. 

B. I- & Helsby Cables, Ltd. — Cables, £355. 

W. G. Watson & Co. Ltd.— Reason maximum demand indicators, £612. 

Union Electric Co, of Australia, Ltd, —"* Excello ” arc lamps, £824. 
MELBOURNE.—D.M.G. :— 


L-R., G.-P. & T. Works, Co., Ltd.—1,000 earth-plates, £842. 
Commonwealth Art Pottery Co. —6,200 porcelain insulators, £129. 
Holden & Lewis.—-65U cast-iron covers und frames for manholes, £2,113. 
Theodore Zwicker & Co.—10 tons sal-ammoniac crystals, £335. 

Siemens Bros. Dynamo Works, Lid. - Voltmeters and other instruments. 


Australian Mining Standard, 


Blackburn.—''he T.C. has approved of a contract with 


the Wigan Coal and Iron Co. for the supply of steam coal for the 
Electricity Department, 


Blackpool.—The Corporation has accepted the tender of 
Messrs. J. W. Fielding & Co. for installing an intercommunication 
telephone system at the gas works. 

The Tramways and Electricity Committee has accepted the 
tender of Messrs. Walter Scott, Ltd ‘Leeds Steel Works) for 100 tons 
of tram rails, 


Bootle.— Under tlie scheme for the new works, the 
Corporation has decided to order from Messrs. G. & J. Weir, Ltd., a 
feed pump, at £74; from the Rees Roturbo Co., a patent rotary 
feed pump, at £142; five new Hopkinson main steam valves, from 
Messrs. Hopkinson & Son, Ltd., at £91; and from Messrs. Brown, 
Dancan & Co., steelwork for turbine foundations, £105, and steel- 
work for switchboard gallery, to include staircase, £121. 

Tenders for the supply of plant have been accepted by the 
Corporation as follows :— 


British Thomson-Houston Co.—Supply of 250.kw. rotary and transformer, 
£677; high-tension switchgear, £249; low-tension switchgear, £170; 
erection of high-tensfon gear, £27. 

British Electric Transformer Co.—Supply of Bo. RW. transformer for 
existing rotary, £270. 


The tender of the Northern Electrical and Ventilating Co., Ltd., 
of Liverpool, for the maintenance of the telephone system for 12 


months has been accepted by the Corporation Hospital Committee. 


Bradford.—The Corporation Tramways Committee has 
accepted the following tenders :— 

J. Sagar & Co., Ltd.—Wood-working machinery for use at Thornbury car 
works, £904. 

Siemens Bros. Dynamo Works, Ltd.—Motors, resistances and current 

. breakers, £5,389, 

Dick, Kerr & Co., Ltd.—Controllers, £1,152, 

Phwnix Dynamo Manufacturing Co., Ltd.—800-xw. rotary converter at 
Thornbury sub-station, £798. 


The Corporation has placed a contract for an electrical installation 
at Esholt Hall with Messrs. A. Ridg way & Co., at & 166. 
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Bridlington.— The T. C. has accepted the tender of 
Messrs. Sidney & Co. for 1 pea slack Haigh Moor Beanshaw coal 
for the electricity Works, at 13s. 9d. per ton. 

Croydon.—The T.C. has received the following tenders 
for a lift for the Town Hall :— 


Easton Lift Co. -— x zs > xs ix . . £118 
Waygoods, Ltd. we 2x ix ke "s .. 135 
Smith. Major & Stev ens sis s 5% m А .. 149 
Otis Elevator Co. ө 4 .. 213 


Dartford.— The U.D. С. has ON the tender of 
Messrs. E. J. & W. Goldsmith, Ltd., for 2,400 tons of Aberpergwm 
anthracite rubbly culm coal for the electricity works, at 158. 7d. 
per ton. 


Germany,—The Prussian State Railw ay authorities have 
lately placed an order with Messrs. Brown, Boveri & Co., of 
Mannheim, for two 1,200-H.P. electric locomotives, for the haulage 
of goods trains on the Lauban-Konigszelt railway. 


Gloucester.—The T.C. has accepted the tender of Messrs. 
Wm. Cory & Son, Ltd., for rough small steam coal for the elec- 
tricity works, at 10s. 8d. per ton. 


Halifax.—The (Guardians have placed an order for 
electrical fittings for the workhouse and hospital for six months 
ending March 31st, 1913, with Messrs. S. Hodgson & Co. 


Huddersfield.— For installing the electric light at the 
new premises of the West Yorkshire Bank, Ltd., Market Place, the 
tender of Messrs. Garton & Son has been accepted. 


London.—Isr1Nc'ToN.—The B.C. has accepted the tender 
of Messrs. Richardsons, Westgarth & Co., Ltd., at £14,708, for a 
turbine and condenser of their own manufacture, coupled to a 
Westinghouse alternator. 

HAMMERSMITH.—The following tenders have been accepted by 
the B.C. for annual supplies of coal to the electricity department :— 

Cory Bros. & Co.—Notts, Gedling, 128. 5d. per ton. 


Harrison, Tidswell & Co.— Notts. Bedstone main, 12s. 8d. per ton. 
Myers, Rose & Co.—Notts. Gedling, 123. 1d. per ton. 


Maidenhead,—The T.C. has accepted the tender of Messrs. 
Tangyes, Ltd., of Birmingham, for & motor and pump, at £50. 


Neweastle-on-Tyne.— The City Council on the 2nd inst. 
sealed a contract with Messrs. C. A. Parsons & Со. for the supply of 
a new turbo-alternator, at £7,049. 


Newport (Mon.),—The T.C. has accepted the following 
tenders :— 


Babcock & Wilcox, I.td.--Boiler, superheater, &c., £1,580; and ash con- 
veying plant, bunkers. &c., £590. 

Underſeed Stoker Co., Ltd. . £229, 

Matthews & Yates, Ltd.—Forced and induced draught plant. £384. 

Coal for the electricity works.—James & Emmanuel, Ltd. (8,250 tons); 
3050 ш Jones & Co. (8,250 tons); and Stephenson, Clarke & Co. 
(6, tons). 


Shipley.—The U.D.C. has accepted the tender of the 
Western Electric Co. for high-pressure cables subject to à guarantee 
as to the maintenance for five years, in preference to a lower tender 
for Continental cable. The Council has also accepted the tender 
of Messra. Sutton & Co. for cable ducta, at £615: and that of the 
General Electric Co. for machinery for Dockfield Worke, at £1,046. 


Sunderland.—The T.C. on Wednesday accepted the 
following tenders recommended by the Electricity and Lighting 
Committee :— 


H. E. Pitt.—Air shaft for Hylton Road generating station. 
Cox-Walkers, Ltd. - Regulator for turbine. 

Falkirk Iron Co.— Brackets for arc lamp. 

Drake & Gorham.—Cast-iron bases. 

Ferranti, Ltd.—Meters. 


Torquay.—The T.C. has accepted the tender of the 
British Thomson-Houston Co., Ltd., for a turbo-alternator, &c., 
at £5,458. 


Worthing.— Acting on the recommendation of the Elec- . 


tricity Committee, the T.C. has accepted the tender of Messrs. F. A. 
Greene (London) for switchboard extensions, at £85, and that of 
the Callenders Cable and Construction Co., Ltd., for cable work, at 
£1,046. The following were the other tenders received :— 


SWITCHBOARD EXTENSIONS. 


Cox-Walkers, Ltd. 88 v "e is ‘a .. £90 
Switchgear & Cowans.,. Р m T ae Ре .. 101 
CABLE WORK., 

Westem Electric Co. Не РЕ? P - . . £1,106 
Johnson & Phillips, Ltd. ee ee .. 1,118 
nn Insulated and Helsby Cables, Ltd. vx ix .. 1,190 

. T. Henley's cgo da NS Ltd. vu Es . . 1,121 
. T. Glover & Co., Ltd. 25 vd .. 1,126 


Siemens Bros. & Co., Ltd.. 208 Va T ES 6. 1,149 


FORTHCOMING EVENTS. 


institution of Pest Office Electrical Engineers (Matropolitsn Centre). Monday, 
October sth. At6pm. At the I.E. E. Paper on ‘Correct Time," by Mr. 
R. Myles Hook. 


Nem ү! Eagland lustitute of Mining snd Mechanical Engineers.— Saturday, October 

h. At 2p. m. At the Wood Memorial Hall, Newcastle. Papers on ‘The 

lenition of Coal.Gas and Methane by Momentary Electric Ares,“ by Prof. 

W. M. Thornton, and “ Electrically-Driven Winding Engines in South 
Africa,“ by Mr. A. W. Brown. 


Electro-Harmonic Society. —Friday, October 18th. At the King’s Hall, Holborn 
Restaurant. Smoking concert. 


Engiacering and Mashinery Exhibition.—At Olympia. Daily to October 96th. 


NOTES. 


The 'Bus and the Road: A Hackney Report.— 
Mr. Norman Scorgie, the borough engineer, in a report to the 
Works and General Purposes Committee of the B.C., deals with 
the extra cost of maintenance of roads within the borough since 
the advent of motor traffic. Dealing with seven typical wood- 
paved roads, constructed between 1897 and 1903, he finds that 
the total cost of maintenance during 1906-9, was £258; 1909-12, 
£3,141 ; and for the period April lst to August 3lst, 1912, 2813, 
Ntatistics bearing on five roads in the borough show, as an average 
of two days' record, that the 'buses varied from 724 to 1,346 in the 
period 8 a.m. to 10 p. m., and other mechanically-propelled vehicles 
var ed similarly from 270 to 509. Eight bus services traverse the 
borough, and four have termini in the borough. Mr. Boorgie says that 
such extensive services, coupled with the other traffic, must continue 
to have a very injurious effect on the roads; in nearly every case 
where repairs have been found necessary by reason of sinkages, it 
has been due not to surface wear, but to disintegration of the 
concrete foundations. Considerable extra expenditure was incurred 
in repairing macadam roads in the same way. Mr. Scorgie deals with 
the question of the accumulated petrol tax, pointing out the unfair 
treatment of the London Councils in its appropriation. He 
estimates that 2,202,520 'bus-miles per annum are run in the borougb. 
which at 3d. per 'bus-mile (equal to the tax), represents £2,750 per 
annum, derived from vehicles there, which should go towards 
the repair of roads in the borough. 


Indentures Cancelled.—Messrs. D. Napier & Son, 
Ltd., of Acton Vale, at Acton Petty Sessions on October 4th, 
summoned Mr. R. J. Hammond, of Regent's Park, and his son, 
Ernest R. G. Hammond, the first named as the person liable under 
an indenture of apprenticeship for the good conduct of his son, 
and the latter as the party with whom a dispute bad arisen. 

Mr. Curtis Bennett, barrister, remarking that the summonses 
were a little out of the ordinary, said that the Bench could order 
the payment of damages, or rescind the contract entered into. 
The indenture was executed in April, 1909, the father being bound 
for the good behaviour of his son, who undertook diligently to 
serve the complainants. For a considerable period he worked 
quite well. and no fault could be found, but for some little time 
now he had neglected his work. In the first year he received 9s. 
a week of 54 hours, and in the fourth 16s. It was also open to 
apprentices to increase those amounts by piecework. From July 
of last year the eon had not earned 168. & week, and there had 
been a loss of over £14 on his work. The father was written to, 
and he saw Mr. Schofield, the firm's accountant, and subsequently. 
as no improvement was made. it was decided to bring the case to 


the notice of the Bench. There was no question whatever as to 


the son's ability, but evidently he had made up his mind to do as 
little as he could. 

Evidence was then called. 

Mr. Schofield said that on the average, apprentices could earn about 
40 per cent. extra on their wages. 

Hammond, jun., eaid he did not agree with this statement. 

Mr. Schofield replied that some did earn less; that was about 
2 per cent. of the total number of apprentices—over 200. There 
was no other apprentice who had acted like Hammond. 

Wm. Sugden, demonstrator, raid that Hammond took a long time 
over his work; and John Rhodes, foreman, said he was told by 
defendant that he did not intend following the trade when his time 
had expired. 

Defendant alleged that he was neglected, and had to pick up 
what he could. Certain work he was not shown how to do. 

Alderman Geo. Wright, J.P., chairman of the Bench, said that 
defendant's conduct had been very bad indeed. He had, moreover, 
acted very foolishly in his own interests, as with a satisfactory 
record from a firm of such high standing as Napier & Son, he would 
have been able to get a jobanywhere. The indenture would be 
cancelled, and as no damages were aeked for, the summons against 
the father would be dismissed. 


Lightning Conductors for Trees,—]t has recently 
been suggested tbat lightning conductors should be fitted to trees, 
if not to all those of timber value, at least to those which by their 
beauty or rarity deserve preservation. The conductor should consist 
of a simple galvanised iron, or preferably copper, wire of about 
J in. diameter, carried from a branch in the upper part of the tree 
down the trunk, and after encircling the latter two or three times, 
driven into the ground. Special protection would thue, it is 
claimed, be given to the trunk, which is usually the seat of vital 
injury ; the spiral turns allow automatically for the growth of the 
tree, and thus the conductor, which is cheap to install, requires 
negligible maintenance. We may point out, however, that the 
spiral round the trunk would have a detrimental effect, as its 
inductance would compel the lightning to leave the wire. A better 
plan would be to bend the wire in a ziz-zag alongside the trunk. 
It is necessary to ensure thoroughly reliable contact between the 
earth and the lower part of the conductor. The latter should be 
carried away from buildings or roads and should terminate ina 
metal plate buried in damp soil. In the case of trees near buildings 
or in spots frequented by man or animals, a larger conductor section 
is desirable, and special care must be taken to ensure permanently 
efficient earthing. It should be remembered that the most severe 
storms will very probably occur when the ground is parched by a 
previous drought. 


(Continued on page BRB.) 
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A MODEL FIRE-ALARM STATION. 


A FIRE-ALARM central station which is a model of construc- 
tion, efficiency and architectural beauty has been installed in 
Oakland, California, where it occupies space in one of the 
local parks. The building itself is an ornament to the city, 
a low, one-story edifice with a deep basement, of a severely 
classic design. It is built of a creamy Utah sandstone, with 
metal doors and window frames, concrete roofs and floors 
and a wainscot of Vermont marble. Thus it will be 
observed that it is fireproof, and therefore the city is not in 
danger of being left without protection by reason of a con- 
flagration in its fire-alarm department. Formerly this was 
not the case, for the system was installed in a loft over an 
engine house, and it would have been a very serious 
matter for the city if that wooden building had happened to 
catch fire. 

An interesting fact in connection with the equipment of 
this station is that the electrical apparatus was installed by 
the Electrical Department of Oakland, under the supervision 
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BATTERIES INSTALLED IN THE BASEMENT. 


of the city electrician, 
George R. Babcock. 
This was not only a 
guarantee that the 
work would be properly 
and efficiently done, 
but it resulted in a 
thorough familiarity 
on the part of the 
department's employés 
with the delicate and 
intricate mechanism, 
so that in making 
future changes or 
repairs, no outside 
assistance would be 
required. 

With the population 
of the city approaching 
the 200,000 mark, and 
with prospect of its 
going far beyond that, 
as western cities have 
a habit of expanding 
rapidly, the station was 
designed to admit of 
additions and changes without altering the building or 
existing cable systems. 
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A roomy and well-lighted workshop occupies about a third 
of the main floor, which is a saving of both money and time to 


the city,and in the case of emergency repair work, is invaluable. 


THE OAKLAND CENTRAL FIRE-ALARM STATION. 


Here may be found the equipment of 
a modern machine shop with shaping 
machines, drill presses, lathes, emery 
wheels and milling machines, and the 
department is able to turn out such 
complex devices for its needs as auto- 
matic lighting switches, police boxes, 
fire boxes, tape registers, horse releases, 
&c., with the assurance that they аге 
properly. constyhested. 

The basement’ is occupied by the 
storage battery which is mounted on a 
system of metal racks. joth glass 
and porcelain insulation is provided. 
All the wiring is in conduit, including 
wires from battery to board, and shows 
only at the battery terminals. The 
basement floor is provided with trap 
doors so that any part of the room may 
be reached from any other part without 
cutting the floors ; this is to provide for 
changes in the conduit system which 
may be needed in future years. 

The large and attractive main room 
has an indirect system of illumina- 
tion, the last word in electric light- 
ing; and as the walls, ceiling and 
floors are white or light in tone, the 


RECEIVING AND REGISTERING INSTRUMENTS, OAKLAND FIRE-ALARM STATION, 


reflected rays are diffused and softened, giving ample 
light without glare. 
F 
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In this room are the delicate and complicated instruments 
for receiving and registering the alarms. "The fire alarm 
equipment, as described in a report by the city electrician, 
consists of four 12-circuit main line storage battery slate- 
base panels, mounted on steel frames, and so wired that the 
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WORKSHOP, OAKLAND FIRE-ALARM STATION. 
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office may be operated either manually or automatically. 
When automatically operated, two repeaters take up the 
alarm from the fire box and transmit it to the engine houses 
through gong lines. The latter are connected in series 
through each repeater, the operating table, the manual 
transmitter and the gong panel to the engine houses. 

For manual operation both 
the box and the gong lines 
are brought to the relay and 
tape registering table shown 
in the illustration. Here the 
box circuits are connected to 
theclosed-circuittape machines 
and relays. Blinker lights 
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time-registering machine, which not only punches the 
number of the alarm, but also at the same time records the 
time of sending the alarm to the engine houses. When the 
apparatus is to be operated by hand, the automatic re- 
peaters are switched off and the gong lines are operated 
either through the manual transmitter or the keys on the re- 
lay and tape- register table. In addition to the regular gong 
lines, high speed tapper lines are provided, to be used princi- 
pally for reporting engines out or returned to service, and 
they are also used to signal fires. A two-dial, four-plate 
manual transmitter with which both gong and tapper lines 
are connected, gives perfect control of this service. Thus 
the engine houses may be signalled by the repeater, by the 
keys on the table, or by the manual transmitter. 

“The use of the tapper lines is further seen in the opera- 
tion at the engine houses. The alarm, whether sent out 
automatically or manually, is there received first on the 
tapper line at a high rate of speed as a preliminary warning 
and registered on a tape, and is followed closely by the alarm 
on the gong line given much more slowly. Companies that 
are not to respond to an alarm signalled by the tapper shut off 
the gong line, and all the subsidiary apparatus, so that the 
sleeping men and the horses may not be unnecessarily dis- 
turbed, but the man on watch stands ready to get a possible 
second or third alarm that then must sound on the gong and 
send the company out." 

By use of the manual system it is possible to transmit the 
alarms rapidly to the central office and thence to the engine 
houses, keeping the lines clear for following calls, which in a 
city of considerable size often come in rapid sequence. 

A private exchange telephone board of large capacity is 
also in operation to handle the alarms sent in by "phone, 
and this is connected with the lines of both the local com- 
panies. It is equipped with red lamps which flash out to 
call the operator’s attention. 

The cables and wires are placed underground 
to a great extent as this diminishes the risk of 
accidents and deterioration by exposure to rough 
weather, which might interfere with efficient service. 

The cable in use is lead-armoured, saturated core 
with from six to 180 
conductors each, and when 
the system is completed 
more than 95,000 ft. of 
such cable will be installed. 

Many other details 
might be described to 
indicate the scientific and 
modern construction 
of this station, which 


A LARGE OERLIKON DIRECT-CURRENT GENERATOR FOR ELECTRO-CHEMICAL WORK (page 581). 


are provided to flash their warning to the operator should 
his attention be distracted from any cause, and a telegraph 
key permits him to signal on the box lines whenever that 
becomes necessary. The gong lines are also connected with 
keys on this table. One line passes through a master tape and 


seems to have been planned with unusual forethought and 
skill, and which is remarkable not only in being adequate 
for the present needs but for the ease with which its capacity 
may be increased to meet the expansion of the rapidly 
growing city. 
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LARGE DIRECT-CURRENT GENERATORS 
FOR ELECTROCHEMICAL PURPOSES. 


[BY OUR BERLIN CORRESPONDENT. | 


— — 


THE advantageous results obtained in connection with their 
machinery induced the Aluminium Industrie, Ltd., of Neu- 
hausen, to entrust the Oerlikon Machine Works with the 
construction of two large direct-current generators intended 
for an extension of their works at Chippis (Valais). These 
machines, by their output, speed and dimensions, are among 
the most remarkable direct - current generators ever 
constructed. 

The three generators were designed to meet the following 
requirements :— 

Normal output, 2,650 KW.; power consumption with 
normal operation, 3,850 H.P.; output, 7,800 amperes at 
340 volts, and 300 R. P. . 

The speed was determined by the water head existing at 
the place of installation: the generators were further to 
comply with the following conditions: — 

1. A permanent overload capacity of 3,000 Kw, 

2. An overload capacity of 25 per cent. during two hours, 
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the high position of the shaft; a ladder spanning the 
collector and insulated from the iron frame of the machine 
also makes the upper part of the collector readily accessible. 
Current is collected by carbon brushes which, like the brush- 
holders, are, even during operation, readily exchangeable 
separately and independently of one another. 

The generators are designed with shunt windings for 
self-excitation, and have reversing poles excited by the main 
current. Commutation is, of course, effected without 
sparking at all pressures and loads, without any shifting of 
the brushes. ^g "s pov P Us 
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ENGLISH GAS-ENGINE PLANT FOR JAPAN. 


SowE time ago the Lilleshall Co., of Oakengates, builders 
of the well-known Nuremberg gas engine in this country, 
secured an important contract to supply the Japanese 
Government with four 1,500-Kw. engines of this type, 
which are coupled to Dick, Kerr alternators, and supplied 
with gas from Mond producer plant made by the Power Gas 
Corporation. 

This plant is installed in a power station at Kamata, and 


.LARGE GAS-ENGINES UNDER CONSTRUCTION IN THE SHOPS OF THE LILLESHALL Co. 


of which 10 per cent. corresponds to the pressure and 15 per 
cent. to the current. 

9. An overload capacity of 50 per cent. during half an 
hour, 10 to 15 per cent. corresponding to the pressure and 
40 to 35 per cent. to the current. 

4. An increase in the speed to 1:8 times its normal value 
(540 R. P. u.), the strain on the material not exceeding half 
the elastic limit. 

5. A guaranteed efficiency of 94:5 per cent. and 93 per 
cent., as determined from measurements of the various losses, 
at full and half load respectively. 

The maximum increase in temperature on full load, with 
day and night operation, was fixed at 45° C. 

Actual tests have shown all these requirements to be com- 
plied with. These machines seem to be not only the first 
ever designed for the relatively high speed of 300 R. P. u., 
with the outputs and current stated, but the largest, as far 
as their output is concerned, of any machines so far con- 
structed for electrochemical purposes. This is the more 
remarkable seeing that the current is collected from a single 
commutator. 

Easy access from all sides, especially to the lower part of 
the commutator and the corresponding brushes, is ensured by 


will generate energy at 11,000 volts and 25 cyclesifor use on 
the electric railway between Tokio and Yokohama. 

The gas engines are of the tandem double-acting type, 
with cylinders 47} in. in diameter and 51} in. stroke. The 
engines will run at 94 R. P. u., and each will develop about 
2,130 B.H.P., which is slightly under their normal rating of 
2,400 B.H.P. at 100 R.P.M. 

The total weight of each engine and fly-wheel is 400 tons, 
the fly-wheel with magnet poles weighing 100 tons. 

Each cylinder weighs about 25 tons and the bed-plate 
55 tons, the latter being made in two parts for the sake of 
transport from the coast to the place of delivery. 

The cylinders are of cast-iron and of symmetrical shape, 
thus lessening the risk of unequal stresses in the castings. 
Large cooling water spaces are provided, and are arranged so 
that the coldest water flows past the hottest part of the 
cylinder. The inlet valves are above and the exhaust valves 
below the cylinders, the exhaust valve chests and cylinder 
covers being water-cooled, while the latter can be removed 
independently for internal inspection of the cylinders or 
valves. 

The pistons are water-cooled through hollow crucible steel 
piston rods, pistons and rods being-carried by,three cross- 


582 


THE ELECTRICAL REVIEW. 


[Vol 71. No. 1,820, OCTOBER 11, 1912. 


heads which take the wear off the cylinders, &c. The 
glands are fitted with floating metallic packing and lubricated 
by means of oil presses. 

The valve gear is very simple, one eccentric operating 
each set of inlet, mixing and exhaust valves at each end of 
the cylinder, while the inlet valve is controlled by the 
governor, giving both varying quantity and quality of gas. 

Forced lubrication of all outside parts is provided, and 
low-tension accumulator ignition, while the engines are 
started with compressed air. ! | 

The fly-wheels are specially built with a soft steel ring 
cast into the rim for.electrical reasons, to take the magnetic 
flux between the poles. Each engine draws its gas from a 


LARGE GAS ENGINE IN COURSE OF ERECTION. 


large receiver coupled to the principal gas main, while it 
also exhausts through a tubular boiler which provides steam 
for working the producer plant. 

At one end of the station certain auxiliaries are provided, 
these including four electrically-driven pumps for cylinder 
cooling water, two similar pumps for piston cooling water— 
the latter being supplied at higher pressure than the former, 
owing to the acceleration forces in that case—also two motor- 
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RAILLESS ELECTRIC TRACTION IN DUNDEE: 
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driven air compressors supplying air at 300 Ib. pressure to an 
air receiver near each engine, for starting. The engine room 
is spanned by an electrically-driven 40-ton travelling crane. 

The engines operate in conjunction with an ammonia 
recovery plant, and the sale of the ammonia sulphate will 
nearly cover the cost of the coal burned. 

The engines are undoubtedly much larger than anything 
yet made in this country, especially when it is considered 
that the whole power passes through one crank. 


Our various views show the engines in course of con- 
struction at the Lilleshall Co.'s Works, and give some idea 
of the massive proportions attained. We are indebted to the 
above company for enabling us to give this short description 
of the plant. 


RAILLESS ELECTRIC TRACTION IN 
DUNDEE. 


DUNDEE was one of the first cities to investigate the possi- 
bilities of railless electric traction. The Town Council sent 
a deputation to the Continent to investi- 
gate the working of the system, and for 
the past three or four years it has been 
uuder consideration, finally taking 
definite form with the opening of 
‘lepington Road route. 

Dundee has secured the distinction of 
being the first city north of the Border 
to adopt the system, Leeds and Bradford 
having forestalled it in the South. 

Col. von Donop inspected the route 
on September 3rd; after commenting 
favourably on the whole equipment, the 
Colonel remarked that this was the first 
occasion on which he had been called 
upon to inspect a railless trolley system. 
Mr. A. P. Trotter, of the B.O.T., accom- 
panied by Mr. H. Richardson, the city 
electrical engineer, inspected the overhead 
equipment, and the route was opened 
for general traffic on the 5th. The 
smooth running and comfort of the cars 
have secured their present and future 
success. Clepington Road, where the 
system has been installed, is a very 
important district in the north of the town, joining up the 
Fairmuir and Forfar Road tramway sections; the length of 
route is 2,110 yards, апа, with the exception of one or two 
sudden bends, the road is fairly straight. 

The Corporation Electricity Department erected the over- 


VIEW OF CARS AND OVERHEAD CONSTRUCTION, 


head equipment, which is carried out on the span-wire 
system, two sets of positive and negative wires running the 
whole length of the route. " 
The 00 gauge grooved trolley wires are held in position 
by mechanical ears, and line hangers of the twin straight 
gun-metal type are used, while for curves, single and double 
pull-offs are fitted. 
The span wires are held in position by Brooklyn strains 
attached to straps on the poles. Finials are the only orna- 
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ments on the latter, bases and collars having been omitted. 
In some parts of the route, rosettes are attached to suitable 
buildings to secure the span wires. | 

The average distance between the poles is 105 ft. Where 
telephone wires cross the road, guard wires have bcen erected. 
At three points on the route section boxes have been placed, 
each fitted with positive and negative switches, and a 
lightning arrester on the line wire. | 

The two cars at present running were supplied by the 
R.E.T. Construction Co., London, and they are designed to 

2H passengers. The entrance to the cars is at the 
back on the near side, and glass screens are fitted to both 
ends, to protect the driver and conductor during stormy 
weather. | 

The chassis were constructed by Messrs. Milne, Voss & Co., 
Bitkenhead, and the electrical equipment, consisting of two 
20-H.P. series motors, а special controller made for this class 
of traction, and the usual circuit-breakers, was all supplied 
by Messrs. Siemens Bros., Ltd. The motors are connected 
to a countershaft by worm gearing, and from the counter- 
shaft there is a chain drive to the rear wheels. 

Two brakes are fitted, one a foot brake which acts on the 
countersbaft, the other a hand brake fitted on the hubs of 
the back wheels. 

The time occupied on the journey is six minutes, at an 
average speed of 14 miles per hour. | 

To enable the cars to travel on the ordinary tramway 
track, one of the trolley arms is held from the overhead 
wires by a bracket, and a trailer, which is used to connect 
the return wire to the rail, is lowered from the conductor’s 
platform. The trailer is furnished with a small wheel which 
fits into the groove of the rail, and two massive copper 
blocks are provided to ensure proper contact. 

Our views show the general appearance of the cars, and 
curves on the overhead equipment. | 


THE ENGINEERING EXHIBITION AT 
OLYMPIA. 


THERE is now running at Olympia a very large engineering 
and machinery exhibition, which, while it only here and 
there directly represents electrical manufacturing, is 
undoubtedly worthy of a visit from all of our readers who 
can spare the time. It will appeal particularly to technical 
men who desire to keep themselves posted with regard to the 
latest progress in machine tools and some other departments 
of engineering, and we have no doubt it will attract many 
buyers, both bome and foreign, between now and October 
26th—the closing date. One of the outstanding features of 
the Exhibition is the very practical illustration that it 
affords of the advantages of co-operative effort among 


exhibitors in securing an effective working demonstration. 


This result has been secured by the display being organised 
by the Machine Tool and Engineering Association, with 
Messrs. C. H. Luke and F. W. Bridges as. organising 
managers. It is claimed by these gentlemen that the 
collection of machine tools, represents the finest specialised 
machinery display ever held in this country.” Whether 
that beso or no, it is a fact that a very large portion of the 
building is occupied by machine twols of all makes and types 
which are exhibited performing their manifold operations, the 
machines being representative of the latest stages of develop- 
ment of design. In addition to these, there is a whole host of 
mechanical engineering, and some electrical and general 
exhibits, the number of exhibitors all told being about 250. 

The prospect from the gallery is certainly more pleasing 
than we have observed at some other exhibitions in the same 
building, for in the main area there is a notable absence of 
built-up offices and high partitions. Although the number of 
purely electrical exhibits is naturally very small—the electrical 
trade had its own big effort last year, and few of our firms were 
ready for another at the same place so soon—electricity plays 
so essential a part in connection with modern machine-tool 
engineering, that it is not surprising to find the electric 
motor rendering unfailing service here, there and everywhere. 


In order to give a better idea of the extent to which the 
machinery is electrically driven, we may mention that the 
British Thomson-Houston Co., Ltd., of Rugby, alone have 
supplied to exhibitors no less than 85 of their motors and 
control panels for driving machine tools, some of which are 
being operated by silent Fabroil " pinions, where absence 
of noise is a consideration. These pinions are self-lubricat- 
ing and impervious to oil or water, and are stated to be nn- 
affected by rats or other vermin. The following is a list 
of the firms at whose stands these motors can be seen by the 
visitor :— 

Alldays & Onions; Archdale & Co.: Bailey « Co.; Colchester 
Lathe Co.: Consolidated Pneumatic Tool Co.; Darling & Sellers. 
Ltd.; Hoffmann Manufacturing Co.: Smith & Coventry: H. W. 
Ward & Co.; Holbrook & Sons; S. N. Brayshaw ; II. Rossell & Co.; 
Humpage, Thompson & Hardy; Burton, Griffiths X Co.; The 
Judeon- Jackson Co.; Harper, Sons, & Bean; Coventry Chain Co.; 
Denham Engineering Co. ; Frederick Pollard х Co., Ltd.; Cam- 
bridge Scientific Instrument Co.: Wadkin & Co.; J. W. Barnes; 
A. Herbert, Ltd.; Parkinson & Sons; Schuchardt & Schutte; 
Diokinson Machine Tool Co.; Redman & Son; Timbrell & Wright; 
Jones, Pollard & Shipman, Ltd. ; Charles Churchill & Co.: Osborne 
and Co.: G. Richards « Co.; G. H. Alexander; Theodore Butler, 
Ltd.: E. G. Wrigley X Co.; Armfield & Co.; Mayer & Schmidt; 
The Carborundum Co., Ltd.; Broom & Wade, Ltd.; The Tormo 
Manufacturing Co. ; The United Machine Tool Works. 


There are several excellent exhibits of electrical instru- 
ments, to which we shall refer later, and here and there one 
comes across a stand with electric light fittings or lifting 
magnets and electromagnetic chucks, forced-draught and 
superheater plant, steam fittings, CO, recorders, friction 
clutches, small electric generators, water softeners, turbine 
plant, power hammers, castings, an electro-galvanising 
process, engine and other oils, pumping machinery, oxy- 
acctylene welding apparatus, and a great variety of engineer- 
ing supplies and stores. 

At the opening ceremony, which was performed on the 
afternoon of October 3rd, Earl Selborne, in his speech, 


made reference to the great importance of the prospective 
foreign markets to the British engineering manufacturer 


and to the necessity for nursing them ; the competition of 
foreign firms, and the need to meet that competition by 
co-operation and efficient organisation on the part of 
British firme in order to ensure the world knowing the 
truth about our abilities. Earl Selborne was followed by 
Mr. J. M. Robertson, M.P., of the Board of Trade, who 
also dwelt upon the importance of rival firms in a par- 
ticular trade co-operating in order to secure proper repre- 
sentation at international exhibitions. 


BONECOURT SURFACE COMBUSTION, LTD., (Parliament Mansions, 
Victoria Street, London, S.W.).—One of the most interesting 
exhibits is that of the system of heating with gas developed 
by Prof. Bone and Mr. McCourt, which has already been 
described in our pages. Some examples of furnaces and stoves 
fired on this system are shown, and in the yard isa gas-fired boiler 
supplying steam to several of the exhibitors. The boiler is designed 
to evaporate 550 lb. of water per hour at 120 lb. pressure, and is 
supplied with gas and air by Sturtevant fans at a pressure of about 
18 in. of water. The water level is controlled by a Crosby automatic 
feed regulator. The tubes of this boiler are about 3 in. in diameter, 
and are filled with small lumps of refractory material, which 
baffe the gases and ensure that they shall impart their heat to the 
boiler, the gross efficiency of which is stated to be no less than 
95 per cent., and the net efficiency, after allowing for the driving of 
the fans, 92 per cent., without an economiser. Most of the transfer 
of heat takes place in the zone of active combustion at the front end 
of the tubes, and the result is an energetic longitudinal circulation 
of the water in the boiler; but the tubes show no undue wear at 
any part of their length. Tests made by an independent boiler 
expert on a boiler at the Skinningrove Iron Works, capable of 
evaporating about 4,000 lb. per hour, and fired with coke-oven gas, 
in July last, showed a net efficiency of over 90 per cent., although 
the boiler was not lagged. The condition of the combustion inside 
the boiler is indicated by a short section of tube containing 
refractory material, through whicha small amount of the gas and 
air mixture is allowed to pass, the appearance of the white-hot 
lumps enabling the attendant to judge when the proper mixture is 
attained. This is the first occasion on which the system has been 
publicly exhibited. 

Messes. HINDLE, MAITLAND & Co. (100, Deansgate, Manchester). 
This firm show their patent electric press, suitable for pressures 
up to 30 tons and designed for baling goode, which has been fully 
described in our pages; we understand that a considerable number 
of these presses have been installed by some of the largest textile 
houses, superseding hydraulic presses, as they show a very large 
economy of energy. The press exhibited will bale 100 timee, up to 
its full capacity, with one Board of Trade unit. Other exhibits 
are the Ensign electric fire, and Tinol paste solder. Messrs. Neville, 
Williams & Co. are the London agents for the press. 
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EYRE SMELTING Co., LTD. (Barden Road Worke, Tonbridge).— 
At this stand are shown Bamber's non-encrusting zinos for 
primary oells, in a variety of shapes ; an enormous number of these 
have been supplied to the Post Office, as well as other authorities. 
Their new “ Household" zinc rods are exhibited. Anti-friction 
metals form the bulk of the exhibit. 

THE HOFFMANN MANUFACTURING Co., LTD., Chelmsford.—An 
exhibit of moving machinery running entirely on " Hoffmann " ball 
bearings is shown, as well as specimens of the various types of ball 
and roller bearings manufactured by the firm. 

The machinery is driven by a 10-н.р. British Thomson- Houston 
D.C. motor, ventilated type, shunt wound. This 1s fitted with 
" Hoffmann" ball bearings; grease is used for lubricant, and 
therefore no trouble is experienced from excess of oil getting on the 
windings and commutator. Also it is impossible for the bearings 


FIG. 1.-- HOFFMANN HANGER (SECTION). 


to seize or to wear and drop the armature on the pole-piecer. When 
& motor is once charged with grease, it will run for many months 
or even years, without attention. | 

The motor drives a line of 2}-in. shafting running on Hoffmann 
ball-bearing hangers, of which we reproduce a section (fig. 1). 
Driven from this shaft isa 10-in. " Churchill " internal grinding 
machine, mounted on " Hoffmann" ball bearings and running at 
the extremely high speed of 30,000 R. P. ni. There is no difficulty in 
ranning it continuously at this speed, and as the wear in ball bear- 
iugs is practically nil, the machine keeps its accuracy unimpaired, 
and the micrometer adjustment to the slide on which the grinding 
epee is mounted gives accurate readings to 00025 in. diameter of 
work. 

Driven from the same shafting through a countershaft (also 
running on Hoffmann ball bearings) is a Churchill" vertical 
surface-grinding machine mounted throughout on “ Hoffmann " 
ball bearings. As this machine is some 12 ft. overall in length, it 
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Fic. 2.— HOFFMANN BALL-BEABING COUNTERSHAFT. 


is capable of dealing with the heaviest work, and also, if desired, 
work of comparatively small size. A magnetic chuck 36 in. x 10 in. 
is used with this machine. | 

Various models are shown to illustrate the free running of ball 
bearings, as well as the countershaft which is illustrated herewith. 
This is very easy to erect, as there is only one bracket to fix. The 
main spindle is mounted on two rows of ball bearings, and the 
loose pulley on another. The belt-shifting gear is automatically 
.ocked in both positions, N | 


W. SILVERSTEEN & Co., 147, Cannon Street, E.C.—This exhibit | 


comprises various types of electromagnete. A magnet of rectangular 
shape, 3 ft. long X 8 in. wide X 8 in. high, is shown, capable of 
lifting iron blocks up to 36 cwt. for loading and transporting pig- 
iron, bars, tubes, &c. The power consumed in exciting the magnet 
is small in comparison with the load, owing to the advantageous 
arrangement and good utilisation of the active materal, a low tare 
resulting therefrom as well. The power consumption is 400 watta, 
and the tare 4} cwt. The starting is effected by a controller, fitted 
with a magnetic blow-out. The wiring is arranged in such a way 
that the magnet is first excited with part of the standard voltage 
only ; then the lifting commences, and the whole voltage is put on. 
When stopping, the magnete are depolarised to ensure a quick and 
safe release of the load. This is of importance when sorap and 
turnings are being handled, as otherwise they remain in position 
owing to the remanent magnetism. To take up the slack in the 


Fig. 3.—SILVERSTEEN LIFTING ELECTROMAGNET IN USE. 


electric cables when the load is being lifted, a cable drum is pro- 
vided, with automatic winding-up gear. 
For separating iron parts from any raw material, such as palm 


kernels, cotton. flour, cocoa beans, &c., or from foundry sand, brass 


turnings and waste of any kind, electromagnetic separators are 
now being supplied instead of the permanent magnets. hitherto in 
use. A machine is exhibited which is capable of treating about 


Fia. 4.—ELECTROMAGNETIC CHUCK. 


5 to 6 cwt. of turnings per hour. The driving power required is 


à HP., and 110 watts is used for exciting the magnets. The 
magnetic drum is 3 in. in diameter. x 94 in. long, running at 
350 R.P.M., whilst the driving shaft runs at 120 revolutions. A 
feeding hopper and long shaker are provided for the filling and 
distribution of the material to be treated. A starter is fixed to the 
machine. These machines are in use in various factories, 

A number of rectangular chucks for milling, planing, shaping, 
surface grinding machines, &c., are shown, also circular ones for 
ordinary and horizontal lathes, grinders, kc, They represent а 
great saving in labour-in setting up work on machine tools, and 
should be of great use for repetition work. The circular chucks 
aré made in sizes from 4 to 59 in. in diameter (fig 4), and the rectan- 
gular ones from 10 in. X 54 in. up to 63 in. x-16 in. Owing tothe 
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stronger magnetic action required, all sizes аге made of wrought, 
instead of cast iron. А depolariser for removing all traces of 
magnetism from iron or steel, a hand magnet of 3} in. diameter 
to lift 66 1b. with about 20 watts, and an eye magnet for hospitals. 
and factories are also on show. 

The following are some of the gallery exhibits :— 

Mrssrs. Mosses & MITCHELL, of 122-124, Golden Lane, 
London, E.C., show a representative collection of their vuloanised 
fibre goods for electrical and many other purposes. Moorit steam 

.jointing, ebonite sheets, rods, &c., the M. & M." bonded asbestos 
brake lining, Blake's insalated staples, and—what will probably 
interest many of our readers personally—a line of fibre golf clubs. 

THE VACUUM OIL Co., LTD., of Caxton House, London, S.W., 
exhibit their various lubricating oils for steam, gas and Diesel 
engines, turbines, transformers and switches; also & number of 
lubricatore, including a forced feed automatic one for cylinder 
lubrication. i | 

PRICES' Co., LTD., of Belmont Works, Batterrea, S. W., aleo show 
lubricante for steam engines and turbines, oil engines and electrical 
machinery, as well as insulating oils for transformers, oil-break 
switches, Ко. Other exhibits illustrate the various stages in. oil 
production and refining, and apparatus for oil-testing. 

Messrs. EDGAR VAUGHAN & Co., LTD., Corporation Street, Bir- 
mingham, also have close at band a display of oils for steam, gas 
engine and motor service. 

The Comptometer adding and caloulating machine will be 
found at the stand of the Felt & Tarrant Manufacturing Co. 
(Bank Buildings, W.C.); several types of silent chains, roller and 
block chains, and chain sprockets are exhibited by Messrs. Brampton 
Bros., Ltd., of Oliver Street Works, Birmingham ; Messrs. Valite, 
Ltd., demonstrate their oxy-acetylene welding and cutting plants, 
snd show acetylene lamps and lighting plants ; the Efandem Co., 
Ltd., 83, Upper Thames Street, E.C., include among their exhibited 
lines the "T E.C.” patent s&priog terminals; jointings, packings 
and rubber sheetings and other cognate lines are «xhibited by 
Messrs. James Walker & Co., of Garford Street, West India Dock 
Road, E.: Mr. Н. C. Slingsby, of Old Street, E. C., is once sgain 
present with his patent trucks and ladders, and the L. E. B. Eng i- 
neering Co., Ltd., of 68, Pentonville Road, London, N., have on view 
a model of a new system of fixing tubes in a steam surface con- 
denser, and a new system of piston rings especially adapted to 
internal combustion engines, and so on. 

There is & large instructive and interesting collection of engi- 
neering work done by the students at the Polytechnic and Technical 
Institutes controlled by the L.C.C. Education Department, and the 
Board of Trade (Exhibitions Branch), has with comméndable 
enterprise put on view a model (one-hundredth fuli size) of the 
British Pavilion at the Ghent International Exhibition of 1913. 
It is to be hoped that a study of this model and of the large snd 
useful plans on the wall, together with the courteous and con- 
vincing arguments of the gentlemen in charge thereof, will so 
impress the minds of exhibitors and otber visitors at the present 
Exhibition, that the British machinery display at Ghent will be a 
complete success. 

THE LINOLITE Co., LTD., 25, Victoria Street, S.W., effectively show 
their Tabolite" system of electric lighting, with aluminium reflectors, 
for picture, show-case and other service, and on the same stand 
they also exhibit the Woodhouse patent system of steel casing for 
electrical conductors, with which our readers are already familiar. 

MESSRS. JOHN DUGDELL & Co, of Failsworth, have a good 
collection of their movable electric lighting fittings and accessories 
for all classes of service. and adjustable for almost every con- 
ceivable position. New adaptations of these fittings are continually 
being introduced by the firm, and we were interested in several of 
these applied to brackets, pendants, standards and special work. 
We may mention the following :—The No. 235. 7-ft. extensible 
floor standard for car-sheds, erecting shops, &c.—this fitting is 
supplied also in polished brass, bronze, nickel, &c., for domestic 
service ; and No. 313, a dining-room pendant fitting which can be 
either raised or lowered or extended lengthwise whichever way the 
dining table has to be lengthened. We understand that the firm 
have experienced & great success with their speciality, and the 
gratifying reception accorded to them in the foreign markets has 
encouraged Messrs. Dugdell to place their fittings on exhibition at 
the Boston electric show now in progress. 


( То be continued, ) 


NOTES. 


(Continued from page 578.) 


The Electro-Harmonic Society.—This Society opens 
its twenty-seventh season on Friday next, October 18th, with a 
smoking concert in the King's Hall, Holborn Restaurant. The 
dates of other concerts are as under :—- 

Monday, November 18th, ladies’ night. 

Friday, December 13th, smoking concert. 

Friday, January 10th, 1913, smoking concert. 

Tuesday, February 25th, ladies’ night. 

Friday, April 4th, smoking concert. 


Rectifier for Tramway Work.—The Canadian Electrical 


Neus recently mentioned that Dr. Cooper Hewitt had developed a 


meroury vapour rectifier capable of supplying energy to tramway 
cars. With this new apparatua an output of 700 amperes has been 
obtained as compared with 50 with the old type. 


^ 


Red Tape, or High Finance ?—An extraordinary pro- 
cedure has been adopted by the Corporation of Liverpool, in connec- 
tion with what is called " the Current Official List of Corporation 
Contractors.” А circular has been issued to the contracting firms 
which are at present on the list, informing them that the list will 
expire at tbe end of this month, and that "the nameof any firn 
on the present list can only be inserted in the list for the ensuing 
12 months upon payment of a registration fee of 58.“ before 
October 31st. 

We have, unfortunately, had occasion to place on record many 
instances of contemptible meanness on the part of local authorities 
towards their own employés—their electrical engineers in parti- 
cular—but now, it seems the scope of their operations is to be 
extended ; extortions are to be levied upon those who, though 
beyond the control of the Corporation, can yet be taxed on the ples 
of registration. 

The fee in itself is of small amount at present, but these items 
always tend to increase, and who can say what value the Corpora- 
tion of Liverpool will eventually attach to the privilege of admis- 
sion to the official list, and of taxation? And what will this tax 
upon industry amount to when we multiply the average fee by the 
number of manufacturers and also by the number of municipal 
authorities? The principle is, in our opinion, wholly wrong, and 
we are surprised to find that it was adopted by a resolution of 
the Council. The practice savours rather of the methods of a 
pettifogging solicitor, or of a Chancellor of the Exchequer, than of 
the authority controlling one of our most progressive and 
enlightened centres of industry, and we trust that this unworthy 
and undignified resolution will soon be expunged from its 
honourable records. 


Imports and Exports in September.—The trade 
returns iasued this week show that there was a continuance of the 
increased activity in our foreign trade during last month, whereas 
iu September last year certain labour struggles were still in progress. 
Of course it has to be remembered that the figures include manu- 
factures which were "held up" during the labour trouble at the 
docks, also that in many cases prices had been raised. Another 
faot to be borne in mind, however, is that this year September had 
one working day less than the corresponding month of 1911. The 
electrical and machinery figures, so far as available, are most satis- 
factory, being as follows: 


Imports, Spt., 1912. 
Electrical goods and apparatus, other than 


Inc. or dec. 


machinery and telegraph and telephone 
wire... sees *. £114,569 Dec. £10,859 
Machinery  ... e ee ee £489,012 Inc. £62,033 


Forthe nine months down to date, the total of electrical goods 


` and apparatus is £1,036,376, showing an increase of £23,733, and 


that of machinery £4,995,829, showing an increase of £584,181. 


Егротіх, Sept., 1912. 

(а) Electrical goods and apparatus (as 
above) ... sss $us jus ... £486,356 Inc. £277,024 
(5) Machinery ... . . £2,874,666 Ino. £756,186 


For the nine months the totals for these two clasees of exports 
show that the advances have been (u) £1,207,918, and (0) £1,520,440 
respectively. The total for (a) has heen £3,198,770. 


Fatalities —An inquest was held at Guisborough on 
Friday last upon the body of a 16-year old lad named Tom Welburn, 
who was killed in the Spawood Mine the previous day. John 
Morley, a youth, stated that shortly after deceased had passed 
him going to his work the electric lights went out, and he heard 
a огу. Very soon afterwards he fouud Welburn lying with the 
broken end of an electric wire in his hand. Witness ran and 
switched off the current. Artificial respiration was tried without 
effect, Mr. Dent Oliver, chief electrician at the mine, said he went 
to the scene of the fatality two hours later and found one of the 
wires broken and the insulation of the other damaged. In his 
opinion deceased had taken hold of the wires and forcibly pressed 
them together, thus damaging the insulation. When that was 
done the live wires would come into contact and a short-circuit be 


Inc. or dec. 


. established. The neutral wire was broken and the live wire insu- 


lation damaged. The wires were over 6 ft. above the roadway, and 
did not sag downwards. The wires were all properly insulated, and 
the boys had no right to touch them, though sometimes they 
played with the switches. The pressure was 250 volte. There had 
been no fall of roof which might damage the wires. In recording 
a verdict of " Accidental Deatb," the Coroner observed that it was 
the first fatal accident due to electricity which had occurred in 
the Cleveland mining centre. 

On October 3rd the Liverpool Coroner held an inquest into the 
death of Pau! Lyon, 39, labourer, who was killed in the controller 
house at Messrs. Bibby's extension in King Edward Street three 
days before. The man who was working for the building con- 
tractors was engaged in the concreting of the electric motor house. 
There was only about a foot of room between him and the electrio 
lift, and it appears that the current which operated the lift was 
switched on, and deceased came in contact with the apparatus and 
received a shock at 220 volts, with fatal results. Mr. Thos. Davies, 


an expert witness, said the building was based on steel girders, and 


the conditions could scarcely have provided better conductors. The 
jury returned a verdict of Accidental Death.” 

A correspondent states that a distressing fatality. occurred on 
Monday morning at Messrs. Jones's Sawmills, Larbert, Stirlingshire. 
Overnight the storm had broken one of the overhead wires con- 
veying current to the works, and on Monday morning a lad aged 


15 yeare, named Thomas Hannah, was found dead under the wire. 
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Economy not Fraud.—4A curious illustration of the 
economy resulting from the use of metallic-filament lamps was 
recently reported in the German Press. At the Criminal Court of 
Duisburg, an engineer a few weeks ago was accused of having 
tampered with electric meters. and of thus having, on behalf of 
his employer, cheated the local electricity works of several hundred 
marks. The evidence brought by the plaintiffs showed that there 
was an enormous reduction in the electricity bills rendered for the 
meter in question. 

The accused engineer indignantly denied the charge, and stated 
that the large difference in the consumption was due to the install- 
ation of Osram lamps: in one year the amount of bills for energy 
was M. 587. while in the following year. after these lamps had been 
installed, the amount was reduced to M. 155, It was conclusively 
shown that Osram lamps effected a saving of at least 70 per cent.. 


and the jury returned a verdict in favour of the defendant, with 
costs 


Travelling Expenses to India,—In the City of 
London Conrt on Tuexday, Mr. E. C. Ives, of West Ealing, sued the 
Calcutta Electric Supply Corporation, Ltd., Salisbury House. 
London Wall, for £17 28. 3d., the difference between first-class and 
second-class passage from India to London.—Mr. R. W. Turner 
appeared for the plaintiff and Mr. Roland Smith for the defen- 
dants.—It seemed that the plaintiff, a cable jointer, was engaged by 
the defendants to go to Calcutta in 1907 for five years at a salary 
of £200 a year, with increments, and he went. On his return he 
claimed to be entitled to first-class passage home: and as the 
defendants would only give him second.class passage, he now 
claimed the difference. His agreement provided that if he was ill 
and the engagement terminated during the five years he should 
have a second-class berth ; but if he stayed for the full period he 
was then to have first-class accommodation.— Defendants said that 
was a clerical error on the part of their London office, and that the 
plaintiff had been paid £34 in full discharge (including second- 
clase berth), which plaintiff had accepted. Mr. Turner said that 
the cheque was accepted only on account, after warning the defen- 
dants.— Mr. Francis R. Reeves, defendants’ secretary, said he had 
engaged many mechanics to go to India, but he had never heard of 
one of them going first class, A man like the plaintiff would be in 
a very uncomfortable position in the saloon of a first-class mail 
steamer. He recently sent a man out at £600 a year, who went second 
class. They were not defending the action because of the amount 
in dispute.— Judge Lumley Smith. K.C., thought that when com- 
mercial people like the defendants made mistakes they were 
generally held to them, The mistake was not mutual.—Judgment 
for the plaintiff with costs, 


Clyde Diesel Engine Builders.—According to the 
Standard, the Burmeister & Wain Co. have acquired from Messrs. 
Harland х Wolfe the engine shops recently taken over with a 
shipyard which the latter purchased, and will build Diesel 
engines: the Beadmore engine is at present built at Dalmuir, 
Carel engines at l'ort-Glasgow. and F. I. A. T. engines at Greenock. 
It is also roported that an Admiralty order has been placed for a 
M. A. N. engined ship with another Clyde firm. It thus appears that 
five types of Diesel engines will shortly be built by local firms. 


The Gas Campaign.—On Tuesday this week the 
British Commercial Gas Association met at Manchester, some 500 
members being present at a reception by the Lord Mayor in the Town 
Hall Early in the proceedings а touch of humour was introduced 
by Alderman Phillips, of Salford Gas Committee, who said they 
were not there merely as traders seeking a profit, but they had a 
nobler purpose : they were missionaries who were going to do their 
utmost to purify the atmosphere. and make the lives and homes of 
the people brighter than they were at present. They wanted to 
Increase sunshine. Papers and discussions occupied the day, and 
late in the afternoon Prof. Vivian Lewes delivered his customary 
eulogium of gas as the exact opposite of what it is universally 
believed to be. The interest of the meeting to electrical engineers, 
however, lies mainly in the evidence it affords of the ability of 
the gas suppliers to get together, and to carry out a great co- 
operative effort, in the hope of stemming the flowing tide of elec- 
tricity supply. The three great labours which the Association had 
undertaken, said the president, were publicity, sales organisation, 
and service development. The Association is carrying out its 
programme with admirable energy and efficiency, and we strongly 
recommend the suppliers of electricity to give close attention to 
its proceedings, which will have a material effect upon their own 
business unless they go and do likewise, 


Re Newcastle Exhibition.—Referring to Mr. Potter's: 


letter in our last issue regretting that the machines in the 
Laundry Section of the recent Exhibition at Newcastle were not 
heated by electricity as well as driven by electric motors, we are 
. informed that Mr. Buckell took the matter up with Mesars. East- 
man & Warne. who promised to do whatever was possible, they 
having an extensive experience in the equipment of electric 
launcries. Unfortunately, at present, most of the complete equip- 
mente are installed in public institutions, and on shipboard, where 
the voltage ir 100 or thereabouts, and no machines for 240 volts 
were available. Since these machines have to be adjusted to run 
at certain definite tempers.tures, and the watts consumption is pro- 
portional to the square of the voltage, it is evident that the high- 
voltage loadings would have been very poor stock, and for this 
reason the proposition was found impracticable. 


Mr. L. E. Buckell, of the Newcastle-upon-Tyne Electric Supply 
Co., Ltd., writes, with regard to the concluding paragraph of the 
account of the exhibits in our issue of September 27th, stating that 
it is quite incorrect to say that there were innumerable stands of 
interest to those concerned in the use of electricity in the worka, 
and in its application to the industrial question. Asa matter of 
fact, there were not more than three or four of such stands 
altogether in the whole exhibition, and tlie success of the exhibition, 
from the point of view of both thé attendance of the public and 
the volume of business done by the exhibitors, may be traced 
entirely to the fact that exhibits of this nature were not encouraged, 
and that practically the whole of the exhibits were such as would 
be of considerable interest to the domestic user.“ 


Educational  Notes,— Mr. Stanley Parker Smith, 
D. Sc., Assoc. M. Inst. C. E., A.M.LE.E, chief designer for the 


General Electric Co., Witton, has been appointed lectürer and 
instructor in dynamo design in the City and Guilds (Engineering) 
College, South Kensington, as successor to the late Mr. W. E. 
Robson. Dr. Smith took up his new duties on October lst. These 
include ordinary third-year work in dynamo and motor design and 
electric traction, and post-graduate work on the design, con- 
struction, and manufacture of dynamo-electric machinery, in which 
a special full-time advanced course (30 hours per week for a whole 
session) was established last year. As preparation for a teaching 
career, Dr. Smith has had six years' academic training, and seven 
years in works. For soine years he was at the Armstrong College, 
Newcastle, under Dr. Thornton, and for two years with the late 
Prof. E. Arnold, of Carlsruhe, as 1851 Exhibition Scholar. Subse- 
quently, he entered the design office of Messrs. Siemens Bros. 
Dynamo Works, Stafford, and for some years has been chief designer 
to the General Electric Co., Witton. Quite recently he was awarded 
a Telford Premium by the Institution of Civil Engineers for a 
paper on “Single Phase Commutator Motors for Electric Traction 
on Long-Distance Railways.” We wish him every success in his 
new vocation. 

At the Willesden Polytechnic on Wednesday last week, Mr. F. H. 
Taylor delivered a lecture on Electrical Engineering” dealing 
especially with the training of an electrical engineer. 

At the County Technical School, Peterborough, & course in elec- 
trical engineering is provided, under Mr. R. Rowland, mains 
superintendent at the electricity works. 

Mr. H. Hirat will take the chair at the inaugural lecture on The 
Management of Public Electric Supply Undertakings,” by Mr. A. 
Hugh Seabrook, at the East London College on Monday next. 


For Sale.— The Blackburn Corporation Electricity De- 
partment has for disposal three Lancashire boilers and one set of 
Green economisers. See our advertisement pages to-day. 


Appointments Vacant.— Third-class clerk for the 
Fulham B.C, Electricity Department (£80) ; cable jointer, for the 
Port Elizabeth Manicipality (13s. per day). See our advertisement 
pages in this issue, 


The Anchor Hospital and Distress Fund.—The 
second annual general meeting of members of this fund, in opera- 
tion at the Anchor Cable Works, was held on October 1st, Mr. J. 
Bowyer presiding. The objecta of the Fund are: (a) Thegranting 
of annual sums to hospitals and convalescent homes, &c., thereby 
ensuring to members hospital treatment in case of accident or other 
sickness, and (%) the granting of temporary relief to members in 
exceptional distressed circumstances, so that shop collections may 
be discontinued, The hon. secretary, Mr. A. Crooke, reported that 
every one of the employés at Leigh, including the staff, were 
members, each member paying Id. per week. He pointed out the 
useful work which had been done by the Fund. Members have 
been gent to convalescent homes and to sanatoria, in addition to 
recommendations having been issued to members requiring attention 
at various institutions. Thanks to the generosity of the directors 
of the company, the committee were enabled to provide, during the 
coal strike, free dinners to needy members. The families which 
were in reduced circumstances were also assisted, and the sum of 
£12 was contributed to the Mayor of Leigh's fund for feeding 
necessitous children. There was a balance in hand of £72, out of 
which it was resolved to make the same grants as last year to hos- 
pitals and infirmaries, amounting to £47. The following officers 
were reappointed : President, Mr. James O. Callender ; Trustees, 
Mr. J. Bowyer and Mr. C. Hulme; Hon. Secretary and Treasurer 
Mr. A. Crooke. 


Inquiry.—Makers of the Richardson fuse bridge are 
asked for. 


L. X S. W. Railway Electrification.—In the Pall Mall 
Gazette of Wednesday there appeared an authoritative statement to 
the effect that the genera] scheme of electrification has been settled, 
and the company hopes to have electric trains from the Thames 
Valley running into Waterloo Station in 18 months. 


Holborn Lighting.—On Wednesday night the new 
system of street lighting in the Borough of Holborn was put in 
operation. In High Holborn, clusters of three large Osram lampe 
in lanterns. supported by tall columns, have been employed, with 
excellent effect. We shall return to the subject in a later issue. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side .of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW vosted as to their morements, 


Central Station Officials. M. GRAINGER, who for 


many years acted as assistant electrical engineer to the Paisley 
Town Council, received an appointment under the Limerick Cor- 
poration some three months ago, and left for that town. The office 
vacated by him was advertised, 175 applications were received, and 
the Council had got as far as a short leet, when it was learned that 
Mr, Grainger would be quite well pleased to return to his old job 
after his three months’ experience of life in Ireland. The Com- 
mittee gladly accepted the offer, and agreed to abandon all the 
applications lodged. 

Mak. HERBERT FOSTER, who, after eight years’ service as engineer 
in the electricity department of the York Corporation, has become 
North-Eastern district representative for the Electrical Co., Ltd., of 
London, has been presented with a handsome 14 days’ clock, asa 
mark of the esteem of his colleagues in the York electricity 
department. 

Mr. STANLEY J. Вк ково has left the Newcastle Electric 
Supply Co., Ltd., and is to sail to-day to take up a position with the 
Madras Electric Supply Corporation, Ltd., as assistant station 
engineer, in Madras. | 

The marriage took place at All Saints’ Church, Evesham, last 
week, of MR. HERBERT HORTON SMITH, of the Worcester Corpora- 
tion electricity works, and Miss Margaret Newton Lunn. From the 
staff and employés of the electricity department, Mr. Smith 
received a divan armchair. | 

The Bridlington T.C. has appointed Mn. F. FFRENCH, the present 
mains superintendent, as chief assistant at the electricity worka, at 
a salary of £130, rising to £160, and Mr. LESLIE A. TRAIN, of 
Fleetwood, as charge engineer. 


Tramway Officials,—On Sunday morning last, according 
to the Western Muil, an interesting function, illustrating the happy 
relationship existing between the manager and staff of the Cardiff 
Corporation tramways, took place at the tramway offices, when Mk. 
ARTHUR ELLIS was presented with a suite of silver candelabra by 
a large section of the uniformed staff of the department, as a 
tribute of the affection and esteem in which he is held by the men 
under his control, and in celebration of the completion of ten years’ 
service under the Corporation. Mr. Howell David presided, and the 
presentation was wade by Mr. Henry Bishop, one of the oldest 
tramway drivers in the service, he having been engaged continuously 
in his occupation for nearly 40 years. In acknowledging the gift, 
Mr. Ellis, speaking with much feeling, expressed pleasure at the 
unexpectedness of the presentation, and referred with pride to the 
good will existing between all grades of the department. 

Mr. W. T. RoPINSON, assistant engineer to the Hull Tramways 
Committee, has resigned his position to take up the general 
managership of the South Shields tramways. 

Мв. T. HARRINGTON, of the Torquay Tramway Co.'s electrical 
staff, who is taking up an appointment in the Maidstone tramway 
department, has been presented by his colleagues with a silver 
cigarette case. 


General.— Mr. J. W. Buck has resigned his position 
with Меветв, Siemens Bros. Dynamo Works Co., Ltd., and has joined 
Messrs. Turner & Burger, electrical manufacturers, of Aubrey 
House, Ely Place. Holborn, E.C. 

MR. ALFRED H. GIBBINGS, of the firm of Alfred Н. Gibbings and 
Co., 564, Cangallo, Buenos Ayres, will be in England on a short 
business visit during November and December, and his address 
while here will be 91, Palmerston House, Bishopsgate, Е.С. Messrs. 
Alfred H. Gibbings & Co. are engineers and contractors and have 
an important business in South America, and among other repre- 
sentations they are the agents for Messrs. James Howden х Co, 
Ltd. of Glasgow, for turbines. steam engines, boilers. forced 
draught, oil fuel apparatus, kc. Mr. Gibbings is open to negotiate 
with firms deairous of representation in the Argentine. 

At a farewell dinner, held on the 2nd inst. at the Reggiori 
Restaurant, Mk. Donson, senior assistant electrical engineer, was 
presented with a handsome marble clock, as a mark of esteem, by 
the electrical staff of the Metropolitan Railway, on his leaving the 
company to take up an appointment with the L. & N.W, Railway, 
in connection with the electrification of their line. Mr. Page 
(chairman), on making the presentation, spoke of the past experience 
and work of Mr. Dobson, during his connection with the company, 
in highly complimentary terms. Mr. Dobson suitably replied. 
The evening was concluded with various vocal and instrumental 
contributions by members of the staff. | 

MR. J. FRANK JONES. foreman electrician in the irstallation 
department of the Ebbw Vale U. D.C., has been appointed installation 
inspector under the municipality of Shanghai. 

Mr. Justus Eck, enyineer-in-chief to the Union Electric 
Co, Ltd, and deputy-chairman of the Electrical Trades 
‘Benevolent Institution, sails on October lith by the ss. Osterley. 
en route for Australia. After a tour in the interests of his company 
—covering, amongst otber places, Fremantle, Adelaide, Melbourne, 
Sydney, Brisbane and Tasmania—Mr. Eck will proceed to New 
Zealand, returning home rid Canada and New York. His complete 
journey will occupy some eight months. 


Obituary.—Mn. W. E. Ronsox.—We regret to record 


the death of Mr. W. E. Robson, lecturer and instructor in dynamo 
and motor design in the City and Guilds (Engineering) College, 


South Kensington. Mr. Robson joined the staff of the college in 
1906, after he had had some teaching work in evening classes, and 
& large and varied practical experience with several well-known 
firms. Amongst these may be mentioned Messrs. Scott & Mountain. 
Gateshead ; Messrs. Armstrong, Whitworth & Co. Elswick: the 
Brush Electrical Engineering Co., Loughborough, and the British 
Electric Plant Co., Alloa. He made many improvements in the 
teaching of design during the six years he was engaged in this 
work. Last session he conducted an advanced course of instruction 
on The Systematic Design, Construction and Manufacture of 
Dynamo-Electric Machinery," in which the ground covered by 
college courees was greatly extended. Of these subjects he had 
made & special study, and in addition to pure design, the many 
questions involved in the construction of machines, and the 
organisation of factories for systematic manufacture, were discussed 
in detail. His untimely decease is а great loss to the college, and 
to his colleagues, students and friends, with whom he was deservedly 
popular. As successor to Mr. Robson, Dr. S. P. SMITH, chief 
designer to the General Electric Co, Witton, has been appointed. 

It is reported from Canada that, while out in a canoe fishing. Mk, 
WILLIAM Mc(CAFFREY, assistant manager of the Canadian Electric 
Co., his wife and three children, were drowned in the l'idgen River, 
Ontario. 


NEW COMPANIES REGISTERED. 


Silent Electric Clock Co., Ltd. (124,406).—This company was 
registered on September 24th, with a capital of £3,400 in 3,000 preference 
shares of £1 each aud 8,000 ordinary shares of 1s. each, to take over the business 
carried on at 193, Goswell Road, E. C., as the Silent Electric Clock Co.,“ and 
to carry on the business of civil, mechanical and electrical engineers, manu- 
facturers of all kinds of clocks, watches, &c. The subscribers (with one 
preferred share each) are:—H. W. Porter, 4, Rectory Grove, Leigh, Essex, 
gentleman ; L. W. Morton, 168, St. Paul's Road, Highbury, N., clerk. Private 
company. The number of directors is not to be less than three or more 
than five: the first are Н. T. W. Bowell, G. B. Bowell and A. G. Gold; quati. 
fication. 250 ordinary shares; remuneration as tixed by the company. Reyistered 
office, 192, Goswell Road, J.. C. 


Sevenoaks and District Electricity Co., Ltd.- Prospectus 
only of proposed company registered on September 25th, with capital £40,000 
in £1 shares (30,000 offered at par). Directors: F. Swanzy, J.P., Major Hy. 
Fulton and H. W. Handcock, all of Sevenoaks, Solicitor: R. Brooks, 24, Law- 
rence Lane, К.С, 


County of Dorset Electric Supply Co., Ltd. (121,372).— 
Registered September 23rd by В. Morse, 1, Kingsway, W. C. Capital, £75,C00 
in £L shares. Objects, to carry on the business of clectrical and general engi- 
neers, electricians, contractors, manufacturers of electrical apparatus, 
generators, producers and suppliers of light, heat, sound and [power by elec- 
tricity, galvanism, magnetism and otherwise, suppliers of electricity for all 
purposes, &c. The signatories are:—W. H. Baxter, The Wilderness, Sher- 
borne, brewer, 250 shares; F. W. Reynolds, Acorn Works, Edward Street, 
B. U., engineer, 250 shares; Lieut.-Col. C. C. Castleman-8mith, Brenty, Bland- 
ford, 250 shares; J. A. Hosker, J.P., Kirkleatham, Bournemouth, 250 shares; 
J. A. Purvis, 6, Pennsylvania Park, Exeter, engineer, 1,000 shares; H. B. 
Renwick, Moorgate Court, Moorgate Place, E.C., company director, 1 share; 
T. W. Cole, Moorgate Court, Moorgate Place, E.C., secretary, 1 share. 
Minimum cash subscription, 1,500 shares, The first directors, to be not less 
than three or more than seven, are W. H. Baxter, F. W. Reynolds, Lieut.-Col. 
C. C. Castleman-Smith, J. A. Hosker, J. P., and A. J. Woodrotfe, J.P.. Ware, 
Lyme Regin; qualitication, £250; remuneration, #50 each per annum (£25 extra 
for the chairman). Registered office, Moorgate Court, Moorgate Btrect, К.С. 


International Marine Signal and Carbide Co., Ltd. 
(121,37%),—This company was registered on September 23rd, with a capital of 
£1,000 in £1 shares, to manufacture and sell marine signal appliances and 
carbide and such accessories as are required in lighting. telephoning and 
transmitting signals with or without wire or other lines over, under or 
through land, water or air. The subscribers are :—Hon. C. Sifton, Ottawa, 
Canada, chairman of Conservation, 900 shares; W. B. Sifton, 29, Charing 
Cross, 8.W., director of companies, 50 shares; A. P. Collier, 20, Charing Cross, 
B.W., engineer, 50 shares. Private company. The number of directors is 
not to be less than two от more than five; the first are Hon, C. Bifton, W. B. 
Bifton and A. P. Collier; qualification, 50 shares.  Rcgistered office, 
29, Charing Cross, 8.W. 


Auto-Eleetric Transmission, Ltd. (124,416).— This company 
was registered on September 26th, with a capital of £10,000 in £1 shares, to 
acquire any inventions relating to other electrically-operated self-propelled 
vehicles, the electrical or other transmission of power, &c., and to adopt an 
agreement with H. B. Van Daalen and P. H. Schreiber. The subscribers 
(with one share each) are:—A. A. Knight, 36, Denbigh Road, West Ealing, 
engineer ; E. W. Roberts, Ashtree Cottage, Dulwich Village, S. E., manager. 
Private company. The number of directors is not to be less than two or more 
than five; the first are Н. B. Van Daalen, mana ng director, A. A. Knight 
O. A. Knight, E. W. Roberts and W. T. Pritchard ; qualification, £25. Regis- 
tered оћсе, 8, Southampton Street, Holborn, W. C. 


‘Glasgow Electrical Engineering Co., Ltd. (8,391).—This 
company was registered in Edinburgh on September 24th, with a capital of 
£1,000 in £1 shares, to carry on the business as electrical engineers, Ke. The 
subscribers (with one share each) are:—J. Stevens, 39, Randolph Gardens, 
Crow Road, Partick, Glasgow, electrical engineer; J. L. Murray, 121, St. 
Vincent Street, Glasgow, chartered accountant; J. W. Galloway, 157, Bt. 
Vincent Btreet, Glasgow, solicitor. Private company. The numbers of 
directors is not to be less than two or more than four; the first are J. H. 
Garby and J. Stevens; qualification, 100 shares. Registered office, 47, Pitt 
Street, Glasgow. 


Electrograph, Ltd. (124,120).—-This company was registered 
on September 25tb, with a capital of £3,000 in £1 sbares, to carry on the 
business of advertising agents and contractors by means of the exhibition of 
electric and other sipos, «c. The subscribers (with one share each) are:— 
J. M. McLaren, 150, Leadenhal! Street, E C., chartered accountant; E. F. 
Moy, Greenland Place, Camden Town, N. W., engineer; R. H. Gillsspie, 294, 
Charing Cross Road, W. C., chartered accountant. Private company. The 
number of divectors is not to be less than two or more than five; the sub- 
scribers are to appoint the first; qualification, £l. Registered by Bnlith, 
Rundell & Dods, 9, John Street, Bedford Row, W.C. 


Farad Electrical Co., Ltd. (124.121).— This company was 
registered on September 25th, witha capital of £1,500 in £1 shares to carry on 
the business indicated by the title. The subscribers (with one share each) 
are :—H. J. Whitehead, Farad House, Fairtie'd Street, Wandsworth. S. W., 
‘eleotrical engineer; H, A. Bysouth, 81, Northcote Road, Wandsworth Common, 
B.W., electrical engineer. Private company. H. J. Whitehead js the govern- 
ing director. Registered office, Farad House, 20, Fairfield Street, Wands- 
worth, 8.W. 
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Johnsons Signs, Ltd. (121,398).— This company was regis- 
tered on September 24th, with a capital of £8,000 in £1 shares (100 manage- 
ment) to take over the business of advertising agents, designers, producers 
and manufacturers of banners, showoards, electric and other signs, &c., 
carried on at 1774, Edgware Road. W., by J. Johnson and W. C. Johnson as 
Johnson Brothers." The subscribers (with one share each) are:—J. John- 
son, 1774, Edgware Road, W., sign specialist; W. С. Johnson, 1774, Edgware 
Road, W., sign specialist. Private company. The number of directors ів not 
to be less than two or more than five; the first are J. Johnson and W. C. 
Johnson. Registered office, 1774, Edgware Road, W. 


Invieta Engineering Co., Ltd. (124,426).—This company was 
registered on September 25th, with a capital of £5,000 in £1 shares, to carry on 
the business of makers of and dealers in cash registers, adding, weighing, 
calculating, measuring and other machines (automatio, electrical, pneumatic 
or otherwise) for the delivery or supply of electricity, air, vapour, liquids or 
solids (manufactured articles or raw materials), &c. The subscribers (with 
one share each) are:—V. L. Robinson, High Street Chambers, Coventry, 
solicitor; A. Howard, 10, Clifford’s Inn, E.O., solicitor; E. A. Raves, 91, Salis- 
bury Road, Bexley, mechanical engineer. Private company. The number of 
directors is not to be less than three or more than five; the subscribers are to 


appoint the first: qualification, 50 shares. Registered office, 61, The Broad - 
way, Bexley Heath, Kent. 


International Bleachers’ Corporation, Ltd. (124,578).— 
This company was registered on October 8rd, with a capital of £5,000 in 4,500 
ordin shares of £1 each and 10,000 founders’ shares of 1s. each, to acquire 


from Electric Bleachers, Ltd., certain inventions for, or connected with, 


bleaching, and all improvements thereof, and to carry on the business of 
mechanical and electrical engineers, manufacturers of and dealers in 
apparatus, &c., used in connection with electric, electrolytic or chemical 
bleaching, &c. Тһе subscribers (with one share each) are :—W. T. Pollard, 4, 
Clement's Inn, Strand, W. C., clerk; C. Brant, 5, Kentish Town Road, N. W., 
clerk. Private company. The number of directors is not to be less than two 
or more than nine; the subscribers ате to appoint the first: qualification. 100 


shares; remuneration as fixed by the company. Registered office, 4, Bedford 
Chambers, Covent Garden, W.C. 


Abingdon Electric Supply Co., Ltd. (124,484).—This com- 
pany was registered on September 23th, with a capital of £10,000 in 900 cumu- 
lative preferenoe shares of £5 each, 2,000 preferred ordinary shares of £1, and 
8,500 ordinary shares of EI each, to carry on the business of electrio light and 
power company. The subscribers (with one share each) are:—8. Williams, 
88, Parliament Btreet, Westminster, solicitoe: J. H. Edwards, 127, Victoria 
Btreet, Bristol. engineer. Private company. The number of directors is not 
to be more than six: the first are not named; qualification, 50 shares. 
Registered by Seymour Williams & Co., 88, Parliament Street, 8.W. 


Works Control, Ltd. (121.607) —This company was registered 
on October ith, with a capital of £150 in £1 shares, to oarry on the business of 
manufacturers of and dealers in recording apparatus and instruments 
necessary for the control of machinery of every description, electric, 
mechanical, and general engineers, tube makers, wire drawers, lorry pro- 
prietors, &c. The subscribers (with 50 shares each) are: —P, de Bruyn, Dusseldorf, 
Germany, manufacturer; K. Huessener, for the Coke Oven Machinery Co., 
Ltd., 37, Cole Park Road, Twickenham, civil engineer; C. E, de Bruyn, 
Castlebury Farm, Wareside, Herts., mechanical] engineer. Private company. 
The number of directors is not to be less than two or more than five; the 
first are P. de Bruyn. K. Hauessener and C. E. de Bruyn. Registered by 
Jordan & Zons, Ltd., 116.7, Chancery Lane, W. C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Electric Construction Co., Ltd. (39,292) — Return dated 
August Ist, 1912 (fled August 2nd). Capital £400,000 in £2 shares (60,000 pref.) : 
112,100 ord. and 31,890 pref. shares taken up; £2 per share called up on 2,100 
ord. and 18,215 pref. ; £ 0,690 paid; £246,290 considered as paid on 110,000 ord, 
and 18,145 pref. Mortgages and charges: £175,000. 


Electrical Power Storage, Ltd. (30.313 C) — Return dated 
August Ist, 1912 (filed August 18th). Capital £100,600 in £5 shares (20,000 ord. 
and 100 founders’); 66 founders’ and 18,592 ord. shares taken up; £5 per share 
called up on 66 fonnders' and £4 per sbare on 8,182 ord., £13,332 paid (includ- 
ing £474 paid on four founders’ and 405 ord. shares forfeited ; £77,800 considered 
as paid on 16,460 shares. Mortgages and charges: £20,000. 


James Keith & Blackman Co., Ltd.—Issue on September 17th. 
1919, of £100 debentures, part of a series of which ee bave already 
been filed. A memorandum of satisfaction in full on May 22nd, 1912, of deben. 


ture dated October 29th, 1901, securing £200, has been filed (notified September 
18th, 1919). 


T. Clarke & Co., Ltd. — Equitable morteage on leasehold 
premises in Chelsea, known as 199, Sloane Street, and 297, Pavilion Road, dated 
August 28rd, 1912, to secure all moneys due, or to become due, from the com- 
pany to the London County and Westminster Bank, Ltd., 4, Lothbury, E.C. 


Acton Lamp Co., Ltd. Iaaue on September 13th, 1912. of £500 
debentures, part of & series of whicb particulars have already been filed. 


Merthyr Electric Traction and Lighting Co., Ltd. (57,908). 
—Return dated March 81st, 1912 (filed July 14th). Capital £100,000 in £5 shares 
(10,000 pref.); 6,000 pref. and 6,000 ord. shares taken up; £60,000 paid. Mort- 
gages and charges: £49,400. 


Sloan Electrical Co., Ltd. (61,528).—Return dated August 7th, 
1912 (filed August 16th). Capital £15,000 in £1 shares (5,000 pref.); 5,000 pref. 
and 2,754 ord. shares taken up: £1 per share called up оп 1,954 ord. ; £1,254 
paid; £6,500 considered as paid on 6,509 shares. Mortgages and charges: Nil. 


Electrical Utilities Corporation.—Quarterly dividends 


of 14 per cent. on the preferred stock and 4 per cent. on the 
common stock has been declared. 


Anglo-Argentine Tramways Co., Ltd.—The directors 
have declared an interim dividend of 48. per share, being at the rate 
of 8 per cent. per annum, less income-tax, on the ordinary share 
capital for the June half-year. 


Sao Paulo Tramway, Light and Power Co., Ltd.— 


The directors have declared a quarterly dividend at the rate of 10 
per cent. per annum. 


Mexico Tramways Co.—The directors have declared a 
dividend of 11 per cent, for the quarter ended September 30th. 


CITY NOTES. 


Bahia Tramway, Light and Power Co. 


THE directors’ report for 1911 (as printed in the Financier) states 
that the work of improving and extending the installations at 
Bahia has been continued, and the property is being brought into 
better physical condition as rapidly aa available funds will permit. 
The improvements already made are evidenced by the fact that 
while the gross earnings have increased, the operating expenses for 
the year show a reduction compared with the figures of the pre- 
ceding year. Further work has been carried out on track renewals, 
and about half a mile of additional single track for branch lines 
has been constructed, the total length of track being now about 18 
miles. The rolling stock has also been improved, and the company 

34 passenger and freight cars with motors and 24 trailers 
without motors. Special attention is being devoted to further 
improvements of the track and rolling stock with the object of 
securing more economical operation. Inthe eleotricity department 
the erection of the new gas producer plant of 1,500 Н.Р. has been 
completed, and the plant is running satisfactorily. In order to 
provide for future expansion of business and for a sufficient 
reserve of power, it has been decided to extend the power house and 
to install an additional generator plant of 1,100 H.P., which will 
bring up the total effective capacity of the plant to 3,100 B. p. 
Orders for thie plant have been given, and it is expected that with 
the additional output of electrical energy which will be obtained 
therefrom no difficulty will be experienced in supplying the much 
larger demands for electrio light and power which will come from 
new consumers as soon as the final decision has been obtained in 
connection with the lawsuit instituted by the company's subsidiary, 
the Cie. d'Eclairage de Bahia, to which reference was made in 
previous reports. The gasworks has been further improved in the 
course of the year. 

The following are the earnings in Brazilian currency of the three 
departments for the year 1911, compared with those of the pre- 
ceding year:—Tramwayr, net earnings 1911, $364,427; 1910, 
$261,482 ; electric light and power, net earnings !911, $117,820: 
1910, 871,338: gasworks, net earnings 1911, $235,986 ; 1910, 
$137,927 ; total net earnings, 1911, $718,233 ; 1910, $170,749. For 
the first seven months of 1912 the net earnings at Bahia of all 
departments show an increase over those for the same period in 
1911 of £2,312, or 8 per cent. The fact that the company's sub- 
sidiary, the Compagnie d’Eclairage de Bahia, through whom the gas- 
works and electric lighting &nd power business is carried on, has 
not been able to work in full enjoyment of its privileges, has con- 
tinued to affect adversely the operating resulta. An important in- 
termediate decision was obtained last year, as mentioned in the last 
report, but the final decision in the suit has not yet been given by 
the Federal Judge at Bahia. The delay in obtaining this decision 
has allowed the violation of the privilege of the Cie. d'Eclairage de 
Bahia at Bahia to be continued, and seriously affected its earnings, 
which in turn has handicapped it in the provision of funds for im- 
proving its property. Efforts are now being directed to bringing 
this long-drawn-out lawsuit to a oonclusion, and, as the legal 
advisers expect that it will ultimately result in establishing the 
Cie. d'Eclairage in its rightful position, that company will then 
have a claim for heavy damages against the Municipality of Bahia. 
When the lawsuit above mentioned is concluded a large expansion 
of business and increased earnings must result, which will enable 


the question of funding the company's floating debt to be taken 
in hand. 


Dick, Kerr & Co., Ltd.—The report of the directors, 
which will come before the annual meeting at Cannon Street Hotel, 
E.C., on Tuesday next, shows that the profits esrned during the 12 
months’ trading to June 30th, 1912, amount to £3,275, which, added 
to the sum brought forward from last year (£36,892), makes a total of 
£40,167. Out of this sum the debenture interest and trustees’ fees 
have been paid, and there has been reserved the sum required to 
provide for the premium payable on the redemption of the present 
debenture stock. These items absorb £11,851, leaving a balance of 
£28,316 available for appropriation as under :—Dividend of 6 per 
cent. per annum on the preference shure capital (the half-yearly 
dividends to December 31st, 1911, and June 30tb, 1912, have already 
been paid), £18,300; carry forward, £10,016. The directors are 
unable to recommend the payment of a dividend on the ordinary 
shares for the year under review. They regret that the anticipa- 
tions expressed in the last report of more prosperous business have 
not been fulfilled. To some extent this is due to the effects of the 
railway and coal strikes, which delayed the completion of orders, 
but principally to un losses on certain contracts which were 
completed during the year. Mr. John Kerr and Mr, Geo. Richardson, 
for private reasons, resigned their seats on the board during the 
year, and the place of the former, as chairman of the company, has 
been filled by Mr. Cayley, and his place as deputy chairman by Mr. 
Prestwich. 


Suffolk Electricity Supply Co, Ltd.—4A financial 
daily states that the directors declared a dividend on the ordinary 


shares at the rate of D per cent. per annum, the reserves being 
raised to £3,220. 


Mexican Light and Power Co., Ltd.—The directora 


have declared a dividend of 34 per cent. on the preference shares 
for the six months ended Ootober 31st. 


g—————À— — .... ——— —— —— ä —.᷑:ꝗ:8— 


Vol 71. No. 1,820, OCTOBER 11, 1912.) 


THE ELECTRICAL REVIEW. 589 


Sunderland District Electric Tramways, Ltd. 


THE directors’ report for the 12 months ended October 31st, 1911, 
which was submitted at the meeting held on October 3rd at 
Winchester House, E.C., stated that during the period under review 
the traffic receipts were collected by the Receiver, Mr. Charles Eves, 
who was appointed by the Court on June 2nd, 1910, on the suit of 
the prior lien and first mortgage debenture-holders. Since that 
date, although the board had not been relieved from the control of 
the undertaking, they had, nevertheless, been deprived of their 
managerial powers owing to their having no funds at their disposal 
for the purposes of the company. After providing for interest on 
the prior lien bonds and the first and second mortgage debentures, 
and the Receiver's remuneration and expenses, the accounts showed 
a loss on the year of £683, bringing the aggregate loss to date up 
to £16,890. During the year the traffic receipts had shown an 
increase of £1,712, and the working expenses (including the 
Receivership expenses) had also shown an inorease of £1,190. 
During the year the board was constantly occupied in preparing 
and considering echemes for the reorganisation of the company, and 
in carrying on negotiations with various parties for providing 
working capital, as well as with the Receiver and the principal 
debenture-holders as to the proposed reorganisation. Ultimately a 
scheme was agreed upon and submitted by the Receiver to the Court, 
who directed that meetings of the three classes of debenture- 
holders should be convened for the purpose of considering, and, if 
thought fit, of approving such scheme. The meetings were duly 
held, and the scheme was unanimously accepted. The Court in due 
course gave its sanction to the adoption of the scheme, which now 
remains to be carried into effect. The report then proceeds to state 
briefly the principal features of the scheme. 


Mr. H. R. Hodd, who presided at the meeting, said that 
during the past year the moneys received by the company had 
still been in the hands of the Receiver, and the board had been 
hard at work getting through the scheme which was referred 
toin the report. Several schemes had been previously proposed by 
which the company should be taken out of the bands of the 
Receiver and come back to the shareholders, but à scheme had now 
been agreed upon by the various bodies. There were no fewerthan 
f ve different bodies interested in the scheme, each of which had the 
power of stopping any arrangement, and therefore it was a matter 
of difficult negotiation to get them allinto line. However, he was 
happy to say that that had been done, and the scheme had received the 
sanction of the Court, and as soon as the Courts again met, he hoped 
it would only takea week or two before the undertaking again came 
into the shareholders’ hands, The expenses of carrying on a business 
like that under a Receiver were, unfortunately, heavy, and although 
the year under review was the best year they had ever had, still 
there was a deficit of £688, if they reckoned all the payments, 
Under the scheme, the interest was to be funded in the form of 
income debentures, and the interest due to the debenture-holders 
and to the prior lien holders was to be paid off with prior liens. They 
had arranged for the money for the new prior liens, and as the 
interest on the first mortgage debentures was being reduced from 
5 per cent. to 4 per cent., the standing charges would come down 
to about £6,300. The chief drawback they had had to contend 
against, was that the cars were in very bad order, and the Receiver, 
although he had had their affairs in hand for two years, had not been 
allowed to spend any money on the renewal of cara, A good deal 
of money had been spent on renewals of track, but owing to the 
coal deposits beneath their property, it was a very difficult thing 
to keep the track in order. Two miles of the track had sunk so 
much that it was quite dangerous, and required to be renewed, 
altogether, but if they were to spend the money necessary to do 
this, the fact remained that there was another 7 or 8 ft. of coal 
to take out, and doubtless the track would again sink. 
Fortunately it was not a very important portion of their line, as it 
was only a branch of the main line to Fencehouses Station, and 
they thought they might be able to arrange motor-omnibuses for 
the necessary service. They were late issuing their accounts, but 
this was due to the fact that they could not get the accounts from 
the Receiver till quite recently. The receipts during the present 
year, since October 3186 last, had been £300 better than in the 
previous year, which was then the best year they had had, so that 
by working economically be trusted, in the future, there might be 
something left over after paying the standing charges. The scheme 
provided for their borrowing £30,000 on the prior lien bonds, if it was 
required, and they were issuing £20,000 of them, which would pay off 
the present prior liens which became due in consequence of the line 
being put into the Receiver's hande. There was a fair amount of 
money in the hands of the Receiver, and with the new money 
brought in they hoped to improve the service very materially. 
They had already ordered 10 new cars, and he thought they would 
have to order another 10 as soon as they got the money into their 
bands to pay for them. 

Mz. R. PARKER seconded the motion, and the report was adopted 
without discussion. | | 


Prospeetuses.— Brazilian Traction, Light and Power Co., 
Ltd.—The list of applications was to close on Tuesday last of an 
offer of £1,880,000 5 per cent. 50-year first mortgage bonds of the 
Sao Paulo Electric Co., Ltd., at 95 per cent. 

The Anglo-Argentine Tramways Co., Ltd.—' The list is to close 
on Tuesday next for an issue of £1,500,000 of 5 per cent. 
debenture stock at 981. This is part of the total of £6,000,000 
authorised, of which £3,000,000 has already been issued. As our 
readers are aware, this company has absorbed a number of tramway 
undertakings in Buenos Ayres, and it now owns a unified system of 
more than 889 miles of track, with 2,486 cars, During 1911 over 
299 millions of passengers were carried, 


Russian Capital Expansion. 


The Russian Allgemeine Electricity u., has applied to the Govern- 
ment for sanction to increase the share capital for the purpose of 
extinguishing the loans obtained from the financial group. and 
increasing the company's working capital in consequence of the 
requirements imposed by existing orders. It is proposed to issue 
new shares of £400,000. and to offer them to present shareholders 
in the proportion of one new to two old shares at the price of 130 
per cent, The augmentation will raise the ordinary share capital 
to £1,200,000, which does not include bonds of £181,000. The 
existing shares and bonds were introduced on the Berlin Stock 
Exchange last February at the prices of 135 per cent. and 97 per 
cent. respectively, and a few days ago the quotations were 178 per 
cent. and 101 per cent. respectively. 

The Russian Tudor Accumulator Co. of St, Petersburg, in which 
the Berlin Accumulator Works Co. is prominently interested, 
intends to raise its share capital from £120.000 to £210,000 for the 
purpose of extending the manufacturing works and being able to 
deal with the expansion in business. The company, which paid a 
dividend of 14 per cent. for 1911, proposes to offer the new shares 
to existing shareholders at par, plus the slight addition required by 
the Russian law concerning the ratio of share capital to the reserve 
fund. It was in contemplation to apply for the admission of the 
shares to quotation on the Berlin Bourse, but it is stated that the 
directors have now decided to withdraw the proposal to this effect 
at the forthcoming meeting. 


Drake & Gorham, Ltd,—The following report for the 
year ended June 30th, 1912, will be presented at the annual meeting 
on October 16th: After payment of all charges, including bonuses 
due to staff, there remains & net profit of £9,021, which, with 
£1,302 brought forward from the previous year, makes a total of 
£10,323, which it is proposed to appropriate as follows: By pay- 
ment of a dividend at the rate of 41 per cent. per annum, £5,626 ; 
by writing off from underwriting commission, £3,000; by carrying 
forward £1,698. The turnover has increased considerably, and the 
public are realising that superior electric work is the cheapest in 
the long run. The firm has repeatedly been asked to advise as to 
the remodelling of plants where efficiency has been sacrificed to 
first cost. The reduction in cost due to the advent of metal lamps 
has opened up a new field in the lighting of small houses for which 
formerly the initial outlay was prohibitive. The additional ware- 
house for the wholesale business is fully occupied, and this depart- 
ment also shows improved results.“ 


Stock Exchange Notices. — The Committee have 
appointed special settling days as under 
Wednesday, October 16th.—Callender's Share and Investment T. ust, Ltd.— 


£115,000 5 per cent. debenture stock. 
Thursday, October 17th.—British Columbia Telephone Co., Ltd.—Fully-paid 
scrip for £400,000 44 per cent. first mortgage debenture stock. 


And ordered the undermentioned securities to be quoted in the 
Official List :— ` 


Calonder’ Share and Investment Trust, Ltd.—4£115,000 b per cent. deben- 
ture stock. . 

Rio de Janeiro Tramway, Light and Power Co., Ltd.—Certificates of deposit 
for 361,492 shares of $100 each, fully-paid. 

Sao Paulo Tramway, Light and Power Co., Ltd.—Certificates of deposit for 
85,599 shares of $100 each, fully-paid; and certificates of deposit for 5,197 
shares of 3100 each, fu!ly-paid, marked er all dividends." 


STOCKS AND SHARES. 


Tuesday Evening. 


THERE is little to write about this week, so far as stocks and shares 
are concerned, business in the markets having been restricted 
materially by the reported outbreak of warin the Near East. This 
has placed a check upon business all round the Stock Exchange ; 
and in spite of the fact that Capel Court, as usual, clang tenaciously 
to the idea that the Powers would not be involved, prices were 
put down impartially lest the unexpected should happen after all. 
Home Railway stocks remain dull at the lower levels to which 
they were reduced on the advent of the formidable situation abroad. 
Having got down to the extent of a point or two, prices stuck, there 
being insufficient enterprise to buy the stocks or to sell bears of 
them. The Undergrounds are quiet, and there has been a further 
advance in City and South London Ordinary, the price to-night 
showing a rise of 1 on the week, while the company’s two junior 
Preferences sre again a point apiece higher. Nothing has yet 
materialised as to any agreement with the Midland, but the recent 
circulators of the idea persist that it will turn out to be correct, 
Central Londons are somewhat easier. The Company's proposed 
extension into the Thames Valley is receiving cordial welcome 
from some of the local authorities concerned ; and it is expected 
that the company's Bill will go through without arousing much 
opposition. Metropolitans dipped to 593. which leaves the price 
1} lower on the week. Districts on balance are ł down. Railway 
officials speak gloomily of the prospects of the Bill which is to be 


introduced into the session which opened this week, and prophesy . 
as though they had not much faith in the Government's promise 


to help them in the matter of freight rates, But this seems rather 
like drowning their chickens before they are hatched, and is a 
somewhat ungracious attitude to adopt, 
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Metropolitan Electric Tramway Ordinary shares added ch to 
their rise of last week, the recent good report being responsible, of 
course, for the improvement. The Debenture stock, however, came 
on offer, and is a trifle lower. London United Tramways Preference 
shed 5s. of its previous 258. rise, but the Debenture stock is again a 
point to the good, it being hoped that the company will be able to 
place its finances on a thoroughly sound footing by reason of the 
payment of the Hammersmith Council in respect of the small part 
of the undertaking recently acquired. The only changes in the 
British Electric Traction group are falls of 1 in the 1J per cent. 
Second Debenture and of $ in the 5 per cent. Debenture. 

No doubt before this appears in print the issue will have been 
made of £1,500,000 5 per cent. Debenture stock by the Anglo- 
Argentine Tramways Company at about 955. Upon advance in- 
formation of this the present stock fell 1 to 101, and the First 
Preference Shares are d down at £5 middle. Sao Paulo Electric 
Tramway 5 per cent. First Debenture stock is] lower upon the 
offer of £1,880,000 5 per cent. First Mortgage bonds of the Sao 
Paulo Electric Company, Ltd. at 95. The shares of the Tramway 
Company are 5 lower at 280; but, seeing that they had a rise of 
17 pointe just before, the reaction does not amount to much. Rio 
Trams are 2 lower, and Mexico Trams fell a similac amount, the 
latter company в 6 per cent. bonds easing off to 102). Dullness in 
the British Columbia Electric Railway group has lowered the 
prices of four issues quoted overleaf, the Preferred, Deferred and 
5 per cent. Preference being the principal sufferers. Calcutta 
Trams are unaffected by the declaration of an interim dividend of 
5 per cent. Other changes in this departinent are negligible. 

Latin-Canadians as a whole are somewhat irregular. Montreal 
Light, Heat and Power shares, instead of being quoted with 10 
points between the selling and buying prices, have been narrowed 
to a five-point limit, and nominally the price is 14 better. Canadian 
‚ General Electric Common spurted substantially, the price gaining 
7; while Shawinigan Water, on the other hand. fell back 2, the 
Company's bonds and Debenture stock also declining. Mexican 
Light and Power Common shares continue to droop, in consequence 
of the unsettled state of the country. Cordoba Light and Power 
has come into some notice. and the price improved to 963. 
Kaministiquia Common enjoyed the distinction of being amongst 
the very few stocks to improve to-day, Tuesday, the price being 2 up 
at 145}. 

In the Engli-h Electricity Supply list the solitary change is a 
rise of | in Urban Preference. Save for this, the whole of the 
stocks and shares quoted are unaltered, the market, however, being 
extremely firm, with buyers ready to take shares on any decline in 
prices. 

The Telegraph market has had another little bout of excitement 
in West India and Panama Ordinary. Momentarily the price was 
run up from 33; to 34, reacting afterwards to 34 middle. Apparently 
there is still a stale bull account left in the shares, and with 
the general feeling of caution abroad, it is only necessary for 
buyers to cease their operations for the price to go back at once. 
The American division is a little duller. Anglo-American Telegraph 
Deferred fell 4: the usual three-monthly dividend of 14 per cent. 
on the Preferred stock was declared at the end of Jast week. 
Direct United States cable shares fell 3. The Eastern section. how- 
ever, continues firm, ard ' China shares hardened to)3}. Western 
Telegraphs improved to 137, and Reuters still feel the influence of 
the augmented dividend, the price improving to 115, which is an 
advance of 6s. on the top of the 7s. 6d. rise last week. It is pointed 
out, with a certain amount of primness, that a war in the Balkans 
would protably benefit Reuters considerably. А little speculative 
buying of National Telephone Deferred caused the price to put on a 
point; while amongst other Telephone issues, United River Plate 
Ordinary rose à to 72. Marconis rose to 51, to react to 41$ : the 
market welcomes the announcement that a Select Committee of the 
House of Commons is to be appointed to consider the Marconi con- 
tract with the Government. 

Callenders are steady at 10; upon the declaration of the regular 
10 per cent. interim dividend. Henley's Preference rose to 5, their 
par value, and British Insulated and Helsbys at 7} are 4 higher, 
attention having been directed to them by reason of the handsome 
return which the shares offer at their present price. Dick, 
Kerrs are flat on the disappointing nature of the report just out. 
The Ordinary ehares have to go dividendless. and, after allowing 
for Debenture interest, there remains а loss of £5 000 on the year. 
Babcock & Wilcox lost their small gain of last week, and other 
Manufacturing stocks and shares are mostly steacy. Rubber 
shares, like many other industrials of the speculative-invest ment 
type, were depressed by the foreign political outlook, while the 
Stock Exchange markets that are affected by the prices of baser 
metals gave way for a similar reason. The Stock Exchange is 
rarely pessimistic, but even some of the cheerful souls confess that. 
if peace were to break out —as they put it- -this week, time will be 
required to restore confidence and public bullisbneses. With money 
tightening, a ö per cent. Bank Hate comes within the immediate 
range of prospect, so that, what with one thing and another, 
markets are predisposed to go softly in any event just now. 


United Electric Tramways Co, of Caracas, Ltd.— 
The sixth ordinary general meeting of the shareholders of the 
above company was held on Wednesday at Dashwood House, New 
Broad Street. A representative of the ELECTRICAL REVIEW, who 
attended to report the proceedings, was informed that the meeting 
was private. A reference to the report appeared in our isaue of 
October 4th, page 546. 


MARKET QUOTATIONS. 


It should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and may vary according to quantities and other circumstances. 


Wednesday, October 9th. 


Latest Fortnight’s 
CHEMICALS, &c. Price. Inc. or Dec. 
a Acid, Hydrochloric... .. рег ewt. b / x 
a [1] Nit tric oe ee ee ее »* 22 / . 
а „ Oxalic es e .. per lb. 23d. А 
а „ Sulphurio . T vs per cwt. 5/6 р 
a Ammoniac Bal М 42J- is 
a Ammonia, Muriate (large crystal) per ton | £29 10 ee 
a Bleaching powder. | #5 10 е 
а Bisulphide of Carbon i Б 15 £18 zs 
a Borax. sg s E i #16 10 Rh 
a Copper Sulphate ees ee ee ГП £96 108. dec. 
a Lead, Nitrate > zs ёж P £926 10 us 
: „ White Sugar Ss za M £25 10 ae 
„ Peroxide .. ax m i £32 oe 
e e Methylated Spirit. .. Per gal. 2/6 и 
а Potassium, Bichromate, in casks per lb. Bad. ne 
a Potash, Caustic (88/90 3» .. per ton £22 10 es 
: „ Chlorate .. ee per lb. d. EN 
+ Perchlorate » 49d. «es 
а Potassium, Cyanide (98/ 100 % эз 71d. oe 
(for mining purposes only) 
a Shellac : m .. fer evt. 707 as 
a Sulphate of Magnesia А .. Тег ton £4 10 ar 
a Sulphur, Sublimed Flowers is £6 10 ap 
. Ж Recovered Vs “% NS #5 10 Ps 
5 Lump АА £56 ee 
= Soda, Caustic (white ют LE » £10 5 ee 
а » Chlorate m .. per ib. d. ee 
а НИ .. рег ton 5 «ie 
= Bodiu ichromate, casks es per lb. 8d. oe 
METALS, &c, 
5 Aluminium Ingots, in ton lots .. per ton £82 ce 
b j Wire, in ton lots .. v £102 Я 
b Bheet, in ton lots .. is £ ё 
p Babbitt’s metal ingots .. £88 to £145 ae 
c Brass (rolled metal 2” ee basis) per lb. dad. «ie 
€ „ Tube (brazed) Р is 1144. А 
€ ^» » (solid drawn) wie a " Iod. 
с . Wire, basis .. he ae КА %а. sė 
c Copper Tubes (brazed) .. = sí 1/03d. zs 
c „ (solid drawn) i 117d. as 
g » Bars (best one .. per ton £45 
g „ Sheet " s „ £95 
g „ Rod. Ps a £95 
d Pa (Electrolytic) Bare a Үз £R? 10s. 
а " 57 Sheets... „ £100 ICS. 
d „ а ods PE £R9 
d „ а Н.С. Wire per lb. 103d. os 
f Ebonite Rod 8 © we is 5/8 a 
f [T] Bheet oo es ee н 4/9 ee 
п German Silver Wire "i i 177 zi 
h Gutta-percha, fine. = sè ü - 
h India-rubber, Para fine .. : ч 47 id. dec. 
Iron Pig (Cleveland warrants) .. per ton 66/8 244. deo. 
„ Wire, galv. No. 8, P. A qual, 8 £14 
g Lead, English Pig. ке " £21 15 to £29 168. dec. 
m Manganin Wire No. 2. per Ib. 6/6 T 
g Mercury m T vs .. per bot. £8 5a. dec. 
e Mica (in original cases) small .. рег lb. 6d. to Bs. P 
е» н » medium » 8/6 to 6/. 
e „ s large .. В 16 to 11/- 5% 
p Phosphor Bronze plain castings 1 Md. oe 
р " а rolled bars & rode Ж mm és 
p » rolled strip & sheet " 1 š% 
о Platinum oe . por ox. 185 / А 
d Bllicium Bronze Wire P .. рег lb. Md. A 


855 р 
g Tin, Bloc (English) " #281 to £282 £1 inc. 
B „ Wire, Nos. 1 to 18. .. per lb. 2/7 a 
p White Anti-friction Metal per ton 445 to 4160 - 
_k Zino, Bh’t (Vieille Montagne bnd.) „ #81 12 6 10s. inc. 


— — 


| | Quotations supplied by— 
a G. Boor & Co. Bolling 


1 & Lowe. 
b The British Y em us Ltd, k Morris Ashby, Lid. 
c Thos. Bolton & Sons, L Richard Johnzon & Nephew, Lid. 
d Frederick Seh & Oo a m W. T. Glover & Oo., Lid. 
e F. Wiggins & Bons. п P. Ormiston & Sons 
"тевд abet orks Gow Did and o e Johnson, Matthey & Oo., Ltd 
5 p 
Shak r W. F. Dennis 4 Co, 


Edward Till & 


Brazilian Traction, Light and Power Co., Ltd.— 


The directors have declared a dividend of 1} per cent. for the 
quarter ended October 31st. 


Direct United States Cable Co., Ltd.—The board have 
resolved to pay an interim dividend of 2s. per share, less income- 
tax, payable on and after 31st inst., making with the interim divi- 
dend already paid a total distribution of 4 per cent. for the half-year 
ended September 30th last. 


Calcutta Tramways Co, Ltd.—The directors have 
declared an interim dividend at the rate of 5 per cent. per annum 
(28. 6d. per share) for the June half-year. 

Callenders Cable and Construction Co., Ltd.— 
The directors have announced an interim dividend at the rate of 
10 per cent. per annum, 
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SHARE LIST OF ELECTRICAL COMPANIES. 


* 


ENGLISH | ELECTRICITY SUPPLY AND POWER CONTANTE, 


| Stock Closing Rise Présent | | Btock | Closing Rise | Present 
NAME, or Dividends Quotations | + or Yield | NAMB, | or aah ^pa Quotations | + or| Yield 
Share. | Oct. 8th, | Fall p.o. | Bhare. Oct. 8th, | Fall] p.o. 
>: —ũ— — — = — | SS - | F A 
»  |1911./1912.| | £a. a. || *  |1911./1912. | £5. d. 
Bournemouth & Poole, "a ee 10 d 5+ 93— 103 -„ i 24 аана >= ыйкай ЧОКА Б | 9 В! — 8 os VES 6 
Do, 44% Pret.. ee 10 4 44 Bi— OF nis 412 4 Do. Deb, Btock| 4 | 4 90 — 98 4 6 0 
Do, Second 6 % Pref. ee 10 6 6 104— 102 611 7 | Kent Ele Power, pih% D Deb, Stock | af 44 | 78 — 82 15 9 9 
Do. 4496 Deb. Btock. .. Stock 4 43 | 98 —100 .. |410 0 London Electric, О 8 EY 18— 2 8 10 8 
Brompton & Kensington, Ord.. 5 |10 | H] 8r- 9 | « [5 81] Do. 6% Pref. . T 6 6 6 44— bi 514 8 
Do. 7 Cum. Pret. i as түрү, S&S & 2,14 00.0 м09 2 First Mort, Deb, i | tot 4 4 | 90 — 98 4 K- 0 
Central Electric Bu Ф _ | Mop itan а ec | | 41 88— 4 417 0 
Ме, Deb. | 100 | 4 | 4 | 97—100 jf 00 Do, Cum, Pref. . 15 83.1. — 4 417 4 
Chsring Cross, West End & City b b | b 4i— 58 413 0 | Do. First Mort. Deb... Stock 4 99 —102 48 8 
Do, de Cum. Pref.. b 44 | 4 4j— 44 414 9 | Do, Mort. Deb. кү Btock B6 — 88 819 7 
M Зра ee ваа a-a |. воо MAP AES IP] шю | 4| d| o mi 410 в 
Do. 96 Dob. +» | 100 4 4 94 — 96 „ | 4 B 4 Newcastle-on-Tyne 6 +. Pref., 11 gl 'Е 5 4 4 5237] 
сев, NAE b . | Stock A 44 96 —11 4 9 1 | N M Шап Power Bun. сг 
eb. ee А бос 98 — | | Nor pU itan Power gu 
City of London, B uo x | 10 | 8 | &| 17 — 19 i448 | 5% M ortgages 5 j} ant Ea ® КИК МА к. 
Do, 6 % Cum. Pref, .. o" 6 6 124 — 14 4 5 9 || Notting Hill, 6 % Non- Cum. | 10 6 6 10 u 591 
Do, 596 Deb. . Stock 6 b 118 —122 о 18$ 3 91 Pref. | | | | * 
Do. 4% % Second Deb. .. | 100 4 44| 99 —102 | .. |4 8 8 | Oxford 5 | 71| 6t | 6 — 6 511 6 
County of ув ce: ^ bs 10 6 4ł | llà— 12 .. |5 0 0 || Bt. James“ and Pall Mall, ога. 5 10 10 84— 9 5 6 8 
6 96 Pref. А ds 10 6 6 118— 195 | .. |419 0 Do. 796 Pret. .. ee | 5 7 7 | 4 7 416 7 
Deb. .. Stock 4 3 106 —108 e Дф Bod Do. 96 Deb. 100 | 8à 83 £5 — 88 819 7 
Do dX Becond Deb. .. | Stock 44 | 44 100 —108 48 8 Bmithfleld Markets, Ord, b 2 * 18— 1 - 
Edmundson's, Ord. à ЕР БМИ t. se dH Nil Bouth London, Ord. ее 4 5 9 — 5 614 8 
Do, 6% Cum. Pref. .. b Nil Nil 8— in A | Do. 5 First Mort. Deb. 3 100 6 5 98 —101 419 0 
Do. 4% % First Mort. Deb, . . | 100 43 4| M — 87 . |5 8 6 South eo Hrn B » 7 96 Pref... | кү 7 14— 5 12 0 
Folkestone . se ШЕЙ МҮМ... 6 48— 65àxd| .. |5]17 1 Do. rst Deb. Btock .. | 100 44 | 44 | 96 — 99 xd 411 0 
Do. 5 % Gum. Pref, .. ec | 6 | б 5 4— báxd .. |417 7 Urban, Ort, ., T £8 | Nil | ть T 
Do. 43 % First обн so не | 100 | | 4| 93 — 965 „ ‘|414 9 || Шо, Cum. Prei. 6 | 2 98— Bà + à * 
Hove T e өө ee b 9 | ..| Ww 8 512 6 | Do. A First Mort. Deb... | 100 44 | 44 | B4i— 883 ха 5 1 8 
| | | Westminster, Ord, А ec | 5 | 10 9t 5 8 1 
el | Do. 44% Gum. Prei. 6 | 4| 4] 5 — 5 8 0 
| | | 
| 
| 14 
|| | 
pit s AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
Adelaide, 6 Ete oe - б 6 6 65 .. |5 4 4 ||. Monterey Light & Power, 
Calcutta, „ ee 6 8 |.. . |5 6 8B TT et Mort. Bob.) 100 | 6 | 6 | 86j— 883 . . [518 0 
Do. 6 ep Pret b 5 6 .. 4 16 5 || Montreal, Lt., Н. and Power .. | $100 | 8 9t | 244 —249 +14 |8 12 4 
Calgary Power, lsi Mort. "вав. ` 100 b 6 H 5 8 1 || Northern, Lt., Power and cos) $50 | 6 5a | 80 — 49 
Gen. El. Com. .. | $100 | 7 9 | 120 —125 xd +7 512 0 б 9 1st Mort. Bonds = УК 
ро. Pref. .. ..| $100 | 7 7 |"18 —122xd | .. | 514 9 || River Pla "m T Stock | 10 240 —260 . 14 0 0 
Cordoba Lt. Power and T., Ord. 1 8 i 1 8 0 0 Do. 6 on- Cum. Ie .. Do. 6 6 | 109 —114 . |6 5 8 
Do. 596 Deb. ..| 100 b b 96 — 98xd | +1 |6 2 0 Do. 6% Deb. Stock .. | Do, b 6 102 —104 2 | 416 2 
Elec. Supply Victoria, 5 96 Ist = = Shawinigan Water, Capital .. | $100 | 5 6 | 150 —154 —2 |8 5 0 
d Mort. Deb] 100 | 6 | 5 а-и „ Do. 8% Oon. ist Mort Bonds | $500 | 6 | 5 | 107—1 —4|41 4 
vais add — nås } pon ы, Б | 95h— 974 yea 7 Toronto LAE 4 X Deb. .. Bo. 44 ww . 3 5 
rlie leo. . an le в = oe т NS era Crus е е 
Кре, 8 % Pref. ' 1|6|% ie . |в 6 0 let Mert. Pei] 100 5 | 5 | м-ә — 521 
Kaminis quia Power,5% 'G. Bs. $500 | 6 6 | 104 —106 . | 414 4 || Victoria Falls Power, Pref. .. 1 (1114.174 H— 14, T ө» 
Melbourne, б му! Mori; Deb. 10 | 5 | & [102—105 «i$ в 1st Mort. 6 % Gold . 
Mexican 0 e oe = es 
Mexican Lt. & Bower, Common 91 | 4 | 4j 93 —96 |i |4 8:4 
Do, 7% Cum. Pref. . $100 | 7 | 7 | 108 —111 6 8 2 к _ 
Do. 6% Ist Mort. Gold Bas, ee 5 б 94$— 964 ‚ [588 А 


| 


TELEGRAPH AND TELEPHONE COMPANIES. 


| 
Amazon Telegraph T "T 10 4 — 7 | 5 8 8 | Monte Video Telephone, ога... | 1 6 | 1 p Б 6 8 
Do. 5% Deb. Вед, .. .. Stock Б | Б | 96 — 98 | 6 2 0 Do. 6% Pis, ye ue se 1 | 56 — { 5 68 
American wag Auf Telog., ou | $100, 8 В+ | 147 —149 xd | 5 7 5 || National Telephone Def. Stock 6 1554—157 +1 T 
Do, Collat, и 81000 4 | 4 933— 953 |4 8 9 | New York Telep., 4495 Gen, Bnds.| 100 44 | 44 | 101 —102 48 8 
Anglo-American Telegraph 6» | Btock | 8 B 68 — 70 | 5 7 2 || Oriental Telep. and Elec, ба 1 Bone 11 — 46 4 
Do. 6% Pref. .. ee | Do. 6 6 | 1184—1144 .. 15 410 Do. 6% Cam. Pref, .. e? 1 6 6 18— 1 418 5 
Do, — Te, к Do. | 80/ .. | 96#— 268 — 4 5 19 8 Re 4 qo ть PT. Stock | 4 4 88 — 90 ser 2 E 
Anglo - ortuguese e | | em acific and European Te Kr 
— 2 M5) 100 | 5 | 6 |12—14 |.. |416 3| n sd ра) ро. | 4 | 4 | 98 —100 4 [400 
Chili Telephon ЖЕДЕ: %— "i |4 811 || Reuter's 10 |10 |10} | 14—14 | +3/8 8 6 
1 Cable, Btlg. i% Deb. | ага - 4 10 D xd | 414 8 | Submarine Cables Ts as Cert, | 6 6 | 129 —182 se 1423 9 
a Telegraph .. Р А | 9$— 1 514 8 | Telephone ‚ of t, 4 
Do. 10% Pref.. .| 10 |10 |10 | Тн. | 5 14 8 Deb. R àv) Stock | 4à 4 9943—1014 4 8 8 
Direct Bpanish Telegraph, Ord. | 6 | 4 | 41 8 — 85xd| — i | 5 14 4 || United River Plate Telephone 5 B l5 T— 7 + 5 8 3 
Do. 1096 Cum. Pref.. 5 | 10 10 641— 7xd| 7 210 || Do. 6 % Cum. Pref. .. ө Б Б Б 5a— 6 . 4 811 
Direct United States Cable .. | 10 | 6 | 4 | 73— 73 z 6 7 0 || West Coast of America * 23 li— 148 | .. |818 5 
. 4 a| o |.. 40 0 Do 4 % by Bras. Bub. 1,500} 10 4 | 4 | 96 — 99 4 010 
Eastern ре h Ord Stock Stock 7 7+ | 180 —183 |... | 6 5 8 || West India and Panama Teleg. 10 24 | — 8 i2 | 
Do, Bj .Btock.. ..| Do. | 8 | 84 | 73 — 80 — |476 Do. 6% Cum. Ist Prei. 10 | 6 | 6 | 104—1 610 4 
Do. 4 Mori. "Deb. 50 se | Do. à 4 | 18 — 1 lee (4 8.18 10 | Do, 6% Cum, 2nd Pref, .. 10 6 6 9i— 1 517 0 
Eastern Extension se oo | 10 7 7+ | 18i— 18 +816 110 | Do. 5 % Debs. .. e. | 100 Б Б 101 —108 417 1 
Do, 4% Deb. T | Btock | . 99 —101 T | 819 3 || Western Telegraph, Lid, T 10 7 7t | 188— 184 +41510 
East and В. Africa Tel. 4 H 95 | 4 | 4 | 98 101 819 8 | Do. 4% Deb. Stock 4 | 4 | 964— 984 —4|4 1 8 
Mt. Db. Mauritius Su . | Western Union 44 % Fag. "Bonds | $1000 44 | 4$ | 100 —108 А Е 6 
Globe Telegraph and Trust 10 6 6+ 11 — l1à xd 5 4 4 || 
Do, 6% Pref. .. .. ..| 10 | 6 | 6 122— 131 xd 410 7 
Great Northern Telegraph de 10 |18 | 18 | 289— 993 | B3 М 
. Indo-European Telegraph * 95 [18 |.. | 51 — 69 585 
Mackay Oom nies Common .. | $100| 5 5 87—91 6 911 
, Pref, .. А 100 4 4 | (8—11 а5 5 12 8 
— Wireless Telegraph "o M 4 — 5 + 4 0 0 
Do, J um. Partio. Pref. RATES T us | 4 43 " 400 
| 
* Unless otherwise stated, all shares are fully paid, a Paid in deferred interest warrants, + Interim Dividend. t 8s, in Funded Dividend Certs. 
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SHARE LIST OF ELECTRICAL COMPANIES.—( Continued.) 
ELECTRIC RAILWAYS AND TRAMWAYS.—HOME. : 


Btook Closing Rise | Present Stock Closing Present 
НАМЕ, or Dirie. Quotations | + er Yield NAME, or | Dividends! Quotations Yield 
| Bhare. Oct. 8th. | Fall] p. o. Share. Oct. 8th. p. o. 
Bath Pref. Ord 1 | ND | ir ^ia etropolitan Raflway Consol wo [M 193 561 — 602 714 
Do. BE Pret oa oe ee 1 5 b à— 1 e 6 8 1 Мак us [E ee 100 t 64 — 66 4 B 4 
Do. % % Deb... čs ..| 100 44 44 76 —81xd | . 611 1 Do, Deb. .. ee .» | 100 87 — 89 8 16 11 
Brit. Elec. " х Frer .. | 100 aw. А 19 — 14 è m Do. Pref. ee ..| 100 88 — 87 4 0 
Do. . erred 100 е - oe == 8 Do. Con. ee ee 100 84 — 86 4 1 b 
Do. 6% Cum.Pr'f 100 6 | 6 89 — 93 . 1610 5 || Me tan District » ee | 100 Ni 404— (1 Nil 
Do. 7% Non-Cum. Pr'f. | 100 "E et 89 — 42 - Rs Do. 6% Deb. ёё is 8 6 | 141 —148 |4 4 0 
Do. 6 P Deb. ee 100 b 6 95 — 98 xd — à 5 2 0 Do. 4 Deb. ee ee ° 100 4 4 95 — 9T 4 2 6 
Do. 95 And Deb. .. | 100 4 a 79 — 88 .. 167 2 Do, 4% Prior Lien .. .. | 100 4 4 99 —101 819 8 
Do. Pref. ee ee ee 100 4 4 84 — 56 4 18 0 Do. Ged. ee ee ee 100 15 — 77 ы 4 M 0 
Do. Def... ee Ре .. | 100 2 си 76 — 78 —1 1911 8 || Metropolitan Elec. Trams, Ord. 1 12-— 144 490 
Do. 4 96 De LJ ee es ee 100 4 4 100 —102 8 18 5 t. ee ee ee ee 1 Nil e. 5. Nil 
City & South London, Ord. .. | 100 Ip | 34H 42à— 434 4118 8 2 Do. 5% Pref. .. we T 1 6 6 — 5 6 8 
Do. b „ 1801 ee ee 100 b b 107 —109 . 411 9 Do. 4 Deb. ee ee ee 100 44 E pon: 4 10 6 
, as .. | 100 b 6 | 105 —107 418 6 Do. 5% Deb. .. os ‘ 100 5 б. 100a xd 419 6 
Do. Do. 1901 ee ee 100 5 b 106 —107 +1 4 18 6 Potteries, Ord. ee ee ee 1 ЁЗ ee — "i ee 
Do. Do. 1908 .. ..| 10 | 8 5 104 —106 | +1 |414 4 Do. 595Pret. .. .. 1 | & | б — ii 619 0 
Do. 4965 Deb. .. oa ..| 100 4 4 99 —101 . 1819 8 Do. 96 Deb. .. 100 4$ | 4$ — 90 соо 
Dublin United Trams, 6 96 Pref. 10 8 6 19 — 13 . 412 4 || South Metro. Trams, 6 % Pref. 1 6 |... 5 — 4 7 7 8 
Great Northern & City, Pr'f. Ord | 10 | МІ | мі | 141—2 . | ND а B. ^ us 00 4 4 70 — 8 6 8 
Hastings Trams, 6 % Pret. ..|. 1 | 6 | .. . 18 0 0 e Elec. Ra]ways| 10 = 4 . Ni 
Do. 4) % Deb. ae ee es 100 4 69 == 714 xd ry 6 1 1 Do. : " uh ee oe of = ose 
Isle of Thanet Trams, 596 Pref. 5 ie 23 411 0 Do. 1 Se. (ae 4 —10 491 
Do. 496 Deb. .. ЧА ..| 100 4 4 17 — 82 417 7 Do. 6% Income - s 00 1$ | £2| 90 — 92 "T 
Lancashire United, 5% Deb... | 100 b 5 81 — 83 ‚ |6 0 6 || Yorkshire (West Riding), Ога. 6 [IN es зи si Nil 
London Elec. Rail w' ys, 4 Deb. 100 4 4 95 ттт 97 4 2 6 Do. ee ee ео 6 8 ee T 4 9 0 
London United Trams, 6 € Pref. 10 | Nil| .. ti- 6 — { t Do. 4 % рер. .. ee .. | 100 4$ | 4$ 79 — 88 6 8 5 
Do. 4 96 Deb. ee ee е» 100 4 4 78 — 77 +1 5 4 0 
ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOBEIGN. 
Anglo-Arg. Trams, lst Pref, . б 51 d 4i— tà --}/5 7 4 || Le Plate ес. Trms, Ord. T 1 | Nil | i- В eo ea 
е Pref. oe ee ee 6 i 4 — 5454. ee 5 8 6 е t. ee е ee 1 6 . u— 1 oe 6 0 0 
Do. 4% Deb. .. МА ee | 100 4 4 — 95 4 48 Elec. Trams, Ord. s 1 6 lġ— 1 ... |4118 
Do. 4% Deb. .. өө ee 100 4 44 100 —102 $ 8 8 Do. Pref. ee ee е 1 6 6 — 1 ee 416 0 
„ б Б.в - 100 6 5 100 —102 —1 |418 0 Do. 6% Deb. .. s is 6 5 98 — 97 ee |65 8 1 
A 5 9% Deb. ‚| 100 b Б | 1084—1064 414 9 || Madras Bleo. Tr. ), Deb. .. | 100 6 5 | 100 —109 eo | 418 0 
Bombay Bleo. 8, & 10 6 6 il 12 .. 165 0 0 || Manaos Trams & lat Deb... | 100 6 b 92 — 95 eo 16 58 
Do 43% рер... .. ..| 100 | | | 97—99 .. 141011 || Manila Elec. R. and Lig., 1000 Б | B | 1004—1024 ~ [409 1 
Do. 6 % nd Deb. .. | 100 6 6 98 —100 .. | 5 00 || Мехісо Trams Com. a ..| 8100, 9 9+ | 194 —128 —2 |5.9 5 
Brisbane Invt., Ord. . 6 8 65 7%— 7 5 8 8 Do, Gen. Con. 5 96 Bonds .. b 5 98 —100 А 6 0 0 
Do. 5% Pref. .. "Я r 6 6 6 5 — 5 . | 418 0 Do. 6 96 Bonds.. e. oe | 100 6 6 | 1014—1 — 38 16 6 
Do. 44% Deb. . ва es 4 | 4 | 1004—1 4 7 O || Para Elec. Rlys. & Lt., Ота, .. 10 | 10¢ | "7$ — 6 1 0 
B. Columbia Neo. 4, Def. | 100 8 .. | 144—149 —9 [5 7 5 Do. 6% Pref. .. es ss b 6 6 5 — oo. |$ 9 J 
Pref. Ord. .. és .. | 100 6 6 |117 —120 —4 |5 0 0 Do. Ist T .. | 100 6 6 |1 1 oo |4 17 6 
Do. 6 Pref. ee . 100 6 6 105 —108 —8 4 19 1 Perth (W.A.) leo. Tr., Ord. ee 1 5 6t 1 € 1 e 1 16 4 
Do. 1st Mort. Det. ee 994—1024 ө 4 1 10 Do. 6 Ist. Deb. ee oe 100 6 6 99 —109 ee 4 18 0 
Vancouver Deb. .. | 100 108 —106 4 5 0 || Rangoon El. Tr. & Sup., Pref... 6 6 6 bi- 8 15 4 4 
Do. Con. Deb. .. .. | 100 4 43 | 101 —108 — 31 2 6 . 44% ist i s ..| 100 4 9 97 — 99 ee | 411 0 
Do 6% Prell. 8 | б | 6 4 416 5 | Do. ist Mort.6% Bonds .. 8 б 1014—1097 —M|4 4 
Do. 43 Deb. ee eo ee 100 a 99 —102 4 8 8 Do. 6 Mort. ee 100 6 6 97 —98 xd = 6 1 8 
E zs ee ёа ёа Sao Paulo „Li. and Pf. 100 10 | 10 — 8 10 2 
City Buenos Aires Trams (1904) 6 6 bt 4 611 Do. 5 9% lst Deb. s és 6 6 | 104 —106 — & | 4 14 4 
Deb. .. sá ..| 100 b 6 99 —102 418 0 e .. | 100 5 6 82— B5xd | . |517 8 
Havana Elec. Biyu $ % Bonds $1000 | 6 6 99 —108 |417 1 || Un. Elec. Trams Monte Video .. b 1 T — oe |6 14 8 
Kalgoorlie Bleo. ee ee 1 Nu ae ds ГЖ 1 Nil Do. 6 Pref. ee ee өз 6 N — ia 5 11 1 
Do, 64 B Deb, ee eo 100 6 5 — 91 4e os 6 10 0 Do. 6 lst Deb. es ee 100 6 101 —104 eo 4 16 2 
Do. 6% B Deb, ee e. | 100 6 8 85 — 48 is бе Winnipeg Rly., 44 96 Deb. | 100 4$ | 4 | 1014—1034 : | 4.7 0 
MANUFACTURING COMPANIES. 
A 0 € өз e ee eo 1 6 — 1 8 0 0 Crompton & Oo, ee ee ee 8 Nil ee Ril 
Do. 6 Pref. ee ee ee 1 6 ee 3 7 8 Do. Deb... ee ee ee 100 6 6 "m 9 11 8 
Baboock & Wiloox T dis 1198 |. — а | 4 2 10 || Dick, Kerr .. - oe às 1 5 | Nil of 
Do. Pref. se ee ee 1 6 6 1 ee 8 16 10 Do. 0 eo ee ee 1 8 6 ga 1 618 0 
British Aluminium, Ord. oe 1 Nil ee aT, ee Do. eee ae ee 100 4 1$ — 100 4 10 0 
Do. 6 % Cum. Pref... Ve -1 | Nil] .. — * - Edison & Swan, A, 48 pad B N "E Nil 
Do. 6 & Prior Lien Debs... | 100 | 5 | 5 | 98 — 96 в 42 Do y pela e. we e| 6 NM Nil 
Do. Deb. Stk. ee ee ee 100 b 5 85 — &8 5 18 8 Do. 4 b. ee ee ee 100 4 4 64 — 617 8 
B. I. & Helsby Cables i» 5 | 10 8t 7 S xd +} 16 5 0 Do. 6 V Second Deb, ..| 100 5 6 7 — 6 18 4 
Do. Pret. "P 5 | 6 | 6 — 6 . | 414 1 || Electric Construction 2 | 25| 82 — 1410 0 
Do. Deb... ee ee oe 100 1 —104 4 6 7 е 1. ee ее РЕ; 9 1 1 1 9 0 0 
British Thomson-Houston, Deb. | 100 94 — 96 . |4 18 9 || Greenwood & Batley, Pref, .. 10 1 1 1 8 Б 8 
British Westinghouse, Pref. .. 8 NIN н Б мі . b... 45 - .. | 100 b 6 92 — 16 4 3 
Do. вое ee oe oe 100 4 4 — 68 ee 6 7 0 Electric, Pret. oe LE 10 6 6 10 — oe 
Do. 6% Prior Lien .. 100 6 6 99 —102 xd | . 617 8 Do. Deb... es X .. | 100 4 4 90 — 14 48 
Browet Ord. ее oe 1 oe ee 2/- —8/- [EJ Nil Henley’s, Ord. ee ee oe 5 17 5t pm 5 15 5 
Do. ee ee ee ee es 4/6 —6/- oe Ni е Pref. oe . ee b 44— 4 7 10 
Brush, 1 $3 : 2 Nil] Nu 0— 1 ae Nil » Deb... ds ^ 100 102 —1 46 7 
Do. 5% Prior Lien Deb. ..| 100 5 5 75 — 80 6 5 0 || Indis-Rubber, G. & T. . М 10 va 11 um 
Do. Deb. .. ож ee | 100 60 — 55 318 8 8 „ Pret. n es 10 5 b 4111 
Do. Becond Deb. .» | 100 85 — 40 п 5 0 || Te 3 Н oe 19 174] 5+ | 84 — 6 18 
Callender’s Cable.. ee ee 6 16 10 11 6 16 4 hd Do. b... ee ee es 100 4 4 98 —1 4 0 
Do. Eret. oe ee ee b b 6 4 ad 4 17 1 Willans & Robinson ee ө 1 : Nil oe — E ` Nil 
Do. Deb... ee eo Фе 100 4 Н. 99 —101 4 8 8 Do. 0 ee ee Фе 6 Nil oe Ni 
Castner-Kellner ee @e ee 1 20 15 a 318 5 1 7 Do. ae ee ee [E 100 4 08 — 6 12 
Do. Deb... ee ee ee 100 4$ 44 1 -— 06 4 b 0 


Bes » Unless otherwise stated, all shares are Шу рма, t Interim dividend. | Ed 
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ELECTRICAL FITTINGS AND THE LAW 
OF LANDLORD AND TENANT. 


[FROM A LEGAL CONTRIBUTOB.] 


. QUESTIONS frequently arise as between landlord and tenant 
ag to the ownership of electrical fittings. A tenant who 
incurs the expense of fitting out an old house with a 
complete electrical installation not unnaturally resents the 
complete annexation of all the fitments which he has himself 
purchased, while the landlord, relying on the ancient maxim 
quicquid plantatur solo solo cedit, asserts his rights as owner 
of the soil by saying that whatever is annexed to the house or 
building must of necessity become his property. 

It may be convenient to discuss this question from the 
severely practical point of view by considering the legal 
bearing of certain cases which must be of comparatively 
frequent occurrence ; but before proceeding to consider the 
particular cases, it may be well to understand the general 
озера of law by which fixtures become vested іп a land- 
ord. "The consideration whether the article is essential to 
the enjoyment of the premises on the one hand, or whether 
ib is a mere convenience on the other, is a material 
element in. deciding the character of the. annexation 
aa being complete or incomplete respectively. There 
are, however, certain articles which are removable as between 
landlord and tenant which have so become removable b 
eustom, having regard to the reason of the purpose for which 
such annexation was made. Amongst these are certain 
articles of trade, agriculture, ornament and convenience. 
The reason for the relaxation of the general rule in respect of 
these articles seems to be founded on the essentially tem- 
perery purpose for which the annexation is designed, and on 
the inconvenience which would arise to tenants if, by every 
slight attachment to the freehold, the landlord should obtain 
the absolute property in the article annexed. The privilege 
in the case of ornaments seems to be of a more limited nature 
than that in respect of trade fixtures. Thus it extends only 
to articles which are perfect chattels in themselves—and 
which serve for the most pert as substitutes for mere movable 
fyrniture—and not to things such as conservatories or glass 
houses in the nature of a building or erection, though of a 
temporary character and easily movable. The right of 
removal in any particular case depends on the particular cir- 
cumstances, and all that can be said in a general way is that 
&uch right may be defeated either from the mode of the 
annexation, or from the permanent nature of the purpose 
for which the annexation was made (as showing that the 
fixture is essentially a part of the building), or from the 
physical injury to the freehold which would be likely to 
result, if the injury caused by removal would be one of a 
substantial nature. | 

Applying the foregoing principles to the solution of the 


problem in hand, it will be seen that electric fittings, though, : 


prima facie, some of them may be fixtures, must to a certain 
extent be treated as removable. Roughly speaking, the line 
to be drawn in practice between those parts of an 
installation which are necessarily of a permanent character, 
and those parts which may be altered to suit the fancy of a 
perticular tenant. Regard must also be paid to the extent 
to which any particular article is affixed to the freehold. It 
18 obvious, for instance, that wires embedded in the. plaster 
of 3 wall could not by any stretch of the imagination be 
regarded as a fixture which a tenant was entitled to remove. 
It wonld be as fair to say that a gas pipe put in by a tenant 
as part of a lighting system did not become the property of 
а landlord. On the other hand—to go to the other extreme, 
it is clear that a mere incandescent lamp could not possibly 
be looked upon as the property of the. landlord. 

It is somewhat remarkable that the only case which throws 
any clear light on the subject is one in which it was held 
that gas fittings do not vest in the landlord. There appears 
to be no reported decision on the subject of electrical 


fittings, and the questions relating to them must be answered ' 


by having recourse to first principles. | 
[t is now proposed to deal with certain concrete cases :— 
(а) A tenant wires a house which he holds under a lease 
for years. Do the wires vest in the landlord at the end of 
the term ? | | 
It is clear that in this case the wires and the casing of 


. lain, and wall sockets. 


the wires vest in the landlord, and could not be removed by 
the tenant unless pursuant to special powers conferred upon 
him by his lease. A tenant would be liable if he attempted 
to remove the wires. 

(b) A landlord wires a new house, and the tenant puts in 
switches, distribution boards, and lamp brackets. Can he 
remove them at the end of his tenancy ? 

With regard to switches and distribution boards, these 
appear to the writer to fall within the category of articles 
which are of a permanent character, and would have to be 
used in practically the same form in relation to any installa- 
tion. At any rate, he would be sorry to advise any 
tenant to remove them only to leave blank spaces on 
the wall to. which they were affixed. With regard to 
lamp brackets, these appear to fall within a different 
category. They are often fanciful in design and very 
expensive. They can be removed without doing damage, 
often by the mere turn of a screw. In these circum- 
stances, it appears to be clear that they are tenant’s property, 
which he can remove at will. 9 

(c) A tenant puts in a transformer at his own cost and 
expense. Does the transformer vest in the landlord ? 

With regard to a transformer, this appears to be a separate 
instrument, which would clearly be easily detached, and 
must, in the writer’s view, be treated as a tenant’s fixture, 
which he can remove. 

(d) A tenant puts in ceiling roses, made of metal or porce- 
Do any of them belong to the 
landlord ? 

Ceiling roses appear to be very much on the border line, 
but it would seem that, inasmuch as they are generally 
ornamental objects, they should be treated as tenant’s fixtures. 
It is probable that in case of a dispute, a reasonable landlord 
would agree to treat an ornamental rose as the property of 
his tenant and the ordinary white roses as landlord's fixtures. 
As to a wall socket (i. e., the part into which the plug is 
fitted), it is conceived that this would be a tenant's fixture, 
as it might easily be removed and replaced by a permanent 


connection to a wall or bracket lamp. 


(e) Assuming a tenant installs electric light throughout 
а house, can any action be brought against him by his land- 
lord, if on finding that the landlord refuses to pay anything 
towards it, he deliberately cuts or damages the wires without 
defacing the decorations ? 

It is clear that if a tenant does any damage, whether by 
removing landlord's fixtures, or improperly removing his 
own, he can be held liable to make it good. The ordinary 
covenant to repair, and leave in repair, would clearly impose 
such a liability upon him. 


THE ELECTRIC DRIVING OF WASHING 
MACHINES. 


[ COMMUNICATED. ] 


In the search for new day loads, the central station engineer 
cannot afford to neglect the possibilities of electric driving 
of washing machines (of the drum and centrifugal types), 
wringing machines and other laundry machines used in large 
and small houses. Electric motors bave already been con- 
siderably employed in this connection in America and in 
Germany. The machines in question offer a fairly steady 
day load during the time they are in use, but in private- 
house installations it is naturally usual to carry out laundry 
work during the early part of each week, and the central 
station could count on little laundry demand in such cases 
after, say, Wednesday. Electrically-driven washing machines 
are, however, most likely to be installed by large houses and 
in common wasberies attached to blocks of flats, &c., and, 
particularly in the latter case, there is likely to be a con- 
siderable demand throughout the week. Where public 
wash-houses, or wash-houses attached to blocks of flats, are 
concerned, the reduction in the time occupied in performing 
a given amount of washing where electric motors are em- 
ployed offers a valuable solution to the present overcrowding 


difficulties experienced during the early part of each week. 


The labour-saving and hygienic merits of electric driving 


in this connection are obvious and are very considerable, even 
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as compared with hand-driven washing machines. In the 
smaller installations it is generally convenient to place the 
motor at the foot of a pedestal carrying the countershafting 
and pulleys necessary to drive the machines employed. In 
any case, it is necessary to make allowance for the damp 
atmosphere in which the motor works, and, in the case of & 
motor fixed on the ground level, the machine must be 
totally enclosed and waterproof. It must also be remem- 
bered that any complex mechanism is here out of place, for 
it will receive little skill in usage and less care in main- 
tenance. Gearing and belting must be so enclosed that 
there is no risk of soiling or damaging clothes or more serious 
accidents. | 

A well-known German firm gives the following estimates 
of the cost of washing by hand alone, by hand-driven 
machines and by an electrically-driven equipment. It is 
assumed that the clothes to be used weigh 220 lb. when dry; 
this total is made up as follows :—20 bed covers, 45 Ib.; 20 
sheets, 40 lb.; 40 pillow cases, 25 Ib.; 100 handkerchiefs, 
33 lb. ; 90 serviettes, 29 lb. ; 20 table cloths, 26 lb. ; 25 
shirts, 22 lb. 

The proportions of this wash " are rather peculiar and 
show an extraordinary shortage of underlinen, but this does 
not affect the following data :— 

By hand.— 


8 
22 1b. bar soap, at 4d. 7 
11 1b. soda ... “as jei — Qus 0 
220 1b. coal... кә P бав “i 2 
Two washerwomen, two days 8 
Board " 4 


Oe шщ, 


Hand-Driven Washing Machines. — 
11 1b. of powdered soap ... 3 
110 1b. of coal sa ке d T 1 
Two washerwomen, one day  ... m 4 
Board а die 2 


0 3 
Electrically-Driven Washing Machines.— 

11 w. of powdered soap "is vis 3 0 

110 lb. of coal 26s ii ее ТА 1 3 

{-Н.Р. motor, 3 hours; 0'9d. unit at Ба. 0 4 


* A similar comparison by Ritter, based on a test carried out 
with the monthly wash from a household of four persons, 
is as follows :— 


By Hand.— ` 4. d. 
One washerwoman, for 14 days 4 6 
Board „ " А А 2 3 
Maid servant (no extra wage) ... T 0 0 
Coal ... бай TS T s 82 2 0 
8 lb. of soap, &с. ... 2 9 
11 6 
Maid Serrant occupied 8 hours. — 
Energy cost (lighting tariff) 0 3 
Coal ... iss T iis 0 10 
5 10, soap, &c. 1 11 
3 0 
The cost of the same amount of washing sent to a laundry would 


be 25s. 6d. 


The above comparisons show a large direct saving in 
favour of electric: driving (even when, using electricity 
supplied at lighting rates); the saving is sufficient to cover 
the capital cost of the installation in a year or two at the 
most. Further obvious advantages of electric driving 
include reduced manual labour, healthier conditions and 
better appearance of clothes. 

Ав а rule it would be possible to arrange for the supply of 
the necessary motors at power rates, and the energy bill then 
becomes negligible, and the.only items of importance are 
the cost of soap and coal. The cost of soap is practically 
irreducible, assuming full advantage to be taken of the 
various modern cleansing agents, but there is a considerable 
field of application for electric heating in place of coal or 
gas. Where a house has a central water heating boiler, the 
various vessels can be filled from the hot-water pipes, and 
brought to and maintained at boiling point by electric 
heating elements. There is no reason why an electric water 
heating plant of 100 per cent. load factor should not be 
installed in public wash-houses, and in wash-houses common 
to blocks of tenement dwellings, &c., smaller heating 
elements being employed to keep the water boiling during 


its use in the various vessels. Electric heating allows of 
accurate heat control and maximum cleanliness, and enables 
vessels to be located in any convenient spot, but, as a rule, 
gas heating of Ше “ copper and other vessels is more 
economical, practically as convenient, and, in this service, as 
safe as electric beating, though lacking the hygienic merits 
of the latter. In the power application mentioned, gas 
cannot at all compete with electrical energy. 


A FEW. REMARKS ON COOKERS. 


By E. P. AUSTIN, A. M. I. E. E. 


THE attention that is being focused on the electric cooking 
and heating load and its developments will, no doubt, result 
in the consumption of energy for domestic purposes forming 
one of the principal items of the central station output. 

The question presents. different aspects, depending 
entirely on the social life or conditions of any particular 
district or community. There is already much information 
available relating to this subject as far as residential flats 
and suburban districts in and around London are concerned, 
but the greater number of provincial supply engineers are 
still feeling their way in the matter, being much exercised 
in their minds on such questions as the effect on mains and 
services, choice of apparatus, overlapping the peak, and, in 
natural sequence, the tariff. | 

The practicability, and in many respects the superiority, 
of electric cooking has long been well established, but the 
reliability of the apparatus is still a matter of doubt in some 
people's minds. "Thatsuch misgivings areonly the remnants 
of prejudice, germinated by unpleasant experiences of com- 
paratively remote date, is very evident from, amongst other 
things, the manufacturers’ substantial guarantees, the 
quantity of apparatus sold, and the excellent resulta obtained 
in many towns. 

Any lingering misgivings а person may have respecting 
reliability would be quickly dispelled by a tour of the 
manufacturers' workshops. 

The writer recently had the privilege of visiting some of 
the principal firms who make cookers and heaters, and of 
inspecting their goods in all stages of manufacture and test, 
and was much impressed by their robust construction and the 
ingenuity displayed in the design and application of various 
standard heating elements. 

The choice of apparatus is governed by the capacity of 
distribution mains and services and the size of the houses to 
be equipped. In many provincial towns, the bulk of the 
domestic supply will be for houses ranging between £20 and 
£35 per annum rent, where the house-wife does most of 
the cooking for a small household, and consequently desires 
more than anything else cleanliness, comfort and quickness 
from the cooking apparatus. For sach houses the maximum 
demand should be as low as is consistent with good work, 
the apparatus simple and robust, for however much an 
ingenious device may appeal to a man, a woman will not 
take more than a passing interest in tools that are not 
essentially useful to her. 

A very useful article is the electric grill, arranged so that 
it can efficiently perform two operations simultaneously. It 


should reach working temperature in about 30 seconds, with- 


out waiting for a mass of metal to become heated up. 
Thermal storage is not required in this class of apparatus, 
since they are used largely in preparing breakfast, and the 
knowledge that a stove will cook after the current has been 
switched off is not much consolation to a man who has missed 
his early train through waiting for his breakfast. For quick 
work and general utility an outfit comprising a grill, boiling 
plate, and self-contained water-boiler has a wide range of 
usefulness. 

The self-contained utensil has much to recommend it for 
speed and efficiency, and ite development along lines that 
allow of its immersion in water for thorough cleansing will do 
much to keep down the maximum demand. 

In any case a self-contained kettle or saucepan should 
form part of & cooking outfit, for boiling small quantities of 
water quickly. : 
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For larger work than can be performed by the previously- 
mentioned articles there are many useful patterns of com- 
plete cookers to choose from, although scme of the types 
have formidable maximum demands. Many original designs 
are used, but the majority of cookers follow the lines of 
the familiar gas cooker, since a certain standard of conveni- 
ence has been set up. In fact, many electric cookers are 
built up from gas-oven patterns with the necessary adaptation 
and improvement of internal arrangements required by 
electrical methods. 

For the type of house mentioned above, a cooker outfit 
with a maximum possible demand of 2,500 to 3,000 watts 
is all that should be installed. For famil:es comprising six 
or eight persons, a cooker of 4,500 watts’ capacity would 
probably be required. These ratings do not of course ap ply 
to the oven alone, but include all hot plates and grill. 

Although there are many ingenious designs of breakfast 
cookers obtainable, the initial outlay is in almost every case 
higher by far than that: required for a corresponding gas or 
oil cooker. For instance, an electric cooker with two heat- 
ing elements, one for a small closed space for roasting with 
there regulations, and one for grilling and boiling on top, can 
be sold retail for about £4 10s. A similar gas cooker can 
be bought for 25s. to 80s. Comparisons between other 
types of cookers give much the ваше result, but not so 
marked in the larger domestic cookers, and when the con- 
structions are compared there seems to be a large margin 
for the additional cost of assembly and heaters, which 
latter can generally be renewed when necessary at a small cost. 

There is at least one grill on the market that boils fairly 
quickly and grills and toasts excellently at the same time, 
that can be sold at £1 complete. The majority cost from 
10s. to 158. more than this, retail. As far as the writer has 
been able to ascertain, this is the cheapest article on the 
market, considering its usefulness. Its principal drawback, 
common to all similar apparatus, is the length of time 
required to boil ; but when other operations are carried out 


at the same time, the drawback is not felt, and the cooker : 


is very efficient. | : 

Supply engineers must look to a large number of consumers 
using electric cooking and heating at small individual con- 
sumption for the bulk of the domestic purposes output, rather 
than a few consumers with large consumptions. 

The applications should be rendered as popular as possible, 
and not treated as a sort of luxury. The more popular 
electric cooking becomes, the more diverse will be the load, 
particularly in the smaller towns, where dining late is the 
exception. 

The advantage, from the load-factor point of view, of 
reaching the small householder is more apparent in the North 
and North Midland towns tban in the South, for in these 
districts the midday meal time is extended overa longer time 
due to many works, &c., stopping at 12 noon and a large 
number of business houses and offices adjourning one hour 
later. 

Popularising the smaller apparatus will do much to raise 
the lcad factor, and many engineers are on the lookout for 
an efficient boiling plate with substantial connecting arrange- 
ments that will sell at about 128. to 148. to the consumer. 
There are excellent plates at the price, but the method of 
connection is always faulty, except in one or two cases 
of high-priced articles. A hot plate should bave a tubular 
metal handle, with the cable passing through it well beyond 
the reach of spilled liquids, &c. Heat regulation should be 
done by means of switches, as the three-pin method is 
dangerous, particularly in a house where there are children, 
who will most certainly get à shock from such a device at 
some time or other. | | 

Most towns now supply heating units at Id., and it 
only requires a cheap line of fool-proof cookers to accelerate 
the popularity of electric cooking. | 

There are, as iudicated.in the foregoing, some reasonably 
priced devices, and improvements in the connections of these 
would be more welcome than a reduction in price. — 

There have recently appeared on the market some useful 
designs intended to act as incentives to consumers to use 
more ambitious apparatus. The makers are inclined to be 
optimistic in their claims for the capabilities of these things, 
and it is well for electricity supply people to act cautiously in 


this direction, or a device excellent in its way may produce a 


wrong impression on a consumer through injudicious 
description. | 

Radiators and convectors are more reasonable in price 
than cookers, but are at present likely to prove a little 
costly for heating large rooms. Their great advantages in 
other directions are well known. The position in a room 1s 
an important point, and they should not be used directly in 
front of an open fireplace. "The hot air does not, as a rule, 
pass up the chimney, as the chimney is cold ; but a cold 
draught comes down the chimney and brings soot with it, 
to be deposited on the walls by the heated air from the 
radiator. This remark applies equally to other forms of 
radiator as well as electric appliances. Low temperature 
convectors with large elemental heating surface give the 
most pleasant results, as the heated air is not excessively 
dried, and is evenly distributed about the room, 

The cheapest article on the market is the electric iron, 
and this is no doubt due to the competition in that direction, 
and the large quantities sold. 

. Incidentally, the methods of connection are generally better 

than the existing hot-plate connection. Several makes that 
can be sold at 9s. 6d. complete, or a little less, leave little to 
be desired, and are certainly better for their purpose than 
anything else on the market of any system. 

Since the above lines were penned, several makers have 
come forward with well-constructed boiling plates with com- 
plete protected cables and control switches at prices that 
admit of hiring out, as a demand has now arisen for what 
Mr. Sankey has termed the “ electric gas ring.“ 


PROCEEDINGS OF INSTITUTIONS. 


Rolling-Mill Practice in the United States. 
By J. PuPPE, D. Ing. (Breelau). 


(Abstract of paper read before the IRON AND STEEL INSTITUTE, 
October, 1912.) 
EARLY in 1911 the author visited the majority of those ironworks 
of the United States where typical American rolling-mill practice 
is followed, for the purpose of studying the latest methods and 
improvements. ; 

Amongst other features observed, a atriking difference betwee 
German and American practice was the rate of diminution of the 
draught of cogging rolls. Whereas in Germany a reduction of 14 
per cent. is hardly ever exceeded, and with harder material an 
average of 11 to 12 per cent. reduction is the rule, the reduction in 
the draught from one groove to the next often amounts to 20 per 
cent. in American practice, The roughing rolls of the rail mill at 
Lackawanna even give an average reduction of 24 per cent. per 
pass in the first six passes. How far the structure and quality of 
the material suffer in the case of rails is а question which will be 
discussed further on. 

The shortness of the rolling period is further accounted for by 
the manner of controlling the auxiliary engines, which now very 
generally consist of electric motors, The controllers are operated 
with very short levers with short ranges, and there are only three 
notches, "stop," "forwards," backwards, with no intermediate 
steps. 

It appears that American cogging mills differ considerably from 
German ones both in point of construction and design and also in 
the method of working; the high rate of production is chiefly 
rendered possible by the very much simpler plan of rolling, which 
consiste in rolling to larger sections, thus shortening the rolling 
period, and by the rapid and accurate handling of the auxiliary 
engines. К 

When а single rail mill, such as that at the Edgar Thomson works 
ог at Gary, turns out from 3,500 to 4,000 tons in 24 hours, it is a 
question whether that amount of care is bestowed on the work 
which ie desirable in view of the great importance of obtaining the 
requisite high quality in the finished rails. This supposition would 
seem, to some extent, to be confirmed by the fact that rail breskages 
on American railways are of much more frequent occurrence than 
in Europe, notwithstanding that, for a long time past, various com- 
missions of rail manufacturers and consumers have been investigat- 
ing the causes of this trouble, and have endeavoured by various 
means to improve the quality. It must be admitted that the con- 
ditions of railway service in the United States are far more severe 
than with ue, and that the lcads and speeds have been very much 
increased since the eighties. The. risk of breakages must have 
increased considerably, especially in view of the low temperatures 
sometimes prevailing during the winter months. 

Proposals for the improvement of the structure of the metal by 
lowering the temperature at which the rails were finished, and a 
specified permissible maximum contraction, have not proved a suffi- 
cient remedy in increasing the resistance to shock and jarring. In 
1903, the Rail Com mission of the American Society of Civil Engineers 
received a pronouncement from a railway engineer-in-chief as 
follows: The combining of the rail-rolling mills has resulted in a 
continuous deterioration of the rail material, and every effort must 
be made to counteract this tendency." 
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The question whether the number of rail-breakages are due 
to inferior quality resulting from the rapid production on a large 
scale in conjunction with the acid Bessemer process, which has 
long held the field, or are to be attributed to the severe conditions 
of service, is one which is not yet solved. The fact is, however, 
noteworthy that the production of rails of special steel is 
now continually on the increase in the United States, and 
there has of late been a considerable decline in the output of acid 
Bessemer rails. 

It is also noteworthy that at the Indiana Steel Co. s works at 
Gary, open-hearth furnaces alone have been decided upon, from 
which it isclear that American railway engineers prefer open- 
hearth to acid Bessemer steel rails. At the same time, the increase 
in the production of open-hearth rails is also in some respeots due 
to the increasing scarcity of suitable ores for smelting Bessemer 


pig. 

Naturally the treatment during rolling has a particularly 
important influence on the rail quality. The initial and final 
temperatures, the cross-section and length of ingot, the proportion 
of ‘initial and final section to the number of passes, the roll 


draughting and the treatment of the finished rails, all play an 


important part. | 

It is clear that it cannot be immaterial whether а comparatively 
hard material is rolled down to its final shape in 30 passes with & 
reduction of 12 per cent. in section at each pass, or in 15 passes 
with a 23 per cent. reduction. The finishing temperature is bound 
to be enormously influenced by the number of passes and the 


reduction of draught; moreover, the struoture of the steel, 


especially at the lower temperature required in the case of the 
jn kinds, suffers through the too severe squeezing of the 
metal. 

Comparative figures for American and German rail-rolling mills 
show a much greater uniformity in favour of the latter, which 
entirely confirms the foregoing considerations. The German 
figures besides show a smaller average reduction of draught for the 
roughing passes and all the succeeding passes. | 

At the rail mill of the Indians works it may be mentioned that 
the ingot section is 20 x 24 in., and it is rough rolled iu nine 
passes to about 8 x 8 in., and finished off in nine more passes 
without reheating. The average reduction of draught in the first 
nine roughing passes is 21 per cent., which must be regarded as 
very high; in German roughing milla 15 to 17 passes would be 
required for this work. The shape of the grooves indicates the 
tendency to reach the finished: profile as soon as possible, and the 
reductions of section are very considerable. 


A New Type of Large Gas Engine. 
By ALAN E. L. CHORLTON, M. I. Mech. E., A. M. I. E. E. (Manchester). 


(Abstract of paper read before the IRON AND STEEL INSTITUTE, 
October, 1912.) 


THE theoretical economical advantages of large gas engines as prime 
movers are во well known in this country, particularly when using 
the waste gases from either blast-furnace or coke ovens, that some 
explanation must be sought to explain the relatively slow progress 
which bas taken place in their use when compared with that on 
the Continent, especially in Germany. The importance of these 
economies, as affecting cost of production, is probably greater for 
the iron, steel and ccal industries than for any other, and is of such 
obvious moment that the disadvantages of the gas engine that are 
held to exist in this country, as compared with Germany, must be 
of very real significance indeed to account in anywise for the 
relatively small extent of their usage in these industries. 

The limitations which have prevented the progress of the large 
gas engine are primarily due to— 

(a) The prevalence of the belief of unreliability. 

(5) The comparatively high total first cost of installation. 

This view of unreliability has, of course, been formed from the 
troubles experienced in the past. It may be said constructionally 
to refer to the cracks and breakages of important parts of the 
engine (undoubtedly a too common occurrence in the past). 

Generally, these troubles sprang from initial foundry strains set 
up between the inner and outer walls of the casting when these 
were cast in one piece, as was the original practice. These initial 
strains, augmented by those set up through the different tempera- 
tures of the parts when working, eventually caused cracks and 
failures. This more than ordinary occurrence of cracks com- 
pelled makers first to discover the reason and then to amend 
their designs to prevent them ; and the final forms of all types 
had the inner and outer skins of metal connected only as far as 
possible in one place, the other ends being left free to allow all the 
differential expansion and contraction set up in the foundry and in 
working to take place freely. A flexible connecting membrane 
completed the jacket to retain the cooling water in place. 

From the practical point of view, it appears that the cylinder 
should have no valve pockets, that is, it should approximate to a 
simple pipe, and that the jacket should be a te casting. 

The next source of unreliability is in the valves and valve gears, 
subject to the heat and stress of the explosion. This is a frequent 
cause of failures in all prime movers. Obviously, therefore, an 
improved engine should, if possible, be valvelees; have cylinders of 
simple pipe form ; and have separate jackets. | 

The only large engine with cylinders of pipe form without valve 
pockets, &c., and where the two pistons perform the various 
valve functions successfully, is the Oechelhaeuser; the dis- 
advantages of this type, which have restricted ite use, although 
its thermal economy is well known, spring from other causes, as 
high first cost, large floor area covered (horizontal type), &c. 


The success of a valvelees action was confirmed by the author's 
English experience with the working of the central exhaust poti 
by the piston in the Kórting type of engine—an experience which 
clearly indicated that there was no apperent reason why the ait 
and gas inlet to the cylinder should not be controlled by a similar 
method in an adjacent cylinder. The outcome of this was thé 
adoption of two parallel cylinders, with ports about the middle, 
connected by specially shaped passsges at their ends; one piston 
thus controlling the inlet through the porta in one cylinder, and 
its fellow expelling the exhaust through a similar set of ports in 
the other cylinder. This design was more or less bound to be of 
the two-cycle type, and he naturally leaned to such a principle; 
seeing that his experience had convinced him that by retaining, 
amongst other things, small cylinder diameters, it was the most 
suitable form for large powers. 

From fig. 2 it will be seen that the cylinder consists of two 
single-walled " U” tubes placed end to end, the inlet and exhaust 
porte being about the joint: flanges on the cylinders—set bask 
somewhat from this juncture—hold-in between them the exhaust 
and inlet boxes. 

The whole cylinder unit presents extremely simple forms of 
single-walled castings, particularly suitable for successful snd 
economical foundry work without setting up casting or expansion 
strains, and also for use in internal-oombustion work itself, as 


Fic, 1.—“ DUPLEX " ENGINE (TRANSVERSE SECTION). 


there ‘are no pockets or irregular shapes ; all sections are more or 
less cylindrical, including the connecting passages. No heavy 
flanges or jointe oocur about the points of maximum pressures and 
temperatures as in the ordinary type of.engine. This form gives 
most effective cooling to all perte, as, being inherently of a strong 
section, they can be made with comparatively thin walls. The 
efficiency of the cooling is further increased by the accessibility 
of the water to all parts of the combustion chamber, the usual 
thick flanges and jointe there being avoided. Thus, the engine may 
run at & higher temperature tban is usual in the present largé 
sizes. In fact, on test, full load has been maintained continuously 
with the jacket water boiling, and under such conditions thé 
amount used can be considerably reduced (allowing in some cases 
the motor-car type of cooler to be used, with its advantages of small 
space occupied, &o.). Further, the absence of joints and cavities in 
the combustion chamber redüces the riske of pre-ignition, and 
improves the efficiency of scavenging. High compression can be 
used without the disadvantages of water injection. 

All the cylinder, &c., walls being single, the jacket must be 
provided in a suitable manner to retain the necessary watef, 
and this is most readily done by dropping the whole Duplex 
cylinder into a simple tank, as shown in fig. 1, the cylinders resting 
by their central flanges on stools on the tank bottom or engine 
entablature. By this construction is secured at once complete 
allowance for temperature expansion without restraint; the 
exhaust outlet, the only connection to the outside, passes th 
the tank wall by a stuffing box, ora flexible membrane is used, 
the connection to the charging pumps being within the jacket tank. 
It will further be seen from this design, that in casting ee 

ion is allowed in all directions, and no strains are set up, 
the cylinders, &c., being single-walled. · Difficulties with valves 48 
done away with, for thongh these are now much rarer than in the 
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past, still the exhaust valve of all four-cycle engines remains а part 
requiring considerable attention. No doubt the present large hori- 
zontal gas engines with their simplified valve gear are a great im- 
provement over the previous types ; still the further great advantage 
of an engine with no valve gear must be apparent, particularly 
when taken into account with the possibilities of higher rotational 
8 ; 
There still remains the disadvantage of heavy capital outlay 
when the present large engine of the horizontal type is considered. 

For large powers tbe present comparatively slow-speed horizontal 
is the only one in the field, and the large amount of room taken 
up by this type, with its expensive foundations, &c., is well known. 
The cheaper prospect, judging from steam usage, and some work 
Andr done in medium-powered gas engines, is in the vertical 

The reduction in cost effected by installing the large vertical 
25 * " type as against the present horizontal engine is 20 per 
cen 

The engine may run at considerably increased rotational speed, 
and from the fact that there is a compression on each stroke of the 
two-cycle engine balancing the inertia of the reciprocating parts, a 
higher piston speed than is usual can thus be adopted with the 
attendant thermodynamic gain. 

Ordinary air and gas-charging pumps driven by an auxiliary 
eccentric are provided at one end, within or alongside the tank, and 
connect direct to the inlet valve box of one cylinder. . The 
" Duplex" power cvlinder is 80 arranged that the exhaust piston 


Fig, 2.—SEOTION OF "DUPLEX" CYLINDERS, 


has a lead over the inlet piston. The governor is gear-driven, and 
acts on a simple control valve on the pumps. The ignition is of 
the rotary magnetic high-tension type in duplicate. The other 
details of the engine construction are similar to standard high- 
speed steam engine practice. | 

In order to indicate the large powers for which these engines can 
be built, the cylinder dimensions of a vertical twin Duplex of 
6,000 B.H.P. may be noted (fig. 1). These cylinders are but 36 in. in 
diameter x 43 in. stroke, and the speed of revolution is 140 per minute. 
The fiy-wheel is 12 ft. 3 in. in diameter and 60 tons in weight, and 
the floor space taken up by the engine is 475 sq. ft. 

These sizes are by no means the limit, and the author sees no 
reason why cylinders of 48 in. diameter should not be successfully 
used. A triple " Duplex," with 48.in. diameter cylinders and 4-ft. 
stroke, running at 125 R. P. M.., would give about 16,000 B. H. P. at 
quite a moderate mean pressure. The moving parts under explo- 
sion stress for engines of equal turning moment, Duplex and 
four-cycle horizontal, number respectively 4 and 20. 


HORIZONTAL ENGINE AND VERTICAL DUPLEX ENGINE WITH EQUAL 
NUMBERS OF IMPULSES PER REVOLUTION. 


Twin tandem four-oycle horizontal. : Twin duplex two-cycle vertical 


Cylinders ... —. 4 : Two duplex sus e. 4 
Pistons... ... 4 Pistons ae .. 4 
Inlet valves .. 8 with gear. Inlet valves ... None. 


'| Exhaust valves i ... None. 
Piston rod packing 4 
| 


Exhaust valves ... 8 
Piston rod packing 8 


Total. 32 | Total ...  ..  .. 12 
Total moving parte subject to Total moving parts subject 
heat stresa—20. | to heat stress— 4. 


Recovery of waste heat from the exhaust is an interesting part of 
the internal.combustion engine problem, and one in which the 
author has bad considerable experience with large horizontal engines 
of the two-cycle type. The results obtained in the way of evapora- 
tion with this type, where the proportion of heat discharged by 
exhaust to jacket is greater than that of four-cycle engines, have 
been as high as 8 lb. per B H.P..hour, the boiler being fed with hot 
feed from the jackets and economiser pipes. 

The steam generated in these boilers can be used in various ways. 
When the source of the gas is an ammonia-recovery producer plant, 
all that is evaporated will be required for the producers to keep the 
temperature down. The value of the steam generated, 0'02d. per 
B.H.P.-hour, is equivalent to the value of the gas taken by the engine 
with the present price of by-products ; thus the gas engine need not 
be debited with the gas used, and consequently the cost per B.. P. 
hour generated is extremely low. On electrochemical work, with 
100 per cent. load factor, the net coat of energy for a 3, 000-B. H. P. 
plant is 0'047d. per B.H.P.-hour, assuming interest and depreciation 
at 10 per cent. | 


In other cases, the steam can be used for power purposes, саи 
а steam auxiliary cylinder on Ње main engine. Or it may be u 
for any auxiliary plant, such as water pumps, or charging pumpe, 
when these may be separately driven. These exhaust boilers act as 
very effective silencers. 
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Fig. 3.—" DUPLEX GAS ENGINE AND егис GENERATOR. 


A standard high-speed engine of the vertical ‘ Duplex” type, 
upon which very exhaustive tests have been made on the shop test 
plate, gave the following figures :— 


Mechanical efficiency _... jus 85 per cent. 
Heat consumption per B.H.P.-hour 10,500 B.TH.U. 
Water consumption per B.H.P.-hour  ... 4 gallons. 


Oil consumption per B.H.P.-hour . . 0°0004 gallon. 
Governing, full load on and off ... .. 1$ per cent, rise steady 
afterwards. 


These results are from cylinders 154 in. in diameter by 18 in. 
stroke, and will doubtless be improved upon with larger cylinders 
and further refinements. | 

The first engine built was running on load in parallel with other 
gas sets within two hours of its first starting up on gas, a result 
that with a new type of gas engine is without precedent. 


The Magnetic Properties of Manganese and Nickel Steels. 


(Abstract of papers read before the IRON AND STEEL INSTITUTE, 
Octaber, 1912.) 


DR. S, HILPERT (Charlottenburg) and Dr. W. MATHESIUS (Wor- 
cester, U.S.A.) read a paper on this subject. As the result of testa 
on various nickel and manganese steels, the authors find that in all 
the steels the magnetisability after quenching from 1,200* C. was 
greatly increased, as compared with that of the same material after 
similar treatment at lower temperatures, and also after slow cool- 
ing. By means of systematic thermal treatment in combination 
with magnetic measuremente, it has been found that at high 
temperatures (above 1,050° C.). substances are formed which at 
ordinary temperatures are strongly magnetic, but in spite of 
quenching cannot be obtained in a pure state. 

All the steels, with the exception of nickel steel with 31 per cent. 
of nickel, showed both in the quenched and in the slowly-cooled 
specimens an increase in the magnetieability when annealed at 
temperatures between 400° and 450° C. This is not, in any case, an 
ageing phenomenon, but is the result of a new state which is 
obtained only by a heating process. In general, it has been shown 
that the question whether the heat treatment has been carried out 
under a rising or a falling temperature has a decisive influen 
upon the magnetic properties. | 

The metallographic investigation in relation to the magnetic 
properties showed that there was no distinctive structure which was 
characteristic for magnetic and non-magnetic steels. 


рв. E. CorvER.GLAUERT (Sheffield) and Dr. 8. HILPERT 
(Charlottenburg) dealt with the thermal-magnetic behaviour of 
25 per cent. nickel steel, in continuation of previous researches. 
The range of temperature covered was 1,250* С, to — 180° C. 

In fig. 1 they have plotted their results in the form of what may 
be regarded as the life of the alloy in respect of thermal- 
magnetic transformations. 

The lower temperature-hysteresis loop of this. diagram is essen- 
tially that discovered by Prof. Hopkinson, with the exception of 
minor differences as to the temperatures at which the transforma- 
tions occur and the completeness thereof, as noted in the authors’ 
earlier paper. The upper temperature-byateresis loop explains the 
difficulties experienced in investigating the reasons for slow cooling 
results in a magnetic product, and the very different behaviour of 
quenched and slowly cooled specimens. If we assume this alloy to 
be heated to a high temperature and then allowed to cool, it 
follows the curved line to 950° C., after which the vertical line is 
followed to slightly below zero. Cooling below this point results 
in a sudden increase in the magnetisability, when — 10°C. is reached, 
followed by a gradual increase to — 180° С. Subsequent heating pro» 
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duces a slight gradual increase up to 450° C., with a (magnetic) 
softening of the material. Above this temperature there is a rapid 
falling off in the magnetisability, this reaching a minimum which is 
practically zero at 700° C. On continuing the heating above this 
point an increase occurs, reaching a maximum at 950° C., at which 
point the original curve is regained and followed in an upward 
direction. A specimen cooled or quenched on a heating curve from 
any point between 700° C. and 950° C. will follow a vertical line 
from that point to — 10° C., further cooling resulting in an 
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increase in the magnetieability until the line below zero in the 
diagram is reached and followed. Further, a specimen, unless it 
has been rendered non-magnetic, in which case it follows a vertical 
line, will, on being reheated from any temperature between 400° C. 
and — 180° C., follow a line parallel with that from — 180° C. 
to 450° C. until the cross line is cut, when the latter will be 
followed. 

The chief point which the authors bring forward is the existence 
of the temperature-hysteresis loop in the alloy between 450° C. and 
900°C. These further experimenta and facte only strengthen their 
view that the allotropic theory of iron alloys in regard to their 
magnetic properties is totally untenable. 


Cast-Iron Pipes and Superheated Steam. 


IN a paper on The Growth of Cast-Irons after Repeated Heatings,“ 
Pror. Н. F. RUGAN, of New Orleans, gives the following con- 
. clusions :— 

1. The strength of the outer fibre of the scale surfaces of a 
casting is greater than that of the metal taken from other portions 
of a casting. 

2. The temperature encountered in pipe lines using superheated 
steam is sufficiently high to produce disintegration in a casting, 
causing it to grow and become correspondingly weak. 

3. Grey cast-iron fittings of ordinary mixtures are unfit for use in 
pipe lines designed for superheated steam. 


The Institute of Metals. 


At the Autumn meeting of the Institute of Metals, held last 
month, the proceedings dealt mainly with the physical 
characteristics. and the effect of various methods of treatment on 
the microstructure of metals and alloys. Copper and alloys of 
copper with other metals figured largely in these researches, but 
the observations made as a rule had no obvious bearing on the use 
of copper in the electrical industries. 

The effect of the presence of oxygen in brass was dealt with by 
Pror. T. TURNER, of Birmingham University, who stated that 
brass poured at a lower temperature than usual was apt to be of 
inferior quality, and that the inclusion of oxide of zinc in this way 
might account for the rapid and irregular corrosion of condenser 
tubes that was sometimes met with. The oxygen must be present 
as oxide of zinc, because metallic zinc was proved to reduce copper 
oxide to metallic copper; and the zinc oxide was probably not 
dissolved, but mechanically entangled in the substance of the 
alloy. Unfortunately, no suitable procees for the accurate deter- 
mination of oxygen in brass appeared to be available. 

The influence of oxygen on the properties of metals and alloys 
was also investigated by MR. E. F. LAw, who emphasised its 
extreme importance, and pointed out that, nevertheless, the subject 
had been almost entirely neglected on the scientific side, partly on 
&ocount of the experimental difficulties attending the determina- 
tion of oxygen. The trouble with oxidised metals was that they 
frequently pessed the mechanical tests, and it was only when they 
were put into service that the real trouble began. It was in 
connection with the subject of corrosion that the question was of 


which were detrimental to the metal. 


the most vital importance. The comparative freedom from 
corrosion of the Sandberg steel was due to its deoxidation by the 
addition of silicon. 

Two papers dealt with the joining of metals. MR, A. E. TUCKER 
discussed the various methods in practical use. The highly 
injurious effect of the presence of zinc in tinman's solder was 
pointed out; when this occurs, a little acid in a soldering solution 
is & great help. Antimony increases the strength of the joint. 
The author drew attention to the beneficial effecte of heating the 
parts to be joined, equtezing out as much of the soldering medium 
as possible, rubbing the surfaces together or with the soldering 
iron to improve the cohesion, &c. For joining thin steel tubing, as 
in bicycle frames, he would prefer soft soldering to brazing if the 
lugs were carefully machined to a close fit, as the metals employed 
in brazing and soldering injure the steel if sufficiently heated, 
though they have no similar effect on brass or copper, and soft 
solder flows better into the joint. One of the best fluxes.for 


ordinary soldering contains chloride of ammonia, as well as chloride 


of zinc. The best “brazing” is done with silver solder, which is 
used in the blading of turbines. The alloy used consists generally 
of about 60 per cent. silver, 23 per cent. copper, and 17 per cent. 
zinc, with borax for the flux, with or without carbonate of soda. 
This mixture is very liquid in the molten state. 

The presence of tin in brazing solder is highly detrimental to 
iron and steel parts, and results in unsatisfactory and unsafe joints. 

By wrapping suitable brass wire round a joint and heating the 
joint by passing an electric current through it, while surrounded 
with a reducing gas, such as hydrogen or coal gas, a very perfect 
joint is obtained without the use of any flux, with the great 
advantage that there is no borax to clean off the joint. High-speed 
steel tools can be joined to mild steel shanks by using copper sheet 
or wire as the brazing solder; the joint is exceedingly strong, and 
withstands hardening temperatures. The Pick process for brazing 
cast-iron by first decarburising the iron with copper oxide and 
brazing with brass solder is very effectual. 

Most of the special methods for soldering aluminium break down 
when the joint is exposed to warm steam, a very severe test. The 
best results are obtained with solder consisting almost entirely of 
aluminium, the flux being a mixture of alkaline aluminium chloride 
with potassium or calcium fluoride, damped with alcohol. 
Aluminium alloys can be joined with soft solder if the parts are 
first coppered by electro-deposition. f 

The rest of Mr. Tucker's paper, and the whole of that by DR. F. 
CARNEVALI, of Turin, related to autogenous welding, which haa 
extended enormously in recent years, and has replaced other 
methods in many cases. . 

Mr. Tucker laid down the following conditions for success as 
applying to all welding with acetylene or other hydrocarbons :— 
The use of pure gases; the use of a metal rod of approximately the 
same composition as that of the work to be joined; thorough 
fusion of the inside surfaces before the additional metal is applied ; 
cleanliness of the parts, and when desirable the use of suitable 
deoxidising and flux ing powders, such as charcoal and borax; and 
the use of a blowpipe capable of complete control in respect of 
size of flame and proportion of mixture. He anticipated the 
general substitution of this method for ordinary brazing in work of 
the first quality. Acetylene and electric welds in steel should not 
be hammered while the weld is being made. A good fusion weld 
very seldom breaks at the point of welding. 

The author, referring to the Thermit process, spoke of its extreme 
beauty and simplicity ; we have here a small steel foundry not 
much larger than a silk hat, from which the metal pours in a 
perfectly liquid state.” He thought it very probable that in 
point of strength most Thermit welds were superior to those elec- 
trically made. 

A couple of pages were devoted to arc and resistance welding. 
The use of spot-welding instead of riveting was described; a 
skilled workman can make 1,000 welds per hour with the epot- 
welding machine on plain sheets. Water-tight welding is also 
practised, the seam being passed slowly through the machine, 
which is coming into very extensive use. Enamelled goods thus 
welded instead of riveted are much superior to riveted goods. The 
welds are permanent even when exposed to alternate heating and 
cooling, which often loosens rivets. The manufacture of com- 
pound sheets of different metals welded together was also 
described. А 

Dr. Carnevali's paper described investigations which he had 
carried out on the autogenous welding of copper, brass, bronze and 
aluminium. The paper was illustrated by a number of photographs 
of actual welds and weld fractures, as well as of microphotographs 
highly magnified in order to illustrate the structure of the welded 
metals, 

Dr. Carnevali showed, in tbe case of copper and its principal 
alloys, that rapid heating and sudden fusion of the metals subjecte 
to welding, profoundly modified their physical and mechanical pro- 
perties, developing within them strains and structural alterations 
In the case of copper there 
was an average reduction of 50 per cent. in the capacity to resist 
fracture, and an increase of about 30 per cent, in brittleness, while 
the percentage of ductility was reduced to about а tenth of the 
original. In the case of bronzes and brasses it was not found 
possible to determine the extent of the deterioration in the 
mechanical properties, but this deterioration increased as the 
number of the constituents of the alloys subjected to welding 
increased. In the case of alloys made up of several constituents, 
these might be improved after welding by a suitable heat treat- 
ment, thus relieving the internal strain set up by the sudden tem- 
perature changes involved in the process of welding. 

The author concluded that the oxy-acetylene welding of copper 
and its principal alloys had a practical application limited to those 
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Parta of machinery which were not of large dimensions, and which 
were not subjected to severe mechanical stresses. 

As regarded the autogenous welding of aluminium, the author 
observed that the sudden heating and rapid fusion of the metal 
subjected to the welding process altered the physical and mechanical 
properties in a manner analogous to that noticed in the case of 
‘copper, but to a less degree. The structural modifications princi- 


pally took the form of coarse crystallisation of the metal. 


His 


experiments showed that both by hammering and by re-heating to 
450-500° C. the homogeneity of the weld-zone was increased ; and 
that whenever aluminium contained small quantities of other 
elements easily oxidised at high temperatures, e. )., copper, the 
oxidisation of the metal by fusion was facilitated, also the inclusion 
within it of granules of oxide detrimental to the mechanical pro- 


perties of the weld-zone. 


However, when carried out with the necessary precautions, the 
oxy-acetylene autogenous welding of aluminium was held by 
Dr. Carnevali to be capable of extensive practical application, 
eapecially for the welding of small machine parts. 


TRADE STATISTICS OF JAPAN. 1911. 


THE following statement, showing the imports into and exports 
from Japan of electrical and similar goods during the year 1911, is 
taken from the recently issued official trade statistics; the figures 
for 1910 are given for purposes of comparison, and notes of any 
increases or decreases are added :— 


Galvanised iron wire.— 


From Great Britain 
Germany ... 


Hailes 


Belgium 
Austria 


United States 


. Other countries 


Total 


From Great Britain 


p 
72 
n 
77 


Germany 


Belgium 


United States 


Other countries 


Total 


Posts for electric wire materials 
tor building, &с.— 
From Great Britain 

German 

United States 


77 


» 


Other countries 


Total 


Submarine and underground cables.— 


From Great Britain 
Germany .. 
United States 


Insulated electric wire.— 


Other countries 


a 


Total 


From Great Britain 


* 99 
” 
97 
19 
97 


France 


Germany 


Italy 


United States 


Other countries 


Total 


Parts of electric cara. 
From Great Britain 


» 
9 


German 


United States 
Total 


Steam engines,— 


* 


1910. 1911. 

Yen. Yen. 
5 59,000 109.000 
... 1,979,000 1,963,000 
4% 75,000 67,000 
15,000 11,000 
ss 150,000 179,000 
255 3,000 13,000 
.. 2, 281,000 2,342,000 
2 53,000 229,000 
bes 782,000 1,837,000 
eee 161,000 216,000 
599,000 3,220,000 
1,000 2,000 
... 1,696,000 5,504,000 
55 365,000 719,000 
sas 34,000 205,060 
` 932,000 1,188,000 
Vis 20,000 58,000 
Qs 751,000 2, 120.000 
.. 1,045, 000“ 179,000 
vis 438,000 197,000 

ecc 109,000 xm 

E 3,000 — 
e. 1,595,000 876,000 

Abnormal year. 

“© 825,000 1,490,000 
35,000 66,000 
. 403,000 1,758,000 
"a 22,000 85,000 
si 343,000 297,000 
sss 9,000 4,000 


. 1,087,000 3,700,000 


[21] 247,000 
113,000 
444,000 764,000 


eoo 824,000 1,459,000 


4 
. + 300,000 
+ 


From Great Britain 
„ Germany ... 
» United States 


Total 


397,000 364,000 
Б 14,000 60,000 
.. 194,000 123,000 

605,000 | 547,000 


Increase or 
decrease. 


Yen, 


50,000 
16,000 
8,000 
4,000 
29,000 
10,000 


+ +4+/1//+ 


61,000 


+ 176,000 
+ 1,055,000 
+ 55,000 
+ 2,621,000 
+ 1,000 


+ 3,908,000 


+ 354,000 
+ 171,000 
+ 806,000 
+ 38,000 


+ 1,369,000 


— 866,000 
— 241,000 
— 109,000 
— 38,000 


—1,219,000 


+ 665,000 
+ 31,000 
+ 1,855,000 
+ 63,000 
— 46,000 
— 5,000 


+ 2,063,000 


48,000 
383.000 


635,000 


33,000 
46,000 
71,000 


| + | 


— 58,000 


| 1910. 1911. decrease. 
Yen, Yea. Yea, 
Gas engines, petroleum engines and 
hot-air engines.— 
From Great Britain me 448,000 768,000 + 310,000 
„ Germany .. t 23,000 237,000 + 214,000 
T) Belgium mm eee 7,000 UT — 7,000 
» Sweden 285 (ss 19,000 49,000 + 30,000 
» United States ose 19,000 32,000 + 13,000 
„ France 8 “ 5,000 33,000 + 28,000 
Total  ... 521,000 1,109,000 + 588,000 
Steam boilerx.— 
From Great Britain wae 462,000 1,465,000 71, 003.000 
„ German, sas 4,000 27,000 + 23,000 
„ United States T 18,000 185,000 + 167,000 
n Other countries TII um 1,000 T 1,000 
Total T 484,000 1,678,000 71,194, 000 
Electrical machinery.— 
From Great Britain es 611,000 1,081,000 + 470,000 
„ Germany ... - 634,000 2,755,000 + 2,121,000 
„ Belgium a 1,000 6,000 T 5,000 
» Italy ais € 26,000 16000 — 10,000 
„ United States E 902,000 1,811,000 + 909,000 
„ Other countries... 18,000 42,000 + 24,000 
. Total eee 2, 192.000 5, 711,000 73,519,000 
* Hydraulic motors.— 
From Great Britain Ves 29,000 64,000 + 35, 000 
„ France "T А 16,000 35,000 + 19,000 
„ Germany iv 159,000 494,000 + 335,000 
„ Belgium. — 7,000 14,000 T 7,000 
97 Italy е eee — 19,000 + 19,000 
„ Switzerland е — 10,000 + 10,000 
„ United States еа 136,000 6,000 — 130,000 
„ Other countries 2,000 — — 2,000 
Total 349,000 642,000 + 293,000 


* New heading in 1911. 


Lifting machines,— 


From Great Britain 256,000 394,000 + 138,000 
» Germany’ ... sis 11,000 46,000 + 35,000 
9 Belgium e.. TY 18,000 == === 18,000 
„ United States 41,000 136,000 + 95.000 
99 Other countries eee сыс 2,000 + 2,000 
Total  ... 826,000 578,000 + 252,000 

. Caoutchouc and qutta-perchá, crude,.— 
From British India . 91,000 237,000 + 146,000 
» Straits Settlements 1,246,000 1,383,000 + 137,000 
„ Dutch India ais 142,000 161,000 + 19,000 
» Great Britain RC 959,000 935,000 — 24,000 
„ Germany .. 42,000 7,000 — 35,000 
„ United States Sis 246,000 253,000 + 7,000 
„ Other countries 816,000 84,000 — 232,000 
Total «ee 3,042,000 3,060,000 + 18,000 


The exports of dynamos and electric 
years 1910 and 1911 were as follows :— 


motors from Japan in the 


To China ... ssi E 52,000 161,00 + 109,000 
„ Kwantung Province ... 151,000 145,000 — 6,000 
„ Corea zu sis 104,000 — — 104,000 
„ Asiatic Russia... 2,000 — — 2,000 
„ Philippine Islands 3,000 3,000 — 
„ Siam 15 7,000 4,000 — 3, 000 
„ Australia 5 5,000 3,000 — 2,000 
„ Hong Kong... - — 84,000 + 34,000 
» British India "T — 7,000 + 7,000 
„ẽ Straits Settlements ... — 7,000 T 7,000 
„ United States - — 5000 + 5,000 
„ Other countries sis 8,060 9,000 t 6,000 

Total  .. 327,000 378,000 + 51,000 

Yen = 2s. id. 


` 


Electrochemistry in Norway.— Det Norske Nitritak- 
tieselskab is the title of a company which has been launched by 
Det Norske Aktieselskab for Elektrokemisk Industri and the Société 
Its capital is 15,000,000 fr., and it is 
intended to work the French patents of the Serpek process for the 
production of ammonia. A power station of 25,000 H.P. is to be 
built in the Arendal, in Norway, making use of a local waterfall.— 


Générale des Nitruree. 


Elek. Zeitschrift. 


Ship Struck by Lightning.— The Times reports that 
the barque Helios, from Antofagasta, meeting with bad weather in 
the South Atlantic, was struck by lightning, which brought down 
the асан and foretop-gallant-mast with all the yards 
attached. 
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NEW PATENTS APPLIED FOR, 1912. . 


(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Mgssrs. W. P. THompson & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


2.579. Telephone switchboards," W. AiTEkEN. feptember 28rd. | 


21,586. '' Manufacture of artificial filaments.” L. BARAsoN. September 
28rd. (Complete.) 


21,645. "Electric circuit interrupting devices.“ British THOMSON- 
Hovston Co., LTD. (General Electric Co., United States.) September 23га, 
91,664. ''Telephonic receivers." A. Marr. September 24th. 


21.700. Trolley heads for electric tramcars, locomotives and the like.“ 
L. JouNsoN and G. W. GREEN. September 24th. 


21,725. *'' Holders for telephones," G. B. STERN. September 24th. 


21,739. *''Electrodes for galvanic cells." FRIEDRICH DIE TZ (firm of). (Con- 
vention date, September 26th, 1911, Germany.) September 21th. (Complete.) 


21,743. Wireless telegraph systems," W. H, SHEPHARD and A. E. 
McKecuniz. September 24th. 


21,761. *''Dynamo-electric machines.” British THomson-HovusTon Co., 
Lrp. (General Electric Co., United States.) September 24th. 


21,7662. ‘*Dynamo-electric machines." British THomsON-HovsTon Co., 
Lro., and F. P. WHITAKER. September 24th. 


21,782. © Electric flttings.“ W. GkiPRL. September 25th. 


21,813. Electrical regulating apparatus.“ Soc. Ep. GaBREAU ET P. 
Drravx. (Convention date, February 9th, 1912, France. September 25th. 
Complete.) 


21,822. Cooling arrangements for dynamo-electric machinery." SIEMENS 
BROS. Dynamo Works, LTD., and E. O. KIEFFER. September 25th. 

21,831. ‘* Safety devices for the cables or overhead conductors of direct and 
alternating-current installations," BERGMANN ELEKTRICITATS- WERKE AKT.- 
Ges. (Convention date, September 25th, 1911, Germany.) September 25th. 
(Complete.) 

21,882. Electrically operated means for restoring the equilibrium of 
inclined bodies." J. M. Sulrs. (Divided application on 15,667, 1912, August 
7th.) September 25th. 

21,866.  '' Ventilation of dynamo-electric machines.“ 
HovusroN Co., LTD., апа Н. W. TayLor. September 25th. 


21,867. "Electric oil switches," BRTTISH Тномвом-Ноовтом Co., LTD. 
Allgemeine Elektricitäts Ges., Germany.) September 25th. 


21,882, *" Telescopic, teinoscopic, deep-sea detachable observatory, com- 
bined with bellows bodies, air-tight chambers, air compressors, vacuum and 
hydraulic pumps, lenses, recording instruments, hollow ram cable, attachers, 
magnets, telephone, wireless telegraph instruments, drills, lathes, explosive 
ejectors, firing appliances, electric light, heat, and powersearchlights." T. Н. 
HoLRoyp. September 26th. 

21,898, “ Securing electric conduit fittings and the like." D. L. J. 
BRoADBENT. September 26th. 

21,918. ''Electrio switches." A. P. LUNDBERG, G. C. Luacserc and P. А, 
LUNDBERG. September 26th. (Complete.) 

21,917. ''Portable electric lamps." HARTMANN & BRAUN, LTD., Axt.-GEs, 
(Convention date, September 80th, 1911, Germany.) September 26th. (Com- 
plete.) 

12,921. Carbon electrodes for electric batteries." British EvER-READY 
ELECTRICAL Co., LTD. (A. Heil, Germany.) September 26th. (Complete.) 

21,992. Dynamos, motors, and like electrioal machines," A. A. PRICE, 
September 26th. (Completc.) > 

21.999. Electrical indicating or alarm apparatus.“ E. E. WEKEL and 
D. WEIKEL. September 26th. (Complete.) 

21,946. ‘* Seats or holders for connecting cord plugs for telephone exchanges 
and similar apparatus." SIEMENS Bros. & Oo., LTD., and E. A, PETITHORY. 
September 26th. (Complete.) 


BRITISH THOMSON- 


21,970. Electrlo arcs for lighting or heating." C. J. MONTGOMERY and 


R. C. Royston. September 27th. 

21,971. ‘*Conduit or tubular fittings for electrical conductors.’ 
Соттікв and H. L. Downes, September 27th. 

21,974. ‘*Combined electric control for aMernating and direct-current 
motors," O. B. PINKERTON and A. E. Wason, September 27tb. 

2, 088. Alarm devices for use with wireless telegraph systems.“ W. Н. 
BHEPHARD and A. E. МсКконкїЕ. September 27th. 

22,049. Portable electrically-driven centrifugal fans." В, C. Dávipsox. 
September 27th. (Complete.) 

22,0583. Electric accumulators.” 
FULLER. September 276. 

2, 054. Electric heating and cooking devices." BRITISH Тномвом-Носвтом 
Co., Lrp. (General Electric Co., United States.) September Nth. 

22,098. '' Electric pocket lamps.“ W.Knorr. September 28th. (Complete.) 

22.099. Electrio motor and hand-driven sounding-machine," F. W. 
CLARK. September 28th. 

22, 118. Electric switches.“ 
tember th. | 

22,127. Controlling or regulating devices for electrico lampe." E. JOHNSON. 
September 28th. (Complete.) 


22,129. Electrical protective apparatus.“ 8, ре ВтеғАМІ. September 28th. 
(Complete.) 


22,131. Railway control telephone systems." J. N. C. KENNEDY, Bep- 
tember 28th. 


E. P. 


G. FULLER, L. FULLER and G. J.A. 


Н. H. Berry and W. J. МАвкнАм, Sep- 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Speciflcations in the following list may be obtained 
ot Messrs. W. P. THompson & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradfcrd ; price, post free, 9d. (in stamps). 


1911. 
ELECTRICAL TERMINALS AND Fuses. E. S. Anness. 
(February 2nd, 1912.) 


TRANSMITTING APPARATUS FOR WIRELESS TELEGRAPHY. L. Rouzet. 19,948, 
September "th. 


ELECTRIC ConracT Devices vor CLock Movements, L. P. E. Appoullot. 
20,149. September llth. (September 9th, 1910.) 


ELECTRIOALLY-HEATED COOKING OVENS AND THE LIKE. A. F. Berry. 20,172. 
September 11th. 


ELECTRICALLY-OPERATED Волт Horsts. J. Fielding. 20,988. September lith. 
(Cognate application, 2,910 of 1912.) 


DIAPHRAGMS OF TrLEPHONIC RECEIVERS AND LIKE INSTRUMENTS. A. Marr. 
20,434. September 15th. 


TELEGRAPHIO RELAYS. S. G. Brown. 20,461, September 165th. 


нор сон OF COPPER BY ELECTROLYsIs, R. Douvreleur. 21,598. Septem. 
er i 


17,598. August Snd. 


COMBINATION Locks FOR ELECTRICAL LAMPS AND LIKE ELECTRICAL Fixtures. G. 
Barker. (Midland Electrical & Manufacturing Co.) 22,276. Ootober 10th, 


BPARKING PLUGS. A. E. Fletcher. 94,941. November 9th. 


ELECTRIC Аво Lamps. G. E. Tate. 29,085. December rd. (Cogdate appli. 
cation, 6,807 of 1912.) B 


1912. 


FEEDING MECHANISM FOR THE ELECTRODES OF ELECTRIC Aro Lamps. F. Ste inert. 
1,265. January 22nd. 

METHOD or MoLTIPLE-CoNTROL FOR ELECTRIC Morors. R. Richter and Maffei. 
Schwartzkopff-Werke Ges. 8,117. February "th. (April 21st, 1911.) 

SPEED-REGULATING DEVICES ron ELECTRIC MOTORS, MORE ESPECIALLY FOR UBE 
IN CONNECTION WITH ELECTRICALLY-CONTROLLED CONTINUOUS SPINNING 
uu Firm of Jacquet Егегев. 4,691. February 24th. (February 24th, 

TELEPHONE ExcHANGE Circuits. Siemens Bros. & Co. (Siemens & Halske 
Akt.-Ges.) 4,608. February 24th. (Addition to 11,951 of 1910.) 

INSTRUMENT FOR MEASURING FREQUENCIES, SELF-INDUCTION COEFFICIENTS AND 
CAPACITIES, AND Ratios OF BkLr-INDUCTION COEFFICIENTS AND CAPACITIES. 
W. P. Thompson. (Ges. fur Drahtlose Telegraphie.) 7,657. March 29th. 

ELECTRODEPOSITION ОР METALS. A. Leuchter. 9,075. April 17th. 

ELECTRIC MEASURING INSTRUMENTS, C. Hubert. 9,411. April 20th. 

IxsvLATOBS. T. Wittrin. 9,734. April 94th. 

ComMBINED TELEPHONIC TRANSMITTERS AND RECEIVERS, 
12,545. May 28th. (June 20th, 1911.) 

SELECTOR FOR AUTOMATIC OR SEMI-AUTOMATIC TELEPHONE SystEMS. Siemens 
Bros. & Co. (Siemens & Halske Akt.-Ges.) 18,490, August 10:Ь. 


W. P. Thompson. 


Electric Driving of Thrashing Machines.—Recent 
tests by MM. Coupan and Vuaillet in the village of Chambly 
(Oise), compared the cost of thrashing by horse-power and by 
electrical energy. The same thrasher was used in each case, and 
was of the stationary type with a simple winnowing attachment; 
the beater was l'6 m. long X 0'4 m. diameter, and the winnower 
0'8 m. long x 0'6 m. in width. The cost of the thrasher alone 
was 900 fr., or 1,400 fr. complete for horse operation. Two horses 
drove the machine at speeds varying from 690 R.P.M down to 
538 R. P. M., and thrashed 890 sheaves, each weighing 8'25 kg., per 
10-hour day (assuming 50 minutes actual operation in each hour). 
Under this system, 34 days were required to thrash the complete 
crop of 30,000 sheaves. 

The capital cost of the electrical equipment subsequently used, 
including a 5'5-H.P. motor and the necessary rheostat, cables and 
meter, was 1,000 fr., making a total investment, including the 
thrasher, of 1,900 fr. With electric drive the thrasher speed 
averaged 756 R.P.M., and owing to this high, constant speed, the 
output amounted to 1,275 sheaves per 10-hour day (still assuming 
50 working minutes per hour); the whole crop could thus be 
thrashed in 24 days. The electrical consumption averaged 1°74 KW., 
costing 0°78 fr. per hour. In both cases four men were required 
to feed and operate the thrasher, and the actual costs of operation 
were as follows :— 


Horses. Electric moter, 
10 95 depreciation and 4 95 interest on 
1,400 fr. ... T 855 . * 196 fr. — 
Do. on 1,900 fr. ... wes vis - — 266 fr. 
2 horses, 34 days at 4 fr. 50 c. oes 306 fr. — 
Electrical energy, 340 Kw.-hours at 45 c. — 153 fr. 
4 men, 34 days at 4 fr.... s iss 544 fr, — 
„ 24 days at 4 fr.... E ean — 384 fr. 
Oil, 34 days at 0°5 fr. nee Vis 17 fr. — 
„ 24 days at 0775 fr. m mt — 18 fr. 
1,063 fr. 821 fr. 


For these data it appeared that the average cost of thrashing was 
1'235 fr. per cwt. by horse labour, and 0°954 fr. per cwt. by electric 
motor, thus showing a saving of 22˙8 per cent. in favour of electric 
driving. Of the total electrical input, 54°5 per cent. and 25°6 per 
cent, was respectively required to drive the beater апа winnower 
unloaded ; the total light load consumption of the thrasher = 80°} 
per cent. of the full load input, and the consumption for thrashing 
without winnowing, was 0'52 kw. Such a motor as employed 


above could be applied to innumerable farm duties (including the 


preparation of cattle foods, &c.) ; hence, the whole capital charges 
should not be debited to the thrasher. Allowing for this, the 
advantage of electrical operation is yet greater in the above case. 


The Cooper Hewitt Diffusing Lamp.—The Electrica? 
World describes a system devised by Dr. P. Cooper Hewitt for 
obviating glare from metal-filament lamps and diffusing the light 
without sensible loss of efficiency ; a series of fine, smooth, parallel 
grooves is formed on the outer surface of the bulb of the lamp, 
constituting a system of prisms, which may be either longitudinal 
or transverse. The grooves are less than one-hundredth of an inch 
in width, and are formed by dipping the bulb in wax, and then, 
after baking, ruling lines in the wax by means of a simple machine. 
Next the bulb is dipped in hydrofluoric acid for a suitable length of 
time, and finally the wax is removed, leaving etched grooves in the 
glass. The chemical method of grooving the glass has the advan- 
tage of preventing the fractures which might occur with a 
mechanical method, and it is possible to apply the chemical pro- 
cedure to any commercial bulb. The effect of the treatment is to 
make the whole bulb appear luminous, and if the grooving ie 
transverse, the distribution of the light is greatly modified, the 
horizontal illumination being diminished and the vertical illumina- 
tion increased both upwards and downwards. Dr. Hewitt states 
that the loss in efficiency due to the grooving is negligible. 
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ON GOING ABROAD. 


IN these days when there is far more electrical engineering 
work in progress and prospect abroad than there used to be, 
and when for this and other reasons there is a willingness, nay, 
an eagerness, on the part of so many young electrical engi- 
neers to leave the Mother Country, our inquiry box contains 
many interesting questions from those who want to know 
whether we would advise them to go to this country or to that 
rather than to remain at home. We are asked to furnish 
them with names of individuals or companies with whom 
they ought to correspond in order to “ get a job," some- 
times we are asked to advise as to climate, cost of living, 
and on the question of agreements between parties entering 
into engagements. Quite a large number of men have 
availed themselves of the information that we have in the 
course of years been enabled to bring together or to publish 
in our pages, and scores of them now stationed thousands of 
miles away from home in very different surroundings from 
those prevailing here, will be reading these lines and recalling - 
the occasion upon which they sought our humble counsel. It 
has always been a pleasure to us to assist in every way in our 


power those who felt a disposition to remove to a less crowded 


sphere of operations, but we have endeavoured to make it 
plain that our information was intended to guide them. in 
forming their own conclusions. It would be unwise for us 
to say either “Go!” or ** Don't go!” 

Our duty and responsibilities are at an end when we have 
placed before our correspondents facts and reports received 
from men of experience or obtained from records upon which 
reliance can usually be placed. But where one man may have 
seen signs of satisfactory openings, and may have actually 
succeeded. another may in experience not do so well. Further, 
information relating to one part of a country may not have an 
accurate application in respect to another part a hundred 
miles away. What may be healthy and congenial climate and 
surroundings for one man may not be so for another. An 
agreement in certain terms may have met the case between 
two parties under certain circumstances, but may prove 


totally unsatisfactory for other parties and different circum- 


stances. One man may be able to manage admirably and 
save money on a specified income, while another, because of 
extravagant tastes and dispositions, may be on the verge 
of poverty half the time. The mere mention of these few 
considerations will illustrate how difficult it is to give 
guidance which shall in every case prove, in matters 
of detail, to be perfectly accurate. All we can pretend to do 
is to satisfy the thirst for information by advising in broad 
terms, giving recorded facts, and publishing letters and 
articles from men of experience in the countries in which our 
readers are interested. 

An aside here may be pardoned. As in connection 
with many other phases of electrical work, we are 
Surprised to find how little the rank and file in the 
profession and industry seem to make use of electrical 
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directories. These are to be found 
eflices in the kingdom, and it ought not to be 
difficult to gain access to them. The man who contem- 
plates going abroad and does not know where to go or to 
whom to write would, we should have thought, regard such 
a publication not only as one of the essentials for study before 
going, but one to be put away in his trunk when he leaves, 
for many men abroad change from one place to another 
and find it more difficult to secure directory information 
there than they need do at home. Scores of times we have 
been asked for information respecting colonial and foreign 
cities and firms that, could have been obtained with facility 
from published volumes. Just the same thing continues to 
obtain in regard to the voltages, and so forth, respecting 
electrical systems abroad, and names of makers of specialised 
electrical articles, and such information is frequently sought 
by firms who have no need to be asking for something for 
nothing. We do not say this as a protest—we continue to 
answer questions with as good a grace as may be, knowing 
from experience how strange and wonderful are the claims 
made upon an editor's time, especially since the telephone 
became so essential a weapon in connection with industry, 
and we are glad to render reasonable assistance when it 
lies within our power, but when publications are specially 
prepared to meet particular requirements, a wider use of 
them might be desirable. 

But, returning after this digression to the subject of 
electrical situations abroad, we would say that the advice that is 
given in our pages regarding different countries is tendered by 
men who know what they are talking about, because they have 
been through the mill. It would he folly for any reader to 
imagine that in his own case hie was going to reproduce all 
the characteristics and circumstances that have made up 
the experience of the expert observer who goes to the 
trouble of giving us all the benefit of his advice. If he 
have a grain of common sense, he will know that such 
writers do not communicate their views for the fun of the 
thing. A correspondent who writes criticising some recent 
remarks of our Canadian contributor does so in a 
spirit that we аге not inclined to encourage in our 
* Correspondence " columns. We wonder whether he will 
be impressed with the sincerity of our representative 
if we tell him that he is a Britisher who has had 


in thousands of 


many years of practical electrical experience in this country 


learning the conditions here, followed by several years in 
electrical service in Canada, part of the time roughing it 
and observing from close quarters the conditions relating to 
electrical employment there. When he selected an adver- 
tisement from a Canadian paper for a text it was with a 
sincere intention to save young electrical men, who knew 
little of Canada, from making a mistake. Articles of this 
character are hardly intended for the education of those who 
pride themselves upon the possession of a more complete 
knowledge and a higher intelligence. 


Ir is very satisfactory to learn from 


Electrical several authorities that the electrical 
пашет іп industry in India is, generally speaking, in 


a very flourishing condition just now. In 
the annual review of the trade of India for the year ending 
March 30th last, the Director-General of Commercial 
Intelligence says there has been a falling-off in the imports 
of machinery of all kinds except electrical. Electrical 


machinery, with its total of E266, 700, reached its best 
figure on record, while electrical instruments and apparatus 
were imported to the value of £440,128, as compared with 
£343,382 in 1910-11. From an authority of lengthy 
experience in the country we learn that, notwithstanding 
that competition is far keener than it used to be, 
and prices consequently are ruling lower for contracts large 
and small, and although there are far more local electrical 
firms doing business, and many more home manufacturers' 
representatives on the spot than formerly, still, everyone 
seems busy and fairly full of orders. Judging by the adver- 
tising columns of the newspapers in Bombay, Madras, Cal- 
cutta and other large centres, the supply of electrical 
engineers is not equal to the demand, and owners and 
managers of contracting firms are finding it hard to get the 
right man locally. Lest these remarks should be an en- 
couragement to some of the more enterprising and adven- 
turous youths of the electrical profession at home to wander 
out to India on the offchance of a good berth, let it be said 
here that this is not an advisable thing w do. A raw youth 
from home is not of very much service to a firm until after, 
say, a probationary period of 12 months, during which time 
he is getting accustomed to the ways of things and acquiring 
a smattering of the language. 

Again, we understand that a pure European from home 
is very often looked upon as an adventurer of sorts if he is 
not covenanted out in the orthodox way, that is, 
sent out either with or without an agreement by the home 
head office of firms trading in India. The best method of 
procedure, therefore, for anyone wanting to come out is," says 
our correspondent, “ to watch the advertisements in the home 
leading electrical weeklies.” A man to have hopes of being 
a successful applicant must, first of all, be physically sound ; 
secondly, he ought to have had a good general engineering 
training, both mechanical and electrical; a knowledge and 
experience of isolated plante, house wiring and estimating, is 
of far more use to the average contractor's engineer in India 
than, say, a knowledge of central station work. A man 
should be resourceful, so as to be equal to emergencies when 
carrying out work far away from help; he should have un- 
limited patience to enable him philosophically to endure the 
petty vexations, the sometimes crass stupidity, of the native 
workman or coolie; and he should have a fund of tact and 
diplomacy, so as to help him to keep friendly, and, in fact, 
become popular with the subtle native with whom he pro- 
bably will come into close touch. A golden rule for a young 
and, indeed, any class or age of engineer is to treat an, Indian 
customer as a gentleman, whether or not he is one; and to 
treat an Indian workman with justice and firmness. Both 
the former and the latter soon recoynise the qualities of a 
sahib and treat him accordingly. 

A good deal might be written about the pay and prospects 
and life generally of electrical men in India ; enough for the 
present, however, to say that a man going out under covenant 
* ghould not agree to a¢cept less than 200 rupees a month as 
a minimum, with an annual increment of 50 rupees per 
month ; if he accepts less than this, he is either too young 
to leave home or too modest as to his deserts. In addition 
to this, he should bargain for a trip home for six months 
every four years either on full pay, he to pay his own passage 
money, or half-pay with free passage home and back provided. 
To a man earning, say, £2 or £5 a week at home, £20 а 
month (which is the equivalent of 300 rupees), may seem a 
thumping big sum, but he will want every pice of it. Ordinary 
living, clothes, and little luxuries are far more costly in India 
than in England.” 

As our readers may have imagined, the life of an engineer 
in India will be brimful of interest and experience, and it is 
said that nowhere under the sun can a man with imagination 
and a love of the picturesque enjoy life with such keenness, 
even despite the sometimes adverse conditions of health and 
climate. 
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IT is not often that reports of engineer- 

An Important jing cases appear in the records of legal 
N e proceedings. They are generally settled 

ef Damages, by arbitration or before some tribunal 

whose decisions are not recorded in print. 
The Law Reports for October, however, contain a note 
of a case which involved a very important principle in 
relation to the measure of damages where machinery, as 
delivered, fails to come up to specification. 

The case in question is the now famous one in which the 
British Westinghouse Electric and Manufacturing Co. 
sought to recover from the Underground Electric Railway of 
London for certain turbines which failed to satisfy the con- 
ditions of the contract as to economy of working. The rail- 
way company accepted the machines, reserving their right to 
damages for the breach of contract, and subsequently, in 
order to avoid the expense of the continued use of the 
machines, bought Parsons turbines to replace them. It 
appeared that if the railway company had continued to 
use the Westinghouse machines, the Joss which they 
would have suffered in consequence of the breach of contract 
would have represented a larger sum than the price paid for 
the substituted Parsons machines. Their loss would have 
been the amount by which the cost of working the machines 
supplied, during a period of years representing the normal 
life of a Westinghouse machine, would have exceeded the 
cost of working Westinghouse machines constructed in 
accordance with the contract for the same period. 

An arbitrator found that the railway company were 
entitled to recover, as damages, the costs of providing the 
Parsons machines. The Court of Appeal held that he was 
fully justified in arriving at such a decision, although the 
Parsons machines were so superior to the others that it 
would have been to the pecuniary advantage of the railway 


company to have effected the substitution at their own cost, . 


even if the machines had been supplied in accordance with 
the contract. Lord Justice Buckley stated the principle 
(which seems to be the embodiment of common sense) very 
clearly, when he said: If a man who has taken a third- 
class ticket from London to the North by one of the great 
companies is, by the negligence of that company, damaged 
by their breach of contract to convey him, and he, to reduce 
the damages, goes to another of the great companies, and 
takes a ticket by the next train on that line, and is thus 
enabled to reach his destination by the contract time, but 
cannot travel by that train unless he takes a first-class ticket, 
his damages may well be the whole of the sum he has to pay 
for that ticket, although the result is that he has enjoyed a 
greater luxury of travel.” | | 
This decision may be summarised by saying that the 
purchasers of a machine which is not capable of doing the work 
required of it will take note that they are entitled to replace 
it by another and recover the cost from the purchaser. It 
is the duty of a disappointed purchaser to reduce his damage 
as much as possible, and this is but one method of doing it. 


THE subject of industrial banks for the 
assistance and furtherance of industrial 
enterprise, or sectional electrical banks 
or other analogous institutions for the electrical industry, 
has been discussed at great length again and again, and it 
may be that one reason why we hear less about it at the 
moment is found in the general trade prosperity in which 
the electrical industry is sharing. But it will assuredly 
come forward again in course of time, when the position 


Industrial 
Banks. 


becomes less rosy again, and when Continental electrical firms 


score new successes by the same means. The functions and 
practice of our ordinary banks do not seem to be conducive 
to industrial business in the form that rome critics would 
desire to see, and it may well be doubted whether banks, as 
we know them, afford any material support to industrial 
enterprise, but, as has been said before, much of the 
business that would be done by industrial banks, were 
they in vogue, has been and is being done by financial houses 
and certain quasi-investment undertakings. We have, 


however, witnessed on hotorious occasions the loss of im- 
portant foreign transactions and works by this country, 
because of the greater readiness of foreign banks, having. 
competent electrical advisers, to snatch them up. 

There would appear to be scope for an electrica! bank or 
some similar undertaking, formed and conducted upon proper 
lines; but it is a sine quà non that it should be abso- 
lutely free and independent in its formation and government. 
A, B and C are, say, directors of such an institution, and 
they are also connected, say, as directors or in the manage- 
ment of certain electrical undertakings; D, E and F, who 
are not directors, but who are similarly intereated in elec- 
trical enterprise, and require certain objects financing, would 
hesitate to approach the bank or institution in which A, B 
and C figured, to whom they would be required to impart 
much of the inner history or objects of the enterprise in view. 
And rightly so. 


AN interesting report bearing on the 


Plant future of electricity supply in Leeds, with 
Extensions at : 
Leeds. accompanying curves and plans, has been 


presented by Mr. Dickinson, of the elec- 
tricity department, to his Committee, and is summarised 
elsewhere in this issue. 

Incidentally, it empbasises the fact that here, as else- 
where in both Lancashire and Yorkshire, the price of ekc- 
trical energy is reaching a sufficiently low level to attract 
the attention of the textile and allied trades, and that in 
consequence the latter are becoming more generally appre- 
ciative of the possibilities of electrical driving. 

Mr. Dickinson makes a comprehensive survey of the 
prospects of the area in “10 to 15 years'" time, and he 
evidently anticipates a rosy future for his department, as he 
bases the motor-load at that date on the total usage of power 
in the city at present, viz., 115,000 H.P., allowing 1 Kw. 
then for every 34 H. P. installed now. 

But if this forecast is rather on the high side—and it 
would be something new in electricity supply work if it were 
—Lhis estimates of lighting and heating and cooking are on 
a most modest scale. The estimated lighting load at 
Christmas, 1911, after 11 years’ working, was about 
5,700 KW., and, he says, this should be doubled within the 
next 10 to 15 years"; further, that “electric heating and 
cooking is now making rapid progress, and it is reasonable to 
assume that the maximum load in 10 to 15 years may be 
increased, say, by 2,500 Kw." 

We trust that events will prove Mr. Dickinson to have 
made a most conservative estimate, otherwise those engaged 
in the electric lighting and cooking business will be reaping 
the reward which attaches to a nearly stationary industry. 

But to sum up: With the above loads plus 5,000 Kw. 
for auxiliary machinery at the power station, and 6,000 KW., 
which it is assumed will be transferred from the tramways 
station on the score of price, Mr. Dickinson arrives 
at a total of 57,900 Kw., which the Corporation may be 
called on to provide in the next 10 to 15 years, excluding 
possibilities in the matter of railway electrification, extension 
of the city boundaries, and normal growth of local industry. 

In order, however, not to appear too optimistic, he 
assumes а load of only 10,000 Kw., and having shown that 
the Whitehall Road stations will accommodate 30,440 Kw. 
of plant, capable of taking a load of 20,000 Kw., he 
proceeds throughout the remainder of the report to 
prove that the restrictions of this site in the centre 
of the city render it unsuitable for the operation of the 
large plant proposed. We quite agree with him; the 
absence of railway communication and coal storage 
alone, irrespective of other argument, seems to settle the 
matter, but then Mr. Dickinson has to deal with a municipal 
council. In each case the estimates apparently allow for 
some 30 per cent. of spare plant, although why this very 
liberal allowance should be necessary is not at all clear. 

With load curves leaping upwards, it is obvious that 
supply problems must be tackled by big units in order to 
reduce standing charges to the utmost, and we trust that 


. Mr. Dickinson will look as far ahead in this direction as he 


has done with regard to the future prospects of electricity 
supply in his area. | 
D 
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IS AMERICA GOING TO LEAD IN THE 
ELECTRICAL PROPULSION OF SHIPS p 


[ COMMUNICATED. ] 


No fair-minded critic can accuse the British Admiralty of 
any backwardness in the adoption of new ideas in naval 
construction. Most of the experiments which they make, 
although sometimes regarded askance by the critics, usually 
vindicate the Admiralty as represented by their engincers ; 
and Britain continues at present to lead the rest of the world 
in all departments of the construction game, hull, engines, 
armament, and во on. 

For the sake of the national pride in the maintenance of 
this splendidly high standard, it is to be hoped that the 
British Admiraity is closely watching the work which has 
been done in America on the electrical propulsion of ships 
in order that, in the event of the complete success of the 
American experiment now being made on the Jupiter (a 
success which is almost inevitable), they may themselves be 
ready to get rightto work onthe equipping of British war vessels 
with electrical machinery for the main drive. The Admiralty 
cannot be blamed for their policy of secrecy in regard to 
their attitude towards experimental schemes : and without 
knowing more of what constitutes their attitude in the present 
instance, it would certainly be absurd to censure them for 
not having already given some practical encouragement to 
the advocates of electric ship propulsion. One remembers 
with aome feeling of uneasiness, however, that, in the naval 
game, a lead snatched early in the race is usually a lead 
which can be fairly comfortably held ; and it looks at present 
as though the United States, by the end of next year, will 
have acquired a useful lead. 

Englishmen interested in naval engineering matters are 
probably familiar with the particulars, as all the matter on 
the Jujiler equipment which has been published in American 
engineering papers has: since been reprinted in the columns 
of the English technical Press. The Jupiter is a Govern- 
ment collier of about 20,000 tons, and is designed to operate 
at 14 knots. The generating unit consists of a six-stage 
Curtis turbine connected to & bipolar alternating-current 
generator, the speed at 14 knots being about 2,000 R. P. M., 
and the voltage about 2,200. The generator delivers current 
to two motors, each of 36 poles, and rated at 2,750 H.P, at a 
speed of 110 в.р.м. Тһе ratio of synchronous speed 
reduction between generator and motors is 18 to 1, the pro- 
. peller turning 110 R. P. M. at 14 knots. A water-ccoled 
resistance is supplied for each motor, and is connected in 
series with the rotor circuit during the process of reversing 
and also when manceuvring the bcat. There are two distinct 
positions of the control equipment for operating the ship— 
the manwuvring position, and the running position in which 
the motors are run with the resistance all cut out of circuit. 
The speed of the motors is changed by variation in the speed 
of the generating unit, the ratio remaining fixed at approxi- 
mately 18 to 1. The change of generator speed, however, is 
not achieved by throttling as usual, but is obtained through 
the medium of a special governor with which the turbine is 
equipped, and which is so arranged that it is capable of 
automatically holding the speed at any point from about 
five knots up to the maximum. 

The electrical equipment was thoroughly tested out at the 
Schenectady factory during the last summer, and came 
through its guarantee trials very successfully. The vessel 
itself was launched on the Pacific coast in August last, but 
will not be ready for sea until probably the middle of next 
summer. Without delay she will enter on her sea trials, 
and if the propelling equipment fails to meet its guarantee 
under service conditions, the Government has the option of 
returning the complete outfit to the manufacturer. No one 
who is in the least familiar with the conditions imagines 
that there is the slightest chance of this occurring ; and we 
may regard it as reasonably certain that, by the fall of 1918, 
this electrically-driven vessel of 20,000 tons will have 
thoroughly indicated the wisdom of the United States naval 
uuthorities in deciding to give at least a practical trial to the 
arguments of the theorists, in à vessel of any considerable 
size. Further results will be that a foreign Government 


will have acquired experience in the new field (they 
can use the Jupiter for whatever test purposes they may 
desire, in undertaking further and bigger work along this 
line) : and that it will be foreign electrical engineers, and a 
foreign factory, that will have acquired a valuable education 
in electrical marine engineering—an education which will be 
the source of the greatest encouragement and confidence for 
them in the tackling of the bigger problems which will 
follow. It is quite safe to say that they will follow. The 
electric propulsion proposals apply well to the Jupiter ; they 
apply with far greater force to & two-speed battleship, and 
most electrica] engineers who have studied the matter at all 
are convinced that the ultimate adoption of this method of 
propulsion for the battleships of all the great naval powers is 
simply a matter of time. Their reasons for so thinking are 
simple and direct ; but the argument has not been set out so 
clearly, nor ventilated so widely, as one would have thought 
its importance has warranted ; and it may be of value if the 
line of reasoning is here vindicated in as brief space as 
possible. 

Steam is the source of energy used in the engines of the 
vessel (Diesel engines, for the moment, not being considered ). 
The most efficient steam engine is the steam turbine. The 
most efficient steam turbine is the high-speed turbine. The 
most efficient propeller, for vessels the size of the modern 
battleship, is a low-speed propeller. To obtain maximum 
efficiency of the propelling machinery these two elements 
must be preserved—the high-speed turbine and the low- 
speed propeller. Any compromise between the ideal speeds 
of either results in a loss of efficiency. The turbines and 
propeller may be direct-connected (as in the case of the 
Mauretania with a propeller speed of 196 R.P.M.—much too 
low for the turbine, and toc high for the propeller). It is 
preferable to interpose gearing, in order that the ideal speeds 
of the two elements be preserved. Shall this be mechanical? 
It is a matter of great doubt whether mechanical helical 
gears can be built which will carry the load required and 
will give the reduction which is necessary, or rather the 
reduction which it is actually highly desirable to obtain. The 
electrical gearing is entirely suitable on all grounds. The 
conditions present the electrical engineer with no intricate 
problems, no problems, in fact, which he has not already 
solved scores of times on land. Three-phase generators may 
be connected to the turbines, and be made to run at their 
most efficient speed, whatever that may happen to be. Cables 
are carried from the generators to three-phase slip-ring 
induction motors, which run at some low speed, within a 
very small percentage of the revolutions specified by the pro- 
peller requirements, whatever they may be. If the ship is 
to be a constant-speed vessel, as in the case of the Jupiter, 
which in steaming will nearly always require a speed some- 
where around 14 knots, the speed control (what little is 
required) may be obtained by control of the speed of the 
motor, or at the throttle of the turbine. This briefly is the 
main argument for vessels of this class, although there are 
other points of importance which have been intentionally 
omitted (such as the doing away with cumbersome and 
costly reversing engines, when the necessary reversal can be 
achieved by a simple change over of the motor connections). 
And it is to this argument that the American Government 
authorities have yielded in proceeding with the Jupiter. 
The argument, we believe, will be vindicated, and the results 


in every way satisfactory. 


But if the electrical system is successful in the case of 
a one-speed vessel like the Jupiter, it is easy to see that it 
would be vastly more suitable for two-speed battleships. 
A Dreadnought may be said to have a speed of 23 knots. 
In practice this level is hardly ever touched ; and, except on 
occasional full-speed trials, the engines are never worked for 
this condition, but are run for the manceuvring speed of 14 
or 15 knots. What, then, is the result? A daily violation 
of all the laws of economical steam consumption. The 
turbines (assuming the ship is provided with turbines) are 
designed to give a high efficiency around the full speed of 93 
knots. For virtually the whole of their working life they 
will be run to give a speed of, say, 14 or 15 knots. Under 
the first condition they may have a consumption around, say, 
11 or 12 lb. per H.P.-hour. For the low-speed condition 
their consumption is bound to be as high as 18 or 20 lb. 
per H.P.-hour. This awful waste is prevented by the inter- 
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position of electrical gearing. Whatever may be the speed 
of the vessel as required by the exigencies of the moment, 
warfare or peace trials, full speed or manceuvring speed, the 
turbines may be run at constant speed, and the necessary 
change in speed effected by a simple change-over switch in 
the motor-circuit, by means of which the number of poles 
may be changed from, say, 50 to 30, and the propeller speed, 
of course, in. the same ratio. "There is nothing new about 
the change-speed induction motor; and a clever designer 
could ring the changes on the turbines and motors to obtain 
a number of efficient combinations. The thoughtful reader 
may work out some of these for himself. They have all been 
proposed and discussed, and details of the different arrange- 
ments may be found in text-books and in various papers 
which have been presented before engineering societies 
during the last 10 years. The turbines would be run as 
much as possible at constant speed, or whatever speed gave 
the most efficient consumption for the particular loads. At 
half-load, full-speed, the consumption would never be very 
bad ; while, at speeds between full speed and manceuvring 
speed, throttling the turbine (supposing this method of control 
were employed) would never approach the condition which is 
reached when, as is now necessary, the turbines are run 
throttled down to mand'uvring speed through practically the 
whole of their working life. | 

The American engineers who handled the Jupiter are 
fully prepared for the battleship proposition to come along. 
They have been advocating electric propulsion for battleships, 
and have worked out scores of designs to prove the strength 
of their arguments. Up to the present nearly all that has 
actually been accomplished in ship propulsion has been their 
work, and in the end they will get the battleship business. 
Theequipment of the Jupiter was joyfully undertaken, not 
because that vessel represented an ideal case for the elec- 
trical system, but because it was a chance at least of showing 
what the system would accomplish in the case of a large 
ship. The engineers regard this as the thin edge of the 
wedge, the thicker part being reached with the application 
of the electrical system to liners, cruisers and battleships. 
Meanwhile it must be disheartening for those English 
engineers who have been hoeing their own lonely row in this 
same field, with equal care and diligence. "The time for the 
experiment is ripe now ; but, even if it were not, one could 
almost believe that it would be sound policy for the British 
Government to place a contract with some firm of British 
engineers for the electrification of a new Dreadnought. The 
advocates of the electrical system in England have shown 
resource and ingenuity. They must algo exhibit great per- 
severance. One of these engineers was in close touch with 
the Admiralty on a Dreadnought proposition as long ago as 
1906; and he is still waiting for a practical try-out. I 
have not the pleasure of his acquaintance, and may not dis- 
close his name, but I know that he came within a very 
short distance of definite business. It must, indeed, require 
a great pluck to continue his labours, with the fruits of 
successful achievement still withheld from him. He and 
one or two other of the English set are no whit inferior to 
their American rivals; but they are deserving of greater 
official support in that they are acting more in the capacity 
of private individuals than the Americans, and have not 
behind them the resources of a great and powerful industrial 
organisation. Their efforts in the past have, therefore, 
been all the more meritorious on that account. Let us hope 
that the Admiralty at home are simply holding their hand, 
with a watchful eye on the moves of their competitors. The 
electrical industry in Britain is apparently improving, but is 
still far from what it should be. The acquisition of some of 
this marine business might result ina big boom for the home 
manufacturers, and a well-deserved reward to those few 
engineers who have been pleading their cause, with such 
skill, perseverance and pluck, but with no tangible recognition 
for so many years. 


; Correspondence Stolen. — Tur BRITISH CENTRAL 
ELECTRICAL Co., of 84, Hatton Garden, London, E.C., desire it to 
be known that their letter-box was broken into on llth 
inst., and correspondence stolen. They would accordingly be glad 
if firms who communicated with them on the loth inst., and have 
not received a reply, would kindly cend them copies of such com- 
munications. 


CORRESPONDENCE. 


Letters received by «us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. Mo letter can be published 
unless we have the writer's name and address in our possession, 


The Use of Mica in the Insulation of Electrical Apparatus. 


Having had considerable experience in the manufacture of 
mica and micanite insulation, I should like to say a word on 
this interesting subject. 

As regards the relative advantages and disadvantages of the 
two methods of using mica as an insulator—in spite of Messrs. 
Wiggins’s claim for pure mica tubes, &c.—apart from com- 
mutator work, each has its own sphere of usefulness, and 
how often is it that one has the choice of using both ? Who 
would think of using micanite for telegraph condensers, 
cooking apparatus, &c.? On the other band, what manu- 
facturer or workman wants to handle an insulation about five- 
thousandths of an inch thick alternately with mallet and wedge, 
for instance, and with armature coils that are not always 
straight until forced home, often under continuous tapping ? 
Again, it is not advisable to use thin insulation for another 
reason, viz., in switchgear, where often a bush and two 
washers are resorted to, to insulate a live piece of metal. 
How would our friends the pure-mica advocates suggest 
forming a good insulating joint between the bush and 
washers, where in practice often the mica is increased to { in. 
—not that the mica is not of sufficient resistance, but to 
increase the distance between the live and dead metal 
through the joint of the mica? Then, again, where 
apparatus is subject to severe dampness, and often worse, in 
using exceptionally thin mica, which for commercial pur- 
poses would probably not exceed 10 thousandths, is there not 
a possibility of moisture collecting on the edges, bridging the 


. mica, and incidentally causing a short circuit, whereas with 


micanite its greater thickness would make this an impossi- 
bility, except under exceptional circumstances ? 

How is thin mica, as advocated by our friends, going to 
fare in the hands of the ordinary workman—no little con- 
sideration when he is on piece work, in which “ micanite " does 
not always escape damage ? If Messrs. Wiggins & Sons were 
to see how micanite gets treated sometimes, as I have done, 
they would soon alter their opinions somewhat, and I am 
afraid we mica merchants would soon have to close down for 
the want of raw material—no little cause for anxiety even 
now. 

It would be interesting to know how a foot of pure mica 
tubing would compare with a foot of micanite ditto at the 
present ridiculous prices. No, I say most emphatically, pure 
mica will never oust micanite where price is a consideration ; 
but the dissatisfaction with the latter material can be reme- 
died by using better quality splittings, which means increased 
prices. Micanite one-sixteenth inch thick might contain 
splittings to the value of anything from 1d. to 1s. 6d. per Ib. 
and the buyer not be any the wiser. | | 

Coming back to mica again, I would say from experience 
that any engineer using heavily spotted mica, except for 
low voltages, is seeking trouble ; and referring to our friends’ 
comparison between Bengal clear and spotted mica, perhaps 
it is as well to mention the exceptional tendency of spotted 
mica to allow what is known as “creeping.” I have placed 
the electrodes of a 2,000-volt circuit on the edges of a piece 
of heavily spotted mica about 4 in. wide, and the result has 
been a fine miniature firework display, whereas the break- 
down of air would require about 40,000 volts for this dis- 
tance. I think it is commonly agreed that there is no 
insulation resistance—above that of air—running parallel 


' with the laminze, the above effect being due to the almost 


continuous path of magnetite. : | 

Ithink that if Messrs. Wiggins would inquire of their 
friends why they have no objection to using ага” mica 
they would find that, apart from ignorance and indiffer- 
ence as to quality, it is either because they use it on slow- 
running machines or because they resort to the now common 
practice of undercutting the mica, i. e., cutting the mica 
below the adjacent copper bars. 

I would like to say, in conclusion, that I have made 
these few remarks in a perfectly unbiased manner, and 
speak as the result of experience, the common forms of mica 
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and micanite not entering largely into our manufactures. 
Where are our electrical engineers and buyers that they 
do not have anything to рау on this important matter? 
Surely they could give us some enlightenment. 


H. E. Ashdown, Managing Director, 
THE BIRMINGHAM MICA Co., LTD. 


Birmingham, October 12th, 1912. 


Important to Exporters. 


May I point out to British traders the great amount of 
trouble with the Customs that is liable to be caused unless 
material is carefully invoiced, so as to be easily classified under 
the various headings given in the Customs schedule of duties ? 
For instance, rubber-insulated cable is charged on the weight 
(900 reis per kilo), while lead-covered cable, paper or rubber- 
insulated, is charged 20 per cent. duty ad valorem. In one 
case a leading firm shipped a number of motors, but instead 
of shipping the starters in the same packing cases, sent these 
separately, and thus increased the amount of duty payable 
by over £85. The Custom House people will seldom listen 
to any protest of the customer, so that too much care cannot 
be given to the above matter. Neglect is often the cause of 
goods being delayed in the Custom House for weeks, and 
even months. 

Inglaterra. 

Rio Janeiro, September 16th, 1912. 


New Machine for Alternating Load, Tests. 


Regarding the interesting B.A. paper by Mr. B. P. Haigh, 
B. Sc., in the current issue of the ELECTRICAL REVIEW, а 
description and drawing is given (fig. 2, page 581) of an 
alternating-current magnet for generating the stresses applied 
to the specimen. 

Here the lines of induction pass through a yoke vid a gap 
into an armature and again cross a central gap. 

The pull developed is stated to be B?/8r dynes per cm. for 
the central gap. He then takes the area of the pole face, 
and states quite correctly that A B is the flux at the gap 
(central). From this the formula F = k (к/с)? is deduced. 

What I wish to point out is that in magnets of this 
description the total pull is by no means equal to the pull 
calculated from the central gap, since there is in addition & 
quite considerable pull at the top of the armature, viz, that 
near parts marked P, P, in fig. 2. This rather spoils the 
simplicity of the formula arrived at, and the relation in 
question cannot hold unless the fluxes are distributed in a 
definite and constant manner over this area as well as the 
gap in question. 

It would be interesting if Mr. Haigh could give a table of 
the pulls calculated from his formula and those observed. 
It will be found that the observed pull differs considerably 
for the reason above stated, and cannot be neglected. 

In such cases I have, often, by making alterations in the 
magnet system, obtained the necessary two equations enabling 
the two pulls to be determined. 

W. H. F. Murdoch. 


Mill Hill, October 12th, 1912. 


HIGH-PRESSURE GAS v. FLAME ARCS 
FOR STREET LIGHTING. 


[ COMMUNICATED. ] 


THE oft-cited experience of the city of Berlin is not valid 
in determining whether high-pressure gas lampe or flame 
arcs are economically the better for street lighting. The 
city has its own gas works, but no municipal electricity works, 
hence there is a great initial bias in favour of gas lighting. 
The question must be determined on a purely technical basis, 
and the following data, collected, from practical tests and 
presented by Heyck in a recent contribution to the “ Kom- 
munalen Rundschau,“ are specially valuable, and show an 
undoubted advantage in favour of flame arcs. 

High-pressure gas lamps develop about 2,000 C. P., and 


~ 


may be suspended from masts or span wires. The lamps 
must either be hung so low that they can be reached by a 
ladder, or flexible or jointed piping must be arranged so t 
the lamps can be lowered for cleaning and trimming. The 
first alternative results in very uneven illumination, while 
the second involves high capital cost, risk of leakage and 
derangement by frost, and frequent mantle breakage due to 
shock and vibration when handling the lamps. 

Flame arc lamps (with inclined or vertical carbons) are 
the only type which need be considered in the present con- 
nection. From 1,500 to 8,000 or higher mean hemispherical 
C.P. is developed per lamp, and there is no restriction as to 
the height of suspension, for the lowering tackle employed is 
quite cheap, and is as effective for great as for small heights. 
The polar distribution of candle-power is of great impor- 
tance in determining the uniformity of lighting effected. 
The inclined-carbon lamp with dioptric globe gives the best 
distribution ; next comes the vertical carbon arc, while the 
pressure gas lamp has the most concentrated and least 
advantageous light distribution. For a given height of 
suspension and distance lamp to lamp, flame arcs give a 
much more uniform distribution than pressure gas lampe, 
and tests showing tbe contrary have been based on com- 
parisons with obsolete types of arc lamps. 

It has been found that the same average ground illumina- 
tion can be obtained with pressure gas lamps of 2,000 
nominal C.P., and inclined flame aro lamps of 1,700 hemi- 

herical с.р. fitted with dioptric inner globes and opal outer 
globes. Lamps of these sizes are, therefore, compared 
below. 

Capital Cost.— Including pipes and erection on a spen 
wire or 8-m. mast, with the neoessary flexible piping or 
joints, the cost per gas lamp averages £55-£60, and the 
interest and depreciation charges, at 15 per cent., amount to 
£8 10s. per annum. The cost per flame arc, including 
the erection of a span wire or mast at 9 m. above street level, 


is £36, and the annual interest and depreciation charges 


amount to £5 10s. 

Attendance and Gas or Electricity Созіз. — Assuming 2,000 
burning hours per annum, the cost of lighting and 
extinguishing, mantle replacements, globe cleaning and 
renewals, and miscellaneous repairs, averages £4 108. per 
gas lamp per annum. The corresponding charge per flame 
arc, including carbons and trimming, cleaning and repairs, 
is £4. At a moderate estimate, the gas consumption for 
this size of lamp will be 35 cb. ft. per hour, and the annual 
cost of gas per lamp per annum therefore = 706 x g, where 
g = pence рег 1,000 cb. ft. A 1,700-с.р. flame arc requires 
500 watts (including ballast logs), and the cost of electrical 
energy per annum therefore = 1,000 x p, where p = pence 
per KW.-hour. 

Excluding gas and electricity coste, each gas lamp costs 
£13 per annum and each flame arc £9 108. per annum. The 
total cost per lamp per annum, assuming various values for 
g and p, is as follows :— 


Total per 
G Elec. energy Total per 
lor per | gas lamp рег lamp per flame arc 
9. annum d р. annum per annum 


Electricity for street lighting purposes is very frequently 


supplied at 1:5d. per unit. In the above case, this cor- 
responds to an energy cost of 1258. per lamp per annum, 
and a total charge of 315s. The fixed charge per gas lamp 
per annum being 260s., this leaves, in order to attain the 
same total annual cost, only 55s. for 70,600 cb. ft. of gas 
(i. e., 95d. рег 1,000 cb. ft.). Electricity at 1:54. per unit, 
employed, in inclined-carbon flame arcs with dioptric 
globes, is therefore equivalent, on & purely commercial basis, 
to town gas at 94d. per 1,000 cb. ft. used in modern high- 
pressure gas lamps. From the illuminating standpoint, the 
electrical equipment is much the better, the “ diversity " 
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factor being only half as great in arc as in gas lighting 
installations. / 

The general conclusion to be drawn from these com- 
parisons is that flame arc street lighting is much cheaper 
than high-pressure gas lighting at the usual prices of elec- 
tricity and gas. It is interesting to note that the standing 
charges (interest, depreciation and the various items included 
under attendance) equal the electricity and gas costs respec- 
tively when the price of electrical energy is 2:28d. per unit 
and when gas costs 3s. 8d. per 1,000 cb. ft. The energy or 
£as charges amount to practically 40 per cent. of the total in 
the above cases when energy costs 1:54. per unit and gas 
2s. 6d. per 1,000 cb. ft. | 


PROCEEDINGS OF INSTITUTIONS. 


The Ignition of Coal-Gas and Methane by Momentary 
| Electric Ares. . 


By W. M. THORNTON, D.Sc., D. Eng. 


(Abstract of paper read before the INSTITUTION OF MINING 
ENGINEERS at Newcastle-upon-Tyne, October 12th, 1912.) 


THE conditions under which single electric sparks fail to ignite 
mixtures of gas and air form a question of the first importance in 
regard to the eafe use of electricity in coal mining. 

!= Wüllner and Lehmann investigated ignition by hot wires, and 
note the interesting fact that the gaseous mixture appeared to be 
ignited by iron and copper wires at the moment of fusion, at which 
point ionisation becomes active. : 

Heise and Thiem broke 196 small incandescent lamps, running at 
voltages from 65 to 220, in explosive mixtures of pit gas and air ; 
their chief conclusion was that thick filaments were more dangerous 
than thin ones They further examined the effect of opening 
switches in an explosive mixture of methane and air, making about 
SOO breaks in all, and found that ignition first occurred at 1°75 
amperes on a 100-volt direct-current circuit. They concluded that 
voltage as well as current had to be considered, that fuses in melting 
fired gas always, that white-hot carbons did not, that the sparking 
of continuous-current motors when starting did, and, finally, that 
all visible sparks may be looked upon as dangerous, a point still 

generally accepted by mining men. A fuller research of a similar 
nature has recently been carried out by Prof. Lemaire, of Mons, 
Belgium, on both carbon and metallic-filament lamps. His conclu- 
sion is that the incandescent filament of any lamp. however low the 
voltage, will cause ignition if exposed in an explosive mix are. 

The new Coal Mines Act of 1911 prohibits the use of electricity 
where more than 1} per cent. of gas may be present, and limits the 
pressure to 20 volts in signalling circuits where the bare wires used 
may be touched together. It seemed well, therefore, to re-examine 
the whole case of the ignition of gas by single sparks such as may 
possibly arise in mining practice, especially at signalling voltages, 
with special reference to the influence of voltage, percentage of gas 
and of differences between direct and alternating current. To con- 
nect these with gas engine researches, experiments were also made 
with coal gas— that is, the usual town supply for lighting and 
power, 

The occasions in which open sparking—as it is called—may 
mostly arise in practice are, when a power cable is brokenby a fall, 
of roof, and on signalling circuits either at momentary or vibrating 
contacts. In all these cases the final separation is between points 
of metal. The simplest way of obtaining a spark between metals 
at a point which may be renewed is that used in the present 
work by making contact between two round wires touching at 
right angles. The arrangement of these and of the explosion 
vessel used is shown in fig. 1. The latter was of well annealed 
glass, 5°5 centimetres in diameter, and had a volume of 300 cb. 
centimetres. The vertical exit tube at the top was 
fitted after each explosion with a plug of cotton wool, 
the mercury then raised to the level of the inlet, the air in the 
pipe fully swept out by gas from the reservoir, the top of the 
tube closed with the finger, and the explosive mixture drawn in 
by lowering the mercury. After the chamber had been filled 
with gas, the vertical tube was further covered with an india- 
rubber cap, which prevented diffusion and blew off easily at ignition. 
The pole-rods could be rotated by hand through an arc of 90°, and 
the speed of separation was found by trial to be nearly the same 
throughout at 3:5 radians a second. A metronome, set to a con- 
venient frequency, served to give uniformity in the make and break 
when desired. 

The rods used were of iron, copper and nickel, the first to repre- 
sent more especially the conditions of mining signalling wires, but 
to cover also the case of armouring in possible contact with live 
conductors ; the second to give the case of breakage of a conducting 
wire ; and the third chiefly as a control. To determine each point 
on the curves, observations of 600 breaks were on an average 
recorded, or over 50,000 in all. 

The procedure was to guess at a current and to make a hundred 
contacts. in sucoession. If no ignition occurred, the current was 


raised and the trials repeated. When a current had been found 
which gave ignition after the first few contacts, this was con- 
sidered to be too high. The limiting igniting current was taken to 
be one which fired the gas within 50 sparks, slowly repeated. Near 
the critical current many trials were made, with fresh charges of 
mixture, 10 or more in difficult cases. Reliance is placed on the 
average from a great number of trials, and upon having the con- 
tacts in as nearly the same condition as possible throughout. 

It being difficult to obtain pure fire-damp in large quantities, the 
first ignitions were made in a mixture of coal-gas and air. 

In the case of mixtures of methane and air it was decided to 
make all trials in the mixture giving perfect combustion, that is, 
9°36 per cent. The results are noted in Table I. ao 


TABLE I.—LEAST DIRECT CURRENT TO IGNITE A 9'36 PER 
CENT. MIXTURE OF METHANE AND AIR. ATMOSPHERIC 
PRESSURE ; TEMPERATURE 18° C. 


—Amperes. — — 

Volts. Iron poles. Copper poles. Nickel poles. 
50 4'00 4000 4'00 
100 1°05 0:900 l'15 
210 040 0:176 0'55 
480 0710 0:000 0:15 


At voltages below 50 the currents increase very rapidly, and it 
would appear to be impossible to ignite even the most explosive 
mixture of fire-damp and air by single break-sparks from a signal- 
ling circuit at the maximum voltage of 20 allowed by the Coal 
Mines Act. At these low voltages electrical signalling may be 
used with safety in any part of a coal mine, provided that care is 
taken to prevent wires from remaining in contact on short-circuit 
and, by local heating, from becoming red hot where they touch, an 


VERF MTACI STRENCTI! OF MIXTURE 


Fig, 2.—SUGGEsTED SYNTHESIS 
OF THE CURVES OBTAINED. 


Ета. 1.—EXPJ.OSION 
VESSEL. 


improbable occurrence. The bells should be preferably of the 
single-stroke pattern; no bell of the trembler type is safe in gas, 
unless the sparking contact is enclosed in an explosion-proof case. 

In order to examine the influence of the size of the wire, the 
igniting currents of mixtures of coal-gas and of methane with air 
were found with poles of iron, copper and nickel in three sizes, at con- 
stant voltage. In all cases the igniting current is a linear function 
of the diameter. 

The higher currents required at the larger diameters appear to be 
proportional to the surface of the metal in contact with the arc and 
to its cooling action. 

With low-voltage apparatus, the inductance of the circuit is of 
the first importance from the point of view of safety at break. To 
examine this, inductances of from 0°0025 to 1°35 henries were placed 
in & 20-volt circuit and the resistance adjusted until the current 
just failed to ignite an 11 per cent. mixture of coal-gas and air. 
The small copper poles were used, with the results noted in 
Table II. 


TABLE II.—INFLUENCE OF INDUCTANCE ON IGNITIONS. 
11 PER CENT. MIXTURE OF COAL-GAS AND AIR; VOLTAGE, 20; 
DIRECT CURRENT. 

Inductance, in 

henries ... . 153 O76 
Least igniting cur- | 

rent, in amperes 0°27 05 075 
Energy of arc, in 

joules... ... 006 0°091 0:091 0°093 0°10 009 O12 009 


0°325 0°217 0'108 0069 0056 0'013 


093 14° 165 205 3°76 


The risk of ignition increases rapidly as the inductance is raised, 
and no direct-current signalling circuit could be regarded as safe 
with a total inductance of 0'] henry. In practice they have, asa 
rule, much less than this, and a typical mining signalling circuit 
connected through the explosion chamber failed to show any signs 
of igniting the most explosive mixture of coal-gas and air, when the 
contact was broken in it. The maintained spark at the spring con- 
tact in a trembler bell is known to ignite gas. 

The least energy required to ignite the mixture remains nearly 
constant at about 0'10 joule. It is in thermal units about 0025 
small calories, equivalent to the combustion of 4'1 cb. cm. of coal- 
gas, or of 37 cb. om. of an 11 per cent. mixture. Atthe highest 
inductance the energy was less, corresponding to the combustion of 
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21 cb. cm. of mixture. It is agreed that the cause of the period of 
induction observed in all gaseous explosions is the slow combustion 
of a certain volume of gas before enough heat is set. free to enable 
the mixture to ignite itself; but there can be no doubt that the 
ignition of only a few cubic centimetres—in a test-tube, for 
example—is necessary to start an explosion. A similar pause is 
observed in coal-dust ignitions. With poth gas and coal-dust it is 
longer when the source of ignition is an incandescent wire than 
with an arc, possibly to some extent in the latter case on account 
of the clear space around an incandescent wire in gases investigated 
by Lodge and Clark, but in the former more probably on account 
of the " combustion by stages” of the paratlins in the presence of 
hot wires. Momentary arcs of the kind considered here appear to 
ignite gas with difficulty, in comparison with the shattering sparks 
from condenser discharge. 

The least current required for ignition in a circuit at a constant 
voltage varies considerably with the richness of the gaseous 
mixture, 

With methane, the results were as follows (Table ПІ) :— 


TABLE III.—VARIATION OF IGNITING CURRENT WITH PER- 
CENTAGE OF METHANE IN AIR. VOLTAGE, 50; 

SMALL IRON POLES. 

8 10 12 

3°7 D 


Percentage ix 2. 5 6 


13'5 14 
Amperes ... „ 5 B3B 7 


í 
423 0 12 
No ignitions could be obtained at 4 or above 11 per cent. The 
limiting values under the present conditions would appear to be 
. 425 and 1425. The limiting percentages of mixture may, and 
probably do, depend on the method of ignition, and upon the pre- 
sence of small quantities of more highly combustible gases. In the 
present “case analysis did not reveal any of these in quantities 


to be readily detected in the gas upon which the percentage 


experiments were made. Hydrogen or acetone, if present, was less 
than 0'2 per cent. In the final Report of the Royal Commission 
on Accidents in Mines, 1886, it is stated that In some of our 
experimenta an ignition, with all the charac- 
teristics of an explosion, has been produced 
throughout the whole of our apparatus by a 
Davy lamp, when the current contained very ! 
little, if any, more than 45 per cent. of \ 
marsh-gas.”’ | 
The shape of the methane curve is very "| 
similar to that for coal-gas. There is first a \ 
sbarp drop curved to а point, from which | 
there is a linear rise to a less well-defined | 
bend, above which the mixture rapidly become 
inert. The suggested explanation of this is 
as follows: — The two controlling factors 
appear to be (1) the time of explosion," 
and (2) the reduction of sensitiveness to 
ignition by excess of either constituent of 
the mixture. In fig. 2, А is the most 
inflammable mixture. On either side of this с 
the lines А-В and A-C give for any percentage 
the amount of dilution—to the left with air, | 


time of explosion, T. of & combustible gas is 
found in all the recorded cases to reach a 


to the right with the active gas, the upper £ \ 
limits being perfectly inert mixtures. The Y eR | 
[| 


minimum value, and to rise again as the 


strength of the mixture is increased. For | in _ 


petrol vapour the curve is a parabola symmet- 00—200 
rical on either side of the minimum value; the 
time of explosion then increases as the square 
of the percentage excess of either air or 
vapour. 

With coal-gas the curves of variation of 
T with richness of mixture are not so well 
defined. At the upper and lower limit 
T approaches 0'4 second; the minimum—which is very nearly 
the same in all the recorded cases—is 0°05 second at atmospheric 
initial pressure, and occurs at 14°5 to 16 per cent. On either side 
of this T increases with excess of gas or air, but the branches 
are not usually symmetrical. No figures are available for 
methane, but the reciprocal of the velocity of explosion gives a 
curve similar in character, with a minimum at 13 percent. In 
every case of a combustible gas mixed with air, the time of 
explosion reaches a minimum in a mixture several per cent. richer 
than that required for a perfect combustion. The curve of T lies 
between the upper and lower percentages limiting ignition, and is 
shown in fig. 2 symmetrical within them. The product of the 
excess of gas or air and the time of explosion is a curve agreeing 
closely in shape with that of the observed least igniting current. 
It would appear from this that these are the chief, if not the only, 
factors which determine the direct current or power required for 
ignition when the voltage and poles remain the same. This 
relation remains much the same when the duration of the arc is 
increased by the use of higher voltage, although an examination 
of the influence of voltage with different strengths of mixture 
indicates that it is only below about 150 volts that much difference 
in the igniting currents is to be expected. At this point, also, the 
difference in the duration of the arcs begins to increase. 

In the previous work, the influence of the time of duration of 
the spark, although masked by that of voltage, has been always in 
evidence. It was to be expected, therefore, that very different 
values from the above might be obtained by the use of alternating 
currents. The first experiments on this were made at 40 periods 
with coal-gas and air, and with the same density of mixture (11 per 
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Fic. 3.—ALTERNATING IGNITING CUR- 

RENTS FOR METHANE, 9 36-PER CENT.: 
40 PERIODS PER 
CoPPER POLES. 


cent.) throughout. To avóid disturbing effects, pure sine wave- 
forms were used. The currents required for ignition were all 
much greater than the direct currents at the same voltages, the 
ratios of alternating to direct being as shown in Table IV. 


TABLE IV.—RATIOS OF LEAST ALTERNATING TO LEAST DIRECT 
IGNITING CURRENTS. COAL-GAS AND AIR, II PER CENT. ; 40 
PERIODS, NON-INDUCTIVE CIRCUITS. 


Volts ... Ssa mt 50 100 
Rates, A. C./ b. C. e. 30 49 


200 
63 


300 400 
9˙0 


500 
10˙8 125 


There may be, therefore, a very real increase in safety from 
gas ignitions by the use of alternating currents compared with 
direct, although when open sparking does occur it is generally 
in excess of the minimum values found here. An interesting 
result followed the addition of small inductance (00025 henry) 
to the circuit. At the higher voltages, which were first 
examined, a perceptible but not great diminution of the igniting 
current was observed. At 200 volts the difference was greater, 
although the ratios were much the same, but at 100 volts there 
was evidence of an unexpected drop. At 50 and 25 volts the gae 
was more readily fired than at 100. No variation in the conditions, 
such as polishiny the poles or making fresh mixtures of gas and 
air, changed the result. The tlattened form of the curve suggests 
some instability similar to that familiar in the liquefaction of gases 
by compression. With copper rods, under the same conditions of 
frequency and density of mixture, the addition of the same induct- 
ance produced a similar divergence in the curves at about the same 
current, but both non-inductive and inductive curves now show 
a flattening beginning at about 200 volts as the voltage is lowered. 
Both curves are remarkably deflected between 50 and 100 volts, and 
again at the higher voltages. There is clearly some critical con- 
dition introduced by the use of alternating current in all these 
cases, or rather a third factor of equal importance with voltage 
and current. The influence of inductance on the iron curve further 
suggested that time might be this factor, and that the shape of 
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FIG. 4.—INFLUENCE OF FREQUENCY ON 
IGNITING CURRENT IN A 9°36 PER 
CENT. MIXTUBE OF METHANE AND AIR. 
IBON POLES. 


SECOND. 


the curves might be greatly affected by the frequency of the 
current. 

Frequency is not, however, the only important factor, for the 
currents for iron and copper, although similar, &re not identical, 
and the difference is still further brought out with nickel poles. 
The currents here are less than for either iron or copper, and so 
differ from the resulta with direct voltages. There is also in tbis 
case a remarkable sensitiveness to the composition of the gas. 

With copper poles (fig. 3) and at low voltage, the currents are 
rather gr@ater than with iron; at the higher voltages they are 
lower, but the curves are very similar in shape. Both with coal-gas 
and methane the igniting currents are much lower with nickel than 
with iron or copper poles. 

Experiments were made to ascertain the least igniting currents at 
various frequencies in 9°36-per cent. mixtures of methane and air, 
with small iron poles, and non-inductive circuits throughout. The 
results are given in fig. 4. The influence of increase of frequency in 
raising the least igniting current, when the frequency is low, 
is very marked; there appears to be a critical point between 40 
and 50 periods and at about 100 volts. The figures are given in 
Table V, on the next page. 

As previously mentioned, the initial period of induction always 
recorded in experiments on gaseous explosions provides an explana- 
tion of the influence of frequency on ignitions of the kind con- 
sidered. The full "time" of explosion is rarely less than 0°05 
second, and the period of induction is generally of this order. When 
the contacts are separated, the arc which is formed has to restart 
itself across the gap after passing through its zero value, and unless 


the air is being strongly ionised, a small gap suffices to prevent the 
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TABLE V.— INFLUENCE OF FREQUENCY ON LEAST IGNITION 


CURRENTS. METHANE, 9'36 PER CENT.; ATMOSPHERIC 
PRESSURE. 
Frequency ... 20 10 60 80 
Volts. Amperes, JAmperes, Amperes. Amperes. 
50 800 8°50 — ER 
100 3'80 5°00 14°0 15°00 
200 3°00 3˙50 12˙0 14°00 
400 2:20 . 825 6˙5 11°50 
600 0°70 3°00 5'0 9˙60 
800 0˙35 2:00 4'0 8°00 
1,000 O25 040 03 5˙75 
1,200 0˙20 0˙25 0˙2 140 


arc from restarting. If the break berins when the current is just 
passing through zero value. there will be no arc at all; if at a crest 
or maximum value, the arc is greatest at the start, but ia falling as 
the poles are separated ; and unless the initial current is sufficient 
to have strongly ionised the gap, the current, on reaching zero, will 
be unable to re-form the arc in the opposite direction. The most 
favourable point in the cycle for the break to take place, in order 
that an arc should be formed with minimum energy, is on the rising 
side of the current wave. 

It is evident that at the lowest circuit voltages the current must 
be large in order to cause ignition by the liberation of a greater 
number of ions from the material of the pole. When, however, 
the maximum voltage gradient approaches 40,000 per cm., as it 
does on а 500-volt system at 0'017-cm. length of arc—that is, 
within a third of a period at а frequency of 40—the arc will be 
maintained whatever the current may be, and small currents then 
ignite the gas. At voltages between thése limits of ionisation by 
large currents on the one hand or high voltage on the other, the 
igniting current must be controlled by both : and since it has been 
shown that there is in the case of methane an evident relation 
between duration of arc and current required for ignition, the 
simplest expression taking account of duration and voltage is that 
the current is inversely proportional to the product of voltage and 
time of duration. The influence of the alternation of the current 
can be regarded as that of a time-filter or screen which retards the 
influence of voltage and brings out that of time of duration of the 
arc. 

It is probable that the fact of alternation has less influence with 
longer periods of induction. This can. in fact, be shown experi- 


mentally by working with very dilute mixtures, in which the time 


of explosion is much longer. 

It may be concluded that when the duration of an arc approaches 
the period of induction of a gaseous mixture, ignition becomes 
increasingly difficult. 

All the foregoing results are for currents in circuits opened by a 
single clean break. 

In conclusion, it may be said that, for the fame voltages, the 
ignition of gaseous mixtures by direct currents would appear to 
depend chiefly upon the material of the poles, and ignition by alter- 
nating currents upon the naturo of the gas. 

The use of low-voltage alternating currents for signalling 
purposes gives a much greater margin of safety than is possible in 
direct-current working. 


OUR LEGAL QUERY COLUMN. 


[ Questions addressed to this column should be written on one side 
of the paper only. | 


“INSTALLATION WORK writes: — I shall be glad to have your 
legal contributors opinion on the points raised below, which are 


continually arising in connection with electrical installation work, 


a3 there seems to be no definite decision available at present :— 

„(a) Have the electrical department of a Corporation any 
authority to require an installation to be wired with 2,500-megohm 
C.M.A. grade cable, when 600-megohm ditto has been specified by 
the consulting engineer? 

“ (b) Can they reasonably insist on S. P. main fuses being earthed, 
when their own cut-outs and meters are not so treated? 
Personally, from past experience, I have always found it more 
dangerous to earth the cast-iron cases of main fuses, and as a 
matter of fact, this is absolutely prohibited by the Corporation of 
Glasgow. : 

(e) Under what regulation or rule can they insist on 6-ft. space 
being maintained between the outers of a three-wire supply? It 
seems very illogical to insist on & distance of 6 ft. between the two 
wires in the meter room, and then bring the same wires into a 
D.P. switch where they cannot possibly be spaced more than 3 in. 
apart. 

“ (4) In one case, I have been debarred from fixing the motor- 
generator in the lantern room on the ground that the motor was 
connected to a 200-volt circuit (Home Office Rules restrict pressure 
to 100 volta on a projector arc circuit), while no objection was 
raised to fixing a similar switch, operating on the same voltage, 
to an extract fan motor. 

“(e) The position with reference to the clause “Completion of 
Contract of a contractor who puts non-union men on to the job, 
&nd then receives notice that the other tradesmen will strike, 
unless he substitutes union men for those he has previously 
employed." ў 


\ 


*.* As to (4), and the following two queries, it dees not 
appear to be quite clear whether they relate solely to the supply 
of electricity ina cinema theatre. So far as is known, the only 
regulaticns dealing with such a supply are those made by the 
Secretary of State under the Cinematograph Act, 1909 (February 
18th, 1910), and there do not appear to touch upon any of the 
points mentioned. As to these queries it is difficult to answer them 
without any information as to the provisional order or Special Act 
under which the Corporation supplies or makes rules for the supply 
of electric light. With regard to query (4), is not this governed 
by Rule 39 of. the Regulations made under the Electric Lighting 
Acts, 1882 and 1888, which provides that “All electric lines and 
apparatus placed on a consumer's premises shall be highly insulated 
and thoroughly protected against injury to the insulation or access 
of moisture, and any metal forming part of the electric circuit 
shall not, unless efficiently connected with earth, be exposed so that 
it can be touched? All electric lines shall be so fixed and protected 
as to} revent the possibility of electrical discharge to any adjacent 
metallic substance.” The questions (а), (0) and (е) could be much 
more satisfactorily answered if the querist would apply to the Cor- 
poration for a copy of their rules, and also for a copy of the special 
order under which those rules were formulated. - ч 

As to (d), Clause 12 (/) of the Cinematograph Theatre Rules 
above mentioned, provides that :—" Cables for cinematograph lamps 
shall be taken as separate circuits from the source of supply, 
and from the supply side of the main fuses in the general lighting 
circuit, and there sball be efficient switches and fuses inserted at 
the point where the supply is taken, and in addition an efficient 
double-pole switch shall be fitted in the cinematograph lamp circuit 
inside the enclosure. When the cinematograph lamp is working, 
the pressure of the current across the terminals of the double-pole 
switch inside the enclosure shall not exceed 110 volts" The 
pressure of 100 volts does not appear to be mentioned in these 
regulations. 

With regard to (7), if the usual strike clause is to be found in the 
contract, it appears to be clear that the contractor would not be 
liable for the delay occasioned by a strike, even if that strike were 
brought about by his employing non-union men. For instance, the 
furm of contract sanctioned by the Institution of Electrical Engi- 
neers provides (by Clause 38) for delay caused by (inter alia) 
“ general or local strikes or lock-outs, or combinations of workmen.” 
This is done by the engineer, on application, granting such exten- 
sion of time as may appear to be reasonable, In the absence of a 
strike clause, however, it is to be feared that an employer who has 
undertaken to carry out works within a specified period is very 
much at the mercy of his workmen. 


PROPOSED ELECTRICITY EXTENSIONS 
AT LEEDS. 


ONE of the matters to be dealt with in the Bill which the Leeds 
Corporation intends to promote in the next Session of Parliament 
is the acquisition of a site for a largo new generating station in 
connection with the supply of electricity in Leeds. 

Mr. Harold Dickinson, the manager of the Electric Supply De- 
partment, has presented & report to his Committee setting out the 
reasons why such a step is desirable. It states that the capacity 
of the plant now installed at the works in Whitehall Road is 
15,440 Kw., and an additional turbo-generator is on order with a 
capacity of 7,500 Kw., while still another generator of the same 
capacity can be accommodated at the Whitehall works, bringing up 
the total capacity to 30,440 Kw. Allowing for spare plant, it is 
suggested that this would not enable the Corporation to deal with 
a greater load than, say, 20,000 Kw. 

The maximum load which the station has had to bear up to 
December last was 9,570 Kw., and the additional orders since 
received make it probable that the load in December this year will 
reach 12,000 kw. Assuming the inérease to continue at the same 
rate, the capacity of the works will be fully taxed in the year 1915, 
and it is regarded as quite probable that the rate of increment will 
be considerably augmented. It follows that further plant must be 
available by the winter of 1915-16, and it is suggested that three 
years should be allowed for preliminary negotiations, land purchase 
and the design, building and equipment of a new station. 

Mr. Dickinson discusses the alternative courses of reconstructing 
& portion of the present buildings, so as to accommodate a plant of 
larger capacity, and possibly purchasing adjoining land for further 
extensions; and purchasing land at a distance from the present 
station and erecting additional works there. 

The first point to be considered is the amount of business which 
the department may reasonably be expected to have to deal with 
within a measurable space of time, and Mr. Dickinson sets out 
numerous facts and calculations with a view to the elucidation of 
this point. An interesting table shows that the estimated amount 
of motive-power used in Leeds for industrial, commercial and 
domestic purposes is 155,585 H.P. Out of this 17,472 H.P. is fur- 
nished from the Corporation's Electricity Supply Department, the 
greater part of which—10,136 H.P.—is supplied to engineering 
works, while the printing trade also takes 1,531 H.P. The figures 
given are correct up to March 3lst last; the total Н.Р, now con- 
nected is over 20,000. 

The textile manufacturers in the city are estimated to have 
19,500 H.P. of engines installed, and up to the present the motors 
installed in such milla have a total capacity of only 270 H.P. Mr. 
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Dickinson is of the opinion that the prices charged for electricity 
are now getting to a point where the textile user will be attracted, 
and he refers to the applications now being received for this class 
of work, as evidence in support of his opinion. He looks forward 
to the time when it will pay the user, in practically all cases, to 
take his supply of power from the Corporation, and anticipates 
&n increase in the demand for current to be used for lighting 
purposes and cooking and heating. Other possibilities are the 
supply of all the current used in connection with the tramways 
from the main power station, and the electrification of railways, 
and without taking the latter item into account, Mr. Dickinson 
anticipates that the Corporation may be called upon to provide, in 
the next 10 to 15 years, for a total load of 57,900 Kw., but in order 
not to appear too optimistic he bases hia proposals upon an assump- 
tion that a maximum load of only 40,000 Kw. will be attained 
within the period mentioned. 

The report contains a number of charts to illustrate the 
progress that has been made. It is theoretically possible 
to extend the Whitehall Road works £o as to accommodate 
machinery with a total capacity of 66,600 Kw, which, after pro- 
viding for the necessary reserve of plant, would allow a maximum 
load of 46,100 Kw. to be dealt with, but Mr. Dickinson calls atten- 
tion to a number of reasons for his conclusion that such a course 
would not be the most satisfactory that could be followed. 

For instance, he anticipates that 164,000 tons of coal will be 
used in a year, and in order to obtain this large quantity it is 
desirable to be in a position to purchase for delivery either by rail 
or water. There is also the question of storage to consider, and it 
is suggested that accommodation should be available on the site for 
at least a three months’ stock, say, 45,000 tons in the winter, 


whereas the capacity of storage at the present works with the . 


greatest possible extention would not exceed about 10,000 tons. 

By the adoption of another site suitable for obtaining coal from 
& wider area, an advantage in the cost of coal would be secured, 
varying according to different conditions from £2,084 to £4,166 
yearly. 

Another argument in favour of a new site is that as a very large 
proportion of the increased load upon the works will probably arise 
in connection with the supply of power in the Hunslet area, a con- 
siderable saving in the cost of cable, estimated at £30,000, would 
be effected by the provision of works in that district. | 

Among the minor, but still important factores, to be considered is 
the possibility of combining refuse destruction with the generation 
of electricity, and it is estimated that if a suitable site were chosen, 
about 500 tons of refuse per day could be dealt with in such a way 
as to produce steam sufficient for the generation of 17,000,000 units 
per annum, which would otherwise involve a contumption of about 
27,000 tons of coal yearly. Such a combination would be quite 
impossible at the Whitehall Road works. 

Another point is that the risk of an entire breakdown is very 
largely reduced by having two generating stations instead of one. 

The extension of the Whitehall Road works to their utmost 
capacity would involve an outlay of £516,000, whereas the pro- 
vision of a works at a new site, and with the same capacity as the 
extended Whitehall Road works, would cost £095,000. "The differ- 
ence between the two sums is accounted for by the additional 
provision for coal storage and handling, railway sidingr, and the 
much larger area of land. This larger area would, of course, leave 
room for extensions which might be necessary in order to cope with 
requirements over and above the 40,000 KW. assumed as the 
maximum load, and it would, in addition, provide space for a 
destructor. 

Mr, Dickinson gives figures indicating that the annral expendi- 
ture upon two separate stations, would be, after allowing for con- 
tingéncies, £2 000 more than in one large station, but against this 
should be set the extra cost that would be incurred if offices and 
cable and coal stores had to be provided at a distance from the 
generating station. 

In summarising his report, he repeats that his calculations 
only refer to an output which is confidently expected to be 
attained within 15 years. After that time further increases 
will still have to be provided for, and if there is doubt as to the 
possibility of dealing at the present site with the problems arising 
out of the supply that has been contemplated, the difficulties after 
that period will be enormously increased, and it would certainly 
then be neceseary to erect works upon another site. 

In conclusion, Mr. Dickinson expresses the opinion that the 
balance of advantages is in favour of theerection of a new station 
upon a separate site after the present engine house is filled up with 
plant, and recommends that steps should be taken forthwith to 
obtain powers to acquire the necessary site, and this recom- 
medation has been endorsed by the Tramways and Electricity 
Committee. ` 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


The Omega. 


Under this name Мв. Rost. W. PAUL, of New Southgate, 
London, N., is now introducing a new portable self.contained 
insulation meter, comprising. in one case, a generator, tegether 
with a moving-coil ohmmeter of novel construction, designed by 
Mr. G. W. Harris, 

As is well known, the usual moving-coil construction in true 
ohmmeters, comprises two narrow-limbed coils, similar to those 


used in moving-coil voltmeters and ammeters, mounted on a 
common spindle at an angle to each other, and pivoted in an 
uneven magnetic fiefd. This general arrangement is shown in 
sectional diagram in fig. 1, where С С are the limbs of the control 


с о 


coil, D р the limbe of the deflecting coil, A is the iron соге, and PP 
are the magnet pole-pieces. On the passage of a current through с, 
the system takes up the position shown, If now а current passes 
through р, the whole system will rotate, D moving into a weaker 
part of the field, and carrying C into a stronger part, until the 
torques balance. 

Since the current in c is arranged solely to depend upon the 
testing preesure, and that in D upon the current through the reais- 
tance under test, the position for balanced torque, depending as it 
does upon the relative strengths of these currents, is a measure of 


Fic. 3.—MECHANISM OF THE OMEGA. 


the value of such resistance, and is independent of change in testing 
pressure, since both currente will vary in the same proportion with 
this pressure. Consequently the scale can be marked off in values 
of resistance. 

The Omega system differs from this, in that coils with wide angle 
limbs are used. working in a subetantially even and concentrated 
field, turns in one winding moving out of the field while turns in 
the other move into it as the moving system rotates, until the 


Megohms (upper rango). 


- 


P.D. on cable. 


А tó 05 06 0-4 02 . 0 
Megohms (lower range). 


FIG. 4. 


balance of torques is reached. The principle will be made clearer 
by reference to fig. 2, which shows a horizontal eection through an 
Omega movement, with core and pole- pieces. The control coil с с 
and the defiecting coil D D are wound at right angles to each other 
on а single hollow cylindrical former, the coil limbs each subtending 
an angle of 90°. The windings thus cover the whole surface of the 
former. The fixed iron core A is supported on a stem passing 
through an aperture in the bottom of the former, which is pivoted 
on an axis concentric therewith. The ends of the former are dome- 
shaped, making a very strong and light construction. 

As before, on the passage of a current through the winding c, 
the system will take up the position shown. If a current now 
passes through p, the whole system will rotate, coil-turns in D 


D 
' 
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passing from under the pole faces and bringing coil-turns in C 
under their influence until the balance of torque is reached. The 
complete system is illustrated in fig. 3. 

À comparison of the figures shows that the increased winding 
space in the Omega ohmmeter, fig. 2, gives a much greater number 
of active turns in the deflecting coil D ; the concentration of the 
field resulting from the narrow pole faces still further increases 
the deflecting forces, In this arrangement, therefore, increased 


Fic. 5.—THE OMEGA. 


force is gained both by the increase in the number of ampere-turns 
and the increase of field strength, the total advantage bsing pro- 
portional to the product of the two gains. 

One result of the improved construction is that it is possible to 
construct an instrument measuring up to 400 megohms (at the 
mark next to INF) using a 100-volt generator, or up to 2,000 


. megohms using a 500-volt generator. This is a much higher figure 


than is usually demanded in practice, a top reading of 20 megohms 
per 100 volts of testing pressure generally sufficing, in which case 
there is a large margin of reserve force. 

In the Omega, the indications prove to be little affected by 
external magnetic fields, so that compensating devices or magnetic 
shields are entirely unnecessary. The calibration curve over the 
whole angle of deflection has a convenient characteristic for 
resistance measurements from 0 to INF, It is not necessary to 
include a high internal resistance in series with the deflecting coil 
in order to utilise only that part of the scale which has a suitable 
characteristic. The Omega needs-only sufficient internal resistance 
to prevent an excess of current in case of a breakdown in the cable 
under test. Therefore, the greater proportion of the pressure is 
available on the insulation. 

This is illustrated in fig. 4, which shows the small internal loss 
of pressure when measuring low resistances. This curve was 
obtained on an Omega having a generator of 500 volts and a range 
to 100 megohms. 

The standard ranges cover measurements from '0005 to 200 
megohms, but special instrumenta are made for much higher insula- 
tions; the generator most used gives 500 volts testing pressure, but 
generators are also made to give 250 and 1,000 volts. 

Each Omega has an upper and lower range, the latter being put 
into operation by depressing & plunger ; this plunger is held down 
by being slightly rotated. With the plunger in this position the 
readings on the scale are to be divided by 10. "The pointer gives 
correct indications at almost any speed of the generator, and comes 
smartly up to the reading, the movement being critically damped. 

There are no loose or detachable parts on the Omega, nor any 
projecting parts liable to damage ; the terminals are of a novel 
type, and grip the connecting wires hy a spring action either in a 
hole or between two flanges. The pivots are practically indestructible, 
and the whole apparatus is constracted for hard and continuous 
service. 


In addition to the insulation-testing Omega, the principle above Y: 


described is being applied to other electrical measurements. 


Simplex Stage Plug and Socket. 


gives very high insulation resistance, is held in position by a key 
cast on to the inaideof the body. The plug is of aluminium and of 
the three-pin type, the third pin being used for earthing, and enters 
the side of the cast body of the socket. A hinged spring cover is 
fitted, which closes the socket holes when not in use, being held fast 
by a spring catch, which is also utilised to hold the plug firmly 
in, when this is in position. All the terminals are of ample aize, 
and the design generally is on liberal lines. 


Sealing-wax Heater. 


THE BRITISH PROMETHEUS Co., LTD., of Salop Street Works, 
Highgate, Birmingham, have sent us particulara of their new 
pattern sealing-wax heater, which is suitable for commercial houses. 
This heater is made with a polished copper body and brass fittings, 
and has the advantage of an adjustable cast-iron stand. The con- 


FIG. 7.—SEALING-WAX HEATER. 


sumption is 80 watte, which permits of this heater being worked 
off the ordinary lighting circuit. The trigger provided allows the 
eupply of wax to be regulated as desired. There is with this type 
of heater an entire absence of fire risk; the heater is also 
portable. 


A New Self-Regulating Constant-Current Dynamo. 


The dynamo, illustrated in section in fig. 8, is of novel and in- 
genious construction, and can be adjusted to maintain a given out- 
put, such output being kept constant through a considerable range 
of speed. The principle of construction is simple, and can be 


A plug having a capacity of 50 amperes has been introduced bß 


SIMPLEX CONDUITS, LTD., of 116, Charing Cross Road, W.C., for stage 
work or for power appliances generally in factories, and so forth. 
It is designed to comply with the latest requirements and the most 


Ега. 6.—SIMPLEX 50-AMPERE PLUG AND SOCKET, 


up-to-date practice. The body is cylindrical, and is made in two 
Pieces ; the main casting is tapped at one end for conduit up to 
}4 in. diameter, and has four lugs for fixing. Inside is a specially 
shaped and prepared fibre piece, which carries the terminals for con- 
necting the main circuit wires and the plug pins. This fibre, which 


adapted for many purposes where automatic control and regulation 
of output is essential. "WM 
The armature and brush gear is built up on a sleeve which is 
mounted on the shaft, and driven by balls which engage in spiral 
grooves cut in the shaft ; the armature is held in position between 
the pole magnets by a coil spring, which is partly recessed in the 
sleeve, the tension of which is adjusted by & nut. When the 
dynamo has attained a speed sufficient to give the required output, 
the reaction between the armature and the field magnets will cause 
the armature to wind along the shaft and partly compress the 
spring, leaving its normal position and moving to a region where 
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it is traversed by a smaller magnetic flux, thus automatically 
taking up a position compensating for the increase of speed. The 
same action takes place on reduction of speed, but in the opposite 
direction, the armature winding itself back into a stronger field. 
It is claimed that the voltage remains constant from 800 to 
3,800 R.P.M., and the machine is specially suitable for the lighting 
of motor- vehicles; it is very economical in its action and can be 
constructed for either a forward or reverse drive. Further par- 
ticulars can be had from the inventor, MR. A. A. PRICE, 28, Rath- 
bone Place, W. Р 


Adams Igranie new Self-Acting Rheostat. 


The new Zz type self-acting rheostat recently developed by 
the ADAMS MANUFACTURING Co., LTD., of Bedford, is suitable for 
controlling small D.C. motors up to 3 H. p., and is a considerable 
improvement on their old Leaflet 29” type of apparatus in several 
details. In the Z type there are always four steps, one of which 
is used for making the circuit and the others for controlling the 
starting resistance, and all these make contact by pressing two 
surfaces together, so that there is no sliding contact at all. 
Another point is that in the " Z" type the speed of starting is fixed 
by adjustment of the dashpot, and is the same whether the load 


FIG. 9.—ADAMS "Z" TYPE STARTER. 


is heavy or light. Being an air dashpot, it is not affected by 
changes of temperature, but may be relied upon to act always in 
the same way. 

In the old starter the speed of starting depended upon the 
development of the back E. M. F. of the motor, and this intro- 
duced difficulties under widely varying loads, such as are common 
in connection with lifts, & Тһе “Z” type starter, which is 
illustrated in fig. 9, has none of these disadvantages, and is a 
robust and reliable piece of apparatus. It can be used for auto- 
matically controlling electrically-driven pumps, air compressors, 
lifts, or for remote control, and can be operated by means of a 
single-pole float switch, a pressure regulator, a start and stop 
push-button box, or an ordinary tumbler switch, The control 
circuit is not the main circuit, but a pilot circuit, which only 
carries a fraction of an ampere. 

Remote control from two or more pointa can be obtained by the 
use of suitable accessory switches, and in combination with the 
reversing switch the new self-starter makes a very cheap, and 
at the вате time thoroughly ‘efficient lift controller for small 


ger vice lifts up to 3 H. p. 


Walsall Meters. 


THE WALSALL ELECTRICAL CO., LTD. of 57, Bridge Street, 
Walsall have during the last nine months commenced manufac- 
turing small meters to compete with those which have been sold 
in this country of foreign make, and are turning them out at 
present at the rate of 300 per week. These instruments are identical 


Fia. 10.—WALSALL VOLTMETER. 


in construction, with the exception that one has a closed front 
suitable for rough usage, and the other has an open front (fig. 10). 

The makers claim the following advantages over the foreign- 
made meter: that their meter is absolutely rainproof, the glass 
being fixed into the case with a rubber buffer in the shape of a 


ring, and not so liable to be broken ; only enamel wires are used , 


for the coils, which are liberally rated; where the leads come 
through the meter case, ebonite bushes are moulded into the aper- 
tures, and there is no possible chance of breakdown ; each dial is 
calibrated and marked off by hand: the movements are accurately 
balanced, and are also inspected before being inserted into the 
meter. 

In spite of the extra cost which these various improvements have 
entailed, owing to the special machinery the makers have designed 
to produce these meters, and the system they have inaugurated, 
they are able to supply these instruments at the same prices as 
their foreign competitors. Their new catalogue can be had on 
application. 


.Hot Bar Radiators. 


Every season the DowsInG RADIANT HEAT Co., LTD., of 106. 
Great Portland Street, London, W., introduce some new design in 
the department of electrical work in which they have во long 
specialised — electric radiators. The list issued by them this week 
for the 1912-13 season contains as one of its special novelties 
several styles of new hot-bar radiators, which they claim to be a 
great advance in electric heating apparatus, We illustrate one of 
these designs in fig. 11. The radiator is composed of hot bars, the 
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Fic. 11.—DowsiNG HoT-BAR RADIATOR. 


appearance of which, when heated, resembles the pleasant glow of 
a bright coal fire, although possessing all the advantages of electric 
heating over the old method. The radiator shown has three patent 
hot-bar heaters, and is in an oxidised copper frame fitted with 
patent coppered reflector. Another type (No. 802) has four bars 
and a polished copper frame, while a third (No. 800), has a black 
iron and copper frame, and is fitted with & boiling plate. 


Benjamin Fittings. 


À number of new fittings built up on the Benjamin wireless 
cluster principle are described in the new list issued by the 
BENJAMIN ELECTRIC, LTD, of 117, Victoria Street, S. W., 
and data are given respecting lighting work in which they can be 


FiG. 12.—BkNJAMIN INVERTED REFLECTOR FITTING; SECTION, 


successfully applied. Our readers are already fully familiar with 
these wireless cluster bodies, which, with their associated devices, 
are covered in Section I; enamelled steel and opal reflector fittings, 
tungsten arcs, Holophane-Benjamin steel reflectors of extensive, 
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intensive, and focusing types, also outdoor lanterns, cargo lights, 
and " Benco” weatherproof fittings occupy Section II. In the next 
Section III, which is devoted to office and indoor lighting, we 
notice the inverted reflector type (shown in figs. 12 and 13) which is 
designed for use with three or four 100-c.P. lamps with a 22-in. 
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Fig. 13.— BENJAMIN INVERTED REFLECTOR FITTING. 


white enamelled top reflector and an opal reflector bowl 173 in. by 
8 in. These fittings can be supplied in either parallel, series or 
divided circuits. Later sections show various fittings for shop 
window, show case and picture lighting, colour-matching and light- 
measuring apparatus, the lightometer, and a collection of globes, 
reflectors, &o. 


LEGAL. 


THE NATIONAL TELEPHONE ABBITRATION. 


IN the King’s Bench Division on Tuesday, October 15th, the 
Railway and Canal Commission resumed the hearing of the 
arbitration between the National Telephone Co. and the Postmaster- 
General, to determine the price to be paid by the latter for the 
acquisition of the National Telephone Co.'s undertaking. The 
Commission consists of Mr. Justice A. T. Lawrence (president), Sir 
James Woodhouse, and Mr. Gathorne Hardy. At the commence- 
ment of the main arbitration proceedings last sittings, the claim 
amounted to over 20 millions, but during the many days of 
exhaustive examination and negotiations which followed both 
inside the Court and out before the summer vacation, that huge 
figure was materially reduced. 

The counsel engaged are :—Sir A. Cripps. K.C., Mr. Danckwerts, 
K.C., Mr. Forbes Lankester, K.C., Mr. E. Morten, K.C., Mr. H. H. 
Gaine, and Mr. Aubrey T. Lawrence, for the company. The 
Attorney-General (Sir R. Isaacs, K.C., M.P.), the Solicitor-General 
(Sir J. Simon, K.C., M.P.), Mr. Buckmaster, K.C., M.P., Mr. 
Schwabe, and Mr. Branson, instructed by Sir R. Hunter for the 
Postmaster-General. н 

SIR A. CRIPPS, at the commencement of the proceedings, said the 
Court would recollect that it was stated in the course of the last 
hearing in regard to certain items of value or prices, that there was 
not a great deal of difference between the parties. He was glad 
now to be able to tell his Lordship that with regard to part of the 
case an arrangement had been come to, and figures agreed upon 
between the parties. He was bound to say there never was any 
great difference between them on these figures, but other matters 
of a highly argumentative character would have to be dealt with 
in due course. The arrangement he had mentioned meant that a 
figure of £10,313,765 hud been agreed upon between the Post Office 
and the National Telephone Co. The figures with regard to 
depreciation, &c., had not been considered ; the above agreement 
was in regard to what they called the fundamental cost of 
construction. i : 

Siz J. Моорносве: Do you mean the cost? We bave had a 
statement with regard to the matter which gives figures for cost," 
whilst the statement you have just handed in speaks about 
“value.” 

SIR A. CRIPPS8: I do not think there is any confusion about it 
at all. 

Mr. JusTICE LAWRENCE: So long as you are agreed upon that, 
it is all right, but this document does not show it. 

SIR A. CRIPPS : It means value before depreciation. 
question about it between the parties. 

The ATTORNEY-GENERAL agreed that there was no difference 
between them on the matter. The cost of construction and figures 
of value involved the question of depreciation. Here they were 
simply dealing with the cost of construction.. - 

His LORDSHIP: But it does not say so. 

SIR A. CRIPPS : If I may be allowed to go on with my explana- 
tion, the Attorney-General and myself are absolutely agreed, and 
there is not the slightest question as to what the arrangement 
means. 

Мв. JUSTICE LAWRENCE: Well, there is this difference, we are 
disappointed. 

SIR ALFRED, proceeding to deal with the table of agreed figures 
said the first item, including materials supplied, manufacturers 


There is no 


interest is 


profit, wastage, &c., and coming under the heading cost of 
material,” amounted to £7,016,500. Another item upon which at 
one time differences were threatened, but which had now been 
agreed, was that of freight, including cartage, &o., and the figure 
in this case was £377,904. Other matters agreed upon were wages 


"and expenses up to and including gang foremen and casualty in- 


surance. What had been included in these agreed figures was the 
oost or value before depreciation. Of courae, as regarded the cost 
of depreciation, the parties were not at one. Among the matters 
still outstanding, Sir Alfred mentioned storing material, temporary 
storage and cost of raising capital, additional charges of obtaininy 
subscribers’ agreements, plant recovered after the day on which the 
inventory in any centre was taken, &c. 

SIR J. WOODHOUSE said he had been devoting his time to getting 
a mass of figures into his mind, and now he had to start with a 
fresh lot of figures. | 

SIR ALFRED Cripps: The object of the amended figures is not to 
get rid of pleasant memories in the past. 

The ATTOKNEY-GENERAL: It is the result of my learned friend's 
long-vacation work. 

SIR JAMES WOODHOUSE: Do you think if you had another 
vacation you could agree to the rest of the figures! 

SIR A. CRIPPS: It would have to be another long vacation. 

Continuing, SIR ALFRED said the total estimated cost of con- 
struction partly agreed to came to & 18, 133,193. Upon the adjust- 
ment, the company's claim for conduits was put down at 
£2.337,971. Other items of agreed fundamental cost were under- 
ground cables, £1,856,753 ; poles and standards, £1,284,343. Aerial 
cables were depreciated from £889,594 to £616,849; exchange 
equipment and central batteries from £1,512,739 to £1,363,621 ; 
and subscribers’ charges appeared at the depreciated figure of 
£2,952,444. 

The SOLICITOR-GENERAT. then proceeded to deal with the figures 
and show how they were to be used. The company's cost of 
construction, which was originally £19,550,000, was now 
£18,133.000. On the other hand, the Post Office figure was 
#11,617,000 originally, but, as a result of the agreement, the 
Post Office took the view that that figure should be advanced to 
£12,143,000. It was true there was still a considerable chasm 
between the parties to bridge over, but it was satisfactory to find 
that the two armies were not running away from each other. The 
two large subject matters upon which there was no agreement was 
what was the proper addition to be made to the fundamental cost, 
in order to arrive at the total cost of construction; and, secondly, 
having arrived at that cost of construction, what was the proper 
amount of depreciation to be allowed in order to arrive at the figure 
of value which would be the award. 


(То be continued.) 


LIFT ÁCCIDENT. 


ON Monday last, at the Westminster County Court, a clerk named 
Askhan was awarded £25 and costs against the London Electric 
Railways Co., Ltd., for injuries to one of his feet, which, owing to 
his being pushed, was forced through the lattice work of the lift. 
At the time of the accident the lift was only half full. Defendants 
intimated that they would apply for a new trial. 


THE ENGINEERING EXHIBITION AT 
OLYMPIA. 


(Continued from page 586.) 


Mr. Rost. W. PAUL, New Southgate, London, N.— The apparatus 
exhibited consists almost entirely of pyrometers and temperature- 
measuring apparatus, Outfits are shown suitable for all ranges of 
temperature, for portable use and for permanent installations. 
Thermo-couples, both base metal and platinum, are being shown 
suitable for hardening, case-hardening and annealing furnaces, &c. 
The Rhodio thermo-couples should be particularly mentioned, as in 
these the use of pure platinum is eliminated, with the result that no 
contamination, and therefore no error, occurs due to protracted use 
of the instruments. 

The indicator used with these thermo-couples has its moving coil 
mounted on a single pivot, the latter being fixed at the centre of 
gravity of the moving system, on the well-known Unipivot prin- 
ciple. Fig. 5, p. 614, is an illustration of the portable type. 

In the case of the resistance pyrometers, the chief festure of 
the Harris patent indicator, constructed with a 
differential galvanometer having an electrical control. A small 
current (obtained from an accumulator or from the supply mains) 
works the instrument, and the deflection of the pointer at once indi- 
cates the temperature. It is claimed that this is the only direct- 
reading instrument yet placed on the market which requires no 
manipulation, and which is independent of battery voltage. 

A third type of electrical pyrometer is also being shown, called 
the "Cone Radiation Pyrometer.” In this device, the heat rays 
emanating from a furnace or hot body enter a tube and are con- 
centrated by a reflecting cone on a small thermo-couple fixed at the 
inner end of the tube. The thermal E. M. F. thus generated in the 
small thermo-couple is sufficient to deflect & Unipivot indicator, the 
temperature being read off on the latter instrument. No focusing 
is necessary, and the time taken to obtain a deflection is from 10 to 
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15 seconds. No part of the pyrometer is subjected to high - 


temperatures, and hence the deterioration is nil 
À few electrical instruments are also shown on this stand, 


seen 


Ес. 5.—PAUL PORTABLE THERMO-COUPLE INDICATOR. 


amongst them being Paul's Universal testing set—in effect a 
portable test-room, and useful for reading voltages, currents, and 
insulation resistances—the Harris "Omega" insulation testing 
get, &c. 

FOSTER INSTRUMENT Co., Letchworth, Herts.—The exhibits at 
this stand are mainly connected with pyrometry, and include the 
well-known fixed-focus radiation pyrometer, which enables the 
temperature of a furnace to be measured by simply pointing the 


AUXILIARY TUBE 


Еа. 6.—FosTER FIXED-FOCUS PYROMETER WITH CROSS- 
VENTILATING DEVICE. 


receiving tube at the hot body with one hand, and reading the 
indicator held in the other hand. The distance of the tube from. 
the aperture through which the hot body is viewed is immaterial, 
provided that an upper limit, depending upon the diameter of the 
aperture, is not exceeded. It is necessary that the hot body shall 
have a fairly large surface, such as the internal wall of a furnace. 
Where this method is inapplicable, a similar device can be used 


FIG. 7.—FoOSTER RECORDING PYROMETER, 


with a closed end of refractory material, which can be inserted in 
the furnace, and then acts as the radiating body. Fig. 6 shows the 
apparatus in outline, with a cross-ventilating device, which forms 
the latest improvement, and enables a current of air to be passed 
across the interior of the tube, preventing hot gases from reaching 
the thermoelectric couple. 


Either this apparatus or the Hoskins nickel-chromium thermo- 
couple can be used in conjunction with a recorder, illustrated in 
fig. 7. The chart is circular, this form having the advantages that 


the whole of the record can be seen at once, and it is easy to 
replace ; the pen is a capillary tube kept moist by an inking pad, 
which, at intervals of one minute (or less if desired), presses the 
pen against the chart and marks a dot. 
and cannot be smudged. 


The record is waterproof, 


F1G. 8.—FosTER RECALESCENT OUTFIT. 


Another interesting item is a convenient little apparatus for 
determining the recalescent temperature of steel, which is now so 
important in connection with the hardening of tools. This consists 
of a nickel-chromium couple which is covered by a small sample 
of the steel, an oil-bath for the cold junction, and & portable indi- 
cator (fig. 8). The last is set to the temperature of thecold junction, 
after which the steel is heated to a high temperature with a Bunsen 
burner, and as it cools the pointer of the instrument continuously 
indicates the temperature of the sample, showing unmistakably the 
point of recalescence. 

It is interesting to note that the nickel-chromium alloy used for 
the couples, being highly refractory and little oxidisable, makes 
excellent triangles for supporting crucibles over a flame, and other 
useful laboratory accessories. It has the additional advantage, 
when used in thermoelectric couples, that, unlike platinum, it is 
unaffected by the presence of emanations from white-hot iron. 

THE POWER PLANT Co., LTD., West Drayton, Middlesex.—This 
firm has a fine show of double-helical spur gears, bevel gears and 
racks, which bears striking testimony to the rapid progress made 
by this type of gearing in popular esteem. Special attention is 
drawn to the D.H. gears with staggered teeth produced by this 
firm's patent hobbing process, for which extreme accuracy is 
claimed ; gears produced by the end-milling process are also shown, 
for the first time by an English firm. Continuous tooth gears of 
the triple helical type form an interesting feature of the exhibit ; 
but the chief part of the display consists of a long range of self- 
contained totally-enclosed speed-reducing and raising gears, from a 


Fic. 9.—MOoTOR WITH DOUBLE-REDUCTION GEAR. 


small size, adapted for electrical organ blowing, to a'set for trans- 
mitting 300 H.P., with a ratio of 5 to 1, for driving a large factory. 
All ratios up to 15 to 1 are obtained by a single train of D.H. gears ; 
for higher ratios up to 80 to 1 double reduction is employed. A 
set designed to transmit 24 H.P., increasing from 475 to 3,000 
R. P. M., is shown in operation at speeds up to about 5,000 R. P. M., 
running quietly and without vibration. Similar gears are made by 
the company for use in convection with steam turbines, turbine 
pumps and blowers. In the case of the 300-H.P. gear the makers 
guarantee an overall efficiency of 96 to 97 per cent, A series of 
flexible couplings, mainly employing leather rings for the elastic 
connection, is shown, as well as heavier types with the flexible 
medium in compression. These couplings have no external projec- 
tions, so that they are free from danger to workmen. 

We illustrate in fig. 9 a motor provided with standard double- 
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reduction gear, the construction of which is indicated in fig. 10. It 
will. be seen that the low-speed shaft is in line with the high-speed 
shaft, and the whole is neatly enclosed. The high-speed pinion and 
the low-speed wheel sre overhung, and the bearings are specially 
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- Fig. 10.— SECTION THROUGH GEAB-Box 


long on this account. In the larger sizes, the shaft carrying the 
former is extended and supported in the low-speed shaft. This gear 
is designed as a substitute for worm gear, and up to 60 : 1 the 
efficiency at full load is not less than 90 per cent. 

THE Hupson EcoNOMISER Co. (1907), LTD., 110, Bishopsgate 
Street, E.C.—On this stand are exhibited two working models of 
water cooling towers made under Brown's patent—one of the open 
type, the other of the chimney type. The special feature of these 
is the arrangement of the grids; the water overflows from the 
troughs and drips on to staggered wooden strips, of which three go 


Ета. 11.—Cross-SECTION OF BROWN COOLER BAR. 


to form a hurdle, which can be removed independently of the rest. 
The drops of water fall on to a flat horizontal surface A, fig. 11, 
which breaks them up, and each strip is bevelled below to a sharp 
edge, from which the water drips on to the centre of the strip 
below. The strips are also grooved transversely, to prevent the 
water from collecting into a thick stream and to ensure its uniform 
distribution over the whole of the tower. The firm’s patent com- 
bined feed-water heater and oil separator is also exhibited. 


(To be concluded.) 


BUSINESS NOTES. 


Liquidations,— J. L. Manxuracturine Co., LTD.— A 
meeting is to be held at 85, Gresham Street, E. C., on November 
13th, to hear an account of the winding up from the liquidator, 
Mr. W. L. White. 

C. & A. MUSKER, LTD., electric lift makers, Liverpool.— Creditors 
of this company, or of the Receiver of the debenture-holders, who 
became creditors between November, 1905, and December, 1909, are 
asked to communicate at once with Mr. H. Derwent Simpson, 
solicitor, 18, St. Ann Street, Manchester. See our "Official Notice” 
pages to-day. 

With reference to the notice published in our last issue respect- 
ing the liquidation of the PEARSON FIRE ALA&M, LTD., we are 
asked to point out that this liquidation was a purely voluntary one, 
and was necessitated by the amalgamation of the Pearson Fire 
Alarm, Ltd, with the May-Oatway Fire Appliances, Ltd. Both 
companies now trade under the name of Associated Fire Alarms, 
Ltd. the head offices being at Jewin House, Redcross Street, 
London, E.C. 

INSTITUTE OF WIRELESS TELEGRAPHY, LTD.— Creditors must 
send particulars of debts, &c., to the liquidator (Mr..G. P. Taylor, 
36, Spring Gardens, Manchester) by October 31st.: = 


Lo cT * * 


Osram Week. — We have received from the GENERAL 
ELECTRIC Co., LTD, a large collection of excellently produced 
shop window postera, transparencier, leaflets, showcards, postcards, 
and correspondence labele, such as are being used by the large 
number of contractors and others who have co-operated with them, 
in their spirited '" Osram week campaign. The company has 
certainly thrown ittelf into this huge popular publicity enterprite 
in a manner calling for congratulation. 


For Sale.—The City of Leeds Markets Committee has 
for disposal 80 Lewes А.С. arc lampe. See our advertisement pages 
to-day. 


Bankruptcy Proceedings.— H. J. Satter and H. 
THORPE (trading in co-partnership as Thorpe & Salter, electrical 
engineers, High Holborn and Eden Grove, Holloway), also HARRY 
THORPE (вера: ate estate).— October 26th is the last day for the 
receipt of proofs for dividend. Mr. E. S. Grey, Official Receiver, 
Bankruptcy Buildings, Carey Street, W.C. 

ALBERT EDWARD MARTIN (trading as the Midland Electrical 
Supply Co.), electrical engineer, 39, Gt. Charles Street, Birming- 
ham.— The public examination of the above-named debtor was held 
at the Court House. Corporation Street, Birmingham, last week, 
before Mr. Registrar Lowe. The statement of affairs was given in 
our issue of October 4th, page 537. In reply to questions, debtor 
stated that on betting he estimated his losses at #50. He drew out 
of the business about twice as much as it was making. Asked what 
justification he had for this, the debtor said he was afraid that 
he had none. He attributed his failure to want of capital, having 
to pay interest in respect of borrowed capital and insurance 
premiums, loss on contracts, and the heavy law costs of suing 
creditors. The case was concluded. 

JOSEPH PERKINS, electrical engineer, Plymouth.—4A first and 
final dividend of 78. 6d. in the & is payable on October 28th, at 7, 
Buckland Terrace, Plymouth. | 


Business in Russia.— A circular inquiry addressed to 
the electrical engineering firms in Russia in which German capital 
is very largely interested, has elicited the information that the 
course of business in the present year has been very eatisfactory. 
The Government orders which had long been expected have now 
been allocated, and a very active demand is also experienced from 
manufacturers in general, whilst the formation of new companies 
and the technical transformations being undertaken in the heavy 
trades, are likewise resulting in the placing of large orders with 
the electrical firms. A further stimulus is expected to be imparted 
by the proposed conversion of railways to electric traction. 


Catalogues and Lists.—Merssrs. ApNiL ELECTRIC Co., 
LTD., Adnil Building, Artillery Lane, London, E.C.—New pamphlet 
No. 108 describing their automatic rope-operated lift controllers for 
D.C. and A.C. motors and giving weights and prices of same; alsoa 
price list of their Autocom" system of single lever interphones. 

MESSRS. ENGINEERING AND ABC LAMPS, LTD, Sphere Engineer- 
ing Works, St. Albans.—Four-page list, giving particulars and 
prices of the Culinan ” and White Star" arc lamps, which are 
largely used for interior lighting in works and shops. 

Messrs. S. WOLF & Co., 115, Southwark Street, London, S.E.— 
12-page pamphlet, containing some illustrated practical hinte for 
the fitting and care of the UH arc ignition magneto. Copies 
will be forwarded on receipt of & postcard. 

Messrs. BOVINd х Co., LTD., 94, Union Court, Old Broad Street, 
London, E.C.— 36-page pocket pamphlet, containing a selection of 
interesting illustrations of hydro-electric equipments, pipe lines, 
&c., supplied and carried out by them. A tabulated list is given of 
representative plants installed (water turbines, pipe-lines and 
Victoria turbo- pumps). 

Messrs. UNION ELECTRIC Co., LTD., Park Street, Southwark, 
London, S. E.— List No. 92 (88 pages), second edition. This is a 
pocket catalogue of arc lamps, dy namos and motors, switchgear 
and instruments, in general use for industrial purposes. A 
great deal of information is compactly set forth, together with 
prices and illustrations, in four sections, separated by a thumb index. 

Messrs. C. A. Parsons & Co., Heaton Works, Newcastle-on-Tyne, 
—28-page brochure (art paper), dealing fully with the Parsons 
exhaust steam turbine, and giving brief notes and half-tone illus- 
trations of a number of plants of this class supplied to colliery 
companies, and gold mining and electricity undertakings. A 
tabular list of installations of exhaust and mixed pressure plants 
also appears. 

Messrs. W. H. BAILEY & Co., LTp., Albion Works, Salford, Man- 
chester.—Catalogue containing illustrated descriptions and prices of 
Bailey's " Tell-Tale” recording gauges for pressure and vacuum. 

From STOFFEL's ELECTRIC SwiTci Co., LTD., of 41, Eastcheap, 
London, E.C.; we have received a folder containing drawings and a 
description of the Weenen patent automatic point and signal 
control. 

THE DowsING RADIANT HEAT Co., LTD., 105, Great Portland 
Street, London, W.—New price list of electric radiators for the 
1912-13 season. Many attractive designs of luminous, convector, 
and illuminated convector radiators are shown, also red glow 
radiators and an illuminated log fire heater. A new departure is 
shown in the shape of a series of hot-bar radiators. 

THE LINOLITE Co., 25, Victoria Street, London, $.W.—4A batch 
of liste relating to Tubolite, and the Woodhouse steel casing. 

WALSALL ELECTRICAL Co., LTD., 57, Bridge Street, Walsall.— 
Price list of a new line of small portable ammeters and voltmeters, 
and of small switchboard instruments, both electromagnetic and 
of the moving-coil type. : Bet ы ud | ‘ 
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THE BENJAMIN ELECTRIO, LTD., 117, Victoria Street, London, 
S.W.—Complete price list and catalogue (86 pages) dealing with the 
Benjamin wireless clustera and lighting specialities. The list is 
fully illustrated and showa a number of new fittings, to some of 
which we refer in our New Devices " section to-day. 


Oil Prices Advance.— The Scottish mineral oil com- 
panies have decided to advance the prices of lubricating and fuel 
oils by 12s. 6d. to 13s. per ton. Prices show an advance of fully 
£3 10s. per ton from the lowest point touched during last year's 
depression." — Times. 


Trade Announcements, — Mr. W. H. TavLon 
announces that he has purchased the stock, goodwill, and book 
debts of the Electrical and Engineering Supplies Co., Ltd., of 
36-37, Upper Thames Street, E.C., and will carry on the business 
as the Electrical and Engineering Supplies Co., at Harold Wood, 
Essex, and at 77А, Queen Victoria Street, E.C. The new firm will 
have increased facilities for manufacturing and stocking motors 
and dynamos, control gear, switches, &c. For the present the 
telephone number is 6082 Central.“ 

Messrs. MICKELWRIGHT, LTD., manufacturers of electrical 
apparatus, announce that henceforth all communications should 
be sent to them at their new address, Well Works, Alperton, 
Middlesex. 

MR. L. A. WELLS, electrical contractor, has removed to larger 
premises at 6A, Parade, Canturbury. 


Point Controllers.—Orders for the Collins patent auto- 
matic point controllers with patent mercury stuffing box have 
recently been secured, or executed, by Messrs. Quillian Bros., Salford, 
as follows:—For Preston, three additional controllers ; Newport 
(order for five controllers) ; Accrington (repeat order); Sheffield 
(one machine): Wallasey (three machines). 


Advertising in Turkey. — Though it is unlikely that 
electrical firms will be disposed to enthusiastically pursue energetic 
advertising schemes in Turkey at this particular moment in the 
country's history, we mention the following ав а criticism (in the 
Near East) that may be worth remembering :— 

Advertising is as necessary to developing and retaining trade in 
this country as in any other, and yet, with a few solitary excep- 
tions, British manufacturers do insufficient newspaper or poster 
advertising. Notwithstanding our preponderant share of Turkey's 
trade, one sees less than one poster in ten of British-made goods, 
and perhaps even a lesser percentage of advertisements in the local 
press. It should be remembered that illustrated advertisements 
appeal more to the Oriental than whole pages of letterpress." 


LIGHTING and POWER NOTES. 


| Abbets Langley,—The P.C. has decided in favour of 


the Watford U.D.C. having powers to supply current in the rural 
district, owing to the high price of gas. 


Acton.—The difference between the U.D.C. and the 


Metropolitan Electric Supply Co. (who in 1911 purchased the 
Council's electricity undertaking by statutory powers) which arose 
over the claim of the company to the balance of certain unexpended 
capital taken up by the Council for the purposes of the under- 
taking, &c. has now been amicably settled, the Council having 
handed over the balance of capital (£5,710), and in return having 
received a cheque for £2,710 for payment of loans, interest, &c., 
for which the company is responsible under the terms of the 
transfer capital stores ; meters purchased out of revenue, and free 
wiring of installations purchased out of revenue. A friendly 
arbitration is to settle the amount of rental to be paid the Council 
in regard to the site of the generating station. 


Argentina.—The president of the Banco Francés has 
sent in his proposal to the Buenos Ayres Municipality for electricity 
works in the Federal capital. The following are the main points: 
—Concession to the end of 1957, when all works, plant, &c., erected 
during the first 15 years, would revert to the Corporation. The 
capital invested after the first 10 years to be amortised yearly at 
the rate of 3} per cent. Tariffs are specified for private houses 
and offices, public lightiog, municipal offices, hospitale, \c., heating 
and power. The General Electric Co., of New York, are the 
а advisers to the syndicate, represented by the French 
Bank. | 

The Municipal Council of the city of Buenos Аутев has approved 
in general the ad referendum contract entered into by the Mayor 
with the Italo-Argentina Electric Light Co., for establishing works 
in the Federal capital, and it is expected that the project will be 
definitely approved. Therapidity with which this project has been 
dealt with by the Corporation, says the Review of the River Plate, 
has called for considerable comment in the daily Press, which 
desires to know why the other two projects presented could not have 
been dealt with at the same time. 


Australia.— The report of the Sydney municipal 
eleotricity department for the year ending December last shows an 
output of 17,768,210 units as against 14,398,918 units in the pre- 
vious year. For power over eight million units were sold, and for 
public lighting 11 million units. The gross profit on the under- 
tak ing was 4 77.265, as compared with £56,236 in 1910, and the 
net profi? £51,010. From this £24,504 was contributed to 


" "depreciation reserve,“ being 3 per cent. on £816,7 90, the amount 


of capital expended at June 30th, 1911, and the balance with other 
items, amounting to £29,710, is carried forward to next year. The 
department appears to have set aside for sinking fund and reserve 
some £150,000 in addition. 

The announcement recently made by the Melbourne City Council 
of ita intention to seek enlarged powers in order to supply electric 
light fittings to consumers on the plea that private firms charge too 
much, has elicited a protest from the Electrical Traders’ and Con- 
tractors’ Association, a deputation from which has discussed the 
matter with the Electric Supply Committee of the Council. 

The North Sydney Council has appointed Mr. G. A. Julius as 
the consulting engineer to the proposal to install electric light within 
municipality and also for the erection of a.destructor. The appli- 
cations from firms and corporations willing to carry out the scheme 
have been submitted to him for consideration and report to the 
Council. There were six applications, including one from the 
Sydney City Council and the Public Worke Department. ‚ 

The Municipality of Parramatta (N.S.W.) proposes installing 
electric light, and applications are being received for the erection 
of & generating plant aud installation for the supply of electricity 
for public street lighting and private consumption.— Australian 
Mining Standard. 


Ayr.—The Corporation electrical engineer reporta that, 
during the past year, 11 million units were generated, being a 
decrease of 1°4 per cent. from the previous year. The capital 
expenditure to date is £104,824. The revenue for the year was 
£13,133--a decrease of £1,017 compared with the previous year, 
and the net surplus on the year's working was £996. . 


Barnes.—At a recent meeting of the Council a motion 
to refer back the decision of the Electricity Committee to take no 
action in the matter of purchasing 50 electric irons, for lending to 
approved consumers for the purpose of demonstrating the adapt- 
ability of the electric service, was passed. 


Bromley (Kent).— The Electric Light and Power Co., 
Ltd. has applied to the B. of T. for an order permitting it to 
supply current in bulk to the West Kent Electric Co., Ltd., and to 
the Chislehurst Electric Supply Co., Ltd. 


Сапайа, — The E. В. Eddy Co, of Hull (on the 
opposite, Quebec, side of the Ottawa River from Ottawa) has under 
construction a hydroelectric power plant, which, when completed, 
will be one of the largest self-owned industrial power plants in the 
world. The Eddy Co. claims to be thelargest wood manufacturing 
concern in the world. 

The supply rates for thecity of Winnipeg have been reduced. The 
matter has been pending since the opening of the new civic power 
plant. The rates fixed are 34 cents per KW.-bour for light, with a 
10 per cent. discount for cash, which places the light at less than 
3 cents (14d.) per unit, Up to a recent date the Winnipeg Electric 
Railway Co. had been charging the householders 10 cents per 
KW.-hour. Power rates, fixed by the city, range from } cent to 
14 cents per KW.-hour. These prices work out on a basis of cost so 
far below that which obtained heretofore that the citizens are 
reported to be highly pleased with their own municipal light and 
power plant. 

Another new power development in the vicinity of Montreal, 
which will soon be looking to London for money for development 
work, is the Carillion plant, situated 60 miles up the Ottawa River 
from Montreal, and about the same distance from Ottawa. 
Carillion is the terminal point of the Ottawa River Navigation Co. ; 
navigation is interrupted here by the Carillion falle, necessitating 
canals and locks, and for many years a great deal of power has 
been going to waste at this point. Estimates of the amount of 
power vary very greatly, some placing it as high as 150,000 H. P. 
Mr. Henry Myles, formerly president of the Montreal Board of 
Trade, is at the head of the company which proposes to develop 
the falls. 

A correspondent says that municipal plants in Canada appear 
to be flourishing, notwithstanding the fact that they have cut the 
old prices charged by the private companies not only in two, but 
in some cases, like Winnipeg, in three. The Regina plant will 
have a surplus this year, 1912, Of $70,000, exceeding the early 
estimates by $28,000. 

Peterboro, Ont., has passed a by-law authorising the city to 
install a hydroelectric power plant to cost $88,000. 


Cannock, — At the request of the Wolverhampton 
Corporation, the R.D.C. has given its consent to the granting to the 
‘Corporation by the B. of T., under the provisions of the Electric 
Lighting Acts, 1882 to 1902, of a provisional order authorising the 
supply of electricity within an area comprising the parish of Bush- 
bury. The Council has also decided to waive its rights to receive 
the notice required by the Electric Lighting Act, 1882, to be given 
to a local authority on or before the Ist day of July. 


Chatham.—tThe T.C. on October 9th accepted a lighting 
scheme for High Street submitted by the Kent Electric Power Co. 
as under :—Lighting with 23 600.c.P. metallic-filament lamps, 11 
to be extinguished at midnight, £450 per annum ; capital expendi- 
ture for fixing, £357, less value of lamp columns (£101 10s.). 


Cheltenham.— The T.C. has decided to reduce to Id. 


per unit the charge for current for power, except for supplies 
wholly or mainly required during the time of the peak load. 


Colchester.—In view of the increased cost of coal, the 
T.C. has reduced the discount allowed to congumers of current for 
lighting from 5 per cent. to 24 per cent, 
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Continental Notes.— BELGIUu.— With the title La 
Société Force Eclairage et Docks de Gand, a company has just 
been formed in Ghent, with a capital of £160,000, to erect a large 
ooke-making establishment with by-product recovery plant, an 
electricity generating station in which part of the waste gases will 
5 and for the working of a new dock at the port of 

nt. 

SWEDEN.—The Storfors Brucks Co. are about to establish a large 
electricity generating station at Lillfors, in connection with their 
iron works at Storfors. 

FRANCE.—The sixth power station on the picturesque Roya 
River, in thé Alps Maritimes, built within the past 10 years, is now 
under construction at Fontan by the Société des Grands Travaux 
de Marseilles for the Société Energie Electrique. The building of 
a seventh power station will, it is stated, be undertaken without 
delay.— Z/ Industrie Kleetrique, 

Rv881A.— The Rouchials waterfall, on the river Vuoksa, in 
Finland, has been acquired for the purpose of developing electric 
power. The fall will develop 48,000 H. P. 


Devonport.—A disorderly scene occurred at the B.C. 
meeting on the 10th inst. in regard to the discharge of a fitter from 
the Corporation eleotricity works. An explanation was given by 
the engineer (Mr. Spark) that the step was necessary in order to 
maintain discipline and good order at the works. 


Dudley.—4A request having been made to the B. of T. 
for a public inquiry in reference to the sale by the Corporation of 
the electrical undertaking, & reply has been received from the 
Board stating that the Corporation is empowered, subject to the 
conditions specified in Sec. 69 of the Electric Lighting Order, to 
transfer by deed its undertaking to a company at any time. No 
deed has, however, been submitted as yet to the Board, who, on 
receipt of the same, will consider fully the representations that 
have been made. 

A meeting of members and friends of the Dudley Traders’ 
Association was held last week under the chairmanship of 
Mr. A. E. Longmore, at which Councillor Tanfield delivered an 
address in reference to the sale. He said that he had taken 
the advice of a consulting engineer who inspected the works. 
His engineering friend bad assured him that £5,000 would put the 
plant into a condition sufficient to carry on satisfactorily for the 
next few years. Mr. George Conaty, consulting engineer, Birming- 
ham, also spoke. He compared the Dudley works with those of 
24 similar towns, and argued, therefrom, that there was no reason 
for the Corporation to rush to a sale. 


Dundee,—The concrete piling and foundations for the 
Dock Street sub-station, situated near the entrance of the Harbour, 
were completed last week, and building operations are being 
carried on as fast as possible ; a sub-station is also being erected in 
Larch Street. | 


East Rent,—The South-East Kent Electric Power Co., 
Ltd. has applied to the B. of T. for permission to erect overhead 
lines from Tilmanstone Colliery to Eythorne and district in the 
new colliery area, for the transmission of current at a pressure of 
11,000 volts. 


Hendon.—The North Metropolitan Electric Supply Co. 
has applied to the R.D.C. for permission to supply current within 
the Council's area. 


Hereford.— The T.C. has received from the L. G. B. 
sanction to a loan of £1,000 for services, repayable within 25 
Fears. | 

Hessle.— The U.D.C. has decided to negotiate with the 
Hull T.C. and such companies or firms as thought fit, with the 
object of putting the E.L. Order into force on the best possible 
terms for the ratepayers. 


Hove.—After a lengthy discussion on October 10th, the 
T.C. deferred for further consideration by members the recommend- 
ation (mentioned in the last issue of the ELECTRICAL REVIEW) to 
give the E.L. company notice of the Council's intention to exercise 
its right to purchase the undertaking. 


Hitchin.—The U.D.C. has decided to light the water- 
works’ engine house by means of, a small independent plant at an 
estimated cost of £43. Gas has cost £16 a year, and electricity will 
save about £7 per annum. 

Japan.—The Tone Hydraulic Electric Power Co. is 
reported to be in negotiation with reference to the establishment of 


electricity generating stations at Yoshimok and at a point on the 


upper reaches of the River Tone. It is stated that the plants to be 
put down will have a total capacity of 100,000 n.r. 


Kendal.—The T.C. has applied to the L. G. B. for a loan 
of £1,000 for cables (£800), services and meters. 


Kingstown.—The question of the electric lighting of 
Kingstown, Dalkey and Blackrock came before the Kingstown 
Urban Council on Monday. and an animated discussion followed. 
Mr. E. H. Andrews, vice-chairman, moved the adoption of the 
report furnished by the Roads Committee. He said there was a 
widely-expressed desire for the undertaking, especially amongst the 
traders. He was confident that the proposed company could be 
floated, and that the Council's interests would not suffer. If the 
propoeal were frustrated the scheme would be delayed for a number 
of years. Mr. Evans explained the scheme; the company intended 
to erect a central generating station for Kingstown, for which it 
had been offered a suitable site at Glasthule In the station it would 


and roada. 


install alternators driven direct by high-speed internal-combustion 
engines, which would supply three-phase alternating current to 
sub-stations or transformers in Kingstown, Blackrock and Dalkey, 
and it would be possible to light all shops and houses on the tram 
line from Dalkey to Blackrock. In addition, it was proposed con- 
currently to lay 4 miles of low-tension mains along streets and 
roads. The scheme would at the start light over 7 miles of streets 
At the commencement the charge for the ligbt would 
be 4jd. per unit, and for power 11d. per unit, and it was hoped in 
the near future to be able to make a reduction in these charges. 
The scheme would bring additional work and money into the town- 
ship and would roughly cost £25,000, the major portion of which 
would be spent in Kingstown. Mr. Croskerry said that there 
were three ways in which the company could carry out 
the undertaking — first, by Act of Parliament; secondly, 
by provisional order; and thirdly, by the consent of 
the three Councils to the opening up of the roads, and 
the laying of the mains. It was intended to adopt the third of 
these alternatives, and thus avoid the very heavy tax which the 
cost of obtaining Parliamentary powers would put upon the 
capital of the company. The latter, while not looking for the 
street lighting, would be prepared, if necessary, to light, clean, 
and maintain all arc lamps of 1,000 c.P. which the Council might 
place on any of the streets or roads through which the company’s 
main lines were laid, or within 75 ft. of any high-tension or low- 
tension main, at the rate of £16 per annum for lamps burning 
1,500 hours, or, in the alternative, to supply the Council with 
current for lighting purposes at cost price, namely, at 2}d. per 
unit, and to allow the Council to carry out the lighting of the 
streets itself. It was suggested that, as several members of the 
Council had financial interests in the proposed company, the matter 
should be postponed for a month, but after further discussion, the 
report of the Roads Committee recommending the scheme was 
adopted. 


Ledbury.— Messrs. Brown & Parsons, Ltd., of Leamington, 
have informed the U.D.C. that they are applying for a prov. order 
for E.L., and that owing to the absence of these powers they are 
unable this year to tender for the public lighting, as they had 
hoped to do. 


Llanfairfechan.—A special meeting of the U. D. C. has 
been held to interview Mr. W. R. Walton, of Manchester, in 
reference to a lengthy report which he has submitted on the 
question of lighting the town by electricity. Mr. Walton advises 
the Council to obtain powers for providing and working such an 
undertaking, and to immediately make inquiries as to probable 
consumers in case a supply were available. He estimates the cost 
of developing water power, building the dam, providing and laying 
a steel pipe, &c, at about £5,500. If oil engines were used, it 
would cost about the same. A steam plant would cost £4,900 for 
the complete installation, and a suction gas plant about £4,650. 
He estimated the gross net revenue at about £850 per annum. 
The report was discussed at length with the engineer, and 
ultimately it was decided that before coming to any decision in the 
matter, each member be supplied with & copy of the report, and 


- that a further special meeting of the Council be called to consider 


the matter. 

London.—SrETNEVY.— Application is to be made to the 
L.C.C. for sanction to the borrowing of £2,500 for meters and 
£2,800 for house servicer. 

BERMONDSEY.—The Electricity Committee has given instructions 
for an insurance policy to be taken out against loss of profits 
through inability to supply consumers owing to the stoppage of 
supply in the case of fire, at an annual premium of £3. This 
policy covers £6,000 for three months’ period of interruption. 

PoPLAR.—The Electricity Committee has considered a report 
of the electrical engineer on the subject of low-tension mains. 
The report points out that the increase in load over last year 
is quite unprecedented, and that, as the bulk of the increased 
supply is to consumers on the Isle of Dogs, the number of feeders 
out of the Millwall sub-station will have to be increased. Owing 
to the prerent high value of copper and lead, which would render 


. the cost of the new feeders abnormal, the engineer suggests that the 


major portion of the work should be carried out with reclaimed 
dormant cable, at a cost of £1,367, new materials being used for 
the remaining portion at a cost of £492. 

STOKE NEWINGTON.—The Public Health Committee reports that 
it has agreed with the Electric Lighting Committee that, as from 
March 31st last, the charge to be made against the undertaking in 
respect of the steam supplied from the refuse destructor for the 
generation of current shall be at the maximum rate of £1 per 
1,000 units for all low-tension units delivered at Edward's Lane 
station (the minimum charge to be £10 per quarter for water con- 
sumed), and the payment of the balance between such minimum 
and maximum rate to be subject to deduction of the extra cost of 
the bulk supply consequent upon failure of the steam supply from 
any cause, each quarter to be calculated separately. 


Lossiemouth,—At a special meeting of the T.C. it was 
agreed to proceed with an electric lighting scheme for the town, 
various offers having been reported on by Mr. J. A. Bell, of 
Aberdeen. . 


Lowestoft.—The T.C. has decided to rent shop premises 
in High Street at £20 а year for use as a showroom, &c., in con- 
nection with the electricity department. 

Lytham.— The question of electric lighting which ba 


excited public interest on many occasions during the past couple 
of years, has once more come to the front in the decision of the 
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St. Anne's Urban Council, who alreadyipossess & plant, to apply to 
the Board of Trade for an order to supply current in the Lytham 
urban district. The Lytham Council, with the support of the trades- 
men's and the ratepayers' associations, is also applying for powers 
to install its own electrical plant, in order to supply electricity for 
all purposes in its own district; and the rival applications are 
creating a lively interest in the two towns. 


Mansfield.—Some time ago the Mansfield Guardians 
decided to install the electric light throughout the workbouse, and 
а committee was appointed to prepare a scheme in order that the 
L.G.B. might be asked for sanction toa loan. This was done, but 
it transpired at the last meeting of the Guardians that the lowest 
tender was £200 in excess of the amount they had obtained 
sanction for, consequently the committee has been instructed to 
revise the specification, and to take what steps it deems advisable 
in the matter. 


Midlothian.—The County Council has referred to the 


General Committee an application by the Colinton Tramways Com- 


mittee for the consent of the Council to an application to the 
B. of T. for an order under the Electric Lighting Acts, for an area 
in the parishes of Colinton and Corstorphine. 


New Malden,—After several months’ dispute, the final 
report of the surveyor of the U.D.C. has been accepted in regard to 
the installation of about 90 lamps in the public offices by a local 
contractor at a cost of £144, as against a sum of £150 sanctioned 
by the L.G.B. It appeared that the lowest tender had not been 
accepted, and that an utterly unfounded allegation had been made 
as to a business connection between an official of the Council and 
the contractor. The U.D.C. will shortly consider a scheme for 
electric street lighting from the mains of the Wimbledon municipal 
undertaking. 


had grown very much in their district, and it now became necessary 
for them to extend their generating plant, and to get in a modern 
engine. It was suggested that a Diesel engine should be obtained. It 
was also necessary, in consequence of the increased plant, to 
extend the buildings. The electricity department had been very 
successful, and at the end of the financial year, he believed, would 
show a profit of about £1,500. The Committee which went into the 
matter recommended the Council to apply to the L. G. B. for the 
loan of £9,000, and this was agreed on. ` . 


Port Glasgow,—The protracted negotiations between 
Port Glasgow and Greenock Corporations regarding the supply of 
electricity to shipbuilders seem at last to have resulted in bringing 
about a settlement. At a private meeting of the Port Glasgow T.C. 
it was resolved to enter into an agreement with Greenock Corporation 
whereby Port Glasgow will apply during the present session of Parlia- 
ment for an electric lighting order, authorising it to supply electrical 


. energy for all purposes within the burgh of Port Glasgow. It will 


ask for power to transfer the order to the Greenock Corporation 
within 12 months, Greenock to undertake to accept such a transfer. 
Greenock, it is stated, is to undertake to immediately distribute 
current for all purposes within the burgh of Port Glasgow, and to 
bear the whole expense of the order and the deed of transfer. 


Scarborough.—The Electric Supply Co. has been 
holding a series of exhibitions in cooking by electricity at the 
Aibert Hall. 


Skelton and Brotton.—The U.D.C. hae, by 14 votes 
to 3, decided to apply to the B. of T. for a prov. order for 
E.L. A report on the question has been prepared by Messrs. May 
and Hawes, of London. 
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FIG. 1.— PLAN OF THE VALLEY ROAD ELECTRICITY WORKS OF THE BRADFORD CORPORATION, 


Newport (Mon.).—The T.C. has applied to the L. G. B. 
for a loan of £3,220 for electricity purposes. 


Northfleet.— Mr. E. Castle has applied to the Gravesend 
T.C. for & supply of current for new cement works he is con- 
structing at Northfleet. The Council desires guarantees for the 
payment of not lees than £500 per annum for a period of five 
years, with further guarantees for adequate compensation in respect 
of mains rendered unproductive by the discontinuance of the 
works. 


 Nuneaton,—The R. D. C. has consented to an application 


by the Leicestershire and Warwickshire Electric Supply and Power 
Co. for the erection of overhead transmission lines in the district. 


Pembroke (Dublin).—At а meeting of the Council, the 
Roads Committee recommended the Council to press on matters 
connected with the proposed loan of £9,000 for electric lighting 
improvements. The chairman said that the demand for electricity 


Sligo.—The В. of G., after considering tenders and 
examining the scheme of the engineer in connection with the 
proposed electric lighting of the town, and also hearing the obser- 
vations of a representative of Meesrs. Parte, has abandoned the 
proposal for the electric lighting of the workhouse. It appeared, 
during the discussion, that several members of the Board were 
shareholders of the Sligo Gas Co., and in the course of a noisy 
debate, allegations were made that the place would be blown up 
if electricity were used, and that local carters would lose their jobs 
iu carrying coal to the gas works. On theother hand, Ald. Jinks is 
reported in the Sligo Times to have remarked: It is an awful 
thing to get up here and speak against the gas ccmpany." 

Application is to be made by the Corporation to the B. of T. fora 
provisional order authorising the adoption of an electric lighting 
scheme for the town. 


Swindon,—The T.C. has received the sanction of the 
L.B.G. to a loan of £6,500 for electricity purposes. 
7 (Continued on page 623.) 
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ELECTRICITY SUPPLY DEVELOPMENTS AT BRADFORD. 


Last week as briefly recorded in our pages, the official into a well-lighted and equipped rotary sub-station or “ H.T. 


ceremony of starting the third Curtis turbo-generator, 


recently installed at 
the Corporation 
electricity works, 
took place. 

This development 
provides another 
landmark in the his- 

tory of one of our 
most enterprising 
municipal electricity 
supply undertakings 
—that history, as 
our readers are 
aware, having been 
closely followed in 
our own pages.“ 


The original 
generating station 


(No. 1) at Bolton 
Road, opened in 
1889, has long since 
been relinquished to 
other uses, while at 
the second, or No. 2 
station, at Valley 
Road, which was 
opened in 1897, 
some equally strik- 
ing changes have 


Fig. 2.—INTERIOR OF THE VALLEY ROAD No. 3 STATION, SHOWING THE 
TURBINE AND RECIPROCATING ENGINE PLANT. 


annexe," which also houses the extra-H.T. alternating switch- 


gear for the three- 
phase plant in- 
stalled in the two 
Valley Road  sta- 
tions. 

As regards the 
No. 3 station, it 
now contains 
14,500 Kw. of gene- 
rating plant, in- 
cluding four slow- 
speed cross - com- 
pound vertical 
Corliss engines of 
1,600 I. H. p. each, 
by Cole, Marchant 
and Morley, and 
Musgrave & Sons, 
coupled to 1,000- 
Kw. Westinghouse 
direct-current gene- 
rators and three 
D.T.-H.-Curtis ver- 
tical turbo - alter- 
nators, each of 
3,000 Kw. (5,000 
H.P. nominal 
capacity. The latter 
sets are in most 


occurred ; the boiler house there, with its marine boiler 
and induced-draught equipment has been transformed 


i ELEC. Rev., June 10th, 1892, original installation at Bolton 
Road No. 1 station ; November 26th, 1897, Valley Road No. 2 station ; 
December 18th and 25th, 1903, Valley Road Nos. 2 and 3 stations. 


FIG. 3.—CURTIS TURBINE PLANT AT THE VALLEY Roan No. 3 STATION, BRADFORD. 


striking contrast to the former, both in regard to floor space 
taken up, viz., 57 sq. ft. for the turbine, as against 683 
sq. ft. for the reciprocating set, and steam consumption per 
unit generated, i.e., 16 lb., as compared to 20 lb. В 
The new turbine set which we illustrate in fig. 3 with 


F 
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the two previous ones, has been designed to give 4,500 Kw. 
continuously (5,000 K.v.4. at 9 power factor) at 6,600 
volts, three-phase, 50 cycles, when running at 1,500 R. P. u. 


: j " , A — 
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Fra. 4.—TURBINE-DRIVEN CIRCULATING PLANT IN THE 
BASEMENT, 


It is the largest vertical turbo-alternator built in the 
United Kingdom. The two previous sets were designed 
each to carry 3,000 Kw. continuously, and with an over- 
load capacity of 4,500 
KW. for a limited 
period, while the new 
one is designed to 
carry 4,500 Kw. con- 
tinuously. 

It is mounted simi- 
larly to the earlier 
sets on а sub-base con- 
denser, and the tur- 
bine is as nearly as 
possible similar to the 


previous ones, the 
generator rotors being 
interchangeable. 


When developing 
3,750 K. V. A. at 6,600 
volts, the temperature 
rise above the sur- 
rounding air of any 
part of the alternator 
will not exceed 40? C., 
and at 5,000 k. v. A., 
and ‘9 power factor, it 
will not exceed 50? C., 
measured by ther- 
mometer. 

Àn exceptionally 
large and well-lighted 
basement, some 18 ft. 
in height, contains the 
whole of the condenser 
auxiliary plant for the 
three turbines, the sub-base condensers being of the 
Worthington type. 


The new condenser when supplied with cooling water at 


80° F. and dealing with 70,200 lb. of steam per hour will 
maintain a 27-in. vacuum. When dealing with 60,000 lb. 
of steam per hour it will maintain a 273-in. vacuum; and 
when dealing with 49,500 lb. of steam per hour it will 
maintain a 273-in. vacuum. The cooling surface of the 
sub-base condenser is 8,200 sq. ft. 

The circulating pump is of the twin type, capable of 
delivering 8,000 gallons of water per minute against a head 
of 60 ft., and is separately driven by a 200-B. H.P. Curtis 
steam turbine running at 1,700 R.P.M., shown in fig. 4, 
which is supplied with steam at 180 lb. pressure and 100° F. 
superheat. The auxiliary turbine exhausts into a feed water 
heater, the back pressure of which will not exceed 20 lb. per 
sq. in. absolute. | 

This method of driving auxiliaries by small steam turbines 
is becoming popular, owing to the convenience in starting 
up the plant and the small space occupied where usually 
little space is available, and where the exhaust steam from 
the smaller turbine can be conveniently used in a feed water 
heater, the efficiency of this arrangement nearly approaches 
the ideal. 

The main turbine speed can be varied from the switch- 
board at will during the process of synchronising by means 
of electrical gear and & motor operating upon the governor 
gear of the turbine. | 

The air required for ventilating the thrce turbo-alternators 
is drawn through a B.T.-H. air filter consisting of 42 remov- 
able box sections, each fitted with special filter cloth. These 
filter sections are supported in a suitable framework, and are 
individually removable for the purpose of cleaning—two 
spare sections being provided for this purpose. 

.The filtered air is. passed along through the overhead 
ducts (shown in fig. 3) to the alternators. 

The air filter is capable of dealing with 60,000 cb. ft. of 


air per minute. 


No separate blower fans are provided for circulating the 
air, the alternator rotors being so designed as to propel the 
necessary air supply by their own action. 

Our illustration, fig. 2, clearly shows the great difference 
in space occupied by the turbine and vertical engine sets, 
three of the former cccupying the same space, but with 
over 10 times greater output than one of the latter. 

In connection with the earlier turbines, the circulating 
pumps were driven by 180-H.P. variable speed shunt-wound 


Fig. 5.—THE BOILER House, No. 3 STATION; NEW TYPE OF CHAIN GRATE IN FOREGROUND, 


motors, controlled through Brook-Hirst switch pillars ; the 
three circulating plants, however, together with two Allen 
eteam-driven circulating pumps in the adjoining station 
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supply the whole of the condensing water requirements 
of both the Nos. 2 and 3 stations, the former of which 
contains some 6,000 н.р. of Willans engines. 

Each of the turbine units is provided with a three-throw 
air pump, gear-driven from a 25-H.P. motor, and duplicate 
motor-driven three-throw pumps working in conjunction 
with an accumulator, are installed for the pressure water 
supply to the turbine footstep bearings. 

The boiler house which we illustrate in fig. 5, contains 
10 Babcock boilers, each with an evaporative capacity of 
18,000 lb. of steam per hour, also two larger boilers by the 
same makers, each of 25,000 lb. evaporative capacity ; these 
supply steam at 180 lb. pressure, superheated 200? F. 

All the boilers are equipped with chain grate stokers, the 
two latest ones, shown in the foreground in fig. 5, being of 
the most modern type, having only one wide grate per boiler. 

The wide grate is supposed to allow of the use of smaller 
fuel and is more easily repaired in case of breakage to a 
link. 

In connection with these boilers are overhead coal bunkers 
of 3,000 tons capacity, feeding the stokers through Avery 
travelling weighing machines and spouts ; also coal and ash- 
conveying plant, two large economisers and four 10,000- 
‘gallon per hour Hall feed pumps. 

An interesting little motor-driven apparatus, which has 
proved very effective in use, is the Hamler Eddy smoke 
recorder, in the economiser house ; this device pumps small 
quantities of smoke from the chimney, through a fine nozzle 
on to a recording chart, giving a smoke line of approxi- 
mately the same density as the chimney discharge, which is 
examined daily and duly respected by the boiler house staff ; 
another device which has proved very useful, is the 
Kentometer installed in connection with the turbo-condensers, 
and which gives directly the percentage of perfect vacuum 
without reference to the barometric reading. 

For operating purposes the works just described are 
coupled both on the steam and electrical sides to the adjoin- 
ing No. 2 station, where, indeed, the whole of the extra-H.T. 
three-phase and direct-current switchgear is installed. 

In the latter works the original 12 Willans sets still do 
service on the peak and for balancing purposes, although 
one might hazard a guess that in view of the No. 3 engine 
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FIG. 6.—DIRECT-CURRENT REMOTE CONTROL BOARD AT 
THE No, 2 VALLEY RoAD WORKS, 


room being now full of plant, their days are probably 
numbered, 

This station also contains a boiler house with five Babcock 
units, each of 14,000 lb. evaporative capacity—now used 


only during the winter months—with economiser, feed- 
pumps, &c., and condensing plant. 
The whole of the condensing plant at both stations is 
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FIG. 7.—SHOWING THE ARRANGEMENT OF THE CURTIS 
TURBINE PLANT. 


coupled by means of a ring circulating system to three 
cooling towers, one large Davenport tower with three 
chimneys, of 365,000 gallons per hour capacity, one by 
thesame maker of 213,000 gallons per hour capacity, and an 
older Klein tower of 160,000 gallons capacity. These are 
mounted over reservoirs having a capacity of 2,250,000 
gallons, and the larger ones are shown in fig. 9. In con- 
nection with this plant a Lescole distance thermometer and 


Fic. 8.—1000-kw. CIRCUIT BREAKERS, OPERATED FROM THE 
BOARD SHOWN IN THE ADJOINING VIEW, 


plug board is provided in the No. 3 engine room, by means 
of which the temperature of the turbine condenser inlet 
and outlet, air pump discharge and cooling tower water, and 
boiler room feed can be instantly obtained. The general lay 


622 


THE ELECTRICAL REVIEW. 


[Vol 71. No. 1,821, OCTOBER 18, 1912. 


out of the two stations is shown in fig. 1, page 618; the 
large area of land between the cooling tower plant and stations 
is being used for supplementary coal storage, a reserve of 
6,000 tons being aimed at in addition to the bunker capacity 
in the stations. (To be continued.) 


A 28,000-H.P. ZOELLY STEAM TURBINE. 


Messrs. ESCHER, Wyss & Co., of Zurich, have recently 
Rheinisch-Westfülischen electric power 


delivered to the 


FIG. 9,——DAvENPORT COOLING TOWERS AT THE BRADFORD ELECTRICITY WORKS 


(See previous page). 


station in Essen, one of the largest steam turbines contained 
in one casing that has up to the present time been built. 
This turbine is designed to develop 22,500 H.P. effective, 
under normal continuous working, at a speed of 1,000 R.P.M., 
the initial steam pressure being 150 lb. per sq. in. above the 
atmosphere and the steam temperature, 572^ F. at the stop 


A 
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valve, while the turbine exhausts to a vacuum of 27} in. 
In this case only a low vacuum is obtainable, as the tem- 
perature of the circulating water for the condensing plant is 
comparatively high, being re-cooled through a cooling tower. 
The turbine can develop 28,000 н.р. continuously, and even 
30,000 н.р. for short periods. 

The design is of the usual **Zoelly" type, to which 
Messrs. Escher, Wyss & Co. have already constructed well 
over 225 machines, with a total of approximately 
500,000 H.P. The turbine rotor consists of 14 runner 
wheels, and the total weight of the rotor, including shaft, is 
26 tons. The generator rotor, which is of the Siemens- 
Schuckert type, is connected to the tur- 
bine shaft by means of a rigid coupling, 
and weighs 60 tons. "The generator and 
turbine rotors are supported by four bear- 
ings which are lubricated with about 130 
gallons of oil per minute, under pressure. 
When starting up the turbine, the oil pres- 
sure i8 obtained by a small steam turbine- 
driven centrifugal oil- pump, and as 
soon as the turbine has attained its 
normal speed, a cogged-wheel pump, 
driven from the main shaft, produces the 
desired pressure and the centrifugal pump 
is then shut down. "The oil flows from 
the bearings to an oil tank contained 
in the bed-plate of the turbine, where it 
is cooled by means of water coils; it is 
then pumped back to the bearings by the 
cogged-wheel pump, and continues the 
cycle thus described. Only a very small 
quantity of oil is required from time to 
time to make up for waste. 

The exhaust steam is led through a pipe 
3 ft. in diameter to the surface condens- 
ing plant situated in the basement of 
the power house and immediately below 
the turbine, the circulating water being 
supplied from а cooling tower. A 
separate pump delivers the condensed steam into a tank, from 
whence the boilers are fed by means of feed pumps. 

This large turbine, owing to its simple design, requires 
little more attendance than much smaller units. 

Our view shows the turbine during construction in the 
shops of Messra. Escher, Wyss & Co., at Zurich. 
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LIGHTING and POWER NOTES. 


(Continued from page 618.) 


U.S. A.— The longest transmission line so far known is 
under construction from Los Angeles, California, to Big Creek, a 


distance of 248 miles. Power is to be conveyed at a pressure of 
150,000 to 175,000 volts. 


Uruguay.—lIt is reported from Monte Video that as soon 
as the Electric Monopoly Bill receives the sanction of the Senate, 
it is the intention of the Government to erect State power houses 
in 15 towns immediately. These are La Paz, Las Piedras, Pardo, 
Punta del Este, Maldonado, San Carlos, Santa Lucia, Canelones, 
Rosario, Delores, Nico Perez, Sarandi del Yi, Treinta y Tres, San 
Fructuogo and San Eugenio. The installation of these services is 
estimated at from $25,C00 to $30,000 gold each, and tenders will 
shortly be call for them.— Rericw of the River Plate. 


Walsall.—Sanction has been received from the L.B.G. 


to the borrowing of £9,000 in respect of capital expenditure for 
the undertaking. 


Warrington.—The annual statement of accounts shows 
that the gross profit on the electricity undertaking forthe year 
ended March 31st last was £7,709, and the net profit £1,745. 
After transferring £500 in aid of rates, and £363 as a contribution 
to capital, the working balance shows a credit of 43,078, while 
the reeerve fund amounts to £9,358. The capital expenditure was 
£6,558, and the debt repaid £3,859. The loansoutstanding amount 
to £79,046. The quantity of electricity generated was 4,207,932 
units, a considerable increase on the preceding year. 


Watford.—A loan of £3,685 for additional generating 
plant has been applied for by the U.D.C. 


Whitehaven,—The T.C. has decided to expend £150 
on the purchase of “Tricity” cooking outfits, which are to be 
installed at rentals ranging from ls. 6d. to 6s. per quarter. The 
necessary wiring will be done by the Council through local con- 
tractors, 


TRAMWAY and RAILWAY NOTES. 


Argentina,— Messrs. J. G. White & Co., of Buenos 
Ayres, have sent an expert to San Juan, with the object of reporting 
upon the possibility of establishing a system of electric tramways 
in that town and the surrounding district. 7ле Heriew of the River 
Plate anticipates that the report will be favourable. 


Baildon,—Terms have been settled between the Bradford 
Corporation and the Baildon U.D.C. with regard to the extension of 
the Bradford tramwsys from the present terminus at Baildon 
Bridge, Shipley, to Baildon, A provisional order will have to be 
applied for by Baildon, and some time will elapse before the exten- 
sion is made, 


Birmingham.—The Tramways Committee hopes to 
bring forward shortly a recommendation with regard to the pro- 
vision of better means of communication between the Selly Oak 
tramway terminus and Northfield. The Committee is of opinion 
that no railless trolley system at present known can become a 
substitute for tramways, as it could never adequately deal with 
large masses of people owing to the size of the vehicles, which can 
only carry 28 passengers. 


Burley-in-Wharfedale.— A special meeting of the 
U. D.C. has conditionally approved of the proposals of the Leeds 
Corporation for the introduction of a system of railless cars from 
the present terminus at Guiseley to Otley, and also through Burley 
to IIkley. 


Brad ford-Halifax. — Negotiations are in progress 
between the Tramway Committees of the two Corporations with 


reference to the proposed running of through cars between Bradford 
and Halifax, and Bradford and Brig house. 


Continental Notes. — ArsTRIA.— The State Railway 
authorities are about to establish a plant to utilise the water power 
of the River Saslach, near Kibling, for generating the necessary 
energy for the operation of the Salzburg, Reichenall and Berchtes- 
gaden Railway, which is at present being converted to electric 
traction. It is estimated that about 2,000 H.P. will be available. 

IraLy.—An important scheme has been drawn up for the con- 
struction of an electric underground railway in Genoa, between 
Sampierdarena and the Quarti dei Milli. The projected line would 
be about 64 miles in length, of which some 4} miles would be in 
tunnel, the maximum gradient being 19 per cent. 
that the line shall be on the continuous-current third-rail system. 

The Italian State Railway department has just placed fresh con- 
tracts with the Italian Westinghouse Co., of Vado Liguro, for 45 
2,000-H.P. and eight 2,600-H.P. locomotives. The capacity of these 
locomotives aggregates 110,800 H.P., and with the 40 2,000. P. 
already supplied by the same firm, makes a total of 190,000 H. P. 
three-phase locomotives acquired, or to be acquired, by the Italian 
State Railways.— La Lumiere Electrique. 

FRANCE.— According to the Temps, the conversion to electrical 
driving of the Suburban State Railways around Paris will be 


the order of the French Military Authorities. 


It is proposed 


completed in 1916. The lines affected will be the Paris (St 
Lazare)-Auteuil-Champ de Mars (called the Auteuil group); Paris 
(St. Lazare)-Versailles-Chentiers-Issy branch-Saint Nom la Breteche 
(Verrailles group); Paris (St. Lazare)-St. Germain en Laye 
(St. Germain en Laye group): Paris (St. Lazare)-Mantes-Pontoise, 
through Maisons Lafitte and Argenteuil (Argenteuil group); St. 
Germain-Etat-St. Germain (grand ceinture). Each stretch will be 
laid with double lines. Motor coaches, equipped with 250-H.P. 
motors, running at $0 km. an hour, will be employed. The draft 
of the Budget for 1913 provides a sum of 28,785,000 fr. for con- 
structive works, and 14,910,000 fr. for rolling stock. 

À number of petrol.electric motor vehicles, specially designed to 
act as travelling repair shops in connection with the Aeroplane 
Corps, have lately been completed by the Brasier Co., of Paris, to 
The vehicles are 
fitted with a range of machine tools, which, like the cars them- 
selves, are electrically driven, the motive power for all the motors 
being supplied by the petrol engine at the front. 

The French State Railway Authorities have granted facilities to 
the Westinghouse Co., of Paris, to make some trials on the 
railways in the Cote d'Or district, with & new petrol-electric motor 
train. 


Russ1A.—Two new lines of electric tramway have just been 
completed in Moscow ; it is proposed to construct next year a new 
line to give communication with the more distant parts of the 
city. 

GERMANY.— It is reported from Berlin that the Commission which 
recently visited London, at the instance of the Prussian Ministry 
of Railways, to inspect and report upon the working of the under- 
ground electric railways in the metropolia, has recommended that 
the London system of train formation and running, and the sig- 
nalling arrangemente. particularly the latter, should be adopted 
in connection with the electrification of the railways in Berlin 
and its suburbs. 


SWITZERLAND.—Plans are being prepared in respect of a pro- 
jected electric railway between Le Locle and La Brevine. 

SPAIN.— The electric tramway, which has been under construc- 
tion for over two years by a Belgian company between San Sebastian 
and Tolosa, was opened on August 27th, with customary cere- 
monial. The lineis 25 km. long, and has been built in sections, the 
first section to Andoain having been completed a year ago. The 
line affords connection between the capital of the Province of 
Guipuzcoa and the picturesque industrial town of Tolosa, of 12,000 
inhabitants. Power is obtained from the hydroelectric station at 
Andoain, belonging to the Hidroelectrica Iberica. 


East Нат, — Тһе Tramways Committee has decided to 
agree to a suggestion of the Municipal Tramways Association that 
local authorities owning tramways should refuse to erect any 
further guard wires, as they are now asked by the G.P.O. Tele- 
phone Department to do wherever telephone lines cross trolley wires, 
pending the result of the Association's negotiations with the Р.О. 
authorities on the matter, 


Lancashire and the Motor-’bus, — A correspondent 
writes that a company is being formed to link up most of the 
main towns by motor-bus. It is proposed to have 12 motor-'bus 
lines from Manchester ; one of the main routes proposed is by way 
of Bolton and Darwen to Blackburn. Other routes include: by 
Warrington to Liverpool, and by Huddersfield to Leeds. 


London.—Srokr Newincton.—The Council has received 
a letter from the L.C.C. suggesting that the appeals to Quarter 
Sessions against the rates in respect of the tramway lines in Stoke 
Newington should remain in abeyance until the decision is given in 
the expected appeal to the Houre of Lords in the case of the 
Tottenham U.D.C. and the Metropolitan Electric Tramways Co., and 
further suggesting that to save the expense of an appeal being 
entered against each rate, the final decision relating to the appeal 
against the general rate made in April last should apply to the 
current and future rates, and that 1f the London C.C. can sub- 
stantiate a claim for repayment of any portion of the rate for the 
past half-year, the B.C. will make a similar repayment in respect of 
the current half-year, and any further rates affected by the appeal. 
The Finance Committee haa decided to agree to this suggestion sub- 
ject to all rates being paid in full, and an undertaking to refund 
any amount overpaid as from April Ist, 1912. 

L.C.C.— At the first meeting of the L.C.C. after the vacation, an 
adjourned report of the General Purposes Committee, regretting that 
the Government did not intend to procced with the establishment 
of a Traffic Board, was considered. Sir John Benn proposed an 
amendment declaring the desirability of the Council being madethe 
road authority. The total traffic receipts of the L.C.C. tramways 
from April 1st to October 2nd were £1,124,836, as compared with 
£1,183,931 in the corresponding period of 1911. It is recommended 
that eight horse cars shall be adapted as trailers for use on the 
Woolwich routes, at а cost of about £1,400. 


Yarmouth.—4ÀAt the last meeting of the T.C., the 
tramways manager reported that the receipts during the past month 
were £2,681— а decrease of £560. The aggregate receipts from 
April Ist were £14,138—a decrease of £1,440. Commenting, Coun- 
cillor J. Salmon said there must besomething wrong when they had 
a deficit of £1,400. He complained that the cars were run too close 
together. He had seen as many as seven in a line. Councillor C. A. 
Campling said the tramways had suffered through the bad weather, 
but the receipts were still a little ahead of last year. Last week 
there was an increase of £56, which did not appear in the month's 
takings reported. 
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Radcliffe, —The Council has decided to inform the Bury 
Corporation and the Whitefield DC. that owing to the large ex- 
penditure wbich would be involved it cannot see its way to 
double the tramway track from Radcliffe to Whitefleld. Tbe argu- 
ment for the double track was that it would improve the tramway 
connection between Radcliffe and Manchester. 


Rastrick.—The Halifax Corporation notified the Council 
that it intended to embody in ita forthcoming Bill a request for 
powers to continue the tramway from the Brighouse terminus 


through Rastrick and into the Fixby area, The Council gave its 
consent. 


Scarborough.—The town clerk has been instructed to 
commuhicate with the secretary of the tramway company with 
reference to the condition of the tramway tracks in the borough. 
In this connection it is interesting to note that the members of the 
T.C. met in Committee on Monday, when it was reported that a 
cominunication had been received from a company desirous of 
taking over the effects of the present tramway company and 
running raillees cars. The matter will come up for discussion at a 
meeting of the Streets and Buildings Committee this evening. 


South Crosland.— In connection with the application 
which the Huddersfield Corporation is about to make to Parliament 
for powers to extend its tramways in several directions outside the 
borough, the South Crosland Council has decided to ask the Cor- 


poration to include in its application an extension of its tramway 
system to Netherton. | 


Sowerby.—The D.C. has consented to the Halifax Cor- 
poration's providing tramway extensions or running motor- 
buses in the Council's district as the Corporation may think 
fit, such consent to be without prejudice to the right of the Council 
to equip and run motor-'buses in the district. It was also decided 
to agree with the Halifax Corporation in that the period in which 
the Council may purchase the existing tramways under Sec. 43 of 
the Tramways Act of 1870, be extended to 31 years from the 
date of the coming into force of the Act of Parliament, for which 


the Halifax Corporation proposes to make application during the 
next session. 


Wardle,—The District Council has approached Rochdale 
Tramways Committee with a view to the latter providing a service 
of cars from Wardle Lane to Wardle Village. It was pointed out 
that it would cost about 4 10,000, the Jength being nearly a mile, 
and that Wardle would have to bear the cost of construction and 
equipment. The cost being во great, the District Council will now 
consider the establishment of a motor-’bus service. 


Watford.—Application has been made to the В. of T. 
for confirmation of an Order granted by the Light Railway Com- 


missioners for the construction of a light railway at Watford in 
place of an abandoned scheme. | 


Wakefield.—Representatives of the Stanley and Ardsley 
East and West Councils recently decided to recommend that 
if the Yorkshire (West Riding) Tramways Co. would sub- 
stitute the railless traction system, the application for with- 
drawal of the uncornstructed lines under the Wakefield Light 
Railway Orders would not be opposed. The general manager of 
the company (Mr. England) has since written that unless the local 
authorities obtained the necessary powers, and provided the capital, 
it would not be possible for the company to do anything further in 
the matter this year, and that it must proceed with the application 
for leave to abandon the unconstructed lines. 


TELEGRAPH and TELEPHONE NOTES. 


Austria.—A wireless telegraph station is to be set up at 
Laibach for the distribution of weather forecasts throughout the 
whole of the province of Carinthea. The German Wireless Co. in 
Berlin will supply the equipment, including transport and erec- 
tion, at the price of 12.000 kronen. The antenne will be set 
up on the Castle on the Schlossberg.— Der Elektrotechniker. 


Channel Steamers,—The Northern of France Railway 
Co. have installed wireless telegraphy on their mail steamers 
running between Caleis and Dover. All the passenger boats using 
Dover, Calais, Ostend, Folkestone and Boulogne are now fitted 


with wireless and can communicate with both sides of the Channel. 
— The Timex, 


Constantinople.—The Journal of the British Chamber 
of Commerce of Turkey says that the Société Anonyme Ottomane 
des Téléphones de Constantinople expects to inaugurate its service 
by the end of August, 1913, which is within the period specified 
in its convention with the Government, The company has now a 
technical staff of some 30 persons engaged in supervising the 
laying of its lines. It has to date scme 5,000 km. of cable, 
3,000 km. of underground wire, and 30,000 km. of piping in posi- 
tion. The installation will be underground in the city proper, to 
Bebek on the European. and to Scutari on the Asiatic shores of the 
Bosphorus, and in Prinkipo, the largest of the Princes’ Islands. 
The company has to date received subscriptions for 2,101 statione, 
representing an annual income of £T15,000, which is in excess of 
its own estimates of subscribers as the work progressed. Of the 
subscribers 22 per cent. are purely Turkish. The company has 
hnported from Great Britain 30,000 km. of cable, 10,000 km. of 


°” Steamrhip Co. 


wire and 23,000 pipes, which has been cited as bearing out th 
economic principle of commerce following capital, j 


Germany.— Active progress is being made with the erec- 
tion of the large wireless station at Neumünster. It will be 
equipped with three maste, each 65 m. high, made out of a special 
kind of durable and tough wood by the patent process of the firm 
of Meitzer, of Darmstadt. When finished the station will be 
worked only by the military authorities. It is intended to serve 
principally the purposes of the Navy, but it will also be available 
{ог the general public. It will form an important link betwixt 
the stations on the Baltic and on the North Sea—Hamburg 


Corresvonden:, 


Imperial Wireless System.—On Friday last in the 
House of Commons, the debate took place on the Postmaster- 
General's motion to appoint a Select Committee, to investigate the 
circumstances connected with the negotiation and completion of 
the agreement between Marconi's Wireless Telegraph Co., Ltd., and 
the Postinaster-General for the establishment of a chain of Im- 
perial wireless stations. Sir Henry Norman, while dissociating 
himself emphatically from any suggestion that the transaction was 
tainted with corruption, which he believed to be without a 
shadow of foundation, attacked the agreement on the ground that 
it was a bad bargain. Не said they were all agreed that the wire- 
less chain was very desirable, but he held that the stations under 
the agreement would not be owned by the State, and that the 
arrangement was unbusiness-like. The Government might have to 
pay a royalty for 28 years on a patent having a life of only 14 
years. If the Postmaster-General determined the agreement, he 
would still have to pay the company £60,000 for each station, 
though he could no longer use a single piece of Marconi apparatus. 
He had the right under the Patents and Designs ‘Act to use any 
invention for the service of the Crown on terms to be prescribed 
by the Treasury, but he bad contracted himself out of that 
right. The sgreement would have the effect of creating a gigantic 
monopoly, which would restrict the development of wireless tele- 
graphy. Hehad no hostility towards the Marconi Co. or Mr. Marconi 
himeelf, who had done more than anyone elre to make wireless 
telegraphy commercially practicable. He alleged that a number of 
different companies were practically carrying out long-distance 
wireless communication, and ought to have a hearing. 

Mr. G. Terrell spoke on similar lines, and pointed out that since 
July last year the company's £1 shares had advanced from £2 6s. to 
£8 2a. 

Major Archer-Shee, Sir G. C. Marks, Sir F. Banbury and oth 
also criticised the agreement adversely. 

The Attorney-General denied that he had been in any way con- 
cerned in the negotiations, or had had any dealing in the shares of 
the company. | 

Lord R. Cecil, while expressing complete confidence in the 
integrity of the Government, pointed out the necessity of the . 
fullest possible inquiry into the matter. 

Mr. H. Samuel then categorically denied, on bebalf of himeelf and 
his colleagues, the truth of the rumours that had been referred to, 
and described the course of the negotiations with the company, 
which had been supervised by a special committee. He explained 
that the royalty contract could be terminated by the Postmaster- 
General at а moment's notice; if the Government ceased to use a 
patent at any time, payment would cease,  Royalties would only 
be payable for valid unexpired patents. The Post Office could 
replace or supplement the Marconi apparatus with other apparatus 
at any time, and the company would have no right to object. 
He admitted that, according to the agreement, for five years any 
additional stations would have to be erected by the Marooni Co. ; 
but the company had voluntarily suggested that this provision 
should be dropped, and the Government had a free hand to intro- 
duce any other system at any time for any new station, and 
to cease using Marconi apparatus at any station, and to 
cease paying royalty. The engineers of the Post Office and the 
Admiralty had estimated the cost of the stations, if erected by 
themselves on the same specification, at £60,800, and the Norwegian 
Government had entered into a contract with the Marconi Co. to 
erect long-range stations, excluding buildings and foundations, at 
£70,000, besides paying a royalty of 10 per cent. on the gross 
receipts, not for 18, but for 25 years. Under the contract the Post 
Office obtained the use of the company's patented and unpatented 
inventions, present and future, its valuable secret inventions, 
and the experience of long-range wireless telegraphy which 
the Marconi Co. alone possessed, as well as its technical 
aseistance and advice so long as the royalty lasted. At the end 
of the 28 years the Government would have the right to use 
the company’s patents, however new, without extra charge ; 
and they were securing the release of the Admiralty 
and the Post Office from certain restrictions under their 
agreements, The rise in the value of Marconi shares was not 
merely due to the conclusion of the agreement; ће company paid 
no dividend at all on the ordinary shares until 1911, for which year 
20 per cent. was distributed. Moreover, in October, 1911, the com- 
pany bought the Lodge-Muirhead master patent, and it had won 
two test actions against the United Wireless Co. and the Clyde 
All these circumstances tended to increase the 
value of the shares. Nothing was to be paid to the company on 
account until the stations were completed, and the company proved 
that communication could be effected over the distance required. 
They could not be certain that the Poulsen Syndicate could cover 
the distance both by day and by night, and the Committee decided 
that the Poulsen offer could not be accepted without & test, which 
would have occupied 12 months. The Committee of Imperial Defence 
decided in May, 1911, that the six stations ought to be built, as 
they were of far greater strategic than commercial importance, 
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and that the matter was one of urgency. Unnecessary delay, there- 
fore, was out of the question. The company's terms were greatly 
reduced in the course of the negotiations. He asked what other 
course could have been taken. The motion was agreed to withouta 
division. 

Switzerland.—4A wireless receiving station for specially 
long distances has been installed at the Zurich Meteorological Ob-. 
servatory, in order to effect connection across the Alps with Paris, 
Norddeich and the German Trinity House. The possibility of so 
doing was unexpectedly demonstrated on the 20th ult. by a message 
being picked up which bad been sent from the Austrian station at 
Sebenico to an Austrian warship in the Adriatic.— Der Llektro- 
techniker. 


- Telegraph Clerks’ Grievances,—The Select Committee 
which is inquiring into wages and other conditions of employment 
in the Post Office resumed its sittings on Tuesday, and Mr. Ash, 
the chairman of the Postal Telegraph Clerks’ Association, sub- 
mitted a olaim for a higher scale of wages, a seven hours’ working 
day, changes in the arrangement of duties, and improvements in 
regard to holidays.—The Timex. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aldershot.— November 5th. 
Bee "Official Notices to-day. 

Australia, — SOUTH AUSTRALIA. — November 27th. 
18 miles paper-insulated cable, 155,000 jointing sleeves, also switch- 
board cable (Scheduled 218). See Official Notices to-day. 

December llth.—Line material (Schedules 250-252), and sub- 
marine telegraph cable and cable tank, for the P.M.G.'s Depart- 
ment. See Official Notices to-day. . 

December 17th. Three sections of common battery multiple 
switchboard and other equipment, for the P.M.G.'s Department. 
See Official Notices to-day. 

VICTORIA.— October 22nd.— (a) 37,000 carbon filament lamps, 
and (5) insulated lead-covered copper cables, for the Melbourne 
City Council. See Official Notices October 1th. 

November 12th.—Deputy P.M.G. Melbourne. 
registers. High Commissioner's Office in London. 

November 19th.—One mercury vapour converter, for the P.M.G.'s 


Balancer for the U.D.C. 


100 electrical 


Department. See Official Notices Oct. 11th. Also two batteries 
and a 4- K. v. A. single-phase transformer. High Commissioner in 
ndon. 


WESTERN AUSTRALIA.—November 5th. Telephone switchboards 
to Stores Schedules 222 and 223, for the P.M.G.'s department, Perth. 
See “ Official Notices " October 11th. 


Austria.—October 29th. The Austrian State Railway 
authorities in Prague are inviting tenders for an electric lighting 
installation at the railway station at Weseli-Mezimosti. 

VIENNA.—November Ist. Tenders are invited for the supply of 
657 red larch telegraph poles of various sizes for the Austrian post 
and telegraph service. Particulars, with printed tender forms, 
from the K.k. Post und Telegraph Direction, Hetzgasse II., Wien III. 


Barrow-in-Furness.—November 5th. Electrical and 
steam plant, &o., in connection with the electricity works exten- 
sions, for the Corporation. See Official Notices to-day. 


Belgium.— ANtWrERP.—November 25th. Tenders are 


invited for the supply of two moving bridges (ponts basculants), 


with mechanical and electric equipment, for the Meuse-Escaut 
Canal. Guarantee 10,000 francs. Particulars (0°40 franc), Chef de 
Service, Direction des Ponts et Chaussees, Rue van Schoonbeke, 74, 
Antwerp. 


Bradford.—October 19th. The tramways department 
are inviting tenders for miscellaneous stores during the year ending 
December 31st, 1913. Specifications, &, from Tramway Offices, 
7, Hall Inge, Bradford, on payment of £1 1e., returnable. 


Canada.—October 31st. One 500. B. H.P. Diesel engine, 
alternator, exciter, switchboard, tungsten street lighting apparatus. 
Specification will sbortly be available at Board of Trade Commer- 
cial Intelligence Department in London. 


Dublin,—November 4th. General stores for a year, for 
e Dublin United Tramways Co. Ltd. See "Official Notices " 
to-day. 

Electric lighting of Messrs. Brown & Nolan's new printing works. 
Mr. T. Tomlinson, B.E., Dublin. 

November 5th.—3,000-Kw. steam turbo-alternator, with exciter, 
condensing plant, piping, &c., for the Corporation. See "Official 
Notices " to-day. 

France.—DoLE.—October 26th. Supply and installation 
of a transformer and an electric motor. Particulare from the Sous- 
Intendance Militaire, Quartier Bernard, Dole (Jurs). 

Glasgow.— The Caledonian Railway Co. invite tenders 
for stores, including electric lighting material and fittings and 


telegraph appliances, telephones, &с. Mr. A. J. Easton, stores 
superintendent, 321, Charles Street, St. Rollox, Glasgow. 


Gillingham.— October 22nd. One 500-H. P. Diesel engine 
and alternator, for the Corporation. See “Official Notices” 
October 4th. 


Huddersfield.— October 81st. 
the Corporation electricity worke. 
St. Andrew's Road. 


London.—4A recommendation was before the L. C. C. on 
Tuesday to purchase a gas engine and alternator (cost, £145) for 
the Poplar L.C.C. School of Engineering and Navigation. 

BATTEBSEA.—October 25th. Twelve internal telephone instru- 
ments and lines, for the B.C. See "Official Notices " to-day. 

L.C.C.—November 4th.  Carbons, fittings, insulating materials 
and lamps, for a year. Sve Official Notices to-day. 


Mossley.—The Borough Education Committee is inviting 
tenders for wiring and fittings for electric lighting of the New 
Milton Council School. Forms of tender and specification from the 
architect, Mr. F. Quentery Farmer, 20, Sir Thomas Street, Liverpool. 


New Zealand.—December 16th. TWO 150-Bk. H. P. Diesel 
engines, two 100-Kw. dynamos, balancer, motor-yenerator, switch - 
board, crane and oil tanks for Miramar (Town Clerk). Deposit £200. 
Board of Trade Commercial Intelligence Department, London, E.C. 


Nottingham.—October2ith. The Tramways Committee 
is inviting tenders for (1) steel tramway poles; (2) malleable-iron 
pole fittings ; (3) cast-iron pole fittings. Specifications and forms 
of tender (218., returnable) from Mr. Arthur Brown, City Engineer, 
Guildhall, Nottingham. 


Rio de Janeiro.— November 11th. Tenders to the 
Directoira Geral de Correios, Telegraphos e Illuminacáo, Ministerio 
da Viacio e Obras Publicas, Rio de Janeiro, for the construction 
and working of an overhead or underground telephone system 
designed to join up the cities of Rio de Janeiro and Sao Paulo. 
The Ziario, containing further particulars, may be seen at the 
Commercial Intelligence Branch of the Board of Trade, 
London, E.C.— Beard of Trade Journal. 


Rochdale.—October 23rd. Steam  turbo-alternator, 
condensing plant and pipework, for the Corporation. See Official 
Notices October 11th. 


South Africa. November 18th. The Municipal Cor- 
poration of Cradock, Cape Province, is calling for tenders for two 
50-KW. Diesel oil engines and dynamos complete, also supply mains 
and public lighting. Specifications from Mr. B. A. Paterson, town 
clerk, on deposit of £2 28. 


Spain.— Maprip.—November 11th. Applications are 
invited for a concession to construct and work an electric tramway 
in Madrid. Provisional guarantee, 2,845°25 pesetas. Particulars of 
the Ministerio de Fomento, Madrid. 


Stockport, —October 21st. 1,000 Osram metal-filament 


electric lamps for Stepping Hill Hospital, Hazel Grove. Mr. 
Chas. F. Johnson, clerk to the Guardians, Union Offices, Shaw 


Heath, Stockport. 
Tonbridge.—Octover 28th. One 100-Kw. Diesel engine 


and generator, and alterations and additions to switchboard, for the 
U. D. C. See "Official Notices " October 11th. 


Slack coal for a year, for 
Borough Electrical Engineer, 


CLOSED. 


Arnside.—The P.C. has accepted the tender of Messrs. 
Thos. Wilkinson, Ltd., of Arnside, for erecting fittings for public 
lighting and supplying current. 

Australia,—SvpbxNEv.—The Australian Mining Standard 
reports the placing of the following contracts by the City Council:— 


1,000-xw. motor-generator, £3,115,—N. Guthridge, Ltd. 
Wright’s maximum demand indicators, £612.—W. G. Watson & Со. 


The Mining and Engineering Review (Tenders) records the placing 
of contracts as follows :— 


Tasmania, P.M.G.’s Department.— 

Peper inen ated lead-covered cable.—W. T. Henley's Telegraph Works 
Co., t L4 

Copper and bronze wire (41 tons), copper cable and electric light cable, — 
B.I. and Helsby Cables, Ltd. 

2,000 dry cells.—J. C. Fuller & Son, Ltd. 

6,000 zines.—].-R. G.-P. and T. Works Co, Ltd. 

100 telephones and а gwitchboard. — We:tern Electric Co. (Aus.), Ltd. 

10,000 porcelain insulators (23d.).— Noyes Bros. 

8,000 insulators (transposition, ls. 61d. dach). - Bullers, Ltd. 

8,000 shackles and 2,000 tubes.— Lawrence & Hanson Electrical Co., Ltd. 

Brake material and gear (£1,628 and 41,058). — Westinghouse Brake Co. 
of Australia. 

Electric hght cables (£149).—Noyes Bros. 


The following appear in the Australian Mining Standard :— 


Melbourne, P.M.G.’s Department.— 
Distributing boxes.—W. T. Henlcy's Telegraph Works Co., Ltd. 
Cable (£11,095) also switchboard cable (£907).— Australian Metal Co., Ltd 
160 open circuit condenser telephones (£3 28. ба. each), —Z. W. Garrington 
and Son. 
Carbon and metal-filament lamps.—Unbehaun & Johnstone, Ltd. 


Brisbane, P. M. G.'s Department.— 

J, 500 Cordeau insulators (53d.). — T. Zwicker & Co. 

60,000 poicelain insulators (A) EI. 800. —- British and Foreign Indent Co. 

60,000 porcelain insulators (" B") 17s. 10d. per 100.— Webster & Co. 

Instruments, copper blocks for lightning arresters, &c.—I.-R. G.-P. and 
Telegraph Works Co., Ltd. 

Magneto bells, condensers, receivers, telephones, &c.—J. Paton & Co. 

1,000 protectors (8s. 2d. each), telephone sets, receivers, &c.— Western 
Electric Co. (Aus.), Ltd. " 

Tinned copper conductors, —Brabant & Co, p td 
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Adelaide, P.M.G.’s Department.— 


Bells, telephones, &c.—J. Bartram & Son Propty., Ltd. 
Condensers, cords, &c.—B I. and Helsby Cables, Ltd. 


Condensera, switches, and 600 telephones.— Western Electric Co. (Aus.), Ltd. 
T. Zwicker & Co.; 25 miles of wire.—Callender's Co. 


28 miles of wire. 
(Noyes); & miles of conductors.—Lawrence & Hanson Co. 
Bells, fuses, &c. —I.-R. G.-P. and T. Works Co., Ltd 


Austria.— The Austrian Siemens Electricitäts-betriebe 
Gesellschaft, of Vienna, has secured the contract for the electric 
lighting of the town of Turn. 


Barnes.— The U. D.C. has accepted the tender of Messrs. 
Wm. Cory & Son and Messrs. John Hudson & Co., Ltd, for the 
supply of 1,000 tons of Harton rough or Hillhouse coal, and 1,000 
tons of Wemyss or Bridgness coal, for the electricity undertaking. 


Birkenhead.— As Messrs. Worsley & Page, Ltd., whose 
tender had been aecepted for the supply of armature coils to the 
Tramways Department, had notified the Corporation that they 
were unable to carry out their contract, the tender of the Man- 
chester Armature Repair Co. has been accepted in place thereof. 


Colchester.— The Т.С. has accepted the tender of 


Messrs. Cory & Son, Ltd. for 300 tons of Shirebrook nutty slack 
coal for the electricity works, at 148. 10d. per ton. 


France.—The French Post and Telegraphs, Paris, have 
just placed the following contracts with Le Matériel Téléphonique 
(Ancienne Maison G. Aboilard & Cie), Paris :—15 km. 14-pair cable, 
conductor 2:5 mm. ; 10 km. 7-pair cable, conductor 2 mm.; instal- 
lation of 3,600-line telephone exchange for Roubaix (Nord) ; transfer 
of the provisional exchange—installed at Gutenberg after the fire 
of 1908—to the new building. 


Ipswich,—Messrs. Venner & Co. have received the 


contract for Chamberlain & Hookham meters for the ensuing year 
from the Corporation. 


Italy.— La Socicté Italiana Westinghouse, of Vado-Ligure, 
have secured a contract from the Italian State Railway authorities 
in Rome, for the construction of 45 2,000-H.P. electric locomotives 
and eight machines of 2,600 H. p. 


London.—L.C.C.—The Highways Committee received 


the following tenders for electrical dischargers for use in tramway 
sub-stations :— 


Johnson & Phillips, Ltd. r £2,639 
British Westinghouse Co., Ltd. : oe 2,732 
Spagnoletti, Ltd. m ee iz 2,785 
General Electric Co., Ltd. "T iw s .. 2,861 
Ferranti, Ltd. " ee 2,907 


Estimate of Chiet Officer, £2, 200. * 


The difference between the estimate" and the tenders is " accounted 
for by the recent general increase in the price of raw material." 
Four patent car-washing platforms for Streatham car-shed 
extension are to be provided by Messrs. Hayward & Co., Ltd., 
for £247. 
The following tenders were received during the recess for shop 
5 and lathes for the third section of the central car repair 
epot :— 


THREE ELEcTRICALLY-PROPELLED Sorp TRUCKS, &c. 


Brush Electrical Engineering се: Ltd. (accepted) £690 
Scholey & Co., Ltd. EE T £5 .. 158 
8. H. Heywood & Co., Lid. - m se E . 908 
British Westinghouse i Co., Laa. pe T" vis S .. 916 
Hurst, Nelson & Co., Ltd. i = S 2x .. 975 


THREE ТЕЛЕРА LATHES, 
Fitted with 


Fitted with power 
screw gear for the 


gear for operating 


headstock rams. the headstock rams. 
Buck а Hickman, Ltd. .. . . £2,445 £2,682 
(accepted) 
Tangyes, Ltd. E .. 2,678 s 2,059 
Pollock & MacNab, Lid. wie .. 2,680 T 2,120 


SHOREDITCH.—The B.C. Lighting Committee is accepting the 
quotation of the Western Electric Co., Ltd., at £300, for additional 
lead-covered cable required before the end of the year for mains 
extensions. 

The following contracts for coal required by the Lighting 
Committee, up to march next, have been placed :— 


Approx. Price Quan- 
B.T.U's. perton.  tity. 


J. Hudson & Co. (Bank, Bridgeness or Жеп» 12,500 16 9 8,000 
G. J. SER en (Cowdenbeath) . . ен . 12,200 16 7 2, 000 
dit (Nailstone D.. nuts) 5% 18,500 16 6 1,000 
Harrison, Tidswell & Co. (Whitwick deep slack) .. 18,600 18 6 1,000 

SOUTHWARK.—The B.C. has accepted the tender of Messrs. Alfred 
Blackmore & Co. for the supply of 5,000 tons of pea coal, at 14s. 6d. 
per ton, and 5,000 tons of slack coal, at 14s. per ton, for use at the 
electricity works. 

The following tenders have been received for the supply of (a) 
440 yds. of "1 x ‘04 х 1 and (b) 440 yds. of 05 x 03 x ‘05 triple- 
concentric, paper-insulated lead-covered and jute-served cable:—  . 

(a) (b) 


Aubert Grenier & Co. а x .. £122 £71 
British Insulated and Holsby Cables, Ltd. ЖА xs .. 128 79 
Са lender's Cable and Construction Co., Ltd. ea .. 155 84 
Connolly Bros., Ltd. T ee os ee “> ee 143 91 
Drake & Gorham, Ltd. >: is .. 1178 89 
Electrica! Engineering ane Equipment Co., Ltd. (accepted) 118 78 
General Electric Co., as d .. 187 85 
W.'T.Glover & Co., 110 - “> .. 197 80 
W. T. Henley's Telegraph Works, Lu. ate ЛР e 127 91 
Johnson & Phillips .. Р T бн ре .. 136 88 
Siemens Bros, & Co., Ltd. $a T m па .. 127 78 
R. R. Todd of 25 Ss ex . . 120 15 


Western Electric Co., Ltd. ie BR nn hs 3 . . 187 79 


Lowestoft.— The tender of Messrs. Wm. Cory & Son, 
Ltd., for 1,500 tons of Newsted nutty slack coal, at 13s. 6d. per ton, 
has been accepted by the T.C. 


Newcastle.—The Guardians have accepted the tender of 
Mr. A. Davidson, at £288, for electrically lighting the cottage 


- homes. 


Rotherham.— The following tenders have been accepted 
by the T.C. :— 


Reason Manufacturing Co., Ltd.— Electrolytic meters. 

Chamberlain & Hookham. — Motor mcters, 

Siemens Bros. Dynamo Works, Ltd.—Watt-hour meters. 

Callender's Cable and Construction Co., Ltd.—Cable. 

British Westinghouse Co., Ltd.--Gear wheels and Okonite tape. 

Imeson & Finch.— Trolley heads, cheeks, harps, wheels, and controller 
fingers. 

Breckne;l, Munro & Rogers.— Trolley bushes, spindles and washers. 

Watlington & Co.— Pinion wheels. 

Wilson, Ltd.— Slipper blocks. 

Le Carbone.—Carbon brushes. 

Weldless Chnins, Ltd —Brake chains. 

Dick, Kerr & Co., Ltd.—Armature coils and axle collars. 

Smith Bros., Ltd. —Cable, lamps, &c. 

Anti-Attrition Metal Co.—Armature bearings and axle brass keeps. 

National Rail and Tramway Appliances.— Brake shoes. 

Tenter Foundry Co.— Brake castings, &c. 

Shecpbridge Coal and lron Co., Ltd.— Coal for electricity and tramway 
departments, at 78. ?d. per ton, 

W. A. Darnford (Earl Fitzwilliam's Collieries).—Es. 6d. per ton. 


Rawtenstall.— For the supply of a high-tension switch- 


board panel, the T.C. has accepted the tender of Messrs, Siemens 
Bros., Ltd. 


Rugby.—The tender of the British Westinghouse Co., 


Ltd. bas been accepted by the U.D.C, for the supply of three 
transformers. 


Southampton.—The Tramways Committee of the T.C. 
has accepted the tender of Messrs. Wm. Griffiths & Co., Ltd., at 


£2,210 for reconstructing the tramways in a portion of Above Bar 
Street. 


Stretford.—The U.D.C. has accepted the tender of 
the British Insulated & Helsby Cables, Ltd., at £61, for the supply 
of 4-mile of single braided and compounded "125 cable. 


Sunderland.— The T.C. on the 9th inst., on the recom- 
mendation of the Electricity Committee, accepted the following 
tenders :— 

Averys, Ltd.—Weiglibridge. 

Cox-Walkers, Ltd.— Regulator for turbine. 

Falkirk Iron Co.— Brackets for arc lamps. 

Drake & Gorham.—Cast.iron bases, 

Ferranti, Ltd.—Meters. 

On the recommendation of the Tramways Committee, it was 


decided to obtain an oxy-acetylene welding plant, at a cost of £22. 


Swansea,—The tender of Mr. J. S. Brown has been 


accepted by the Guardians for wiring the administrative block at 
the Workhouse. 


Tavistock.— The U.D.C. has idend the tender of 


Messre. Stewart & Moore, at £43, for the installation of an electric 
call system. 


Wallasey.—The Tramways Committeé has ordered six 
new tramcars from the Brush Electrical Engineering Co., Ltd. 


Walsall.— The tender of Callender’s Cable Co., Ltd., has 


been accepted by the T.C., at £667, for supplying and fixing feeders, 
pilot wires and conduits. 


Watford.—The U.D.C. has accepted the tender of the 


British Westinghouse Electric and Manufacturing Co., Ltd., for 
gwitchgear for additional sub-stations. 


West Hartlepool.—The tender of Messrs. J. W. White 
and Co. has been accepted by the T.C. for the erection of a new 
power station and foundations for oooling tower ponds, The 
tender of the Callender's Cable Co. has been accepted for three- 
core paper-insulated 6,0U0-volt three-phase high-tension cables, 
and for low-tension rubber cables and wiring. 


Witney.—The U.D.C., upon the recommendations con- 
tained in the report of Messrs. May & Hawes, the oonsulting 
engineers, has accepted the following tenders for the extensions of 
the electric supply undertaking :— 


Suction gas plant and accessories.—Daniel Young, Witney, £1,384. 
Battery booster.—Crompton & Co., Ltd., £74. 

Switchboard.— Crompton & Co., Ltd,, £118. 

Boxes and pillare. -W. Lucy & Co., Ltd., £82. 

Cables.— Callender's Cable & Construction Co, Ltd., £566. 


Worcester.— Тһе T. C. has accepted the tender of the 
South Wales and Cannock Chase Coal Co., for coal for the electricity 
works, viz, screened nuta, 158. 6d. per ton ; bright slack, 98. 3d. per 
ton ; No. 2 slack, 8s. 3d. per ton; and that of Messrs, Underwood 
and Co. for Tamworth nuts, at 138. 9d. per ton. 


Yarmouth.— The T.C. has accepted the tender of Messrs. 


Meyere, Rose & Co. for the supply of 3,000 tons of үчн slack 
coal, at 10s. 1C4d. per ton f. o. r. 


E 


Yorkshire,— Messrs. Venner & Co. are equipping the 


Yorkshire (West Riding) Electric Tramways with Chamberlain and 
Hookham car meters. 
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FORTHCOMING EVENTS. 


Association of Mining ын Engineers (West of Scotland Branch).—Friday, 
October 18th. At the Royal Technical College, Glasgow. 
Presidential T Р Mr. M. Brown, presentation of certificates, and 
paper on * Not:s on Electricity Rule No. 7," by Mr. A. B. Muirhead. 


Electro-Harmonic Society.— Friday, October 18th. At the King's Hall, Holborn 
Restaurant. Smoking concert. 
Engineering and Machinery Exh.bition.—At Olympia. Daily to October 26th. 
Junior institution ef Eegineers. —Wednesday, October 28rd. At 8 p.m. At the 
E. E, Embankment. W.C. Paper on Scientific Shop Management on the 
Taylor System," by Mr. G. C. Allingham. 


Physical Scciety.— Friday, October 25th. At 5p.m. At the Imperial College of 
Science, South Kensington, S W. Papers on " The Constitution of Mercury 
Lines Exsmined by an Echelon Grating end a Lummer-Gebreke Plate," by 
Prof. H. Nugaoka and T. T: akamine; “Note on the Mutual Inductance of 
Two Co. axial Circular Cur елік," hy Prof H Nagaoka; and " The Absorp- 
tion of Gas in Vacuum Tubes," by Mr. B. Е Hill, 


institution of Mechanical Engineers. Friday, October 25th. At S p.. Paper оп 
“Characteristic Dynamical Dingrams for the Motion of a Train during the 
Accelerating and Retarding Periods," by Prof. W. E. Dalby; and paper for 
discussion, in writing only, on “Theory and Experiment in the Flow of 
Steam through Nozzles," by Prof. J. B. Henderson. 


Association of Enpinee s-in-Charge.—Saturday, October 26th. At the Holborn 
Hall. Whist driye and dance, 


NOTES. 


Erratum.— In the third line from the end of our first 
leaderette on page 603, the word “ purchaser " Should read “ geller.” 


Electricity in Agriculture,— An International Congress 
of Electroculture will be held at Rheims on October 24—26th. 


For Sale.—The York Corporation Electricity Department 
has for disposal two Lancashire boilers. See our advertisement 
pages in this issue. 


The Electro-Harmonic Society.—The first smoking 
concert of the season will be held to-night, Friday, October 18th, 
at 8 o'clock, at the Holborn Restaurant (King's Hall). The 
artists are as follows: Vocalists) Senor José de Moraes (tenor), 
Mr. Herbert Heyner (baritone); violoncello, Mr. W. A. Squire ; 
conjuror and ventriloquist, Mr. Arthur Besovi ; entertainer at the 
piano, Mr. Warwick Pryce; demonstration of memorisation, 
Memora; humorists, Mr. Fred Curtis, Mr. J. M. Campbell; solo 
pianist and accompanist, Mr. Bernard Flanders, A.R A.M. 


Libel Action.—In the London Sheriff's Court on 
10th inst., a jury awarded Messrs. Debenham Storr & Sons £400 
damages, and Mr. Benton, an auctioneer in the service of that firm, 
£100 damages, in an action brought against Mr. C. S. Northcote 
for libel in connection with a fale of some of his hou:ehold goods. 
Exeeution was stayed for a week. 


The Liverpool Appointment.—The applications 
received for the appointment of city electrical engineer have been 
referred to a special sub-committee, to select not less than thre? 
and not more than six candidates to appear before the Electricity 
Committee. 


Institution and lecture Notes.—AssocraTion oF 
MINING ELECTRICAL ENGINEERS (W. OF SCOTLAND BRANCH).— 
A meeting was held in Kilmarnock on October 5th, at which Mr. 
Alexander Anderson, of Wishaw, vice-president of the Association, 
delivered a lecture on “Electricity: From the Gencrator to the 
Coal Face.” 

INSTITUTION OF ELECTRICAL ENGINEERS (MANCHESTER LOCAL 
SECTION).—The first meeting for the 1912-13 session will be held 
in the Banqueting Hall of the Midland Hotel, Manchester, cn 
Friday, November 1st, at 7.30 pm. As Mr. A. A. Day. the chair- 
man, will, for reasons of health, be unable to be prerent and rend 
his address, this will be read by Prof. E. W. Marchant, the vice- 
chairman. A smoking concert will follow. The other meetings of 
the session will be held at the Physical Laboratory of the Uni- 
versity of Manchester. The list of papers, authors, &c., is as 
follows :— 


Tuesday, November 5th.—Mr. F. Creedy, on The Turbo-Converter. A High- 
speed Direct-current Generating Unit.” 

November 19th.—Mr. J. 8. Peck, оп " Earthed т. Unearthed Neutrals on 
Alternating-current ema * 

December 8rd.— Messrs. G. Cunliffe and R. G. Cunlitfe, on Some 
Problems in Traction о Street Railway Feeding Networks.“ 

December 17(h.— Mr. P. Bucher. on Electric Welding." 

January lith, 1918.—Mr. F. C. Aldous, on ''S'artirg and Speed Control on 
Induction Motors " 

January 28th —Mr. F. H. Whysall, on The Use of a Large Lighting 
Battery in Connection with Central Station Supply." 

February lith.—Mr. Н. Clifford Palmer, on Advertising Electricity." 

February 25th.—Messrs. S. L. Pearce and H. A. Ratcliff, on “ 5 me Recent 
Developments in the Manchester Street Lighting.“ 

Friday, February 28th.—Annunl dinner. 

March 11th.— Dr. E. Rosenberg, on Self-starting Synchronous Machines.“ 

April 1st. —Mr. W. Browning, on " Electric Driving of Textile Factories.” 

April В h.— Annual ‘en ral Meeting and lecture by Prof. E. Rutherford, 
M A., D.Se., F. R. S, deo. 


INSTITUTION 
opening of the winter session of the North-Western Centre took 
place at Preston on October 9th, when Mr. Н. R. Kempe. M I. C. E. 
(Council chairman), read a paper on Reminiscences of Telegraphy 
of the Past." Mr. T. E. P. Stretche (superintending engineer) 
presided. The lecturer dealt with the progress made in the various 
branches of telegraphy from 1837 until the present day, and the 


paper was copiously illustrated by specially prepared lantern slides. 


On Monday, at the I. E. E., Mr. H. Samuel precented the prizes for 
papers which had been read, and stated tnat a decision had been 


reached regarding the classification of the Eagineering Department 
which, he thought, would prove satisfactory to very many of the 
staff. Mr. R. Myles Hook then read a paper on Correct Time.“ 
INSTITUTION OF ELECTRICAL ENGINEERS. — The first London 
meeting for the new session will be held on Thursday, Nov. lith. 


Gas Exhibition Next Year.—The Gas World reports 
that at a meeting of the Council of the Institution of Gas Engi- 
neers, held at Manchester last week, the Provisional Joint Com- 
mittee of the Gas Exhibition reported that it had been decided to 
hold the Exhibition in October, 1913, at Shepherds Bush. The 
necessary steps have been taken to carry out the work of organisa- 
tion, and a number of halls have been secured at the White City for 
the purpose. Houses and flats, shops, workshops, a hospital. a 
schoolroom, a laundry, offices, &c., are to be equipped with gas 
lighting and heating, and the most up-to-date apparatus associated 
with the production of gas will be exhibited. 


Appointment Vacant, — Assistant. tramways electrical 
engineer for the Hull Corporation (£200). See our advertisement 
pages in this issue. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected. with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW Hosted ax to their movements, 


Central Station Officials.— A presentation of a hand- 
some case of cutlery was made by the staff of the Middlesbrough 
Corporation Electricity Department to their chief clerk, MR. HENRY 
S. DAWSON, on the occasion of his wedding. Mr. Dawson has 
skippered his department for over 10 years. 

Mn. J. E. ALLEN has resigned his position as outside super- 
intendent of the Ilford U. D. C. Electricity Department. 

The Ealing Borough Council has advanced the salary of the 
assistant electrical engineer to £290. Alderman H. W. Peal, J. P., 
chairman of the Committee, reported that the maximum was fixed 
five years ayo, since when the responsibilities and duties of this 
official had very Jargely increased. 


Tramway Officials —Mr. Dovc Las GRay, tramway 
manager at Keighley, has resigned. The Tramways Committee 
has recommended that Mr. H. WEBBER, borough electrical engi- 
neer, be appointed manager pro ten. 


General.— We regret to learn from the daily Press that 
as the result of the recent accident to MR. MARCONI, the power of 
vision has diminished in the injured eye, and fears of the loss of 
the eye have increased. 

Mn. JouN HALL, secretary to the Scarborough Electric Supply 
Co., whose term of office as а member of the Town Council expices 
at the end of this montb, has intimated to his ward committee that 
he is unable to accept their invitation to be nominated for a seat on 
the Council. Mr. Hall has seen & fair amount of service on the 
Town Council, and was some years ago an Alderman of the 
Borough. 

Mr. C. B. GRESHAM, of the Electrical Co., Ltd., bas joined 
the staff of Messrs. Siemens Bros. Dynamo Works, Ltd., in their 
meter department at Upper Thames Street, E.C. MR. W. F. BIRCH, 
of the meter testing room of the Electrical Co., Ltd., has been 
appointed assistant manager of the meter department in succession 
to Mr. Gresham, who, as stated above, has resigned. 

Mn. W. H. BooTH, artesian and water supply engineer and oil 
expert, has removed to new offices at 8, Queen Street, Cheapside, 
E. C. Telephone No. 8305 Bank." 

Mn. C. Jones, electrical enginger, West Cannock Coiliery Co., 
Ltd., Hednesford, has been appointed as lecturer in Physics and 
Electrical Engineering, on the staff of the New Technical Institute at 
Hednesford, Staffs., recently opened by Sir Oliver Lodge. Mr. Jones 
has also been awarded the Premier Prize for the best paper read at 
the Association of Mining Electrical Engineers meetings. Session 
1911-12. 

Мв. C. A. GATE, who was local manager of the telephones at 
Keighley, and has been transferred to Derby, has been presented 
by the staff with au inscribed silver tankard. 

The Mining and Engineering Reriew (Aus.) states that MR. J. W. 
FRASER, an engineer from the British Westinghouse Co., has gone 
to Tasmania to superviee the erection of the Hydro- Electric P. and 
M. Co.'s plant. 

Mr. CHARLES GRUNDY bas been the principal electrician to 
Blackpool Tower Co. for 20 years, and he is now leaving for 
Australia for health and family reasons. On October 11th 100 of 
the company's workers met to show their appreciation of Mr. 
Grundy. The manager, Mr. G. H. Harrop, presided, and handed to 
Mr. Grundy a cheque from the company and a substantial amount 
of cash in a purse, to which was attached a silver plate suitably 
inscribed—the gift of the officials and colleagues. Mr. Grundy 
also received a silver cigar care from Miss Pauline Rivers. directress 
of the Tower ballets, as an expression of her appreciation of his 
artistic illumination of her ballet productions. 


Obituary.— Mr. BENNETT PELL.—We regret to learn of 
the death of Mr. Bennett Pell, which occurred on September 20th 
at the age of 70 years. Mr. Pell passed away suddenly at Ex mouth, 
the causeof death being angina pectoris. The deceared gentleman 
was born near Canterbury in 1*42, and he received his professional 
training in the Submarine Telegraph Co.’s London station in 1857. 
He was transferred to their Emden station when the first direct 
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cable was laid from this country to Germany. Не then joined the 
United Kingdom Telegraph Co, and was placed in charge of their 
Birmingham station at the unusually early age of 18. In 1863 he 
was appointed to the Indo-European Telegraph Department, and 
was in responsible positions in Persia until 1866, when he became 
personal clerk to Col. Robinson, at the Indian Office, whilst that 
gentleman was reorganising the Indian Telegraph Department. 
During the succeeding years Mr. Pell held important posts in con- 
nection with the Australasian and China telegraphs in Java and 
Singapore. To the latter place he was transferred in the year 1374 
totake up the post of general manager of the Eastern Extension, 
Australasia and China Telegraph Co. Ltd. Whilst residing at 
Singapore, he established the first Telephone Exchange in the East, 
which was afterwards purchased by the Oriental Telephone Co. 
In 1882 Mr. Pell finally left the East; be joined Messrs. Johnson 
and Phillips in 1883, and brought out the famous Brockie-Pell 
arc lamp, which afterwards became the property of & limited com- 
pany, with himself a8 managing director. Mr. Pell retired from 
active life in the electrical world in the year 1898. He was one of 
the oldest members of the Institution of Electrical Engineers, a 
Fellow of the Imperial Institute and & member of the London 
Chamber of Commerce. 

We deeply regret to read of the death, which occurred on October 
12th at Streatham, after a long illness, of MB. VAUGHAN PENDRED, 
M.I.Mech.E., &c., at the age of 76 years. The deceased gentleman 
was for 42 years editor of our contemporary, the Engineer. 

We regret to record that the death occurred recently of DB. F. Н. 
Low, hon. sec. of the Rontgen Society, who, according to the 
Times, had occupied the post of medical officer to the X-ray depart- 
ment at the London Medical Graduates’ College and Polytechnic, 
and at King's College Hospital. 


CITY NOTES. 


Dick, Kerr & Co., Ltd. 


THE annual meeting was held on Tuesday at the Cannon Street 
Hotel, E.C., Mr. Claud T. Cayley presiding. 

The CHAIRMAN, before moving the adoption of the report (see 
ELEC. REv., page 588), explained that the reason the meeting was 
being held later than usual, was that during the last two or three 
years the business of the company had so changed that it was 
impossible for them to get the accounts from Australia, Japan, &c., 
in time for the accountants to get the books made upearlier, He 
expected that in the future the meetings would always be held 
about the end of October, instead of in September as previously. 
Proceeding to propose the adoption of the report, the chairman 
said it would be seen that the company had had a poor year, indeed 
the poorest year since the foundation of the business. Last year 
the directors indulged in an extremely moderate forecast, saying 
that should their hopes be fulfilled the prospects of a satisfactory 
result were encouraging. The prospects were encouraging at that 
time,and the non-fulfilment of their hopes was due partly to the fact 
that some of the contracts which had been completed during the 
past year had yielded a lees profit than was anticipated, and partly 
to delays which took place in the commencement of new con- 
tracts which at that time seemed imminent. Thecontracts entered 
into during the last five years had been taken in the face of great 
competition, and, as much of the company’s work was necessarily 
accepted a long time before it could be executed, a considerable 
number of contracts finished last year were in fact taken when 
such competition was at its keenest. In the immediate past the 
railway and coal strikes affected more particularly their manu- 
facturing business at Preston, because, whilst they were themselves 
well provided with stocks of coal, they were greatly hindered in 
the execution of their orders, in fact, had to stop work at one time 
because of the impossibility of getting in their raw materials, an 
also of making delivery of their manufactured goods, The 
net result in this department was that with the 
works’ order book at the maximum, their net production 
during tho 12 months under review was, with the 
exception of one year, the minimum since they entered that field 
ten years ago. The same remarks with respect to strikes applied to 
the contracting department, with the addition that it was also 
seriously affected by the dock strike, because of the impossibility 
of getting that raw material which was of all importance, namely, 
cement, The contracts they had in hand for this year they hoped 
would be remunerative. The order book was healthy, the Preston 
works being fuller than it had ever been of that class of manu- 
facture best suited to it, and the very greatest care was being 
taken by the directors and management to take no orders that 
would not show at least a moderate profit. Turning to the balance- 
sheet, it would be seen the company's works were full, the stock of 
materials and work in progress there having, during the year, 
risen from £99,621 to £142,383—over 40 per cent. With regard to 
the other figures in the balance-sheet, the capital expenditure had 
been increased by £20,156. This was after writing off for depre- 
ciation on the same scale as usual, and represented extensions at 
Preston works principally in connection with the completion of the 
lamp works, which was now producing for the market. The debtors 
and contracts were somewhat less than last year, but these figures were 
fluctuating ones, which constantly varied within considerable limits. 
The sundry investments remained at practically tbe same figure, 
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and the cash in hand was eomewbat reduced, owing to tbe greater 
amount of work in progress. In conclusion, he might say that 
whilst the directors were disappointed ih the rerult of the year's 
trading, they were convinced that there were many grounds for 
hope that the result revealed by the profit and loss account was one 
such as only came occasionally within the experience of any trading 
concern, and to that concern in particular. There never was a 
time in its history when its organisation was more complete, or 
when its reputation to produce the best article stood higher. They 
had an experienced and excellent staff, and a management devoted 
heart and soul to the best interests of the company. They might 
say he had not promised them much for the future, but he would 
promise them one thing—that if they later on in the meeting re- 
elected him as a director, he would epare no work on his part (and 
he knew he had the support of all his co-directors) in endeavouring 
to bring about a better state of things in the near future. They 
would have noticed from the report that they had lost two directors 
during the past year, Mr. John Kerr, the late chairman, and Mr. 
George Richardson, who, as etated, retired from the board for 
private reasons. He regretted it had been thought by one or 
two that this might have been in connection with the poor 
result of the profit and loss account for the year under review. 
He begged to assure the shareholders that their late col- 
leagues were not men who would retire from the com- 
pany for any such reasons, but, on the contrary, would most 
likely have stood by their co-directors, had they had an idea at the 
time they retired that the results would be so unsatisfactory. It 
was with very great satisfaction he was able to announce that Mr. 
John Sampson had accepted a seat on the board. 

Мв. В. Н. PRESTWICH seconded the motion. 

Mr. J. B. CoNCANON said he thought it was due to the chafrman 
that, on behalf of the shareholders, he (the speaker) should express 
his deep sympathy with the board, as well as with themselves, for 
the untoward incident of their having been obliged to pass the 
ordinary dividend this year. He would like to point out to those 
shareholders who were, perhaps, not so conversant with kindred 
companies as he (Mr. Concanon) was, that he did not think there 
was one of such concerns that had paid a dividend on its ordinary 
shares for years, and that was the first time that Dick, Kerr & Co. 
had had to pass the ordinary dividend. That, he thought, in itself 
was a remarkable testimony to the admirable manner in which 
the company had been managed in the past. With regard to the 
appointment of Mr. Sampson, he regarded it as a distinct acquisition 
for the company to have such & man on tbe board. He was & man 
of the very highest position in the commercial world, and he was a 
man of very independent and very strong views. They might rest 
satisfied that nothing would be left undone on the part of the 
chairman and the board to get the company back into & more 
prosperous state. Their chairman had been connected with the 
company for many years and although his (Mr. Concanon's) 
personal interest was not very large as an ordinary shareholder, he 
had always taken & deep interest in the company from ite very 
start. He could claim to have been the first man to give an elec- 
trical contract to the company when it started on its new career 
10 years ago, and it had prospered ever since until this unfor- 
tunate year, when, as they knew, the circumstances were entirely 
exceptional. He was aware that the reason kindred companies had 
not paid any ordinary dividends for some time was not so much 
want of orders as the taking of business that was not profitable. He 
applauded the remark of the chairman that it was their intention 
not to take any business that did not show a fair profit. He thought 
it was a great pity that those companies who were competing with 
them could not see their way to come to some sensible businesslike 
understanding with one another not to cut prices, for he was 
satisfied that if some such arrangement could be come to, it would 
be to the advantage of all concerned. He noticed that they had 
investments in the balance-sheet representing about £149,000, and he 
would be pleased to know if there was any serious depreciation 
in that figure. 

The CHAIRMAN, after thanking Mr. Concanon for the compli- 
mentary nature of his remarks, said that, as to the investments, 
they were all added together, and they were put in the balance- 
sheet at what they considered to be their true value, acting on the 
advice of their accountants. 

The report was then adopted. 

On the motion of Mr. Prestwich, seconded by Mr. D. C. Ellia, 
the chairman was re-elected a director, and the appointment of Mr. 
John Sampson to a seat on the board was confirmed. 

The meeting closed with a vote of thanks to the chairman, his 
colleagues, the staff, &c, : 


Oriental Telephone and Electric Co., Ltd.—The 
directors have declared the following interim dividends :—3 per 
cent. on the 6 per cent. cumulative preference shares for the current 
year, less income-tax, and 3 per cent, on the ordinary shares, free 
of income-tax. The warrants will be posted on 31st inst. The 
share transfer books will be closed from 17th to 30th inst. i 


Indo-European Telegraph Co., Ltd,—The directors 
have declared an interim dividend for the half-year ended June 
30th last at the rate of 5 per cent. per annum, free of income-tax, 
payable on and after November lst. The transfer books will be 
closed from 18th to the 31st inst., inclusive, 


Provincial Cinematograph Theatres, Ltd.—The 
directors have recently declared a firet interim dividend of 5 per 
cent, | - 
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New General Traction Co., Ltd. 


THE directors’ report for the 16 months ended July 31st, 1912, states 
that the scheme of reorganisation of the company’s share capital 
as passed by the shareholders, received the approval of the Court on 
July 23rd last, and for the purpose of bringing the accounts into 
line with such scheme they have been brought up to July 31st. The 
revenue received and accrued from the various sub-companies 
amounted to £37,521 for the period under review, against £22,657 
in the previous year. The general expenses, including directors’ 
fees and legal charges, amounted to £2,566 for the 16 months, as 
against £2,147 in 1910-11. The accounts for the period show a 
profit of £15,170. The directora recommend that this sum should 
be appropriated as follows: £10,480 to the payment of a 4 per cent. 
dividend, and that the balance of £4,690 be carried forward. The 
dividend received from the Coventry Electric Tramways Co. for 
the year ended December 31st, 1911, was increased to 9} per cent. 
The Coventry Corporation has duly carried out the purchase of the 
Coventry tramways in accordance with the terms of the arbitration, 
of which particulars have already been sent to the shareholders. 
The accounts of the Norwich system show that there was 
an increase in the traffics for the year, and a decrease in the 
expenses, A dividend of 2 per cent. was received from that com- 
pany for the year ended June 39th, 1911, as against 14 per cent. for 
the previous year. The Douglas Southern Electric Tramways, Ltd., 
paid 7 per cent. on its preference shares and 1} per cent. on its 
ordinary shares. The income from the Philadelphia undertaking 
for the 16 months amounted to £20,147. The directors’ reports and 
accounts of the Coventry, the Norwich, and the Dovglas Southern 
Tramway Companies respectively are annexed tothe report. The 
directors have appointed Mr. Charles Pakeman to a seat on the 
board. 

The annual meeting is to be held on October 31st. 

In respect of the reorganisation of the share capital, the new 
share certificates will be ready to be exchanged against the old pre- 
ference and ordinary share certificates on and after October 23rd. 


Prospectus.— The Rose Aulomatic Target Co., Ltd. 
—In our issue of May 24th last, we referred to a prospectus offering 
19,000 shares of £1 each for subscription at par. Apparently 
there was then an insufficient response, fur we bave now received 
& second prospectus stating that the list was to be open from 
October 10th to 15th, for an issue of 21,000—thus giving the 
public a larger opportunity. The vendor of the patents has 
. modified his terms, for he is now content to take only £2,000 in 
cash (as compared with £4,000 before), and £14,000 in fully-paid 
shares (as compared with £16,000 before) It is etill proposed to 
acquire and develop the patents, and estimates of the manufacturing 
cost have still been prepared and carefully considered. Making 
their calculations of expenditure accordingly, and having regard 
to inquiries received, the directors are ‘‘of opinion " that there will 
be “satisfactory dividends.” Wedo not now find any reference to 
the factory building near London that was under consideration 
last May, and Mr. Rose is only mentioned as technical adviser (not 
now ав manager of the factory) at a salary of £400 per annum, 
the engagement being terminable after the firat year at three months’ 
notice. The company has been formed to acquire and develop the 
patent rights of what, as our readers know, is an excellent 
invention, but it is not clear what this word "develop" means, 
for there is no reference to any agreements as to manufacture, 
though it is stated that after paying for the patents, the proceeds 
of the issue will be devoted to “providing working capital for 
exploiting the invention.” Our readers will not require us now to 
restate our criticisms of May last. 


Associated Fire Alarms, Ltd.— The first report of the 
directors states that the accounts for the year ended June 30th, 
1912, show a small profit of £112, after providing for depreciation. 
A considerable portion of the period was occupied in the геограпіка- 
tion of the two businesses as a combined concern. The directors’ 
expectations of economic working and reduced expenditure conse- 
quent upon the amalgamation of the businesses of the Pearson Fire 
Alarm, Ltd., and May-Oatway Fire Appliances, Ltd., have been 
fully realised; competition has been reduced and a substantial 
saving effected in working and other expenses, the full benefit of 
which will not be experienced until next year. Owing to pressure 
of other business, Mr. H. Cuthbert Hall, one of the original 
directora, has resigned his seat on the board. In the interests of 
economy the seat is not to be filled at present. 


Ferranti, Ltd.—The directors report that for the year 
ended June 30th, 1912, the profit on trading was £51,759, and, after 
crediting discounts, interest and transfer fees, and deducting general 
establishment charges, repairs and renewals, legal expentes, bad 
debts, and directors and trustees’ fees, there remains a balance of 
£24,338, which has been applied as follows :—Intercst on prior lien 
debentures, £805; interest on first mortgage debenture stock, 
£5,000; interest on bank and temporary loans, £1,400; deprecia- 
tion reserve account, £10,000 = £17,205, leaving a balance of 
£7,128. The amount at credit at June 30th, 1911, was £5,327, 
making £12,456. The directors recommend that this amount 
ehould be carried forward to the current year. The results for the 
year again show an improvement over thore for the previous year. 
Owing to the expansion of the company’s business arrangements 
are about to be made to issue £50,000 6 per cent. five-year notes, 


The proceeds, after repayment of the prior lien debentures, will be 


available for working capital. 
The annual meeting is to be held at Basildon House, Moorgate 
Street, E.C., on Thursday, October 24th. 


Parsons Marine Steam Turbine Co, Ltd.— The 


report states that up to June 30th the total horse-power of marine 
turbines of the Parsons type completed or under construction, 
amounts to 8,500,000 H.P.—an increase during the year of about 
2,100,600 H.P.—of which total nearly 7,200,000 H. P. is employed for 
propulsion of warships and 1,300,000 in the mercantile marine and 
yachts. The directors recommend a final dividend of 5 per cent., 
making 10 per cent. for the year, absorbing £21,128, also a bonus 
of 21 per cent, absorbing £5,282, leaving £18,810 to be carried 
forward. 


Brisbane Electric Tramways Investment Co., Ltd.— 
The directors have declared an interim dividend at the rate of 
8 per cent. per annum (4s. per share) on the ordinary shares for the 
half-year ended June 30th. 


Monte Video Telephone, Ltd.—The directors report 
that for the year ended July 3lst last, after providing for all 
charges in Monte Video and London, the net profit for the period 
was £25,120, as against £22,145 for the previous year. The interim 
dividends paid on May 1st last absorbed the sum of £4,343, leaving 
a balance of £20,777, plus £4,381 brought forward, making an 
available balance of £25,158. After applying £15,000 to depre- 
ciation of the company's property and plant, and transferring 
£1,500 to reserve fund, bringing that account up to £60,000, the 
directors recommend the payment of final dividends of 24 per cent. 
upon the preference shares and 3 per cent. upon the ordinary shares, 
making for the year 5 per cent. on the preference and 6 per cent. 
on the ordinary shares, leaving a balance of £4;315 to be carried 
forward. The number of new subecribers during the year has again 
shown & moderate increase. í 


Cape Electric Tramways, Ltd.—The directors report 
that for the year ended June 30th, 1912, there was a profit of 
£11,530, and after providing for debenture interest, redemption of 
debentures, and taking into account the balance brought forward 
from last year, there is a net credit balance of £36,662. From this 
sum the reserve fund has been credited with £8,000, leaving 
£28,662. The operations ehow a further satisfactory increase in 
earnings on the figures of the previous year in both Cape Town and 
Port Elizabeth, and the consequent increase of profit enables the 
directors to recommend the payment of a dividend of 5 per cent., 
free of income-tax, on the ordinary shares. This will absorb 
£24,561, and the balance of £4,101 is to be carried forward, 
During the year the tramways carried in Cape Town 13,733,656 
passengers, the receipts being £135,369, as against 13,318,110 
passengers, with receipts of £131,702, for the year 1910-11. In 
Port Elizabeth 3,747,913 passengers were carried, the receipts being 
£39,822, as against 3,363,099 passengers, with receipts of £35,632, 
for the year 1910-11. 


STOCES AND SHARES. 


Tuesday Evening. 


THE full force of the war slump came in the Stock Exchange last 
Friday and Saturday. Originally started by the Balkans crisis, the 
financial position of the Bourses grew graver every hour, until in 
Berlin and Paris there wassomething very like panic, stocks and shares 
being flung overboard regardless of anything else save the neces- 
sity of selling them, and for what they would realise. The certainty 
of an early rise in the Bank of England rate operated as an added 
cause of flatness, and not until Monday in this week was there any 
attempt made to rally prices. By then, however, the worst part of 
the slump had spent itself, and the bargain-hunters made their 
presence felt as they went about picking up cheap stock in this 
market and the other. Substantial recoveries occurred all round 
the Stock Exchange, where members again began to smile and to 
talk of cheerful things. 

So far as the Electrical departments are concerned, the main 
alterations have occurred in the Home Railway section: while 
some of the Latin-Canadians show heavy falls. There has not 
been much selling, however, of other electrical stocks and shares, 
and it may be said that, up to now, the latter have escaped lightly 
enough from the demoralisation that has been felt in wide circles. 
Possibly the lowest quotations have not been plumbed even yet, for 
it is the invariable Stock Exchange rule that the lower prices go, 
the further will the fall be continued until powerful support comes 
to the rescue: just as the converse of the proposition is true, viz., 
that the higher quotations rise, the more they will mount, until 
some accident puts the extinguisher on them and sends them down 
again. 

Looking first at the Home Railway movements, the most marked 
is that of a 5 point drop in Metropolitans, though this does not by 
any means indicate the lowest quotation reached, On Saturday 
morning stock changed hands at 61, from which there was a share 
rebound on the next business day to 64 bid. It is argued that at 
anything like the latter price—some 14 points below the best 
recently recorded— there is plenty of scope for improvement, seeing 
it is practically certain that big interests are endeavouring to 
obtain control of the company. Districts, from 41, fell away to 
37, and the subsequent recovery has taken them up to 381, leaving 
а fall of 2 on the week. The liquidation shook Central Londons, 
the Ordinary stock at 74 and the Deferred at 72 being 4 and 5 
points down respectively, East Londons tumbled to 8 before any 
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recovery set in, and the only stock in the market to show any 
resistance to the prevailing depression has been City and South 
London, which at 34 retains ite previous advance, report being very 
insistent as to the company being taken over before long by one of 
its bigger brethren, of which the Midland is rumour's chief 
favourite. 

London United Tramways Preference are 108. lower, and the Deben- 
ture stock fell 1. Metropolitan Electric Trams went back to 23s. 9d., 
ez dividend, and the rumours which have recently been linking these 
two companies are decidedly subdued now. The Underground 
Electric Railway issucs went down with the rest, the Income Bonds 
at 88, showing adrop of 3 pointe. British Electric Tractions gave 
way to & small extent. The slump, however, has not affected prior 
charge stocks, with the exception of Metropolitan Tramways 11 per 
cent. Debenture, which is 14 down. 

The Latin-Canadian group, as already mentioned, suffered con- 
siderably in the general depression. Chief amongst the falls are 
those of 17 points in Sao Paulo Trams and 12 points in Rio Trams. 
The market is dealing now in certificates of deposit for both these 
Companies, but business in them has shrunk appreciably in conse- 
quence of the slump. 

Montreal Light and Power shares went back 12, and Canadian 
Generals lost 54 of their 7-point rise of last week. The Mexican 
group gave way all round, Mexico Trams losing 10 and Mexican 
Light and Power 6. British Columbia Electric stocks suffered 
severely, following upon their falls of a week ago. The satisfactory 
report from the Cape Electric Trams sufficed to raise the price a 
small fraction. 

Amongst other traction, issues, Anglo-Argentine Debentures 
weakened on the issue of the new stock. The underwriters of the 
latter expected to take up about 65 per cent. of their obligations. 
In the case of the Sao Paulo Electric 5 per cent. Debenture stock, 
which came out last week, the public took 22 per cent., and the 
underwriters were therefore left with 78 per cent., upon which the 
quotation fell to 2 discount; the stock looks cheap at this price, 
the yield working out to £5 78. 6d. on the money. Victoria Falls 
Preference weakened to 18s. 9d., but the company's 54 per cent. 
Debenture scrip keeps very steady at 951. Para Electric Railways 
fell 3. Calcutta Trams at 63 er dividend are firm. 

In the list of English Electricity Supply and Power descriptions, 
the principal alteration is a fall of £2 in City of London Ordinary, 
this, of course, being brought about by realisations on the part of 
the “ bulls,” a small speculative account still existing in the shares. 
Beyond this, the changes are insignificant. Brompton Ordinary 
and Preference enjoyed the distinction of being ł up in each саве ; 
and, evcn in the panicky markets at the end of last week, electric 
shares were exceptionally firm. Various rumours and reports as to 
something that is going to happen to make the market better con- 
tinue to circulate ; but in this connection we need only repeat our 
previous warning that too much importance must not be attached 
to statements which carry no official authority and which are in all 
probability premature. 

The Telegraph market is ateady, except in the few issues where 
anything like a bull account has been built up. West India 
and Panama shares dropped }, but the First Preference rose 4 to 

10%. Great Northern Telegraphs went back 15s., and the Anglo- 
Ameycan Telegraph Deferred fell 3. There was a sharp spurt in 
National Telephone Deferred the ether day to 162; and though 
much of the rise was lost, an improvement of two points remains. 
The debate in the House of Commons on the Marconi contract 
has been studied with keen interest by the Stock Exchange; and 
the price of the sbares, after touching 41i, rallied to nearly 5. 
Monte Video Telephones gained qu on the issue of a satisfactory 
report. 

The feature in the Manufacturing market is the dulness of 
Castner-Kellner shares, which have fallen ұу. although the Deben- 
ture stock is 2 points higher, British Westinghouse Preference 
fell z, but Babcock & Wilcox are really mm up, allowing for the 
dividend taken off last week. Dick, Kerr Preference, also ex 
dividend, have given way. Edison & Swan 4 per cent. Debenture 
put on a point. There are proposals in the air for a reorganisation 
of the company's capital account. The Brush Electrical Company 
has been sending round allotment letters of & new 6 per cent. Par- 
ticipating Debenture stock to its shareholdera, some of whom 
evidently think that this form of issue implies a bonus, for the 
market has been besieged with inquiries as to what premium there 
is on the stock. It seems a pity that this method should have been 
adopted; and to those who are conversant with the condition of 
the market in the company's stocks and shares, it is scarcely 
necessary to say that there is no premium on the new issue. 


EA 


Auckland Electric Tramways, Co., Ltd.— The directors 
report (according to an abstract in the Tie) that the total revenue 
for the year ended June 30th amounted to £232,351. After pro- 
viding for all expenses chargeable to revenue, including £17,322 
for debenture and other interest, the rental and percentage of profits 
payable to the Auckland City Council amounting to £5,259, and 
setting aside £20,000 to the renewals and depreciating account, 
there is a surplus of £51,609, plus £7,147 brought forward, making 


£58,756. After placing £18,238 to reserve, making it £85,000, the 


directors recommend a further dividend on the ordinary shares at 
the rate of 11d. per share, tax free, for the half-year ended June 
30th, making a total dividend of ls. 6d. per share for the year, 
leaving £8268 to be carried forward. It is proposed to increase 


the capital to £500,000 by the creation of 50,000 new preference 
shares of £1 each. 


Bank Rate,—The Bank Rate was yesterday raised from 
4 per cent, to 6 per cent. 


ELECTRIC TRAMWAY AND. RAILWAY 
TRAFFIC RETURNS. 


Fort- | Receipts for | No. Route 
Locality. night the of miles 
ended. fortnight. wks. open 


рева eo ec 
A 


Blackburn .. 


Yorks. Wool. Dist. 
Miscellaneous .. 


+ 

Blackpool Corp + 
Blackbool-Fleotw'd + 136 
Bournemouth i + 302 
Bradford .. + 390 
Brighton + 58 
Bristol dis + 2,140 

Brit. Elec. Trac, Co. 

Airdrie .. а + 185 
Barnsley .. А + 9 
rrow + 98 
Devonport — 12 
Gateshead ‘ jt 24 
Gravesend + 26 
Greenock. . А + 1% 

Kidderminster . vá + 
{Leamington + 10 
Merthyr + 96 
Metropolitan — 938 
Middleton + 43 
Mid. Joint com : tee 4 696 
Oldham — Ashton t 74 
Peterborough .. + 6 
Potteries ee @e 5 994 
Rothesay .. — 176 
Southport + 399 
B. Metropolitan. — 3 
Bwansea .. m * 61 
ошон e + 22 
eston-s-Mare .. * 10 
Worcester + 64 
Wrexham + 21 

+ 

+ 


Burnley... + 897 25 m 
Burton-on- Trent . Sa —. 19 | 28 7,786 — 451 
Bury a sä А + 189 | 28 200 |— 420 
Ca + 891 | 27 ,881 |— 9,944 
Chatham and Dist. + 139 | 40 84,435 |— 989 
Cork ee ee 0 t 8 41 ,903 ке 900 
Ого оп ee 8 + 198 21 49,934 = 1,185 
Ed EHE 1 
Darwen is А t 2 ‘ + 
Dover s — 977 7,232 |— 564 
Dublin ee . + 494 * 89,695 керо; 8,988 
East Ham .. + 66 |98 89,096 |— 888 
Exeter P ВИ 5 is 3 
na =. . .. | 859,040 
Hull a is < 28 82,188 
Ilkeston ae ee 28 8,109 
Ipswich š $a 28 18,891 
arnock.. i 21 8,602 
Lancashire United 41 55,889 
Leede ve а 28 | 220.819 
Leicester ee ee 4l 104,557 
Leith m А 219 | 16,810 
Live Ls . 899 | 478,110 
L.O. ee ee 1,124, 


Lowestoft .. sis 17 8 
Manchester аа 28 | 473 014 
Newoastie .. - ee | 122,988 
Newport + 66 27 19.216 
Oldham ва А + 96 | 98 58,071 
Pontypridd .. id + 81 | 28 11,054 
Portamou ea М ii = es 
Preston гә А + 45 27 22,795 |+ 1,007 
Rotherham .. „. + 174 | 273 | 20, + 1,346 
Mord ә А + 292 | 215 | 137,940 |+ 8,057 
Sheffield ae e + 992 ee 192,559 + 7,245 
Bontham ee + 146 | 27 85, — 64 
Southend-on-Sea .. + 280 | 928 95.100 |+ 2, 476 
South Shields é + 119 28 18 178 | + 41 
eside .. РА + 40 | 15 7,418 1 724 
y eo өө + 1 T= 464 
Walthamstow... wis — 887 
West Ham.. FN — 64 — 3,611 
Wolverhampton T + 118 + 456 


Cen. London Rly... + 604 
City & B. Lon. Rly. — 885 
lin-Lucan ? + 16 
G. N. and City Rly. — 11 
E отето Rly. M 1 
Lona Mao Ry: Oo. Ч He 
ersey Railway .. 
Me tan Riy... + 
Mot District Ry... 
Anglo-Argentine .. 
оеша š 
mbay B. N. T.) se 
кнр z P 
rit. Colambia Riy. 
Caloutta 


Cape Electric T. Ld. 
Kalgoorlie, W. A. 
Lisbon - ee 

adras m ve 

Montevideo ee 


pt. 
erth (W. А.) ee Oct. 1 1 


Compared with the corresponding period of 1911. 
{ Includes horse, steam and other receipts, 


+ One week only, 
$ One month, 


~ 
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SHARE LIST OF ELECTRICAL COMPANIES. 


ENGLISH ELECTRICITY SUPPLY AND POWER COMPANIES. 


Stock | Closing | Rise | Present Stock Closing | Rise | Present 
RAMB., or Dividendi Quotations | + or| Yield NAMB, or оле Quotations | + or] Yield 
Oct. 15th. | Fall] p.o. Bhare. Oct. 15th. Fall p.o. 
Bo Poo to | 157 | 1 52 4 Kensington & & Knightsbridge, Ord 3 119 um Tfi— 8 914 6 
urnemouth & le, Ord, .. 6 a ge, "T 
B oe ee 10 4j 8 oi Ы 4 12 4 Го. 496 D eb. oe ee ee Stock 4 4 90 — 98 ee 4 6 0 
6 et. we 10 6 6 i 1 . |611 7 Kent Elec. Power, 44 96 Deb. .. Stock 4 44; 78 — 62 . |6 9 9 
Do. 4 9% Deb. Stock.. _.. | Віоск | 43 4 | 98 —100 i 410 0 | London Blectric, Ord, .. . В 4 y- a . |810 8 
pton & Kensington, Ord... & | 10 9+ 9 — + 6 5 8 Do, 6 % Pref. .. 56 % b 0 0 . |5 14 8 
Do. 1% Cum. Pret. .. m. b 1 1 8— . 3 17 9 Do. 4% First Mort. Deb, .. Stock 4 4 90 — 93 „ |4 6 0 
Central Electric ER) 100 | a | 4 | ото |.. ja o % 80 4 pret 2| 6 48 4| ае 
Charing Cross, West End & City b 6 5+ a a 418 0 Do. 4 First Mort. Deb. .. | Btock 1 d .99 —109 14 8 3 
no c к. T b 4A | 4 é . [414 9 А оно. „Stock 86 — 88 . 1819 7 
. $ ertaking ' o Corporation 
de HB See „% „ а | 2 leo norant Mon De] 10 аа mom |. eme 
в еее ee — ee ewoast!é-on-' e °з . 
Mo CX Deb 3 Stock а Hi 96 —101 1 North M Шап Power g :} А Ки и D С. 
e es eo ee — ee e ower Su 
City ot London, Or. 10|8 6f 15—17 — 144 2 ply, 6 X Mortgages (Red) }| 100 | 6 | 5 | 101 —104 S |416 2 
А Cum. Pref. .. "M 10 6 6 194— 14 . . 4 5 9 Notting 1 6 ä 10 6 6 10 — 11 8 9 1 
Do. 6% Deb. .. Я Stock 5 5 | 118 —129 . 4 2 0 Pref. s 
Do. 4 Becond Deb. a» 100 4$ | 44 | 99 —102 14 8 8 Oxf 6 | j 6t 6 — 64 . 5 11 6 
County o ов, Ота... . 10 | 6 | 4 | 115—189 . |6 0 0| 8t. James’ and Pall Mali, Ord, | 6 | 10 | 10! — 9 . 1558 
. 6 ee æ „ | 10 6 6 | 14—14 .. 1419 0 Do. T9, Pre. 61717 7 .. 1416 7 
Do. e оо ee ee Stock 106 —108 ee 4 8 4 x Deb. ee ee ee 100 83 84 25 == E8 8 19 7 
Do, Becond ; Stock 100 —108 ^. |4 8 8 вае rkets, Ота, 5% 6 2 |... 1$— af - "T 
€dmundson’s, Ord. s ds N T w HH " Nil South London, Ord. éi 4 6 |.. 8 — 614 8 
Do. 6 % Cum. Pret. .. в Nu Nu] 3 E .| Ni Do. 6 % First Mort. Deb. 100 | 5 5 | 98 —101 419 0 
Do. 44 % First Mort. Deb, .. | 100 4 4 8 — .. 15 8 6 || South y Pow Deb Boo 1 7 7 ] 11 612 0 
Folkestone . ip vs 6 6 6 1 — 64 .. 65 17 1 25 44| «4! 96 — 99 . |411 0 
Do. 5 % Cum. Pret. ee ese 6 5 6 ee 4 17 q Nil ee 3 ee ee 
Do. 4 96 First Ded. 100 43 44] 92 — 95 414 9 Do. 5 % Cum. Pre. 8 2 — 83 a Е 
Ноте .. sê 5% ee s 6 9 8t 71 — Taxd 614 3 Do. 4 First Mort. Deb. |. 100 44; 44 | 84 . 15 18 
Westminster, Ord Ар ie 6 |10 9t . 1581 
| Do. 4 & Cum. Prei. 6 44 4 5 — Б 51480 


Urban, eu. 25 


COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 


| = 
, Monterey BS. Light & x) 100 


8 6 кө T T 6 6 6 53— 53 6 4 4 = 
tta, ^A nbl 5| 8|... | "ü— 74 | ale 8 0 lat Mort. Deb. 6 | 6 | 85 — 88 1/518 8 
Do. “Cg Pref b 5 6 92 — 416 5 || Montreal, Le „апа Power .. | $100 | 8 9+ | 232 —287 —12|3 16 4 
Calgary 98 iri Mori Bde | 10 5 | 6 | 934—9 =H 5 4 9 || Northern, Lt., Powerand Coal, J $500 | 5 | 5a | 89 — 42 
.. 8100 7 7 /15—19 —8 6 17 8 5 lst Mort. Bonds e vs 
Do. ac eo $100 7 7 118 —122 ee 5 14 9 River Plain Ord. oe ee ee Stock 10 ee 240 —960 ee 4 0 0 
Cordoba t. rower and F., Ord. 1 Re $— 1 á 8 0 0 Do. 6 & on-Cum. Pref. .. | Do. 6 6 | 109 —114 SQ |5 6 8 
по? % Deb. iol NE] 100 5 5 94 — 97 —1 |5381 pe oe серва .. | Do. b 5 | 102 —104 . |416 2 
Bico. Lt. and P. o & y. Elec. Co., Mon 2 
8 vi 255 = : : n s | Bhawini тыны Mort: Debs} $100 ы i A » 8 m Я 
Neo. Bu cto T 55 gan Water, i — — 
i о ont, Bob, К cdi LIE Do. 5 % Con. ist Mort, Bonds $500 | б | б 101—109 EIE 
&lec. Dev. епо B er. ee ee Stock = ee 
Kalgoorlie Elec. P 22 Šet Een ud " Unde "a : Vera Gr ота, F. Sud T. o ps d d VC 
r e ec. * An e. 0 = ө ee era rus в 
ро, ane . tsa . 1814 6 | * tst Mort. i] мы Е Ж 9 Wr ae LE 
Kaminis саза Power, 6% G. Bs. | $500 | 6 5 101 —1 .. 414 4 || Victoria Falls Power, Pref. .. 1 11d. 172d] 42— 33 — R "m 
b Nil 14— 2 e oe | West Kootenay Power and L4. } 100 6 6 163 —106 614 3 
Melbourne, 15% Mort. Deb, 100 | 6 | 5 | 102 —105 «15 8 lst Mort. 6 % Gold i 
Mexican Y wer Common $100 | 4 4t | 88 —90xd| 6 49 0 i 
В Cum. Pref. . $100 | 7 | 7 104 —100 xa | —1 |612 1 | 
| 
TELEGRAPH AND TELEPHONE COMPANIES. 
| | ү Жей 
Amason Telegra T m 10 4 |.. T. 17i vs 5 8 8 | Monte Video Telephone, Ord. .. 1 6 |.. 1 15 . +611 
Do. 5 J Beb. Red. sten б 3 0.— cá . 5 20 ! Do 6% Prei. 1 | 6 | б |А "EL 6 8 
American Telep. Se Teleg., Cap. $100 | 8 8t | 146 —148 —1 (6 8 1 || National Telephone Def. .. Stock 6 | .. 1578 —159 +2 6a 
Do. Oollat. Trusti .. . 81000 4 4 934— 953 ‚ |4 8 9 | New York Telep., "Oen. Bods. 100 44 | 4 | 1004—101 —141!4 8 8 
Anglo-American Telegraph Stock 8 8 67 — 69 xd 4 7 O0 Oriental Telep. an 20 1 8 j.. 1$ — 1 . |4 6 4 
Do. 6 Pre $ ee ee e 6 6 120 — аш кары 3 6 6 8 ` Do. Cum. Pret. ee ee 1 6 6 1 1 ee | 4 18 6 
Def. 80/j., .. | 96 — 26 —8{514 8 | | Do. Red. Deb. „Stock 4 4 — 90 = Б 9 0 
Anglo - Patte mel. TS 10 | 5 | 6 |108 —14 |... |416 2 | Paolüoanc European Tel $5) ро, | 4 | «| 98—100 | .. 400 
Chili Telephone 6 78 78— 73 4 811 | Reuters. «-| 10 10 | 10¢ | 103— 11}xdj д 8 17 10 
88 Cable, Belg. 4% Deb. oor : 4 45 8⁴ is 4 n : Dried pi 8 ZUM. ü .. | Cort. | 6 6 | 126 —129 xd| .. 1 18 0 
e ee oe ee .. 1 ee one Oo. o s = 
Do. 10% Pref. .. 10 10 |10 | 1 1 . 1614 B | Tib Red.] | Stock | а 4| 993-10 | .. 488 
Direct 8 Telegraph, Ord. b 4 | 4t B — 23 5 14 4 |, United River Plate Telephone б 8 |.. WWa- 7141 - 5 4 1 
Do 10 % Cum. Pret . 6[0 |10 | 6—1 7 210 Do. 5% Cum. Prein. 5 | 6 | 5 11 — i |а 811 
Direct United States Cable 10 b 4 Ti— 74 es 6 7 0 | West Coast of America .. 2 9% 2 144— 168 vs ; 8 18 b 
Direct W. Indis Cable, Reg. eb. 10 | 3 4) 98 —100 s10 0, Do 4% by Bras. Bub, Pel, 10 | 4 4 | 96 — 99 .. 4 010 
Gastern Гейл h on Btock Stock 7 7! | 129 —182 xd 5 6 1 | West India and Panama Teleg. 10 23 — Bë — i T 
Do. 94 „Sto. Do. | 8 Tl — 19xd| .. |4 8 1 Do. 69 Cum. lst Pref. ..| 10| 6| 6 | 105-1 |+ 581 
Do. 4% Mort. Deb. .. Do. | 4 4 о 8 18 10 | Do. 69% Oum, nd Pref... 10 6 6 94— 10} . 1617 0 
Sastern xtension ee ee 10 1 1t 18 Ж, 1 ee Б 8,8 | Do. b Debs. ee oe ee 100 6 6 101 —108 | 4 17 1 
Do. ` i Den. QT Btock| 4 4 89 —101 К 819 3 тоеп elegraph, Ltd. s sA : i 963 — 955 m 6 i S 
Bast and 8. Africa Te Stao — m 
Mt. Db. Mauritius Su е) w | é 4 | 58—101 ‚ 1819 в | wostern Onion: 443, Fag. Bonds 81000 € | @ | *Pj-itldxd| 2: 4 8 8 
Globe T and se 10 6 6& | 11 — 114 .. 5 44 | 
Do. 6 96 f. oe ee 10 6 6 122— 134 | ee 4 10 7 i i 
Great Northern Telegraph  .. 10 |18 | 18 28 — — 6 4 2| | 
Telegraph n 18 |.. | 67 — 69 . 5 8 5 
Marconi's Wireless Telegraph 1 | 20 1 — яң 111 
Do, 196 Cum. Partio. Pref. 1 [17 4— if — 13178 
| | 
l FFF! a DEMON INN 
* Uniess otherwise stated, ali shares are fully paid. a Paid in deferred interest warrants. t Interim Dividend. 1 8s. in Funded Dividend Certs. 
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SHARE LIST OF ELECTRICAL COMPANIES.—( Continued.) 
ELECTRIC RAILWAYS AND TRAMWAYS.—HOME. 


| | 
Btock Closing Rise | Present Stock | Closing Rise | Present 
NAMB, or |Dividends| Quotations | + or | Yield NAME. or | Dividends) Quotations | + or Yield 
Share. Oct. 15th. | Fal] po. | Share. Oct. 15th. | Fall p. o. 
Ы 1911. ; 4E 8. d. | * 1011. 1912. & в. d. 

Beth Trams, Pref, Ord. .. $5 1 | Ni | Nil M— е2 мі * ап Railway Oonsol... | 100 14 1st) 544— 55 —43|2]19 1 
Do. 6 % Pret, eo 5 T 1 b b 1.— à . |6 8 1 Do. 8 us Lands .. ..| 100 2 2; 64 — Е 4 8 4 
Do. 44 96 Deb. oe ee ee 100 43 43 1 к= 81 oe 6 ll 1 ‚ Ро, "Del. @e ee os 100 87 — 83 oe 8 16 11 

Brit. Elec. Trao., 6% Pref, .. | 100 oe m 12 — 14 “> -€ . Pref. . ..| 100 86 — 87 . 14 0 
Do. Do. Deferred .. | 100 | .. | .- 6— 8 7 % | | Do. Con. Pref...  ..| 100 | 84 — 86 416 
Do. Do. 696 Cum.Pr'f. | 100 6 6 89 — 92 610 6 Metropolitan District Ord. .. | 100 | Nil | Ni 883— 39 —2 Nil 
Do. 7 мов OB. Pr'f. | 100 - “© 88 — 41 exp. d ee Do, 6% Deb. T .. | 100 6 6 | 141 —148 | .. |4 4 0 
Do. 6 Perp. Deb, ..| 100 | 5 6 | 94 — 97 ха! —1 E 8 1 Do. 4% Deb. 100 4 | 4| M—96 —9 43 4 
Do. 43 96 9nd Deb, .. | 100 44 | 44 | 79 — 88 | . |5 7 2 Do. 4 Prior Lien ..| 100 4 4 99 —101 | .. 1819 8 

Central London Railway, Ord. | 100 8 Ві | "73 — 75 |—4 14 00 Do. 4 First Pref, .. ..| 100 43 88 — 91 | .. 1419 0 

. Do. Pret. 858 vis ..| 100 4 4 84 — F6 | . 413 0 | td. 2 100 84 75 — 411 0 
Do. Def... vs ss .. | 100 2 42 71 — 78 —5 2 14 10 | Metropolitan Elec. Trams, Ord 1 6; 5 Jlà- Ii xd — 1 4 16 0 
Do. 4 o6 Deb. ee 100 4 4 100 —102 e. | 8 18 5 0 Def. ee ee ee ee 1 Nil е 5 ° Nil 
Do. 6 % Frer LI] lon, Or eo ГЕ 100 b b 107 —109 e 4 11 9 Do. 44 Deb. ee ee eo 100 4$ 44 — 95 —14 4 11 10 
Do. . 1890 .. ..| 100 6 6 | 105 —107 А 418 6 Do. 5% Deb, .. Fo ..| 100 b 6 974—1003 . 1419 6 
Do. Do. 1901 ee oe 100 5 b 105 —107 oe 4 18 6 Potteries, Ord. ee ee ee 1 BÀ ee — T ee oe 
Do. Do. 1908 .. ..| 10 Б | 5 | 104 —106 — 414 4 . 6% Pre᷑ ffn. 18 8 = . |6190 
Do. 4% Deb. .. ea ..| 100 é é 99 —101 .. |819 8 Do. 4 Deb. .. 4 100 44 | & — 90 QS |0 0 0 

Dublin United Trams, 6 % Pref. 10 6 6 19 — 13 .. |412 4 || South Metro. Trams, 6 96 Pref.: 1 6 Es m R . 177 В 

Great Northern & City, Pr'f. Ord 10 Nil Nil li— 2} d Nil | Do. 4% Deb. NS ...| 100 4 4 70 — 7 > 668 

Hastings Trams, 6 96 Pref. .. 1 6 6+ ij— ka .. |8 0 0 !| Underground Eleo. Railways 10 34— 4 — 1 NI 
Do. 4 b. ee 100 4 43 69 == 74 ee 6 1 7 Do. "А" 1/- ee oe 42 — a) — ve е 

Isle of Thanet Trams, 6% Pref. 6 - 23 . 1411 0 Do. 44% Bonds c . | 100 43 | 99 —101 i 491 
Do. 4% Deb. 100 4 4 41 — 82 S2 1417 7 6 % Income 100 1 £2 | 87 — 89 —8 ve 

Lancashire United, 5% Deb. .. | 100 | 6 | 5 | 81 — 83 — 3 2 6 | Yorkshire (West Riding), Ord. Б N =|: Nil 

London Elec. Railw'ys,4 9, Deb. 100 4 4 95 mem 97 ee | 4 2 6 | D? 6 % * ов ee oe 5 8 es 2 У ee 4 9 0 

London United Trams, 5 % Pref. 10 МІ |... 42— 53 — à BNET „ 4$ 96 Deb... T . | 100 4 | &| 79 — 88 6 8 5 
Do. 4 96 Deb. oe oe oe 100 4 4 72 — 16 —1 5 5 | 

| | 
ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOREIGN. 

Anglo-Arg. Trams, Ist Pref, .. 5 Ba ta 1i— 6 5 7 4 La Plata Elec. Trins, Ord, 1 Nil | T 1— BR | s» 
Do. 9nd Pref. .. к» Б Gb | t$ 4— brh 536 Do. Pret, ae 1 M 4, N— 1 | . 16°06 
Do. 49% Deb .. .. ..| 100 | é | @ | 984— 9 4 4 9 | Lisbon Elec. Trams, Ord, » 4. 2 l8 T ce, М” А 411 6 
Do, 44 % Deb. T! se 100 4 44 99 —101 1 4 9 1 Do. 6% Pref. .. so i 1 6 6 1 — 1 416 0 
Do, 596 Deb. . „ 100 | 6 b 99 —101 1 |419 0 Do. 5% Deb. 100 5 | Б | 93 — 97 5 3 1 

Auckland Trams, 5 [4 Deb. К 100 М ША. 1034 —1054 414 9 Madras Elec. Tr. (1904), Deb. | 100 5 5 100 —102 k> 418 0 

Bombay 20 2 & ТРЧИ Pref, | 10 6 | 6 11i— 12 5 0 0 | Manaos Trams & Lt., lst Deb. 100 5 5 92 — 95 |l os |5 5 8 
Do. 44 é . | 100 a 44 | 975— 994 + 43 | 410 6 || Manila Elec. R. and Lig., Bonds | $1000 | 5 | 5 | 1004—1024 .. 1417 7 
Do. 6 and Deb. өө 100 5 5 98 —100 5 0 O || Mexico Trams Com. ..| $100 | 7 | 7+ 115 —118xd | —103| 618 8 

Brisbane Trams Invt, Ord, .. 5 B. 4. as 74 — 74 5 8 8 Do, Gen. Con. 6 96 Bonds 6 | 65 96 — 98 | --2 |5 2-0 
Do. 5% Pref. .. ee es 5 5 b 5 — 59 418 0 Do, 696 Bonds.. 00 6 | 6 | 99 —101 | —94 | 18 10 
Do. 4496 Deb.. ..| 100 44 | 44 | 1003 —10934 = 470 Para Elec. Rlys. & Lit., Ога, 6 |10 |10| 7 — "B —8/6H 2 

B, Columbia Elec. Riy., Det, -» | 100 | 8 ‚„„ | 141 —146 3 5 9 7 Do. 6 % Pret. e $ Б 6|6 | 5— 5 d 5 9 1 
Do, Pref. Ord, $ 100 | 6 | 6 112 —116 436 8 5 Do. 5 ꝙ Ist Deb. T 100 5 5 1004—1024 |. 1413 6 
Do, б % Pret. . ..| 100 | 6 Б | 104 —107 —1 |418 6 | Perth (W.A.) Elec, Tr., Ота, .. | 1 5 | 86 là— 18 | „1116 4 
Do, 43 % lst Mort. Deb. 40 | 4 | 4 | 994—1024 e IA M Do. 5 Ist. Deb. М 100 5 5 99 —102 418 0 
Do. 4 Vancouver Deb, .. | 100 | 44, 4 103 —106 |4 5 0 | Rangoon El. Tr. & Bup., Pret, . 5 6 | 6 | bi— 5i : 5 4 4 
Do, 4 Con. Deb. .. . 100 44 4+ 101 —108 42 6 Do, 44% 184 Deb. .. oe 100 44 | 2 97 — 99 F 411 0 

Oa!cutta Trams, Ord, .. T 61715 | 64— баха 15 5 8 Rio de Janeiro Trams .. | $100 5 51 | 146 —151 '—12 |8 6 3 
Do, 6% Pref. .. * oa’ 6 | Б | Б | 4ti— 57 416 5 Do, Ist Mort.6% Bonds .. ae 5 6 100 —102 —14 418 0 
Do. 44 Deb. ee ..| 100 | 44 99 —102 e 4 8 3 Do. 596 Mort. Bonds se 100 | 5 | 5 954— 973 —14 56 9 7 

Cape Electric Trams : e | Jae AMET 11— 38 + 5 T Bao Paulo Tram, Lt. and P, .. | $100 | 10 10+ | 258 —268 | 2 8 14 8 

City Buenos Aires Trams (1904) 5 | б 6+ | o4— 52 Е 4 611 Do. 5 Ist Deb. ó е 500 | 5 | 5 | 102 —104 |—2 |4 14 4 
Do. 4 % Deb. | 100 | 6 b 99 —102 З 418 0 Singapore Trams, б 96 Deb .. 100 5 b | 82 — 85 ..[517 8 

Colombo Élec.Tr.&Lt.,6596,Deb.| 100 | 5 6 | 95 — 99 . |5 1 0 | Southern El. Tr. B.A., 5 % Deb. | 100 | 5 | Б | 96 — 98 у | 5 2 0 

Havana Elec. Rly., 5 oí Bonds 381000 5 | Б | 99 —108 А 417 1 || Un. Elec. Trams Monte ideo.. | 5| 1 -- | 58— 68 514 3 

Kalgoorlie Elec. Trams . ee | 1 | Nil | oN | we Nil Do, 6% Pref. .. * „ә! 56 | 6 ..| 44— bà à 511 7 
Do. 596 A Deb, ec ee | 100 6 | Б | 88—91 . |610 0 Do. 5 9 1st Deb. 100 | 6 | 6 | 101 —104 -- 1416 2 
Do, 696 B Deb, T ee | 100 | 6 | 8 85 — 43 * Winnipeg Elec. Rly., 44 % Deb, | 100 4 4 | 101 —103 — 347 5 

| | | | | ME REM 

| | | 
[UL 9 E «d | WEN ae 

| 
Я | | | | | | | | | 
| | | | | | 

MANUFACTURING COMPANIES. 
| | | 
344 | | 

Aron, Ord. .. sé 88 vs 1 6 | ^ 3 | 8 0 0 | Crompton & CO бе 8 | Nil | = ; Nil 
Do. 6% Pref, .. ге ee | 1 6 | 6 1 — я | | 7 7 8 Do. Deb... А - " 100 | 5 | Бб | 66 — 66 11711 8 

Babcock & Wilcox ee T 1 | 28 | 14+ 83 — Зёха +014 210 Dick, Kerr .. - so es | 1 | 5 | Nil| i— ӯ "P 
Do, Pref. - 1 6 | 6 Ір 1{,ха | | 8 16 10 Do. Pref, ee T ee | 1 6 6 | i— ёха) 5 |617 2 

British Aluminium, Ord. .. 1 |Ni|.. | E Enn] ез Do. Deb. „о | 44| 4| 97—100 4 1410 0 
Do. 6 % Cum. Pref. vel Oe (кс | б: ЖЕ TS eT Edison & Swan, A, £3 paid v b.- ТВС os 5$— 48 ; Nil 
Do, 5 % Prior Lien Debs. sig, СД) 5 5 98 — 96 oo (0S X [| Do, cg aid ve | b Nil} .. li— af М Nil 
Do. Deb. Stk. .. T ..| 100 5 | Б 85 — 88 5 18 8 || Do, Deb - эө 100 4 4 65 — 69 +1 516 0 

B.I. & Helsby = = 5 10 8} 7i— 8 | 6 5 0 Do. Б TN Deb, ..| 100 6 b 72 — 75 |. 18154 
Do. Pref. - $ed 6 6 | 6 | bi— 68 414 1 || Electric Construction .. es | 9 | 24 | 81 [^ 1 * 7 10 0 
Do. Deb.. | 100 44 | 44 102 —104 | |4 6 7 Do. Pref. ә 9 T pg 11— 2 А 700 

British Thomson- Houston, Deb, 100 4) 4 94 — 96 413 9 Greenwood & Batley, Pret. Бө О К ee. 7 "7à— B | 25 8 Б 8 

British Westinghouse, Pret. | 8 Ni Nil 1— 4 1 Nil Do. Deb.. T 100 | 5 6 92 — 94 t 6 4 9 
Do. Deb.. А — Ge PT @ 60 — 68 6 7 0 General Electric, Pret, * 10 5 5 10 — 11 las $ 
Do. 6% Prior Lien ..  ..| 100 | 6 | 6 | 99 —102 1617 8|| Do. Deb.. .. . 100 | 4] 6 | 999—090 ]|...]448 

ои, Lindley, i M ee so | . * 2/- —9J. | ve Nil | Henley’ 8, Ord, * ee * 5 17 51 121— 13 р> 515 5 
Do. Pref. cet Ces EP ИР РЕ MEM |... | Nil | Do. Pref. Ned Ee da 6| 4! %— 8 4 710 

Brush, 7 % Pref. . - 2 | Nil| Nil Oc .$ b. 7 ЖЫ Do, Deb.. T ..| 100 4 4 102 —104 ET 467 
Do. 5 % Prior Lien Deb, є 100 | 5 b 75 — 80 | 6 5 0 || India- Rubber, G, Å "T. әз TES. Be Р 114— 324 |. * 
Do. 97 Deb. „100 4 | 4 | 50 — 55 8:8 8 Do. Pref. ee 10 5 5 9à— 10h | .. {417 7 
Do. 44% Becond Deb, А 100 4 44 | 85 — 40 | 11 Б 0 || Telegraph Construotion. . T 13 | 17à| 5+| 84 — 86 S- 6 13 

Callender's Cable. А 5 [15 |.. | 105—1 6 16 4 Do. Deb... - ..| 100 4 | 4 | 98 —100 nos 4 0 
Do, Eret. e . 5 | 5 5 | 4i— Б | .. |417 7 || Willans & Robinson . . 1 | Nil — i Х Nil 
Do. Deb... T es e 100 | 4| 44| 993-1019 | .. |4 8 8 Do, Pref, өө өө А 5 | Nil | - 1 | m Nil 

Castner-Kellner „* LES . | 1 20 15{ By — 94 —13 5 6 8 Do. Deb... * * ** . | 100 B | 4 | 58 ES 60 | .. 6 13 
Do Deb. e" «0 | 10 | 4| 4 | 105 —108' 1+2 |4 8 4 | | | 

| | | | 
| | | | 


е Unless otherwise stated, all shares are fully paid. { Interim dividend. 


Bank rate of Discount 4 per cent. August 29th. 1912. 
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RECENT DEVELOPMENTS IN WIRELESS 
TELEGRAPHY: WITH SPECIAL REFERENCE 
TO SHIP INSTALLATIONS. 


THE following notes deal with the more important views and state- 
ments presented by Director H. Bredow, in a communication of excep- 
tional interest and value, to the 1912 Jahrbuch der Schiffhautech- 
пікет Gesellschaft. It is hardly necessary to state that the author 
is very strongly biased in favour of the Telefunken system of radio- 
telegraphy, and, indeed, it would be neither wise nor just to repro- 
duce in ewtenso some of the sections of the original dealing with 
general matters of policy and claims. The technical features of the 
article present so much valuable matter— which is, moreover, not 
affected by the omissions made for the above reason—that no 
further justification need be sought for the present abstract. 

Recent development in the German radiotelegraphic field haa 
been very rapid, and the Telefunken Co. now claims to have a greater 
number of stations in operation than are worked on the Marconi 
system. During the year 1911, 252 ship, 66 land and 72 portable 
stations (total, 390) were installed on the tuned-spark system, 
whereas, during the 10 years ending 1910, only 1,300 stations had 
been equipped on any system. Among the chief of the advan- 
tages attached to the tuned-spark system of working may be 
mentioned longer trains of purer waves, freedom from interference 
by " foreign" or "accidental" signals, greater range per kilowatt 
of radiated power and greatly increased energy efficiency. 

Whereas the old Telefunken, Marconi and Poulsen systems 
enabled the radiation of 15— 25 per cent. of the energy fed into the 
primary transmitting circuit, the new Telefunken system claims a 
radiation efficiency varying, according to circumstances detailed 
below, from 50—80 per cent. Fig. 1 shows that, as a result of 
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FIG. 1. 


FIG. 2. 


this increased efficiency, 35 KW. now suffices for communication 
over 2,100 km., as against 1,000 km. with the older systems. 
All the Telefunken stations are rated by the amount of 
power radiated from the aerial (which amount is guaranteed in 
each case). Although this is the most rational rating system, 
stations working on other systems are generally rated by the 
power input required—a distinction which it is the more important 
to remember in view of the great difference in efficiency between 
the equipments (10-80 per cent.)." 

In choosing between two rival equipments, the one with the 
higher aerial efficiency should be selected, even though the price 
and the power input and nominal range be the same in the two 
cases, The higher radiation efficiency permits a higher margin of 
safety, and the loose coupling with which it is possible to work in 
the tuned spark system enables the obliteration of “ atmos- 
pherics,” while the pure tone of the telephone note is easily 
selected from " foreign" signals which it may be impossible to 
eliminate. ; 


Range of Working.—There is no theoretical limit to the dis- | 


tance over which communication can be established, but the 
energy which can be radiated from any particular aerial, and hence 
. the range of transmission from the latter, is limited by the capacity 
of the antenne. The original Nauen aerial had a capacity area of 
31,400 sq. m., and, with a maximum elevation of 100 m., averaged 
80 m. above ground, yet its maximum absorption was 35-40 Kw., 
and, on endeavouring to increase this amount, excessive brush dis- 
charge commenced, and ultimately tbe insulation broke down. To 
enable direct communication between Germany and her Colonies 
would require the erection of towers approximating to the 
dimensions of the Eiffel Tower, carrying antenne capable of 
radiating 100 Kw. of high frequency oscillations. The purer 
the latter the greater the effective range per kilowatt radiated. 
The wave form of the radiated oscillations is largely affected by the 
shape of the aerial, and for distances of 10,000 km. and greater 
distances, the magnitude and design of the aerial certainly become 
the controlling factor. 

The wave length employed and the absorption encountered are 
the chief other influences affecting the range of communication. 
The absorption varies with the nature, and state of the earth's 
surface and of the atmosphere, and is especially increased by sun- 
light. The effective range may be two or three times as great by 
night as by day. For every distance, time, direction and circum- 
stance of transmission, there is a best wave length which should 
be determined by trial and adopted as standard (as far, of course, 
as is practicable—the'' best wave length is continually varying and 


* For a discussion involving identical principles, but in con- 
nection with lamp ratings, see ELECTRICAL REVIEW, Vol, LXVI, 
page 76. е | 
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for this reason, as well as for obvious practical reasons, comprom ige 
becomes necessary). By varying the wave length the effect of 
absorption can, within limits, be overcome.“ 

Fig. 2 illustrates the extraordinary difference between the night 
and day transinission ranges under conditions otherwise identical. 
Telegrams were despatched every morning and afternoon from 
Nauen, using a 200-m. wave and constant radiated energy through- 
out, to a steamer leaving Hamburg. Until the steamer reached 
Brest, the land intervening between it and Nauen was flat: sub- 
sequently, mountains had also to be traversed and the rate of 
decrease of the received energy suddenly increased as a result 
of the additional absorption now experienced en route, It is 
remarkable, however, how very much more pronounced the 
effect of the mountains was by day than by night. lig. 3 
ehows precisely the same phenomena in a slightly different 
manner. The upper curve shows the relative strength of 
messages received from Barcelona at various hours (the distance 
being 500 km., partly over high mountains, and the trans- 
mitting conditions being constant). The depressions in the curve at 
dusk and dawn are very striking. The difference between curves 
(1) and (2) is attributable to the different aerials and transmitting 
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energy at the two stations. It should be clearly understood that 
these curves are relative rather than absolute. The personal 
equation in this matter is of such importance that it is very 
difficult to make absolute measurements. A good means of esti- 
mating the intensity of received signals, failing the use of a suitable 
thermo-galvanometer, is to connect a variable resistance in parallel 
with the receiving telephone ; the value of the resistance when the 
signale just become inaudible forms & useful practical criterion of 
the intensity of reception, detector delicacy, and so on. 

The effective range of & station being defined as the greatest 
distance over which commercial traffic can be safely conducted, it 
naturally follows that the " range" of a land station is less with 
regard to a ship than with regard to a land station with an aerial 
more nearly equal to its own. Land and coast stations have usually 
very large and widespread aeriale, whereas those on shipboard are 
necessarily very limited in extent, and are often adversely affected 
by the surrounding metal (steel masts, &c.). This difference is 
specially serious when the ship is receiving from a station radiating 
4,000-6,000 m. waves, and, in spite of the technical convenience of 
the latter for radiating large quantities of energy, a shorter wave 
usually extends the range of communication with ships. 

Though the range of transmission is, theoretically, unlimited, 
mechanical considerations limit the size of aerial structure which 
can practically be erected. The generation of oscillating energy in 
suitable form and bulk, offers no great difficulty. Small stations 
(with a day range of, say, 50 km.) need about 100 watts oscillating 
energy in the aerial; the largest stations at present in operation 
(Nauen and the Clifden-Glace Bay stations) require 30-40 Kw. each, 
but the Telefunken Co. has recently built a 100-KW. spark sender, 
and the A.E.G. has built 100-Kw. and larger machines on the 
Goldschmidt principlet The Nauen tower (the height of which 
was doubled last year—the tower then being 200 m. high, and, 
next to the Eiffel Tower (300 m.), the highest structure on earth), 
can now radiate over 100 Kw. of high frequency oscillations, the 
power house being equipped with two generators, each of 100 Kw. 
capacity and working one on the tuned spark and one on the Gold- 
schmidt principle. The double equipment gives security of 
working and exceptional facilities for research, and the results 
which have already been obtained with the Goldschmidt alternator 
prove beyond doubt that the future, in this field, belongs to the 
dynamo-electric high-frequency generator, even for the greatest 
power requirements, 

As shown in fig. 4, the extension of the Nauen aerial consisted in 
extending the main tower 100 m. vertically, and in extending the 
sweep of the aerial wires, which are now strained out to 18 wooden 


* For latest investigations on relation between distance and 
strength of received signals see ELECTRICAL REVIEW abstract, 
Vol. 70, p. 384, in the equations of which, however, / repre- 
sents not the wave length but the base of Napierian logarithms. 

t For full particulars of the theory of this generator, which 
supplies large quantities of energy at a frequency suitable for 
direct application in wireless circuits, see ELECTRICAL REVIEW 
November 24th, 1911, page 880, ef хед, 
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towers 30 m. high, and spaced round a circle of 400 m. radius. The 
length of the aerial radii has been doubled (and is now 200 m.), 
and the effective capacity area of the network approximates 
120,000 sq. m. 

The extension of the main tower is, in itself, an engineering 
feat, the upper 100 m. being free to rock on the under part (but, 
of course, under the control of the guy ropes) The flexibility of 
the structure is thus greatly enhanced, and even during its erection, 
when but imperfectly supported, the tower withstood severa) 
severe storms.” The extensions occupied about four months, and, 


FIG. 4. 


to save time, the alterations to the main foundations and foot 
ineulation were carried on simultaneously with the upper building. 
The tower was lifted hydraulically and supported by trestles for 
some weeks, when. the tower being already 170 m. high, it was 
lowered on to the newly-completed foundatione. 

Fisting and Prospective Stat jon -The longest route over which 
regular commercial radiotelegraphic traffic is at present practised is 
the 3.100-km. trans-Atlantic route between Clifden and Glace Bay. 
The Nauen station has а greater range than either of the latter. 
but works over no definite route in conjunction with a sister station. 
Experiments conducted last year between Nauen and the Hamburg- 
American steamship Bosnia, showed that the range of the former 


TABLE I.—INTERNATIONAL RETURNS, JULY, 1911. 


Number of stations. 


Merchant 
i Warships. vessels, Land. 

Austria-Hungary... ee 37 5 3 
Belgium Mie. Ae ts — 20 1 
Brazil ... eas s e 25 — 11 
Canada... is "T" en = 9 32 
Chile A date ban 9 — 4 
Denmark € ska ее? 13 4 8 
France Pus pas E 140 3R 18 
Germany Те 26 98* 156 16 
Great Britain ... 105 «x 220 296 40 
Greece eas vis 1 ; 3 — 
Holland Sus M Ж 18 33 6 
Italy ... ds "T e. 87 48 19 
Japan ... es ... No returns 20 6 
Monaco TM "T sis — 1 == 
Norway Bea ex eu 13 ' 5 4 
Portugal Zs bs RN 5 2 (Azores) 5 
Roumania is 20; Y — 5 1 
Russia ... ss Gis ... NO returns 2 17 
Sweden si "T 21 — 2 
Spain ... ae A "x 7 26 2 
Uruguay wes «sí et 1 — 2 

Totals . 713 673 197 


* Excluding torpedo- boats. 


when using about 60 per cent. of the power required by the Marconi 
trans-Atlantic stations, and when messages were received by the 
comparatively tiny aerial of the Bosnia, was certainly not less than 
5,000 km.t by night and 1,700 km. by day. Had the station 
been communicating with one having a large aerial network, the 
daylight range of communication would have been very much 
greater. 

Every civilised country has now & more or less important net- 
work of land radiotelegraphic stations in operation; $ no new 
warship is without a powerful installation, and it is not too much 
to hope that in a few years’ time, every large merchant and 
passenger vessel will have a receiving and transmitting equipment, 
and every vessel, however small, at least an equipment suitable for 
the reception of time signal and storm warnings. , 

Every important State, with the exception of the U.S.A. and 
Italy, has ratified the findings of the Berlin Radio Congress, and, 
as a result, the installation of coastal stations and the facilities for 


* Since writing the above the tower has been completely de- 
molished (March, 1912) as the result of breakage of the guy ropes 
holding the upper part of the tower. A different and even larger 
design is to be adopted in the new tower. 

+ These trials were conducted with ordinary messages: not 
merely code signals. At 5,000 km. messages were received one 
night, but the next night the ship being now 5,600 km. from 
Nauen, no signals could be detected. 

+ It is interesting to note the extraordinary development of 
wireless telegraphy in Morocco. Not only is there an elaborate 
network of stations installed, but also these are fully engaged. 
During 1910 the average transmission from Moroccan stations 
totalled 40,000 words per month, and recently the corresponding 
figure has exceeded 120.000. This development is the more sur- 
prising in view of the absence of built roads, bridges, railways and 
wire telegraphs. 


intercommunication with shipping have developed very rapidly. 
Ships bound for the East have no difficulty in communicating with 
land stations, until the Red Sea is entered (see Table IV), but 
thence, for a long distance, facilities are very poor, for the Italian 
stations are not permitted unlimited communication with all 
vessels," and the English stations in this neighbourhood and on 
the Indian coast are few in number, and chiefly reserved for 
official use. The Dutch Government has been very active in the 
East, and, in addition to the completed station at Sabang (N. 
Sumatra), is now erecting stations in Java and Borneo, The 
Philippines and the Chinese coast offer some facilities for radio- 
communication with ships, and Japan is completing a very 
important series of coast stations on the Telefunken system. 
Important stations are in operation at Melbourne and Sydney, and 
a number of others will soon be completed in Australia, 

There are no stations for commercial traffic, in the true sense of 
the expression, on the coast of the U.S.A. The State stations are 
reserved for military and naval use, and the many private stations 
are permitted to communicate with whom they wil], and hence 
asually confine their traffic to ships using their own system, or 
with whom special contracts have been arranged. To improve 
these conditions, an important Telefunken station has been 
erected in New York. Central America is more favourably situated, 


TABLE IJ.—Trarric ROUTE AND ТҮРЕ OF GERMAN MERCANTILE 
VESSELS EQUIPPED WITH WIRELESS APPARATUS, 


Bailing Passenger Cargo and 
route. Passenger. and cargo. various. 
Baltic and North Sea on 4 8 15 
North America ске 4 57 — 
Central America e. — 4 — 
South America (East) — 18 — 
South America (West)) — 11 6 
Mediterranean TT a = — 4 
East and West Africa on, | ae 16 — 
East Asia aos Wu -== 9 ° — 
Australia... pe Me = 6 — 
Miscellaneous "T e — — 1 
26 


Totals ... еї "e 8 129 


and on the east coast alone of South America there are 66 coast 
stations, 4!) of which operate on the Telefunken system. Vessels 
approaching Brazil from the U.S.A. communicate with Para, and 
those from Europe communicate chiefly with Fernando Noronha. 


TABLE III.—Recorp RANGES: TELEFUNKEN SHIP SETS. 


i Communicating Range; Nature of intervening 
Steamer. with км, land or sea. 
Cap Blanco wa. Corcovado 2.410 Open sea. i 
Ditto .. Heligoland 3.300 50 * land ; straight 
over Spain. 
Kleist... .. Marseilles 2.490 Open sea. 

Eleonore . Lucie Woer- 3.700 75 % land; via C. 
mann mann Palmas-Teneriffe, 
Lurie Woermann Marseilles 3.300 50 Y land; over W. 

African mountains. 
Kaiser Wilhelm 17 Norddeich 2.833 Open sea. 
Neckar... ... Norddeich 3.234 Open sea. 


Few wireless facilities are available in the South Seas and the 
Pacific Ocean. New Zealand is, erecting modern stations and the 
English and German Governments are erecting various stat ions on their 
islands in this area, but on the western mainland coasts of South 
and North America there are few stations conducting regular com- 
mercial traffic. 

The increase in the number of mercantile ship installations is 
essentially dependent on the increase in the number of coast stations 


TABLE IV.--CoMMUNICATION TO AND FROM.‘ KLEIST” 


BY NIGHT. 
Position of the Intercommunication Distance between 
Kleist. effected with ' stations: km. 

Off Cuxhaven Algiers 1,970 

Off Lisbon Marseilles 1,350 
Between Almeria & Mellila N. Foreland 1,920 

Of Algiers N. Foreland 1,870 

N. of Sicily Scheveningen 1,675* 

N. of Crete Algiers 1,810 

N. of Alexandria Marseilles 2,490 


Note that this route involved transmission across the Alps, 


with which they can exchange messages. A comparatively small 
number of coast stations could transmit messages to ships in all the 
seas of the world, but the comparatively small transmission range 
which, at present, appears inevitable so far as ship installations are 


* It should be remembered that this article was written before 
the recent Radio Conference. 

The Zeitscehrift tur Schwachstromtechnik (1911, p. 302) reporte 
wireless communication between San Francisco and the Japanese 
coastal station of Tschosi Schimosa—a distance of over 10,000 km.— 
by retransmission from two steamers of the Pacific Mail Co. acting 
as intermediate stations. The longest of the sections traversed by a 
single trunsmission was 6,000 km, 
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concerned, necessitates a much larger number of coast stations for 
effective inter-communication. Shipowners as a class are con- 
servative, and though there is increasing development in the 
number of ship equipments voluntarily installed, it is probable 
that Governmental decrees will soon compel the equipment of all 
paseenger vessels of over a certain size—indeed, action in this 
direction has already been taken by the U. S.A., Austria, Italy and 
Argentina. 

International data concerning the number of stations in operation 
in July, 1911, may be summarised as in Table I (to the mercantile 
ship total of which about 1,000 should already be added), The 163 
stations now in useor being installed in the German mercautile marine 
may be classified by traffic route and class of vessel as in Table II. 
Forty-six vessels in each of the Hamburg-American and Norddeut- 
scher lines were equipped with wireless apparatus at the date of 
the returns. In 1911, German mercantile vessels totalled 127.000 
messages (counting as one message either a reception or a trans- 
mission), i.6., an average of 168 per voyage. 

Hitherto, the financial resulte of wireless telegraph undertakings 
have not been very striking, owing to the enormous sums expended 
in experimental work and in developing new types of apparatus. Nor 
can high dividends be expected till the best systems of working 
have established their superiority and themselves attained a certain 
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degree of standardisation of technics. Until then and until the 
present uncertainties of wireless work have been eliminated, full 
benefit cannot be derived from the low capital cost of a wireless 
station, as compared with a cable route, and whatever may ulti- 
mately be the case, wireless telegraphy now acts as a supplement 
and as a reserve to existing cable routes rather than ав a flerce 
competitor. 

Types of Station.—To meet various classes of service over dis- 
tances ranging from 55-500 km., or more, numerous types of 
station have been evolved and may be grouped as follows :— 

J. Land stations radiating from 3 to 100 Kw. from the antenne, 

2, Ship stations radiating from W to 5 Kw. from the antenne 
and requiring more or less skill in operation, according to the 
olass of user ooncerned. | 

3. Military stations for transport by men ог mules. 


4. Light stations for use on motor-cars, balloons, air ships and 


aeroplanes, &c. 

Confining our attention mainly to ship stations, and in particular 
to those suitable for use on merchant vessels, it may at once be 
stated that the chief distinction between war and merchant 
vessel equipments is that the latter are as simple and as cheap as 
possible, and work at one or two international wave Jengths, 
whereas in war veesels cheapness and simplicity are quite secondary 
to wide range, large reserve power, possibility of close electrical 
and acoustical tuning and rapid circuit changes to suit transmission 
and reception over a wide range of wave length. 

A number of illustrations in the original article deal with 
special types of ship station—viz., (1) a 5-km. station operated 
by accumulators and a trembler coil, and suitable for tugs, aero- 
planes, and so on. The accumulators weigh 5 kg., and the 
remainder of the equipment about 1 kg. more. (2) The largest type of 
sender yet adopted for merchant ships (see ö, fig. 6), absorbing 
5 to 6 Kw. in the primary, and radiating 2°5 Kw. (as against 14 KW, 
radiated by the average mercantile sets. In a special type of this 
equipment the space occupied is reduced to a minimum, and vul- 
vanite is substituted for wood, thus making the whole more suitable 
for use in the Tropics. (3) The main parts of a sender designed 
for use on small war vessels occupy only 60 x 60 ст. A special 
variometer allows continuous variation of the wave length up to 
200, 300 m., or even higher values, and the aerial power amounts to 
1 Kw. (4) For large war vessels (see a, fig. 6) 5 KW. aerial radia- 
tion is provided. Five Leyden jars, each of 10,000-cm. capacity, 
provide the necessary capacity. By the manipulation of only two 
levers the circuits can be adjusted in a few seconds to any wave 
length over a wide range. 

Six Kw. is about the absolute limit of power radiation possible from 
ship antenne, unless the latter are such as to impede the navigation 
of the vessel. With Б Kw. aerial radiation, the vessels Eleonore 
Woermann and Lucie Woermann have effected intercommunication 
over 3,700 km. across the mountainous part of West Africa (coast to 
coast), and several other notable performances of Telefunken ship 
sets are shown in Table III. The average day range of stations on 
vessels of the German mercantile marine is about 300 km. ; fig. 6 
shows the ueual day range (over clear sea), of various types of ship 
sete, as a function of the aerial height. Such stations can, of 
course, receire messages from land stations at a much greater dis- 
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tance, and the night ranges for every class of work are two or 
three times the corresponding day values. Table IV shows some of 
the more striking results secured by the steamer Kleist during her 
first voyage equipped with wireless apparatus ; every night, from 
Bremerhaven to the Red Sea, the vessel could exehange messages 
with some big land station, and such interoommunication was 
often possible by day as well. In these trials the Kleist worked at 
full aerial radiation throughout (14 kw.), but, in ordinary practice, 
only such radiation is employed as is necessary to establish satis- 
factory communication; interference with other traffic is thus 
reduced to a minimum. 
( Te be continued.) 


THE ELECTRICAL MARKET IN SOUTH 
AMERICA. 


À vERY favourable opinion of the prospects of the countries in 
South America as a growing market for electrical manufactures is 
entertained by Mr. Ludwig W. Schmidt, who states ( Elektrotechnische 
Zeitschrift, September 26th and October 4th) that one of the most 
conspicuous characteristics of the economic development in that 
part of the world in the past 10 years has been the increasing use 
of electrical energy for lighting and power purposes. On the one 
hand, coal is either of rare occurrence, or no large deposits of real 
importance have been discovered, while, on the other hand, the 
rivers both on the east and the west represent considerable sources 
of power which are in process of utilisation. Most of the Govern- 


V ments in South America have begun to convert the use of the rivers 


for power purposes into State monopolies, Chile being the latest 
example of the kind. In some cases the States have sanctioned the 
establishment of generating stations in connection with the rivers, 
but in others the State is the founder. The effect for industry 
remains the same. The State takes care that the abstraction of 
water does not unnecessarily weaken the river, and also that the 
prices charged by the central station are reasonable. Both the 
States and the cities are large consumers of power, which they 
partly produce themselves, and partly obtain from existing works. 
At present South America is only at the beginning of railway 
construction on a large scale. In some cases trials have been made 
with electric railways, but steam locomotives have hitherto had to 
perform the greater portion of the work. The large lighting, tele- 
graph and telephone installations are, above all, of importance to 
the electrical industry in connection with the activity in railway 
construction, which will still be continued for a long time, as only 
a small portion of the continent is now provided with railways. 
The newest cities make a direct change from the most primitive 
methods of lighting to electrical illumination without first having 
recourse to gas, whilst many towns almost come into existence with 
electric lighting, seeing that as soon as a town is large enough to 
possess its own system, electricity is generally adopted at once. 
This fact is best illustrated by the large number of public con- 
tracts which are advertised in the official newspapers every year. 
An excellent example of the development of electricity for 
lighting and power purposes exists at Buenos Ayres, of which 
details have already appeared in this journal in relation to 
the activity there of the German Transmarine Electricity 
Co. The conditions are similar in Rio de Janeiro, San Panlo, 
Monte Video, Lima and Valparaiso. It is naturally impossible to 
generalise in connection with a market of the extent of that in 
South America. Orders do not flow uniformly from all quarters. 
Economic relations which are beyond the control of industries play 
a part in the shaping of the market, and their influence must show 
itself in a different way in different places. South America is not as 


‘yet an industrial continent in the real meaning of the word, and 


industries, although rapidly developing, are limited to certain 
districts in the large towns, and to those places which are specially 
suitable for carrying them on, as, for instance, the estuary of the 
River Plate. The continent is preponderatingly an agricultural 
country, with plantation cultivation in the North. The breeding 
of cattle has created a large consumer of eléctricity in the form of 
the preparation and refrigeration of meat, whilst the mining 
industry, which is distributed over the whole continent, will also 
become a good customer when the railways show the way to 
economic progress by the opening up of new districts. Simul- 
taneously with the development of the production of power, and 
the provision of new possibilities for utilising it, there is pro- 
ceeding an expansion in the imports of auxiliary materials, the 
production of which for the greater part has to be left to European 
manufacturers. Germany, Great Britain and the United States 
participate fairly uniformly in the market, although the last- 
mentioned country has made great progress in recent years. 

The author, in proceeding to give a comparison of the respective 
positions occupied by Great Britain, Germany and the United States 
in the trade of South America, pointe out that the statistics pub- 
lished by the countries on the latter continent are very incomplete, 
and that he has, therefore, been compelled to rely upon those pub- 
lished by the three exporting nations in question, notwithstanding 
differences in classification, whilst the information has been supple- 
mented, where actual statistics are not available, from the expe- 
rience of merchants domiciled in the country and by the reports of 
the Consulates. It is, therefore, expressly stated that the figures 
must not be accepted as absolutely certain. In all cases the most 
important classes of goods have been selected for comparison, and 
although the figures consequently afford no correct idea of the im- 
ports in general, they yet permit of a contrast of the influence 
exercised by the three countries in the moet important goods. The 
four Republicsof Brazil, Argentina, Uruguay and Paraguay, which are 
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the best customers of the electrical industry, first receive considera- 
tion. In 1910 the imports of machinery into Sao Paulo, Brazil, 
for electric lighting purposes amounted to the value of 2,861,000 
milreis, as compared with 1,585,000 milreis in 1909 and 812,000 
milreis in 1906. "The share of the United States in the trade was 
1,504,000 milreis in 1910, as contrasted with 913,000 milreis in 
1909; that of Germany was 1,021,000 milreis and 462,000 milreis ; 
and that of Great Britain was 225,000 milreis and 146,000 milreis 
in the two years respectively. The exports from Germany to Brazil 
have considerably increased in recent years, and have in many cases 
more than doubled, as, for instance, in regard to dynamos and glow 
lamps. British exports have not been so fortunate, and although 
an advance has taken place in the past few years, it cannot be com- 
pared with that of Germany orthe United States. The position of 
United States trade in Brazil in 1911 is particularly surprising, as 
the former exported to the latter almost as much as the combined 
exports of the other two countries concerned. This predominance 
is repeated in Peru, Columbia and Venezuela, whilst, at the same 
time, à powerful advance of the United States electrical industry 
in South America in general is noticeable. The accompanying table 
indicates the value of the exports of the three countries to Brazil 
in the years mentioned :— 


TABLE I.—ExPORTS TO BRAZIL. 


between them under the leadership of the United States. It 
scarcely needs special emphasis that manufacturers and financiers 
in the United States have also availed themselves of this phase of 
the development of their relations. In any case this has done 
much to strengthen the United States in the South American 
market. A further factor in the situation is that the preference 
enjoyed in Brazil, Venezuela, &c., may be attributed to a large 
extent to the possibility of more rapid delivery from the United 
States, whose manufacturers are able to undertake delivery in a fort- 
night, including time for correspondence, as compared with six 
weeks in the case of European firms, in the event of the goods being 
ready for shipment. 

Although admitting the activity of United States propaganda in 
South America, Mr. Schmidt considers that it would be a mistake 
to speak of an American (U.S.) danger in regard to that market as 
affecting the German electrical industry. Taking the respective 
statistics of the three countries in question, the author states 
that the value of the most important electrical goods exported 
from Germany to Brazil, Argentina, Uruguay, Paraguay, Columbia, 
Peru, Chile, Bolivia, and Venezuela, amounted to £1,262,500 in 
1910, and that an increase of £150,000 took place in the three 
years ended with 1910. On the other hand, the exports of the 
United States to the same countries reached £775,000 in 1911, and 
they have advanced by one-third since 1907. the value of the 
aggregate electrical imports into South America is estimated at 
from £3,000,000 to E3, 250.000, the share of Germany is two-fifths, 
and that of the United States only one-fourth. The details in 
respect of Argentina are set forth as follows :— 


TABLE II.— EXPORTS TO ARGENTINA. 


Germany. 1908. 1910. 
Porcelain insulators... £4,100 £9,100 
Dynamos , 20.400 52,650 
Armatures, &c. ` 2,600 5,800 
Storage batteries, Ko. 2,100 3,900 
Cables А Я 22,600 46,850 
Arc lamps one wv sa 2,300 l, 550 9 
Arc lamp covers T" s 250 100 
Search lights P € ess 50 1,100 
Glow lamps ... : 17,000 50,950 
Telegraphs and telephones : 39,800 34,650 
Materials for lighting and trans- 
mission of power 18,000 35,450 
Measuring apparatus ks 2,150 5,100 
Heating and cooking apparatus ... 100 150 
Insulating tubes, &c. "m ‘we 200 600 
Various ane isa n 50 — 
Total  ... £131,700 £247,800 
United States. 1907. 1911. 
Electrical apparatus, карын ала 
telephones : £165,250 £442,450 
Machinery ... ace 144,250 96,800 
Total ... eh .. £309,500 £539,250 
Great Britain. 1907. 1911. 
Electrical materials of all kinds ... £10,900 £2,800 
Telephone and telegraph wires 52,900 96,400 
Telephone and telegraph materials 22,600 46,100 
Electric lamps ч 225 1,750 5,950 
Storage atteries and cells.. T 550 21,750 
Machinery - T 58,400 90,700 
Various — 17,600 13,300 
Total £164,700 . £277,100 . 


The causes of the great advance made by United States electrical 
firms in South America are to be found in a number of circum - 
stances which, in the opinion of Mr. Schmidt, will doubtless play 


a great part in the business development of the market in the 


future. For some time past the manufacturers in the United 
States have been making great endeavours to obtain a market in 
South America. The question is more than that of providing a 
new outlet for exports ; it is one affecting the future of the United 
States industries. Canada has hitherto been a favourable channel 
for the latter, but the Dominion is now beginning to establish its 
own industries, and has no longer any room for the surplus of 
the United States, although the fact does not at present prevent an 
increase in the imports from that country. The industries in the 
United States suffer from frequent collapses in the home market. 
Sudden and unforeseen stagnation takes place, and business, which 
a few weeks previously was probably in the midst of a period of 
high prosperity, exhibits all at once indications of an economic 
crisis. In order to escape from the unfavourable consequences of 
such crises, the United States manufacturers need the safety valve 
of an export trade, which they had found in Canada. But Canadian 
and European competition in the Dominion has rendered business in 
Canada much more difficult than formerly, and United States firms 
therefore wish to assure themselves of a new market outside Canada, 
this being afforded by South America. 

The principle having once been recognised, the manufacturers in 
the United States set to work with their characteristic energy in 
order to conquer the South American market, and the electrical 
firms have not remained in the background in this respect. 
Excellent commercial reporta were the first result ; then the Consuls 
themselves became the commercial agents of United States indus- 
tries by seeking to procure orders, in which direction they have 
been surprisingly successful. In some countries where the Consuls 
were specially assisted by their representation or the circum- 
stances, they have doubled the turnover. Simultaneously with this 
industrial activity is the Pan-American movement headed by the 
United States, which aims at a combination of the interests of the 
South American Republics and the establishment of closer relations 


Germany. 1908. 1910. 
Porcelain insulators dus Е £4,800 £4,000 
Dynamos б iss А 76,950 82,250 
Armatures, &c. sus ive ias 11,100 15,050 
Accumulators, &с. ... is э» 15,100 270,950 
Cables T -— -— 232,950 18,300 
Arclamps ... a T 10,800 600 
Arc lamp covers bus Р 1,050 10, 100 
Searchlights Vis ons sia 700 145,950 
Glow lamps .. T T 30,500 27,300 
Telegraphs and telephones 19,450 112,100 
Materials for lighting and trans- 

mission of power sis 85,400 36,550 
Measuring apparatus © б 18,800 3,900 
Galvanic cells oes ias 800 900 
Cooking and heating appliances 185 250 à; 550 
Insulating tubes, &c. ses бе 350 700 
Various soe $us vi б> 100 . 100 

Total £508,600 $729,300 

United States. 1907. 1911 
Electrical apparatus, telephones and 

telegraphs Р $i at £52,500 £72,050 
Electrical machinery san R 30,900 37,350 

Total ias G £83,400 £109,400 

Great Britain. 1907. 1911. 
Electrical goods of all kinds .. £15,100 £9,300 
Specially enumerated гай isl 11,300 29,250 
Cables ui .. 25, 300 39,500 
Telephone and telegraph w wires 39,900 26,500 
Electrodes са 1,400 1,700 
Electric lamps aks s vss 3,850 11,200 
Searchlighta... : Pus ias 4,700 4,100 
Carbons . 250 1,100 
Batteries Желк e $us 9,050 30,450 
Unenumerated 47,000 45,000 
Machinery 60,650 160,100 

Total . £218,500 £358,200 


The author proceeds to give details in regard to the exports 
to other countries in South America. In the case of Uruguay, 
Germany exported electrical goods of the value of £102,300 in 
1908, and increased the total to £130,150 in 1910; the United 
States were responsible for £4,650 in 1907 and £7,600 in '1911, whilst 
the statistics attributed to Great Britain represent £2,050 in 1907 and 
£650 in 1911. The figures for Paraguay, Bolivia and Venezuela, of 
which no record is given for Great Britain, are almost too insignificant 
to mention, beyond the fact tbat the German exports to Bolivia in 
1910 reached £5,000, as against £1,000 in 1908, and those of the 
United States to Venezuela amounted to £20, 600 in 1910, as com- 
pared with £34,800 in 1907. In the case of Columbia, the German 
exports increased from £1,400 in 1908 to £3,350 in 1910, and those from 
the United States from £9, 590 in 1907 to £18, 300 in 1911, but Great 
Britain does not publish any separate figures for this country. The 
Chilean market absorbed electrical goods from Germany of the 
value of £349,200 in 1908, as contrasted with £166,000 in 1910; 
£44,300 from the United States in 1907 as against £53,900 in 1911 ; 
and £66,200 and £55,300 from Great Britain in the two years 
respectively. The German exports to Peru in 1908 amounted to 
£11,200, as compared with £11,300 in 1910, but those from the 
United States declined from £60, 400 in 1907 to £22,300 in 1911, 
and those from Great Britain from £40,700 in 1907 to £564 in 
1911. 

The opening of the Panama Canal next year is also discussed by 
Mr. Schmidt, who, far from thinking that the canal will strengthen 
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-foreign competition in the South American market, considers that 
-Xhe improvement in the means of transport by the reduction in the 
journey to the west coast will place European manufacturers in a 
more favourable relation to United States rivalry. After referring 
to the orders resulting to United States and British firms from 
the financial participation in the construction of railways in South 
America, the working of mining concessions, &c., the author 
remarks that German financiers have hitherto only taken a limited 
&hare in the industrial development of that continent, and that the 
German clectrical industry will coneequently have to rely upon its 
own resources in South America. This has already been done with 
great success, and most of the large electrical companies are 
interested in the South American business either by having direct 
agents or by selling through other establishments of a similar 
kind. In conclusion, it is submitted that business will develop 
enormously in the next few years, and that South America will 
. become one of the most important markets with which the German 
electrical industry will have to reckon. 


REVIEWS. 


How to Manage the Dynamo. By A. R. Borroxk. London: 


Whittaker & Co. Price 9d. 
This book is claimed to be specially suitable for 
„thoroughly good engineers who. .... find themselves 


suddenly called upon to undertake the management of a 
dynamo.” In the preface the author promises to make no 
attempt at explaining theoretical details ; unfortunately, he 
has broken this promise to the extent of making some mis- 
leading statements concerning the excitation of various 
dynamos. 

The introductory paragraphs do not read very smoothly, 
and it would certainly be better to say that electromotive 
force is induced in the armature windiog than that the 
armature winding generates a current." On page 11 we 
find the extraordinary statement that the output of a 
separately excited machine is independent of any variations 
which may take place in the outer circuit. The action of a 


shunt-wound dynamo, as outlined on page 13, is also very . 


misleading ; for instance, we are told that the insertion of a 
large external resistance compels a larger quantity of current 
to pass round the field-magnet coils, and this sets up 
higher E.M.F. to overcome the excessive resistance. The 
following is worth quoting in full :—*' In the series dynamo, 
as we have seen, if a very low resistance be placed in the 
outer circuit, so large a current is produced and carried 
through the coils surrounding the field magnets and armature 
that the insulation is nearly sure to be burnt up; while in 
the case of the shunt dynamo, the lower the resistance in the 
outer circuit the less current passes round the field- magnet 
coils ; and even if the outer resistance be greatly increased, 
the very great resistance of the field-magnet coils thern- 
selves prevents any very great amount of current passing 
through them, so that the shunt dynamo is much less sub- 
ject to injury from sudden variation in the outer circuit than 
the series dynamo. Still, it is not well to allow a shunt 
dynamo to run for any considerable length of time with 
nothing or a very high resistance in the outer circuit, since, 
under these circumstances, the field-magnet coils would 
slowly but surely heat up, hence by the use of a regulating 


resistance inserted in the field circuit, the magnetising 


current can be regulated, with consequent variation in the 
output of the dynamo to a limited extent.” There are 
various ways of regarding different electrical problems, but 
this explanation does not commend itself to us. The 
explanation of the action of a compound field winding is also 
totally incorrect. Technical inexactitudes of a less or equal 
importance are too frequently recurrent to be mentioned in 
detail. A popular hand-book need not be technically inac- 
curate, and the use of technically loose cr inaccurate terms 
merely increases the difficulties met by the student when he 
endeavours to pass from a popular to a more advanced 
treatment of his subject. : 

On page 21 we note that the practical engineer will under- 
stand at once that when in place the armature must ride free 
from the pole pieces and not bump or knock at any part "— 


` we hope so. On page 28, it is recommended that incan- 


descent lamps be not switched off till the dynamo has so far 
slackened speed that the lamps no longer glow. This con- 
duces greatly to their long life." 


The notes on localising and remedying defects in the 
dynamc are better than the introductory sections, but fre- 
quently suffer from the author's very unfortunate (if no 
worse) method of considering the field action of dynamos. 
The engineer who tries to measure the actual output of a 
dynamo “ by means of a voltmeter or ammeter directly across 
the terminals of the dynamo " (page 43) is likely to receive a 
surprise. 

Figs. 10 and 11 represent positive accumulator plates by a 
short thick line, which is certainly contrary to general con ven- 
tion. In one of these diagrams, a battery is shown regulated 
from the positive end, while in the other, the regulatipg cells 
are at the negative end; in the text it is stated that the 
battery should always be regulated from the positive end. 
The best practice is, of course, to regulate from the negative 
end. On the whole, the definitions of technical terms 
(pages 54-64), are good, but the definition of a short circuit 
as:—‘‘ A short passage, opened either accidentally or 
infentionally, along which the current can pass instead of 
going along the main circuit, as usual "—might certainly 
be much improved. On the whole, we fear that the book 
ia likely to lead to many theoretical and practical misappre- 
hensions in the minds of those who read it.—R. E. N. 


Electricity. By GISBERT КАРР. London: Home Univer- 
sity Library. Williams & Norgate. Price 1s. net. 


There bas always existed among scientific men a strong 
feeling against ** Popular Science," and even the appearance 
of such men as Faraday and Tyndall as popular lecturers 
failed to change the general attitude. But the scientists’ 
dictum that to know a little is a dangerous thing has been 
opposed by the man in the street on the ground that half a 
loaf is better than no bread; and so strong has been his 
claim to satisfy his hunger for scientific knowledge, that he 
bas generally contrived to carry off his half loaf in triumph. 
And so we have popularised editions of most of the 
standard scientific works, and popular leetures and pamphlets 
on every branch of science. 

The whole case against the popular science book is based 
on the difficulty of reducing science to popular language 
without creating false impressions and conveying inaccurate 
information. While admitting the difficulty, there is no 
necessity to magnify it into an unsurmountable obstacle, and 
there is no obvious reason why the exercise of care and 
judgment should not succeed in avoiding error and am- 
biguity of statement, and, at the same time, produce a 
highly informative and interesting book on pure or applied 
science. | | 

In this Prof. Kapp has succeeded to а degree. He has 
used a mathematical method of statement in some cases—a 
fact that will, perhaps, frighten away a few of the least 
hungry seekers after knowledge—and he has perhaps written 
over the heads of his readers in places, but we have not 
noticed any errors or obscurities, and there can be no doubt 
that the book is eminently interesting and readable. There 
are nine chapters, the last two being neat essays on alter- 
nating currents and power distribution. The order of 
treatment in some of the chapters appears to be unusual, but 
this is probably a result of the writer’s popular style. The 
book may be recommended as a good shillingsworth to the 
man who wants to gain accurate ideas about electricity with 
the expenditure of a minimum amount of mental energy.— 
P. H. S. K. 


The Motor-Generator: In Theory «nd in Practice. Ву 
J. W. BARBER. London: Ganes, Ltd. Price 1s. net. 


This excellent little volume has been specially written 
for use by cinematograph operators; it clearly explains the 
reasons for and the advantages of, the use of motor-generator 
plant, and deals with the troubles likely to be experienced 
with the latter. Chapters I and II define and explain the 
various electrical units involved, and the author is to be com- 
plimented on the clearness and technical accuracy of his 
expression. The fundamental laws and phenomena of 
magnetism are explained in Chapter III, and the next 
chapter deals with the principle and construction of electro- 
magnets. The material in these two chapters is excellent, 
but, in our opinion, it would have been better to have 
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devoted less space to these chapters with a view to explaining - 


the principles of generators (Chapter V) in rather more 
detail. The latter chapter is excellent so far as it goes, but 
we anticipate that many operators will have some little trouble 
in following this section. Types of generators and the broad 
principles of their construction are dealt with in Chapter 
V]. Unfortunately, fip. 19 has been printed upside down. 
Chapters VII and VIII deal with the electromechanical 
principles of the electric motor, its back E. M. r. and starting 
action, the evolution of motor-starters and the essential com- 
ponents of various types. Chapter VIII explains the economy 
effected by the use of motor-generators, as compared with a 
simple resistance in series with the arc, and illustrates this 
economy by actual examples. The supply conditions and 
classes of load for which motor-generators are economical are 
clearly explained ; the limitations generally placed by supply 
companies on the size of motors connected to lighting mains 
and the possibility and advantages, in special cases, of 
running from power mains are clearly noted. | 
Chapter X deals with the management of motor-generators, 
and should prove extremely useful to operators. Chief 
importance is, very properly, attached to the care of the 
commutator, and we are glad to note that the author depre- 
cates the use of recessed micas ; “ high ” micas are certainly 
avoided by the latter method of construction, but the 
accumulation of foreign matter in the commutator grooves 
is rapid and dangerous. The notes on lubrication 
(Chapter XI) maintain the practical excellence of the rest 
of the volume, the whole of which is to be thoroughly 
recommended. The value of the book is greatly increased 
by the numerous illustrations, a few of which might, how- 
ever, be drawn more neatly in later editions ; it is a pity to 
detract from the otherwise excellent appearance of the 
volume by so easily remedied a defect. Operators 


would doubtless appreciate a section comparing, from a 


practical standpoint, the various types of motor-generators 
now available.—R. E. N. 


\ 
— л 


Electrical Cooking and Heating in Canada.—At a 
time when so much attention is being bestowed on the development 
of electrical cooking &nd heating in this country, it is worth noticing 

‘what our Canadian friends are doing towards the same end. Quite 
recently, according to the Canadian Electrical News, the Ottuwa 
Electric Co. replaced a standard gas stove by an electric kitchen 
range of the same capacity, in a house where gas had previously 
been used exclusively for cooking, and averaged 5,500 cb. ft. per 
month. The gas stove was taken out altogether, in order to ensure 
fair-play, and a 30-days' test undertaken. It is reported that the 
electric range cooked satisfactorily, except that it was found 
to be slower while heat regulation was not so easy. Both these 
difficulties were apparently due to lack of experience. A 
recording meter showed a breakfast load of 3—4 Kw.; for the 
noon meal, 4—5˙5 Kw. ; and for the evening meal, 3°5—4°5 xw. ; 
the maximum load was 5'5 Kw. Meter readings showed that 
295 unite were consumed, and the respective figures for gas and 
electricity, at $1.25 per 1,000, and 3 c. per unit respectively, with 
10 per cent. discount in each case, were, for the month, $6:19 gas 
and $7°97 electricity. So far as mere direct cost is concerned, elec- 
tricity at 2:1 c. per unit would represent equal cost, but this takes 
no account of the cleanliness, convenience and other advantages 
possible with the electric cooker. It is important to note that the 
above test was made by a company which controls both the gas and 
electric services, and therefore has no reason to favour either system. 
It is considered that with more experience the differenoe of cost 
would disappear. 


Copper.— Messrs. Merton's statistical circular for Septem- 
ber 30th shows that, at the end of that month, European visible 
supplies stood at 47,945 tons, à decrease of 2,387 from the quantity 
registered for August 31st, English stocks remain within ] ton 
of the quantity for August Ist, the reduction being in German, 
Dutch and French stocks, and in the quantities afloat from Chile 
and Australia, In the supplies columns, we find that N. American 
contributions are still rather low, Spain and Portugal the same, 
while Chilean and Australian shipments are just under the average. 
The deliveries for the month are decidedly low, at 35,539 tons: 
The world’s visible supply at the end of August wag 71,181 tons, 
the American stocks being 20,849. This not the lowest this year, 
the latter being 19,793 at the end of June, but gives the impression 
that the U.S. demand is getting very close to supply. 


Street Accidents,—Replying to a Parliamentary question 


asked by Mr. Kellamey of the Home Secretary, Mr. McKenna states 
that he is informed by the Commissioner of Police that 118 people 
were killed by motor-omnibuses and 21 by electric tramways in the 
metropolitan area from January Ist to October 8th. 


COST AND CONDITIONS OF LIVING 
5 ІМ SOUTH AFRICA. 


By A RESIDENT, 


THE conditions of living in Natal are, as may be supposed, 
somewhat different from those obtaining in the Old Country. 
To begin with, the climate, generally speaking, is excellent, 
the temperature varying from about 115° F. in the shade in 
the hottest coastal places in summer, at which time it is excep- 
tionally hot, to when white frosts are on the ground in the 
early hours of the winter mornings ; these are, however, soon 
dispelled by about 8 a.m. or 9 a.m. by the sun, and a lovelier 


climate at this time of the year cannot be imagined, the 
. weather being bright and dry. During the summer, clouds 


gather, culminating in sharp and severe thunderstorms of 
short duration, accompanied by very heavy rains, about 
5 p.m. or 6 p. m., or during the night. 

The seasons are opposite to those in England, summer 
rains starting about August. These are usually preceded 
by hot winds, accompanied by dust storms, then after a short 
spell of fine weather, the summer sets in, and it breaks 
up towards the end of March, when cold rains set in, 
lasting from three to six or more days at a stretch. 

The cost of living is, at present, somewhat over a third 
more than at home, though one has to pay more than this 
proportion for luxuries and entertainments generally. А 
bachelor should not undertake to come to Natal under about 
£200 per annum if he wishes to live comfortably. Board 
and lodging can be obtained in a good establishment from 
£5 10s. to £6 108. per month, not including washing, the 
latter costing about 10s. per month, or even more. A 
married man cannot do much on less than £250 per annum, 
and I should say that £300 a year is little enough. What it 
costs & bachelor for board and lodging it almost costs a 
married man for house rent alone, before anything else is 
thought of. Hotel fares are from 10s. to 158. per day. 

In Pietermaritzburg a good cottage with five rooms, 
kitchen, pantry, boys’ and out-houses, &c., also back and 
front verandah, with garden, can be obtained in a nice 
locality for from £4 10s. to £5 108. per month, but there are 
also much cheaper houses, from £2 upwards in less desirable 
localities, among coloured people. In Durban rents are 
slightly higher. These prices are what obtain at present. 

One requires, if married, at least one servant. This may 
be either an Indian coolie or a kaffir, the latter an Umfaan 
(young boy), from 10s. per month upwards. I pay my boy 
now £1 per month : he can do almost everything, ineluding 
cooking and setting the table for meals, &c., and is an ex- 
ception, but it all depends upon how he is trained at the 
outset, and a little patience without indulgence is rewarded. 
The language used generally in thetowns between Europeans 
and servants is known as kitchen kaffir" ; it is a mixture 
of English, Dutch and the native lingo, and though a cor- 
ruption of each, it suffices. One drawback to the native 
servants is that the boys soon get homesick and do not 
often stay longer than six months, во that just when they are 
getting used to the work a new one has to be taken on and 
training again begins. 

The kaffir boy lives on mealy meal (this is provided by 
his employers, and costs about 108. per month) and meat 
once a week, | 

The wages and salaries paid in Natal are shown below, 
and the list will, I think, be found to be approximately 
correct ; the hours are eight per day :— 


Skilled telegraph mechanicians 
Skilled telegraph linesmen ... T £170-£220 
Cable-jointers, electric light . per month £14 to £20 
Stokers, electric light jd E - £13 


per annum £180-£250 


Switchboard attendan xis ii T £16 to £20 
"Enginemen  ... vis Nt "m ГА £13 to £14 
Cabinet-makers А T per day 12s. to 16s. 
Carpenters... 5 T et Ёё 12s. 
Plumbers eee sss -— T т 128, 
Fitters... 8 Um s Sas " 128, 
Bricklayers s aids $c Үз 12a. to 14в, 
Clerks, about ... i» m per annum £150 and upwards, 


* If he can do own repairs, goes to £19. 


The following list of «provisions and luxuries may also 
prove interesting :— 
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Boer tobacco, per Ib. s 2s, to 38, 6d. 
Natal cheroote (good), per 100 4s. to 6s. 6d. 
Whisky per bottle, average price ... js . . Q8. 6d. 
Natal beer and stout, per quart, dozen  ... ... 88, 

Draught beer (Natal), per glass se .. 4d, 

Cape wines per bottle, from... " iss . . 9d. to 2s. 6d. 
Bread, per 21b. loaf (at present)... dh .. 44d. 
Condensed milk, per tin з к . . 64d. 

Jams, per tin ... ins ks Те i .. 6d. to 8d 
Fresh milk, per 11 pint bottle i ies .. Ad. 
Potatoes, per 100 Ib., vary from b . . Bs. to 158 
Bananas at the door, per dozen a vee 3d. 

Candles, per packet ... Р m bus ... 6d. to 8d. 
Paraffin oil, per case 10 gallons  ... A . . 118. 


Ez bs. upwards. 
£1 58. upwards. 


Suit of clothes, good, from ... 

Boots and shoes, good, from wide 

Rail fares per mile: See foot-note.* 

Rickshaw fares in 3d. stages. 

Meat, 7d. to 10d. per Ib. 

Owing to the price of furniture, which is generally lighter 
than that used at home, one is disposed to do more for 
himself in making things than he would ever think of 

-doing at home ; and on account of the trouble of bringing 
furniture out, I would not recommend people to bring any. 
There are always plenty of sales going on, when the furniture 
can be obtained cheaply. 
Coal costs (per ton) ..£1 6 0 
Firewood (per ton) 0 13 6 

'The former does not burn well. so has to be assisted 
with firewood. When leaving a house one always takes one's 
-own stove, a custom which, I believe, prevails also in 
‘Scotland. 

The prices quoted .refer to the principal towns only, and 
for the country transport should be added. 

Electric trams run in Durban and Pietermaritzburg, and 
there is also electric light. Speaking generally, we are not 
badly off for entertainments, such as concerts, theatres, 
bioscopes, skating rinks, travelling shows, &c. Sport is 
largely indulged in, especially cricket and football, and 
nearly everyone plays tennis. 

In the country there is plenty of scope for shooting and 
fishing, some of the rivers being weli stocked with trout. 
с people ride, in town and country, bicycles being largely 
use 

Telephonically speaking, most places are connected, and 
in Durban and Pietermaritzburg there are telephone exchanges 
of about 2,000 and 800 subscribers respectively. 

Anyone contemplating coming to Natal, should visit his 
tailor and lay in a fair stock of clothes, similar to those worn 
at home in summer; also boots and underclothing—the 
latter should be woollen, and of good quality. As Unions 
-do not hold much sway in this country,a man must be 
prepared to adapt himself to do work other than that to 
which he has been confined at home, and, in conclusion, let 
me say that it is very inadvisable for anyone to come hereon 
the chance of obtaining work at present. The depression, 
though believed to be lifting, is still felt, and there are 
many unemployed already in the country. 

As regards the cost of living in Johannesburg, it works out 
at about £11 per month more than in Natal, the chief items 
making the difference being the higher house rents, i. e., from 
£10 to £12 per month for a house similar to that mentioned 
for Natal, and the house boys £3 per month. Water is at the 
rate of 58. per 1,000 gallons, and light 6d. per unit. 
Lodgings with board can be had for from £7 10s. to £10 
per month, and washing from 128. to 18s. рег month. The 
-climate is very dry, and it is therefore unwise to bring out 
furniture, as it cracks badly during the very dry part of the 
year. The altitude is about 6,000 ft. above sea level, and 


*RAILWAY FARES ON THE SOUTH AFRICAN RAILWAYS. 


These are on a scale which provides that the further you travel 
the cheaper it becomes (Europeans do not, as a rule, travel third 
here). For instance :— 


Miles. Ist class. 2nd class lst nu n 2nd class. 
1 £0 0 3 £0 0 2 £0 0 b £0 0 3 

12 0 2 0 0 1 4 0 3 6 0 2 4 
24 0 4 0 0 2 8 0 7 0 0 4 8 
50 " 0 8 4 0 5 7 014 7 0 9 9 
100 016 8 011 #1 19 2 019 5 

. 200 ^. 113 4 12 3 2 18 4 1 18 1! 
1,000 eae 613 4 4 811 11 13 4 715 7 


For distances exceeding 1,500 miles, first-class single is 1'35d. per 
2 second 90d., and return journeys at 75 per cent. on the single 
ares. 


does not suit everyone, especially those subject to heart 
weaknesses, and very often insomnia is a great source of 
distress. 

Entertainments are good and cheap, and good artistes are 
engaged at the music halls and theatres. Johannesburg is 
a very busy town, and several people find that they have to 
work harder than they were accustomed to do at home. 
The suburbs are excellent and well served with trams, the 
fares being in 12d. stages, and living out of town one will 
do well to add from 15s.to £1 extra per month for tram 
fares. I understand that there are more motor-cars in this 
town per cent. of the population, than in any other town in 
the world, and the same remark applies to the number 
of motor and other bicycles. The wages for really good 
workmen average about £1 per day, though I fear that 
as the Transvaal settles down to bed-rock, these prices will 
not obtain. 

So varied are the salaries paid up here that it is difficult 
to put anything down on paper, but it is safe to say that 
£300 per annum is not sufficient for a married man to live 
comfortably on, and I would suggest that no man agree to 
take a billet, if married, at less than £350 if he is at all 
comfortably off at home. | 

There are very many unemployed in Johannesburg. Many 
of them are good workers who, through retrenchment in 
various departments on the mines and other employing 
agencies, have been thrown out, and I cannot imagine a 
greater hardship than to be out of work in a town such as this. 

The population is very largely made up of Jews, and the 
competition is extremely keen all round, there being much 
under-cutting of prices. 

In winter the climate is very cold and often very windy, 
raising great dust storms which are decidedly unpleasant, 
the dust finding its way into every nook, and rendering 
one's clothes very shabby in a short time. 

In conclusion, I would advise no one to sacrifice a certain 
billet to come out here, otherwise the consequences may be 
serious: at the same time it is well to add that the place 
grows on one, and the longer one stays in it the less one is 
inclined to leave it. The telephone exchange of Johannes- 
burg serves about 6,500 subscribers in town, and there are 
very many sub-exchanges in the suburbs and on the imines. 


Industrial Value of French West African Rubbers. 
ne French Colonial Office furnishes the following information 
comparing the industrial value of three rubbers grown in French 
West Africa. The data in the following table refer to specimens of : 
(1) Smooth brown pancakes from Hevea. brasiliensis ; 1909 orop, 
province of Porto-Novo ; coagulation by acetic acid; (2) "Scraps" 
from Landolphia Heudelotii; 1910 crop in province of Kankan ; 
natural coagulation by liana; (3) "Scraps" Ceara ; 1909 crop, 
province of Sedhiou ; coagulation by citron. The samples were 
treated mechanically, dried and vulcanised to 3, 5 and 10 per cent. 
of sulphur during three hours at 140° C. Taking fine Para hard- 
cure as the basis of comparison (unity coefficient in each ease), the 
following results were obtained :— | 


Hevea, Landolphia. (гага. 
Flexibility .. 1˙8 $ 24 96 13 % 
Nerve ... 065% 02% on Y 
Tenacity ... 09 % 09 Y ro% 
Extensibility 16 95 32 9o 1˙0 
Elasticity 08 % 06 % (6 % 


Compared with the Hevea from Ceylon, the Porto-Novo product 
has lees nerve, less elasticity but greater extensibility ; it bas also 
less nerve than the Hevea from the Belland and Ong- Yen: plan- 
tations in Indo-China. The Landolphia rubber is particularly 
flexible and extensible, but has low nerve and elasticity. Ceara 
rubber resembles wild Para, but has rather more nerve and lese 
elasticity than the latter. 


Electricity in the Oilfield.— According to the uri / 
News, the use of electricity in the oilfields of California is proving 
to be a great economy. Pumping and drilling by electr. city ig 
very much cheaper than any other method. The San Joaquin Light 
and Power Co. is doing a large business in this line. It is estimated 
that the average cost per day of pumping a well by steam is $9, 
while the average cost by electricity is 8102. The majority of the 
wells pumped are about 1,500 ft. deep, but some of those handled by 
this company are 3,000 ft. 


The London Chamber of Commerce, — We have 
received from the Chamber some literature relating to thé Chamber 
of Commerce: ‘ What it is; What it does; and What it offers.” 
Particulars relating to membership, fees, &c., can be obtained on 
application to the secretary at the offices, Oxford Court, Cannon 
Street, E.C. 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


AMENDMENTS, 


AUSTRALIA.—The Commonwealth Customs authorities have 
issued the following decisions as to the duties to be levied on 
certain electrical goods; the duties quoted are those under the 
preferential tariff adopted for British goods :— 


Machinery, photo-copying, continuous d 


. trical)... ТА ке, sa us ... 20 рег cent. ad val. 
Pocket lampe, electrical : 10 „ 2 
Battery cells imported with, and for, tele- 

phonic wall or table sets Yes NE 10 ,„ ү 


NORWAY.—The Norwegian Government have decided to allow 
the} duty free admission of double tube superheaters for steam 
boilers, if for ships' boilers only. 


DENMARK.—The Danish Customs Authorities have issued the 
following «decisions as to the rates of duty to be levied on certain 
electrical and similar goods imported into Denmark :— 


So-called dynamo brushes, consisting of a 
shaped piece of carbon, 3 cm. X 2 cm., and 
9 mm. thick. On one end of the brush 
the carbon is coated with copper and a 
metal plate is soldered thereto, a piece of 
wire (laced copper wire) ending in a single 
brass contact being fastened to the metal 
plate bas swe 

Ignition magnets, which are intended to be 
attached to benzine motors in order to pro- 
duce a spark to ignite the benzine when 
rapidly revolved by hand. and which con- 
sist of two large, powerful double magnets, 
between which is placed a dynamo arma- 
ture enclosed in a square case consisting 
mainly of lacquered brass 8 ves 

Arc lampe. consisting of a cap ' of painted 
or varnished sheet-zinc, in which the 
machinery proper (metal rods, wire, a few 
iron rods and various other parts) is fixed, 
the lower part of this machinery being sur- 
rounded by a "case" of black varnished 
iron plate, less than 1 mm. thick, which is 
fastened to the cap with iron hooks, and 
on the lower part of which the globe is 
also to be fixed by means of iron hooks .. 20 öre per kg. 


NoTE.— These lamps are dutiable at this rate even if they are 
imported in parts, though in the eame consignment, provided there 
is no doubt that the various parts belong together and that the 
importer desires them to be so classed for duty. А 


N.B.—100 оге = Is. 11а, 


2 оге per kg. 


73 per cent. ad val. 


NEW PATENTS APPLIED FOR, 1912. 


(NOT YET PUBLISHED.) 
Compiled expressly for this journal by Mrssrs. W. P. TnuoxrsoN & Co., 


Electrical Patent Agents, 276, High Holborn, London, W. C., and at 
керө апа Bradford, to whom all inquiries should Lc addressed. 


Beptetiber 80th. 
A. L. Riker. (Convention 
(Complete.) 


99,185. "Electric hot-air blower." F. Rries. 


99,197. Ignition systems for motor-vehicles.' 
date, September 30th, 1911, United States.) Mm mber 30th. 


2,209. Storage and transit of incandescent electric lamps.“ G. POULTON, 
Beptember 30th. 

29921. ‘Ignition devices for internal ccmbustion engines," A. Bursch. 
Beptember 30th. 


22,931. ‘Electric lamp switches." M. J. Horrock, jun., and A. SToUT. 


September 30th. (Complete.) | 

92,246, „vapour electric apparatus." P. C. Brwirr. (Convention date, 
October 10th, 1911, Germany.) September 80th. (Complete.) 

22,251. Automatic controlling device for electric cut-outs.’ J. H. ve 
THIERRY. (Convention date, September 30th, 1911, Italy.) 8 оіев тое 80th. 
(Complete.) 

22,252. “Telephone receivers." British L. M. Ericsson MANUFACTURING 
Co., LTD., and A. Вкооккв. September 80th. (Ccmplete.) 

22,253. Interet mmunioation telephone receivers." RRITISH L. M. ERICSSON 
MANUFACTURING Co., LI D., ard A. Brookes. September 20th. Cc mplete.) 

22.258. Electrieahy- heating sg paratus of varicus kirds." E. С. R. MARES, 
(Larders, Frary A Clark, United States.) September 20th. (Complete.) 
BRITISH 


22,262. Combined electric indicators and stesm-flow meters.“ 
THoMson-Hovstox Co., Lip. (General Electric Co., United States.) Sep- 
tember 30 

22,270. " Method and apparatus for commutation.” O. W. GiRviN. October 


lst. (Complete. 

2, 275. Trolley heads." J. A. WALSHAW. October ist. 

92,280. “Electrolytic decomposition." Е. Hiooms. October lst. 

299.308. "Apparatus for generating electricity.“ H. K. BovrE. October lst. 

22,811. * Oscillating spring contact for operating electric bells and auch like 
apparatus." Е. Всвк, jun. October 186. 

22.828. Electrical means cm 1 the opening of doors of railway 
vehicles whilst in motion.“ оок ard E. W. Perry. October 186. 

29,999. ‘Indicating cr n 5 G. WALL and FERRANTI, LTD. 
Ootober Ist. 

22,854. Manufacture of alkali metal alloys by the electrolysis of caustic 
alkalis in a fused state, end іп the n anufacture of alkali metals, and derived 
products therefrom.” E.A.AsHcROFT. October lst. US - : 


vic Testing the waterproof covering of electric cables.“ C. J. BzAvzR 
and E. A, CLAREMONT. October 18%. 

22,575. ''Electrical resistances.” О. E. Hay and Н. W. SurL Wan. 
October 2nd. 

22,381. "Electrical appliance." P. Рімскиғкү. October 2nd. 

229,387. ''Bparking plugs." W.J.CHaRLES. Ootober 9nd. 


22,419. “Means for ео alarm signalling in connection with steam 
engines and machinery." T. H. HL. October and. 


22,418. Electrical regulators," O. 8. SCHAIRER. 
Otober bth, 1911, United States.) October 2nd. (Complete.) 


22,419. Electrical regulators." A. A. TinmiLL. (Convention date, October - 
6th, 1911, United States.) October 9nd. (Complete.) 


22.4123. Starting devices for electric motors and like a atus. G. 
ELLISON, October 2nd. рн 


22,446. Means to record sounds electrically, and reproduce same 
mechanical or other means." J. L. Тномрвох and A. В. Warne. October 


22,450. ''Mine exploders." STERLINxO TELEPHONE AND ELxcrnic Co., Lap. 
(Bchaffler & Co., Austria.) (Addition to 27,318a/06 ) October 9nd. 


22.452. Therapeutic magnetic machine." J. Сок. October 2nd. 


22,470. ''Locking device for keeping an electrio lamp of any type, or an 
electric candle locked in socket and quite upright. " VzniTYS, LYD., and F. W. 
'THoRPE. October 8rd. 


22.477. Switches of the tumbler kind.“ W.J.CHaRLEs. October 8rd. 
22,191. Electric heating apparatus.“ F. B. Cox. October 8rd. 


22.494. Mechanical and electrical railway fog-signalling apparatus.“ 
T. Gipson, G. A. FARMER and E. RRZ D. October 8rd. (Complete.) 


(Convention date, 


22,499. Control of electric circuits." P. A. G. Barris, October 8rd. 
22,500. Dyna mos.“ J. Porxry and G. PoLx EL, Lrp. October 8rd. 
22,506. 


"Diaphragm suitable for gramaphones, phonographs, PW p» 
and other acoustic machines and instruments.“ C. ELLIS and G. Fox. 
October 3rd. 

22,09. ‘* Time lag devices for electric switches and other apparatus. M. J. 
Ralf ING, J. STRACHAN and H. J. Coates. October 8rd. 

22.520. Variable speed dynamo-electric machines arranged in the charging 
circuit of accumulators.” J. PEuGEOT. October 8rd. (Complete.) 

22,521. “Electrical current generating machines with reverse - 
pounding.” J.PzvucEoT. October 3rd. (Complete.) 

22,524. Prevention of sparking in the control of electric circuits." W. А. 
Price. October 3rd. 

22,530. ‘Sparking plugs." E. Н. DELIGNY. 
1911, France) October 8rd. (Complete.) 

22,534. *“ Covering electric conductors with plastic material.” W. 8. Змгты 
and A. D. SHUTER. (Addition to 16,542, 1911.) October 8rd. (Complete.) 

22,589. Switch indicators." H. H. Berry. October 3rd. 

22.542. Conversion of electric energy." W. A. Price. October 3rd. 

22,548. Manufacture of metal filaments."  Pov's ELECTRIC LAMP Co., LTD. 
(C. Trenzen, Germany.) October 3rd. 

22,549. Means for suspending arc lamps.“ G. ScHANzENBacH & Co 
ae (Convention date, May 21st, 1912, Germany.) Ootober 3rd, (oom 
plete.) : 

22,555. "'Telephone fittings." Вік B. LzicGHTON. October 8rd. 

22,561. Electric furnaces.” British Тномѕок-Носвтон Co., Lap. (General 
Electric Co., United Btates.) October 3rd. 

22,568, '' Circles for magnetic compasses, surveying and levelling instru- 
ments.“ J. C. Fencusson. October 4th. 

7 к. " Arc lamps." R. H. Вовкітт. (Addition to 4,417, 1912.) October 
t s 

22,501. '' Circuit connection for electrical installations with mixed loads.” 
LAN DIS & Gyr. (Convention date, October 15th, 1911, Switzerland.) October 4th. 
(Complete.) 

22,592. ‘Tariff electricity meter." Lanpis & Grr. (Convention date, 
aang 6th, 1911, Switzerland. Addition to 1,010, 1912.) October 4th. Com- 
plete. 

22,600. “ High-tension electrical ignition devices for internal. combustion 
engines of the multi-cylinder type." L. A. HinpLey, Н. D. Hinpiey ара W. 
STANFORD., Octcber 4th. 


(Convention date, October 6th,. 


22,008. “ Electrical egg tester." H. B. GanwHAM and A. E. GARNHAM. 
October 4th. | 
22,604. Electrically controlled clocks." W. H. Вскокав. (Divided appli- 


cation on 23.558, 1911, October 25th. October 4th. (Complete.) 

22,646. ''Means for controlling electrically cperated mechanisms and the 
like.“ H. H. R. Green. October 4th. 

22,649. Electric signals.” A. C. Brown. October 4th. 

22,664. © Electric motor- control systems." British THOMSON -H obs rox Co., 
LrD. (General Electric Co., United States.) October 4th. 

22,691. Magnetic advertising machine.“ R. W. SurrL Gd, P. Свело and 
J. Harrison. October Sth. 

22,006, „Trolley pulleys cf electric tramcars and the like." B. WARREN, 
J. WARREN, F. WARREN, E. WARREN, jun., and A. WARREN. October 5th. 

22,728. ''Electric conductors or resistances and apparatus in which the 
same are employed." H. G. Dicker and B. A. Lovick. October 5th. 

22,729. Electrical instrument for use in lighting and other power circuits.“ 
J. E. Owens and Н. A. Рсттоск. October bth. 


N. 788. ее че lamps more especially intended for use in mines.“ 
E H. HANSON, LaNGsTon and ELECTRICAL Powgr STORAGE Co., LTD. 
otober 5th. 


22,747. Controlling devices for electric motors." A. H. Ovrtis, A. H, 
Mackey and Арлмѕ MANUFACTURING Co., LTD. October 5th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. Тномркох & Co., 285, High Holborn, W. O., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


1911. 

RELAYS FOR STRENGTHENING WEAK ELECTRIC CU RRENTS, 3 . Schiessler. 20, 920. 
September 18th. 

Motor FEED MECHANIRMS FOR ELECTRIC Авс Lamps AND FunNAOES, H. J. 
Booker. 90,783. September 19th. 

WorKING OF TELEGRAI'H AND TELEPHONE CIRCUITS AND THE LIKE, E. 8. 
Heurtley. 20,787. September 20th. 

SPEED REGULATION OF ELECTRICALLY-DRIVEN RING SPINNING AND TWISTING 
FRAMES. Siemens Bros. Dynamo Works, Ltd., and J. F. Crowley. 20,919. 
September 218+. 

ARTIFICIAL LES USED IN DupPLEx TeLeGraruy. B. G. Brown. 91,000. Sep- 
tember 22nd. | 

ELECTRICAL PLUG AMD Socket Connections. A. F. Berry. 21,064. Septem- 
ber 28rd. Ы 

COMPENSATING DEVICE FoR TELEPHONIC Соин 8. Ө, Brown. 91,069. 
September 28rd. 

Corp WEIGHTS OF TELEPHONE SWITCHBOARDS OR THE LIKH. Siemens Bros. anê 
Co. and E. A. Laidlaw. 21,165. September 25, . . 

MECHANISM FOR CONTROLLING VALVES, SWITCHES OR THE LIKE AT PREDETERMIKED 
Times. E. J. Morrison. 21,489. September >В. 
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COMMERCIAL DEVELOPMENT AS IT 
SHOULD BE DONE. 


We British have a reputation, at least amongst ourselves, 
for letting other nations show us how to do things; then, 
when the lesson has gone home, we set to work and do them 
better. It is not one of the traits that we should be proud 
of; and, happily, the saying is only partly justified. It 
would be easy to cite instances on either side of the 
argument, and it is interesting to observe that in this con- 
nection the gas and electricity supply industries in this 
country respectively provide ns with such examples. 

Some years ago, observing the admirable work done in the 
United States by the co-operation of a large number of 
electricity supply undertakings, which jointly organised an 
extensive campaign for the purpose of ‘developing the busi- 
ness of electricity supply, we drew the attention of British 
central-station managers to the immense advantages to be 
derived from combination on these lines, and we published a 
series of articles on ** Commercial Development," detailing 
the methods which should be adopted in order to emulate 
our American friends in their progressive and aggressive 
propaganda. Our example was quickly followed, and the 
technical Press, at least, did its duty in impressing upon our 
people the necessity of adopting a forward policy on sound 
and well-tried lines. 

But little result was achieved. In America the business 
is almost wholly in the hands of private companies, untram- 
meled by statutes and regulations ; here it is mainly con- 
ducted by municipalities, which not only labour under the 
above-mentioned disabilities, but are also hampered by the 
system of management in vogue, under which the recom- 
mendations of a technical or commercial expert, no matter 
how high his standing, are first discussed and emasculated 
by a Committee of laymen, and finally have to run the 
gauntlet of a whole Council whose members are even less 
conversant with the subject, to speak mildly, than the Elec- 


tricity Committee. Hence it was impossible to induce the 
municipal authorities to take any vigorous action in the 
matter on co-operative lines, and, strange to say, the 
companies were even slower to realise its importance. 

Almost the sole outcome of the movement so far has been 
the formation of a * Publicity Committee," which, however, 
is almost helpless for want of funds, and has hitherto con- 
fined its activities (save the mark!) to the emission of 
leaflets, posters, and similar printed matter from time to 
time. "This, as we have pointed out, is, or ought to be, only 
one branch, and that not the most important, of the work 
that should be carried on. Lectures, demonstrations, local 
and travelling exhibitions, and a variety of other methods 
that have been discussed in our columns, ought to be pro- 
vided for, and the other not neglected. The supply 
authorities that have not given their support to the move- 
ment ought to be unceasingly angled for, and the needs of 
those which have already come into the net should be 
examined and fully satisfied—which is not the case at 
present, strange as it may seem. 
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In brief, the movement is half-choked, struggling for 
life, cold-shouldered. The Committee appears to be listless 
and apathetic, unable to appreciate its possibilities, lacking 
imagination and enterprise; and the electricity supply 
industry, with all its vast potentialities for ameliorating the 
lot of the most humble worker as well as the idle rich," 
is deprived of what might well be made its most effective 
means of development. 

This is the laissez-faire side of the picture; the reverse 
is provided by our keenest rivals, the managers of the gas 
supply industry. Not long ago, alarmed by the growing 
competition of electricity—for a good thing cannot be 
utterly suppressed, even by its own friends—they got 
together and formed the British Commercial Gas Association. 
The objects of this. organisation were precisely those which 
we urged on the attention of our central-station managers 
years ago, and have urged. It is noteworthy that the 
Association was incorporated under the auspices of the 
Institution of Gas Engineers. The first annual general 
meeting of the Association was held at Manchester recently, 
and was attended by about 400 members and visitors. 

The President saw in the Association (says our contem- 
porary, the (as World) “ the dawn of a fuller conviction of 
the unity of interest which unquestionably underlies the 
diversities and severances of particular gas undertakings "— 
was he quoting from Mr. de Ferranti, mutatis mutandis ? 
It was in the cultivation of the multifarious utilities of gas 
that the reaction of greater prosperity would be experienced, 
he said, by every branch of the industry; they must 
employ every possible means for ascertaining the needs 
of every class of actual or potential user, so as to fit the 
service rendered or offered to the circumstances of every 
consumer. Three requirements presented themselves to his 
mind: publicity; sales organisation; service development. 
The President went on to explain that local publicity could 
be far more economically done with the aid of co-operation; 
the results already obtained had more than satisfied the 
subscribers. 

'The report of the General Committee stated that the list 
of supporters of the Association included the names of 256 


undertakings, and the annual income was £12,500; this 


was fully utilised in promoting the objects of the Association, 
which wants more—and will get it. In the first year over 
700,000 pamphlets, postcards, &c., had been sold, at a very 
low price. 

We have net space here to detail the proceedings at the 
general meeting, but we may add that it appcare to have 
been a most successful function. The point we wish to 
emphasise is that while the electrical people, with an ideal 
commodity for sale, are temporising with the question, the 
gas people, although handicapped by the peculiar qualities 
of their product, are proceeding to carry out with energy 
and success precisely that policy which we have so often 
urged upon the former—preaching, alas! to deaf ears. 

As we have pointed ont, this thriving and very much alive 
Association was initiated by the Publicity Committee of the 
Institution of Gas Engineers. We have in the Institution of 
Electrical Engineers an Industrial Committee, whose 
functions approximate, at least in spirit, to those of the 
aforesaid Publicity Committee. It appears to us that the 
duty of the Industrial Committee is plain ; it is to carry into 
effect the policy advocated by the President, Mr. de 
Ferranti, and enthusiastically endorsed by the members of 
the Institution—to promote co-operative effort, to organise 
a propaganda—in fact, to follow, where it should have led, 
and to inaugurate just such a campaign as is being estab- 
lished by our rivals. Words are of no avail—action is the 
thing. Let our watchword be Organise The American 
electrical engineers, the German gas engineers, the British 
gas engineers — in fact, everybody's doing it. Why don't 
we? Already the Association has made arrangements for a 
Jubilee Gas Exhibition, to be held next October at the 
White City. Can we not provide a necessary and salutary 
counterblast ? 


THE announcement that the Corpora- 
Registration tion of Liverpool is about to publish a 
of ; . : 
Contractors, new Current Official List of Corporation 
Contractors," and that contractors must 
pay a registration fee of 5s. for the privilege of having their 
names on this list, suggests a legal question of some nicety. 
It may be presumed that when tenders are invited, the 
tenders of contractors whose names are on this list will 
alone be considered. Any local authority which thus 
restricts the number of would-be tenderers runs into the 
danger of infringing any law which provides that tenders 
shall be advertised. Thus it is provided by the Public 
Health Act, 1875, Sec. 174 (4), tbat “ with respect to con- 
tracts made by an urban authority under that Act, the fol- 
lowing regulations shall be observed, namely, . . . . (4) 
Before any contract of the value or amount of one hundred 
pounds or upwards is entered into by an urban authority ten 
days' public notice at the least shall be given, expressing the 
nature and purpose thereof and inviting tenders for the 
execution of the same ; and such authority shall require and 
take sufficient security for the due performance of the 
same." If to be on the list were a condition precedent to the 
chance of having a tender aecepted, it is obvious that the 
object of advertising for tenders would be to a large extent 
frustrated, and we fancy that the Local Government Board 


might have something to say as to the imposition of such a 
condition. 


Ir is announced from Constantinople 
that notwithstanding the present critical 
period, the Ministerial Council has found 
time to settle in favour of the Deutsche Bank, on behalf 
of a group of German, Belgian and French financiers, the 
question of the concession for the construction of an under- 
ground metropolitan electric railway in Constantinople. The 
grant of the concession to this group, which is termed the 
Constantinople syndicate, would appear finally to dispose of 
the competitive scheme promoted by the French Omnium 
syndicate. The project sanctioned comprises the construction 
of a railway from Taxim to Bajadiz, and the undertaking 
is said to represent the sum of £2,800,000. It will, perhaps, 
be remembered that the lead in the Constantinople syndicate 
is taken by the Belgian Société  Financiére des Transports et 
Entreprises Industrielles, which is closely associated with the 
Berlin Lówe group. Among the constituents of the 
syndicate are the Deutsche Bank, the German Orient 
Bank, the Dresden Bank, the National Bank for Germany, 
the Schaaffhausen Bank Verein, and the Berlin Electrical 
Enterprises Co., several large French banks, and the Belgo- 
Hungarian financial group of Ganz & Co.; whilst Turkish 
finance is represented by the Ottoman Bank and the Banque 
Salonique. The syndicate already controls the Constantinople 
tramways, which are in process of conversion to electric 
traction, and which are to be extended by the construction 
of 13 miles of new lines; the Galata-Pera tunnel railway ; 
the Stamboul gas works, and the Ganz electric lighting con- 
cession for Constantinople. It is intended to transform the 
syndicate into a Belgian company with a share and loan 
capital of £3,600,000, although the course of political 
events will probably cause delay in the completion 
of the transaction. This state of affairs is 
also expected to defer the execution of the pro- 
ject for the construction of the proposed Bosphorus elec- 
tric railway, the concession for which was obtained some 
time ago by the Berlin firm of Lenz & Co., with whom the 
A. E. G. is believed to be associated in the matter. The firm 
made a deposit of £35,000 with the Turkish Treasury, and it 
was recently reported that the Deutsche Bank had offered to 
pay this amount to the firm if the latter would abandon the 
Bosphorus railway, which, for a section of the route, would 
be in competition with. the proposed underground railway. 
The report, however, has proved to be incorrect, whilst the 
discussion which proceeded some time ago, aiming at the 
conclusion of an understanding between the syndicate and 
the Lenz group, is understood not to have been renewed. 
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ROTHERHAM TROLLEY BUSES. 


THE trolley omnibus system which has recently been 
inaugurated by the Corporation of Rotherham possesses 
several features of interest. It includes, in addition to the 
Rotherham-Maltby route which is now in operation, two 
other sections of 22 and 2} miles respectively. The Corporation 


FIG. 1.—HoME-MADE POLE-SETTING WAGON. 


has obtained motor-’bus powers within the borough boundarics, 
and over an external route subject to the consent of the local 
authorities concerned. Over the Maltby route, the Cor- 
poration previously held motor-’bus powers, which auto- 
matically lapsed on the commencement of the trolley-’bus 
service. (ther proposed trolley-'bus routes have not been 
sanctioned, and there has been considerable railway oppo- 
sition to the granting of those powers which have been 
obtained. This is the first case in which a local aathority 
has obtained powers to run trolley-vehicles outside its own 
boundaries. 

The Rotherham-Maltby trackless trolley route will be, for 
a time, the longest in the country. Starting from the 
terminus of the tramway extension (1:7 miles from the centre 
of the town), it passes through the villages of Wickersley 
(1:8 miles from terminus), and: Bramley (2:66 miles) to 
Maltby (4:75 miles). Until the road widening near the tramway 
terminus has settled, the "buses will run 0°64 mile nearer to 
the town. 

Though the route is very undulating, the steepest gradient 
is 1 in 18:7. There are many curves, and, as a result, the 
“rake” of almost every pole has had to be different from 
that of its neighbours: the line work has been further 
complicated by the fact that some of the poles rest in soft 
clay and need a cross-rail, while others have to be placed in 
solid rock. 

The district traversed is, at present, sparsely populated, 
but the opening of the new collieries near Maltby is leading 
to arapid growth of this village. Wickersley and Bramley 
have no railway service, and the only rail communication 
from Rotherham to Maltby is via Doncaster, so that the new 
service will benefit residents along the route, and, while 


carrying trade to Rotherham, will also benefit local trades- . 


people by opening out the district for residential purposes. 
On account of the pretty country, a considerable holiday 
traffic can be depended upon, and the situation of the 
collieries at Maltby is such that they are not likely to impair 
the scenery for some time to come. The populations along 
the Maltby route are: Wickersley, 960; Bramley, 1,340 ; 


Maltby, 1,750; total (in 1911), 4,050. For the present, 
three standard R.E.T. 'buses are to be employed, and there 
is little doubt that, in a few years, the increased population 
along the route will justify the laying of tramrails, thus 
liberating the 'buses for use on other routes. 

The Thrybergh tramway extension was opened for traffic 
on August 23rd, 1912, and the new bus service and Broom 
tramway extension on October 3rd, 1912. Owing to the 
recent coal strike, it was impossible to obtain penalty con- 
tracts for the line material required, and there has, conse- 
quently, been much delay in the delivery of poles. The 
necessary road widenings are completed to the present bus 
terminus at Maltby, but if it is ever decided to run the 
'buses right into, or through, the village, costly street 
widenings will probably be insisted upon. 

In the course of the present extensions, Mr. Lilleker, 
mains superintendeut, has designed and built the ingenious 
pole-setting wagon illustrated in fig. 1. The tower structure 
and the jib and struts are composed entirely of standard 
trolley-pole arms, brackets, tie-rods, &, erected on an old 
stone dray, and completed by à simple hand-winch. The 
cost of this serviceable equipment, which took four days to 
build, was about £18 (excluding the winch) : for an orthodox 
pole-planting wagon, manufacturers asked £70-£80, and 
could not deliver in less than three months! The vertical 
columns of the tower are bracket-arms (with the strut-bars 
left in place), and the semicircular clamp-ends are bolted 
through wo den beams and the bottom of ће dray. Guard- 
wire aud span-wire clamps and cut-down tie-rods are used, as 
shown, and practically the whole of the material is available 
for ordinary nse if it should ever be decided to demolish the 
to ver. ' 

The height of the platform is 16 ft. from groun level, 
but by notching the planks of the platform and increasing 


the T of the jib, a greater lifting height will be obtained. ` 


Though primarily designed for pole-setting, the structure 
can be used as an ordinary tower wagon, and finds innumer- 
able applications in loading and unloading drays and shifting 
drums, piping, and soon. The side tube (here shown rein- 
forced by a wooden prop), is dropped to ground level and 


-clamped whenever it is desired to relieve the dray of a 
tipping load, and a pulley at the back of the wagon enables 


Еа. 2.—TROLLEY- Bus AND Мотов TOWER-LORRY. 


a flexible steel rope to be run laterally to any article which has : 


to be moved transversely before being lifted. The hoisting gear 


has been tested to 80 cwt., and six 8-cwt. poles have been 


set per hour (50 poles, or 1 mile of route, per day), by its 
aid. 
Four 0000 trolley-wires are erected over the 'bus route 


on standard tramway poles and brackets, The pitch of the 
poles ranges from 30 yards at bends to 37-40 yards in. 
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straight runs ; the length of the bracket-arms varies from 
14 to 18 ft., only a few of the longest lengths being required. 

At present, the whole 5:34 miles of route is to be fed 
through suitable meters from a feeder carried to the tramway 
terminus, and, as the trolley line is double throughout, and 
only three 'buses are to be used, it is expected that the 
voltage drop at the furthest vehicle will not exceed 50 volts 
(except temporarily). If necessary, a positive feeder will be 
carried 2 or 8 miles along the route, probably in the form of 
a fifth overhead wire hung near the inner end of the 
brackets. 

The 'buses are to be of the R.E.T. standard, single- 
deck rear-entry type, and are practically identical with 
those already in use at Bradford (ELECTRICAL REVIEW, 
March 29th, 1912, page 492, e/ seg.). Fig. 2 shows 
the very roomy body employed and the covered-in driver's 
platform. The swivel trolley head, already described in these 
columns, enables the troiley boom to clear very high veh cles 
immediately below the overhead lines (see fig. 2, which 
incidentally shows the Tramways Department's powerful 
motor lorry provided with telescopic tower and complete test- 
ing equipment for line work). The tare weight of the vehicles 
will be 3 tons 12 cwt. (considerably less than that of the 
Leeds and Bradford vehicles), and the total weight with 2x 
passengers, driver and conductor will be less than 5 tons. А 
separate smoking compartment is provided at the rear of each 
"bus accommodating 16 passengers, and 16-C.P., 105-volt 
traction carbon lamps with anchored filaments are used for 
lighting. The vehicles will turn on a radius of 12 ft. 
(inner rear wheel track). Shrewsbury Challoner tires are used, 
32 in. diameter x 4°5 in. on the front wheels and 36 in. 
diameter x 8 in. (twin), on the rear wheels. The makers 
guarantee the tires for 10,000 miles, or grant an equivalent 
cash rebate. | 

The 'bus specification calls for a speed of 12 M. b. H., 
fully laden, up a 1 : 10 grade and requires the brakes to stop 
the vehicle fully laden, from 20 м.р.н. on a 1:9 down 
grade. Two 20-H.r., 525-volt motors are provided, and it 
is probable that the chain gearing hitherto standard will 
be abolished or a much heavier type substituted. The 
insulation of the motors (fully connected), between windings 
and case, with brushes down, is to be at least 5 megohms, 
and the windings must withstand 2,000 volts a.c. for 
5 min. when at the maximum temperature (not higher than 
75" C. above atmosphere) reached during a one-hour full- 
load test. 

A half-hour service is to be maintained, the first 
bus leaving the Maltby terminus at 8:55 a.m. The 
fare will average 1d. per mile (6d. all the way, with 1d., 
2d., 3d. апа 5d. stages), and a revenue of about 9d. per 
'bus-mile is anticipated. Тһе motor char-a-banc lately 
running over the route has never had occasion to claim the 
subsidy promised by the Corporation, so there is little doubt 
that profitable operation of the new service can be 
secured. 

The estimated capital cost of the three trolley "bus routes 
i8 as follows :— 


1 


Feeders, overhead lines, poles, &c. (including erection and 


10 per cent. contingencie-) fe £30,619 
Trolley ‘buses (14 at £750)... m FA re ‘es 10,500 
Proportion of Parliamentary costs ... ves s Ta 1,C00 


Total. excluding any allowance for road widenings 44 2,119 


The tramway department ів to pay $d. per ’bus-mile to the | 


road authority on account, of road upkeep. 


Wages in the Manchester District,—There was 
recently held in Manchester a conference between employers and 
employed in the engineering trade of the district, at which con- 
sideration was given to an application for an advance of wages 
made on behalf of 13 Trade Unions, with a membership of more 
than 12,000 workmen. The 7imes states that it waa decided to 
submit the following terms toa ballot of the societies concerned :— 
An advance of 1s. in day rates, and of 24 per cent. in piece prices, 
the first pay at advanced rates in November. A further advance of 
Is. in day rates, and 2} per cent. in piece rates, to be paid in 
January. Wages to remain unaltered for three years from January 
next, and subsequent changes to be subject to three months’ notice 
on either side. ` 


^ 


HOLBORN STREET LIGHTING. 


OUR readers will remember that last year, after tendering 
against one another for the contract for the public lighting 
of the borough of Holborn, the rival interests joined hands 
and submitted a joint tender for the work, which included 
the supply of all the necessary plant and the maintenance of 
a specified candle-power for the term of 10 years, at an 
inclusive payment of £7,645 per annum. Having practi- 
cally no alternative, the Borough Council accepted this offer, 
which was but little in excess of the amount paid during the 
previous 10 years, but provided a greatly increased candle- 
power and improved illumination throughout the area. The 
capital expenditure required in respect of néw columns, 
lamps and fittings, &c., was estimated to amount to about 
£9,000 ; the annual payments for the extinction of this 
outlay were included in the contract amount above stated, 
and at the end of the period the new fittings, &c., were to 
become the property of the Council. The work was put in 
hand, the gas lighting being carried out by the Gas Light 
and Coke Co, while the electrical work was done by the 


Pram we маво Renerrs 


FIG. 1l.—DETAILS oF LANTERN. 


Fic. 2.—ELECTRIC LIGHTING 
STANDARDS IN HOLBORN. 


Metropolitan Electric Supply Co., acting in conjunction 
with the Charing Cross and City Co., and the County of 
London Co., which are each supplying a portion of the lamps. 
The electrical part of the contract was put in operation on 
October 9th. 

The whole of the electric lighting has been carried out 
with incandescent metallic-filament lamps, of the Osram and 
Mazda types. These are mounted in lanterns of improved 
pattern, to the design of Mr. J. S. Highfield, chief engineer 
to the Metropolitan Co., and similar in principle to the 
ceiling lamps and outside lanterns which are also made 
under his patents. | 

The installation comprises an aggregate of about 186,000 
C.P., distributed over 13 miles of streets, and is supplied 
with electrical energy at both 100 and 200 volts, partly p.c. 
and partly a.c. The supply is derived from the ordinary 
distributing mains in each locality, and the lamps are 
switched on and off individually by hand, Five different 
lighting units are employed, in accordance with the original 
specification, but practically the lighting is effeeted almost 
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entirely with three of these; their candle-power and the 
number employed of each are as follows :— 


C.P... A" .. 1,800 600 400 200 90 
No. of standards ... 20 b 212 4 717 
Distance apart, yards 30 — 15 — 25 


In the principal thoroughfares, which are about 60 ft. 
wide, the lamps are mounted on columns at a height of about 
18 ft. from the ground ; in the minor streets they are about 
10 or 12 ft. high. Almost all the columns are fixed on the 
footway, and the system of centre suspension from span 
wires, much favoured by the City of London Corporation, has 
not been employed in Holborn. Access to the lanterns is 
obtained by ladders. 

The importance of a handsome appearance in the daytime, 
in addition to high illuminating efficiency at night, has been 
borne in mind in the design of the lanterns and columns, 
which are of a novel pattern. "The lanterns were made by the 
General Electric Co., Ltd., Messrs. Veritys, Ltd., and Mr. 
Haydn Harrison, and are illustrated in sectional elevation and 
plan herewith (fig. 1). They are practically airtight, and the 
interior is accessible only through the top. The glass enclosure 
is of the form of an inverted cone, with four bars, which 
offer practically no obstruction to the light, and the weekly 
cleaning is confined to the outside of the lantern. The inside 
is cleaned only when new lamps are required, and thus the 
cost of cleaning, as well as the risk of breaking the lamps, is 
very much reduced. The reflectors are designed to deflect a 
large portion of the upward rays, so as to aid the illumination 
at a distance from the columns, and are carried on floating 
springs, as shown in the section. The switches and fuses 
used are those of the General Electric Co., Ltd., and Mr. 
Haydn Harrison, and the connections to the mains are made 
with rubber-insulated wires. 

A general view of a column and lantern is given in fig. 2 ; 
ths columns are fixed to special concrete bases, about 18 in. 
of their length being below the ground level. The lamps 
are kept burning all night. The largest size of lamp 
employed is of 600 C. P., the 1, 800-C. P. lanterns carrying a group 
of three of these. 

Photometric curves showing the distribution of illumina- 
tion are not at, present available, but the lighting, as judged 
by the eye, is very effective. 


CORRESPONDENCE. 


Letters received by мз after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, Мо letter can be published 
unless we hare the writer's name and address in our possession, 


Trade with Australia. 


Your issue of August 16th is just to hand, and I have 
read with interest and appreciation the articles on “ Austra- 
lian Trade." 

There is no doubt that Mr. Hamilton-Wickes has done 
an immense amount of good. 

At the present time there is a great tendency in favour of 
goods Made in England,“ and it behoves manufacturers to 
take every advantage thereof at once. 

We represent English, U.S.A. and Continental houses, 
aud this is what we find : — 

(a) American and Continental manufacturers keep us 
well posted with catalogues of every description, whilst we 
have to write to English advertisers t> send them. 

(6) English price lists do not contain such full details as 
those of their competitors. 

(c) English houses do not seem to bother to go to the 
pains to give information in reply to inquiries that their 
foreign friends do. 

(d) Continental suppliers appear to make it a pleasure to 
please and they give careful study to meeting local requirements, 
whereas English houses expect us to adopt their standards. 

(e) German and U.S.A. manufacturers push for business 
energetically, and are real “ triers ” 
88 a rule, find it necessary to approach British companies. 

(f) Foreign firms are always ready to cut prices and meet 
competition; Britishers do not seem to care what the out- 
come of their quotation is. 

(g) Foreign deliveries usually appear to be more prompt. 


; оп the other hand, we, 


Continental and U.S.A. firms are well represented in 
Australia, and, despite preferential Customs tariff, are 
evidently holding their own. 

British firms need to wake up; we Australians are 
patriotic, and push forward British goods whenever we can, 
although there is more profit in foreign goods ; but the local 
tendency is price first and quality next. Even so, if by 
paying a little more we can buy the English article, we 
usually do so. 

To get more hold of the colonial markets, the British 
firms should lay themselves out to study our special require- 
ments. 

On one occasion we invited an English firm in one of the 
Midland counties, and a Berlin manufacturer, to tender to a 
certain specification, copy of which and sample could be seen 
at the office of the High Commissioner in London. The Berlin 
company sent a man to London, but the English one inti- 
mated that they did not think it worth while! The tender 
was worth £21,000. 

We could give other instances which have disgusted us at 
various times. 

Britain First. 

Australia. 


Liability of Engineers. 


A matter has come to my notice which is of more than 
mere interest to all steam users. 

I have ail my steam pipework insured, and I have lately 
received intimation from the Insurance Co. that although 
they still agree to insure it as it stands, they recommend the 
removal of all cast-iron. Our steam pressure is 160 lb., no 
superheat, the pipework is steel, and the valve bodies and 
separators are cast-iron. 

I pointed out to the company that the wording in the 
latest Hopkinson valve catalogue which I have is “ For 
160 lb. pressure cast-iron bodies and covers," For 225 lb. 
pressure cast-steel bodies and covers," but they still continue 
their recommendation.“ 

Now, in the event of an accident and Board of Trade 
inquiry, what is my position and that of all other engineers 
who have received zuch advice? Again, how far should the 
recommendation be carried? Should one include boiler 
fittings, such as safety valves, engine stop-valves, separators, 
high-pressure steam chests and cylinders ? 

Steam engineers should realise that, even though insured, 
they stand to be personally fined if negligence is brought 
home to them at а Board of Trade inquiry. 

H. M. Taylor, 
Borough Electrical Engineer, 


Middlesbrough, October 18th, 1912. 


Fase Formule. 


Various formule have been suggested from time to time 
relating the minimum current necessary to fuse a wire to the 
diameter of the wire. The best known is, perhaps, c = a dd, 
where a is & constant. 

Dr. Russell, also, in a paper read before the Physical 
Society some time ago (“ The Convection of Heat from a 
Body Cooled by a Stream of Fluid“), deduces a result which 
gives С с d.. 

This formula Dr. Russel compares with experiments 
made by Schwartz and James, and gives a list of their results, 
showing that the index varied between 1:20 and 1°32 for 
certain wires of various substances. On referring to Schwartz 
and James's paper, I was somewhat surprised to find that 
the index varied widely for the same material. For instance, 
for copper, from 1 to 10 amperes, the index obtained was 
1:195, whereas from 10 to 100 amperes the index was 1:403, 
for tin 1:13 to 1:32, and for aluminium 1:46 was obtained. 

Dr. Russell, in deducing his formula, assumes, as is usual, 
a steady state existing between the gain and loss of heat, and 
also that the heat generated per second is proportional to 
с? po/xa?, where p, is the volume resistivity (whatever that 


may mean), and a the radius. 


The former of these assumptions is a fairly reasonable one 
under certain conditions, but why should R = pe”? As 
regards many substances, R could never be arrived at in this 
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way even approximately, and it is а huge jump to assume 
ib 80. 

Again, if we adopt Dr. Russell's formula for the cooling 
of a strip by convection, we ought to obtain a formula the 
fusing current for strips. Dr. Russell does not do this for 
some reason, but I have, and the results obtained do not 
agree with Schwartz and James's experiments. 

For example, I get c o 0ї #, 
whereas Schwartz and James get 

C zm AY (HT ore AT“ (b +k), 
where b and ¢ are breadth and thickness, a and &, constants. 

I have come to the conclusion that convection plays only 
a part in the phenomena of fusion of wires, &c., and I think 
that Dr. Russell was rather hard on electricians when he 
stated, before this paper was published, electricians making 
the assumption that the heat emitted per unit surface was 
independent of its radius deduced that » should be 1:5." 

I suggest that at present these poor people are not so far 
wrong after all, and that the index 1°5 is for some wires 
just about as unsuitable as 1:25. 


Millhill, Middlesex. 
October 21st, 1912. 


W. H. F. Murdoch. 


Generating Plant for Village Lighting. 


I should like the advice of some of your readers as to what 
power to use for generating in the following circumstances :— 
I have charge of the generating station in a small village, 
with only 500 lights connected ; this number is, however, 
steadily increasing. A small syndicate of local people owns 
the affair. As it was not easy to raise money for electric 
lighting in a little place like this, everything has been done 
in the most, economical manner. "There is at present only 
one engine, and this a steam engine. I believe the general 
opinion is that steam is out of the question in a case like 
this. Well, there is this to be considered. We can get 
good slack at 108. per ton delivered. Our station is in a 


situation where smoke is no objection, and a brook of 


splendid water for the boiler runs through the premises. 
The engine and boiler are semi-portable, undertype, single 
cylinder, with governor acting on expansion valve, made by 
а first-class firm. It was bought, in perfect condition 
throughout, for a quarter of its cost new. With cold feed 
water, my fuel cost per unit sold is at present 1:14. per 
unit (please don't laugh). Pressure only 65 lb., and non- 
condensing. 

Supposing that only one engine can be afforded, should 
we be wise in changing over to gas or oil? I refer, of 
course, to suction gas and semi-Diesel oil engine, as the 
power required now is only 11 H.P., and will perhaps never 
exceed 20 H.P. The main question is as between low 
capital cost, high generating cost, and reliability on the part 
of steam, and (comparatively, being new engines) high 
capital cost, low fuel cost, and reliability, or unreliability on 
the other hand. Whatever steam may be called, we have 
never had a hitch, and the bogey of banking-up losses is not 
such a great one as might be imagined. 

I don’t know whether this letter is suitable for your 
paper, by the side of 30,000-H.P. turbines, &c., but I know 
that this small subject is of interest to many people, and 
through the advent of the metal-filament lamps these tiny 
stations in rural districts are going to multiply. And there 
are any amount of engines of the type mentioned going at 
almost scrap prices, although in perfect order. 


A Little Man. 


The Use of Mica in Electrical Apparatus. 


With reference to the article by Messrs. Fleming and 
Johnson on the above subject, we should like to point out 
that the statement regarding the annealing of mica is not at 
allin accordance with our experience. 

We would state that silver mica" which we have placed 
on the market is almost entirely the product of a special 
annealing process. This material has for several years 
proved. itself, in practical use, to be of extraordinary soft- 
ness ; it is used in very considerable quantities, and its use 
will lengthen the life of a commutator to an appreciable 


extent. Naturally, the process is one which requires the 
closest attention to achieve satisfactory results. 

Silver mica has the same insulating properties as natural 
mica, and we have never noticed any tendency to disin- 
tegration ; indeed, it has almost the same solidity as natural 
mica. MN 
As regards price, there is also no considerable difference 
as compared with natural mica, especially as Megohmit ” 
(Micanite), sheets are made up in exactly the same way as 
with natural mica, thus enabling large sizes to be used at a 
minimum cost, Generally speaking, the material combines 
the advantages of natural mica with an otherwise unobtain- 
able softness. "n | 

Further particulars are at the disposal of: ару of your 
readers interested. | 
Per pro Meirowsky & Co., A. d. ' 

D. H. SCHULTZ, | 


Manchester, October 218, 1912. 


Boiling Water. 


I have carried out a test with a gas ring, in. order to 
ascertain the cost of gas boiling, and give herewith the 
figures obtained, which should be useful to those who are 
improving the efficiency of electric boiling plates.. Possibl 
someone would furnish particulars of a. similar test wit 
electricity :—Starting all cold (14° C.); volume of water, 
2 pints measured; weight of kettle, 1] lb.; time to boil, 
74 minutes; gas used, 2:17 cb. ft.; cost at 1s. 11d. per 
thousand, 054. 

The kettle has a copper bottom and sides, and also а small 
tube through the middle, which tube does not, however, 
increase the efficiency very much. 

Electrician, 


NOTES FROM CANADA. 
[FROM OUR SPECIAL CORRESPONDENT. | 


Тнк Hydro-Electric Power Commission, of Ontario, has just 
announced a substantial reduction in rates, to take effect on 
November lst next. Of the more important towns, 17 are 
to benefit by amounts varying from about 3 per cent. to over 
10 per cent. 

The cheapest rate is £3 6s. 8d. for one horse-power-year, 
24 hours per day, and the prices range up to £8 11s. For 
very small towns and villages very remote from the generat- 
ing stations, the cost is higher still. 

The chairman has announced that, after paying full interest 
charges to the Government (Provincial) amounting to some 
£30,000, there is still £10,000 left. 

It is probable that next year further reductions will be 
made in the cost of energy, owing to the expected increase 
in the demand, which, by the end of the current month, 
will already have reached 30,000 н.р. This is an excellent 
result, considering that, with the exception of the few. fairly 
large towns in Ontario, such as ‘Toronto, Ottawa and 
Hamilton, all the rest of the towns are little larger than 
villages. Under the new rates Toronto’s bill for power will 
be reduced from about £48,000 to £48,000 per annum. It 
was reported some time ago in these Notes" that the Com- 
mission intended to act as & purchasing agent for the various 
municipalities. "This work has now been actively taken up, 
and the Commission has been able to make contracts for 
large quantities of material on much better terms than would 
have been possible for the individual municipalities ; better 
delivery is also secured, the Commission being a large, and, 
therefore, important buyer. Later on other advantages will 
be possible of attainment, as the Commission will have 
its own testing laboratory, and will be in a position to carry 
out suitable tests on lamps and other articles, so that, 
taking into consideration price, life and other factors, the 
municipalities will be able to buy materials of: such a class 
as will best suit any particular requirements. | 
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The Commission now also employs an auditor whose duty 
it isto investigate the financial standing of the electricity 
departments of the various towns. A standard system of 
accounting has been developed and is being widely adopted, 
weak spots in administration and business methods are 
brought to light, and the Commission recommends what it 
considers to be a suitable remedy. 

It is evident that, particularly to the small towns and 
villages, such services as these are of immense benefit, as 
otherwise they must struggle on with inefficient plant, 
administration and unsatisfactory conditions generally, in 
many cases for years, as not a few of them have actually 
been doing. 

Of course, as in the old country, municipalities here have 
a little way of overlooking such little items as depreciation 
and sinking fund, and go on merrily enough for a while. 
Now, however, the Commission is laying its finger on these 
matters, and it would be a bold Town Council that 
ignored the recommendations of the former body on such 
points. 

Mr. Hamilton Wickes, the new Imperial Trade Com- 
missioner, has arrived in this country, and is gathering 
information from all and sundry to enable him to deal with 
some of the problems which confront him. His task here 
will be somewhat different from what it was in Australia 
owing to the preponderating influence of the U.S.A. So 
far as the British manufacturer is concerned, electrical goods 
may be divided into two classes. 

(a) Those in which American influence, as regards 
standards and patterns already ruling in the country, is very 
great. 

(P) Those in which there are as yet in Canada no 
definitely accepted standards and patterns. 

In class (а) come all those fittings and materials which 
are governed by the National Electric Code, such as 
conduit, small switches, fuses, insulation of wires and 
cables, &c. Extra-high-tension insulators, transformers, 
switchgear, &c., also come in this class, owing to the entire 
lack in Great Britain of any means of gaining practical 
experience of such apparatus—not until power is generated 
in bulk at the coal mines, and the Board of Trade permits 
overhead lines for 100,000 volts: and more to be run across 
country, can the British manufacturer hope to enter the 
market for the latter. 

In class (6) come central station plant, prime-movers, 
generators, motors, batteries, switchboards, instruments, elec- 
tricity supply meters, and underground cables, especially for 
high voltages (say, 20,000 and upwards). 

In class (a) it is not unlikely that American practice will 
always govern the situation, to a great extent, if not 
entirely, but in class (0) there is still hope for the British 
manufacturer, and the sooner he gets in the better, not only 
for himself, but also for Canada, as greater competition will 
be ш and prices therefore kept down to а reasonable 
level. 

Undoubtedly, the fact that in respect of the first-named 
materials in class (т) only Canadian and American firms 
are, practically speaking, in competition with each other, and 
that most of the former are closely affiliated with the latter, 
tends to keep up prices to an extent which would not be 
possible were other nations to enter the market. 

There is a kind of double tariff wall in action here—z.e., 
there is the ordinary Customs tariff on those materials, and on 
top, as it were, of that, comes the additional barrier due to 
the difficulty which firms ontside of the American continent 
experience in getting their products approved by the Chicago 
laboratories ; so far this has practically excluded competition 
in the lines of goods indicated from outside sources. 


— 


German Trading in Spain.— The number of dynamos, 
motors and transformers invoiced by the Madrid branch company 
of the Siemens-Schuckert Works in its first year of trading (1911) 
represented a total of 121,276 H.P. After defraying general 
expenses, interest on loans and taxes, and plucing £5,000 to the 
depreciation account, the net profits are returned at £10,000. It is 
proposed to pay a dividend of 5 per cent. on the ordinary share 
capital of £180,000, and to carry forward the balance. The loan 
capital amounts to £60,000. 


PROCEEDINGS OF INSTITUTIONS. 


Sources of Energy Available for Power. 


IN the course of a Presidential Address by Dh. Н. S. HELE-SHaw, 
F. R. S., M. Inst. C. E., before the ASSOCIATION OF ENGINEERS-IN- 
CHABGE, on October 9th, the author reviewed the available sources 
from which power can be derived. Dealing first with coal, he 
stated that our present annual output was about 230,000,000 tons. 
Assuming the present rate of output to be maintained, our coal 
resources would last more than 400 years. 

From data collected by Dr. Beilby, it was evident that there 
might be a possible saving of nearly one-third of the whole amount 
used. To the steam turbine we owed & oonsiderable advance 
towards possible limits of thermal efficiency of the steam engine. 
The Hon. Sir Charles Parsons stated that the upper limit of tem- 
perature to which working was possible had been nearly reached, 
and remarked (report of the British Science Guild):—'' The highest 
efficiency realised by any steam engine up to the present is about 
124 lb. of steam per Kw.-hour, which is equivalent to 9 lb. per shaft 
horse-power, or a little over 1 lb. of good coal, or about ‘85 lb. of 
oil burnt under a good boiler. This result has been obtained with 
units of 10,000 H.P. working at full load, with a steam pressure of 
200 lb. gauge, superheated to a temperature of 300° C., and exhaust- 
ing into a vacuum of 1 in. (absolute) of mercury. It represents a 
conversion of about 70 per cent. of the available energy of the 
steam into mechanical power, or a conversion of about one-fifth of 
the heat in the fuel into mechanical work." . .. "In practice, a 
temperature is soon reached beyond which the increased deteriora- 
tion of the superheater, boiler and engines more than counter- 
balances the saving in fuel, so that finality in this direc- 
tion is soon reached, and, in fact, has already been 
nearly approached. At the lower end of the cycle, the temperature 
of the condenser being determined by that of the circulating water, 
there is not much scope for improvement in this direction. There 
is, however, a probability of some improvement in boiler and engine 
efficiencies by the reduction of petty losses, which, in the aggregate, 
represent a loss nearly equal to the total energy realised as 
mechanical work. These losses are about equally divided between 
the boiler and the engine, and have for many years been the subject 
of much careful thought and investigation. The oonclusion at 
present appears to be that the boiler and the steam engine may be 
improved to some considerable extent by small economic improve- 
ments in the method of combustion, in the efficiency of heat transfer 
in the boiler and superheater to the working fluid, and in the engine 
itself, but that no further substantial improvement is possible in the. 
condenser," Rut 

Coming next to the internal-combustion engine, Dr. Dugald Clerk © 
remarked : "With regard to the future, it is possible in a large 
engine, i.e, gas engine, to increase the indicated thermal efficiency 
to about 50 per cent, but in such an engine the mechanical 
efficiency obtained would be about 40 per cent. The smaller gas 
engines do not give quite such good resulta, but the falling off is not 
great... . “A very large amount of power can still be 
obtained from the blast-furnace gases evolved at British ironworks. 
Assuming 10,000,000 tons of pig-iron to be made in Britain per 
annum, and allowing for the free gas available after heating the 
blast, about 700,000 H.P. could be continuously developed in 
Britain without burning any additional fuel. Some of this gas is 
used for motive power, but the greater part of it is still wasted. 
The gases evolved in modern coking processes can be collected 
and used for motive power. From this source it is possible in 
Britain to obtain about 140,000 H.P. continuously. Engineers are 
busily engaged at present in attempting to utilise all sources of 
motive power, and at no previous time have they paid greater 
attention to waste gases and waste heat than at present. The 
waste heat carried away in the exhaust gases of gas eng ines is utilised 
in many cases for raising steam, and about 21 lb. of steam at over 
100 Ib. per sq. in. pressure can be obtained par hour Ser B.H.P. The 
exhaust steam, too, from rolling mill engines and other engines 
using little expansion, is being largely applied to operate low- 
pressure steam turbines. Practically all the waste heat from gas 
engines, amounting to about 50 per cent. of the total heat of com- 
bustion, could be utilised in some such manner," 

Considering next the available supplies of petroleum for use as 
motive power, Dr. Sir Boverton Redwood stated that the quantity pro- 
duced per annum all over the world was approximately 38,000,000 
tons. If the whole of this crude petroleum were employed as 
fuel in steam raising, it would not replace, allowing for ite higher 
thermal efficiency, much more than 5 per cent. of the world's out- 
put of coal; whilst, if used in internal combustion engines, it would 
be equivalent, as a source of power, to about 15 per cent. of the 
coal. Only: a small proportion, however, of the crude petroleum 
could be regarded as available for use as a source of power, for by 
far the larger part is in demand as an illuminating agent, and as a 
lubricant for machinery." 

It was generally assumed that the power of both wind and water 
cost practically nothing. Quite apart, however, from the rental of 
the necessary land, the up-keep of wind and water mills was by no 
means a negligible quantity ; but the really unsatisfactory feature 
of such power was its uncertainty and intermittent character. 
A good deal might be done to conserve the water power now 
running to waste in this country, but we oould not hope to 
derive power from this source with an effeot such as might be 
witnessed in other countries. At present tidal power could not 
compare with steam power, even putting the cost of ооа! against 
the rental of the necessary land in this country. Dr. Louis Bell, a 
few years ago, taking as an illustratien the possibilities of the 40-ft. 
tides in the Bay of Fundy, showed that for two runs of 5 hours 
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each, more than 50,000 H. P. were available per eq. mile of reservoir, 
and that if the aren between two head-lands 3 miles apart (an area 
of 400 sq. miles), could be converted into a tidal basin, more than 
20,000,000 H P. would be available: but to utilise it would require 
an engineering feat more tremendous than anything yet attempted 
by man. These figures, however, were interesting, as showing 
there were sources of power which, in the event of the exhaustion 
of our fuel supply, might at some future date have to be utilised. 

Concerning the action of the wind, it took a fairly large windmill 
to produce any reasonable effect. For instance, a windmill with 
four sails, each 24 ft. long, and from 6 ft. to 9 ft. broad, making 
16 R.P.M., and actuated by a fairly good wind having a velocity of 
20 ft. per second, had as its highest theoretical effect only about 
5 H.P.—that was to say, & windmill of this size would only produce 
the effect of a steam engine using from 10 to 15 lb. of coal per hour, 
or a total, in a week of 10 hours per day, somewhere about 5 cwt. 
The coal in question would only cost from Зв. to 48., and the steam 
engine would have the enormous advantage of uniformity of effect, 
and this with a continuity of action which could not be ensured in 
the employment of the wind. 

In countries like California, where the sunlight was continuous 
and rain occurred practically only at night, the direct rays of the 
sun might be considered to represent something like 10,000 H. P. 
available through at least eight hours of the day. Dr. Louis Bell 
gave an account of a recent type of apparatus for this purpose. 
The boiler gave 200 lb. pressure in full sunshine, and developed 10 Н.Р. 
The annual expense of this contrivance worked out at about £15 
per horse-power per year, which was considerably below the cost of 
the power obtained from small steam or oil engines, and compared 
favourably with the price of electric power, at any rate in small 
units. 

According to Sir William Ramsay, a ton of radium gave off 
energy which in the course of a year would be equivalent to the 
burning of 117 tons of coal. In doing this, it suffered anly a minute 
loss of its weight. But, as far as could be reasonably conjectured, 
the whole world contained something like 5 cwt. of radium, so 
that if all the radium were available for power, and that power 
could be actually employed, this would only be equivalent to an 
annual supply of between 40 and 50 tons of coal. It was 
evident that our coal supply was the real source upon which 
we depended for mechanical power in this country, and it was a 
duty incumbent upon us all to economise as far as possible the 
stores of coal in the earth. 


The Training of Engineers. 


On October 12th an inaugural address was delivered to the MAN- 
CHESTER ASSOCIATION OF ENGINEERS by the president, Mr. Chas. 
Day, Wh. Sc, from which we extract the following passages :— 

In connection with the engineering trade I think it is possible 
so to arrange the conditions of employment for apprentices that all 
may have a reasonable chance of fitting themselves for advance- 
ment, and this without making the conduct of business unduly 
difficult. To put this into practical form I venture to outline a 
set of conditions under which apprentices might be employed :— 

1. All apprentices to start on level terms, i.e., no special privileges 
to be arranged in advance for any apprentice, either in regard to 
the number of departments he is allowed to work in, or in regard 
to his treatment whilst in those departments. 

2. A certain proportion of the apprentices to be given a change 
of department, provided, of course, the conditions of trade allow of 


it; such apprentices to be selected from those who, by attendance © 


at evening classes, have shown a desire to improve themselves and 
who, by good results at those classes, have shown satisfactory 
mental capacity and persistence. Satisfactory work in the shops 
should also be a condition. 

By these means the capable and ambitious apprentices will obtain 
wider and more valuable training than those whose characteristics 
do not fit them for advancement, and the selection is almost auto- 
matically made My the apprentices themselves. 

With a scheme of this kind, those who by their own want of 
effort limit their experience to one department of a works can, of 
course, only blame themselves if, at a later date they see that this 
narrowness of training and inattention to the theoretical side 
prevents them from advancing to higher positions. 

It may be desirable to carry the scheme still further and provide 
that some of the most successful apprentices be given the full-day 
course at & technical school, or at least be given the opportunity to 
get it. In the Manchester district an intermediate step can be 
taken by utilising the apprentice course at the technical school, & 
course which is proving of distinot value. In this course 
apprentice engineers attend at the school each Monday during the 
winter session, the remaining working days being devoted to tueir 
usual employment with their evenings free for home work. The 
course is designed to extend over two years, but natarally employers 
should take care that any apprentice who does not take proper 
advantage of the first year, is aisplaced when the selection is made 
for the following year. 

Though & high theoretical training is necessary for some 
positions, the number of such positions is comparatively &mall. 
What kind of education is then desirable for the employés of an 
engineering worka ? 

In the case of many workmen we merely want manual skill 
combined with steadinexs and attention to work, but in many cases, 
as, for instance, in the case of an erector, who is sent out to erect 
and eet to work various kinds of machinery, a sufficient education 
is required to enable him to write a clear report, and in addition it 
is often desirable for him to have some knowledge of the basis 
principles connected with the machinery he is engaged upon. 


For many workmen, and particularly for pattern-makers, the 
capacity to read drawings very thoroughly is essential. 

A foreman in a machine shop does not require to be a mathe- 
matician or to have a deep knowledge of, say, the theory of heat, 
but he should know the elements of mechanics and a good deal 
about the various machine tools available, also he should have a 
knowledge of modern developments connected therewith. 

In the case of draughtsmen, there is no doubt that technical 
education needs to be carried to & further degree, and in any works 
it is desirable that a few of the draughtsmen be men with advanced 
theoretical attainments so that special problems can be investigated 
and worked out. 

The educational qualifications for managers and employers are 
very variable, depending largely on the class of work engaged upon, 
but a very sound training in first principles and in their application 


„is a vital necessity to enable the probable effect of new develop- 


ments to be gauged. Also it is very desirable for men in these 
positions to know what is going on in other branches of engineering, 
as it frequently happens that a troublesome new problem in one 
business has been dealt with and overcome years ago in another 
basiness ; thus a fairly wide outlook on what has taken place in 
engineering is of special advantage. 

For every different position in different works a different 
schedule of requirements might be made, but if this were done I feel 
sure that the number of positions for which high theoretical 
attainments are essential, or are even the principal factor, would 
be comparatively small, though those posi‘ ons would be important 
ones. There is a substantial differencc between a broad technical 
education and high theoretical attainments. An appreciation of 
this fact may encourage those whose circumstances do not enable 
them to acquire high theoretical attainments to realise that there 
are very many important positions open to them, forthough scholastic 
training can help, and help greatly, it will never be so important 
as natural qualities. 

A generation ago an apprentice in an engineering shop probably 
saw in that one shop a great variety of mechanical engineering 
work. To-day he most probably only sees one branch, or even only 
a sub-branch. This has the great disadvantage of narrowing the 
outlook of those so engaged. This narrowness can be overcome toa 
considerable degree by suitable training in a technical school or 
college which is equipped with a really good mechanical laboratory, 
as the student then sees and works upon a wide variety of modern 
machinery. Hence, a very important feature of a course of training 
at a well-equipped technical college lies in the wider outlook which 
results from seeing examples of many phases of engineering prc- 
ductivity, and of receiving explanations of their construction and 
action by teachers who are able to show how the first principles 
taught in the lecture-rooms are applied in practice. It is from this 
point of view that the extensive and varied lot of machinery in the 
engineering laboratories has much value. 

Much which is called theoretical is really intensely practical, 
being the reduction to words of accumulated practical experience. 

New inventions involve quite new lines of thought in their 
application, and men. whose training has been in a narrow groove 
will probably be found quite unprepared (I do not say unfit) to cope 
with the new problems, or even to appreciate them. А good 
general technical training undoubtedly forms a better basis for 
dealing with entirely new problems than does a highly specialised 
one, and it makes men more disposed to watch new inventions and 
developments closely. | 

It is, then, a matter of importance for us to see that a sufficient 
proportion of our engineers receive a general technical training, and 
I would suggest that all engineering firms who do not at present 
assist or grant time to any of their apprentices to acquire such 
training, might consider the desirability of doing so to one or more 
of those apprentices who have already shown capacity. 

From the foregoing notes it would appear that the technical educa- 
tion required for the different positions in engineering may be 
roughly graded as follows :— | 

(а) А grounding in the general basis principles underlying 
engineering work, combined with facility in reading drawings. 

(^) A sound training in these same principles, together with a 
knowledge of their application in different branches of engineering, 
and a working knowledge of elementary mathematics. 

(c) The same as “b,” but with a more advanced knowledge of 
mathematics and of problems involving mathematics. 

Every engineering apprentice who desires to rise at all must at 
least attain standard "a." Those who neglect to reach this standard 
practically decide for themselves their future positions, If atten- 
dance at evening classes can be followed by a course such as the 
apprentice course already mentioned, so much the better. After 
that, if facilities can be given for a picked few from each works to 
take a two or three years’ full-day course, this would, I believe, be 
of distinct advantage not only to tbose apprentices, but to the trade 
of the country. 

One point I would add, viz., that attendance at evening clacses 
should not stop at the age of 21, and particularly so with those who 
have only been able to follow course a,” but opportunities should 
be taken to attend laboratories and special lectures. 

Membership of this Association is the next natural step for young 
engineers in this district, for the work of the Association is un- 
doubtedly of an educational character. 

Another point worth remembering is that a man may have ability 
and still not rise if he does not let others see that he has such 
ability. Very many young men owe their first step npward to the 
fact that in discussions before such societies as this they have 
shown a clear insight into some engineering problem. 

Most employers and managers have often to consider applications 
for employment from young men who have taken a course of train- 
ing at a technical school or college, and who may have done 
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exceedingly well, but who desire to get to practical work. It is by 
no means easy to deal with this problem, as advanced theoretical 
training, though of great value in the higher positions already 
mentioned, is not of much value in the lower positions. In most 
mechanical engineering shops a start must be made at the bottom 
of the ladder just as ordinary apprentices. A young man leaving 
college should apply for a “job” in a workshop rather than, as he 
so often writes, "for a position where his training will be of 
value." 

The Manchester Technical School is not only intended to be used 
for the training of youths and young men, ТУ 
but also 8s а centre for research апа investi- Y 
gation. In this latter direction it is possible 
for the school to be of great benefit to the 
members of the Association ; I should there- 
fore like to see some closer co-operation 
between the two. 

An effort is to be made at the Technical 
School to establish a really well-equinped 
laboratory for dealing fully with problems 
connected with the internal combustion 
engine, also for carrying out experiments in 
connection with aerial flight. More people 
are employed round Manchester in the manu- 
facture of internal combustion engines than 
around any other centre in Great Britain. 

At present there are fewer difficulties to 
be overcome in applying Diesel engines | 
to marine propulsion than is the case 
with gas engines; hence it is natural that 
marine propulsion by internal combustion 
engines should be first developed with 
Diesel engines. All internal combustion 
engines suffer in one reepect as compared 
with ste&m-— viz, mancuvring power. As 
reversing has to be done bv compressed 
air, & large air storage, or a separate com- 
pressing engine, is necessary, if the main 
engine is connected direct to the pro- 
peller shaft. Long periods of running at very low speeds 
must also be faced, and these speeds may be below the 
lowest speeds at which the engine can be run on oil or gas; hence 
the air storage or the independent compressing plant must be large 
enough to supply compressed air for this long period of running at 
slow speed. The alternative is not to connect the main engine direct 
to the propeller shaft, but to drive the propeller shaft through some 
form of clutch, or electrically. Mechanical clutches and reversing 
gears present considerable difficulty in large powers, though quite 
satisfactory in emall powers. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


Arc Lamp Winch. 


THE LONDON ELECTRIC FIRM, of George Street, Croydon, have 
recently patented a winch for aro lamps and other light weights, 
having a ratio of one to one, i.e., direct drive, which yet is self- 
‘sustaining both in raising and lowering. Where rapid lowering is 
desired, this can be supplied in place of their existing well-known 


Fia, 1.—SELF-8USTAINING WINCH WITH DIRECT DRIVE. 


pattern, which has a reduction gear as its base of operation. This 
new winch, like its predecessor, achieves its self-sustaining feature 
without ratchets, pawls, worm or gear wheels, springs or triggers. 
Fig. 1 shows the appearance of the winch. 


Brake Solenoids and Limit Switches. 


The accompanying illustration, fig. 2, shows a typeof solenoid made 
by Мв. GEORGE ELLISON, of Victoria Works, Warstone Lane, 
Birmingham, for operating mechanical brakes on cranes, hoists, &, 
or for other purposes where it is desired to exert a definite pull through 
a limited distance. The solenoid consists of two outer parts which 
form the yoke, in the centre of which is fitted a brass sleeve, acting 
as a guide for the plunger and a base for the windings of the coil, 
the latter being thoroughly insulated. The plunger acts as a 
piston working in an air dashpot, the effect of whioh is adjustable 
by means of a screw fitted on the top of the solenoid. The magnetic 
circuit is such that the apparatus is compact and very powerful. 
' The stroke and pull can be arranged to meet requiremente. The 
solenoids are designed for connection either across the line or in 
series with the motor, and for either crane or continuous rating. 


Fig. 3 shows a limit switch designed for automatically limiting 
the travelling or lifting motions of cranes, lifte, hoiste, &c. These 
are inserted in the main circuit between the controller and the 
motor, and interrupt the circuit just before the end of the travel, to 
prevent damage to crane or motor if the operator careleesly lets the 
crane run too far. 

The switch closes automatically when the crane or crab runs in 
the opposite direction. The controller must be arranged eo as to be 
able to travel backwards with the limit switch open. The limit 
switches are of the barrel type, single pole, and fitted with & strong 


Ета. 2.—ELLISON BRAKE SOLENOID. FIG. 3.—ELLISoN LIMIT SWITCH (COVER REMOVED). 


magnetic blow-out for direct current, and double pole for А.С. A 
powerful spring is provided to ensure quick make-and-break action, 
which is independent of the operating lever. They are totally . 
enclosed in a strong cast-iron case, with feet arranged for fixing 
the switch horizontally or vertically. The operating lever is a 
round steel rod screwed into one of the four bosses in the hub. All 
the four bosses are tapped, to enable the customer to fix the lever in. 
the most convenient pcsition. Pressed mica is used in the con- 
struction of the switch ; no combustible or absorbent material is 


used, 
The “I. F.“ Tip Controller Finger. 

Messrs, IMESON & FINCH, of Alma Chambers, Stockton-on-Tees, 
have introduced the tip finger which is illustrated in fig. 4, having 
an increared amount of wearing surface. The tip is countersunk 
at both sides, and can be reversed four times (by unscrewing the 
screw, which is securely fastened by means of a lock washer), 
thereby obtaining a very long life from the copper tip, The only 
wearing part is the tip, other parte remaining fixed to the controller. 
A great advantage of the I. F.“ tip finger is the impossibility of 
buckling. The longer it is worn, the better the contact becomes. 
The copper tips can be replaced at a very small cost, being 50 per 
cent. less than replacing sliding contacta. 


Eleetric Soldering and Branding Irons. 


We have recently had an opportunity of inspecting the Vulcan 
soldering and branding irons, which are being put on the English 


FIG. 4.— TEE I. F.“ TIP CONTROLLER FINGER. 


market by Messrs. SCHOLEY & Co., LTD., of 151, Queen Victoria 
Street, E. C., and for which very high claims are made. The 
examples we saw are excellent with regard to workmanship, and 
there are many interesting details in the design which should have 
considerable influence on the lasting qualities and efficiency of the 
apparatus. Although the apparatus is new to the British market, 
there has been a sufficiently long experience of the Vulcan irons 
to warrant the claims that are made for them, and the records 
which have been put before us are remarkably good. | 
Among the drawbacks hitherto urged against electrio soldering 
irons are that they have been clumsy in construction and the heating 
element after a time gives considerable trouble, and very often burns 
out ; these objections have been guarded against in the Vulcan tools 
by special methods ; the heating unit, which is carried in the stem, is 
hermetically sealed, so that flux fumes cannot destroy it, and it is 
claimed that the peculiar construction forces the heat to the tip. 
The tip is made of pure copper, hand forged and tinned. The one- 
piece handle nnsorews and slides back on the cord, exposing con- 
enient terminals. | 
v A complete range of irons has been deeigned, which shows & 
very considerable knowledge: of the various operations in which 
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Boldering is used. In fact, there would appear to be a sufficient 
variety of sizes to meet almost any industrial purpose. For 
instance, there is 4 special size for telephone and switchboard work 
and electrical instruments; another for motor-car repair and 
general use, and a larger pattern for heavy work. The weighte 
vary from 12 to 65 ounces. Moreover, many of them are arranged 
in different shapes and lengths to meet various conditions. There 
are specially long ones for switchboard work, and specially short 
ones for linemen’s work, and so on. The power consumption 
varies with the type and size of the instrument, from about 


Fic. 5,—VULCAN SOLDERING IRON. 
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Fig. 6.—VULCAN BRANDING TOOL. 


50 watts in the smaller ones up to 500 watts for the largest size. 
The following figures, obtained from actual test, demonstrate the 
advantages of electricity over gas for soldering work. Gas is taken 
at 2s. per 1,000 ob. ft. and electricity at Id. per unit, and 
the cost of operating equivalent irons for a 10-hour day is stated 
to be as follows :— | 

"Electricity .. 7 1215 2/5535 

Gas. .. 2°82 3˙1 3°53 4°8 5°65 

We think there is little doubt that these irons will be of great 

interest to all engaged in electrical work, and soldering operations 
in general. 
We illustrate in fig. 5 a 29-oz. iron, suitable for general manu- 
facturing purposes, and in fig. 6 a Vulcan branding tool, capable of 
branding up to 2 in. square, and heated in a similar way. Various 
special instruments for cautery, can-capping, &c., are also made. 


А * Permanent Accumulator.” 


THE HAGEN ACOUMULATOR WORKS, of 15, Holborn Viaduct, 
E. C., have brought out what is styled a new Permanent Aocumu- 
lator; that is, one which is constructed for very slow discharge 
extended over a long period. The cell consists of a round glass 
jar containing two cylindrical electrodes, the negative a thick rod 
and the positive a curved plate, with an insulating separator 
between them. The top of the cell is hermetically sealed, a per- 
forated ebonite screwed plug being provided for filling the cell and 
allowing gas to escape, and the terminals are sheathed in ebonite. 


Premier Electric Heating Devices. 


Messrs. PREMIER ELECTRIC HEATERS, LTD. of Bradford 
Street, Birmingham, have placed on the market a cast-aluminium 
kettle specially designed for kitchen use, and shown in fig. 7. 
Although quite light, it is of considerable thickness, and suitable 
where rough usage is likely to be encountered. The heating 
elements are accommodated in the heat chamber on suitably cast 
surfaces, which are machined absolutely flat. Attachment is made 
by screws, so that replacements can very easily be effected when 
required. The outer bottom is also held in position by screws, 

Its features are exceptional strength ; no jointe to leak ; no solder 


Fic. 8.—PREMIER CONVEOTOR-RADIATOR. 


whatever used in ite construction ; large rapid-pouring spout, which 
cannot get furred up with hard water; large lid and drop handle, 
allowing the interior to be easily and thoroughly cleaned out. 

Fig. 8 shows another of the firm's specialties—a combined-type 
convector-radiator, having convector elementa behind and two 
ordinary radiator lamps in front of a polished copper reflector. 
The convector elements are of the usual ' Premier" type, consisting 
of wire spirals mounted on spirally grooved porcelain tubes, each 
element consuming 500 watts. The effect is pleasing, there being 
not too much glare, as the greater part of the current is dissipated 
by the conveotor elemente, and the heating efficiency is high. The 
switches used are of ample capacity, and all other details have been 
carefully worked out. 


Silvertown Searchlights. 


The accompanying illustration shows a number of twin search- 
light projectors, forming part of a repeat order that has recently 


FIG. 7.—PREMIER ALUMINIUM KETTLE. 


The jar is of reddisu brown glass, presumably to prevent injury by 
the action of light. These cells are designed to replace primary 
cells for telephone purposes, signalling and registering apparatus, 
and the like. The E.M.r. is 2 volts, and the accumulator oan be 
kept for 12 months in the charged condition without deterioration. 
The output is half an ampere for 60 hours without intermission ; 
the cell, which measures ‘about 8] in. overall X 31 in. diameter, is 
therefore very efficient for its sise. It can, of course, be recharged 
in the usual way when run down. 


Fig. 9.—SILVERTOWN TWIN SEARCHLIGAT PROJECTORS. 


been completed by the I. R., G.P. AND T. Works Co., LTD., at their 
works at Silvertown. The approximate height from the base to the 
centre of the barrel is 5 ft, each barrel being about 3 ft. 
in diameter, and fitted with independent hand-training and 
elevating gear. | 

The projectora are complete with double-pole switches, front 
glass doors and back mirror and frames, each separate part having 
been made at Silvertown.. 

The illustration also shows tne automatic lampe and motors used 


U 
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in conjunction with these projectors, the motors being used for 
elevating and training the barrels of the projectors. · 

Similar machines of a larger size, with double the diameter of 
barrel are being made in another shop. | | 

The India-Rubber Co. has of late years made.a speciality of 
mechanical work in which the electrical portion forms but a small 
section, and it has in hand such interesting machinery as that 
required for washing and dyeing fars, making rook drills, train 
lighting sets, electro-hydraulic lifts, &o., besides machinery for 
wireless telegraphy. í fi i 


Multiple Switch Automatic Starter. 


The difficulties connected with the remote control of electric 
motors increase with the size of the motors. Experience has shown 
that the motor of over 50-H.P. capacity cannot be started auto- 
matically in a satisfactory manner, except by using separate 
switches to short-circuit each successive resistance step. In the 
past, apparatus designed to effect the above purpose has generally 
consisted of a number of separate solenoid main switches, which in 
turn are controlled by a sliding contact automatic control switch. 
The E.A.C. new patent automatic multiple switch starter eliminates 
both of these features, and hence it is considerably cheaper to 
manufacture. Each. step is provided with a separate lever of 
knife-switch pattern, and each lever closes with a snap, and makes 
a certain and definite contact. The first contact, which in switch- 


Fic. 10.—E.A.C. MULTIPLE-SWITCH AUTOMATIC STARTER, 


ing off is the last to break, is provided with a renewable carbon 
arcing tip. Only one solenoid is employed, which, when energised, 
slowly lifts the plunger against the dashpot. The cross bar, which 
is attached to the base of the plunger, lifts each lever in its turn, 
until the lever-controlling springs are moved over their dead centre, 
thus causing the levers to snap into their respective contacts, one 
at & time, and in their proper order. | | 

When the motor has attained full speed, а high resistance is 
placed in series with the solenoid, to reduce the power consumption 
to a negligible value. The rate of cutting out resistance is adjust- 
able, without affecting the quick make of the individual steps. 

When the solenoid circuit is opened, the cross bar falls, 
instantaneously opening the switches in the reverse order, thus 
cutting the resistance in, and finally opening the motor circuit. 

This starter is manufactured by the ELECTRICAL APPARATUS 
Co., of Vauxhall Works, South Lambeth Road, S. W. 


New Dimming Switch. 


The “Twilight” patent reducing switch, which has been intro- 
duced by MESSRS. DIMMING SWITCHES, LTD., of Rea Street South, 
Birmingham, is a compact little resistance of the screw-down type, 
which affords a continuous variation, in the case of a lamp, from 
dull red to füll brilliancy without sudden jumps; an electric fan or 
other apparatus taking a small current can be similarly regulated. 
A noteworthy feature is the fact that the switch has an “off” 

ition, so that it is not an addition to, but a substitute for, 
the ordinary circuit switch. The construction of the device is 
ingenious, providing a simple means of adjustment of range to suit 
si des, and fig. 11 shows the external appearance of the 
swito | | © 
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THE NATIONAL TELEPHONE ARBITRATION. 
(Continued from page 613.) 


THE contractors’ profits were eetimated ‘by the Post Office at 
14 millions odd. Both sides agreed that the sum for material, 
including manufacturers’ profit, freight, wages and all expenses of 
doing the work, should be 1} millions, but with the necessary addi- 
tions the Post Office put the amount at £1,600,000, whereas the 
company said it should be £2,380,000. Я 
Мв. J. F. C. SNELL, of the firm of Preece, Cardew & Snell, con- 
sulting engineers, who, it will be remembered, gave evidence for 
the Post Office before the adjournment last July, was recalled 
for cross-examination by Sir A.'Cripps. | 
In the course of some preliminary argument before the witness 


was questioned upon matters of supervision charges, &c. it 


appeared that the company had estimated the cost of work done 
under the head of conduits by contractors at £350,000, eliminating 
the element of profit. To this sum had to be added £150,000 for 
sub-contractor's supervision, making а total of £500,890. The 
contractor's profit under this head amounted to £50,000. The 
total for tools, wages, &c., paid by the contractors was put at 
£716,888. | 

Cross-examined, Witness said that the way in which the company 
had arrived at their figures for local engineering supervision and 
local administration-charges was open to criticism. In some cases 
the charges for local adrhinistration were too high, and there was 
great difficulty in making в proper distinction between mainten- 
ance and capital accounte on the basis adopted by the company for 
preparing their figures. Another criticism he had to make was 
that charges for management, &c., were placed to construction, 
which ought properly to be considered as an element of cost in 
building up the business of the undertaking after the work of 
construction was completed. 

Witness said, in answer to further questions by SIR ALFRED 


Fic. 11.—“ TWILIGHT” DIMMING SWITCH. 


CRIPPS, that assuming all the work to have been done by contract, 
5 per cent. would cover the cost of engineering and management, 
no specific allowance being made for other management or for legal 
expenses. He based that figure on his own experience. 

SIR A. CRIPPS asked witness whether he meant that an under- 
taking costing, say, 10 millions to construct, could be carried out 
without the services of general management of the company apart 
from engineering supervision. | i 

Witness said that the principle was the same 88. in smaller con- 
tracts. His company had carried out a large contract for the 
Government, covering dockyards all over the world, on the basis of 
5 per cent., and were well paid. 

SIR A. CRIPPS : Had the Admiralty no general management ? 

SIR ALFRED then drew attention to several matters amounting 

to £440,000, on which witness, in his tables, had disallowed the 
usual 10 per cent. contractors’ profits, on the ground that the work 
would have been done by the manufacturers who supplied the 
material, their worth being covered by the manufacturers’ profits 
only. 
Witness said it was the practice of cable manufacturers to lay 
cables, &c., without adding to their manufacturers’ profits, and во 
he had disallowed the 10 per cent. on aerial cables, exchange equip- 
ment and subscribers’ apparatus. He did not know how much of 
the work was done by the Post Office, nor did it in any way affect 
his tables, which were based on the experience of cable 
manufacturers. . | 

SIR ALFRED said that the calculations of the parties concerning 
the age of plant were ao little apart that it might be convenient to 
postpone the part of the care dealing with depreciation for tbe 
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present, in order that both sides might confer on the subject with 
a view to saving time. 

SIR J. SIMON agreed to this course, and remarked that any 
agreement reached concerning the age of the plant might have the 
effect of facilitating an agreement upon the further eubject of the 
„life“ of the plant. 

Earthenware pipes, Witness said, were but a small element in the 
company's plant. The physical life given for them in the com- 
pany's figures was 80 years, and his witnesses’ figures were 
60 years. In regard to wrought-iron pipes, he had estimated 
their life at 17, as against the company's 35 years. The general 
experience of gas companies in regard to their service pipes, were 
that those constructed of wrought-iron had to be renewed 
about every 17 years. 

Sin A. Cripps: Do you really mean that? Why, the gas 
companies would be always taking up the pavements! 

WITNESS : I have had a great deal of experience of wrought-iron 
piping in connection with electrical work, and in some cases І have 
known such piping to rust away in three or four years, whilst, in 
other cases pipes have been as good as new after having been in the 
ground 11 yeare. It largely depends on the soil. I think 17 to 20 
years is a fair average to take. 

Cross-examined next on the life of telephone cables, Witness said 
that if they put on one side the diseases to which electrical cables 
were liable, the physical life of the lead-covered cables was about 
50 years. Taking these diseases into consideration, that life was 
reduced to 40 years. The company had put the physical life of the 
same cables at 70 years. 

SIR A. CRIPPS : Our equated life of these cables is estimated at 
47% years. (To Witness) It seems to me that, if you eliminate the 
“ diseases,” such as electrolytic action, chemical action, and disturb- 
ance from outside causes, there is no reason why these cables should 
not last for ever. 

Witness: Of course, if you eliminate the sources of attack, I 
suppose a lead-covered cable would last for an indefinite time; but 
the hypothesis is stupid. 

Bat is it not a fact that the life of the cable is determined by the 
lead sheathing ?—No ; because it would be impossible to say what 
might take place in regard to the disintegration of paper in which 
the wires are wrapped. 

Do you suggest that the paper insulation could enter into the 
question within a period of 50 years ?—No ; but I would not like to 
say that it would not become a factor for consideration in the 70 
years’ limit fixed by your figures. 

In arriving at your estimate of the life of these cables, have you 
differentiated between the effects of electrolytic action, chemical 
action and outside disturbance—such as a hole being knocked in the 
cable ?—No, certainly not. 

Mr. G. H. NISBETT, member of ‘the I.E.E, &c. and 18 years 
manager of the British Insulated and Helsby Cable Co., was called 
on behalf of the Post Office. The British Insulated, he said, was 
one of the large companies in the United Kingdom engaged in the 
manufacture and supply of electric cables Theamount of telephone 
cable manufactured and supplied by his company during the past 
five years aggregated 60,000 miles of circuit per annum. They were 
the sole contractors for the Brighton, Glasgow and Portsmouth 
municipalities when they established their telephone systems. 

Questioned about the way in which the estimates were prepared 
for the supply and laying of cables, Witness said his firm took out 
the prices at which they would sell cable after delivery on to the 
site. Having brought that into their estimate, they added to it the 
total estimated cost of the work they had todo. To that total cost 
was added 20 per cent. to cover standing charges incidental to local 
work, and then to that their profit as contractors. They did not 
charge contractors’ profits where they were the manufacturers of 
the materials. The 20 per cent. included the whole of the under- 
taking ; local and head office engineering charges, supervision of 
work, clerical local charges and clerical work at the head office. 
About 90 per cent. of the materials would not require storage, and 
he thought 1 per cent was ample for contingencies. He had seen 
the figures agreed to between the parties in regard to fundamental 
cost ; they included manufacturers’ profits so far as materials were 
concerned. | 

Cross- examined by Siz A. Cripps, Witness said his company 
had never acted for the Telephone Co., but they had supplied 
the Post Office with large quantities of material for & number of 
years. 

In reply to SIR JAMES WOODHOUSE, Witness said that they would 
turn out of their factory in 24 years the number of miles of circuit 
required by the National Telephone Co.’s undertaking. This only 
applied to conduits and cables. The number of circuit miles of 
" pairs" required by the National Co.'s system, both underground 
and aerial, would be about 469,000. 

SIR ALFRED CRIPPS eaid the company's figure was 465,000 miles. 

Continuing, Witness said he estimated that 1,200 men could carry 
2 the work of drawing in, jointing and laying these cables in 
2) years. 

MR. JUSTICE LAWRENCE: How do you arrive at your calcula. 
tion /—Witness said he had taken the maximum quantity of cable, 
namely, 469,000 miles of pairs, which was nearly the company's 
figure, He had estimated that the average size of the cable waa 
100 pairs, which gave a figure of 4,690 miles. Putting the 
number of joints at 20 per mile, there would be 93,800 joints, He 
calculated that one jointer would make only one joint per day— 
that was a generous allowance—so that in the result 133 jointers 
would take 120 weeks to complete the jointing work. To these 
figures he added 50 per cent. allowance for outting the cable, fitting 

‘terminals, &c., which brought the number up to 200 jointera. With 
regard to drawing in the cables, 25 men would draw in 5 miles of 
cable per week, or 260 miles per year. That figure divided into 


4,690 miles meant that 20 gangs of 25 men each would have to be 
employed ; or, in other words, 200 men would complete this work 
in 24 years. To these he had added 200 men for odd and incidental 
labour, which, together with the 200 jointers, 200 jointers' mates, 
and 100 for staff, totalled 900. In order to be on the safe side, he 
increased that figure to 1.200. 

. Мв. DANCKWERTS: That seems to ignore all the necessary 
difficulties, Witness said he had based his figures upon his general 
and expert knowledge of the business. | 

Cross-examined with regard to the supply of copper for the cablee, 
Witness faid it was a common thing for bis company to place an 
order for 500 tons of electrolytic copper on the market without such 
order having any appreciable effect on the latter. Electrolytic 
copper was copper electrically refined for use in electrical work. Of 
the amount of copper changing hands each day on the market, one- 
third was electrolytic copper. 

SIR A. CRIPPS said, in answer to Sir James Woodhouse, that the 
amount of electrolytic copper changing hands was about 1,000 tons 
per week. 

MR. Justice LAWRENCE: Do you mean the amount changing 
hands or the actual deliveries ?—Sir Alfred said he was told that 
1,000 tons a week was the actual consumption.— Witness: I should 
say it was in excess of that: 1,200 tons. 

Continuing, Witness admitted that he had said on a previous 
occasion that the daily turnover of the copper market averaged 
3,000 tons, and that large purchases for the purposes of such a 
contract as replacing the company's system would, if properly 
carried out, not cause a rise in copper. In such a contract they 
would be dealing with electrolytic copper. the average sale of 
which he did not put higher than 1,200 tonsa week. In placing such 
large orders for copper on the market as would be necessary under 
such a contract, his firm would obtain warrants for ordinary com- 
mercial copper, and change them for electrolytio copper as they 
required it. That was a method commonly adopted in cases of 
large contracta. 

Мв. JusTICE LAWRENCE: But the two kinds of copper are 
different prices? Witness said that was so, but there was a fixed 
premium between the two. 

Mr. BUCKMASTER : Are you prepared on behalf of your company 
to make a tender involving an obligation on your part to obtain 
2,500 tons of electrolytic copper within a short period ? 

Six A. CRIPPS objected to this question on the ground that the 
witness had already stated in the course of his evidenoe in reply to 
a similar question, that he could not answer it; it was ‘a policy 
which his firm would have to consider. 

MR. BUCKMASTER (to witness): Would you have any difficulty 
in obtaining through the market the necessary amount of electro- 
lytic copper for supplying and laying this quantity of cables 
within 2} years?—I am sure we should not have the slightest 
difficulty. 

MR. JUSTICE LAWRENCE: You mean it would not affect the 
market ?—I could not. answer that. I do not say it would not 
affect the market if we placed the order for the whole of the 
quantity required in one day, but I could cover my company 
against risk of rise in the price of the metal and subsequently obtain 
the necessary electrolytic copper. 

In answer to further questions, Witness said the process of 
refining copper, or, in other words, of making electrolytic copper, 
was becoming more universal as time went on. There were at 
present two works in England engaged in the production of this 
material, but their combined output was relatively small compared 
with the total American output. He could not say what the total 
amount turned out in the United States came to. 

Cross-examined with regard to his figures for scrap material, 
Witness said he ascertained the amount of material in the 68 centres 
of the company's system, and had calculated the value of the scrap 
copper at £68 a ton, and of the lead at £14 perton. Having calculated 
the total value of the materials on the site, he deducted from that 
the cost of drawing out the cable from the conduite, which he put 
at 35 per cent. of the original cost of drawing it in. He had also 
deducted the cost of abstracting the metal from the scrap cable at 
208. per ton on the total weight of the cable, and another 25s, per 
ton had to be taken off to cover freight charges, &c. 

Questioned next on the subject of corrosion of the lead sheathing 
of the cables, Witness said the length of new cable required to 
repair such a defect would depend entirely on how the cables were 
laid. If they were laid in a conduit, a fault caused by oorrosion 
would entail the laying of a new piece of cable from one manhole 
to the next; but in the case of a cable simply laid underground, 
it would only be necessary to cut out the piece affected and renew 
it. He had had a considerable experience of the repairs necessary 
to electric cables after they had been laid, and he had found that 
such repairs certainly did not remain constant throughout the life 
of the cable. | 

Мв. BUCKMASTER: Do the difficulties with electric cables come 
from within or from without ? 

Witness: In electric power cables the difficulties may come both 
from within and from without. 

Mr. JUSTICE LAWRENCE: We have quite enough to do in this case 
to deal with telephone cables without going into questions affecting 
power cables. 

MB. WM. SLINGO, engineer-in-chief at the G. P. O., was next 
called, and gave evidenee with regard to the plant possessed by the 
P.O. and the N.T. Co. Including both telegraph and telephone 
lines, he stated that the underground: plant, single duot, belonging 
to the G.P.O. amounted to 5,728 miles, and that of the N.T.C. was 
3,435 miles, The amount of underground cables, single wires, of the 
G.P.O. was 817,000 miles, and that of the N.T. Co., 827,000 miles. 
The G.P.O. owned 10,000 miles of submarine cables, and the N.T.C. 
515 miles; the miles of pole routes of the G.P.O. were 53,105, and 
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that of the N.T.C. 17,831. The total mileage of bare wires and 
aerial cables of the Post Office was 458,600, and that of the N.T.C. 
868,623. Witness next contrasted the expenditure at the engineering 
department in 1911-12 with the estimated expenditure for the 
current year, including the transfer of the N. T. Co. s system 
as follows :—1911-12, 22, 428,000; 1912-13, £4,233,000. The 
normal expenditure on telegraphs and telephones was £2,500,000. 
The supervision of the telephone engineering department was just 
as costly as that of the telegraph department. 


(To be continued.) 


WEBER & Co., LTD. 


A PETITION presented by the County of London Electric Supply Co., 
Ltd., for the compulsory winding up of Weber & Co., Ltd., was 
before Mr. Justice Neville, in the Companies’ Court, on Tuesday last. 

COUNSEL stated that the petitioners were creditors. The company 
was in voluntary liquidation, and a meeting of creditors had been 
summoned for Saturday next. Under these circumstances, he 
suggested that the petition should stand over for a fortnight, to see 
what was done at the meeting. 

The company assented, and his LORDSHIP directed an adjourn- 
ment accordingly, 


MooNEY v. MIDDLETON ELECTRIC TRACTION Co. 
- Ох the 10th inst, at Oldham County Court, а case of importance 


to tramway employés was heard, in which James Mooney, a tramcar : 


guard of Manchester New Rosd, Middleton, applied for compensa- 
tion from the Middleton Electric Traction Co. 

Мв. CLARKE, solicitor, who represented the applicant, said 
Mooney was a guard employed by the company at a weekly wage 
of £1 4s. 6d. On May 6th he was acting as guard on a car running 
from Sudden to Middleton when something struck him in the eye. 
He continued working that day, and in the evening saw the 
company’s medical adviser, Dr. Whitestone. The doctor advised 
him to go to the Manchester Eye Hospital. He went, and was 
asked to go into the hospital, but said he could not do so, as he had to 
support two sisters and a brother. Dr. Whitestone treated him for 
some time, and later he was treated by Dr. Harry, of Rochdale, but 
he had lost the sight of the eye. Mr. Clarke submitted that 
Mooney was exposed to an increased risk owing to the position 
in which he worked, the back of the car being exposed to dust and 
dirt, which flew around the car. 

MooNEY stated that he had been in the company’s employ for 64 
years, and he thought a piece of grit struck him in the eye. 

In the course of cross-examination by Мв. ACTON, DR. HARRY 
said it was extremely likely that the eye could have been saved if 
Mooney had gone into the Eye Hospital on May 10th. 

For the respondents, MR. ACTON submitted that the statutory 
notice was not served as soon as practicable under the Act. 

His HONOUR agreed with this view, and, in giving judgment for 
the respondente, said he was always loath to decide a compensation 
case on that poiut, but he was bound to do so. 


FRAUDULENTLY ABSTRACTING ELECTRICITY. 


Mrs, LOUISA BRINOKWORTH, of 17, Herbert Street, Taunton, was 
charged at Taunton Police Court on the 16th inst. with having 
wilfully or fraudulently abstracted electricity from the mains of 
the Taunton Town Council, on September 17th and 18th. 


The Town CLERK said defendant's house was supplied with 


electric light some years ago, and for some time past the defendant's 
winter consumption was about half that of thesummer. The meter 
inspector visited the house & week earlier than the usual time, and 
he found that the electrio light main had been so tampered with 
that the current was scarcely going through the meter at all. By 
the method adopted, electricity could be used without any 
payment, 

Mr. A. J. HowARD, Corporation electrical engineer, said the 
effect of the contrivance of the defendant would be that practically 
all the current would go through the "bridge" and not through 
the meter. The defendant's statement, on oath, was that she 
recently had her house redecorated, and as tbe painters complained 
that the loose electric light wires were in the way, and would 
scratch the paint of the door, she fastened them back with a bit of 


wire, which her little girl found. She did not use the electric 


light much, as she had oil lamps. She did not know anything 
about electricity, and did not understand how to make a contact. 

Tbe MAGISTRATES, after hearing evidence on behalf of the 
defendant, told her she had wronged the owners of the light, and 
people must understand that they could not tamper with these 
things. She would be fined 10s. and costs. 


BRITISH WESTINGHOUSE ELECTRIC Co. v. THE UNDERGROUND 
ELECTRIC RAILWAYS, LTD. 


A DIVISIONAL Court of the King’s Bench Division, consisting of 
the Lord Chief Justice and Justices Channell and Avory, on Tuesday 
heard a motion in connection with this litigation, which was 
recently before the House of Lords. 

Sir Alfred Cripps, K. O., and Mr. Disturnal appeared for th 
British Westinghouse Co., while Mr. Fitzgerald, K.C., was for the 
defendants. 

Мв, DISTURNAL informed the Court that the first part of the 


motion would not be objected to, and that was that their Lord- 
ships should make as an order of the Court the finding of the House 
of Lords recently delivered. The other part of the motion would 
be opposed, and that was that an order should be made for the re- 
payment to his clients of certain sums amounting to about £26,000, 
which they had paid to the Underground Electric Co. by order of 
the Court. 

The LoRD CHIEF JUSTICE : Are you asking for the payment out 
of that money now ? 

Mr. DISTURNAL : Yes. Their Lordships would remember that 
the Westinghouse Co. claimed £87,000 for machinery supplied. to 
the Underground Railways Co., while the latter counter-claimed for 
£78,000, alleging that the machines were not up to contract. The 
matter had been before an arbitrator, the Divisional Court, the 
Court of Appeal, and the House of Lords. The arbitrator made an 
award by which the Underground Co. were to receive £15,000 from 
the Westinghouse people, and that was paid together with a 
large amount of costs. Since then the Law Lords had 
decided that that matter should go back to the Arbitrator with a 
fresh direction, and he applied that having regard to that finding 
of the House of Lords, the applicants should be repaid the sums 
they had paid out. 

Mr. FITZGERALD objected on behalf of the Underground 
Railways. He said his contention was that the Court had no 
jurisdiction to order the repayment of the money, seeing that the 
matter was not at an end, and the Arbitrator might not alter his 
award by sixpence. М | 

Мв. FITZGERALD was continuing his argument on Wednesday 
morning, when the Lord Chief Justice said he now understood 
that there had been an order of the Court with regard to the 
matter, and therefore they had jurisdiction to deal with the whole 
of the motion. 

Мв. FITZGERALD said that was simply an order which enabled 
execution to be issued to enforce the award if necessary. It was 
not a judgment or order for the payment of the amount awarded. 
Atthe same time, his cliente would be willing to pay out the amount 
if the solicitors for the other side would give an undertaking to 
pay it back again if the award was not altered. 

Mn. DISTURNAL said he agreed that they could not claim interest 
on the amount to date, but directly the Court made the order they 
could claim interest, and that would amount to a good sum. 

The Court granted the application, making the judgment of the 
House of Lords an order of the High Court, and ordering the repay- 
ment to the Westinghouse Co. of sums amounting to £16,500 by the 
Underground Railways, Ltd. 


ATTORNEY-GENERAL r. LONDON ELECTRIC RAILWAYS Co. 


THE motion in this action, which was before the Judge in the 
Vacation, and by which it was sought to restrain pumping at the 
defendants’ Embankment Station in alleged contravention of the 
Act of Parliament was, on Friday last, with the consent of all parties, 
fixed to come before Mr. Justice Neville in the Chancery Division 
to-day, 25th inst, 


Electric Steel Works on Tyneside.—A new industry, 
that of steel melting by electricity, is about to be started at 
Dunston-on-Tyne by the Stobie Steel Co., of Sheffield. The chief 
reason why the works are to be established in that neighbourhood 
ie that any quantity of electricity can be obtained at a price which 
can be quoted by few generating companies. Dunston, although 
situated on the upper reaches of the Tyne, is admirably situated, for 
there is an immense ahipping trade, and there are several engineer- 
ing works in close proximity. The site obtained by the Stobie Co. 
is very favourably situated ; it is near the Dunston generating 
station of the Newcastle Electric Supply Co., whence the current 
will be derived, and but & short distance from both river and rail- 
way. The installation which at present it is intended to put down 
consists of a 15-ton three-phase steel-melting furnace and a 5-ton 
two-phase furnace for special steele, and a 3-cwt. alloy-melting fur- 
nace. It is stated that the Dunston works will be the first in 
Great Britain solely engaged in the manufacture of tool steel, 
alloy steels, &c., by electricity. Our correspondent understands that 
the establishment of armour-plate works on Teeside is being con- 
sidered by a south-country syndicate, і 

The site of the new works covers an area of three acres, and the 
laying out of the ground and erection of furnaces and buildings will 
occupy about six months; it is expected to begin actual operations 
next spring. Mr. Victor Stobie first introduced the present process 
into Sheffield, and a feature of the Dunston installation is that 
every part of it is of his design. The output is expected to be 
33,000 tons per year. The steel ingots which the company will 
manufacture at Dunston will be sent to Sheffield to work into bars 
and forgings, but it is expected that the cost of transit will be more 
than balanced by the low rates and the cheap charges for electrical 


. energy. 


Fair Wages Clauses.—The Edinburgh Building Trades’ 
Federation and the Electrical Contractors’ Association complain 
that the Corporation fair wages clause in contracts is inquisitorial 
and oppressive, as a contractor is held to have given assurance that 
for a period of three months prior to the contract he has paid the 
standard rate of wages, and the Corporation has power to examine 
the books of a contractor in the event of a dispute arising as to 
wages paid. A Sub-Committee of the Town Council recommends 


_ the Council to adhere to the present form of the clause. 
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NEW FITTINGS SHOWROOMS. 


A YEAR or two ago we referred here to the series of new show- 
rooms that had been opened by Messrs. FALK, STADELMANN & Co., 
LTD., at their premises at 83-87, Farringdon Road, London. E. C., 
'for the display, amid suitable surroundings, of various designs of 
electric light fittings. We have this week inspected a further, and 
equally extensive, suite of apartments, decorated and furnished in 
styles characteristic of the Louis and contemporary English periods, 
that have just been made in the same buildings. These consist of 
Jacobean and French rooms. The former is fitted out in oak and, 
among other features, contains a magnificent fireplace with luminous 


Fig. 2.—MkssR8, FALK. STADELMANN'S NEW JACOBRAN SHOWROOM, 


radiator. Itisillustrated in fig. 2, from which the reader will observe 
that there is a fine selection of excellent models of theGeorgian period, 
in the centre of which is a good example of Flemish candle electrolier 
fitting. In the bracketa, pendants, standard and other fittings shown 
here, there is included every kind of finish. The other apartment, 
which is about twice the size of that just mentioned, creates an excel- 
lent impression as the visitor enters (fig. 1). The schemeof decora- 
tion is Louis XVI with grey panelling throughout. The fittings 
which are so well displayed amid beautiful and appropriate furnish- 
ings. are of the French and crystal classes, of the 14th, 15th and 16th 
periods. Here again some of the best models have been drawn upon 
by the designer.  Messrs. Falk, Stadelmann have. for some years 
shown what importance they attach to having well-appointed show- 
rooms forthe use of the trade, architecte, consultants and their 
clienta, by their repeated efforts to increase the effectiveness of 
their premises, and by the selection of a very finecollection of fittings 


for display therein, but it is needless for us to add more here, for 
the pictures are better able to speak for themselves. Those who have 
fittings requirements would certainly not find a visit to Farringdon 
Road to be time thrown away. 


EE 


BUSINESS NOTES. 


Book Notires.— 7%e German Frpori Guide. 1912.— 
This is a volume of between 500 and 600 pages, issued by the 
Hanseatischer Export-Verlag, G.m.b.H., 
of Hamburg. It contains a great deal 
of informing matter in English relating 
to German export trade, and is to 
appear annually, information respecting 
other branches, beyond those now 
eovered, being promised for future 
editions. The various industries are 
reviewed in separate sections each of 
which is followed by a number of 
advertisements of firms concerned with 
those trades. German shipping, German 
export trade (export sample exhibition 
and commercial policy), mining in- 
dustry, iron and steel, German machine 
industry (including steam engines aud 
turbines, internal combustion eng ines. 
water-power plant, transmission plant, 
&c.), industria] machines, machine tools, 
motor-car industry, textile industry, 
scientific instruments these and other 
subjects all have separate chapters 
devoted to them. There is, of course, a 
specia] section devoted to German elec- 
trical engineering industry, and its great 
developments. from which we gather 
that it is estimated that the number 
of workmen and staff now engaged in 
that industry is 170,000 (85,000 to 95,000 
employed by the big companies manu- 
facturing electrical material, and 80,000 
by special branch firms). The money 
value of its yearly output is said to 
amount to at least 1,000 million marks, 
three-quarters being absorbed by the 
home markets, while & quarter finds its 
way to foreign countries. The exports 
for 191] were 248 million marks. At 
the beginning of 1911 there were 2,700 
public electric power stations in Ger- 
many with a total output of 1} millions 
KW., a capacity of 2°6 millions KW., 
and an annual output of 2,150 million 
B. of T. unita. From these some 11,000 
towns and villages were supplied. 
Adding the isolated plants, it is esti- 
mated that there are 50,000 electric gene- 
rating stations, with an output of 65 
million Kw., and an annual output of 
7,000 million units. The following 
remark is made: Although the Ger- 
man electrical engineering industry 
enjoys next to no protection at home, it 
nevertheleas completely commands the 
German market .... and there is a 
steady increase of its exports to all 
parte of the world." This section is 
contributed by the Verein zur Wahrung 
gemeinsamer Wirtschaftsinteressen der 
deutschen Elektrotechnik," of Berlin, and 
there is aleo a briefer section on Various 
Lighting Systems,” relating mainly to 
electric lamps and electric lighting. 

Electricity in India, edited by Mr. 
S. M. Rutnagur, joint editor of the 
Indian Textile Journal. Bombay: Pro- 
prietors of the Zndian Ter'ile Journal. 
Price Rs. 2-8, post free, paper cover Rs. 
1-12.— This is a pamphlet of about 
80 pages in which the author deals 
principally with the Tata hydro- 
electric project and its inaugural ceremony, also with the 
progress made in electric power tranemission since Mesers. 
Crompton & Co., Ltd. put up the first hydro-electric instal- 
lation for the Darjeeling municipality in 1896. Informa- 
tion is given regarding the mill industry in Bombay and the 
relative cost of steam and electricity, material being also ineluded 
descriptive of mill electrification work carried out in Lancashire. 
Toward the end of this interesting publication there isa vsef ul 
direotory of engineers interested in electrical work in India, and 
of manufacturers (with their agencies) who have been supply ing 
installation machinery and plant there; another feature is a list of 
electrical power stations and plante in India. 

* Journal of the Franklin Institute." Vol. CLXXIV, No. 4 
October, 1912. Philadelphia: The Institute. Price 50 cents. 

“ Proceedings of the American Institute of Electrical Engineers,” 
Vol, XXXI, No. 10. October, 1912, Price $1. 
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Careers in tha Crucible, By Christopher E. Town.— This 24-page 
pamphlet contains an address delivered by Mr. Town recently before 
the Incorporated Phonographic Society at the Cripplegate Institute, 
London. Theauthor is the assistant secretary of the London Chamber 
of Commerce, and secretary of its Commercial Education Department, 
and he has handled his subject in, to our mind, a masterly manner. 
The address must have been listened to with profound attention, for 
it combines a fund of interesting illustration with sage counsel 
accumulated in the course of practical experience rubbing shoulders 
with the world. He shows, among other things, how both the 
young hopeful's fancies and the fond parent's schemes are often 
frustrated, but he brings together a group of most useful ideas, 
which cannot fail to be instructive to the young mind and valuable 
to the guardian or parent in stimulating thought at such & period 
of life as to prevent a youth being content with having a jolly 
good time," while he drifts along oblivious of such matters as the 
trade or profession that he ought to follow. 

The Gus Works Directory and Statistics for 1912-13. London: 
Hazell, Watson & Viney, Ltd. 10s. 6d, net.— This is the thirty-fifth 
edition of a useful directory containing very full information 
respecting gas works, their areas, finance, personnel, and so forth, 
in England and Wales, Scotland, and Ireland. There is a brief 
section relating to foreign and colonial gas works having London 
offices. The particulara given are revised up to Avgust last. 

We have received a copy of the Zwgineering Gazette and House 
Journal, which is issued monthly by Messrs, Marryat & Place, of 
28, Hatton Garden, London, E.C. It contains a great deal of enter- 
taining and useful matter. and is a credit to its producers. 

" Journal and List of Officers and Members of the Institution of 
Electrical Engineers. No. 215, Vol. 49. London: E. and F. N. 
Spon, Ltd. Price 5s.— The iesue for September contains the 
following papers:—''On the Power Factor and Conductivity of 
Dielectrics,” by Dr. J. A. Fleming and G. B. Dyke; The Work of 
‘Lord Kelvin in Electricity and Magnetism,’ by Prof. H. du Bois; 
" Direct-current Watt-hour Meters, by S. W. Melsom and W. Н. 
Eastland ; “Electrical Meters on Variable Loads,’ by Prof. D. 
Robertson; The Corrugation of Rails,“ by A. Schwartz and R. G. 
Cunliffe: Chairman's Address, Cape Town Local Section, by W. F. 
Long; “The Diesel Engine, from the Users Standpoint,” by 
W.J. U. Sowter ; Weight Efficiency of Electric Motors and of 
Prime Movers" by W. B. Hird; "Induction Motor Design," by 
JJ. K. Catterson-Smith. 

" Transactions of the University of Toronto Engineering Society." 
September, 1912. Toronto: The Society. 

"Journal of the American Society of Mechanical Engineers," 
October, 1912. New York : The Society. Price 35 cents. 

"Science Abstracts. Vol. 15, part 9. September 25th, 1912. 
Sections A and B. London: E. and F. N. Spon, Ltd. Price 1s, 6d. 
net each. 

“ Bulletin of the Association des Ingenieurs Electriciens.” J une, 
1912. Liége: The Association. Price 7 fr. 

Electricity made Plain.” By G. R. Peers. 
John Heywood, Ltd. Price 1s. net. 

"Post Office Electrical Engineers' Journal,' Vol. 5, Part 3. 
5 1912. London: H. Alabaster, Gatehouse & Co. Price 
18. net. | 

Report on The Equitable Building Fire, New York." By F. J. T. 
Stewart. London: The British Fire Prevention Committee. 
Price Зз. 6d. . 

" Journal of the United States Artillery," with "Index to Cur- 
rent Military Literature." Vol. 38, No. 2. September, 1912. Fort 
Monroe, Va.: The Coast Artillery School Press, 

Annales des Postes, Télégraphes et Télóphones.' September. 
1912. Price 6 fr. "La Service Postal de Cheques et Virements.” 
By Léon Cazes, Paris: A. Dumas. 

The Measurement of Induction Shocks," 
New York : John Wiley & Sons. 

“ Engineering Directory." October, 1912. 
Ltd. Gratia. 
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London : Angineering, 


Heavy Oil Engines.— THE Aster ENGINEERING Co., 
LTD., of Wembley, Middlesex, who are well known in connection 
with the internal-combustion engine as employed in motor-vehicles 
and for other purposes, inform us that they have arranged with 
the Westinghouse Brake Co., Ltd., to undertake the manufacture of 
heavy oil engines of the semi-Diesel type, under the Westinghouse 
Cross Patents. The outstanding advantages of this type of engine, 
which has been described in our pages, include simplicity, substan- 
tial construction, high efficiency and economy in working. There 
are no complicated parts in the engine, which runs at a moderate 
speed, and the first cost of the engine is very small. The Aster Co. 
will produce a range of models—from one to four cylinders develop- 
ing at normal engine speeds from 5 to 100 H.P. 


The Shops“ Act.—Pudsey T.C. has made an order 


under the provisions of the Shops’ Act for the closing of retail 
electricians’ establishments at 1 p.m. on Wednesdays. 


Supper.—On Friday night last at Probyn's Restaurant, 
Dalston Junction, the annual supper and concert of Siemens 
Dalston Works Fire Brigade was held, Mr. A. M. Hicks being in the 
chair. An interesting programme was arranged by the supper com- 
mittee, of which Mr. C. Lucken acted as hon. secretary, and a most 
enjoyable evening was spent. . 


-Liquidation,—FLEETWoop anD District ELECTRIC 
LIGHT AND POWER SYNDICATE, LTD.—This company is winding 
up voluntarily, with Mr. W. Cash, 90, Cannon Street, E.C., as 
liquidator, A meeting of creditors is called for November 4th, 


Colliery Installations.— Messrs. Sanpycrort,. LTD., 
of Cheshire, have completed a double-drum haulage gear, elec- 
trically-driven, at 2,000 volts, three-phase, to the order of an Indian 
colliery, near Hyderabad; also a 400-H.P., 2,200-volt motor, to be 
used for driving an air compressor for one of the largest collieries 
in South. Wales. 


Trade Announcements. —Mss Rs. W. A. Davis & Co., 
of 13, Kinghorn Street, London, E. C., have been appointed sole 
agents for Great Britain by Mr. A. Kussmann, of Coln-Rhein, 
Germany, for cast and engraved metal name-plates ; also sole agents 
for Messrs. Kaeser, Moilliet & Co., of Bern-Zollikofen, Switzerland, 
for advertising novelties in celluloid. 

Mr. C. M. Simpson has opened offices in Canada House, Baldwin 
Street, Bristol, as agent and factor, and he desires to receive catalogues 
of electrical and mechanical apparatus, &c. | 

THE EASTERN ELECTRIC AND TRADING Co., who have changed 
their head office from Sukkur to Karachi, India, are in the market 
for all kinds of electrical goods, and want export lists and terms. 

THE SPLITDORF ELECTRICAL Co., of New York, have opened an 
English branch at 6, City Rosd, Finsbury, London, E.C., for the sale 
of the Splitdorf magnetos and other electrical specialities. 

THE WINDSOR AND ASCOT ENGINEERING Co, LTD., electrical 
engineers, have opened new works at South Ascot. 

The business of Mr. J. A. BROCKETT, electrician, &c., 18, Victoria 
Square, Whitby, and Robin Hood’s Bay, has been purchased by Mr. 


' Т. Н. Beecroft. 


Mr. Amos Brook, late of the firm of H. Jaggar & Co., electrical 
engineers, Commercial Street, Batley, and 2, Halifax Road, Halifax, 
has commenced business at Hanover Street, Batley, under the style 
of A. Brook & Co. 

Messes. VICTOR H. COATES & Co. announce that from to-morrow 
(Saturday) their address will be 121, Victoria Street, Westminster, 
S.W., where they have taken more extensive premises, 

According to (Commercial Intelligence, the AUTOMATIC WIND 
Motor Co., LTD., has been formed in Sydney to manufacture wind 
motors for generating electricity. A trial order has been given to 
the company by the New South Wales Railway Department. 

Messrs. T. M. JOHNS & Co., of 41, George Street, Plymouth, 
have recently acquired additional stock rooms and facilities for 
dealing with plant and accessories and for rewinding and repair 
work to А.С. and D.C. motors. 


Patent Applications.— Applications have been made for 
the restoration of the following patents :— ! 

No. 25.217 of 1902, "An Improved Ore Roasting Furnace” ; 
T. D. Merton. | 

No. 22.968 of 1904, "Improvements in Centrifugal Machines," 
W. E. and H. W. Lake. 

No. 7,471 of 1900, Improvements in Electric Telegraphy, S. G. 
Brown. E 

Application i8 to be made to Mr. Justice Parker in the Chancery 


Division on December 3rd respecting a petition for extension of 


Patent No. 8,961 of 1899, granted to Valdemar Poulsen, Copen- 
hagen, for Method of and apparatus for effecting and storing up 
of speech or signals by magnetically influencing magnetisable 
bodies." . 


Catalogues and Lists,—Tur ELECTRICAL ENGINEER- 
ING AND EQUIPMENT Co., LTD.,. 109-11, New Oxford Street, 
London. W.C.—List (C. 1) of four pages, giving prices and parti- 
culars of, their flame carbons, with and without metal core, also & 
special line of carbons for cinematograph projector work, which are 
claimed to show low current consumption, and to be run at high 
current density so that smaller diameters can be used. With c.c. 
the negative carbon has a copper-coated core, which prevents hiss- 
ing and keeps the arc in the centre of the carbons. The carbons are 
impregnated with flame salts. е 

THE BRIM8DOWN LAMP WORKS, LTD., Kingsway House, London, 
W.C.—We have received two attractively-coloured advertising 
novelties for the current lighting season—one is a gauze-mounted 
cut-out of John Bull holding a Brimsdown Wirum lamp of British 
manufacture, with the well-known wording, “See things in a 
better light," and the other is a hand and lamp cut-out with strut. 
These novelties are for general distribution to the trade; the 
gauze cut-out is printed in seven colours, and the hand and lamp 
cut-out in four. 

THE LANGDON-DAVIES Мотов Co., 110, Cannon Street, London, 
E.C.—16-page catalogue containing a specification of the firm’s 
standard A.C. motors of short-circuited rotor and slip-ring types, 
and illustrating several applications of these motors. The company 
contradict a romour that their organisation has entailed a change of 
staff and employés. The only alterations are in the management 
and in prices of motors, which have been considerably reduced. All 
the old workmen, the works staff, and the works manager who has 
been responeible for the design and manufacture of the motors for 
the last 16 years, are retained. | 

THE D.S. PULLEY BLOCK AND CRANE MANUFACTURING Co. 
78, Southwark Street, London, S.E.— 32-page illustrated and priced 
pamphlet, particularising their various electric and other pulley 
blocks, travelling cranes and other lifting appliances, also electric 
runways. о xi 

THE ELECTRIC AND ORDNANCE ACCESSORIES Co., LTD., Cheston 
Road, Aston, Birmingham.—New season's catalogue (32 pages), 
giving descriptions and numerous neat small illustrations, with 
prices, of various types of “Eclipse” electric convectors and 
luminous radiators, also the Folipse electric cooker, water 
boilers, and other cooking appliances. 
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THE ELECTRICAL Co., LTD., 122-124, Charing Cross Road, London’ 
W.0.—We have received a pamphlet (No. 21, of 16 pages) entitled 
" Electrical Advertising," which has been issued for the use of con- 
tractors and others interested in the advertising sign business. А 
special discount offer, which is open only until the end of October, 
accompanies it, being intended as a special inducement to con- 
tractors and others to help to make a bigger showing in connection 
with this department of electrical business, The list contains 
illustrations of new designs of zinc case letters, zinc block letters, 
glass reflector letters, universal advertising and live signs, kaleido- 
scopes, number indicators for music halls, &c. Prices are given 
fully in nearly all cases. Twelve distinct types are included, with 
prices in seven sizes. All the letters listed, except the glass reflector 
letter, are English made. The company will forward particulars 
on application. They hold that more business of this kind could 
be done if only it were properly pushed. 

Мв. H. M. BupGETT, Crown Works, Chelmsford.—New 12-page 
catalogue, containing excellent illustrations, description and prices 
of magnetic chucks, flat, for holding work on surface grinders, 
planers, &c., and rotary, for holding work on cylindrical grinders, 
lathes, &c. ; also demagnetisere, countershafts, small generators and 
motor-generators, for supplying current for magnetic chucks and 
demagnetisera. i 

From MESSRS. CRYSELCO, LTD., we have received a couple of 
counter advertising cards of attractive coloured design, relating to 
the “Cryselco” metal-filament lamp. One carries a model of the 
lamp in card. . 

THE BRITISH ALUMINIUM Co., LTD., 109, Queen Victoria 
Street, London, E.C.—Two new illustrated leaflets relating to 
aluminium wire for winding every kind of coil, and aluminium 
relay coils. 

THE “CHICAGO RAWHIDE” Co., LTD., Hythe Road, Willesden, 
London, N.W.—Four-page price list of belting, lacing, packing, 
hammers, mallets and other“ Chicago Rawhide” specialities. 

THE Sun ELECTRICAL Co., LTD, 118-120, Charing Cross Road, 
London, W.C.—21-page illustrated price list of electric cooking and 
domestic electrical appliances ; a variety of kettles, cooking outfits, 
hot-water jugs, boiling and warming plates, toasters, grille, 
restaurant apparatus, hot cupboards, electric ovens and irons, towel 
rails, suction cleaners, the Belenus " boiler and other similar lines 
are included. Copies of the catalogue will be sent on application. 

THE KRAMAX MANUFACTURING Co, 12, Cambridge Lane, 
Glasgow.—Small priced pamphlet and cards relating to the 
“ Ellco " invisible lamp lock. 


Bankruptcy Proceedings.—AtGustus Мм. BYRON, 
described as of Park View Hotel, Hyde Park Corner, formerly of 
Chesterfield.— An application was made last week to Mr. Registrar 
Linklater at the Bankruptcy Court for an order of discharge. Mr. 


Walter Bayle, Official Receiver, reported that the applicant failed . 


in April, with liabilities £65,029, and it was unlikely that any con- 
siderable amount would be realised from the estate. He attribut«d 
his failure to a lossof £70,000, incurred chiefly in connection with 
companies formed to acquire the British patents of a process for the 
manufacture of weldlees steel tubes, and to ill health, which pre- 
vented him from earning an income during the past two or three 
years. In 1899, tbe debtor borrowed between £4,000 and 35, 000, 
and, as a speculation, purchased at a premium upwards of 3,000 £1 
shares in an electric battery company. The company was not a 
success, and the shares became valueless. The debtor estimated his 
loss over the transaction at about £6,000. The Official Receiver 
opposed the application on the grounds (1) that the assets were 
insufficient in value to equal 10s. in the £ on the amount of the 
unsecured liabilitiee, and (2) that the debtor had brought on his 
failure by rash and hazardous speculations. After hearing Mr. 
Albert Osborn in support of the application, the learned Registrar 
imposed a suspension of three years, obeerving that the general 
financial career of tbe debtor had been reckleas in the extreme. He 
disclosed no assets, and filed his petition simply for the purpose of 
being whitewashed.— Order entered accordingly. 

JOHN Tf?zARD, electrical engineer, Abbey Road, Torquay.— First 
and final dividend, 2s. 51d. in the £, payable October 29th at Official 
Receiver's officee, 9. Bedford Circus, Exeter. 

FRED SHAW, electri-al contractor, Hessle Road, Hull.— November 
4th is the last day for the receipt of proofs for dividend by the 
ina Мг. G. H. A:heson, York City Bank Chambers, Lowgate, 

all. : 


Mexico.— The present moment is favourable, says 
Elektrotechnik urd Maschinenbau, for the export of electrical goods 
of all kinds to Mexico, and especially to the State of Durango. A 
whole series of electric installation schemes are in hand. Particular 
attention is beiny given to utilising the numerous waterfalls of the 
country which bave hitherto attracted little attention. Among the 
installations foreehadowed are those of the Mexican Candelaria Co., 
which already owns a generating station, and is building two other 
hydro-electric worke. The equipment contemplated consists of six 
turbine aggregates of 160 up to 6,000 KW. The Topia Mining Co. at 
Topia is building a power house, with a view to electrifying the 
working of its mine. Lastly, the lately-formed Durango Hydro- 


Electric Light and Power Co. is building 60 km. west of Durango, - 


. at El Balto, a generating station for tho City of Durango. 


Japan.—In Japan, according to the Deutsche Electrische - 


Rundschau, there is observable an increasing demand for electro- 
technical specialities. This demand is attributable mainly to the 
creation of a number of hydro-electric stations, through the 
activity of local agents of foreign firms, a movement for which 
there is à great future. The use of electricity in Japan has made 


fairly rapid progress, and, besides a number of electric tramways, 
Japan possesses big power stations, which distribute light and 
power over considerable areas There is a certain amount, 
bnt gmall of competition with imported electrical goods from 
native manufacturing firms; but the Japanese industry suffers 
from a lack of skilled electrical workers, and must rely for a 
lengthened period on foreign importe, and, as the use of elec- 
tricity is growing, a sustained demand for electrical articles may be 
safely reckoned upon. 


Stoker Contracts.—Among important orders for stokers 
recently received: by the UNDERFEED STOKER Co., LTD., are the 
following :— ; 


Usine Electrica de Monte Video, eight olaess E”; Madras Electricity 
Supply Corporation, three class '' E"; Newport Corporation Tramways, one 
class *E''; Mines de Houille du Grand Bornu, four class “‘A’’; Sulzer Bros., 
for Japan, six class А”; Sulzer Bros., for Riga, two olass A.“ 


Fire,—Considerable damage was done by fire at the 
works of Elliott's Metal Co., at Selly Oak, Birmingham, last 
Saturday night. 


Cable Works in Finland.— The first works in 
Finland for the manufacture of electric cables are about to be 
established in Helsingfors by a company which has just been 
formed with the title of the Fineka Flatfabriken. The works will 
be under the management of Herr A. Wikstrom, who is stated to 
have studied electric cable manufacture in England and Germany. 


LIGHTING and POWER NOTES. 


Alloa.— Damage estimated at £70,000 was done by fire 
last week at the Devonbank Pit, Alloa. Much of the machinery 
and fittings was destroyed, including washing, picking and con- 
veying plant, and electric cables, 


Asiatic Turkey.— According to the German Consul at 
Beirout, since a Belgian Tramway Co. established there began to 
upply current for light and power, there has become apparent a 
demand for motors. Those already utilised, to the number of 100, 
are of { to 2 H.P, and are employed for the watering of 
gardens, while tome of larger power are used in the weaving 
industry and in the wood and metal trades. Damascus is the teat 
of an extensive flour-milling industry; nine flour mills are at 
work, whose motive power is derived from turbines, principally of 
French manufacture. 


Atherton.—At a meeting of the U.D.C. lust week the 
electrical engineer mentioned that after the winter load is over, it 
will be necessary to renew the H.T. switchboard at the sub-station. 
It was decided to invite tenders for new transformers, and a sub- 
committe was appointed to inspect the switchboard at the sub- 
station. 


Australia.—The N.S.W. Minister of Works states that a 
Melbourne syndicate is willing to spend £500,000 in a scheme to 
dam the Buddong Falls, and generate power to run sn electric 1ail- 
way and a carbide plant. The Minister intimated that the Govern- 
ment might take the matter up itself. | | 

The Sydney City Council has decided to expend £52,500 in 
installing an underground storage battery, to be brought into use 
in April 1914. The City electrical engineer's report as to the 
extension of electric street lighting through all streets at present 
lighted by gas has been adopted. 

The Melbourne Electrical Supply Committee has withdrawn its 


proposal to obtain powers to hire and sell electrical fittings to cor- . 


sumers, and the matter now stands in abeyance. 

It was proposed by the Port Melbourne T.C. to install an electrical 
plant at a cost of about £8,000, but, having consulted Mr. H. R. 
Harper, the electrical engineer of the Melbourne City Council, it 
has been decided to adopt the three-phase system in order to secure 
a better supply. Fresh tenders are being called for cables and 
poles,— Australian Mining Standard. 


Barrow-in-Furness.—The T.C. has received from the 
L.G.B. sanction to a loan of £21,484 for electricity purposes. 


Basingstoke,—4A prov. order for E L. is being applied 
for by Messrs. Edwards & Armstrong, of Bristol, and the matter is 
to be considered by tbe T.C. at a special meeting. 


Bridport.—The T.C. has retained Mr. E. M. Lacey to 
report on a proposed electricity scheme, at a fee of 100 guineas. 


Canada. —A general reduction in power rates benefiting 
over half of the municipalities in the Niagara Power zone has been 
decided upon by the Ontario Hydro-Electric Commission. The 
reduced rates are based upon an expected increase in the con- 
sumption of 30,000 H. P. at the end of the current month. The new 
rates, which are a 3 to 16 per cent. reduction, will come into effect 
on November Ist. a 
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 Carlisle,—4Àn interesting exhibition of electrical appli- 
ances was held last week at the Church Hall, which adjoins the 
Corporation electricity works. Included in the exhibits were 
domestic apparatus for heating, cooking, vacuum cleaning and 
Ironing. It is claimed that the special new tariff for electricity 
in the city allows consumers to light and heat their houses, and 
cook their meals, at a lower price than by any other means, and to 
have, at the same time, all the advantages which electricity affords. 
The opening ceremony was performed by the Mayor, in the presence 
of a large gathering, the chair being occupied by Dr. Overton, 
chairman of the Electricity Committee. 


Cromer.—The U. D. C. has decided, subject to the 
approval of the L.G.B., to transfer its electric light undertaking, 
for which £30,000 had been raised on loan during the past 10 years, 
to Mess-s. Edmundsons, Ltd., who will have to pay the Council 
£18,000 in extinction of outstanding loan liabilities. 


Dalkey.—The question of electric light supply was con- 
tidered in connection with a letter from the town clerk of Kings- 
town in reply to a request that the Kingstown Council should 
defer coming to a decision on the electric lighting question 
until Dalkey had an opportunity to discuss the matter. The 
town clerk read the resolation of the Kingstown Urban Council. 
The resolution granted permission to a solvent public or private 
company to open up streets for the purpose of supplying electric 
light, &c., “always provided that this permission will be granted 
only on the condition that the Councils of Blackrock and Dalkey 
shall also approve of said undertaking, and shall join with this 
Council in entering into an agreement safeguarding the rights of 
the several parties." Mr. Booth submitted a report of an interview 
of a deputation of the Dalkey Council with the promoters of the 
electric lighting company for Kingstown, Blackrock and Dalkey, 
and it was agreed to favourably consider the granting of permis- 
sion to any company which proposes to supply the district. Mr. 
Conan eaid that the company's proposal was to run a main as far as 
Castle Street, and after that further mains to the extent of one 
mile. Bearing in mind that the distance from Castle Street to 
Sorrento Point was practically seven-eighths of & mile, it left very 
little possibility of extension to any other part of Dalkey. Any 
scheme to which they could give their approval should be 
sufficiently elastic to, at least, give & hope that in the near future 
every main road in Dalkey would be supplied with electric light. 
The promoters met that objection by saying that they would be 
prepared to extend their system by running another mile of main, 
which, they said, would cost £1,300 a mile, if they got a guarantee 
of an annual income of 20 per cent. of the cost of the main, or, in 
other words, £260 for a mile of main. It was decided to appoint a 
Sub-Committee. 


Ealing.—At the Ealing Chamber of Commerce last 
week, Mr. Timpson drew attention to the municipal trading carried 
on by the Electric Lighting Committee. That Committee, he 
said, was taking orders for the supply of outside lamps and the 
hire of electric fans, and he had also heard it stated that it was 
supplying Osram lampe, although this had been denied. He understood 
that in the Town Hall extension scheme it was proposed to have 
a large showroom for the electricity undertaking to show improved 
methods of using electricity for heating, cooking, and во on. 
He had no objection to such a showroom, provided it did not 
attempt to sell against contractors and tradesmen. The Chamber 
unanimously decided that a letter of protest be sent to the T.C. 
against any municipal trading by its Electric Lighting Committee 
that in any way competed with local private enterprise. 


Glasgow.—Owing to the great demand for electricity 
the T.C. some time ago acquired ground in the Dalmarnock district 
for the purpose of erecting another power station. An exhauetive 
report on the whole position was submitted by the engineer at the 
last meeting of the T.C. He points out that when the new station 
&t Dalmarnock has been properly equipped, Port Dundas and 
St. Andrew's Cross would be used principally as peak load 
etations—i.e, in meeting the great demand from October to 
March for lighting. At other periods—i e., during the summer 
months—H.T. energy would be transmitted to those two stations 
from the Dalmarnock works for transformation and distribution in 
their immediate areas. Govan and Partick Electricity Works 
would not be extended as generating atations, but for the increasing 
demand in the areas of these stations extra H.T. energy would be 
transmitted to them, and transforming plant installed there, As 
soon as convenient the steam plant in these works would be shut 
down, as a saving of between £4,000 and £5,000 per annum could 
be effected by the use of energy generated at Dalmarnock station 
and fransformed for distribution in the Partick and Govan areas. 
The general manager has been instructed to prepare rough ground 
plans showing a general arrangement for a generating station, and 
to submit a statement of the cost of a section of the station. 


Great Harwood.—The U.D.C. has approached the 


Accrington Corporation with a view to obtaining the terms upon 
which it will supply current to the township. This is an 
alternative scheme to the one drawn up by the consulting electrical 
engineer for the establishment of a local generating station. The 
cheaper scheme will probably be accepted. 

Greenock.—In regard to the understanding arrived at 
between the T.C.'s of Greenock and Port Glasgow with respect to the 
latter obtaining a supply of electricity for power and lighting 
purposes, at a meeting of the Greenock Corporation it was agreed 
to give an immediate supply to power users, and arrange for low- 
pressure lighting mains being laid in the principal streets in Port- 
Glasgow. The Council of the latter town is to at once apply to 


Parliament for an electric lighting order, the tranefer of which 
will be accepted by the Greenock Corporation. The rates to be 
charged for lighting purpores are not to exceed by more than 5 per 
cent. those charged to Greenock consumers. 

Mr. Robertson, the T.C. electrical engineer, has reported that the 
estimated cost of laying a low-pressure lighting main in the streets 
scheduled under the draft order would be £2,850, and for the 
additional streets specified in the Port Glasgow resolution, £750, 
exclusive of consumers’ services and meters, estimated at £1,450, or 
a eum of £5,000 to be added to the expense of providing the supply 
to the power users. 


Harwich.—The E.L. has been installed at the station, 
quay and pier, current beingisupplied from the G. E. R. Co.'s plant 
at Parkeston. | 

Hastings.— The T.C. on October 18th decided to apply 
to the L.G.B. for loans of £3,000 for mains, £500 for meters, £1,500 
for house services, and £500 for transformers. A loan of £423 for 
mains extensions in the!old London Road, by which 18 gas lamps 
will be converted to electricity, has also been applied for. 


Heckmondwike,—The U. D.C. has given formal notice 
to the Bradford Dyers Association to determine the agreement for 
the supply of electricity. 


Keighley.—Tbe T. C. has decided to apply to the L. G. B. 
for sanction to borrow £7,000 for the provision of a new 2, 000-K w. 
turbo-alternator, complete with condensing plant and foundation, 
at the electricity works. 


Ledbury (Herefordshire).— At a meeting of the U. D. C. 
it was reported that Messrs. Brown & Parsons, Ltd., Leamington, 
were applying for Parliamentary powers which would enable them 
to tender for the public lighting of Ledbury by electricity. 


Leeds.—At a special meeting of the City Council on the 
17th inst., consideration was given to a report of the manager of 
the Corporation Electricity Department on the provision for future 
requirements of electrical energy, the proposal being to request the 
Parliamentary Committee to include in the next Bill in Parliament 
promoted by the Corporation, the necessary powers for the acquisi- 
tion of a site in South Accommodation Road for the purposes of an 
electricity generating station. Mr. R. Armitage, chairman of the 
E'ectricity Sub-Committee, outlined the scheme, and raid in the 
Accommodation Road proposal there was put down for land, £6,000 
per acre for 10 acres, and in an alternative scheme a site for 
£30.000. After an hour's discussion it was decided to request the 
Parliamentary Committee to seek powers for the acquisition of & 
site for the purpose of a new station. es | 


Limehurst.—With reference to the supply of current to 
Crossbank by Oldham T. C., the latter body has asked the Limehurst 
U. D.C. to place in the agreement a clause providing that if at any 
time the U. D. C. decides to supply current itself, it will take over the 
plant to be provided at Crossbank, as, under such circumstances, it 
would be useless to the Corporation. The Council has agreed to 
insert the clause mentioned. | 


Littleborough.—At the Greenvale Mill, owned by 
Messrs. Fothergill & Harvey, Littleborough, near Rochdale, the 
whole of the ring frames are now operated by motors on the indi- . 
vidual drive system, the A.E.G. Electric Co., Ltd., of Manchester, 
being responsible for the installation. 


Liverpool.— During the past 12 months over 8,000,000 . 
units have been generated from refuse at the destructors of the 
Corporation. | 

London.—A proposed agreement between the Central 
Electric Supply Co. and the Chelsea Electricity Supply Co., to 
enable the former to give & bulk supply of energy to the latter, has 
been submitted to the L. C. C., and certain amendments have been 
suggested in conjunction with the Special Committee on London 
Electricity Supply. 

I8SLINGTON.—With reference to the letter received from the 
County of London Co., suggesting that the Council should take & 
bulk supply from the company's mains, a reply is to be sent, - 
stating that the Council is satisfied that the damage would not 
have been less, or the supply resumed earlier, if the Council's 
station had been connected with any other generating station, 
inasmuch as the spare generating plant was more than sufficient to 
deal with the load. | 

FULHAM.—As an indication of the pregrees and development of 
the electricity undertaking during the past five years, the follow- 
ing statements of unita sold and of consumers connected has been 
issued :—1907-8, (a) units sold, 2,840,626 : (b) consumers, 2,440; 
1908.9, (a) 3,165,734; (b) 2.722; 1909-10, (а) 3,202,208; (5), 
3.058; 1910-11, (a) 3,331,497 ; (3) 3,409: 1911-12, (а) 3,512,266 ; 
(5) 3,843. 

WESTMINSTER.— The Works Committee reporte that it has con- 
sidered the Council's option to give six months' notice to determine 
the contract of September 18th, 1899, with the Charing Cross | 
Electric Supply Co. for public electric lighting in the parish of St. 
Martin-in-the-Fields and a portion of the Strand district, at the end 
of the fourteenth year of the contract, viz, September 17th, 1913. 
To exercise the option, notice would have to be given to the com- 
pany on or before March 17th, 1913, but if the option is not exer- 
cised the contract will run for the full period of 21 years. Having 
regard to the conditions attaching to the termination of the contract 
before the full term of 21 years, the Committee says it would 
appear to be inadvisable to consider as to the curtailing the term. 
of the contract, unless the Council] contemplated taking over the 
undertaking to the extent referred to in Clause 14 of the contract, ` 
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The Committee also reports having considered the possibility of 
effecting an improvement in the light provided under the contract. 
Clause 5 requires the compauy to supply the lamps with electricity 
of an energy of not less than 500 watts per hour, 
giving an actual minimum and continuous candle- power 
of at least 1,000 per lamp. 124 lamps are lighted, and 
maintained by the company under the contract. In the case 
of about 50 of these, the company have, with the concurrence of 
the Council, provided modern flame arc lamps of the Johnson and 
Phillips type. These lamps give illumination greatly superior to 


that of the old open-type arc lamps, and tbe Committee is of opinion : 


that if suitable terms could be arranged, it would be of great 
advantage if more powerful modern lamps could be substituted for 
the remaining open-type arc lamps. The company is, therefore, to be 
asked upon what terms it would be prepared to improve the public 
lighting under the contract, and to guarantee a standard of light 
to be agreed upon. The Contracts Special Committee reports that the 
Council's contract with the Westminster Electric Supply Corpora- 
tion, for the supply of electrical energy to the Council's premises 
wil expire on December 3lst next. and that it bas decided to 
continue the contract for a further period of one year from 
January lst next. 

MARYLERONE.—]n consequence of fumes arising from the gas- 
heating apparatus at St. John's Wood Road and Marylebone Road 
conveniences and the overheating and bad ventilation thereof, the 
substitution of electric radiators for the gas-heating apparatus has 
been decided on, and the offer of the electricity department to pro- 
vide electric radiators, including the necessary wiring. kc., at these 
conveniences for the sum of £17 has been accepted. 

GREENwICH.— The South Metropolitan E. L. and Power Co. ів to 
enter into an agreement with the L. C. C. for a supply of electricity 
for lighting Blackwall Tunnel and working the pumps. The agree- 
ment provides for not less than 100,000 units per annum, and up to 
50 KW., the normal being 25 KW., at a price of ‘td. per unit, and is 
to cover a period of five years, subject to reduction of the charges to 
correspond with any reduction made by the company to other 
consumers. 


New Zealand.—'lhe Whangarei B.C. has appointed a 
special committee to consider the desirability of installing an elec- 
tric lighting plant for the borough at a cost of about £12,000. The 
original proposition was to utilise the water-power of the Wairua 
Falls for the development of electrical power, but that echeme has 
been indefinitely postponed.—Astraliun Mining Standard, 


Rawtenstall.—The borough electrical engineer has been 
empowered toobtain a light tower wagon to be used in connection 
with the cleaning of electric street lamps, &c. On his recommenda- 
tion it has been decided to obtain an additional boiler for the elec- 
tricity works, together with the necessary superheater, mechanical 
stoker, feed pump, &c. 


Romford.—Mr. W. T. Pressland bas written to the 


U.D.C. asking that body to provisionally approve of his E.L. scheme 
for the town. As there are two other schemes proposed, the clerk 
has replied that the Council cannot give preference to any one of 
them.: 


Sevenoaks.— Having received evidence of sufficient 
support, Sevenoaks and District Electricity Co., being formed by 
Messrs. Crompton & Co., has been registered, and the requisite sum 
of money deposited. The U. D. C. holds its own prov. order, and that 
body bas decided to interview the B. of T. respecting Crompton and 
Co.'s scheme, which the Council is supporting, and the dealing with 
the prov. order. 


Sheffield.—Sanction has been received from the L.G.B. 


to the borrowing of £57,000 for mains (repayabie in 25 years), 
£9,000 for services (repayable in 15 years) and £40,000 for sub- 
stations, transformers and power factor rectifiers (repayable tn 15 
years). The Electric Light Committee considers that the period of 
repayment for the latter sum is very short, and the L.G.B. is to 
be urged to extend the period to 25 years. 


Shipston-on-Stour.—Messrs. Brown & Parsons, of 
Leamington, who are carrying out an E. L. scheme at Shipston, have 
approached the P. of G. as to supplying current for the workhouse, 
which is at present lit by oil lamps. The Guardians have decided to 
wait and see how the electric light answers in the town before 
deciding upon the matter. 


South Africa.—The Durban borough electrical engineer 
has suggested that the T.C. should arrange to hire out electric 
heating stoves to small contumers. He proposes, in the first 
instance, to call for tenders from local contractors for the supply of 
low-priced electric heating stoves suitable for mall households. He 
also stated that if experiments which are being made locally to 
produce a cheap and simple stove should prove succeseful, tenders 
will be invited forthe supply of stoves of the improved pattern. 


Taunton.—The T.C. has altered the charge for current 
for-heating purposes from 2d. per unit to 2d. for the first 50 units 
per quarter, and 1d. beyond. 

Treharris.— The public supply of current to Treharris, 
Merthyr Vale. and Aberfan, provided by the Merthyr Tydfil 
Electric Traction and Lighting Co., Ltd., was switched on at the 


Penydarren generating station on October 17th, by the Mayor of 


Merthyr, Alderman J. N. Berry, J.P. 


West Kilbride (near Ardrossan).—A suggestion has 
been’ made that a scheme be brought forward for lighting the 
village by і electricity. Several persons are contemplating the 


adoption of;private installations, power for which will be derived 


from small turbines driven by the gravitation water. It is said 
that there is a possibility of the local authorities taking up the 
matter. 


Windsor.—An offer made by the Windsor Electrical 


Installation Co. to do the pumping at the sewage farm has been 
accepted by the TC. The company agrees to do the work for 
12 months, and not charge more than the pumping has cost before. 
In the event of the electrical plant failing, the company will 
recompenre the Council for the ure of the steam plant, and at the 
end of the period stated, the Council will have the option of 
adopting the new method permanently, or of not doing во. 


Worsley.—The U.D.C. has approved of the scheme of 
the Lancashire Electric Power Co. for electric lighting in the dis- 
trict, subject to all cables being laid underground, &c. 


TRAMWAY and RAILWAY NOTES. 


Australia,—Parliamentary sanction is being sought for 
the substitution of electric for steam traction on the railway 
between Adelaide and Glenelg, & distance of 61 miles, at an esti- 
mated cost of about £115,000. It is probable that the Act 
authorising the expenditure will be passed this Session, but work 
is not likely to be commenced before 1913. 


Bournemouth.—4A public meeting was recently held to 
protest against the proposed running of Sunday cars in the town. 
Apparently over 2,000 people attended, and the proceedings were 
not wholly in favour of the protest. Although a resolution to that 
effect was "declared" carried, we note that a call from the 
audience to move an amendment was not responded to, and that the 
discont« nteds voiced their disapproval in the usual way. 


Brad ford.— A heavily-signed petition has been presented 
to the Corporation in favour of the proposed extension of the 
tramway system from Thornton terminus to Keelham Hill. 


Colwyn Bay.—Tle Light Railway Commissioners have 
issued an order, which has been confirmed by the B. of T., autho- 
rising the construction of tramways in Colwyn Bay, Colwyn and 
Conway, being an extension of the undertaking authorised by the 
Liandudno and Colwyn Bay Light Railway Orders, 1898 to 1907. 


Glasgow.—The proposal by the Sub-Committee on 
Tramways to appeal against the municipal assesements for 1912-13 
was discussed by the T.C. last week. It was pointed out that 
assessments had been imposed on the full valuation of the tramway 
lines, notwithstanding that it had been decided this year in the 
King's Bench Division of the Englich Courts, that a system there 
was liable to be assessed on only one-fourth of the valuation of the 
lines. The town clerk pave the opinion thatthe English case did 
not help Glasgow at all. It was made clear, in the case referred to, 
that the decision was due to the fact that it was a one-connected 
system, viz, a tramway and a light railway. Bailie Pratt was 
fliesatisfied with the ruling, pointing out that he did not see why 
they should go on paying full rates when they should only be 
charged one-fourth. If they wanted the tramways department to 
subsidise the rates, they should not do so in this hole-and-corner 
fashion. Mr. James Stewart argued that by means of the present 
method of taxation, the tramways were made to contribute some- 
thing like £17,000 per annum. Mr. Robert Graham explained that 
an appeal on the lines suggested by Mr. Pratt bad been made to 
the Sheriff, and had been dismiesed. The status quo was main- 
tained on a division. 

The general manager reported to the T.C.'s Committee on Tram- 
ways that the Glasgow Corporation Tramways Friendly Society, 
as at present constituted, would, in consequence of the National 
Insurance Act, 1911, be discontinued as at December 31st next; 
that over 1,700 employés in the department had expressed their 
willingness to continue the present society in supplement of the 
benefits under the National Insurance Act; and that they would 
be prepared to contribute weekly 3d. per member towards the 
funds of the society. The Committee, after careful consideration, 
agreed to recommend (1) that the Corporation should contribute 
weekly the sum of Id. per member to the said funds, and (2) that its 
representation on the Committee of Management of the society be 
proportionate to its contribution. 


Huddersfield.—The Corporation has confirmed a resolu- 
tion of the Tramways Committee (1) approving of the plans and 
estimates of cost submitted by the borough engineer, in respect of 
the proposed tramways extensions, viz. :— Brighouse, Elland, 
Marsden, Longwood (Dod Lea), Crosland Hill, Kirkheaton, Beaumont 
Street, Gasworks Street and St. Andrew's Road; and (2) instructing the 
borough engineer to take the necessary steps to prepare the same for 
Parliamentary deposit. 


Irlam.—Several employers of labour in the district 
having petitioned the Council, urging it again to approach theSalford 
Corporation with a view to extending the tramweys from Peel 
Green to Irlam and Cadishead, a resolution was proposed and 
seconded at the meeting of the U.D.C. that the clerk be instructed 
to enter into negotiations with the Corporation. An amendment 
was then moved that the matter be referred to the General 
Purposes Committee. Eventually both the resolution and the amend» 
ment were withdrawn, and it was decided to discuss the matter in 
private. ` 
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Japan.—The Musashi Electric Railway Co. proposes to 
construct an electric railway between Tengenji, Azabu, Tokio and 
Takashimacho, Yokohama, with a branch from Chofumuna to 
Kamata and another from Himonza and Shinzuku. 


Llanduduo.— The U.D.C. at its meeting on Friday, 
October 18th, received a report from the deputation appointed by 
the Council respecting the interview it had with Mr. Balfour, the 
director in charge of the electric tramway undertaking, respecting 
the proposed extension of the Llandudno and Colwyn Bay Light 
Railway Co.'s line. As а result of the interview terms have been 
arranged for doubling the track, and this will be carried out during 
the coming winter. The tramway company will contribute £200 
towards the cost of road widening ; the company will also supply 
fittings for lighting the overhead standards in Bodaton Road, on 
the understanding that the Council will undertake the future 
maintenance of the lamps. Mr. Balfour stated, in a letter received 
subsequently to the interview. that subject to the interests of the 
company being safeguarded, he would assist the Council in reducing 
the number of standards in the streets by allowing the Council to 
make use of the tramway poles for public lighting purposes. The 
report of the deputation was unanimously approved. 


North-Eastern Railway Electrification,—The North- 


Eastern Railway Co. haa under consideration a proposed extension 
of electrification to a portion of its system in County Durham; 
the section of railway under consideration is the mineral line 
from Sheldon to Newport, near Middlesbrough, the distance being 
about 20 miles, and forming one of the busiest lengths of mineral 
railway on the North-Eastern system. 


I. S. 4.— A proposal is on foot for providing passenger 
subways in Chicago at an approximate cost of E 19, 260,000. The 
cost of the equipment is placed at £6,970,000, and includes a power 
system with generating and sub-stations, &c, and  third.rail 
equipment. 


Wharfedale.—There seems to be considerable difference 
f opinion existing between Menston, Otley, Burley and Ilkley 
District Councils concerning a proposal of the Leeds Corporation 
to run railless cars from the tramway terminus at Guiseley to 
these places. The three former Councils view the proposal with 
favour, but at Ilkley— which is a residential town serving the cities 
of Leeds and Bradford, and a noted health resort—a cautious atti- 
tude is being adopted, because the town would be differently 
affected frum the other places. No docision for or against the 
suggestion has yet been arrived at by the Ilkley Council. 


TELEGRAPH and TELEPHONE NOTES. 


Australia.— he offer of the Marconi Wireless Co. and 
the Australian Wireless (using the Telefunken system) of their 
respective patents in Australia to the Federal Government, which 
the Post master-General has declined to entertain, says a Melbourne 
telegram to the Perth West IVstrul iu n, was that the Commonwealth 
should pay £40,000 down and give the companies a contract for 
£60,000 to erect the proposed high-power station at Port Darwin, 
together with an agreement to give them 10 per cent. of the gross 
takings from that station for 28 years. The £60,000 . was 
to be exclusive of site, foundations for machinery and 
buildings, and the cost of the buildings theinselves. Thus, 
for an outlay of more than £100,000 at the outset, Australia 
was to get one station, and was to have the privilege 
of erecting others at its own cost, and using the companies’ 
patents. The Postmaster-General has decided to go on with the 
scheme of the Department's expert. Under this, for less than 
£100,000, not only the Port Darwin high-power station, but nine 
others will be erected round Australis, The patents of the com- 


panies will not be used, the Federal Government contending that the 


Balsillie system does not infringe them in any way.— Financier, 


Austria,—The wireless station which has been erected on 
the roof of the Ministry of War at Vienna consists of two lofty 
masts, equipped with antenn# similar to those used on board ship. 
Its range will be only about 500 Km., reaching as far as Buda- 
pest, Prague, Krakow and Passau. The Austrian naval ports of 
Pola and Sebenico lie, however, outside its гапре,— 17, des Oest. 
Ing. u. Arkt. Verein, | 


Belgium.—4A powerful wireless telegraph station is 
under construction at Laeken, near Brussels, to permit communica- 
tion with Boma, in the Congo, either directly or by way of Dakar. 


According to anticipation, it will be possible to communicate be- ' 


tween Brussels and Boma about the beginning of next year. There 


are at present 10 stations in the Belgian Congo.— The Timex. 
Imperia] Wireless Nystem.—The Government huve 
appointed Sir Albert Spicer chairman of the Select Committee on 
the Marconi Agreement, which will commence its sittings to-day. 
Switzerland.—An understanding has been 
between the German and Swiss Governments as regards the build- 


ing of a wireless station on Mount Säntis. This station, when com- 
pleted, will be able, by means of the recently opened station on the 


Zugspitze, to effect communication right across the Alps.— Elektro- 


techniache Zeitschrift. 


reached 


Wireless Rescue.—Owing to a violent outbreak of 
fire on board the Berkshire, carrying cotton, the lives of 100 
passengers were endangered. Help, however, was summoned by 
wireless, and the passengers were taken off while the ship was 
still 50 miles from land, off the shore of North Carolina. 


Wireless Telegraphy.— According to the Daily Tele- 
graph, M. Valdemar Poulsen intends to establish wireless commn- 
nication between Scandinavia and America, id un intermediate 
station in South Greenland. 

The Admiralty are arranging for periodical practices in wireless 
communication between warships апа ships of the British mer- 
cantile marine, for the purpose of ensuring efficient and reliable 
communication when required under the reg ulations.— 7%. 


CONTRACTS OPEN and CLOSED. 


OPEN. 
Aldershot.— November 5th. 
Sce “Official Notices October 18th. 


Atherton,— November 6th. One 250-KW. single-phase 
transformer, for the U.D.C. See " Official Notices " to-day. 


baláncer for the U. D.C. 


Australia, — SovTrH AUSTRALIA. — November 27th. 
18 miles paper-insulated cable, 155.000 jointing sleeves, also switch- 
board cable (Schedule 248). See “Official Notices October 18th. 

December llth.—Line material (Schedules 250.252), and sub- 
marine telegraph cable and cable tank, for the P.M.G.'s Depart- 
ment. See "Official Notices to-day. 

December 17th. Three sections of common-battery multiple 
switchboard and other equipment, for the P.M.G.'s Department. 
See Official Notices to-day. 

VicToRIA.— November 12th. Deputy P.M.G., Melbourne. 100 
electrical registers. High Commissioner's Office in London. 

November 8th and 12th.—(a) 340 aw’. and 800 DC. electricity re- 
cording meters : and (/) insulated copper cables, for the Melbourne 
City Council. See "Official Notices " to-day. 

November 19th.— One mercury vapour converter, for the P.M.G.'a 
Department. See “ Official Notices Oct. 11th. Also two batteries 
and а 1-K.v.A. single-phase transformer. High Commissioner in 
London. 

WESTERN ÁUSTRALIA.— November 5th. Telephone switchboards 
to Stores Schedules 222 and 223, for the P.M.G.'s department, Perth. 
See Official Notices October 11th. 

The Postmaster-General will shortly invite tenders for the con- 
struction of a tunnel for the conveyance of mails between the 
G. P. O., Melbourne, and Spencer Street. The load will be suspended 
from a rail at the top of the tunnel and electrically propelled."— 
Mining and Engineering Review ( Teuders ). 

NEW SOUTH WaLEs.— December llth. Telegraph cable, for the 
P.M.G.'s department, See "Official Notices " to-day. 


Austria,— Vienna.—November Ist. Tenders are invited 
for the supply of 657 red larch telegraph poles of various sizes for 
the Austrian post and telegraph service. Particulars, with printed 
tender forms, from the K. k. Post und Telegraph Direction, Hetz;rasre 
11, Wien III. 

ZENICA, October 30th.— The authorities of Zenica are prepared 
to receive offers for the establishment of an electric light service 
in the town. Particulars of the Gemeindeamt in Zenica. 


Barrow-in-Furness.—November 5th. Electrical and 
steam plant, £e., in connection with the electricity works exten- 
sions, for the Corporation. бее“ Official Notices October 15th. 


Belgium.—November 7th. La Société de l'Exposition 
Universelle et Internationale de Gand 1913, of Rue des Moineaux, 
Ghent, is inviting tenders for--(1) An installation of electric 
lighting in the Palais des Fétes ; (2) ditto in two restaurants con- 
nected with the Palais del'Horticulture ; and (3) ditto in the Palais 
de l' Horticulture. 


Brighton.— Private telephone service and electric fire 
alarms, Warren Farm Schools, for the B. of G. Mr. P. Coote, con- 
sulting electrical engineer, 3, North Street Quadrant, Brighton. 


Canada,.— October 31st. One 500-B.H.P. Diesel engine, 
alternator, exciter, switchboard, tungsten street lighting apparatus, 
for the town of Yorkton, Sask. Apply Board of Trade Commer- 
cial Intelligence Department in London. 


Dublin.—November 4th. General stores for a year, for 
the Dublin United Tramways Co. Ltd. See "Official Notices " 
October 18th. 

November 5th.—3,000-&w. steam turbo-alternator, with exciter, 
condensing plant, piping, &c., for the Corporation. See “Official 
Notices October 18th. 
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Christchurch.—November 1st. Electric light instal- 
lation at the Workhouse and Jottege Homes, for the B. of G. Mr. 


T. A. Digby, consulting engineer, 32, Shaftesbury Avenue, London, 
W. Returnable deposit of £5. 


Glasgow.—October 28th. The Caledonian Railway Co. 
invite tenders for various stores for the year, including telegraph 
appliances, telephones, &c., electric lighting material and fittings. 
J. Blackburn, secretary, company’s offices, 302, Buchanan Street. 


Keighley.— November 11th. One 2,000-kw. steam 


turbo-alternator, for the Corporation. See ‘Official Notices” 
to-day. 


Leigh (Lancs.).—October 30th. About 4,000 tons of 


steam slack, for the Corporation Electricity Works, Electrical 
Engineer, Albion Street. 


London,—L.C.C.— November 4th. Carbons, fittings, 
insulating materials and lamps, for a year. See "Official Notices" 
October 18th. 

BATTERSEA.—October 25th. Twelve internal telephone instru- 
ments and lines, for the B.C. See Official Notices Oct. 18th. 

PoRT OF LONDON AUTHORITY.—November lst. Stores and 
materials, including carbons for electric aro lamps, carbon filament 
lamps, glass and glassware, india-rubber and gutta-percha goods, 
steam and other fittings, &c. Stores Superintendent, 106, Fenchurch 
Street, E.C. 

L.C.C.—November 6th. Electric lighting installation at Mantua 
Street School, Battersea. See ' Official Notices to-day. 


Neath.—October 31st. Coal (through-and-through, or 
small steam) for the R.D.C. generating station, Court Sart, for six 
or twelve months. Mr. G. H. Thomson, electrical engineer and 
manager, 12, Green Street, Neath. 


New Zealand,—December 16th. Two 150-B. H.P. Diesel 
engines, two 100-KW. dynamos, balancer, motor-generator, switch- 
board, crane and oil tanks for Miramar (Town Clerk). Deposit £200. 
Board of Trade Commercial Intelligence Department, London, E.C. 


Rawtenstall.—The T.C. has decided to purchase an 
additional boiler, with superheater, mechanical stoker, feed pump, 
&c. for the electricity works, and a light tower wagon for 
use in cleaning the street electric lamps. 


Rio de Janeiro,—November 11th. Tenders to the 
Directoira Geral de Correios, Telegraphos e Illuminacáo, Ministerio 
da Viscáo e Obras Publicas, Rio de Janeiro, for the construction 
and working of &n overhead or underground telephone system 
designed to join up the cities of Rio de Janeiro and Sao Paulo. 
The Diario, containing further particulars, may be seen at the 
Commercial Intelligence Branch of the Board of Trade, 
London, E.C.— Board of Trade Journal. 


Salford.—October 28th. One hundred tramway poles 
and fittings, General Manager, 32, Blackfriars Street, Salford. 


South Africa. November 18th. The Municipal Cor- 
poration of Cradock, Cape Province, is calling for tenders for two 
50-K W. Diesel oil engines and dynamos complete, also supply mains 


and public lighting. Specifications from Mr. В. A. Paterson, town 
clerk, on deposit of £2 2s, 


Switzerland.—KóLLICKEN.— The authorities of Köl- 
licken, near Aarau, are open to receive tenders for the installation 
of an electric service, consisting of a high-pressure network 2 km. 
in extent, a generating station, four transformer stations, and the 
secondary network with street lighting. Particulars from Ingenieur 
Matter, Kantonal WaterBaubureau, Aarau. 


Tonbridge.—Octover 28th. One 100-xw. Diesel engine 


and generator, and alterations and additions to switchboard, for the 
U.D.C. See "Official Notices October 11th. i 


York.—November 16th. Construction of about 1} miles 


of light railways, for the T.C. Mr. H. Craven, Town Clerk. Re- 
turnable deposit of £5. 


CLOSED. 
Argentina.—According to Commercial Intelligence the 


only tender for the concession to construct an electric tramway in 


Santiago del Estero, Argentina, was submitted by Mesars. Roberta, 
Perona & Co., of that town. 


Australia, — According to the Australian Mining 
Standard the following contracts have recently been placed :— 
Victorian Railways.— 
Automatic telephone switchboard (£2,439) and supply of wall 
and table sets.— Automatic Telephones (Australasia), Ltd. 
Sydney Municipal Cowncil.— 
Metal-filament lamps, £212.— Australian Metal Co. 
Fibre conduit, £958.— Noyes Bros. Propty., Ltd. 
A.C, and D.C. panels, £310.—A ustralian G.E. Co. 
Tenders (Mining and Engineering Review) states that the W.A. 
Tender Board has ordered electric train lighting materia] 
(£331) from the Hart Accumulator Co., Ltd, 


Bradford.—The Tramways Committee of the T.C. has 
accepted the tender of Messrs. Hurst, Nelson & Co., Ltd., for 48 car 
trucks, at £81 each. 


Brighton.—The B. of G. has accepted the tender of Messrs. 
А. E. Dean & Co., of London, for an X-ray apparatus, at £139. 


Epsom.—The U.D.C. has accepted the tender of Messrs. 
Perch & Co. for 200 tons of anthracite washed nuts for the 
electricity works, at 30s. 6d. per ton, and for 300 tons of Welsh 
through-and-through coal, at 19s. 114d. per ton. 


Faversham.—The T.C. has accepted the tender of 
Mr. Davis, of Faversham, for 250 tons of anthracite coal for the 
electricity works, at £1 15s. 9d per ton. 


Glasgow.—The following offers have been recommended 
for acceptance by the T.C.'s Tramways Committee :— 


Lighting fittings.—Siemens Bros. & Co., Lid. 
Sorap—ia) Cable, (b) copper, (c) zinc.—R. M. Easdale & Со. 
Copper strip.—Leslie & Hall, 


Government Contracts.— The following tenders have 


been accepted during the past month by the Government Depart- 

ments named :— 

War Orvice. 

Electric cable.—British Insulated and Helsby Cables, Ltd.; Callender's Cable 
and Construction Co., Lid.; W. T. Glover & Co., Lied.; W. T. Henley's 
Zolegraph Works Co., Ltd. ; Johnson & Phillips, Ltd. ; Siemens Bros. and 
Co., Ltd. ; Western Electric Co., Ltd. 

Conduit fittings.—Acoles & Pollock, Ltd.; Barton & Sons, Ltd.; Brotherton 
Tubes and Conduits, Ltd. ; Credenda Conduite Co. ; Eureka Conduits and 
ocr Co.; Nettlefold & Sons, Ltd.; Walsall Hardware Manufactur- 


g Co. 

Electric light fittings.—Bulpitt & Sons, Ltd.; Edison & Swan United Electric 
Light Co., Ltd., General Klectrio Co., Ltd.; 8. Heath & Bons, Ltd.; D. 
Hulett & Co., Ltd. ; Simplex Conduits, Ltd. 

Ereotion of electrio power station, Tidworth.—W. P. Goose & Bons. 

Overhead conductors and supports for electric light installation, Tidworth 
and Bulford.—G. B. Taylor & Co. 

IxpjA OrricE, BTORE DEPARTMENT. 


Accumulators.—D.P. Battery Co. . 
Cable.—London Electric Wire Co., and Smiths, Ltd.; Siemens Bros. & Co. 
Cells.—Biemens Bros. & Co.; Tudor Accumulaser Co. 
Bwitchgear.—British Thomson-Houston Co. 
Switches, &0.—Isca Foundry Oo. 
Bwitchboard, 40.—Peel-Conner Telephone Works. 

Crown AGENTS FOR THE COLONIES. 
Telephone cable.—Henley's Telegraph Works Oo., Ltd. 
Electric capstan and accessories.—Ciarke, Chapman & Co., Ltd. 
Diesel engine and generator.— Willans & Robinson. 
Telegraph poles.—siemens Bros. & Co., Ltd. 
Switchboard, &c.—Biemens Bros. & Co., Ltd. 
Telephone apparatus.—Biemens Bros. & Co., Ltd. 

| Orrice or Works, 
Bleotric wire and cable (1919-13).—Liverpool Electric Cable Co.; Siemens 
Bros. & Co., Ltd. ; Callender’s Cabie and Construction Co,, Ltd. 

Engineering work, Pekin Legation.—Siemens Bros. & Uo., Ltd. 
е crane at Stationery Office, Shepherdess Walk.—R. Waygood & Co., 


Electric goods lift at ditto.—Easton Lift Co., Ltd. 


GENERAL Post OFFICE. 
Two maaro шь at Post Office Telegraph Stores, Birmingham.—R. Waygood 
an LI Ф 

Telephone ‘Exchange equipment at Hammersmith, East Ham and New Cross, 
.E.—The Western Kleotric Co., Ltd. 

Protective . Bros., Ltd.; International Electric Oo.; 
pagnoletti я 

Telephonic apparatus.—Automatio Telephone Manufacturing Co., Ltd.; 
ritish L. M. Ericsson Manufacturing Co.: Western Eleotrio р. 

m 


Telephonic cable. W. T. Henley's Telegraph Works Oo., Lid.; 
Eleotrio Co., Ltd. ; 

. Timber and Trading Co., Ltd.; Western Electric Co., 

Insulstors.—Ballers, Ltd.; Doulton & Co., Ltd.; Taylor, Tunnioliff and 

Telegraphic ironwork.—Bald win's, Ltd.; F. W. Cotterill, Ltd.; Phoonix Bolt 
and Nut Co.: Portland Bolt and Nut Oo., Ltd.; C. Richards & Sons. 

Telegraphic wire.— Johnson & Nephew, Ltd. ; Rylands Bros., Ltd.; F. Smith 
an 


d Co. (incorporated in the London Electric Wire Co. and Smiths, Léd.); 
Whitecross Co., Ltd. 


терак wire.—T. Bolton & Co., Ltd. ; British Insulated and Helsby Cables, 
td.; Shropshire Iron Co., Ltd.; F. Smith & Co. (incorporated in the 
London Electrio Wire Co. and Smiths, Lid.). 


G.P.0.—Messrs. Clough, Smith & Co., Ltd., have secured 
from the G.P.O. the London-Weybridge—Guildford Section 1 
Contract, for the laying of about six route-miles of conduits, 


Newcastle-on-Tyne,—The City Council, on 17th inst., 
sealed the following contracts :— 

Titan Trackwork Co.—Tramway junctions, £970. 

Lorain Steel Co.—Tramway junctions, £1,828. 

New Zealand,—The Te Kuiti (N.Z.) Borough Council 
has accepted the tender of Messrs. A. & T. Burt, of Dunedin and 
Auckland, for the installation of an electric light and power plant 
with a capacity of 100 H.P., to meet the requirements of 7 miles 
of streets, the contract price being £5,495. “A special condition 
of the specifications was that aluminium cables should be used 
instead of the usual copper cables, the price of the latter having 
risen considerably during the last few months, Although there 
were four tenderers, only two quoted for aluminium cables.”—Aws- 
tralian Mining Standard. 


Rawtenstall.—The T.C. has accepted the tender of 


Meesrs. S. S. Stott & Co., Ltd., for an elevator for the sand drying 
apparatus at thetramway depót. 


Southend-on-Sea,— The T.C. has accepted the tender of 
Belliss & Morcom, Ltd., of Birmingham, for а 500-Kw. steam 
generating set. 


(Continued on page 666.) 
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ELECTRICITY SUPPLY DEVELOPMENTS AT BRADFORD. 


(Concluded from page 622.) 


TURNING to the switchgear in the No. 2 station, it is interest- 
ing to note that this has practically all been built up by the 
department itself in the well-equipped workshop attached to 


the station. The 
direct-current gear is 
distributed on the 
ground floor and two 
galleries facing the 
original No. 2 engine 
room, and probably 
the most attractive 
feature here is the 
direct- current remote- 
control benchboard, 
fig. 6, for the 1,000- 
KW. units in the ad- 
jacent station. 

Each of the bench 
panels is fitted with 
two controllers operat- 
ing the main circuit- 
breakers, positive and 
negative, on the upper 
gallery, and indicating 
lamps showing the 
positions respectively 
of the inter-connector 
switch (lighting or 
traction) and circuit- 
breakers ; thereis also a 
voltmeter, a controller 
for regulating the 


Fig. 11.—ExTRA-H.T. MACHINE PANELS, WITH DIRECT-CURRENT SWITCHGEAR BEYOND. 
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others for engine signals. 
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control of the rheostat if the power control fails, and the 
In each case the driver's return 
signal is provided by the push button springing out again. 


10.—DIRECT-CURRENT FEEDER PANELS FOR GENERAL SUPPLY. 


motor-driven face plates of the field rheostats, which are 
adjacent to the machines in the No. 3 station, and five 
solenoid-controlled push buttons—two for signalling the hand 


Kelvin feeder logs. 


The signal lights 
are run off a small 
battery, while the 
control circuits are 
operated by 240-volt 


. current from the 


station bus-bars. 

On the upper gallery 
four positive and four 
negative 3,000 - amp. 
Westinghouse circuit- 
breakers are installed 
in slate cubicles, and 
behind them panels 
carrying Thomson 
wattmeters and circuit- 
breaker relays, set for 
instantaneous opera- 
tion on reverse and 
allowing an 8 sec. lag 
on overload. The 
large circuit-breakers 
are coupled to the 
generators through 1*6 
sj. in. concentric 
cables and change- 
over switches. 

The switch panels 
on the ground floor 
include 12 machine 
panels for the Willans 
sets, also 12 traction 
feeder panels of normal 
type; а panel con- 
taining paralleling 
switches, and another 


containing three master traction meters in series and 
An Aron meter is also provided in 
the traction negative as a check on the above three. meters. 


F 
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Nine traction negatives enter the station, and are coupled to a 
main vertical bus-bar ; shunts are provided to each of the 
former, coupled through a sliding contact to an ammeter, 
also a main shunt for the Aron meter, so that return 
current readings can be readily obtained. 

The first gallery contains the general direct-current supply 
panels, including 21 positive and 21 negative feeder panels, 
also interconnecting panels (lighting and traction) and 
positive and negative switch panels for turbo-alternator field 
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FIG. 12.—ExTRA-H.T. SWITCH GALLERIES IN THE ANNEXE. 


excitation. Fig. 10 shows the extent of this gallery which 
continues into the А.с. annexe, where it carries certain extra- 
H.T. switchgear. 

The panels are arranged for two or three feeders, which are 
controlled through knife switches and Peard fuses, the latter 
arranged either singly or two in parallel, so that one can be dis- 
connected during light 
load; a Kelvin feeder 
log for recording pres- 
sure and current is 
fitted at the top of the 
panel for each feeder, 
and in the lower por- 
tion sockets and pluga 
for coupling to either of 
three bus-bars behind 
the board. The feeder 
logs are all driven elec- 
trically from a master 
clock on the ground 
floor. The design and 
construction of this 
extensive array of 
switchgear — both 
mechanically and elec- 
trically—is a credit to 
the electricity depart- 
ment, which carried 
out the work; the 
galleries are spacious 
and tiled with glass, 
and the greatest care 
has been bestowed on 
the detail construc- 
tional work behind the 
panels. 

As regards the alternating current plant, the annexe 
already referred to contains three 500-KwW. Westinghouse 
motor-generators (fig. 14), linking up ће А.С. and рс. sup- 
plies ; each consists of a 750-H.P., 460-560 volts, compound- 
wound motor, driving a 500-Kw., 6,000-6,500 volts, three- 
phase, 50-period, generator, at 300 в.р.м. Each motor- 


generator set has a D.c. compound-wound exciter for energising 
the fine wire coils of the motor, and a p.c. booster for traction 
purposes. The generators are separately excited from the 
lighting bus-bars. A starting rheostat is provided for each 
motor-generator set, also a field rheostat for each motor- 


А THOUSAND KW 


FIG. 13.—MaxiMUM LOAD CURVE. 


generator, exciter and booster. A large addition to this 
plant will shortly be made in the shape of a 1,500-Kw. rotary 
converter with an A.C. booster, which is on order. The 
switchgear for controlling these machines, the three turbo- 
alternators in the No. 3 station, and 13 outgoing A.c. feeders, 
is installed along two sides of the building. 


FIG. 14.—INTERIOR OF THE A.C, ANNEXE, SHOWING MOTOR-GENERATORS AND SWITCH GALLERIES, 


The control panels for the machines are arranged at floor 
level, with Ferranti oil switches on the gallery above, 
coupled through isolating links, in cells behind, to bus-bars 
on the top gallery. 

The motor-generator and turbo-alternaior panels аге 
equipped with both Kw. and power-factor meters, while the 
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latter also contain in addition, the main switch controller, 
three single-phase ammeters, an Aron meter, the handle for 
adjusting the motor in connection with tbe turbine governor, 
a Merz-Price relay and four-signalling solenoid press buttons 
communicating with the turbines, which, of course, are a 
considerable distance away. For this reason the Merz-Price 
protective gear has been fitted in connection with the leads 
running.to these machines. 
The remaining panels are for synchronising and section 
switches. . 

The remote control circuits for these panels are energised 
from the station direct-current bus-bars ; we may mention 
incidentally, that a stand-by battery will shortly be installed 
in an adjacent building which has been prepared for 
that purpose, and which will be arranged to automatically 
supply the alternator excitation and auxiliary direct-current 
circuits in the event of failure of the normal direct-current 
supply. : : 

The feeder switchgear is somewhat different from the fore- 
going, the control panels being arranged on the gallery, 
fig. 12, with the  bus-bars in cubicles behind, and 
mechanically-operated G.E.C. oil switches in cubicles at floor 
level below. 

Ferranti overload relays are fitted on each feeder panel 
with indicating lamps to show which of the relays operate, 
attention being forcibly drawn to this by a loud sounding 
bell operated through a relay on the panel. All the H.T. 
cells are provided with red and green indi- 
cating lamps inside, which show at any 
time whether the cells are in use or not. 

. A feature of the station is the fine AC 
cable basement into which the bare con- "E. 
ductors from the switchboards above pass, vg ptio V. 
and are coupled through sealing boxes 
to the main feeders ; the latter are lead 
covered six-core cables, three pilot cores ipee 
being included. 'The cables are arranged 
in tiers, and supported on racks, with a 
view to accessibility. y 

As previously indicated, the depart- | $ 
ment possesses well-equipped fitting and 
joiners’ shops at Valley Road capable of 
dealing with the bulk of the repair work ; 
a works chemist is regularly engaged in 
the testing of coal, oil, feed-water, &c., 
and comprehensive records are kept of 
everything which may tend towards the 
efficient working of the department. 

The running load factor on the direct- 
current plant averaged 87:3 per cent., 
and on the alternating-current plant 
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FIG. 17.—500-kw. Motor-GENERATORS, VALLEY ROAD STATION. 


61°48 per cent. for the last year, the station load factor being 
24 per cent., although load factors of 40 per cent. and over 
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are obtained during winter weeks. The fuel cost for the 
year averaged 15d. per unit sold, with coal costing 
about 10s. per ton. 
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FIG. 16.—SKELETON DIAGRAM OF E. H T. CONNECTIONS, VALLEY ROAD STATION, 


The Valley Road plant operates in 
conjunction with а 3, 000-ampere- 
hour battery, with balancing and 
booster plant, which represents the 
present equipment of the Bolton Road 
(No. 1) station, and with a small plant 
at the Sunbridge Road Destructor 
Works, where a 300-Kw. generating 
set with a battery and а 250-KW. rotary 
converter are installed for tramway 
supply—the total capacity of plant 
installed at the Corporation stations 
amounting to 16,830 KW. . 

Some 230 miles ot cables, mostly 
armoured and laid direct, are in use, 
including 48 miles of 6,600-volt three- 
phase mains, which supply 20 sub- 
stations and transformer chambers in 
the area. 

All the larger power consumers are sup- 
plied through the three-phase system, and 
the department is gradually transferring 
all the outer areas, more than 13 miles 
from the centre of the city, to the alter- 
nating system (230 volts, single-phase, 
for lighting, and 400 volts, three-phase 
for motors). 

Altogether some 4,000 Kw. of West- 
inghouse and Brush transformers of the oil-cooled type have 
been installed in sizes varying from 50 40, 312,K.v.A., the 
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usual arrangement being a single transformer for commercial 
supply andiduplicate transformers іп the case of a district net- 
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Fic. 18.—TyPICAL TRANSFORMER CHAMBER, BRADFORD. 


work. We illustrate in fig. 18 a typical sub-station equipped 
with duplicate 145-K.v.A.transformers fed through two three- 
core 05 feeders. The equipment includes on the E. H. T. side 
Westinghouse oil switches and isolating links for the feeders, 
and A.E.G. oil fuses or oil switches with a series trip and 
isolating links for the transformers, while the r.T. distri- 
butors are controlled by Reyrolle switch-fuses, a Reason 
demand indicator being fitted. 

The E.H.T. switchgear is installed in cubicles, one of the 
latter containing bus-bar sectioning switches, so that one- 
half of the switchgear can be laid off for inspection. A 
telephone is provided in each chamber, also a maximum 
thermometer, and the latest chambers have a ventilating 
chimney. 

Supply Developments.—No account of the Bradford elec- 
tricity undertaking would be complete without some reference 
to the energetic development of the supply for all purposes 
which has been such an important feature of its administra- 
tion under Mr. Thos. Roles, the present chief engineer. The 
enterprise which was responsible for the inauguration of the 
first municipal electricity supply in Britain in 1889, has a 
counterpart in the skilful organisation which is to-day 
attacking the greatly extended supply problems of the present 
time. 

The progress of the department is exemplified by the load 
curve, fig. 13, the upward tendency of which is more pro- 
nouncelthan ever, due to the greater willingness of large 
power users to avail themselves of municipal power. 

Itis interesting to note that the temporary falling off in 
1906-8 is traceable to the price of power units for small 
users, being increased from 1d. to 1}d., a proceeding which 
led to the introduction of small gas engines by various con- 
sumers, but which were discarded when the normal charges 
were resumed. Some striking figures connected with the 
supply, from 1908, the year when **bulk supply" was com- 
menced to the present year, are given in tabular form (p. 665), 
from which the popularity of this class of supply can be seen. 
Any consumer having not less than 100 Kw. maximum demand 
is classed under the above heading and allowed to use 
current for any purpose, including lighting, at power rates. 

Under “domestic supply" it will be noticed that the 
special private residence rate of 15 per cent. on the rateable 
value plus 3d. per unit, is attracting numerous consumers— 
some 365 being connected at March, 1912, with an actual 
average consumption for the year of about 1,000 units 
each. "These figures indicate the popularity of this system 
in Bradford, but Mr. Roles points out that they refer as yet 
to only lighting and heating (electrical cooking, for reasons 
mentioned later, contributing, as yet, insignificantly to the 
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total) and show that such consumers use electricity through- 
out their houses for the purposes mentioned. In fact, we 
gather that it is easy to distinguish 
а consumer on this system by the extent 
of his illumination at night. 

Electric heating has been facilitated by 
the Corporation offering cheap convectors 
and radiators, simply and plainly con- 
structed, to the design of the electricity 
department, and some idea of the scope 
of this business is gathered from the fact 
that in a recent week, 75 Kw. of such 
apparatus was supplied. 

Although both the special bulk and 
domestic supply rates, no doubt, tempor- 
arily influenced the figures under “ private 
lighting," as shown in the table, yet the 
indications are that private lighting is 
going ahead as rapidly as before their in- 
troduction, and there can be no doubt 
that the consumer greatly appreciates 
any departure from the hard-and-fast 
tariff. The adoption of electric cook- 
ing in Bradford and West Yorkshire 
generally has been hindered owing to the 
local custom of baking bread at home, a 
purpose for which the average electric 
stove has not been designed. We gather, 
however, that Mr. Roles has succeeded 
in inducing one or two makers to 
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meet the demand for а suit- 
able stove for the purpose, and that these will 
shortly be introduced. An extempore electric stove 
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Fra. 19.—DIAGRAM SHOWING THREE-PHASE SUPPLY, 
TRANSFORMER CHAMBERS, &C. 


is used at the mess room at the works, and 
although a gas stove is installed and equally available, the 
caterer uses the former exclusively, because it pays him 
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better. The electricity department runs a well-equipped 
showroom for the convenience of consumers, in connection 
with its offices at the Town Hall ; the client's contractor, 
however, receives the trade discount in the case of all 
apparatus sold through the department. 

But it is in the direction of * bulk" supply for power 


Units sold for the year :— 1908. 
Bulk supply ose M T sss 405,134 
Private lighting ... КАР us У Р 2,887,969 
Domestic supply .. es was vee T ose —— 
Public lighting ... as РР 5788 И ker 143,542 
Motive power and heating "- $us xut us 2,657,664 
Tramways—Day supply... : one zx 8,905,270 

e Night eupply TA iss Jed 117,680 

Total: ues ase dub fesi x 15,117,259 
Number of consumers |... bis 2,344 
Number of motors connected ... e T 1,445 
k. H. P. of kame. . oe 6,817 

Route miles of cable luid at end of year :— 

General supply feeders, D. C E ids = 241 
General supply distributors, D.C. 5e Mis vs 105 
Tramway feeders, D. C. a Qs D dis 721 
A C; feeders and distributors ре as sis -— — 

Total ... Vus nd ove 285 iss 202 
Maximum combined loadin ку. ... . 6,087 


purposes, in connection with the textile and other local 
industries, that the greatest progress is being made at the 
present time. 

To bring conviction to the mind of this class of consumer 
has required some years of strenuous effort, which, however, 
is now resulting in good business. The following list of 
installations is some indication of the trend of events :— 


Bradford Dyers' Association, Ltd., dyers, Thornton. 
Road ... 1,600 Н.Р. 


Roby, Clifford & Co., worsted spinners, Wyke ... 500 H. P. 
Ed. Ripley & Son, Ltd., dyers, Bowling yis . 500 Н.Р. 
M:tchell Bros. (Bfd.), Ltd., worsted spinners, 

combers, &c., Manchester Road ... es. e. 450 Н.Р, 
H. & J. Gaunt, woolcombers, Valley Road ... .. 250 H.P. 
Conditioning House, conditioning, Canal Road. 130 fl. P. 
John Emsley & Co., worsted manufacturers, Park- 

side Road ... 200 H.P. 
* Arthur Robertshaw, worsted “manufacturers, Bull-. 

royd Lane, Four Lane Ends 5 100 Н.Р. 
F. Ripley & Co., Ltd., worsted spinners, combere, Ko., 

Thornbury . ss 100 Н.Р, . 
Charles Sykes & Co., manufacturers, Willowfeld | 

Mills. ii 70 H.P. 
*Ward & Henry "Holroyd, silk and worsted manu- 

facturera, Bankfcot sas " 60 H.P. 
*Woodhouse Carter, Ltd., silk manufacturers, 

Low Moor ... a ds е - 50 N. p. 

Total ee . 4,010 H.P. 


* These premises it is interesting to note have no main chimney 
stacks, 


Messrs. Ward & Holroyd have adopted the individual 
drive, about 100 looms being equipped with Siemens motors ; 
at Messrs. Emsley's mill 350 looms are group driven from 
geven motors with chain drives on to shafting running at 
200 R.P.M.—an increase on the usual speed of 140 to 
160 R. P. M. 

In this case the looms, each fitted with electric knock- 
off" motions, are driven by pairs through  half-turn 
belts, and exactly half the shafting originally proposed, has 
been dispensed with. Ventilation is provided by 14 24-in. 
reversible fans ; electric cookers and water boilers are pro- 
vided in connection with the catering for the workpeople, 
and some 800 lights are installed. Messrs. Emsley expect 
to obtain a considerably increased output as the result of the 
electrie drive; another electric driver" on the list, recently 
declared in public that he had obtained both improved 
quality and increased output as the result of his venture. 

- At one of tbe mills supplied, some 10,000 spindles are 
driven from shafting running at 750 R.P.M., the drive being 
through half-crossed belts. 

In West Yorkshire, on the average, three silk or worsted 
looms, or one heavy loom and shafting, require a horse-power 


. tenants dependent for power on one main engine. 


for driving purposes, and the usual load factors for such 


textile establishments vary from 30 per cent. in worsted 
spinning, 22 per cent. in a woollen mill, and 15 to 
18 per cent. in weaving, to 50 per cent. in a wool-combing 
establishment when running, which is usually during only a 
period of the yeaf. 


1909. 1910. 1911. 1912. 
2,186,008 3,578,171 4,229,338 4,908,997 
2,777,386 2,717,315 2,748,392 2,843,163 

== = 106,376 338,590 
132,911 134,410 117,254 97,980 
2,401,482 9,725,858 3,321,545 3,822,385 
9,421,368 9,440,394 9,604,736 9,927,237 
143,300 141,709 137,530 164,660 
17,062,455 18,737,857 20,265,171 22,103,012 
2,439 2,570 2 967 3,295 
2 222 B. supply 378 
ко 1,5454 1,683 1,862 
: Р 7,438 8,158 
N 9,582. 2,806 B. supply 4,571 
26 267 273 24˙5 

1071 110 1144 63 

721 724 124 18 

к= = — 118 
2051 209 2143 2235 
6,884 7,922 8,371 10,314 


" 
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One of the difficulties in connection with the introduction 
of mill driving in this area is the practice of letting off ** room 
and power" in the mills, which frequently have numerous 
It may 
be mentioned that the power rates in Bradford are based on 
£3 per KW. of maximum demand plus jd. per unit used, 
but discounts varying from 24 per cent. to 50 per cent.— 
the latter for over 350 Kw.—reduce this price to a figure 
which appears very attractive to the large user. Unfortu- 
nately the maximum demand restriction, though technically 
fair, is inadequate to meet the conditions existing in some 
trades, and possibly, from the users' point of view, also 
inequitable ; 8 corporation is, moreover, unable to quote а 
“ Jump sum” contract price, although there is no doubt that 
many consumers would prefer this method of doing busi- 
ness, even though it actually cost them more. 

In conclusion, we are indebted to Mr. Thos. Roles, the 
city electrical engineer, and to his several assistants, for 
affording us the fullest information on the occasion of a very 
interesting visit to the ** woollen" city. 


Alternating-Current Trolley ‘Buses. — The first 
trolley "buses to employ alternating current were recently placed 
in operation at the Leipzig Exhibition. Each 'bus is equipped 
with a 10-Kw., 110-volt, 50-cycle motor of the repulsion type, 
which type has the great advantege of starting and speed 
control by simple variation of the brush setting. The motor is 
connected through an elastic coupling toa 10: 1 gear reduction 
driving the rear axle of the bus. The original paving of the 
route being very uneven, а strip of macadam 40 ft. in width was 
laid, and the interstices filled in with tar. It will be interesting 
to observe how the new ‘buses compare with the direct-current 
types now in use in this country and.on the Continent, as regards 
convenience of operation, running efficiency and maintenance costs. 


A German Patent Action.—An action which has been 
pending for some years past between the A.E.G. and the Swiss firm 
of Brown, Boveri & Co. has now been finally decided by the 
Imperial Court at Leipzig in favour of the latter. The case refers 
to the arrangement of the winding in the inductors of high-speed 
machines. ‘lhe A.E.G. obtained a licence for this arrangement 
from the Swiss company, but during the course of manufacture, 
the former made certain alterations, which were patented, and 
came to the conclusion that the machines did not fall under the 
Brown, Boveri patents. With a view, however, to settling the 
question, the A.E.G. instituted a patent action, which has resulted 
as already mentioned. It is now stated that the A.E.G. intends to 
alter the turbo-generators so that they will not come under the 
Swiss companys patents, whilst at the same time retaining the 
characteristic properties of the A.E.G. types. It is calculated that 
the arrears in licence royalties extending over eight years, and 
which will have to be paid, amount to over £50,000, 
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CONTRACTS CLOSED. 


(Continued from page 660.) 


London.—HaxwEnsuITH.—The B.C. Electricity Com- 
mittee has accepted the tender of Messrs. W. Cory & Son; for Seven 
Sisters Hard dry coal, at 13s. 9d. per ton for 12 months, and that 
of the Main Colliery Co., for Graigola and Victoria free-burning 
coal at 16s. 6d. per ton for six months. 

FULHAM.—The B.C. has accepted the tender of Messrs. Cory 
Bros. & Co., and Messrs, Phillips & Co., for 3,000 tons of Gedling 
nutty slack, at 12s. per ton, and 2,000 tons of Kirkby ditto, at 
lls. 11d. per ton, respectively, for use at the electricity works. 

The Metropolitan Water Board has accepted the tender of 
Messrs, Veritys, Ltd., for tape, cable, xc. 

The tenders of the General Electric Co., Ltd., and Messrs. Falk, 
Stadelmann & Co., Ltd., have also been accepted for supplies of a 
quantity of electrolier wire and fittings accessories, the former at 
£129 for the fittings, and the latter at £27. 


Taunton,— The T.C. has accepted the tender of Messrs. 
C. Goodland & Sons, of Taunton, for main colliery through-and- 
through steam coal for the electricity works, at 178. 3d. per ton. 


York.—The tender of the Electrical Apparatus Co., Ltd., 
for the supply of meters up to and including 5 amperes capacity 
for the Corporation, has been accepted for the year ending Sep- 
tember 30th. 1913. 

Car meters supplied by Messrs, Venner & Со, are now being 
installed on the tramways here, 


FORTHCOMING EVENTS, 


Physical Seciety.—Friday, October 25th. At 5 p.m. At the Imperial College of 
Science, South Kensington, S. W. Papers on The Constitution of Mercury 
Lines Examined by an Echelon Grating and a Lummer-Gebrcke Plate," by 
Prof. H. Nagaoka and T. Takamine; “ Note on the Mutual Inductance of 
Two Co-axial Circular Currents,” by Prof. H Nagaoka; and The Absorp- 
tion of Gas in Vacuum Tubes," by Mr. 8. E. Hill. 


institution of Mechanical Engineers. Friday, October 25th. At& p.m. Paper on 
" Characteristic Dynamical Diagrams for the Motion of a Train during the 
Accelerating and Retarding Periods,” by Prof. W. E. Dalby; and paper for 
discussion, in writing only, on " Theory and Experiment in tbe Flow of 
Steam through Nozzles,” by Prof. J. B. Henderson, 


North-East Coast institution of Engineers and Shipbailders.— Friday. October 25th. 
At 7.80 p.m. At the Lit. and Phil. Society,’ Newcastle-on-Tync. Annual 
general meeting. Inaugural address by the Hon. Sir C. A. Parsons, 
president. 

(Graduate Section). Saturday. October 286th. At 7.15 p.m. At Bolbec Hall, 
Newcastle. Address by Mr. L. К. Champness, chairman, 


Association of Enginee’s-in-Charge.—Saturday, October 96th. At the Holborn 
Hall. Whist drive and dance. 


Great Central Debating Society.—Baturday. October 96th. At 6 pan. At the Grand 
Hotel, Leicester. Lecture on “The Economies and Advantages to be 
Obtained by the Institution of Goods Clearing Houses, Suitably Designed, 
and Adequately Equipped and Approached," by Mr. A. W. Gattie. 


Junior institution of Engineers. —Raturday, October ti tq Monday. October 9Rth. 


Week.end visit to the works of Messrs. T. Firth & Son, Lt2., and Messrs. 
Cammell, Laird & Co., Ltd., Shettield. 


lastitation ef Electrical Engineers (Manchester Lees Sestion).—Friday, November 
ist. At 7.80 p.m. At the Midland Hotel, Mancbester. First meeting of 


the session. Address by Mr. A. A. Day, to be delivered by Prof. К. W. 
Marchant, vice-chairman. 


NOTES. 


London Traffic, —1In the Parliamentary Papers recently 
Capt. Jessel asked the Home Secretary whether the Government 
would bring in a Bill to set up a traffic board in accordance with 
he recommendation of the Royal Commission of 1905.—Mr. 
McKenna, in reply, said that he would consult his colleagues at the 
Board of Trade and the Local Government Board in the matter, but 


he did not at present see much prospect of Parliament having time 
to discuss legislation on the subject 


Protection from X-rays,—In a communication to the 
Academy of Sciences of France, M. Droit describes & new device 
for the protection of X.ray operators from radiodermatitis, con- 
sisting of silk tissues impregnated with phosphoric acid 8 per cent., 
tin oxide 44 per cent., and lead oxide 34 per cent. ; gauntlete made 
of this material six layers in thickness afford effective protection. 


Concert.—On Wednesday night last week, at their club- 
house, Howe Bridge, Atherton, a concert was given by employés 
of the South Lancashire Tramways Co., under the presidency of Mr. 
E. H. Edwardes, general manager, who was supported by Mr. H. B. 
Conibear, secretary, and Mr. W. Lancaster, traffic superintendent, 


Swedish Trade in Spain.—Two of the leading mem- 
bers'of the Allmänna Sveneka Elektriska A.-B. have set out for 


Spain in order to form a branch to promote that firm's considerable 
interests both there and in Portugal.— 4 ffarsrdrlden, 


Copper.— Stocks in France and England and afloat are 
shown by Messrs. Merton's statistical circular to be 809 tona legs 
at the half month, i.e, October 15th than at the end of September. 
Of this, England has reduced stocks by 534 tons, while France has 
increased by a larger amount, the reduction on the whole quantity 
being made by the reduced consignments afloat. The total Euro- 
pean visible supply, including Rotterdam and Hamburg, was 1,171 
tons less on October 15th than on September 30th. Deliveries for 
the half-month were normal from North America, very low from 
Spain and Portugal to England and France, the quantity to other 
countries being above the average: Chile shipments were well up, and 
Australian high. The total European deliveries, at 20.972 tons for 
the half-month, show а normal amount of business, if repeated in 
the remaining balf-month. The stock in American producers’ 
hands at the end of September was 28,155 tons, &n increase over 
the stock for the end of August of 7,306 tons, which puts this 
quantity higher than for any month since last April. The total 
visible supply from all known sources for theend of September was 
76,100 tons, showing an increase, over the end of August, of 
4,919 tons. 


Tungsten Lamp Contracts,—The following letter came 
to hand too late for inclusion in our "Correspondence " columns :— 

“Having seen Form F.T.C., relating to trade contracts for tung- 
sten lamps, and observed its several conditions, which are binding 
upon the buyer, who. in most cases, will be the electrical con- 
tractor, it appears a most unjust clause, prohibiting the buyer to 
advertise, stock or solicit orders for tungsten lamps other than those 
manufactured by the companies in the Tungsten Lamp Association, 
whose names are given on Form M.L., dated September 30th last. 

" There are other manufacturers of tungsten lamps in this country 
who have considerable interests at stake, and whose lamps have 
secured a reputation for efficiency and reliability, and it seems 
unfair that buyers should be precluded from dealing with such 
firms, whose lamps have been proved by experience and trial to be 


equal in every respect to the so-called Association lamps. 


" Contractors should be in a position to supply any make of tung- 
Меп lamp which would give satisfaction to their client, without any 
restriction, and in view of the small additional advantage offered by 
the Association to buyers signing the contract form, surely con- 
tractors should prefer to have liberty in purchasing where they 
think fit, by the non-acceptance of the conditions set out in the form 
of contract. JUSTICE. 

" October 21st, 1912.“ 


The Electrical Trades Benevolent Institution : A 
Dramatic Performance.—On Saturday. November 16th, at 
К p.m. the Garrick Dramatic Society will give a perform- 
ance of the "Second Mrs. Tanqueray," at the Royal Court 
Theatre, Sloane Square, S.W., in aid of the funds of the above 
Institution. This will be the first production by an amateur 
company of Sir Arthur Pinero's play. It will be under the stage 
direction of Mr. T. Ireby Cape, and the society's orchestra will be 
under the direction of Mr. Robert S. Kerr. The prices of admission 
will be as follow :— Orchestra stalls, 10e. 6d. ; dress circle, 7s. 6d. ; 
upper circle, 48. ; pit stalls, 3e.: gallery, 1s. ; and private boxes by 
arrangement. It is hoped that there will be many demands from 
among our readers for tickets, as it is desired that the Benevolent 
Fund shall benefit largely by the event. Tickets can be obtained 
on application to the Secretary, Mr. F. B. O. Hawes, 18, Park 
Mansions, Vauxhall Park, South Lambeth Road, London, S.W., or 
to Mr. Leonard G. Tate, Secretary of the Electrical Contractors' 
Association, 20, Bucklersbury, London, E.C. If every one of our 
readers were to ‘phone or write one of these gentlemen ordering 
tickets they would have very real evidence of the interest which 
electrical men take in an effort to swell the funds of a very deserving 


institution. Do it now!” 


Bradford Wiremen on Strike.—The Bradford wire- 
inen are on strike for an increase of pay. They maintain that they 
are paid less than similar workers in other towns, and demand an 
increase from 8d. to 9d. an hour. The employers do not admit the 
correctness of the statement that the pay in Bradford is unusually 
low. Mr. Kinneburgh, the organising secretary of the Electrical 
Trade Union, is in Bradford in control of affairs on the men's side. 
A conference between representatives of the Union and of the 
Bradford Electrical Contractors' Association took place on Wednes- 
day evening last week with a view to the possibility of coming to 
an amicable agreement, and the employers agreed to consider the 
case as presented by the men, and give their decision in due course. 
On Thursday the employers notified the men that, after careful 
consideration, they regretted that they could not accede to the 
demands, but they would be quite willing to submit the matter 
to the arbitration of the Board of Trade. The men, after a 
long discussion, rejected the offer. In the meantime, the wiremen 
employed by the Corporation, the Bradford Dyers' Association and 
one or two private firms, in which cases the pay is regarded as 
satisfactory, are to be allowed to continue work. 


Fatalities,—An inquest was held on Saturday into the 
cause of death of two labourers (Creaser, aged 32, and Goddard, 
aged 31), who were killed at the Devonshire works of the Staveley 
Coal and Iron Co., on the previous Thursday. It appeared from 
the evidence that they were painting some standards, when thef 
came into contact with a 6,500-volt live wire, and both died as the 
result of extreme burns and shock. There were notices some 
30 yards from where the deceased were working, warning of danger, 
and Oreaser had been personally warned, and told that the work 
had better be done on Sunday when the current was off. The jury 
in returning a verdict of Accidental Death,” recommended that 
the Staveley Co. should be asked to fix warnings on the standards, 
and that the painting of the pillars should be done on Sundays! 
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Tide Utilisation.— As was reported some time ago, a 
scheme has been prepared by a Hamburg engineer (E. Pein) for the 
utilisation for power purposes of the ebb and flow of the tide at 
Husum, in the North Sea. As doubts have been entertained in 
various quarters as to the practicability and economy of the project, 
& water-power installation company has been formed at Hamburg 
to erect nn experimental plant at Husum, of 10 H.P., to test the 
system. 


A Large Air Pump.—Messrs. Richardsons, Westgarth 
and Co. recently gave, at their Hartlepool works, a demonstration 
of a large kinetic air pump, designed for use with a 12,000-K W. 
steam turbine. With ejection water at 72? F. ani barometer 30 in., 
a vacuum of 298 in. was obtained when air was admitted by a 
4-mm. hole and a vacuum of 28˙3 in. when air was admitted by a 
14-mm. hole, equivalent to approximately 66 cb. ft. of free air per 
minute at 60° F. It is believed that this establishes a record. 


Organisation of Employers.—The movement for 
better organisation of employers to meet the increased efficiency in 
the organisation of Labour, is spreading. The Employers' Parlia- 
mentary Association is at present carrying on a campaign in this 
connection. Nottingham employers: were addressed by the 
president of the Association (Sir Chas. Macara) last week, and they 
gave their support to the movement. 


Institution and Lecture Notes.—I[Nstircrion oF 
ELECTRICAL ENGINEERS (YORKSHIRE LOCAL SECTION).—The first 
general meeting of this Section will be held at the Hotel Metropole, 
Leeds, on Wednesday, November 6th, when Mr. S. D. Schofield, the 
chairman, will deliver bis inaugural address. A smoking concert 
will follow. Subsequent meetings of the ression will take place 
on the following dates: At Leeds—December 4tb. January l5th, 
February 12th, March 12th, April 16th and May 14th. At Sheffield 
January 29th, March 26th and April 23rd. This arrangement 
(seven meetings in Leeds and three in Shettield) has been adopted as 
the result of careful consideration of various schemes devised with 
the object of securing lurger attendances at the meetings. 

INSTITUTION OF Post OFFICE ELECTRICAL ENGINEERS (MET RO- 
POLITAN CENTRE).—The following are the events announced for 
the 1912-13 session :— 


Nov. Ilith.— A.C. Measurement, with Special Reference to Telephone 
Cables. Loading Coils and the Construction of non-reactive Resistances,“ 


by C. E. Hay. е 
Dec. 9th.—"* Trunk Telephone Communication, Transinission Pchemes and 


the Design of the Circuits,” by A. B. Hart and W. J. Hilyer. 

Jan. 18th, 1913.— The Electrophone Berviee,“ by J. Н. Pattman. . 

Feb. 10th.—** Loading Coils.“ by В. A. Pollock. 

March 10th.—'' Wireless," by F. Addey. 

The meetings are beld in the I.E.E. Lecture Hall, Victoria 
Embankment, W.C.. at 6 p.m. 

RUGBY ENGINEERING SocIETY.— The syllabus of meetings for 
this Society includes the following :— 

Nov. 19th.—'* Chain Gearing,” by H. T. Hildage. 


Dec. 17th.—" The New Diesel-Driven Pumping Plant at Rugby Waterworks,” - 


by В. A. Ftleiderer, 
Jan. 7th, 1913.— Large Steam Turbo Units.“ by J. P. Chittenden. 
Feb. 4th.—" High-Speed Bearings," by J. C. K. Balfry. 

March 4th.—'* Power Transmission by Modern Gearing,” by Н. H. Thorne. 

INSTITUTION OF MUNICIPAL ENGINEERS,—At the annual meet. 
ing on October 11th, Mr. Frank Latham was elected president. 
Amongst the vice-presidents are Mr. H. C. Adams and Mr. 
H. L. P. Boot. The annual report of the Council shows tbat the 
roll at June 30th last numbered 882 members. The excess of 
revenue over expenditure for the year was £47, and the accumulated 
balance £234. Examinations were inaugurated in November last. 

INSTITUTE OF MARINE ENcINEERS,— Mr. Summers Hunter 
delivered his Presidential Address at a meeting of the Institute, 
held on Monday, October lith, afterwards presenting the Denny 
‘Gold Medal, awarded to Mr. John McLaren for his paper 
on Wireless Telegraphy," read December 11th, 1911. 

AMERICAN INSTITUTE OF ELECTRICAL ENGINEERS.—As the 
result of negotiations with other societies, reciprocal arrangements 
have been made between the Institute and the Institution of Elec- 
trical Engineers, as well as the German, French, Italian, Swiss and 
Dutch electrical societies, which enable members of the A. I. E. E. 
whilst abroad to enjoy the privileges of members of those rocieties 
for а period of three months, and rice versa, 

BARROW AND DISTRICT ASSOCIATION OF ENGINEERS,—The first 
meeting of the autumn session in connection with this Association 
was held on October 11th, when Mr. H. R. Burnett, borough electrical 
engineer, Barrow, delivered his presidential address. A collection 
of electric heating and cooking appliances was afterwards open to 
the inspection of the members in tbe large lecture hall of the 
Barrow Technical School. Thie exhibition of the latest develop- 
mente in electrical apparatus for all domestic purposes was utiliscd 
by the Barrow Corporation on the following Saturday afternoon, 
the general public being invited to attend. 

MINING ELECTRICAL ENGINEERS (WEST OF SCOTLAND 
BRANCH). — In the annual report of this Branch just issued, 
tbe list of meetings for the new Session is announced. On 
Friday, 18th inet, Mr. Matthew Brown delivered his presi- 
dential address, and presented certificates to eucceseful candidates. 
Mr. A. B. Muirhead followed with a paper on "Notes on Elec- 
tricity Rule No. 7." The later meetings will take place on 
November 16th, December 21st, January 18th, 1913, February 
15th, March 20th, April 17th, and May 15th. The papers will 
include Notes on the Electrification of a Group of Small Collieries,“ 
by Mr. A. Campbell King ; " Variable Speed a.c. Motore" by Mr. 
S. A. Simon; Power Transmlesion," by Mr. W. Н. Telfer. 


INSTITUTION OF ELECTRICAL ENGINEERS (SOUTH AFRICA).— 
At a meeting held towards the end of September Mr. E. T. Ewing 
read a paper on Some Practical Aspects of Electric Winding,” 
and a paper by Mr. J. Askew on Practical Operation of the 
three-phase Hoists at the Bantjes Consolidated Mines, Ltd., 
followed. Mr. J. H. Rider presided. At a meeting of the 
students’ section a few days later a discussion on electric traction 
was continued. 

INSTITUTION or ELECTRICAL ENGINEERS (SCOTTISH LOCAL 
SECTION).—'he eleventh annual dinner will be held on Tuesday, 
December 17th, in the Banqueting Hall of the Grosvenor Restaurant, 
Glasgow. The meetings during the session will be held in 
the Lecture Hall, 207, Bath Street, Glasgow (four), and at Princes 
Street Station Hotel, Edinburgh (two). The first meeting will take 
place at Glasgow on November 12th, when the chairman (Mr. W. 
M'Whirter) will deliver his inaugural address. 

LONDON ASSOCIATION OF FOREMEN ENGINEERS AND DRAUGHTS- 
MEN.—On Saturday last, the members and friends of this Asso- 
ciation inaugurated the winter session of the sixtieth year of the 
Association with a grand Bohemian concert at the Cannon Street 
Hotel, Е.С. The president (Mr. C. Eggleston) occupied the chair, 
and some five hundred members and guests greatly appreciated the 
excellent programme that had been prepared. The syllabus for the 
ensuing term covers a very wide range, and foremen and others 
holding positions of responsibility connected with engineering are 
invited to the Association's meeting on Saturday, November 2nd, 
at 8 o'clock, at the Cannon Street Hotel, when Mr. William Bell 
will read a paper on Refrigeration," 


Co-partnership.— The Human Side of Co-partner- 
ship," and “Co-partnership and Efficiency,“ are subjects upon 
which Lord Robert Cecil and Sir W. H. Lever will address the 
Labour Co-partnership Association at Birmingham early next 
month. 


Appointments Vacant.—Chief assistant engineer for the 
Edinburgh Electricity Department ( £400) ; Charge engineer, for the 
Ilford U. D. C. Electricity Works ( £120) ; Teacher of practical electric 
wiring at the L.C.C. School of Engineering and Navigation, Poplar, 
E. (10s, 6d. per evening) ; Switchboard attendant, for the Corpora- 
tion Electricity Works, Lancaster (25s); lead of the Electrical 
Engineering and Physics Department, I. C. C. Hackney Institute, 
London, N.E. (£300) ; Electrical fitters and armature winders, for 
H.M. Dockyard, Devonport (36s.) ; Switchboard attendant and man 
to take charge of and repair motors and fans, for the Blackpool 
Tower Co., Ltd. See our advertisement pages in this issue, 


Concrete Iustitute.—A course of six weekly lectures 
on "Concrete" will be delivered by Mr. H. Kempton Dyson, 
cominencing on Tuesday, November 12th.  Particulars and 
tickets (free) may be obtained from the Secretary of the Institute, 
296, Vauxhall Bridge Road, Westminster, S.W. 


Charge against a Councillor. — At Liverpool on 
Saturday last, according to the Zimes, a member of the Wallasey 
Borough Council was committed for trial (bail £50) on a charge of 
soliciting a fee of 100 guineas from Mr. J. B. Hutchins as an induce- 
ment to do something in respect of the proposed purchase of land 
from Mr. Hutchins by the Wallasey Council. 


Carbide of Calcium.—The report for 1911-12 of the 


Usines Electrochimiques de Hafslund, of Geneva, which carry on 
works in Norway for the manufacture of carbide of calcium, states 
that the market for carbide became steadier during the year, thus 
favourably influencing the results. The effects of the carbide 
syndicate formed in the previous year had not been specially mani- 
fested, so that the trade still suffered from a certain amount of 
over- production. The company, which had resumed the manufao- 
ture of ferro-silicon, had a turnover of £221,000, and earned gross 
profits of £45,000, as compared with £25,000 in 1910-11. After 
allocating £10,000 to depreciation, the accounts showed net profits 
of £35,000, as against £16,000 in 1910-11, and it is intended to 
distribute 10 per cent. on the share capital of £90,000. The balance 
has been partly placed to the reserve fund and partlv applied to 
extra depreciation, leaving £3,900 to be carried forward. 


Progress of the Commercial Electric Vehicle.— 
P. D. Wagoner, president of the General Vehicle Co., Long Island 
City, N.Y., discussing conditions in the electric commercial vehicle 
industry, recently said:—'' The development of the electric com- 
mercial vehicle industry has shown some particularly interesting 
phases in the past 12 months. Among these may be mentioned the 
following :—(1) The increase in orders received this year over those 
in 1911 ; (2) The wonderful percentage of repeat orders, which in 
our case in 1911 was 69'4 per cent., and thus far in 1912 is well 
over 65 per cent. ; (3) The encouraging increase in ‘small wagon’ 
busines, as compared with the situation in previous years when the 
use of heavy trucks greatly predominated and department stores 
and retailers favoured non-electrics ; (4) The increase in sales to 
retailers who own from two to six horses and to whom the 
purchase of even our smallest wagon often meant a heavy initial 
investment. We have won their confidence, and have shown them 
that they can make electrics рау as well as the big firms do: (5) 
The fairer attitude of the public toward the electric; (6) The 
recognition by business men of the respective fields of the electric 
and the gasoline vehicleand of the importance of buying the proper 
vehicle for each class of work; (7) The increase in battery 
efficiency and the encouraging decrease in the cost of energy to 
off-peak users. I look forthe electric truck and wagon to improve 
still more in operating efficiency as actual service under varied 
conditions yields its secrets, with the result that electric vehicles 
will be handled more intelligently." — Electrical World. 
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Brazilian Government and State Cables,—A corres- 
pondent of the Timex states that the Brazilian Government does not 
recognise in any way the project submitted to the Chamber autho- 
rising the Government to lay coast cables. The Government 
porseese8 full knowledge of the rights embodied in exist ing con- 
cessions, which would be infringed by such a scheme, and it intends 
to maintain them. Therefore, the project will not be carried. 


Correction.—In a leaderette in our last issue, entitled 
An Important Case as to the Measure of Damages," we summarised 
from the October "Law Reports" the decision of the Court of 
Appeal in the case of the British Westinghouse Electric and Manu- 
facturing Co., v. the Underground Electric Railways, Ltd. Our 
readers will, however, in some cases have remembered that in our 
issue of July 26th last it was reported that this decision had been 
reversed by the House of Lords. The matter receives further atten- 
tion in our Legal " columns to-day. The points of reference were 
very clearly quoted in our iesue of January 20th, 1911, page 89. 
We are anxious to remove any erroneous impression that our 
comment of last week may have created. 


Electrical Workers’ Wages.—At a meeting of the 
Nottingham Guardians on Tuesday, the House Committee 
reported that a letter had been received from the Electrical Trades 
Union asking for an increase of 28. per week in the wages of the 
men employed in the electrical department of the workhouse. The 
Committee had, however, resolved to consult the men and, if they 
wished it. to place them on a trade union basis in all respects. The 
acceptance of this would involve loss of holiday, sick leave, and 
other benefits now granted to them. 


Bankruptey.—The adjourned public examination of 
Henry Hallifield Oxley (otherwise known as Oliver Huxley), con- 
sultiny engineer, 22, Uxbridge Road, Hanwell, Middlesex, was fixed 
to take place at the Court House, Half Acre, Brentford, on October 
22nd, but the debtor did not appear. The Official Receiver said 
that the debtor had said he was in the employ of the British and 
Foreign Investments Corporation, at a salary. At the last Court 
the debtor consented to an order setting aside £100 a year for the 
benefit of his creditors, but the ofticials of that company informed 
him that he wa: not now employed by them. His engagement 
terminated last July, so that the order made by the Court was not 
worth the paper it was written upon. Debtor had said that he was 
employed by the company at £6 per week st the time the order was 
made ; that was incorrect, so he should ask that the case should be 
adjourned, and the debtor would be invited to explain, and, if 
possible, complete his examination. The application was granted. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted aa to their morementa, 


- 


Central Station Officials,—Mn. Tuomas HARDING, 
collector, has been presented by Mr. Francis Teague, the city elec- 
trical engineer, and his colleagues on the office staff of the Bath 
Corporation electricity department, with a silver teapot, on the 
occasion of his approaching marriage. 

The Liverpool Corporation Electricity and Tramways Committee 
received 65 applications from gentlemen of high standing in the 
electrical engineering world, for the position of Corporation elec- 
trical engineer, at a commencing salary of £1,000, increasing to 
£1,500. Out of that number, nine were selected to appear before 
the Special Sub-Committee on Monday, when the following were 
chosen to appear before the full Committee on Tuesday last for 
final selection:—Mr. John Christie, chief electrical engineer, 
Brighton; Mr. Harold Dickinson, chief electrical engineer, 
Leeds; and Mr. Thos. Roles, chief electrical engineer, Brad- 
ford. The result of Tuesday's proceedings was that Mr. DICKINSON 
was appointed. 

Owing to the amalgamation with Glasgow of the burghs of Govan 
and Partick, arrangements have been made with the various heads 
of departments in the service of the local T. C. s. It is recommended 
that MR. T. C. Parsons, the electrical engineer to Govan T.C. 
should be retained in the service of Glasgow at a salary of his 
present rate of £500 until Whit Sunday, and given a lump sum of 
£2,000 as compensation. With regard to MR. WM. SILLERY, elec- 
trical engineer to Partick T.C., his services are also to be retained 
till Whit Sunday at asalary of £450 per annum, and he is to receive 
а lump sum of £1,500. 


Tramway Officials,—Mr. Hart Ley, who was for many 
years inspector on the South Lancashire Tramway Co.'s system 


at Atherton, has been appointed an Inspector under the Insurance 
Act. 


General.—The Dull Telegraph states that at St. 
Bartholomew's Hospital the vacant post of director of the depart- 
ment for electrical treatment has been filled by the appointment of 
Dh. E. P. CUMRERBATCH, M.B., M.R C.P., to be medical officer in 
charge. The X-ray department ів now managed separately from 
the department for general electrical treatment, under its own 
medical officer, DR. HUGH WALSHAM having lately been elected to 
this position. 

Mr, Joux E. Ginrs, motor and electrical engineer, of York, has 


accepted an invitation from the Conservatives of the Walmgate 
Ward to contest that area at the forthcoming municipal elections, 

Mr. Tnos. О. Н. BATES, chief electrical engineer at the 
Rotherham Main Colliery, and formerly of the Morley electricity 
staff, has accepted the position of electrical engineer to the Tata 
Iron and Steel Co., of Sakchi, near Jubbulpore, India. 

Mr. H. BETTLEY has resigned the position of electrician to the 
Ammonia Soda Co., Ltd., at their Cheshire works, to take up the 
position of resident electrical engineer to the Weaverham and 
District Electricity Co., Ltd., under the jurisdiction of Mr. A. J. 
Leigh, of Northwich, consultant and secretary, who has consider- 
able extensions in negotiation. 

In order to prevent injury to MR. MARCONI'8 left eye, it was 
found necessary to remove the right eye, and this operation 
was successfully performed on Thursday last week. We are glad to 
add that the patient is making satisfactory progress towards 
recovery. 

We are officially informed that MR. JoHN CHRISTOPHER 
MITCHELL has resigned his position as seoretary of the London 
General Omnibus Co., Ltd , and has been appointed comptroller of the 
Underground Electric Railways Co. of London, Ltd., and that M», 
WILLIAM E. MANDELICK has been appointed to succeed him. 

Мв. H. BLOOD wORT RH. formerly of Siemens Bros. Dynamo Works, 
Ltd., has recently taken up an appointment with the Armorduct 
Manufacturing Co., Ltd., as ooun try sales manager. 


Obituary.— Mr. GEORGE Lowpon.—We regret to learn 
of the death, which occurred on October 17th, at Dundee, at the 
advanced age of 88 years, of Mr. George Lowdon, scientific instru- 
ment maker for 56 years, and a pioneer in Scotland of many 
scientific discoveries and inventions. He was associated with 
Faraday, who. it is said, frequently visited his shop, with J. Bowman 
Lindsay, in his wireless telegrapby experiments, and with Sir David 
Brewster in making and improving the stereoscope. With Lindsay 
he was in business association. Among other matters attributed to 
him are the invention of electrica] means for establishing communi- 
cation between the driver and guard on a train, the first introduction 
of electric light into Dundee and the first Bell telephone into 
Scotland, also it is said that, in 1878, he brought forward the 
first saleable and workable dynamo and lamp in Glasgow, Edin- 
burgh and Dundee. When the electric telegraph came into use, 
Mr. Lowdon erected the first wires on the Dundee and Pertb, 
Dundee and Arbroath, and Dundee and Newtyle Railways, and he 
also made the instrumente, and instructed the station-masters in the 
use of them. 

Sir J. IRVING COURTENAY.—We are sure that large numbers 
of our readers will join with us in regretting the death, whioh 
occurred on Tuesday last at St. James's Court, Buckingham Gate, 
of Sir John Irving Courtenay. Sir Irving's association with the 
electrical industry began many years ago in association with others 
interested in pioneering electrical enterprises, and hie activities of 
this kind had been continuous ever since, both at home and abroad. 
Notwithstanding that he had reached the age of 75 years at the 


.time of his death, his practical interest in the undertakings 


with which he was connected bad led him to visit the 
River Plate comparatively recently. He was chairman of a 
large number of companies—electrical manufacturing, electrio 
supply, telephone and tramway—as follows: — Chelsea Elec- 
tricity Supply Co. Ltd., Electric Construction Co., Ltd., 
Electrical Power Storage Со, Ltd. Oxford Electric Со, 
Ltd., United River Plate Telephone Co., Ltd., Cordoba Light, Power 
and Traction Co., Ltd., and the Cordoba (Argentine) Electric Tram- 
ways Construction Co., Ltd., and his experienced grasp of the affairs 
of these concerns, and the courtesy and freedom with which he 


-always imparted information will be familiar to his shareholders, 


by whom he will be greatly missed at the meetings of the com- 
panies. The deceased gentleman was & member of the I.E.E., and 
a Fellow of the Royal Geographical Society. He was called to the 
Bar in 1861, and was made a Knight five years ago. 

Мв. WM. BoTTOMLEY.—]t is with regret that we learn of the 
death of Mr. William Bottomley, B.E., & nephew of the late Lord 
Kelvin, who for many years aided him in the bringing-out of his 
mariners’ compass and nautical sounding machine. Mr. Bottomley's 
death took place at his residence, 16, University Gardens, Glasgow, 
on Friday morning, the 18th inst.. after a prolonged illness. Mr. 
Bottomley was а воп of the late William Bottomley, Eeg., J.P., and 
was born in 1850 at Fortbreda, Co. Down, Ireland. He was educated 
as an engineer at Queen’s College, Belfast. under the late Dr. James 
Thomson, F. R. S., who waathen Professor of Engineering in the Queen's 
University of Ireland. His first engineering post was under the late 
Mr. Alexander Tate, County Surveyor for the County of Antrim, 
with whom he worked for some years as a civil engineer; and he 
left this work to take service with Lord Kelvin (then Sir William 
Thomson) and the late Prof. Fieeming Jenkin in the early seventies, 
when they were engaged in preparing the Western and Brazilian 
and the Platino-Braziliera Cables. These cables were con- 
structed at Hooper's Telegraph Works, and at Messrs. Siemens s 
Works at Old Charlton, where a large staff of young 
men, some of whom afterwards became well known as 
telegraph engineers, worked under and along with Mr. 
William Bottomley in the supervision and testing of the 
cables. Mr. Bottomley afterwards took part in the cable laying 
expeditions ; and, when the work was completed, he was offered an 
important permanent post as one of the resident engineers. He 
preferred, however, to return home, and take part, under Lord 
Kelvin, inthe experimental work connected with the development 
and perfecting of Lord Kelvin’s mariners’ compass and nautical 
sounding machine; and he took entire charge of the not unimpor- 
tant commercial side of the bringing-out of these inventions. 
Lord Kelvin's compass and sounding machine were at 
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first constructed in the workshops of the late Mr. James 
White: and when. in 1900, the business of Mr. White was 
converted into Kelvin & Jumes White, Ltd. Mr. William 
Bottomley was one of the first directors of the Limited Company. 
He continued to mapage the nautical part of the business until 
Lord Kelvin's death in 1907, when he resigned. Since that time 
he has been engaged in private work. In 1883 Mr. Bottomley 
married a daughter of the late Mr. W. H. Barlow, F. R S., the well- 
known architect of the Tay Bridge, and he is survived by his wife 
and two sons and three daughters, Mr.William Bottomley's genial 
disposition made him a favourite with all those with whom he 
came in contact. | 

Mr. C. D. PHILLIPS.—We regret to announce the death of Mr. 
C. D. Phillips, of Emlyn Engineering Works, Newport, Mon., which 
occurred on 21st inst., at the age of 67 years. 

Last Friday an unknown visitor died suddenly at the Palatine 
Hotel, Blackpool, and on Wednesday the body was identified as that 
of ARTHUR STEWART LAING, 42, an electrician, who has been 
travelling the country for the past 12 months in the pursuit of bis 
duties. A verdict of Death from natural causes was returned. 


NEW COMPANIES REGISTERED. 


Commercial Cable Co., Ltd. (124,712).—This company was 
registered on October lith, with a capital of £2,000 in £5 shares, to take 
over the whole or any part of so much of the undertaking of the Commercial 
Oable Co. (incorporated under Laws of State of New York, U.S. A, in Decem- 
ber, 1883, and now carrying on business in the United Kingdom), as is situate 
or is carried on within the United Kingdom or other part of Europe, or in any 
Oolony or Dependenoy of the United Kingdom, to generally acquire and 
assume, wholly or in part, any of the undertaking, property, business, rights, 
assets and liabilities of the said company or of any other company or associa- 
tion having among its objects the carrying on the business of a telegraph, tele- 
phone or cable company, to construct, establish, lay, maintain, repair, renew, 
and work submarine cabies, and land, wireless or other telegraphs or tele. 

hones between and in Great Britain and Ireland and any other part of 
urope and any Colony or Dependency of the United Kingdom, and America 
(North and South), and between and in any places or points forming or 
intended to form part or parts of any kind of telegraphic or telephonic com- 
munication or submarine cable route in or between those places or any inter- 
mediate places or in any part of the world, to manufacture, for use or sale, 
and deal in submarine or other telegrapb cables, wires and wireless telegraph 
installations, instruments and other apparatus, to enter into and carry into 
effect working, traffic or other agreements with Governments, Government 
Departments, railway, postal, steamboat, telegraph and other companies and 
authorities, &o. The subscribers (with one share each) аге :—Geo. G. Ward, 
258, Broad way, New York City, U.8.A., vice-president of the Commercial Cable 
„ New York; F. Ward, 63-4, Gracechurch Street, E. C, manager in England 


Co 
of the Commercial Cable Co., New York. Private company. The number of 


directors is not to be less than five or more than 15; the first are C. H, 
Mackay, G. G. Ward, E. C. Platt, G. capper ten: and F. Ward; no quali- 

e ee Registered by Budd, Johnson & Jecks, 24, Austin 
riars, . 


G. W. T. T. Syndicate, Lid. (124,6 18).— Registered October 5th 
with capital £600 in 1s. shares, to carry on the business of a general and 
wireless telegraph and telephone and eleotrio light, heat and power supply 
company, 40. The subscribers (with one share each) are:—C. C. Macklin, 
Guildhall Annexe, 23, King Street, E.C., solicitor; G. Van Zwanenberg 
Phillipe, Guildhall Annexe, 23, King Street, E.C., solicitor. Private company. 
The number of directors is not to be less than three or more than five; the 
first are G. Van Zwanenberg Phillips, C. C. Macklin and F. W. Baker; qualifi- 
cation, 20 shares; remuneration as fixed by the company; seoretary, 
B. Simons. Registered office, Guildall Annexe, 23, King Btreet, їо. 


Joint Standard Union, Ltd. (124,724). —Тһіз company was 
registered on October 11th, with & capital of £8,000 in £1 shares, to acquire 
inventions relating to joints for pipes, tubes, wires, cables, tubular fittings 
and the like, and to adopt an agreement with A. G. France. The subscribers 
(with one share each) are:—H. 8. Parlett, 7, Aubrey Road, Hornsey, N., law 
stationer; T. Dawson, Lennox House, Norfolk Street, W. O. Private company, 
The number of directors is not to be less than two or more than five; the aub. 
soribers are to appoint the first. Registered by Kenneth Brown & Co., Lennox 
House, Norfolk Street, W.C. 


Northern Wireless Schools, Ltd. (124.753).—This company 
was tered on October 19th, with a capital of £500 in £1 shares, to ca 
on the business of instructors of wireless telegraphy, manufacturers of an 
dealers in wireless telegraph, apparatus and accessories, ёс. The subscribers 
(with one share each) are:—Norman Rostron, Heath Howes, Ainsdale, motor 
expert ; J. MoKeever, Dower House, Euxton, near Chorley, secretary. Private 
company. Norman Rostron is the first director. Secretary, J. Mokeever. 
Registered by Alfred H. Atkins, Ltd., 27-8, Fetter Lane, Е.С, 


Hydro-Electric Concessions, Ltd. (124,748).—This company 
was registered on October 12th, with a capital of £21,000, in 20,000 7 per cent. 
cumulative preference shares of £1 each, and 20,000 ordinary shares of 1s. each, 
to seek and secure openings for the em loyment of capital in any part of the 
world, especially in connection with hydro-electric propositions, undertakings 
and works, to enter into any arrangements with any governments or authorities 
to work, develop and control hydraulic, electric or hydro-electric works or 
stations for generating power, &ũ. The subscribers (with one share each) are: 
—E. Hammond, 16, Alexandra Park Road, Muswell Hill, N., accountant; G. 
Solhurst, Clevedon, High Road, Lee, B. E., gentleman; Н. F. Wesson, 541, 
Salisbury House, E.C., in ted accountant; H. A. Back, 28, Pall Mall, 
B.W., solicitor; F. Birch, 94, Balusbury Road, Brondesbury Park, N.W., 
solicitor; J. T. Arnold, 8, Montolieu Gardens, Putney, 8.W., clerk; G. L. 

; 17, Pembroke Btreet, N., clerk. Minimum cash subscription, seven 

The number of directors is not to be less than two or more than seven; 

the subscribers are to appoint tbe first ; qualification, 2100. Registered by 
Burtees, Phillpotts & Co., 6, 8t. Helen's Place, E.C. 


Sevenoaks and District Electricity Co., Ltd. (124.811).— 
This company was registered on October 16th, with a capital of £40,000 in £1 
shares, to carry on the business of producers and suppliers of electricity or 
electrical currents and force, to acquire from the Urban District Council of 
Bevenoaks the transfer of, and all benefit and rights under, the Sevenoaks 
Electric Lighting Order, 1911. The tubscribers (with one share each) are :— 
©. E. Currie, 8t. Helens, Nursery Road, Sunbury-on-Thames, solicitor; J. A. 
Russell, 30, Moorgate Street, k. C., accountant; W. E. Baldwin, 12, Carter 
55 clerk ;.G. F. Wallace, 10, Eastcheap, E. C., mining agent: P. 
Connolly, 87, Wallbrook, E. O., financier; F. Robinson, Royal Oak Hotel, 
Sevenoaks, hotel proprietor ; . F. Holland, Lime Tree Hotel, Fevencoaks, 
hotel proprietor. inimum cash subscription, seven thares. The number of 

tors is not to be less than three or more than six: the first are F. Swanzy, 

J. P., Major Н. Fulton and Н. W. Handcock; qualification, £500 shares; 

remuneration, £100 each per annum (chairman, £160), and 6 per cent. of the 

Era after 7 per cent. dividend is * divisible. Registered by R. 
H, Lawrence Lene, Cheapside, I. 


Fallot Incandescent Light Co., Ltd. (121,715).—This com- 
pany was registered on October llth, with a capital of £5,000 in £1 shares, to 
acquire, deal with and turn to account certain inventions or processes 
relating to the use of gas or electricity, either separately or in combination, 
for lighting, heating, or otherwise, and to adopt an agreement with W. B. 
Bearle and L. Girodo. The subscribers (with one share each) ате : — W. 8. 
Searle, 27, Noel Street, W., merchant; W. H. Lowe, 35, Mowbray Road, 
Brondesbury, N.W., engineer. Private company. The number of directors is 
not to be less than two or more than five; the first are W. 8. Searle and 
W. Н. Lowe; qualification, £100; remuneration, £150 each per annum (chair- 
man £175). Registered oftice, 27, Noel Street, Wardour Street, W. 


Brabbins Fuelless Engine Syndicate, Ltd. (124, 686).— This 
company was registered on October 10th, with a capital of £500 in £1 shares, 
to carry on the business of engineers, cycle and motor manufacturers, elec- 
tricians, &c. The subscribers (with one share each) are:—A. G. Jeffs, 6, 
Cranford Street, Wolverhampton, merchant; B, Brabbins, Rosedale, Calf 
Heath, Shareshill, near Wolverhampton, engineer; W. Sammons, 41, Victor 
Btreet, Walsall, gentleman; A. E. Edwards, Bushbury, Wolverhampton, baker 
and grocer. Private company. The number of directors is not to be less 
than two or more than seven; the first are A. G. Jetis, B. Brabbins, W. 
Sammons and A. E. Edwards, Solicitor, J. Ore, Old Square, birmingham. 
Registered by Jordan & Sons, Ltd., 116-117, Chancery Lane, W.U. 


Ennig Electric Light and Power Co., Ltd. (121.822).—This 
company was registered on October 17th, with а capital of £1,000 in £1 shares, 
to carry on the business indicated by the titie, and to adopt agreements with 
G. J. Lewis and Elizabeth M. George. "The subscribers are:—W. F. Burton, 
Pontvaen, Hay, via Hereford, electrical engineer, 50 Shares; H. Williams, J P., 
The Cottage, Taizarth, medical practitioner, 10 shares; J. Parry, Phcenix 
House, Talgarth, chemist, 25 shares; W. Jones, Pendre, Talgarth, farmer, 
25 shares; W. V. Pugh, Rad nor Arms, Talgarth, licensed victualler, 25 shares ; 
T. b. Walker, Masons Arms, Talgarth, licensed victualler, 10 shares; H. Rouse 
Armstrong, Hay, solicitor, 1 share. Minimum cash subscription, 250 shares. 
The first directors are W. F. Burton, H, Williams, J.P., J. Parry, W. Jones, 
W. V. Pugh and T. B. Walker. Secretary, J. Parry; solicitors, Cheese and 
Armstrong, Hay, via Hereford. Registered ‘office, II, St. Mary's Place, Hay, 
via Hereford. 


Metal Plates, Ltd. (121,852).— This company was registered 
on October 18th, with a capital of £6,000 in £1 shares (3000 “A” and 3,000 
' В’), to carry on the business of smelters, refiners, rollers, assayers and 
manufacturers of and dealers in minerals, metals, ores, precious stones and 
metallurgical and mineral substances of all kinds, electricians, electrical 
engineers, &c., and to adopt an agreement with S. О. Cowper-Coles. The sub- 
scribers (with one '*A"' share each) are:—8. O. Cowper-Coles, 1 and 2, Old 
Pye Street, Westminster, electro. metallurgist; W. Craddock, 1 and 2, Old 
Pye Street, Westminster, secretary. Private company. The number of 
directors is not to be less than three or more than six; the first are Colonel 
J. R. Wright, J. G. Gordon and S. O. Cowper-Coles. The last-named has the 
right to nominate two directors; qualification, 100 shares; remuneration 
as fixed by the company, Registered oflice, 1 and 2, Old Pye Street, 
Westminster. 


Mickelwright, Ltd. (121.332).— This company was registered 
on October 17th, with a capital of £1,000 in £1 shares, to take over the business 
of electrical engineers, manufacturers of and dealers in electrical apparatus 
carried on at Bicilian House, Southampton How, W.C., and to adopt an agree- 
ment with W. R. Mickelwright. The subscrib rs (with one share each) are:— 
W. R. Mickelwright, 5, Brandenbury Road, Gunnersbury, W., electrical 
engineer; W. W. Peck, 63, Meadvale Road, Brentham, Ealing, W., chemical 
engineer. Private company. The number of directors is not to be less 
than two or more than three; the first are W. R. Mick-lwright and W. W. 
Peck. Registered by W. A. Warren, 25, Ironmonger Lane, Е.С. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Stearn Electric Lamp Co., Ltd. (95,340).—Return dated July 
98rd, 1912 (filed July 24th). Capital £4,070 in £10 shares; 407 shares taken up; 
£10 per share called up on seven; £'7J paid; £4,000 considered as paid on 400 
shares. Mortgages and charges: Nil. 


United River Plate Telephone Co., Ltd. (23,654).—Return 
dated August 6th, 1912. Original capital £500,000 in £5 shares. Present capital 
£2,000,000 in £5 shares (230.000 ord., 40,000 pref. and 180, 00 unissued); 230,000 
ord. and 40,(00 pref. taken up; £6 per share called up ou 214,600 ord. and 40,000 
pref.; £1.270,000 paid; £t0,000 considered as paid on 16,000 ord. Mortgages 
and charges: E. 00, O00. 


Tubes, Ltd. (91,22 1).— Return dated July 25th, 1912 (filed Sep- 
tember 20th). Capita! £100,000 in £1 shares; all shares taken up; £62,859 
paid; £17,141 considered as paid. Mortgages and charges: £239,500. 


United Electric Tramways of Monte Video, Ltd. (80,456).— 
Return filed July 23rd, 1912. Capital £1,000,000 in £5 shares (100,000 pref, and 
100,000 ord.) ; 90,000 pref. and 80,000 ora. tak. n up; £5 p r share called up on. 
16,221 pref. and 12,800 ord. ; £145,105 paid; £704,895 considered as paid on 72,179 
pref. and 67,2.0 ord. Mortgages and charges: £50,000. 


Buenos Ayres City and Suburban Tramways, Ltd. (114,031). 
—Agreement for further advances and holding over requirement of issue of 
bonds, dated September 4th, 1912, to secure not more than £20,000. Property 
charged: The company's undertaking aud property, pre-ent and suture, includ- 
ing uncalled capital. Holders: Buenos Ayres Port and City Tramways, Ltd., 
2, Broad S.reet Place, E.C. 


South American Cable Co., Ltd.—Return dated Angust 6th, 
1919. Capital £600.000 in £10 shares; 24,707 shares taken up; £147,070 paid ; 
£100,000 considered as paid. Mortgages and charges: Nil. 


British and Continental Electricity Co., Ltd. (57.088).— 
Return dated September 13th, 1912. Capital . O, O00 in £1 shares (10,000 pref.) ; 
1,000 pref. and 997 ord. shares taken up; £16,370 paid on 790 pref. and 847 ord. ; 
£8,600 considered as paid on 210 pret. and 150 ord. Mortgages and charges: 
Nil. | 


Pontelec Welding Patents, Ltd.—I««ne on September 27th, 


1912, of £300 debentures, part of a se. ies of which particulars have already been 
filed. 


G. H. Cox & Co., Ltd.— Issue on September 10th of £1,000, and 
on September llth, 19'2, of 4500 debentures, paits of a series of which 
particulars have already been filed. 


South London Electric Supply Corporation, Ltd.—I+sue on 
July Ist of £10.000, and on July 30th, 1U! , of £00 debeutures, parts of a series of 
which particulars buve already been filed, 


North Wales Power and Traction Co., Ltd. (78 193).—Par- 
ticulars of £7000 "B" ‹ ebentures, crested January Hist, I 12, filed pursuant to 
Section $8 (3) of the Companies’ (Consolidation) Act, 1508, the whole amount 
being now issued. Property charged: ‘The company's undertaking and 
property, present and future, including uncalled capital, subject to certain prior 
charges but ranking in priority to second mortgage debentures. No trustees, 
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“7°? Electric Lamp Manufacturing Co., Ltd. (96,594).— 
Memorandum dated September 20th, 1912, endorsed on £25,000 debentures, 
increasing rate of interest from 6 per cent. to 8 per cent. 


Creed, Bille & Co., Ltd.—Two debentures, dated October 3rd, 
1912, to secure £1,175 and £2,350 respectively, charged on the company’s 
undertaking and property, present and future, including uncalled capital. 
Holders: W. A. Coulson, 156, St. Vincent Street, Glasgow, and F. G. Creed, 
206, Selsdon Road, Croydon. 


Mann, Egerton & Co., Ltd.— Debenture. charged on company's 
undertaking and property, present and future, including any issued or uncalled 
enpital (but not unissued capital, or calls already in arrears), dated October 8rd, 
1912, to secure all moneys due, or to become due, from the company to Barclay 
and Co., Ltd., 54, Lombard Street, E. C., not exceeding £10,000. 


Brush Electrical Engineering Co., Ltd.— Issue on September 
90th, 1912, of £20,000 debentures, part of a series of which particulars have 
already been filed. 


Hong Kong Tramway Co., Ltd.— A memorandum of satisfaction, 
to the exstent of £2,000, on September Brd, 1912, of trust-deed dated July ist, 
1903, securing 4195. 000, has been tiled. 


Edmundson’s Electricity Corporation, Ltd.— Return dated 
August &th (filed September lith), 1912. apital £800,000, in 80,000 ordinary and 
0, 000 preference shares of £5 cach. All shares taken up. £734,000 paid on 
66.200 ordinary and 80,000 preference. 4 6,000 considered as paid on 18,200 
ordinary. Mortgages and charges: £472,000. 


Clarke, Steavenson & Co., Ltd. (57.821).— Return dated 
September 5th, 1912. „ Capital, £3,000 in £1 shares. All shares taken up. £1 
per share called up on 1,400, and 15s. per share on 1,603. 4 2, 600 paid. Mortgages 
and charges: £300. 


(General Accessories Co., Ltd. (104,464).—Return dated August 
5th, 1912. Capital £2,000 in 1.580 6 per cent. pref., 020 5 per cent. pref., and 500 
ord. shares, all of £1 each ; 1,552 pref. (class of pref. not stated! and £00 ord. 
shares taken up; £632 paid; £1.420 considered as paid. Mortgages and 
charges: Nil. 


Blackburn, Starling & Co., Ltd. (61,30?).— Return dated 
August Ist (filed August 17th». 1912. Capital £12.000 in £! shares; 13,168 shares 
taken up; 47.268 paid; 48.000 considered as paid. Mortgages on frechold 
property and workshops: £4,600. 


Ackroyd & Best, Ltd. (51.600).— Return dated August 22nd, 
1919. Capital £25.000 in F. 0 pref. and 1.800 def. shares of £5 each: all shares 
tahen пр; 45 per share called up on 3,10? pref.; £15,500 paid; 49. 500 considered 
as paid on ! O0 pref. and 1.800 def. Mortguges and charges: £53,850 sealed debs. ; 
£7,550 tloating debs. sealed to cover overdraft at bank and guarantors. 


Halifax and Bermudas Cable Co., Ltd. (28.972).— Return 
dated September 19th, 1912. Capital 450.000 in £6 shares; all shares taken up; 
250,000 considered as paid. Mortgages and charges: Nil. 


CITY NOTES. 


Uxbridge and District Electric Supply Co., Ltd. 


THE directors report that the accounts for the year ended December 
31st, 1911, show a gross profit of £4,355. out of which interest on 
debenture stock absorbs £3,287, leaving £1,068, plus £751 brought 
forward, making £1,8] available. Outof this there is to be placed 
to bad debts reserve £255, to write off from preliminary expenses 
aud discount on debentures E793, to write off advance to wiring 
department £76, carrying forward £695. The troubles through 
which the company has passed during the preceding two years can 
now be looked upon as ended, and the directors have every con- 
fidence in the future success of the undertaking. The business con- 
tinues to grow in a satisfactory manner, and applications for 
lighting and power are corning in daily at prices which are satis- 
factory, and which it is anticipated will produce a considerable 
addition to the balance at the credit of profit and loss when this 
year's accounts come to be made up. The total output for 1911 was 
815,995 units. In the balance-sheet several items still remain from 
the old accounts. These are having the attention of the directors, 
who will deal with them in due course. Since the end of last year, 
the directors have been successful in placing £15,000 of the 6 per 
cent. cumulative preference shares, and they are negotiating at the 
present moment for the placing of the remaining £10,000, which 
will be required in the immediate future for remunerative exten- 
sions. It 15 the intention of the board during the current year to 
commence the supply of electricity in the Beaconsfield area. and to 
duplicate and extend the existing mains and network in Gerrard's 
Cross. 


At the twelfth ordinary general meeting held on Thursday last 
week at Hamilton House, Victoria Embankment, Mr. Cuas. H. 
MCcEUEN, in moving the adoption of the above report, said that the 
gross profit for the year under review had amounted to £4,354, 
and that the troubles through which the company had passed 
during the past two years could now be looked upon as ended, and 
the directors had every confidence in the future success of the 
undertaking. 

Mr. T. PETERSEN seconded the motion, and the report was 
adopted. 


Drake & Gorham, Ltd. 


Ат the annual meeting held on the 16th inst., Mr. B. M. Drake 
(the chairman), in moving the adoption of the report (see ELEC- 
TRICAL REVIEW, p. 589), said that the profit of £9,021 for the year 
was £1,537 better than for 1911, which showed an increase of 
£1,427 on 1910. They were adopting a conservative policy in 
proposing to keep the dividend the same as last year, for their avail- 
able working capital was none too large for the important develop- 


ments that they had in hand. Experience showed them that their 
policy of employing the best engineers and workmen was sound, for 
with work going on in every part of the country, it was essential 
that managers, foremen, and men, should all be equally interested 
in securing the good name of the firm. Colonel Holden, late R.A., 
F. R. S., M.LE E., &c., had consented to give the firm the benefit of 
his long experience as superintendent of the Arsenal in 
connection: with certain new developments which the company 
had in hand. The chairman proceeded to give a lengthy 
list of the names of some of the years clientele, The 
impetus given to electric lighting by the introduction of the 
metal lamp still continued, for not only were they enabled to bring 
electricity within the means of many who could not formerly have 
afforded the luxury, but it had also decreased the billa for energy 
from supply stations to such an extent that it was now actually 
cheaper than gas. The policy of conducting their wholesale 
business as an entirely separate organisation had been justified. 
The turnover had considerably increased, and a still further 
improvement was apparent on the few months of this year's 
trading. All trade orders were now received at 1, Felix Street, 
Westminster Bridge Road, which was adjacent to their stores, and 
this had facilitated the handling of goods and resulted in improved 
delivery. The business of the Metallic-Filament Lamp Co. trading 
in Liverpool had been acquired during the year, the coneideration 
for goodwill being met out of part profits, so that for a time the 
benefit of this business would not be apparent in the balance- 
sheet, but the results so far had fulfilled expectations. 
Their manufacturing profits had increased considerably, and the 
factory was at present busy. The use of electricity as a means of 
transmitting power was rapidly extending, and during the year 
they had done work of this class for the Droylesden Foundry Co., 
Ltd., T. Littlewood & Sons, Ltd., Porritt Bros. & Austin, Deakins, 
Ltd., Black X Brownlow, and others. Trade had been particularly 
brisk in the North, and the Manchester branch was to be congratu- 
lated on the greatly improved results. Judging by the numerous 
inquiries received, he had every hope that if the present wave of 
good trade continued, and the political horizen cleared, their pro- 
gress might continue. 

The report was adopted, and the dividend declaration of 44 per 
cent. on the ordinary shares was approved. 


Auckland Electric Tramways Co., Ltd. 


THE annual meeting was held on Monday at the Electrical Federa- 
tion Offices, Kingsway, W.C., Mr. C. G. Tegetmeier presiding. 

The CHAIRMAN, in proposing the adoption of the report (see 
ELFCTRICAL REVIEW, page 630), once again congratulated the 
shareholders upon the results of a successful year's working. The 
progressive expansion in their business which they had experienced 
in every successive year of the companys operations since they 
started electrical running in 1902 had been continued during the 
past year, and although there was no increase in the route-mileage 
worked, the traffic receipts showed an increase of £18,975, and 
amounted to £229,142, which was nearly £10,000 per route-mile of 
line. The number of paesengers increased from 33 millions to 
36 millions, The population of Auckland served by the tramways 
was about 100.000, so they carried that population 360 times in the 
course of the year ; in other words, they carried daily an average 
number of passengers equal to the whole of the population, and, of 
course, on many days they carried a number very largely in excess. 
The working expenses showed a considerable increase, the larger 
portion of which was in the item of power and running expenses, 
which amounted to £85,607, or £12,509 more than in the 
previous year. А considerable portion of this increase was 
the natural result of the largely increased car-mileage, and 
another portion was due to the large increase in wages to 
the men. The expenditure on repairs and maintenance— £34,137 — 
was £6.010 less than in the previous year. but, in addition, they 
spent upon the important item of renewals £7,570, which was 
charged to the renewals and depreciation account. The expenditure 
upon renewals, more particularly upon renewals and reconstruction 
of the permanent way, was likely to be an increasing amount for 
«ome years to come, and during the next few years they would 
probably make very considerable inroads upon the renewals and 
depreciation fund. The necessity of making provision for expendi- 
ture of this nature could not be questioned. Out of last year's 
revenue tbey had set aside £20,000 to the renewals account, which 
was the eame amount as in the previous year. The account would 
then amount to £71,007, or a net increase of £12,429 during the 
year, and they believed they were providing adequately for the 
future in that respect. Debenture and other interests had absorbed 
£17,321, and the rental and percentage of profits payable to the 
Auckland City Council required £5,258. Since the last meeting he 
had paid a visit to Auckland, and had had the advantage of dis- 
cussing with the local directors and the management many 
matters of importance in connection with the company's business, 
It was three years since he had been in Auckland previously, 
and he was much struck with the developments that had taken 
place, and the progress that had been made in the interval. The 
most noticeable feature was the growth of the suburban districts, 
which, owing to rapid and eflicient tramway communication, were 
becoming more and more the residential area of the city. The 
crush of people and tramcars at their city terminus at five o'clock, 
and for some time after, every day, compared in intensity with the 
most crowded centres of London, and in Auckland, as well as in 
London, the difficult question of providing tramway facilities for 
large bodies of people wanting to leave the same spot at the same 
time had to be dealt with. The matter had the most serious con- 
sideration of the management, and also of the Auckland City 
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Council, whose co-operation they most gladly welcomed. In every 
direction Auckland had made exceptional progress during recent 
уса and the present evidences of prosperity were very marked. 

he expenditure of à community upon tramway travelling might 
be regnrded as a fairly reliable barometer as to its prosperity. and 
if they adopted that test they might be well sati:fied to note that 
their traffic receipts equalled considerably over £2 per head of the 
whole population per annum, as compared with the 10s. per 
head, which would be regarded as a fairly satisfactory 
figure in a prosperous community in this country. He saw 
no reason to doubt that this progress would be continued in the 
future. The one thing needed, and that might be said of New Zea- 
land generally was & more rapid increase in the population. 
An important matter that came up for settlement during his 
visit to Auckland was the revision of the terms and conditions 
of employment in the companys service; a matter 
which had been discussed by the board before he left 
this country. Тһе labour legislation of New Zealand 
provided machinery by means of a Conciliation and Arbitra- 
tion Act for dealing with industrial disputes and for settling 
the relations between employer and employed, but it had this 
somewhat extraordinary feature—that it permitted any industrial 
union by cancelling its registration under the Act to free itself from 
its operations and from the jurisdiction of the Arbitration Court. 
The Auckland Tramways Industrial Union adopted that course, 
and previous to his arrival in the city had formulated rather 
extravagant demands for increased wages and improved conditions 
of service. and the question had to be settled between the company 
апа the Union direct. The company had always been desirous of 
meeting its employés in a fair and equitable manner, and they were 
prepared to go to the fullest extent, which they considered reasonable 
and practicable. At one time a strike seemed imminent, but he 
was glad to say that after many conversations and discussions 


their proposals were accepted and an agreement was arrived at 


which represented a very material increase in the scale of wages, 
besides providing concessions in other directions. The agreement 


involved an increase in their wages bill of not less than £12,000 ` 


& year, which was, he thought, a very liberal sharing with labour 
of the profits of the company. It came into force at the beginning 


of the year, so that the present accounts only showed the effect 


of the increased expenses for six months. Under the new scale 
their motor men, after three years’ service, got 1s. 24d. per hour, 
and conductors Is. 14. per hour, which was probably double what 
men in similar positions received in this country. All time worked 
over 8} hours in any one day was paid for at time and a half 
rates, and they guaranteed all traffic men a minimum of eight 
hours wage per day. They were able to pay those high wages, 
because of the high scale that prevailed in all industries in New 
Zealand, and the correspondingly high purchasing powers of the 
people gave them their high traffic receipts. During his two 
months’ stay in Auckland, he had opportunities of meeting the 
Mayor and members of the City Council and other local bodies, and 
he was glad to say that their relations with them continned 
cordial and harmonious. The history of the company had been one 
of continuous expansion and continuous capital expenditure. Ten 
years ago they started with 43 cars and 900 KW. of plant, which at 
that time was considered an extravagant scale for remunerative 
employment, with the result that the promoters of the company 
were left to carry the whole of the financial burden of the under- 
taking. In successive years as requirements had increased, large 
sums had been spent in providing increased facilities, and to-day 
they had 136 cars and generafing plant of 4,900-KW. capacity. 
Their capital expenditure last vear amounted to £85,351, of which 
£38,000 was spent on cars, £21.000 upon power station plant and 
machinery, £7,000 upon developments of the permanent way, 
£12,000 upon a new car.shed, and the remainder upon various 
capital purposes, They had also spent £5.567 on the purchase of 
the freehold of their power station site, which under their lease 
they had the option of buying at a price which was very much less 
than its present market value. Their stores and materials 
on hand were £11,000 more than on June 30th, 1911, 
their sundry debtors were £7,500 more, and cash was 
4 16,000 more. To provide the necessary funds for that 
expenditure, they issued during the year £50,000 of preference 
shares, and £50,000 of debenture-stock, and for some time past they 
had been using their reserve funds for the purpose of capital out- 
lay, instead of issuing fresh capital. The capital outlay of the 
company was very largely in excess of the share and débenture 
capital. They had considerable further capital expenditure in view. 
and to meet the needs of developing suburbs, they had agreed to 
construct several short extensions, and were increasing their 
rolling stock by 25 more cars, all of which they hoped to have 
available before this time next year. That would make a total of 
161 cars, or an addition of 61 cars, costing about £70,000 in two 
years. That large increase necessitated the provision of still 
further саг-вһеа accommodation, and also an extension of their car 
repair works and equipment, and altogether a good deal of 
expenditure would have to be incurred. They proposed to make 
an issue of £50,000 in preference shares, and although their 
preference shares at the present time were at a considerable 
premium, they proposed to give shareholders the full benefit of the 
shares, and to adopt the same course as on tbe last occasion by 
offering the new shares pro rata, to existing ordinary and 
preference shareholders at par. The issue of those shares would 
enable them to issue another £100,000 of debenture stock when the 
need arose, which would place them in a very strong position with 
regard to further capital requirements. In conclusion, the chair- 
man said that the company was well served on the spot by an 
excellent staff, and he saw every reason to! anticipate continued 


prosperity 


Mr. C. SHIRREFF HILTON seconded the motion. 

Mh. LEO MYERS, as one who had recently returned from Auck- 
land, endorsed the remarks of the chairman as to the present 
prosperity and future possibilities of the city, and expressed his 
confident opinion in the future of the company under its present 
able inanagement both in London and New Zealand. 

The CHAIRMAN, in reply to a shareholder, said that the agree- 
ment with the men's union was for one year, and it was to remain 
in force thereafter until one side or the other gave notice to 
terminate it. 

The report was adopted. 

Subsequently, at an extraordinary meeting, a resolution was 
unanimously passed increasing the capital from £450,000 to £500,000 
by the creation of 50,000 new preference shares of £1 each, rankiny, 
pari passu, with the existing preference shares. 


Ottawa Electric Co.— This company has resolved to 
increase its capital from $2.000,000 to 95.000, 000. Large extensions 
and improvements are contemplated. The president of the com- 
pany is Mr. Thomas Ahearn, Ottawa. 


Continental.—BxtLcirvx.—La Société de la Manufacture 
de Cables, Accumulateurs et Appareils Electriques, of Seneffe, is 
declaring a dividend of, 3 per cent. for the last financial year. 


Kaministiquia Power Co.—The directors announce a 
dividend at the rate of 4 per cent. per annum, for the quarter 
ending October 31st. 


Montreal Light, Heat and Power Co. — The 


directors have declared a dividend of 2} per cent. on the paid-up 
capital stock, being at the rate of 9 per cent. per annum, for the 
quarter ended October 31st. 


Clyde Valley Electrical Power Co.— Мг. F. G. 


Gardiner, who presided at the half-yearly meeting of this company 
in Glasgow, moved the adoption of the report, and said that the 
adverse effect of the coal strike on the company's output and 
revenue had not been so great as might have been expected, that 
the company continued to show substantial progress, and that there 
was a steady demand on the part of manufacturers of all classes 
for the company’s supply. The contracts for supply showed an 
increase of 4,000 H.P. during the half-year. The prov. order 
authorising the company to issue cumulative preference shares and 
for other purposes had been passed, and the confirming Act has 
received the Royal Assent. The report and accounts were adopted. 
Resolutions were passed authorising an issue of preference shares 
and the creation of a special reserve fund. 


STOCKS AND SHARES. 


Tuesday Evening. 


Or the panicky feeling which demoralised markets about ten days 
ago there has been no recurrence, but it cannot be said that the 
Stock Exchange is at all happy. The aftermath of the slump is to 
be seen in severe liquidation, though of a quiet kind, and con- 
fidence continues very coy about returning to the Stock Exchange 
markets. The chief seat of the uneasiness is in Paris, while 
some of the Belgian operators are known, to have been speculating 
beyond their means. The only effect, however, upon the markets 
with which we are concerned is to bring about a little depression 
in the prices of Latin-Canadian issues, to which the state of affairs 
in Mexico adds emphasis. 

The principal feature in the Home Railway markets, so far as the 
price movements are concerned, is a jump of 12s. 6d. in Great 
Northern and City Railway Preferred Ordinary, the shares to which 
reference bas been made here a good many times as worth the 
attention of the long-sighted capitalist prepared to take up his 
interest and wait for developments in the future, Rumour is busy 
with the idea that the Great Northern and City may be linked up 
with the other tubes, while it is also said that the Great Northern 
Railway is at last going to endeavour to get control. This latter 
was the basis upon which many of the original subscribers founded 
their applications for shares, but it was destined to be rudely upset 
almost from the start. Its revival msy be due in some measure to 
the «xpectation— or bope—that the Midland intends to obtain a 
controling interest in the City and South London, though this 
particular anticipation is a little damped this week by a fall of 2 in 
the price of City and South London Ordinary stock. 

On the other hand, Central London Ordinary and Deferred have each 
regained a small part of their last week's falls, though the Preferred 
at 84 is a point down. It is worth remembering, in connection with 
Home Railways, that the second half.year is that in which the 
" fat" dividends are paid upon most of the stocke. Central London 
Deferred, for example, carries the full year's distribution in its price 
up to the end of the twelvemonth. Metropolitans, after touching 
56, came back to 54, and Districts rore to nearly 40 before they 
reverted to 351. 

London United Tramways Preference shares recovered the 10s. 
which they shed last week, but there is no particular change in 
Metropolitan Electric Tramways issues. British Electric Traction 
5 per cent, Debenture stock fell away 34, and the 6 per cent, Pre- 
ferred is à down at 123. 
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In the English Electric Lighting market the changes are fairly 
well distributed between rises and falls. While there are advances 
in Brompton Preference, Charing Cross Preference, and St. James's 
Ordinary, there are small falls in Bournemouth and Poole Ordinary 
and Second Preference, County of London Ordinary, and West- 
minster Preference. A rise of £1 in City of London Ordinary 
restores the quotation to its level of last week, and there has been 
a disposition to buy the shares speculatively again. The market, as 
a whole, is very quiet, and the recent little buying movement has 
been somewhat checked by the consideration that the final divi- 
dends for the year are certainly not likely to be improved by the 
incidence of the Insurance Act, and the increased cost of fuel, &c., 
due to the labour troubles this year. 

Mexioo has the ever-present thorn of revolution to trouble the 
country's securities once more this week. The rebels have 
certainly done their work well up to now, and few people on this 
side will be astonished if they succeed in planting General Felix 
Diaz in the Presidency and turning out the present occupant of the 
office, President Madero. If this can be acvomplished without 
much bloodshed, the general Stock Exchange opinion seems to be 
that it will be a step in the direction of something like a real 
settlement of Mexican affairs upon a more permanent basis than 
has been enjoyed for the last half decade or so. 

Mexican Light and Power, after its 6 points fall, is another 1} 
down, and Mexican Electric Lighting bonds and Vera Cruz bonds 
are lower by & point each. Mexican Tramway Common shares 
shed 21, and the 5 per cent. bonds lost 1. There is no movement in 
Monterey Debentures. Montreal Light, Heat and Power recovered 
half of its 12 points fall, and Shawinigan Water rallied to the 
extent of 3, while Canadian General Electrics are 1 to the good. 
Calcutta Electric Supply Ordinary are 4 down; the interim divi- 
dend at the rate of 7 per cent. per annum has just been annuunoced. 
Calcutta Trams are also easier, falling à to 6}. Rio Trams 
have regained 9, and Sao Paulo Trams 7, of their previous 
big falls, and the First Mortgage Bonds rallied 4. Anglo- 
Argentine 4 per cent. Debentures eased off 4. The amount 


which the underwriters of the recent new 5 per cent. Deben- . 


ture issue had to take up came to about 80 per cent. The 
company's first Preference shares, however, recovered yy. British 
Columbia Electric stocks are firmer. Part of the many falls last 
week were due, of course, to the expectation—or to the anticipa- 
tion, rather—of sellers coming along to realise investments in 
order to raise money required to pay differences ; but not much real 
stock came out, and upon the appearance of bargain-hunters, 
quotations were quickly readjusted to a level approaching that 
which prevailed before the slump. 

"The Telegraph market has been undergoing violent excite- 
ment in connection with Marconis. After falling to 41, the price 
jumped to 5 with scarcely a break, reverting later on to 5y,, 
leaving a rise of y on the week. The Preference moved in sym- 
pathy. All the friends of the celebrated inventor are thankful 
that he has escaped from his motor accident with the loss of one 
eye only, much as they have regretted that there should have been 
this result. At first, it was greatly feared that Mr. Marconi might 
lose his sight altogether. The somewhat grim jest in the Stock 
Exchange is that the name of the great scientist ought now to 
be spelt without the final letter, having regard to the result of his 
operation. 

National Telephone Deferred is again & point lower, and West 
India and Panama Telegraphs rallied +, to lose it later. Move- 
ments in all speculative stocks and shares are extremely erratic, 
and, as the Stock Exchange says, markets cannot be trusted very 
far, in view of the unsettled conditions of financial affairs, more 
especially on the Continental Bourges. Indo-European Telegraphs rose 
4, but Great Northerns have not yet recovered from their weakness. 
Direct United States eased off to 74; the Anglo American group aa 
a whole is a little lower. Amazon Telegraphs are 3 up, while 
Globes moved down to 11 middle. 

There are several changes of consequence amongst Manufacturing 
shares. Edison & Swan partly-paid shares have been marked 
down ү; —sbares changed hands at ба. 3d. the other day—and the 
fally-paid were put down 4. These falls may possibly be the out- 
come of the suggestion to reorganise the capital, of which mention 
was made here last week. Brush 4} per cent. Debenture dropped 3, 
from which it might appear that the attempt to place the new 
6 per cent. participating Debenture, by the process of allotment, 
were not a great success so far. Castner-Kellners and Dick, Kerrs 
are both yy better, while India-Rubber shares have begun to go 
back again. Baboock & Wilcox loat their previous improvement, 
though British Aluminium Debenture continues to creep up. The 
Rubber Share Market is dull and depressed, the dwindling in the 
price of the raw stuff causing a certain amount of exasperation to 
rubber shareholders whose guides and counsellers had been 
promising them that the day of improvement in the produce was 
near at hand. 


Metallic Seamless Tube Co,, Ltd.—According to the 
Financier, the report states that the net profite for the past year 
were £3,580, plus E 5. O03 f brought forward. A dividend of 10 per 
cent. is proposed, adding £5,000 to the reserve, and carrying 
forward £1,740. 


Calcutta Electric Supply Corporation, Ltd,— The 
directors have declared an interim dividend, at the rate of 7 per 
cent. per annum, on the ordinary shares for the six months ended 
June 30th last, payable on November 15th. .. . | 


MARKET QUOTATIONS. 
IT should be remembered, in making use of the figures appearing 


in the following list, that in some cases the prices are only general, 
and may vary according to quantities and other circumstances, 


Wednesday, October 2Srd. 


CHEMICALS, &o. 5 


a Acid, Hydrochlorio ae .. рег ot. 5J- a 
а н Nitrio ee oe eo ee ” 22J- oe 
а n Oxalic ee ae ee per Ib. 1 oe 
a 0 Sulphuric еә ee oe per oct. ee 
А a Ammoniac Sal ee ee oe [1] 427 oe 
a Ammonia, Muriate (large crystal) per ton £29 10 ee 
a Bleaching powder .. T is " £5 10 ee 
a Bisulphide of Carbon " £ os 
a Borax.. ©» ар vx н £16 10 “ә 
а ї Sulphate ee ee ee n ee 
a А Nitrate ee eo ee [1] #296 10 ee 
а n White Sugar ee ee 50 295 10 ec 
Mein 3 . eo m 1 £83 ee 
e Met y t.. ee , per 0 ee 
a Potassium, cia EE in casks Sec Tb. oe 
а Potash, Caustic (88/90 %) . рет ton £93 10 ә 
а » Chlorate .. ee ee per lb. ae 
a „ _ Perchlorate és 29 " ‚ ee 
a Potassium, Cyanide (98/100 %).. " oe 
(for mining purposes only) 
a Shellac ee ee ee • рег owt, 70/- e. 
a Sulphate of Magnesia... .. per 24 10 A 
a Sulphur, Sublimed Flowers " £6 10 "P 
a ES Recovered vs os si 45 10 а 
a" s Lum oe ee ve "» £5 6 oe 
а Soda, Caustic fwhiio 70/72 90) .. n £106 -— 
а [1] Chlorate ee ee ee per Ib. ee 
a L1] Crna ee ee ee per ton 5 ee 
a Sodium Bichromate, casks . per lb. Bd. bs 
METALS, &c, 
b Aluminium in ton lots per ton £85 £8 inc. 
: Wire, in ton lots. „ £112 £10 inc, 
b Sheet, in ton lots .. $i #120 ee 
p Babbitt's metal ingots .. 436 to £145 i: 
c Brass (rolled metal T to 12° basis) per Ib. эа. ә 
с „ Tube (brased) $i d. dec. 
с н " solid drawn) ee " е . 
V : “ase 
є ee » . 
€ „ » (solid drawn) n 1134. ў. дес. 
2 ым Bars (best selected). рег ton 1 Д4 dec. 
g 89 ee ee и £91 £4 dec. 
g н e oe • ee £91 24 дес. 
„ (Electrolytic) Bars сж " 282 10s. dec. 
d in - Sheets .. и £99 21 10s. dec. 
4" н Н.О. Wire per Ib тен Ad "uc 
n м . pet е 0 0 
? Ebonite Rod ee ә ae n ee 
7 n Sheet oe ee ?, 4/9 oe 
gp German Bilver Wire " Ы 110 я 
h Gutte-percha, А so M da - 
h India-rubber, Para fine .. oe " oat 28. deo. 
4 Iron (Cleveland warrants) .. per ton 66 6d. dec. 
„ Wire, galv. No. 8, P.O. qual. " £14 РУХ 
g Lead, English РЕА Е oe н £19 19 6 £3 be. dec. 
m Manganin Wire о. 28 eo x) per Ib. 6/6 ee 
& T . per bot. £8 А 
e Mica (in original cases) small per lb. 64. to 8s. - 
9 „ " » medium н 75 c s . 
н bal ee 
p Phosphor Brons n" па. oe 
р " " rolled bars & » ‚© 
Р » strip & sheet " sd 
o Platinum ee ө ee ee per os, 1 ee 
d Silicium Bronze Wire .. per lb. id. ino 
i et, in bars. .. per ton ss 
g Tin, Bloc (Engien) A ex РА 2931 to 2988 inc. 
P n Wire, os. 1 to 16 ee oe per ib. a ee 
p White Anti-friction Metals .. per ton 445 to £150 ee 
& Zino, Sh't (Vieille Montagne bnd.) " 881 126 ee 
Quotations supplied by— 
a G. Boor & Co. і Bolling & Lowe. 
b The British Aluminium Co., Ltd, k Morris Ashby, 
c Tbos. Bolton / Richard Johnson & N ‚ Lad, 
d Frederick Smith & Co, m W. T. Glover & Oo., 
0 F. W Bons. аР. & Bons: 
f India-Rubber, Gutta-Percha and od Matthey & Оо., Led. 
Telegraph W xx Ew. F, Dennis а Oo 
FTW. F. 4 
{ Baward Ti а 


Ferranti, Ltd.—The annual meeting of this company 
was held yesterday, Thursday. Our report will appear next, week. 


Monte Video Telephone Co., Ltd.—Our report of this 


company's meeting, which was held on Wednesday, will appear 
next week, 


West India and Panama Telegraph Co., Ltd.—The 


directors announce a dividend of 1s, 6d. per share on the ordinary 


Cuba Submarine Telegraph Co., Ltd,— The directors 
have declared a dividend at the rate of 6 per cent, per annum for 
the half-year ended at June last. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


ENGLISH ELECTRICITY SUPPLY AND POWER DUREE 


| Closing | Rise | Present 


| | 
Btock Closing | Rise | Present | | 1 2 ic | 
NAMB, вес от [passa Quotations | + or Yield || NAMB, | tài um Quotations | + ог | Yield 
| Bhare. | Oct. 22nd. | Fall p.c. | | Bhare. | Oct. 22nd, | Fall p. o. 
| * (jn. 1012 | £ s. d. | * 19.1912. 2 s. d. 
Bournemouth — гем 225 uà 1 % 5+ | 94—10 — 4 5 49 Kensington & Knightsbridge, Ord 6 | 9 | 8 TÀi— 8 612 6 
Do, 44% P „| 1| 4| - 0 4 D Do. 4% Deb. .|Btock| 4 | 4 | 90 — 98 |460 
Do, Second T Pret, ee 10 | 6 6 | 10—100 | 4 514 8 Kent Elec. Power, 4 % Deb, .. | Stock af | 44) 78 — 82 5 9 9 
Do. 4496 Deb. Stock. ..|Btock| 45 | 44 | 98 —100 s 410 0 || London Electric, Ord. .. ee 8 2 s lü— 2 310 8 
Brompton & Kensington, Ord... | 6 |10 | 9 9 — 94 5 5 8 Do. б Pref. .. . 6 | 6 4ij— 5 [614 8 
о Do. . Ta com - 5 1 7 81— 9 + 3/317 9| N eK. First Mort. Deb. „Stock 4 1 3 — 98 : А. 0 
entra eot с p 4 % etropolitan ec | 6 i 4 | 4t 88— 4 | 0 
ары, 5e. zd фе Жей Кыч %% Do. 4 % Cum. Pref... ..| 6 | 4| 4) 4— 4 |.. |417 4 
Charing Cross, West End & City | b 5 | ti 4i— 52 | 413 0 Do, 44 % First Mort. Deb... Stock 4 | 4 99 —102 | 4 8 8 
Do. 48% Cum. Pref. | 5| 4| 4| 42 414 9 Do. 84 % Mort. Deb. .. | Btock | 86 — R8 819 7 
Do “Aw белан, 8 a| a| «— а |+:|в о о | Midland deve eoim) а а vicm |. em в 
Do, Do, 4% Deb... 100 | 4 1 94 — 96 4 8 4 Newcastle-on-Tyne 5 96 Pref., | | ; q 
. dace D x x Р b 5 i} 44— 5 5 0 0 X E ers -Cum, | 5 5 5 | @— 1i 5.3 1 
e .. Stock 4 44 | 98 —101 my, К m Torth Metropolitan Power Вир. | © | 
= of London, Ord. T ae 10 | е} 16 — 18 t+ 1,49 0 ply, 5 % Mortgages (Red. yj 100 5 5 | 983—101} 2d 418. 6 
о. 6% Cum, Pref. .. ee 10 6 6 123— 14 .. |4 5 9 || Notting Hill, 6 % Non-Cum. 10 6 610 — 11 591 
Do. 6% Deb. .. ee Stock Б Б | 118 —129 42 0 Pret. | | 
Do. 44 Second Deb, 1% 100 | 44| 43 99 —102 |. [4^8 8 Oxford 6 146 6 — 64 6 11 6 
County of London, n: А | 10 | 6 | 4| LI 113 — {+15 2 2 Bt. James’ and Pall Mall, Ord. 6 | 10 | 10} 9 — 10 +4/5 0 0 
Do. 6 % Pref, .. » | 10 | 6 | 6 | 118— 12 .. |419 0 Do. 796 Pref. .. NX RS. 62— 71 | 416 7 
d4 Deb. Stock | 4 44 | 106 —108 |4 8 4 Do. 84 % Deb. ab 100 84 | 8à 85 — &8 3 19 7 
— Becond Deb, „Stock d 44 | 100 —108 4 8 8 Smithfield Markets, Ord, ex AES A КРК 18— 1 T 
Edmundson's, Ord. e oe [Ий .| = H Nil South London, Ord. ..  .. Е tsa з — 514 8 
Do. 6% Cum. Pret. .. 6 мі Nil] 8— 83 Nil Do. 5% First Mort. Deb. .. | 100 | 6 | 5 | 98—101 419 0 
Do. 44 % First Mort. Deb, 100 44 44 H — 87 5 8 6 South Metropolitan, 7 96 Pref... 1 1 7 | Ik 1 5 12 0 
Folkestone .. . 6 | 6 | 4— 5 „ (8.17 1 Do. 4496 First Deb. Stock .. | 100 | 44| 44| 86 — 99 111 0 
Do, 6 % Cum. Pref, T 86 b 5 Б 4&— 58 a 417 7 Urban, Ord.. * ci £3 | Nill.. "-— 9 ws x 
Do. 44% First Оер, .. .. 100 43 44| 92 — 95 . 414 9 Do. 56% Cum, Pref...  .. к а |] — 85 а 
Hove .. ee T ee ee 5 9 8 7$— xd 514 3 Do. 44 % First Mort. Deb... | 100 | 44 | 44| 844— 884 m. PM ug 
| Westminster, Ord, sa | 5 |10 | 9} 0o 1... 5 9 1 
| | | Do, 48 % Cum. Prei... 5 4 | 4 | 42 — 6 [745 5 9 
{ | | | 
| | | | 
| 
weak TE 
| | | | 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
Adelaide, 6 96 Pref e. o 6 6 6 .. |6 4 4 || Monterey Rly. Light & Power 
Calcutta, Ord... .. n] 5|8 |. — 1 1 6 Vo Mort. Beb.] 100 | 5 | 5 es s .. |518 8 
Do. 5 % TT T ee 6 5 5 4} 6 .. | 416 5 || Montreal, Lt., H. and Power .. | $100 | 8 9+ | 288 —248 46 (814 0 
Calgary Power, 1st Mort. Bas. 100 b b 8e34— 95 6 4 9 | Northern, Lt., Power and — | $500 5 5a | 89 — 49 
бшмш пеп | Bl. А ee | $100 | 7 | 7 | 116 —120 + 516 8 5 96 Ist Mort. Bonds "n кз 
Ме $100 7 1 118 —199 ee 5 14 9 River Plate, * ee eo ee Btock 10 . 240 —250 ee 4 0 0 
Cordoba x y Power and T., Ord. 1 8 1— 1 . |8 0 0 no 6 * Non-Cum. Pref, .. " 0 6 | 109 —114 1658 
eo. 0 ес. Co., Mon 
: — JJV 
еб. a a r ee — 4 + 
mien Don comet Dll oe la Ed oncom | lene I ECC edi EMILE alta 
60. ev. Mo ә er. eD. ee ee ag =", 
rt. fonds} 860 6 | 6 e- n .. [5 27 Toronto Power,  % Deb, ..| ро. i 4 9б4— 984ха | — 1 4 11 5 
9 Бы Р, and 4 L., Ord. 10/- | Nil| .. o- É ee Nil Vera Crus Lt., P. and T. oe} 100 | 6 | 6 | $8 — 96 -1 1/542 
6 % Pre 1/ 6/6 | |8146 lst Mort. Deb. 
Kaminis dals Power, 59 G. Bs. | $500 6 | 6 | 104 —1 . [414 4 || Victoria Falls Power, Pret... 1 Шалта.) H- 1 | tay] .. 
Madras, Ord. oe . b Nil | .. 1 2 ee T West Kootens yv соне and 14. } 100 | 6 | 6 | 108 —106 514 8 
Melbourne, 1 % lst Mort. Deb. | 100 | 6 | | 103 106 ; |4153 Mort. 6 % Gold e 
Mexican Lt. & Power, Common | $100 | 4 | 4t 85 — 8 xa|—14 4 11 0 
Do. 1% Oum. Pref. .. $100 | 7 | 1 | 108 —1406 1d . |612 1 
Оо. 8 & 1s Mort. Gold Bas, ee b b 98)— 954 — |5 4 9 


ee ss 10 4 |.. Ti— "i 1 31517 r 1 6 |.. 1 1 . [511 
Do. 596 Deb. Stock 6 5 96 — 88 s 5 2 0 Do. 59$ Pref. .. 1 b b ü " 6 6 8 
American Tele & Teleg., Сер, 100 8 Bt | 1454—147 — 35 8 6 || National Telephone Def Btock | 8 |.. = —1 ea 
Do. Collat. Frust mn 000| 4 4 [189 en ore Deps der Gen, Buds. 100 43 4 | 100 —101 — 349 1 
American Telegraph .. Stock В 8 67 — 69 ха! .. | 4 7 0 || Oriental Telep. és 1 8 |.. 12 — 1 [454 
Do. 6% i čo ee | Do. 6 6 | 111 —112 xd} — 36 7 2 Do. Cum. Pref. = ix ss 1 6 6 1 1 . . |418 5 
Do. Det... ee ee ee Do. 80/- ee 253— 26 ios: 5 15 b Do. 4 Red. Deb. Btook. 4 4 — 90 ee 4 9 0 
oe fore То, 5.) 100 | 6 | 5 | 102 —104 416 а || Pacific 8 XJ Do. | 4 | € | 98 —100 . 400 
сыш Тороп b 7 8 7— 4 ; 4 811 || Reuter's 10 |10 | 10+ | 114— 11ӱха + 8 8 16 2 
abe Telegra Cable, Bilg. 4% Deb. ists : 4 82 — ч — dy 4 5 Cables Trast Cert. | 6 6 | 126 —199 xd| . |418 0 
ee ЫК] эю one . 0 
. . 10 10 |10 | 1 vi . 5 14 8 е Bad. 33) Stock | | & | 994—104 ‚ |48 8 
Direct Telegraph, Ord. 6 4 | 4+ 8 81 1 45 6 8 | United River Plate Telephone 5 8 7 713 1541 
Do. Cum. Pref... és 6 |10 | 10 1 7 210 Do. 596 Cum. Pref. .. s 5 б б 4 811 
Direct W. India Cable, ble, Re 10 | 3 43 98 —100 .. 410 0 De dus. by Beg. Hob. Tel.] 100 4 | a | 96 — 90 .. 4 010 
"Do. "i xe Fret Sock Jd. Btook Stock | 7 | 7+ | 129 —182xd | .. |6 6 1 || West India and Panama Teleg. 10 | 941... — B m 
ро. 8j Book. ..| ро. | d 94| 77 — 79xd | .. |4 8 1 Do. 6% Сот. ist Pref. ..| 10 | 6 % - 11 | + 45 710 
d. .. | Do. 4 4 101 А 8 18 10 Do. 6 & Cum. 2nd Pref, .. 1 6 6 1 1617 0 
panes р ооа ee ee 10 7 q+ 19 — xd — i b b 8 осв b po ee ee ee 100 5 6 101 —108 * 4 17 1 
Do. 4 Deb. ee e e Stock [| 4 £9 —101 ee 8 19 8 ee 10 1 71 18 сш B ee 5 1 0 
Bast and 8. Africa Tel. 4 } 95 4 4 98 —101 819 8 Deb. va Stock | 4 4 - . 1418 
Mt. Db. Mauritius Sub. с Es оа nion 43 % Fdg. Bonds 81000 4 4 —l0lgxd) .. |4 8 8 
Globe Telegraph and ie 10 6 6t| 103— 11 — 415 77 
Do. 6% Pref. .. 5% e 10 6 0 1 1 . | 410 7 
Tate sn aeri vs — 18 18 55 — 593 "à б 1 : 
Indo-European bs 6: — + 
Mackay Com a T 100 5 bt — 89 15189 4 
Do. 4 et is ix 100 | 4 4 €9 — 78 i 5 9 7 
Marcont's Wireless Tel 119 |.. 5— Б + 818 3 
: Do. 7% Саш, Partio. | 1 17 4a— 4 +21814 0 


Fr 


М um otherwise stated, ali shares are fully paid. a Paid in deferred interest warrants. + Interim Dividend. ; 8s. in Funded Dividend Certs. 


Continued om nest pede. 
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SHARE LIST OF ELECTRICAL COMPANIEB.—(Oowtinued.) 
ELECTRIC RAILWAYS AND TRAMWAYS.—HOME. 


Btock Closing | Rise | Present Stock 
NAME, or Dividend* Quotations | + or Yield NAME, ee 
Share Oct. 22nd. | Fall] p.c. " Share 
Bath Trams, Pret, Ord 1 [ND | No 2 а а" || Metropolitan Ratlway Conso! 10 1 agi! сәз 54 Г $0 
ө о өө °з ee et tan eee с 

е о ee ee ee 1 b 5 Ñ e. 6 8 1 . 8 us ее ee 100 21! 64 — 66 eo 4 8 4 
Do. b. ee ee ee 100 42 43 — 81 b 11 1 Do. Deb. ee eo ee 100 87 — 89 ee B 16 ll 

Brit. Elec. 16% Pref. .. | 100 | .. | .. | 114— 133 — 4 . Do. TP ee .. | 100 85 — 87 .. | 4 0 
Я eferred 100 | .. — 8 Do. .Pref ..  .. | 100 B4 — 86 ee [416 

Do. 696 Cum.Pr'f, | 100 6,6 89 — 99 . 610 5 || Metropo District Ord. . 100 | NU |N 88 — 883 — 3 Nil 
Do. 7 Non- Cum. Pr’ e. 100 ee 88 ==, 41 Do. ё Deb. ee ee ee 100 6 6 141 —148 ee 4 4 0 
Do. 6 Гор: Deb. ee 100 5 6 90 == 94 —33 5 6 Б Do. 4 Deb. . se е 100 4 4 94 = 96 ee 4 8 4 
Do. 96 2n Deb. oe 100 [^ E. 79 = BR E 5 1 2 Do. 4 Prior Iden ee ee 100 4 4 99 —10t [E 8 I9 8 
Central ЕА, Railway, Ord. | 100 8 74 — 76 +1 1819-0 Do. P od Pref. .. ..| 100 4à 88 — 91 ee |410 0 
Do. Pref, es ee ee 100 4 4 83 — 85 —1 4 14 2 Do. Gtd. e e ee 100 4 15 = 77 ee 4 11 0 
Do. Det... "we .. | 100 9 78 — 75 +2 |2]13 4 || Metropolitan ‚ Ord. 1 b 1 ljxd| .. | 416 0 

Do. 4% Deb. ee es | 100 4 4 | 100 —102 > 818 5 Do. Det... ec - oe 1 |... u f Ni 
Ci & South on 0 ее 100 18 12 401— 413 —2 8 6 8 Do. 5 & Pref. ee ee ee 1 b б ` —Á ee 5 6 8 
е 6 „ 1891 ee eo 100 b b 107 —109 4 11 9 Do. ге b. ee oe e 100 e$ 4 — 9» —1 4 12 9 
е 1896 ее ә 100 b b 106 —107 4 18 6 Do. 6 Deb. ee ee . 100 b b : 4 19 6 

е ро. 1901 ee e 100 6 b 105 —107 4 18 6 Potteries, Ord. ee ee . 1 84 oe TR ee ee 
. е ee . 100 b 6 104 —106 4 14 4 Do. 696 e ee ео е 1 5 6 oe 6 19 0 
Do. 4 % Deb. ee ee ee 100 4 4 99 —101 e 8 19 8 Do. 6 Deb. e ee 100 1$ E — 90 eo 6 0 0 
Dublin United Trams, 6 % Pref. 10 6 8 12 — 18 .. 1412 4 || South Metro. Trams, 6 95 Pref. 6 os ji Е 2 |77 8 
Great Northern & City, Pr*f. Ord 10 | Nil | Nil 2 9 1 Nil Do. 4965 Deb. .. aie 100 4 |A 70 — „ |5 6 8 

Trams, 6 % Pret, ..| 1 | 6 | 6 — ха) .. |8 6 в Underground ies. Raflways| 10 |..|.. | 8— 4 „ | нй 

Do. 96 Deb. eo ee е е 100 a4 — 74 6 1 7 Do. $s * 17 ee ee "m p ee. ee 
sle of Raue Trams, 6 Pref. b К 9— 2, 411 0 Do. са T . | 100 E —01 | 4491 

Do. 4% Deb. ..  .. 100 | 4 4| T—8 .. |417 7 50. 6% Income ‚| 10 | 14| 22 | вт — 89 ss Ие: 

cashire United, 6 % Deb. 100 6 6 81 — 88 .. |6 0 6 || Yorkshire (West Riding), Ord. 5 [N Me А зи si өө Nil 
London Elec. Railw'ys, 495 Deb. | 100 4 4 96 — 97 4 2 6 Do. 6% Pref. .. oe oe 8 T 4 |4 9 0 
London United Trams, 6 * 10 Nil °з 5i— 6 + à ee Do. 4 96 Deb. ee ee ee 100 4 & 79 ет 88 "n be b 8 b 

Do. 4 b. .. ee .. | 100 4 C 73 — 76 . |5 5 8 | 


ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOREIGN. 


Anglo-Arg. Trams, 1st Pref. .. b t 4 БА, +М|5 6 0 || Ga Plata Elec. Trms, Ord. T 1 | Nil 
Do. and Pref, eo ee oe b t 4 5 5 n 5 8 6 Do. Pref, ee ee e 1 6 ee 8— 1 oe 6 0 0 
Do. 4% Deb .. .. «| 100 | 4 4 — — 3448 Lisbon Elec. Trams, Ord, oe 1 6 T gum 1 411 6 
Do. 43 Deb. ee ee ee 100 4 44 99 —101 4 9 1 Do. Pref. ee ee ee 1 6 6 =. 1 ee 4 16 0 
° 6 Deb. eo ee 100 6 6 99 —101 ee 4 19 0 Do. 6 Deb. eo ео ee 100 6 6 98 — 97 ee 6 8 1 
Аав Deb. .. б 6 | 1084—1064 .. | 414 9 || Madras Elec. Tr. ), Deb. .. | 100 5 6 | 100 —109 ee | 418 0 
Bombay Bleo. 8. & ; А 10 6 6 lii— 19 . |5 0 0 || Manaos Trams & ist Deb... | 100 Б b 92 — 96 -- |6 5 8 
. 4 b... .. ..| 100 | 4| 4| 98—10 |+4|410 0 || Manila Elec. R. and Lig., Bonds | $1000 | 5 | 5 | 1004—1023} | .. |4171 
Do. 6 and Deb. ee ee 100 6 6 98 —100 ee 6 0 0 Mexico Trams Com. ee ee $100 1 1 119 —116 т 6 0 8 
Brisbane Invt., Ord. ее b 8 ee 7- 7 5 8 8 Do. Gen. Con. 5 % Bonds ee ee 5 b 95 — 97 —1 b 8 1 
Do. 6б%Рте... .. .. б | 6 5 5— 5 . |418 0 Do. 696 Bonds. К 100 | 6 | 6 | 99—101 oe | 6 18 10 
Do. 4$ Deb. ee ee ee 100 44 44 1004 —1 4 7 0 Para Elec. Rlys. & Lt., Ord. ee b 10 10+ 7 — 71 oe 6 13 5 
В, Columbia Elec. Riy., Def, .. | 100 | 8 142 —147 5 810 Do. Tie $e AES. LUN 5 | 6 | 6 — . 46 91 
Do. t. Ord. ae ee ee 100 6 6 115 — 119 +8 Б 0 10 Do. 5 1s$ Deb. ee ee 100 6 6 1 —1 ee 4 17 6 
Do, 5% Pref. .. ys .| 100 6 6 | 1044 —1073 + 418 0 || Perth (W. A.) Elec. Tr., Ord. .. 1 5 51 là— 1 . 1116 4 
Do. lst Mort. Deb. .. 40 98 —101 xd 4 9 1 Do. SM e «= .. | 100 b b 99 —1 . | 418 0 
Do. Vancouver Deb. .. | 100 108 —105 . |4 5 9 || Rangoon El. Tr. & Sup., Pref... b 6 6 51— 53 6. |5 4 4 
Do. Con. Deb. e 0 100 4 5 101 — 108 4 2 6 Do. 4$ 96 1st . ео е 100 E st 97 — 99 ee 4 11 0 
Calcutta боо К b 1 5 6 — 64xd) — & |5 7 8 || Rio de Janeiro " .. | 9100 | 5 bt | 166 —160 +9 1836 
Do. б % Pref. e es | 6 Е | 8 Nie . |46 5 De Ist Mort. 5 % Bonds .. 5 | 6 |1 104 +4141 7 
. Deb. ee — Фә 100 G —102 e 4 8 8 Do. 6 Mort. ee 100 B 6 95 97 ee 5 2 7 
City Buenos Aires Trams (1904) б b Et 4 611 Do. 596 Ist Deb. ss vá 5 6 | 102 —104 .. | 414 4 
; $e pen on ie ..| 100 b b 99 —102 .. 1418 0 F ..| 100 b б 82 — 85 . 15 17 8 
Oolombo Elec. Tr. & Lt.,6% Deb. | 100 b б 96 — 99 . 16 1-0 || Southern El. Tr. B.A., 6 95 Deb, | 100 b b 96 — 98 „ 162 0 
Havana Eleo. Rly., 6 % Bonds | $1000 | 6 6 99 —108 . | 417 1 || Un. Elec. Trams Monte Video 8 7 66— . 1514 8 
Kalgoorlie Elec. ee ee 1 Nil $5 ee Nil Do. 0 Pref. ee АЈ ee 5 6 ee 5 — + à 5 | 9 1 
Do, с 8 Bab. ее ee 100 B 6 — 91 eo 6 10 0 Do. 6 ist Deb. se ee 100 5 6 101 —104 оо 4 16 3 
Do. 6% B Deb, eo | 100 | 6 | 8 | 85 — 48 “ 2 Winnipeg Rly., 4 % Deb. | 109 | 44) 44 | 101 —103 . 1476 
MANUFACTURING COMPANIES. 
Aron, Ord. .. ee ee ee 1 6 - ee 8 0 0 Crompton & Oo, eo ee ee Nil ё è oe ND 
Do. 0 Pref. ee ee ee 1 6 6 1а e q 1 В Do. ee eo oe oe 100 Б 6 66 — 66 ее 7 11 6 
Babcock Wiloox eo ео 1 98 14+ єт: 8 xd T $ 4 6 2 Diok, Kerr ee oe ee ee 1 6 Nil ^— H t $$ > 
Do. Pref. MEL oe eo 1 6 li Id 8 16 10 Do. Pref, ee ee oo 1 6 6 1— xd ee 617 2 
British Aluminium, Ord. ee 1 Nil ee — ee ee Do. Deb... e 100 4 tà 97 —100 ee 4 10 0 
Do, 6 % Cum. Pref. .. vs 1 | Nil] .. — 25 Edison & Swan, A, £8 paid 5 | NI | .. à Nil 
Do. 6 % Prior Lien Debs... | 100 | б 6 | 98 — 96 8 42 Do. y "IE 6 | Nil| . 14— 2 Nil 
Do. Deb. Btk. os ee е 100 5 5 86 — 89 +1 5 12 4 Do. 4 b. е ee ee 100 4 4 65 === 69 ГЕ) 5 16 0 
В.І. & Helsby Cables T 5 | 10 8t "à— 8 16650 Do. 5 V Second Deb. ee | 100 6 6 72 — 15 ee |6184 
Do. Pref. ee ee ee 6 6 6 53— eg eo 4 14 1 Electric tru ee ее 2 23 83 ms 1 ee 110 0 
Do. Deb... ee ео ee 100 102 —104 e. 4 6 7 Do. Pref. ee ee ee 2 1 7 1 2 ee 7 0 0 
British Thomson- Houston, Deb. | 100 94 — 96 .. |418 9 || Greenwood & Batley, Pref. .. 10 1717 8 . |8 6 8 
British Westinghouse, Pref. .. 8 | NIN — à ae Nil : d. 100 6 5 — 94 . |6 42 
Do. Deb... ee ee ee 100 4 4 60 = 68 ee 6 1 0 General Electrio, Pref. ее ee 10 6 b 10 = 11 eo oe 
Do. 6 Prior Lien ee ee 100 6 6 99 —102 oe 5 17 8 в De eee ee ee ее 100 4 4 90 — 95 ео 4 4 8 
Browett ley, Ord. ..  .. 1 5 Nil Henley's,Ord. .. « .. 6 |17 | 6 18 . 1615 5 
Do. Pref. ee ee ее 1 ee es ee Nil Do. Pref, ee ee ee 6 4 1á— 54 . 4 7 10 
Brush, 1 % Pref... .. ..| 329 | Nil| Nil SQ | NB Do. Deb. 100 102 —104 5.1461 
Do. 5% Prior Lien Deb. .. | 100 6 5 .. |6 5 0 | India-Rubber,G.&T. .. T 10 sje 11 — 12 — $ ve 
5 0р со а 8 И ee Goninon. | Bm , абс |: 1 
° ee ee ll 5 e ns otion.. ee — 
Callendet's Cabie. W .. [616 4| Do Beb..  .. . .. 100 4 4 895—109 |. [400 
Do. Pref. Mi^ X. x 6 | 6 | б . |417 7 || Willans set | Aaa 1 | Nil] .. 2 i х Nil 
De ee ee ee ee 100 44 e 4 8 8 * Do. Pref. eo ee ee 6 Nil e 1 eo Ni 
Oastner-Keliner .. .. č 1 | 90 | 15 + 5 4 9 Do Deb. 100 6 | @ | 58 — 60 oo | 618 4 
Do. Deb... ee eo ee 100 < tà ee 4 8 4 


. „ Unless otherwise stated, all shares are fally paid. ¢ Interim dividend. -- 


— ———— — 


Bank rate of Discount 5 per cent., October 17th, 1912. 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING SEPTEMBER, 1912. 


WE publish herewith statistics of the exports and imports of 
electrical material during September, from which it will be seen 
that the former—totalling £634,879— were considerably higher than 
in the previous month, due to the inclusion of & large submarine 
cable export to New South Wales. 

Apart from the telegraphic exports, which were valued at 
£232,592 for the month, the returns disclose a decided falling off in 
machinery and telephonic exports, with, however, increased cable 
exports as a saving feature. The latter reached £129,943 in value, 


and thus eclipsed the previous month's record value. 


The import section also witneesed a considerable increase as com- 


pared with the August returns, the figures being £194,090 and 
£205,656 respectively, although in this case the only considerable 
increase occurred in lamp importations, which, as a whole, amounted 
to over £34,000 in value, other items, such as machinery, cables, 
telegraphio and telephonic material, showing only slight improve- 
ment over the August figures. 

In the re-export section, the total of £20,115 shows a falling 
away from the £23,741 recorded in the preceding month. 

While New South Wales was our best customer during the month, 
owing to circumstances mentioned above, our business with Japan 
and Canada also reached a high level. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


Destination of exports and country consigning 


imports, 


Russia, Sweden, Norway and Denmark 


Germany 


Netherlands, Java & Dutch Indias & Borneo 


Belgium 


France and French indó. C Ter a, &c. 


Portugal 


Spain, Canary Isles and Spanish N. Africa 
Switzerland, Italy and Austria- Huy 


Greece, Roumania and Turkey 
Channel Isles, Gibraltar, Malta and C y prus.. 


U. S.A., Philippines and Cuba 


Canada and Newfoundland . 
British Weet Indies and British Guiana 


Mexico and Central America 


Peru and Uruguay 
Chile ... i. 


Argentina 


Colombia and V fenezuela 


Egypt, Tunis, Morocco and Persia 


British West Africa 


Rhodesia, O. R. C. and Transvas raal 


Cape of Good Hope 

Natal ... 

Zanzibar, Brit. E. 
Aden 


Azores, Madeira and Portuguese Afric a 


China and Siam 
Japan and Korea 
India * 
Ceylon 


Straits Settlements, Federated M: alay States 


and Sarawak 
Hong Kong 


West Australia 
South Australia 
Victoria 

New South W ales 
Queensland 
Tasmania 


Africa, 


Mauritius and 


New Zealand and Fiji Islands. 


Germany T 


Holland ie 
Belgium eee чы 
France ... m 
Switzerland... 
Austria-Hungary 
United States... 
Canada... 


Various countries, mainly as above 
TOTAL EXPORTS: £634,879, 


third columns contain many amounts relating to "goods" 


Total, £ 


and 


| Electrícal goods 
appliances. 


784 


2 908 
1,456 


969 


295 


211 


10.363 


д м = 
<5 oa 
233 372 5. 
58322 he m 
2333 22 £8 
352 523 82 
8388 оо = 
=a |а “| A 
a 
£ £ £ 
14 83 15 
7,212 27 yes 
1,720 170 24 
473 94 15 
е 3.313 
260 eee 20 
4,743 160 
75 134 
490 ise 
216 
55 78 16 
19522) 1,160 2,215 
33 56 224 
3,435 5 
886 10 55 
1 64 152 156 
1,533 354 1,194 
9.96] 257 572 
| 
94 166 26 
74 253 80 
837 185 1,192 
897 214 188 
6.278 161 2950 
13 61 176 
2,744 2D 83 
469 152 1,484 
23.067 5 65% 
9.143 2,F66 2,201 
239 117 185 
813 147 10] 
2.520 97 100 
| 
36 64 286 
1,072 286 304 
8,915 645 913 
10,713, 958 1,205 
2.035 12 281 
Nei 
967 911 285 


1129,943,14,014 13,906 


Total, £ | 9,443 12,805 1,457 


| 28 132 


7,540 | 601 [18,612 
„р У 654 
1733 | 14| 157 
78 | 215 | 1,698 
1,069 | 36 51 
714 4 Ms 
1,300 3| 664 
371 | 565 | 135 
40 


parts. 


Electric aro 


lamps and lamp 


462 


1,878 


—— 


22,143 12,114 2,503 


ә 9 m 
е g| аш 
. 8 ББ 
28 8 од 
147 
£ 8i! ^B 
B 
£ x 
368 6.559 
140 1.400 
11 1.144 
12 2,231 
10 6.942 
5 617 
88 5.749 
. 003 
605 
34 162 
11 841 
3,072 7.911 
220 
149 
16 869 
28 | 4,847 
155 6.556 
897 9,584 
37 532 
— 838 
181 2,375 
400 1,682 
12 3.962 
79 59% 
69 1,16] 
1,101 3,180 
3,087 21,462 
027 9.37€ 
53 | 33 
135 760 
248 518 
** 684 
10 402 
391 3.221 
148 11.706 
39 1,066 
541 6.205 


12.338 


e. | 7,526 


1,945 55,651 
ev | 1,985 
129 | 3,931 
326 | 1,725 

61 | 1,308 
ВИ 290 


42 | 6,580 


| Additional importe : Spain, carbons, £75. 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


9,765 


789 


1,253 | 475 


7,133 


TOTAL RE-EXPORTS : £20,115. 
NoTE.—The amounts appearing under the several headings are classified according to the Customs returne. The first and 


129,479 


С = "iy 
= б E © 
353 be | $ 
ovaj ББ О 
„э .H d 8 
* аа | 
{ 
£ £ £ 
70 198 10 
615 6 252 
jos "im 
974 3 10 
73 636 
х 21 3 
920 13 
22 70 61 
5 2 
7 18 
164 22 
287 
13 19 2 
out 2 
15 5 „ „* 
ies 204 sac 
2,271 666 38 
349 2,113 83 
49 194 
3 096 17 6 
1,287 364 108 
59 61 14 
170 102 
84 81 
6 106 
36 44 222 
1,968 2,505 46 
2,446 2,813 316 
338 78 13 
325 


% 14 1l 
| 27 113 .. 
ER r6 700! 89 
| 1.014) 2.719) 21 
209 3 
286 245 42 
20,2850 16,285/1,694 


"Telephonic cable. 


| 
| 
} 


| 


120 | 405 4 
2,883 | 5,225 | 7,327 
еве e.. ecc | 
we | 280] 22 
82 | 1,016 2 949 
"Eu 10 
. 06] 153 
7915 | 144 f 

250 | ... 
7,076 |10,470 


78.996 111,50 


— 124 | 170 


22.102023: 


ay 
2o Q z 
22 "- UO u 
5.8 888 x 
LAT a= as d 
a — о ы — 
eo we d o 
do 2.2 . re 
838138 8 
8882 
2 = 
— 
£ £ £ 
564 911 9.975 
255 425| 13,365 
83| . 736| 4,562 
299 139, 1.762 
42 7600 12,224 
196 63 1.418 
(44 Б0| 13,422 
85 1. 634 5.906 
115) 1,927| 3,508 
í 289 880 


1.895 12.300 49,925 
125 4 E 137 
138 219 3,967 

2.47] 1,503 
254 6,863 
] 4.299 17,852 

1459! 3.397 35,015 

150 264 515 

35 610 2,542 
222 273 4,887 
369 1,415! 11,552 
128 230 5.577 
42 752 13,604 
453 52 1.931 
10 1,415 

15 515) 9,204 
1.155 146 59,723 
1,603 1,337, 36,690 
68 111 1.628 

67 4,033 6,925 
54 47 5,506 
140 453) 2.164 
236 1,065, 6,158 
4,625 11,169! 35,483 


263/171,102/203,510 

69 3.971 
61 TT 2 831 
8.848 24,611 


2.5921634,879 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


Norway, Sweden and Denmark 


7,561 15,792 
18,518 [133,749 
cie 3,418 
6,814 13,435 
629 9,405 
940 3,607 
2,517 3.251 
Ин 2,505 
339 19,998 

6 421 
37,324 [205,581 
106 23,741 


TOTAL IMPORTS: £206,656. 


otherwise unclassified, the latter, doubtless, consisting of similar 


materials to those appearing in з adjacent ойша: Imports are credited to the country whence consigned, which is not necessarily 


the country of origin. 
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A LIBRARY SCHEME FOR CATALOGUES 
AND PRICE LISTS. 


[ COMMUNICATED. ] 


MANY attempts have been made to find a really efficient and 
satisfactory solution to the catalogue and price list difficulty, 


but judging by the fact that in most offices it is still the 


usual rule to find all sorts and conditions of this class of 
literature just dumped in untidy and dust-covered hears, 
sometimes on shelves, but more often in odd corners on the 
floor, with no attempt or pretence at classification or arrange- 
ment, one is forced to the conclusion that no very satis- 
factory solution has as yet been found, or, if it has been 
found, is confined to the fortunate few. 

That the draughtsman, cost clerk, or estimator, who has 
to make frequent recourse to catalognes and price lists, would 
welcome some system of classification is certain. It is most 
annoying and absolutely ruinous to the best temper to have 
to make periodic searches for a particular list, which may 
extend over five minutes, or possibly may last for half-an- 
hour or more, and having obtained the desired article, to find 
that one's hands are covered with dust, and that probably 
in pulling down heaps of lists, one has received a generous 
shower bath of dust. Before work can be resumed a 
thorough wash and brush up have to be indulged in. Even 
if success rewards the searcher in the end, it is a most unsatis- 
factory state of affairs; but it is often the case that the list 
required is not forthcoming, and it is only after a general 
hunt that it is discovered, say, in the drawer of some more 
enterprising young gentleman who has had occasion to use 
it a month or so ago, and either forgot to return it, or else 
having had a similar experience in obtaining it, has kept it by 
him with an eye to further requirementa. 

As has been said, such an experience is, to say the least of 
it, annoying to the individual, but it is alto a most serious 
thing looked at from an economical point of view. In an 
office of this description (and, alas, only a very slight 
exaggeration has been made of the conditions existing in 
the majority of offices) the amount of time wasted in this 
way is enormous, and it is almost always the time of a 
highly-paid man, because it is practically useless to send a 
junior on a search of this kind. Consequently the finding 
of catalogues becomes а most serious item in the establish- 
ment charges. 

Again, it is simply marvellous what an amount of space 
can be occupied by lists stored in the way described; partly 
because no attempt is made to eliminate **out of dates," and 
also because there is no check on the multiplication of the 
same lists. On close examination, it is sometimes possible 
to discover that at some remote period an attempt had been 
made at classification ; but, in most cases, this leads to con- 
fusion worse confounded. One finds a ticket stuck on the 
front of the shelf Dynamos and motors," let us say, and 
requiring a little information concerning  squirrel-cage 
machines, one searches through the heaps over this ticket 
only to find lists of iron and steel, a few lathes, pattern- 
shop requirements, and, in fact, everything and anything 
except dynamos and motors. Someone, for greater ease of 
search, had at some time removed the correct pile to his 
desk and either forgot or did not think it worth while to 
return it. Someone came along with a new consignment of 
lists, hailed the empty space with delight, and promptly filled 
it. Result: chaos. 

The harrowing story might be continued ad lib., but since 
the experience is pretty general, it is hardly necessary to 
dwell upon it. The question is, can a simple library scheme 
be devised, and one which can not only be applied to the 
formation of a new library, but also to the reformation of an 
existing dust and rubbish heap? It must be as simple as 
possible and, at the same time, elastic. It must enable the 
least-called-for list to be found at a moment’s notice. It 
must be so appointed as to give the fullest information to 
manager, draughtsman, estimator, stores buyer and cost 
clerk. It must be as cheap in first cost and maintenance as 
possible, since the deviser can hardly hope to be credited 
with a reduction in the establishment charge, although such 
will follow naturally, but he will undoubtedly have to answer 
or any outlay entailed. 


In describing the following scheme, every proposal has 
purposely been made in its very simplest form, and in some 
cases the writer may be accused of crudeness. The reason 


Subject. A. File No. 
Accessories, drawing office  ... Sie s iss 12 
5 gas and oil engines 385 ave - 10 
- pattern shops  ... E -— sus 24 
i steam engine с xs wae 3 
Advertising n 1 
Alloys $us sah sid jux bea su 5 
Aluminium кая vu $us € -— sae 7 
Angle iron ss Sss ss 2s wi "T 30 
Appliances, gas ... T" ess sas ses 15 
Fig. 1. 


is that it is always easy to amplify a simple system and give 
an opportunity for exercising one’s individual tastes, but 1t 
is a most difficult matter to simplify a complicated system. 
Then, again, every different kind of factory will require 
to make certain modifications to suit its own requiremente. 
Hence, it is only waste of time and space to elaborate in 
every detail a fixed scheme. ‘The present library scheme is 
offered with the certainty that it will be found to be a great 
time saver and a real addition to the efficient equipment of 
any factory or office. That there are difficulties in the way 
gocs without saying, the present state of chaos is sufficient 
proof of this. Perhaps the greatest of these is the great 
variety which exists in the size, shape, and method of 
binding. Uniformity in size has been advocated again and 
again, but the realisation is still more or less a dream, and, ib 


is feared, likely to remain so. Consequently, it becomes 


necessary to group the catalogues in some way. 

To commence with, let us differentiate between bound 
and unbound lists. It will be found that the unbound lista, 
which are the class which gives most trouble, are hardly 
ever of such large dimensions that they cannot be accom- 
modated in an ordinary box file. Extra large ones are few 
in number, and may be folded to fit in. It is therefore 
decided to use box files, since these are compact and will 
hold at the same time a good number of lists, and, above all, 
exclude dust. 

In dealing with collections of lists already in stock, it is 
best to commence by dividing them into groups under 
general headings, denoting the subjects, as shafting and 
shaft fittings," steam engines,” “ boilers,” “ switchgear,” 
* dynamos and motors,“ and so on. These groups of papers 
will in all probability be found too large for convenient 
handling and must therefore be sub-divided. It is 
obviously better to err on the side of too full division than 
the reverse, because the process of finding a required list is 
thereby rendered easier. The degree of sub-division is 
therefore left to individual discretion and taste. боа 

Once the groups are arranged in the desired manner, the 
next proceeding is to make an index of the groups, which 
will be called the subject index." Each subject is then 


D. 


Name of firm. Initial in thumb-indez. Fila No. 
Dawson, John, Ltd. D. l. 17 
Dearing, Alfred Smith, and 8. 80 
Dickson, Samuel, & Co. D. 2. 5. 9 
Dombey, Willis and W. 15 
Durnford, Atkinson, Mills, & Ltd. A. 24 

Fig. 2. 


given a distinctive number, which is intiuded in the index. 
The subjects should be arranged alphabetically for ease of 
reference, and all that is necessary is to type the lists under 
each initial, and file them in a box file with thumb index. 
Additions and alterations may then be made when required 
with a minimum of expense. Each subject will, in all pro- 
bability, cover several sub-divisions, so that it might be 
found convenient to amplify the index by a finer sub-division 
that is made in filing. 

Thus, in the case of **shafting and shaft fittings ” indexing, 
it would be an as-istance if in the index there appeared 
“ pulleys,” **plummer blocks," ‘ hangers,” wall boxes," 
and so on, each under its own initial, and with reference to 
the same file number. This is, however, a matter which may 
be conveniently left to the judgment of the librarian. 

A sample extract from the subject index is given in fig. 1. 
A box file is next provided for each subject number, which is 
marked distinctly on the back, or if the number of liste is 
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too great for accommodation in one file, more must be added. 
These must bear the subject number, and in addition the 
letters a, b, c, &c., as a suffix according to the number of 
files required. For instance, if three files are required for 


Subject 5, they must be numbered 5, 5a, . Each file is to 


be provided with a thumb index, and the lists are then filed 
under the advertiser's initial in groups as already arranged. 
It is, therefore, seen that by referring to the subject index, 
we may with the greatest ease find all lists relating to that 
subject, and then by means of the thumb index in the file 
discover any particular advertisement under the advertiser's 
initial. Sometimes it is required to find a certain well-known 
advertiser’s list without reference to the subject, and there- 
fore for the purpose, an alphabetical list of advertisers is 
arranged and called the ** advertiser's index.” For this pur- 
pose a file similar to that used for the “subject index is 
founded. | 

In the case of compound names, the advertiser should be 
indexed under the initial of each separate name, thus :— 
Smith, Jones & Brown, Ltd., should be indexed under 
5, J and B, since the full name may not be remembered when 
required. In this index the first column should contain the 
fall name of the firm, the second column the initial under 
which he is indexed in the thumb index in the files, and the 
third column the numbers of the files in which he appears. 
A sample extract from such an index is given in fig. 2. 
Where a firm describes several articles which come under 
different headings in the subject index, if the advertiser 
does not issue loose sheets, the whole list may itself be filed 
under the principal subject, dummy sheets being filed under 
the other subjects covered, on which is stated the subject 
heading or the file number under which the list is to be found. 
For instance, supposing Messrs. Clarke, Thompson are makers 
of steam engines, boiler fittings and superheaters ; steam 
engines being the principal subject, and one list only being 
issued, this list will be filed under Steam engines in, say, 
file No. 21. In the files for each of the other subjects under 
C will appear a dummy sheet, as shown in fig. 3. 


For FILING UNDER SUBJECT No. 11. 
Name of Firm. Full list in file No. 
Clarke & Thompson as ae its ne 21 
Fic. 3. 


. Catalogues which are too bulky for the files will, in all 
probability, be found sufficiently well bound to arrange on 
shelves. They should be grouped together alphabetically 
under the advertiser's initial. The catalogues under each 
initial should, if possible, be kept separate, and since it is 
easy to estimate the amount of space required for each 
group, the shelves may be partitioned off by uprights, leaving 
a liberal allowance in each  pigeon-hole for additions. 
Another plan would be to devise some plan of movable 
partitions, which could be slid along as required. In the 
case of fixed partitions, each pigeon-hole should be plainly 
marked with the initial it is provided for. A separate index 
is not necessary for the bound catalogues. АП that is 
required will be dummy sheets in the files under the adver- 
tiser s name, as shown in fig. 4. There must be a dummy 
sheet in all files covering subjects dealt with in the bound 
catalogues referred to. Discount sheets are to be filed 
separately in a file marked “ discount.“ The filing should 
be doríe alphabetically under the advertiser’s name. These 
should be kept as far as possible in the library itself, and 
should on no account be issued to any but responsible 
hands. In cases where printed discount sheets 
are not issued, but discount is quoted by letter, 
the letter or a copy should be filed in the discount file. So 
much for the organisation of the library. A set of shelves 
will, of course, be required for its accommodation, but these 
will in many cases be already to hand, or may be very easily 
and cheaply erected. 

Now, to come to the maintenance. It is most important 
that one person, and only one person, shonld be resp: nsible 
for the library. If anyone is allowed to take any list at any 
time, the whole system will bresk down in a week, and, in 
course of time, things will get back to where they were 
before the initiation of the scheme. A very suitable person 
to act as librarian is a junior clerk or a draughtsman. Не 
shonld be big enough to exercise authority, and, as far as the 


library is concerned, should be responsible to no one but 
the manager. It is not necessary that he should be actually 
located in the library itself, though he should be near enough 
to prevent raids. When a list is required, a slip inscribed 
with the name of the list or lists should be presented to the 


For FILING UNDER SUBJECT No. 3. 
Full list in file No, 
Bound catalogue. 


Name of firm. 
Robinson & Weekes, Ltd. 


FId. 4. 


librarian, who files them, and, before issue, obtains the 
receiver's signature to the requisition slip. "These slips may 
be merely odd pieces of paper or printed forms, according to 
taste. They should be filed pending the return of the list, 
after which they may be destroyed. At the end of the week 
—say, at noon on Saturday—the librarian, armed with the 
slips still remaining on his file, goes the round of the offices 
and collects all lists out, which he refiles in their proper 
places. In this way a constant check is kept on the lists 
and their whereabouts. 

All new lists, immediately on receipt, should be taken 
charge of by the librarian, and brought before the notice of 
the management as soon as possible. Those decided on as 
being worth keeping are filed away at once. 

In case of new lists being requisitioned, the librarian 
should set about obtaining these, but he should not do so 
without proper authority. Such is the idea of the library. 
It is, of course, open to amplification, and it is worth while 
investigating a few of the lines upon which it is advisable to 
proceed. 

Catalogues get out of date, and require either replacement 
or confirmation. Obviously a large proportion of the total 
library is seldom referred to ; consequently, to avoid a great 
deal of useless labour and expense in replacement, it becomes 
necessary to discover which lists are in most frequent use. 
For this purpose the requisition slips after the return of the 
lists should not be destroyed, but should be filed away for 
reference, and will form an index to the lists most often 
required. At the end of fixed periods, say six months, all 
lists found mentioned on the requisition file should be either 
replaced or confirmed. In the case of replacement the old 
list should not be destroyed, but filed away in separate files 
initialled for the advertiser's name. No thumb index will be 
required in these files, which will be known as reference 
files." Into these files also go all lists of more than 12 
months’ standing. In the place of confirmation instead of 
replacement, a copy of the confirming letter should be pasted 
securely to the list, the letter itself being attached to the 
discount sheet if any is provided. 

Lists two or more years old should be destroyed, but not 
on the authority of the librarian alone. Some responsible 
official should inspect the discarded lists and decide what is 
to be done with them. Lists passed for destruction should 
be burnt, and the librarian should be held responsible in this 
respect. . Care should be taken to see that lists do not fall 
into irresponsible hands. In a large library it would be 
advisable to refile the lists most frequently requisitioned in a 
separate group of files known as the current library." 
These files should bear the usual subject numbers, but with 
the prefix C, thus: C6, C30, and so on. Such a sub-division 
would be of great advantage to newcomers as an indication 
of the firms generally dealt with. Further, it is most likely 
that on reference to the requisition slips it would be found 
that certain officials regularly required certain catalogues, in 
which case these lists should be obtained in duplicate or 
triplicate as required, the spare copies being lodged 
permanently with the most frequent users. 

A very useful addition to a library of this description may 
be formed in this way. In many of the technical journals 
of the day will be found a classified index of trades, or 
buyers’ guide. A study of these will keep one in touch 
with new firms advertising. These lists should be cut 
out and filed in a separate file and marked “ buyers’ 
guide,” and the sheets should be arranged alphabetically in 
a thumb index under the name of the journal from which 
they were taken. These sheets should be filed week by week 
regularly, the old sheets being destroyed when, say, a 
month old. 

If the library is sufficiently large to (warrant the appoint 
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ment of a librarian who shall give his whole time to it, his 
spare time may be very usefully employed in compiling and 
keeping up to date tables showing the comparative prices of 
various vendors for such articles as are most frequently in 
requisition in the factory or office concerned. For instance, 
in an electrical engineering works, tables might be prepared 
for such subjects as iron, steel and copper bars, tool steel, 
bolts and nuts, oils, and so on. The table might take some 
such form as that shown in fig. 5, and be kept upto date by 
frequent quotations. Notes as to the quality and general 
remarks should be added, and the firm usually dealt with may 


PRICES or:— 
Price per 
Name of —. . .'. Ü. . . . . O 
firm. Remarks 
Date. In lots of. | Carriage. | D/y. | Price. 
| 


— — 


Fic. 5. 


be underlined in red ink. For trial purposes the blank tables 
might be very conveniently drawn out in the drawing office, 
and traced, blue prints being taken and used in the library, 
but if finally adopted, printed forms would probably be found 
cheaper. 

Such is the system in its simplest form. Modifications and 
improvements will, no doubt, suggest themselves to the 
user. For small and medium-sized offices, no simpler and 
more satisfactory system can be devised. The first cost is 
confined to the outlay on files, which is insignificant. "The 
labour involved in the organisation is not a large item, and 
that for the upkeep is practically negligible. In large 
offices the system will bear a good deal of expansion, which 
will take the form chiefly of much greater detail in the 
sub-division and indexing, but this must be left to the 
discretion of the users. 

If managers will only realise that their present dust heap 
is a most costly item in their running expense, it is certain 
that some such system as that suggested will be welcomed, 
and it is hoped not only that the present article will serve 
to impress upon them the advantages of a library, but also 
that although they may not follow precisely on the lines 
laid down, the suggestions made may form a sound basis for 
their own private scheme. 


CO-PARTNERSHIP OR TRADE UNIONISM 
—WHICH P 


By FRANK BROADBENT, M.I.E.E. 


“ OO-PARTNERSHIP forms the most effective method of 
breaking down the hard line of division between Capital and 
Labour, which more and more induces conflict disastrous to 
the country." Such was the concluding sentence in the 
letter addressed to the Prime Minister last year covering the 
memorial signed by nearly 800 Members of Parliament, 
asking for the appointment of a Royal Commission to 
inquire into the practicability of applying the principles of 
co-partnership to the industries of this country. The report 
of the Royal Commission will, it is hoped, shortly be issued. 
It is significant that the letter from which the foregoing 
quotation is taken was signed by Members of Parliament 
representative of practically every section of the House of 
Commons except the Labour Party. 

At the annual meeting of the Labour Co-partnership 
Association in 1911, а resolution was unanimously carried, 
expressing the belief that “the adoption of co-partnership 
would tend to harmonise the interests of Capital and Labour; 
increase industrial and commercial efficiency, and widen the 
ownership of property.” The mover, Mr. Lleufer Williams, 
said that, coming as he did from the Rhondda Valley, he was 
convinced that a plan for harmonising the interests of 


Capital and Labour in coal-mining was absolutely essential, 
since 80 per cent. of the cost of coal was due to labour. 

Similar expressions of opinion from men whose views 
command respect might be multiplied, and yet it would be 
difficult to find an accredited representative of organised 
labour, that is to say, a representative of Trade Unionism, 
who has ever said a good word for co-partnership. When 
Sir Christopher Furness four years ago offered to sell to the 
Trade Unions the shipyards owned by his company, or, 
alternatively, to make the workmen limited partners, 
practically everybody but the Trade Union leaders hailed 
the proposal as a serious and well-meant attempt to recon- 
cile the intereste of Capital and Labour, and to bring about a 
spirit of co-operation between employer and employed, in 
place of the existing spirit of antagonism. | 

But how was the proposal received by the leaders of the 
Labour Party, the purty representative of the Trade 
Unionism of the country ? Said Mr. J. Ramsay Macdonald, 
the then secretary of the Labour Party, If this is another 
South Metropolitan Gas Works' scheme— and it seems to me 
a little worse than that—it is bad, and ought to be 
opposed. The limited co-partnership appears to be just the 
old idea that the late Sir George Livesey developed, and ite 
purpose is to smash up Trade Unionism and to detach the 
workers from each other.” It will be remembered that Sir 
Christopher Furness emphasised the fact that he had no 
feeling of antagonism towards the Trade Unions, and was 
quite willing to co-operate with them to bring about more 
harmonious relations between Capital and Labour. | 

Mr. Will Steadman, M.P., speaking for the Trade Union 
Congress Parliamentary Committee, said Sir Christopher 
Furness sees labour no longer in the position it was, and he 
would alter the position at any cost to save his own akin. 
Thus it is he comes forward like the good fairy in the 
pantomime, with proposals not worth the paper they are 
written on." 

Mr. Lee, the Secretary of the Social Democratic Federa- 
tion, said that his party could not approve the proposition 
of Sir Christopher Furness, because they were dead against 
anything in the nature of profit-sharing between employer 
and employed. He considered that under such a system the 
men would sweat themselves to increase their bonus, and by 
over-production would bring about a crisis which would 
involve in disaster those who were working under similar 
conditions. 

The opinions quoted above, and many more were expressed 
to the same effect, &re in line with the report issued in 1904, 
signed by the officials of about 20 Unions, in which it is 
said that the premium system—a species of profit-sharing, 
has absolutely nothing to recommend it; it is an adaptation 
of the most pernicious and degrading condition of employ- 
ment in modern industrial history—the taskwork system. 
It has been the cause of more men being discharged than 
any strike which has ever taken place in the history of 
the engineering or shipbuilding trades, and it will have the 
effect of keeping men whose waning physical powers unfit 
them for the closest and hardest labour, from obtaining 
employment, even when trade is at its busiest.” 

The premium system, which, as stated above, is a species 
of profit-sharing, is not co-partnership, but the above report 
not unfairly represents the spirit in which all profit-sharing 
and co-partnership proposals are regarded by the leaders of 
the Trade Unionist movement. 

That there is no objection to profit-sharing among the 
rank and file of Trade Unionists is sufficiently obvious from 
the fact that rnost, if not all, the members of the Workmen’s 
Co-partnership Societies are Trade Unionists. There are now 
110 Workmen’s Productive Co-partnership Societies, em- 
bracing a wide range of trades, in which a capital of about 
£2,000,000 is invested by the workers, who are both the 
employers and the employed. 

That all these societies pay full Trade Union wages, and 
most, if not all, have adopted the eight-hour day, and that 
there is no such thing ава strike, or lack of employment 
among them form a sufficient refutation of the opinions 
expressed in the report just referred to. 

In addition to paying the full Union rates of wages, the 
workers last year shared a profit of £228,000, which is 
11 per cent. on the invested capital, £29,847 of the profit 
being distributed as dividend on wages. | 


— — ————Aünñ — 
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These workmen's co-partnership societies do not, of 
course, include the gas companies in which profit-sharing 
has been adopted with such satisfactory results. If this is 
another South Metropolitan Gas Works’ scheme, it is bad, and 
ought to be opposed," said Mr. Ramsay Macdonald, in 
referring to the Furness scheme of co-partnery, yet about 40 
gas companies have now followed the example of the 
“ Metrogas,” and have adopted the scheme of profit-sharing 
initiated by Sir George Livesey. The share capital invested 
in these profit-sharing gas companies is over £50,000,000. 
The number of employés in 1911 was about 22,300, and 
the amount of their shares and deposits now reaches a total 
value of £672,500, or about £30 per employé. ` Last year, 
in addition to interest on deposits, a sum of £103,418 was 
paid to the workers as dividend on wages; that is an 
average of about £5 each over and above the usual Trade 
Union wages. Since the gas companies took up profit- 
sharing, and, with the exception of the ** Metrogas," only four of 
the 36 have had the system in operation for over three years, 
over three-quarters of a million—viz., £792,000—has been 
paid to labour as a dividend on wages. Everybody con- 
cerned—shareholders, consumers and workers—is satisfied, 
everybody except those Trade Union officials who fail to sce 
in profit-sharing anything but an attempt “to smash Trade 
Unionism and to detach the workers from each other." 

A short time ago the writer was discussing the subject of 
profit-sharing with an employer of labour who is firmly con- 
vinced that in one of his machine-rooms alone over £1,000 a 
year extra might be earned if the unions would allow the 
men to do their best, instead of deliberately restricting their 
output. And he would be quite willing to share this £1,000 
with the men, in addition to paying full Trade Union rates. 
As an experiment, he tried profit-sharing for a short time in 
one department of his works, and the men received their pro- 
portion of the extra profit made. But they brought the 
money back in a week or two by order of the Trade Union 
officials, who would not allow them to keep it. 

Profit sharing is now practised in many large company- 
owned works, each company having its own method of 
sharing. There is as yet no uniformity as regards the pro- 
portion of profits paid respectively to capital and labour. 
The fairest method would appear to be that adapted 
by Godiu in the co-partnership system which he established 
at Guise, a system which has had such a wonderful record 
of success during the past 30 years. He treated capital as 
a wage-earner, the interest at, say, 5 per cent. per annum 
being reckoned as the wages of capital. It then receives ?/s 
share of. the profits over and above its wages of 5 per cent. 
at exactly the same rate as is paid to the workers on their 
wages. Thus, if the workers’ wages amount to the same 
sum as the interest on capital, then capital and labour share 
and share alike. If wages are more or less than interest, the 
profits are divided in proportion to the respective amounts, 
each individual worker or shareholder receiving a sum 
directly proportional to his annual wages, and interest, if 
any, on shares. As the whole of the capital has now passed 
into the hands of the workers—an inevitable result of the 
system—the workers share the whole of the profits in pro- 
portion to their combined wages and interest on shares. 

The Guise system is, moreover, a true co-partnership 
system, which simple profit-sharing is not. In a co-partner- 
ship system the workers share not only in the profits, but 
also, to a limited extent, in the management of the under- 
taking, and it is in this latter connection that one of the 
chief difficulties occurs in formulating an acceptable system. 

It is easy to talk about co-partnership, and to those who 
have considered it only in the abstract it seems to be perfectly 
simple to apply it to almost any branch of industry. Those, 


however, who have tried to formulate a definite scheme for . 


adoption in a particular case know that it is by no means so 
simple in practice as it appeared in theory. Experience in 


this, as in most other matters, should be the best guide, and 


those who are contemplating the adoption of a scheme of co- 
partnership will find much valuable information in the very 
detailed description of the methods by which Godin estab- 
lished and developed his unique system at Guise, published 
in a book under the title of “Twenty-five Years of Co- 
partnership at Guise." 

There can be little doubt that the principles of co- 
partnership are gaining ground, and it has been said by one 


whose opinions were based upon exceptional experience that, 
by means of co-partnership, the working classes in the next 
generation will make as big a step forward in material 
prosperity as the middle classes did in the last. | 
We may believe this or not, as we like, but one thing is 
highly probable, and it is what the labour leaders fear, 
viz., that co-partnership will eventually supplant Trade 
Unionism ; this will depend to some extent on the future 
attitude of official unionism, and, instead of bitterly 
opposing the inevitable, the best policy of the leaders 
of Trade Unionism would appear to be to take the 
path of least resistance and endeavour to formulate a 
working scheme in which the principles of co-partnership 
and those of Trade Unionism are harmoniously combined. 


RECENT DEVELOPMENTS IN WIRELESS 
TELEGRAPHY: WITH SPECIAL REFERENCE 
TO SHIP INSTALLATIONS. 


(Continued from page 635.) 


Location of Ship Stations.—In old vessels existing conditions 
often fix the position of the wireless equipment irrevocably, but, 
wherever possible, the spark-room should be amidships and on the 
upper deck, so as to make possible a direct vertical connection to the 
aerial. On passenger boats the wireless station should be easily 
accessible from the promenade deck ; on cargo vessels the station 
should be as near the bridge as possible, and may conveniently be 
in, or adjoining, the chart-house ; its location must not interfere 
with the look-out or steering arrangements. On men-of-war and 
armoured cruisers the station should be below decks, but on 
unarmoured vessels and torpedo-boats it should be placed above 
decks. If the station is placed below deck a clear tunnel, at least 
1 m. sq., must be provided, so that the H.T. connections to the 
aerial may be at least à m. from the metal sides of the tunnel. 
The walls of the operating chamber should be sound- proof, and 
good telephone connection should be provided to the bridge, engine 
room, and so on. The wireless room should have a floor area of 
6 x 6 ft., if this can be arranged but in a certain German torpedo- 
boat the whole wireless equipment, exoluding the transformers, 
which are placed in the engine-room, occupies only 1'2 X 1°8 m. 
On cargo steamers, where the wireless chamber is combined with 
the chart room, about 2 7 m. square is a sufficient allowance for the 
former. On passenger vessels, a more liberal allowance is 
necessary and can easily be spared. The D.C.-A.c. converter 


. being located outside the operating chamber, under a weatherproof 


shield on deck, the apparatus room, living room for a staff of two 
men, and a small office for passengers, may be arranged within a 
total floor area of about 44 x 34m. Plenty of fresh air and direct 
lighting are imperative in the operating room. 

Type and Arrangement of Aerial.—The antennæ should be rus- 
pended at as great a height as possible", and the distance between 
the masts should be not less than twice the height of suspension of 
the aerial. The usual flag stays, spanned from top to top, must be 
replaced by stays running down to the funnel or spanned across 
the masts about half way up the latter. These stays should 
preferably be of hemp ; if steel is used, insulators should be placed 
in the rope about 3m. from eachend. The exact importance of the 
metal structures adjacent to the aerial on steel ships has been much 
disputed. Undoubtedly a certain amount of the energy is absorbed 
and wasted by such structures, but it is doubtful whether the loss 
is sufficient to justify the means necessary to reduce it appreciably. 
It is obviously impracticable to sectionalise the masts by insulators, 
and though stay wires are easily fitted with insulators, saline 
moisture and tropical climates soon destroy the efficacy of the latter, 
hence the wisdom of their installation is very doubtful. The serial 
network is, of course, insulated as perfectly as possible from the 
ships frame and metal connected thereto, and deteriorated 
insulators must be replaced as often as necessary—fortunately a 
comparatively easy process. 

The precise arrangement of the aerial network in any particular 
case is determined by the class of vessel concerned, the rigging 
arrangements and the range of transmission to be provided. The 
simplest disposition is secured by placing the aerial amidships. 
Fig. 7 shows the standard T aerial, connected to the operating 
chamber by vertical leads from the centre of its span ; fig. 8 shows 
the L arrangement, only differing from the T in the point of con- 
nection of the downtakes. Fig.9 shows an aerial arrangement 
suitable for lightships, and fig. 10 represents the antenne of a 
large warship where, to get a long wave length, the aerial has been 
extended to the bow and stern and, to get large capacity, twin 
networks are mounted side by side and interconnected. A special 
arrangement in use on the Lloyddampfer Bremen is shown in fig. 11; 
the large T aerial is used for ordinary. traffic and the small aerial 
forward, carried from a single mast, serves for emergency duty 
(over & much reduced range, of course). The availability of such 
an auxiliary aerial — permanently erected or ready for instant 
rigging—is of great importance to war vessels. ` 


*Thus increasing the range of transmission and reception : eee 
fig. 6 and Austen’s formule, loc. cit. 
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Materials and Insulators,— Antenna wires must combine strength 
with lightness and small exposed area for given mechanical 
strength ; they must resist corrosion by sea air, and be capable 
of easy stowage and easy erection and repair at sea. Trial has been 
made of stranded copper cable with stranded steel core ; electrically 
the combination is satisfactory, but the steel soon rusts, and the 


Fics. 7, 8, 9, 10 AND 1). e 


cable then breaks by its own weight. A bronze alloy combining 
maximum strength with minimum resistance is found to give the 
best results ; special clamps are used to make aerial connections. 
The insulators used to isolate the antennæ (electrically) from 
direct earth connections or leakages must combine electrical and 
mechanical strength with lightness and capability to withstand the 
conditions encountered in tropical seas. Figs. 12-14 inclusive 


с 
Ета. 12. 


illustrate a number of types which huve been employed by the 
Telefunken Co. during the past few years. The chief advantages 
and limitations of each pattern will be gathered from the following 
notes :— 

Fig. 12a.—This represents an ordinary insulator with a long, 
screwed vulcanite pin; the whole is deficient in mechanical 
strength. 

Fig. 12b.—A simple vulcanite construction of considerable 
strength, but ill-adapted for use in hot, moist climates. 

Fig. 12c.—A cheap form of ordinary high-tension insulator ; 
electrically good, but of too great weight and exposed area to suit 
aerial work, | 

Fig. 12d.—A glass block bored for cross bolts carrying stirrups 
at either end; a number of blocks generally used in series. The 
construction is cheap and suitable for moderate voltages; the 
blocks are easily broken, and yield rather a heavy construction. 

Fig. 12e.—The leakage surface of a glass rod is inoreased by 
circumferential ridges, but such insulatora are brittle and very 
easily broken. 

Fig. 13a.—In this, the simplest of a number of "egg" types, 
porcelain blocks of elliptical section are provided with crossed 
grooves for the accommodation of the steel suspension links. 
Unfortunately, the latter are easily displaced, and the leakage 
surface of the blocks is small. 

Fig. 13b.— An improved form of 13a, in which perforations are 
provided for the wires; this has been in constant use since 1907. 

Fig. 13c.— This represents an intended improvement of the egg 
type. Long blocks increase the length of the leakage path, but 
the thinness of the walls between the grooves makes the resistance 
to earth very low. 

Fig. 13d.—Bobbin-.type glass insulators are held between 
vulcanite side plates, the mechanical pull being taken by iron 
strap plates outside the latter. The weakness of the design lies 
in the too severe stressing of the brittle glass blocks. 

Fig. 13e.— An attempt is here made to provide strength and 
insulation by two independent elements. The pull on the insulator 
is transmitted through a fine silk-hemp rope, over which a 
porcelain tube is drawn, the interstices being run full of paraffin 
wax—to improve the insulation and exclude damp. The bell 
cover prevents sparking. This type of insulator is satisfactory 
when first placed in service, but heat from the flue gases, and from 


the sun in tropical latitudes, melts the paraffin, and the insula 
then deteriorates. 

Fig. 13f.—An improved form of fig. 13e, the rope and porcelaia 
tube being now replaced by a vulcanite rod. 

Fig. 14a.—The stout glass tube here employed is much less 
e to breakage than most other types depending essentially on 
glass. 

Fig. 14b.—This is the type most generally used on German ships 
(Rendahl type). The pull is taken by a wooden rod surrounded by 
& porcelain tube, the intervening space being filled with oil 


с 


FIG. 13. 


Sleeves are placed on the end of the wood for connecting pur- 
poses, and the end-shields prevent spark discharges across the 
insulators. 

Fig. 14c-f.—Show other types of insulator in more or less 
general use; the constructions are obvious from the sketches. 

Where H.T. aerial connections have to be carried through walls, 
excellent insulation must be provided, and by such means that 
negligible capacity leakage to earth can occur at the penetration 


FId. 14. 


point. Fig. 15 shows various types of insulators specially designed 
to meet the needs of such cases. A simple bushed vulcanite tube 
with glass bell rain shields is shown in 15a; figs. 15b and c 
illustrate commercial types of lead-through " porcelain insulators, 
complete with the necessary copper through conductor; fig. 15d 


02 


FIG. 15. 


represents a somewhat similar type specially designed for sub- 
marines, and therefore provided with waterproof flanges and joints. 
One of the latest types of through-insulators (fig. 15e) consists of 
a porcelain tube carrying the conductor and surrounded by a 
porcelain cylinder. The whole is fixed to the wall by & metal 
flange which simultaneously provides for earthing the aerial. 
Ample insulation and minimum capacity effect are secured. 


(To be concluded.) 


Correspondence Stolen.—The letter box of the 
BRITISH CENTRAL ELECTRICAL Co. was again broken opsn on 
]7th inst, and correspondence was stolen. Will writers of such 
letters send copies? 
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GHENT INTERNATIONAL EXHIBITION, 
1913. 


FOLLOWING up our recent comments, we are now able to give 
some further information with respect to the above event, also 
regarding an importance to British manufacturers in connection 
with their export trade. 

One of the most interesting features in the British sections will be 
an admirable display of machine tools made by British manufac- 
turers. Their fine show at Olympia we have already referred to in 
our pages. From among this wide range of exhibitors a repre- 
sentative number have already decided to take part at Ghent in 
order to place before Continental buyers ap adequate idea of the 
pre-eminence in excellence of British tools for every purpose. 
Belgium itself, with its low turiff, furnishes an excellent market, 
and the neighbouring countries of Holland and Denmark are 
valuable customers. 

The exhibition of foreign tools in the South African market 
which has been on view in London, Birmingham and Sheffield, illus- 
trates only too well what is going on in this great Colonial field. 
While the percentage of tools supplied by British firms has fallen 
from 49 to 38, the German makers have increased their sales from 
5 per cent. to 10 per cent., and Sweden has also gained 3 per cent. 
the United States being virtually stationary. 

It is anticipated that the British display at Ghent will include 
machine tools, radial drills, pneumatic and electric tools, air com- 
pressors, pumping machinery, saw-sharpening machinery, bolt- 
screwing and nut-tapping machines, ball bearings, feed-water 
heaters, water-power plants, pumps, power hammers, drilling 
machines, shafting and power transmissions, double helical and 
reduction gears, magnetic clutches, lathes, planing and shaping 
machines, driving chains, drop forgings, engines, electric lighting 
and pumping plants, crushing, grinding, screen separating, dust 
collecting and ventilating machinery, wood-working machinery, 
welding apparatus, belting, &c. 

The practical help given by the Government to British sections of 
International Exhibitions is planned on good business lines, and 
there is now a continuous instead of spasmodic policy, and, as our 
readers know, it is under permanent expert management. Broadly 
speaking, it may be said that the policy of the Board of Trade is to 
encourage good representative displays of the British manufactures 
most in demand in the countries concerned. In past years a few 
big manufacturers have made fine individual displays, but the 
British sections have been belittled by the speculative nobody. 
For instance, at Milan a number of so-called British firms ” were 
engaged in selling diamond“ brooches and scarf pins at 1s. and 
6d. Thanks to Government supervision this sort of thing has 
been put an end to. 

To come to practical points, the Board of Trade now secure 
for the British exhibitor the most favourable rates of carriage, 
arrange cartage (st Gbent this average 6s. per ton daily), send 
an erecting staff, undertake all decorations, provide show- cases 
and window dressers and signs. All these items, which have been 
found a costly business for the exhibitor, are now dealt with by 
the Board of Trade and are included in the epace charges, which 
are virtually lower than those charged at trade exhibitions at home. 
Another valuable help is given by the Government's expert 
engineer, who sees that suitable concrete foundations of sufficient 
strength are provided where necessary. Another item is the trane- 
lations necessary for the exhibition catalogue. The exhibitor is 
thus able to figure out fairly accurately the cost of his exhibit, an 
item which he has never been able to calculate previously. 

In dealing with a Government vote, it is of oourse essential 
that the expenditure should be for the benefit of a community 
and not for any individual firm or group. By securing represen- 
tative collective exhibits the benefits resulting are not merely 
for the firms contributing to the exhibit, but indirectly for the 
advancement of the entire industry and every one connected with 
it. Continental exhibitors have worked successfully on these lines 
for many years. For instance, at Dusseldorf a complete picture 
was given to the Rhenish iron industry, with the result that a 
tremendous impetus was given to the entire field of enterprise. 
Brussels and Turin each furnished successive examples of the policy 
when applied to a leading British industry. At the former, Bradford 
made a splendid display of the woollen trade. The collective setting 
is believed to be the best not only from a business but from a public 
point of view. Comparison with other countries is more readily 
made and a stimulus is given toimprovements. Alkali and Redditch 
manufacturers have also found satisfactory resulta by working on 
these lines, and at the Belgium International Exhibition at Ghent 
next year the special display of the textile trades and machine tools 
should be found to have even more satisfactory results. 

It is hoped, as we mentioned a fortnight ago, that something 
tangible may be done along the same lines by British electrical 
machinery and apparatus manufacturers. 

A popular delusion in regard to Belgium is that, being of small 
size, it is only of small account, but Belgians, like Britishers, have 
won their laurels as administrators in pretty well every country of 
the world, and have "many irons in the fire" in Russia, China, 
Egypt, Persia, and other countries, to say nothing of their valuable 
Colonial rights ір the Congo. In the Russian Empire alone, it is 
estimated that there is $140,000,000 of Belgian capital sunk in 
. developing Russian mines and other industries. There are over a 
hundred big concerns of Belgian origin in the Muscovite Empire, 
about half of them consisting of coal and iron mines, petroleum 
wells, metal and glass works, while no fewer than 16 tramway 
systems are owned by Belgium. This alone will give some idea of 
the value to manufacturers of machinery and machine tools of 


meeting Belgian capitalists at the Ghent Exhibition next year. 
Our Continental rivals are making bold bids to capture their orders, 
and it will be impolitic in the extreme not to show British 
supremacy in manufacture wherever possible. 

Still another opening for big business will present itself in the 
Far East, as the King of Siam has placed the development of his 
country's vast resources in Belgian expert hands. Egypt again is 
a striking example of Belgian enterprise, the service of trams in 
Cairo being owned by a Belgian syndicate. The Congo, however. 
offers an even wider field of possibility. 

All these points are proof of the interests acquired by Belgium 
in every quarter of the globe, which are certain to control valuable 
industria] expansion in a short time, and which should direct the 
attention of the British manufacturer to their national enterprise in 
planning another exhibition which will surpass in many respects 
any previous effort, and which will have profited considerably by 
the experience that was gained at Brussels and Liége. 

Belgium itself is the home of industrial activities very much like 
our own and very near coal mines, smelting furnaces, iron foundries, 
glass works, machine factories. The recent discovery of extended 
coalfields improves the future outlook of Belgian manufacturers, 
adding many years of life to their fuel supply. Flanders has been 
famous for centuries for its skill in the textile arts—its countrymen 
were indeed the pioneers of some of them in England and Scotland 
—and there is so great and growing an interchange of business 
between the two countries that the more we know of each other 
the better for the further exchange of business relations. It is 
likely that there will be many visitors from other countries. From 
our own shores, too, the journey can be easily accomplished in, say, 
half-a-dozen hours—and we understand that every facility will be 
arranged to add to the comfort and enjoyment of a popular 
business trip. 

We have before us a copy of a Memorandum of Information for 
British Exhibitors" at Ghent Exhibition, issued by the Board of 
Trade Exhibitions Branch (Queen Anne's Chambers, 28, Broadway, 
Westminster, S.W.), and copies of this, as well as any other required 
particulars, can be obtained either on application to that address or 
to the London offices of the Exhibition. In the Memorandum 
referred to the terms are given for space, as well as for motive 
power, lighting, and water supply. The conditions of installation 
include the following :—“ Exhibitors will be required to carry out 
their own installations of water and gas pipes and electric wiring 
and accessories, in accordance with the regulations of the Belgian 
authorities." Copies of there regulations will be supplied on 
application. 

For the purpose of supplying continuous current in the British 
section, one British manufacturer has offered to supply on loan a 
300-KW. six-pole horizontal-divided six. phase rotary converter run- 
ning at 1,000 B. P. u., suitable for converting from 50 periods, approxi- 
mately 310 volts, to 440 volts on the continuous-current side, com- 
plete with fleld rheostat; also one squirrel-cage induction starting 
motor for the above rotary, mounted on the end of the shaft. 
There will also be lent a transformer reducing the pressure of the 
three-phase supply from 6,000 volts to the voltage of the rotary 
converter. Another British manufacturer is lending a switchboard 
with the necessary switches, fuses and instruments. 


THE ENGINEERING EXHIBITION AT 
OLYMPIA. 


(Concluded from page 615.) 


Mz. A. F. Davis, 2, Enfield Road, London, N.—An improved design 
of firebar is shown, which, it is claimed, is unlike anything previously 
known to exist for furnace work in general without mechanical 
appliances of any kind such as forced draught, steam jete, or induced 
draught. Air apertures are provided through and between the bars, 
which cause preliminary heating of the air before it passes through the 
fuel, thus improving combustion in the furnace, and bringing about 
economy of fuel and increased efficiency. Waste is reduced to a 
minimum, as a thin perforated clinker is found in small pieces 
only, in addition to the fine ash falling into the ashpit. Fuel of 
the lowest grade has been used with these bars to great advantage 
recently, and smoke trouble ceases where the bars are used, as the 
combustible gases are dealt with in the furnace almost entirely. 
Clinker does not adhere to the bars, owing to the increased air 
pressure at the rear end of the grate caused by the chimney 
draught. | 

М ANDRE CITROEN & Co., 27, Queen Victoria Street, E.C. 
—This firm's exhibit consists of their well-known double helical 
gears, some of them of very heavy construction; one set of three 
rolling-mill pinions, for instance, is shown, each of which weighs 
3tons. Some of the gearsare shown in operation. A set of double- 
reduction gear, consisting of spur and bevel gears coptained in a 
gear box, is inoluded in the exhibit. , ' 

MEssrs, LASSEN & HJORT, 52, Queen Victoria Street, E.C.— The 
exhibit of this firm comprises their well-known water-softening 
apparatus, which are shown in operation on the stand, softening 
London water from 17° to 2°. The special feature of the system is 
the provision for exact measurement of the water and the chemicals 
to ensure the desired result. The measuring and mixing apparatus of 
a large softener having a capacity of 20,000 gallons per hour is 
shown on the stand, together with other interesting details of the 


mechaniem. 
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MESSRS. COMPAYNE, LTD., 64, Victoria Street, 8.W.—This firm 
has a very interesting exhibit of power transmission by oil, under 
the patents of Dr. H. S. Hele-Shaw. The principal feature of this 
system is the use of a rotary pump with variable stroke, which 
was described in connection with the Hele-Shaw-Martineau 
steering gear in our issue of August 9th, 1912, page 209. Fig. 12 
shows sections of this pump as actually constructed; the stroke is 
varied by moving the floating guide ring r F along the line A B. 
which not only alters the stroke, but if the motion is continued 
past the central point of zero action, reverses it. The tube D is 


Fig. 12.—SEgcT10Ns or HELE-SHAW PUMP. 


fixed, and conveys oil to the centre of the pump, whence it flows 
through ports into the cylinders; when the cylinder body c 
revolves the ring F moves with it, running freely on the ball 
bearings R B, which are carried in guide blocks. As C rotates, the 
pistons in the seven cylinders successively recede from and approach 
the centraltube, receiving oil from one set of porte and discharging it 
through another set. The pump runs with very little friction. all 
working parts being copiously lubricated, and wear is practically 
nil; the ordinary maximum working pressure is 1,000 lb. per 
вд. in., though the pumps will stand 2,000 lb., and the epzed is 
from 750 to 1,400 R.P.M. The efficiency at full load is very high, 
90 per cent. being attained. 

In transmitting power by this means, & hydraulic motor is used, 
which is shown in section in fig. 13. Like the pump, this is a rotary 
machine, and has a double-cam track K for rollers on the piston 
crossheads L. Thus perfect balance is attained, and the motor runs 
without vibration, with an efficienoy which has exceeded 95 per 
cent. The motor can be made with various modifications according 
to circumstances; we need here only consider one important 


Fic. 13.—SEcTIONS OF CoMPAYNE DOUBLE-CAM MOTOR. 


application of the system, which is illustrated in fig. 14. This shows 
an electric motor к. coupled to a Hele-Shaw pump P, which in turn 
drives a Compayne double-cam motor M. With this device the 
motor can be started under zero load, and when running at constant 
speed is enabled to drive the main shaft at any speed from zero to 
the maximum, in either direction of rotation. Atlow speed the oil 
motor will exert a large torque, as in starting a motor vehicle, and 
the efficiency in such an application reaches over 75 per cent. 
(engine to road wheels) while higher efficiencies can be attained. 
The electrical engineer will at once see that this system 
enables the inherent advantages of the A.C. motor to be combined 
with those of the D.C. motor, as lathes, lifts, &c., can be driven at 
any desired speed, while the motor runs at constant epeed, and the 
motor can be started on light load, reversal of direction can be 
accomplished without reversing the motor, and so on. Messrs. 
Waygood have obtained a licence for the use of the system in 
connection with their electric elevators, and other applications can 
readily be perceived. | 

Messrs. JOHN SrIRR & Sons, LTD, Halifax.—One of the 
largest lathes in the Exhibition is shown by this firm, fitted with 
their patent motor control and quick-traverse arrangement for the 
saddle. The lathe is driven by an E.C.C. motor mounted on the 
headstock, and the special controlling device is attached to the 
saddle; the motor is started and stopped by push-buttons, and the 
speed is also raised or lowered in the same manner. The quick 
traverse is effected by means of a second motor fixed near the end 
of the lathe bed, and driving a side shaft ; this enables the saddle 
to be traversed from end to end in either direction with rapidity. 


CAMBRIDGE SCIENTIFIC INSTRUMENT Oo., LTD., Cambridge.— 
The instruments shown on this stand are mainly those for which 
the company is so well known in connection with temperature 
measurement. Resistance and thermoelectric pyrometers, the 
Whipple temperature indicator (shown in operation, measuring the 
temperature of a tool-hardening furnace), the thread recorder, &c., 
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FIG !4.— ELECTRIC MOTOR WITH COMPAYNE TRANSMISSION: 
GEAR. : = 


are all exhibited, as well as the Féry radiation pyrometers and mer- 
curial thermometers A base-metal thermoelectric pyrometer, in 
which an iron-constantan couple i4 used instead of the rare 
metals, із a notable feature of the exhibit ; it is suit. ble for use upto 


800° C. Rosenhain's fuel calorimeter, the bi- meter CO, recorder, 
and other specialities of the firm are also shown. 
&, 
THERMOCRA 2м 
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Fig. 15.— H. & M. THERMOGRAPH. 
N 


A feature new to this country is the H. & M. thermograph—a 
recording thermometer for temperatures up to about 700° F.— 
which has been largely used abroad for recording the temperatures 
of feed-water, superheated steam, flue gases, &c. The primary 
object in its design has been to manufacture a simple, cheap, 
robust, and reliable instrument for everyday use. It gives a 
record on a circular chart, as shown in fig. 15. The principle made 
use of is the expansion of mercury, which is contained in a 
very strong steel bulb. This is connected by eteel capillary tubing 
to the recorder itself. A special feature of the instrument is the 
character of the capillary tubing, which is such as to render the 
readings of the instrument practically independent of temperature 
changes round the tubing. Most recorders of this type have 
hitherto been seriously limited in their accuracy by the fact that 
changes in temperature of the tubing affect the readings. 

Messrs. SCHOLEY & CO, LTD., 151, Queen Victoria Street, E.C. 
—This firm exhibits a variety of motor-starting gear, the Hopkins 
electric speedometer, and the Tool Steel gear and pinions; the 
latter are new to this country, and are made of very hard steel, 
endowing them with exceptional resistance to wear and tear. The 
E M.B. grid resistances and various tools such as electric soldering 
irons, wax meltere, branding irons, &c., are shown. 

One of the special features of the exhibit is the Britannia 
metallic-filament lamp, which has only recently been introduced to 
the market. It is of British manufacture, and is made at what is 
stated to be the largeet and most modern factory in the kingdom, 
in all the usual sizes and shapes, and for the customary voltages. 

Мв. OHABLES TAYLOR, Bartholomew Street, Birmingham.—An 
entirely new machine is exhibited by this firm for cutting off bars 
or tubes up to a diameter of 3 in. The cutter is rotary, the stock 
being held stationary, and 3-in. round steel is cut off in 45 seconds. 
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MEssRS. STUART TURNER, LTD., Henley-on-Thames.— Several 
small ‘Stuart’ petrol-electric sete are shown on this stand for 
lighting yachte, country houses, &c. We illustrate one of these, 

of 300 w. ontput: the engine 
i is of the vertical two-stroke 
T type and drives the dynamo 

] through a flexible coup- 
ling at a speed of 900 or 
1,000 R.P.M. Larger sizes 
are made, as well as sets 


| Fic. 16.—" STUART " PETROL-ELECTRIC YACHT-LIGHTING SET. 


having a8 smallan output as 150 watts, and motors and switch- 
boards are also shown. 

CROWN Works, Chelmsford.—A variety of magnetic chucks 
flat, rotary, and with different formations of holding-face corres- 
ponding to the class of work to be handled—is shown at this stund. 
A demagnetiser is also exhibited, which is used to remove all traces 
of magnetisation from articles that have been held on the chucks. 
Generators and motor-generators to supply current to the chucks 
and demagnetiser are also shown, as well as surface plates and 
gauges. | 

THE L. 3. STARRETT Co., 36 and 37, Upper Thames Street, E.C.— 


This company shows a wide range of tools and micrometer gauges. . 


Amongst the latter the newest is the Hub” micrometer, the frame 
of which is specially narrow, во as to pass through a - in. hole in 
the hub of & cutter. Another novelty is & quickly adjustable 
micrometer ; on pressing the finger against the end of the screw 
plunger, the nut is released, and the micrometer can at once be 
opened or closed to any extent within its range. On releasing the 
plunger, the nut engages the screw, and the fine adjustment is 
then made in the usual way. Not only istime saved, but continual 
wear on the screw is thus avoided. 

Messrs. KvNocH, LTD., Lion Works, Witton.—A gas engine of 
100 B.H.P. is shown working on this stand, with a patent suction 
gas plant. ° i 

Mr. WILLIAM Bosy, Salisbury House, London Wall, E.C.—Two 
water softeners are shown by Mr. Boby—the “Simplex " type, in 
which the reagents are used in the form of a cream of lime and soda, 
and the type K machine, a new softener, in which the reagents 
are in the form of dry powder. Tbe latter is designed to deal with 
from 200 gallons per 24 hours to 4,000 gallons per hour, and 
requires, it is claimed, less attention than any other type. 

Мв. JOHN THOMPSON, Ettingshall Works, Wolverhampton.—The 
special feature of this stand is a model of the Thompson dieh-ended 
Lancashire boiler, with corrugated flues. There are no internal 
stays, and the seats for the feed valves and steam gauge are pressed 
from the solid plate. There are no rivets on the ends except those 
connecting the flues to the shell, and these are in shear. The 
" Thompson Mars ` bent-tube superheater, with 30 tubes, is also 
shown, and the “Thompson Mars" economiser with 96 tubes. 
Another prominent feature of the stand is the Kennicott water 
softener, having a capacity of 1,250 gallons per hour. 

Messrs. W. H. BAILEY & Co., LTD., Albion Works, Sal ford.— This 
firm has an interesting display of pumps, air compreseors and steam 
and water fittings, including the Davidson feed pump, Kóster's" 
patent two-stage air compressor, &c. 

THE KoRFUND Co., 47, Victoria Street, S.W.—The floor of Stand 
No. 74 is entirely covered with Korfund anti-vibration material, 
showing its utility in connection with machine tools. 

UNBREAKABLE PULLEY AND MILL GEARING Co, LTD., West 
Gorton, Manchester.—This firm is showing the Cooper all-hard 
steel roller-bearing at Stands Nos. 12, 60 and 326. 

In the foregoing references we have by no means exhausted the 
features of interest to electrical engineers, ‘especially those engaged 
in manufacturing processes. For the latter, indeed, there is a wealth 
of information to be derived from a visit to the Exhibition. To 
deal with the exhibits of machine tools in detail is.not possible in 
our pages, owing to the pressure on our space; we can only say 

that the collection at Olympia is probably unique of ite kind. 


Disclaimer.—Mr. W. W. MARTIN, electrical engineer, 
84, Trinity Road, Birchfield, Birmingham, asks us to say that he is 
in no way connected with Albert Edward Martin (Midland Elec- 
trical Supply Co.) whose bankruptcy proceedings have recently 
been recorded in our pages. 


¢ 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


AMENDMENTS, 


VENEZUELA.—The Board of Trade have received a dispatch 
from H.M. Minister at Caracas, suggesting that the attention of 
jritish exporters to Venezuela should be drawn to the fact that 
goods on importation into Venezuela are subject not only to the 
rates of duty specified in the official Venezuelan Tariff, but aleo to 
the following surtaxes:— 

1. Surtax of 25 per cent. of the Customs duties payable (decree of 
April 25th, 1901) ; 

NoTE.—This surtax is made up of two surtaxes of 
124 per cent. each, called respectively, Ii puesto 
Nacional” and Impuesto Territorial.” 

2. Surtax of 30 per cent. of the Customs duties 
payable (decrees of February 16th, 1903, and June 
4th, 1912); 

3. Health tax (decree of December 29th, 1910) of 
1 per cent. of the Customs duties payable + the two 

` gurtaxes (i. e., 1°55 per cent. of the Customs duties 
payable). 

Goods proceeding from the Antille are, on 
importation into Venezuela, subject to a special 
surtax of 30 per cent. of the Customs duties payable. 
The expression Antilles.“ as at present interpreted 
by the Venezuelan authorities, includes not only the 
British, Dutch, Danish and French West Indian 
Islands, and Porto Rico, but also Ouba, Haiti and 

San Domingo. This surtax of 30 per cent. is to be 
added to the Customs duties, and on the sum thus obtained the sur- 
taxes of 25 per cent. and 30 per cent. mentioned in the preceding 
paragraph are calculated; the 1 per cent. "health tax is calcu- 
lated on the total amount. 

The Venezuelan Government has informed H.M. Minister at 
Caracas, in reply to an inquiry, that goods despatched from Europe 
or the United States of America, the Consular invoices of which 
state that they are to be transhipped in the Antilles, are not subject 
to the special surtax of 30 per cent. levied on goods proceeding from 
the Antilles; nor is this surtax Jevied on such goods if they are 
landed or warehoused in the Antilles for want of ships to effect the 
рше, provided that this circumstance is certified to by the 

onsul, 


NEW ZEALAND.—The New Zealand Customs Authorities have 
decided that as electric-welded fencing made of metal wire not ex- 
ceeding three-sixteenths of an inch in diameter can be used for 
purposes similar to those for which metal-wove wire is used, this 
wire shall be admitted free of duty if the manufacture of some 
part of the British Dominions. If of foreign origin the duty will 
be 10 per cent. ad ralorem. 


CUBA.—With reference to a previous notice in the ELECTRICAL 
REVIEW. regarding a Cuban proposal to revise the tariff of import 
duties on goods imported into the Island by increasing the duties 
on goods from countries which have not concluded reciprocity 
treaties with Cuba, it is now notified that this proposal has been 
dropped. Dae 


SIERRA LEONE.—The Government, by Order in Council of June 
17th, have decided to include the following in the list of goods 
admitted free of duty into the Colony :— | 

Motor vehicles and engines used. for industrial or commercial 
purposes, and all accessorier thereto, and (if imported at the same 
time) tools and implements for use in connection therewith when 
admitted as euch by the Collector of Customs. 

Oils, greases, petrol and other non-portable spirits for use as 
motor power or lubrication for motor vehicles and engines, used for 
industrial or commercial purposes, and imported by or on behalf 
of the owners of motor vehicles and engines, when admitted as such 
by the Collector of Customs. 


NORWAY.—The Norwegian Customs Authorities have decided 
that the exemption from duty recently granted for electrical 
circuit-brenkers shall only apply to such circuit-breakers as are used 
in electric light installations in houses, &c. 


BELGIUM.—The Belgian Government have arranged for the 
temporary free importation of goods imported for exhibition in the 
Internationa] Exhibition to be held at Ghent in 1913, provided 
they are subsequently re-exported, and the Customs formalities are 
daly complied with. 


: JTALY.—The Italian Customs authorities have decided that 
electrodes for industrial use made of a combination of ferric oxide 
(ossido ferroso-ferrico fuso) shall be dutiable as carbons for use as 
electrodes for industrial purposes,” at the rate of 3 lire per 100 kg. 
gross weight (Is. 24d. per cwt.). 


Negative Plates of Accumulators,—lIn an article in 
La Rerue Electrique, Messrs. Askenasy and von Putnsky deecribe 
experiments on the effect of adding a small quantity of inert 
matter to the paste in making negative plates. The effeot at first 
is inappreciable, but after 500 discharges, with 1 per cent. of inert 
matter present in the paste, the ampere-hour capacity of the plates 
is materially greater than that of plates without this addition. 


- 
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NEW PATENTS APPLIED FOR, 1912. 


(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P. Тномряом & Co., 
Electrical Patent Agents, 286, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


22,184. ''Electrio incandescent globes.” A. J. Lainp. October 7th. 

22,796. “ Device to ensure that the isolating trip cock and the trip cock on 
electric trains shall be properly set for operation whenever a train is in 
motion." A. G. T. WII DOG. October 7th. 

22,788. ''Lifeguard for mechanical road and street vehicles, driven by any 
kind of power, as steam, gas, petrol, hydraulic power, compressed air, 
electricity, and so on." H. Conrapi. October 7th. 

22,805. ''Antenne used for transmitting and receiving radio-electric waves 
for telegraphic messages or electric energy." C. T. A. Hanssen. (A. J. T. 
Hanssen, Germany.) October 7th. 

22,807. Portable device for use in connection with an ordinary bath for 


the application of electricity to the human body.” Н. В. TURNER. 
October 7th. 


22,833. ‘Electric signalling systems.” C. W. Warp. October 7th. 
(Complete.) ; 
22,851. ‘*Eleotric animal and inseot exterminators." С. C. Tuck. (Con. 


vention date, October 17th, 1911, United States.) October "7th. (Complete.) 
22,859. „Electrical mixing machines." P. Youne. October "th. 
Complete.) ү 
22,875. ''Method of producing high-frequency oscillations." К. RoTTGARDT. 
(Convention date, October 7th, 1911, Germany.) October 7th. (Complete.) 


22,882. '' Wireless light control switch.” W. Н. WIrESs mR. October 8th. 
22,885, '' Electric-light fittings." J. LuTLEY. October 8th. 


22,898. ''Sunk switch boxes, plug and socket boxes, bell.push boxes for 
electric lighting and electric bell work." J. B. MEIELEJOHN. October 8th. 

22,947. *'Perforating slip to be employed in the transmission of telegraphic 
messages," R. Өт. J. Canney апа W. J. RicHARDS. October 8th. 


22,952. Electric lamps." F. B. САнноск. October 8th. (Complete.) 


22,959. Controllers for electric motors and like apparatus.” G. ELLISON 
and M. R. Н. MvELLER. October 8th. 


2,972. Production of light and other radiations.” 
October 8th. (Complete.) 


22,976. '' Automatic device for the protection of electrical circuits.” P. M. 
Levy, H. T. GxORGR and C. G. E. Мин. October 8th. 


22,985. ** Brush. holders for dynamo-electric machines." J. H. Horas. 
October 8th. (Complete.) 


22,995. ''Bparking plug for internal combustion engines.“ 
October 9th. 


2 26006 “ Electric leakage indicators." R. McFARLANE-MARSHALL. October 


28,014. Electric distribution fuseboard." Н. В, Prentice and Н. ATLAY. 
October 9th. 


W, 024. Electric discharge apparatus." 
(Complete.) PRS 


23,037. Devices for supporting overhead trolley wires for electric railways, 
tramways and the like." H. W. H. RicHARDs. October 9th. i 


28,046. Driving mechanism of magneto-ignition machines baving oscillat- 
ing armatures."  R. BoscH (firm of) (Convention date, May 8rd, 1912, 
Germany.) October 9th. (Complete.) 


23,050. ** Process for the manufacture of heat refractory articles from tan- 
talum.” Siemens & HALSKE AKT. Grs. (Convention date, October 91st, 1911, 
Germany.) October9th. (Complete.) 


99 „ Electric heating and cooking apparatus." R. F. VENNER. October 
. / 

28,086. “Electric incandeecent lampe." Вагтівн THomson-Hovston Co., 
Lip. (General Electric Co., United States.) October 9th. : 


23,096. ''Method of and means for electrolytically depositing metal upon 
the interior of tubes and other hollow articles or the like." G. P. M. Lex and 
W. A. BRAME. October 10th. 


28,110, “ Apparatus for the measurement of gases liberated by electrolysis.” 
T. Коокк. October 10th. 


23,150. ''Electromagnetio clutches in machines with reversal of motion." 


E. C. R. Manxs, (“ Vulkan? Maschinen-Fabriks Akt-Ges. Austria.) October 
10th. (Complete.) 


ù yaaa) Aro lamps." L. Kamm. (Divided application on 24,833/11, Novem- 
er 3nd. 

W, 169. Process and devices for producing in a continuous manner Röntgen 
rays having any desired degree of hardness which can be adjusted at a 


moment’s notice." J. E. LiLiENFELD. (Convention date, October 10th, 1911, 
Germany.) October 10th. (Complete.) 


В. О. HOFFMANN. 


J. COLLINS. 


Q. Masornana. October 9th. 


23,907. Self- regulating electric generators or motor-generators.” E. L. 


Frenor. October 104, (Complete.) 


28,208. “Electric transformers." British Taomson-Hovston Co., LTD., 
B. B. Wepmore and J. M. WALLACE, October l0th. 


23,240. “ Telephone receivers." А. Marr. October lith. 
23,251. *'*'Eleotrio controllers." J. MoCaLuus. October llth. 


28,258. ''Banitary attachment for the mouthpiece of a telephone trans- 
mitter." J.P.ViNALL. October llth. 


28, 278. Variable speed. dynamos for use in starting internal combustion 
engines and the like.“ Н. LEITNER. Ootober lith, 


99,279. *''Electricalapparatus for moving railway points or the like, or con- 
trolling an electric motor to run a predetermined number of revolutions in 
either direction alternately.” Ј. Н. Garm. October llth. 


28,285. ‘* Arrangements for obtaining aparkless commutation in rotary con- 
verters coupled to alternating-current booster."  SikMENS-BCHUCKERTWERKE 
N (Convention date, November 14th, 1911, Germany.) October 11th. 
(Complete. 


23.841. ‘* Regulation of the speed of electric motors." SIEMENS -SCHUCEERT- 
WERKE G.x.B.H. (Convention date, October 13th, 1911, Germany.) October 
12th. (Complete.) 


28,344. ''Method of and means for preventing explosions in mines by 
damaged electric lamps and motors." F. PALMER. October 13th. 
23,872. Regulation of dynamo-electrio machines." ALLGEMEINE ELEK- 


TBRICITATS-QES. (Convention date, October 18th, 1911, Germany.) October 12th. 
(Complete.) 


PUBLISHED SPECIFICATIONS. 


Copies ef any of the F in the following list may be obtained 
of Mxssns. W. P. THompson & Co., 285, High Holborn, W. C., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


1911. 
TELEPHONIC APPARATUS, F. L. Muirhead. 91,689. October and. 
VaPoun-EnkoTRIC APPARATUS, P. C. Hewitt. 21,828. October 8rd. 


* 


ELECTRICAL. MEASURING INSTRUMENTS HAVING MOovABLE Сов. J. W. Record. 
22,656. October 14th. 


METHOD oF Рворооко FERRO-SILIcox. C. Bingham. 22,755. October 16th. 


INTERCOMMUNICATION TELEPHONE Systems. British Insulated and Helsby 
Cablen, Ltd, W. A. Aitken, H. Cooper and C. Remington. 92,983. 
` October 18th, i 


Exectric Ілонт Frrrmes, Simplex Conduits, Ltd., and T. Birkett. 99,988. 
October 18th. 


ErrcTR:cAL HEATING Devices. J. F. Monnot. 22,992. October 18th. (Novem- 
ber 12th, 1910.) 


ELECTRICAL Switcues OR Contact MAKE-AND-Break Devices. R. R. Smith and 
F. B. Cox. 23,162. October 90th. (April 22nd, 1912.) . 


ELECTRIC CLUTCH For CoNTRoLLING RaiLwav SiGMALS. A. H. Johnson and 
W. J. Thorrowgood. 26,111. November 22nd. 


BURGLAR AND LIKE ALARMS. А. Richon. 327,697. December 9th. 


ELECTRIC ВАРЕТҮ LAMPS SUITABLE FOR USE IN Mines. W. Н. Lowe. 28,749. 
December 20th. 


Exectric Resistance MATERIAL. British Thomson-Houston Co. (General 
Electric Co.) 28,869. December 21st. 


PRODUCTION or PERIODICALLY-VARYING CURRENTS OP Hiem KEREQUENCY, E. 
Weintraub, 14,504. June 18th. (June 18th, 1910.) 


ELECTRICAL BwiTrCHES. Н. W. Сох. 21,087. September 28rd. 


POWER AND ELECTRICAL INSTALLATION OF POWER-PROPELLED VEHICLES. Е. W. 
Lanchester, 21,822. September 27th. 


DrxAMo-ELECTRIO Macuines. Hon. Bir C. A. Parsons and A. H. Lew. 21,496. 
September 29th. 


AUTOMATIC ELECTRIC BwrTCHING APPARATUS. A.J. Howard and A. C. Allen. 
21,649. October and. 


MEANS OF ENCLOSING ELECTRICAL APPARATUS. A. H. Curtis and Adams Manu- 
facturing Co. 22,372. October lith, 


JOINING OR BONDING THE JUNCTIONS OF METALLIC SHEATHING OR ARMOURING OF 
ELECTRIC Conpuctors. L. Sunderland. 22,550. October 12th. 


CALLING APPARATUS FOR TELEPHONES AND THE LIKE. P. W. Wall. 28,122 
October 19th. 


ELECTRIC Furnace. G. Mettler. 25,890. November 20th. 


METHOD or STORING WIRED DETONATORS, N. Field. 96,044. November 21st. 
(Patent of addition not granted.) А 


1912. 
ELECTRIC CoNwECTING Pivuas. British Thomson-Houston Co. (General Electric 
Co.) 285. January 8rd. r 


EER TRIAT? Meters. Firm of Landis & Gyr. 1,010. January 12th. (August 
19th, 1911.) 


Evectaic RaILwWAT Systems. J. J. Deschamps. 2,826, January th. (January 
80th, 1911.) 


INTERCOMMUNICATION TELEPHONE SYSTEMS. E. R. Corwin. 8,097. February 7th. 


Leap STORAGE BATTERY ELECTRODES AND PROCESSES OF MaxixG Them. W. 
Morrison. 7,253. March 25th. 


REFILLABLE CARTRIDGE-FUsE FOR ELECTRICAL Porposss. E. B. Mallory. 8,110. 
April 8rd. (April 8rd, 1911.) 

ELFCrRIC REFINING CRUCIBLES. E. C. R. Marks. (Patents Purchasing Co.) 
8,790. April 18th. 

Evectric Fuses. S. D. Sprong and W. E. McCoy. 12,701. May 29th. 


MULTIPLE CARBON Аво LAMP R. Korting & Mathiesen Akt.-Ges. 14,872, June 
26th. (June 80th, 1911. Patent of addition not granted.) 

Fuses FOR USE IN ELECTRICAL CiRcUITS. Siemens Bchuckertwerke Ges. 19,980. 
September 2nd. (September 2nd, 1911.) 


ELECTRICALLY-HEATED Stoves. British Thomson-Houston Co. (General Elec- 
trio Co) 728. January 9th. е 


ELECTRIC LIFTS OF THE ALTERNATING TYPE AND THE LIKE, H. J. Moysey. 
3,144. February 7th. 


Means or MAKING CONTACT OR OPERATING ELECTRIO SIGNALS FOR USE PRINCIPALLY 
IN Mines. M. Fryar. 5,919. March 9th. 

ErnrEcTRICTimE SwitcHes. F. Schmid. 6,018, Marchllth. (August 10th, 1911.) 

APPARATUS FOR THE GENERATION OF ELECTRICITY FROM THE MOTION ов CURRENTS 
ор WATER. A. Visser, de Goede and de Veen. 6,962. March 21st. 

APPARATUS POR INDICATING ВркЕрв AT A Distance. Siemens Bros. & Co. 
(Siemens & Halske Akt.-Ges.) 6,977. March 21st. 

ANODE SUPPORTS FOR USE IN ELECTROPLATING. Spirella Co. of Great Britain. 
(Spirella Co.) 9,148. April 18th. 

EXLEcTRIC TRAPS FOR RATS AND THE LIKE. S. Takacs. 9,968. April 19th. 

DEVICES FOR ADJUSTABLY SUSPENDING ELECTRIC AND OTHER LAMPS, ELECTROLIEBS, 
Gas PENDANTS AND THE LIKE. W. Н. Starge. 9,900. April 96th. 

TELEPHONE ReceIvers. J. Parr. 10,616. May 4th 

ALTERNATING-CURRENT DISTRIBUTION Systems. B. D. Sprong and W. E. McCoy. 
12,682. May 29th, 

EARTHING ARRANGEMENTS FOR ELECTRICAL Systems. Siemens Schuckertwerke 
G.m.b.H. 12,738. May 80th. (May 80th, 1911.) 

Авс Lamps. H. E. Moul. (Korting & Mathieson Akt.-Ges.) 14,516. June Ast. 


EnscrRicAL JUNCTION Boxrs. Т. E. Murray. 19,684. August 20th. (Septem- 
ber llth, 1911.) 


- 


Electrical Motor-Vehicles in America.—A meeting 
of the Electric Vehicle Association of America was held in Boston 
on the 8th and 9th inst., when among the papers read was one on 
" Street and Traffic Conditions as Applied to the Use of Electrical 
Vehicles," by Mr. R. McAllister Lloyd, of New York, another entitled 
“Some Recent Developments in the Lead Battery," by Mr. Bruce 
Ford, of Philadelphia, and one on “ Electrical Vehicle Charging 


Apparatus" by Mr. R. E. Russell, of the General Electric Co., 
Schenectady, New York. 


Hampton Court Fire Protection.—The Gamewell 
system of fire protection has been completed at the Palace by Mr. 
G. L. Beasley, of 10, Warwick Court, W.C. There are 64 alarm 
boxes, the operation of any one of which punches a time recorder 
in the fire station and at the same time rings a gong and displays a 
numbered disk in each of the 27 firemen’s houses, Telephonic 
messages can be sent from any box. The storage batteries, in 
duplicate, are supplied automatically from the local lighting 
mains 


The Lighting of the House of commons. Answering 


a Parliamentary question by Mr. King, Mr. W. Benn says that the 
First Commissioner of Works has now substituted electric light for 
gas in the Chamber of the House, and the result is satisfactory 11 
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WASTE LABOUR. 


IT is impossible to withhold one's sympathy from the moving 
appeal set forth in our “ Correspondence ” columns by the 
Secretary of the B.E.A.M.A. to-day ; the abuse to which he 
draws attention is as notorious as it is onerous. Not only in 
connection with drawings and prints is it experienced, but 
also in the more costly items of complete tenders for sections 
of the plant which is to be placed on order. As we have 
pointed out on previous occasions, it is not unusual for 
the maker of a dynamo to submit a number of alternative 
tenders incorporating the engines of different makers in his 
offer for the combined set, and sometimes the engine 
builders also tender separately, with various dyngmos. The 
consequence is, of course, that innumerable drawings and 
Specifications are required, the aggregate cost of which 
constitutes a very heavy burden upon ап  induetry 
already sufficiently laden with costs and taxes and crushed 
by excessive competition. In the long run the 
purchaser has to pay the bill for the whole, and the 
consulting engineer is distracted by the multiplicity of 
tenders, differing but little in essentials, and therefore all 
the more difficult to appraise in order of merit. 

Never was it more necessary to cut down unproductive 
expenses and to minimise the waste of labour than it has been 
during recent years; it is true that we are just now passing 
through a phase of exceptional prosperity, but that is no 
excuse for extravagance on the part of the industry, any 
more than it would be in the case of an individual. Now is 
the time when reasonable profits should be made to com- 
pensate for all those lean years that we have experienced, 
and that may possibly recur. The methods of shop 
management have undergonea revolution ; the output of 
each workman can now be measured and checked to 
decimal fractions, and the utmost care is exercised in 
up-to-date workshops to abolish loss of time and waste 
of labour in every department; it is no less important 
that the demands of external sources shall be similarly 
scrutinised and whittled down to the lowest possible 
degree consistent with efficient salesmanship and satisfaction 
to the purchaser. The particular type of oppression cited 
by Mr. Dunlop affords a flagrant instance of thoughtlessness . 
and futility. The practice may be due, as he says, to the 
bad habits contracted by engineers' assistants, to whom the 
asking for a superfluity of information comes easily. without 
regard to the cost of supplying it; but even if this be the 
case, the principals are wholly responsible for its continuance. 
There is no mystery or complexity about ordinary switchgear 
to justify the provision of detailed drawings in the pre- 
liminary stages; any competent junior draughtsman can 
prepare the designs, but that is no reason for setting an 
army of junior draugbtsmen and photographers at work, all 
doing the same thing, and all but one of them doing it to no 
purpose. Such staff might be more profitably employed in 
preparing photographs and drawings of, completed work for 
publication in the technical Press—a direction in which our 
firms are sadly wanting in enterprise in comparison with 
their Continental rivals. 

Apart from the fact that the purchaser is the loser in the 
end, there is another consideration which cannot fail to 
appeal to every patriotic engineer—the welfare of the in- 
dustry in which he is himself engaged—and we hope that the 
Widespread attention’ that is now being given to the subject 
will induce him to take prompt action to put an end to the 
waste of other people’s time and money. The Association 
has done well in taking this step, and we trust that it will 
be no less earnest in removing the many other obstacles with 
which the manufacturing engineer is confronted in this 
country. 
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So the cat is out of the bag ; the great 


Noui ter betion which has resulted in Manchester 
Street Lighting | being a city of outer darkness—a by-word 


Reports, in the matter of street lighting—is at last 

exposed. Even the Gas Committee, on 

which rests the responsibility for the gloomy Manchester 

that we all know, cannot very well cavil at & report which 

is Jointly signed by a recognised enthusiast in the cause of 
street lighting by gas. 

To be confronted with a discrediting report, which 
cannot but reflect on the part played for so many 
years by those responsible for inefficiently lighted streets, 
is bad enough, but to know that that report is subscribed 
to by a zealous admirer—even though with transparent 
unwillingness—is infinitely worse. Yet such is the plight of 
the Manchester Gas Committee, now happily superseded by, 
let us hope, an impartial Street Lighting Committee, so far 
as street, illumination is concerned. 


In the early summer the City Council, in order to decide 


what had become a burning question in more senses than 
one, arranged for a joint investigation, by Messrs. Haydn 
Harrison and Jacques Abady, of the rival systems of flame- 
arc lighting and high-pressure gas lighting, a typical in- 
stallation of each kind having been arranged for the pur- 
pose in Portland and Princess Streets respectively. The 
Joint and individual reports of these gentlemen are dealt 
with elsewhere in our pages, and it is sufficient here to say 
that both of them agree that the illumination in the two 
cases is approximately the same, but that the cost of the 
electric lighting is considerably less than that of the high- 
pressure gas lighting. 

Mr. Harrison goes further in his separate report, stating 
"that had the gas lamps been working at double the 
efficiency, or the cost of electrical energy been double what 

it is, the electric arc lamps would still have proved to be the 
more economical for equal illumination." 

But we can safely leave Mr. Harrison's own report to the 
judgment of our readers ; it deals concisely with ascertained 
facts, and is unobscured by generalities. 

Mr. Abady's separate report is much more extensive, and, 
indeed, he appears to have expanded the reference to cover 
matters far removed from the relative merits of the rival in- 
stallations in Portland and Princess Streets, a proceeding 
which, we are compelled to assume, arises from the necessity 
for making the most of the very poor case for high-pressure gas 
lighting. Mr. Harrison accepts the figures of costs given by 
the Manchester electricity and gas departments, and draws 
a straightforward comparison between the two installations ; 
not so, however, Mr. Abady, who interprets the reference to 
include an invitation to criticise not only the electricity and 
gas department's costs if necessary," but also the respective 
installations. | | 

The words if necessary" are significant; never was it 
more necessary to juggle with obstinate facts and figures, to 
gloss over the fatal deficiencies of gas lighting, and to damn 
by the faintest of praise the excellences of its great rival 
‘electricity, and Mr. Abady's gas friends must needs admit 
that he has left no stone unturned in their cause. 

The all-important fact remains, however, that he himself 
considers “ that, based upon the figures of cost given by the 
electricity and gas departments . . the Manchester Cor- 
poration gas department cannot supply for publie lighting 
purposes three-burner high-pressure lamps at as low a cost 
as can the electrioity department supply for public lighting 
purposes 11-amp. flame arc lamps." 

However, as the drowning man will clutch even at a 
straw, 80 Mr. Abady, with the gas instinct uppermost, 
grasps at anything which may keep his reputation as a gas 
enthusiast afloat. And the straws in this cage are even more 
intangible than usual. 

It is, however, needless to enter into the various excuses 
and specious arguments advanced by him in the cause of 
gas; even he must realise the utter hopelessness of a case 
which compels him to advance such a statement as the follow- 
ing :—'* It is also a fact that light given by a. . . gas 
mantle contains a larger percentage of this useful light than 
does the light given by an arc lamp. That is one of the 
reasons why a street lighted by high-pressure gas lamps is 
so noticeably brilliant, a fact which, because it cannot be 


measured, cannot be expressed i in £ в. d.,“ or to urge in its 
favour the preponderating subsidies of the gas department 
to the rates—subsidies which are due in part, at least, to 


that department having given such poor value for money in 


street illumination in the past. 

Moreover, Mr. Abady goes out of his way to criticise 
matters of which he cannot expect to be regarded as & 
competent judge, i. e., the fixed and running charges of the 
Manchester Electricity Supply. As these have been discussed 
from time to time, our readers will be aware that at Man- 
chester the fixed charges for traction are based on plant 
which has been practically reserved for traction purposes, and. 
are, therefore, somewhat higher than the fixed charges due 
to the large turbine plant installed solely to meet the rapidly 
developing power supply business. 

The traction charges, however, benefit in the general re- 
duction in running charges from year to year: this arrange- 
ment is probably as equitable as dividing up the whole of the 
capital expenditure pro тайа to the maximum demands for 
power, lighting and пасын and basing the fixed charges 
thereon. 

However, in such case a brief calculation will show Mr. 
Abady that even lower values are obtained, viz., £7°6 per 
KW. of M.D., plus 223d. per unit running costs, as compared 
with the £7°5 per kw. and "2324. per unit adopted by Mr. 
Abady in calculating the cost of electric lighting. in the 
report. 

The pill, despite Mr. Abady’s attempted gilding, is the 
bitterest by far that our gas friends have had to swallow ; 
pill ?—we might almost say emetic. | 


THE controversy on municipal motor 


: ле hiring, which appears to be claiming the 
Led. at close attention of a section of the industrial 


community of Leeds, revives once more 
one aspect of the old question of municipal versus private 
trading. In this case a proposal was brought forward by the 
Electricity Committee that the Corporation should borrow 
the sum of £10,000 with a view to financing and 
establishing a department for the hiring of electric motors 
—a method of development which has brought much gnis 


. to the mill in other towns similarly situated. 


Officially the Leeds traders will, however, have none of 
this, and in view of the active opposition aroused, particu- 
larly on the part of the electrical fraternity in the city, the 
Council, after considerable discussion, referred the matter 
back for further consideration by the Committee, go that the 
issue is still undecided* 

Quite apart from the Committee’s proposal, and its 
real or imagined effect, it is worthy of examination 
whether the electrical trade opposition to this particular 
phase of development of a municipal department which 
is un fai! accompli, is not short-sighted. Neither from 
а commercial nor a municipal point of view can it be 
contended that the Leeds electricity department has failed 
in its objects, but it is quite arguable that these objects 
would be more fully attained if prospective users of electric 
power were able to test the soundness of electric driving 
without, as they may think now, having a possibly useless 
motor left on their hands. 

If in a city like Leeds electric driving is to be eonfined to 
the people who can afford to purchase their installations 
outright, it must be obvious that a large proportion of the 
small and, no doubt, some large power users—potential con- 
sumers who are hesitating on the score of first cost—will be 
indefinitely lost to the supply undertaking and to the local 
electrical firms as well, if they would only see it, for they 
forfeit the prospective wiring under the Electricity Com- 
mittee’s scheme. and, with one exception, are apparently 


‘unable or unwilling to offer any facilities for motor hiring 


comparable with those under the scheme. 

As we understand the matter, electrical contractors, 
ing generally, are quite willing to give in on this point of 
motor-hiring, which, obviously, would mean in most cases & 
larger lock-up of capital than they can stand, if electrical 
wiring and installation work be left to them. This being 
80, it is difficult to understand why Leeds firms are anxious 
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to hinder a policy which, we believe, would make for a better 
development of the city’s own undertaking. We recognise 
the importance of the principle involved, but there are some 
things which a public authority is by nature better fitted to 


e 


handle, and one of these, as it appears to us, is motor- - 


hiring. 

It is undeniable that a great field exists for the hire of 
motors and other apparatus by electricity supply under- 
takings, and one need only turn to the rival gas under- 
takings for proof of this. What proportion, for instance, of 
the 20,000 gas cookers, which the people of Norwich are 
credited with using, would have found users if some hiring 
scheme hsd not been in operation, and how could local firms 
have financed the huge business which has actually been 
built up? 

Again, the neiglibouring city of Bradford bad 1,732 motors 
on its mains at June, 1911, and of these the larger proportion, 
viz., 919, were hired by their users, and, no doubt, maintained 
in efficient order by the Corporation, a factor of no small 
importance to the small power user. 

The problem of the small power user who cannot afford to 
Purchase apparatus outright, and of otliers who prefer for 
various reasons to hire rather than purchase, has to be faced 
in some way, and it is quite evident that co-operative, and 
not obstructive, tactics will lead to the most profitable 
all- round solution of the matter. | 


ANYONE who holds the position of 
director of a public company must some- 
times wonder wbat is the extent of his 
powers. This is especially the case when he sees the affairs 
of the concern practically run by the managing director or 
the chairman, and he feels that he has little or no power. 
So far as the direction of policy is concerned, it may be a one- 
man company.  À correspondence has recently appeared in 
the Times with reference to the powers of directors. It was 
initiated by a gentleman who wrote to complain of the 
present state of company law. It appears that he had 
obtained the opinion of an eminent counsel" to the effect 
that a director has no right of access to the books of a com- 
pany unless he is specially authorised in that behalf by a 
resolution of the board of directors. This opinion has 
evoked a storm of disapproval, and having regard to the 
authorities cited by those who disapprove, it may be regarded 
as erroneous. Although directors can, primá facie, only act 
by resolution passed at а duly convened board meeting at 
which a quorum is present, and no director has individual 
powers unless delegated to him, yet the directors of a com- 
pany are the managing partners of the concern, and as such 
are entitled to the same right of access to the books of the 
company as the members of an ordinary partnership. 
In Burn v. L. and S. Wales Coal Co. (W.N. 1890, 209) 
it was expressly held that a director has a right to inspect 
and take notes of all documents held for the company virtute 
officii. Lord Justice Buckley, in his work on companies, 
appears to hold the same view, when he says :— 

It is the duty of the directors (a duty which they have under- 
taken to perform in becoming directors) to be acquainted with the 
proceedings of the board of which tbey are members. A director 
cannot, therefore, semble, escape liability by professing ignorance 
of a state of affairs which he might have learned from the books 
of the company. But knowledge of all the entries in the books 
will not be imputed to him. 

English law is sometimes vague and uncertain, and it 
must be admitted that in that lengthy Act which consolidated 
the law relating to public companies in 1906, there is no 
special provision dealing with the question in hand. It 
would, however, certainly be surprising if the position of 
director, which involves very great responsibility, did not 
carry with it the right to make the most minute inquiry 
into the affairs of a company. 


The Powers 
of Directors. 


THE announcement which reached us 


The “ Point 


Fives.” last week that another borough electrical 


engineer—Mr. Allen, of Carlisle — had 
been elected to the select assembly known as the point 


fives,” reminds us that these—shall we say courageous ?— 
gentlemen are now ten in number. 

That they have been able conscientiously to adopt what 
are, by comparison, extremely advanced views in the matter 
of domestic electricity supply is all to their credit, and un- 
doubtedly very gratifying and satisfactory to their consumers. 
It is no secret, however, that some engineers, men whom 
we and they respect for their sound views, look with some 
misgivings at the Id. unit when it is unaccompanied by а 
fixed charge based on the connected loud. 

One cannot blame them for this. It is not so much a 
question of the normal consumer's peak load as of the 
abnormal consumer's possible peak load, assuming that such 
consumers take every possible advantage of the temptation 
which is purposely held out to them to adopt electric light- 
ing, heating, cooking, &c., throughout. "There is no doubt 
that consumers on a rateable value assessment tariff will, if 
they fulfil expectations, tend as a whole to become abnormal 
consumers in the matter of lighting and heating, whatever 
they may be as regards cooking, and, so far, nothing definite 
appears to be known as to the net effect of their increasing 
connections on the peak load. | ' 

Our remarks do not refer particularly to cooking loads, 
which, one might judge, from statements made at the Harro- 
gate Convention in June last, are as likely as not to be * off- 
peak " loads—at any rate, this is the experience of such 
divergent localities as Marylebone and Luton. The whole 
question is admittedly an involved one, but probably the 
engineer who adopts the ld. rate risks far less than other 
people suppose, and plays for far higher stakes than he is him- 
self aware of. The engineer has a great ally in tbe steadily 
falling fixed charge, and an even greater in the mysterious 


diversity of habit of his consumers. 


In conclusion, one might suggest that there is still scope 
for the “ point five," who feels inclined to become frac- 
tionally smaller still, to consider some schenie of heating at 
“во much per room" during the winter months. Small 
heaters suitably placed and automatically controlled by а 
thermostat placed, say, on the ceiling, and adjusted во as 
to maintain a temperature of about 60° F., might meet the 
case; but, of course, it needs a really simple and reliable 
method of temperature control and a relatively low charge 
per unit, neither of which may materialise just yet. 


THE article printed elsewhere in this 
issue, describing the electrical installation 
at Stoneleigh Abbey, may be regarded as 
illustrating the best modern practice in country-house equip- 
ment. It is notoften, perhaps, that the engineer has so free 
a hand to carry out an installation as he considers it ought to 
be carried out. Usually, he is more or less bound by com- 
petition to effect a compromise between what is best and 
what is expedient, frequently with a considerable bias towards 
the latter, but in this case, we believe, the best has been 
demanded and supplied. | | 

The fire-fighting installation is particularly interesting, 
being designed on novellines, and marking a great advance 
even upon the up-to-date system previously in use at the 
Abbey. Taken in conjunction with the article on private 
House water supply, recently published in our pages, which 
attracted much attention, it indicates a useful opening for 
electricity supply in country houses, and in other connections 
also. | 
Electric cooking is another direction in which country 
houses offer a wide scope for development. Here it is free 
from all competition except that of the coal range, and, once 
tried, cannot fail to score a triumph. 

It is regrettable that the uses of electricity in agriculture 
are still but little appreciated in this country; we have en- 
deavoured to bring them home to our readers by inserting 
descriptive accounts of work that has been accomplished 
abroad, and we fully believe that eventually, when the British 
agriculturist realises the extreme convenience, economy and 


Country House 
Installations. 


elasticity of electric power, he will be glad to avail himself 


of its advantages. 


| 


688 


THE ELECTRICAL REVIEW. (vol. 71. No. 1,823, NovEMBEX 1, 1912. 


AUTOMATIC CURRENT REGULATION 
DURING EXHAUSTION OF INCANDESCENT 
LAMPS. 


[COMMUNICATED. ] 


IN any process, such as the manufacture of incandescent 
electric lampe, which involves passing work through a number 
of departments, it is often difficult to trace defects in the 
final product to the department primarily responsible. A 
certain percentage of incandescent lamps have to be rejected 
as ‘“‘outfalls’’ when tested on the photometer, owing to 
incorrect treatment either in the filament mounting or globe 
exhausting stage of manufacture. This leads to special 
annoyance and loss when fulfilling urgent orders. Not only 
may delivery be delayed beyond the promised date, but also, 
especially if the order is for lamps of unusual candle-power 
or voltage, the maker gradually accumulates a stock of 
„outfalls“ for which there is very little demand. 

The two most delicate operations in the construction of 
an incandescent lamp are the mounting of the filament, and 
the exhaustion of the bulb. Up to the present a very con- 
siderable number of lamps have been seriously injured by the 
incandescing of the filaments at too early a stage in the 
exhaustion of the bulbs, and by delay in opening the supply 
circuit in case of failure of the vacuum. 

The apparatus described and illustrated in the following 
paragraphs is due to A. Stifter, and provides for the auto- 
matic switching-in of lamps when such a vacuum has been 
attained that the tilament may be safely incandesced, and 
also for automatic opening of the supply circuit in 
the event of the explosion of a bulb or serious deterioration 
of vacuum by leakage in a bulb or its connections. The 
attendant’s duty is limited to mounting and sealing-off 
lamp:; hence, a reduced staff can deal with an increased 
output, while, by the action of the automatic circuit breaker, 
the number of the spoiled and “outfall” lamps is greatly 
reduced. | 

Referring to fig. 1, the mercury vacuum meter a controls 
a local circuit containing the switch solenoid d; the 
resistances b — 0, are of any convenient resistance material, 
and are provided with intermediate platinum contacts fused 
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FIG. 1. 


' through the wall of the vacuum gauge. When the mercury 
has risen to a height corresponding to that vacuum at which 
the lamp can safely be incandesced, the contact c is closed, 
and current flows from the local battery through the whole 
of b, and the coil d. The core e is then raised so far that 
the conducting part of the U-bar f (see also fig. 2), is 


drawn into the mercury cups 9, thus closing the lamp circuit. 


If the filaments have been mounted properly, they now 
become duily incandescent, and the isolating switch A in the 
alarm bell circuit is closed. 

Above the coil d is an insulating plate + carrying contact 


above e. 


bars /,, k, the construction of which is shown in fig. 3, which 
imagines the ring of bars developed into one plane. The actual 
arrangement is shown in plan in fig. 4. At the moment when 
f closes the lamp circuit, these contact bars make no connection 
between sections m., "s, &c., of the ring l, hence, for the time 
being, the lamp current traverses the whole of the liquid 
resistance column ». 

Meanwhile the lamp vacuum is increasing, and when the 
mercury level in the vacuum gauge reaches о, the section J, 
of b is short-circuited, and the current through d being thus 
increased, the core e is raised further and the conducting 
limbs of k make contact between mn, m, thus short-circuit- 
ing nart of the resistance 7, with the result that the lampe 


ipl 


Fie. 2. A FIG. 3. 


burn more brightly tban before. The same cycle is repeated 
till, by the time the mercury in the vacuum gauge reaches b, 
the whole of n is short-circuited and the lamps are supplied 
at 10 per cént. over-voltage. 

Suppose now that a lamp explodes, or a leakage occurs 
during the exhaustion, the mercury level in a at once.sinks 
below c, the coil d is cut out of circuit and the lamp current 
is rapidly reduced, as A, I, &c., descend, and finally the 
switch f is opened. The core e descends under its own 
weight and that of the contact gear; no controlspring is 
used. "The openirg of the control circuit permits the arma- 
ture of r to fall, with the result that the alarm bell и at 
once commences to ring and attracts the notice of the 
attendant, who opens A, remedies the defective condition and 
recommences the exhaustion. .At the most one lamp is lost. 
Should the switch À not be closed after the lamps have 
been switched in circuit, the automatic action of the main 
switchgear is unaffected, but the attendant may for some 
time fail to notice that the vacuum has been lost and the 
lamp circuit opened. 

Should the vacuum fail temporarily after the switching- 
in of the lamps (owing to a sudden emission of occluded 
gases, or the drying-out of moist joints), the push « may be 
compressed, thus keeping the local control circuit closed 


FId. 4. 


Еа. 5. 


Fic. 6. 


until the mercury level in the vacuum gauge again rises 
Temporary loss of vacuum by the above causes is 
easily distinguished from the sudden large and permanent 
loss of vacuum due to in- leakage. To avoid oscilla- 
tion of the core e occurring when temporary vacuum varia- 
tions are set up during exhaustion (thus leading to a tem- 
porary uncovering of one or more contacts 0), a cylindrical 
damping capsule is provided, 

When dealing with lamps of abnormal voltage or candle- 
power, a second liquid resistance may be connected in series 
or parallel with л, as shown in fig. 5, after opening the 
isolating switch z. "The effective value of the supplemen- 
tary resistance may be varied by raising or lowering K, or 
varying the water level, or by the addition of a few drops 
of acid or alkali. Every type of lamp can thus be handled 
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simply and rapidly, and to avoid risk of injury, the whole 
apparatus is so enclosed that only the vacuum gauge is 
visible, and the switch Л and push w are accessible to the 
workman. i 

In order to make the contact loops & as light as possible, 
the conducting length may be made up of aluminium 1—5, 
but it is then impossible to use mercury at т, m., &c., and 
some other means of effecting efficient contact must be 
employed. As compared with copper and the noble metals, 
aluminium has high conductivity, while possessing very low 
specific gravity. | 

If aluminium be used, the weight of each contact loop 
need not exceed 12 gm., and it is possible, by using glass 
(specific gravity, 2°65), or quartz (specific gravity, 2:5—2'8) 
for the upper insulating part of the U bars, to load the ring t 
very symmetrically, thus reducing the friction of the guide 
rollers y, y, Probably, however, the surface film of oxide 
forming on aluminium and the impossibility of using this 
metal in mercury cups would make it desirable to use some 
other, though heavier, metal. The contact length of the 
main switching piece f may be made of carbon (in order to 
reduce damage by sparking when opening the lamp circuit) 
and the upper part of quartz. 

Residual Pressure at which Lamps may be Incandesced.— 
It is sometimes recommended that lamps should not be 
incandesced until the residual pressure of gases in the bulb 
has been reduced to 0:00013 atmosphere, but experience 
shows that no damage occurs if filaments are incandesced 
when the pressure reaches 0:00262 atmosphere ; it must be 
remembered that a considerable part of the residue is by this 
time composed of inert gases from the filaments and joints, 


&c., which gases have no oxidising or other injurious effect 


on the incandescent filament. There is a distinct advantage 
in incandescing the filaments for as long a period as possible 
during evacuation, and this particularly applies to metallic- 
filament lamps, owing to the large number and surfaces of 
parts within the bulb, and (except in the latest types) large 
number of cemented joints. | 

It is especially important that the point (с) (fig. 1) be 
correctly chosen so that the lamps are switched in imme- 
diately, but not before, that vacuum is reached at which the 
filament can be incandesced without injury. 

Fig. 6 represents part of a standard vacuum gauge. The 
right-hand tube is open to the atmosphere, the central stand- 
pipe is sealed at the top, and the left-hand tube is connected 
to the exhausting system. During the exhaustion of the 
lamps, mercury rises in the centre tube L, and when it reaches 
level 1, the stand-pipe с: is isolated from the left-hand tube. 
As the mercury rises yet higher, the rarefied air in G is com- 
pressed, and by the time the mercury reaches, say, tlie 
10 mark, on the scale, the vacuum in the lamp has reached 
such a value that the filaments can safely be incandesced. 
The corresponding mercury level in the vacuum gauge under 
calibration can now be marked, and thus tlie point c deter- 
mined. 

The dimensions shown in fig. 6 are in mm., and in the 
present case v = volume of stand-pipe above 1 = 2,286 
mm.“; 7, = volume of stand-pipe above scale mark 
10 = 7°85 mm.“; p, = lamp vacuum corresponding to v:, 
and requiring to be determined; p, = pressure of air in v, 
The pressure p, can never reach 1 atm., but its value at any 
moment can be calculated as follows :— 

The diameter of L = 4 mm. and v, = 2,286 mm.“ 
corresponding to a column 182 mm. in height, and therefore 
a pressure of 0:238 atm., i.e., p, = 0:762 atm. Then, from 
Boyle's Law— 

„ 
whence, substituting the above values for z, 7, and ру, 
7, = 000262 atm. 


Having once determined experimentally the critical resi- 
dual pressure at which given filaments can safely be incan- 
desced, the corresponding volume ?, and hence the scale 
mark to which the mercury must rise in the stand-pipe of 
the vacuum gauge (fig. 6), can be calculated by the inverse 
of the above process. 

An ultimate vacuum of about 0:002 mm. (2°62 x 107°) 
suffices, hence the difference between the vacuum at which 
the filament is first incandesced and the vacuum when 
exhaustion is considered complete, corresponds to about 


2 mm. height in the vacuum gauge (fig. 1), and to increase 
this height sufficiently to enable the seven contact wires 
b, &c., to be fused through the glass, the diameter of the 
tube is locally constricted from 5 mm. to about 1°3 mm., 
thus providing a length of nearly 30 mm. for the control 
contacts. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


The Institution of Electrical Engineers. 


I notice that the above Institution threatens to come off 
its pedestal and do something for its ordinary members. 

We have lately had a good illustration of what the 
“strongest Trade Union in the world”—namely, the 
Medical Association—can do for the medical man. Imagine 
our Institution saving their fully-qualified members from 
the 17s. per week job, in charge of 408. to 808. per week 
workmen. The workman has his Union, the 17s. engineer 
only the Institution of Electrical Engineers. 

The Electrical Times tells us that recruits to the Insti- 
tution “ will find that membership will be of increasing value 
to them in their careers.” I wish the word increasing had been. 
left out; then one could recruit with an easy conscience. 
* Professional status in the electrical world " is all very well 
in its way, but it does not, help some of usto earn an unskilled 
labourer's pay. 

The Medical Association takes very good care of the pro- 
fessional status of the doctors: but, what is more, it also 
helps them to live. Overcrowded as the medical profession 
is, one cannot, employ a doctor for 17s. per week, neither is 
it possible for a chemist to pretend he is a qualified medical 
practitioner. | 

When wil our Institution become less dignified and 
more useful to the majority of its members? I am sure 
none of us would mind paying double or even treble our 
present subscription if we could feel as the doctors must, now 
feel in regard to their own glorious and dignified “ Trade 
Union.” If the above ever comes to pass, there will be no 
need for members to recruit as at present. The difficulty 
will be to keep unqualified men out of the Institution of 
Electrical Engineers. 

When shall we see at the head of your advertisement 
column :—‘ Before applying for the post of electrical engi- 
neer under the Corporation, intending applicants 
are requested to apply to the Institution of Electrical Engi- 
neers ? 


A. J. Abraham, 
i Engineer and Manager, 
Aberdare Electricity Works, 
October 23rd, 1912. 


Switchgear Drawing-Office Expenses. 


I am directed by my Council to invite, through the 
medium of your valued paper, the attention of municipal 
and consulting engineers and other principals interested in 
the purchase of switchboards, switchgear and apparatus to 
the burden at present imposed upon manufacturers by 
demands for drawings, the cost of preparing which is, in 
many instances, largely disproportionate to the value of the 
orders for which they are prepared. "EM 

It appears to be customary—the custom originating, no 
doubt, in competition, and now sanctioned by use—in every 
instance at the inquiry stage of a switchgear order, for 
purchasers to ask each tenderer for special drawings, irre- 
gpective of the sizé or value of the apparatus inquired for; 
and it is, thus, not unusual for a maker, when acting as 
sub-contractor, to be requested by a dozen different firms to 
supply, for tendering purposes, of each section of the order, 
a dozen sets of drawings in duplicate, together with blue 
prints and diagrams of connections and dimensions, the 
order itself being of the value of, perhaps, not more than £10. 
In the case of intermediate sub-contractors making the 
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demand on behalf of some main contractor, the work is 
doubled, and may even be quadrupled. 

It is submitted by members that, while in the case of 
large special switchboards, detailed lay- out drawings may 
reasonably be required, in the majority of cases an immense 
wastage of time and labour takes place in the manufacturers' 
drawing offices, most of the drawings demanded being un- 
necessary for the immediate purpose ; “and that simple illustra- 
tions of the apparatus offered would, in the first instance, be 
amply sufficient to enable purchasers or their engineersto decide 
as to the tenderer or tenderers to whom they will, in the first 
instance, give the preference, who could then be required to 
submit the necessary drawings. 

The grievance is, moreover, as it appears, not confined to 
the tender stage. In the contract stage also, the drawings 
required are, members submit, frequently excessive in 
number and variety, and unnecessarily detailed. In the case 
of motor panels, for example, of which a large number are 
sometimes ordered at one time, it is not unusual for three 
or more: dimensional prints of each panel to be asked for. 

My Council conceive that in many instances excessive 
demands for drawings may arise from thoughtlessness or lack 
of knowledge on the part of purchasers’ assistants, who 
habitually, and, perhaps, excusably, make them as a matter 
of routine with every inquiry or order passing through 
their hands, specifications usually embodying “ covering“ 
provisions as to the drawings which shall be supplied if 
required. 

From whatever cause arising, however, my Ccuncil feel 
assured that a remedy will be found for the grievance, and 
that, so far as it lies within the power of purchasers to 
apply it, the remedy will be applied. The interests of 
both parties are obviously served in the end by keeping 
down charges for unproductive labour; and the total 
amount of drawing-office charges incurred yearly by manu- 
facturers as a body is, under the present system, very 
large indeed, having regard to the fact that only one or 
two out of the 20 or more tendering firms can possibly get 
any order. 

| D. N. Dunlop, 
Secretary, The British Electrical and 
Allied Manufacturers Association. 


anion: W. C., October 25th, 1912. 


[The practice to which our correspondent refers is one 
to which we have from time to time drawn attention during 
the past ten years and more; there is no doubt that it is, 
as he says, & source of great expense and waste of labour, 
and like some other familiar items in specifications, its 
observance is largely due to tradition. We refer to the 
matter more fully in our leading columns.—Eps. E.R. | 


Generating Plant for Village Lighting. 


“ Little Man" hardly gives one any important data on 
which to found an answer to his query. This opinion in a 
day of highly-efficient internal-combustion engines may seem 
absurd, but from having advised on a good many such cases 
during the last few years, I am in a position to state that in 
many such small plants an examination of the methods of 
working them generally shows that with very little capital 
expenditure the output of the plant could be much increased, 
and the amount of fuel taken to run the increased load be 
actually decreased. It is not contended that such plants 
could show the fine results of the up-to-date internal- 
combustion engines ; that would be obviously ridiculous, but 
where capital is of such importance, it often results in a 
cheaply obtained steam plant, or the present plant, slightly 
altered, being able to suit the financial conditions of the 
owners better. If with fuel costs at 1:14. per unit, 
customers are increasing, it follows that the said customers 
must be prepared to pay the cost of generating electricity in 
this fashion, or they would not apply for connection. The 
problem then becomes not one of extremely low costs per 
unit generated, but of extremely low capital expenditure per 
unit of plant. 

Why not try running condensing and installing a feed- 
waterheater? These points alone would allow some extra 
output at a diminished coal cost, and as the extra power 
required appears to be very small, it may be that some extra 


load can be safely carried in this manner if the generator 
will stand, say, another 2 or 3 KW. 

I agree with * Little Man" that such plants are able to 
fill a demand for electric lighting in out-of-the-way villages, 
when really modern plant would be too costly for the 
financial resources of the district. 

Such plants are exceedingly interesting, and it is sur- 
prising how many such exist, and, above all, how they nearly 
all seem to satisfy their owners. If “ Little Man” will 
communicate with me through the Editor, I shall be 
pleased to go into the matter on receiving full particulars 
of the present installation. 

| Electric Supply. 


I was interested in your correspondent's letter under the 
above heading, and I think a good many of your readers 
would be glad of some further information about the small 
plant referred to, for a great many of these village lighting 
plants will be erected within the next few years. The 
question as to the best and most economical plant for such a 
job could hardly be answered unless one knew the maximum 
number of lights the plant would ever be likely to be called 
upon to deal with, but in your correspondent's case, I should 
think a reliable steam engine would be hard to beat. I am 
surprised that he does not add a feed-water heater to his plant, 
as this would certainly mean an economy in fuel. No men- 
tion was made of a storage battery, but presumably one is 
installed. Perhaps your correspondent would say (1) what is 
the voltage of his supply, and the system ; (2) what he 
expects as an ultimate maximum load ; (3) the rate per unit 
charged; and (4) if the syndicate supplies meters and 
charges a rent for the same. 

I am interested in two or three small village lighting 
schemes, and should be pleased to reciprocate with any 
information I can give. 

E. J. Williams. 
Inverness, October 28th, 1912. 


Fuse Formule. 


In a letter in your last issue under this title, Mr. W. H. F. 
Murdoch refers to a paper which Dr. Russell read before 
the Physical Society in 1910, and which he appears to have 
misunderstood. | 

Dr. Russell proves that if a wire carrying a current be 
cooled by a steady stream of liquid, flowing in a direction 
perpendicular to the length of the wire, the current which 
is necessary to maintain the temperature of the wire a given 
amount above that of the supply of liquid is proportional 
to al, where a is the radius of the wire. The assumptions 
made are that no heat is lost by conduction or by radiation, 
that the cooling liquid is incompressible, and that steady 
stream-line flow takes place. The theorem has received 
aniple experimental verification. 

For wires of small diameter stretched horizontally and 
cooled by a vertical convection current of air, the above 
conditions hold approximately. For flat strips they cannot 
be supposed to be true, nor for short thick wires. 

Messrs. Schwartz and James show that the steady current 
required to raise a fuse wire to its melting-point is pro- 
portional to an, and that n lies between 1:18 and 1°32, except 
in the case of larger copper wires, where much of the heat is 
lost by conduction to the terminals. In tbe casse of 
aluminium the causes which lead to the ultimate disruption 
of the fuse are very complicated, but the current required to 
melt the metal is shown to be proportional to al“. | 

I am not aware tbat Dr. Russell claims to have dis- 
covered a new law for fuses, but I think he was not far from 
the truth when he stated that, previously to the appearance 
of Messrs. Schwartz's and James’s paper, electricians were 
accustomed to estimate the fusing current of a wire by the 
method which i is referred to by Mr. Murdoch as “the best 
known,” viz, € œ ('%, The index 1:25 for wires and cables 
in air is in excellent agreement with results obtained by Prof. 
Forbes as far back as 1882 (see Electrician, Vol. 9, page 497), 
and both he and Prof. J. T. Bottomley proved 30 years ago 
that the 1°5 law was erroneous. 

There is no such statement in Dr. Russell’s paper as 
R = peru; the resistance per unit length of the wire is 


vol. 71. No. 1,823, Мотмвев 1,1912] THE ELECTRICAL REVIEW. 


taken as p,/=a?, p, being the volume resistivity of the 


wire at the steady temperature which it attains. The term 
„volume resistivity" (as to the meaning of which Mr. 
Murdoch seems to be uncertain) is defined in any standard 
book on testing, e.g., Fleming's Handbook of the Electrical 
Laboratory," Vol. I, page 252. 
И Е. Т. Chapman. 
Hendon, October 28th, 1912. 


Salaries in Canada. 


The salaries paid in the electrical business, particularly in 
central stations, have often, and rightly, been the subject of 
comment in your columns. I notice, in your issue of 
September 27th, an advertisement for a switchboard atten- 
dant at 7s. 6d.a week. I should like to call the attention 
of the men in the old country, who accept similar 
positions, to the wages paid to switchboard men in Canada. 

The rate of pay, of course, varies in different parts of 
the country, but a very fair average is from £3 10s. to £4 
a week. In one station that I know of, two out of the 
three switchboard men are under 21 years of age. One I 
know to be 19, and he has had one year’s experience. He 
gets £4 a week. Out of this he pays less than EI a week 
to the company for board and lodging. 

We are told that money is not everything in this life, but 
a jump from 7s. 6d. to £4a week is almost worth consider- 
ing. An increase in salary of over 1,000 per cent. ! It 
sounds almost like the dream of the advertising manager of 
a correspondence school, nevertheless it is true. 

Emigrant. 

Canada, October 19/h, 1912. 

[We do not doubt our correspondent’s statement, but, to 
prevent immediate and wholesale emigration, we may point 
out that the number of switchboard jobs in Canada is not 
unlimited, and most of them, no doubt, are occupied.— 
Eps. E. R.) 


Commercial Development. 


In view of the leading article contained in your issue of 
October 25th, I think it may be of interest to your readers 
to know that, whereas the British Commercial Gas Associa- 
tion has sold over 700,000 pamphlets in its first year, the 
Electric Supply Publicity Committee has sold over 24 
millions in 24 years. 

For reasons which are clearly stated in your article, this 
is the only field of operation in which the work of the Elec- 
tric Supply Publicity Committee is open to comparison upon 
equal terms, but I think it shows that the Committee may be 
trusted to perform its duties satisfactorily, and I hope that 
your remarks may have the effect of providing the Committee 
with further opportunities for activity in the common interests 
of the electrical industry. 

A. F. Harrison, 
Chairman, The Electric Supply Publicity Committee, 


London, E.C., October 29th, 1912. 
[And this is—publicity /—Enps. E.R. | 


Speech Frequency. 


It has always been assumed in telephonic transmission 
calculations that the average frequency or pitch of the 
human voice is from 750 to 850. There appears to be 
some doubt as to the basis on which this figure was arrived 
at, and its correctness. It would be interesting to know, 
and perhaps some correspondent can say, on what basis this 
frequency has been adopted. 


2 7 ~, 


Association of Mining Electrical Engineers. — Mr. 
Sydney F. Walker, of Bath. has been re-elected for the fourth year 
in succession as the president of the South Wales Branch of the 
Association. His presidential address dealt with the introduction 
of electricity into mines. | 
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THE EMPLOYMENT OF COMMISSION 
AGENTS. 


[BY OUR LEGAL CONTRIBUTOR. ] 


Cases frequently arise relating to the employment of com- 
mission agents to travel in electrical goods. The salary or 
commission paid to a “man on the road” is money spent 
in a form of advertisement ; and it is but natural that the 
dealer in fittings scrutinises the orders with the same care in 
order to be assured that the traveller, while making one for 
himself, is making two for the firm. 

The first essential to the proper and efficient working of 
the travelling or canvassing department is to secure the 
services of a manager. It will be his duty to select com- 
petent and tactful canvassers who will temper zeal with 
discretion, and exercise such judgment that the firm will not 
be saddled with a heap of bad debts. How best can such а 
manager be remunerated ? A good man requires a certainty, 
so a fixed salary is necessary, but to encourage industry, and 
above all, to make it worth his while to see that his subordinates 
do their work efficiently, it is advisable to give him an 
interest in the orders which they secure. That can best be 
done by allowing a commission or percentage upon the 
earnings which come in from his department. 

It is easy enough to provide in an agreement that a 
manager shall be paid by salary and commission on the 
receipts of his department during a certain period; but a 
bare provision of this character is scarcely sufficient to 
meet the requirements of a rapidly expanding business. 
Suppose, for instance, that a man is employed to manage the 
canvassing department of a business whose travellers visit 
every town in England and Wales, for a period of five years. 
The business rapidly extends, and becomes 80 large that it 
cannot possibly be worked in its entirety from London. In 
the result branches have to be established ; and a branch 
cannot be run without a manager. The question will then 
arise: Must commissions still be paid to the London 
Manager ? 

This raises, indirectly, a question of general interest, 
namely, Is a man who is paid by commission entitled to 
insist that the person or firm employing him shall so continue 
the business as to enable him to earn his commission ? It 
may be stated as a general principle that a mere contract to 
employ a man at a salary imposes no obligation to find 
employment. If the salary is paid, the employer has done 
what is required of him. It is otherwise, however, if there 
is an agreement to pay a commission. In that case a man 
is entitled to have an opportunity of earning his commission. 
This may be illustrated by the case of Turner v. Goldsmith 
(1891) 1 Q.B. 544. There the defendant, a shirt manu- 
facturer, by contract in writing agreed to employ the plain- 
tiff, and the plaintiff agreed to serve the defendant as ayent, 
canvasser and traveller on the terms—first, that the agency ' 
should be terminable by either party at the end of five years’ 
notice ; secondly, that the plaintiff should do his utmost to 
obtain orders for, and sell, the various goods manufactured 
or sold by the defendant as should from time to time be 
forwarded or submitted by sample or pattern.” And it was 
further provided that the plaintiff should be remunerated 
by such commission a8 was specified in the contract. After 
about two years the defendant's manufactory was burnt 
down, and he did not resume business, and thenceforth did 
not employ the plaintiff, who brought an action for damages 
for breach of contract. It was held by the Court of Appeal, 
reversing the decision of Justice Grantham, that the action 
was maintainable, acd that the plaintiff was entitled to 
substantial damages, for the defendant, having agreed to 
employ the plaintiff for five years, did not fulfil the agree- 
ment unless he sent him a reasonable amount of samples to 
enable him to earn his commission, and that the defendant 
was not excused from fulfilling his agreement by the destruc- 
tion of his manufactory by fire. | 

The mere fact that the payment of salary does not im- 
port the right to demand work so as to keep your hand 


in, was settled in Turner v. Sawdon & Co. (1901), 2 K.B. 


653. In that case the defendants agreed to engage and 
employ the plaintiff as their representative salesman for a 
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period of four years. Before the expiration of that time the 
defendants, though willing to continue to pay wages to the 
plaintiff, refused to give him any work to do as their repre- 
sentative salesman. In an action to recover damages for 
breach of contract, it was held that there was no obligation 
on the defendants to provide the plaintiff with work. Lord 
Justice A. L. Smith said :— 


It is within the province of the master to say that he will go on 
paying wages, but that he is under no obligation to provide work. 
The obligation suggested is said to arise out of the undertaking to 
engage and employ the plaintiff as their representative salesman. It 
is said that if the salesman is not given employment which allows 
him to go on the market, his hand is not kept in practice, and he 


will not be so efficient a salesman at the end of the term. To read 


in an obligation of that sort would be to convert the retainer at 
fixed wages into a contract to keep the servant in the service of his 
employer in such a manner as to enable the former to become au 
fait at his work. In my opinion, no such obligation arose under 
this contract, and it is a mistake to stretch the words of the contract 
во as to include in what is a mere retainer an obligation to employ 
the plaintiff continuously for the term of his service. 


It follows from what has been said. that in the case of the 
manager of a canvassing department his employers could not 
remove from his sphere of influence any part of the country 
by the appointment of branch managers. In making 
arrangements with a manager therefore, care should be 
taken to make special provision for the expansion of 
business by the employment of branch managers. 


A LIGHT BRACKET CONSTRUCTION FOR 
HIGH-TENSION TRACTION LINES. 


Tuk “Z” bracket shown in the accompanying sketch is 
built according to the Giros and Loucheur patent, and is the 
type exclusively employed on the 215 miles of 10,000-volt 
single-phase electric railways radiating from Limoges in the 
Haute-Vienne district. The advantages of the construction 
include cheapness, lightness, strength and flexibility. The 
three main members are of gas pipe, and the general method 
of connecting them to each other and to the insulators on 
the short brackets carried by the wooden poles is shown in 
the sketch. 

The upper horizontal arm carries at its outer end a 
84 sq. mm. stranded steel cable, from which is suspended the 
contact line (of 80 sq. mm. 8-section galvanised iron), 
according to the well-known catenary system. The lower 


end of the diagonal member and the inner end of the lower 
horizontal tube are carried from a second pole insulator. 
The upper horizontal and the diagonal tubes constitute the 
load-carrying bracket, while the lower horizontal arm simply 
acts as an "'antioscillator." The connections between the 
tubes themselves and between them and the insulators are 
үа во that the flexibility of the whole suspension is very 

igh. 

A special counterweight device is erected on section 


towers at intervals of 3 or 4 km. along the route, and a 


uniform tension of 4 kg. per sq. mm. is thus maintained in the 
contact line. The conductor carried by the insulator on 


~ 


the right of the upper bracket in the sketch is а 10,000-volt 

bare copper feeder employed to compensate for the pressure 

drop in the contact conductor. A full description of the 

generating, distributing and traction equipment of the 

pd system is to be found in a recent issue of Houille 
lanche. 


PURE TITANIUM. 


By WALTER J. ADKINS. 


THE problem of how to obtain the metal titanium in a 
pure state has engaged for a long time the attention of 
scientists. Many lamp-makers have also been interested in 
the matter, as it is possible that lamp filaments of high 
efficiency could be formed from the metal. Pure titanium 
has been obtained for the first time as a result of the 
experiments which have been carried out in the Rensselaer 
Polytechnic Institute, Troy, New York, by Matthew A. 
Hunter. The most successful attempts to isolate the pure 
metal which have been made hitherto have resulted in the 
production of an ingot which contained only 5 per cent. of 
impurities. Hunter enclosed titanium tetrachloride, TiCl,, 
in a metallic bomb with pure sodium. The capacity of the 
bomb was about 1,000 cb. cm., and it was built up out of 
machined steel parts. It is stated that it was capable of 
withstanding a total internal pressure of 80,000 lb. When 
the process is carried out it is said that the reaction inside 
the bomb takes place so rapidly as to be practically instan- 
taneous, and it should be noted that the chemical action only 
commences after the steel envelope has been heated to a 
certain temperature. m 

It is said that tests made on the metal after it has been 
obtained in this way in a pure form show that it is hard and 
extremely brittle when cold, but that if it is heated to a dull 
red heat it is almost as easily forged as ordinary charcoal- 
iron. In appearance it resembles polished steel, but does 
not break with the crystalline structure which characterises 
the latter metal. Those who are interested in titanium from 
an electrical standpoint will regret to hear that all attempts 
made to draw it into wire of even comparatively large 
cross-sectional area have been unsuccessful as yet, although 
there is a strong probability that further efforts in this 
direction will result more satisfactorily. On the face of it 
the metal should be suitable for lamp-making purposes, as its 
melting point is approximately 1,800° C., whilst the specific 
gravity is about 4:5 and the specific heat about *1462. 


Suggested Tests of Motor-Car Electric Lighting 
Sets.—One of the features of the automobile movement during 
the past year or two has been the rapid adoption of electricity &s the 
means of illumination for the lamps, and, in the case of covered 
cars, for the internal lighting. That well-known motorist and 
motor trader, Mr. S. F. Edge, who has been experimenting for some 
time with the different car-lighting systems at present on the 
market, reports that he finds a discrepancy between the relative 
values of the different systems as driving lights and also between 
their effective efficiencies. He also considers that most electric 
lighting sets have not a generator sufficiently powerful to supply 
the amount of electricity to the accumulators that is taken out of 
the latter during use, and that with many generators that are sold, 
one requires to charge the battery during the daytime in order to 
have sufficient current for use at night; that is to say, the lamps 
are taking more current out of the accumulators than the gene- 
rator is putting in. Mr. Edge therefgre considers that the time 
has come for some responsible body to carry out a series of clear 
and decisive tests. The points on which the trials should be based 
are, in his opinion, as follows: ; 

1. The distance at which a dark-clothed pedestrian can be seen 
distinctly on a dark road. | | 

2. The width of lighting beam at distances of 20. 50, 150, 200, 
250 and 300 yards from the car, the test of lighting. beam area 
being the distinct visibility of dark-clothed pedestrians on a dark 
road. 

3. The number of watts available for lighting at engine speeds of 
200, 500, 1,000 and 1,500 R. P. M. 

4. Prior to admission to the trials, each competitor should be 
required to state his claims as to the tests enumerated above. 
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THE MANCHESTER STREET LIGHTING 
REPORTS. 


A VERY interesting series of reports is that submitted jointly, and 
individually, by Messrs. Haydn Harrison and Jacques Abady, 
upon the street lighting in Portland Street and Princess Street, 
Manchester. The joint report, which is the essential portion, 
reads as follows :— 

We beg to report that we are agreed upon the following 
points :— 


1. That for all practical purposes the degree of illumination in 


Portland Street and Princess Street is approximately equal. 

2. That, based upon the figures of costs of current and gas, &c., 
given us by the respective departments, the arc lamps as used in 
Portland Street are provided at an annual cost which is less than 
the gas lamps as ased in Princess Street. 

8. That, as a comparison between the possibilities of arc lighting 
and high-pressure gas lighting, the results are vitiated by the fact 
that the high-pressure gas lamps are giving an efficiency very much 
below similar lamps when properly installed and adjusted. 

The supplementary report by Mr. Harrison states that he has 
taken the figures relating to the cost of production of the rival 
illuminants as being correct. 

Only four of the 16 arc lamps installed in Portland Street (those 
nearest Princess Street) have been taken into consideration, in order 
that a similar number and length of street might be compared 
with the H P. gas lamps in Princess Street. 

The lamps were operated in the ordinary manner, but a con- 
siderable leakage of gas from the H.P. main was not taken into 
consideration when calculating the gas consumption. In both 
cases central light sources suspended from span wires were used ; in 
Princess Street, Keith H.P. gas lanterns, each containing three 
inverted H.P. mantles supplied with gas at a pressure of 55 to 60 in. 
Cof water), and а small compressor plant, electrically-driven, for 
compressing the gas, were installed ; while in Portland Street there 
were Metroflam Magazine Flame arcs, with clear inner globes and 
partially-obscured outer globes, connected eight in series across 400- 
volt mains, A tower ladder was used in both cases for trimming, 
&c. and in this connection, Mr. Harrison draws attention to the 
lowering gear used in the City of London, which has proved satis- 
factory in the case of electric lamps, but, in the case of high- 
pressure gas lamps, often suffers from trouble with the joints. 

The gas lamps have an average height of 26 ft. 6 in., and are an 
average of 107 ft. apart, while the electric lamps are all 27 ft. 6 in. 
high and an average of 121 ft. apart. 

Mr. Harrison arrives at a consumption of 79'5 cb. ft. per hour for 
each gas lamp, costing for high-pressure gas 1:147d. per hour, which, 
with the additional cost of mantles, globes, labour, &c., brings the 
costs up to 1 5d. per hour, which would be increased, as regards 
maintenance, if the pressure were increased to improve the efficiency 
of the lamps. 

For electric lighting, including the cost of carbons, trimming, 
maintenance, &с., he arrives at a cost of 7d. per hour (energy, 
382d.) for all-night lamps, and ‘9d. per hour (energy, 625d.) for 
half-night lamps. 

Taking equal cost, 14d. per hour would give 1,750 C.P. with gas, 
and 6,364 C.P. with electricity; or 2,970 C.P. would cost 7d. with 
electricity, and 2°54d. with gas. Two average illumination tables 
included, are as follows :— ` 


Princess Street Portland Street 


gas lamps. arc lamps. 
Candle-power at 20° to 26° sws 1,750 С.Р. 2.970 C.P. 
з at 45° А 1,670 С.Р. 3,170 C.P. 


Min. hor. illumination ... '89 ft.-candles "Б ft.-candles 
Max. ,, 5 . ГӘ ft.-candles 2:26 ft.-candles 


Conditions after 11.80 p. m.“ 


Candle-power at 20° to 25? 8 49˙5 C.P. 2,970 C.P. 
Min. hor. illumination ... ^. '004 ft.-candles 084 ft.-candles 
Max. ,, » sis `7 ft.-candles 2°26 ft.-candles 

Alternate arcs extinguished; high-pressure gas extinguished, and low- 
pressure gas lamps used. 


The following table gives average results arrived at by Mr 
Harrison :— 


Princess Street Portland Street 


i H.P, gas lamps. aro lamps. 
C.P. of lamps es Ves yis 1,750 2,970 
Lemps per mile ... Ж к 49'84 43°6 
Running costs per lamp per hour — l'6d. 7d. and 9d.“ 
Capital costs per mile . 22,537 £1,569 


Running costs per 1,000 c. P.-hours O 857d. 236d. and 3d.“ 
Cost per annum per mile, equal 
illumination ess "n 
Minimum illumination basis of 
comparison ... eae .. '39 ft.-candles 
Cost per mile of street per annum 
(up to 11.30 p.m.) at above 
illumination ... T ai 


£675 £254 and £314* 


5 ft.-candles 


£617 £254 and £314* 


* After 11.80 p.m. 


The capital costs are taken in the case of gas, for lamps, lanterns, 
poles, suspension and all accessories, at £50 per lantern ; in the 
case of electricity, at £36 per lamp with all accessories. 

Neither high-pressure gas main and compressing plant, nor series 
street lighting cable are included, as they have been included in 
the general charges of each undertaking. M 

Mr. Harrison adds that the illumination of the two streets, as far 
as the ordinary obeerver is concerned, is equal, but that the electric 


£ 


lighting is far cheaper, and even if the gas lamps had been working 
at double the efficiency, or the cost of electricity been doubled, the 
electrical method would still have proved the more economical for 
equal illumination. 

Cases of more efficient H.P. gas lamps are found where higher 
pressure is used, but the Princess Street lamps give results similar 
to those obtained in other parts of the country. 

Mr. Abady reports at greater length on the matter. He finds 
that the lighting by H.P. gas, in respect to general illumination, 
quality of light and freedom from involuntary extinctions, is better 
than the arc lighting ; that the electrical C.P. is superior, and that 
the arc lamps are highly efficient, while the H.P. gas lamps do not 
attain normal efficiency. 

That based upon the figures of cost supplied by the electricity 
and gas departments, the latter cannot supply three-burner H.P. 
lamps at as low a cost as can the electricity department supply 
11-ampere flame arc lamps, (he, however, demurs as to the costa, 
considering tbat they cannot be safely taken as a basis in estimating 
for future extension of either systema). 

The gas lamps have an efficiency of only 27 candles per cb. ft. of 
gas, whereas they could with suitable adjustment and pressure 
reach 50 candles; and in further extensions he recommends two- 
burner lamps, 20 ft. above ground and 130 ft. apart. 

Subject to his criticism, he considers that the tests justify an 
extension of both systems, but arc lamps should be used for sus- 
pension over tramway routes. 

As regards illumination, Mr. Abady finds under the arc lamps a 
mean of ‘88 ft.-candles, and under the gas lamps a mean of 1°46 ft.- 
candles. Between the lamps he finds for the arcs mean figures of 
252 ft.-candles and 251 ft.-candles on road and kerb respectively, 
and for gas, 279 ft.-candles and 250 ft.-candles in the same way. 

In the case of direct C.P. readings, he finds in the case of the arc 
lamps, mean, maximum and minimum figures of 2,949, 3,170 and 
2,767 candles at 20° S., and 1,478, 1,759 and 1,331 candles at 75° S.; 
the comparable gas figures are 2,173, 2,431 and 1,922 candles at 20° S., 
and 1,558, 1,613 and 1,473 at 75° S. As regards cost, Mr. Abady 
finds that each arc lamp consumes 600 watts per hour, and each 
gas lamp 80 cb. ft. of gas in the same time, and he reckons the cost 
of all-night electric lamps (4,000 hours) at £11 6s. 5d. per lamp 
per year, or 68d. per hour lighted, and for half-night lamps (2,000 
hours) at £7 18s. 2d. per lamp per year, or 9d. per hour lighted ; 
the gas lamps (2,000 hours) cost £11 9s. 24d. per lamp per year, or 
178374. per hour lighted. 

In regard to capital cost, he finds that the 16 are lamps in Port- 
land Street cost £873 2s. 10d., inclusive of £306 for cable, while 
the four gas lamps cost £194 118. 6d., exclusive of anything for high- 
pressure gas mains and compressing plant, 

Mr. Abady then discusses the question of electricity and gas costs, 
and comes to the conclusion in regard to the former, that as the 
fixed charge on traction plant at Manchester is apparently. £9°357 
per Kw. connected, while that for lighting and power is apparently 
27 525 per Kw. connected, that the lighting costs are reduced at the 
expense of the traction costs; he further fails to reconcile the 
charge for traction (no profit) 1d. per unit, 36 per cent. load factor, 
with the charges of 682d. per unit on a 45 per cent. load factor for 
all-night lamps and 1°132d. per unit on а 23 per cent. load factor 
for half-night lampe, and other minor points are raised such as the 
necessity of charging the cost of street lighting staff and street- 
lighting mains to street lighting, although he does not consider it 
necescary to charge high-pressure gas mains in the same way. 

With regard to the cost of gas, Mr. Abady is quite satisfied with 
the costs taken, but he states that the electricity renewals 
fund is below proper standard, while the gas department is in 
an exceptionally strong financial position, also that the latter has 
during the last 10 years contributed £605,783 in aid of the rates, 
as against £73,500 given by the former. 

He also devotes considerable space to arguments, with a view to 
showing that the high-pressure gas lamps adopted at Manchester 
are not so efficient as they, or other types of lamp, could be. 

Mr. Abady's report concludes with three appendices, and both his 
and Mr. Harrison's contributions are well worth close study by 
municipal authorities who are discussing the question of electricity 
t. gas lighting for the streets. 


e 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to this column should be written on one side 
of the paper only. | 


“Camp” writes :— Having connected a new consumer to our 
mains, after a few days we began to receive complaints from 
neighbouring consumers to the effect that their lights were 


. unsteady, and on investigation we found that this was due to the 


heavy and irregular loads thrown on the mains by the new user 
The latter refusing to install apparatus which did not interfere 
with the supply to others, we eventually discontinued the supply to 
his installation, and we are now threatened with an action for 
damages on the ground that we should either have declined to 
supply the consumer in the first instance, or that, having com- 


menced supply, we could not discontinue it without giving com- 


pensation. Can you refer us to the result of any similar action? 
Before pronouncing a final opinion on this question, it would 
be necessary to have an opportunity of seeing the documents in the 
case. It would appear, however, that the undertakers are protected 
by certain sections in the Electrio Lighting Acts. Thus, by Sec. 18 
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of the Act of 1882, it is provided that while the undertakers may 
not prescribe any special form of lamp or burner, xo 
person shall be at liberty to use the electricity supplied 
them for any purpose, or to deal with it in any manner so as to 
unduly or improperly interfere with the supply of electrioity 
supplied to any other local authority, company or person by the 
undertakers, and if any dispute or difference arises between the 
undertakers and any local authority, company or person entitled 
to be supplied with electricity under this Act, or any . . . 
order as to the matters aforesaid, such dispute 
or difference shall be determined by arbitration." The Electric 
Lighting Clauses Act, 1899, Schedule Sec. 27 (4), goes further, and 
confers the right to cut off the supply. It provides that: “If the 
owner or occupier of any such premises as aforesaid uses any form 
of lamp or burner, or uses the energy supplied to him by the 
undertakers for any purposes, or deals with it in amy manner во as 
to interfere unduly or improperly with the supply of energy to 
any other body or person by the undertakers, the undertakers may, 
if they think fit, discontinue to supply energy to those premises 80 
long as the lamp or burner is so used, or the energy is ғо used or 
dealt with." It will be seen from this that even if the worst comes 
to the worst, "Camp" only has to fear an arbitration. To an 
action which might possibly be brought for breach of contracts, 
there appears to be an absolute statutory defence. The position of 
the undertakers will, of course, be unassailable if it is provided in 
the contract that the supply is furnished under and in accordance 
with the provisions of the Electric Lighting Acts. ‘ Camp” 
would be well advised to consult a lawyer conversant with elec- 
trical matters. So far as is known, there is no report case on the 
questions he propounds. 


“FLAT RATE“ asks :—“ In the case of a company supplying elec- 
tricity to a district under Parliamentary powers, can it enter into 
& contract with a large (or any) consumer to supply him for a 
stated sum per annum, instead of charging for consumption by a 
meter?" | 

„ It is clear that undertakers have power to enter into a 
special contract to supply power to any consumer provided that 
they do not show him undue preference. The question whether 
they show him a preference is determined by taking all the cir- 
cumstances of the case into account. In one case a consumer 
agreed to take the whole supply required for his premises from the 
plaintiffs for not lees than five years, paying 4d. a unit. It was 
alleged that there were other contracts with other consumers in 
existence, less favourable to those consumers. Mr. Justice Buckley 
interpreted the section thus: “It appear to me that the 
relevant words here are under similar circumstances to a corres- 
ponding supply.’ There is left a latitude to the company making 
bargains with its customers where circumstances differ, or the 
supply does not correspond for different terms. How far they may 
go is a question of degree. The facts are that Gates (who had 
entered into a contract for two years at 4d.) is a very large con- 
sumer—his bill is stated to be 10 times that of the defendant. 
Moreover, he isa customer who burns largely upon the day load as 
distinguished from the night load, a circumstance which is to these 
companies of great importance. They are bound to keep their 
plant running in the day as well as in the night, to some 
extent at Jeast, because some consumers want current during the 
day ; and to get a customer who draws upon the day load is of use 
to them, becanse they are getting some return for running plant 
during hours which otherwise would be unproductive. May they 
take that into consideration? I answer, certainly they may. The 
‘circumstances’ are not similar where the one consumer is on the 
day load and the other is on the night load. 

Then what does а corresponding supply mean? Does it mean 
that you are necessarily to treat the small consumer upon equally 
advantageous terms with the large consumer? The cost to the 
company may be very different, greater uniformity of demand, 
easier and less expensive collection of the amount to be paid are 
circumstances to which regard must be had.” (See Metropolitan 
Electric Supply Co. v. Ginder (1901) 2 Ch. 799). 


ee NP MTM 


e 


Tramear Accident.—On Friday, last week, the inquest 
was concluded at Mitcham on the body of a bcy named Alfred 
Allen Ward, of Leyton Road, Wimbledon, who was killed in a 
collision between a tramcar belonging to the South Metropolitan 
Electric Tramways and Lighting Co., Ltd., and a van, near 
Tooting Junction. The driver of the car, Walter Ducie, of Croydon, 
was arrested and charged with manslaughter, and was present 
under remand at the adjourned inquest. Evidence was given that 
the road was dark at the spot, and that the van was showing no 
light. The driver applied both brakes, and the result was that the 
boy’s body took all the effect of the blow, the van escaping almost 
without damage. 
more between the two vehicles no accident would have occurred. 
The evidence of Mr. A. V. Mason, general manager and chief 
engineer of the Tramways Co., was taken on the question of brake 
power. He said the car weighed 8 tons, and was fitted with hand 
and power brakes. The latter worked by short-circuiting the two 
motors, and, if applied in conjunction with the sanding of the 
metals, the car could be pulled up under ideal conditions in 30 ft. 
After making tests, however, he was doubtful whether a car could 
be pulled up in much less than 20 yards on the receipt of a sudden 
and unknown signal. The jury returned a verdict of Accidental 
death,” thinking that the evidence was not strong enough to 
warrant one of Manslaughter” against the driver. 


It was stated that if there had been only a foot 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


New Mercury Switch. 


It has long been known that an electric current of considerable 
voltage may be broken between mercury surfaces in an atmosphere 
of hydrogen, without an arc of serious dimensions being formed. 
The heat generated is remarkably small Of late years such inter- 
rupters, consisting of small glass tubes with sealed-in platinum 
electrodes, partly filled with mercury, have been tried for many 
purposes, without, however, giving complete satisfaction. It has 
been found that they are apt to crack or even to explode after a 
while, or the mercury becomes dirty. 

‘Two causes have contributed to these defects. The tubes have 
been made cheaply and hastily, and under such circumstances a 
considerable number will Jeak at the sealing-in of the wires. They 
may be leaky when they leave the blower's hands, or they may 
develop minute cracks later as a consequence of strain set up in the 
glass on cooling. In filling them such defects are not usually dis- 
covered, as they must bein the analogous case of vacuum tubes. 
After a while,oxygen gets in from the air, and an explosion may 


ensue, or the mercury gets oxidised when breaking of current takes 


place. In any case, the glass gradually deteriorates, probably 
owing to electrolytic action, at the point where the spark occurs, 
and finally cracks at this point after the tube has been in use for 
some time. | 

The mercury break illustrated herewith, when properly manu- 
factured and tested, is stated to be free from these defecte, and to 
be indestructible. The tubes are given a special annealing treat- 
ment, and are tested for airtightness and strain in the glass. The 
spark of break is taken up on a smal! porcelain cup A in the figure. 
The illustration is full size for 10 amps. ; 500 volts are broken with 


| PE 
G B, glass bulb; M, mercury; P к, platinum electrodes; a, porcelain cup. 
Fic. 1.—SECTION OF HATFIELD MERCURY SWITCH. 


certainty. How rapidly the break may be repeated depends upon 
the hature of the circuit ; once a second is not too much on a load 
of incandescent lamps. The inventor and patentee is Mr. H. 
STAFFORD HATFIELD, who is having the switches made in small] 
quantities under his supervision ; his address is Technische Hoch- 
schule, Brunswick, Germany. 


A Prometheus Toaster. 


THE BRITISH PROMETHEUS Co., LTD., of Salop Street Works, 
Birmingham, have introduced a new toaster, which is extremely 
neat in appearance, and is light and readily handled. The con- 
struction is simple and owing to the entire absence of solder and 


ъз 
а 
" 
M 
LE 
M 
< 


Fic. 2.—A PROMETHEUS TOASTER. 


the abandonment of the "double case" construction which has 
hitherto been followed the toaster should prove to be durable, and 
able to stand the use of breakfast room and kitchen alike. The 
elements are of a new type, and while ensuring the correct dis- 
tribution of incandescent rays, permit the resistance itself to be 


* 
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mounted in the most favourable manner possible. The bread, it is 
claimed, is toasted evenly over the whole of the surface, and it will be 
noticed that the doors are perforated to allow for the escape of 
moisture. Moreover, the doors are mounted so as to act as bread 
carriers, which will pull outward and downward, and they can be 
readily removed for cleaning purposes. The elements themselves 
are mounted in such a way as to afford every facility for renewal. 


A.C. Motor-Starting Pillar. 


We illustrate in fig. 3 a recent addition to the standard ironclad 
control gear—Type D.F.C.—made by the GENERAL ELECTRIC Co., 
LTD. This combination is for the starting of squirrel-cage 
motors by means of an auto-traneformer starter shown at the 
bottom of the panel. An interlock device is fitted on the latter, 
which makes it necessary for the operator to move to the “start” 
position before he switches on to the "run." On the panel are also 
mounted an ammeter in a water-tight case, an interlocked main 


switch and a separate three-pole fuse box. It will be noticed that 
all connections are run in screwed conduit. The whole pillar is 
liberally designed, and its rugged construction may be inferred from 
the fact that a 15-H.P. size weighs 420 lb. net. We understand that 
the General Electric Co., Ltd., are now specialising in the manu- 
facture of starters for single-phase motors 


“ Eclipse?" Electric Heaters. 


One of the most promising features of recent progress in 
electric heating is the willingness of makers to guarantee the 
durability of their apparatus, thus proving that the old complaint 
of unreliability can no longer be levelled against electric heating 
devices. The ELECTRIC AND ORDNANCE ACCESSORIES Co., LTD,, 
of Cheston Road, Aston, for instance, now give a guarantee for five 
years with their convector heating elements. A variety of new 
designs have been placed on the market by this firm, two of which 


Fic. 5.—COMBINED CONVECTOR 
AND RADIATOR. 


Fig. 4.——PORTABLE 
RADIATOR, 


we illustrate herewith. Fig. 4 shows a very inexpensive glow lamp 
radiator, of polished rolled copper steel, with polished copper 
reflector—a light and portable type. Fig. 5 is one of a series of 
combined convectors and radiators, in the "Sheraton" style, of 
antique dull brass; this is provided with three switches, and con- 
sumes, full on, 2j units per hour. This type combines the 
advantageous features of both the convector and the luminous 
radiator, while either system can be used separately at pleasure. 


B.T.-H. Mazdaliers. 


THE BRITISH THoMsoN-HovusTON Co. LTD., of Mazda House, 
Upper Thames Street, E.C. have introduced a new kind of 
fitting, called the B. T.-H. Mazdalier." Two main considerations 
have been kept in view in the design of the Mazdalier—con- 
venience in handling, storing and installing, and the provision of 
the most effective lighting results. Mazdaliers are convenient in 
the sense that they are supplied to the contractor packed in neat 
pasteboard cartons, which can be easily stocked on shelves, Every 
fitting is absolutely complete, with holders, galleries and wiring, 
and therefore the expense and trouble of installation are consider- 
ably lessened. The cartons, moreover, protect the fittings from 
duet and oxidisation. Mazdaliers are supplied in square and round 
tube types, for single Jamps, or with two, three, four or five arms: 
and in two finishes, cloister (a rich oxidised copper) and bruehed 
brass (a dull brass finish). | 

They can be easily and rapidly fixed, and made ready for service 


F1G. 6.—MAZDALIER IN CARTON; AS IT APPEARS WHEN REMOVED 
AND METHOD OF BUILDING IT UP, 


in à few minutes. The list prices cover holders and galleries, all 
completely wired—everything, in fact, but reflectors and lamps; 
and for a trifling capital outlay, and in a small showroom, a con- 
tractor can hold a large and varied stock of these compact fittings. 
Amongst other advantages, it is pointed out that by stocking a few 
of these fittings the contractor is in a position to execute experi- 
mental or temporary installations with a minimum of damage to 
the fittings and trouble to himself ; and in shops, offices, houses, 
&c., whenever it is necessary to remove fittings, Mazdaliers can 
readily be taken down, packed in cartons, and stored, and kept in 
good condition until required. The prices of the fittings are so 
low that they can be used advantageously in place of cord clusters 
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Еа. 7.— A B. T.-H. FovR-LiGRT MAZDALIER. 


The development of these fittings representa another stage in the 
B.T..H. Co.'s "Good Lighting" campaign. First, the company 
placed the Mazda lamp on the market; next, they turned their 
attention to the provieion of scientific and artistic reflectors, such 
as the Veluria and Holophane; finally, they have produced the 
Mazdalier fitting described above. By the supply of these lighting 
appliances, and with the assistance (in an advisory capacity) of the 
company's Illuminating Engineers' Department, the company claims 
that the contractor is enabled to meet every requirement of 
scientific and satisfactory illumination. | 


G.E.C. Cooking Devices. 


THE GENERAL ELECTRIC Co., LTD., have brought out some addi- 
tional cooking apparatus recently; this includes a breakfast set 
consisting of a hot-plate, a 14-pint kettle and a 1J-pint saucepan, 
A neat little holder for four eggs is provided for the miniature 
saucepan. All the utensils slide on to the hot-plate, so that they 
cannot be accidently knocked off. Further, the sliding-on 
principle ensures the clovest contact between the heating element 
and the utensil, thus making the appliance highly efficient in 
operation. 

Another novelty is an electric teapot, so designed that after the 
water in the vessel has been heated by electricity to the boiling 
point, and the tea has become of the desired strength, the enclosed 
teaball, which holds the tea leaves, can be drawn up into the lid of 
the teapot. The capacity of the teapot is two pints, and it con- 
gumes 350 watts. 
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New G.E.C. Circuit-Breaker. 


THE GENERAL ELECTRIC Co., LTD., have recently introduced 
a small circuit-breaker for А.С. and D.C., suitable for small motors, 
heating circuits, and other situations where fuses are inconvenient, 
which is to be known as the “Junior Salford” pattern. It 
corresponds in finish, design, and simplicity, to their “Standard 
Salford and Senior Salford " types, which at present range from 


Fig. 8.— G. E. OC. JUNIOR SALFORD ENCLOSED CIRCUIT-BREAKER, 


80 to 5,000 amperes, and upwards. The breaker will be made in 
various sizes from 5 to 50 amperes, in single, double, and triple-pole 
combinations, with overload or no-volt coils, and in open or enclosed 
type. The last named, which we illustrate in fig. 8, will have a 
cast-iron water-tight case complying with the Home Office require- 
ments and Mining Regulations, The freehandle principle has been 
retained, while the closing handle acts a tripping device when it is 
required to open the circuit manually. 


Insulating Shoes. 


THE St. HELENS CABLE AND RUBBER Co., LTD., of Warrington, 
have sent us a sample of their new patent insulating shoe, which, 
as illustrated in fig. 9, consista of a golosh of ordinary type with 
crossed rubber ribs vulcanised upon the sole, the heel and the 
instep. The ribs do not add materially to the weight of the shoe; 
but considerably increase the safety of the user, for the amount of 
wear is very distinctly visible on the raised surface of the ribs, 
whereas it is difficult to tell how far it haa affected & flat sole— 


Ес. 9.—StT. HELENS INSULATING SHOE. 


especially as wear takes place inside the shoe as well as outside. 
An adjustable ankle strap enables the shoe to be worn on various 
sizes of foot over the boot, of course, with comfort. We have also 
received a sample of their cab-tire faced insulating mat, consisting 
of a sheet of insulating rubber faced with a layer of cab tire, which 
protects the former and greatly prolongs the life of the mat, 


~ 


BUSINESS NOTES. 


Consular Notes, —Italy.—The British Consul at Naples 
reports that, although the concession for a metropolitan electric 
railway was granted to a local concessionaire only on January 12th, 
1912, the negotiations for it had been progressing for some con- 
siderable time previously to this. The Société Franco-Italiana des 
Chemins de Fer Metropolitains de Naples, of Paris, is financing the 
scheme with an initial capital of 16,000,000 fr. The Naples office is 
in Galleria Umberto Primo. The line is to be 8 km. long in the 
town and is to have branches to neighbouring villages. There are 
to be from 13 to 15 stations in the town, with lifte and stairways to 


the outer surface, The greater part of the urban section will be 
underground. It is hoped to-inaugurate the line within five years. 
Very little progress has been made with the execution of the scheme 
for the harnessing of the forces of the Volturno River for industrial 
purposes. Much difficulty has arisen from conflicting and competing 
intereste. The Minister of Public Works has received the report of 
the Special Commission appointed by him to study the industrial 
and economic development of Calabria, especially with regard to the 
construction of three vast reservoirs in the Sila district. The pro- 
jected works would seem to be of exceptional importance, and their 
execution of no great difficulty, owing to the formation of the land 
and its adaptability to be converted into vast artificial lakes. The 
three basins are to develop together a force of more than 160,000 H.P., 
which should provide ample power for electric light, traction, 
tramways and railways in Calabria, Basilicata and Pogia, as also for 
any other important industries which may be created on the spot. 
Furthermore, the water collected will serve to irrigate large tracts 
of the surrounding country, and, finally, by storing up the water, it 
would be possible to develop the course of the river Neto, on which 
project the State has already proposed an expenditure of £250,000. 
These extensive works, which are estimated to cost some £2,500,000, 
are to be executed by private enterprise without any intervention 
on the pert of the Government, whore intention, however, is to 
further the scheme as much as possible. By the execution of this 
vast programme enormous advantages would accrue to the provinces 
of Calabria, where the present Minister of Public Works has already 
increased the railway mileage by some 600 miles, - 

Mexico.—The British Consul at Tampico reporte that the con- 
cession for an electric tramway system has recently been acquired 
by British capitalists, and active work in construction will be 
started immediately. The same company have also purchased both 
of the existing electric light plante, and intend constructing a 
central power station for the lighting of the city, as well аз for 
operating the electric tramways. 

The Vice-Consul at Monterey reporta that the Cis. Telefonica y 
Telegrafica Mexicana have owned and operated the telephone system 
in that city for upwards of 20 years under a Government concession 
which gave the company a monopoly. This concession having been 
modified, however, a new company, composed of native capitalista, 
and called the Nueva Telefonica de Monterey, has been formed, 
and is now engaged in installing ite plant, wires, &c. It is expected 
that the competition of the two companies will give Monterey a 
cheaper and more efficient service than was formerly enjoyed. 
Both companies are placing their wires in the centre of the city in 
underground conduits. 

The British Consul at Mexico City reports that, during the 
latter half of 1911, 641 km. of new Federal telegraph wires were 
strung in different parts of the Republic, and three wirelees tele- 
graph stations, viz., at Vera Cruz, Campeche and the Island of 
Madre Madre (off the coast of Tepic) were opened to the public. A 
direct telegraph service was inaugurated between Payo Obispo 
(Quintana Rooderista) and Corozal, in British Honduras, thus con- 
necting the telegraph system of that Colony with the Mexican 
Federal system. 

Norway.—The British Consul at Christiania reports that 
at the Christiansand Nickel Refining Works, where nickel 
is obtained electrically by  Hybinette's method, the produc- 
tion in 1911 was 285 tons nickel, and 80 tons copper. The works 
have been extended to produce 600 tons nickel and 80 tons 
copper per annum. Тһе Christiansand Works are taking over the 
Ringerike Nickel Works, and intend to refine the matte at 
Christiansand. The Norwegian export of calcium carbide in 1911 
was about 60,593 tons. The cyanamide factory at Odda exported 
13,172 tons, as compared with only 4,250 tons in 1910. The export 
of ferro silicon amounted to 5,745 tons.  Electrothermic zinc 
exports amounted to 46,573 tona, chiefly from Sannesund, near 
Sarpsborg, but also from Trondhjem, mostly from imported raw 
zinc. There are two Norwegian aluminium factories at Stengfjord, 
and near Christianeand ; their export is estimated at about 1,019 
tons, or about the same as in 1910. The Norek Hydroelektrisk 
Kvoelstofaktieselskab is stated to have acquired the greater part of 
the interests formerly held in the Rjukan companies, for the pro- 
duction of saltpetre, by the Badische Anilin and Soda Fabrik, and 
the chief administration of the concerns at Notodden and Rjukan 
has been taken over by the head offices of the first-named company 
at Christiania. Dealing with the Odda Works, the British Vice- 
Consul at Bergen pointe out that the cyanamide company (North- 
Western Cyanamide Co.) has increased its output of calcium 
cyanamide from 12,000 tons to about 15,000 tons per annum, 
the bulk of which is shipped to Germany, but considerable 
and steadily increasing quantities are sent to the United Kingdom 
and the British Colonies. The work has now been taken over by a 
a new British company, and the production is to be further ex- 
tended up to 73,000 tons. The calcium carbide works of the Alby 
United Carbide Factories, Ltd. (who also own a factory at Meraker, 
near Trondhjem), are likewise arranging to increase their output 
from 30,000 tons to 80,000 tons per annum, of which about 56,000 
tons are to be taken by the cyanamide company. The carbide 
company use about 20,000 H. P. from the electrical power station of 
the Tyssefaldene Co., but this will shortly be increased to about 
56,000 H.P. The manager of the Tyssefaldene Co. is not resident 
in this district, but it is understood that the company own a small 
plant for the production of metallic alloys, and have had under 
consideration a proposal for the installation of a large plant for the 
electrical smelting of zinc. The eventual capacity of the power 
station is estimated at over 100.000 H.P., and is now being extended 
to a capacity of 84,000 H.P. In the three factories mentioned a 


considerable amount of British plant has been introduced. Dealing: 


with electrical developments at Notodden, the British Vice-Consul 
at Skien points out that there are three factories for saltpetre, 
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carbide of calcium, eleetric smelting, Ke. Fhe electric power avail- 
able is about 60.000 to 70,000 H. P., obtained from the Svolgfos, 
Tinfos and Lienfos waterfalls,. Proposals are also on foot to harness 
8 fall above Hiteraal so as to obtain electric power and transmit it 
to the Skien Fjord.  If.the idea is carried out it will mean an 
undertaking which will cost several million kronor. The 
municipal power works at Samnangar were nearly completed at 
the end of 1911, and were to supersede the present steam 
power works at Bergen in March last. The three turbines, one of 
which is to be kept in reserve, will develop a power of 3,500 H.P. 
each, and it is proposed later on to add others up to a total of 
1,700 H.P. The machinery is entirely of Norwegian manufacture. 
The steam power station will be kept for reserve in case of 
emergency. | | 

In view of the expansion of the use of electricity in Norway the 
remarks of the Vice-Consul at Bergen on British trade and the 
methods adopted by manufacturers are particularly interesting. 
He points out that whereas only 84 licences to British commercial 
travellers were issued in 1911, 352 were issued to German travellers. 
These figuresrequire no comment. There are, however, distinct 
signs that British merchants have, within the last year or two, 
begun to show greater energy than formerly in pushing their 
business in Norway. In view of this increased interest, it might be 
suggested that British business managers and partners who wish to 
develop their trade with Norway might perhaps with advantage 
follow the example of some of our commercial rivals by under- 
taking personal visitsin the country with greater frequency than now 
appears to be the case. Cases are known where this method has 
been attended with great success in other parts of the world, and 
more than one business man in Bergen has told the Consul that he 
would certainly feel more disposed to do business with a firm if he 
Were in occasional personal relations with its head. Such a visit 
should be stimulating to resident agents, and need not interfere 
with the regular work of the firm's travellers, to which it would be 
supplementary. A knowledge of Norwegian, though, of course, 
а great advantage, would not in most cases be indispensable, 
provided German were spoken as well as English. It may, 
perhaps, not be out of place to point out that, in view of the attrac- 
tions which the west coast of Norway offers to the tourist, a holiday 
might thus be made profitable as well as enjoyable, even if it were 
not thought worth while to come out for business purposes only. 
Local merchants, for the most part, take their holiday in June or 
July, and are in Bergen during August and September. Amongst 
the lines of busincss in which the United Kingdom does not appear 
to be getting her fair share of the business, one of the most notice- 
able of late has been electrical appliances, 
of the country in water-power are still to a great extent un- 
developed, the use of electricity is very general, and it would appear 
that the proportion of orders placed in the United Kingdom is 
relatively insignificant. dE 


Japan.—The British Consul at Yokohama reports the trade 
in eleotric lighting, power and tramway plants there was steady 
during the. year 1911, there having been a constant increase in 
existing plants and a considerable number of new undertakings 
brought forward. A difficulty, however, is that in most cases long 
terms of credit are asked for, which do not appeal to the manu- 
facturer. The total value of electrical machinery imported in 1911 
was- £237,000. The increase in favour of gas-driven plants calls 
for passing notice ; both producer plants and suction-gas plants are 
: inquired for. A feature of interest is the growth of water-power 
schemes in all parts of the country. Orders seem to be going 
mostly to Germany and to America. There has been a good demand 
for power and lighting cables for underground use, and the heavier 
and higher-tension cables are still ordered from abroad, but low- 
tension and the smaller cables are being made more and more in 


Japan under protection afforded by the tariff. Aerial and ordinary 


lighting and telephone wires are practically all made in Japan, the 
. Jead-covered cables only being imported. Р 

Dealing with the tramways of Yokohama, the Consul pointa out 
that considerable extensions are now (1912) being made to the 
existing system, bringing outlying districts into olose touch with 
the town. The work has been accompanied by much levelling 
and filling in of ground for building purposes, and whatever the 
&ctual prosperity of Yokohama, to the outward eye the city appears 


to be growing steadily. The following figures give the population 


and number of houses in recent years :— | 


Population. Houses. ; 
1907 ... sei m T 379,000 75,000 
1908. ; "cn 393,000 178.000 
1909 . ETT 407, 000 82,000 
. 1910... n 420,000 84,000 
TOLD ee ux u 444, 000 88,000 


Allowance must, however, be made for the incorporation within 
the city limits of districts formerly outside. This amalgamation 
last year amounted to 12,000 persons and 2,000 houses. 

The British Consul at Kobe, in a recent report, states that 
it is satisfactory to note that the fear expressed in some 
quarters that, on account ofthe revision of the tariff and the basing 
of some duties on the net weights, the importation of British 
machinery would show a serious falling off, was not realised in 
1911. In comparison with Continental and American goods, how- 
ever, British machines are, generally speaking, heavier, and therefore 
liable to higher rates. | | ; 

The new tariff appears on the whole to work smoothly ; but in 
certain cases it is extremely difficult for importers to calculate 
the duty when making up tenders, as in certain instances it is 
asseased partly on the net weight of the goods and partly ad 
valorem. Switchboards and railway trucks may be mentioned as 
inatances of this. The demand for electric tractio n plant in 1911 


Although the resources: 


was brisk. The Ranzen Electric Traction Co. placed orders for 
machinery; the Osaka municipality for rolling stock and air 
brakes ; the Hiogo Electric Railway Co. for sub-station machinery 
and rolling stock ; and the Keishin and Okayama Electric Railway 
Companies for high-speed engines and generators, boilers and roll- 
ing stock, Gas engine-driven stations for lighting and power were, 
as à rule, fitted with British plant, but German makers secured 
several orders by under-cutting British prices. Amongst impor- 
tant contracts for British machinery may be mentioned the con- 
tract for the equipment of the Kawasaki Dockyard in Kobe. The 
smaller town gas engines and suction gas plants are being made in 
Osaka in fair numbers. Large quantities of electric motors are 
made in Japan, but orders are still being placed in America, 
Germany and Italy, British prices being as a rule considered too 
high. Several thousand fan motors were imported from the three 
countries above-mentioned, and here again British machines are 
ruled out on account of price. Cables of all descriptions are largely 
made in Japan, though several orders have gone abroad. The 
demand for cables of the underground description is increasing as 
the tendency is to insist on high-tension cables being laid under- 
ground in the chief cities instead of being erected on poles over- 
head as heretofore. The Osaka municipality, the Kyoto muni- 
cipality, the Kobe Electrio Railway Co., the Osaka Electric Light 
Co. and the Ujikawa Hydroelectric Co. were large purchasers of 
cables during the period under review. For machine tools British 
makers secured several important contracta. 

A demand has arisen for electricity meters, and large orders have 
been secured by a British firm. -Recently, however, a very light 
type has been introduced from America and the Continent, and as 
the duty is assessed on the net weight of each instrunient, our com- 
mercial rivals will probably secure more business in füture. As 
regards water power stations, the Hiroshima Water Power Co. may 
be mentioned as having bought a large plant of British manu- 
facture, and orders were placed for the Oita Hydro-Electric Co. for 
Continental machinery. This latter company is situated in 
Kyushin, but the orders were placed in Osaka. Incandescent lamps 
are made in enormous quantities in Tokio and Oaaka—both carbon- 
filament and metallic—and imports have consequently declined. 
The steam turbines ordered by the Nankai Railway and the Kobe 
Electric Light Co. were seized on arrival for infringement of 
patents controlled by a large American company having works in 
Tokio, and although the importers were finally allowed to deliver 
them, the case is still pending in the Courts; consequently, 
British and German builders are hesitating to take orders. | 

During the year 1911 two serious scandals were brought to light. 
In one case the directors of an electric railway company were 
arrested for embezzlement of the company's funds, and in the other 
an electric railway campany repudiated a contract given to a 
British firm for British machinery, and the machinery was left on 
the hands of the importers. The Japanese Commercial Code was 
revised in October, 1911, and with ordinary precautions, such a case 
as the latter will not happen in future. During the year under 
review the Osaka Electric Light Co. placed a very large order for 
switchboards with a German firm. Two or three British houses 
tendered, but, as the German tender was much more detailed than 
the British ones, the latter were not seriously considered. 

There has been a notable increase in the number of cases of 
extended terms of payment, aud as British merchants as a rule do 
not care for this class of business, many orders were lost to 
our manufacturers. | i 


The British Engineers“ Association. —Тһе Secretary 
has sent us the following particulars relating to this new Associa- 
tion: — President—Mr. Douglas Vickers. Vice-Presidents— Sir 
Robert Hadfield, F. RS.; Mr. Herbert Marshall; Sir William 
Mather, P.C, LL. D.; Mr. C. C. Scott; Sir John I. Thornycroft, 
LL.D., F.R.S. Chairman of Executive Committee — Mr. Wilfrid 
Stokes (Ransomes & Rapier, Ltd.). Other Members of Council— 
Messrs. "H. Alleock (W. T. Glover & Co, Ltd.) A. Anderson 
(Edward Wood & Co., Ltd.). T. O. Callender (Callender's Cable and 
Construction Co., Ltd.). M. Collingwood (The Vulcan Foundry, 
Ltd.), Percy B. Crowe (W. H. Allen. Son & Co., Ltd.), F. R. Daven- 
port (Willans & Robinson, Ltd.), W. H. Dixon (Hadfield's Steel 
Foundry Co., Ltd.). J. Cunningham Ford (T. Cooke & Sons, Ltd.), 
G. B. Hunter (Swan, Hunter & Wigham Richardson, Ltd.), Stainer 
Hutchins (The Power-Gas Corporation, Ltd.), Edward Jackson 
(Midland Railway Carriage and Wagon Co., Ltd.) Christopher 
James (Joshua Buckton & Co., Ltd.), H. Norman Leask (Heenan and 
Froude, Ltd.), R. S. Lloyd (Hayward-Tyler & Co., Ltd.), Howard 
Marsh (George Fletcher & Co., Ltd.), Charles S. Schultz (Dick, 
Kerr & Co, Ltd.). Arthur H. Smith (Holman Bros, Ltd.) T. 
Cuthbert Stewart (Stewarts & Lloyds, Ltd.), Philip Thaine (Vickers, 
Ltd.), John E. Thornycroft (John I. Thornycroft & Co., Ltd.), 
Thomas Woof (Alfred Herbert, Ltd.). (Members of the Executive 
Committee are shown by an asterisk.) Honorary Members — Mr. 
Byron Brenan, C. M. G., late Consul- General in China; Sir Charles 
Dudgeon, one of the Commissioners for the Revision of Commercial 
Treaties with China: Sir Walter Hillier, K.C.M.G., C. B., late 
Adviser to the Chinese Government: Mr. Claude Kinder, C. M. G.. 
the creator of the Chinese Railway system: Dr. George Ernest 
Mortison, newly appointed Adviser to the Chinese Government. 


A Birmingham Supplies Возіпеѕѕ, — Аз we announced 
in our issue of August 30th, the METALLIC SEAMLESS TUBE Co., 
LTD., now have the headquarters for their electrical supplies busi- 
ness at Meta House, Corporation Street, Birmingham, avery central 
position. The building is one of six floors, two being devoted to a 
fittings showroom and general office accommodation, and four being 
used as stock rooms. The premises were opened in consequence of 
the need for additional premises due to increased business in elec- 
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‘trical accessories, cables and lamps. In the showrooms there are 
varieties of electroliera, brackets, standards, &c., from which cus- 
tomers of the trade in the Midlands can make their selections. 
The stock-room floors are specially fitted up with every facility for 
the handling of goods. Each floor is 100 ft. long, running right 
through from Corporation Street to Newton Street; the goods and 
trade entrance is situated at the latter end. The top floor is devoted 
exclusively to lamps, shades, battery jars and other glassware. On 
the third floor general lighting accessories are stored. and on the 
ground floor conduit and conduit fittings, while in the basement 
there are cables, flexible cords, jointing materials, &c., as well asthe 
trade counter. A goods lift serves all floors. 


Book Notices,—'' Les Canalisations Isolées." By J. 
Grosselin. 1912. Paris: Gauthier-Villars. Price 3 fr. 75 cents. 

“ Bulletin Mensuel de la Société Belge d'Electricité." August, 
1912. Brussels: The Society. Price 1 fr. 75. 

" Wechselstrom-Arbeitsdiagramme." By Emil Waltz. 
Berlin: Hermann Meueser. Price M. 22°50. 

* Transactions of the Institution of Civil Engioeers of Ireland." 
Vol. XXXVIII. 1911-12. Dublin: The Institution. 

“ Boletin de Ingenieros, Vol. III, No. I. September 16th, 1912. 
Mexico: Secretaria de Guerra y Marina. 

" Bulletin of the Imperial Institute.” Vol. X, No. 3. October, 
1912. London: John Murray. Price 2s. 6d. net. 

“ Journal of the South African Institution of Engineers.” Vol. 
. XI, No. 3. October, 1912. Johannesburg : The Institution. Price 2s. 
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Catalogues and Lists,—Tur ELECTRICAL Co., LTD., 
122-124, Charing Cross Road, London, W.C.—Net price list of 600- 
megohm grade rubber cables, of which large stocks are held at their 
London stores. 


MEssRs. VERIT YS, LTD., 3M King Street, Covent Garden, 
London, W. C.— Leaflet No. 680, containing illustrated particulars 
of Flexume day and night electric signs, Aston Midget-Lamp " 
signs for theatre service, and " Aston-Drum " double-sided illu- 
minated swiug or fixed sign. 

Messrs, SIEMENS BROS. DVNAMO Works, LTD., Tyssen -Street, 
Dalston, London, N.E.—Booklet containing & full illustrated 
description of the construction and use of their new " Lumograd " 
instrument for the measurement of illumination. Copies will be 
forwarded on application, | 

Messrs, SIEMENS Bros. & Co, LTD. Woolwich.—New cata- 
logue, No. 537, giving very complete information respecting their 
dry cells, dry cell batteries &c. A finger index separates sections 
relating to Obach dry cella for general purposes and for ignition, 
also Hellesen dry cells, Dura cells, and transport cells. Prices and 
general instructions are given. A separate leaflet describes and 
shows the Siemens Satchel electric lamp. 

Messrs. SIEMENS BROS. DYNAMO Works, LTD., 38 and 39, Upper 
Thames Street, London, E.C.— Price list No. 15 (20 pages), contain- 
ing full illustrated information, with prices, dimensions, weights, 
&c., of electric hand and bench drilling machines, grinding motors 
and accessories. 

THE GENEBAL ELECTRIC Co., LTD., 67, Queen Victoria Street, 
London, E.C.—Folder relating to, and giving prices of, Osram 
drawn wire battery lamps for omnibus, motor-car and yacht 
lighting. Also a сору of the 10th edition of Section H'“ of their 
catalogue relating to electric heating; this is a 1t-page price list 
showing a variety of designs of luminous radiators, zig-zag 
luminous radiators, convectors, Bastian Quartzalite convectors, nan- 
luminous heaters for ship, train and tramcar service, Magnet 
flat irons, electric kettles, and " Robertson " heating lamps 

THE BRITISH ALUMINIUM Co., LTD. 109, Queen Victoria 
Street, London, E.C.—T wo leaflets illustrating aluminium bis: bars 
and connectors, and aluminium coils. 


MEss RS. SIMPLEX CONDUITS, LTD., 116, Charing Cross Road, 
London, W.C.—Mailing card concerning their breakfast cooker and 

grill. 
" THE BRITISH WESTINGHOUSE .EGECTRIC & MANUFACTURING Co., 
LTD. Long Millgate, Manchester.—An attractive little folder 
(envelope series 4150/A), entitled Kill the Chill,” giving a few 
notes and prices of their convector and luminous radiators ; also 
leaflet relating to Westinghouse horizontal gas engines. 

MrssRs, DRAKE & GORHAM, LTD., 66, Victoria Street, London, 
S.W.—New catalogue, consisting of some seven sections. The first 
of these, of some 32 pages, contains illustrations and very plainly 
indicated prices of incandescent lamps (Osram, Wotan, Mazda, 
Metfil, Tantalum, carbon filament, both English and foreign, 
" tum-down " lamps, &c.) ; the second section, devoted to arc lampe, 
includes Butt flame lamps, enclosed lampe, photographic lamps, 
cinematograph lamps, resistances, &c. ; the third deals with cables 
and flexibles, jointing materials, &c.; the fourth (switchgear and 
lighting accessories) describes circuit-breakers, instruments, lamp- 
holders, wall plugs, swit hes, and a number of Home Office 
accessories ; electric heating and cooking apparatus oocupies the 
next section, Bastian. D.G., Price's, the Archer and Economic 
systems all being included, as well as lamp radiators ; Holophane 
glassware occupies the next 16 pages; and the last section of all 
consists of 60 pages of illustrations and prices of electric light 
fittings of all kinds. 

SCHIERSTEINER METALLWERK, Schwerinstr. 3, Berlin, W., 57.— 
Leaflet describing a relay with enclosed mercury contacta for week 
currents. 


ALLGEMEINE ELEKTRICITATS-GESELLSCHAFT, Berlin.—Set of 
leafleta illustrating and describing the A.E.G. quick- ee ew tones, 
motor switch panels switch cases, kc. 


Тнк Union Etecrric Co, LTD, Park Street, Southwark, 
London, S.E.-—Eight-page illustrated list (No. 7,028), giving príces 
and data of the lamps used in their Eye- Comfort " system: of 
inverted, indirect and semi-indirect arc lighting, also resistances for 
same. The “Kandem” arc lamp suspension gear is also parti- 


. cularised. 


THE BROMPTON AND KENSINGTON ACCESSORIES Co, LTD., 254- 
260, Earl’s Court Road, Kensington, London, 8.W.—24-page cata- 
logue containing excellent illustrations, brief particulars and prices 
of the "B. & К.” “Universal Electrical Home Needs.” Theee 
include electric toasters, shaving-water heaters, flat-irons, electric 
kettles, boiling rings, tea-ball teapot, coffee percolators, coffee urns, 
chafing-disher, &c. The company has been organised by the 
Brompton & Kensington Electric Supply Co., and it is introducing 
appliances which are the product of many years’ experience, and 
which may be inspected at its showrooms. This catalogue is the 
firat of a series to be issued by the company. Later ones will deal 
with cooking, heating and ventilation. 

Messrs. SIMPLEX CONDUITS, LTD., 116, Charing Cross Road, 
London, W.C.—The new catalogue of this company which has just 
been received, if it were worth its weight in gold would figure out 
substantially, for it is a solid volume of more. than 500 
pages of enamelled paper. It consists of 20 sections, with 
sectiona) divisional leaves to each, with printed tabs to facilitaté 
reference. The opening pages contain a description of the com: 
pany's works, and alphabetical and numerical indexes, also á 
particularly useful telegraph code. Coming to the sections, wé 
think we shall find it somewhat difficult to select all the items 
from so vast a variety that should have mention, so we had 
better adopt a simpler method and state the sections, adding at the 
same time that, of E c any one of the sections can be obtained 
separately. Section '" conduits and fittings and tools ; No CO 
Simplex flexible а ‘system, lead-covered wiring: D," 'distrí- 


‘ bution boards, switchgear, enclosed fuses and fuse wire; “M, i 


` 


watertight fittings for mills and shipg, also steel reflectors, &o. ; 
"W," wires and cables for lighting, bells, and telephones, Ке. 
“ A," accessories; B.“ electric bells and telephones ; “Р,” Ec 
lain insulators; L.,“ metal-fllament lamps; V,“ fans and small 
motors, drilling machines, & ; H,“ electric heating appliances; 
* C," electric cooking appliances ; VES automatic electric lighting 
plants ; "S," electric signs and stage lighting appliances; I,“ 
instruments. ammeters, and voltmeters; Z, electricity meters : 
"FE," electric fixtures; “G,” shades, glass and silk, Spookie 
shades ; “R,” Holophane glassware, vacuum cleaners, and sundries. 
As will be gathered, the contents cover all kinds of installation 
apparatus, with the exception of large machinery and generating 
plants. In addition to being of direct service to the trade, it ia 
recommended for hanging in contractors premises for reference by 
consumers, There is & substantial increase in the size of the 
catalogue in comparison with that issued a couple of years ago. 
Prices are as far as possible set out in tabular form. The firm 
are also issuing & small 24-page booklet, dealing with. electric 
heaters and convectors. of a convenient size for the pocket or for 


enclosing with correspondence. ‘This booklet is an abridgwent of 


their large heating catalogue, and contains all. the latest designs: 
some 50 different patterns are shown altogether. Supplies of théee 
booklets may be obtained by contractors or central station engineers 
interested, overprinted with their names and addresses. A novél 
departure haa been introduced by the company in making all the 
prices quoted for radiators inclusive of internal wiring between the 
switches and holders, such internal wiring being in every case brought 
to two substantial screw terminals mounted on a special bridgo piece 
fixed to the inside of the case, so placed that it cannot be accidentally 
touched. Special flexible for use with these heaters can be obtained 
protected by wire armouring without extra cost, and a special form 
of wall socket has been designed for use with the armoured 
flexible. 

Messrs, E. BENNIS & Co., LTD, Little Hulton, Bolton.—16-page 
pamphlet, containing a full descriptive account of their patent high- 
temperature coking stoker and patent self-cleaning compressed-air 
furnace, its construstion and operation, Reports of tests of boilers 
fitted with these stokers are given. 

MESSRS. HINCHCLIFFE, GREEN & Co., Aire Street, Leeda. — 
Advance leaflet, giving description and tabulated prices of their 
single-phase aquirrel- cage motors, for the manufacture of which 
they have equipped their works with up-to-date machinery. Соріеё 
of the list will be sent on application. 

Messrs. BAXENDALE BROS., 96, Whitechapel, Liverpool.— А 
special net price list of electrical accessories is being issued to-day. 

Messrs. BERGTHEIL X Young, LTD., Finsbury Court, Finsbury 
Pavement, London, E.C.—Binding cover containing à number of 
lista (No. 50) detailing the Bandy " variable-rpeed S. P. А.С. motors, 
for lift or crane service, giving tabulated prices, weights, c.; also 
diagrams of connections, test curves; drum type reversing соп. 
trollers ; half-tone views appear of the motors true to crane and 
pumping work. 


Trade Announcements. Mn. ani D jin. an- 
nounces that he is continuing at Commercial Street, Batley, the 
business of Messrs. H. Jaggar & Co., electrical engineers. 


‘Messrs. HuTTON BROS., electrical engineers. of Swindon, have, 
owing to increased business, taken the Quantock Works, Devizes 
Road, which they will open early in November, on completion of 
the necessary alterations. 

Меввнв, DovLTON & Co., LTD., are purchasing the goodwill ang 
connections of the business of Messrs, J. Stiff & Sons, Lambeth, 
from December 25th, 1912. Messrs. J. Stiff & Sons will di 
all their liabilities accruing to that date NS will collect, scconnte 
in the usual course, | 


& 
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Liquidation.—Direct Gas Fuert, Lrp.—This com - 


pany is winding up voluntarily, with Mr. A. W. Good, of Moorgate 
Station Chambers, E.C., as liquidator. A meeting of creditors is 
called for November 11th. 


Electrical Trade with New Zealand.—The report of 
the British Trade Commissioner for New Zealand, in referring to 
the preferential tariff, states that the same goods which the 
Dominion is trying to keep out by higher duties in the interests of 
the United Kingdom, are being pushed in by British shipowners 

rough lower freights granted on German and American goods, 
and the deliberate policy of the Dominion is thereby being frus- 
trated. As the idea is prevalent that preferential duties apply to 
all imports, or at least to all classes of goods where there is 
serious competition from foreign countries, the report points out 
that in 1910 two-thirds of the total valne of competitive imports 
came in under tariff items where no preferential duty existe, there 
including tools and a considerable portion of electrical goods. 
Among the commodities imported under the preferential section of 
the tariff, mention is made of motor and bicycle lamps, there being 


a considerable purchase of American electric lamps, which is no 


doubt influenced by the very large importation of American motor- 
cars. The imports of electrical machinery increased by £25,000 to 
£132,000 in 1911, and the share of Great Britain rose by £22,000 to 
£76,000, or from 50'5 per cent. to 57°6 per cent. In the case of 
gas and oil engines, the value expanded from £90,000 in 1910 to 
£129,000 in 1911, the British share having advanced from £66,600 
to £104,000, and the balance being practically all of American 
origin. The British share of steam engines in 1911 was £8,354 out 
of a total of £9,203. Referring to the question of public works, 
the report states that the development of water - power is a matter 
of some importance. At the time of writing, tenders were being 
invited in connection with a large scheme for using the energ 

from Lake Coleridge for the supply of electricity to Christchurch 
and vicinity, Other pyoposed schemes are the utilisation of the 
Wairoa Falls for Whangarei, and also of Lake Waikaremoana. The 
. development in these cases is not likely to be rapid, as the Govern- 
ment policy is to keep these matters under State control. The 
report is a comparatively short one, but the general advice given in 
it should be particularly valuable to those who wish to promote 
trade with New Zealand. 


PEE 


LIGHTING and POWER NOTES. 


Aeton.—In the friendly arbitration between the U. D. C. 
and the Metropolitan Electric Supply Co., Ltd., Mr. H. H. Collier 
has been appointed valuer, to act on behalf of the Council ín the 
matter of rental to be paid by the company for certain lauds 
referred to in the agreement, the preparation of which has been left 
in the hands of the clerk and solicitor. 


Algeria,—The municipal authorities of Khenchela are 
considering a scheme for the establishment of a central electric 
lighting station in the town. 


Barking.—The Electricity Committee has decided to 


increase all scale charges for current for power purposes by id. per 
unit. 


Barnsley.—Some inconvenience was caused on Thursday 


evening, last week, when, at about 11 o'clock, there was a sudden 
failure of the electric light, the cause being, it is said, the violent 
collision of a taxi-cab with a fuse. -hox at the ‘bottom of New 
Street. The service was restored within the hour. 


Bispham.— As the Council is able to provide more elec- 
tricity than its own district requires, it is proposing to obtain 
powers to supply lighting in the adjoining districts of Cleveleys 
and Thornton. The formal consent of Thornton Council is now 
being sought. 


Brentford.—À mains extension to Brentford End has been 

decided upon by the Heston-Isleworth Electricity Committee, in 

order to supply current to the new offices and works which have 
been erected on the east side of the Grand Junction Canal. 


Bradford.—The Corporation’s electricity undertaking ig 
in a flourishing condition, and on the past year's working a net 
profit of £8,052 is shown. For private lighting purposes 94,771 
units more than in the preceding year have been sold, the bulk 
consumers have received 679,659 more than during the previous 12 
months, whilst smaller consumers who require current for motive 
power and heating purposes have purchased 500,840 more units 
than a year ago. Owing to the increased output the total working 
costs per unit have decreased in spite of the higher price which has 
had to be paid for coal. 


Burnley.—The Electricity Committee has балай 
the charges for electrical energy for power purposes, and has 
made the following changes : Forthe first 39 hours" use per quarter 
of maximum demand, 12d. per unit; all units above that amount, 


. funds. 


Dorset Electric Supply Co. 


ld.; where the consumption is equal to or above 400 hours' use per 
k. H. P. per quarter, 9d. per unit flat rate; where it is equal to or 


. above 500 hours, ‘8d.; where it is equal to or above 600 hours, 7d. 


Existing consumers will come on to the new scale at the end of the 
quarter. The Committee has. been empowerod to make special 

charges to any consumers who will guarantee an annual consump- 
tion of 100,000 unitsof energy or more for a day load. 


Bushey.— The U.D.C. has been asked by private 
persons to allow the E.L. mains to be extended to Bushey Heath, 
owing to the high price of gas. The matter has been referred to 
the E.L. Committee. 


Caldy (near West Kirby).—The Wirral R.D.C. has 
decided to have Caldy village lighted by electricity. 


Canada,—The Civic Power and Light Department of 
the City of Winnipeg is now considering the necessity of enlarging 
the capacity of the power house, owing to the rapid industrial 
development of the city, and the consequent demand for power. 
For the coming Spring it is recommended that two extra units be 
installed. The Department is now getting 95 per cent. of the new 
business of the city in competition with private corporations, which 
before the completion of the municipal plant last year, enjoyed a 
monopoly of the supply of light and power. 

Seven hundred farmers of the township of Yarmouth, Ont., have 
applied to the Hydro-Electric Commission for power. This is 
significant ; the Canadian farmer of the present day runs quite a lot 
of machinery, and some kind of power is indispensable, The gasoline 
engine now supplies this power, and its use has become general, but 
it appears that electricity is to have the preference. 


Cheltenham.—The revenue account of the electric light 
undertaking shows that the receipte for the last year, inclusive of a 
balance of £3,644 from the previous year and £1,409 transferred 


- from reserve fund, amounted to £28,793. The ordinary outgoings 


totalled £10,416, interest on loans took £4,775, and instalments in 
repayment another £3,877, while £3,672 was transferred to sinking 
„The balance in hand at the close of the year was £5,599, 
or an increase of £1,955. The number of units sold was 1,867,559, 
in the proportions of 658,501 for public lighting, 584,547 to private 
consumers, and 624,511 for traction. As compared with the 
previous year the increase was 94,341 units. 


Continental Notes,—AvsTRIA.—During the month of 
August last, 36 projects for the utilisation of water power in 
different parts of Austria were submitted to the State Hydrographic 
Department in Vienna. During the same period 24 concessions 
were granted in respect of previous applications, the intention in 
the majority of the cases being to utilise the water-power in the 
generation of electrical energy for lighting and power purposes. 

A large power station, described by the Oest. Wasserwirtschaft, 
is projected on the Danube, with & view to completely utilising 
the unappropriated power of that river for the production of 
electricity. The preliminary labours are so far advanced that an 
outline of the scheme is possible. It is intended to construct a 
low-pressure station, whose, average capacity will be 135,000 H.P., 
and its highest 150,000 H.P., the electric current generated being 
deetined for the use of the capital; and, with a view to inde- 
pendence of the variable water-level, the station will work in 
connection with the projected large station at Krems-Kamp. 
The constructive works comprise the . building of a movable 
weir, of such a character that at high water it will offer no 
hindrance to navigation. This weir, it is considered, will take 
three years to build. . А canal, 12 km. long, will conduot the water 
to the power house, and serve as a fairway for shipping. Its least 
waterflow will equal 50,000, and its greatest, 130,000 cb. m. per hour. 
At the end of the canal a lock for the shipping will be constructed, 
200 m. long and 22 m: broad. The power house will be built 
to accommodate 18 Francis turbines. The whole of the con- 
structive works are expected to be completed within the three 
years. In the opinion of our contemporary the installation, in its 
gigantic proportions, will place the greatest power stations of the 
world in the second rank. 

RUSSIA,—À new electricity generating station, for the supply of 
current for lighting and power purposes, was put into operation in 
Odessa on October 10th. 

The factories in the Moscow district are rapidly adopting elec- 


. tricity as the motive power. According to a recent report, 20 out 


of the 48 establishments in the Lefort quarter of the city are now 
electrically driven. 

FINLAND.—A large electricity generating station, with a capacity 
of about 2,000 E. P., is about to be established by Messrs. A. Ahlstrom 
and Co., of Norrmark, owners of large saw and paper mills in that 
town. The electrical part of the plant is to be supplied by the 
A.E.G. 


Coventry.—At the meeting of the City Council on 
Tuesday, it was decided to spend £1,000 out of revenue upon the 
purchase of electric motors. The opinion of the Electrio Light 
Committee was confirmed that it was desirable that, in the event 
of a Bill being promoted in the next session of Parliament, a clause 


should be inserted to authorise an extension of the area in which 
the Corporation із empowered to supply electricity, | 


Dorset.—An effort is being made to form a County of 
The share capital is given as £75,000, 
and 51,000 shares of £1 each are offered for subscription at par. 
The towns it is proposed to serve are Dorchester, Sherborne, 
Wimborne, Swanage, Blandford, and Lyme Regis. 
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Chile.—Plans and estimates submitted by Mr. George 
Kenrick for the erection of a central electric generating station for 
the purpose of supplying electrical energy to the town of Talcahuano 
and the suburbs of Morro, El Arennl and San Vicente have been 
approved. Twelve months are allowed for carrying out the work. 


Dromore,—The promotion of an electric lighting scheme 
advanced another step at a special meeting of the Urban Council. 
Theclerk read a letter from Mr. John Hamilton, offering a generat- 
` ing station Bite, with a lease for ever or for a term of years. There 
was a mill race in connection with the premises capable of supplying 
water for eight months in the year, and sufficient space to erect addi- 
tional plant to supply motive-power for the remaining four months 
of the year. After a discussion, it was decided that the clerk should 
write to Mr. Hamilton, asking his terms. Mr. Burns suggested that 
buying out the gas company might be cheaper in the end. The 
chairman said, by adopting this scheme, they were agreed that elec- 
tric lighting was cheaper. The engineers advised that £2,000 would 
be enough to spend the first year. and the present lighting of the 
town was costing £150 a year. The entire scheme would not cost 


more than £2,000. The clerk was given authority to obtain a pro- 


visional order. 


Dudley.— The sale of the Corporation's electric light 
undertaking was again discussed on Thursday in last week, at a 
meeting of the local Traders’ Association. In this instance the 
chief speaker was Councillor II. W. Hughes, chairman of the 


Corporation Electrical Committee. who contended that as the result 


of the salethe ratepayers would have returned to them every penny 
that the undertaking owed, they would be recouped for losses in 
the past years, and the existing rates for power and light would 
not be increased. The suggestion to retain the power station 
involved the provision of extra capital amounting to £23,000, plus a 
certain increase in the price of current to the tradespeople. The 
meeting passed a resolution declining to either recommend or con- 
demn the sale of the electricity undertaking, but placing on record an 


opinion that much of the present difficulty in which the Electrical , 


Committee finds itself is due to neglect and mismanagement. 


Dundee,—The consumers connected to the Corporation 
mains are taking advantage of the cheap rate charged for heating 
and cooking, and a large number of radiators, hot plates and irons 
are now being used by them. An industrial laundry has been 
equipped with 15 electric irons, as well as motors for driving the 
various machines, and several fans have also been fitted. 


East Cowes,—The U.D.C. has decided to invite Ше 


E L. Committee to tender for public lighting. and to quote for the 
wiring and lighting of the Town Hall. 


Eastbourne,—The Electricity Committee has decided to 


invite tenders for the supply of a number of new flame afc lumps to 
replace the present ones which are of an obsolete pattern. The 
engineer estimates the saving in consumption of current. after 
providing for the extra cost of carbons and interest on outlay. at 
£222 per annum. 


Eccles.—The electrical engineer has been instructed to 
submit an estimate of the cost of removing the existing arc lamps 
on the tramway centre poles in Church Street, and providing and 
fixing on each centre pole a cluster of four metal-filament lamps. 


Edinbargh,.—Some time ago the T.C. agreed to obtain 
an estimate for the lighting of the Calton Hill by electricity. It 
has now been decided to get an estimate of the cost of high-pressure 
gas. The result will be awaited with interest in view of the 
Manchester report, referred to elsewhere in this issue. 


Gravesend.— With reference to the application of Mr. 
Castle, of Northfleet, for a supply of current to his new cement 
worke, the T.C. has decided to grant the request, subject to a proper 
agreement, with guarantees, being entered into. The capital 
expenditure necessary to give the supply is estimated at £6,200. 


Greenock.— At its meeting on Monday, the Corporation 
decided" unanimously to ratify the agreement with Port Glasgow 
T.C. regarding the eupply of electricity for power and light to that 
burgh. It was arranged that an arbitration clause should be in- 
Serted in the agreement; Provost McMillan, who referred with 
satisfaction to the end of the long-drawn-out controversy, said it 
was probable that Port Glasgow would soon have a supply of elec- 
tricity for all purposes, and that this would be to the interests of 
both towns. . i 


Haslingden,—At the T.C. on October 24th, the chair- 
man reported that application had been made to the L.G.B. for 
sanction to borrow £5.250 for the provision and laying of new 
maine. house services. kc. It was decided that authority be asked 
at the L.G.B. inquiry that the loan be so increased as to afford a 
supply of electricity to Helmshore. 


Heston—Isleworth.—In a report to the Electricity 
Committee. Mr. Percy Rycroft, electrical engineer. says that some 
18 months ago. 72 irons were purchased for distribution amongst 
various consumers, This stock has now been exhausted. and recent 
letters from consumers have shown thatthe irons were very much 
appreciated and were freely used. The original irons cost 7s. 6d. 
each. and he estimates that every iron in moderately active use 
represents a revenue of about 10e., in addition to such apparatus 
being an effective and reliable introduction for other apparatus. 
such as radiators, cookers. хс. For a further supply of 100 irons. Mr. 
Rycroft has now received a quotation from the manufacturers of 
58. 6d. for the 4 lb. size. and 7s. for the lb. size, and he advises the 
Committce that this should prove a very good investment. 


Heywood.—In consequence of the illness of Mr. A. A. 
Day. the Bolton electrical engineer. the Hey wood Electricity Com- 
mittee. has decided that Mr. S. J. Watson, electrical engineer to the 
Bury Corporation, be requested to give a report on the whole of tbe 
undertaking of the electricity works, and that a fee of 25 guineas 
be paid. such payment to cover all necessary attendances by him on 
the Committee. 

The Electricity and Tramwnys Committee has made arrange- 
ments with the Burns Ring Spinning Co.. Ltd., and Messra. T. 


Isherwood & Co., Ltd., for the supply of current for power purposes. 


Hove.—The local Ratepayers’ Alliance has discussed at 
length the proposal to municipalise the Hove electric supply under- 
taking and passed a resolution condemning it, and requesting the 


T. C. not to proceed any further in the matter. 


II ford.— At the last meeting of the U. D. C., Councillor 


Philpot, speaking on the balance-sheet of the electricity under- 


taking for the past year, stated that the Council had had another 
successful year. and were carrying forward £1,600 to their reserve 
fund—an increase of £200 over last year. Their revenue had 
increased by £1,293, and their expenditure by £769, but included 
in the latter amount was £582 for the discounts that had been 
given for the prompt payment of accounts. By carrying forward 
£1,600 to the reserve and depreciation account, they raised that 
fund to £10,500, this being their actual cash reserve, which, with 
freehold land and premises, brought up the total value of the 
reserve to £11,890. The gross profits for the year amounted to 
£14,493, and they had generated 4,000,000 units. 


India.—The first modern high-tension electrically-driven 
flour mill erected in India was recently started by Mr. A. M. 
Monteath, President of the Calcutta Chamber of Commerce.— Il iu n 
Textile Journal, 


Ipswich,—St. Helen’s School is to be lit by electricity, 
and the Education Committee has decided to allow Messrs. Mann, 
Egerton & Co. to tender for the installation in opposition to the 
Corporation electricity department. ` 


Leigh (Lanes.).—The L.G.B. has sanctioned the borrow- 
ing by the Council of £2,511 in connection with the electricity 
undertaking. 

London,—ManvLáEbroxE.— The B.C. has agreed to extend 
the 4d. rate (on the telephone system) for cooking, to business 
premises under contract for lighting as from Christmas, 1912, and 
they will also be allowed, as an alternative to the existing rate, to 
have electric heating at 4d. per unit on payment of an addition of 
20 per cent. on the primary charges under the telephone system, 
this to take effect as from October Ist. 

ST. PANCRAS.—Application is to be made to the L.C.C. for 
sanction to borrow £13,780, made up as follows :—Machinery, 
£5,914; mains, £5,240; services and switches, £2,005; meters, 
£621. The Electricity Committee has decided to insure the under- 
taking against loss of profits in case of fire for a period of one 
month, at a premium of £21 per annum, less 15 per cent. 


Loose.—The Maidstone T.C. has asked the P.C. to be 
allowed to tender for public lighting by electricity. A supply is 
available from the tramway mains. 


Oldham.—By a large majority the T.C. has decided in 
favour of & recommendation of the Electricity Committee that 
application be made to the B. of Т. for sanction to an extension of 
the electricity mains beyond the municipal boundary, in order to 
supply energy to drive a cotton mill in the adjoining township of 
Chadderton. | 

Peterborough.—The Corporation had received the sanc- 
tion of the L.G.B. to the borrowing of £500 for service extensions, 
and application is to be made for a further sanction for £1,000 for 
new mains. 


Rickmansworth.— The U. D. C. has decided to protest 
against any of the roads in the rural area being broken up for the 
laying of E. L. mains, under an order being applied for by the 
Watford U. D. C. 


Salford. —An agreement is to be entered into with the 
Guardians for a supply of current for lighting purposes to the 
several institutions under their control within the borough. The 
agreement covers & period of 10 yeara, and provides that the charge 
per unit shall be 24d. Agreements are also to be entered into for 
supplies of energy with Messrs. Gatley, Vickers & Co. and Edward 
Wood & Co., Ltd. Inthe former case the company isto guarantee a 
minimum consumption of 50,000 units per quarter, at a price of 
'8d. per unit for the first 50,000, and ‘7d. in excess of the 50,006, 
these rates to be allowed on condition that the company uses either 
high-efficiency, metallic-filament or flame arc lamps throughout 
the works. The latter firm is to agree to a minimum of 400,C00 
units per quarter, and to pay an all-round price for current con- 
sumed for lighting and power at a flat rate of '85d. per unit, based 
on the price of coal being 108. per ton. A coal clause ia inserted in 
each agreement. . 

Sevenoaks, — The newly-formed Electricity Co. ha 
asked the R.D.C. to consent to the proposed application for a prov. 
order, which will include the rural parishes of Shoreham and 
Haletead, The Council has deferred its decision. 


Stoke-upon-Trent.— It is expected that the formal 
opening of the new central power station at Hanley will take place 


about the middle of November. The site of the works, which were 
completed. some weeks ayo, is near Hanley Park. _ | 
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Shotton.— Efforts are being made to carry out a scheme 
of E.L. for the district in conjunction with Hawarden and Queens- 
ferry. Particulars of the cost, kc, have been prepared by Mr. 
Dutton, of the Sandycroft Foundry, and a meeting of the rate- 
payers is to be called to consider the project. 


South Africa.—The Harrismith (Cape Province) T.C. 
has under consideration the adoption of a bydro-electric power 
scheme in connection with the main water supply from Platberg 
Mountain. The scheme provides for an output double that of 
the present coal-driven electric light station, and also for practically 
an unlimited supply of day power for industrial purposes. 


Swanage.—The B. of T. has deferred for three months 


the question of revoking the E.L. Order, 1906, held by the U.D.C. 
Truro,—The T.C. has decided in favour of the Corpora- 


tion applying for its own prov. order for E.L. Similar applications 
are being made, as has been intimated in the ELECTRICAL REVIEW 
by the Gas Co., Mr. Pressland, of London, and Dr. Purves, of 
Exeter. 


Uruguay.—The Bill creating a State monopoly of elec- 
tricity supply and traction has now become law. By it the State is 
authorised to establish power stations where required, and to 
acquire by expropriation or by purchase the preeent existing under- 
takings in several towns in the interior, the Monte Video under- 
taking having already been acquired. Says the Times corres- 
pondent :—The creation of this monopoly means, in effect, the 
closing of the door upon all private enterprise in an important and 
appropriate field ; and as the Government most certainly has neither 
the capital nor the administrative resources to meet the rapidly- 
growing requirements of the country in this direction, it also means 
& rude check to its progress. Traction, I may add, did not appear 
in the original draft of the Bill, but was included at the last 
moment in committee, ho one knowing anything about it until the 
clause had been approved. This inclusion creates a formidable 
obstacle to future enterprise in the establishment of electric tram- 
‘ways and railways, for the Government is most certainly not in a 
position to supply electric energy for these purposes. The Bill is 
one of the fruits of President Batlle's Socialistic idea that all 
services of a public character should be performed exclusively by 
"the State," and as the present Chambers are entirely under his 
control, the idea is being given legislative authority, regardless of 
consequences. 


Walthamstow.— The charge for current supplied to the 
tramways undertaking during the current year has heen бхса at 
134. per unit. The electrical engineer has been instructed to 
report as to the cost of controlling the whole of the electric street 
lamps in the district by means of automatic time switches, 
and as to the saving which would be effected. 


Watford.—A I.. G. B. inquiry was held last week into the 
application of the U.D.C. for a loan of £12,938 for additions to the 
electricity station, and the provision of cables for three years. 
There was no opposition. 


Witham.—\Steps are being taken to form a local company 
at Witham for the purpose of establishing an E.L. undertaking. 
with a nominal capital of £6,000, of which £4,500 will be called 
up at once. Messrs. Crompton х Co., Ltd., who have taken the 
initial steps in the matter, feel that 'the time is now ripe to 
inaugurate an E. L. undertaking in the town. 


Wolverhampton. — Application is to be made to the 
B. of T. for & provisional order for supply within an area com- 
prising the parish of Bushbury, and repealing the powers contained 
in the Midlgnd Electric Power Distribution and Lighting (Exten- 
sion) Orde’ 1900, as confirmed by the Electric Lighting Orders 
Confirmation (No, 7) Act, 1900, as far as regards the parish of 
Bushbury. 


TRAMWAY and RAILWAY NOTES. 


Australia,—According to the Morning Post, Mr. Hay, 
an English expert, who was appointed by the Government to 
investigate the traffic problem of Sydney, recommends the con- 
struction of a bridge to connect Sydney with North Sydney, so as 
to relieve the ferry congestion, and a system of underground electric 
railways for the city and the suburbe. The total cost of the work, 
exclusive of the bridge, is estimated at £4,500,000. 


Barnoldswick.—In connection with the scheme for 


connecting Barnoldswick with Gisburn, by a light railway about 


44 miles long, at an estimated cost of £60,000, a Committee of land- 
owners and manufacturers has been formed to take the matter in 
hand. It is proposed to apply to the Light Railway Commissioners 
for an order authorising the raising of the necessary capital, and 
the work of constructing the railway. 


Chester-le-Street,—A deputation from the Council 
which waited upon the Gateshead Electric Tramways Co. with the 
request for an extension of the motor-'bus service from the tramway 
terminus at Wrekerton, through New.Washington to Washington 
Village, was informed of the company’s willingness to provide it, as 
there were already on order more motor- buses than would be required 
for the proposed Low Fell to Chester-le-Street service. | 


Chile,— Plans submitted by Don Macario Ossa Cerda 
for the construction of an electric railway between Santiago and 
Valparaiso, passing by way of Curacavi and Casa Blanca, have been 
approved. The actualconstruction of the line must be completed 
within 14 months. 


Continental Notes,—AvsTniA.— The Austrian State 
Railway authorities have decided to establish a plant for the 
utilisation of the water power of the River III, near Nenzing 
(Vorarlberg). in the generation of electrical energy for traction. 
It is estimated that about 5,700 H.P. will be available. 

FRANCE.—The estimate of £168,344 for the construction of the 
tramway projected between Grenoble and Villard-de-Lane has been 
eanctioned by the Conseil Général of the Departement of the Isère. 
—La Lumiére Electrique. 

A scheme is at present under consideration for the construction 
of an electric railway between Lourdes and Mauleon in the Basses 
Alpes. 

GERMANY.— Official auction has been accorded to the scheme for 
-building a series of electric tramways between Mors and Rheinburg 
in the Rhineland. The Rhenish-Westfalischen Electricitüts- Werke 
are carrying out the undertaking, which will cost over E100, 000.— 
Blekt rotech nixche Nachrichten, 

SPAIN.—An electric tramway scheme, due to a suggestion of 
King Alfonso, is in course of realisation to connect Segovia with 
La Granja. The engineer, Rafael Brenoga, nominated by the King, 
has completed the surveys for the permanent way, and is now 
engaged in planning the site for the hydroclectric station on the 
River Valsain, The line is intended for goods as well as passengere, 
and will thus stimulate the industrial prosperity of the districts 
paseed through.— Electron, 

SWITZERLAND.—It is reported that the power station at 
Bardonnechia, erected for the electrificatian of the Mont Cenis 
tunnel, has been destroyed by an explosion and fire. The damage 
is cstimated at £80,000, and the accident will indefinitely postpone 
the electrification of the tunnel. 

ITALY.—Plans are being prepared in respect of a projected electric 
tramway between Feramo and Porto S. Giorgio. 

It is proposed to convert the steam tramway between Pisa, 
Pontedera and Navacchio-Calci to electric traction. 


Dunfermline.— Mr. George Balfour, chairman of the 
Dunfermline and District Tramways Co., and several of his 
directors, have had a conference with the Town Planning Com- 
mittee with regard to the tramway provision for the new territory 
in the neighbourhood of Rosyth. At one time, it was expected 
that the old Grange Road, which leads directly from the centre of 
old Dunfermline to a point near Rosyth Dockyard gates, and over 
which the company have running powers, would have been 
widened for tramway purposes. Now, however, it is stated that 
the main road which is likely to be chosen will be a new highway 
having an approach farther to the west. On behalf of his com- 
pany, Mr. Balfour is said to be seeking powers which members of 
the Corporation value at from £20,000 to £40,000. No final 
adjustment was arrived at between the parties at last week's confer- 
ence, but to the demands of the Council representatives, it is stated. 
Mr. Balfour is not willing to accede. 


Edinburgh.—At its meeting last week the Tramways 
Committee considered a motion by Councillor Robertson, advocating 
the expediency of the Corporation itself taking over and working 
the tramway system after the expiry, in 1919, of the present 
lease of the Edinburgh and District Tramways Co. The Com- 
mittee agreed to recommend the T.C. to adopt a resolution to 
this effect. 


Elland.— The result of the plebiscite on the tramway 
question was made known last week. Nine questions had been 
asked the District Council, three having reference to Hudders- 
field and the remainder in connection with Halifax. There was a 
poll of 80 per cent. of the electorate, 2,285 votes being cast; 2,134 
were in favour of the Huddersfield system, and only 112 against. 
.For paying a subsidy to Huddersfield rather than miss the tramways 
1,432 voted in favour and 688 against. In favour of the Halifax 
system there were 1,536 votes, against 644; 1,977 voted against a 
subsidy being granted to Halifax and 154 in favour of the subsidy. 
Only 264 votes were cast for giving a subsidy to Halifax, even if 
Elland missed the tramways Mer while 1,829 were in direct 
opposition. 


Halifax.—An agreement has been entered into between 
the Corporations of Brighouse and Halifax as the result of which 
the Halifax tramway system will be extended to the Sun Inn, 
Rastrick, a distance of two miles One condition laid down by the 
Halifax Corporation is that Brighouse shall oppose the proposals of 
the Huddersfield Corporation to bring it& tramway service along 
another route into the centre of Brighouse. Included in the 
arrangement is the widening of the Halifax gauge between Bailiffe 


Bridge and Rastrick from 3 ft. біп. to 4 ft., which will permit of a 


connection being made with the Bradford service at Bailiffe Bridge. 

A conference has taken place between the Halifax and Bradford 
Corporations to discuss thronyh-running arrangements between 
Halifax and Bradford, and Bradford and Brighouse. 


Indian Railway Electrification.— From an Indian 
contemporary we gather that pourparlers are now passing between 
Sir George Clarke and the Administration of the Bombay, Baroda 
and Indian Peninsula Railways and the Bombay Port Trust, with a 
view to obtaining expert advice generally on the system of electri- 
fication to be adopted on all the Bombay suburban lines worked by 
these three bodies, the: expenses of the investigation to be shared 
between them. ; 
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In sanctioning a scheme for rebuilding Colaba Station, the 
Bombay Government has laid down a condition that the railway 
south of Dadar Junction, at least, must be electrified, and this has 
brought matters to a head. At the end of 1910, Mr. Alfred 
Dickinson, consulting engineer to the Tata hydro-electric scheme, 
looking into the prospects of electrifying the Colaba-Bandra sec- 
tion, the power to be obtained from the Tata works. 


Liverpool.—Presiding at the final meeting of the 
Tramways Committee for the municipal year, Sir Chas. Petrie 
announced that the first nine months of the present year had 
proved a record. Passengers numbered 99,903,672,.an increase over 
the same period in 1911 of 4,130,330, or 4'3 per cent.; mileage was 
9,349,669, representing an increase of 114,238, or 1? per cent.; 
receipta totalled £469,026, an increase of £22,237, or 5 per cent. ; 
and earnings per car-mile were 12'04d. or an increase of 43d. 
Having regard to the satisfactory receipts, which indicated that the 
public appreciated the service during the experimental period, the 
Committee decided to continue the running of the first-class cars 


on the Garston and Pierbead, the Croxteth Rond, Calderstones . 


Park, West Derby, Knotty Ash, and Aintree and Pierhead routes. 
The experimental period, which expired on September 20th, in con- 
nection with first-class cars on the Litherland and Lime Street 
route, had been extended for three months, but on the Wavertree 
route it had been discontinued owing to lack of support. 


London.—The directors of the Metropolitan and G.N. 
and City Railways have notified an agreement whereby the former 
will take over the latter line as a going concern as from June 30th 
next, 

The Central London Railway has also officially notified its 
intention of applying for Parliamentary powers to extend its line 
into the Thames Valley. 

At the resumed and final B. of T. inquiry into the collision on the 
G.N. and Piccadilly Railway at Caledonian Road Station, the 
evidence of the motorman. who had sufficiently recovered to atter.d. 
was heard. According to him, the signa! was off, showing a green 
light. The company’s evidence is tothe opposite effect, and neither 
was corroborated. * 


Scarborough.—In moving, at the meeting of the T. C., 
the adoption of the minutes of the Streets and Buildings Com- 
mittee, Mr. F. A. White referred to an interview with representa- 
tives of the Railless Electric Traction Co., Ltd., as to the establish- 
ment in the borough of a system of railless cars, and hinted that 
the present tramway company would most likely be helped out of 
its dilemma. 


Swansea.— The General Purposes Committee has received 
a verbal report from Mr. Selon (London), the tramway expert 
called in to advise as to running a tramway up Mount Pleasant 
and over Town Hill, with a view to the development for building 
purposes of the large Corporation estate. The gradient up Mount 
Pleasant is about 1 in 8, but Mr. Selon said that a perfectly safe 
electric tramway could be constructed, and recommended that at 
the top of the hill one branch should run along and join the Rketty 
. terminus of the existing system to the west, and another branch 
extend to join the Carmarthen Road section of the existing tram- 
ways to the east. He was asked to send in a written report in time: 
to enable the Corporation to apply to the Light Railway Com- 
missioners for a provisional order to carry out the scheme. 


/ 


— 


TELEGRAPH and TELEPHONE NOTES. 


The Balkan War.—The Times states that the repre- 
sentative of a wireless telegraph company has arrived in Belgrade to 
make arrangements with the Servian Government for erecting wire- 
less stations in the newly-occupied towns, and providing a service 
between the allied Balkan armies. | 


. Home-Made Telephones.— Farmers in the Temis- 
kaming district, Northern Ontario, have just purchased three tons 
of wire to string between the farms, so that they can always be in 
telephonio communication one with another. They will cut the 
poles out of their own bush, dig their own post-holes, string their 
own wire and be their own electricians ; and, lastly, own their own 
service. This is but following the example of other farming com- 
munities in Ontario, with a strong desire to get some of the 
advantages of civilisation without paying city prices for them.— 
Financier, 


Imperial Wireless System.—The Select, Committee 
appointed to inquire into the Marconi agreement with the Post- 
master-General met on Saturday, and elected Sir Albert Spicer 
chairman. On Tuesday it began to sit for the purpose of taking 
evidence. It was announced that the Committee would hear any. 
person who could bring before it any facts of which he might be 
possessed with reference to the charges or allegations of corruption 
on the part of any person or officia] in connection with the Marconi 
agreement, 

At the first meeting of the Select Committee on Tuesday, Sir A. F. 
King, secretary to the Post Office, gave evidence, reviewing the 
history of the Imperial wireless scheme and the steps that had been 
taken towards carrying it into effect. It originated with the 
Marconi Co., which in March. 1910, applied to the Colonial Office 
for licences to establish & chain of stations throughout the Empire, 
without any financial assistance from the Government, .The ques- 


tion was referred to the Cable Landing Rights Committee, which 
recommended that the scheme should be carried out by the State, 
aud tbat negotiations should be opened with the Marconi Co. for 
that purpose. The Committee of Imperial Defence, on receipt of the 
above recommendation, in December, 1910, approved of that course, 
and trcated the matter as urgent. At theImperial Conference, held in 
June, 1911, a joint committee was appointed to carry into effect a refo- 
lution in favour of the establishment of wireless stations throughout 
the Empire, and the Post Office submitted proposals which included 
the payment of an annual royalty of £75,000 to the Marconi Co. 
for the use of its patents, a royalty of 5 per cent. on the gross 
receipte, and £50,000 for the erection of each station. The Cable 
Landing Rights Committee recommended the Post master- General 
to negotiate with the company on this basis, and an agreement 
was arrived at under which the company would construct the 
stations for £60,000 each, and take a royalty of 10 per cent. on the 
gross receipts for 28 years, with power to the Government to ter- 
minate the agreement after 18 years, or earlier if it ceased using the 
Marconi patente, together with other provisions. The tender was 
accepted on March 17th, 1912. 

Tbe Poulsen Wireless Telegraph Co. offered to erect long-distance 
stations at £34,000 each, but proof of.the company's ability to 
effect continuous communication was not forthcoming. . Tenders 
were not publicly invited, on the ground that no wireless company 
except Marconi's had acquired practical experience of long-distance 
working. 

The witness was examined at length regarding the course of the 
negotiations. He stated that the Norwegian Government bad made 
an agreement with the Marconi Co. at a higher price, and that 
estimates prepared by the Admiralty and Post Offce engineers 
showed that the cost of the stations was reasonable. If the 
Poulsen Co. could have been relied upon to do the work, the Post 


Office would have accepted its tender, but the necessary experi- -- 


ments would bave occupied a year or more, and the matter was 
urgent. The Poulsen interests had no company formed in this 
country, and no capital for experimental work. Had war arisen 
while the experiments were in progress, the position of the Post 
Office would have been indefensible. Sir A. F. King was still 
under examination when the Committee adjourned. 

On Wednesday Sir A. F. King's examination was continued 
throughout the sitting, turning mainly on détails in connection 
with the previous day's proceedings. The witness denied that the 
Marconi Co. acquired any monopoly under the agreement, 


West Africa.—A wireless station at Fort Lamy, about 
100 km, from Lake Chad, has just been completed, and has opened 
communication with the station at N'Guigmi, on the north-west 
side of the Lake, distant 210 km. The average range of these two 
posts is 300 km. Fort Lamy is the termination of the French tele- 
graphic network in Equatorial Africa, which, by these new wireless 
ports, is placed in communication with French West Africa and 
with the European system, by means of the French cable from 


Brest to Dakar. Jurnal des Postes, 


Wireless in Wales.—The Times states that arrange- 
ments have been made by the Marconi Co. for the location of their 
Weleh trans-oceanio wireless station. The receiving station will 
be at Cefndu, near Carnarvon, while the transmitting station will 
be in the neighbouring county of Merioneth, close to Towyn. 


Strike on a Cable Steamer.—According to the 

"rening Standard, 23 members of the crew of the cable steamer 

Mi nia struck work at Halifax, Nova Scotia; 14 were arrested and 
punished, but the other nine are still missing. B 


ө 
CONTRACTS OPEN and CLOSED. 


OPEN. | 
Aldershot.— November 5th. Balancer for the U.D.C. 
See Official Notices October 18th. 


Atherton,— November 6th. One 250-kw. single-phase 
transformer, for the U.D.C. See Official Notices October 25th. 


Australia, — SovTH AUSTRALIA. — December 11th. 
Line material (Schedules 250-252), and submarine telegraph cable 
and cable tank, for tbe P.M.G.'s Department. See Official Notices 
to-day. 

December 17th. Three sctions of common-battery multiple 
switchboard and other equipment, for the P.M.G.'s Department. 
See Official Notices October 25th. a 

November 8th and 12th.—(4) 340 А.С. and 800 p.c. electricity 
meters; and (/) insulated copper cables, for the Melbourne 
City Council. See “Official Notices" October 25th. 

NEW SOUTH WALES.—December 11th. Telegraph cable, for the 
P.M.G.'s department. See "Official Notices to-day. ` 


Austria.—February 15th, 1913. The time for sending 


in tenders for an electric clock installation in Vienna has 
been extended to this date. Tenders to be forwarded to the 
Magistrate-Abteilong V., Vienna. gs. a m 
VIENNA.—November llth. Supply to the K. K. Postókonomie- 
Verwaltung 0f/50,000 kg. of sal-ammoniac, · 7 Ж 


- 
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Barrow-in-Furness.—November 5th Electrical and 
steam plant, &o., in connection. with tbe electricity works exten- 
sions, for the Corporation. See “‘ Official Notices October 18th. 


Birmingham.—November 13th. Uniform clothing and 
сара for the Corporation tramways. The Offices, Congreve Street. 


Canada.— November 8th. The City of St. Boniface, 
Man., invites tenders for a variable speed motor and a motor-driven 
pump (1 to 1} million gals. per 24 hours) against a pressure of 
65 lb. (domestic) and 100 lb. (fire). 550 volts three-phase A. C. 
City Engineer's Office for plans, 5 per cent. deposit. Tenders to 
Mr. J. B; Cote, City Clerk. i : 


Dublin,—November 4th. General stores for a year, for 
the Dublin United Tramways Co., Ltd. See Official Notices 
October 18th. - | ges OP ra 

November 5th.—3,000-Kw. steam turbo-alternator, with exciter, 
condensing plant, piping, &c., for the Corporation. See "Official 
Notices October 18th. | | 


Dundee.—The T.C. invites tenders for the reinforced 
concrete piling and foundation work for the.extension of the gener- 
ating station at Carolina Port. Mr. H. Richardson, general manager 
and engineer. | u 


Eastbourne.— The T.C. has decided to invite tenders for 
the supply of new flame arc lamps for public lighting. 


Edinburgh.— The Edinburgh and District Tramways 
Co., Ltd., invite tenders for general stores (engine and boiler), elec- 
tric light supplies, castings, &o. Mr. 
manager South Charlotte тее. 


Egypt.—November 11th. ‘lenders are invited by the 
Egyptian Ministry of the Interior for a Diesel oil engine with 
accessories, and a three-phase alternator with exciter, required for 
the extension of the elect.ic light works at Zagazig. Sealed tenders 
for the complete installation, made on stamped paper of 30 millièmes, 
to the “ Directeur de la Section des Municipalités et Commissions 
Locales, Ministére de l'Interieur," Cairo. Bank guarantee for 2 per 
cent. of the amount of the offer, with tender. The cahier des 
charges and plans may be seen at the Section des Municipalités,” 
as above, where copies may als, be purchased on payment 
£E. 2 e IS. 04d.), which will not be returned.—Bourd of Trade 
Journal, 


Franee,—Paris.—November th. Tenders are required 
for the supply of battery material in two lots; also for telegraph 
office apparatus and accessories in five lots, and switchboards for 
telegraph lines. Tenders to be sent to the Sous-Secrctariat des 
Postes et Télégraphes, 103, Rue de Grenelle, Paris. | 


Greenock, — November 18th. One 83,000-kw. three- 
phase turbo-alternator, with condensing plant, &c., for the Corpor: 
ation. See Official Notices to-day. 


Hull.—November 20th. Electric lighting, fittings and 
bells, for the Teachers Training College, Cottingham Road, for the 
Education Committee. Particulars (deposit £1.18.) from the City 
Treasurer, Guildhall, Hull. Drawings to be seen at the Education 
Offices, Albion Street. | 


Italy. —LEGHORN.— November 12th. Tenders are in- 
vited for the supply of electrical coal-hoisting and unloading appa- 
ratus for the port of Leghorn. — 


Keighley.—November 11th. 
turbo-alternator, for the Corporation. 
Ostobér 25th. ; 

London.—L.C.C.— November 4th. Carbons, fittings, 
insulating materials and lamps, for a year. See "Official Notices" 
October 18th. i 

Port or LONDON AUTHORITY.—November Ist. Stores and 
materials, including carbons for electric arc lamps, carbon filament 
lamps, glass and glassware, india-rubber and gutta-percha goods, 
steam and other fittings, &c. Stores Superintendent, 106, Fenchurch 
Street, E.C. 

L.0.C.—November 6th. Electric lighting installation at Mantua 
Street School, Battersea. See Official Notices October 25th. 

L. C. C.— The Main Drainage Committee is about to invite tenders 
for new coal elevators and additional conveyor gear in connection 
with the extension of the boiler house at Crossness pumping station. 

L.C.C.—November 13th. Electric lighting installation at the 
Ricardo Street School, Poplar. See "Official Notices” to-day. 


Manchester.— November 9th. The Corporation. Rivers 
Committee is inviting tenders for one 96-tube fuel economiser in 
sections of six tubes each, for Davyhume Sewage Works. Speci- 
fications, &c., from the Secretary, Rivers Committee, Town Hall. 


Monkseaton.—November 13th. Construction of rail- 
ways at Monkseaton, widening of a portion of the Avenue branch, 
and a new railway to Seaton Sluice, for the North-Eastern Rail- 
way. Plans, specification, and schedules of quantities obtainable 
from Mr. C. A. Harrison, chief engineer, Forth Banks, Newcastle- 
on-Tyne. | | | 

Morocco, — December 14th. Moroccan Adjudications 
Commission. 4, 000 wooden telegraph posts. Tenders to M. le 
Président de la Commission Général des Adjudications et dea 


One 2,000.Kw. steam 
See Official Notices 


Marchés, Dar-en-Niaba, Tangier. Copies of the form of tender and - 


other particulars mày be seen at the Commercial Intelligence 
Department of the Board of Trade, London, E.C. mm 2 


. W. Shepherd, general 
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Rawtenstall,—November 15th. Lancashire boiler, with 
superheater and mechanical stokers, for the Corporation Electricity 
Department. See "Official Notices" to-day. 


New Zealand.—December 16th. Two 150-B. H.P. Diesel 
engines, two 100-kw. dynamos, balancer, motor-;enerator, switch- 
board. crane and oil tanks for Miramar (Town Clerk). Deposit £200. 
Board of Trade Commercial Intelligence Department, London, E.C. 

December 30th.—The Napier B.C. is inviting tenders for two 
motor-driven centrifugal pumps, of British manufacture only. 
Commercial Intelligenoe Branch, Board of Trade, 73, Basinghall 
Street, E.C. .. | 

South Africa,—November 18th. The Municipal Cor- 
poration of Cradock, Cape Province, is calling for tenders for two 
50-KW. Diesel oil engines and dynamos complete, also supply mains 
and public lighting. Specifications from Mr. В. A. Paterson, town 
clerk, on deposit of £2 2s. 


Spain.—November 21st. The municipal authorities of 
Lirio (province of Valencia) are inviting tenders for the concession 
for the electric lighting of the town during a period of 10 years, 
Particulars may be obtained from, and tenders are to be sent to, 
El Seoretario del Ayuntamiento de Lirio (Valencia). | 

November 20th.—Tenders to the offices of the “ Gobierno Civil de 
Jaén," for the establishment and working of a telephone system in 
La Carolina (Jaén). Although this contract will probably be 
awaried to a Spanish firm, nevertheless, the carrying out of the 
work may involve the purchase of some material outside Spain.— 
Board of Trade Journal. 


Wakefield.—November 9th. Slack and smudge coal, 
for a year, for the Corporation electricity works. Electrical 
Engineer, Calder Vale. 

York.—November 16th. Construction of about 1] miles 


of light railways, for the T.C. Mr. H. Craven, Town Clerk. Ro- 
turnable deposit of £5. 


CLOSED. 


Barking.—The quotation of the British Westinghouse 
Co. has been aécepted by the U.D.C., at £41, for an exciter and 
field resistance for a rotary converter; also the quotation of 


Messrs. Allen & Simmonds, at £184, for repairs to No. 5 engine at 
the generating station. 


Bath.—Mesers. Lambert & Sons, Bath, after severe com- 
petition, have secured the contract for lightiny the new hydro 
throughout by electric light, and also for part of the heating. 


Burnley.—The tenders of Messrs. Siemens Bros. & Co., 
Ltd., London, for the supply of cable for the Colne Road section 
has been accepted. | 

Canada,—The British-Canadian Engineering and Supply 
Co. have been awarded contracts for supplying and erecting 
electrio lighting plants in the following western towns :—Ruston- 
Proctor producer, gas engines and plant, together with all electrical 
equipment, both in and outside the power house; Gull Lake, 
Sask., 64 B.H.P. ; Hanley, Sask., 50 B.H.P. ; Outlook. Saek., 72 B. H. P.; 
Waldena, Sask., 50 B. H.P.; Rapid City, Man., 50 B. H. P. The suction 
gas plant, consisting of a gas engine and a gas producer, appears 
to be gaining considerable popularity in Western Canada. The 
Ruston- Proctor producer gas engine appear to be in favour. 


Darlaston.—The Mechanical and Electrical Engineering 
Co., of Walsall and ‘Birmingham, have secured the contract to 
equip the works of Messrs, J. and R. Rose. Ltd, of Darlaston, with 
motive power. They are putting in the Burnand patent wound 
rotor motors and regulators. 


Eccles,— The tender of Mr. E. Beals—£202—for electric 
wiring and fittings, electric bells and telephones, has been accepted 
by the Corporation. 


Halifax.—The Corporation has placed an order with the 
British Insulated and Helsby Cables, Ltd., for 3,400 yards '075 E.H.T. 
6,600-volt three-core cable. 


Italy.— The tender ofthe Società Italiana G. Bono e Cia., 
of Milan, has been accepted for the supply of 30,000 zinc electrodes 
for Callaud piles. 

The Società Metallurgica Vittorio Cobianchi, of Omegna, have 
secured the contract for the supply of 30,000 kg. of 3°17 mm. 
gauge galvanised iron wire for telegraph purposes.— Giornule dei 
La rori Pubblici. 


London. L. C. C.— The Highways Committee received 
the following tenders for telephone cables required for the mainten - 
ance of the Council's various tramway telephones :— 

W. T. Wenley's Со. Ja ; . (Accepted) £167 
Western Electric Co. са EN 185 


Biemens Bros. & Co. .. А i І ; a fe 3. 186 
Johnson & Phillips .. ; 5; 412 


South Africa,—The Boksburg Municipslity has decided 
to install a railless traction system, and, according to the South 
African Mining Journal, has accepted the following tenders :— 


H. Ainsworth.—R.E.T. cars, £7,215. 

Sykes.—T wo motor-convertera, £1,955. 

Н. Ainsworth.—Spares, £408 їв. | 

Dick, Kerr & Co.—Poles and fittings, £2,274. 

Hubert Davies & Co.—Overhead line material, £1,203. 
Hubert Davies & Co.—Cable and wire, £81 

Telegraph Manufacturing Co.— Tower wagon, £118. 
Dick, Kerr &Co.—'Toole £218. С - | | l 
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India.—Messrs. Siemens Bros. Dynamo Works, Ltd., 
has secured the contract for Wotan traction lamps to the Great 
Indian Peninsular Railway Co. for the ensuing 12 months. 


Reading.—The T.C. on October 24th accepted the 
tender of the Tudor Accumulator Co., Ltd., for a battery, at £899 ; 
and that of the Lancashire Dynamo and Motor Co., Ltd., for an 
automatic reversible booster, at £321. 


Salford.—The T.C. has accepted the tenders of Messrs. 
L. E. Wilson & Co. for an electric fan, &c., £21 ; of Messrs. E. M. 
Evans & Son, for electric light cables, £354 : and of the Earl of 
Ellesmere, for 2 ,000 tons of No. 2 best washed slack, 11s. 10d. or 
12s. per ton, according to mode of delivery. 


Rathmines. U.. C. has accepted the tender of the 
British Insulated and Helsby Cables, Ltd., for 428 yd. '05 low- 
tension triple-concentric cable and disconnecting boxes. 

Shanghai.— The Municipal Council has accepted the 


tender of the British Insulated and Helsby Cables, Ltd., for high 
and low-teneion cables and trifurcating boxes. 


Shrewsbury.—The T.C. has accepted the tender of 


Messrs. Adams & Co., of Shrewsbury, for electrical supplies. 


Wolverhampton.—The T.C. has accepted the tender of 
the British Thomson-Houston Co., Ltd., at £270, for an additional 
panel for the main switchboard at the generating station. 


Worksop.—The U.D.C. has accepted the offer of the 


British Insulated and Helsby Cables, Ltd., for 25 electrolytic pre- 
payment meters. 


FORTHCOMING EVENTS 


Institution of Electrical Engiseers (Manchester Lees! Seotion).—Friday, November 
Ist. At 7.30 p.m. At the Midland Hotel, Manchester. First meeting of 
the session. Address by Mr. A. A. Day, to be delivered by Prof. E. W. 
Marchant, vice-chairman. 


Tuesday, November 5th.—At 7.80 p.m. At the University, San 
Paper on * The ‘Turbo-Generator: A TEN: Speed p.c. Generating Unit," by 
Mr. W. Creedy. 


Royal Inetitutiom —Monday, November 4th. At 5pm. General meeting. 


Society of Engineers. Monday, November 4th. At 730 pm. At the I. H.. T.. 
Embankment, W. C. Paper on “The Generation and Electrical Trans. 
mission of Power for Marine Transportation," by Mr. W. Р, Durtna!l. 


Institution of Civil Engineers. — Tuesday, November 6th. ЛЕЯ p.m. At the Insti- 
tution of Mechanical Engineers, Westminster, S. W. Presidential address 
by Mr. К. F.lliott- Cooper, and presentation of inedals. 


Institution of Electrical Engineers (Glasgow Students" Section).—Tucsday, November 
50. At 8 p.m. At the Royal Technical College, Glasgow. Address by Mr. 
W. W. Leckie, chairman. 


tuetitution of Electrica! Engineers (Yorkshire Local Seetlon).— Wednesday, November 
. 6th. At 7.90 p m. At the Hotel Metropole, Leeds. Inaugural address by 
Mr. S. D. Schotield, chairman. Smoking concert. 


Physical Society. — Friday, November 8th. At 8 p.m. At the Imperial College of 
Science, Sonth Kensington, Papers on "A Method of Measuring the 
Thomson Кесе," by Mr. H. R. Nettleton ; “ An Improved Joule Radiometer 
and its Applications,” by Mr. F. W. Jordan ; and "The Therinomagnetio 


Study of Steel,“ by Dr. B. W. J. Smith. 


THE ELECTRICAL ENGINEERS 
(LONDON DIVISION). 


Commanding Officer—Luixvr.-Cor. Н. M. Lear, 
The following orders have been issued for the current week :— 
Monday, November 4th.—" A" Company. Company training, 7 to 10 p m. 


Tuesday, November 5th.—" B" Company. Recruit instruction, 7 to 16 p. m.; 
company training, 7 to 10 p.m. 


Thursday, November 7th.—" C" Company. Company training, 7 to 10 p.m. 


Friday, November 8th.—'" D" Company. Recruit instruction, 7 to 10 p. m.; 
company training, 7 to 10 p.m. 


Saturday, November 9th.—Headquarters will be opened for the transaction 
of regimental business from 10 a.m., till 12 noon. 


(Bigned) Р. H. CAMPBELL, Capt. R. E., and Adjt., 
For Officer commanding L.E.E. 


NOTES. 


Registration of Contractors at Liverpool,—The 
decision of the Liverpool City Council requiring firms whose names 
appear on the Corporation list of contractora, and who wish to have 
them retained in future, to pay a registration fee of 5s., bas 
occasioned much indignation in many trading circles. The British 
Electrical and Allied Manufacturers’ Association has presented its 
protest against the resolution, and has written to the Council 
pointing out that the registration fee is regarded as objectionable, 
аз adding an additional tax to the expenses, already heavy, incurred 
in municipal trading. The letter adds that members are proposing, 
subject to the direction of the Council of the Association, to refrain 
from complying with it, and asks whether the Corporation can see 
its way to rescind the resolution or hold it in abeyance. 


Royal Mint.—The forty-second annual report of the 
Deputy Master, the Rt. Hon. William Ellison Macartney, shows 
that, during 1911, over 146 million pieces were struck. The issue 
of gold coin exceeded 33 million pounds sterling, this being more 
than 24 times the average of the past 10 years, and 8 millions in 
excess of any previous issue. The net profit on the year’s working 
amounted to £374,266. In the memorandum by Mr. Rigg, super- 
intendent of the operative department, details are given of the cost 
of the coal-gas fuel recently adopted for bullion melting in the new 
melting houses (see ELECTRICAL REVIEW, November 3rd, 1911). 
The figures show that, from April to December, 1911, the cost per 
cwt. of bullion (gold, silver and bronze) melted, was 13° 8d., and the 
corresponding figure from January to March, 1912, was 11714. 
This reduced consumption has been brought about by various minor 
modifications, and there is good. reason to anticipate further 
economy in the future. As по nickel-bronze alloy, involving as it 
does an increased consumption of fuel, was melted during the period 
referred to, the above figures cannot be regarded as an average 
year's work. For gold only during the year, the cost per cwt. 
melted was 5'2d. The new gold melting house has 10 furnaces, the 
necessary burners being supplied with gas from a 4-in. main and 
with air from a 5-in. copper pipe. The blower for the air blast is 
a No. 6 Reichelm, driven by a 14-H. p. Siemens motor. The silver 
house contains 16 furnaces; 6,000-02. crucibles are in use, 
but the furnaces are adapted for an 8,000-02. size, and these are to 
be substituted at an early date. In the gold house an ordinary 
day’s melting is 3 tons of standard bullion, and in the silver house 
as much as 9`6 tons of silver can be dealt with. 

Heavy demands were made during 1911 on the newly-formed 
stamp plate and die department, in connection with the preparation 
of plates and dies for postage and Natjgnal Health and Unemploy- 
ment Insurance stamps. Since the en mencement of this work 
125 adhesive stamp electros and 2,566 electros for postcards, and 
other stamp and instruction plates, have been prepared, as well as 
62 electros for National Health and Unemployment Insurance 
requirements. 

During the year the old “Grasshopper” atmospheric engine, 
employed to drive the automatic weighing machines, was replaced 
by a Siemens motor. Two other motors have also been installed, 
thus bringing the total number in use to 89, with a gross horre- 
power of 786. Arc lamps of various types number 78, as against 77 
in 1910. Incandescent lamps have increased from 951 to 1,008, and 
three new electric radiators raise the number in use to 10. The 
ауег те monthly output of the generators during 1911 was 29,163 
unite, as compared with 26,193 in 1910. 

The report of the Deputy-Master of the Ottawa branch Mint 
states that electrolytic refining was commenced there in Jan., 1911, 
and that by theend of the year 10 silver and 12 gold cella were ready 
for work, the former for the first parting of the silver and the 
base metals from the gold, and the latter for the further refining of 
the gold thus treated. Owing to a difference in voltage of the two 
sets of cella. it was not found economical to use the same dynamo, 
as the introduction of resistance to balance the circuits would have 
caused complications, A smaller generator, giving 225 amps. at 
15 volts, was therefore installed for the gold cells, and the original 
dynamo used for the silver cells only. A still smaller machine is 
used for the yvold-dissolving cells for the production of gold 
chloride. By this means each set of cells can be worked at its 
maximum capacity. This plan has been adopted in the lateat of 
the United States refineries. A successful innovation has been the 
heating of the gold cells by electric heaters in place of steam Coils. 
The heaters are worked with a time switch. which automatically 
opens and closes the circuit every 12 hours, so that the current is 
not being used when the cells are idle. 


Tramear Accidents in Glasgow,— Answering a Parlia- 
mentary question by Mr. Watt, Mr. Robertson stated that 13 fatal 


f 


accidents had been reported to the Board of Trade as having 


occurred on the Glasgow Corporation tramways during the present 
year, eightof which were due to persons being knocked down by a car. 
None of these accidents occurred on steep gradients, and in no case 
did the speed appear from the reporta made by the Corporation to 
have exceeded 12 miles an hour. A speed of 16 miles is permitted 
on certain portions of the Corporation tramways, but on steep 
gradients lower limits of speed have been imposed. | 

In the Parliamentary questions Sir W. Menzies asked tho Presi- 
ent of the B. of T. whether, having regard to accidents on the tram- 
way system Of Glasgow, he would state, for the purposes of com- 
parison, the number of miles travelled, the number of passengers 
carried, and the number of accidents on all the electric tramways in 
London, and the same figures for the Glasgow tramways. Mr. 
Buxton replied that during 1911 36 persons were reported to the 
Board of Trade to have been killed, and 927 to have been injured on 
the various tramway systems within the Metropolitan police district. 
The corresponding numbers in respect to the Glasgow tramways 
were 8 persons killed and 203 injured. Approximately 800 million 
passengers were carried during the year in Greater London in cars 
running 80 million miles, whilst in Glasgow about 275 million 
passengers were carried and 22 million car-miles run. 


An Engineering Exhibition. — It is stated that an 
exhibition of the Engineering and Allied Trades will be held in 
Bristol during February next. 


Electrical Trades Benevolent Institution.— The 
date of the annual festival dinner has been . fixed for 
Wednesday, April 16th. 


(Continued an page 710.) D Ll 
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ELECTRICITY AT STONELEIGH ABBEY. 


Wu were recently enabled by the courtesy of the Right 
Hon. Lord Leigh to pay a visit to the installation of 
electric light and power which has been carried out at 
Stoneleigh Abbey, Kenilworth, | 
the family seat of Lord Leigh, 
by the Midland Electric Light 
and Power Co., of Leamington 
Spa. This installation presents 
many features of more than 
ordinary interest ; in addition 
to a very extensive lighting 
scheme, it provides for the 
electrical driving of the farm 
and estate machinery, and a 
novel and effective system of 
fire protection, and it has been 
carried out with a single eye 
to the attainment of the most 
satisfactory results, regardless 
of the cost. Safety and dura- 
bility have been amongst the 
most prominent  considera- 
tions, and the amenities of 
the historic mansion, a large 
part of which was erected 
in the tenth century, have been most carefully pre- 
served. 

The system employed is two-wire direct current at 100 
volts, a pressure which has proved, with metallic filament 
lamps, quite adequate to meet all requirements. The 
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STONELEIGH ABBEY, 


dynamos ; the engines, which were built by Messrs. Sulzer 
Frères, are rated at 50 B. H. P. each, running at 230 R. P. u., 
and drive four-pole dynamos supplied by the Electric 
Construction Co., Ltd., of the interpole type, giving 260 
amperes at 100 to 150 volts. Over each engine a girder 
run-way is provided to carry lifting tackle. Fuel oil is 
Stored in a 10-ton under- 
ground tank outside the build- 
ing, from which it is raised by 
a hand-pump to an elevated 
drum, whence it gravitates 
to a pair of filters near each 
engine. A pair of storage 
cylinders containing com- 
pressed air for starting pur- 
poses is provided, with the 
blast receiver, for each 
engine and the two sets 
are coupled by pipes so 
that they can be used in 
connection with either engine. 
The local water supply is 
hard, and to avoid deposit 
in the jackets the cooling 
water is circulated through 
a Little cooler provided 
with a motor - driven fan, 
so that the same water is 
used continuously; this is a novel and useful feature 
of the plant. In view of recent events, it is interesting 
to note that provision is made for blowing off any 
lubricating oil which may—and does—find its way into the 
blast, receivers, by means of a connection to the bottom of the 


INTERIOR OF ENGINE ROOM AT STONELEIGH ABBEY. 


generating plant has been housed in a building which for- 
merly formed part of the stables, and, as will be evident 
from the accompanying illustration, is both lofty and well 
lighted, besides providing ample floor space. The plant 
consists of two Diesel engines coupled to shunt-wound 


latter. The exhaust from each engine is taken into a drum 

silencer, from which it passes through a short pipe into a 

second drum, by way of extra precaution against noise, before 

it escapes to atmosphere ; and an expanding cone device at 

the top of the exhaust pipe further guards effectively against 
F 
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SALOON IN STONELEIGH ARBEY, 


nuisance from this 
cause, the exhaust 
being inaudible at a 
short distance. 

The main switch- 
board is situated at 
the end of the 
engine room, and 
provides for two 
main feeders, besides 
the two generators 
and the storage 
battery. A Cham- 
berlain & Hookham 
meter is connected 
in circuit with each 
feeder, and two, 
for charge and dis- 
charge respectively, 
with the battery. An 
Everett- Edgcumbe 
leakage detector is 
mounted on the 
board beneath the 
end-cell regulating 
switch, which is 
operated on the 
discharge side with 
a Trumpy automatic regulator. 
quite satisfactory. ä 

The connections from the switchboard to the battery in the 
adjoining room are of solid bare copper rod, bent cold, and 
earried through the wall in ebonite tubes ; in the battery 
room they are carried on porcelain bobbins. 

The battery consists of 56 Tudor cells, each of 2,000 
ampere-hour capacity at the 10-hour rate, and is believed to 
be the largest installed in any private house in this country. 
It is capable of giving a discharge of 800 or 900 amperes 
for short periods without injury, and can supply power to a 
40-H.P. motor in the sawmill, or to the fire pump, for 
several hours. The room in which it is housed—another 
part of the old stables—is large and airy, and is well venti- 
lated with the aid of Sturtevant electric fans. 

From the main switchboard a pair of two-wire feeders of 
0:4 sq. in. section, insulated with vulcanised bitumen, are 
laid on the solid system, in earthenware troughing, to the 
Abbey and the farm buildings respectively. In the Abbey 
the feeder is looped into a main switchboard in the old part 
of the building, and is carried on to a similar board in the 
newer portion. Each of these boards is provided with main 
double-pole switches and fuses, and is combined with a dis- 
tributing switchboard controlling the distributing fuseboards 
on the various floors. "The wiring is everywhere enclosed in 
screwed solid-drawn steel tubing, supplied by the Credenda 
Conduits Co., of Aston. The greatest possible care had to be 
exercised to carry out the wiring without injury to the 
existing decorations, the wainscoting and panelling being 


The latter has been found 


in.many cases of great age and beauty, and it will readily be: 


understood that heavy expense was incurred in dealing with. 
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REES ROTURBO ELECTRIC FIRE PUMP. 


this difficult and delicate part of the work; but it was very 
successfully accomplished, the conduit being everywhere 
concealed (except in the basement) without showing a trace 
of its erection. The existing fittings also had to be utilised 
as far as possible; these were mainly candelabra and colza 
lamps, and in the former electric candles were employed, 
as illustrated in the adjoining view of a saloon, while 
the latter, having opal globes, were easily converted, 
though the wiring of the fittings presented some 
awkward problems. Under the circumstances, it was: 
impossible to introduce modern methods of. illumination: 
such as indirect lighting, and we cannot but. think 
that personal comfort and freedom from glare have been: 
sacrificed to an affectionate regard for the antique. Ж, 

No attempt has yet been made to carry out even a portion 
of the cooking electrically, though a considerable number of: 
electric heaters, both radiators and convectors, are employed. 
In other respects, however, full advantage has been taken of 
the capabilities of the supply ; for example, electric fans and 
hot plate cupboards are freely used in the huge kitchen and 
elsewhere, knife cleaners and plate polishers are driven by. 
motors, and an auto- 
matic electric organ- 
blower has been 
fitted to the organ in 
theold Chapel which 
forms part of the 
Abbey. The instal- 
lation comprises 
some 1,500 Osram 
lamps in all, though 
the exact number 
cannot easily be de- 
termined. The ori- 
ginal vaulted cryptis 
lighted with élec- 
tric lamps fixed in 
the ancient lanterns 
on the walls, 

In the farm 
buildings — which 
are all lighted with 
electric lamps in 
strong glass fittings 
— а chaff - cutter 
and corn - crusher 
is driven through 
a countershaft by 
a 6-H.P. motor, 
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MOTOR DRIVING THE SAWMILL. 
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and in the sawmill two circular saws and a band saw are 
electrically driven. In the latter case the motor, of 42 H. P., 
is mounted in a shed, together with the starting and 
regulating gear, as illustrated on page 706, and drives an 
underground shaft, which passes under the mill and drives 
the saws by belt. One of the saws is 5 ft. in diameter. 
The motors are of Messrs. Veritys’ make, shunt-wound and 


ELECTRICALLY-DRIVEN SAWMILL AT STONELEIGH ABBEY, 


provided with interpoles. Many of the workmen’s cottages 
are electrically lighted. 

The electrical fire-pump installation is of exceptional interest. 
Formerly a large modern steam fire engine, hauled by 
horses, was depended upon, but the time taken to get 
this into operation—at least 10 minutes under the most 


favourable conditions—was a great drawback, as the most 


AN ELECTRICAL FAIRYLAND: ILLUMINATED 


important period in the case of an outbreak of fire is the 
first minute or so, during which it can often be got under 
control. A very complete electrical pumping plant and 


system of hydrants has, therefore, been installed, which. 
ensures the provision of an instant and abundant supply of. 


water. 
A ring main has been laid underground entirely round the 


Abbey, as well as a rising main which feeds hydrants on each 
floor, and on the roof of the building. Outdoor electric lamps 
are provided near the hydrants on the roof. The pumping 
plant is fixed in a pump house close to the Abbey, and about 
100 yards from the River Avon, which flows past the Abbey 
at a level of 15 to 20 ft. below the floor of the pump room. 
The pump was made by the Rees Roturbo Manufacturing 
Co., Ltd., of Wolverhampton, the sub-contractors for 
the complete installation, and is driven by a motor 
rated at 35 B.H.P. for normal duty and up to 55 H.P. for 
emergency duty ; the pump is continuously and automatically 
primed from the domestic water supply, and arrangements 
are made so that any leakage of the footvalve is at once in- 
dicated, so that the pump cannot fail to act directly it is 
called upon. An abundant supply of water is obtained from 
the river, which feeds a sump through a grating. "The 
maximum output of the plant is about 400 gallons per 
minute at a pressure of 117 lb. per sq. in. We give on 
page 706 a view of the pump, showing the motor and switch- 
gear, and four hoses connected with the fire mains above men- 
tioned ; in case of need, these hoses could be used to couple the 
mains to the steam engine, but that is a very remote con- 
tingency. The motor is controlled by automatic switchgear 
supplied by Messrs. Brook, Hirst & Co., which can be set 
in operation by push-buttons installed at the various hydrants ; 
the speed with which the plant gets to work is extra- 
ordinary, the full pressure being available in less than half a 
minute. A great advantage of the Rees-Roturbo pump in 
this connection is its automatic regulation ; no matter how 
many jets are brought into service, the motor can never be 
loaded above its normal rating, and the drop in pressure 
when a large number of jets are in operation is small, 
although the volume of water thrown per second is greatly 
increased. On the other hand, if all the jets are shut 
off no harm is done, as the pressure never rises above a fixed 
value; hence it is possible to leave the pump always connected 
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(See p. 708.) 


DEVICES AT LOS ANGELES, 


with the main which supplies the Abbey, as there is no risk of 
a burst pipe and consequent damage to the contents of the 
Abbey. The pump gives a most efficient and unbreaking jet, 
to an unusual height. The switchgear does its work admirably ; 
it runs the motor up to the full normal speed, and on emergency, 
resistance can be inserted in the motor field by hand, so as to 
increase the speed and output. The system, asa whole, is well 
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worthy of the attention of owners of large buildings where an 
immediate supply of water in case of fire is a necessity, as it 
provides this with certainty and simplicity. 

The fire pump is ordinarily used for watering the garden 
and similar service, which affords an additional guarantee 
that it shall be found in good order when an emergency 
arises. It will be noticed that the attendance of the fire 
brigade—composed of employés—is not necessary to bring 
the fire plant into use ; any person at a hydrant can, unaided, 
start the pump instantly and bring a jet to play on the fire. 


STOvING OVENS FOR ENAMELLING CONDUIT AT THE SIMPLEX 
WORKS (see next page). 


Hence it is called the ‘one-man fire engine" by the 
members of the brigade. 

The difficulty of drying hose which has been used has 
been neatly solved by placing a few electric heaters in a box 
lined with asbestos, and provided with connectors for the 
nozzles, The hoses are hung up from the rafters of the 
riding school over this box, with their lower ends fitting 
over the connectors, and the natural up-draught of heated 
air through them soon dries up the moisture, with a current 
of 20 amperes at 100 volts. 


regards the economic aspects of the matter, it is interesting 
to note that whereas, when oil was used for lighting and coal 
for driving the sawmill, &c., the former cost £300 a year 
and the latter £200, the total cost of fuel oil for the Diesel 
engines, which has replaced both these items, for a year was 
only £25. "The capital charges on the plant would go far 
towards balancing these figures, but the facts are certainly 
remarkable, and, of course, the convenience, safety, saving in 
labour, and other advantages of electric light and power are 
all to the good. 

In conclusion, we must express our thanks to Mr. Percy 
Olver, the manager of the Midland Electric Light & Power 
Co., who has been responsible to Lord Leigh for the whole of 
the installation, and also to Mr. Fish, the estate engineer, 
for affording us the opportunity of visiting this very 
excellent example of country-house equipment, and for 
providing the photographs and particulars embodied in this 
article. 


AN ELECTRICAL FAIRYLAND, 


MonE beautiful and dazzling than the dreams of the 
* Arabian Nights," or the wonders of Grimm's fairy tales, 
are the electrical pageants that take place every two or three 
yearsin Los Angeles, California—a city of fiestas and carnival 
displays. These electrical wonderlands are usually given in 
connection with the gatherings of some great organisation, 
such as the Order of Elks or Shriners, when delegates and 
visitors flock from all parts of the world to this pleasure- 
loving city to elect their officers and (mainly) to have a good 
time. On these occasions great parades are the order of the 
day (and night), and it is in connection with the night page- 
ants that the marvellous electrical floats are sent through the 
streets. The expert electricians and the artists work together 
on such occasions to produce masterpieces of imagination, 
painted in coloured light. Each float costs about a 
thousand dollars, and contains myriads of incandescent 
bulbs of all colours, which are used to outline the 
fantastic designs. Many of these are chosen from the 
characters of Mother Goose or fairy tales, and others 
depict weird and wonderful creatures such as the octopus, 
the sea serpent or the dragon, while such creations as 
gigantic gold-fish, dragon flies, storks and all manner of 
animals, insects and birds are reproduced in gigantic size 
and blinding coloured lights. оте of these devices аге 
reproduced on p. 707. 


ELEMENT WINDING ROOM AT THE SIMPLEX WORKS, 


A complete system of telephones connected with an ex- 
change with 20 ways has been installed in the Abbey and 
the houses of various members of the staff of the estate ; a 
special jack-board has also been provided for the use of 
Lord Leigh, which enables him to isolate any person from 
the system and to speak with him alone, without going 
through the exchange, and therefore without the possibility 
of interruption or overhearing. 

Provision is made in the coach-house, now a roomy garage, 
for charging an electric brougham, and doubtless in course 
of time many other uses will be found for the versatile 
agency which is now at the disposal of the residents. As 


ASSEMBLING SHUP FOR HEATING AND COOKING APPARATUS, 


No horses are used to draw these electric floats, as they 
are built upon flat cars and derive power to propel them from 
overhead wires, with which they make contact by trolleys. 
No drivers are in sight, as they are concealed by the 
decorations, and the pageant moves through the streets with 
no visible means of propulsion. The lighting is also 
derived from the overhead wires, and in some of the floats 
electrical mechanism is used to give motion to the weird 
creatures. For instance, the gold-fish waves his fins and 
moves his head from side to side as if he were swimming, 
while the stork extends his long neck and peers in every 
direction. "The sea-serpent wriggles and rolls his eyes, and 
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the trick horse regularly jumps through a hoop every couple 
of minutes like a circus nag. In some instances fountains 
of real water are kept playing by a little electric motor, and 
in others a “ flasher " causes waves of light to traverse the 
design of the float, giving a brilliant and living effect. 

To add still more to the beauty of the pageant, places are 
arranged on most of the floats for young girls, clad in classic 
drapery, who toss flowers to the by-standers along the 
streets. 

No royal procession in other centuries could equal the 
vivid display of colour and light which our own age has 
been able to produce from the mysterious fluid, electricity, 
which produces effects as wonderful in their beauty as are 
its manifestations of power in their majesty. 


THE SIMPLEX CONDUIT WORKS. 


SOME years ago (November 9th, 1906), we described and 
illustrated the Simplex Co.’s works at Garrison Laue, 
Birmingham; since then additions have been made which 
include departments devoted exclusively to the manufacture 
of fuse wire and enclosed fuses, decorative metal work, 
electric light fittings, and electric heating and cooking. 

On theopposite page we givesome views 
taken in the factory, which gives perma- 
nentemploymenttoupwardsof 300 hands, 
and is one of the most complete of any 
devoted solely to the manufacture of the 
smaller kindsof electriclighting and power 
supplies and current-consuming devices. 

The conduit and fittings department 
is specially laid ont for the manufacture 
in quantities of fittings and accessories 
for conduit wiring, which now number 
many hundreds of different types. | 

The switchgear and fuse department 
is devoted to the manufacture of main 
switchboards,  sub-distribution boards 
and kindred apparatus. All types of sub- 
distribution boards are assembled in the 
shop, as wel! as motor-control panels, 
switchboard panels and main boards for 
private plants. 

As an auxiliary to the manufacture of 
distribution boards, the company some 
years ago laid down very complete 
machinery for the production in large quantities of fuse wire 
and enclosed fuses, and they are now among the foremost 
manufacturers of this class of material. All grades of enclosed 
fuses are made, from 3 amperes low voltage up to 300 
amperes at 2,000 volts. The company are also sole makers 
of Hope's “ Bi-Metal” fuse wire. A large hydraulic press 
has been installed for the manufacture of fuse wire and strip. 

Thecompany have largely developed the manufacture of cast- 
iron watertight fittings for use in factories and for outdoor 
lighting. For this purpose, as well as for the manufacture 
of conduit fittings, a very extensive foundry for casting in 
common iron, malleable iron, brass and aluminium has been 
established. 

Arising out of that section of the works set apart for the 
production of the conduit system is a department devoted to 
the assembling of the china accessories for use therewith ; 
these include the many types of porcelain interiors ” which 
have been designed for use with conduit boxes, jointing 
pieces, and similar labour-saving devices. | 

The company have a .large department devoted to 
the manufacture of heating and cooking material. In 
addition to the standard material which is manufactured, 
this department is in a particularly favourable position to 
undertake special work, such as electrically-heated appliances 
for restaurants and for industrial purposes, at the shortest 
notice. In the element winding section alone nearly 20 
hands are employed.. In connectjon with this department is 
а very completely equipped test-room, in which all appli- 
ances are thoroughly examined before leaving the factory. 


A year or two ago the company purchased the business of 


have become firmly set. 


Messrs. Jesson, Birkett & Co., the well-known Birmingham 
firm of art metal workers, and upon this incorporation have 
built up their electric fittings department, which is directly 
under the control of Mr. T. Birkett, late managing director 
of Jesson, Birkett & Co. An extensive plant for plating 
in copper, nickel, silver, pure tin, and for bronzing has been 
installed, and another department is devoted to the manu- 
facture of fans and small motors. 

The company have now established offices, branches and 
agencies throughout the country to the number of 12, at which 
stocks of Simplex material are maintained. In a large 
number of. instances representative showrooms are also in- 
cluded, and each branch is under the charge of a competent 
engineer. 


ELECTRIC COOKING IN A SCHOOL. 


THE accompanying illustration shows the “Tricity” cooking 
installation in the kitchen of St. Cyprian's School, Eastbourne, 
which has been carried out by the local “Tricity " agente, Messrs. 
R. H. & J. Pearsons, and comprises four standard ovens, 
19 in. х 16in. x 14 in., four 2-gallon urns, and two duplex and 
two single cookers for boiling and grilling. The apparatus is 
divided into three batteries, respectively for roasting, hot water, 
and grilling and boiling ; each battery is independently controlled 


AN ELECTRIC KITCHEN. 


by a main switch and fuse, a system permitting easy extension in 
any direction. 

The school is situated on the outskirts of the town at the foot 
of the Downs, so that Mr. Brydges, the Eastbourne engineer, 
deemed it advisable to give a supply by installing a 12°5-Kw. Berry 
transformer connected to the high-pressure mains ; this has been 
placed in a brick chamber immediately outside the kitchen. 

The maximum demand of the installation is 15 kw., and a 
minimum consumption of 10,000 units per annum is guaranteed. 
During term time the household numbers 100. 


Concreting Wooden Poles.—The Indianapolis Light 
and Heat Co. now makes a practice of concreting all its poles at the 
ground line to prevent rotting and deterioration, some 1,500 poles 
having been so treated during the last season. New poles are 
erected and first allowed to stand a year to make sure that they 
With a emall spade an opening 4 in. to 
5 in. wide is then made all round the pole toa depth of 3 ft. or 
4 ft., and this is poured full of concrete, tamped securely and 
troweled off with an inclined water-shed to prevent water from 
standing about the base. The concrete collar extends a few inches 
above the ground, and gives a neat appearance to the pole base. A 
concreting gang of four men with a team can concrete eight to ten 
poles in this manner in a day. Estimating the cost of keeping such 
an outfit in the field to be about $15 a day, Mr. T. A. Wynne, general 
superintendent of the Indianapolis company, figures the cost of con- 
creting poles at $1.50 each. Experiments with enclosing the poles 
in a covering of concrete before erection have also been carried out 
at the company's pole yard. These earlier experiments have all 
been discarded, however, in favour of the new plan of concreting at 
the ground line, the portion to which the major part of the 
deterioration is confined. Old poles as well as new are receiving 
this treatment, which is expected to extend their lives by an amount 
far exceeding. the outlay for the concreting work,— Electrical 
World, i 
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NOTES. 


( Continued from page 701.) 


Fatalities,—On 23rd ult., at Southwark, an inquest was 
held concerning the death of Thomas Woodland Crane (33), an 
electrical fitter in the service of the L.B. and &.C. Railway Co., 
. who died in Guy's Hospital on the previous Sunday from the effects 
of burns sustained earlier in the day in the course of his employ- 
ment in the company's electric sheds at Norwood Junction. 

Mr. C. H. Brewer, solicitor, and Mr. R. H. Houghton, super- 
intendent of the electric department, represented the railway 
company. 

Herbert Sansom, foreman of the electric sheds, stated that before 
going to supper on Saturday, October 19th, the deceased had done 
some work in No. 4 road, the current from which witness had cut 
off. Witness gave Crane the key of the switch. The same key 
controlled the current for Nos. 5 and 6 roads as well. Ata quarter 
to one a.m. witness was in his office when he saw the light go out, 
and he at once knew that something had happened. Just then 
deceased's mate came and said, Mr. Sansom, Crane is on No. 7 
road, and the current is off." Witness replied that 7 and 8 were 
alive, and that Crane had the key for 4, 5 and 6. Rushing into the 
switch cabin, witness put No. 7 road to earth, and went up to the 
Station and told them to keep the current off. On going to No. 7 
witness found the deceased on the roof of a train with his feet 
hanging over the guard rail. He was in flames, and witness 
eventually smothered these by the aid of some coats, motorman 
Cruse having meanwhile come to his assistance. The deceased 
was then removed to the store room, where his injuries were treated, 
and he was afterwards conveyed by train to Guy's Hospital, where 
he died the same day. When asked what he was doing on No. 7 
road instead of No. 4, the deceased replied, " What road was I on ? " 
When witness told him he was on No. 7, he answered, No. 7; well, I 
have got the key for Nos. 4, 5 and 6." Although he was in 
dreadful agony, he added, No one was to blame, only myself." 
Witness subsequently examined the train, and found that the 
bows were up instead of down, and that the high- tension 
door was shut instead of being open. The deceased should have 
lowered the bows before commencing work or getting on top of the 
train. Mr. Brewer explained that there was not a printed rule to 
this effect, but it would be put in the revised rules which were now 
in the press. The deceased well knew that the bows should have 
been down. The voltage was about 6,500 volta, Witness added 
thát he had himself told the deceased that the bows should be down 
while work was being done. He could not account for the deceased 
being on the wrong road. He was a careful man, and had never 
met with an accident before. It was the duty of the deceased to 
come to him for the key of the switch controlling the section on 
which he was going to work. If he had asked fur the key of No. 7, 
the accident would not have happened. The bows being up would 
not have made any difference if the road had been dead. Witness 
heard that the rear part of the train was alight after the accident. 
The deceased was about to put a new strip of aluminium on the 
bows, and he could not have done that while they were resting 
against the overhead wire. The deceased had done Nos. 4, 5 and 6 
roads, Mr. Brewer intimated that the accídent had been reported 
to the Board of Trade. Continuing, Mr. Sausom said he was 
responsible for cutting off the current. Men never allowed him to 
see them working with the bows up. 

Bertram Mackrell, the deceased's assistant, who was mounting a 
ladder at the time, said deceased touched the live wire, which short- 
circuited, and set fire to his clothes. Witness admitted that the 
deceased did not always lower the bows, and on one occasion he had 
remonstrated with Crane for taking unnecessary risks at the Crystal 
Palace. Witness also admitted that he had been supplied with the 
company’s book of rules, but had never looked at them. They 
sometimes disregarded the rule which required the high-tension 
doors to be closed. Deceased, he added, was a skilled mechanic. 

Dr. Arthur James McNair, of Guy's Hospital, described the 
deceased man's terrible injuries, and said he died from shock 
following the electric current and the burning. Witness did 
not know how many volts it took to kill, but they had a 
patient alive in the hospital who had had 6,000 volts. The deceased 
told Witness that a short circuit occurred at Tulse Hill, and all the 
lights went out; that he got on the train by mistake, and the 
current was turned on. | | 

Mr. Brewer said the effect of the deceased touching the live wire 
was to make a short circuit and stop all the electric trains. The 
lighting of their sidings was done by the Croydon Corporation, 
independently of the company's own supply. 

After hearing further evidence, the jury returned a verdict of 
" Accidental death," adding that they were unable to agree as to 
whose fault it was—whether the company's or the deceased’s. Mr. 
Brewer expressed the company's regret at the accident, and their 
sympathy with the widow and family. 


Post Office Engineers.—In the Parliamentary Papers 
Mr. Snowden asked the Postmaster-General whether it was to be 
understood that 44 was the total number of second-class engineers 
who, as the result of his reconsideration, were to be advanced to 


the class of assistant engineers. Mr. H. Samuel replied that as the 
result of a very full and searching inquiry into the claims of the , 


second-class engineers to be advanced to the class of assistant 
engineers, he had been glad to find himself in a position to confer 
immediate advancement upon 44 officers. He hoped to be able to 
grant similar advapcement to a limited number of othér members 
of the second class as opportunities arose. 


The Johannesburg Gas Engines.—It will be remem- 
bered that one of the conditions of the compromise between the 
Johannesburg Municipality and Messrs. Beardmore & Co., was that 
the firm should be granted a three months’ option of purchasing the 
gas plant for the sum of £5,000. The option expired in July last, 
and. in oonsequence, the whole plant became the property of the 
Council, The Tramway and Lighting Committee then . decided to 
ask Prof. Dobson to report as to the value of the plant. After a 
preliminary investigation, Prof. Dobson asked the Committee to vote 
a sum of 200 guineas for a thorough investigation. The Committee 
approved of his suggestion, the sum was voted by the Council, and - 
endeavours are now being made to turn the engines to account.— 
South African Mining Journal, 


A 15,000-kw, Unit for Manchester.—We are interested 
to learn that the Manchester Electricity Committee last week 
accepted the tender of Messrs. James Howden & Co., Ltd., of Glasgow, 
for the above plant, with Messrs, Siemens as sub-contractors for the 
alternator, and Messrs. Richardsons, Westgarth, for the condensing 
plant. The main turbine will be of the Howden-Zoelly pure 
impulse type, with 14 wheels, designed to work with a steam 
pressure of 200 Ib., superheat 200° F., a vacuum of 274 in., and to 
run at a speed of 1,000 R.P.M. The shaft diameters at the journals 
will be 16 in. The main alternator will be of the totally enclosed type, 
and will embody all the recent improvements in design introduced 
by Messrs, Siemens. The ventilating air is to be supplied by fans on 
the rotor as well as by an external blower. All air will be filtered by 
the standard method adopted at Manchester on all the large turbo- 
alternators, thé air being taken in and exhausted from the top half 
of the stator frame. The rotor of the machine will be of the solid 
type, cylindrically wound. The main condenser will be of the Con- 
traflo design, and will be worked in conjunction with circulating 
pumps of the Rateau type, in duplicate, both sets being steam turbine 
driven. The kinetic air-pumps and water pumps are also to be in 
duplicate, and each line is to be driven by an auxiliary steam 
turbine. The weight of the turbine and alternator will be 250 tons, 
which, with the inclusion of the condensing plant, will bring the 
total up to approximately 350 tona. 


Metropolitan Association of Electric Tramway 
Managers.— A meeting of the members of this Association was 
held at the Municipal and County Club, Whitehall, S. W., on Thurs- 
day. October 24th, when there were present Messrs. A. H. Stanley 
(London United), chairman; Н. E. Blain (West Ham). W. C. Ull- 
mann (East Ham), F. Schofield (Leyton), L. E. Harvey (Ilford), C. 
Mittlehausen (Bexley), A. Coveney (Erith), W. Hammond (Metro- 
politan Electric), S. Dudman (Dartford), E. J. Vaughan, (Luton), 
and T. B. Goodyer (Croydon), hon. secretary. The following were 
unable to be present: Messrs. W. Holmes (Barking) W. Murray 
(Walthamstow), R. Birkett (Southend-on-Sea), R. C. Bullough (Col- 
chester), T. Medcalf (Swindon), P. N. Gray (Gravesend), J. A. Forde 
(Isle of Thanet), A. T. Lambert (Maidstone), Á. V. Mason (South 
Metropolitan), T. B. Holliday (Hastings), and Z. E. Knapp (London 
United). Mr. Н. E. Blain was elected chairman, Mr. W. C. UN- 
mann, vice-chairman, and Mr. T. B. Goodyer was re-elected hon. 
gecretary. 

The Electrical Engineers’ Ball, 1913.—The tenth 
annual Electrical Engineers’ Ball is to take place on Friday, January 
31st, at the Hotel Cecil. 


Electric Sleep.—Following on the experiments of 
Dr. Leduc with direct current, Dr. F. Nagelschmidt, of the Berlin 
Finsen Institute, has suoceeded in employing alternating current 
to induce sleep and ansestesia without injury to the patient, the 
margin between an adequate " dose" and the amount necessary to 
cause death being much greater than in the case of direct current. 


An Electrical Scaling Machine,—A demonstration 
was given a few days ago at Messrs. Swan, Hunter & Wigham 
Richardson's dry -dock at Wallsend -on -Tyne of а new 
machine for scaling ships’ plates, which is claimed to be 
equally efficient in scaling the internal surfaces of boilers, &c. The 
machine is manufactured by the Electrical Engineering and Equip- 
ment Co. The demonstration took place on the outer skin of the 
Russian volunteer ship under repairs at the docks. The tool con- 
siste of four steel wheels, similar to milling cutters, and the driving 
power is a small electric motor, power being conveyed through a 
flexible shaft to the cleaning tool. The motor has a speed of from 
1,000 to 1,500 B.P.M. When the power is applied the cutters fly 
from the centre rotating at & high speed and when applied to the 
scale it is instantly removed. The patentee of the machine was 
pitted against an expert worker with a pneumatic tool, and the 
result was that the electric cleaner accomplished in four minutes 
what it took six minutes to do with the pneumatic tool. There 
was a large attendance of official representatives from the 
neighbouring shipyards. i 


Manchester Electro-Harmonie Society.—The first 
meeting of the session of the Manchester Electro-Harmonic Society 
was held on Friday last at the Albion Hotel, Manchester. when 
about 150 members and friends were present. The president, Mr. 
S. L. Pearce, in opening the proceedings, said he was glad to see 
so many present. Since the inaugural concert in the spring, there 
had been an increase in the membership, and everything promised 
for a successful future. At the time of the last concert there was 
a membership of 70. but the membership to-day stood at 123. and 
there were also about 25 vice-presidents. That showed an increase 
of 53. The concert, which was given under the management of 
Mr. W. J. Smith (hon. musical director), was of a very high order, 
and was much appreciated by the members present. The next 
concert is fixed for Friday, November 29tb, and good artistes 
have been engaged. 
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Institution and Lecture Notes.— INSTrTrUrE oF 
MARINE ENGINEERS.—At a meeting held on October 14th, Mr. 
Summers Hunter, the new president, dealt with various questions 
connected with the past, present, and future of marine engineering. 
He made reference to the electrical propulsion of ships, and 
said that it had been so far exploited chiefly by Americans, but the 
Clyde and the Tyne were both again to the fore in this new develop- 
ment, with which the name of Mr. William P. Durtnall would 
always be associated. He mentioned the electrically-driven vessel 
Jupiter, which the American Government were fitting up, and also 
а veesel being built by Mesars. Swan, Hunter & Wigham Richardson, 
at Newcastle, of 2,100 tons dead- weight capacity, the latter vessel 
being driven by two Diesel oil engines, electrically geared to the 
propeller by the use of the poly phase A.C. system. 

RONTGEN SocieTy.—The report of the Council for the past year 
shows that the revenue fell short of the expenditure, the deficit 
being met from reserves. Sir James Mackenzie Davidson is the 


new President, and Mr. C. E. S. Phillips hon. treasurer, Dr. F. H. 


Low continuing as hon. secretary. 

JUNIOR INSTITUTION OF ENGINEERS.—The annual meeting is 
to be held on Wednesday, November 13th, at 7 p.m., at the I.E.E. 
Building, Victoria Embankment. 

THE POLYTECHNIC, Regent Street, W.—The first of the special 
series of lectures on illuminating engineering was delivered on 
Friday last. Mr. W. C. Clinton, of University College, gave a brief 
account of the fundamental laws of light and colour, and showed 
some interesting experiments illustrating the appearance of coloured 
objects illuminated by the arc lamp, the mercury vapour lamp, and 
the neon tube. The next two lectures of the course, on November 
Ist (to-day) and November 8th, wil deal with electric lighting. 
and will be illustrated by lantern slides and exhibits of the latest 
types of lamps. 

INSTITUTION OF ELECTRICAL ENGINEERS (London).—The dates 
announced for London meetings during the 1912-1913 session, which 
opens on November l4th with Mr. Duddell's presidential address 
and the presentation of premiums, are as follows :— 


November 28th February 13th and 27th 
December 12th and 19th March 6th and 13th 
January 9th and 23rd, 1913 April 10th and 24th 

г May 1st and 22nd 


Spanish Government Supplies.— Referring to foreign 
supplies to Spanish Government Departments, the Guceta de Madrid 
of October lst publishes several alterations in the list of articles in 
the requisition of which the Spanish Ministry of War and Ministry 
of " Fomento may permit foreign competition. The more im- 
portant additions to the list include gasoline, lubricating oils, 
sectional iron, steel, high-class machine toole, heavy wood-working 
machines, leather-working machines, telephone apparatus, ашап 
crucible furnaces, electric furnaces for temperirg and fusing 
metals, appliances for extracting foul air, water meters, surgical 
and medical apparatus of al] kinds, apparatus and luminants for 
lighthouses, special light and sounding buoys. There is no change 
in the other Government Departments' lists of material for the 
supply of which foreign competition is admitted. These lists may 
be seen by British firms at the Commercial Intelligence Branch of 
the Board of Trade, London, E.C.— Board of Trade Journal, 


` Electric Clocks.—The placing of an electric clock 
outside certain premises at the corner of High Street, Clapham, and 
Venn Street, to advertise an electric theatre, was held by the Court 
of Appeal this week to be a projection bringing forward the front 
of a building. The matter came before the Court upon an appeal 
by the Electric Palaces, Ltd., from an order made by Mr. Justice 
Joyce in an astion brought by the lessora, A. C. Jones & Co., Ltd. 
The Electric Palaces, Ltd., were, by the terms of their lease, 
under covenant not to make any alterations to the front, 
nor by means of any projection to bring forward the front of 
certain rooms above a shop in the occupation of Jones & Co., at the 
corner of High Street, Clapham, and Venn Street. The rooms in 
question were used for the purpose of advertising an electric 
theatre in Venn Street, but Mr. Justice Joyce held that the erection 
of the clock was a breach of the restrictive covenants of the lease, 
and this view was upheld by the Master of the Rolls and Lords 
Justices Farwell and Hamilton. 


Appointments Vacant,—Assistant electrical engineer, 
for the Bray U. D.C. (£104) ; switchboard attendant, for the Ports- 
mouth Corporation (258.); clerk, for the Swindon Corporation 
Electricity and Tramway Departmente (£70) ; electrical fitters and 
armature winders, for H.M. Dockyard, Devonport (36s.). See our 
advertisement pages in this issue. 


The Aluminium Price Advance,—Acocording to state- 
ments emanating from aluminium trade circles in Germany and 
Switzerland, an exceptionally large demand has arisen. for alu- 
minium, and it seems as if the upward movement in prices will 
develop into a general rise. The consumption experienced a large 
increase in 1910, whilst further progress of considerable extent took 
place during the severe contest wbich preceded the recent recon- 
stitution of the International Syndicate. At present the call for 
articles for military equipment in the Balkans is very active, and 
the whole of the production of aluminium in the United States is 
being absorbed by domestic consumers. As contrasted with the 
present brisk demand, it has to be remembered that the production 
„of the companies using water-power in the Alpine districte is 
i influenced by the situation of the water in the winter. 
The price of ingots has already reached the stage of £85 per ton. 


- Electricity Supply.—A small private electricity supply 
business, which has been running for some seven years, is hampered 
by want of capital for extensions. As the district has never been 
canvassed, there is probably fair scope for development, if any 
reader cares to take it up. 


Steam Turbines with Exhaust Disks."—In the 
Rerue de Mécanique, M. Delaporte recently pointed out that there 
is a certain pressure limit beyond which the turbine ceases to 
benefit by any further expansion. If, however, part of the exhaust 
steam is removed to the condenser at that pressure. the remainder 
can be further expanded in the turbine with advantage. On this 
basis a turbine has been constructed with an additional set of 
blades called the "exhaust disk," 1 inthe figure below, through which 
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five-eighths of the steam is allowed to pass, the rest being diverted 

into the condenser 6 by the diaphragm 2 and guide blades 5. By 
this means nearly 4 per cent. extra power is gained. A further 
advantage can be secured by continuing the diaphragm 2 so as to 
divide the condenser into two chambers corresponding to the 
passages 3 and 4, though the circulating water is provided by a 
pump common to both. The pressure in compartment 4 is lower 
than that in3, anda resulting increase in efficiency of 6'8 per cent. 
has been recorded in actual tests. 


Electrical Production of Stee},—It was mentioned at 
the recent meeting of the R. Lindenberg Steel Works Co., of 
Remscheid-Hasten, that the Witkowitz Iron and Steel Co. have 
taken a licence for the Lindenberg process for the electrical produc- 
tion of steel. This is the first large Austrian company which bas 
embarked on the manufacture of steel by electricity, and it is con- 
sidered probable that other Austrian steel-makers will follow 
the example in the future. The Gelsenkirchen Co. has recently 
ordered a furnace for its large works at Esch, Luxemburg, which is 
intended, in the first place, for the amelting of ferro-manganese. 
During the past two months the Lindenberg Co. has brought into 
operation an electric furnace of 25 tons capacity, which is claimed 
to be the largest hitherto built. The furnace is charged with 28 
tons, and works in conjunction with two Bessemer basic converters, 
in the sense that the charge consists of molten metal, which is un- 
finished basic steel. Although the furnace has only been in regular 
operation for a few weeks, the resulte already obtained are said to 
confirm the opinion of the directors that it will be possible, with 
large furnace units, to produce electrical steel more cheaply than 
the open-hearth quality. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW vosted as to their movements, 


Central Station Officials,—The Ilford U. D. C. has 


appointed Mr. GEORGE FRANCIS GREGORY, second charge engineer 
at the electricity works, as outdoor superintendent, and has increased 
the salary of the electrical engineer (Mr, A. H. SHAW) from £475 
to £500, as from Michaelmas last. 

Mr. J. P. ROBSON has been appointed assistant electrical engineer 
to Shipley U.D.C. 

The Liverpool Tramways and Electricity Committee is making a 
recommendation to the City Council asking for authority to 
arrange for the retirement of MR. ALFRED CLOUGH (resident 
electrical engineer) at a rate to be mutually agreed upon, and 
that in the special circumstances of the case a superannuation 
allowance equal to one-half of his present salary, be paid to him 
from the date of his retirement. Mr. Clough, who was associated 
with Mr. A. B. Holmes, in the direction of the Liverpool electricity 
undertaking, has been receiving a salary of £1,100 per annum. 

Mr. HAROLD GRAY, borough electrical engineer, Accrington, has 
sustained a sad beresvement by the death of his wife, which took 
place suddenly, at the age of 29, only 44 months after marriage. 
Many of our readers will desire to join us in an expression of deep 
sympathy with Mr. Gray. 

Mr. W. THOMPSON, senior switchboard attendant to the 

Walthamstow undertaking, has been appointed charge engineer for 
three months on trial. 
MB. R. E. MODONNELL has resigned his position as electrical 
engineer at Bray. The Council recently decided to grant him a 
bonus of £30, and to advertise the position at £2 per week Mr. 
MoDonnell to be given preference if he applied for the post. 
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Tramway Officials,.—On the 25th ult. Mr. ANDREW 
NANCE, manager of the Belfast Corporation tramways, was pre- 
sented by the staff of the undertaking with an illuminated address 
in acknowledgment of his work in instituting a scheme of bonuses 
for workers. Mr. Nance, in reply, said the Corporation were pre- 
cluded from anything in the nature of co-partnership or profit- 
sharing, but they had been able to institute a system of co-opera- 
tion by which every member of the staff participated in & bonus 
which depended for its amount on the profits of the undertaking. 


General.— Mr. Tuos. J. Sack has resigned the post of 
works manager tothe Micanite and Insulators Co., Ltd., to take 
пр a similar position with the Electrical Apparatus Co. Ltd.. of 
London. Не has been presented with a marble clock, suitably 
inecribed, by the employés of the Micanite and Insulators Co., 
Ltd. 

The marriage took place at St. Robert's Church, Harrogate, on 
October 23rd, of MB. WM. O. PEPPER, of Shipley, Bradford. and 
Miss Blanche M. Tindall, daughter of Mr. John Tindall. of 
Harrogate. 

Mr. N. A. SALTMARSH. late manager at Watford, for the National 
Telephone Co., has been transferred to Southend-cn-Sea. 

A South African contemporary states that MR. M. I. WILLIAMS- 
ELLIS recently returned to the Rand to act as representative-in- 
chief at Johannesburg for Messrs. Sandycroft. Ltd. Mr. HERBERT 
Briccs will continue to act for the company in a consultative and 
advisory capacity. 

Mr. A. E. MOHRING. chief of the export department of Messrs. 
Crompton & Co.. Ltd.. has left England for a short business tour in 
India. He will be away for about three months. 


Obituary. We regret to learn that Mr. CHARLES K. 
FALKENSTEIN died on October 23rd, at his residence, Homeleigh, 
Lanercost Road, Tulse Hill Park, S.W., at the age of 75 years, after 
a prolonged illness. His indisposition, however, did not prevent 
him from being actively engaged in business until within less than 
four weeks of his death. Mr. Falkenstein had been closely interested 
in «bonite practically from the time of its introduction into this 
country. both as regards its manufacture and its application to 
electrical and other purposes. He had been associated with 
the Britannia Rubber and Kamptulicon Co. since 1864, first 
at their works at Bow Common, and later in the City of 
onion. The funeral service was at Christ Church, Streat- 
ham Hil, on Saturday last, 26th ult, the interment taking 
place at Streatham Cemetery, Tooting, in the presence of a number 
of Mr. Falkenstein's friends, and many beautiful wreaths and 
other floral tributes were received. The deceased gentleman lenves 
a widow and an only son, Mr. Conrad K. Falkenstein, A. MI. I. E. E.. 
to whom we desire to extend our sympathy in their bereavement. 


NEW COMPANIES REGISTERED. 


Coventry Electric Clock Co., Ltd. (124.954).— This company 
was registered on October 24th, with a capital of £15,000 in £1 shares (10,000 
preference), to carry on the business of manufacturers of and dealers in elec- 
trically-driven clocks, watch-works and machinery, &c., to acquire from H. G. 
Coventry and T. Rushton the benefit of certain existing inventions relating to 
electrically-driven clocks or watch works. The subscribers (with one share 
each) are :—H. G. Coventry, 152, Gray's Inn Road, W.C., civil engincer; T. 
Rushton, 24, Salisbury Road, Upper Holloway, N., electrical clockmaker. 
Private company. The number of directors is not to be less than two or more 
than five; the first are H. G. Coventry (permanent director and chairman; 
special qualification, £300 shares); and S. E. Barron; qualification of ordinary 
directors, £100 shares. Registered office, 152, Gray's Inn Road, W.C. 


Rotherham Electrical Engineering Co., Ltd. (124,964).— 
This company was registered on October 24th, with a capital of £2,000 in £1 
shares, to carry on the business of electricians, mechanical engineers, manu- 
facturers and workers of and dealers in electricity, motive power and light, 
&c., and to adopt an agreement with 8. Walford-Grout and J. E. Tongue. The 
subscribers (with one share each) are :—8. Waltord-Grout, Horing!ow, Burton- 
on-Trent, engineer; J. E. Tongue, The Poplars, Regent Street, Rotherham. 
Private company. The number of directors is not to be less than two or more 
than three ; the first are 8. W. Grout (chairman) and J. E. Tongue (both per- 
manent governing directors, subject to holding £600 shares). Registered by 
Waterlow Bros. & Layton, Ltd., Birchin Lane, E.C. 


Llanelly Motor and Electrical Engineering Co., Ltd. 
(124,°61).—This company was registered on October 24th, with a capital of 
£5,000 in 900 preferred ordinary shares of £5 each and 500 founders’ shares of 
El each, to carry on the business of manufacturers of and dealers in motor- 
cars, motor-cycles and motor-propelled carriages, omnibuses, machines and 
vehicles of all kinds, electrical and mechanical engineers, manufacturers of 
and dealers in electrio light and electrical apparatus, &c. The subscribers 
(with one preferred ordinary share) are:—O. G. Ace, 32, Murray Street, 
Llanelly, auctioneer; L. L. Pugh, 21, Talbot Street, Cardiff, insurance mana- 
P. Rees, Great Western Terrace, Lianelly, secretary: D. Pearson, 
1, Sandy Terrace, Lianelly, foreman; W. E. Clement, Kyecroft, Queen Vio- 
toria Road, Lianelly, iron merchant. Private company. The number of 
directors is not to be less than two or more than five; the first are C. G. 
Ace, L. L. Pugh and D. J. Evans: qualification, £100. Solicitor, D. Jennings, 
соте rae Lianelly. Registered by Alfred H. Atkins, Ltd., 27-8, Fetter 

ne, E.C. 


British Ackley Brake and Supply Co., Ltd. (124,932).—This 
company was registered on October 23rd, with a capita) of £10,000 in £1 shares, 
to carry on the business of mechanical engineers and manufacturers of and 
dealers in apparatus capable of being ueed in connection with brakes and other 
railway and tramway supplies, &c., and to adopt an agreement with G. B. Ackley. 
The subscribers (with 4U shares each) are :—G. S. Ackley, 9, Norfolk Street, 
Strand, W. C., manufacturer; E. E. Daglish, 2, Norfolk Street, Strand, W. C., 
engineer; W. L. Larkin, 2, Norfolk Btreet, Strand, W.C., engineer. Private 
company. The number of directors is not to be less than three or more 


ger; 


than five; the first are G. B. Ackley (chairman and governing director, 


subject to holding not less than 300 shares), E. E. Daglish and W. L. Larkin; 
qualification, 20 shares. Registered office, 2-8, Norfolk Btreet, Strand, W.C, 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Cleveland and Durham Electric Power, Ltd. (89,539).— 
Return dated October 14th, 1912. Capital £700,000, in 850,000 pref. and 850,000 


ord. shares of £1 each: 833,705 pref. and 167,600 ord. shares taken up; £1 per 


share called up on 331,985 pref. and 79,608 ord.; £411,003 paid ; £80,802 considered 
as paid on 1,770 pref. and 78,582 ord. (with exception of £6 5e. paid in cash). 
Mortgages and charges: £840,000. 


CITY NOTES. 


National Telewriter Co., Ltd. 


THE directors' report for the period from May 23rd, 1911, to June 
30th, 1912, states that the agreement with the American 
company alluded to in last years report has been com- 
pleted. The latest types of instruments are giving every satisfac- 
tion, The rent roll of the company has increased by about 50 per 
cent. during the six months prior to the date of this report, and 
substantial reductions in expenditure have been effected. These 
benefits, however, were not secured in time to have an appreciable 
effect upon the accounts now presented to the shareholders. 


The third annual general meeting was held on Wednesday, at 
the Cannon Street Hotel, E.C., Sir George Craggs presiding. 

The CHAIRMAN, in moving the adoption of the report, said that 
owing to enforced absence abroad at the beginuing of the year, 
Mr. E. W. W. Edwards resigned his position as chairman, and his 
colleagues invited him to take that position. As they knew, 
he held the largest interest in the company, and they would 
feel that that was a guarantee that his best services, like thore 
of his co-directore would be devoted to the interests of the 
shareholders. Mr. T. Bernbaum on the termination of the 
arrangement made with him, took up the foreign and Colonial 
development which promised well. Some excellent business had 
already been done, for which they were much indebted to him. 
That was the third ordinary general meeting of the company. and 
the board regretted that the accounts for the 13 months to June 
30th did not show better resulta, although they were a considerable 
improvement on those of the previous years. The figures now before 
them did not represent the position of the company at the present 
moment ; all conditions had greatly improved since they were made 
up. They had added to the rent roll, and had also effected considerable 
reductions in expenditure, and he felt confident that when the 
directors came before them next year it would be with better 
resulte. Since becoming chairman he had given additional time to 
the supervision and conduct of the business. Reductions in work- 
ing expenses, however, cculd not be carried out immediately they 
were decided upon, nor could business obtained be included, 
although the expenses of obtaining that business had been paid. 
For instance, after they had received an order from a subscriber 
there was a lapse of time between the date of order and its fulfil- 
ment, chiefly on account of the delay in the provision of 
the wires for the service by the Post Office, Thus some of the 
business that had been obtained prior to June 30th did not come 
into the present accounts, and such of it as was included counted 
only for a short period of the year under review. Although, of 
course, they received payments in advance, yet only that propor- 
tion that was actually earned from the date of installation to June 
30th came into the credit of the profit and loss account. They 
would better appreciate the point when he explained that during 
the past six months they had increased their annual rentals by 
nearly 50 per cent., but that, owing to the reason stated, 
almost the whole of this new business did not become 
operative until the current financial year. In the accounts 
for last year the amount transferred to suspense account 
was £5,790, If theee accounts had been for a year and 38 days to. 
correspond with the period covered by the present accounts, the. 
figure would have been £6,400. This year it was £4,345, which was 


much better, though still not satisfactory. Expenditure on capital 


account during the period for instruments, construction of 
exchanges, plant, &c. waa £5,652, as against £6,779 for the 
previous year. Cash in hand at the end of the period amounted to 
£13,059 168. 9d. The value of rentals carried forward was 
£1,463, as against £1,118 for 1911. They had heard a good 
deal about the instruments at previous meetings. He was 
glad to be able to вау that they were working well, and their sub- 
ecribers were satisfied. The technical improvements spoken of by 
the chairman at last year’s meeting, both as regarded the American 
instruments for private linea and the British instruments for the 
exchange, bad proved to be of considerable value, and great 
advances had been made in their efficiency. The London 
exchange was going ahead in a eatisfactory manner. кеу 
thousands of telegrams were being transmitted week by w 

between the Central Telegraph Office, the cable companies, and their 
subscribers, and there were a number of firms who found it of 
considerable use in the transaction of their business, and they hoped 
before long it might form a general means of intercommunication 
between buyer and seller, and between various firms who had business 
relations with each other on a much larger scale. Having regard 
to the accuracy of transmission, the permanence of the recorde and 
the saving of time and money effected by the instrument in the 
business of a number of leading commercial houses, it was а matter 
of great surprise to the board that the general adoption of the 
Telewriter was not quicker. They had a number of satis- 
factory installations in Liverpool and in Manchester, and they 
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were well situated in those two towns for carrying on business. 
In view of that they had decided forthwith to open an exchange 
in Liverpool. A new exchange had been opened in the West End 
in order to facilitate communication between West End and City 
houses. Proceeding to give particulars of some of the individual 
installations, the chairman said that one had been supplied to the 
Allan Line for one of their steamers sailing between Liverpool and 
Montreal, the transmitting portion of which was situated in the 
Marconi room, and the receiving portion in the chart room, so that 
all wireless messages as they were coming in were immediately 
transmitted to the proper quarter. That was an important 
adjunct to the Marconi apparatus on ships, which should before 
long be realised by shipowners and others who were interested. 
Several receivers could, if required, be operated by one transmitter, 
and the messages received be simultaneously delivered to different 
parisof the ship. There were many directions in which the instru- 
ments would be of great use to the Army and Navy, and they hoped 
some day the authorities would realise it. Arrangements had been 
completed for mutual working with the several American com- 
panies who owned nearly all the patents of the Telewriter outside 
the British Isles. | | 

Мв. E. B. ELLICE CLARK seconded the motion, and it was carried 
without discussion. ы | 


{ 


Edison & Swan United Electric Light Co., Ltd. 


THE directors’ report for the year ending June 30th, 1912, is as 
follows. We have inserted the figures from the previous year's 
report in italics :—The net revenue account shows that £42,820 
(£49,152) has been brought forward from profit and loss account. 
Interest on debenture stocks .has absorbed £15,702 (£15,702) ; 
£5,500 (£5,500) has been set aside as depreciation on freehold and 
leasehold property, plant and tools; £7,500 (£47,200) has been 
applied in writing down values of stocks; £2,225 (nothing) has 
been written off the expenditure on foreign branches, trade marka, 
and experimental account ; and £1,447 (£1,439) has been reserved 
on account of bad and doubtful debts. The result as shown in the 
net revenue account isa credit balance of £10,446 (479,010), to 
which must be added £4,356 (£460,843) brought forward, thus 
making a total of £18,802 (425,556). Of this amount the directors 
propose to place £10,000 (417.500) to reserve fund, carrying 
forward the balance £8,802 (£8,356). Cost of establishing the 
business, goodwill, &c., £390,432 (same, has been brought forward 
at the figure standing in the last balance-sheet. The freehold and 
leasehold property and plant have also been brought forward at 
the value stated in the last balance-sheet, with the addition of the 
amount expended to June 30th, 1912, leas depreciation charged in 
net revenue account. The Altrincham Electric Supply, Ltd., shows 
encouraging progress in its lighting business generally. In 

addition it has entered into an important contract for the supply 
^ of power, which will come into operation in the beginning of 1913. 
The usual dividend has been paid on its shares. This company has 
applied for, and has had allotted a further 5,000 £1 shares fully-paid 
in this undertaking. Its indebtedness to this company has been 
reduced during the year by £5,392 on current account. "There has 
been expended on capital during the year ending June 30th, 1912, 
£6,226 (£5,361), largely on account of extensions to plant in con- 
nection with the engineering works. The directors have given 
careful consideration to the question, and having due regard to the 
requirements of the business. have decided not to recommend the 
payment of a dividend on the shares on the present occasion. 
(Last year it was stated that trading showed satisfactory progress.) 
'The annuál meeting is called for November 7th. 


Cape Electric Tramways, Ltd, 


Mr. LUDWIG BREITMEYER (chairman) presided on Wednesday at 
the offices, London Wall, E.C., over the meeting of thia company. 

` In moving the adoption of the report, the CHAIRMAN said the 
returns for both Cape Town and Port Elizabeth again showed a 
substantial improvement on the previous year's figures, and justify 
the hope that he expressed last year that the company would be able 
to increase its dividend. The increased profit enabled the directors 
to recommend the payment of a dividend of 5 per cent., free of 
income-tax, on the ordinary shares of the company, besides again 
placing £8,000 to reserve account, and carrying forward a 
balance of over £4,000 to next year's account. They had 
carried nearly a million passengers more than in_ the 
previous year with increased receipts of about £8,000, and there 
was every indication in the months that had elapsed since the close 
of the financial year, these figures were being more than main- 
tained in the current year. This was very important, and he 
wanted to impress them with it. The directors were very gratified 
to be able to recommend a dividend which was double that of last 
year. In order to do this, they had had to appropriate a portion 
of the profit carried forward from the previous account. The 
board, however, felt justified in making this appropriation, as the 
monthly returns in the new financial year since July Ist last 
showed advances again, and they had no doubt that this small 
encroachment would be more than recovered in the current year. 
At the same time, it must be borne in mind that the plant 
was getting older, and that the reserve fund would reqvire 
strengthening in the future by some additional appropriation. 
Though they had every reason to look forward to a continued 
increase in the traffio returns, he anticipated that the greater 
portion of that increase for the next year or two would be 
required for the purposes he had mentioned. The reports from the 
general managers of Cape Town and Port Elizabeth placed the 
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shareholders in possession of full details regarding the 
working of the systems during the year under review. In 
conclusion, he might add that the outlook generally was 
satisfactory. Cape Town had survived the removal of the 
Administration to Pretoria remarkably well, and had now, accord- 
ing to the recent address of the retiring Mayor, firmly. established 
itself as the real Capital of the Union, and general business con- 
ditions there showed a promising development. In Port Elizabeth 
also the business outlook had further improved ; both exports and 
imports showed good increases. The energetic Town Council of 
that port were undertaking sundry important measures to enhance 
the attractiveness of the place as a seaside resort for up-country 
residents, which were sure to bring many visitors to the place, and 
their tramway business would undoubtedly reap ite share of the 
benefits of these improvements. | 

ADMIRAL SIR А. HasriNas MARKHAM seconded the motion. 

Mr. THEOPHALIS asked what had been done with regard to the 


running of motor-’buses in Cape Town, to which he drew attention 


at the last meeting. 

The CHAIRMAN said they had a few ‘buses running, and the 
experiment looked to be a good one, but he would prefer to make a 
fuller statement at the next meeting. They could not run them on 
the Dock Road because of the bad state of that road, which was now 
being remetalled. | 

Mr. May said he understood they were running ‘buses from the 
Green Point round the Kloof just as feeders to the tramways, but in 
view of the state of affairs in London, he thought the board ought 
to keep their eyes open to see that no other company came in 
with ‘buses and took the tramway traffic from them. It might be 
а serious matter. 

The CHAIRMAN said the directors were fally alive to that even- 
tuality, and that was the reason why they had gone in for "buses, 
but it must be remembered that the conditions of London and 
Cape Town differed greatly. There were heavy gradientes in Cape 
Town which made it difficult to run ‘buses, and there was no 
County Council to spend millions of money on the roads. Conse- 
quently motor- buses were not the same danger to the tramways in 
Cape Town as in London. | 

Мв. May said he realised this, but the buses would run on the 
roadway of the tramways. What he meant was that if ‘buses were 
to come in the company might as well run them themselves. 

The CHAIRMAN said that was the reason why they had started 
them, and so far they had no competition. Of course, competition 
might come, but at any rate they would be in a position to deal 
with it. | | | 

MR. WALKER asked if there was anything to report about the 
Sea Point Railway. | | 

The CHAIRMAN said it was in the same position as a competitor 
as before, but, as the conditions were more prosperous in Cape 
Town, they had attracted passengers who were content to pay 1d. 
more on the tramways. The railway had to run four or five years 
more under the present conditions, and then the Government would 
take it over. 

The report was gdopted, and, on the motion of MR. FULLER, the 
sum of 1,200 guineas was voted to the board as their remuneration 
for services during the past year. Last year £800 was voted. 


West India and Panama Telegraph Co., Ltd.—The 
report of the directors for the half-year ended June 30th states . 
(says the Times) that the revenue amounted to £46,718, against 
£47,318 for the corresponding half-year of 1911, and the expenses 
were £27,110, against £20,329, leaving a balance of £19,608, to 
which is added £1,559 interest on investments, and £2,018 brought 
forward, making a total of £33,185. The directors have placed 
£2,000 to reserve, and they propose to pay a dividend on the 
ordinary sharesof Is, 6d. per share, free of tax, leaving a balance 
to current half-year's account of £2,791. The traffic receipts show 
a deorease of £487, as compared with the corresponding period. 
The expenses of repairing cables, charged to revenue, amounted to 
£8,611, as compared with £6,897. This is exclusive of an expen- 
diture of £3,022, which has been charged to reserve, in respect of 
42 knots of new cable used in the repair and partial renewal of the 
Jamaica-Ponce and of the Jamaica-San Juan sections. 


Continental.—FRaNcE.—La Société des Ateliers de 
Constructions Electriques du Nord et de l'Est, of París, is increasing 
its capital from £1,000,000 to £2,000,000. 

Messrs. Dupont & Co. Société d'Eclairage Electrique des Auto- 
mobiles is the name of a new company which has lately been formed 
in Paris with a capital of £5,000. | | 


.Perth Electric Tramways, Ltd.—The directors have 
called extraordinary meetings for to-day to consider their proposals 
for the sale of the undertaking to the Government of Western 
Australia. It seems that the Government offer is £25,000 less than 
was asked by the company, but the company has had another full 
year's profits which exceed that amount. In their circular the 


‘directors state a number of reasons why sale to the Government is 


a desirable course to adopt, yielding. à handsome return to the 
investors. | 


Western Telegraph Co., Ltd,—The directors, after 
transferring £145,000 to the general reserve fund, £10,000 to the 
land aud buildings depreciation fund, and £15,000 to the provision 
on account of investment fluctuations, recommend a final dividend 
of 3s. per share, making with the previous distributions, a total 
dividend of 6 per cent. for the year to June 30th, anda bonus of 2s. 
per share. 


Cape Electric Tramways, Ltd.—The directors have 


declared a dividend of 5 per cent, free of income tax. 
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Singapore Electric Tramways, Ltd. 


SIR FRANK SWETTENHAM presided over an extraordinary meeting 
of the above company, held at 19, St. Swithin’s Lane, E.C., on 
Tuesday, for the consideration of the following resolution :—‘ That 
the capital of the company be reduced to £100,000, and ¢hat such 
reduction be effected by cancelling paid-up capital which has been 
lost, or is unrepresented by available assets, to the extent of 15s. 
per share on each of the 400,000 issued shares of £1 each of the 
company, and by reducing the nominal amount of each of the said 
shares to 58.“ 

The CHAIRMAN, in moving the resolution, said the board bad 
thought it advisable to call the meeting, because the principle of 
rednotion of capital had already been agreed on at a previous 
meeting. At the previous meeting it was decided that they should 
write off 128. 6d. a share, and they made that proposal because the 
manager had cabled that the valuation of the undertaking and 
plant was £125,000. When the valuation arrived in this country 
the board felt it necessary to question it, and they referred it back 
to the manager for details, with the result that the manager gave 
the reduction at £381,642. With that before them, the board felt 
it very advisable to make the shares 5s. inbtead of 7s. 6d. One 
shareholder had made a small objection, as he thought they were 
incurring further expense by making the further reduction, but 
that was not the case, because they had not done anything with the 
previous resolution, and therefore the expense, which in any case 
would be very small, would not be practically inoreased by this 
amended resolution. 


Мв. E. DAVIS seconded the resolution, and it was carried without 
discussion. 


Ferranti, Ltd. 


THE seventh annual general meeting was held on Thursday last 


week at Basildon House, E.C., Mr. A. W. Tait presiding. 

The CHAIRMAN, in moving the adoption of the report (see 
ELECTRICAL REVIEW, page 629), said that the profit for the year 
to June 30th, 1912, was £51,759, showing an increase of £2,865, and 
the net profit, after providing for general establishment charges, 
repairs and renewals, legal expenses, bad debts and directors’ and 
trustees’ fees, was £24,333, as compared with £22,045. During the 
five years from 1908 to 1912 the assets of the company had increased 
by £89,703, this increase being mainly represented by—increase in 
plant, machinery and tools, £21,916 ; expenditure on work in hand, 
£37,750; stocks and stores, £6,529; book debts, £26,650; and 
buildings, £4,135. The increase in the company’s liabilities during 
the same period was £41,610. He was sure that the shareholders 
would recognise that this was a very substantial improvement in 
the company's position. The results for the year under review 
were not only satisfactory in themselves, but were really better 
than they appeared, owing to the fact that during that period there 
was considerable labour unrest, which naturally affected the coet 
of production and the total output. They would remember that in 
the summer of 1911 they had the railway strike, followed by the 
dock strike, and at the beginning of this year they had the coal 
strike. Those troubles necessarily added to the oost of fuel and 
carriage, apart from the consequent disorganisation of business. 
Nevertheless, the company was able to show a record in 
output, as well as in profite, and the current year, so 
far as it һай one, was decidedly encouraging, and 
there was reason to believe that if there were no un- 
foreseen set-backs, the result should be at least as favourable. 
They would appreciate, however, that the expanding nature of the 
company's business had necessitated, and would necessitate for some 
time to come, the absorption of further working capital, and they 
would obeerve from the report that it was the intention of the 
directors to issue £50,000 five-year 6 per cent. notes, secured on 
£50,000 first mortgagedebentures. At the last annual meeting autho- 
rity was given for the increase of the borrowing powers, and negotia- 
tions were entered into with a view to placing the debenture stock, but 
it was found that, owing to the state of the market and the present 
unpopularity of electrical securities, it was impossible to place 
the issue, except at a very considerable sacrifice. The directors 
therefore consulted several of the parties largely interested in the 
company, and it was decided to obtain the necessary working 
capital required by the issue of five-year notes. The proceeds of 
the issue would be applied to redeeming the balance of the prior lien 
debentures, which stood at the figure of €16,100, and the redemp- 
tion of temporary loans, which amounted to £19,122, and the 
balance would be applied as further working capital for the com- 
pany. It was, however, a term of the issue that during the period 
of the notes, such profits as the company might make after 
payment of the interest and sinking funds on the first and 
second debentures, and the note issue, would be accumulated as 
reserve, and, therefore, available as further working capital for the 
company. It would, therefore, be seen that during this period the 
company would be unable to declare dividends on its shares. But, 
although this might be unpleasant news for the shareholders from 
the point of view of revenue, they should take into acoount the 
strengthening of the position of the company generally, in which 
they were so largely interested, and the consequent increase in the 
capital value of their security. They would observe from the 
accounts that at June 30th, 1912, the company had accumulated 
іп the form of depreciation reserves, a sum amounting to 447, 350, 
and if the company made the same comparative progress during the 
next five years, the position of the shareholders would have 
enormously improved. He hoped by that time they would be able 
to make arrangements which would compensate the preference 
shareholders for their long period of waiting, and to then commence 


and continue the payment of regular dividends. The company had 
in the past received every encouragement and support, not only 
from its shareholders, but also from its debenture-holders, because, 
as they were probably aware, under the terms of the trust 
deed, sinking funds for the redemption of the first and 
second debenture issues should have been in operation from the 
commencement of the new company’s operations, but as the money 
was required for the development of the company’s business, the 
debenture-holders had up to now agreed to the waiving of their 
rights in that connection. The directors now felt that the time had 
arrived when they were able to carry out that obligation, and, 
therefore, from the end of this year the sinking funds on these 
debenture stocks would be put into operation, and the gradual re- 
demption of stock by the application of these.funds would still 
further improve the position of the shareholder. With regard to 
the business generally, he said the various departments were in a 
flourishing, as well as an efficient, condition, Every department 
showed considerable progress during the year, and the expansion 
of the meter and switch business waa decidedly encouraging. With 
regard to the meter business, they had made arrangements for the 
efficient working of the Ferranti С.С, meter on the Continent, which 
would be of considerable advantage to the company, and their 
business in Cangda was not only a profitable one, but showed signs 
of healthy expansion, and their sales in other parts of the world 
were encouraging. The switch department was now 
standardised for the manufacture of all classes of switch- 
gear, and the orders which the company had received 
showed that the merit of the company’s work. was 
appreciated. They had during the year developed certain lines 
in cooking and heating apparatus which were likely to be valuable 
adjuncts to the company's business, That record of progress was 
a good and sufficient answer to the absorption of working capital 


which was taking place and the necessity for conservative measures 


if progress was to be maintained and increased. At the present 
time the company's works were employed to their fullest capacity, 
and it had been necessary to lay down extensions of certain depart- 
ments of the company's business to meet these requirements. He 
felt sure that the shareholders would appreciate the explanations 
which bad been given, and would approve the policy which the 
board had carried out and which they recommended should be con- 
tinued for some little time as the benefits would all accrue to their 
ultimate advantage. à 

Mr. J. M. HENDERSON seconded the motion. Gan 

MR. NALDER asked what possibility there was of paying a divi- 
dend in the near future, and the CHAIRMAN, in reply, said that the 
directors had considered the possibility of paying some interest to 
the shareholders, but if they wanted the business to progress they 
would have to wait a little longer, and then they would have an 
excellent paying business. 

The report was adopted. 


Cuba Submarine Telegraph Co., Ltd. 


THE directors report for the half-year ended June 30th last, 
states that the total receipts of the six months were £23,722, 
while the expenses amounted to 37,834, leaving £15,887, plus 
£7,656 brought forward, giving atotal of £23,543 to be dealt with. 
The sum of £2,000 has been placed to the reserve against loss on 
investmenta, £4,000 added to the reserve fund, which now stands 
at £92,000, and £2,000 to the pension fund. The dividend on the 
preference shares will absorb £3,000, and leave £12,543, out of 
which the directors recommend the payment of a dividend at the 
rate of 6 per cent. per annum on the ordinary shares, free of 
income-tax, the balance, £7,743, being carried forward. The 
cables continue in good working order. A scheme of pensions for 
the employés of the company has been prepared by the directors, 
which, subject to the sanction of the shareholders, they propose to 
carry into effect, and £2,000 has been reserved in the half-year’s 
account to establish the fund for this purpose. / 


Stock Exchange Notices.—Applications have been 
made to the Committee to appoint a special settling day in and to 
grant a quotation to :— | 

Brisbane Eleotric Tramways Investment Co., Ltd —Further issue of 15,000 
ordinary shares of £5 each, fully paid (Nos. 75,001 to 90,000 


Consolidated Cities Light, Power and Traction Ge ully-paid scrip fot 
$4,000,000 first lien 5 per cent. gold bonds. 


To appoint a special settling day in :— 


Compania de Electricidad de 1а Provincia de Buenos Ayres, Ltd.—Further 
issue о £150,000 6 per cent. first mortgage gold bonds of £90 each (Nos. 37,501 
to 45,000). 


And to allow the following securities to be quoted in the 
Official List :— ö 


London Electrio Supply Corporation, Lid. — Further issue of £100,000 4 per 
cene. first mortgage debenture stock, — 


The Committee have appointed special settling days as under :— 


Wednesday, November 6th.—Bolton (Thomas) & Sons, Ltd.—4800,000 5 per 
cent. first mortgage debentures of £100 each (Nos, 1 to 3,000) (registered). 

Bynthetic Products Co., Ltd.—80,830 cumulative rticipating preferred 
shares of £1 each, fully and partly (10s.) paid (Nos. 1 to 7 and 25,008 to 106,830). 

United River Plate Telephone Co., Ltd.—Further issue of 40,000 ordinary 
shares of £5 each, fully and partly (£2 10s.) paid (Nos. 280,001 to 270,000). 

Thursday, November 7th.—Bra»zilian Traction, Light and Power Oo., L$d.— 
1,008,614 shares of 8100 each, fully paid. 


And ordered the undermentioned securities to be quoted in the 


- Official List :— 


Bolton (Thomas) & Sons, Ltd.— £300,000 5 per cent. first mortgage debentures 
of £100 each (Nos. 1 to 8,000) (registered). 
55 Traction, Light and Power Co., Ltd.—1,008,614 shares of $100 each, 
y ° : 
Untied River Plate Telephone Co., Ltd.—Further issue of 40,000 ordinary 
shares of £5 each, £2 108. paid (Nos. 290,001 to 210,000). 
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Allgemeine Elektrizitäts Gesellschaft. 


THE directors of the A. E. G. state that, after deducting general 
expenses, taxes, depreciation, interest on loans and the cost 
(£53,000) of the last issue of bonus, the net profits earned exclusively 
from manufacturing amounted to £1,219,000 in the financial year 
ended with June 30th, 1912, as compared with £1,107,000 in the 
preceding year. At the general meeting on December 3rd it is 
proposed to recommend the payment of a dividend of 14 per cent. 
on share capital of £6,500,000, as contrasted with 14 per cent. on 
£&5,000,000, and 7 per cent. on £1,500,000 in 1910-11. Apart 
from the provision made for depreciation, according to the 
practice bitherto followed, it is intended to place £150,000 
to the reserve fund, which thus becomes increased to £3,250,000, 
or the equivalent of one-half of the share capital. The turn- 
over invoiced in tbe first two months in the new .financial 
year, and the orders on hand, show a considerable increase, as com- 
pared with the corresponding period in the previous year. The 
following table indicates the developments which have taken 
place in recent years :— 


| Amount Percentage Placed to 
Net profits. distributed. dividend. reserve fund. 
1906-7 £743,000 E600, 000 12 £50,000 
1907-8 een 796,000 600,000 12 50,000 
1908-9 819,000 650,000 13 63,000 ' 
1909-10 921,000 700,000. 14 100,000 
191011  ... 1,107,000 805,000 14 118,000 
1911-12 ... 1,219,000 910,000 14 150,000 


The directors, as in previous years, refrain from giving any 
intimation as to the amount of profits obtained from the financing 
side of the business, and, consequently, of the sums derived from 
this source to the strengthening of the internal reserves. It isnow 
proposed to make a fresh issue of £1,250,000 in ordinary shares, in 
order to maintain the "liquidity " of the company, The shares are 
expected to be offered at the price of 210 per cent, which will 
permit of a further allocation of about £1,250,000 to the reserve 
fund. - ' 


Monte Video Telephone Co., Ltd. 


THE annual ordinary meeting was held on October 23rd at Win- 
chester House, Е.О., Mr. Charles Lock presiding. 
The CHAIRMAN, in moving the adoption of the report (see 


ELECTRICAL REVIEW, page 629), said that the year under review 
gave them a gross revenue from subscriptions, rentals, and transfer. 


fees of £61,556, compared with £52,553 last year. The reason for 
that very considerable increase was that during the past year they 
had included the gross camp receipts because they had taken over 
that system as from the commencement of the year, whereas in the 
previous year they only took into the receipts the net amount 
reoeived from the then lessee. 'The working expenses with the 
larger number of subscribers, had naturally shown a fairly large 
increase, and they had also to meet exceptionally heavy expenditure 
in the shape of repairs to damage caused by storms, which, he was 
sorry to say, they were never quite free from in Monte Video. They 
had also had to expend a considerable sum in dealing with the 
repairs to the Camp system, which was taken over from the lessee 
towards the end of the last financial year. He believed, however, 
that the results from the Camp system would fully justify the 
expenditure they had incurred, as they were looking for an in- 
orease of business in that direction, and they would naturally get 
the profit which the lessee used to get. After meeting all those 
expenses, and the fees of the local board which appeared this year 
at the full amount for the first time, they had a balance of £25,911 
as net profit, as against £22,000 last year, an increase of about £3,000. 
In the special circumstances of the company the view of the board 
was that, although they had a eomewhut larger net revenue to deal 
with, they had better proceed on conservative and cautious lines. 
They might at some. fature date, and he would be very glad if it 
was in the near future, have to incur very considerable expenditure 
in installing an underground system, if and whenever they should 
be so fortunate as to secure the requisite concession from the 
Government authorising them to do so. They had not yet 
obtained that concession, although they were always working for 
it. If they obtained it, it would be ne to sorap a consider- 
able. amount of their overhead plant which had become obsolete. 
Under those circumstances, the board had thought it best that they 
should restrict their dividends to the same amount as they had 
paid on previous occasions, In order to deal with the 
possibility of "having to scrap their plant in tbe future, 
they proposed to apply a considerable portion of the 
revenue to the depreciation fund, and that fund had 


this year been increased by 215,000. They had also thought. 


it desirable to raise the reserve fund to the round figure of 
£60,000 by adding £1,500 to it this year. After those appropria- 
tions, they would be justified in paying 5 per cent. dividend on the 
preference shares, and б per cent. on the ordinary, as last year. 


Proceeding to deal with the figures in the balance sheet, the Chair- 


man said it would be noticed that real estate in Monte Video stood 
at & 2, 600 more than it did last year. The reason was that some 
of their exchanges: were getting overloaded with lines, and it was 
necessary to afford them some relief. After mature deliberation, 
they had decided to establish a new exchange, which he was 
glad to say was now practically ready for working. He 
could not conclude without again referring to the question 
of the concession they were trying to get for an underground 
installation, He was sorry to say that their position in that 
respect was very little changed from what it was last year. They 


engaged in it. 


were keeping their claims before the Government, but so far they 
had not met with the desired success, In the meantime, it might 
be considered that the delay that had occurred in dealing with thig 
matter had not been free from benefit to the company. During 
the years that had elapsed since they started to make their applica- 
tion, there had been considerable development in the telephone 
system. The automatic system was coming very much to the 
front, and it might be that if they had obtained the concession 
earlier, they would have installed the common battery system which 
was now in vogue in London. He was told that the autoinatic system 
was now being tried in this country, with a considerable 
measure of success, and in the opinion of many telephone experta, 
it was the coming system. If that was so, when they. obtained 
their concession, they would be able to install the most modern 
system known to the telephonic world. He must ayain remind 
them that the Government of Uruguay was still considering the 
question of establishing a telephone service of its own. He under- 
stood from advices received from Monte Video that His Excellency 
the President had recommended to the Government that 
they should adopt their own telephone service. No doubt 
before anything was done, the matter would have to be referred 
to the Government department there, which was similar to 
the British Board of Trade. Their representatives in Monte 
Video and the members of the local board were in constant 
communication with them in London on the matter, and 
they relied upon them to be alert to safeguard the company's 
interests. With regard to the propriety of the Government under- 
taking & business of this sort, opinions might differ, but it seemed 
to him that their company, with the very extensive knowledge 
which it had as to local requirements, and with the experienced 
officials and staff at its disposal, might, with far greater benefit to 
the community, be allowed to-continue its services, improved with 
modern appliances and an underground system, rather than that 
the Government should undertake the risk involved in starting an 
entirely new venture, It was quite unnecessary for the Govern- 
ment to go to that expense, particularly as they were quite 
willing, in any concession which they might ask for, to give 
the Government any reasonable powers of expropriation on fa ir 
terms of purchase. It seemed to him that an agreement 
between the company and the Government based on those lines 
would ensure all that the Government required, and would be 
much more for the benefit of the community, because it would not 
deter the influx of foreign capital into the country which it 
so badly needed for its development. He hoped the Government 
would see the matter in its proper light, and not try to enter, into 
competition with their company. 

Mr. J. G. LE MARCHANT seconded the motion, and the report 
was adopted. Е | | 


STOCKS AND SHARES. 


Tuesday Evening. 
THE financial position, rather than the political, continues to 
dominate the Stock Exchange, although the House still scans the 
Near Eastern horizon with a good deal of nervousness, not knowing 
how far the war may embroil nations other than those at present 
Money for settlement purposes this week. was very 
stiff, but plentiful enough, considering the circumstances. It is 
something of a relief for the Stock Exchange to be closed on the 
Friday in this week, though evidence of the uneasiness which 
abounds is displayed in the refusal of the Committee to extend the 


recess over the following half-day. 


Home Railway stocks are moving on irregular lines. The 
speculation in Metropolitan Consolidated has died down to some 


extent, and, in consequence, the fluctuations this week in the price 


have been less wide than usual. Lively interest was aroused by 
the announcement that the Metropolitan Company has advanced a 
good way in its negotiations for the acquisition of the Great 
Northern and City Railway, the company which for years past it 
was assumed the Great Northern Railway would eventually take 
over. : i 
The news, of course, explains the rise tbat has occurred. in the 
price of the Great Northern and City shares from 14 to 2, at which 
they now stand, and which is coneidered by authorities in the 
house to repreeent approximately the value of the shares, taking 
Metropolitans about 55. Some who peer into the future ask 
whether the move on the part of the Metropolitan may be the pre- 
cursor of another that shall bring this Company into closer alliance 
with one of its bigger brethren, but as to this time will show. The 
Central London trio of stocks is steady, notwithstanding the report 
that the pourparlers said to have been passing between the Two- 
penny Tube and one or two of the Jeading steam lines are now 


reported to have come to an abrupt conclusion. This induced a 


little selling at the end of last week, but since then prices have 
partially recovered, and on balance the Ordinary and Deferred are 
both 2 lower. Districts are remarkably quiet, and City & South 


Londons provide an exception to the prevailing depression by 


advancing 14 to 424 middle. | 
Endesvours are being made to spread the impression that a 


. powerful group is endeavouring to obtain control of the Metro- 


politan Electric Tramways Co., in order tolink it up with the London 
United and to enter into an agreement with the London County 
Council for the joint working of the line. That some scheme or 
other is in the air is probable enough, but it may be just as well not 
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to build too freely upon the expectation of the Tramways Combine . ! TE | 
following in the footeteps of those which brought the London ELECTRIC TRAMWAY AND RAILWAY 


General Omnibus Company under the same egis as that of the | TRAFFIC RETURNS.': 
Underground Electric Railways. and which caused such a sensational 


rise in the price of bus stock. Fuller particulars will be awaited 


with keen interest. and they should be available shortly. Under- Locality. 1 5 N i oot Total to date. miles 
ground Electric Railways shares and income bonde, after advancing ended. | fortnight. | wks. 7 ореп. 
a little, went back again. so that on balance the bonds are a point 

down at 87, the shares being unaltered at 3j. while the 1s. shares 4 4 4 


eased off to 128. So far as the London United Preference are con- | 
cerned, the price shows а fall of і. British Electric Tractions are Aberdeen .. . Oct. 23 | 2,799 . 2031 | 83,454 | + 


still a weak market, the Deferred having gone back to 6, and the Binasinah Qo. " 19 21,290 HEU 2} аен $96,898 

7 per cent. Preferred to 383. 1 5 ow т 2 + n 309 86,770 + Rd 

There is practically nothing of fresh interest to report in the ackpoo : " + 5 , + 6,583 

section for English Electricity Supply shares. St. James’ gained Blackpool-Fleetw'd К 2 sd H п 10. 50.85 P 1.71 

bs. on top of their previous rise of twice that amount. and Chelsea Bin s: Sar ven d 19 пы + “з 2855 m 100 
1 ton ee ee [1] [] — — k; 

shed 28. 6d., but apart from these there is no movement at all. веры "| „ 2 [imas 132,906 8,54 724.856 


Holders do not care to part with shares. in view of the prospects of 
the companies; and buyers are as little eager to pick up shares Brit. Eleo, Trac. со i 

as in most of the otber markets round the Stock Exchange. Airdrie .. ae) 0% 
Already clients and members alike are casting their prophesies Barrow c „ 18| 697 
forward to Christmas ; and it is urged that, with the festival less Devonport р 4c, 7 079 


Amazon Telegraphs are better, and West India and Panama 
Ordinary rose і on the declaration of an interim dividend of 1s. 6d. 


+ 
+ 
+ 
1, + i 
than two months away, he need be a confirmed optimist who „„ cm атт. roe ae ы 
thinks of material increase of business between now and then. Greenock..  ..| 18 | 1,681 |+ 184 | „ | 84,280 l+ 
In the Telegraph market, the firmness of Marconi's deserves Kidderminster .. » 18 909 14+ 19| „ 5,1% |+ 
notice. The appointment of a Committee in the House of Commons a пед e| n 18 28 |+ 25) , 1,209 |+ 475 
has done a lot to quiet a certain amount of nervousness which BU tis zt Ace ed ae onm а 
) 9 à ) sn С Metropolitan ..{ , 18 | 16,828 |— 551 „ | 870,193 |— 1,988 
worried the market earlier this month: and, in addition to this, Мааса К H s E + 2 s ELT — 818 
; оїп m’tee + ‚710 |+ 
another factor has been a good deal of closing on behalf of bears. ^ Oldham Adhton " 18| 1967|+ 62 E 26.707 |+ 
Canadians, Spanish and Americans hardened up a little, in Peterborough ..| " 18 263 . 18 „ 5,887 |+ 
sympathy with the parent shares: and the market does not Potteries.. . „ 18 | 4,919 |— 38 , | 80,164 |— 
look bad, although it must be noticed that each rally brings in a сат. e e| » 18) 134|+ 10% « | 10954 + 
. uthport „ 18 357 , 12 „ | 12,884 |— 
few shares, and on the week there is no change. As may be 8. Metropolitan. „ 18 1,678 [+ 60 „ | B598 — 
supposed, sundry private- circulation prospectuses are going round Bwansea .. .. | „ 18 | 9,341 |+ 88] „ | 48,596 |+ 
the City, with details of various wireless inventions which will, 8 ‚ +] » 18| 885 1+ 85| „ | 10,729 — 
| < eston-s-Mare .. „ 18 127 T 1| a i — 
according to the statements made, completely oust Marconi from Ww xs 
. : {Worcester T » 18 507 T 19 „ 12,577 
the present field, but it is hardly necessary to say that the price of шып — ae 15 es + 2 й Pipes: + 
e 1 2 5 * ч ог . ool. 86, е + 5,586 + 
Marconi shares is not influenced by such competitors, Miscellaneous .. 1" 18 445 1 8 „ 9.857 la 


г share. Direct Spanish Ordinary have again improved, andethe Burnley .. „ 20 2989|+ 278|.. T 
Pre ference also rose і. The company seems to be doing very well, Burton on гар othe Ae 77 en * + 9 E d 
and certainly there are not many shares in the market to satisfy Cardi ff „ 96 | 4,733 |+ 191 | 90 | 74,053 |— 
the steady demand. Anglo-Americans are a little lower, and the Chatham and Dist. M DEI каш Пан» 
Eastern group marks time; Western Telegraphs eased off a shade, Croydon n. . | 18 8540 — 14189 | 58478 — 
and falls of уу took place in Oriental Telephones and Monte Video Darlington. „ 19| 229 « 112 99 | 6557 |+ 
Telephones. National Telephone Deferred is a quieter market, and 1 œ ejf » is 165 + Ве 80 Paol + 
on balance the quotation is 2} down. Reuters have come into some Dupin. 4 Т „ 95 | 11,015 I 163 | .. -| 100,611 |— 
prominence in consequence of the war, and the price keeps steady East Ham ..  ..| „ 26| 8,108 |+ 14 | 80 | 32,881 |— 
at 114. The Stock Exchange amuses itself with yarns of how Eeer oe Е seo PN 
simultaneous cables are continually arriving at the offices of the Hastings „% те RNI n 
great newspaper agency giving diametrically opposite information Hull. „le 96| 6,01 д9 | BO | 88.829 |+ 
as to the result of the various engagements. Krosna „ ej y zi 18 & 3,386 |— 

The Latin-Canadian group has its fortitude rather severely tried кйш, | ” B9 + 18123 30677 — 
by steady liquidation in certain of fts stocks and shares. The news Lancashire United | |, 9,782 |+ 151 | 48 | 68,193 |— 
from Mexico has been much more comforting this week, and гет e ej » 15,829 |+ 406 235,848 |+ 7,423 
Mexico Trams recovered a point, though Mexican Light and Power rhe „ КЬ 126 и 293 аа H 5 
fell 2. Both companies’ prior charge issues have given way. Live ae oe 94,903 965 | 419 | 502,818 4 91,476 
Montereys are down 2. Vera Cruz fails to recover from its earlier pan v „ Г 5,870 1,206,657 —70, 465 
weakness. Rio Trams and Sao Paulo Trams have been marked отсан Е NE. 353 е 3 ns CANIS 
down 10 points each. Montreal Light. Heat and Power shed 5. and Manchester ку | 772 | 80 | 606,276 |+16,995 
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Shawinigans are 2 lower, the company's Bonds both showing 8 „ |o 1 

declines. Anglo-Argentine Tramways 4 per cent. Debenture was One oe ee] ee 

pressed for sale, and a loss of 1j is the result; while Calcuttas Pontypridd.. .. 26 

dropped à upon further consideration of the report. La Plata  Portsmoutb..  .. % 

Trams are 1 higher, and in some quarters are talked better, though, Rotherham. 98 

of course, they are a very speculative investment. Balford so e 28 
Manufacturing shares afford some indication of the manner in слева „ ej n A аса 
which investments have been realised through force of circum- речо зр Д "i ^81 1282 

stances. Henleys are } down, and the Preference lost pg. India- South Shields  .. 26 

Rubbers have gone back another 10s. On the other hand, there es sej] ^n 2 

are rises in British Aluminium Ordinary and British Westinghouse Wal 26 
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Prior Lien stock; while Dick, Kerr Preference at i are R better, West Ham в» ii; 4 997 875 78.057 |— 2,983 
the handsome yield apparently attracting purchases. The Rubber Wolverhampton. |, 2,100 175 80,647 | + 


market is dull and uninteresting. Prices have a sagging tendency, 


and it is argued that there is nothing in the present situation to Оер. London Riy... | „ 10,979 |+ ЕЗ6 | 17 | 79,207 |+ 2,097 
enoourage buying until the price of the raw stuff exhibits signs Ону & 8. Lon, HE. 462 |— 465 | 17 | 49,296 |— 8,716 

Dublin-Lucan Rly. 5 947 |+ 1117 2.681 |— 
of advance. G.N.and City Bly, | 8038 |— 45|17 | 93,408 |— 96 
L'pool Overh'd Riy. | „ 8,186 |+ 298 98,215 |+ 9,945 

udno-Ool, Bay á 885 |+ 70 | 47:5 | 15,488 |+ 
Lond. lee. Ry. Oo. к 98,885 |+ 465 | .. | 214,460 |+ 6,160 
Railway ..|° „ 4895 |+ 448 | 17 | 85.651 |+ 8,776 
Me tan Rly... а 84421 |+ 897 | 17 | 585.827 |+ 6,268 
reta us 108,240 19.212 2,140 264 100.112 

е re + L] + *, 
City Electric Light Co., Ltd., Brisbane.— The report осло ‚.__ „. | Вере. 


of this company for the half-year ended July 31st, 1912, presented Brig se „ Sept. 99,700 | 4 1,060 е 181,094 |— 
at the meeting held at Bristane on September 17th, stated that bri. Columbia Rly. x ей : : 
after making additions to the reserve fund, dividend equalisation alen Ос, 76 8,17 |+ 66) .. e. 
f d f hi d h : ki f d id ti f d Cape Electric T.Ld, А e ee |> 
und, franchise and purchase sinking fund, accident insurance fun §Kalgoorlie, W.A... | Sept. | 3.281 9 | 28,1% 
and renewal, replacement and contingencies account, there remained Maire OB se „„ ut M s 
a credit balance of £6,858, which, with the balance brought forward: ° 8,500 
from last half-year, made £9,274 to be disposed of. The directors Montevideo ys РЕ 3555 re u pio Ire 
— * eae Ge * ee [] е 
recommended that а dividend be paid of 3 per cent. on the preference 
shares, and 6} per cent. on the 1ully-paid ordinary shares, and of 61 
per cent. оп the contributing tharee, the payment thereof, together 
with the dividend duty, absorbing £7,329, leaving a balance of 
£1,945 to be carried forward. Reference is made to the 
excellent work of the staff, which again contributed to the resulte 
obtained. It is pleasing to note that the co-operative principle е 
of issuing shares to its employés, which the company introduced Compared with the corresponding period of 1911, + One week only, 
some years ago, has been continuously satisfactory." { Includes borse, steam and other receipt, § One month, 
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SHARE LIST OF ELECTRICAL COMPANIES, 


ышна ELECTRICITY SUPPLY AND POWER e 


| 
!! 


— Á QM HÀ ÍÓ PM 


$7 : Closing Rise Present | Btock | Closing Rise | Present 
КАМИ, Dividend Quotations | + or| Yield NAMB, | or Dividends Quotations | + ог Yield 
Share. Oct. 29th. Fall p. o | Share. Oct. 29th. | Fall] p. o. 
*  |1911. 1912. ав. а, | | * 1911. 1912. & в. d. 
Bournemouth & Poole, yes 10 59 5t | 95— 10; 5 4 9 | Kensington & Knightsbridge, Ord | 5 9 | 9| 7— 8 5 12 6 

Do, 44 % Pret... 10 4 44| 81— 93 | 412 4 | Do, 4% Deb. Stock 4 | 4 | 90 — 98 4 60 

Do. Becond 6 96 Pref, ' 10 6 6 10 — 104 | | 514 8 Kent Elec. Power, " 96 Deb... Stock 4 44 78 — 83 5 9 9 

Do, 44 % Deb. Stock. „Stock 4 44 | 98 —100 410 0 || London Electric, Ord, .. TE 8 QN 18— 2 810 8 
E rupe e ne Ord.. 5 10 | 9: | 9— 94 5.5 3 Do. Pref. . T 5 6 6 44— bi 614 8 

g me Pref. .. | б 7 7 84— 9 317 9 | Do. First Mort, Deb, „Stock 4 4 50 — 98 4 А. 0 

contra! Вос "Gane T 10 | 4 | 4 | 97—10 10 0 морал т. $m Ж. ЖИЗ at а 4 41 4 
Charing gg West End & City b 5 Et | 4i— 58 413 0 Do, ¢ First Mort. Deb. Stock 4 | 99 —102 4 8 8 
А Pe уа . Pref... | b 44 44 1— 4$ | [414 9 | 1 Mort. Deb. à; | Stock | 86 — 88 3 19 7 

Do. ty ө Gam Piot | 5 aia|4— 4 | в 0 0 | idland 5 100 4| 4| v53— 99) . |410 6 

Do. Do. 4% Deb... 100 | 4 1 94 — 96 а 4 3 4 | Newoastle-on-Tyne 6 % Pref., 21 n 5 i 4 11 6 2 7 
Chelsea, Ord. — F * „ „ MELLE 11 „* " NEL XI / | | 

А eb. ee .. | Btoc 4 44 | 98 —101 гё | | ort 48 55 tan Power Bu | Р 
City of London, a. 10 8 | 6+| 16—18 | 490 4 Mortgages (Re 5]| 10 | 6 | 6 | 983—1013zà | € 38 

Do, 6% Deb. Stock 5 | 6 | 118 —122 42 0 Pret. 

Do, 44 Y Second Deb, 100 44 | 44 | 99 —102 |4 8 8 || Oxford b 71 6t|-6— 64 .. |611 8 
om 6 o C de MONA 10 6 4} 114— 119 5 2 2 || Bt. James’ and Pall Mall, Ord, 5 10 | 10} 94— 104 +2/417 7 

Pref, | 10 | 6 | 6 | 118—124 419 0 || Do. 7% Pref. .. .. УБА 0 Ш = e 1416 7 

Do. Deb. | Stock | 4 44 | 106 —108 48 4 Do. 96 Deb. .| 100 84 | Bà 85 — ЕЗ 3 19 7 

ү Весопа Deb. Stock d | Hi 100 —108 |4 в 8 || Smithfield Markets, Ord, 5 | "T 18— 1 в. № 
06 5. 8, Ord. e ee Se К H | Nil Bouth London, Ord. T as & L8. 1 8 — 514 0 

Do. 6 % Cum. Pret, 55 b Nil Nil Bà | | Nil || Do. 6% First Mort. Deb. .. | 100 | 6 | 5 | 98 —101 419 0 

Do, 44 % First Mort. Deb. Уа 100 | 43 43 84 — 87 | 5 8 6 South Metropolitan, 7 % Pref... | 1 7 7 làó— 1 5 12 
Folkestone .. өз am | 5 6 6 48— 53 5 17 1 Do. 44 % First Deb. Stock 100 | 44 | 4 | 06 — 99 411 0 

Do, 6% Cum. Pref. .. еи ЕЮ 49— bà 4 17 7 || Urban, Ord.. 2 sp Ж ҮЕ ОИ [И $13 ET 

Do. 44 % First Deb. .. 100 44 43 92 — 95 414 9 Do. 5 95 Cum. Pret, .. is b 2 1 28— 8% as 
Hove .. а e * б 9 R1 7ü— "i xd) 514 3 Do. 44 % First Mort. Deb... | 100 44 | 4à | 84j— 883 5 1 8 

| Westminster, Ord, ee 5 10 917 8 94 581 
| Do. 44% Gum. Prei. 6 | 4| @| 42- 5i [4 69 
| I y 
| 
| | 
| 
| | | 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
Adelaide, 6 % Pret æ. we 6 | 6 | 6 51— .. |6 4 4 || Monterey Rly. Light & Power E ЕЕ 
Calcutta, $4. Lee. each Elaja. | Т— 71 — 35 13 4 I Mon.Deb]| 100 | 6 | 6 es — 8 2510.8 

Do. 5 6-25 T vs 6 6 б 4 - ў .. |416 5 || Montreal, Lt., H. апа Power .. | $100 | 8 9+ | 238 —288 —5 3 7 8 
Calgary Power, 1st Mort. Ваз, 100 5 b 924— 94 —1 |6 5 9 || Northern, Lt. Powerand ol: | $500 | 6 | ба| 89 — 42 
Canadian Ооп. | ‚ Com, ee | $100 | 7 | 7 | 115 - 119 —1 |617 8 5 % 1st Mort. Bonds "n a 

Do. 1% oe T -- | $100 | 7 Т | 118 —122 .. |614 9 || River Plate, Ord. .. . | Btook | 10 | .. | 240 —250 . |4 0 0 
Cordoba Lt. Power and T., Ora. 1 8 i— .. {8 0 0 Do. 6 on-Cum. Pref. .. | Do. 6 6 | 109 —114 .. |6 5 8 
ELT aoe АСИК 100 5 5 t4 — 97 . |56 8 1 zu Oo Motel dd , .. | Do. b 5 | 102 —104 . |4162 

eo, Lt. and P. о а — | y. Elec. Co., Mon = 
Elec, Suppl Victoria s zm - i - ке i ets Bh wd! Mort T d ed " s n p d 2 к : 

eo, Bupply awinigan Water —145 xd | — 
rt. Deb j| 100 | 6 | & e — e [516 8| 50. % Con. iet Hort. Bonds | $500 | 6 6 100 —108 | —1 412 9 
sis diee TY E pd v i pd i 15 "| Toronto Smer, à реб b 5 de. d d № = юна — is 
rlie Elec. P. " . — T era Crus Lt. and T. 

Do, 69% Pret. t's | 6 | X- dia e 14 6 ' isi Mert. Pet]! 10 | 5 | 8 | 93 — 96 epe a 
Kaministiquia Power, 596 d. Вв, $500 | 6 6 | 104 —1 .. |414 4 || Victoria Falls Power, Pref. 1 IId. 178d.“ 11— 1 oe T 
Madras, Ord. 6 | Nil] .. || li— 3 T T West ко Power and Lt., ) 100 | 6 | 6 | 103 —105 5148 
Meen ELLO Sa eiaa PP PU Е zii Н * " 

e . ° е eo —À ee 
Mexican Lt. & Power оп |$100 | 4 | 4t | 83— 86xd 2 |418 0 

Do. 14 U Bort. 6 ws .. | $100 7 7 |102—105xd| —1 |618 4 

Do. 6% lst Mort. Gold Вав, ee b 6 — 954 ‚|56 4 9 

TELEGRAPH AND TELEPHONE COMPANIES. 
— — — — — — me — — PE — ——— — — — — ——n 
Amazon Telegraph on 10 4 22 15— 83 | +3 | 418 6 || Monte Video Telephone, ate 1 6 T 1— 1j — 5/5183 0 

Do. 6% Deb. Red. Stock! 6 | 6 | 06—98 .. |5 2 0 | Do. 5 % Pref. + її Б | Е — n 5 6 В 
American Telep. aer “ Сар, 8100 8 B+ | 1454—1474 | .. |5 8 6 || National elephone Def. Btock | 6 |.. | 154 —156 — 23 ee 

Do, Collat. Trust A . ($1000 | 4 4 934— 954 . |4 89 || New York Telep., 4495 Gen. A 100 44 44 100 —101 e 49 I 
Anglo-American Telegraph Btock | В 8 67 — t ха. | 4 7 O0 || Oriental Telep. and Elec, 1 1 B li. 114— 14 — |4 8 2 

Do. 6% Pref. .. + | Do. | 6 | 6 | 110}—111}xd)— 4/6 77) Do, 6% Cum. Frei. 11616 | 14— 1% |418 5 
me — * ^" ‚| Do. | 80/-| .. | 258— 2 — 5 16 0 | UE 4 d ned. Deb, т< Btock | 4 4| 88 — 90 $5490 

0- rtuguese el, | | ey || Pacific and European Tel., 4 | | 
Kec | Be 10 | 5 | 5 | 102 104 4 16 2 an M 502 Do, | 4 4 | 98 100 „ i4 Oe 
n | b 7 8 78— 73 .. |4 811 || Reuter's 10 10 | 10+ 103— ligxd| . 816 2 
pat 1 Cable, Stig. 4% Deb. X | oos - 4 | 81 — 88 —1 i p 8 || De acm Cables "Trust .. | Cert. | 6 6 |126 —129 xd| .. |418 0 
a Telegraph .. e T 94— 10 T 514 8 || Telephone ‚ of Egypt, 4 
Pret, . 10 |10 | 10 Tm D s. | OG Bell , Bob. кы | | 44 | 44 993—104 [49.5 
Direct Bpanish Telegraph, Ord. 6 | 4 |4 BÀ— 4 41500 | United River Plate 3 5 .. Tu Tha 5 4 1 
Do. 10 % Cum. Pref. .. e 5 10 10 61 — it +21618 0 Do. 5% Cum. Pref, .. 5 6 5 53- d 4 811 
Direct U D c owe n + = 5 4 — 7%. Looe |$ 9 0 VAM Coast or EIN T | 24| 9|... 144— 138 818 5 
t W. e | | — | | о. 4 % Debs 1 to 1,500 
Direc ble, B. 4 | 4 98—100 |410 0 TA Des Id peoi) 100 | 4 | 4 | 96— 99 „ |4 010 
Eastern bi o. Pre. Btoo Orde sical dus 7 7+ | 129 —182 xd | 5 6 1 | West India and Panama Teleg, 10 1. 34— 84 +3 $5 
Do. Do, 84 | 84 | 71 — 79 xd | 181 Do. 6% Cum. Ist Pref. 10 6 6 108— 114 ar 5 710 
А 4 Mort. Beb. ee А 0, 1 4 994— 1014 | 81810 | Do, 6% Cum, and Pref, 10 6 6 9i— 103 oe | 027 79 
Hastern Extension T ee 10 7 11 121— 183 xd 16 5 8 Do. 6 % Debs... 100 5 5 101 —108 > 417 1 
Do. 4% Deb. „Stock 4 4 | 99 —101 |819 3 || Western 8 Lid. 10 7 Tt | 18i— 18 — 3 5 110 
Bast and 8. Africa Tel. 4 Ф 25 4 4 98 —101 319 3 Do. 4% Deb. . | Stock | 4 | 4 | 9643—08 14418 
Mt. Db. Mauritius gu Western Union 44 % 4, Fdg. Bonds | $1000 44 44 | 98$—1613 xd 488 
Globe Telegraph and Trust 10 6 6¢| 13— 13 |.. 5 1 1 ” 
Do, 6% Pref, .. T 10 6 6 191— 18$ I xao [4 ey, 
Great Northern Telegraph es — 13 18 28 — 20 | pe Ge 2] 
o-Huropean Те a se 13 T 574— 59; „ |5 9 8 | 
Mackay Companies — T 100 5 5 86 — y ыз s 12 4 

Do. 4% Cum, Pref, 619100164 | 4| 69—73 „ |5 9 7 
Marconi's Wireless Telegraph ^A AE 5— 6$ | .. |818 2 

Do. 196 Cum. Partic. Pref. 1 417.1». | 4g— 48 os | 814 0 | 

| 


— 


* Unless otherwise stated, all shares a are y fully i paid, 


a Paid in deferred interest warrants. 


Interim Dividend, 


Continued om next рабе, 


t 8s. in Funded Dividend Certa 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued.) 
ELECTRIC RAILWAYS AND TRAMWAYS.—HONE, 


' Stock Closing Rise | Present Stock Closing Present 
NAME, or |Dividends| Quotations | + or Yield НАМЕ, от |Dividends| Quotations Yield 
Share. Oct. 29th. | Fall] p. o. Share. Oot. 29th. p.c. 
Bath Pret, Ord 1 Nl Nil i ay 1 Шап Bail way бошо... 0 45 y 521— 58} $10 
e @ ee ee Ni) 11 ee озгоро ое 1 "m 
Do. 59,6 f. ee ee ee 1 6 5 = ў ee 6 8 1 ee 100 2 231 68 — 65 4 4 1 
Do 44 „ Deb. ee ee e 100 44 43 — 81 ee 6 11 1 Do Peb- ee ee ee 100 87 — 89 81611 

Brit. Elec. Trao., 6% Pref. ..| 100 | .. | .. | 114— 133 = oe Do. Pref... ..  ..| 100 84 — 86 41565 
Do. Do. Deferred ..| 100 | .. | .. 5 — —1 КЕ Do. Con. Pref...  .. 84 — 86 416 
Do. Do. 696 Cum.Pr'f. | 100 6 | 6 89 — 99 .. 1610 5 || Metropolitan District Ord, .. | 100 | Nil | Nil | 881— 882 Nil 
Do. 1 Non-Cum. Pr'f. 100 ee ee 87 — 40 —1 ee Do. 6 b. eo ee ee 6 6 141 —143 4 4 0 
Do. 5% Perp. Ded. | 100 5 6 | 80 — 94 1565 Do. 4% Deb .. .. «| 10 | 4 | 4 | 94—96 434 
Do. 4h % % 9nd Deb.  .. | 100 44 | 4 79 — 88 - |5 723 Do. 4% Prior Lien .. ..| 100 4 4 99 —101: 819 8 

Central London Railway, Ord. | 100 8 8 72 — 74 —2 |4 11 Do. First Pref. .. ec 100 s 88 — 91 419 0 
Do, Pret, e» e 100 4 | 4 | 83 — 5 . |414 2 Do. өем... ..  ..| 100 75 — 77 411 0 
Do. Def. x) ee ee ee 100 9 ee 71 — 73 в: 9 14 10 Metropo tan Bleo. Trams, е 1 6 b 1 13 xd 4 16 0 
Do. 4% Deb... .. 100 | 4 | 4 | 100 —102 .. |818 6 BODAS Ga з ows 1 |м |... — i Nil 

City South London, Ord. ..| 100 18 1! 42 — 43 +15 13 4 0 Do 69% Pref. .. .. oe 6 | Б - a 510 6 
Do. Pref., 1801 ee ee 100 5 6 107 —109 ее 4 11 9 Do. 4 Deb. ee ee ee 100 4$ 43 — 97 4 12 9 
Do. 1800. 100 5 | 5 | 105 —107 .. |418 6 Do. 6% Deb. .. .. ..|10 | б 596 — 99 510 
Do. Do. 1901 ee eo 100 б b 105 —107 ee 4 18 6 Potteries, Ord. ee ee ee 84 we жЕ " 22 
Do. ро: 1908 0 0 ee 100 6 5 104 —106 oe 4 14 4 Do. b Pref. ee ee ee 1 6 b 6 19 0 
Do. 4% Deb. 100 | 4 | 4 | 99 —101 . |819 8 Do. 43 % Deb... .. 110 | 4| 4 — 90 600 

Dublin United PA Pref. 10 6 6 12 — 18 .. |412 4 || South Metro. Trams, 6 % Pref. 6 |... mn JA 718 

Great Northern & City, Pr’f, Ord 10 | Nil | Nil 2 23 ex Nil Do. 4% Deb. 100 & 4 70 — 5 6 8 

Hasen ства Dani, 6% МЕ 1 6 | 6+ 45 — rd. |8 6 8 Underground Bleo. Railways 10 | .. |... 8)— 4 Nil 

Ay % De 100 44 — 74 ee 6 1 7 1/- ee ee 4% — 1 0 

Isle FL. E A Traoi, 5% Pref. 6 | 298 21— 22 . | 411 0 4 Bonds 6... | 100 99 —10 491 

0 4 Deb. ee 100 4 4 77 — 82 ae 417 7 ро. 6 Income ee Ord. 100 1 86 — 88 ae 

Lancashire United 5 % Deb. ..| 100 6 б 81 — 88 16 0 6 | Yorkshire (West Bip, On : 5 [N E Km si il 

London Elec. Railw'ye,4 Deb. | 100 | 4 | 4 | 9% — 97 1426 А „ „„ И Loss 490 

London United Trams,6% Pref. | 10 | Nil| .. 53— ER |—1 58 Do. 49% Deb... <. ..| 100 44 | 4% | 79 — 83 6 86 
Do. 4 96 Deb. [EJ өө ee 100 4 4 713 — 76 eo 5 b 8 

ELECTRICAL RAILWAYS AND TRANWATS.—COLONIAL AND FOREIGN. 

Anglo-Arg, Trams, 1st Pref, .. 5 54 | kz 41— 5} 5 7 4 || La Plata Elec. Trms, Ord, аа! | a av 4: 2 +% „ 
Do. 9ndPref. fn. 5 | 5&| ti| 4 5 5 8 6 Do. Pret, с 1|6|..| H- 1 e {600 
Do. 49% Deb. .. .. of | 100 | 4| 4 | 914— 93) iz 4 5 7 | Lisbon Elec. Trams, Ord. .. 1/6 „ lf lf 411 5 
Do, 5 Deb... .. «| 100 | 4| 4| 99 —101 ss eae | 00, 695 Pret. ch as! | 1 22 6 | 6 | 1— 1 se | 416 0 
Do. Deb, . ..| 100 | 6 | 65 | 99 —101 e |419 0 Do. 5% Deb. .. 100 | 6 5 | 93 — 97 — 5 81 

Auckland Trams, ö % Deb. 100 | б | 6 1034—1054 414 9 || Madras Elec. Tr. (1904), Deb. 100 | 5 | 6 | 100—102 1418 0 

Bombay Elec. B. & Trams, Pref, | 10 6 6 114— 12 5 0 0 | Manaos Trams & Lt., Ist Deb. . 100 5 5 91 — 94 —1 6 0 6 
Do. 44% Ded... 100 4 44) 98 —100 410 0 | Manila Elec. R. and Lig., Bonds | $1000 | Б | б | 1004—1024 e [14H 7 
Do. 596 9nd Deb, .. ..| 100 | Б | б 98 —100 5 0 0 || Mexico Trams Com. ..|$100| 7 | 7+ | 118 —IIT Kd +1 |519 8 

Brisbane Trams Invt., ом, sel ie 8 Ms 1— 72 5 8 8 || Do. Gen. Con. 6 % Bonds * * 5 6 922— 913 —2 5 610 
Do. 5% Pref... . el 5 178 5| 5-— bà |418 0 | Do. 69$ Bonds.. ..| 100 | 6 | 6 | 961— 994 —2 |607 
Do. 44% Deb. ..| 100 43 44 1004—1034 |4 7 0 || Para Elec. Rlys. & Lit., Ord, ie Б |10 | 10t| 75&— Tis .. [613 5. 

B. Columbia Elec. Rly. A Def, .. | 100 - .. | 142 —147 . |5 810 || Do, 6% Pref. .. m b 6 6 5 — 6 oo ASB. 
Do. Pref. Ord. .. . | 100 | 6 | 6 | 1154—11% | +4/5 0 6 Do. 6 & Ist Deb. ‚| 100 | Б | Б | 99 —101 —14 |4190 
Do. 596 Pref. .. | 100 | 6 | Б | 1044-1078 | .. |418 о || Perth 8 err. Ота, . 90 1 5 51 1g— 18 S | 136 4 
Do, 4 2 Mort. Deb. 40 4 4 98 —101 xd | l4 9 1 Do. Ist. | 100 | 6 | 5 | 99 —102 .. |418 0 
Do. Vancouver Deb. .. 100 4 d 108 —105 | T | 469 W l. Tr. уч 29 1 Pret. | Б 6 6 52 „ 1904 
Do. 44 % Соп. Deb. 100 44 44 101 —108 42 6 Do. 44 % lst Deb. „| 100 | 4 4 97 — 99 э |41 0 

Calcutta Trams, Ord. ..  .. 6 7 51 6 — 64 xd |5 7 8 || Rio de Janeiro Trams .. . | $100 | 5 bt | 145 —155 —10|8 4 6 
Do. 59$ Pref. .. “a - 5 Б | Б 44— bA | 416 5 Do. lst Mort. 5 % Bond | 6 5 1 1024 (41 
Do, 44 „ Deb. а ea) ШШ 2 44 | 99 —102 48 8 Do, 5 % Mort. Bonds .| 100 | Б | B | 954— 97% se 5 217 

Cape Electric Trams 1 2 T H— } - Bao Paulo Tram, Lt. and P, | $100 | 10 | 10+ | 255 —265 —10 315 6 

City Buenos Aires Trams (1904) Б Б Б! b4— 5 4 611 Do. 6 9% 18% Deb. : ..| $500 | Б 5 | 102—104 414 4 
Do. 4% Deb. 100 | Б | 6 | 99 —102 418 0 || Bingapore Trams, 595 Deb. ... | 100 | 6 | Б | 82 — 85 SQ 015118 

Colombo fleo; Tr. & Lt., ö M Deb. 100 | Б | Б | 95 — 99 5 1 0 | Southern El. Tr. B. A., 695 Deb. | 100 | 5 | 6 | 96 — 98 SQ [620 

Havana Elec. Riy., 6 % Bonds $1000 | Б 5 | 99 —108 417 1 || Un, Elec, Trams Monte Video.. | б | 7 e 58— . 514 3 

Kalgoorlie Elec. Trams. ee % [МП ai — % Nil | Do. 6% Pref. .. T «| -6 | 6 T 5 — S (8 91 
Do. 5 % A Deb, om ‘eat 120] 8 |] B. | BO aD ,. |610 0 Do, 5 % Ist Deb. i 100 | 6 | Б | 101 —104 S | 416 2 
Do. 6 % B Deb, e 100 6 | З | 85 — 48 .. || Winnipeg Elec. Riy., 44 % Deb, | 100 4 4à| 101 —108 e [615 

| | | 
| | | | 
MANUFACTURING COMPANIES. 
Aron, Ота...  .. | 1 B i. $e 4 | |B 0 0 || Crompton & oo... 8 | Nil i— È а Nil 
0. 6 o6 Pref. . * * . | 1 6 6 | 14— + 7 7 В | Do. Deb,.. IE ee * „ 100 5 56 — 66 — * 7 11 6 

Babcock & Wilcox | 1 | 38 |14 | 8 — 3i xd fx | 4 6 2 || Dick, Kerr .. T T ec | 1 5 | Nil ^— HW" we es 
Do, Pref. N | 1 6 6 | 12,—1&2ха| .. |81610 | Do, Pref. ДА T T4 1 6 | 6 li- xd] +25 6 8 0 
British Aluminium, Ord. | 1 ||... | S&— 48 +, 70 Do. Deb.. ..| 100 44 | 44 | 97 —100 „ [4100 
Do, 6 % Cum. Pref, e» | 1 Nil B— 1 P бё | Edison & Bwan, A, | £9 paid ee | 5 N ee 4 es Ni! 
Do. 5 & Prior Lien Debs. . 100 6 5 92 — 95 1 15 5 2 || Do. fully paid oc | 5 | BOs 1 2 : Nil 
Do. Deb. Stk. .. T se | 100 5 5 86 — 89 512 4 || Do. 4% Deb. .. | 100 4 4 65 — 69 „„ | 516 0 
B. I. & Helsby Cables * 6 10 | 8! 7%— A 6 5 0 Do. 5 & Second Deb. es | 100 b b 72 — 75 „ 16 18 4 
Do. Pref, PY. xS 5 6 | в 53 — | 414 1 || Electric Construction ..  .. 2| 2] 3 — 1 „ |1100 
Do. Deb... 100 44 | 4 109 108" |4 6 7 Do. Pref. * 2 7 7 11— 2 « 1 0 0 
British Thomson. Houston, Deb. 100 44 | d 94 — 96 | 418 9 Greenwood & Batley, Pref, ee | 49 7 7 7 8 „ |858 
— ees Pref, .. B | Nil! Ni — 3 | Nil | Do. Deb.. se | 100 5 5 92 — 94 „ 1; 429 

А is 100 4 4 60 — 63 |... 18 "7 0 || General Electric, Pref. . od 10 6 б 10 — 11 L T 
Do. P "Prior Lien - e- 100 6 6 | 100 —108 +1 516 6 | Do. Deb.. ee - T 100 4 | 4 90 — 95 ea T T 

Browett, раису Ord. .. E 1 gh UNT 2/- —8/. NT Nil | Henley's, Ord, * өө е 6 17 5+ 12 — 123 —1|618 4 
Do. Pref Е es * l | 2446, dz? Nil Do, Pret, * a0 m b 4 4 4pi— by — W 49 0 
Brush, 7% Pref, .. T 2 Nu Nun 0— 2 „| Nü | ро. Deb. e oc | 100 44 | 102 —104 Srt ы 
Do. 5 & Prior Lien Deb. ..| 100 | 6 | 5 | 75—80 | .. |6 5 0 India. Rubber, G. & T7. 10 |.. „ | 100—733 l-i] os 
Do. 35 Deb. .. | 100 4 43 17 — 62 .. 1813 2 || Do. Pref. alt M 5 6 92— 104 „ 1417 
Do. 44 & Second | Deb, .. | 100 4 | 4 | B5 — 40 eM 50 Telegra h Construction. , ба | 19 174, 5+ | 84 — 86 . |6134 
Callender’s Cable. $ ME |.| = ч. еа ДӨ € Deb . e| 100 | 4 | 4 | 98—100 2 
Do. Fref. M ea cae С [8 | 117 7 | willans & Robinson 6 1 | Nil| .. — i Nil 
Do. Leb... ec - .. | 100 44 d | 99 ji 101] 4 88 Do, Pref, ee T - 5 | Nil|. — 1 - Nil 
Castner-Keliner ,.. - ec | 1 | 20 | 15} im 313 5 4 9| о, Deb... T oe ee | 100 4 4 58 — 60 . 618 
DU DAN s. бай os | 10 | 4| 4 | 10 —105 | [48 4| 

| | | | 
| 
| | | | | 


Bank rate of Disoount 5 per cent., October 17th, 1912. 
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| jane I о 
TRADE STATISTICS OF SWEDEN. 1909. 1910. "decrease. 
| Kronor. Kronor. Kronor. 
| Rheostats.— 
THE following figures show the imports of electrical and similar From Germany 689.000 689,000 — 
goods into Sweden during the year 1910, and are taken from the „ Great Britain sae 10.000 19,000 + 9.000 
official statistics which have recently been issued; the figures for „ Switzerland . 49.000 69.000 -- 27,000 
1909 are given for purposes of comparieon, and notes of any » Other countries... 15,000 16,000 + 1,000 
increases or decreases have been added. 
Increase о Total ies 756,000 793,000 + 37,000 
1909. 1910. Tacrtense or 
е. Kronor. Kronor. Kronor. Elerators,— 
Electric meters.— From Germany .. .. 81,000 44000 — 37,000 
From Germany ... wes 402,000 611,000 + 209.000 „ Holland , 99,000 — — 99,000 
„ Great Britain ee 30,000 71,000 + 41,000 » Great Britain 4,000 5,000 + 1,000 
„ Other countries 3,000 2,000 — 1.000 „ Other countriee sde 14,000 2.000 — 12,000 
Total eats 435,000 684,000 + 249,000 Total “ 198,000 51,000 — 147,000 
Electric incandescent lamps.— (rare 
From Germany eve 402,000 642,000 + 240.000 From Germany ... uu 134,000 38,000 — 96,000 
„ Great Britain . = 1000. + 1.000 „ Great Britain 56.000 85.000 + 29,000 
„ Switzerland e Же 7,000 + 7,000 „ United States 10,000 — 91,000 + 81,000 
„ Austria-Hungary ... = 29,000 + 29,000 „ Other countries 25,0C0 25,000 - 
„ (Holland vee ese — 7.000 T 7,000 
„ Other countries 12,000 9,000 — 8,000 Total 8 225,000 239,000 + 14,000 
Total t 414,000 695,000 + 281,000 Copper wire, tivisted, and cable not insuluted.— 
Dynamos and parts thereof.— From Germany x 117,000 137,000 + 20,000 
From Germany ... kis 132,000 184.000 + 52,000 ‚ | | , 
» Great Britain Ee . 1,000 4,000 + 3.000 per wire covered with tertiles — 
» Switzerland 127.000 81.000 — 46,000 From Germany ... ... 6.000 7,000 + 1,000 
» France e] = 12,000 + 12,000 „ Other countries ... 1,000 1,000 — 
„ Austria sae 16.000 — — 16,000 
„ Other countries. 17,000 7,000 — 10,000 "Total S 7,000 8,000 + 1,000 
Total pa 293,000 288,000 — 5,000 Copper wire covered with rubher,— 
Electric motors and parts thereof.— From Germany ... 955 5.000 2.000 — 3,000 
From Germany ... .. 378,000 447.000 + 69,000 „ Other countries... 1,000 1:000 5 
Great Britain ... 19,000 7,000 — 12,000 
„ Switzerland .. 127,000 12,000 — 115,000 Total — .. 6.000 S000. rer 9099 
» United States sas 15,000 22,000 + 7,000 , 
n Other countries ia 14,000 28,000 + 14,000 Elect ric cables covered with lead.— 
From German 2,767,000 3,078,000, + 311,000 
Total - 553,000 516,000 — 37,000 „ Holland . ius 43,000 63,000 + 20000 
Great Britain ite 251.000 281,000 + 30,000 
s . • — 7 , , 
VVV „ Other countries . 7,000 2.000 — 5,000 
From Germany ... газ 238.000 235.000 — 3,000 a = 
» Great Britain eee 1,000 2,000 + 1,000 Total „ 3, 068,000 3,424,000 ＋ 356,000 
„ Switzerland m — 22,000 + 22,000 ' 
" un e "e EU 1900 E E Copper wire otherwise insulated.— 
untries i i — 4 
" EU oe — 25 From Germany 252.000 279.000 + 27,000 
Total ms 357.000 . 260 __ Great Britain 15,000 21,000 + 6,000 
° N коодо 0599 И Other countries 1,000 9,000 + 8.000 
Telephone apparat . 
From Germany ... ... 12,000 6000 — 6.000 Total! .. 268.000 309,000 + 41,000 
„ Great Britain ove 1,000 1,000 — 
„ Other countries ... 1.000 2,000 + 1,000 Other electric cable.— 
| E em From German ee 226.000 326,000 + 100,000 
Total I 14,000 9,000 | — _ 6,000 » Great Britain sae 3,000 10,000 ＋ 7,000 
Telegraph apparatus.— „ Other countries 2,000 1,000 — 1,000 
From Denmark 5,000 3,000 — 2,000 Total ane 231,000 337,000 + 106,000 
» Germany ... Pus 1,000 2,000 + 1,000 | | 
„ Great Britain ose 1,000 2,000 + 100 Steam turbines,— 
From Germany T 64,000 114,000 + 50,000 
Total . 7,000 7,000 = „ Great Britain 7,000 18,000 + 11,000 
Gas motors. — „ Switzerland 319,000 29,000 — 290,000 
From Germany. 102,000 28.000 — 74.000 „ Other countries... 3,000 = — 3,000 
» Great Britain 23,000 33,000 + 10,000 
» United States 41,000 8,000 — 33,000 Total. 393.000 161,000 — 232,000 
„ Other countries 3,000 2,000 — 1,000 Me 
| Steam boiters,— 
Total T 1€9,000 71,000 — 98,000 From Germany T 115,000 36,000 — 79,000 
я » Great Britain T 75,000 230.000 + 155,000 
Petroleum and benzine motors,— „ Other countries 19,000 7.000 — 12000 
From Germany ... е 63,000 56,000 — 7,000 
» Denmark ... 26,000 50,000 + 24,000 Total 209,000 273,000 + 64,000 
» Great Britain 7,000 17,000 + 10,000 K = Is. I'd 
„ France  .. — . 10.000 17,000 + 7,000 PORE ee зра дЫ 
„ United States “4 74,000 1€2.000 + 88,000 
„ Other countries 23,000 28.000 + 5.000 
Total 203,000 330,000 + 127,000 
LTurtines.— 
From Norway 111.000 17.000 — 94,000 Wire Lamp Patents in Germany.—It will, perhaps, 
„ Germany .. Ee 3,000 1,000 — 2.000 be remembered that a year or two ago the three largest makers of 
„ Great Britain oe s 3,000 + 8,000 wire lamps in Germany (Siemens & Haleke Co., the A.E.G. and the 
| Auer Gasgluhlicht-Gesellschsft) entered into a community of 
Total ... 114,000 21,000 — 93,000 interests in regard to patents for the construction of drawn-wire 
Accumnlators.— lamps, in the sense of an interchange of patents and processes. It 
From Germany ... eee 477,000 497,000 + 20,000 is now reported that the Bergmann Electricity Works Co., which 
„ Great Britain "T 7,000 6,000 — 1,000 is engaged on a new process, is in negotiation with the three firms 
„ Other countries... 2,000 1.000 — 1,000 in question with a view to being included in the community so as 
also to be able to produce drawn-wire lamps, without the risk of 
Total ... 486,000 504,000 + 18,000 patent proceedings. 
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RECENT DEVELOPMENTS IN WIRELESS 
TELEGRAPHY: WITH SPECIAL REFERENCE 
TO SHIP INSTALLATIONS. 


(Concluded from pago 680.) 


RECEIVING AND TRANSMITTING CIRCUITS. 


Source of Primary Energi. According to the class of station 
concerned, from 1 to 10 Kw. of energy must be provided in the 
primary circuit of a ship installation (see above). Stations requir- 
ing from 250-500 watts input may conveniently be operated from 
the ship's supply network (24-220 volts) by the use of a resonance 
inductor and a high-speed trembler contact feeding the closed 
oscillation circuit of the spark sender. The sending key controls 
the primary current, and a variable resistance provides for the 
control of the inductor train and the wave tone.“ In large 
stations a D.C. shunt motor, capable of wide speed variation, is 
driven from the ship mains and direct coupled to a suitable 
alternator. Whenever traffic is brisk the converter set should be 
kept running continuously, and, in any case, it is best located in a 
weatherproof chamber outside the main operating room. 

Sender,—-The frequency of the oscillating current in the aerial 
i» about 1,000,000 cycles per second, and, as energy cannot be 
delivered at such a frequency from a dynamo-electric generator, a 
method of working is employed which is admirably exemplified by 
the high-frequency “natural” vibrations persieting in a bell gong 
after the latter has received one of a series of low-frequency blows 
from a vibrating hammer. Alternating current from a 200-volt 
1,000-cycle machine, say, is transformed to from 8,000 to 20,000 
volts, which pressure is supplied to a condenser in the "exciting ” 
circuit. Once per cycle of the charging current the condenser dis- 
charges across a spark gap and the energy then oscillating in the 
primary circuit is rapidly transferred by ‘‘ coupled " inductance coils 
to the aerial circuit. This transference corresponds to the hammer- 
blow " in the above analogy, and the aerial energy now oscillates 
at the natural frequency of the aerial for some time after the 
primary oscillation has ceased ; during this period the secondary 
oscillation is undamped by any reaction from the primary. 

Heceiver.—It is unnecessary to dilate upon the principles of 
reception, With uniform radiation in every direction from the 
sending station (and directive transmission is yet in embryo) the 
energy in the receiving aerial may be less than 1/107 that radiated 
from the sending station, and in shipwork the inevitable limitation 
of the aerial dimensions makes the conditions yet more arduous, so 
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FIG. 16. 


that the best possible tuning circuit and detector should alone be 
employed. The conditions of ordinary marine working make sim- 
plicity and strength imperative, so that a compromise is necessary. 
Fig. 16 illustrates a very useful and simple form of receiving 
circuit, which has been greatly adopted in the German mercantile 
marine. 

The old slow-spark system of working used à coherer detector 
(depending for its operation on а breakdown voltage between ita 
terminals), controlling a Morse printer through a relay circuit. 
Now, however, quantitative or " current" detectors are almost 
exclusively employed. The Schlémilch electrolytic detector has been, 
and is still, widely used, but detectors of the “contact” class“ 
will probably be chiefly used for marine work in future. These 
detectors are extraordinarily sensitive, but they are not suitable for 
working & Morse printer, and it becomes necessary to receive 
messages by aid of a telephone, which must therefore be kept to the 
operators ear during the wholeof his working shift. This ie 
obviously a great objection on cargo steamers or other vessels to 
which few messages are likely to be addressed, and it seems probable 
that various call-relays, suitable for use in conjunction with contact- 
detectors, will soon be perfected. The Telefunken call apparatus 
comprises a sensitive galvanometer connected in place of the tele- 
phone receiver, and ringing a call bell by a relay circuit if any 
predetermined wave length acts on the aerial for 10 seconds. The 


latter condition guards against false alarms due to atmospherics,” : 


t 


* These are composed of various couples of different metals, 
or of various metals (one at a time) in contact with various 
crystalline minerals. The action of the detectors appears to be 
partly thermo-electric and partly rectifying., See also ELEC- 
TRICAL REVIEW, Vol. LXVIII, pages 11 and 72. 


and a cardan suspension prevents false alarms due to ship move- 
ments, but no device yet devised will discriminate between those 
signals at а given wave length which are, and are not, intended for 
the vessel; so that, in such frequented waters as the Channel, the 
satisfactory use of such a call apparatus would be impossible. A 
more practical solution of the problem seems to be the arrangement 
of definite hours of continuous attendance on all vessels unable to 
support a day and night service for the reception of signals. 

Complete Installation.—The leading particulars of the standard 
radio-equipment designed by the Telefunken Co. for use on large 
mercantile vessels are as follows:—Primary input, 3-4 Kw.; 
guaranteed antenna radiation, l'5 kw. Guaranteed range of trans- 
mission, with average ship aerial, 650 km. by day, and 1,200 km. 
by night. Space occupied by equipment 2 X 2 X 2 metres; 
weight of transformers, 600 kg.; weight of remainder of equip- 
ment 300 kg. Generator frequency (variable over a wide range, to 
permit tone adjustment), 500 cycles per second normal; нт. 
delivery from transformers, 8,000 volte ; transmitting wave length, 
300-900 m.* ; receiving wave length, 200-2,500 m. normally, 4,000 
or 6,000 m. arranged for if desired. The energy radiated is regu- 
lated by using one or more of the eight spark-gaps provided, and a hot- 
wire ammeter is installed to check the working of the installation 
before commencing message work. 

Auxiliary emergency stations and aerials (see fig. 11) should be 
installed on every vessel во as to make the radio-telegraphic сот. 
munication of the latter, at least for a little while, independent of 
any power supply from rotating machinery. As noted above, an 
accumulator battery and high-speed trembler contact form the 
eseential features of such a station which, with an input of 500 
watte, and using a small auxiliary aerial will transmit 200 km. by 
day and 400 km. by night. It is desirable that the auxiliary should 
be entirely independent of the main equipment. 


GENERAL WORKING CONDITIONS ; LEGISLATION ; INTERCHANGE 
OF MESSAGES, 


The extensive adoption of radio-telegraphy in the German 
mercantile marine began considerably later than in the British 
and American fleets, mainly for the reason that, up to 1907, German 
vessels had very restricted facilities for intercommunication with 
coastal stations. Prior to the Berlin Congress, Marconi land and 
ship stations refused to communicate with stations equipped 
with foreign systems. The folly, if not the actual danger, of 
such а monopolistic policy, was formally recognised, and provisions 
made for compulsory intercom munication between stations working 
on all systems, by the International Conference of 1907, when all 
the important States, excluding Italy and the U.S. A. agreed that 
(1) A sufficient number of “public” coast stations should be 
erected in their respective territories to meet the needs of shipping, 
and that, irrespective of the nationality of the ships and land 
stations and of the radio-system employed, inter-communication be 
compulsory, when possible. (2) All except England, U.S.A. and 
Italy, agreed that such inter-communication should also be com- 
pulsory upon ships. 

The recently-constituted Betriebsgesell fur drahtlose Telegraphie 
should do much to combine the interests of various radio-aystems in 
Germany, and it further proposes to undertake the important duty 
of supplying telegraphists to passenger steamers, and then accepting 
entire responsibility for technical efficiency and the fulfilment of 
official regulations. On cargo steamers, no such special staff can be 
afforded, but the great simplifications and improvements in the 
design of working parts during the last few years make satisfactory 
operation by any person who has received a short period of training 
quite possible. 

Courses of instruction in radio-telegraphy have been arranged in 
the Hamburg, Bremen and Elsfleth Schools of Navigation, and 
during the last 18 months, 42 ships’ officers have passed. the official 
examination in this subject. A special department has lately been 
inaugurated at the Ecole Superieure d'Electricité for practical and 
theoretical instruction and research in wireless telegraphy and 


* Raised to 1,600 m. by the use of auxiliary inductance ; usually 
mercantile vessels work only on the international wave lengths for 
this class, viz., 300, 450 or 600 m. 

T It is common for a ship to send to a land station at 600 m. wave 
length and to receive at 2,000 m. from the latter, 

е years ago, 58 ships were equipped : now more than 160 are 
fitted. 

$ The large Hamburg-American and Norddeutscher Lloyd lines 
could not afford to neglect the use of radiography, and therefore 
р contracted to пее попе but the Marconi system till 1914 
and 1917. 

| Italy recognised the desirability of the regulations proposed, but 
was herself bound by contracts with the Marconi Co.; the U.S. A. 
was something of a turncoat in the matter. The result uf her 
(enforced) abstention from the international agreement has been 
that Italy has lost the bulk of the wireless traffic which should 
have fallen to her coast stations, to the French Mediterranean 
stations and the powerful Austrian station on the Adriatic. The 
U. S. A. stations are not bound to accept all messages, but the State 
stations do so, so far as their other obligations permit. The large 
number of private stations which have been erected to work various 
systems makes the position of the Marconi Co., as regards monopoly, 
weak. The American law of July lst, 1911, stipulating that all 
vessels, of whatever nationality, coming under specified classes and 
sailing to and from American ports, shall be equipped with radio- 
telegraph apparatus and shall exchange wireless messages with 477 
other ship—not only enforces a rapid development of wireless tele- 
graphy in the American mercantile marine, but also deals a severe 
indirect blow at the Marconi monopoly. 
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telephony," and it is to be hoped that, in a matter of such import- 
ance, other authorities will take steps to provide further training 
facilities. f 
WIRELESS TELEGRAPHY AND NAVIGATION AND COASTGUARD 


DUTIES, 


Radio-telegraphy has already firmly established itself as an aid 
to navigation. In addition to the Eiffel Tower signale, there 
are now despatched mean-European time signals from the Nord- 
deich station (at 1 a.m. and 1 p.m.), under the control of the 
Wilhelmshaven Observatory. The code arranged is very similar to 


* SHI 


a” 
E 
x 
NOB 
Fia. 17. 


that adopted by the Eiffel Tower, and comprises a train of warning 
signals followed by a set of time signals, the last of which ends at 
l o'clock precisely. Weather and storm reporte, averaging about 
25 words in length, conclude this invaluable service. The cost of 
the necessary installation is no greater than that of a medium 
quality chronometer, and is particularly justified in the case of 
emall vessels plying in the areas served by the land stations. 

The commercial value of maintaining continuous (or nightly) 
communication between land stations and ships bound on long 
voyages can hardly be over-estimated, and it is interesting to note 
that wireless telegraphy has already proved of great value in pre- 
venting port contagion from infected ships, and in generally 
expediting the work of port sanitary officers. 

The use of radio-telegraphy as a supplement to, or even as a 
substitute for, lighthouser, is now widely reccgnised, and most of 
the important lighthouses are now provided with wireless appa- 
ratus, In fog and storm, the lipht-beam is more or less invisible, 
but wireless warnings can still be emitted, and it is possible for a 
ship to take its bearings accurately by receiving signals from two 
coast stations, the exact position of which is charted. The prin- 
ciple of a system which has been evolved in Germany, is illustrated 
in fig. 17. A number of coast stations are each provided with 16 
or 32 aerials, directed towards the points of the compass. At each 
station, the sender is aute matically connected in sequence with 
each aerial, and thus emits a continuous train of signals according 


* The maximum number of pupils is at present limited to 20, 
who are very carefully selected by merit. In addition to a ccm- 
prehensive scheme of practical work, lectures are delivered on 
theoretical and practical radio-telegrapby, on international and 
local regulations, on electrical units and electrical and mechanical 
testing (as applied to radio-telegraphy), and on meteorology and 
electrical discharges in gafes. A number of the studentships are 
rererved for military and naval officers at a fee of £24; the 
ordinary fee for the course is £30, or £12 for permiesion to attend 
all the lectures. The training is spread over a period of three 
months. 

t While facilities are so limited and ro costly, these special 
courses can never be attended by the rank and file of wireless 
operators, and the latter have to acquire their knowledge of the 
special conditions of wireless work by devious and more or less 
uneatisfactory means. Even a carefully-planned course of con- 
tinuous instruction in radio-telegraphy must occupy three or four 
months, and an operator can hardly be allowed to take charge of a 
station till he can receive and transmit 78-80 letters per minute. 

t See also ELECTRICAL REVIEW, “ Wireless in Horolog y.“ 

S Large shipe, already equipped with powerful wireless equip- 
ments can take advantage of the above ғегтісе as a matter of 
course. The value of the time, and especially of the storm signals, 
is, however, relatively greatest in the care of small coasting and 
fishing vessels, and the equipment of the latter at least with 
receiving apparatus, forms a most interest'ng and important 
problem. А certain large Dutch and German fishirg ccmpany has 
recently equipped a number of steam trawlers in its employ with 
simple radio-telegraph installations for transmitting instructions 
regarding the distribution of shoals, from vessel to vessel, and for 
the reception of storm signals, instructions regarding return to 
market and soon, from land stations. One member, at least, in each 
crew is instructcd in the use of the apparatus, and a simple code is 
adopted to avoid giving information regarding best fishing areas to 
rival boats. So far, the cost of the scheme has been fully justified by 
the results attained. On the reception of storm warnings. all the 
vessela fly the customary virtual warnings for the benefit cf vessels 
not provided with wireless apparatus. 

The American Government is reported to have purchased 50,000 
wirelees receiving equipments for use on fishing vessels. The 
apparatus is very simple, and costs only £24 per set, as against 
£300 for many equipments which have hitherto been designed for 
this service. It is hardly necessary to point out that such a price 
as the latter is quite prohibitive. 


to a code which is predetermined for each station. The operator 
on board a ship off the coast notes down the signals from the two 
stations nearest-by, and ascertains which signal is the strongest in 
each group. This will be from the aerial directed towards the 
ship, and a certain degree of interpolation being possible between 
the aerials, the position of the vessel can be accurately determined 
from the chart showing the stations and coast concerned. This 
system needs no special receiver or aerial on the ship, but it cer- 
tainly appears that the Bellini-Tosi radio:goniometer" ів, on the 
whole, a much more practical, economical and satisfactory arrange- 
ment. | 

Statistics are steadily being collected as to the effect of various 
atmospheric conditions on the quantitative resulta of wireless 
working, and it may ultimately be possible to prophesy, with some 
degree of certitude, the interdependance between the working of a 
given station and meteorological conditions, At present we can do 
little more than generalise in this matter. 


PROCEEDINGS OF INSTITUTIONS. 


Correct Time. 
By R. MyrEs Hook. 


(Abstract of paper read on October 14th. 1912. before the INSTITUTION 
or POST OFFICE ELECTRICAL ENGINEERS.) 


SINCE 1852 the Post Office has received an hourly signal trans- 
mitted automatically from the Mean Solar Clock at Greenwich 
Observatory, and at 10 oclock every morning that signal was re- 
transmitted by telegraph to every telegraph office throughout the 
kingdom, all the clocks being then reset by hand, which is still 
done at 9 a.m, daily. To provide watch and clock makers with a 
daily time signal] sufficiently accurate to meet their requirements 
an instrument called the chronopher was designed by Mr. C. F. 
Varley. This was of the nature of a multiple chatige-over switch, 
operated by means of a spring motor, released by an electrical con- 
tact оп a clock. The time signal from the Observatory was made 
to synchronise antomatically the clock controlling the chronopher. 
The chronopher, as installed in those early days, is still doing 
useful service, but has become much overlosded. The temporary 
disturbance of the telegraph wires has also resulted in such incon- 
venience to telegraph traffic that it has now become necessary to 
introduce a new system. 

The hourly signal continues to be transmitted froin the Mean 
Solar Clock at Greenwich Observatory to the Central Telegraph 
Office in London, where it is received upon a main relay forming 
part of the new chronopher apparatus. The local side of this 
main relay operates other relays which transmit the hourly signal 
to London renters, and riug bells, &c., fixed in various administra- 
tive and operating departments of the group of buildings associated 
with the General Post Office headquarters. 

Certain provincial offices have been chosen as sub-chronopher 
stations, and their circuits, regarded as main distribution circuits, 
are connected to the tongues of groups of switching relays which 
normally retain these circuits in connection with their telegraph 
apparatus, but which, when operated by control circuits from a 
special electrical clock, transfer the telegraph circuits from the 
telegraph apparatus, and bunch them on the tongue of a trans- 
mitting relay so that a positive current, which forms a preliminary 
orwarbing signal, is sent out on all distribution lines. On the 
receipt of the Greenwich signal, the operation of the main relay 
causes the transmitting relays to reverse the current on the lines 
momentarily, the reversal constituting the distributed time signal. 
At the provincial offices similar apparatus, but on a smaller ecale, 
is installed for secondary distribution over other circuits radiating 
therefrom to individual offices, wherein hand-operated switches 
control the arrangement of the local circuits for transmitting the 
signal to subscribers’ premises. | 

Special switching devices are introduced in the new chronopher 
to enable the Admiralty stations at Portsmouth, Weymouth, 
Plymouth and Deal to send reporting signals from their standard 
clocks (in the case of Deal from a time ball), which signals follow 


one another in succession over a second wire from London to the 


* See also ELECTRICAL REVIEW, Vol. 69, December 15th, 1911, 
рр. 974 et seq. 

1 Among the most recent results in this field may be cited Esau's 
work (see also Z. f. S., January, 1912, page 23). This investigator 
divides atmospheric conditions, as affecting the damping in wire- 
less circuits into two groups—thoee electrical conditions leading 
to comparatively small effects, and those, such as hoar frost, rain 
and snow, leading to more pronounced effects. According to the 
existing electrification of the atmosphere, the damping experierced 
may vary 8-20 per cent, and can be definitely connected with the 
number of ions travelling to earth ria the aerial. The damping 
increases with the transparency of the atmosphere, with rising 
wind velocity, with decreasing relative humidity, and with the 
formation of cumulus and nimbus clouds. There is a daily cycle 
curve of damping, which is smoother in winter than in summer, 
and an annual curve of damping shows maxima in June, August 
and December, and minima in February. March; July and October. 
Fog has little influence on the damping of the aerial, but up to 
200 per cent. increase may be caused by a coating of hoar frost or 
ice ; 100 per cent. by rain and 50 per cent. by snow 
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Observatory, and enable the Astronomer Royal to check the per- 
formance of the clocks. Distribution to the provinces takes place 
at 10 and 1 o'clock, and at the provincial sub- chronopher stations 
the switching relays are joined in groups for the 10 o'clock, 
l o'clock, or both signals according to the service required in any 
particular town. The controlling clocks are set so as to operate 
the switching relays from 14 minutes before to 1} minutes after 
the hours. The whole of the country is thus divided into con- 
venient districts from the centre of which any town therein may 
obtain the time signal automatically and without inconvenience. 
This scheme is, of course, extremely elastic, and will enable growth 
to take place unhampered by considerations regarding the use of 
long and expensive telegraph wires. Instead of having upwards of 
200 such circuits radiating from London as heretofore, only about 
20 are required with the new system. 

For watch and clock makers who have business with chrono- 
meters and precision timepieces, used for transport in surveying or 
navigation operations, the time signal is not generally directly used 
as a means for the correction of their regulator clock or the time- 
pieces under test, but as & means whereby the constancy of their 
daily error or "rate" may be ascertained. For the determination 
of the rate nothing can be better than a single stroke on a gong, or 
some such audible signal. The firing of a gun, as is customary in 
a good many places, is useful as an audible signal only for places in 
propinquity to the gun, because of the time which elapses before 
the sound travels to a distant observer. For exact work it is the 
flash that is noted, when it can be seen. In an important city in 
the North, a great public clock —the standard for the city—is cor- 
rected by hand, and therefore may sometimes be appreciably out of 
time. This clock is provided with a bell, upon which the hours are 
struck, but whose note at 1 o'clock, whilst prepared for by the 
mechanism of the clock, is let off by the 1 o'clock Greenwich 
signal, quite regardless of the fact that, apart from the mechanical 
lag in the striking gear, the sound of the bell must take an 
appreciable time to reach the outskirts of the city. Quite a lot of 
expense must have been incurred in providing the special mechanism 
involved, and a comparatively large annual sum is paid for the 
signal, whereas for a much smaller capital and annual expenditure 
the clock itself might have been automatically synchronised, and 
the bells left to take care of themselves. as has recently been done 
at Aberdeen Town Hall, where the synchronising gear is so arranged 
that all the hours are struck exactly at the right time. 

The most important visible signal is the time ball, many of these 
being in use to-day. This type of signal is the standard means for 
observatories to announce a certain hour—usually 1 o’clock—to 
observers within the radius of visibility. The most important duty 
of time balls lies in the means they afford to ships for checking the 
rates of their chronometers. For this purpose the Admiralty Dock- 
yard stations round our south and south-west coasts have been pro- 
vided with time balls; some dropped by the Greenwich signal at 
1 o'clock, others dropped every hour by an electric current sent out 
from a regulator clock, which is corrected to agree with the 
Greenwich signal. 

Another class of visible signal one sees in watchmakers’ shops is 
the deflecting needle of a galvanometer. As it requires two 
observers—one to see the signal and one to observe the clocks— 
with the very considerable risk of personal error occurring between 
them, it cannot be of what one might call scientific value. 

For the physical correction of clocks there are many methods. 
Hand correction may be dismissed at once as haphazard and most 
unscientific, There is, however, one really scientific method of 
what I may call electro-manual correction devised by Sir George 
Airey, which is used to-day—notably, amongst other instances, on 
the Mean Solar and Sidereal clocks at Greenwich, and also in the 
clocks at the Admiralty stations. In the Admiralty clocks are two 
pendulums, vibrating seconds, one suspended immediately behind 
the other. The one is entirely free on its suspension, but is 
normally latched to one side by a detent, which is released by the 
arrival of the Greenwich signal; the other, which controls the 
clock, has fixed to it a permanent magnet, which, with the vibra- 
tion of the pendulum, swings just clear of the poles of an electro- 
magnet fixed to the case. On the release of the free pendulum, 
should the clock be absolutely to time, both pendulums 
will vibrate in phase with each other, but if there be 
any variation, the difference in phase may be read on 
a suitable scale, and then a current is sent round 
the electromagnet in such а direction as either to 
attract or repel the permanent magnet; thus, by altering 
its effective centre of gravity, accelerating or retarding the clock 
pendulum until both are again in phase. These clocks are also 
provided with electrical contacts to enable them to report auto- 
matically their performance to Greenwich, and to drop the time 
balls. The Mean Solar and Sidereal clocks at Greenwich are 
corrected in the same way, save that, as their performance is 
observed on electrically-operated seconds indicating dials, by which 
the clock error may be compared with a transit observation, the 
free pendulum is not required. Up to quite recently this appeared 
to be the only method by which an error of a fraction of a second 
could be physically corrected, without involving & permanent 
alteration in the regulation of a pendulum. There is, of course, 
in this system, as in all systems where a personal element is intro- 
duced, some risk of personal error; but in the hands of skilful and 
trained observers, the foregoing method offers possibilities for very 
close correction indeed. 

The majority of the methods for zeroising clocks by means of a 
synchronising current in use at the present time depend upon the 
action of a lever or roller caused to come into contact with, and 
push round, a spiral cam or its equivalent. With certein restric- 
tions this method is reasonably good. 

When it was decided that the Post Office should consider the 


question of automatic correction from a practical point of view, 
the methods previously in use were very carefully analysed, and, 
after experimenting at some length, we arrived at several rather 
important conclusions, amongst others that the periodic checking 
of a gaining rate—as in Ritchie's method—was fundamentally 
correct, because of the backlash that must perforce exist in any 
train of wheels; whereby any attempt to move a slow clock 
forward would disengage the teeth of the train from their driving 
position, which space would afterwards have to be gathered up 
when the correcting power ceased to apply, obviously leaving the 
clock incorrect to the extent of such backlash. This, of course, 
does not occur when setting back or checking a gain is concerned, 
for the engagement of the teeth of the train is not disturbed. An 
important desideratum recognised was that whatever might be the 
method adopted, the additional part or parta to be added to & clock 
must be of such design as to be readily incorporated in all the 
classes of clock in use in the Post Office from 10-in. timepieces up 
to comparatively large 36-in. dial clocks, and, above all, the cost of 
the apparatus and fixing it must be reasonably low. 

A small electromagnet detent was therefore designed, which 
can be readily attached behind the dial of any timepiece, and in 
which the magnet has no positive work to do. А pin on the 
armature is arranged to project through a hole in the dial 
in such a way that, periodically, when the minute hand 
reaches the sixtieth minute, it engages with a flattened pin riveted 
to the hand. With the maguet unenergised, the pin on the hand 
easily pushes the detent pin to one side, and, because of the 
different arcs in which the two pins move, ultimately clears the 
detent, allowing the armature to fall back to its normal position 
upon the poles of the magnet. If, bowever, the magnet be 
energised, the armature is simply locked in position (which, of 
course, requires much less effort than actually to move the arma- 
ture through any distance), and then, by the engagement of the 
pins, the clock is held up, the hands meanwhile slipping on their 
arbors without stopping the train, until at the ceasation of the 
current the hands are allowed to progress. Such, then, is 4 
synchroniser, which, when equipped with a pair of terminals, fixed 
to a clock and included in an electrical circuit having a suitable 
hourly signal therecu, is all that we require to enable an erratic 
timekeeper to be converted into one whose performance may be 
relied upon implicitly within an error limit of a fraction of 4 
minute. The electrical resistance of the synchronisers used on 
Post Office installations is 10 ohms, and all the clocks in a buildin 
are connected in series or in series-parallel groups, the voltage & 
the master clock being regulated so as to afford a current value of 
about 250 milliamperes in each circuit, whatever be the number of 
clocks, Actually 100 milliamperes are ample, but it is found to bé 
safer to allow a wide margin. 

We have not standardised any fitting for correcting turret clocks, 
because these being usually made to order, one at a time, vary 60 
much in constructional detail, that any attempt to apply a 
standardised attachment would be comparatively expensive. We, 
however, standardise the principle. It may be interesting to know 
that for a number exceeding six clocks in one building, the cost of 
the Post Office system, including all wiring and a master clock, 
which I shall presently describe, averages approximately no more 
than £1 perclock. It will, of course, not be overlooked that there 
remain the annual charges for maintenance and winding the 
synchronised clocks. | 

We now use a master clock, which is more of the nature of & 
time-controlled switch than & clock. This consists of a pendulum, 
electrically-driven on the Hipp principle, which, through a pawl 
and a ratchet wheel, drives a worm gear connected to a very simplé 
train of wheele, embodying one-hour and 24-hour wheels. Тһе 21. 
hour wheel is provided with cams which operate, at the propéf 
time, electrical contacts controlling automatic switches or relays 
for the proper reception of the 10.0 and 1.0 o'clock Greenwich 
signals. The hour wheel carries a pin which once an hour, from about 
two minutes before the exact hour, depresses a lever to make the 
circuit for the hourly correcting signal. The lever is released, and 
thus breaks the circuit, precisely at the 60th second of the 60tÀ 
minute of the hour. The arbor of the ratchet wheel carries 4 
heart-shaped cam by means of which an electromagnet armaturë 
provided with a roller extension zeroises daily the whole of the 
train. It is, of course, obvious that synchronising by a cam in this 
case, on the quickest moving member of the train, is not open 10 
the objection which would apply, as I previously remarked, to the 
same method applied directly to the minute arbor of a clock. Since 
these clocks were designed, a patent has been taken out by the 
Silent Electric Clock Co. for a master clock synchronising method 
which seems to be the most scientific, and promises to be the most 
efficient, system yet devised for the purpose. In this method Sit 
George Airey's method for barometric compensation is in part msde 
use of. That is tosay, the pendulum is re-regulated automatically 
to a degree proportional to the observed error of the clock, either 
fast or slow, by means of the effect of minute variations of an auto- 
matically adjusted magnet upon another carried by the pendulum. 
An arbor rotating once a minute, or once in a half-minute, carrie 
a small two-segment commutator which carries three brushes. 
These are disposed about the commutator in such a way that if thé 
clock be absolutely right upon the receipt of the time signal, one of 
them, which is connected in the local circuit of a relay on which 
the signal is received, rests upon the insulation between the seg- 
ments, whilst the other two rest, one upon each of the segments. 
If the clock be right, the local circuit is therefore disconnected, b 
if it be fast or slow, the local circuit is completed through 
one or other of the brushes to either of a pair of electromagnet, 
whose armatures, by means of a step-by-step propulsion mechanism 
rotate a wheel, one step at a time, forwards or 
thereby cause the magnet to recede from or approach thé 
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vibrating member and 80 retard or accelerate the rate of the 
pendulum. 

As the corrections are applied by minute steps, one at a 
time, the clock, when set up, may be roughly regulated, and 
then left to regulate itself. The corrections will operate 
time after time, until the clock finds itself correct, when they 
will cease to be effective. Should the distance through which the 
correcting magnet moves be so great that if, when the corrections 
have matured, it is found that the next correction has a tendency to 
transfer the error to the opposite rate, the initial position of the 
correcting magnet may be varied by hand, so that the actual effect 
of each step in its movement may be varied within a wide range. 
This, in itself, offers possibilities for comparatively coarse or 
extremely fine correction— possibly closer than normally possible by 
hand regulation. Should this method, upon trial, be found to be as 
perfect as it seems, there is no doubt but that it will be adopted for 
Post Office purposes. 

This master clock, of course, is also used as the control clock for 
sub-chronopher stations in connection with the new time distribu- 
tion scheme, to which I referred earlier in the paper. I may add 
that, recognising the fact that telegraphic interruptions do occur, 
the electrical circuits are so arranged that a false rynchronising 
signal cannot be accepted by the clcck, nor can the entire failure of 
the signal interfere with its normal going. 

The foregoing, then, is the scheme which the Post Office has 
adopted for ensuring the observance of correct time at offices where 
spring or weight-driven clocks are already in existence, and the 
extension of the system is being proceeded with as rapidly as 
convenient. 

Synchronisation such as this, is, after all. but a sort of com- 
promise. It is useful where a number of clocks exist which cannot 
well be scrapped. But it is evident that personal attention is still 
necessary, for they have to be wound up. 

Types of electrically self-wound clocks, suitable for synchronisa- 
tion, there are in plenty; there is now operating in London a firm 
who are selling, and leasing upon rental terms, clocks of this class. 
But it seems to me that it is a singularly roundabout way to achieve 
the object when, if one must depend upon electricity for the 


provision of an exact time service, that object can be attained by. 


the use of such simple and inexpensive mechanism as the modern 
electrically-propelled clocks, driven by electrical impul:es from one 
master clock. 

So far as the Post Office itself is concerned, where the equipment 
Of a new building, or one hitherto not adequately provided with 
clocks is in question, we should invariably install a purely electric 
system whose master would be automatically synchronised. H.M. 
Office of Works have equipped many buildings, including post offices, 
with the Magneta clock system. They have not, however, gone 
so far as to arrange for the automatic control of the master clocks, 
preferring apparently to rely upon the personal correction made, if 
necessary, when the master clocks are manually wound up daily, 
as is necessary with the Magneta system. 

Premising daily synchronisation by a Greenwich signal, exact 
time-keeping qualities are really not of prime importance, and in 
my opinion an ideal system should consist of a master clock, which 
should be entirely independent of personal attention for winding or 
correction, lending itself readily to automatic correction, and con- 
nected to secondary clocks in which the moving parts should be as 
few as possible and coupled with driving mechanism of the rotary 
type—akin to an ordinary electric motor. In 1896, when the Post 
Office acquired the telephone trunk wires, we found the need for 
large clocks indicating periods of 4 minute, and those which were 
then made in accordance with the design of Mr. Kempe were 
operated by rotary armatures. These clocks, made more than 15 
years ago, are still in use and are doing their work satisfactorily, 
much more во, I feel sure, than if they had been driven by ratchet 
work, which would have involved some measure of adjustment to 
take up wear, and more or less variable springs which are almost 
inseparable from that type of gear. These particular clocks, 
designed a long time before the electric clock industry had reached 
its present stage of perfection, are rather unique, inasmuch as the 
third concentric hand revolved once a minute in four jumps of a 
quarter of a revolution each }-minute, involving a little mechanical 
problem not quite easy of accomplishment, but so easy, when done, 
The clocks were made in two sizes with 24-in. and b-in, dials, 
similar driving mechanism being employed in each size. Their 
functions are now, however, being performed by Calculographs 
and time clocks. 

Where master clocks are synchronised, whatever be the method 
adopted, arrangements should be made that the operation be 
entirely automatic and not dependent upon manual ‘attendance in 
the event of any failure of the signal. 

When one considers how very essential, for the correct operations 
of commerce, is a rigid adherence to a uniform standard of time, it 
is a matter of wonder to me that so few persons who would not, 
nor could, dispense with means for ascertaining the time, do not go 
one step further and insitt upon the time which they make ure of 
being correct time. Correct time is fully appreciated, and any 
increase in the facilities for accurate and wide distribution is 
welcomed and made use of without stint, by our Naval and 
Mercantile Marine. 

We now have the benefit of the radio-telegraphic stations on the 
Eiffel Tower and at the mouth of the Elbe transmitting time 
signals for the benefit of all who have means for listening to them. 
The cost of the apparatus necessary for the reception of these 
signals on ships unprovided with radio-telegraph apparatus is from 
£10 to £20, not & large sum when compared with the immense 
value of the service thus obtained ; and aerials having an elevation 
of 20 m. are sufficient for vessels within & radius of about 200 miles. 


I may add that the facility afforded by radio time signals is of 


immense value in surveying operations, for, by this means, most 
minute differences in longitude can be calculated. 


Institution of Electrical Engineers. 


ON Monday last week Мк. W. C. MOUNTAIN, M I. M. E., delivered his 
inaugural address as chairman of the Newcastle Local Section of 
the Institution. Referring first to the gratifying activity prevail- 
ing in the electrical trades, he expressed a hope that means might 
be found to diminish excessive competition between British manu- 
facturers. The address related mainly to the application of elec- 
tricity to mining purposes, with which he had been associated for 
many years, and which was now making very rapid strides. He 
did not think that the West Stanley colliery explosion was due to 
the use of electricity, though it led to the revision of the Home 
Office Rules, which, in their new form, would involve considerable 
modification in many old installations. Their main object was to 
ensure a good mechanical protection to all cables, an efficient 
system of earthing, and improvement in the design of 
switchgear, together with better supervision of electrical plant 
underground. After reviewing the requirements embodied іп the new 
Rules, and pointing out the great expense that would have been 
entailed if collierier, already well equipped and with no accidents 
recorded against them, had not been exempted from complying 
with them until 1920, Mr. Mountain discussed the action brought 
against Mr. Imrie, manager of the Chopwell Colliery, by the Home 
Office, on the ground of non-compliance with the rules, which was 
decided in favour of the former; he considered that the case had 
been dealt with by the technical Press in a somewhat harsh manner, 
as the Consett Co., who owned the colliery, had installed armoured 
cables, and were as quickly as possible meeting the new 
requirements. 

In the North of England coal-owners were fortunate in having 
one of the largest electric power companies available, and given a 
cheap supply of electricity, they were well advised to take advan- 
tege of it. But in msny districts there was a large amount of 
unraleable coal which was sufficiently good for steam production, 
and waste beat and gas could also be profitably utilised ; hence it 
was gratifying to see that private power stations of considerable 
size were being installed all over the country. With exhaust steam 
turbines, after allowing for all charges, the cost of generation had 
been as low as 0'15d. per unit, and in many cases under O'2d., though 
the load factor was only about 30 per cent. 

Regarding electric winding. for heavy work and with cheap coal 
or waste heat available. he still thought the modern steam winding 
engine the cheaper system of winding ; but for small outputs there 
was a Very large field for electric winding, and a very considerable 
amount of work was being done in this direction. The use of 
helical- cut gearing had assisted greatly, as it enabled smaller and 
cheaper motors to be used. The simple induction-motor was quite 
suitable in cases where the peak load when starting did not cause 
any trouble. The use of a motor-generator introduced risk of 
breakdown. For cables in mining work he preferred those insu- 
lated with bitumen, provided there was no risk of decentralisation 
of the conductors. The pillar type of switchgear, with draw-out 
arrangements for isolation, was very satisfactory for use under- 
ground. Care must be given to the earth connection of the 
armouring of the cables to switch cases, as well as to the junction 
boxes, controller cases and motor frames. The slip-rings of motors 
should be enclosed if there was any likelihood of gas being 
present, but he did not consider the total enclosure of 
large motors satisfactory. Broadly speaking, total enclosure was 
a mechanical protection only, as doors or covers might be left 
improperly secured ; and where there was any positive danger of 
gas in part ofa colliery, it was better to install compressed air there. 
Electrical compressors could be employed near these places, but the 
average dirk coal cutter consumed about 600 cb. ft. of free air per 
minute at 45-50 Ib. per sq. in., and each such machine would, there- 
fore, require 70 to 75 H.P. in the motor-compressor, the resulting 
efficiency being 30 to 40 per cent. compared with the direct use of 
electricity. Taking the horse-power at £5 per annum, this meant 
an additional annual expenditure of about £250 per coal-cutter. 

Three-phase coal-cutter motors might be wound for as lowa 
pressure as 110 volte, which could not cause a dangerous shock, a 
small transformer being combined with the gate-end switch. High- 
pressure current could then be brought by small cables near the 
working face, and possibly the total cost would be lower than if the 
standard voltage of 500 volts were adopted. 

For high, lifts the three-throw plunger pump was better than the 
centrifugal pump, in point of efficiency, the combined efficiency 
often being as high as 80 per cent. Single-reduction helical gear 


had improved the efficiency, but it ought always to run in oil. For 


large volumes of water at moderate heads, the centrifugal pump was 
better. Portable pumps should be of three-throw type. Electric 
haulage had made enormous strides, ita economy being unapproach- 
able. Some years ago, Mr. Mountain substituted an electric for a 
compressed-air haulage, with the result that the engine I.H.P. was 
reduced from 500 to 166, As regarded the driving of rolling mille, 
very great economies could be effected by the electric driving of 
many of the rolls, live rollers and other auxiliary machinery, but 
he doubted whether a real commercial saving could be effected in 
the cage of very heavy reversing mills. 

Electric refining of steel, electric traction on railways, ship 
propuleion, and other developments, were also touched upon by Mr. 
Mountain, who, in conclusion, said he felt that & consulting 
engineer ought to be willing to accept makers’ standards as far as 
possible, and should give the manufacturer a fairly free hand as 
regarded design; he should clearly specify his requirements and 
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the conditions under which the machinery was required to work, 
and call upon the manufacturer to provide information regarding 
the construction of apparatus, which would enable the engineer to 
form a decision based upon the merits of the plant and not only 
upon price. A low tender often proved in the long run to be 
by far the most expensive offer. He had no sympathy with some 
of the claims for consequential damages which had been brought 
against electrical manufacturers and engineers in the past; the 
purchaser could easily be protected by a fair and equitable 
contract. 


LEGAL. 


THE NATIONAL TELEPHONE ARBITRATION. 
(Continued from page 653.) 


MR. WILLIAM SLINGO, continuing his evidence, said that the total 
number of the larger magneto exchanges was 168, and one or two 
of the 11 which had been replaced with the battery system were 
not multiple exchanges. Hehad had 31 multiple mayneto exchanges 
inspected. He estimated that it would take about six years to 
clear out all the magneto exchanges, In certain cases the magneto 
telephone was connected with the common battery exchanges, he 
believed there were some 23,000 instruments so connected ; in most 
cases their life was over, and tney ought to be withdrawn from the 
service and replaced with the central battery system as soon as 
possible. 

Further questioned, Witness said that he could deal with the 
. whole plant within two years and with the employ of 15,000 men. 

COUNSEL: Would you have any difficulty in obtaining that 
number of men to put on work of this description ?—I do not 
think so; I have at the present time 12,000 men doing maintenance 
and construction work, and I could undoubtedly get more. The 
total length of telephone wires of the Post Office amounted to 
464,958 miles. 

Cross-examined by 81в A. Cripps, Witness was pressed very 
closely as to the reason why in making up the Post Office esti- 
mates he did not proceed upon the iines of taking the cost of 
the work executed and the plant placed in the Post Office 
telephone system, and then comparing it with the cost of similar 
work and plant belonging to the Telephone Co., making due allow- 
ance for the variety of plant and difference of conditions, instead of 
proceeding upon what Mr. Snell called the “ contractor's basis.“ Не 
maintained that, with so many variations and differences in the 
construction and nature of the work and plant involved in the 
establishment of the two syatems, it would not have been practicable 
to adopt the course suggested. 

Questioned as to the number of telephone stations under the Post 
Office on December 31st, the date of the transfer, and March 31st, 
the date of the lease, Witness said the number of stations in London 
on March 31st was 74,146 completed and working, 398 completed 
and not working, and 10,025 private-wire stations. On December 
31st, the number of exchange stations in London was 79,835, and in 
the provinces 39,160. 

Cross-examined with regard to aerial cables, Witness said that the 
average life of a properly constructed vulcanised-rubber cable was 
about 12 years, and that of a rubber-covered dry-core cable, which 
was not so long-lived, was no more than nine years. The lead- 
sheathed cable had a life of about 15 years. A great deal of the 
aerial cable would be replaced because so much of it was faulty, and 
also because the Post Office desired to replace it by the underground 
system. Hethought the two varieties of rubber cable should be 
taken down at once. They were giving во much trouble with the 
working circuits that this course was desirable. 

His LoRbpsHIP: Do you mean to say that, in some peculiar way, 
the performance of their duties ceased with the transfer of the 
company's system /—Witness said he did not mean to suggest that. 
The cables were in an unfit condition for the work they had to do, 
and dry air was being pumped into them every night in order that 
they might work the next day. They needed desiccation con- 
tinuously and changing of wires. 

i Es LomgDsHiP: In other words, you think they are used up?— 
0. 

SIR A. CRIPPS : How long did you think the lead-covered cables 
would remain in situ when the transfer was carried out 7—Witnees 
pointed out that he had fixed the life at 15 years. 

On re-examination by the SOLICITOR-GENERAL, MR. SLINGO said, 
referring to the effect of electrolysis, that, until a cable was taken 
up in all its length, it was quite impossible to tell whether electro- 
lytic action was going on in underground cables. So long as the 
lead was continuous in any thickness, there was no fault. The 
effect of electrolysis, he said, was variable—the greater the current 
the greater the amount of lead eaten away. He distinguished, of 
course, between the gradual chemical action of electrolysis, and the 
sudden melting effect of a strong current nccidentally assailing the 
lead. As long as any ordinary stray current ran along the lead 
there would be no decomposition. It was where current escaped that 
the electrolytic action occurred. The current, however. might 
choore to take the pipe rather than the lead, and at a manhole or 
surface box, or wherever there was a break the current would pass 
into the lead across the gap. In order to avoid that, it was the 
practice of the Post Office wherever there was a break to join iron 
pipes by a lead strip, technically known as a bond. When the 
cable was laid in a non-metallic conduit, the cable was connected 


by wire to an earthplate buried in the ground, so as to take away 
any stray current which might be travelling along the lead sheath. 
That was technically known as “ earthing.” 

As a matter of fact, do you find that you do avoid the risk of 
electrolytic action to a very great extent by this bonding апа 
“earthing "?— Oh, yes. The National Telephone Co.'s cables, he 
said, were neither “ earthed " nor " bonded,” and were, consequently, 
more 8ubject to electrolysis. 

Mr. JUSTICE LAWRENCE reminded the witness that he had him- 
geli exhibited a portion of lead-sheathed cable rendered faulty by 
electrolytic action.—' The Witness admitted it. 

Mr. JUSTICE LAWRENCE: Then, though you adopt methods for 
obviating this damage, they don't always succeed ?—M &. SLINGO 
said that was so, but explained that it greatly minimised the danger, 
so that he had no doubt the Post Office cables suffered much less 
from the effecta of electrolysis than the cables of the National Tele- 
phone Co. It would be possible still, he added, to bond or 
“earth the cables taken over from the National Telephone Co., 
but that would not remedy the damage already committed. It was 
the experience of the Post Office that, since the adoption of these 
two devices, faults in cables had been much rarer than before. | 

Witness said he agreed with the estimate of the company as to 
the life of serial cables—15 years for lead-covered, nine years for 
rubber-covered dry core, and 12 years for vulcanised rubber-covered 
cables, In conclusion, he said the etations of the Post Office and 
those of the company could not be properly compared as to cost, 
those of the Post Office being much the more costly, for many 
reasons, among which was the fact that the Post Office provided a 
larger margin of spare plant than the company. 

In the course of further evidence, MR. SLINGO said the Post Office 
would remove the acrial cables taken over from the National Tele- 
phone Co. as soon as possible. The coverings of these cables were 
either vulcanised rubber, india-rubber or lead. The first two of these 
were not now being used in new telephone work in this country, 
and the aerial cable was only being used where it was practicable 
to have a lead covering. Where it was possible to avoid it, however, 
the Post Office did not put up aerial cables at all. 

MR. BUCKMASTER : Can you use aerial cables in the county of 
London ?—We have not any. The Telephone Co. has, but we are 
going to take them down. : 

Answering further questions, Witness said that rubber-covered 
dry-core cables were very subject to developing faults. Out of 
42.948 miles of these wires taken over there were 14,000 spares. 
It was only the spares that could be tested, and of these 80 per 
cent, were found to be faulty. | 

Mr. BUCKMASTER explained that these questions were asked 
witness with a view of showing the amount of depreciation in 
the aerial cables taken over. The parties had agreed upon the cost 
of construction, it was true, but there remained the question of the 
life of the plant as determined by the degree of depreciation. 
His object was to show that the life of the plant was shorter than 
the National Telephone Co. said it would be, and that con- 
sequently the agreed figure for cost of construction must be reduced 
by a greater amount than the company reckoned. 

Witness said the proportion of cables covered with vulcanised 
rubber which had been found faulty was 20°48 per cent. as com- 
pared with 80°06 for rubber-covered dry-core cables. 

Mr. BUCKMASTER: What are the causes which lead to lead- — 
covered cables becoming useless ?— Vibration, lightning, atmospheric 
fumes in certain districts, occasional wholesale damage by fire, &c., 
were all factors causing depreciation of cable. He considered that 
the use of vulcanite and india-rubber-covered cables was dead. 
Lead-covered cable would have a life of probably 15 years. He had 
not had much experience of bare wires in this connection, but the 
life of bronze wire should be materially shorter than that of copper 
wire, It was very much thinner, and therefore moreliable to break 
down. 

Examined next with regard to exchange equipments, Witness said 
that the magneto exchange instrument would not be retained in 
use for a longer period than wus necessary. They would all be con- 
verted in the common-battery system. The common battery was 
morerapid in working and more satisfactory than the magneto system. 
The latter was admittedly out of date at the present time. Since 
the Post Office had taken over the National Telephone Co.'s system, 
they had replaced the magneto with the central battery in 41 of the 
larger exchanges, and in 74 of the smaller exchanges they had taken 
away the magneto system and installed the common-battery signalling 
equipment. 

Mr. JAMES O. CALLENDER, one of the assistant managers of 
Callender's Cable and Construction Co., Ltd., and joint manager of 
the Anchor Cable Co., Ltd., on examination by MR. BUCKMASTER, 
K.C. (for the Postmaster-General) said Callender’s Cable Co. con- 
tracted both for the supply and the laying of cables; the Anchor 
Co., for the last five years, had confined themselves to supply. 
Callender's Co. contracted to lay in conduits prepared for them, 
and also to construct and prepare the conduite themselves. During 
the last 10 years he had estimated for and supervised contract work 
costing over £5,000,000 in this country and abroad. His experience 
in telephonic work had not been so great as in the supply and laying 
of electric light and power cables, but he had supplied and laid a 
number of telephone cables in this country. There was no 
difference in the cost of operations and handling between these 
and telephone cables. 

Mr. BUCKMASTER : What does the cost of supervision include, во 
far as contractor's work is concerned Primarily the salaries of 
the engineers engaged in supervision work, the cost of such 
clerical assistance as they need, rent, rates, and taxes of stores, and 
petty cash for stationery, &c. 

What do you add to cover these items 7?—Twenty per cent. on the 
cost of labour. | 
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What do you include in the cost of labour ?—All labourers, work- 
men of all kinds engaged in handling and laying the cable, jointers 
and jointers’ mates, foremen, watchmen, storekeepers, labour for 
handling at the stores, and workers of every description, in short. 
When & contract is made for the supplying and laying of cable, 
the work is placed in the hands of an engineer, who sends to the 
works for any material he requires, and it is the duty of the works 
to supply the material at any point he may direct within the 
ordinary cartage limit of the railway. Anything beyond that is 
debited to the contraet. All charge up to that point is & charge 
against the material. So far as plant and tools are concerned, we 
keep & central depót at the works, whence they are issued to the 
contract as required. In the case of large plant & rent is debited 
against them, small tools on their return to the depot are valued at 
what they are then considered worth. There was notbing added in 


respect of storage of material. His company kept a store in every . 


town in which they did work, but that was included under the 
head of supervision. A very slight percentage of the heavy 
materialever went into that store. They would make the same 
arrangement for supplying a contractor that they did when they 
were themselves contractors, if he asked: that to be done, as he 
certainly would do if he knew his business. 

What do you add for the contractors’ profits ’—Ten per cent. on 
the labour plus supervision, Five per cent. is yenerally considered 
a correct figure for administration, preparation of plans, &c., by 
the people for whom we do the work. 

The Witness said he had prepared a complete schedule of the cost 
per mile of the cables required for replacing the National 
"Telephone Co.'s system, as at December 31st, 1911. He estimated 
for the supply only not for the laying ; but his company would 
have been pleased to contract both for supplying and laying them. 
The output of his company, however, was not sufficiently great in 
telephone work to warrant them in undertaking to supply and lay 
the whole system within two or three years, but they would have 
been prepared to undertake one-fourth of the amount, and there 
were five or six other firms carrying oh a large business in the 
supplying and laying of electric cables in this country. 

In answer to other questions, Witness said he did not anticipate 
that there would have been any difficulty in getting the necessary 
copper, which was estimated at about 6,000 tons, in the system 
of the National Telephone Co. 

SIR ALFRED CRIPPS said it was 13,000 tons. 

Mr. CALLENDER explained that he spoke of cables only, not of 
overhead wires, 

Mr. BUCKMASTER : Do you anticipate that there would be any 
disturbance of the market if an order for, say, 6,500 tons of copper 
were placed at a particular time ?—No. : 

Мв. DANCKWERTS (for the company): For immediate delivery 
Certainly. 

Mr. CALLENDEB proceeded to explain that if a person wanted 
to buy 6,000 tons of electrolytic copper at any one time, he 
would be faced by the double difficulty that he could not get it 
and that he would probably put the market up against him. 
he could go into the market and buy 6,000 tons of standard copper. 
Then when he required the electrolytic copper from time to time 
he would go to the drawer and tender his warrants for the standard 
copper, together with the difference in price between the two 
qualities of copper, and get his electrolytic copper. 

MBR. JUSTICE LAWRENCE: Is not there a risk that you could not 
get it?—' There is no risk, my Lord, because I could go to the 
standard refiners and get it there. 

MR. JUSTICE LAWRENCE: We were told that they were chiefly 
ia America.— They are, but there are two in this country. 

We have been told that the copper market ie very sensitive and 
somewhat erratic.—It is both sensitive and erratic, my Lord. 

Mr. JusTICE LAWRENCE: Then I should have thought there 
would be a risk in the matter. 

Мв. CALLENDER thought not. The difference in price between 
standard and electrolytic copper, he explained, was about £3 per 
ton. The maximum variation between the two kinds during the 
last 10 years had been £4 10s. a ton, and they had come as near 
each other as 258. So all the buyer Had to do was to provide for any 
variation in the difference. 

In cross-examination by SIR ALFRED CRIPPS, K.C. (for the com- 
pany), Witness said his company had supplied and laid telephone 
cables to the value of £25,000 annually in this country alone 
during the last 10 years. If he were to reckon those supplied 
abroad the total would be a very different one. He estimated that 
the cost of carrying out a contract within a limited time was not 
more, but rather less, than where the work was extended over a 
long period. The cost of supervision, for instance, would be less 
where the work was carried through rapidly. 

Mr. D. C. JACKSON, a civil and electrical engineer in America. 
and member of other similar bodies in that country, on being called 
to give evidence for the Postmaster-General, and examined by Mr. 
Branson, said he was a member of the firm of Messrs. D. C. and 
W. M. B. Jack on, engineers, of Boston, Mass.. and Chicago. He 
himself was Professor of Electrical Engineering in the Massa - 
chusetts Institute of Technology. His firm, he said, were con- 
sulting engineers, dealing with electric lighting. power and 
telephones. He was engineer to the Massachusetts Highways 
Commission, a quasi-judicial body having control of the rates and 
service of the telephone companies in the State, and he had had to 
give his attention to both these points. He had also had experience 
as to the capital outlay required for putting up a telephone system, 
and the question of the life of plant. His telephone practice alone 
had covered nearly & million stations during the last few years. 
The Witness said he had paid three special visits to this country at 
the invitation of the Post Office for the purpose of advising as to 
the best method of inventorying and valuing the National Tele- 


But. 


phone Co.'s plant. He had inspected the plant in 12 of the 98 
centres of the company’s system, and had made an examination of 57 
of the company's exchanges, including 15 of the larger ones. 

Objections were raieed to the witness's qualification as an expert 
in this country, but the examination was allowed to continue. 

Mk. JACKSON then, in reply to Мв. BRANSON, said that if he had 
to ascertain the value of the plant in the National Telephone Co.'a 
system at a particular day, he should look upon the cost of con- 
struction as estimated by a contractor or contractors as the best 
method of determining the question. To that he would add the 
cost of the undertaker's administration. 

Мв. JACKSON, continuing, said he had himself been a contractor 
engaged in the construction of electric light, power and railway 
systems. He was at one time at the head of the contracting 
department of the Edison General Electric Co., dealing with con- 
tracts amounting to from three-quarters of a million to a million 
pounds per annum. 

Mr. BRANSON: What figure would you add for contractors’ 
supervision ?—20 рег cent., or perhaps less, to the cost of 
material, freight, labour, casualty insurance, cartage and other 
associated costs. That 20 per cent. would cover such costs as the 
contractors’ office or staff as far as wages and salaries are concerned, 
and the establishment charges. His own experience with the 
Edison Co. was that they never approached 20 per cent. for such 
costs, 

Mr. JUSTICE LAWRENCE did not see how the witness could put 
the cost at 20 per cent., if in his experience that percentage was 
never approached. 

The witness said 20 per cent. was the outside figure to be esti- 
mated, and where a man had a chance of making a profitable 
contract he would put this cost at the maximum. His own 
experience never exceeded a cost of 15 per cent, but he had made 
contracts in which he allowed 15, 18, and 20 percent. For con- 
tractors’ profit, he would add 10 per cent. to the figures already 
discussed. If the contractor were himeelf the manufacturer there 
was a difference. When he was with the Edison Co. the contracting 
department was never expected to make a profit upon the plant 
supplied by them, but it was expected to make a 10 per cent. profit 
on labour and everything bought outside. 

For the employers work—making the contract, inspecting 
materials during construction, finally making the approval of the 
construction and certifying for the payment of the contractor, he 
would not allow more than 5 per cent. The amount of the em- 
ployer's burden would be proportionately less in a large contract 
than in a small one. It would be more expensive to build up a 
system piecemeal than by continuous work. 

The Witness was then examined as to the probable effect on the 
market of 13,000 tons of copper, the amount used in the National 
Telephone Со.'в system. The annual output of electrolytic copper 
in the United States, he said, was about 600,000 tons, about half of 
which was exported. The output of the rest of the world was from 
100,000 tons to 125,000 tons, so that the proportion of the amount 
of copper contained in the company’s system spread over two years 
represented 9 per cent. of the world’s output. The average visible 
supply of copper at any one time varied from 100,000 to 800,000 
or 400,000 tons. 

Mr. BRANSON: Is it your view that a purchase of 13,000 tons 
of copper would have any effect upon the market! No, not if 
made judiciously. If a contractor had an order to build a plant 
containing 13,000 tons of copper, he would have all his copper 
purchased within a few weeks, for delivery as he wanted it during 
the term of his contract, without any disturbance of the market. 
As the English market drew a very large proportion of its supplies 
of copper from the American producers, his experience in America 
was applicable to this case. 

The lead in the company’s cables Witness estimated at 38,000 
tons. The annual output of the world was over 1,000,000 tons, 

~and the purchase of 28,000 tons would not affect the market. The 
same answer applied to the purchase of the 900 tons of tin used. 

Witness said the small magneto switch boards used by the company 
were identical with plant used in America, and he put both the 
physical and effective life of these at 10 years, and about the same 
for large magneto switchboards. He put the physical life of the 
common battery plant at 15 to 20 years, and its effective life at 10 
years, the shortness of the effective life being caused by the rapid and 
steady development of the art of telephony. Subscribers’ apparatus 
he gave an effective life of about 10 years. The best way of com- 
puting the depreciation value of a plant, he said, was first to 
take the estimated effective life of each species and the age at the time 
under consideration ; from these one could compute the balance of 
expectation of life and compare it with the value of the new plant, 
adding the salvage value of the plant. 

The cross-examination was deferred. 

Mr. ALEXANDER SIEMENS, President of the Institution of Civil 
Engineers, &c., said his firm had been engaged in all kinds of electrical 
work for many years. They had laid eight Atlantic cables. He had 
seen the estimates put forward by the Postmaster-General in thi 
arbitration, and agreed with it. He thought it was ample. Witness 
put the cost of contractors’ supervision at 21 per cent., contractors’ 
profit at 10 per cent., and contracting engineer's fee at 5 per cent. 
Nor further provision was made for ordering and storing—in fact, 
in work of that kind, no store was necessary, because the plant was 
only delivered where it was needed. Where his firm were both con- 
tractors and manufacturers, the supplies were kept in store at the 
works until they were wanted, and that was the usual practice. 
Mr. Siemens said his firm could undertake to complete the 
whole of the National Telephone Co.'s system in 24 years, both 
underground cables and overhead wirea, by restricting the number 
of outside orders for the same period. His firm was using about 
2,000 tons of electrolytic copper per annum in their work at 
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Woolwich, but that could be increased to 4.000 tons, so that 
without disturbing their general business they could apply 2.000 
tons to this telephonic business. And if necessary the works could 
be extended within six weeks. He did not anticipate any difficulty 
in getting enough labour either inside or outside for the completion 
of the contract. There might be some difficulty at first in getting 
& sufficient supply of jointers, but these could be trained in two 
months. The work could be carried on at as many different 
points as were necessary to expedite it. If his firm here had any 
difficulty in turning out the cable he would get the help of 
the houses of Siemens in other countries which dealt with 
30,000 tons of electrolytic copper a year. The Berlin house alone 
was now consumg 80 tons a day, or at the rate of 24,000 tons a 
year. Witness said his firm .laid the original telegraph lines in 
Russia in `57, in Argentina and Brazil, and had done a great deal of 
work in India. His firm, he said, wrote off 10 per cent. a year on 
‘all their plant, so to say, leaving 90 per cent. of the original value 
at the end of the first year, then 10 per cent. on that, and so on in 
diminishing principal. 

In cross-examination by Mr. DANCKWERTS, K.C., MR. SIEMENS 
said he required to make no calculations in order to arrive at an 
agreement with the estimates of the Post Office. He would not 
have known his business if he had not been able to do so without 
fresh calculation. 

In re-examination by the SOLICITOR-GENERAL, witness explained 
that the integral parts of the cost of cable were 90 per cent. for 
material, 5 per cent. for making, and 5 per cent. for establishment 
charges. When the works were run at night, the increased cost of 
labour was balanced by the decreased eost of establishment charges. 
He added that the representatives of the firms of Siemens in various 
countries were in the habit of having periodical conferences on the 
condition of business, and as the result of one of these, they were 
now erecting large telephone works at Woolwich. “ We think there 
will be a demand for telephones now,” he said. 

Mr. G. W. Cook, a retired superintendent engineer of the Post 
Office, gave evidence to show that several of the cement conduits 
of the National Co. were, on inspection, found to be defective, 
mainly on account of the cement blocks getting out of align- 
ment. a 

MR. GEO. WM. Hook, on further examination by the SOLICITOR- 


GENERAL (Sir John Simon), spoke of a case in Plymouth wherethe . 


blocks in a cement conduit of the company had become so far out 
of alignment that they could not get a mandrel through, and one 
was actually lost in the duct. | 

Мв. JUSTICE LAWRENCE said he did not see how that affected 
the case. 

The SOLICITOR-GENERAL said the parties bad agreed a value to 
be put upon these cement:block conduits when they were new. 
Now the Court had to determine how much further life was left in 
them. The view of the Post Office was that their present condi- 
tion was such that their remaining life was very short. Supposing 
the Post Office showed that there was reason to think that in a 
substantial part of the whole these blocks were out of alignment, 
with the result that there was not a 3-in. hole left, they were 
already in a condition when they had served their best years and 
had become inefficient, almost obsolete conduits. That, he thought, 
would have a bearing on the question of life. 

His LORDSHIP eaid the condition of the conduits would, of course, 
be taken into consideration, but he would not allow himself to be 
influenced by the loss of a mandrel, 

The Witness said that the 3.in. conduits of the company should 
have taken a 21-in. mandrel if they had been clear, but out of 183 
miles examined by him, 30:657 of the conduits were blocked to the 
21-in. mandrel, 23:217 would take a 2}-in. mandrel, 2 476 would take 
a 2-in. mandrel, and 4'964 were below that. 

SIR ALFRED CRIPPS (for the company) asked if it was not the 
case that all except a very small proportion of the company's cables 
would pass through а 24-in. or even a 2-in. duct.— MR. Hook said 
he did not know that, but pointed out that the trouble was a pro- 
gressive one. | 

Mr. Jackson was recalled for cross-examination, but Sir Alfred 
Cripps declined to aek any further questions. | 

Mr. WM. AITKEN, М.Т.Е.Е., on examination, on behalf of the 
Postmaster-General, by Мв. BRANSON, said he had been exclusively 
connected with the telephone industry for 30 years. For 10 years 
he had been in the employment of the British Insulated and 
Helsby Cables, Ltd., during part of that time as telephone 
engineer in charge of their telephone manufacturing works, now 
formed into a separate company under the name of the Automatic 
Telephone Manufacturing Co, Ltd. His company had supplied 
25 trunk and 11 common battery exchanges to the Post Office, and 
had also supplied plant to the National Telephone Co. Upon the 
agreed figures for cost of labour, tools, &c., used in the construction of 
& telephone system, lie estimated that an allowance of 20 per cent. 
should be made for supervision, with 5 per cent. on freight, cartage, 
&c., to cover the money laid out on that account, if com- 
petition were not very keen, but if it were keen 15 per cent. would 
probably have to go. There would be nothing to add beyond that 
on that head. For contractors’ profits he would add 10 per cent. 
on the cost of labour, tools, &c. Ав contractors they 
added no contractors’ profit on plant manufactured by 
themselves, but on goods bought from other manufacturers they 
added 5 per cent. The manufacturefs’ profit on plant, he said, was 
about 10 per cent , but it varied very much. Witness said he agreed 
with all the estimates on exchange equipment, subscribers’ 
apparatus, &c., and his company would be prepared to undertake 
the contract to replace these on the National Telephone Co.'s lines 
on those terms within three years. 

In oross-examination by SIR ALFRED CRIPPS, Witness said that 
the capital of the Automatic Telephone Manufacturing Co., Ltd., 


D 


was £1,000,000, but he did not know how much had been paid up. 
The company, he said, had only been in existence, as such, for nine 
or ten monthe, but it had previously been long engaged in large 
contracts as the British Insulated and Helsby Co. 

Mr. SIDNEY GEORGE LEECH, a joint managing director of J. B. 
Saunders & Co., Ltd., and a M. I. E. E., said his firm's office was in 
Westminster. His firm, he said, were contractors only and not 
manufacturers. They were engaged in the construction and main- 
tenance of overhead telephone and telegraph lines, also on electric 
light and power lines carried overhead. At present they were 
maintaining the telegraph systems belonging to 24 of the smaller 
railway companies. Having no factory of their own, they bought 
the supplies necessary for any construction work they undertook. 
For supervision in the erection of poles and: standards, and the 
placing of bare wire and aerial cable, he estimated that 19 per cent. 
should be charged on the cost of tools, &c. Contractors’ profit he 
never estimated at more than 10 рег cent, but it was usually less. 
He also charged a percentage of the material bought for the work. 
He allowed nothing for storage. 

In cross-examination by SIR ALFRED CRIPPS, Witness said the 
amount of telephone construction his company had done during 
the last five years under contract was negligible, and as regarded 
telephone work for the railways, whose telegraphs and telephones 
they maintained, he could not separate construction from main- 
tenance. The annual figure under both these heads was, roughly, 
£30,000. He thought supervision and administration would cost 
more where work was spread over a long period than when it was 
executed in a short time, but labour would not. 

In re-examination. Witness said the 19 per cent. which he 
estimated for supervision and administration was arrived at by 
reference to the actual amounts shown in his firm's contracts. 

Мв. ANDREW YOUNG, valuer to the London County Council for 
the last 24 years, on examination by Mr. Schwabe. said he would 
allow 5 per cent. for headquarter administration, of which 4 per 
cent. would go to the engineer to provide for the cost of devising 
the scheme of the work, for preparing all designs, plane, estimates 
and other documents, supervising the work, providing a drawing 
office and other engineers in charge of the construction of the 
work, and any machinery that might be necessary for the 


inspection and testing of any materials, &o. He allowed 10 per cent. ° 


on the fundamental cost for contractors’ profits, and eaid the con- 


‚ tractors in that 10 per cent. included all contingencies. In prepar- 


ing a contract, an engineer might make a separate allowance for 
contingencies, but the contractor would not do so. If the sum so 
allowed by tbe engineer were not wholly expended, the residue went 
back to the employer. But there was no need of a contingency 
fund in the case of work that had already been executed. He said 
he had never before heard of a charge for interest on plant, and as 
for the cost of obtaining subscribers' agreemente, he thought that 
ought rather to be a charge upon the business than upon the con- 
struction. 

MR. JUSTICE LAWRENCE: Supposing the purchaser takes over 
the subscribers and their agreements /—Then I consider that the 


“profits come in there, and under the Tramways Act we are not 


allowed to take profits into consideration. 

SIR JAMES WOODHOUSE: Are you aware that the Post Office, 
before they go into a district, canvass a district in order to ascertain 
the probable number of subscribers ?—' They may do ao. 

Would that, in your view, be any part of the cost of constructing 
the exchange No, my Lord. I consider it should be taken out of 
the revenue, and not added to the capital value. 

- In cross-examination by MB. DANCKWERTS, Witness said it was 
his experience that contractors were willing to accept a 10 per cent. 
profit, but he could not estimate how much contingencies and 
establishment charges would reduce that, before the actual net profit 
of the contractor was ascertained. 

MR. JUSTICE LAWRENCE : Have you made any estimate of what 
his net profit is to be ?—No, my Lord. I only know tbat contractors 
will accept contracts on the 10 per cent. basis. 

In answer to other questions, the Witness said he had valued the 
plant only, in the ordinary way; if he had had to value the 
system as a going concern, of course the value would have been 
B greater. He made no allowance for obsolescence of 
plant. | | 

In re-examination by SIR JOHN SIMON, Witness said that the 
plant of the undertaking would be of no more value because it was 
taken over asa going concern. The increased value belonged not 
to plant but to goodwill. He was strongly of opinion that a 
sinking fund basis was not a proper one to apply in order to 
ascertain the value of a plant which was not new. 

The SOLICITOR-GENERAL said the Post Office would finish ite 
evidence this week, and he suggested that a break of a few days 
might then be made before arguments were entered upon. That 
would allow Mr. Snell and Mr. Gill to complete their efforte to 
simplify the mode of determining the life of plant. 


(To be continued.) 


COMPENSATION CLAIM. 


THERE was a settlement on Monday, at Blackburn County Court 
of the case in which John Thomas Watson, electrical engineer, Royal 
Terrace, Darwen, claimed £222 from Messrs. Dick, Kerr & Co. 
electrical engineers, of Preston, on account of the death of his son, 
Evan, who was killed whilst working at respondents’ works. The 
father set up a claim of partial dependenoe, and it was decided to 
grant him £78. 
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ATTORNEY-GENERAL vr. LONDON ELECTRIC RAILWAYS Co. 


ON Friday last Mr. Justice Neville, in the Chancery Division, had 
before him the motion by the Attorney-General, at the relation of 
the Gordon Hotels, by which it was sought to restrain the 


defendants until the trial of the action or further order, from © 


pumping at their works on the Embankment in a manner which, it 
Was alleged, was calculated to damage the relators’ property. 
Mr. Felix Cassel, K.C., and the Hon. H. B. Ponsonby were 


counsel for the plaintiffs, and the Railway Co. was represented by. 


Mr. Bramwell Davis, K C., and Mr. Mossop. 

Mk. CASSEL said that the motion was to restrain the de- 
fendants from pumping water from their works in violation 
Of an express provision in their Act of Parliament under 
which they were carrying out these particular works. The 
action was brought by the Attorney-General at the rela- 
tion of the Gordon Hotels, who owned the Hôtel Metropole, at 
the corner of Northumberland Avenue and Whitehall Place, and 
. they were apprehensive that this pumping would endanger their 
buildings, and other buildings in the immediate neighbourhood. 
The defendant company was an amalgamation of the Charing Cross, 
Euston and Hampstead Railway, the Baker Street and Waterloo, 
and he thought also the Piccadilly, but with that they were not 
concerned. The defendant company, under an Act of 1911, had 
power to make a loop line, the object of which was to bring the 
Charing Cross, Euston and Hampstead into direct communication 
with the District Railway, the present terminus of the Charing 
Cross, Euston and Hampstead being under the Charing Cross Station 
of the South-Eastern and Chatham, and having no connection with 
either the Charing Cross Station of the District or the Embank- 
ment Station of the Baker Street and Waterloo. By the 
London Electric Railways Act of 1911, which authorised this 
loop, it was provided that the construction of the railway 


should be by metal shields worked by hydraulic pressure, and of . 


such length as to protect the soil. Sec. 5 provided that, where 
fluid was found, compressed air should be applied to prevent the 
inflow of any sand, silt or gravel, and the excavation should be 
immediately stopped until compressed-air machinery was provided. 
Sec. 6, which was the important one, provided that, except in the 
case of something unforeseen, or for the purpose of removing 
running water, no use should be made of a pump or other like 
method of removing water from the works. What the defendants 
were doing, and, in fact, had done ever since December 28th, 1911, 
when these works were commenced, was to pump continuously at a 
point quite close to the District Station. It was not disputed 
that they had been pumping ever since December, 1911, and 
that the pumping was still going on, but they said the pump- 
ing was now being done by another company. It was, however, 
admitted that they were doing it up to October 12th at the rate of 
about 100 gallons & minute. Since the motion was launched, 
however, an undertaking had been given that the pumping should be 
as little as possible, and should not exceed 60 gallons a minute. 
That undertaking was given before the Vacation Judge, and the 
motion had stood over until that day ; but on October 12th the 
plaintiffa received a letter from the defendants’ solicitor to the 
effect that the Metropolitan District Railway proposed to proceed 


the following week with works authorised by an Act of 1912, and 


it would be necessary for them to pump, and that the pumping 
operations of the defendant company had been suspended for the 
time being. The letter concluded, and it was written so that the 


plaintiffs might not in any way be taken by surprise, that the 


Metropolitan and District were not restricted in any way as to 
pumping. All the plaintiffs knew was that the same pumping was 
gtill continued, though they were now told that it was by a different 
company under a different Act of Parliament. 

Мв. BRAMWELL Davis said that his clients had ceased pumping, 
and he was quite willing to undertake to let the plaintiffs have 
notice if at any time it was proposed to resume pumping on behalf 
of the London Electric Railways, who were the only defendants to 
this action. 

Mr. CASSEL said he felt the difficulty of pressing for an interim 
injunction when the defendants said they had ceased to pump. 

MR. BRAMWELL Davis : And my friend shall have seven days’ 
notice of any intention on our part to resume. He could not, he 
said, give an absolute undertaking that there should be no pumping 
without seven days’ notice as an emergency might prevent such an 
undertaking being fulfilled with reasonable safety. The plaintiffs, 
however, might take it that there was no immediate intention by 
the London Electric Co. to resume pumping. 

Мв. CASSEL said, under the circumstances, he could not ask for 
aninjunction upon the motion, but asked whether the trial of^ the 
action could not be expedited. 

His LORDSHIP thought that was reasonable as the motion had 
not been pressed, and it was no doubt better for all parties that they 
should know where they stood. 

Mr. CASSEL suggested that the motion might be used asa 
summons for directions and the date of pleadings fixed. 

His LoRpsHIP said that if it was only & question of whether 
under their Act to pump as they had been pumping, no pleadings 
would be required. 


Мв. BRAMWELL DAVIS said that his contention would be that | 


under their Act of Parliament they were entitled to pump, but it 
was not only a question of whether what they had been doing in 
the past was authorised by the Act. There was another question, 
which was, that it was only a trifling amount of water that they 
had been pumping. The Act said that if unforeseen circumstances 
arose, they could pump water to a trifling amount. 

Мв. CASSEL : Thirty-nine million gallons a day. 

MR. BRAMWELL Davis: That is a matter of evidence. 

After some further discussion, it was agreed that the motion 
should stand over until the trial of the action, with liberty to bring 


it on again if necessary, the plaintiffs to have leave to amend, and 
the defendants to give seven days’ notice of any intention on their 
part to resume pumping. Leave was also given to the parties to 
appeal in Chambers for x dx if they were unable to come to a 
mutual arrangement. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


PROPOSED NEW DUTCH TARIFF.—The Board of Trade have 
just issued a translation of a proposed new Dutch Tariff. The draft 
tariff previously issued has been considered by a Committee of the 
. Netherlands Government for upwards of a year, and the rates now 
published are those finally suggested by the Government. The 
following are the changes which, if carried into effect, will most. 
interest readers of the ELECTRICAL REVIEW :— | 
| Present Proposed 


rate, rate, 
ad val. ad val. 
. Cables and wire of copper for electric installations 
insulated and other copper wire having 
material wound, epun, or plaited round it b 6 95 


Articles and manufactures of copper, brass or 
bronze not separately mentioned :— 
Roughly worked 2 sux a 
Polished, lacquered, &c. ... ET 
Porcelain for the insulation of electric current sis 
Glass globes for the ene of incandescent 
electric lamps  ... T^ -— sae 
Asphalte and asbestos paper.. 
Rolling stock for railways and tramways .. 
" „ for transportable railways 
Machine tools, boilers, ‘pumps, refrigerating 


or or Or OF Ot Ov Q 
dededede dedede de 
s 
Ф 


machines and аіг- борси with fittings ... Free 6 95 
Accumulators .. Vus ТЕ x jas 5% Free 
Dynamos and electromotors Free 6 96 
Hoisting and conveying appliances worked by 

machine or hand-power... 5% 6%, 
Accessories for steam, water and ventilating in- 

stallations, such as cocks, shut-off valves, &c. : 

(а) Fastened to or imported with the piant ... Free Free 
(b) Other ... Free 6 
Appliances (apparatus) not being machine or hand 

tools, not separately mentioned pa Free 6 96 
Implements not separately mentioned Free Free 
Parts of driving machinery, such as axles, 

couplings, crankshaft Rind transmission 

belts, &c. ... " Free 6% 
Engine and boiler packing - / Егее 6%. 
Mathematical, physical, surgical, optical and elec- 

trical instruments and pete not стаг 

mentioned.. 695 6% 


Lamps and ornaments for gas, electric or other 
means of lighting, with or without the 
globes belonging thereto, not separately men- 


tioned ... 5 96 12% 
India-rubber manufactures not separately men- 

tioned ... 5 95 12 % 
Celluloid manufactures not separately mentioned 5% 12% 
Asbestos, even if mixed with other substances : 

Worked, not separately mentioned  ... *. 5 5 6% 
Mica, in sheets not more than 14 mm. thick Free 6 96 
Mica articles, if not separately mentioned.. 5% 12 $ 
Aluminium. wire for electric insulation (insulated), 

other wire having material wound, erum or 

plaited round it .. ix iis Free 6% 
Iron wire with other material wound, spun or 

plaited round it . on T s ... Free 6% 


No duty shall be levied :—(a) On the packing of imported goods 
such as cases, barrels, baskets, straw, hay, shavings, Ко, serving to 
protect the goods during the transport from breakage or other 
damage. 

(b) On the packing of imported goods, such as large jugs or stone 
bottles, tins, cases and the like in which the goods are, as a rule, 
stocked and kept by the person who sells them again, but not 


. delivered to the consumer. 


(c) On small soldered tins, paper, and tin-foil, in which the goods 
are wrapped or by which they are separated from one another, 
small boards or reels round which trimming, ribbon or thread is 
wound, unpainted and plain (bare) cardboard boxes and similar 

packing material (even if the goods are packed therein for direct 
delivery to the consumer, in so far as this packing material as such 
has no commercial value, or, after unpacking, is no longer service- 
able fora similar destination. 

A duty of 12 per cent., ad valorem, shall be payable on the 
packing of imported goods not falling under the previous para- 
graphs, it will not be necessary to indicate in the Customs declara- 
tion the correct name of the packing, but it will be sufficient to 
declare it as packing for retail sale. 

The provisions of the previous paragraphs, shall also be appli- 
cable to goods on which duty is levied according to a standard 
other than weight or which are admitted free from import duty. 
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NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED.) 


Compiled арыу for this journal by Messrs. W. P. THompson & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


23,402, “ Electric controller contact." J. Dawson. October 14th. 


23,404. '' Sparking plugs for internal-combustion engines and other purposes.“ 
A. J. RiLEY. October 140. 

93.109. ‘*Switchboard connecting cords and the like." P. 
(Addition to 31,806, 1912.) October 14th. 

28,417. Electrical token apparatus for railways.“ A. T. BLACKALL and C. M. 
JACOBS. October 14th. 

23,49. Composite material suitable for use in the construction of heating 
elements, rheostats and the like." А. C. Wisan., October 14th. 

28,430. “ Electric ignition apparatus for internal.combustion engines.” Н. 
Leitner. October 14th. 

99,432. ‘*Dynamo-electric machines. R. A. Hol ECR. October 14th. 

28,450. “ Manufacture of explosives, fuses, detonators, percussion caps and 
the like.“ А. JAduks and С. WELLs. October l4th. 

W, 451. Electrical heating apparatus more especially vulcanisers.“ 
NAH. October l4th. 

28.453. Electric incandescent lamps.“ 
(Complete.) 

23 458. ''Transmitting apparatus for use with wireless telegraph systems.“ 
W. Н. BHEPHARD and A. E. МсКкснміЕ. Ootober lèth. 


28,475. ** Process for the manufacture of chemically-pure tungsten." С. H. 


P. Craven. 


B. R. 


Т. F. J. Tauss. October 14th. 


FiscHER. October 140. 
23,514. ''Electric cut-outs.” VoicT & HAEFFNER Акт. GES. (Convention 
date, November 2nd, 1911, Germany.) October 15th. (Complete.) 


23,520. '' Electric shade carrier." A. E. Orway, J. Н. ORMROD, and W. J. 


Punpuk. October 15th. (Complete.) 
W, 527. Telephone systems." H. F. TAYyroR. October 15th. 
W, 542. Automatic electric current controller for limiting the consumption 


of current." L. ABBATECOLA, 
October 15th. (Complete.) 

23,545, ''Electro-osmotic extraction of water from animal, vegetable or 
mineral substances," GESELLSCHAFT FUR ELECTRO Osmose m. b. H. (Con- 
vention date, July 17th, 1912, Germany.) October 15th. (Complete.) 

28,561. '' Wire terminal plugs." C. E. MowRER. Octoberló5th. (Complete.) 

23,576. ''Automatically-operated fans." W. J. Brinson. October 15th. 
(Complete.) 

23,588. '' Wall plugs for electrical fittings." F. Scgzixio. (Convention date, 
October 16th, 1911, Austria.) October 15th. (Complete.) 

29,590. ''Electric clock systems.“ L. J. Anon. (Convention date, October 
16th, 1911, Germany.) October 15th. (Complete.) 


(Convention date, March 26th, 1912, Italy.) 


29,508. “Filaments suitable for incandescent electric lamps and the like.“ 
British THomson-Houston Co. (General Electric Co., United States.) 
October 15th. 

W. 594. Electrio motor-contro] systems.“ BnirisH Тномвом-Носвтох Co., 
Lro. (General Electric Co., United States.) October 15th, 

28.595. Inoandescenoe electric lamps." J. Rep. October 15th. 

23,597. ''Magnetic speedometers.” R. Happan. (Stewart & Clark Manu- 
facturing Co., United States.) October 15th. (Complete.) 

23,606. “Sparking plugs." F. A. L. Јонивом. October 16th. 

23,607. *'' Electrical metal conduit cutters.” L. H. MARLoR, T. G. HANN and 
J.T. Foster. October 16th. 

23,621. ~ Fittings for electric conduits and the like." C. H. KLvxNE and 
S. E. R. Вккквоғт. October 16th. . 
‘a "Trolley poles for tram and like cars." A. KENNETH. October 

23,669. ''Motor-controlling switches." W. E. Laxe. (Bociéte Anonyme du 
‘Temple, France.) October 16th. (Coniplete.) 

28,089. ''Turbo-electric machines." A. RorrE. October 17th. 

28,614. *''Police call alarms.” T. Grant. October 17th. 

28,708. ** Apparatus for automatically controlling electric heaters or the 
like." G. WrILxinson, October 17th. 


28,718. “Deriving electric current formed by means of thermo-electric 
elements.“ P. Ferra. October 17th. 


28,726. Apparatus for use in the beating or sterilising of fluid by means of 
electricity." T. McCLELLAND, jun. October 17th. 


23,732. ‘* Portable self-contained electric tell-tale and dash-board light." 


W. H. Col n. October 17th. 
93,738. *'' Electric heating devices." А. E. WoopgousE. October 17th. 
28,784. ''Reception of electric waves." R. GorpscHMIDT. (Convention 


date, October 18th, 1911, Germany.) October 17th. (Complete.) 
W. 750. Branch boxes for electric conductors." J. KRAMER. Ootober 17th. 


23,774. ''Ineandescent electric lamps and holders therefor.” A. W. 
ВестткІд. October 17th. 


28.775. Evacuated envelopes." British Тномзох-Носвток Co. 
Electric Co., United States.) October 17th. 


23,776. ''Resinous compositions.”  BnirisH THomson-Houston Co., LTD. 
(General Eleotrio Co., United States.) October 17th. | 


228,786. ''Cinematographs." R. J. Samson. October 18th. 

99,811. *''Electric lamps.” G. 8. BRIGHTEN and H. Forster. October 18th. 

28.812. Telephone indicating apparatus.“ M.B. Conner. October 18th. 

23,814. Fitting eleetric lamps to firemen's helmets.” W. C. ANGEL and 
Е. A. CREANE. October 18sh. 

23,832. ‘Electric condensed water cleaners." Е. Von WiLDp and J. ри 
MIQUEL Y ALMIRALL. (Convention date, April Ist, 1912, Spain.) October 18th. 
(Complete.) 

23,850.  ''Switch-operating devices for tramways and the like." 
ZUCKERMAN, October 18th. 


(General 


W. 


W. 860. Electrical heating devices.“ А. F. Berry. October 18th. , 

93,861. ''Cooking utensils and other heating apparatus." A. F. Brrgy. 
October 18th. 

1 „% Manufacture of mica plate." C. FiscHER. October 18th. (Com- 
plete. 

23,870. Device for transferring the energy from one electric oscillator to 


another by shock excitation." H. Sxrrox-JON ES. 
F. Jacoviello, Italy.) October 18th. (Complete.) 


28,877. Plug for electrical plug contacts." H. Storz and Srorz & Co. 
(Convention date, October 20th, 1911, Germany.) October 18th. (Complete.) 


23,887. ''Pocket electric lamp signalling apparatus." H. NEUBUBGERB. 
October 19th. 


23,890. ‘* Fittings for electrical conduits." J. E. Мот. 


28,911. ‘* Electric driven vacuum cleaning apparatus.“ 
Wizagp Dust Extractor Co., тр, October i9th. 


(Jacoviello Soo. Anon. and 


October 19th. 
W. GRIFFITHS and 


23.917. ‘* Electrical current-limiting switches." H. J. RAILING, J. STRACHAN 
and E. К, Hoapiey. October 19th. 
98,918. ‘* Automatic electrically operated elevators.” R. LrirJkeBLAD and 


AKTIEBOLAGET ELEvATOR. October 19th. , (Complete.) 


W, 940. Means for indicating when the flow of current in an electrico circuit 
is interrupted." A. F. BERRY. October 19th, 


, 955. Sparking igniters for explosive engines.“ Е. A. Raves. October 
19th, 

23,959. ~“ Process of plating." R. BaFx. (Convention date, October Ast, 1911, 
Germany.) October 19th. (Complete.) 


a 


E - 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. ''HoMPsoN & Co., 285, High Holborn, W. C., and at 
Liverpool and Bradícrd ; price, post free, 9d. (in stamps). 


191). 


ELECTRIC Fornaces. A. L. J. Queneau. 19,805. August 29th. 


APPARATUS FOR GIVING INTERMITTENT FLASHES or Lieut. Julius Pintsch Akt. - 
Ges. 19,969. August 30th. (January 160, 1911.) 


METHOD or ELECTRICALLY BONDING, AND A BOND FoR RAILS OR THE LIKE. E. 
Yedovelli. 41,770. October 2nd. 


TELEPHONE INSTRUMENTS. W. Н. Derriman. 
21,812. October urd. 


TELEPHONE OR LIKE INSTRUMENTS. 


(Automatio Enunciator Co. 


W. H. Derriman. (Automatio Enunciator 


Co.) 21,514, October urd. 
TELEPHONE Systems. W. H. Derriman. (Automatic Electric Co,) 21,815. 
Cctober 8rd. 


VAPOUR-KLECTRIO APPARATUS. P. C. Hewitt. 21,827. October 8rd. 


ELEVATED RAILWAY FOR THE CONVEYANCE OF PassxNGERS’ LUGGAGE AND OTHER 
Goops. S. Arnold. 22, 406. October llth. 


ELECTRIC INCANDESCENT Lamps. A. W. Gast, 22,179. October 16th. 

ELECTRIC Lamps, W. H. Fulper. 22,925. October 17th. 

PHOTOMETRIC APPARATUS FOR INDICATING AND MEABURING CHANGES IN ELECTRICAL 
PRESSURE, J. S. Dew. 23,931. October th. 

WiRELEsS TLNOA TRY. J. Gardner. 25,278. November lich. 

ErLrcrkic DiíAPHRAGM HORNS AND LIKE Sounp-Propucine Mrans. W. P. 
Thompson. Akt.-C es. Mix Genest Telephon and Telegraphen werke.) 
26,489. November löth. 


1912. 


ELECTRIC FREQUENCY-INDICATING INSTRUMENTS. British Thomson- Houston Co. 
(General Eiectric Co.) 628. January dth. 

APPARATUS FOR THE OPERATION OF ELECTRICAL CLocks BY ELECTRIC Waves. F. 
schneider, 3.966. February loth. 

SYSTEMS FOR OPERATING ОВ CONTROLLING Time InpicaTinG Deviogs. L. J. 
Aron. 7.6: 6. March 29th. raten; of addition not granted. Divided 
application on 14,060 of 1911, September 28th.) 

TROLLEYS OR OVERHEAD COLLACTORS FOR ELECTRICALLY-DRIVEN VEHICLES. R. 
Francq and V. Francq. 7,174. March goth. 

ELECTRIC Акс Lamrs. W. Schaffer and Heimann. 8,140. June 21st. (April 
Sth, 1911.) 

ELECTROMAGAETICALLY-OPERATED SBwiTCHES, PARTICULARLY ADAPTED YOR Cox- 

' TROLLING ELECTRIC Motors. E.. Schattner, 6,78. April 12th. 

ANODE SUPPORTS FOR USE IN ELECTROPLATING. Spirella Co. of Great Britain. 
(Spirella Co.) 9,149. April 18th. 

APPAHATUS FOR WINDING INCANDESCENT ELECTRIC LAMP FILAMENTS ON THEIR 
BurPoKTS. Soc. francaise d'Incandescence Par le Gas (System Auer). 
10,092. April zuth. (May lst, 1911.) 

ALARM SIGNALLING AND CONTROLLING Devices. A. Richter and Bock. 10,233. 
April duth. (Divided application on 21, 959 of 1911, October 5th.) 


SEARCHLIGHTS. L. Pasqualini. 14,679. June llth. 


METHOD OF AND APPARATUS OR THE ELECIRIC TRANSMISSION OF Sioxs OR SPEECH 
IN Mines. J. H. Reineke. 15,256. June th. 
PLUG CONNECTIONS FOR ELECTRICAL WORK. A. A. Warner. 


17,151. Joly Ard. 


Li 


Metalliferous Mine Installations,— Electrical installa- 
tions in metalliferous mines sometimes call for & considerable 
amount of attention owing to the fact that in the first instance 
they were designed and put to work without due regard to the 
special conditions which obtain in mining practice. It is unsafe to 
apply, without modification, designs which may prove satisfactory 
for factory or similar installations &bove ground, inasmuch as the 
conditions are quite different, when one comes to consider the 
mining proposition. For example, the temperature in a mine is 
often very considerably above that attained on the surface, and 
there is a large amount of dust and damp usually present, all of 
which tends seriously to militate against the successful operation 
of such systems. For this reason, the use of the ordinary type of 
lampholder in the lighting of pit bottoms, shafts and roads is 
highly inadvisable, owing to the large amount of dust and damp 
which get into the holders. Under such circumstances, it is almost 
certain that there will be an accumulation of verdigris on the con- 
tacts and lamp tops, which in its turn will cause short circuits, 

The ideal fitting for lighting purposes is a type constructed of 
porcelain, with the wires led in from either side, and having ocon- 
tacts sunk in the porcelain. If thé lamp is then protected by means 
of a good thick well glass with a ring or hanging lip, and the use of 
flexible wire is avoided, it is probable that a great improvement will 
usually be found in the working conditions attending the use of elec- 
tric-light in mines. For connecting-up purposes, two leads should be 
run from the mains, of 3/22 gauge, insulated with vulcaniséd india- 
rubber. 

In some mines a good deal of reliance is placed upon the use 
of porcelain insulators for low-pressure power Circuits, but it should 
be pointed out that, especially when the mine is situated in moist 
tropical climates, the use of single-shed insulators is likely to prove 
unsatisfactory, inasmuch as there is sure to be a very considerable 
amount of leakage. So pronounced was this defect in one instance 
in the tropics, that the whole system employing the use of single- 
shed insulators was replaced by three-shed insulators, and when 
tests were made, a very much more satisfactory result was obtained 
than before. 
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CHINA CALLS TO THE BRITISH 
MANUFACTURER. 


SEVERAL years ago we implored our readers to do all that 
lay in their power to secure for Great Britain a reasonable 
share of the future electrical and engineering trade of China. 
We made the appeal, as powerfully as we knew how, for a 
personal intelligent investigation of the whole situation. 
We adopted a style a little more direct than is generally 
desirable, owing to the urgency of the question, and we 
entitled our article “ You are Wanted in China!” expecting 
that section of our readers who are responsible in such 
matters to place their own emphasis upon the “ You.” 

We have no complaint to make respecting the attention 
given to the call, for interesting and earnest attempts are 
to-day in progress which were not then, attempts which 


should do something to strengthen our position in a 
market where it is imperative that we should be 
alive. But the few efforts that we 
worthy as we know them to be, 


very much 
have in mind, 


are indeed small when one compares them with the enormous 


needs of 400 millions of people whose leaders, at any rate, are 
on their feet and alert, while vast hosts of others are 
awakening out of the long national sleep. Awakening for 
the multitudes of China means Westernisation, or what we 
call Civilisation, and Civilisation—be it good or bad is not 
the question—means needs never before experienced, 
as Mr. E. T. Williams shows in his article on another page. 
Westernisation means more railways, coal and iron mines 
development, sanitation and numerous other public works ; 
it means industrial enterprise, including factories ; it 
suggests universities and new colleges and schools ; it means 
electric light and power and traction, telegraphs and 
telephones; if means hospitals and scientific apparatus, and 
in the end — years and years hence maybe, when we in 
these islands have used and exported more of our 
coal supplies, unless Providence show a continuous regard 
for the well-being of Western races, perhaps the Yellow Peril, 
which we are sometimes inclined to pooh-pooh. That 
eventuality, however, need not make us turn in our sleep at 
the moment — posterity will be able to handle its own problems. 

"Unpractical ideas and ideals dismissed, we regard civilisa- 
tion and all that it means as something greatly to be desired 
for the China of to-day and her millions, and we are up 
against this very practical proposition: Civilisation is 
inevitable ; the cultivation of trading relations promotes 
international friendship; the assistance of the foreigner "' 
is required ; British manufacturers are equipped for just 
this sort of enterprise—our engineers and contractors have 
left their object lessons in every quarter of the globe, and 
we need to secure our own people's well-being at home by 
foreign trade expansion, What, then, is to prevent our 
going in and securing a large share of trade in territories 
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which during the next 50 years or so must yield a wonderful 
harvest ? 

Without unduly repeating our earlier observations respect- 
ing the greatness of the opportunity, we would say that we 
are at the beginning of a great movement—let us see to it 
that we are at the head of it! Our foreign competitors 
have whetted the edge of their commercial weapons— 
listen to Shylock’s knife upon the stone !—and if in our 
own short-sightedness we leave our place unoccupied, or hold 
it only weakly, they will be there. There is proceeding 
among the nations such a struggle for Far Eastern trade as 
was never before witnessed, and, unless we throw off our 
apathy and our trust in our past reputation, the future of 
the British trader in China will be as that of the Turk in 
Europe—so far as prestige is concerned we shall be told to 
quit! Let the reader not imagine that at our time of life 
we are in a mood for panic—the position is not lost yet, but 
the great guns have been brought against it, and the 
resources of modern international competition are being 
used by Germany and America alike, demanding 
of us as Englishmen that we shall summon all 
our forces and secure what we hold already, and fight our 
way to full possession of fields which now, in a trading sense, 
present great opportunities. 

Remember that the rising generations in China know as 


well as we do what must come with the progress of civilisation | 


within their vast Empire. Remember that thousands and 
thousands of their leaders have learned in civilised countries 
what time has wrought in them. Remember that many 
have acquainted themselves intimately with tbe manu- 
factures of those countries, and have returned home 
with an indelible impression. Remember that they sit at 
the feet of European and American teachers of science 
and engineering. They thus are prepared to go forward. 
Are we? They know that, however rapidly the country 
progresses in general ways, it must be many years 
before they can possibly manufacture electrical machinery 
and apparatus and engineering material within their 
own borders to a hundredth part of the extent that 
speedily advancing civilisation must entail. Mining, railway 
and water-power work will demand much of their attention 
first— cannot the British people of the next decade or two 
hope to do a fair share of the electrical work that they are 
unable to do for themselves ? | 

We print the foregoing thoughts аз food for careful 
digestion, and hope that none will think that we exaggerate 
either the scope or the urgency, but we are anxious for these 
observations to immediately eventuate in something tangible. 
To that end we ask our electrical and engineering manu- 
facturing and trading friends to turn to an article appearing 
in our following pages from the pen of Prof. C. A. M. Smith, 
who has recently arrived in Hong Kong, and taken up his 
post as Professor of Engineering at the University there. 
Geographically, Hong Kong leaves nothing to be desired 
from the standpoint of British trade. Chinese engineering 
students will doubtless before long throng the University 
classrooms and laboratories in search of knowledge. In 
these laboratories or workshops they will be familiarised with 
steam and electrical machinery and apparatus—whose shall 
it be? German? American? or—in a British University 
— British ? That is a point our manufacturers can settle 
with little more than a thought. They can, if they will, have 


working representatives right on the spot, in the hands of young 
China—the future purchaser—with British name-plates 
which will tell a lasting tale. Here is an investment that 
should in days to come—sooner as well as later—yield an 
incalculable return. Who will be the first to grasp the 
opportunity and send what is required ? Shall the response 
be speedy and hearty too? The game is well worth while. 

Prof. Smith, the writer of the article referred to, may be 
relied upon to maintain his reputation for energy, of which 
our own and certain newspaper pages, as well as the students 
of East London College, where he was one of the professors, 
have in the past borne their own witness. We have reasons 
for knowing that he accepted the invitation of the Uni- 
versity of Hong Kong to organise the applied science 
work, at some considerable self-sacrifice. He has gone to 
China, voluntarily facing the inconvenience ,of isolation, 
climate, &c., for a remuneration less than he was earning in 
London, although well aware that the cost of living in the 
Far East is in excess of that of the Metropolis. Whether 
he would desire us to say this or not, it will serve to bring 
out what we know he would wish to emphasise in respect of 
the present Chinese position, namely, that a little immediate 
self-sacrifice on the part of our firms iy what is required in 
order to make the Hong Kong University eloquent of the 
merits and claims of British engineering. 


On Thursday next the Institution in 
London will commence the first session 
under the new Articles of Association—in 
the provinces it has already been begun— 
and we hope to witness the inauguration, if not of a new 
policy (for the letter of the Institution’s aims is not changed, 
as expressed inthe Memorandum of Association), at any rate, 
of a new spirit, a new attitude towards its duties, and an 
enlightened conception of what those duties consist in. The 
Memorandum is one of those documents which may be 
casually perused by the initiate who has newly acquired the 
dignity of membership, but are rarely, if ever, consulted 
afterwards ; it is, however, an interesting and significant 
declaration of the objects for which the Institution was 
established, which are broadly summed up in one of its 
clauses as being To promote the general advancement of 
electrical and telegraphic science and its applications. 
and, in addition tó certain specified proceedings, “ to do all 
such other lawful things as are incidental or conducive to 
the attainment of the above objects.” 

Here is indeed a comprehensive programme, only 8 part 
of which has hitherto been adequately performed ; but 
spurred on by the eloquence and enthusiasm of Dr. Ferranti, 
and fortified by the provisions of the new Articles and the 
augmented funds which their operation will place at the 
disposal of the Council, the Institution has now an unpre- 
cedented opportunity to prove its mettle, and to attain to 8 
standard of efficiency that has until now been beyond its 
highest aspirations. In this it will but emulate, in the 
departments of administration and organisation, the mar- 
vellous achievements of the industry in the technical and 
scientific branches. The turbo-generator, the metal filament, 
the wireless telegraph, the Róntgen rays, the electron—thee 
and other admirable inventions and discoveries have revolu- 
tionised the art and science of electrical engineering, and it 
is only fitting that the brain of the industry, the mechanism 
of control and organisation, should take part in the 1 
generation which is in progress and arouse itself to play the 
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leading role in the great developments which we hope to 
see realised in the near future. 

Some hints as to directions in which the Institution 
might well take action are given in the interesting address 
of Mr. A. A. Day to the Manchester Local Section, of which 
we give an abstract elsewhere in this issue. Mr. Day, a 
pupil of Dr. Ferranti, directs attention to the disadvantages 


under which the industry labours, and which will delay the, 


coming of the time when electricity is in universal use, 
unless every opportunity is taken to secure uniformity of 
system and concentration of effort. The immense advantage 
of uniformity would be felt by no one more than by the 
manufacturer and the contractor, whose diversity of designs 
and variety of stocks would be greatly reduced, while the 
cost of production would also be lowered. The possi- 
bility of linking up adjoining areas, and of con- 
centrating the generating plant in large power stations, 
would be immensely facilitated, and thus the cost 
of supply would be diminished. The consumer would 
also benefit by relief from the present confusion as to the 
correct voltage of his lamps, the type of current for his 
motors, and so on. We confess that we have ndt much 
faith in Governmental intervention as a rule, but in certain 
cases it is indispensable, as in the case of wayleaves cited by 
Mr. Day.  Curiously enough, Mr. Schofield also touched 
upon the question of uniformity, in his address to the York- 
shire Local Section, and both referred to the lessons of the 
coa] strike. 

Regarding the intentions of the Council under the new 
régime, the statement drawn up by Mr. Robert Hammond, 
after the special meeting of November 2nd last year, threw 
a good deal of light upon the points which exercised the 
minds of the members when they were confronted with the 
new articles. This statement, unfortunately, has not yet 
appeared—so far as we һауе ееп able to ascertain—in the 
Journal of the Institution, but we hope it will be placed on 
record amongst the Proceedings. Failing that, the gist of 
its contents, and of the Annual Report of May, 1911, which 
also dealt at some length with questions of future policy, 
will be found in our reports published at the time, and we do 
not think it necessary to recapitulate the various proposals 
then brought forward. Suffice it to say that if they are 
duly carried out, the members will undoubtedly derive 
largely increased, and more directly personal, benefits from 
their membership, and the prestige of the Institution to 
which they belong will be steadily increased, raising their 
status with it. There is a vast amount of work to be done 
—the difficulty is not to point out openings for improvement, 
but to show how they can be filled. 

On January 1st the system of admission by examination 
will probably be introduced. in connection with the Associate 
Membership, and we may expect to seea considerable number 
of men admitted in anticipation of that date, partly to avoid 
the unknown terrors of an examination on an unpublished 
syllabus, and partly to take advantage of the more favour- 
able terms offered to those who join before then. This 
process has, in fact, been in progress for some time past, 
and on August 31st the membership stood at the round 
figure of 6,600—a very satisfactory number, second only to 
the membership of the Civil Engineers. We hope it will 
not be long before the 7,000 is attained. The examination 
question is one of great difficulty, calling for the most 
careful consideration ; we trust that enlightened views will 
prevail, and that the aim will be to prescribe a real test of 
culture and technical ability, rather than a mere feat of 
mental gymnastics or а test of memory. A 
viva voce examination by shrewd and competent 
observers, possessed of a deep and sympathetic insight into 
human nature, and free from fads, should form an essential 
feature of the system ; and the fact that engineers in practice 
always have their reference books and note-books at hand 
should be recognised by permitting the unrestricted use of 
such aids in the written examination. Thus cramming will 
be avoided, and the candidates will be enabled to prove their 
true worth. The examiner who is always trying to 
trip up a candidate is the curse of the examination system. 
No time should be lost in issuing some indication of the 
ground that will be covered and the standard of general 
education that will be required of candidates. 


AFTER having gradually absorbed nearly 
. A Nico all the electricity supply works in Buenos 
Complication at n E 
Buenos Ayres. Ayres, including at least one British 
undertaking, several years ago, the German 
Transmarine Electricity Co. finds itself at last confronted 
with the prospect of fresh competition, although rivalry 
has been threatened on previous occasions. This time it 
seems that a supply contest will really take place, as the 
Municipal Council has now granted a light and power 
supply concession to the Compania Italo-Argentina de Elec- 
tricidad, to whose application reference was made in this 
journal two or three months ago. Not only so, but the 
Government has sanctioned regulations to allow the carry- 
ing into effect by the Lacroze Railway and Tramway Co. 
of the hitherto unexercised clause in its concession which 
permits that company also to furnish light and power to 
the publice. The German company's concession runs to 
1957, and dates from 1907, when the undertaking, which 
had. been in existence in one form or another for & 
period of 15 years, was consolidated. The 20th clause 
of the concession provides that the company shall be 
entitled to claim all facilities which may be granted to other 
legally sanctioned electricity works in the future. Now the 
Lacroze concession was issued in 1904, and as a railway 
company, the undertaking has a perpetual concession based 
upon national law; it also enjoys exemption from Customs 
duties for the importation of materials, and has other 
facilities which the German company does not possess, 
as the latter must transfer its undertaking under certain sale 
conditions to the city on the expiration of the licence in 
1957. As the decree to give effect to the supply clause in 
the 1904 concession of the  Lacroze Co. was only 
published on August 6th, 1912, the question , arises 
what date should apply to the concession in so far 
as the supply of light and power to the public is 
concerned. The settlement of the problem promises to lead 
to legal proceedings, the result of which is uncertain. On 
the one hand, a German correspondent at Buenos Ayres, who 
apparently repreaents the Teutonic company, states that the 
opinion of various lawyers is that the decree of August in the 
present year has to be regarded as the commencement of the 
Lacroze concession for supply to the public, and the German 
company has consequently lodged a claim with the city for 
the grant of the improved facilities devolving upon the 
Lacroze Co. under its own concession. On the other hand, 
the city and the Minister of Public Works assume the stand- 
point that the general concession of 1904 also applies to the 
enabling clause of August, 1912, and that, as the former was 
granted before the German concession, Clause 20 in the latter 
does not come into application. It is now considered, the 
correspondent adds, that a legal process can only be avoided 
if the Government repeals the August decree, but, in this 
case, a claim for compensation on the part of the Lacroze Co. 
would probably be made. The idea of suggesting the revoca- 
tion of the Government decree, under the circumstances, is 
delightfully frank. It certainly shows the lengths to which 
the supporters of & foreign monopoly will go in order to 
endeavour to ward off possible competition. We shall 
probably next hear of the Standard Oil Co. asking the German 
Government not to proceed with the attempt to create a 
State monopoly of the petroleum trade in the Fatherland. 


\ 


Ionomagnetie Rotation.—A new phenomenon has 
been observed by Prof. Righi to which he gives the name of iono- 
magnetic rotation. If a spark from a condenser of considerable 
capacity is sent horizontally through a gas and two small vertical 
vanes of mica in the form of a cross are suspended in the middle of 
the discharge by a fine fibre attached to the centre of the cross, the 
spark produces no rotation of the cross. If, however, в vertical 
magnetic field is established in the gaa the cross rotates through 
a considerable angle if the gas is air, and over a small angle in 
other gases. Prof. Righi ascribes this rotation to the bending of 
the paths of the ions or electrons and to the additional protection 
which the vanes afford each other against impacts from one side 
rather than from the other in these circumstances. The observed 
rotations indicate that the effects of the positive ions are in general 
greater than those of the negative.— Nature. 
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THE UNIVERSITY OF HONG KONG. 
An APPEAL TO BRITISH ENGINEERS. 


By PROF. C. A. M. Smits, M.Sc. 


THE eyes of the world are at present fixed upon China. 
The events of the last few months have been so remarkable 
and have happened with ‘such acceleration that it is 
And yet two 
(1) China means to become 


dangerous and difficult to forecast the future. 
or three things are certain. 
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ELEVATION OF HONG KONG UNIVERSITY. 


modernised ; (2) China contains enormous natural resources ; 
(3) The traders of the world are looking to the Far East 
for their markets of the future. 


CoNCERNING HONG Комо. 


It was once remarked by an unsympathetic foreign critic 
that the Britishers had *' blundered into the best places on 
the earth." About 70 years ago the Union Jack was run 
up, for the first time, on a granite island at the mouth of 
. the Canton River. There were a few Chinese pirates on the 
island in those days ; now there is the city of Victoria. The 
island is called Hong Kong—so is the port, usually, although 
its correct name is Victoria. 

To-day Hong Kong is, as regards tonnage, the biggest 
port in the world. There are docks, built by British enter- 
prise, of large dimensions. Hong Kong is the centre of the 
trade between China and Europe. It is the gateway to the 
East. 

Hong Kong possesses a University. It was opened 
with simple but appropriate ceremony on March 11th, 1912. 
Sir Frederick Dealty Lugard, the Governor and Empire 
builder who inspired the University, opened the magnificent 
new buildings. 

The main building affords laboratories and lecture rooms 
for the accommodation of 500 undergraduates, and it is 
planned to be capable of extension. It possesses a magni- 
ficent site, is the most conspicuous editice in the Colony, 
and is the first glimpse of Hong Kong obtained by the 
visitor from home." | | 

The site was given by the Colonial Government—an area 
of 709,789 sq. ft. It is situated 200 ft. above the sea level 
overlooking the magnificent harbour. A Parsee resident of 
the Colony—Sir Hormusje Mody—gave the buildings. 
Chinese residents and neighbouring Chinese merchants sub- 
scribed over a million dollars to the endowment fund. The 
English firm, Messrs. Butterfield & Swire, and their allied 
companies, gave a donation of £40,000. This firm con- 
trols the Tai Koo Docks and engineering works. The chair 
which the writer has the honour to fill is named the Tai 
Koo Chair of Engineering. The Legislative Council has 
voted £1,200 a year, annually, as a contribution to the 
funds of the University. The * Home” Government pro- 
vides £300 a year for King Edward Scholarships. His 
Majesty King George V. also caused a letter to be written 
in which was an expression of his cordial approval, and 
wishing the University every success. | 

OBJECTS OF THE UNIVERSITY. 

The objects are stated in the preamble to the Ordinance 

of Incorporation, in the following words :—“ The promotion 


of arts, science, and learning, the provision of higher 
education, the conferring of degrees, the development and 


— — 


formation of the character of students of all races, 
nationalities and creeds, and the maintenance of the good 
understanding with the neighbouring Empire of China.” 
To quote Sir Frederick Lugard :— 

With reference to the first two of these objects, it was stated in 


various speeches which were made at the time when the scheme 
was inaugurated, more especially the speeches at the laying of the 


foundation stone, that the desire of the promoters was to begin with 


Chairs or Faculties (Medicine and Engineering), which would be 
of practical utility to China in coping with disease, in developing 
her resources by railways and by the exploitation of her mineral 
wealth, and in checking by tbe light of modern engineering science 
the terrible floods which almost every year give rise to famines, 
and carry off millions of starving people. To these is added an Arts 
Degree to enable those studente who desire 
to adopt an official career to take a good 
degree, more especially in English, and in the 
language and literature of their own country 
and in political and commercial economics. 
It is, moreover, hoped that the Hong Kong 
University will be largely instrumental in 
making King’s English the predominant 
language in the Far East, as pidgin English 
is already in business and commerce. Sucha 
result would no doubt bring in its train im- 
portant political and commercial benefits. 
For instance, a man trained in the engi- 
neering formule of other Western nations 
would not understand British catalogues 
LI | and engineering particulars, and would draw 
— up his specifications in accerdance with the 
gauges and standards with which he was 
familiar. The same thing applies to other 
branches, and it is, of course—so far as mere 
material and commercial benefits are concerned—of great import- 
ance what language is used as the medium for conducting business. 
In fact, it may be said that the root idea of the Hong Kong 
University lay in providing a means of higher education where 
Chinese boys could remain under the influence of their own parente 
and guardiansin the environment of their own people so that they 
would be subject to the strong control which Chinese opinion 
exerts upon young men, instead of being turned adrift in a foreign 
country where a liberty unknowngo young students in the East is 
allowed to undergraduates, and у те they often learn the vices of 
the West and become denaturalised, and conceive a contempt for 
the social and political institutions of their own country, and an ill- 
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FUTURE. 


EXTENSION 


GROUND PLAN OF UNIVEBSITY. 


informed hostility to all constituted authority. These tendencies 
have led Chinese prrents to regard residence at Western Universities 
with a distrust which has only too often been well founded. 


ENGINEERING A FEATURE. 


It may be advisable to quote a resolution by the Court of 
Governors :—“ It is resolved that the objects of the Uni- 
versity are (inter alia) to afford a higher education more 
especially in subjects of practical utility, such as applied 
science, medicine, &c." 

That shows the decided intention of making practical 
science a feature of the work. 

Finally, the writer would quote from a despatch from the 
Viceroy of Canton to the chief officials of the various Govern- 
ment bureaux under his jurisdiction, requesting them to mee 
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and discuss means to raise subscriptions in aid of the Hong 
Kong University Endowment Fund; (Translation.) 


He wrote :— 


I have perused more than once all the documenta which I have 
received from Hong Kong relating to the proposed scheme. The 
project appears to have for its principal object the complete train- 
ing of persons of ability, who will be of real use to us in our indus- 
trial and commercial enterprises. 

The teaching of applied science, including civil, mechanical and 
electrical engineering and surveying, meets the present and most 
urgent need of our country, and the institution of a faculty of 
medicine is most important, as it works for the improvement of 
sanitation and the preservation of health. 


Не then gives the advantages of the scheme :— 


1. Up to the present time our country has not a properly 
organised institution to impart a professional and technical training 
to our people, though the establishment of such an institution has 
long become an urgent necessity. The minds of most young men 
from noble or wealthy families are bent on official ranks and 
adverse to laborious studies so that they all turn their attention to 
the study of politics ; whereas ambitious youths of the poorer classes, 
though willing to go through a course of professional and technical 
training, are in want of means and a suitable place for their train- 
ing. Once the Hong Kong University is established, the cost being 
moderate and the locality close at hand, it is possible for every 
Chinese youth to join it. 

2. Since in China itself there is no such properly organised insti- 
tution for professional and technical training, we are compelled to 
send our students thousands of miles away from their native land 
to Europe or America where official supervision is rendered in- 
effectual and parental control nugatory. Besides, in youth the 
character is not yet properly formed, and some of the studenta may, 
through idleness or through indulgence to excess in amusements, 
become lazy in their work, others from want of proper control and 
restraint drift into immoral and loose habits, and of late our 
students residing abroad have caused us the greatest anxiety. On 
the other hand, Hong Kong is so close to us that our young men 
who went there to study would be almost within sight and hearing 
of their superiors, parents and elders. 

8. In our country we have at present no specialists who have a 
profound knowledge of technical and scientific subjects, and what- 
ever professors we may require have had to be engaged from 
abroad, and that merely on their reputation and without actual 
knowledge of their true qualities. As a rule, scholars who have a 
good character and great learning are disinclined to accept our in- 
vitetion and come to a distant land like China, where the mode of 
living differs so much from that observed in the West. But in the 
Hong Kong University the professors are to be engaged by the 
British themselves, who have better and easier means of inquiry 
and of distinguishing between the properly qualifled and the incom- 
petent. They are sure not to permit a responsible position to be 
occupied by an inferior man, and thus to tarnish the fair name of 
their Institution. Those professors who have already gained a 
reputation will be glad to join the staff, Hong Kong being a British 
Colony, and the social conditions there similar to those to which 
they have been accustomed. With a properly qualified staff of pro- 
fossors we may look forward with assurance to the successful 
training of the studente. ' 

4. It costs many hundreds of dollars a year to maintain a student 
in Japan, and many thousands to maintain one in a Western 
country. In both cases there must be added the very considerable 
expense of travelling there and back. The expenditure has taxed 
the resources of the different provinces to the uttermost, and great 
anxiety is felt as to the future. However, if our students could be 


sent to Hong Kong instead, a great part of this expenditure would 


be saved. i 

Having these four advantages it seems to me that the establish- 
ment of a University in Hong Kong has а most important bearing 
upon the professional and technical training of the people of 
China. A Parsee gentleman, Mr. Mody, out of fellow-feeling for 
Asiatica, has generously given a large donation for the erection of the 
buildings of the University. His munificence deserves every respect 
and praise. Is it not then our duty, officials and merchants alike, 
to join our efforts to co-operate and assist? 


THE BRITISH ENGINEERS. 


The University has laboratories for experimental work in 
heat engines, electrical machinery, hydraulics, strength of 
materials, &c. At present there is practically no equipment. 
All the money available is essential for endowment purposes. 

The laboratories are admirable showrooms. In four years’ 


time we shall have more than 100 applied science students 


—we have nearly 50 students in this first year taking the 
fundamentals of applied science instruction, viz., physics and 
chemistry, &c. We want equipment badly, and we need it 
at once. 


A BUSINESS DEAL. 


The writer does not appeal for charity. He offers a clear 
business proposition. Here is your opportunity to advertise 
in the Chinese market. Will you let it slip ? 

Up and down the China coast the traders of other nations 
are preaching the decadence of British engineering enter- 


prise. They will point to the Hong Kong University with 
delight to support their arguments if British firms remain 
inert. А 

Every piece of machinery presented to us will have а 
suitable name-plate. We want prime-movers of dimensions 
not more than 15 B.H.P. We want electrical apparatus such 
as you will find in any University laboratory. We have at 
present almost exhausted the generosity of the local Chinese 
merchants. When I ask them for money for applied science 
work they reply that the English engineering firms have 
everything to gain by presenting apparatus and machinery. 
If we can obtain these gifts from home, we will raise money 
locally for chairs of mining and metallurgy. 

One final word: Do if now." Please do not delay. Не 
who gives quickly gives twice. We are fighting the battle 
for British engineers. Surely we may expect some encourage- 
ment from them! 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


The Institution of Electrical Engineers. 


It was suggested by a correspondent in your issue of 
November Ist that the Institution of Electrical Engineers 


. might be of use to the 178. man," but I would point out 


that the I.E.E. is useless while it retains as members chief 
electrical engineers and others wlio are responsible for the 
payment of these low salaries, and will not consider a general 
increase under any circumstances. An instance of this 
occurred in a municipal undertaking recently, where the 
chief electrical engineer is a M. I. E. E. 

Тһе Chief was written to collectively by the whole of 
the charge engineers of sub- stations of 1,500 to 2,000-Kw. 
capacity, requesting an increase in their salaries; there was 
immediately a flutter at headquarters to find the instigator 
of such an audacious request (who was to be dismissed at the 
first opportunity, I suppose). Finally, after two months an 
interview was obtained, at which the ** Chief” emphatically 
stated that — М | 

1. The request for an increase was impudent. 

2. He could obtain men to do the same work for £1 per 
week, as instanced in your advertisement columns. 

3. He had put labourers in charge of sub-stations suc- 
cessfully. | 

4. The best thing that they (the sub-station engineers) 
could do was to move on to somewhere else. 

This is, I believe, not an isolated case, and as The In- 
stitution“ is useless to the general body of electrical shift 
men, the only thing left to do is to form an “ Associa- 
tion of Electrical Shift Men," whose object would be to 
obtain reasonable payment for their services. I should be 
quite willing to act as hon. secretary of such an association 
pro tem. | 

Sub-man. 


Switchgear Drawing Office Expenses, 


With reference to Mr. Dunlop’s letter (page 689, current 
number of the ELECTRICAL REVIEW), no one wants a 
multiplicity of copies of one drawing, but there are two 
sides, at least, to the problem. Mr. Dunlop has had expe- 
rience, and will agree with me that even the largest manu- 
facturers leave details to juniors, who too often have not 
passed the age when they realise that their work is not above 
criticism, and the department manager, whose work is un- 
questionably so, does not touch the details referred to. 

My reasons for being specific and exacting are based on 
expensive experience, and J will give instances—one in oon- 
nection with each of three of the largest manufacturers ; and 
if Mr Dunlop will show me a better course I will adopt it. 

1. Switchboard general arrangement drawing approved, 
and building designed to suit materials delivered, and after 
erection was half finished it was discovered that the general 
arrangement drawing, which stated a scale, was 4 ft. shorter 
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than details supplied. Result: Crane. had to be raised to 
higher level and roof trusses raised to clear crane's new 
position: à | 

9. Switchboard ordered to manufacturer's drawing through 
a contractor, the specification calling for interlocking to 
render board foolproof. General arrangement showed 
dimensions overall without details, and 14 reminders and 
requests bringing no detailed information to the contractor 
in time, he took the risk of guaranteeing that the offer met 
the specification. | | 

The leading manufacturer then put forward а design 
embodying extra panels, and the result of adjustment and 
mutual sacrifice between manufacturer and contractor was 
that the contractor's profit was nil. 

3. Switchboard ordered to general arrangement, one view ; 
dimensioned plan and two elevations of space available 
accompanied inquiry; the apparatus supplied filled all the 
space, including the Home Office passageways. 

I never consider a tender sufficiently complete unless it 
includes evidence that the manufacturer has set out every 
detail to ensure completeness and size in three dimensions 
to show client and contractor, without unreasonable use of 
their time, that it is correct in size and complete for the pur- 
pose specified. 

. Another detail that is unsatisfactory is the statement 
* generally in accord with specification." This when used 
in a tender leaves a loophole that the aforementioned junior 
and sometimes higher-placed individuals consider large 
enough to go through. 

C. D. L. 


London, E.C., Vom her 2nd, 1912. 


The Lighting of Bakers’ Ovens. 


Ishould be pleased if any of your readers would tell me 
how to light up the inside of a baker's oven by electricity. 

The lighting is at present done by a four-swivel gas 
bracket, which is swung in and out of the oven door. 

I have tried the same method with a carbon-filament 
lamp with disastrous results, the ordinary fittings wire inside 
the bracket having its insulation burnt off in a few hours. 
I have tried asbestos-covered wire on the outside of the 
bracket ; this is not satisfactory, and I find that the solder 
on the lamp cap is always melting, causing shorts. 

I should be pleased to know of any method which will 
stand rough usage. 

Blight. 


Fuse Formule. 


With further reference to my letter in the ELECTRICAL 
Review of October 25th on this question, I should like to 
add the following remarks. 

In the case of a thin wire heated to fusing point by a 
current of electricity, the interior of it is at a much higher 
temperature than the surface exposed to the air. In such a 
case the stream lines of current will take the path of least 
resistance, and the current will concentrate near the surface. 
In small diameter wires, where the cooling effect of the 
surface is great comparatively speaking, this effect ought to 
be considerable. It does not appear possible, even by means 
. of Fourier-Bessel functions, to solve the problem, although 
somewhat similar problems have been worked out by Weber 
(Crelle Bd. 76, 1873). If as an approximation we assume 
the resistance to resemble that of a thin hollow cylinder and 
cooling to be proportional to surface, then this gives с с d, 
where d is the diameter of the wire. This appears to agree 
with Schwartz and James’s values, viz., tin 1°13, copper 
‚ 1:19, and W. T. MacCall’s result about 0:92 for the index. 

As regards thick wires this effect is negligible, since the 
cooled shell is only a small fraction of the total area; one 
would therefore expect to find better agreement with the 
d"? law. | 

This appears to be the case judging from, result of 
experiments. | 


M | w. H. F. Murdoch. 
Millhill, October 28th, 1912. i 


P.S.—Nince writing the above letter, I have read with 
amusement Mr. Chapman's letter in the current ELECTRICAL 
Review. I feel rather sorry for Mr.-Chapman, as he seems 


to fall into the common error of believing that po i8 a constan 
over the area xa’, or through the unit volume. n 

The theory hailing from South Kensington is absolutely a 
rotten as the famous Navier-Poisson theory proving beyond 
all doubt that a certain ratio was ]. Dr. Russell in much 
the same way, by false reasoning, arrives ata value 1°25, and 
states in his paper “ we see that the fusing current varies as 
the 1:25th power of the radius.” Nobody except a South 
Kensington student could “see” it. Anyway, I am sorry I 
do not propose to bow down and worship a false theory, when 


a better one is at hand. 
W. H. F. M. 
November 8rd, 1912. 


Motor-Hiring in Leeds. 


By your article on the above, I am led to believe that you 
have not been fully informed of the actual state of affairs in 
Leeds. . 

Electric motors can be had or. hire from fully half-a-dozen 
motor makers and merchants in Leeds on very reasonable 
terms. | 

My firm bas placed on hire in Leeds over 200 motors 
during the past 12 months, and I can assure you that in no 
single case has a man been refused a motor. 

By the enclosed lists you will see that our charges and 
conditions are very reasonable; they cover all sizes up to 
100 H.P., and half the payments made for hiring are refunded 
if the motor is purchased outright. 

We are doing a large business in London on the same 


conditions with great success. 


E. Brook. 
Huddersfield, November 2nd, 1912. | 


[The list enclosed shows that in the case of motors on 
hire, 18 sizes are listed ranging from } to 100 H. P., with 
quarterly hire rates of from 78. 6d. to £10 respectively. 
On temporary hire, rates are quoted for the first four weeks 
and per week after. 

On hire-purchase, 20 sizes are listed, from } to 100 H. P., 
with hire-purchase by means of a deposit and 5, 12 or 
20 quarterly payments, which, in the case of the 100-H.P. 
motor, works out at £20 deposit and £35, £19 and £15 
respectively. 

On simple hire, the firm supplies the motor, starter, 
switch and fuses, but does no wiring or fixing; while hire- 
purchase terms entitle the customer to the motor, with 
switchgear, &., wired and fixed on the floor and connected 


to the supply meter if within 20 ft. of the starter. 


In both cases Messrs. Brook maintain their goods until 
purchase ів complete.—Eps. E. R.] 


Generating Plant for Village Lighting. 


In regard to the letters of Electric Supply” and Mr. 
E. J. Williams, which I read with interest, and for which 
I tender those correspondents my thanks, I give a few more 
particulars concerning my plant. NE 

I realised immediately after sending my former letter that 
important data had been omitted ; one item was the annual 
output, which is now 5,000 units or so, but is mounting up. 
The selling price is at present 8d. per unit. Some of your 
readers will stare at this, but small plante like this are in a 
category by themselves, and cannot be dealt with like town 
plants of a hundred times the size. M 

To begin with, the syndicate running the affeir is com- 
posed entirely of gentlemen with no electrical knowledge, 
and it was important to scheme things so that the concern 
would show some surplus very soon, as they might have 
lost belief in the thing before it had a fair chance. The 
next question was, of course, would people pay 8d. per unit ? 
The reply is, * Yes, willingly,” in the circumstances. There 
is no gas (and if there were, it would run to 58. or 6s. per 
1,000 here), and oil lamps are the only competitor. When 
8d. per unit was mentioned at first, our prospective customers 
said, Oh, it's altogether too dear. Why, it’s only 4àd. at 
W—.” So I approached them thus: If we provide you 
with a lamp which will run for seven hours for ld., and a 
bigger one, which will light your sitting room well, and give 
you five hours for the same sum, will you be satisfied ? Y 
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„Oh, yes." ` So a few penny-in-the-slot meters were installed, 
and we got our 8d. a unit easily, attaining the above 
results with 17-watt and 25-watt tungsten lamps. There 
are 36 business houses on the route of the mains; 
out of these, 31 have electric light, two more have 
passed their orders in for installing it, and another, 
we believe, is on the point of doing so. This leaves 2 out 
of 86 not accounted for. We have private houses and 
places of worship as well. The plant was started in July, 
1909, and the supply has been on day and night since with- 
out a failure of any kind. Of course, a battery is installed, 
and the routine is simple, The engine is started about dusk 
each evening, and runs till 9.45 or 10.0 p.m., the generator 
during this run supplying all the lights, and also 
bringing the battery up. Regulation is effected by end 
cells ; I don’t know whether a booster is worth while. The 
plant is practically never run except during the above hours, 
and then at full load, tending to economy of fuel and labour. 
The voltage is 100, distribution on the two-wire system by 
bare wires on wood poles. It may be remarked, as to the 
voltage, that at the time of starting, metal-filament lamps 
were not made above 130 volts, and the three-wire system 
was considered too complicated for its advantages to be 
utilised. It will be seen that the whole plant is on the very 
simplest lines, and is smaller than many country house instal- 
lations. I run the whole affair, driving, keeping plant in 
order, seeing to meters, in fact taking responsibility for the 
maintenance of the supply on a contract rate of 3d. (not 
3d.) per unit. This is satisfactory to my employers and to 
myself ; I can work, as long or as short as I like—all they 
want is good results. Let those who gasp at the 3d. 
remember that a man could run a plant 10 times the size 
with no more ability and time taken up, making wages cost 
3d. per unit, but if the bigger plant is not needed, the 
wages must come comparatively: heavy—it can’t be helped. 
The running of the plant takes on the average some four 
hours per day of my time, and house wiring separately paid 
for, of course, fills up a fair amount of the rest. . Then there 
is usually plenty of work in the way of isolated plants to level 
things up. I have written at some length, I feel, but I 
wanted to make clear that there is ground for my con- 
viction that a field exists for such plants. It is significant 
that people in the locality who were contemptuous critics of 
the thing at its inception and prophesied its early demise, 
are now our customers, and would not like to change. 

Your correspondents mention a feed heater. This is an 
obvious and easily installed improvement, and had not been 
overlooked, but the advent of the crude oil engine had made 
m hesitate to add to the present plant, hence my former 
etter. 

In brief reply to Mr. E. J. Williams's points (1) and (3) 
are already answered; (2) is very hard to state just at 
present; regarding (4), after consideration, we decided that 
the advantages of meters on the whole justified their cost, 
particularly when you get a motor meter for a sovereign or 
so; and ordinary meters are charged at 9d. per quarter rent, 
slot meters (1d. and 18.), 1s. per quarter. 

A Little Man. 

November Ath, 1912. 


stn SS 
NOTES ON A FACTORY INSTALLATION. 


BY E. P. AUSTIN, A. M. I. E. E. 


Ix the application of electric driving to girder and plate 
working machines there are points of special interest, in 
addition to the distribution problems that are more or less 
common to all workshop installations. It is the writer's 
intention in the following lines to deal with distribution 
questions that deserve special attention, but more particularly 
to consider the electromechanical details that belong to the 
driving of girder working machines. 

In a particular case under review, a works engaged in the 
manufacture of coal- handling and colliery plant generally is 
supplied from a tramway feeder at 500 volts D.c. | 


The energy is received in the factory at the point nearest 
to the tramway system on a master switchboard, con- 
structed throughout of iron, which carries the supply 
authorities’ cut-outs and meter and the consumers’ master 
switches and fuses, all of which are ironclad, with side switch 
levers and doors interlocked. 

The Home Office Regulations allow single-pole control on 
motors and apparatus connected to tramway circuits and 
prohibit single-pole switches on any earthed conductor, yet it 
ig а wise precaution to use D.P. control throughout ; other- 
wise in the event of a motor being disconnected for any 
purpose, a careless person may reconnect wrongly and leave 
a single-pole switch on the earthed conductor only. This 
question was more fully dealt with by the writer in an 
article appearing in the ELECTRICAL REVIEW of May 26th, 
1911. 

In line with these considerations, an iron distribution board 
is installed which carries ironclad switch cartridge-fuse 
sets that control the individual motor mains. It is situated 
at a central point for the motor load, and is fed from the 
main service board by a concentric paper-lead cable drawn 
into fibre ducts buried in the shop floor. These ducts 


successfully withstood the floor being levelled with a steam 


road roller, and the constant storage and handling of 200 
tons of girders over the portion of the floor under which 
they pass. | | | 
. Each motor is separately fed from this board, and is 
provided with the usual ironclad main switch and starter 
at a point most convenient for control at the tools it drives. 
Fuses are used only at the distribution board, so that the 
danger of an incompetent workman renewing fuses is remote, 
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since such people have no access to the board. A detailed 
account of the starting gear appears at a later point in its 
proper sequence. 

All cables are run in steel tubes, of heavy gauge, suitably 
earthed at a point that is in direct contact with the tram- 
way rails; reference to the diagram in fig. 1 will make 
more clear the principle that has been described in the 
foregoing. 

An overhead three-motor travelling crane is fed from the ser- 
vice board through a D.P. switch fuseset ; but following the lines 
of tramway practice, the controllers are connected for single- 
pole control, with the field coils on the negative or unbroken 
conductor, and reversal is effected on the armature circuit. 
This system of connection is advisable to prevent the break- 
down of the field coils to earth at the instant of opening the 
controller. E 

In order to facilitate handling the long girders, &c., the 
lay-out of the shop is arranged to give full clearance between 
side walls ; and with this end in view, the machines are accom- 
modated in a lean-to structure running the whole length of 
the shop. An upper flooring in this lean-to forms the bed 
for some of the motors, which drive by direct oblique belt- 


drive the individual machines. Thus the working tables of 


the tools are left clear of obstruction from the shop side, and 
the belts are used to their best advantage. З 

The question of group and individual drive is decided by 
the nature of the work, the load factor of the machines, and 
the spacing, which last point means abnormal: lengths of 
shafting in proportion to the number of tools driven, if one 
main drive only is employed. — — | 

The bulk of the work is intermittent in character, and 
consists of shearing, cropping, sawing, punching and drilling, 
but a broad division may be drawn between the machines 
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running fairly continuously and those used only at intervals 
during the day. 

In the first class are the cold saws and the drills. One 
group is made up of two cold saws and one cropping machine, 
all three driven from one shaft. Results of load tests on 
this group are given below, from which it will be seen that 
the group method is the best in this case, in view of the 
conditions that two out of these machines are generally 
working, and the shafting loss is small :— — . 


Motor. Load in H.P. input. 
18 B.H.P. shunt shaft and loose pulleys 4 
interpole and one saw 5°37 


and two saws 6°7 
and two saws and cropper 18°0 


The average time of sawing is 20 min. for a 6-in. girder, 
bat the speed may be increased to twice this value for cuts 
of small area. Diameter of saw is 2 ft. 4 in., thickness 
] in., R.P.M. 8, giving.a peripheral speed of 58 ft. per min. 

The length of the above-mentioned shaft is 30 ft., with 
five bearings and five pulleys of varying sizes and weights. 
The initial starting current is 22 amps., with an average of 

7 amps. on all succeeding notches. 

The question of type of motor is one that needs careful 
consideration. The girder cropper possesses a heavy fly- 
wheel, and would commonly be driven by a heavily-com- 
pounded motor, but since other machines are driven from 
the same shaft, the big drop in speed consequent on using 
the cropper would decrease the output of its neighbours. 
Therefore, an approximately constant-speed machine of big 
overload capacity for short duration is used. А more 
detailed account of fly-wheel effect in special cases is given 
later. | 

The remaining group-drive consists of a line of three 
radial drills with travelling drilling heads for high-speed 
work, all driven by bevel gear from a main shaft on the 
ground level, and arranged at right angles to the length of 


$00-v, 9-HM P. SHUNT MOTOR 
Starting current curve with 
worm-geered starter 
2 4 6 8 10 12 14 16 


20 


Seconds 
Fra. 2. 


the shop. All these can be used on the same girder or 
perform individual work, as desired. The main shaft is 
belt-driven by an adjustable - speed interpole compound 
motor giving a 500 to 1,000 R.P.M. variation on field 
regulation. Its rating is 13 to 15 H.P. at 500 volte, 
depending on speed. No other speed adjustment is used on 
the drills, since this wide range meets all requirements. The 
Starter and field regulator are interlocked, so that the motor 
can only be started on its lowest speed, i. e., strongest field. 
The power required of this motor is as follows :— | 
Initial starting current on shaft e drills | 
. unloaded . . 18 amps. x 500 volts. 
Ranning current thus, ‘at 500 R PM. = {© ж T 


" „ at 750 „ 72 ” ” 
— is „ two} -drille, at 750,, on motor 15 „ $ 


The remaining machines in the shop have their individual 
motors, driving them from above, as previously described, by 
means of belts direct on to the fly-wheels, all striking gear 
being dispensed with. On this account special precautions are 
necessary in the choice of starting gear. The requirements to 
be fulfilled may be briefly summarised as follows: Simplicity 
of apparatus requiring minimum attention, combined with 
robust construction, complete enclosure of arm and contacts 
(but ventilation of resistance elements is desirable) and a 
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distinct and certain indication of the position of the starter . 
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arm. -It must not be possible to start up so quickly that the 


accelerating current is | to burn out the starter or 
y 


damage the motor. The fly-wheels possess considerable 
inertia, and must therefore be accelerated slowly. To meet 
these conditions the writer has found that a worm-geared 
handle on the starter answers well, and the curve given in 
fig. 2 illustrates the behaviour of such apparatus in the hands 
of an ordinary workman. 

The process of determining the correct size of motor for 
any particular fly-wheel machine is fairly complicated, and 
it is necessary to possess full details of the fly-wheel, time of 
each operation, time between the completion of one operation 
and the commencement of the next, power required for each 
operation, power required to accelerate fly-wheel, and power 
required to run the fly-wheel light, i. e., friction loss, and 
maximum load on motor. | 

Now, the energy stored їп а fly-wheel is given by the 
formula— 

Е = l M V?, (1) 


where E = energy stored; M = mass; W = weight in 
lb.; v = velocity of the centre. of gyration in feet per 
second ; and 
w x v? 

550 x B22 x 2 (2) 

Since the energy delivered by a fly-wheel depends on the 
fall in speed during a complete oyeration, and the motor 
must restore a corresponding amount to the fly-wheel 
during the intervals in addition to supplying the friction 
losses, we can by using suitable instruments arrive at the 
correct size of motor and necessary characteristics to meet a 
particular combination of conditions. 

The energy delivered by a fly-wheel шр a certain fall 
of speed may be calculated thus :— 

w (v; — ve) 
550 x 82:2 x 2' (3) 


where w = weight in lb.; v, initial velocity in feet per 
second of centre of gyration of fly-wheel ; v; final velocity 
in feet per second of centre of gyration of fly-wheel. 

Formule frequently used for calculating the torque and 
Н.Р. are as follows :— 


H.P.-seconds — 


H. P.-Sec. == 


TX © X (N, + N) (4) 
33,000 
where T = lb. at 1 ft. radius; N, = initial R.P.M.; N, = 


final R. P. u.; K is a constant depending on dengn of fly- 
‘wheel, and 


Н.Р. = 


00322 үк? (NI —N,) 
Ee 1 м E РЕА. 5 
Ы (in seconds) 2 
To determine approximately a suitable motor for a given 
fly-wheel and load, the following method may be used. "The 
average power required for friction is obtained thus: run 
the fly-wheel up to speed with working parte in gear, observe 
s on a tachometer, disconnect from source of power and 
rve the time taken to come to rest; knowing the con- 
ore and the R.P.8. = 6 


ү? = 2 ж K? 87. 
Formula " thus becomes— 
E=4M Xx (2х хк? х 87), 


and the total energy expended on friction is obtained by 


means of formula (2). 

To obtain the useful load proceed as before, but allow the 
machine to perform a given number of complete work 
operations over a measured interval of time; the results 
obtained, minus the friction load, give the useful load. The 
values of the total and useful torque may be obtained from 


formule 4 and 5. 


This method gives sufficiently good results for moderate 
powers, and enables the engineer to decide on the size of the 
motor and the approximately correct speed characteristics 
suitable for the work—in other words, the compounding re- 
quired, or“ slip“ necessary as the case may be, between friction 
load and working load. The temperature rise of a motor in 
such cases is, of course, proportional to the R.M.S, values 
of the load, and not the average values. For a complete 
discourse on fly-wheel and motor capacities the reader is 


referred to Mr. Ablett’s paper in the I.E.E. Journal, Vol. 48. 
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The cropping machine is one that requires some little care 
in adopting a suitable motor to drive it. The process of 
cutting a girder, for instance, by this means, is carried out 
in a series of crops at а frequency of about 3'2 per soc. 
Obviously the function of the fly-wheel is two-fold, namely, 
to take up & proportion of the useful load during the com- 
plete operation, ànd to supply the energy for the blow 
delivered on each individual crop. A comparatively long 
interval between successive operations is taken up in chang- 
ing the girder. In order to keep up the output, it is quite 
allowable to use а shunt motor that will take 50 per cent. 
overload momentarily, the resulting armature drop allowing 
the fly-wheel to do a proportion of the work. 

The following observations were made on a machine 
driven by a 9-H.P. shunt interpole motor, cutting a 10-in. 
girder :— 


' Initial start on fly-wheel and gears... 24 amps. at 500 volts 


Rtarting current varied between 18-14 i á 

No load (friction loss)... А "EE » » 

Load current rose to ... МИА % 22 T Е in 6 вес. 
Time to cut girder 15 seo. 

Time of starting 35 вес. 


The peak load of 22 amperes із reached twice, at points 
where the blade encounters the web and flange simul- 
taneously. The full-load current of the motor is 16 amperes, 
and in this particular test the overload was 37 per cent. 
approximately. j 

Another example of individual drive is the shearing 
machine driven by a compound 10-H.P. motor. The machine 
possesses two fly-wheels, and performs three operations at 
one revolution of the tool operating shaft. The observations 
were as follows :— 


Initia] starting current . 25 amps. at 500 volts 


Average $e . 10 amps. 
Time of start ... 19 вес. 
Friction load ... .. 2'5 amps. 
Total load current . 6 amps. 


In the case of the cropping machine, a smaller fly-wheel 
couid be used, but the advantage is scarcely worth the 
expense of changing the wheel. ° f 


CHINA-AND BRITISH ENGINEERING. 


By ERNEST T. WILLIAMS. 


. ONLY a year ago I was in Peking, and on every hand there 
was evidence of Manchu dominion. I was to have continued 
my journey by the weekly fast train to Hankow en route for 
Shanghai, but there were rumours of trouble in the former 
place, and, as my time was limited, I perforce had to travel 
to Shanghai by sea, whilst my friend caught the train—the 
last that got through from Peking to Hankow for weeks— 
and saw something of the revolutionary outbreak and fighting 
there; we met later at Shanghai. "Thousands of refugees 
were coming down the river; each boat was packed with 

ngere. І saw several banks with closed doors, and 
hundreds of Chinese crowding round in hope of their 
opening for business again. Foreign sympathy was 
generally with the revolutionists, but it was thought that 
they had little chance of success. Was it the beginning of 
the break up of China, the oldest Empire in the world? 
Those who know China best felt the least inclined to 
give decided opinions; all seemed to think that it would 
take years before the country was settled again and credit 
firmly established. 

A year has passed since then, and I might quote here 
extracts from a leading article in the Hony Kong Daily 
Press, showing how marvellous u change of attitude on this 
Subject has come over those responsible for conducting a well- 
established daily ; their observations reflect the enlightened 
opinion of those who are in regular contact with China and 
the Chinese. | 

It would be foolish to overlook that the new Republic is 
still in deep water, and many difficulties will have to be faced 
and conquered in coming years before the complete confidence 
.in China of the business world is gained, but it would be 


none the less foolish to overlook or belittle the remarkable 


progress that has already taken place, and the spirit of amity 
and co-operation which is prevailing in the councils of the 
country's real rulers. | 

The appointment of Dr. Morrison as Political Adviser, and 
of Sir Francis Piggot as Legal Adviser, to the Chinese 
Government, also the rumoured appointment of an Adviser 
on Railways, are marked indications, to those who know 
something of China, of the real beginning of a period of 
advance and reform, the more so when it is remembered 
what momentous questions the Government has had to deal 
with during the last few months. P 

Now what does all the wonderful new policy of progress 
and development mean? Again it is most difficult to 
prophesy, but certain clear lines stand out of which the wise 
will take careful note, for those who take advantage of the 
present golden opportunity will undoubtedly reap a golden 
reward. These points may be summarised as follows :— 

1. Here we have a vast country, with enormous mineral 
wealth, which has hardly been touched. 

2. There isa population whose numbers are unknown, but 


‚ are estimated to exceed 400,000,000. 


3. The country has an old civilisation, and the people ure 
intelligent, sober and industrious, and amenable to authority 
and discipline. 

4. The people are wakening up to the realisation that 
the West has much to teach them, and they are now as 
anxious to learn as previously they were ready to despise and 
ignore foreign knowledge. | | 

5. The leading Chinese are alive to the potentialities of 
this great Republic and to the possibility of its taking its 
rightful position in the family of nations. | 

6. Remembering the unique progress made by the 
Japanese in a short period, it is not unreasonable to expect 
a similar progress in China during the next few decades. 

7. The leaders of the people realise that they cannot 
undertake the rapid develofment of the country themselves, 
and that foreign aid and capital, and the giving of conces- 
sions to foreigners, are essential. | 

8. The country most urgently requires :— Good roads, 
extensive railways, afforestation, irrigation, mining schemes, 
electric light and power, telegraph and telephones, tramways, 
manufacturing machinery, &c., to mention only those items 
of interest to engineers. | | 

9. It can now almost safely be predicted that the 
“boom” in trade, long expected by those dealing with 
China, may take place within a few years. If the country 
is really opened out, this boom is likely to be even greater 
than is anticipated. 

10. With the exception of the depletion of the forests, we 
have, from the standpoint of development, almost as virgin 
and wealthy a country as North America was a century ago, 


but with this great difference—that whereas the one had 


practically no population, and many tracts of land dangerous 
and unexplored, the other has & great population to supply 
cheap and intelligent labour to work the country's resources, 
and the Government are ready to protect foreign life and 
capital. | 

. Then there will be the increased needs of these millions 
to be supplied as soon as they adopt a higher standard of 
living, which will inevitably follow on the opening up of the 
country. " 

There are other dominant factors in the situation which 
could be added to the above summary, but enough will have 
been said to show that we are on the eve of big things in the 
old Celestial Empire. The. possibilities of China have long 
been realised, hence the proposals for the Partition of 
China,” “Spheres of Influence," &c., of which one often 
hears. It is also the realisation of these possibilities which 
has made the great nations walk warily, and which has had 
the happy consummation of their working together to avoid 
the dangers which must arise from other than mutual and 
concerted action. 

But if China opens up as is expected, there will be enough 


for all who take the trouble to obtain their share. Though 


such a boom would increase trade all over the world, it can 
be taken as a sine quá non that the greatest and most direct 
result will accrue only to those who are going to study the 


problem and deal with it in a comprehensive manner. 


With the passing of the Manchu régime, the great obstacle 
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to the country's development has been removed, and with it 
we hope the deplorable system of squeeze,“ a half- 
recognised system of dishonesty which sapped at the very 
roots of sound finance so essential to real progress. 

. In any case there is a spirit abroad, with which all. 
honourable people will be in agreement, that China’s 
resources shall be exploited for the advantage of the Chinese, 
and the participation of Chinese capital and straight dealing 
are essential to continued success. 

Now, is British engineering going to vise to the occasion ? 
The prospect is big—very big—far too large to be dealt with 
extensively by individual firms. It would appear that there 
are two ways of dealing with the problem. The first of 
these is by the formation of а company. not necessarily with 
large capital, but with powerful financial backing, to seek 
out and obtain concessions and float these on the market. 

The second way would be the amalgamation of several 
large firms—so far as their interests in China are concerned 
—who would obtain the concessions direct from the Chinese 
Government, or indirectly from the holders, and develop 
them into working concerns. China is such a vast country, 
and business transactions in the past have been so slow, 
that success on any large scale necessarily implies con- 
siderable initial expense and possible outlay before an 
adequate return might be expected ; this is one reason why 
an amaigamation of interests is so desirable. Then, almost 
certainly, it will be necessary partly to finance any scheme. 
The need for united action has been previously insisted on in 
the writer’s article on “Extending British Engineering 
Abroad," published in the ELECTRICAL REVIEW on 
November 25th, 1910, page 851, reference to which is 
suggested to those interested. 

The agents sent to China should be the best men obtain- 
able, of undoubted integrity, capable as engineers, with sound 
business instincts, and able to consider problems from 
China’s standpoint. They should be very well paid to com- 
pensate for the many disadvantages of their offices, and must 
not be treated parsimoniously as regards either staff or ex- 
penses. They must receive ready and sympathetic support 
from their principals. ue 

Finally, is British engineering, and the electrical and 
allied branches in particular, going to grasp the opportunity— 
an opportunity which, once lost, may never come again ? 


THE NATIONAL INSURANCE ACT, 1911. 


THE STAMPING OF INSURANCE CARDS AND Books. 


By JOS. J. H. STANSFIELD, F.C. I. S. 


A COMMON ground of objection to the collection of contribu- 
tions payable under the National Insurance Act by means of 
deductions from wages, was that this method would entail 
upon employers additional expense in consequence of the 
records necessary, and the necessity to take charge of, and 
stamp from time to time, the cards required under the 
Health, and the books necessary under the Unemployment, 
parts of the Act. | 

In order to meet these difficulties so far as is possible 
under the provisions of the Act, the National Health Com- 
missioners and the Board of Trade have issued circulars 
giving methods by which the requirements of the Act may 
be complied with with greater ease and less expense than 
would otherwise be the case. 

The methods so far approved are three in number : (1) 
stamping during the week after payment of wages, (2) 
quarterly stamping, and (3) arrangements with Labour 
Exchanges. | 

In manufactories and workshops where there are a con- 
siderable number of employes, no time must be lost in the 
collection of time-sheets and the making up of wages sheeta 
or wages books, if all is to be ready for the payment of 
wages at the proper time, and tle extra time taken up in 
consequence of the entries necessary under the Act, and the 
stamping of cards and books before such payment, may in 


some cases be found to be that last straw which brings the 
camel to its knees. 

To meet this difficulty employers have in some cases 
lengthened the period between the end of the working week 
and the payment of wages, but this may not in all cases be 
feasible, and to meet such cases the Health Commissioners 
have issued Circular No. 127 A. G. D., entitled “ Special 
arrangements for stamping during week after payment of 
wages," stating that the Commissioners are prepared to con- 
sider applications from employers for permission to adopt the 
arrangement indicated by the title of the Circular. 

This arrangement only applies to Health cards, and cannot 


be made for less than 100 persons, and it is only applicable 


where employés have agreed to deposit their cards with their 
employers during the period of currency, though it may 
apply to the whole or a part only of such employes. 

Careful records must be kept readily showing, week by 
week, the contributions payable, and the reason for non- 
payment should no contributions be payable. If it be 
found on inspection that the number of employés whose 
cards are not stamped before payment is greater than the 
number in respect of whom the arrangement is made, the 
permission of the Commissioners to the arrangement will be 
at once withdrawn. 

Employers will be required to deposit an amount suffi- 
clent to cover the contributions for one week or other 
period for which contributions are payable, the deposit 
remaining with the Commissioners so long as the arrange- 


ment continues. The initial deposit should be forwarded 


not later than four days before the first pay-day under the 
arrangement. | 

The circular sets out conditions applicable where there 
may be an increase in the number of employés to which it is 
desired to apply the arrangement, the stamping of cards, and 
the refund of deposits. : 

Any employers in England desiring to adopt the arrange- 
ment, should obtain a form of application (127 b.A.G.D.) 
from the Accountant and Comptroller-General, National 
Health Insurance Commission (England), 29, Queen Anne’s 
Gate, London, S.W., ү the envelope “ Circular 127.” 
Information as to similar facilities granted by the Scottish, 
Irish and Welsh Commissioners can be obtained on applica- 
tion to the respective Commissioners. * | 

In some cases, employers may desire to stamp their cards 
quarterly, and in such cases the conditions of Circular 105, 
A.G.D. apply in respect of English employers. 

The general arrangements as to quarterly stamping are 
very similar, mulatis mutandis, to those applicable to 
stamping after payment of wages, the form of application 
being numbered 106 A. G. D. 

The methods by which deposits may be made are five in 
number (1) a deposit sufficient in amount to cover the whole 
of the contributions payable during the quarter in respect of 
the maximum number of employés to whom the arrangement 
applies; (2) an instalment equal to one-thirteenth of the 
amount required under method (1) payable fóur days before 
each pay-day ; (3) а deposit paid four days before the first 
pay-day in each quarter thereafter, remitting each week a 
cheque covering the amount actually payable in the previous 
week; (4) a similar arrangement to (2), applicable where 
wages are paid fortnightly or monthly : and (5) an arrange- 
ment similar to (3), also where wages are paid fortnightly or 
monthly. | : 

Special high-value stamps are issued in connection with 
5 stamping for 13, 10 or 2 weekly contributions at. 
the various rates payable under the Act. 

Under the provisions of the circular, where the wages 
of any employé are paid before the ordinary pay-day, or 
where an employé terminates his employment, or wishes to 
have his card stamped to date, the cards must be stamped in 
the ordinary way with stamps obtained from a post office. 

A careful consideration of the two circulars leads to the 
conclusion that, on the whole, the quarterly arrangement is 
the better, particularly if method 3 or 5, whichever may be 
applicable, be adopted, as no interest or discount can be 
allowed on deposits. 


»The addresses for Scotland are 42, Frederick Street, Edin- 
burgh ; for Ireland, Pembroke House, Upper Mount Street, Dublin; 
and for Wales, City Hall, Cardiff. 
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Communications in respect of this arrangement should be 
made to the Accountant and Comptroller-General at the 
address as before stated, marking the communications 
* quarterly statnping." 

The Insurance Áct is divided into three parts; but, 
although Part 2 applies to unemployment insurance, Sec. 99 
of the Act enables the Board of Trade to make arrange- 
ments with employers in respect of both the health and 
unemployment parts of the Act where workmen are engaged 
through a Labour Exchange, and where any such arrange- 
ment is made, all the periods of employment during which a 
workman is employed by one or more employers may be 
treated for the purposes of the unemployment part of the 
Act as 8 continuous period of employment under one em- 
ployer, a provision which is exceedingly valuable, as will 
shortly be explained. | 

A circular has been issued by the Board of Trade stating 
the conditions upon which Labour Exchanges will under- 
take the custody, stamping, distribution and exchange of 
Health Insurance Cards and Unemployment Books, but this 
arrangement is, as a general rule, only possible in areas 
served by Labour Exchanges in which the necessary accom- 
modation is available, and can only be made in respect of 
workmen who are employed at the time the arrangement is 
. entered into, and such additions to the staff as are subse- 
quently engaged through Labour Exchanges. 

Engagement through a Labour Exchange necessitates 
notification of the vacancy to the Exchange when any 
workman sent from the Exchange may be engaged, or the 
employer may send down to the Exchange for registration 
any workman whom he desires to engage to fill the vacancy. 
This provision will, no doubt, do much to increase the 
number of appointments filled through the Exchanges. 

Deposits to cover stamps for the whole of the workmen 
for not less than two weeks must be made, and a three 
months' agreement at least be entered into, terminable by 
either party by one month's notice. 

No charge is made for work done in connection with 
unemployment books, but a minimum payment of £1 for 
each four calendar weeks, and 2s. per 100 workmen after 
the first 1,000, must be made in respect of Health Insur- 
ance. For casual engagements a minimum of 25 per cent. 
extra will be made, the actual amount depending upon the 
work necessary. A group of employers may combine to 
make up 1,000. | ) | 

In addition to being relieved of the custody and stamping 
of the cards and books, groups of casual employés may have 
their contributions under both parts of the Act pooled, and 
во pay only in proportion to the actual labour of a week, 
instead of paying the full rate of contributions which would 
be payable by an employer who engaged a workman for the 
first day of the week for which he was employed. This 
means a big saving in respect of employés such as dock 
labourers ; and arrangements of this kind have already been 
made in several towns. It also means fairly continuous em- 
ployment for workmen, though it will probably have the 
effect of restricting the work to a smaller number. 

Under some of the decisions of the Umpire appointed 
under the unemployment part of the Act, it not infrequently 
happens that workmen may be employed for a whole week 
but be only liable for insurance for a part of the week. In 
such cases, the number of days for which contributions are 
liable are added together by the Exchanges and divided 
by six, the result being the number of weeks for which con- 
tributions are payable by the employer. To take a case: 
If 60 workmen are engaged for an average of three days 
only in one week, the employers’ share of the contributions 
would be 60 contributions at 214. each if stamped in the 
ordinary way, but if the Labour Exchange deals with the 
stamping, only half that amount would be payable. 

A similar advantage may be obtained in mechanical 
engineering and other establishments where two shifts are 
worked, the second shift being for five nights only per 
week. The employer would, if dealing with his own stamping, 
рау 23d. per week per employé as his share of the con- 
tributions, whilst the Labour Exchanges would call for only 
five contributions for every six workmen. 

Under Sec. 94 of the Act an employer may within one 
month after the end of any period of 12 months fixed by 
the Board of Trade, apply for a refund of one-third of the 


contributions paid on his own behalf in respect of employés 
who have been engaged for the whole year, and for whom 
not less than 45 contributions have been paid, Arrange- 
ments through Labour Exchanges will facilitate the collection 
of these refunds. 

In the first instance books will be stamped for the full 
amount of the contributions payable by both the employer 
and the employé, but the workman may ask for his own 
contributions to be pooled, and any over-deductions that may 
be made through employment for less than six days, or with 
more than one employer, may be refunded. In order to 
facilitate these repayments, special stamps have been issued 
upon which the figures 1 to 6, representing the number of 
days worked per week, appear in the space where the figure 5 
appears on the ordinary stamp, each of these figures being 
reckoned as one-sixth of 24d., for the purpose of arriving at 
the amount of the contributions payable by the workmen. 

Where employers wish to deal with their own Unem- 
ployment Insurance Books, arrangements may be made with 
the Board of Trade for stamping at extended intervals, 
these arrangements being somewhat similar to those made by 
the Health Commissioners for quarterly payments, stamps 
being issued in due course covering the whole quarter's 
contributions. 

Applications for particulars of the arrangements made by 
the Board of Trade should be made to the Board of Trade, 
Central Office for Labour Exchanges and Unemployment 
Insurance, Queen Ánne's Chambers, London, S. W. | 


BUSINESS NOTES. 


Consular Notes,—Italy.—The British Consul at Milan, 


in a recent report, states that the diminution in the imports of 
electrical machines, &c., which was noticed in preceding years, 
continued in 1911, and became more marked. It is the same with 
detached parts and working machines forming part of electrical 
motors. In 1911 Italy imparted, on the whole, 75,000 quintals, 
against 83,300 quintals in 1910, and 90,700 quintals in 1909. 
Germany sent 2,000 quintals less, and Switzerland 8,000 quintals 
less, but other countries benefited slightly. On the other hand, 
Italy has been producing more electrical machinery ; 85,000 quintals 
are reported as having been produced in 1911, against 77,000 
quintals in 1910, and as the quantity produced in 1909 was 67,000 
quintals, it must be concluded that the demand in Italy is prac- 
tically stationary, and the output compensated for the decrease in 
imports. Three years ago the home industry supplied 42°5 per 
cent. of the total requirements, іп 1910 it supplied 47°5 per cent., 
and in 1911 53 per cent. The total quantity has risen gradually 
from 158,000 to 160,000 quintals. Imports from Germany mean- 
while descended from 35 to 33˙8 per cent., and then to 31˙5 per 
cent. A confirmation of the rapid extension of installations for 
electric lighting is found in the returns of imports of electric lamps 
of all kinds. While arc lamps have risen again to 1,000 quintals, 
incandescent Jamps have risen from 6,838,000 to 7,647,000, an 
increase of nearly 1,000,000 lamps, without taking into account 
home manufacture, which is reckoned to be close upon 2,000,000 
lampe, and is expected to reach 6,000,000 or 7,000,000 lamps. In 
the matter of accessory apparatus for electric installations, Germany 


sold to Italy 9,503 quintals in 1911, against 10,000 quintals in 1910. 


Here, again, it would seem that Italian industry is developing. As 
regards electrical measuring apparatus, indicators, recorders and 
meters, Germany. sold Italy 2,211 quintals in 1911, against 2,503 
quintals in 1910, thus indicating a revival of national industry. 
Russia.—The American Consul at Batoum, in а recent report. 
points out that there ів a big market in Baku for oil and gas engines. 
These engines have been used in the Baku oil-fields for several years, 
and their use is rapidly extending. It is estimated that 2,000 
engines are now in use in Baku, and they are being sold at the 
rate of 400 or 500 a year. One firm claims to have sold 135, 
valued at about £100,000, during the past year, and altogether 
a total of about 700 valued at about £400,000 during 
the past few years, A Baku firm has just sold for the use 
of the electric tramway at Tiflis an oil engine of 1,750 H.P., 
of Belgian manufacture, for which a price of about £25,000 was 
received. Phe engines are used both for baling the oil wells 
and for running compressors. The popular sizes range from 
35 Н.Р. to 150 Н.Р. for gas eneinee, and from 24 H.P. to 66 H.P. for 
oil engines. Oil and gas are rapidly replacing steam throughout 
the oilfields, and large numbers of steam engines and boilers are 
being dismantled. Motors for crude oil and gas are the types in 
demand. Some of the oil wells produce gas, and whenever possible 
this gas is used for water power and furnishes a fuel without cost 
to the operator. When the wells of a property produce insufficient 
the operator uses his own crude oil for fuel. At present crude oil 
has a market value of 36 copecks per pood. The majority of the 
wells are without gas, but gas is produced in sufficient quantities 
to create a big demand for gas engines. By using their own 
gas or oilthe operators of wells are thought to have effected 
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. inaugurated for the transmission of telephone messages, 
15-word message destined for any place outside the province 


ese In use for telegrama, but the service is generally far more rapid, 
The British Vice-Consul at Almeria reports that during the past 


rid and other cities and towns with ease and profit. 
avaria.—The British Consul at Munich, in & recent report 


producing power of this industry, and whether the available funds at 
disposal will not be exhausted. Considering, however, that the large 


of water power, The current could be aleo carried to such places where 
up to now it is impossible to take advantage of thia power. The 
use of electric motors and dynamos is gaining ground in all 


motorsin the textile industries, Machine, turbine, and apparatus works - 
of electric Companies are using electricity оп а large scale. The depart- 


to the participation of share capital :— Municipalities and Parishes, 
30°6 per cent.; the District Council, 46:9 per cent.; consequently 
public Corporations, 77:5 Der cent.; the Rheinische Schuckert. 
Gesellschaft, (Rhenish Schuckert Co.), participate with 29:5 per cent, 
of the capital, and act as building contractors, (2) Frankenwerke 
Franconian Works), The city of Nuremberg subscribed 51 
Per cent, the sister town, Fürth, 23 Per cent. of the 
share capital ; therefore, the municipalities together 74 per 
cent., the building contractors, Schuckert & Co, 26 per cent. 


equally to other towns connected with the Franconian or any of 
the other above-mentioned works, 
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Book Notices.—Poriable Wireless Telegraph Slations.— 
A volume recently issued by Marconi's Wireless Telegraph Co., Ltd., 
with this title, deserves to be regarded rather as a treatise on port- 
able wireless stations than a manufacturer's private publication. 
After a brief sketch of the history of the subject, which dates back 
some 10 yeara, various technical subjects are discussed in detail, and 
the best conditions fur the working of wireless stations in warfare 
—the principal requirements being that the transmitter should not 
be sharply tuned, the receiver should be. capable of very sharp 
tuning, and that changes of wave-length should be effected with a 
single hancle. All these conditions are satisfied by the Marconi 
field stations. Secrecy is secured by quick change of wave length. 
The different types of portable stations which have been developed 
by the company are then described, ranging from the 1}-Kw. “Е” 
(cart) station. with a range of 150 to 200 miles, to the K” type 


knapsack station, with a range of б to 7 miles. of which extreme. 


portability and ease of manipulation are the leading characteristics. 
This apparatus can be carried by four men in loads of 20 lb. each, 
and can be erected by two men in five minutes. Cavalry and 
airship equipments, and various accessories, are also described, and 
the book, which is beautifully illustrated with half-tone views and 
diagrams of connections, concludes with a very short account of 
the company's present organisation. It is certainly an admirable 
production. 

Atti della Associazione Elettrotecnica Italiano.“ 
1912. Milan: Stucchi, Ceretti & C. 

" Proceedings of the American Society of Civil Engineers.“ 
Vol. XXXVIII, No. 8. October, 1912. New York: The Society. 


October 31st, 


" Bulletin of the Association des Ingenieurs Electriciens. July, 
1912. Liége: The Association. Price 4 fr. 50 c. 
“The Science of Illumination. By Dr. L. Bloch. 1912. 


London: John Murray. Price ба, net. 

"Primer of Scientific Management.” By Frank B. Gilbreth. 
1912. London: Constable & Co:, Ltd. Price 4s. net. 

"Journal of the Western Society of Engineers.” 
No. 7. September, 1912. Chicago: The Society. Price 50 cents. 

First National Mine-Safety Demonstration, Pittsburg Pa., 
October 30th and 3lst, 1911." By H. M. Wilson, A. H. Fay and 
G. 8. Bice. “Notes on Mineral Wastes.” By Charles L. Parsons. 
Electrical Symbols for Mine Maps. By H. H. Clark. Mine 
Fires: A Preliminary Study." By George S. Rice. Methods of 
Determining the Sulphur Content of Fuels" By I. C. Allen and 
I. W. Robertson. Washington: Government Printing Office. 

“The Arbitration Clause in Engineering and Building Contracts." 
By E. J. Rimmer. 1912. London: Constable & Co., Ltd. Price 
28. net. 

" Mechanical World Pocket Diary and Year-Book for 1913." 
Manchester: Emmott & Co., Ltd. Price 6d. net. 

"Science Abstracts." October 25th, 1912. Vol. XV, No. 10. 
Sections А and-B. London: E. & F. N. Spon, Ltd. Price 1s. 6d. 
net each. 

Manuel Pratique de Soudure Autogene.” By R. Granjou and 
P. Rosemberg. Paris: Office Central de l'Acetylene. Price 5 fr. 


A Coming of Age, —On Saturday, October 26th, the share- 
holders, staff and employés of MEssns. Т. W. BROADBENT, LTD., of 
the Victoria Electrical Works, Huddersfield, together with their wives 
and families, met for a tea and social evening. at the invitation of 
Mr. T. W. Broadbent, the managing director of the firm, to com- 
memorate his having been in business 2] years. Mr. Broadbent was 
supported by his co-directors, Messrs. G. A. Broadbent and F. W. 
Davies, and amongst the guests were Mrs. F. W. Davies, Mr. L. F. 
Senior (solicitor to the firm) and Mrs. Senior, and Mr. John D. 
Mackenzie (the Scottish agent of the firm) and Mrs. Mackenzie. 
The gathering was held at the Fields Congregational School, 
Kirkheaton, and was well attended, only three employés being 
absent. Mr. L. F. Senior proposed the toast of The Firm,” 
and after remarking that he was called in at the inception 
of the company, referred to the very satisfactory growth 
of the business, and predicted & bright future for it. In 
replying, Mr. T. W. Broadbent referred to his first start in 
business on his own account, 21 years ago, and the way in which, 
at the outset, he himself had often put in 15 or 16 houra a day on 
the bench and on outside work. The business had grown, and was in 
1907 taken over by the present company. The past financial year had 
been & record one for the company, and he encouraged all the work- 
men present to continue to do their best for the firm, and promised 
that they should share in its prosperity. Mr. J. L. Stokes proposed 
the toast, " The Ladies," and Mrs. J. Holroyd suitably replied to the 
toast. After the tables had been cleared, an excellent programme 
of vocal and instrumental music was given. Dancing and games 
were also indulged in till a,late hour. During the evening, Mr. 
G. A. Broadbent made a few encouraging remarks to the employés. 
and promised that, in commemoration of this event, he would give 
every employéover 18 years of age 2s. 6d., and every employé under 
18, 1s., at the New Year. After various votes of thanks, the pro- 
ceedings terminated. 


Dissolations and Liquidations.—TyVPEWRITINd TELE- 
GRAPH CORPORATION, LTD.—A meeting is called for December 5th, 
at 87, Bishopsgate Street, London, E.C., to hear an account of the 
winding up from the liquidator, Mr. C. S. Beale. 

ELECTRIC AND GENERAL ASSURANCE, LTD.—A_ meeting is 
called for December 9th, at 5, London Wall Buildings, London, 
E.C., to hear an account of the winding up from the liquidator, Mr. 
L. Maltby. | 

IMPERIAL ELECTRIC Lamp Co, electrical engineers, Market 
Street and Great Western Street, Moss Side, Manchester.— Messrs. 


Vol. XVII, 


T. Graham, J. Young, G. Artingstall, and F. A. Pidding have dis- 


solved partnership. 


Trade Announcements,—Taux ELECTRICAL Co., LTD., 
have opened an office at 32, County Buildings, Corporation Street, 
Birmingham (telephone No. 3498 Central), with Mr. F. R. Unwin as 
representative engineer. 

We are informed by MR. F. E. PHILLIPS, of 53, Victoria Street, 


S.W., that he has taken over the London agency of the St. Helens 
Cable and Rubber Co., Ltd. 


Mr. LioNEL Morrison, for over 14 years with Mr. Emanuel 
Spence, has commenced business at 371, Linthorpe Road, Middles- 
brough, as an electric bell fitter and lighting engineer. 


Auction Sale.—Messrs. WHEATLEY Kirk, PRICE AND 
Co, will, on November 26th and 27th, offer for sale by auction the 
electrically-driven rolling mill plant, machine tools, rails, loose 
tools and other effects of the English McKenna Process Co., Ltd., 
at Birkenhead, by order of the Receiver. The plant includes three 
750-KW. Siemens-Willans three-phase turbo- generators, two 50-K W. 
D.C. exciter sets, а 150. KW. rotary converter, 54 motors (75 to 
125 B. H. P.). switchboard, crane, B. & W. boilers, six 28. in. rolling 
mills and 500-B. H. P. motor, and various other electrical and other 
equipment, particulars of thich are given in a list and brochure 


which may be obtained from the auctioneers (16, Watling Street, 
E.C.). 


Bankruptcy Proceedings.—Josrz»rH ARTHUR PROCTER, 
formerly electrician, but now warehouseman, late of Bradford and 
Shipley.—Receiving order made at Bradford on October 29th on 
debtors own petition. First meeting, November 9th; public 
examination, November 13th. 


The Ignition Magneto Industry.— Quite a large 
industry has sprung up in connection with the manufacture of 
magnetos for ignition purposes on motor-cars. One of the largest 
undertakings of the kind is that of the BoscH Co., at Stuttgart. 
Germany. Started in a small way 25 years ago, by Herr Robert 
Bosch, this concern now employs about 6,000 persons, and turns out 
no fewer than 1.200 complete magnetos per day, this not including 
the production of the separate factories which have been established 
in France and the United States to supply the demands of those 
markets. No fewer than 160 different varieties and sizes of 
magnetos are manufactured. ranging from a miniature machine 
suitable for a motor-bicycle up to one for an internal-combustion 
engine of 2.500 H P. 


Catalogues and Lists. — TIE Ногмогіхт ELECTRIC 
Co. (1911). Lrp., 27, Kingly Street, Regent Street, London, W.— 
Illustrate 1 and priced leaflets relating to the Holmquist replace- 
ment heater, electric hat pads, bed-warmers, irons, toasters, hair- 
drying apparatus and vibro-massage apparatus. 

THE ELECTRICAL Co., LTD., 122-124, Charing Cross Road, London, 
W.C.— November stock list of A.C. and D.C. motors. 

THE BRITISH WESTINGHOUSE ELECTRIC AND, MANUFACTURING 
Co., LTD., Trafford Park.— Illustrated and priced leaflets relating to 
their small electric motors, with particulars of some typical 
ratings. 

THE BRITISH ALUMINIUM Co., LTD., 109, Queen Victoria Street, 
London, E. C.— Illustrated leaflets respecting aluminium battery 
connections and aluminium in the automobile industry. 

THE DIAMOND COAL-CUTTER Co., Stennard Works, Wakefield. 
Eight-page pamphlet respecting the safety of the Diamond electric 
coal - cutter, and giving a description, with diagrams, of the Cross- 
land patent automatic feed regulator for regulating the feed or 
forward travel of an electrically-driven coal- cutter. 

Messrs. ARCH. J. WRIGHT, LTD., 41, Beech Street, Barbican, 
London, E.C.—Price lists of the Daylight " electric cycle lamp 
and of electric pocket lamps, torches and other novelties. 

THE EssEX ACCUMULATOR Co., 497-9, Grove Green Road 
Leytonstone, N.E.—Twenty-paye catalogue containing full par- 
ticulars, with illustrations and prices of their latest types of 
portable electric hund lamps (unspillable accumulator and dry 
battery types), also of the Essex dry battery and accumulator 
inspection sets and inspection torches, also dry and accumulator 
torches. 

Messrs. UNION ELECTRIC Co., LTD., Park Street, Southwark, 
London, S. E. Advance copy of 12-paye booklet entitled "The 
Survival of the Fittest,” in which a comparison, with diagram, is 
made with a view to showing the superiority of the arc lamp over 
the metal-filament in the production of comparatively large 
quantitiea of light. Copies of the booklet will be sent to con- 
tractors on application. 

Messrs. W. Н. PALFREYMAN X Co., 17. Goree-Piazzas, Liver- 
pool.—Folder relating to their hydro-carbonated bone-black for 
case-hardening. 

Messrs. VERITYS, LTD., 31, King Street. Covent Garden, 
London, W.C.-—Christmas trade publication No. 714, relating to 
" Aston decorative lighting sets—miniature electric candle sets. 
flexible lighting strips for dining tables, festoon chain lamps, 
pocket and portable hand-lamps, electric torches, hair driers and 
vibrators, also electric radiators and table standards. This list is 
being distributed broadcast in view of the approaching season. 

Messrs. D. H. BONNELLA X SON, 58 and 60, Mortimer Street. 
Cavendish Square, London, W.—List No. 401 (20 pages), being 
Section B of their bell accessories catalogue. It contains prices 
and illustrations of wood, china and brass pushes, and door and 
window contacts. 

Messrs. FALK. STADELMANN X Co., LTD., 83/87, Farringdon 
Road, London, E.C.—36-page catalogue (No. 350) (supplementary 
to catalogue No. 302) giving prices and illustrated information 
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relating to a variety of electrical accessories, including Efesca " 
tumbler switches, art inetal switches and pushes, lampholders, 
shade-carriers and ceiling roses, anti-shoc wall and floor 
rockets, safety hand-lamps, knife switches. ironclad switches and 
fuses, "Regal" lighting strip, electric light wires and cables, vacuum 
cleaners, and many other lines. 

MEss RS. SIMPLEX OCoNDUITS, LTD. 116, Charing Cross Road, 
London, W.C.—Mailing Card No. 193, drawing attention to their 
Mosaic silk shades of new design, which may be seen at their 
showrooms, 

THE FOSTER ENGINEERING Co., Lrp., Wimbledon, London, 
S.W.—The company are issuing an arc lamp catalogue (flame, 
enclosed, photographic and open types), and copies will be sent on 
application. We have received a leaflet describing and giving 
prices of their Regulus single enclosed arc lamp. 

THE RADIUM ELECTRIC Co., 82, Hatton Garden, London, E.C. - 
Illustrated leaflets, giving latest prices of “ Кадес” metal-filament 
‚ү аш lamps (pear, round, candle and tubular-shaped 

Albs). 


. е \ 

For Sale.—The buildings, tools, stores, stocks, &c., of 
the Sunbeam Lamp Co., Ltd. (in liquidation), Gateshead, are otfered 
for sale by private treaty. See our advertisement pages in this 
issue. 


LIGHTING and POWER NOTES. 


Acton,—The Metropolitan Electric Supply Co. has 
informed the Council of its decision to reduce the price of current 
supplied to all Council buildings from 5d. to 4d. per unit (except to 
the Council Offices, Baths and Library, which are all lighted from 
plant installed at the Baths). 


Australia.—The report prepared by Mr. G. A. Julius, 
the electrical expert who was commissioned by the North Sydney 
Municipal Council to inquire into the five proposals received by the 
Council for the installation of an electricity supply plant and dis- 
tributing system throughout the municipality, also for the erection 
of & garbage destructor, has been placed before the Council. Mr. 
Julius stated that he understood that the Council had decided 
merely to enter into a contract for a supply of electric current for 
street lighting under some definite scheme, and also for the de-truc- 
tion of the municipal garbage at a fixed price. That decision 
eliminated almost the whole of the offers submitted. Had that 
course of action not been decided upon, he would unhesitatingly 
have recommended the continuation of negotiations with the City 
Council, and the ultimate acceptance of its offer. The only pro- 
posal which conformed to the conditions laid down was that sub- 
mitted by the Northern Suburbs Electric Lighting and Power 
Supply Corporation, Ltd., and he recommended that its offer be 
provisionally accepted, final acceptance to be held over pending the 
completion of an agreement fully protecting the interests of the 
ratepayer s. 

It is reported that active steps are being taken in connection 
with the proposed scheme for a power plant at Bulli (N. S. W.). near 
the mines, for the supply to the Sydney City Council's undertakiug, 
over some 45 miles of өзө да line. 


Bacup.— The Corporation has decided to apply for 
sanction to the borrowing of £1,000 for the extension of the 
electricity service. 


Beckenham.—The U.D.C. has decided to apply to the 
B. of T. for & provisional order to enable it to supply electricity in 
the parish of Wickham. 


Bentley.—The U.D.C. has passed a resolution consenting 
to the application of Doncaster T.C. for a prov. order for E.L. 


Bettws-y-Coed.—The L. (. B. has sanctioned the obtain- 


ing of &loan in connection with the electric lighting undertaking. 


Beauly.—The Beauly Electric Supply Co.. Ltd., has 
been formed with a share capital of £1,000, divided into 1,000 shares 
of £1 each. The following are directors :— Messrs Daniel M'Garth, 
Beauly ; E. G. Williams, Waterloo Place, Inverness; James Menzies, 
Blairich, Sutherlandshire. 


Bootle,—The report of the borough electrical engineer, 
presented by the Electric Light Committee at the meeting of the 
T.C. on October 30th, included the statement that the existing 
sanction to loans for mains was obtained for meeting tke normal 
development of the L.T. system for a period of three years from 
September, 1911, and that the requirements for H.T. mains are 
very uncertain. The Committee recommended that the sum of 
£3,200, approved for H.T. conduit line and cable, be included in 
the extension scheme, and that the material be not ordered until 
some definite information as to the Mersey Dock Board's require- 
mente for the supply of current to the Gladstone Dock, Seaforth, 
is obtained. The recommendation was approved, and the resolu- 
tion of the Committee of September 20th, 1912, approved by the 
Council on October 2nd, was varied accordingly. 


Bradford-on-Avon.—Messrs. J. and W. Purves, of 
Exeter, have informed the U.D.C. that they intend applying to the 
B. of T. for a prov. order for E.L. The scheme has been explained 
to the Council, which has adjourned consideration of the matter. 


Caldy (Cheshire),— The residential village of Саду, 
in Wirral, affords an instance of what enterprise can accom. 
plish in the matter of public lighting. This question has 
been under consideration for some time, and an estimate for gas 
illumination was obtained from the Hoylake and West Kirby Gas 
Co. There was, however, a power station, erected by the owners of 
the estate now being developed, for the supply of electricity for 
domestic purposes. The Hoylake Urban Council suggested, seeing 
that the Caldy Estate Co. was supplying electric light to its 
tenants, that public street lighting by this method would be pre- 
ferable if the cost was reasonable. The surveyor has now reported 
that the estimated difference in cost would be £10 only in favour of 
gas. So it has been decided by the owners of the property to 
lay their own mains and to supply the current from the power 
station. 

Canada.— In the new grain elevator for the Harbour 
Commissioners of Montreal. which will have & total capacity of 
2.622.000 bushels, some 80 induction motors of 4,680 Н.Р, are in- 
stalled, and the operation of the elevators and conveyors is con- 
trolled by & system of electric signals. | 

According to the Standard, the Calgary authorities have a pro- 
posal in band to install a plant utilising natural gas for the 
production of electricity, at a cost of £100.000. With gas at 74d. 
per 1.000 cb. ft., it would be possible to generate power at £2 18, 3d. 
per H.P.-year, which is cheaper than hydro-electric power is sold 
at Niagara. \ 

Colne,—The T.C. has decided to apply to the L. G. B. for 
further borrowing powers to the extent of £2,000 for the purpose 
of extensions to the electric mains. 


Continental Notes,—AvsrRiA.—During the month of 
August, 36 power schemes were laid before the Austrian Hydrographic 
Department, of which 24 secured concessions. The most consider- 
able of the schemes were those of the Syndicat Donau- Kraftwerk 
Wallsee, situated at Perg, in Upper Austria, the grcss.capacity of 
which will be equal to 30.000 H.P., and the Malserheide " Elec- 
tricitätswerk, at Schlandere, in the Tyrol, with a gross capacity of 
2.400 H.P.— Elek. und Masch. 

Fraxck.—La Société Union Electrique, which has already a 
large generating station at Saut-Mortier, proposes to establish a new 
plant near Doucier, in the Jura, to utilise the power of theoverflow 
water from Lake Chalain. It is estimated that about 2,000 H. P. is 
available. Thé curtent generated will be distributed for lighting 
and power purposes to Lous-le-Saulnier and other small towns in 
the district. | 

The Société Anonyme Energie Electrique de Mons-en. Pévèle has 
been formed at Lille to generate and supply electric current to & 
number of communes in the Department du Nord. 

SWEDEN.—The Stora Kopparbergs Bergslags A.-B., which 
possesses a power station at the Bullerfalls of a capacity of 
24,000 H.P., now proposes to develop the Forshufudfall, the 
estimated output of which is 20,000 H.P. The company lately 
placed an order for a Helferstein silicious iron-ore furnace, for the 
former station. equal to 12,000 H.P., for the electric smelting of 
iron ore.— 4 fhiirsrariden, 

SWITZERLAND.—The T.C. of Zurich has applied to the Federal 
Council for a loan of £78.400 for the establishment of a power 
house to act as a reserve to that situated at Gugach.— Rerne 
Pratique de Г Electricité, 

GERMANY.—An agreement has been come to between the 
Bavarian Government and the A.E.G., of Berlin, whereby the east 
and north of Upper Franconia will be supplied with electricity, in 
which two administrative districts of the Upper Pfalz will 
participate. The cost of the scheme is put in round figures at 
4 2,500, 000.— Zeit. dex Oest. Ing. u. Architektenwesens. 


Crewe. — The electrical engineer has been requested to 
report upon the question of lighting Bradfield Road, Broughton 
Road, and part of Mablin's Road with gas or electricity. At present 
oil lamps are in use. ' 


Deal.—An extension of time for carrying out the E.L. 
order has been granted to the Sandwich, Deal and Walmer Elec- 
tricity Co. Another order is being applied for by Mr. W. T. 
Presland, and the T.C. has applied for full particulars before coming 
to any decision. 2. 


Dover.—The Electricity Commjttee has agreed, subject 
to confirmation by the T.C., to offer to supply current to the War 
department for various buildings in the town, including Fort Bur- 
goyne and Castle Barracks, not at present connected, at the following 
alternative rates:—Up to 10,000 units per annum, 4d. per unit’: 


80,000 unite, 34d. ; beyond, 3d. ; or up to 20,000, 32d. ; 30,000, 34d. : 


beyond, 3d. | _ 
Epsom.—The В. of G. has decided to obtain expert advice 
on the question of electric lighting at the Workhoure. 
Guatemala.— The municipality of Palin has taken steps 
to arrange for the lighting of that town with electricity. The 
principal square, opposite the municipal building, is to be furnished 


by the electric company with powerful arc lights, and light and 
power will be at the disposal of the town and its inhabitants at very 


reasonable rates. 
Hamilton,—The remarkable progress which has been 
made in the use of electricity was very interestingly illustrated by 
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an exhibition at Almada Hall last week, under the auspices of the 
Hamilton Electricity Supply Co. Three apartments were used in 
giving a display of the many useful domestic services to which 
electricity can be applied: in one room it was demonstrated that 
the “Tricity Cooker" can perform with satisfaction every - 
thing that the best fire or gas oven can accomplish in the way 
of preparing meat for the table. The Carron Co.’s electrical cook- 
ing stove was also a wonderfully useful arrangement, performing 
all the duties that the cock demands at a tmall cost and with great 
Gispatch. In another rcom was exhibited the efficiency of elec- 
tricity for ironing purpores. As another example of the usefulness 
and capacity of the electric cooker, tea was served to the visitors in 
a third apartment. Mr. Salter, the local manager of the Hamilton 
Electricity Supply Co., is to be congratulated on his enterprise in 
arranging the exhibition. 


Hornsey.—The rate of charge for current for outside 
amps is in future to be 3d. per unit in cases where there are three 
points of not less than 200 C.P. each or one point of 500 c.P. It 
has been considered inadvisable under the existing conditions to 
modify the present rate of charging for current for power. 


Hove. With reference to the recommendation to purchase 
the undertaking of the Electric Supply Co., previously referred to 
inthe ELECTRICAL REVIEW, the T.C. has decided to defer further 
action until the matter has been considered at a ratepayers’ meeting. 


Kingstown.— Last week a meeting was held to discuss 
some scheme which would result in the town being preperly lighted. 
A resolution to approach the Tramway Co. having been proposed 
and seconded, and an amendment proposed and seconded, the 
chairman said that different companies had offered to light the 
town. It was for themselves to say whether they would give them- 
selves over to the new company with its capital of £42,(00, or to 
the Tramway Co. with its enormous power, a company which was 
not only progressive, but had its electric mains running past their 
doors. The amendment was lost, and the resolution to approach 
the tramway company was carried. A joint deputation of the 
residents of Kingstown, Blackrock and Dalkey was appointed to 
wait upon the company. 


Leicester.—On the recommendation of the Finance 
Committee, it was decided at a special meeting of the T.C. that 
additional provision should be inserted in the proposed Bill for the 
purpose of obtaining suthority to extend the area of supply of 
electricity so as to include certain parishes adjoining the borough. 


Leicestershire.—The Leicestershire and Warwickshire 
Electric Power Co. has applied to the B. of T. for consent to erect 
overhead lines for the transmission of current at & pressure of 
6,600 volta for the purpose of supply under the Acta of 1902 and 
1904. Опе line will run from Burbage Common ria Huncote to 
the junction of the Enderby Railway, and the other from 
El mestherpe station to Earl Shilton. 


Littleborough.— With reference to our note on page 657, 


it should be stated that at the (Greenvale Mill, owned by Meesrs. 
Fothergill & Harvey, 20 of the motors installed were supplied by 
Messrs. Siemens Bros. Dynamo Worka, Ltd., and amongst these 
are the earliest motors installed in this mill. 


Maidenhead.— The T.C. has applied to the L.G.B. foi a 
loan of £1.700 for electricity purposes. 


Manchester.— A L. G. B. inquiry was held on the 1st inst. 

into the application of the City Council to borrow £87,160 for the 

_ purposes of the electricity department, £68,820 being required for 
extensions of plant at Stuart Street station where it is proposed to 
install a 15,000-KW. turbo-alternator (particulars of which were 
given last week, on page 710). Other expenditure was in respect to 
distributing stations and hired motors. 

The Manchester Ratepayers’ Association opposed on the ground 
that power consumers were being given a preference over others, 
and that the demand for power supply would not arise if a fair 
rate were charged. Mr. Howarth, chairman of the E.L. Committee, 
said the result of the year’s working was proof that satisfactory 
profit was being earned. The Corporation had special contracts 


. with about fifty firms, who were supplied on similar terms, no . 


preference being shown. The secretary of the Association objected 
to “secret prices," suggesting that in some cases energy was being 
sold at a loss ; he also criticised the view that the sinking fund was 
available for depreciation, which altered the whole basis of cost, and 
left him certain that losses were being incurred. It was pointed out 
by the town clerk that £816,600 bad been paid to sink ing fund 
and £182,735 to depreciation and renewale, and Mr. Pearce stated 
that there was a marpin'of profit on all their sales. He also 
pointed out that the methods of the department were just as 
effective as those of a private company. They paid off their capital 
by the sinking and renewals fund, where the private company set 
aside part of their profits for renewal. Reference having been made 
to the gas undertaking, it was pointed out that that had been in 
operation for about 100 years, and had done a large amount of 
work out of revenue. 


Mansfield.—The B. of G. has decided not to alter the 
specifications for the electric light installation at the workhouse, 
reference to which was recently made in the ELECTRICAL REVIEW. 
Further tenders are to be invited, and a loan for the additional 
cost involved has been applied for. 


St. Helens.—The Corporation's application for sanction 
to borrow £5,000 for purposes of the electricity undertaking has 
formed the subject of an inquiry by the L.G.B. The amount 
named represents excess expenditure on three accounts ofithe 


Electricity Committee, It wasstated that loans had been sanctioned 
for mains and new machinery, but the increased demand for 
electricity had caused the Committee to overspend, The electrical 
engineer (Mr. E. M. Hollingsworth) said it was intended to ask the 
Council for a further loan which would date from March last; 
£400 or £500 had been spent in excess, but he would like to have 
£4,000 to go on with. 

The B. of T. has consented to the Council giving a supply of 
current at a pressure of 500 volts to the British Electric Detonator 
Co., Ltd., by means of an overhead line. A similar supply is to be 
afforded to the works of the Ravenhead Sanitary Pipe and Brick 
Co., Ltd., and tg the glass works of Messrs. Mooney, Hall Street. 


Sevenoaks,—The U.D.C. on October 29th, at a special 
meeting, sealed an agreement transferring the E.L. order, 1910, to 
the newly formed Sevenoaks and District Electricity Co., Ltd. 


She ffield.— A deputation representing the E. L. Committee 
visited London this week to interview the local members of Parlia- 
ment, with a view to obtaining their support in the direction of 
restoring the clauses which were cut out of the Sheffield Bill by 
the House of Lords. As the Commons passed the wiring and 
fittings clauses, it is hoped that they may agree to restoring them. 


Shipley.—The U.D.C. has applied to the L.G.B. for an 
additional loan of £1,000 for a new condenser for the electricity 
works, The Council has obtained a new customer for a large use 
of current for power. The Scott Engineering Co., which intended 
taking a supply of current from the Council, has intimated that it 
has had to obtain power from another source, as the Council could 
not give an immediate supply. 


Southborough.—The Gas and Water Committee has 


unanimously reccommended the U.D.C. to apply to the B. of T. for 
a prov. order for electrio light. 


South Africa.— On October 15th, the stores at the 
Johannesburg electricity works caught fire and were burnt out, 
large quantities of cable, oil, tar, meters, &c., being destroyed. 
Owing to the position of the burning building and the direction of 
the wind, the power station and gasometers were in considerable 
danger, but were saved in the end. 


Stoke-on-Irent.— A I.. G. B. inquiry was held on 
October 29th into an application by the T.C. to borrow £16,969 
for extension of the electricity undertaking. Dealing with the 
application. the town clerk said the amount asked for was in 
respect of various sums overepent op the undertakings between 
October, 1908, and March 31st last, As for the future, the Com- 
mittee was having to expend considerable sums on mains and other 
things—sometimes amounting to £1,000 & month—and it under- 
stood that the board would not be averse to giving a prospective 
sanction. With the permission of the Inspector, therefore, he 
would make a further application for sanction to prospective expen- 
diture of £10.000. of which £7,000 was for extension to mains and 
£3,000 for transformers and sub-stations. 

In the case of the original application, permission was given to 
amend the amount from £16,969 to £17,196, the difference being 
made up of a sum of £227. a balance from the old sanction on the 
Burelem underteking which was not required. 

Mr. Yeaman stated that the £17,196 wasdivided among the towns 
as follows :—Burslem, £5,539; Hanley, £7,785; Stoke, £3,132; 
and Longton, £739. The money was to be spent upon : Buildings, 
£1,119; machinery, £2,291; accumulatore, £19; transformers 
£1,809; mains and services, £11,539; switchboards, £194 ; instru. . 
mente, £82 ; general expenditure, £36 ; ; sinking well, £104. 

Reverting to the supplementary application of £10,000, the 
engineer, in reply to the Inspector, said that from April lst to 
September 31st, £3,440 had been actually spent, £2,660 on mains, 
and £800 on transformers. He estimated that the balance of 
£6,500 would last 12 months. 


Surrey.— If sufficient support is forthcoming, steps will 
be taken to supply Clandon, Horsley, Effingham, Bookham, Cobham 
and Oxshott—all Surrey villages—with electricity. Preliminary 


steps to put the scheme in operation have, it is understood, already 
been taken. 


Sunderland.— The town clerk has received a letter from 
the L.G.B. as to the recent application by the Council for powers to 
borrow the sum of £37,200 for the purposes of extension and new 
plant. The Board sanctions the loan, but the letter states that the 
obsolete machinery at the Dunning Street station, which is used as 
a stand-by in case of a breakdown of the tramway supply plant, 
must be got rid of in the course of a year or two, as it cannot be 
allowed to remain in the balance-sheet of the undertaking. 


Taunton.— A demonstration of electrical cooking with 
“Tricity " appliances was given last week by Mr. F. S. Grogan, who 


‘lectured before interested audiences at the Victoria Rooms. 


During his stay, the members of the Electricity Committee were 
entertained to an electrically cooked luncheon by the chairman, 


Mr. Grogan personally superintending the preparation of the meal. 


U.8,A.—The (rlobe describes a small wind-power 
installation at an American dairy farm—a 12-ft. windmill being 
ueed to work a drill press, grindstone, corn-sheller, saw, washing 
machine, and feed grinder, and а 6-ampere, 35- volt dynamo at the 
base of the tower. 

The dynamo ie solely used to charge a battery from ‘which the 
farm and outbuildings are illuminated. The mill, generator, 
battery, wiring lamps, &c., could, it is stated, be duplicated for 3250 ; 
but surely this should read £250. 
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. Watford.—The B. of G. has decided to have the electric 
light installed in the old buildings at the workhouse. 


Whitworth.—At a special meeting 9f the U.D.C. on 
Friday last, it was resolved that the Council be recommended 
to enter into an agreement with the Rochdale Corporation providing 
for a supply of electricity in bulk upon the best terme that can be 
secured from the Corporation, and that such supply be distributed 
throughout the district for lighting &nd power purposes, and that 
the necessary steps be taken for putting into operation the powers 
contained in the Whitworth Electric Lighting Order, 1905. A 


deputation was appointed to interview the Rochdale Electricity 


Committee to discuss terms with reference to' the supply of 
electricity. | 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.— With a view to improving the car service to 
Torry, the T.C. has agreed to carry out an extension of the double 
track at the corner of Guild Street, at an estimated cost of £540. 


Australia.— It is stated that the direct-current system of 
traction at 1,500 volts, with overhead trolley construction, has been 
definitely decided on for the Melbourne suburban railways electri- 
fication, and that well-known British manufacturers are to receive 
the orders for turbine, electrical and railway plant. 

In connection with the electrification of the Melbourne suburban 
railway stations, the Victorian Government has agreed to erect a 
station forthwith at Yarraville for dealing with the peak loads for 
railway and other purposes. If satisfactory offers are obtained, 
tenders are to be invited for the balance of power required generated 
at the coal-fields. These offers may be for 5,000 KW. and upwards, 
not exceeding 25,000 kw., to be supplied at a load factor of from 
50 per cent. to 75 per cent. per annum. Tenderers will also be 
asked to state the price at which tbey are prepared to distribute 
power to manufacturers outside the existing Melbourne area. 

The Prahran and Malvern Tramway Trust has received per- 

mission from the Government to extend its borrowing powers 
from £300,000 to £500,000. 
. The annual report of the Adelaide Municipal Tramways Trust for 
the year ended July 31st last shows gross earnings amounting to 
£282,120, and working expenditure amounting to £189,231. 
The balance for appropriation, after meeting certain expenses, was 
£93,047. 


Blackpool.—In a recent speech, Alderman Brodie fore- 
shadowed the introduction of motor- buses for the out districts, and 
stated that a scheme was in preparation for the illumination of the 
whole of the Promenade next year. | 


Canada.—A survey is being made for an electric line 
from Port Haney (B. C.), on the Canadian Pacific, and on the Fraser 
River, to Lilloset Lake. It is suggested that the British Columbia 
Electric Railway Co. is responsible for the work. 


Colne.—At the T.C. on October 31st, Alderman Hewitt- 
Dean moved, That the T.C. do agree to purchase the undertaking 
of Colne and Trawden Light Railways Co., under the provisions of 
Colne and Trawden Light Railways Act, 1901, the amount of pur- 
chase money to be fixed by arbitration, and that the Town Clerk be 
instructed to take steps to obtain the necessary powers, by pro- 
visional order or otherwise, to complete the purchase. He explained 
that the resolution was a culmination of a series of negotia- 
tions with the railway company extending over 12 months. He 
raid no doubt under arbitration the purchase money would be a 
fair one, and he trusted that when it came under their control the 
undertaking would prove a good investment. The resolution was 
adopted, | 


Colwyn Bay.—The Llandudno aud Colwyn Bay Electric 
Railway Co., Ltd., has given notice of its intention to apply to the 
B. of T. for an extension of three years of its powers to construct 
an electric tramway from the present terminus in Colwyn Bay to 
its authorised termination near the Dingle, and for sanction to 
abandon the portion of the line previously authorised from Dale 
Street, Llandudno, to the Deganwy Promenade. The part of the 
authorised line which it was now proposed to abandon is practically 
all within the Conway borough area, and the Conway T.C. has 
decided to make an objection to the company's action. 


Continental Notes,—AUusTRIA.— 80 far the motor 
fire engines employed in the Vienna Fire Brigade have been 
electrically propelled. The Austrian Daimler Motor Co, of 
Neustadt, has, however, just supplied a new petrol-electric motor 
fire engine to the brigade. 

ITALY.—It hag been definitely decided, says the Giornale des 
Lavori Pubblici, to convert to electric traction the line from Monza 
to Lecco. The State Railway Administration is about to call for 
tenders for the work in three sections. Inaddition orders have been 
placed for 58 electric locomotives, which will serve partly for this 
line and partly for the Giovi tunnel line. The locomotives will 
be capable of a speed of 120 km. per hour. The section from 
Monza to Milan will be subsequently electrified. The conversion 
of the Monza-Lecco line is excepted to be completed by the end 
of 1913. 


/ 


The isolation of Cortona from the State railway system is now 
&bout to be remedied by the construction of an electric tramway 
between the city and the railway. 

La Societá Subalpina di Imprese Ferroviarie, of Turin, has 
secured a concession for the construction and working. of a narrow 
gauge electric railway between Domodossola and Corfine and Svizzero 
(Locarno). 

The report first current that the generating station at 
Bardonnechia, which serves the Mont Cenis line, had fallen a 
prey to the flames, involving a loss of 2,000,000 fr. and an 
interruption to the traffic of several mopths is, happily. 
found to be overstated. According to the Givrnale dei Larari 
Pubblici, electric traction will be resumed in the course of a 
few weeks, and the damage, although considerable, will be covered 
by & sum much less than that named, which is double the first 
cost of the entire installation. Bardonnechia is a station of the 
second order only, the chief station being Chiamonte, the property 
of the Municipality of Turin. The fire is attributed to the 
accidental ignition of some oil containers in the neighbourhood 
of the switchboard, where the most damage was done. 

Russia.—The Committee for New Railways, after investigating 
plans, has decided to recommend the construction of a railway 
from Lodz to Lenchitza, passing by way of Alexandrov, Egerzh, 
and Ozorkov. At the same time the Committee examined plans 
for the construction of various electric tramways in the district of 
Lodz.— Board of Trade Journal. 

In connection with the International Automobile Exhibition 
which is to be held in St. Petersburg next year, the Standing 
Exhibition Committee.for German Industry points out that the 
types of motor-cars for which the Russian Minister of War would 
become a purchaser should be capable of carrying radiotelegraphic 
apparatus, radiographic appliances, and field telegraphic installa- 
tions.— Alektrotechnische Zeitschrift, 

GERMANY.—The Senate of Hamburg has introduced a Bill for 
the building of an electric express line from Hamburg to Langen- 
horn, one of its most distant suburbs. The line is estimated to 
cost 7,160,000 marks, besides 5. 166.000 marks for sundry technical 
material already acquired. The line is to be worked by the High 
Level Railway. This will make the fourth electric railway scheme 
which the Hamburg authorities have now under construction, and 
with the just completed high and low-level electric railways, afford 
striking evidence of the wonderful expansion which is taking 
place in the traffic arrangements of this old free port.— Hel. u. 
Maseh. 

SWITZERLAND.—A joint stock company is to be formed at Basel 
for the construction and working of an electric railway to run at 
first to Liestal, and eventually to Sissach. Its estimated cost is 
2,200,000 fr.— Elek. Zeit. 

TuRKEY.—According to the Tee, the Belgo-German financial 
group formed at Constantinople, is reported to have obtained definite 
authority to construct the Metropolitan line from Paxim to 
Badagiz. The group was formed to take over the principal Con- 
stantinople tramway system and the railway from Galata to Pera. 
The group proposes to acquire the monopoly of electric lighting in 
the capital also. 

FRANCE.— Further details are to hand of the large electric 
tramway scheme projected in the Department of the Manche. It 
comprises 10 different lines, of an aggregate length of 238 km., for 
the construction of which sums totalling 20,585,000 fr, have been 
allocated. This is exclusive of a line, Mortain to Juvigny, added to 
the list by the Conseii Général, which will be the object of a special 
disbursement.— La Lumitre Electrique, ` 


Delagoa Bay.— In the course of his speech at the annual 
meeting of the Delagoa Bay Development Corporation, Ltd., held 
in London last week, the chairman, Mr. H. K. Heyland, referred to 
the tramway receipts, and said that the passenger and goods traffic 
had increased by 9 per cent., the number of passengers carried 
having increased by 131,285, or nearly 14 per cent. Electric power 
supplied from the tramway station for railway and wharf purposes 
and for other consumers had increased by 49 per cent., which was 
considerably in excess of their expectations. They had ordemd 
further generating plant up to modern requirements of 400 Kw. to 
be installed at the tramway station, the estimated cost, including 
erection, being £3,000. When completed it was anticipated that an 
economy in working would result of about £1,000 per annum. 
The increase in gross receipts from tramways and power supplied 
amounted to £3,238. On the other hand, expenditure in operating 
costs had increased by £3,927, largely due to an expenditure of 
about £1,000 in overhauling the whole of the rolling stock. 


Dewsbury.—The Corporation has under consideration 8 


communication from the Huddersfield Corporation, asking for the 
consent of the Corporation to the construction of a tramway 


within the borough for which powers are being sought in the 
Huddersfield Corporation Tramways Bill: The route of the pro- 
posed tramway is from the existing terminus at Bradley. along 
Cooper Bridge Road, through Mirfield to Steanard Lane, in the 
borough of Dewsbury. Certain recommendations were made by 8 
sub-committee, but the General Purposes Committee has deferred 
further consideration until the next meeting, the sub-committee 
in the meantime to watch the proceedings and report thereor. 


Doncaster.—In connection with the extension of the 
Bentley tramway route, particulars of which are given in our 
„Contracts Closed column. The estimated cost of the extension 
is £3,650, and other electrical work about £1,400. A further $2,550 
will be required for additional cars, bringing the gross cost up 10 
£7,600. | 


% 
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Edinburgh.—Most of the tramways in the East of 
Scotland are already municipalised, and now Edinburgh, which has 
been a notable exception, will shortly open negotiations with the 
object of taking over the control of the tramway eervice. At 
last week's meeting of the Town Council, the recommendation 
of the Trainway Committee that the Corporation “should resolve 
that they shall themselves undertake the working of the tramway 
system on the expiry of the present lease of the tramways to the 
Edinburgh and District Tramways Co., Ltd., was agreed to without 
discussion. It is worth recalling that Leith, Edinburgh's near 
neighbour, acquired the tramways within its own territory, and later 
electrified that portion of the system, but throughout Edinburgh 
the cars are all on the cable principle. 


Leeds.—The Tramways Committee has decided to apply 
for authority to continue the railless service to Drightlington and 
thenceforward to the existing tramway at Morley. It is also pro- 
posed to run a railless service from Low Road, Hunslet, to the 
Crown at Wortley. — 


London.—'The Highways Committee of the IL. C. C. is 
recommending that Parliamentary sanction be obtained for the 
construction of a railless traction system from Lee Green to Eltham, 
the estimated cost of the equipment. exclusive of care, sheds, &c., 
being 27.380. The line is a necessary link between two tramway 
termini. | 

A rather serious collision occurred on Meptember 29th between 
two L.C.C. cars at Brockley, involving injuries to 17 persons. The 
particular place was the scene of an accident in September last 
year, when a car overturned ; in this case the collisiou was due to 
one car overtaking another standing at the bottom of a gradient, 
the brakes apparently failing to act. 


Widdlesex.—At the last mecting of the C.C. it was 
decided to raise no objection to the Metropolitan Electric Tramways, 
Ltd., premoting a Bill in the ent uing Session of Parliament for 
the purpose of obtaining powers to work а railless traction system 


in Broad Lane, Ferry Lane, and West Green Road, Tottenham, pro- 


vided that a clause is inserted empowering the С.С. to take over 
the powers of the company under tbe Bill. 


Nottingham.—The Notts. County Council has provision- 
ally approved of a scheme of road widening which haa been sub- 
mitted by the promoters of the Notts. and Derbyshire Trumweys 
Co., with a view to the laying of tramways between Langley Mill 
and Nottingham. 


Rochdale.—The Tramways Committee has declined to 
construct and run electric tramways in the Wardle district, but it 
was stated at the T.C. that, if the Wardle Council would lay the 
track itself, the Tramways Committee would be prepared to ron 
electric cars at cost price. 


Nalford.— The Tramways Committee has 
grant increased pay to the staff. 
increased yearly expenditure of £2,100. 


Stainland.—The Huddersfield Corporation has intimated 
to the D.C. that at prerent it cannot see its way to extend its 
tramway system to Stainland. 


Tasmania,—It is proposed to extend the Hobart tramwaye, 
and the cost is estimated at £17,800, including four cars. i 


U.S.A.— It is proposed to operate electrically the 38 miles 
of the Ocean Shore Railway from San Francisco along the coast. 
In this connection, it is stated that if the experiment now being 
made by the Pennsylvania Railway in running & train with 
Edison- Beach storage battery cars is successful, this method will be 
adopted on the Shore line. The latter has up to the present been 
steam operated, but this has proved expensive, and the hcavy cost 
of electrification on normal lines was aleo prohibitive. 

The trial trip of the train, consisting of three tattery cars, on the 
Pennsylvania, showed that for the round trip of 49 miles, 136,800 


"decided to 


units were consumed (battery output), or '040 unit per ton-mile, and 


926 unit per car-mile. The weight of the battery is 4,600 Ib., and 
of the complete car 38, 700 Ib., 200 cells per car teing installed. 


: West Broemwich.—4A special meeting of the Council is 
to be held to determine upon the expediency of promoting in the 
next session of Parliament a Bill empowering the Council to pro- 
vide and work a railless traction system, to provide and work motor- 
omnibuses, and to effect street improvements, &c. 


————————MM 


TELEGRAPH and TELEPHONE NOTES. 


Australia.—In view of the position assumed by the 
Commonwealth Government in connection with wireless matters, 
and particularly having regard to the building of stations on a 
system which is alleged to be an infringement of patents now 
existing, the two companies principally interested, viz., Marconi's 
Wireless Telegraph Co. and the Australian Wireless Co., Ltd. (Tele- 
funken system), have sgreed to sink their differences and take joint 
action to secure their rights and the future protection of their 
patents. . 

The work of erecting wireless státions on the west coast has now 
been taken in hand seriously. The station recently completed at 


The concession means an 
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Pinkemba, near Brisbane, has been opened, and the Adelaide and 
Fremantle stations are expected to be opened shortly.— Australian 
Mining Standard, 


Canada.—The contract between Marconi’s Wireless 


| Telegraph Co., Ltd., and the Canadian Government for the opera- 


tion and maintenance of nine additional stations on the Great Lakes 
of Canada has been signed. When these stations are completed the 
Canadian Co. will receive an additional subsidy from the Canadian 
Government of $31,500 per annum. The agreement is for a period 
of 19 years. 


France,—The Under-Secretary of Poste and Telephones 
paid a visit recently to Antwerp with a view to inspecting the semi- 
automatic telephone exchange of the Bell Telephone Co. there. 
The visit is supposed to be connected with an intention to intro- 
duce into Paris this system, which, says the Lek. Nachrichten, is 
superior to that of the Siemens & Halske Co. in essential technical 
particulars, affords greater security in working, and is considerably 
cheaper. 

Germany.—A great central wireless station is to be built 
at Diisseldorf, after the style of, but on a larger scale than, the 
Eiffel Tower at Paris. The engincering firm of Dech & Paetz bave 
the contract in hand. The iron tower: will rise 200 m. higher 
than the Eiffel Tower, and will have an opening of 195 m. 
between ithe pillars. At 95 m. from the ground will occur the 
first arch, and at 450 m. the last platform. From this platform 
the highest point will be reached by a spiral staircase.— Industria e 
Invenciones, 


Imperial Wireless System.— On Wednesday last week, 
as briefly mentioned in our last issue, Sir A. F. King was further 
examined by the Select Committee on the Marconi agreement. He 
said that the Admiralty were capable of erecting 2,000-mile 
stations, though they had no experience beyond 1,000 miles. In 
January last the War Office objected to delay. А Sub-Committee 
of technical experts was appointed by the Imperial Wireless Com- 
mittee to investigate the Poulsen system, which reported that the 
system was fully capable of doing the work, but that the necessary 
staff and experience were lacking, and that the stations could not 
he erected at the price quoted. "Their estimate was £53,700 per 
station, which compared with the Government estimate of £60,000 © 
and the Marconi estimate of £82,000. The Sub-Committee asked 
for further information, but it was not supplied. The report was 
very important, but it was entirely theoretical, and it was never 
communicated to the Wireless Committee ; he had no doubt that it 
would not have modified their decision, because they had already 
made up their minds, In his opinion, the technical Sub-Committee 
was appointed merely to satisfy the experts. The Wireless Com- 
mittee having come to a decision, the Treasury would not attach 
much weight to anything the experts might say. The report was 
not presented to any of the Government departments. ES 

The right of inspection could not be exercised by the Marconi Co., 
except in the case of entirely new stations; and even then the 
company would have to show good cause for suspicion of infringe- 
ments of their patente. The company had.experienced great 
difficulty with the War Office in obtaining information for this 
purpose in past years. There would be no right of inspection of 
Admiralty stations. The German Government had placed a con- 
tract with the Telefunken Co. for long-distance communication up 
to 1,900 miles between the Caroline and Solomon Islands and 
Samoa. It was doubtful whether the Nutional Electrical Signalling 
Co., of America, could cover a distance of 2,000 milee, us they 
claimed. The Poulsen system: had not been proved capable of 
working over a distance of 2,000 miles, or of working by day at all. 
The Marconi Co. were ready to guarantee key working, but not 
automatic working, during violent atmospheric disturbances, and 
had proved their ability to overcome such disturbances in South 
America. The adoption of duplex working had necessitated the 
rearrangement of the whole scheme of Imperial wireless communi- 
cation, and the duplex system was not regarded with favour by 
either the War Office or the Admiralty, as the use of two separate 
stations connected by telegraph laid the apparatus open to derange- 
ment. He thought the real cost of the Marconi system would 
come out at £90,000 a station. If the Poulsen system proved to be 
the best, as it was the cheapest. they would cease using the 
Marconi system. 

On Monday the Committee resumed the examination of Sir A. F. 


. King, who stated that the cost of the Marconi system exceeded that 


of the Pouleen system by £180,000, exclusive of the 10 per cent. 
royalty. | ‚ 

It appeared that certain documents had been sent to some 
members of the Committee and not to others, and the Committee 
announced that all communications must be sent to the clerk to the 
Committee. 

Sir A. F. King, in reply to questions, said that the cost of con- 
verting a Marconi station to the Poulsen system would be only 
£13,000. As long ago as 1907 the Poulsen representatives said 
they were arranging for a satisfactory servicé to America, and 
expected to send 100 words a minute, but nothing had been done 
that he knew of. The War Office and Admiralty were quite agree- 
able to the agreement as concluded. i 

Mr. Isaacs agreed that the company should lose the royalty if the 
Government ceased using the Marconi system, but requested that 
this important condition should be kept secret; it was, however 
found to be impossible to comply with his wish. - 

The witness admitted that the suppression of the report of the 
Technical Sub-Committee might have been an error of judgment : 
but when the Poulsen people failed to meet the conditions that had 
been laid down, the Postmaster-General thought it was hopeless 
to send forward the report, which recommended the Poulsen 


. | - | į 
746 | THE ELEOTRICAL REVIEW. vol 71. No. 1,824, NOVEMBER 8, 1912. 


system. It would certainly have made no 

The Poulsen Co. had no just cause for complaint : the department 
gave them a station in Ireland five years ago, and another in 
N orthumberland, and had never refused them any licence they had 
asked for. No Pressure had been put upon him with regard to the 


the whole thing. He thought there would be a loss on the system 
for a few years, but its strategic value was go great that, no matter 
what the loss, the stations must be erected. It was a more favour- 
bargain than they might have expected, seeing that the 
Marconi Co. was the only one that could. Show working at 2,000 
miles. It was at present a choice between Marconi and no one, 


Japan,— Arrangements are said to be in hand for the 


establishment of a wireless telephone service between Tokio and 
Yokohama. 


There are now 4,100 telephones in use in Yokohama, and owing 
to the steady increase, it is proposed to establish, next year, a new 
exchange in the suburb of the city. 

Military Wireless Telegraphy.—A committee has been 
appointed by the Secretary of State for War, to consider the use 
of wireless telegraphy in the Army. 
Norman, М.Р, | 


New Italian Cable.—The Italian Government has 
ordered from an English works a cable about 30 km. in length, 
with continuous loading on the Krarup system. 
two conductors each consisting of seven Copper wires 0'7 mm. in 
diameter, upon which is wound a continuous layer of soft iron wire 
The cable is made in lengths of 300 m. 


cycles, which is 58 per cent. less than that of the same cable 
without loading.— Journal Teleqraphique, 
New Zealand.—The chief electrical engineer of the 


New Zealand Post and Telegraph Department, Mr. T. Buckley. says 
the Australian Mining Standard, hag Tecommended that the more 


for Auckland, Christchurch, Dunedin, and Wellington ; and that 
the Western Electric Co., London ; Mesers, Siemens Bros., London, 


Switzerland. Since the middle of October the Federal 
station at Zurich has been in wireless communication with the 


meteorological communications regarding the condition of the 
ic. The wireless соп. 
ection with the Eiffel Tower has proved to be excellent, and not 


Wireless in the Antaretic.—The Australian Mining 
Standard states that faint signals have been received at Macquarje 
ion i i ‚ in connection 
with Dr. Mawson's Antarctic expedition. Apparently the apparatus, 
which was damaged on landing, has been put in repair. 


CONTRACTS OPEN and CLOSED. 


— ина, 


OPEN. 
Australia, — Sour AUSTRALIA, — December 11th. 


Line material (Schedules 250-252), and submarine telegraph cable’ | 


and cable tank, for the P.M.G.'s Department, See “ Official Noticeg " 
November Ist. 

December 18th. — Telegraph and telephone material, for the 

See Official Notices to-day. f 
Three sections of common-battery multiple 
switchboard and other equipment, for the P.M.G.'s Department, 
See Official Notices " October 25th. 

VICTORIA.—December 31st. Thirty detectors, for the P.M.G.'s 
See “ Official Notices " to-day, 

November 8th and 12th.—(a) 340 Ac. &nd 800 p.c, electricity 
meters; and (5) insulated Copper cables, for the Mel 
City Council. See Official Notices " October 25th. 

NEW SoUTH WALES.—December lith. Telegraph cable, for the 
P.M.G.'s department, See “Official Notices " November 1st. 

mber 23rd.— An Australian exchange states that the Sydney 
Harbour Trust is inviting tenders for electric cranes and geared 
pulley blocks, for handling cargo at Nos. 8 and 9 berths, Dawes’ 


The Sydney Municipal Council, acting upon the recommendation 
i ineer (Mr. H. R. Forbes Mackay), hag 
decided to invite tenders for the supply of two electrically -driven 


motor lorries, at an estimated cost of £825 each. Charging арра. 
ratus and Switchgear is also to be purchased, at £130.— Tenders 
(Mining and Engineering Review). 

Birmingham. — November 29th. ^ Electric motors 
(various), for the City Electric Supply Department. See“ Offi. ial 
Notices to- day. 


Dover.— November 18th. Two centrifugal pumps, with 


. electric motors, for the Corporation baths.’ Mr. W. C. Hawke, 


Borough Engineer, Maison Dieu House, Biggin Street. 


Greenock, — N ovember 18th. One 3,000-Kw. three- 
phase turbo-alternator, with condensing plant, &c., for the Corpor. 
ation. See “ Official Notices N avember 1st. 


Hull.— November 20th. Electric lighting, fittings and 
bells, for the Teachers’ Training College, Cottingham R- ad, for the 
Education Committee, Particulars (deposit £1 1s.) from the City 
Treasurer, Guildhall, Hull. Drawings to be seen at the Education 
Offices, Albion Street. 

November 13th.— Best South Yorkshire screened hard steam coal 
(1,000 tons), South Yorkshire double screened hard nuts (3,000 tons), 
and unwashed slack, for the Corporation electricity works, Mr. Н. 
Bell, Electrical Engineer, Sculcoates Lane. 


I taly.—VIcexv.a.—November 12th. International tenders 
are invited for the supply of an electrically-worked hydraulic press, 
also of a wheel-riveting machine, for the State Railway workshops at 
Vicenza. Particulars of the Direzione Generale delle Ferrovie dello 
Stato, Rome. | 

CARRARA.—Tenders are required for the supply of an electric 
Crane for the Carrara Railway Station. Particulars of the 
Direzione Generale delle Ferrovie dello Stato, Rome. 


Keighley.— November llth. One 2,000-Kw. steam 
turbo-alternator, for the Corporation. Seg "Official Notices " 
October 25th. 


London,—L.C.C.— November 13th. Electric li hting 
installation at the Ricardo Street School, Poplar. See “Official 
Notices" November Ist, 

Novem ber 19th.— Electric lighting, bella and telephones, at the 
" Strand " School, Brixton Hill, S. w., and electric lighting at the 
Southern Outfall Works, Crossness, Abbey Wood. See "Official 
Notices " to-day, 


Manchester, — November 19th. The Corporation Tram- 
ways Committee is inviting tenders for (2) tramway rail bonds ; 
(5) block tin: (c) karri or jarrah wood paving blocks. Speci- 
fications, &c., J. M. McElroy, General Manager, 


Manchester, — November 19th. One 650-800-kw. 
rotary converter and transformer, for the City Electricity Com- 
mittee. See "Official N otices " to-day. 


Newcastle-on-Tyne,— November 13th. Stores, inclu- 
ding incandescent lamps and arc lamp carbons, for the Tyne 
Improvement Commission. The Engineer, Clarendon House, 


Clayton Street West. 


December 30th.—The Napier B.C. is inviting tenders for two 
British manufacture only. 
Commercial Intelligence Branch, Board of Trade, 73, Basinghall 
Street, E.C. 


Rawtenstall. N ovember 15th. Lancashire boiler, with 
superheater and mechanical stokers, for the Corporation Electricity 
Department. See " Official Notices " November Ist, 


Rotherham.— November 13th. Electrical installation 
at the Kimberworth Higher Standard and Infants’ Schools, for the 
Education Committee. See " Official Notices ” to-day. 


Roumania,—The municipal authorities of Targu-Ocna 
(Bacau) are inviting tenders until the 25th inst, for the establish. 
ment of a central electric lighting station in the town. 


South Africa, The Hiri and South African Erport 
(Gazette states that orders for electrical machinery, &c., for a light. 
ing and power station to be erected at Winburg, Orange Free State 
Province, will shortly be on offer. The electrification of the plant 
of the Susanna mine, Rhodesia, is under consideration, and valuable 
orders may result shortly, 


Spain.— November 18th. Tenders are being invited Dy 
the municipal authorities of Calatayud (province of Zaragoza) for 
the concession for the electric lighting of the town during a period 
of six years. 

Wakefield.—November 9th. Slack and smudge coal, 


for a year, for the Corporation electricity works. Electrical 
Engineer, Calder Vale, е 


Warrington.— November 15th. General stores and per- 
manent-way materials (steal fishplates), for the Cheshire Lines 
Committee. Specifications obtainable from Stores Superintendent, 
Cheshire Linea, Warrington, 

York.—November 16th. Construction of about 1l miles 


of light railways, for the T.C. Mr. H. Craven, Town Clerk. Re. 
turnable deposit of £5. 


. 
* 
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Birmingham.—The tender of Mr. Geo. Law. of 
Kidderminster, amounting to £10,859 for the laying down of the 
Hagley Road tramway (21 miles), and the repaving of a portion of 
the road, has been accepted by the City Public Works Committee. 
The Tramways Committee will provide the rails, and Mr. Law the 
remainder of the plant. 

The Electric Suoply Committee has accepted the tender of the 
British Thomson-Houston Co., for two 5,000. Kw. turbine sets for 
the Summer Lane generating station. 

Doncaster.—The Tramways Committee has accepted 
the tender of Mr. J. W. Pearce, of Morecambe, amounting to 
£2,425 for the extension of the Bentley tramway route to the new 
colliery village, the rails, fishplates, and bolts, being supplied by 
the Corporation. 

Hanwell.—The U.D.C. has accepted the tender of 
Messrs. Heenan & Froude, Ltd., for a two-cell refuse destructor, at 
£1,333. 

Horsham. 


destructor to be erected at the electricity works. 
and Froude's tender is to be accepted, at £1,450. 


Houghton-le-Spring.—For installing the E.L. at the 
infectious diseases hospital the B.G. has received the following 
tenders :— 


The U.D.C. has resolved to order a refuse 
Messrs. Heenan 


$. Stobart & co. " (accepted) £02 
Robson & Coleman я vus "m s v vx: 125 
Falconer, Cross & Co. КИ 5x .. 123 


Leek.—The U.D. C. has a ери the (ende of Callender's 
Cable, «c.. Co., at £576, for pilot cable to be laid from the generating 
station to 5t. Edward Street. 


Liverpool.—'l'he following tenders for special steel rails 
for the tramways have been accepted by the Corporation :— 

Walter Scott, Ltd., Leeds.—2,C00 tons of ‘*Sandberg Silicon” rails to 
Liverpool section (with royalty to Mr. C. Randberg, of Westminster); 
and 100 tons '* Titanium Alloy " steel rails, Liverpool section, 

Llandudno.— The Council has accepted the tender of 
Messrs. Babcock & Wilcox for a chain-grate mechanical stoker, for 
the electricity works. at £145. 

London.—L.C.C.—The Highways Committee recom- 
mended the acceptance of the tender of Messrs. John Batt & Co. 
(London), Ltd, for 6,000 driving wheel and 5,000 pony wheel ateel 
tires for electric cara (with a guaranteed mileage of 5,000 per }-in. 
radial reduction), required during 1913, at 228. each for driving 
wheel tires, and 18s. 10d. each for pony wheel tires. The firm were 
to be allowed to sublet their manufacture to the Vereinigte 
Stahlwerke van der Zypen und Wissener Eisenhütten, Colegne, and 
to Gutehoffnungschütte Actienverein f ir Bergbau und Hiittenbetrieh, 
Oberhausen, Germany. When the matter came before the Council 
on Tuesday. the recommendation was referred back, with a sugyes- 
tion that the contract should be placed with a firm who would 
carry out the work in England. 


Maidenhead,—The T.C. has accepted the offer of the 
Diesel Engine Co., Ltd., to supply a 220-Kw. Carels slow-speed 
Diesel engine and dynamo, at £2,600, the company to take the 
salvage of the recently-damaged engine and dynamo. The Council 
has also purchased from the Piggott Electrical Co., of London, a 
Willans & Robinson 150-KW. steam engine and General Electric 
Co.'s dynamo (lately in use at Wigan). 

Manchester.— Mr. George Ellison has received tlie con- 
tract for the 12 months’ supply of “Drum” type Star-Delta " 
starters required by the Corporation electricity supply department. 

Simla.— A contract has been given to Messrs. F. & C. 
Osler, Ltd., of Calcutta, for a Rees-Roturbo turbine pump for 
1,310-ft. head, direct-cou) led to а 230- n H. P. Siemens motor, together 
with all control gear, for the Cherot Nala pumping station of the 
Simla waterworks. - Indian and astern Engineer. 

Stafford.—The T.C. has accepted the tender of Messrs. 
J. Wooldridge & Son for 2,500 tons of Littleton slack and 500 tons 
of Littleton steam nuts for the electricity works. 


Stoke-on-Trent.— The B.C. has accepted the tender of 
the Bastian Meter Co., Ltd., for 23, 5 and 10-amp. metere. 


ELECTRICAL ENGINEERS - 
(LONDON DIVISION). 


THE 


Commanding Officer—Li£vT.-Cor. Н. M. Lear, 


The following orders have been issued for the current week :— 
Monday, November 11th.—'" A" Company. Company training, 7 to 10 p.m. 
Tuesday, November 12tb.—'" B" Company, Recruits’ instruction, 7 to 10 p.m. 

company instruction, 7 to 10 p.m. 
Thursday, November 14th.—" C" Company. Company training, 7 to 10 p.m, 
Friday, November 15th.—'" D" Company. Recruits’ instruction, 7 to 10 p. m.; 

company instruction, 7 to 10 p.m. 
Saturday, November 9th.— Headquarters will be opened from 10 a.m. till 

19 noon for the transaction of regimental business. 

(Bigned) P. Н. CAMPBELL, Capt. R. E., and Adjt., 
For Officer commanding L.E.E. 


в 


FORTHOOMING EVENTS. 


Institution of Electrical Engineers (Newcastle Section), —Friday, Novem- 
her Sth. At 7 p.m. At the Lit. and Phil., Middlesbrough. Paper on The 
Variation of I oss with Specd," by Prof. W. M. Thornton. 

Monday, November IIth.— At 7.80 p.m. At the Armstrong College, 
D de Paper on The Veriation of Loss with Speed,” by Prof. W. M. 
"liornton 


Physical Society.—Friday, November 8th. At 8 p.m. At the Imperial Collego 
of Science, South Kensington. Papers on "A Method of Measuring the 
Thomson Etfect," by Mr H. R. Nettleton; An Improved Joule Radiometer 
and its Applications,” by Mr. F. W. Jordan; and “The Thermomagnetio 
Study of Steel,” by Dr. 8. W. J. Smith. 


Junior Institution of Engineers.— Friday, November 8th. At B9, Victoria 


Street, S. W. Paper on The Diesel Engine," by Mr. J. W. Wainwright. 
Wednesday, November 18th —At 7 p.n. At the LEE. Annual 


Ecneral meeting. 


Institution of Post Office Electrical Engineers (Metropolitan Centre). — 
Monday, November llth. 6 p.m. At the I.E.E. Paper on " Alternate- 
Current Measurement," by PM C. E. He 

Institution of 1 Engineers (Scottish Section).— Tuesday, Novem. 

2th. 207, Bath Street, Glasgow. Opening meeting. 
Ed rum by Mr. Win. M'Whirter, chairman, 


Institution of Electrical Engineers (Birmingham Section).—Wcdnesday, 
November 18th. As 7.30 p.m. At the University, Birmingham. Opening 
meeting, Inaugural address by Mr. A. M. Taylor, chairman. 


Institution of Electrical Engineers (Dublin Section).—Thursday, November 
lach. At8p m. At the Royal College of Science, Dublin. Paper on 
“The Equipment of the Elee tro- Technological Laboratories of the 
. Royal College of Science, Dublin," by Prof. W. Brown. 

institution of Electrical Engineers (London). —Thursday, November 14th. 
В p.m. Opening meeting. Address by Mr. W. Duddell, president. 

Т еен of premiums. 
Association of Mining Electrical Engineers (West of Scotland Branch).— 
Baturday, November l6th. At 4.80 p.m. Meeting at the Royal Technical 

College, Glasgow. 


NOTES. 


The Ferrantians.— The date for the second dinner of 
past and present Ferrantians has been fixed for Wednesday, 
November 13th, at Waldorf Hotel, Aldwych, London. Mr. A. Bruce 
Anderson will occupy the chair, and Mr. S. Z. de Ferranti will be 
the principal guest. Ferrantians, who have not yet signified their 
intention of being present, should communicate at once with the 
hon. secretary, Mr. W. E. Warrilow, 40, Mildred Avenue, Watford. 


Curious Workmen's Compensation Case.—According 
to the Daily Mail, William Dawes, farm labourer, was at Newark 
County Court on Monday, awarded 88. 3d. a week compensation 
from bis employers, Messra, Harrison, of Grantham, for injuries 
received by being struck by lightning while on a cart holding a 
forkful of hay. An electrician eaid that standing on the cart with 
the fork raised, the plaintiff constitnted a natural lightning con- 
ductor. The jadge held tbat the plaintiff was exposed to a special 
risk, and that, therefore, the accident arose out of his employment. 


German Safety Lamp Cempetition.—The Verein 
fiir die Bergbaulichen Interessen, of Dortmund, is offering a prize 
valued at £1,250 for a miner's electric lamp provided with a 
reliable fire-damp indicator. The lamp and indicator must be safe 
against fire-damp even after damage, and after running at least 
12 hours, must possess a lighting power of at least one 
Hefner candle. The prize will be awarded by a board, and may be 
divided if more than one suitable Jamp is submitted. or may be 
awarded in part to lamps which more nearly fulfil the stipulated 
conditions. Three lampe, with drawings, descriptions and directions 
in triplicate (in German) are to be forwarded to the Verein at 
Dortmund by October 1st, 1913. 


Ventilating and Heating Systems.—In a letter to the 
Times of November Ist, on the ventilation of the House of Commons, 
Prof. J. B. Lock gives some interesting particulars of experiments . 
that have been carried out at Cambridge during recent years in 
connection with the heating and ventilation of large lecture rooms 
and halls. Various systems have been tried, and have led to the 
conclusion that a crowded room should not be warmed by heated 
air; the fresh air supplied for breathing ehould be cooler than the 
air in the room, and the room should be warmed by other means. 
A large hall seating 1,000 pereons is heated with hot-water 
radiators near the walls at the floor level, and fresh air is intro- 
duced by a fan through two rows of gratings 8 or 9 ft. above the 
floor level ; an exhauet fan withdraws the air through openings in 
the ceiling. Two years’ observation has established the fact that 


the cooler the fresh air sent in, the pleasanter ів the atmosphere in 


the hall; when the hall is full it is difficult to obtain air cool 
enough, even when the outside temperature is 40* F., and the in- 
stallation of ice coolers is under consideration. 

In the case of laboratories warmed by hot air, which is pasred 
over heating pipes, the oppression and discomfort experienced by 
the occupants are much greater when steam-heating pipes are used 
than in the case of hot-water pipes, and it appears that cook ing 
fresh air destroys its invigorating qualities. 


Consulting Engineer Wanted.— The Nenagh (Ireland) 
Urban District Council has been inviting applications for the 
position of a consulting electrical engineer, at a bulk sum." for 
the preparation of plans and estimates of the cost of an electric 
lighting scheme. Applications to be lodged not later than 8 p.m. 
Wednesday, November 6th." 


^ 
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Institution and Lecture Notes.—lINsTITUTION oF 
ELECTRICAL ENGINEERS (BIRMINGHAM SECTION).—The chairman 
of the Section (Mr. A. M. Taylor) will deliver his address on 
13th inst. Other fixtures before Christmas include :—November 
27th, Mr. J. S. Peck on Earthed r. Un-earthed Neutrals on Three- 
phase A C. Systems“: December 4th, Messrs. J. G. and R. G. 
Cunliffe, on “Street Railway Feeding Networks.” The following 
are the prospective arrangements thereafter :— 

G. Карр, D. Eng., On the Improvement of the Power Factor in 
Asynchronous Machinery." 

T. F. Wall, D. Sc., The Circle Diagram for Synchronous Motors." 

A. R. Everest, Parallel Operation of Alternators.” 

J. P. Wilmshurst, Electrical Power. Heating and Cooking.“ 

J. Sayers, Wireless Telegraphy." 

E. B. Wedmore, '" Protective Switch-Gear. ` 

W. E. Milns, The Economical Use of Electric Power." 

W. F. Bolton and L. D. Morphew, Recent Developments of Rail- 
less Electric Traction." 

INSTITUTION OF ELECTRICAL ENGINEERS( MANCHESTERSECTION). 
—The opening meeting of the above Section was held on Friday 
evening last week. The reading of Mr. Day's inaugurnl address 
by Prof. Marchant was followed by a smoking concert, which was 
n ranged by Mr. W. J. Smith, hon. musical director of the Man- 
chester Electro- Harmonic Society. The entertainment was very much 
appreciated by those present. Vocal items were contributed by Mr. 
A. J. Holt and Mr. G. H. Ditchburn, of the Manchester Cathedral 
Choir. and Mr. H. Albiston Gee gave some admirable humorous 
selections. 

PHYSICAL SOCIETY.—At the meeting on October 25th, 1912, a 
paper entitled “ Note on the Mutual Inductance of Two Coaxial 
Circular Currents,” by Prof. H. Nagaoka, was read by Dr. A. 
Russel. Methods were given for the rapid calculation of the 
mutual inductance of two coaxial circular currents. A paper on 
“The Absorption of Gases in Vacuum Tubes“ was read by Mr. S. E. 
Hill, giving an account of experiments carried out to determine 
whether the absorption of gases caused by passing a discharge for 
some time through vacuum tubes was the result of a chemical 
action or a mere physical absorption. The conclusion was that the 
аівлрреагапсе was due to definite chemical action. 

INSTITUTION OF ELECTRICAL ENGINEERS (WESTERN SECTION), 
—The reading of Mr. Chamen' s inaugural address at Cardiff on 
Monday, November 18th (at 4.30 p.m.) is to be followed by 
a dinner at the Park Hotel at 6.15 p.m. (tickets, 58. each). The 
secretary of the Section is Mr. S. B. Haslam. 11, Windsor Place, 
Cardiff. | | 

INSTITUTION OF MUNICIPAL ENGINEERS.—À joint Southern and 
South-Eastern district meeting will be held in the Council Chamber, 
4, Southampton Row, London, W. C., on Wednesday, November 27th, 
at 8 o'clock. when a paper on The Effect of Recent Decisions upon 
the Arbitration Clause, by Mr. W. Valentine Ball, M. A., barrister- 
at-law. will be read. 

ROYAL INSTITUT ION. -The Christmas course of juvenile lectures 
will be delivered this year by Prof. Sir James Dewar, F. R. S., 
Fullerian Professor of Chemistry, the title being Christmas Lec- 
ture Epilogues.“ The lectures will be experimentally illustrated, 
and the subjects are as follows: Alchemy," Saturday, December 
28th: Atoms,“ December 31st; Light,“ January 2nd. 1913; 
„Clouds.“ January 4th; “Meteorites,” January 7th; Frozen 
Worlds," January 9th. "The lecture hour is 3 o'clock. 

SOCIETY OF ENGINEERS (INC.).— At a meeting of the Society on 
the 4th inst., Mr. William P. Durtnall read a paper on The Gene- 
ration and Electrical Transmission of Power for Marine Trans- 
portation.” The ' Paragon” system of electrical propulsion was 
described in detail. and it was shown that this method met all the 
requirements which had been laid down as necessary for an efficient 
motive force for driving ships' propellers. 

INSTITUTION OF ELECTRICAL ENGINEERS (DUBLIN NECTION).— 
The first meeting of this Section will take place at the Royal 
College of Science, Dublin, on Thursday next, November 14th, for 
a paper by Prof. W. Brown, B. Sc. as stated in our Forthcoming 
Events." Other fixtures announced by the Section are :— January 
th, 1913, Mr. J. P. Tierney on " Notes on Self-Propelled Cars for 
Light Railway Work: March 13th, “ Recent Developments in the 
Application of Electricity to the Textile Trades, by Mr. S. F. 
Crowley. For December 12th, February 13th, April loth and May 
Sth papers are wanted. 


The Brash Supplies Department.—It is announced 
that the business of the Brush Electrical Engineering Co., Ltd., in 
electrical apparatus, which has been carried out by the company's 
supplies department at 1, Kingsway, London, W.C., has now been 
transferred to the Victoria Works premises, London, S. E., where 
there is much larger office accommodation and immediate access to 
the company's stores. Further, in order to avoid the loss of time 
through the direction of correapondence to the Brush works at 
Loughborough and the central London office. it has been decided 
to give a more distinctive title to the department. viz., the London 
Electric Warehouse Co. The department has already been installed 
at the warehouse in Manners Street, York Road, London, S E., and 
all inquiries relating to lamps, fans, heaters, wires and cables, 
and accessories. &c., should be so addressed. 


A Curious Failure.—Occasionally accidents occur 
which are not without their use in warning engineers of the pit- 
falls into which they may fall. and the following example of 
breakdown of a hydro-electric generating set used for the supply 
of a gold mine is a case in point. The exciter was fixed on an ex- 
tension of the main generating shaft, the armature overhanging 


from one of the main bearings. and the field carcass being bolted 
to the side of this bearing pedestal. It was discovered on one 
occasion, after a long period of working, that the generator could 
not obtain any field, owing to the fact that the exciter, which was 
of the shunt-wound type, could not be got to excite itself when the 
main set was started up from rest. This occasioned a good deal 
of perplexity, until at last the true cause of the difficulty was 
discovered. It proved to be due to the fact that the 
main bearing of the generating set had gradually worn and allowed 
the shaft to drop through a distance which, although inconsider- 
able as regarded the clearance on the main machine, was quite 
sufficient to disturb the working of the exciter, owing to the dis- 
placement of the armature mounted on the end of the main shaft 
with relation to the field. Owing to this cause, the armature had 
been let down so as almost to touch the bottom pole-piece, and was 
therefore a good distance away from the top pole. The course 
adopted was to take off the pole-pieces and adjust them by means of 
liners until the clearance was the same all round, as ascertained by 
feelers in the air-gap. When this had been done and the machine 
was started up again, it was found tbat the exciter picked up its 
field without difficulty, and the generator was excited up to ful 
voltage without any further trouble. 


Copper.—Considering the uneasy state of the money 
market during the past month, copper has maintained a very steady 
position. The European visible supplies, as shown by Messrs. 
Merton's circular, dropped during October by 1,604 tons. Of this, 
1.172 tons were withdrawn from English ports, the stocks in Havre 
decreased 661 tons, and in Hamburg 916 tons. Against this tbere 
are larger quantities atloat from Chile and Australis, and an increase 
in the stocks at Rotterdam. 

Supplies from North Amerioa to Europe were rather below the 
average. Spain and Portugal only contributed 685 tons, the usual 
quantity being from 1.200 to 3,000 tons. This refers, however, to 
England and France only, the supply from these sources to other 
countries being high. Chilean shipments were well over the average, 
and Australian the same. The total deliveries were decidedly good 
under the circumstances, at 37.216 tons, an increase over those for 
last month. American visible supplies increased during September 
by 7,306 tons, a very considerable quantity in a total of 28,158 tons 
(end of September). Tbe world's visible supplies stood at 76,100 tons 
at the end of September, an increase of 4,919 tons over the preceding 
month. 


Wood Casing for Electrical Conductors.—Mr. Edward 
Vigers, the well-known architect, has been kind enough to furnish 
us with some interesting particulars of the use of wood casing for 
electrical conductors exactly 50 years ago. He cleims, and we have 
little doubt that he is right, that this is the first instance of their 
use, In 1562 Mr. Spagnoletti, the consulting electrician to the 
Great Western Railway Co., and the inventor of the special elec- 
trical block signalling system which was to be used on the 
Metropolitan Railway, then under construction, wanted a protection 
for his insulated electric wires from the dampness of the tunnel. 
He applied to Mr. Vigers's father, whose sawmille were on the site 
of the present Edgware Road Station, for a suggestion and a price. 
Even in those days price ruled! Mr. Edward Vigers himself made 


the drawing, and he has been good enough to furnish us with a 
sketch, which we reproduce, showing the section of the casing. 
The casing was of yellow deal. 9 in. x 14 in. in section, with six 
grooves, measuring ў in. wide x § in. deep, for the reception of the 
insulated wires. The wooden cover to the casing was 7 in. broad x 
4 in. thick, and was fixed by syuare-headed coach screws. A special 
bit with a square sinking to fit the head of the coach screws was 
used in the same stock that was used for boring the holes. The 
casing was fixed to the wall of the tunnel by dog spikes driven into 
the joints of the brickwork. The whole of the woodwork was 
ereosuted before fixing. The design was approved by Mr. Spagno- 
letti; and the casing was first installed for the protection of the 
wires from Bishop's Road to Farringdon Street, and afterwards in 
the extensions of the Metropolitan Railway. 


(Continued on page 753.) 
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WILLIAM DU BOIS DUDDELL, President of the I.E.E. 


IT will be no easy task for the new President of the Institu- 

-tion of Electrical Engineers to live up to the reputation 
achieved by Mr. Ferranti, but it would be difficult to find 
in the profession a representative more worthy than Mr. 
Duddell on whom the mantle of Elijah should descend. Toa 
pioneer and inventor of the first rank succeeds an inventor and 
discoverer of hardly less eminence. We may look forward 
with confidence to Mr. Duddell upholding with dignity the 
record created by past presidents, and may congratulate 
ourselves that the profession can still produce engineers 
of such distinction to hold the highest office and receive the 
greatest honour that it can offer. 

Mr. Duddell was born in London in 1872, and has there- 
fore attained his present office at the early age of 40. — After 
а general educa- 
tion in England 
and France, he 
Served his appren- 
ticeship with 
Messrs. Davey, 
‘Paxman & Co., of 
Colchester, from 
1890 to 1893. 
From then until 
1900 he took 
special courses at 
the Central Tech- 
nical College, 
whilst there ob- 
taining first a 
Whitworth Exhi- 
bition in 1896 
and then a Whit- 
worth Scholarship 
in the next year. 
While Mr. Duddell 
was there, the 
Central Technical 
College was per- 
haps at the height 
of its reputation ; 
the four brilliant 
professors who had. 
created it were 
still guiding its 
course, and the 
changes brought 
about by its incor- 
poration with the 
University of 
London had not 
yet arrived to tend 
to cause it to lose 
its individuality. 
Mr. Duddell had 
the advantage of 
working under 
the late Prof. 
Ayrton, and he 
would probably be the first to admit that it was Prof. 
Ayrton’s inspiration and guidance that largely influenced the 
direction of his own work. It was whilst at the College 
that Mr. Duddell laid the foundations of his reputation. 

In 1898 he read, in conjunction with Dr. Marchant, now 
Professor at Liverpool University, the paper on “ Experi- 
ments on Alternate Current Arcs by Aid of Oscillographs,” 
which is in many ways characteristic of the nature of 
much of his later work. Mr. Duddell and Dr. Marchant 
had set out toinvestigate the characteristics of the alternate- 
current arc, and had found it necessary to construct a new 
instrument for their purpose. To this end Mr. Duddell was 
able to bring not only knowledge and originality in instru- 
ment design, but a mechanical ability which enabled him to 
construct instruments of extreme delicacy entirely by his 
own handiwork. The research produced two results. 
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W. DUDDELL, F. R. S. 


First, an exhaustive examination into the properties of the 
alternating arc, and, second, a new instrument of great 
delicacy and power which has since proved of the 
highest utility in numerous branches of electrical engi- 
neering, and has won several Gold Medals at Inter- 
national Exhibitions. Those who remember the reading of 
this paper before the Institution will not readily forget the 


extreme beauty of the demonstration given, and will appre- 


ciate it more when they remember that the instruments used 
were entirely of. Mr.. Duddell’s own construction. The double 
trend which we see indicated in this first paper of import- 
ance published by Mr. Duddell has been pursued in his 
later work. On the опе hand, he has added 
largely to the number of instruments available for the 
electrical engineer 
in his work, 
succeeding in pro- 
dueing instru— 
ments which 
satisfy the pur- 
pose for which 
they are required, 
as much by his 
ability to test the 
result of his own 
calculations as by 
his power of design 
itself. On the 
other hand, genius 
for investigation, 
for experimenta- 
tion, and for pur- 
suing a problem 
until it is cleared 
up, has led him 
to the publication 
of many important 
researches, and to 
the carrying out 
of equally im- 
portant investiga- 
tions which, for 
various reasons, 
have not been 
published. 

Notably, we 
may refer to the 
paper оп.“ Rapid 
Variations of Cur- 
rent Through the 
Direct - Current 
Arc," which Mr. 
Duddell presented 
to the Institution 
in 1900. The 
paper dealt with 
what was a side 
issue in a more 
elaborate re- 
search, the discovery of the means of producing rapid alter- 
nating currents by shunting the direct-current arc with 
capacity and self-induction. The musical arc which Mr. 
Duddell showed on this occasion was then no more than a 
curiosity, but it has since become the basis of one of the niost 
important of the systems of wireless telegraphy. Later, Mr. 
Duddell read before the Royal Society, of which he is a 
Fellow, his paper on * The Resistance and E.M.Fs. of the 
Electric Arc," which is the fullest solution that has so far 
been put forward for this exceptionally intricate problem. 

To his scientific activities Mr. Duddell has always added 
a keen and active interest in the doings and welfare of 
scientific societies. In 1908 he held the office of vice- 
president of the Physical Society, and has since then acted 
as hon. treasurer to that Society. In 1907 he was 
president of the Réntgen Society. In 1905 he was elected 
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a member of the Council of the Institution on which he had 
previously served as an Associate Member of the Council in 
1901. In addition to these offices he acted in 1904 as hon. 
secretary to the delegates to the International Congress at 
St. Louis, and in 1908 as one of the secretaries 
to the International Conference on Electrical Units and 
Standards. We cannot, however, name here all the 
duties of this kind which Mr. Duddell has undertaken, 
‘but merely quote these as evidence that his outlook is not 
confined to scientific and engineering research itself. He 
has always been active in any movement which tends to 
benefit our profession, and the keenness which he has shown 
to undertake work of this description may render us all con- 
fident that the interests of our Institution and profession 
will be safe in his hands during his term of Presidency. 


THE CHAIRMEN OF THE LOCAL 
SECTIONS OF THE LE.E. 


To Mr. А. A. Day, A. M. Inst. C. E., I. I. E. E., the chair- 
man of the Manchester Section, and to the Section itself, 
we extend our sympathy in view of the illness which prevents 
the former from active participation in the meetings at 
present. He has been for many years borough electrical 
engineer and tramway general manager at Bolton, but he 
has been unable to attend to these duties lately owing to a 


severe illness, which came on very suddenly. His inaugural 


address to the Manchester Section was read in his absence 
by Prof. E. W. Marchant, the vice-chairman, and it appears in 
abstract elsewhere in this issue. Prof. Marchant said that 
the members would be pleased to know that Mr. Day was 
progressing as well as could be expected, and the secretary 
was asked to send a letter expressing regret at his enforced 
absence. 

Ir. W. С, Mountain, I. I. Mech. E., M. I. I. E., M. I. E. E., 
the chairman of the Neweastle-on-Tyne Section, was born 
in 1862, and served his apprenticeship as a mechanical 
engineer with Messrs. May & Mountain, of Birmipgham. 
In 1883 he took up electrical work, being appointed engineer 
to the Gulcher Light and Power Co. Shortly afterwards he 
was made general manager, and finally managing director ; 
but he resigned this position at the end of 1888, in order to 
join Mr. Ernest Scott, of the Close Works, Newcastle-on- 
Tyne, who was then engaged in the manufacture of marine 
engines and auxiliary work in connection with warships. 
Mr. Mountain introduced the electrical department cf the 
business shortly after joining, and finally that department 
became the principal interest of the firm, who combined the 
electrical with the mechanical work required in connection 
with the installation of electrical plant in mines, their 
specialities comprising three-throw horizontal mining pumps, 
haulage machinery of the main and tail, main rope and end- 
less rope types, electzic winding gears, centrifugal pumps, and 
also portable three-throw and centrifugal pumps and haulages. 
He first introduced electricity into mines about 24 years 
ago at the Cowpen Coal Co.'s North Seaton Colliery, when 
a large electric pumping installation was installed 14 miles 
in-bye. This example was followed later by the Lothian 
Coal Co. deciding to adopt electric pumping for their 
new Victoria Pit at Newbattle, the work being carried 
out to the specification of Mr. John Morison, mining 
engineer, to whom the credit is given of being the first to 
recognise the advantages of electricity for main shaft pump- 
ing. Afterwards the Hickleton Main Coal Co. installed a 
large endless-rope haulage, and their lead was followed by the 
Plas Power Co. 

The business of Messrs. Ernest Scott & Mountain, Ltd., 
developed very rapidly, and became one of the largest in the 
country, and so continued for some years. Mr. Mountain 
resigned his position last year in order to take up consulting 
work, principally in connection with the introduction of elec- 
tricity in mines, and we understand that he has a very large 
amount of work in hand at present, being consulting engineer 
to the Warwickshire Coal Co., Ltd., Houghton Main Colliery, 
Waleswood Colliery, Walter Scott, Ltd., Bedlington Collieries, 


Birmingham Section of the Institution. 


Charlaw and Sacriston Collieries, Hemsterley Colliery, and 


several others. | 

Mr. Mountain's inaugural address was printed in abstract 
in our last issue. 

Mr. A. M. Taylor, I. I. E. E., is the chairman of the 
After com- 
pleting his general education at Bute House School, Rich- 
mond, Mr. Taylor passed through the Finsbury Technical 
College, and consequent upon that, entered the shops of 
Messrs. Siemens Brothers, Woolwich. | 

After three years with Messrs. Siemens he was sent out 


by them on various breakdown jobs and installation works, 
‘both at home and on the Continent, and eventually repre- 
sented them as their engineer in India for three years, during 
which time he worked out several important town lighting 


schemes and carried out numerous large installations. 

On returning from India, Mr. Taylor still remained with 
Messrs. Siemens, and was for some time in charge of their 
traction work. Soon after leaving them he received an 
appointment in Birmingham under the late city electrical 
engineer, and prepared the early plans fora large develop- 
ment in the lighting and traction requirements of the city. 

When Mr. Chattock went to Birmingham, Mr. Taylor 
assisted him in the preparation of the very large scheme 
which he brought forward, and in the drawing up of the 
specifications, &c., especially in connection with the switch- 
gear at the Summer Lane station and the various sub- 
stations. | 

In 1910 Mr. Taylor contributed a paper to the Municipal 
Electrical Association on the subject of ** Batteries for Peak 
Loads,” which directed the attention of engineers to this 
matter both at home and abroad, and caused more than one 
engineer to put down such batteries on a large scale. He 
has also contributed several papers to the Institution 
of Electrical Engineers, of which, perhaps, the best known is 
that read a little over a year ago, entitled ** Batteries and 
Battery Discharge Arrangements.” 

Иг. W. J, U. Sowter, M. I. E. E., chairman of the Dublin 
Section, was born at Margate, and educated there. In 1889 
he entered the works of Messrs. S. Z. de Ferranti as a pupil, 
and went through the shops and testing department, studying 
also as an evening student at Finsbury Technical College. 
From 1893 to 1896 he held the appointment of resident 
engineer at the Lancaster County Asylum, having charge of 
the steam and electrical plant, From 1896 to 1897 he acted 
as assistant, in the distribution department of the St. James's 
and Pall Mall Electric Light Co., and from 1897 to 1898 he 
was mains superintendent with the Aberdeen Corporation. 
Here he conducted the change in pressure from 220 to 440 
volts under Mr, A. S. Blackman, the city electrical engineer. 
Mr. Sowter’s next appointment (1898-1900) was that of 
assistant engineer to Ealing Corporation, after which he spent 
some years (1900-1903) as deputy electrical engineer to the 
Coventry Corporation. In that capacity he carried out the 
scheme for changing the system over from single-phase 83 
cycles to two-phase 50 cycles. He also inaugurated and had 
charge of the department for hiring motors to consumers. 
In 1903 Mr. Sowter was selected for the post of borough 
electrical engineer at Dorchester, which office he held until 
1904, when he left for Bray, Ireland, where he was 
appointed engineer and manager to the Urban District 
Council. There he has had charge of water, steam and oil 
generating plant. During the time Mr. Sowter has held 
the above position he has almost entirely reconstructed the 
Bray undertaking, an important part of the scheme being the 
eventual supersession of steam engines by internal-combustion 
engines. One Diesel set has already been installed, and а 
second set of 100 Kw. is now on order. 

As our readers are aware, on July 10th Mr. Sowter 
met with a serious accident, the cause being the bursting 
of a compressed-air cylinder connected with the Diesel 
engine. Unfortunately, while Mr. Sowter’s medical 
advisers are quite satisfied with the progress that he 18 
making, it will be about three months before he is able 
to get about and resume business. To his own and his 
fellow members’ regret, he has, therefore, been unable to 
prepare an address as chairman of the Dublin Section, and 
will be deprived for the present of the pleasure of presiding 
over the mectings. | 

Mr. Sowter is the author of papers on “ Gas-Producer 
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Plants for Central Stations,” and ** The Diesel Engine from 
the User’s Standpoint,” both of which were read before the 
Dublin Local Section. He has acted as consulting engineer 
-to the Larne U.D.C., and other authorities and firms. 

Mr. W. A. Chamen, M. I. E. E., M.LM.E. the first 
chairman of the new Western Section, was born in 
-London in 1863, and at the age of 18 years he entered the 


[N. S. Kay. 


years thereafter that Mr. Chamen went to South Wales to 
tackle the difficult problem of bringing the South Wales 
Electric Power undertaking through the technical and com- 
mercial reorganisation which was inevitable if the system 
was to be continued. He has maintained his connection 
with the matter as general manager of the concern (and the 
Treforest Electrical Consumers' Co., Ltd.) ever since; he 


Photo by] [Barclay Bros. 


W. C. MOUNTAIN, 


A. M. TAYLOR. 
CHAIRMEN OF SOME OF THE LOCAL SECTIONS OF THE I.E.E. 


employ of Mr. Crompton, and later took charge of installa- 
tion work for the firm at home and on the Continent, fol- 
lowing with personal supervision of the incandescent electric 
lighting installation at the Law Courts. He served Messrs. 
Crompton in these and other capacities, including that of 
chief outdoor engineer, until in 1898 he took the position of 
chief engineer to the Glasgow Corporation electricity supply 
undertaking. Our readers will remember that it was seven 


W. J. U. SOWTER. 


also carries on practice as a consulting engineer, with offices 
in Cardiff. Mr. Chamen daring his term as chief of the 
Glasgow electricity undertaking acted as chairman of the 
Local Section of the I. E. E., so that he will not be perform- 
ing unaccustomed duties in presiding over the work of the 
new Western Section. We hope to hear of very active work 
in progress in this Section before long. The inaugural 
address will be delivered on the 18th inst. 


752 


THE ELECTRICAL REVIEW. 


[Vol. 71. No. 1,824, NOVEMBER 8, 1912, 


Mr. S. D. Schofield, M. I. E. E., M. I. Mech. E., who was 
elected chairman of the Yorkshire Section, delivered his 
address (which appears in abstract on another page) at Leeds 


KOHLERERBERG CABLEWAY ; SIDE VIEW OF CAR AND CARRIER. 


on Wednesday evening, but as he is leaving for Norway at 
once his duties as chairman ceased after that, meeting, and Mr. 
Wilson Hartnell, a former chairman, will again preside over 
the deliberations of 
the Section, for the 
1912-3 session. Mr. 
Schofield was born at 
Guiseley, Yorkshire, 
and was educated 
privately and at Brad- 
ford Technical College 
under Dr. Dale and 
Prof. G. F. Charnock. 
He served his ap- 
prenticeship with 
Messrs. J. Perry and 
Sons, Shipley, and 
afterwards gained 
experience with Thos. 
Smith & Sons, Rodley, 
Leeds; S. Sutcliffe 
and Sons, Bradford; 
S. Clayton, gas engi- 
neers; Rosling and 
Matthews, electrical 
engineers; and Sir 
Titus Salt, Bart., Sons 
and Co., Ltd., Sal- 
taire, obtaining an 
all-round experi- 
ence of gas, steam 
and hydraulic 
engineering and tex- 
tile machinery. In 
1900 Mr. Schofield 
entered the service of 
the Shipley Urban 
District Council as 
works manager, and in 
the following year he was appointed resident engineer 
and manager for electricity supply, refuse destructor, 
Sewage pumping and sewage treatment. He has now 


resigned his position with the Shipley Council to take 
up an appointment with the Thelma Syndicate, Ltd., 
at their copper mines in Norway. We  under- 
stand that the employés at the works presented Mr. 
Schofield with a fitted dressing case, and other officials and 
friends presented him with a cabin trunk, kit bag, and 
other gifts. He leaves Newcastle to-morrow, November 9th, 
and after that date his address will be Sulitjelma, Nordland, 
Norway. 

Mr. William McWhirter, M. I. E. E., chairman of the 
Scottish Section, is one of the pioneers of electrical 
engineering on the Clyde; as long ago as 1880 he was an 
Associate of the Institution, and in 1883 he became a full 
Member. Not one of his fellow-chairmen was even an 
Associate at that date, when electric lighting was only 
beginning to be seriously regarded, and the dynamo was a 
very primitive machine. But Mr. McWhirter had confidence 
in the new industry, and played a leading part in its 
development in Glasgow, keeping himself abreast of elec- 
trical progress in all its branches, and frequently supplying 
thoughtful and practical contributions to the discussions of 
the Institution, which has now awarded him the highest 
honour that the Scottish Section has at its command. 


A NEW SUSPENDED RAILWAY IN THE 
TYROLESE MOUNTAINS. 


[BY OUR BERLIN CORRESPONDENT. ] 


A NEW suspended railway up the Kohlererberg has been 
installed by Messrs. Adolf Bleichert & Co, Comfortable 
cars travelling along steel cables rise smoothly and 
steadily from the Eisack, overcoming in 13 minutes a 
difference of level of 840 metres, and opening up an ever 
extending panorama which, among other mountains, com- 
prises the whole of the Ortler range. 

The suspension cables, 1,650 metres in length, are carried 


VIEWS ON THE KOHLERERBERG CABLEWAY 


by 12 substantial iron supports. Two cars, each accom- 
modating, in addition to the driver, 15 passengers, are 
operated simultaneously in opposite directions, going uphill 


| 
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and downhill respectively. Each car is suspended from a 
travelling gear which is carried by eight pulleys on two 
steel cables 44 mm. in diameter. The suspension ef the cars 
is pendulous, any oscillations of the car pody being damped 
by a brake, while the carrying cables take part in any 
oscillations at right angles to the track, so that there is no 
risk of derailment. | 

Each car is hauled by two traction cables operated from a 
driving station alongside of the line. As both the traction 
and carrying cables are duplicated, the safety required for 
a passenger service is fully ensured. 

It is interesting to note what further safety devices have 
been provided to protect passengers against any risk of 
breakdown. Into the travelling gear of the cars have been 
fitted two self-contained braking or catching devices, which 
are operated automatically as soon as a carrying cable or one 
or both of the traction cables are broken or the normal 
maximum speed is exceeded. These devices can also be 
actuated by the driver, being released by a simple mani- 
pulation. As soon as the catching device is operated, steel 
jaws firmly grip the carrying cables at eight different 
points, maintaining the car in position with absolute safety 
by the friction thus produced. At the same time the 
electric supply to the driving motor is stopped, and the 
brake of the latter is actuated. 
^. This suspended railway is operated by electricity. As а 
buffer battery is provided at the driving station in parallel 
with the main generators, operation can be kept up for 
hours in the event of a breakdown of the latter. Sbould a 
car, however, in the event of a breakdown of the driving 
gear be stopped on the open track, an emergency capstan 
would (if a single traction cable were left uninjured) 
allow of its being hauled into the station. Furthermore, 
there is at each station an emergency car for fetching any 
passengers left on the open track, and, finally, each car is 
provided with a special device, a kind of bag with a floor, 
which, being lowered throngh the car bottom, allows 
passengers in cases of emergency to get safely to the ground. 
As the rope carrying this bag passes through a brake, any 
dangerous increase in speed is guarded against. 

The driving stations likewise are provided with various 
safety devices. At each driving station there is a mechanic, 
who commands a ready view of the track ; there are, further, 
two brakes automatically operated in the event of a break- 
down or actuated by hand. The upper and lower stations 
communicate with one another by telephones and electric 
signals. The cars cannot be started before the stations have 
communicated by optical and acoustical signals, or before 
these signals have been confirmed.. Furthermore, there is a 
telephone line arranged alongside of the track, by means of 
which the driver, from any point of the line, can commu- 
nicate with the terminal stations. 


NOTES. 


(Continued from page 748.) 


Marconi Libel Action.— Reuter states that a libel action 
has been brought by Mr. Marconi and Mr. Godfrey Isaacs, a director 
of the Marconi Co., against Alfred Scholz, the responsible editor of 
Die Welt am Montay, in Berlin. The paper declared. that at the 
time of the Titanic dieaster Mr. Marconi permitted bis company to 
exploit the catastrophe for selfish ende, and stated that the operators 
in the Carpathia withheld news in order that the company might 
thereby profit. Counsel for the defendant announced that the 
defence would maintain all the charges made. The hearing was 
postponed for the production of the American Senate Commission's 
report, as it is alleged that Mr. Marconi admitted before that Com- 
mission that he withheld news for three days. It was also decided 
to examine the chief telegraphist of the Curpathia, Mr. Cortham, 
either personally or by commission. Mr. Bride, the wireless operator 
on tbe Titanic, is aleo a witness. The allegation of the defence is 
that Mr. Marconi withheld news in order to sell it to the New York 
Times for a large sum. 


A Birmingham Exhibition,—It is stated that a 10 
weeks’ exhibition is to be opened in March next at Bingley Hall. Bir- 
mingham, among the features of which will be displays of gas and 
electrical illumination for industrial and domestic purposes, cookery 
lectures and demonstrations. . 


Appointment Vacant.— Clerk of Works, for the 
Hackney B C. electricity works extension (£4 4s.). See our adver- 
tisement pages in this issue. 


Electricity Supply Rifle League.—The following are 
the results of the matches shot during September and October in 
connection with the above League:—Central (Wells 96) 541 v. 
Hackney (Self, Smith 95) 540; Ilford (McKelvey 99) 553 r. 
Hackney (Self 93) 536 ; Shoreditch (East 98) 553 r. Ilford (Brown 
98) 566; Shoreditch (Weeks 98) 573 r. Central (Greenwood 99) 
563 ; Shoreditch (Weeks 98) 566 r. Hackney (Self 97) 548 ; Stepney 
(Young 97) 559 r. Hackney (Smith 96) 549; Westminster (H. A. 
Pearman 96) 562 r. Hackney (Hilling 98) 541. 


Position or Сісвв To DATE. 
Shot. Won. Lost. Drawn. Points. For. Againat. 


Westminster 6 6 0 0 12 3,408 3,278 
Shoreditch 8 5 8 0 10 4,474 4,402 
Central 7 5 2 0 10 3.887 3,848 
Stepney 6 2 3 1 5 3,268 8,320 
Ilford T 7 2 5 0 4 3,760 8.872 
Hackney .. .. 10 1 8 1 8 5,426 5,508 


Electrical Workers’ Demands.—The Daily Citizen 
states that an application for an advance of jd. per hour in wages is 
being made by the Clyde district of the Electrical Trades Union, 
"and as the men are thoroughly organised, they have every hope 
of the concession being granted. Twelve months ago the Glasgow 
branch of the Union was split up into three branches, and aa the 
central branch also has grown very rapidly, there is a proposal to 
take similar action with it.“ 


Fatalities.— The Daily Erpress reports that on Tuesday 
Mr. J. C. M. Thompson, solicitor, was killed by electric shock while 
taking an electric bath at an establishment in Cavendish Place, 
W. He had previously taken baths for rheumatism, and went to 
the baths apparently in good health, with the idea of having & 
bath as а tonic. While he was in the bath, and the electric current 
was turned on, the man who regulated it heard the telephone bell 
ring, and left the bathroom to answer the call. A few n.omente 
later he heard a cry, and, running back to the bathroom, found 
Mr. Thompson dead. It is understood that Mr. Thompson touched 
the electric regulating handle with his foot while he was still 
in the bath, and, as the water in which he lay was charged with 
electricity, the contact somehow completed a circuit. An inquest 
was to be held yesterday. 

A few weeks ago a woman died in an electric bath in the same 
district, but the cause of death was not definitely ascertained. 

A correspondent states that a fatality occurred at the Manchester 
Corporation yenerating station, Stuart Street, at 1 o'clock on 
Wednesday morning, resulting in the death of Wm. Henry Pickwell 
(24). It appears that Pickwell was assisting a man named Willis 
to repair a switchboard, which had been allowed to become '' dead " 
for the purpose. He was going round the ewitchboard, which was 
one of the ordinary ones used to eupply the tramway and general 
gervices of the city, when he put his hand on a live wire. He was 
killed instantly; the pressure was over 3,000 volte. Artificial 
respiration was tried at once without avail. 


Electrically-Driven Cogging Mill.—We understand 
that the electrically-operated 28-in. reversing cogging mill at 
Messrs. Dorman, Long & Co.'s Britannia Works, Middlesbrough, to 


which we referred in our account of the I. M. E. A. Convention їп. 


June last, is operating to the entire satisfaction of the manage- 
ment. The electrical equipment consists of a mill motor of 1,200- 
3.600 H.P. at 70-120 R. P. M., directly connected to the rolls, and 
supplied with direct current at 0-440 volts by a fly-wheel equalizer set. 
The motor of this eet is fed from a 2,750-volt 40-cycle three-phase 
supply, and is mounted on the same base-plate as and directly 
coupled to a generator rated at 1,000-3,000 Kw. The speed of the 
set is 480 R. P. M., and the fly-wheel, which weighs 33 tons, and is 
11 ft. in diameter, runs in its own bearingr, and is connected to 
the generator by a special compression-type flexible coupling. 

The plant has proved itself capable of outputs considerably in 
excess of the guarantees given by the makers (the British Thomson- 
Houston Co., Ltd., Rugby), and in practice the mill motor is subject 
to overloads greatly in excess of the maximum rating given above. 
It has not been found necessary to give any special attention to 
the commutators of the D.C. machines, in order to ensure eatis- 
factory operation. That of the mill motor has not been ground or 
trved up in any way since its installation, and the commutation of 
the generator is sparklers, although more than two years bave 
elapsed since the commutator was ground up. These results 
clearly show that electrical machinery is perfectly capable of 
tackling even во difficult a proposition as a large reversing mill 
with success. 


fome Notes on Aluminium.—To blacken aluminium 
alloys, immerse the article in a boiling hot solution of caustic soda 
of 30 per cent. strength, for a few seconds; wash off the excess of 
caustic, dry in sawdust, and polish with a plumbagoed brush. 
When blackening pure aluminium by means of the usual ferrous 
sulpbate, arsenious oxide, and hydrochloric acid mixture, the 
deposit is non-adhesive; the addition of an ample proportion of 
ammonium molybdate and yellow prussiate of potash gives a 
solution, in which the article. dipped and kept for a few minutes at 
hoiling temperature, becomes coated with a permanent black. 
Aluminium is to a certain extent acted on by ammoniacal vapour ; 
in the case where copper is present, in contact with it, the pre- 
ferential action of the smmonia on the copper preserves the 
aluminium from attack. To solder aluminium, Richard's solder 
tin 69, zinc 26°2, aluminium 24, 5 per cent. pnosphor-tin 2°4 parts— 
is a useful materisl. To cover the appearance of application of 
solder, the ordinary aluminium paint is quite suitable. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical ar the commercial xide of the profession and industry, 
а!хо electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW voxted as to their movements, 


Central Station Officials. — The Liverpool City 
Council at the final meeting of the municipal year, on October 
29th, formally approved the appointment of Mr. HAROLD 
DICKINSON, as city electrical engineer, at a salary of £1,000 per 
annum, increasing to £1,500 by such increments of not less than 
£100 per yearas may be from time to time decided by the Tramways 
and Electricity Committee. 

The position of MR. ALFRED CLOUGH, resident electrical 
engineer, was also considered on the following recommendation: — 
That, in view of the appointment of a chief electrical engineer, 
the Tramways and Electricity Committee be authorised to arrange 
for the retirement of Mr. Clough, at such date aa muy be mutually 
agreed, and that in the special circumstances of the case a super- 
annuation allowance, equal to one-half of his present 
salary, be paid to him from the date of his retirement, 
and the difference between the amount of such allow- 
ance, and the amount of the superannuation to which 
the resident electrical engineer would be otherwise entitled, 
be paid out of the revenue of the electric supply under- 
taking." Ald. Fredk. Smith, in moving the adoption of the 
recommendation, pointed out that Mr. Clough was at an age 
when it was desirable that he should take things a little easier, 
and it had been thought advisable on the appointment of a new 
man to retain Mr. Clough's services for one or two years, or 
until the new man had got thoroughly into harness. An amend- 
ment was moved by Mr. Hickling to have the matter of super- 
annuation referred back for a report by the controller giving a 
proper return of the actual service of Mr. Clough and the smount 
of the pension to which he was entitled in the proper course. 
Sir Charles Petrie (chairman of the Committee). in resisting the 
amendment, explained that Mr. Clough entered the Corporation 
service when it took over the electrical undertaking some 16 years 
aro. The amount of superannuation to which he was entitled was 
£352, and in 12 months time he would be entitled to £374. Mr. 
Clough had been of very valuable service, and the gentlemen who 
wished to pose as economists in the Council ought to see that it 
was but justice that he should get the amount proposed. The 
amendment was withdrawn, and after further discussion, the 
recommendation was confirmed, | 

Shipley U. D.C. has appointed Mr. J. P. Ковѕом, senior shift 
engineer, at the Colne Corporation electricity works, as assistant 
electrical engineer. 

On the occasion of his wedding, MR. HENRY LISTER. shift 
engineer at the Close power station of the Newcastle and District 
Electric Lighting Co., Ltd., was presented with & technical work 
on the “Steam Turbine," together with a fountain pen and a 
slide rule, by members of the staff. Mr. Lister leaves England 
for Melbourne to-day, 8th inst. 

At a dinner given to the employés and their wivé& by Mr. WM. 
'SILLERY, burgh electrical engineer, Partick, and Ex-BAILIE JACK- 
SON, convener of the Electricity Committee, in the Whiteinch Burgh 
Hall, on Monday, 28th ult., Mr. Sillery was made the recipient of a 
gold hunting lever watch, as a token of esteem, from the employés 
and friends, while Mrs. Sillery was presented with a gold pendant 
set with pearls and amethysts. In making the presentation, Ex- 
Bailie Jackson spoke in eulogistic terms of the good qualities and 
capabilities of Mr. Sillery, and gave details of the progress the station 
had made since Mr. Sillery took up office in 1907. Mr. Sillery 
replied, thanking the employés and friends on behalf of Mrs. Sillery 
and himself. During the evening a number of the employés of the 
department rendered a programme of music and song. 

Mr. STANLEY POLLOCK, on leaving the service of the Aberdeen 
Corporation electricity department for an appointment at 
Broughty Ferry electricity works, was presented with a purse of 
sovereigns. | 

The salary of Mr. H. P. STOKES, borough electrical engineer and 
tramways manager of Ilkeston, has been increased at the rate of 
£15 per annum. 

Mr. H. J. Jackson, of the Salford Corporation electricity 
department, has been appointed to the position of canvaseer to the 
Cheltenham Corporation electricity deparument. 

Me. J. WILLIAMS, assistant electrical engineer to the Rotherham 
undertaking, is to have his salary increased from £175 to £187 
per annum, with a further advance of £12 10s. at the expiration of 
12 months. | 

MR. N. C. Rowan has resigned his position with the Cleveland 
. &ud Durham Electric Power, Ltd., having been appointed assistant 
engineer to the River Plate Electricity Co., Ltd. 


General.—On October 30th, Mr. H. B. MITCHELL, 
who has resigned his post as shift engineer at the Grimesthorpe 
Works of Messrs. Cammell, Laird & Co., Ltd., Sheffield (having been 
appointed electrical engineer to the French Society of Copper Mines, 
Chile), was the recipient of a cabin trunk and vacuum flask from 
the staff of the electrical department. The presentation was made 
by Mr. H. West, chief electrical engineer. Mr. Mitchell expects to 
leave England during this month. 

Mr. ARTHUR H. JEANS informs us that he has now severed his 
connection with the General Electric Co., Ltd. (for the last five 


! 


years in charge of the Robertson lamp department), and he is now 
representing Messrs. Pope's Electric Lamp Co., Ltd., for the London 
district. 

An inquest was held last week into the death of MR. R. M. 
BARLEY, aged 49, a canvasser in the Islington municipal electricity 
department, who was knocked down by a motor- bus in Upper Street 
and died as the result of injuries received. 

The /»dian and Eastern Engineer states that by the retirement of 
Мв. E. J. LOPEZ. after over 46 years' service, the Indian telegraph 
department loses one of its most distinguished officials. Mr. 


Lopez is the inventor of several systems of telegraphy which have 


proved of great technical and commercial value." 

The Times announces that the President of the Board of Trade 
has appointed MR. G. T. MILNE to be Hie Majesty's Trade Com- 
missioner for the Commonwealth of Australis, in succession to Mr. 
C. Hamilton Wickes, who, as our readers know, is now in Canada. 
" Mr. Milne is at present completing an inquiry on behalf of the 
Advisory Committee to the Board of Trade on Commercial Intelli- 
gence into the conditions and prospects of British trade in Central 
America, and will proceed to Australia early next year." 

MR. P. S. BROOK, electrical engineer, has been re-elected a member 
of Chester City Council. 

MR. Hanorb BENTHAM. manager since 1902 for the Birkdale 
Electric Supply Co., Ltd., has accepted a position under the Elec- 
trical Federation of the Birmingham and Midland Joint Com- 
mittee. Mr. Bentham's successor at Birkdale is Mr. С. L. Kirk, 
of the staff of the Sheerness and District Electric Power and 
Tramways Co. 

COUNCILLOR JAMES HEALD, electrical engineer, Lancaster, and 
chairman of the Lancaster Corporation Electricity Committee, Мав 
been returned by a large majority in the municipal elections. 

The General Purposes Committee of the L.C.C. recommends the 
promotion of MR. G. W. HumpaHReys, M. I. C. E., the present deputy 
chief engineer of the Council, to be chief engineer and county 
surveyor, at a salary of £2,000. | 

Consequent upon the resignation of Mr. BERNARD HOLLAND 
from the L.C.C. Special Committee on London Electricity Supply, 
it is recommended that Мв. R. C. NOBMAN be appointed a member. 

Mr. FRED. S. SELLS, for the past 10 years manager of the Man- 
chester branch of the General Electric Co., Ltd., has just returned 
from a trip to South America, where he has completed the work 
entailed in connection with the formation of the Anglo-Argentine 
General Electric Co., Ltd., and has also improved the organisation of 
the company's interests in Brazil. In addition to resuming his 
former work, Mr. Sells has accepted & seat on the board of the 
General Electric Co., Ltd.—this having been offered to him some 
few months ago in recognition of his long and useful services to the 
company. : 

Messrs. P. L. Dwyer and P. R. WINTERSON, late with the 
Armorduct Manufacturing Co., Ltd., have commenced business as 
wholesale electrical supplies agents, under the title of P. L. Dwyer 
and Co., at 66, Victoria Street,S.W. Mr. Dwyer was presented with 
a gold watch by Mr. Marchant (secretary) on behalf of the London 
office staff, on the occasion of his relinquishing the post of London 
sales manager to the Armorduct Co. ` 


Obituary.— We regret to hear of the death of Мк. 
CECIL BURMAN CALLOw, of Messrs. Kohler Bros., which took place 
at North Side, Clapham Common, London, on 31st ult., at the age 
of 17 years. 

We desire to express our sympathy with MR. SAMUEL LEES, of 
the Stretford (Manchester) Electricity Works, on the death of his 
wife, which occurred on October 29th, after prolonged suffering. 

The death has taken place at Rhyl of MR. EVAN MEREDITH 
Evans, senior partner іп the firm of E. M. Evans & Son, electrical 
engineers, of Manchester and Oswestry. He was 71 years of age. 


NEW COMPANIES REGISTERED. 


J. W. Middleton & Co., Ltd. (125,044).— This company was 
registered on October 29th, with a capital of £3,000 in 1,990 ordin shares 
of £1 each and 200 management sbares of 1s. each, to carry on the business 
of manufacturers of and dealers in electric light fittings, metal workers, 
electrical and mechanical engineers and contractors, manufacturers of and 
dealers in electric, magnetic, galvanic and other apparatus, &c., and to adopt 
an agreement with H. M. Burr, J. E. Barber, W. F. Merry and C. W. Brown, 
trading as J. W. Middleton & Co., at 147, Wardour Street, W. The sub- 
scribers (with one share each) are :—W. F. Merry, 88, Florence Road, Wim- 
bledon, 8.W., art metal worker; H. W. Burr, 22, Ravenscourt Gardens, 
Hammersmith, W., art metal worker; J. E. Barber, 54, Browneker Road, 
South Acton, art metal worker; C. W. Brown, 8894. Hither Green Lane, 
Hither Green, 8.E., traveller. Private company. The first directors are 
W. F. Merry and R. M. Aldred (nominees of vendors), B. В. Miller (chairman) 
and E. J. Beard (nominees of Miller & Sons). Two directors are to be 
nominated by the vendors, Н. M. Burr, J. E. Barber, W. F. Merry and C. W. 
Brown, and two by Miller & Sons; qualification, £25 ordinary or 25 mansge- 
ment sbares. Remuneration as fixed by the company. Registered office, 
147, Wardour Btreet, W. 


Dublin Southern District. Electrie Supply Co., Ltd. (3,900). 
Registered in Dublin on October 81st, with a capital of £40,000 in £1 shares, 
to carry on the business of electrical engineers, electricians, practical 
engineers and contractors, carriers of passengers and goods, manufacturers of 
electric apparatus, &c. The subscribers (with 50 shares each) are:—W. M. 
Murphy, 39, Dame Street, Dublin, civil engineer; W. A. Evans, 97, Longford 
Terrace, Monkstown, insurance and mortgage broker; G. V. Murphy, 7, Angle- 


- sea Street, Dublin, commission agent. Private company. The first directors 


are W. M. Murphy, W. A. Evans and G. V. Murphy; qualification, 50 shares: 
P MCFRMO as fixed by the company. Registered office, 16; College Green, 
ublin. 
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Russian Wireless Telegraph Trust, Ltd. (125,014).—Reris- 
tered October 26th, by A. Benjamin & Cohen. College Hill Chambers, College 
Hill, E.C. Capital, £100 in £1 shares. Objects, to purchase, or otlierwise 
acquire, sell, bold, issue, dispose of, deal in and generally turn to account any 
shares, scrip or other securities of, or interests in, any company, society, cor- 

ration, association or firm engaged in, or carrying on, in the Empire ot 

ussia or any other foreign countryor State, or in the United Kingdom, orany 
Colony, State, Province or Dependency thereof, the business of telegraphy and 
telephony, whether wireless or otherwise ; in particular (but without restrict- 
ing the generality of the foregoing powers), to so acquire, dispose of and turnto 
account any shares, stocks, bonds or other securities of я company incar- 
porated under the laws of Russia, and known as the '' Bociété Russe de Tele- 
graphiques et Telephones Sins Fil”: to lay down, equip, maintain and work 
telegraphs and telephones, or other menns of communiention, and to 
carry on in any part of the world the business of wireless or other telegraphy 
in all branches (but so that the company тау not carry on wireless or other 
telegraph or telephone business in the United Kingdom without the sanction 
of the ostmaster-General, except so far as it may lawfully carry on the said 
business without such consent) ; togenerate, accumulate, eupply and distribute 
electricity, electrica] energy or other power or force for lighting, heating, 
communication, traction, motive power, industrial and other purposes, and 
whether for public or private use, &с. The sicnatories (with one share cach)are :— 
T. M. Norris, 25, Ingersoll Road. Uxbridge Road, W., secretary of a private com- 
pany; A. E. Lees, 2, Livingstone Road, Palmer's Green, N., director of com panies. 
The company is & private one within the meaning of the Companies’ (Con- 
solidation) Act, 1908, and accordingly (a) the number of members (excluaive of 
employés) is not to exceed 50: (^) no invitation may be made to the public to 
subscribe for any shares, debentures or debenture stock of the company; (0) 
no share warrant to bearer may be issued unless the company shall first have 
complied with the provisions of Sec. 121, sub.Sec. 2. so as to turn itself into a 
public company; and (d) the board may, without assigning any reason, decline 
to register any transfer of shares. The first directors (to number not less than 
two or more than seven) are to be appointed by the signatories to the memo- 
randum of association. The first directors have power, inter alia (a), to 
appoint any person, whether a director or not, to hold in trust for the coin- 
pany any property belonging to the company, or in which the company is in- 
terested ; (b) to appoint any person as the attorney of the directors, with such 
powers ав they think fit, including power to appear before all proper autho- 
ritics and make all necessary declarations, so as to enable the company’s 
operations to be validly carried on abroad: and (c) borrow, raise or secure 
any moneys and create and issue perpetual or redeemable debentures or deben- 
ture stock, or any mortgage or charge on all or part of the company's under- 
taking or property, present or future, or its uncalled capital, No notice of 
registered office appears on the file to October 30th. 


Commercial Electric Co., Ltd. (125.000).— This company was 
registered on October 26th, with a capital of £5,000 in £1 shares, to take over 
the business of anelectrician, mochanical engineer and manufacturer carried 
on by J. H. Kloet, at 18, Ring Street Fast, Manchester. and elsewhere, as the 
Commercial Electric Co. The subscribers (with one share each) are .J. Н. 
Rloet, 29, Tatton Road, North Heaton Moor, Rtockport, electrical engineer ; 
E. Oldfield, 3, Btockton Road, Chorlton-cum-Hardy, electrical engineer. 
Private company. The number of directors is not to be less than two or more 


than five; the first are J. H. Kloet, managing director, and E. Oldfield ; ` 


qualification, £50; solicitor, J. A. Orrell, 18, 8t. Ann Stroet, Manchester, 
Registered by Waterlow & Sons, Ltd., London Wall, E.C. 


G. H. Turner & Co., Ltd. (125.025), —ТЬіз company was regis- 
tered on Cetober 28th, with a capital of £1,500 in £1 shares (500 preference), to 
take over the business of electrical engineers carried on at 2, High Street, 
Willesden Junction, N. W., and at 41, Cheapside, E. C., as G. & H. Turner and 
G. H. Turner & Co., together with certain assets and liabilities, and to carry on 
the same and the business of motor-car, motor and other cycle manufacturers, 
agents or dealers, &c. The subscribers (with one share each) are :—G. А. 
Turner, 2, High Street, Willesden Junction, N.W., electrical engineer; A. 
Green, 5, Moorgate Street Buildings, E.C., chartered accountant. Private 
company. The number of directors is not to be more than three; G. A. Turner 
is first managing director; qualification, 100 preference shares: remuneration 
of G. A. Turner, £25 per annum, together with an additional £3 per week for 
his services ая managing director. Registered by A. H. Green, 5, Moorgate 
Street Buildings, E.C. 


Armature Repairing and Supply Co., Ltd. (125.060).— This 
company was registered on October 30th, with a capital of £500 in £1 shares, 
to carry on the business of electrical engineers and manufacturers of and 
dealers in all kinds of electrical plant, machinery, instruments, &c. The sub- 
scribers (with 10 sbares each) ате: - J. Forrester, 20, Glanmor Crescent, 
Swansea, electrical engineer ; W. Mitchell, 21, Victoria Terrace, Swansea, 
electrician. Private company. The first directors are J. Forrester and W. 
Mitchell. Solicitor, R. F. Gee, Llanfair Chambers, 8t. Mary Strect, Swansea. 
Rogistered by Jordan & Bons, Ltd., 116-7, Chancery Lane, W.C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Egham and Staines Electricity Co., Ltd.—Particulars of 
£12,000 debentures, created September 25th, 1912, filed pursuant to Sec. 93 (3) 
of the Companies’ (Consolidation) Act, 1908 ; the amount of the present issue 
being £11,000. Property charged: The company’s undertaking and property, 
P and future, including uncalled capital and debts due to the company. 

o trustees. 


Anglo-Argentine Tramways Co., Ltd.— Acknowledgment of 
indebtedness dated October 18th. 1912, supplemental to trust deed dated 
June 15th, 1910, to secure £1,500,000 6 per cent. debenture stock, 
ranking, pari pase, with £3,000,000 similar stock secured by principal deed, 
charged on the company’s undertaking and property, present and future, 
including uncalled capita! subject to charge dated January 9th, 1905, securing 
£71,060, reducible to £70,660, charges dated June 2nd, 1908, and January 22nd, 


1900, securing 44. 465,674 5 per cent. debenture stock &nd indenture dated | 


July Ist, 1909, securing £1,733,880 44 per cent. debenture stock. "Trustees: 
Law Debenvore Corporation, Ltd., 41, Threadneedle Street, E.C. 


Mexican Fuel and Power Co., Ltd.—Particulars of £5,000 
debentures, created Beptember 24th, 1912, filed pursuant to Sec. 93 (B) of the 
Companies’ (Consolidation) Act, 1908, the amount of the present issue being 
£1,050. Property charged : The company’s undertaking and property, present 
and future, including uncalled capital. No trustees. 


E. Brook, Ltd.—Debenture dated October 18th, 1912, to secure 
£3,000, charged on the company’s undertaking and property, present and future, 
including uncalled capital. Holders: G. V. Laycock, 146, Poplar Villas, 
Halffax. 

Direct West India Cable Co., Ltd. (53,956).—Return dated 


September 19th, 1912. Capital £190,000 in £5 shares. 12,000 shares taken up. 
22 1950 per share called up on 19,000. £30,000 paid. Mortgages and charges: 
, . 

Electrical and Engineering Supplies Co., Ltd, (99,423).— 
—Return dated August 27th, 1912. apital, £1,000 in 950 preferred ordinary 
shares of EI each and 1,000 founders’ shares of 18. each. All shares taken up. 
£1,000 paid. Mortgages and charges: Nil. 
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Jandus Are Lamp and Electric Co., Ltd. (13. 88). Return 
dated September 10th (filed September 26th), 1912. Capital £80,000 in £10 shares: 
9.041 shares taken up; £5 per share called up on 1.195, and £10 per share on 250; 
£8,475 paid: £5,960 considered as paid on 596 shares, Mortgages and charges: 


£2,629 15s. 6d. 


W. Sisson & Co., Ltd. (82,295).—Return dated October 17th, 
1912. Capital, £25,000 fn £1 shares (5,000 pref., 18,000 ord. and 7,000 def.). 
8,375 pref., 11,701 ord. and 7,000 def. shares taken up. £l per share called up 
on 3,775 pref. and 6,251 ord. £9,626 paid. £12,450 considered as paid on 
remainder. Mortgages and charges: £4,186 17s. 7d. bank overdraft, secured by 
mortgage on works. 


Ridings Are Lamp Co., Ltd.—Particulars of £5,000 deben- 
tures, created October 16th, 1912, filed pursuant to Вес. 93 (3: of the Companies" 
(Consolidation) Act, 1908; the whole amount being now issued. Property 
charged: The company's property, present and future, including uncalled 
capital. No trustees. 


Altrincham Electric Supply, Ltd.—Particulars of £35,000 
debentures, created by resolutions of June 7th, 1898, and April 18th and 
October 3rd, 1912, filed pursuant to Bec. 98 (3) of the Companies’ (Consolidation) 
Act, 1908, the amount of the present issue being £5,000. Property charged: 
The company's undertaking and property, present and future. No trustees. 


„EÄAl„h .. 


CITY NOTES. 


La Plata Electric Tramways Co., Ltd. 


. THE adjourned annual general meeting of the shareholders of the 


above company was held on Wednesday last at Winchester House, 
Old Broad street, E.C., Mr. W. F. Hamilton, K.C., in the chair. 
The CH AIRMAN, in proposing the adoption of the report, devoted 
the major portion of his speech to an explanation of the defalca- 
tions which were referred to in the report. In the course of his 
remarks, he said that when he left England, it was esti- 
mated that the amount of the defalcations by their accountant 
was about £1,000, and it was not until some little time after 
he had landed in the country that he ascertained them to 
amount to a little over £10,000. Their accountant came to them 
with a good character, and he had a good reputation, but the 
defalcations would not have been possible had their local auditors, 
Messrs. Fowler, Scroggie & Co., done their duty, or had their late 
manarer himself checked the monthly cash balances. Mr. Dawe, 
their manager, of course, had implicit confidence in Mr. Allen, 
the ac ountant and the auditor. Having personally investigated 
the accounts, he (the chairman) had no hesitation in advising the 
board that the local auditors were legally liable in damages to the 
company for breach of duty as auditors, and an action had been 
commenced for the purpose of enforcing that liability. Under 
those circumstances, he refrained from saying anything more 
about Messrs; Fowler & Co.; except to mention that they were 
the auditors of the old horse tramway company, and that at the 
time the board appointed them local auditors for this company 
they were acting in the same capacity for many well-known 
companies carrying on business in the Argentine, and 
had a good reputation as accountants. As they knew, 
he (Mr. Hamilton) was entrusted by the board with 
full powers to take such steps as he thought necessary to 
prevent a recurrence of such defalcations. It was suggested 
that a local board, consisting of three members, should be appointed, 
but he did not think that was the best course to pursue. What 
газ really needed was a reliable and capable manager solely re- 
sponsible to the board for the working and management of the 
tramways, skilled and reliable auditors, with a local representative. 
As to the latter, they could not have a better representative tHan 
the gentleman who at present acted for them in that capacity— 
Mr. Boutell—for besides being a considerable shareholder, he took a 
great interest in the company. Mr. Dawe, their manager, had re- 
signed just before he (the speaker) arrived on the spot, having been 
appointed traffic manager to another company, and the board, upon 
his (Mr. Hamilton's) recommendation, appointed Mr. Valentine Brown 


in his place, and he waasatiefied that Mr. Brown was exceptionally well 


qualified for the position. It was with some concern that the 
board observed that the receipts for this year showed for some 
months a falling-off, while at the same time the ratio of expenses 
had increased, thus reducing the profits. The principal cause of 
that decrease was the wet weather and the interference with traffic 
caused by the paving works and the completion of the electrifica- 
tion of their competitors lines. The weather had. however, im- 
proved since August. Various alterations were made by him in 
consultation with the manager, with the view of reducing working 
expenses and obtaining increased receipts. Their new manager 
was a very capable man, with large experience of the working of 
tramway systems, and there were reasonable grounds for antici- 
pating a progressive increase in their net profits not only on the 
Ensenada section but also in the city of La Plata. They would be 
glad to hear that their traffic receipts for October were £5,007, as 
compared with £4,060 for the same month last year. That was 
an increase of nearly £1,000 for the month. He stated at the last 
annual meeting that it would be necessary to make an issue of 
debenture stock some time this year to provide for the extra 
expenditure incurred in buying additional rolling gtock, 
doubling their car-shed accommodation, taking up and 
relaying the track rendered necessary by the new paving works. 
and paying the difference between the amount allowed for electri- 
fying their old Ensenada horse tramway, and the amount expended 
on their longer and better new Ensenada route. Asthey might 
imagine, owing to the war in the Near East and the high bank 
rate and their losses by defalcations, the board had found it 
impossible to issue the stock except at a considerable loss. 
The stock was only to be offered to their shareholders, 
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so that they would save the cost of a public issue. They 
had found it necessary to issue the stock at 90, and to bave 
it underwritten at 24 per cent. They intended to issue £70,000 of 
this debenture stock. making in addition to the £30.000 already 
issued, £100,000. They had spent 5196.000 already on the electri- 
fication and equipment of their line, so that the security offered to 
the shareholders was ample. In conclusion, the chairman said 
that much as they regretted their losses by embezzlement, it was 
to be remembered that the earning capacity of the line was not in 
any way diminished. He had given them as full information as 
he porsibly could, and he confidently expected that at the next 
annual meeting they would find that the growth in their receipts 
and the diminution in their expenses which they anticipated, would 
be realised. 

Мк. W. T. WESTERN seconded the motion. 

A somewhat lengthy discussion ensued, in which several share- 
holders suggested that the board had been remiss in not seeing that 
they had a banker's certificate from the Argentine every month. 

The CHAIRMAN, in reply to the criticisms, said that they got 
every month from the other side а balance-sheet. which was certified 
by the auditors as being correct, and also certified by the manager. 
They also received correct copies of the accounts, If the accounts 
had been kept in the same way in the cash book at La Plata as 
they were kept in the accounts sent to them, it would have 
been all right: but as it was, they were deceived, and it was 
impossible for them to have known that these frauds were 
poing on. Не quite agreed that the ideal, and it was that at 
which they were now aiming, was to have the London auditors 
responsible to them for the audit in the Argentine, so that if any- 
thing went wrong, they would not have to resort to the local 
auditors, The board now got a regular banker's certificate each 
month. In conclusion, the Chairman said that personally he felt 
extremely sorry to have to record such a lamentable state of affairs, 
and as far as he and his colleagues on the board were blameable, 
they took the blame. bnt he still said that if the local auditors had 
done their duty, the defalcations would never have occurred, 

The report was then adopted. 


Cuba Submarine Telegraph Co., Ltd. 


THE eighty-second ordinary general meeting of the shareholdera of 
the above company was held on Wednesday, at 58. Old Broad 
Street, E.C., Mr. George Keith presiding. 

The CHAIRMAN, in moving the adoption of the report (see 
ELECTRICAL REVIEW, page 714), said the traffic for the past six 
months had been more favourable than last year. They would see 
hy the report that they had had to sell some of their securities to 
pay fora new cable. The total receipts for the six months were 
£23,721, being £2,917 better than last year. The London expenses 
had not increased, but those of the stations had largely increased. 
The depreciation of stores and stock amounted to £300, Of the total 
profit £4,000 had been placed to general reserve, £2,000 to reserve 
against loss on investinents, and £2,000to establish a pension fund for 
their employés. The general reserve fund now stood at £92,000, 
The dividend on the preference shares was £3,000, leaving £12,542, 
out of which the directors recommended the payment of a dividend 


of 6 per cent. on the ordinary shares. The cables of the company 


were in excellent working condition, and the shareholders would 
be pleased to know that the traffic receipts up to the present com- 
pared well with the same pericd last year. Subject to the approval 
of the shareholders, the directors had considered the advisability of 
fofming a pension fund fer their employés, and giving them a 
pension for long service. The pension system had been adopted by 
nearly all telegraph companies, and it was of vast importance 
to the company that they should have such a fund. The principal 
feature of the fund was that when an employé left the company 
at the age of 60 he would receive a pension if he had served 
20 years with the company. No pension would exceed £260 a year. 
The scheme when it was in full working order would not cost the 
company more than from £100 to £500 for the half-year. 

Mr. CHARLES W. PARISH seconded the motion, and the report 
was adopted. 


Amazon Telegraph Co., Ltd.—The directors’ report 
for the year ended June 30th, 1912, states that the gross revenue 
was 4104.414, and the working expenses were £51,199. After pro- 
viding £15,000 for debenture interest and carrying £15.000 to the 
general reserve and £12,000 to the reserve for the renewal and 
maintenance of cable steamers, the directors recommend a dividend 
of 44 per cent.. free of income-tax. on the share capital. leaving 
4 5.664 to be carried forward. The s.s. Hanns, the new small 
steamer specially built for repairing the company's cables in the 
shallow side waters of the river, was completed early this year and 
despatched to the Amazon in June last, and arrived safely under 
her own steam, The annual meeting is called for November 18th. 


R. & J. Dick, Ltd.—4A!ter paying the preference divi- 
dend, the directors proposed to carry forward £4,199, The year's 
results showed improvement over those of the previous 12 months. 


Stock Exchange Notices.—Applications have been 
made to the Committee (1) to appoint a special settling day in and 
to grant a quotation to :—Anglo-Argentine Tramways Co., Ltd.— 
Scrip fully and partly paid for a further issue of £1,600,000 5 per 
ent debenture stock, 


West India and Panama Telegraph Co., Ltd. 


THE meeting of this company was held on Wednesday at Winchester 
House, E.C., Mr. W. B. Kingsford presiding. 

The CHAIRMAN, in moving the adoption of the report (see 
ELECTRICAL REVIEW, page 713), said that the total revenue for 
the half-year amounted 10 £46,718, being £600 less than for the 
corresponding period іп 1911. The traffic receipts were £486 less, 
which accounted for the greater part of the net loss of £600. The 
expenditure was £1,750 more than for the June half of 1911, 
having amounted to £27,109, against £25,329. During the 
half-year under review, 42 knots of cable were used in repair- 
ing and renewing the two Porto Rico sections, which had been 
charged to the reserve fund. Nearly the whole of the extra outlay 
during the half-year was incurred by the repairing ship, the Henry 
/loimes, chiefly in connection with the repairing operations. 
Including the time spent on the Porto Rico repairs, the Henry 
Holmes was engaged in cable work for 120 days in all, against 75 
days in the corresponding half-year. llaving given an account of 
the various cables owned by the company, the chairman said that, 
as a result of the half-year, the directors were able to 
add £2,000 to the reserve fund, and to recommend the same 
dividend on the ordinary shares as a year ago, carrying forward 
4 2,791. Аъ to the receipts for the current half-year, he might 
mention that, according to the cable returns brought down to the 
end of October, there had been a falling off of £367, as compared 
with the corresponding four months of last vear. 

Мк. HENRY HOLMES seconded the motion. which, after a short 
discussion, was adopted. 


Eastern Telegraph Co., Ltd.—The directors report 
that for the six months ended June 30th, 1912, the revenue 
amounted to £746,710, from which are deducted £261,490 for the 
ordinary expenees. and £44,597 for expenditure relating to mainten- 
ance of cables, sundry differences in exchange, and income-tax pay- 
able abroad, leaving a balance of £440,623, plus £23,882 brought 
from the preceding account, making a total available balance of 
£161,505, After providing for income-tax payable in England, 
interest on mortgage debenture stock, and for two quarterly divi- 
dends on the preference stock, which in all absorb & 82,087, there 
remains a balance of £352,418, out of which the directors have 
placed £230,600 to the general reserve fund, and have allocated 
# 100,000 to meet the two interim dividends of 14 per cent. each 
on the ordinary stock, the balance of £52,418 being carried forward. 
The meeting is called for November 13th. 


Continental.— Bric м.—1,е Syndicat de Signaux pour 
Chemins de Fer. of Brussels, reports a profit of £1,365 for the last 
financial year. 

FRANCE.— A company has just been formed in Paris (48, Rue 
Richer), with a capital of £12.000, and the title La Société de Ja 
Lampe Philipe. 

Russ1A.— The Russian A. E. G. Co., of St. Petersburg. owing to the 
increasing business. is raising its capital from & to 12 million 
roubles, 


Western Telegraph Co., Ltd. — The directors recom- 
mend a final dividend of 3s. per share. making 6 per cent. for the 
year ended June 30th, and a bonus of 2s. per share. 


Buenos Ayres Tramways Co. (1904), Ltd.—The 
directors have declared a dividend of 1s. 3d. per share (5 per cent. 
per annum), less income-tax, for the three montha ended September 
Зо, 


Eastern Extension, Australasia and China Tele- 
graph Co., Ltd.—The directors’ report states (says the Financier) 
that the gross receipts for the half-year to June 30th amounted to 
£367,785, against £329,709 for the corresponding half-year of 1911. 
The working expenses, including £25,152 for maintenance of 
cables, absorb £166,232, against £151.618 for the corresponding 
period of 1911, leaving a balance of £201,552. From this is 
deducted £3,648 for income-tax, payable in England, and £15,048 
for interest on debenture stock, leaving £182,555 as the net profit 
for the half year. After adding £23,829 brought forward there 
is an available balance of £206,654. "Two quarterly interim 
dividends of 1] per cent. each, amounting to £75,000, have been 
paid for the half-year, leaving £131,684, from which £75,000 has 
been transferred to the general reserve fund, and the balance of 
£50,684 is carried forward. 


Hong Kong Tramway Co., Ltd.—An interim divi- 
dend at the rate of 5 per cent. per annum is announced for the 
six months ended June 30th. 


Western Union Telegraph Co.—The report states 
(saya the Financier) that the accounts for the year to June 30th 
shows gross earnings amounting to $41,661,400, while expenses, 
including taxes, , absorbed $36,063,800, leaving a balance of 
$5,597,600, making with $1,326,400 in respect of income from loan 


‘and investments, together with rentals from real estate, a credit 


balance of 86.924.000. Bond interest has absorbed $1,670,400, a 
sum of $1.250,060 has been written off against repairs and recon- 
struction of Jandlinee, while dividends amounting to 32,991,800, or 
3 per cent., have been paid, leaving a surplus of $1,011,700. The 
gross earnings from the company’s telegraphs and cables during 
the past year show an increase of 36,182,000, while the expansion 
in landline message tolls was $4,357,373, or 15°57 per cent. 
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Barbados Electric Supply Corporation, Ltd, 


THE directors report that the results for the year ended June, 1912, 
are not considered unsatisfactory. The revenue derived from supply 
was naturally very small during the early part of the financial 
year, when few consumers were connected to the mains. The total 
income from that sourceduring the six months to the endof December 
was less than half the income during the following six months, to 
June 30th, 1912. Revenue charges, on the other hand, are for a 
full normal year’s working. The number of consumers connected 
to the mains at June 30th, 1912, was 247, as compared with about 
100 at the close of the half-year to December 31st, 1911. Since the 
close of the year under review, the company has been successful in 
obtaining a contract for a portion of the public lighting of Bridge- 
town. Capital expenditure during the year. amounting £3,167, 
representa principally the supply and part erection of a storage tank 
for oil fuel, the completion of the construction contracts and 
expenditure for house services and connections. Further expendi- 
ture has already been authorised in connection with the public 
lighting contract, and for the extension of the mains into districta 
from which it is anticipated a reasonable revenue may be obtained. 
To provide additional working capital, a temporary loan of £3,000 
was arranged in the early part of the financial year. Since the 
close of the accounts, and in connection with the additional capital 
expenditure referred to above, a loan of £10,000, secured by an 
issue of debentures, has been raised, the previous loan of £3,000 
having been repaid out of the proceeds. In March, 1912, Mr. 
Gerald H. J. Hooghwinkel was elected a director of the company. 
Mr. Leslie Whittem Hawkins has resigned his seat on the board, 
and does not seek re-election. 


The second annual general meeting was held on October 31st, 
at Basildon House, E. C., Mr. A. W. Tait presiding. 

The CHAIRMAN, in moving the adoption of the above report, 
said that at the last general meeting, the shareholders were 
informed that supply was only commenced at the beginning of 
July, 1911, also that the construction as originally planned was 
not completed until the middle of September, 1911. Very little 
progress in the way of wiring premises was made during the period 
of construction, as the residents would not enter into definite con- 


tracts with them until the business was a going concern. Conse- 


quently. when they were in a position to supply, they had few 
customers. Nevertheless, those few scattered consumers necessitated 
the generation of current considerably in excess of what they 
actually required. ‘They would see from the report that 
at the end of the first six months about 100 con- 
sumers were connected, the number of lamps being roughly 
about 1,100, the total equivalent of 25-c.p. lamps, including 
motors and fans, being at that date about 1,700, At the end of the 
year, viz., on June 30th last, the number of consumers was 247, the 
lamps connected 2,857, and the total equivalent of 25-C. P. lamps, 
including motors and fans, «c. 5,201. It was true that those 
figures were not up to the estimate of 4,000 lamps for lighting 
purposes only, mentioned at their last meeting, but several reasons 
could be advanced for that. The principal reason was the difficulty 
they had so far experienced in completing installations quickly. 
There were no outside wiring contractors in Barbados, and con- 
sequently all the installations had to be done by the company. 
That necessitated the training of men for the work, but as the 
wiring business was naturally very brisk at the start, their staff of 
trained men was really inadequate. That difficulty had already 
disappeared to & certain extent, and they hoped to encourage local 
tradesmen to take up the business of wiring and fitting, in order 
that consumers could be connected quickly to the company s mains. 
They also had to face the competition of the gas company, a very 
keen competition at the present time. In fact. they were led to 
believe, by the reduction the gas company had made, and 
the terms on which they sometimes supplied fittings, that 
the advent of electric light was seriously felt by them. 
But the keener the efforts of the gas company to secure 
new business became, the more sure might they be that they were 
making progress. The shareholders might be interested to know 
the corresponding figures to those given above for the period which 
had elapsed since the close of the year under review. The only 
figures available were for the months of July and August. During 
those two months, 27 new consumera had been connected, the 
additional number of lamps being 345. Another 2-H.P. motor and 
some fans, &c., brought the total additional equivalent of 25-C.P. 
lamps connected during the two months to 472. Since the close 
of the year they had succeeded in securing a contract for an exten- 
sion of the public lighting of Bridgetown. That was important 
for the company in two ways: firstly, from the important 
point of view of the revenue to be derived from the contract, 
and secondly, because of the continual public advertisement which 
such public lighting afforded. They were convinced that 
many residents would be persuaded to adopt electric light when 
they saw it in the streets. Thecontract was equivalent to an addi- 
tion to the mains of 360 25-c.P. lamps. They were hopeful that, in 
time, that contract would lead to a still larger contract for public 
lighting. They were gradually securing a number of consumers 
for power purposes also. The installations of that nature 
were mostly small. Motors for a total capacity of 77 H.P. were 
connected at June 30th that compared with 25 Н.Р. at the close of 
the half year. A further total of 36 H.P. had been ordered during the 
current year. The profit and loss account showed a loss on trading 
for the year of £467d. That was made up of a loss on the 
supply of power, less profit on installation. Dealing with the revenue 


from sale of power, that had been considerably lower than should 


have been the case if they based their calculations of consumption 


per lamp on home experience, The time of the year, however, 
when their installations were few, was really the season which 
should have shown them the best resulte, Other causes had aleo 
contributed to the low consumption. The residents in Barbados 
were, he understood, noted for the early hour at which they retired 
but with the prospect of better lighted streeta, and, perhaps, electric 
tramways, they might look in the future for later hours, and a 
consequently greater demand for light. The expenses during the 
year were stated in the report to have been for a full normal year's 
working. That did not mean that they had reached the highest 


. level to which expenses might mount, but they might appreciate 


the force of the statement when it was pointed out that double the 
current could have been sold without, possibly, a penny increase in 
the expenses. Local administration and general expenses could not 
vary very much. The only other heavy revenue charge was for 
power expenses, and it was not anticipated that that wonld increase 
materially during the present year, as last year’s account had had 
to bear the cost of experimenting with different claeses of oil fuel. 
They were still paying a high price for that fuel, but it was hoped 
that in time they might be able to get a better supply at cheaper 
rates. They hoped to be in a position when submitting the accounts 
for the current year to report a small profit, but although the 
directors had every confidence in the future of the undertaking 
they wished the shareholders to appreciate that progress would 


not be so rapid as was originally anticipated. With the acquisition 


of the Barbados Tramways Co. by an American syndicate. and the 
granting of a concession for electrifying the system, they had 
hoped to come to arrangements with the syndicate for the supply 
of the power required. Negotiations had been carried on for some 
time with the parties interested, but they had not yet made up 
their mind what policy they intended to adopt, and it was probable 
that they inight have difficulties under their concession unless 
they decided at an early date what they proposed to do. The 
balance-sheet showed that a further 1,503 preferred shares had been 
issued during the year. Those represented a portion of the amount 
agreed to be subscribed for by contractors in respect of construction 
work. A still further amount would be issued in a 
similar way during the current year, when a final settlement was 
made with the contractors and retention moneys paid. The item 
of £3,000 loan which was appearing in the balance-sheet was 
explained at the last genera] meeting. The report told them that 
that loan had been paid off since June 30th, and a new loan of 
£10,000 secured by an issue of debentures had been raised. The 
rate of interest was 7 per cent., and they had the power under the 
debentures to raise a further £5,000 on similar terms should it 
become necessary. The additional moneys were required for the 
extensions and the supply of fittings necessary for the public 
lighting, the laying of further mains on the road to Hastings and 
St. Lawrence, a district which was rapidly developing, and in other 
directions. The extension of the mains for public lighting would 
naturally secure for them other consumers in the districts where 
the mains were laid. 

Mr. W. F. LEESE seconded the motion, and the report was 
adopted. 


Perth Electric Tramways. Ltd. 


AN extraordinary general meeting of the above company was held 
at the offices of the London Chamber of Commerce, Oxford Court, 
E.C., on Friday last, under the chairmanship of Mr. Oliver 
Wethered, for the consideration of two resolutions. The first reso- 
lution provided that subject to the second resolution being passed, 
the provisional agreement dated May 23rd, 1912, and made between 
the company of the one part and the Hon. Sir Newton James 
Moore on behalf of the Government of Western Australia of the 
other part, providing for the sale of the company’s tramways and 
part of its other property to that Government, be approved, and 
that the directors of the company be authorised to carry the same 
into effect. The second resolution provided for the alteration of 
the Articles of Association so that on the completion of the sale 
and the winding up of the affairs of the company, the remaining 
assets should be applied as follows :—First, in repaying to the 
holders of the preference and ordinary shares of the company the 
capital paid up on such shares respectively, and subject as aforesaid, 
one equal tenth part of the balance of such assets to be paid to the 
directors of the company as remuneration for their services in 
negotiating the sale, and the remaining nine equal tenth parts of 
the balance to be distributed among the holders of the preference 
and ordinary shares pari passu in proportion to the amounts paid up 
on the preference and ordinary ehares held by them respectively. 

The CHAIRMAN explained that he occupied the chair at the 
request of the board, as Mr. Stoneham was a very large share- 
holder, and preferred to be present in his capacity as a shareholder. 
With regard to the resolutione. he intended to leave the matter 
entirely to the shareholders, but he ought to tell them that proxies 
representing 62,233 ordinary shares and 82,515 preference shares 
had been received in favour of the scheme. He would leave it for 
some shareholder to propose the resolutions. 

Мв. BAILEY formally proposed the adoption of the first resolu- 
tion, and MR. DUDLEY WARD seconded the motion. 

Мк. FRANCIS said he did not think it was a right thing for the 
board to have called an informal meeting of the preference share- 
holders, wbo had practically arranged for the way in which the 
ordinary shareholders were to give up their surplus rights, He 
should have thought that directors of responsibility and honesty 
would in such a case have conferred with the ordinary shareholders 
as well It seemed to him that the whole of the circular was 
drafted in such a way as to prejudice the position of the ordinary 
shareholders, for the future of the company had been get out in the 
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blackest light. The circular said that if the ordinary shareholders 
did not consent to pay what waa practically blackmail. the company 
was to be carried on in the future for the benefit of the preference 
shareholders. He approved of the sale of the undertaking, but he 
considered the proposed division of the assets was preposterous. 
They knew one of the directors was largely interested in the pre- 
ference shares, and he did not seem to be content with the hono- 
rarium he would get, but wanted his pound of flesh. He believed if 
the ordinary shareholders who had. given proxies knew the truth, 
they would not have given them. | 

Mn. WARD: The preference shareholders have found as much 
capital as the ordinary, and should have an equal voice in the 
matter, 

Mr. JACOBS proposed an amendment in the wording of the first 
resolution with the object of leaving it open for the directors to 
amend the second resolution later. 

The CHAIRMAN said he considered Mr. Francis's remarks as to 
honesty distinctly offensive, and most uncalled for. ‘The board had 
done their very utmost to bring about a just position. A week 
ago the ordinary shares stood at 14s., and they now stood at 24s. 
or 256. Such remarks as those made by Mr. Francis were not in 
the interests of other ordinary shareholders whom he did not re- 
present. The object of the board was to do the best for both classes 
of shareholders. 

Mr. Lock said he represented about 00 preference shares, and 
attended the meeting of the preference sharcholders referred to. 
The company had been running a considerable time, and they knew 
what the result had been. In 13 years the ordinary shareholders 
had received 25 per cent.. whilst the preference shareholders had 
received three times that amount. At the 1911 meeting the 
chairman referred to a conversation lie had had with the Premier 
of Western Australia, who told Mr. Stoneham frankly that the 
publie in Perth would not allow their meana of locomotion to be in 
the hands of a private company. and that view had been borne out 
by the fact that the Perth City Council had adopted an obstructive 
attitude towards the company. Quite recently the Government 
with great difficulty got a Bill passed for the purchase of the under- 
taking, and in his judgment the board of the company had shown 
great skill in negotiating the provisional contract by which they 
got £175,000 for the property. After paying off the debenture 
stock, that would permit of the payment of 27s. or 288. to each class 
of shareholdere. At the 1911 meeting the Chairman told the share- 
holders that the preference shareholders would not come into the 
scheme unless they had a substantial inducement to do so. and he 
also said that considering the small value attaching to the ordinary 
shares, it would be a fair thing if the interests of the preference 
shareholders were capitalised on a 4 per cent. basis, or in other 
words, that the preference shareholders might reasonably expect 
308. per share as an inducement to consenting to give up a 
valuable investment. Mr. Francis was preaent at that meeting, 
and spoke, but he offered no objection to the suggested appropria- 
tion. At the informal meeting of the preference shareholders, it 
was made abundantly clear that they had no desire to sell, but 
rather than stand up ayainet a good sale they agreed to come in on 
terms, If the preference shareholders declined to come in, there 
could be no sale, but the brunt of further obstruction and hostility 
on the part of the Perth local authority would fall on the ordinary 
shareholders. If the ordinary shareholders wanted him to come in 
as & preference shareholder, his figure was that mentioned in the 
resolution. 

MR. ANDREWS pointed out that the ordinary ehareholders might 
have received more dividends in the past had further capital been 
raised, instead of undivided profits having been applied to 
extensions. Не would be quite willing to give the preference 
shareholders a bonus of Is. or 28. a share. 


Mr. WARD: At the preference shareholders’ meeting you agreed. 


to equal division. 

Mn. ANDREWS said that since then he had had time to retiect. 
He thought the policy of the preference shareholders was a selfish 
one. The sale could not take effect yet, and he asked if the board 
contemplated paying a larger dividend this year. He suggested a 
dividend of 10 per cent. | | 

The CHAIRMAN said they could hardly expect him to discuss what 
dividends would be paid. 

Mr. JACOs spoke in support of his amendment, and complained 
that the bonrd had broken their trust in calling the meeting of 
preference shareholders, He did not say the board had not acted 
perfectly honestly, but they had been misguided. He considered 
that 2s. 6d. was sufficient bonus for the preference shareholders and 
appealed to fair-minded men to accept that compromise. He also 
pointed out that the preference shareholders could not veto the sale 
if a sufficient number voted for it. 

MR. FRANCIS seconded the amendment, 

Mk. BAILEY said he understood that the preference shareholders 
had certain rights and were determined to exercise them, and he 
proposed the resolution because he thought they had no power to 
help themselves. Having heard the discussion, he did sincerely ask 
the preference shareholders to have some regard for the ordinary 
shareholders. Ile had stuck to the ship from the start and had got 
very small dividends, | 


Mk. Lock : We are helping you to get a very substantial sum for 
shares worth 14s. 

Мн. BOOTH, as both an ordinary and preference shareholder, 
supported the sale, as he did not think Australia offered a good 
field for them in the present state of public feeling. As a prefer- 
ence shareholder, however, he felt he was squeezing the ordinary 
shareholders, and he did not think the preference shareholders were 
standing on & mora] basis. 

Mr. KING asked if the Western Australian Government were not 
told that the preference shareholders would require about 308., and 


was it not on tbat ground that the company obtained the magnifi- 
cent sum of £475,000 ? i 

MR. STONEHAM (chairman of the company) said the negotiations 
were very difficult and lasted for weeks. When they commenced, 
the preference shareholders were in a good position and the 
ordinary shareholders were in a bad one, Before the meeting in 
1911 he saw several of the largest preference shareholders about 
the matter, and they said they would not sell except on a 4 per 
cent. basis, which meant 30s. & share, and he told the shareholders 
of this at the meeting. The offer from the Western Australian 
Government was a very great deal less than £475,000, 
and he said it was impossible to accept such a 
price, for he knew the views of the preference share- 
holders. It was only by pressing that that he obtained the 
£475,000 on the distinct understanding that the preference share- 
holders would get 80s. a share. He approached the preference 
shareholders, and tried to get them to take a more moderate view, 
and ultimately they agreed to take the equal share. At that timeit 
looked as if each class of shareholders would get about 258. a share, 
but now it looked as if it would be considerably more. They con- 
sulted counsel as to procedure, and the resolutions were drafted on 
the advice of counsel. The circular was an absolutely correct 
statement of the facts. They had everyone antagonistic to them. 
The conductors, drivers, the local Council and the Government 
were all against them. He never minded a fight when there was 
a chance of success, but to fight against tremendous odds like 
that was absurd. Не held over 10,000 ordinary shares, and 
speaking as an ordinary shareholder, he would say it was absolute 
madness to refuse the offer. 

Mr. BAILEY said that after hearing Mr. Stoneham’s'remarks, he 
was perfectly satisfied. 

The amendment was rejected by 13 votes to.7, and the resolution 
was carried by 14 votes to 4. 

Мв. KING, in proposing the adoption of the second resolution, 
said that there had been a good deal of ethereal sentiment talked. 
but they had to look at the question from a business point of view. 
He doubted whether the receipts of the tramways would continue 
to increase. They knew the effect of motor-'bus competition on 
the London tramways, and the threat had been made that the 
Perth Council would run motor-'buses to depreciate the value of 
the tramway undertaking. 

Мк. BEDDOW seconded the motion. : 

Mk. JACOBS again criticized the action of the board in consulting 
the preference shareholders, and said Mr. Stoneham had gone a 
long way out of his way in referring to the position of the pre- 
ference shareholders in his negotiations with the Agent-General. 

Mk. STONEHAM : The man who conducts a sale has the right to 
use the best means he can to get the best offer he can. Otherwise 
1 should have got & 50, 000 less. Instead of criticising me you 
ought to be jolly thankful. 

' A further amendment to reduce the price which the preference 
shareholders would get under the scheme was defeated, and the 
resolution was carried. 


A meeting of the ordinary shareholders was then held, and a 
siinilar resolution was proposed. 

Mk. FRANCIS moved an amendment to the effect that the 
preference shareholders be paid 258., and that the balance of the 
aseets should go to the ordinary shareholders, 

This was defeated by 17 votes to 4, and a poll was demanded. 
The poll was taken immediately, and the amendment was rejected 
by a considerable majority, and the resolution was carried. 

A meeting of the preference shareholders was subsequently held, 
and the resolution paesed. 


Norwich Electric Tramways Co. 


THE report of the directors for the year ended June 30th, 1912, 
contains the following comparative figures for the years 1911 and 
1912 :— 


1911. 1912. 
Total receipts 435,644 £26,718 Inc. £1,069 
Total expenditure 27,169 20,130 Dec. 429 
Net profit.. £8,486 £9,988 Ine. £1,498 


The above amounts for expenditure include debenture interest, 
donations, and London expenses. To the sum of £9,983 is added 
£1,013 brought forward. making a total of £10,996 to be dealt 
with. The directors recommend that this amount should be appro- 
priated as follows: # 2,000 to reserve fund account; £7,920 to the 
payment of 3 per cent. dividend on the shares for the year ended 
June 30th, 1912 ; £576 to be carried forward. 


; 1911. 1912. 
Car-miles run М е .. 1,039,885 1.060.459 
Passengers carried ч .. 8,490,019 8,817,958 
Earnings per c. xi. . x 8:28 8:39 
Expenses per с.м. i 9 5'65 5:50 
Earnings per passenger hos 0:99 0-97 


Mr. George M. Chamberlin, the representative of the City of 
Norwich. retired, and the directors proposed to reappoint him, 
subject to the approval of the Corporation of Norwich. 


The sixteenth annual general meeting was held on October 31st, 
at 8, Crosby Square, E. C., Baron E. B. d' Erlanger presiding. 

The CHAIRMAN, in proposing the adoption of the above report, 
said he was pleased to say that the accounts showed some improve- 
ment over those for the preceding year. There was an increase in 
the gross receipts of £1,069, and a decrease in the expenditure of 
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£429, giving а net increase of profit of £1,198. He was pleased to 
say that the company’s relations with the Norwich Corporation 
continued to be of the most cordial character. The receipte for the 
portion of the year that had elapsed since the closing of the 
accounts had been considerably interfered with by the disastrous 
floods that occurred in Norwich in the summer. Notwithstanding 
that they lost a good deal of traffic during the flood period, progress 
had been made since, and the receipts for the year up to date only 
showed a falling off of £850; therefore, unless some unforeseen 
circumstances should occur, they hoped that the deficiency might 
be made up before the end of the financial year. | 

MB. E. A. HOPKINS seconded the motion, and the report was 
adopted. 


New General Traction Co.. Ltd. 


BARON EMILE B. D'ERLANGER presided on Thursday last week 
over the [6th annual meeting, held at the offices, 8, Crosley Square, 
E.C. 

The CHAIRMAN, in moving the adoption of the report (see 
ELECTRICAL REVIEW, page 629), said/that the accounts represented 
the results of 16 months’ working, but as the situation had been 
completely altered by the sale of the Coventry tramways to the 
Corporation under the arbitration award, it would be no use talking 
of the past. As to the future, after the reconstruction, the capital 
of the company was now £262,000, represented by 262,000 shares of 
Xl each, all of the same category and enjoying the same rights. 
They had already received the purchase price under the award, and 
as soon as the formalities were completed, what was left of it, after 
paying the debenture debt and other debts of the Coventry Co., 
would be paid over to the shareholders of that company—in other 
words, to the New General Traction Co. When they had got 
that money in hand, it was their intention to pay off the 
balance of the ,£80.000 4 per cent. prior lien bonds— £65,000 
—and the whole of the floating debt, and a substantial part 
of the 5 per cent. mortgage debentures. He thought the minimum 
amount of debentures they would be able to pay off would be 
460.000, so that the total capital of the company afterwards would 
be £262,000, with a debt of some £140,000 in 5 per cent. mortgage 
bonds. When they were at liberty to do so, tenders would be 
invited for those bonds, and the lowest would be accepted. In look- 
ing to the future they had to count upon their Philadelphian 
enterprise, which yielded them a fixed sum per annum, viz., 
£14,000. They would also have the dividends on their holding in 
the Norwich Tramways, which this year had yielded them £5,700, 
and they were in hopes that the yield would not be less in the 
future. They might also count upon certain dividends from their 
holding in the Douglas tramways, which would bring them in 
about £700, so that approximately they would have a total revenue 
of £20,500. From that would have to be deducted the expenses of 
the company, which were estimated at about £2,000, and 5 per cent. 
on the mortgage debentures, if there were about £140,000 of them 
in circulation, would require £7,000, so that the total deduction 
from the profits would be about £9,000, leaving about £11,500 for 
distribution. A dividend of 4 per cent, would absorb £10,480, and 
leave a small balance to be carried over. 

Мк. E. A. Ногктм= seconded the motion. 

The CHAIRMAN, in reply to a shareholder who asked for an 
explanation of an item of £1,448 appearing in the balance-sheet as 
the cost of shares in the Light Railways Syndicate, Ltd., said that 
the company had a small interest in some light railways in Essex, 
which they sold for & certain amount in cash, and they also received 
a certain number of shares, Personally, he did not think there was 
much prospect of the shares ever being of any value. 

The report was then adopted. 


German Electrical Companies, 


THE accounts of the Deutsche Elektrizitats Werke Garbe, Lahmeyer 


and (b., of Aix-la-Chapelle, show that the sum of £11,000 has been 
allocated to the depreciation fund in 1911-12, as compared with 
£8,500 in the preceding year. Including the balance forward, the 
net profits amount to £40,000, as against £38,000 in 1910-11, and 
a dividend of 5 per cent. has been declared on the share capital of 
£150,000, being the same rate as in the previous 12 months. The 
special reserve fund receives £5,000 and the dividend equalisation 
fund £15,000, as in 1910-11, leaving a balance of £12,000 to be 
carried forward. 2 

The A G. für Stichstoffdunger, of Knapsack, reports profits on 
manufacturing of 4 25,000 in the financial year comprising the six 
months ended with June, 1912, as compared with £21,000 in the 
12 months ended with 1911. After placing £9,400 to depreciation 
and making other allocations, the net. profits are returned at 
£11,900, which sum permits of the payment of a dividend for the 
six months at the rate of 6 per cent. per annum on the share capital 
of £150,000. In 1911 the share capital was reduced from £180,000 
to £120,000, in order to extinguish the deficiency incurred in 1910 
and to provide for depreciation, and it waa then raised to £150,000 
for the extension of the power plant, whilst the net profits of £87 
in 1911 were carried forward, The directors’ report states that the 
production of sulphate of ammonia in the first six months of the 
present year yielded suitable profits, but the prices for cyanamide 
were unsatisfactory, although the conditions for carbide slightly 
improved. 

The results of the Bayerische Stickstoff Werke, of Munich, in the 
year 1911-12, which ended on May 31st, 1912, were unfavourably 
influenced by an explosion which occurred in the cyanamide 
works in June, and operations had to be suspended until the 


middle of November. During the succeeding four weeks, carbide 
alone was produced, the output of cyanamide only being able to 
be resumed in December. The low water level of the Alz caused 
through the drought in 191] also rendered it impossible to work 
at full power, and, in the circumstances, the period of produc- 
tion in the financial year only comprised 44 months. The sale of 
cyanamide in agricultural circles increased, and the extraction of 
sulphate of ammonia had been commenced, After providing for 
depreciation, losses by fire, and extinguishing the deficit brought 
forward, the accounts exhibit net profits of £123 on a share capital 
of £330,000, which. sum has been placed to a reserve fund. 

The report for 1911-12 of the Berliner Electrizitüts Werke, which 
control the supply of light and power in Berlin, states that the 
number of consumers increased by 3,744 to 36,909, and the value of 
the connections advanced by 9'8 per cent. to 226,940 KW., of which 
86,252 Kw. devolved upon lighting, 119,279 Kw. on power supply, 
and 21,409 Kw. on high-pressure current for industrial purposes. 
Including the consumption of the company's own works, the 
output amounted to 223,370,000 KW.-hours, as contrasted with 
198,030,000 Kw.-hours in the previous year. Lighting absorbed 
54,260,000 Kw.-hours, power supply 75,650,000, railways 69,850,000, 
and high-pressure supply 23,610,000 &w.-hours, as against 9,520,000 
KW.-hours in 1910-11. The maximum demand at any one time 
reached 94,570 KW., as compared with 87,685 kw. in the preceding 
year. As a consequence of the augmentation in the output for 
railway working and of high-pressure current, which at the same 
time caused a reduction in the cost of production, the 
average price realised in Berlin, after deducting local taxes, declined 
from 1536 pfennigs per KW.-hour in 1910-11, to 14°75 pfennigs 
last year. If the gross profits did not increase in the same degree 
as the number of connections and the supply of energy, the report 
states that this is due, apart from the advance:in the cost of 
materials, to the progressive participation of the industries of 
Berlin and suburbs in the purchase of current. The accounts show 
the following figures forthe past two years :— 


1911-12, 1910-11, 

Ordinary stare capital .. 82 2, 205, 000 42, 205, 000 
Preference (42: per cent.) shares ,000,000 ,000,000 
Loan debt "e d ЧЕ 2,547,500 2,873,000 
Grogs profits .. . 8 Pe m D 910,000 817,000 
Renewals fund - a se гр 28, 26,900 
Depreciation.. a we is : 238,000 222,000 
Municipal share in profits 187,000 174,000 
Net profits ; a = 517,000 529,000 
Dividend on ordinary shares... Na 264,000 961,000 

$5 $5 » ‘percent. 12 12 


The report mentions that the turbine of 20,000 kw. for the 
Oberspree station is nearly ready. and a second for the Rummelsburg 
station is in course of construction. Including balances at banks 
the accounts indicate debtors for £242,000 as compared with 
£244,000 in the previous year, whilst creditors have increased 
from £335,000 in 1910-11 to £756,000 in the past year. On the 
other hand, securities and other investments represent £1,512,000, 
as compared with £1,27%,000 in 1910-11, 


Buenos Ayres City and Suburban Tramways Co., 
Ltd.—Mr. George Kitching, the chairman, presided on Wednesday 
over an extraordinary general meeting of the shareholders of this : 
company, held at 2, Broad Street Place, E.C., when the following 
resolution, which was passed at the ordinary meeting held on 
October 18th, was confirmed asa special resolution: ''That Article 4 
of the company's articles of association be altered by deleting 
therein the figure ' 77,001" and substituting therefor the figure ‘1, 
and also by deleting therein the figure 192,000 and substituting 
therefor the figure 115, 000.“ 


STOCKS AND SHARES. 


Tuesday Evening. 


MARKETS are swayed so much from day to day by the number of 
cross-currents, that it is impossible to say there is any definite 
tendency. On Tuesday it is Austria which provides the nigger in 
the hedge ; on Friday morning the whole set of conditions may 
have been kaleidoscoped, and the considerations of the earlier part 
of the week lost in oblivion. Members of the- Stock Exchange just 
grope their way in the twilight, with little to guide them in 
answering the innumerable inquiries from clients as to what ought 
to be done in markets such as these. 

The only advice which experience knows to be correct is that 
good stocks should be held until more settled times. Even this, 
however, does not necessarily apply to such securities as Consols, 
which are overburdened by an ever-increasing volume of new 
competing issues. In the electrical markets, however, quotations, 
as a rule. are well held, and excitement is confined to an extremely 
limited circle. | - | 

One of these circles is that for Underground Railway stocks; the 
temptation to descend to an extremely obvious pun must be man- 
fully resisted. Metropolitans have fluctuated violently. From 52; 
the price jumped to 553, and after receding a little, it finishes with 
a rise of 21 on the week. Districts are quieter, and of late the 
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speculation in them has died down considerably, but Underground 


Electric Railways spurted, the Ordinary shares rising to 4, while the 
le. shares advanced to 138, The reason for the Metropolitan's 
acquisition of the Great Northern and City Company remains a 
cause of much perplexity and curiosity. Notbing has transpired to 
account for this deal at present. Rumours of the Midland taking 
decisive action brought about a jump of 2 points in City and South 
London Ordinary, but theimprovement did not last. Great Northern 
and City Preferred remain at 23. East Londons cased off to 81 before 
rallying to 93. Central London Ordinary and Deferred are both a 
little better. 

No improvement bas occurred in British Flectric Traction issues 
—in fact, the 7 per cent. Preference stock is down another point. 


London United Tramways Debenture after being better, eased off . 


again; the Preference kept steady at 5; middle, and expectation is 
keen as to the announcement which is looked for with reference to 
some kind of working agreement between this Company, the Metro- 
politan Electric Tramways, and the London County Council. 

Liquidation in other parts of the House brought a few sellers 
into the English Electricity Supply market, with the result that 
three or four falls have occurred. The principal is a drop of 10s, in 
City of London Preference ; the Ordinary retain their comparative 
steadiness at 17. Counties, however, are 1 easier at 114. Chelseas 
again shed 1, and Metropolitans are an equal fraction lower at 31. 
In consequence of this, the yield on the last-named company's 
Ordinary shares is now the level 5 per cent. The dulness of the 
market during the past two or three weeks affords some evidence 
that the recent attempt to make capital out of a possible amalgama- 
tion or working agreement between the various companies, local 
authorities and others was at least ill-timed ; for, as we ventured 
to observe last month, the information is at all events premature. 
Those who bought shares on the anticipation of early and sub- 
stantial advances in prices must be somewhat disappointed. . 

The Colonial and Foreign group of supply and power under- 
takings has not attracted much attention. Good stock is scarce, 
as may be exemplified by reference to an order given the other day 
toa broker for the purchase of River Plate Debenture stock, an 
order which the broker had to return because he was unable to find 
any on offer. River Plate Preference, by the way, is ez dividend, 
and the price is 3 pointa lower in consequence. Northern Light 
and Power bonds are also quoted ex dividend, the distribution tak ing 
the shape of deferred interest warrants, as before. The Mexican 
issues are quietly steady, with two or three rises to their credit. 
Monterey Fives recovered 4. Mexican’ Light and Power Common 
gained J, and the three bond issues of the Mexican Light and 
Mexico Tramways Companies are all harder. On the otber hand, 
. Mexico Tramways Common shares fell 2, the market being in- 
fluenced by depression in Brazilian Traction shares, which have 
given way by reason of selling from Paris and Brussels. British 
Columbia descriptions moved up on Monday last, the 5 per cent. 
Preference stock putting on 14, and the Deferred stock rising 2. 
Rio Trams, Montreals, and Shawinigans are comparatively steady, 
though the last.named seems to come on offer as Boon as buyers 
make their appearance. A good rise has been secured by Toronto 
Power 44 per cent. Debenture stock, which at 100J is 3 up, and the 
honour is shared by Canadian General Electric Common with & 
similar gain at 120. 

National Telephone Deferred is still on the sliding scale, the 
price falling back to 153, which is some 10 points below the highest 
touched recently. Probably some of the stock which has come to 
market during the last fortnight is for account of weak holders 
forced to realise, because people who profess to have an intimate 
acquaintance with what is going on, maintain that the stock is 
well undervalued at 160. Still, it is not the thing which the 
cautious buyer would touch unless he knew comething of what was 
taking place behind the scenes. Marconi's, after being 54 bid, 
eased off to 54. The evidence which is being taken before the 
Select Committee of the House of Commons is declared in the 
market to be favourable to the price of the shares, but the reasoning 
which leads to this conclusion may be more clear to our readers 
than it is to us. The market position in Marconi's, as in other 


speculative shares, is a good deal clearer than was the case A week | | 


or two back: and part, at any rate, of the improvement in the 
price of the shares is simply the reault of bear purchases. 

Success attended the issue of the £60,000 6 per cent. Debentures 
offered by the Indian Electric Supply and Traction Company, and 
the price in the market is 1 to2 premium. Manufacturing sbares 
as a whole are steady. Brush Second Debenture has been marked 
down 3} points. Ediecn & Swan hardened to 88. 9d., but reverted 
to 78. 6d. middle. Rubber shares remain dull on the sagging of the 
price of the raw stuff. and at this week's sales in Mincing Lane 
about a penny per pound less was obtained than was the case a 
fortnight ago. 


Grassington Electric Supply €o.—At the annual 
meeting held at Grassington last week, Mr. C. E. Lowcock, chair- 
man, presiding, the accounts for the year ended August 318, 
showed that the revenue from light supplied was £164. It was 
reported tbat a considerable extension of plant had been made during 
the year, and arrangements had been made with the Linton Mills 
Estates Co. on favourable terms for the acquisition of additional 
power, not only for present needs, but for extensions. 


Edmundson's Electricity Corporation. Ltd.—The 
petition for the confirmation of the reduction of the capital from 


£800,000 to £610,000, is to be heard by Mr. Justice Neville on Tuesday 
next, November 12th. 


MARKET QUOTATIONS. 


ÍT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and may vary according to quantities and other circumstances, 


Wednesday, November 6th. 


* . Latest Fortnight's 
CHEMICALS, &c. Price. Ino, or Dec 
a Acid, Hydrochloric . percwt. 5J- ee 
a " Nitric ee oe ee ec [T] 22J. oe 
a m Oxalie oe ee „ per lb. 23d. 
а „ Sulphuric ss per cwt, 6/6 
a Ammoniac Sal 42/- 
a Ammonia, Muriate (large crystal) per ton £29 10 А 
а Bleaching powder . - " £5 10 is 
а Bisulphideof Carbon я ш £18 sė 
a Borax. zs oa 2s i 216 10 oe 
a Copper Sulphate "T ` T i £26 - 
a Lead, Nitrate aie "s " £29 10 £3 inc 
- » White Sugar M ‘a £26 10 ee 
4, Peroxide .. 895 és В #82 к 
м Methylated Spirit . per gal. 2/6 ee 
a Potassium, Bichromate, in casks per lb. за. ee 
a Potash, Caustic (88/90 o$) per ton £22 10 Si 
а » Chlorate .. es per lb. . ee 
» Perchlorate А T 49d. а= 
= Potassium, Cyanide (98/100 90).. 5s 73d. T 
(for mining purposes only) 
a Shellac ee per cwt, 707 . 
a Bulphate of Magnesia .. per ton £4 10 ee 
a 8ulphur, Sublimed LIONS vx 10 £6 10 è 
= " ко ; «5 ii 0 "P 
(X) i оа 
A Soda, ёш white юа * E М - 2106 Ps 
> » Chlorate we .. per lb. . xw 
» Crystals ais .. рег ton 8 iis 
m Bodium Bichromate, casks ee per lb. 8d. ee 
| METALS, &c, 
b Aluminium Ingots, in ton lots .. per ton £85 
b ^" Wire, in ton lots .. = 4112 ane 
b Bheet, in ton lots - i £120 - 
р Babbitt’s metal ingots .. S £88 to £145 т» 
c Brass (rolled metal T to 19^ basis) per lb. эа. i 
€ „ Tube (brazed) ; $ “ 1144. i» 
€ „ » (solid drawn) zx » vad. КЕ 
€ „„ Wire, basis ея 2 6 = Yad. a 
c Copper Tubes (brazed) .. ae и 10а. m 
с ji „ (solid drawn) .. E 1144. Е 
g и Ва ен ж .. per ton 2 £92 El inc 
8€ n Ex 85 £n £1 ine 
E n Rod. "m n £92 El inc 
d » (Electrolytio) Bara te ” £82 s. 
d м » ae " £99 oe 
d н н , Rode СЕ m £87 oe 
d „ а ВС Wire per lb. 10f.d. " 
f Ebonite Rod pO "щи мш HR 0/8 " 
f [1] Bheet ee ee » 4/9 ee 
n German Bilver Wire 5 T » 1/10 А 
h Gutta-percha, fine. е вә " ay as 
& India- rubber, Para fine .. н 413% d. dec. 
i Iron Pig (Cleveland warrants) . per ton 66/9 d, inc. 
1 „ Wire, galv, No. 8, P. * qual, Т &14 ae 
g Lead, English Pig.. i ss NL: £18 15 17/6 dec. 
m Manganin Wire No. 98 . x .. per lb 96 sa 
f Merc .. per bot. #71 12 6 7/6 dec. 
е Z Mica d otiginal cases) small .. per lb. 6d. to 8e. «s 
м А »" " mecum " 8/6 to 6/- 
" large .. ЕА - 49/6 to 1j nS 
= Phosphor Bronze, plain castings P па. oe 
2 * » rolled bars & rods ü n ee 
м » rolled strip & sheet á T 
5 Platinum M ie .. рег os. 1 oe 
d Silicium Bronse Wire s .. per lb. 115d. 


Steel, Magnet, in bars. "s | E 
s Tin, Block (English) 5% $a £231 дес. 


Wire, Nos. 1 016 ..  .. per ib; 9/8 14. іпс 
p White Anti-friction Metals .. Рег ton &45 to £150 A 
È Zino, ВЪН (ViellleMonsegnebnd.) „ 201 12 6 


Quotations supplied by— 


a G. Boor & Oo. J Bolling & оч» 
b The British Aluminium Oo., Lid. k Morris Ashby, Ltd. 
c Thos. Bolton & Sons А 1 Richard Johnson & Nephew, Ltd, 
d Frederick Smith & бо, V, F. Glover & o., Lad, 
F. Wiggins & Sons. n P. Ormiston & Sons 
f Indis-Rubber, Gutta-Peroha and М Johneon, Matthey & Oo., Lid 
ar h Works Oo.; 1448. 
fiu F ow. F. Dennis & Oo, 
Edward Till & 


Prospectuses. — The Indian Electric’ Supply and 


Traction Ch., Ltd.—The list closed on Wednesday in an offer 
of £60,000 6 per cent. debentures at 91 per cent. The proceeds 
will be applied first in paying off an existing issue of £48,296 of 


6 per cent. debenture stock, thus freeing the company’s assets from 
all existing charges. ! 

Merico Tramways Со. —16 is announced that for the purposes of 
providing funds for extensions to the tramway system, for 
advances to subsidiary companies in connection with the develop- 
mente of their plante and business, and for repaying temporary 
loans, and for other purposes, the board have decided to offer for 
subscription at par, the balance remaining unissued of the share 
capital of the company, viz., 35,000 shares of $100 each. 


West African Telegraph Co, Ltd.—The directors 


have declared an interim dividend at the rate of 4 per cent. per 
annum for the six months ended at June 30th. 
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Guar, Deb, 


Charing Cross, West End & City | 


Do, 44 % Cum. Pref.. 


Do, “City Undertaking 1) | 
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44 % Cum. Pref 


Do. 44% aes 
City of London, Ord, 

Do, 6 % Cum. Pref, 

Do. 56% Deb. .. 

"Do. 44 % Second Deb. 
County of London, Ord... 

Do. 6% Pref, .. 

Do. 4 & Deb. 

Do, Second Deb. 
Ed mundson's, Ord. ee 

JO; 6 % Cum, Pret, .. s 
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Kensington & Knightabridge, Ord | 


Do, 4% Deb. .. T 
Kent leo. Power, 44 96 Deb. T 
London Electric, Ord. T 
Do, : Pref. .. 
Do, First Mort, Deb. 
үү {ап 


Cum, Pret. . 
First Mort. Deb. . 
Mort, Deb. . 
EE lectrio Corporation 
44 % First Mort. Deb. 
Newoastle-on-Tyne 5 % Pref., 


| North жес litan Power Вир- 


] Mortgages (Red.) 
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| Notting Hill, 6 % Non-Cum. 


Pref, 
Oxford 
St. James’ and Pall Mall, Ord. 
Do, 7% Pref. .. * 


| 96 

Smithfle d Markets, Ord, 
South London, Ord. T es | 
Do, 596 First Mort. Deb. .. 


кшз Metropolitan, 7 96 Pref.. 
Do. ra г Да First Deb, Stock 


| Urban, 


Do, 696 Cum, Pref, 25 

Do. 44 % First Mort. Deb. . 
Westminster, Ord, ee 

Do, 44% Gum. Prei. 
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Non-Cum, Jj; | 
| 
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Adelaide, 6 % Pret, 25 
Ord. 


cutta, zm —— .. 

А 6 6 Pref. А 
Calgary 82 lst Mort. Bds. 

* Com. T 


Cordobe PR Power and F., Ord, 


wine. Nd. P. “ot Cochabamba, | | 100 
6 


Bonds 


Bleo. Supply Victoria, б % 525. 100 


Mort. Deb 


Elec. Dev, Ontario, 5 zu $500 | 


Mort. Bonds 
Kalgoorlie Bleo. P. and L., Ord. 
Do. кашында Pref. 


Mad 
Melbourne Ота, o6 let Mort. Deb. 

Mexican El. LG, 695 1st M. Bas. 
Mexican Lt. & Power, Common 


Do. 43% Cum. Pret. . 
Do 4 Ist Mort. Gold Bds, 


Amason bo Deb. Red. : oe 
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Do ri 
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1] a— 
Me А oi" 
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Monterey Rly. Light & Power 
б '}| 100 


96 1st Mort. Deb 
Montreal, Lt., H. and Power .. 


Northern, Lt., Power and — 


5 % 1st Mort. Bonds 

River Plate, Ord. ё 

Do, 6 % Non- Cur. Pref, bo 
Do. 5 % Deb. Stock 


| Roy. Elec, Co., Montreal, 44 b) | 


Ist Mort. De 
Bhawinigan Water, Capital 
Do. 6 % Con, lst Mort. aa 
Do. 44 % Per. Deb. 


| Toronto Power, 4 % Deb. e 
Vera Cruz Lt., P. and T., 5 } 


1st Mort. Deb, 
Victoria Falls Power, Pref. 


| West Kootenay Power and Lt.) 


lat Mort, 6 % Gold 


TELEGRAPH AND TELEPHONE COMPANIES. 


Monte Mag: Telephone, Ord. .. 
Do. Pref. ee ee ee 
National elephone mE 
New York Telep. ps cod Beo. Bands. 
Oriental Tel elep. ( ене ee 
Do. Bod. "a 1 m e 
Pacific uropean Te 
Guar. Bete.) 
Reuter's  .. 
Submarine Cables Trust 


Telephone Co. of Кеть ag) 


United River Plate Telephone 
Do Cum. Pref. .. ке 


. 596 А 
West Coast of шов es 


Do. 4 * SI. 1,500) 


guar. by Bras. Bub. 
West India and Panama Teleg. 
Do. 6 1st Pref 


Е 48 eb. .. - P 
Western Union 44 % Fdg. Bonds 
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44 | 4 
NUM oi 
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43 | 
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| 
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SHARE LIST OF ELECTRICAL COMPANIES.—(Oontinued.) 
ELECTRIC RAILWAYS AND TRAMWAYS.—HONE. 


— — —— — vv— — — — — — € Ó—À — — ——ũö— — — — — — 


| { 
Btock | | Closing | Rise Present | Stock | Closing Rise | Present 
NAME, or — Quotations | + or Yield NAMB, | Dividends! Quotations |+ or Yield 
Share. P | Nov.5th. Fall] p. o. Share. | Nov. 5th. Tan p. o. 
= | 
| P 
1911. 1912 | £8. d. 1911. 1912. m" £ 8. d. 
Bath Trams, Pref. Ord, .. ee 1 | NU | Nil | — th = Nil | Metropolitan Railway Consol... | 100 | 11| 1} 55 — 554 +24 219 1 
Da, BO Prk. „ 25 t4 815 ls 3X-— 3851 106 8 11. Du. Ba lus Lands se .. | 10 | 24| 284] 63 — 65 447 
Do. dà xDeb.. .. „„ | 100 | 4 | 4| 76—681 | .. 1511 1 Do, Deb, "E ow | 84| 81— 89 B 16 11 
Brit. Elec. Trac., 6% Pref. ..| 100 | .. | .. | 114— 133 Ps | Do, % Pref. . * so | 106 ! | 84 — 86 415 
Do. Do. Deferred .. | 100 ; e|] 5 — 7 1 | Do. 8 26 Con. Pref. „. .. | 100 | 85 84 — 86 416 
Do. Do. 6% Cum,Pr'f. | 100 | 6 | 6 89 — 99 | oo [010 6 енор itan Distriot Ота, - 100 | Nil | Ni 89 — 391 Hi + Nil 
Do. 7% Non-Cum. Pr'f. 100 бә .. | R6 — 89 S 1.5.3 Do. 6% Deb. А is 100 | 6 6 |141 —143 4 4.0 
Do. 5% Perp. Deb. 100 | 5 Б 90 — 94 i DIE Do. 4% Deb. .. h si 100 114 94 — 96 | 434 
Do. 44 % 2nd Deb. 4 100 KN Bl ха! >. 6 7 2 Do. 4% Prior Lien .. - 100 4 4 97 —99 xd 4 010 
Central London BAUM Ord. 100 В Bi 18 — 75 | +1 400 Do. 44 % First Pref, ә 100 43 4 87 — 90 +1 | 504 
Do, Pref, Р 100 | 4 4 88 — 85 1 414 2 | Do. 96 Gtd. | 100 | 84 75 — 77 | 41 0 
Do. Def.. T T s» | 100 2 d 72 — 74 (11214 1 Metropolitan Elec. » Trams, Ord, 1 6| 5t| 1là— 13 416 0 
Do. 4% Deb. aa | 100 | 4 | 4 | 100 —102 „ DEI Ё Do. Def... 2 ате" 7% 1 INI |.. — 9 | Nil 
City & Bouth London, Ord, ..| 100 18 14!) 42 — 43 „ 15.4 0 Do. 5% Pref. IE XP. 28— 3 510 8 
Do. 5 % Pref., 189] .. oe | 100 | B b | 107 —109 “Е 411 9 Do. 44 % Deb. 100 44| 44| 95 — 97 ў | 412 9. 
Do, Do. 1896 .. ..| 100 b b 106 —108 | 412 7 | Do. 6% Deb. " - 100 5 5 96 — 99 ^ 5.1 0 
Do, Do. „ 100 (| Б Б | 106 —108 +1 |412 7 Potteris, Ordi sce San Os 1 Bà | .. — i1 — | ~ 
Do. Do. 1908 .. ..| 100 5 5 | 106 —108 +2 |412 7 | Do. 56% Pref. .. ee бе") 1 b b i4— #8 S 1619 0 
Do. 49 Deb. .. 10 < 4 | 97 —99 xà 4 0 10 Do. 44% Deb. . ioo | 4| @| 87 — | .. воо 
Dublin United Trams, 6% Pref. 10 | 6 6 2 — 13 | .. } 412 4 || South Metro. Trams, 6% Pref. 1 BI uu H— 04 11786 
Great Northern & City, Рг. Ord 10 Nil Nil| 91— 923 | .. | Ni || Do. 4% Deb. 10 | 4 | € 6 1 25 L ut 
Hastings Trams, 6 % Pret. 50 1 6 61 M— 88 | 8 6 8 Underground Elec. Railways 10 se^ | và 94 — 44 | + i Nil 
Do. 1} % Deb. .. 100 | 44 43 69 — 74 | 6 1 7 Do, "A" | 1- ant 33 — 35 > | ve 
Isle of Thanet Trams, БО Pref, B А us 21 23 411 0 Do, 44% Bonds * 6% 100 4 | 44 | 99 —101 г 1491 
Do. 4% Deb. 100 | < 1 | 77 — 82 417 7 Do. 69% Income | 100 | 14| 42 81 — 89 at ae 
Lancashire United, B% Deb. 100 5 5 Bl — 88 | .. |6 0 6 || Yorkshire adea Riding) Ord. 5 | Nil | an Ў d | Nil 
London Elec. Railw' y8,4 95 Deb. 100 4 | 4 95 — 97 | ae 4S 6 Do. 6%P T b 8 | 2i— BE . 149 2 
London United Trams, ee 10 | Nil 54— 58 be A Do. 44% Deb, ee T ee | 100 44 | 44 | 79 — 83 „ 6 8 6 
| | | | 
| | | 
| | | | , 
| | | | 
| | 
| | | 
ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOREIGN. 
Anglo-Arg. cr alae és b 6 4i— 53 . |5 7 4 || La Plata Elec. Trins, Ord. - 1 | Nil] .. | i Я s 
Do. and Pref, [37 ee @e b ef H at 448 — $ 5 17 4 Do. Pref. ee ee [x 1 6 ee сте 1 ee 6 0 0 
Do. 4% Deb. ee e. | 100 4 4 9 .. | 4 5 7 || Lisbon Elec. Trams, Ord. s 1 6 6+ — Iz du. | 416 0 
Do. 44 Deb. ee ee ee 100 & 44 99 —101 ee 4 9 1 Do. 6 Pref. eo ee ee i 6 6 1 — ii oe 4 16 0 
Do. 6 Deb. 1 100 b b 99 —101 ee 4 19 0 Do. 5 Deb. ee 100 6 6 98 — 97 eo b 8 1 
Aucklan oe Y Deb. . 100 6 b —1053 eo 4 14 9 Madras E ео. Tr. ( va Deb. oe 100 5 b А 100 — 109 ee 4 18 0 
Bombay Elec. 8. & Pref. 10 6 6 11{— 12 . |6 0 0 || Manaos Trams & прев 100 6 6 91 — 94 1565 
Do. Deb... .. .|10|4|4€4 —100 . [410 0| Manila Elec. R. und Ltg., Bonds 81000 8 | 5 1003—10 | .. 417 
e Invt., TP b 8 81 7 .— era . 5 9 5 Do. Gen. Con. 6 % Bonds .. 5» b b 95 — 97 + 6 81 
Do. РАС Det ae m ee 5 b 5 44— xd| .. |415 8 Do. Bonds. ..| 100 6 6 97 —100 + 600 
е Deb. ee ee ee 100 44 44 1004 —1 Б 4 1 0 Рага Elec. Rlys. & Lt., Ord. ee b 10 10+ 1 a” 79, oe 6 19 5 
B. Colum leo. Riy., Def. 0o 100 8 oe 144 «149 +3 5 7 5 Do, 6 Pref. ee ae eo 6 6 6 — ee 6 9 J 
Do. е * ов ee ee 100 6 6 116 — 120 + { b 0 0 Do. b 1st Deb. e eo 100 b 5 99 —101 ee 4 19 0 
Do. L. ‚| 100 6 5 | 106 —109 +141411 9 || Perth (W. A.) Elec. Tr., Ord. .. 1 b 51 là 18 .. | 1:16 4 
Do. 1st Mort. Deb. ee 98 —101 ee 4 9 1 Do. 6 18%. Deb. ee ee 100 6 b 99 — 102 ee 4 18 0 
А Vancouver Deb. .. | 100 108 —105 .. | 4 6 9 | Rangoon El. Tr. & Sup., Pref... 5 | 6 | 6 — 6 15 00 
Do. Con. Deb. .. ..| 100 4 41 | 101 —108 o | 4 2 6 Do. eee -- | 100 43 9 99 —101 —2 |4 9 1 
Oaloutta © oo T b 7 5 6 — 6 5 7 8 || Rio de Janeiro Tramm .. | $100 | 5 61 | 145 —155 1989490 
Do, 6% Prei. re b b 5 4t— 54 . 1416 5 Do. 1st Mort. 596 Bonds .. T 5 6 | 1004—1094 ee 1417 7. 
„ & . o oe ..| 100 4 44 | 99 —102 . |4 8 8 Do. 6 % Mort. ..| 100 5 | -5 96 — 98 35 2 0 
Саре Bl o Trams  .. $ 1 82 — li въ T: Bao Paulo m, Lt. and Р, .. $100 10 | 10+ | 255 —265 . |315 6 
City Buenos Aires Trams (1904) b 5 51 1 . 4 611 Do. e s .. | $500 | 5 | 5 | 102 —104 414 4 
4 E oo . | 100 b 6 99 —102 .. | 418 0 || Singapore Trams, 5 ..| 100 b 5 82 — 85 .. |517 8 
Colombo ео. Tr.&Lt.,5%Deb.| 100 | 6 | 5 | 93—97xd| .. |6 £ 1 | Southern El. Tr. B. L. 85 b Deb. 180 6 | 6 | 96 — 8e — 1620 
Havana Eleo. Rly., 5 % Bonds 81000 5 5 99 —108 .. |417 1 || Un. leo, Trams Monte’ ideo .. b 1 EN 66— 1614 8 
Kalgoorlie Elec. Tramm 1 |Ni| .. oe Nil Do. 6% Pref. .. .. .. 5 | 6 T 5 — 46 91 
Do. 64 B Deb, es / e» | 100 b b — 91 . 1510 0 Do. 6% 1st Deb. 100 b 5 99 —102xd | .. | 418 0 
Do. 656 BDeb. eo ә» | 100 6 B 85 — 48 РА M Winnipeg Heo. Riy., A b Deb. 100 “| 44 | 101 —108 o 4475 
те то CD rr 
MANUFACTURING COMPANIES. 
Aron, Ord. ә ө ee ee ee 1 6 oe eo 8 0 0 Crompton & Oo. ee ee ee 8 Nil ee — ü Nl 
Do. 6% t. ee ee ee 1 6 6 1. ee 1 1 B Do. Deb... өө ee ee 100 6 5 66 — 66 7 11 6 
Babcock & Wilcox oo ә» 1 |28 |14} — .. |4 6 2 Dick, Kerr .. .. «2 .. 1 6 | Nil — 8 i 
Pref. ee ee 1 6 6 17 1 eo 8 16 10 . Pref. ee ee 0 0 1 6 6 1— Š 6 g 0 
British Aluminium, Ord. | 1 Nn. g— da |. is Do. Deb. ‚| 100 | 4| @| 9t —100 410 0 
Do, 6 % Cum. Pref. .. 1 [Ni]: i- pe 4 Swan, A 48 paid. 6 | м .. i- М Nil 
Do. 5 4 Prior Lien Debs... | 100 | 6 | 6 | 92— 95 . |6 8 2 Do. y pala eoe о] Б ||... | 1 2 Nil 
Do. Deb. Stk. ee ee 100 5 6 86 — 80 ee 5 12 4 Do. 4 b. eo ee ee 100 4 4 А — 69 5 16 0 
B. 1. & Helsby Cables oe oe 5 10 8} 7ъ— 8 . |6 5 0 Do. 596 Second Deb. ee | 100 b b 72 — 75 618 4 
Do. Pref, ее ee ee 6 6 6 b5j— 68 ee 4 14 1 Electric nstruotion ee ee 3 94 83 — 1 1 10 0 
Do. Deb... 100 102 —104 ee 4 6 q Do. Pref. "e oe oe 3 1 1 1 2 7 0 0 
British Thomson. Houston, Deb. | 100 4 94 — 96 . |418 9 || Greenwood & Batley, Pref. .. 10 1 1 8 8 6 8 
British Westinghouse, Pret. ee 8 N N 3— 3 ec Nil Do. Deb... ee ee ee 100 b b 92 =v. 94 6 1 2 
Do. Deb... а T ee | 100 4 4 60 —68 | .. |6 7 0 | General Electrio, Pret, .. ee 10 6 5 10 — 11 T 
Б” 6 ler, Ord T es 2 8 6 100 “a ee | 5 Mi 6 He 32 ee oe - i 15 A n — 122 1 i : 
"e ey, 9 ee өө ee ee е * ee р e ey B, е ee ee ee aa 
Do. "Bret: ee ee 1 өө ee 4/6 —5/- ee Nil 0 Pref. ee eo о де 6 4 4 ap бум 4 9 0 
вт Pret. . ее oe 3 Nil Nil 0 — i ee. Nil Do. Deb... ee ee 100 ] —104 4 6 1 
Do. Prior Lien Deb. ..| 100 5 6 75 — 80 . |6 6 0 eee G.&T. .. - 10 T pa 11 Va 
Do. 1 Seco T T e. | 100 4 47 — 52 .. |818 2 Do. Pret. "m 10 6 6 1 4 7 
Do. Second Deb. е. | 100 B9 — 86 —84 |12 10 0 || Telegra Construction. . S 19 173 6t 84 — 86 1618 4 
Callender’s Cable. T č Б |15 |10t | 10 l1xd| .. 1616 4 Do. TT ee ee 6. | 100 4 4 98 —100 400 
Do, Fref. es э» өө 5 b б — . |417 7 | Willans@ Robinson .. .. 1 | Nil| .. С i | Ni: 
» Deb... T ee .» | 100 &% 4 —101 - |4 8 8 Do. Pref, ee oe ee 5 | Nij .. 1 Nil 
Castner-Kellner ee ee ee 1 20 16 8 — ee 5 8 1 Do, Deb... oe 0 0 ee 100 4 4 58 — 60 6 18 
Do. Deb... ee ee ев 100 44 & 105 —108 ae 4 8 4 ` 


* Unless otherwise stated, all shares are fully paid, + Interim dividend. 
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Bank rate of Discount 5 per cent., October 17th, 1912. 
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‘METAL MARKET. 
Fluctuations in October. ;* 


SPELTER (G.O.B's.). 
Ост. 19 3 4 7 8 9 101114151617 18212223242528293031 


8 

un ae ——1— 

i 58858582875 
. 


LEAD (ENGLISH). 


Oct.123 4789 101114 1516171821 22232425 28293031 
£25 


IRON. 


20 TIN. 


° COPPER (G.M.B's.). 


pp. 23478 9 10111415161718212223242528293031 


79 LL. 
тв М2 
T 
77 BE 
76 — 
74 T 
ЕЕ 

ЕЕЕ 
ES 


Dundee Electric Lighting.—In connection with the 
recently authorised extension of equipment for the local power 
stations, the Electricity Committee of the T.C. have agreed to Mr. 
Nairn, the convener, and Mr. Richardson, the engineer, visiting 
various electricity stations and manufacturers’ works throughout 
the country. London, Manchester, Sheffield, and possibly Rugby, 
will be visited by the deputation. 


SWEDISH EXPORTS OF ELECTRICAL 
GOODS. 


THE following statistics of the exports of electrical and similar 
goods from Sweden in 1910 are very interesting as revealing a con- 
tinuance of the development of the Swedish manufacturing 
position ; figures for 1910 are given for purposes of comparison, 
and notes of increases or decreases have been added :— 


Elect ric incandescent la mps.— 


To Finland awe 
„ Russia s 
» Denmark 

„ Germany “ee 
» Great Britain ... 
„ Argentina ssi 
» Other countries 


Total 


Dynamos and parte thereof. 


To Norway 

„ Finland 
„Russia ee 
„ Germany ЗА 
„ Great Britain 
„ Spain 

„ Australia 

„ Canada vi 
„ Other countries 


Total 


1909. 


Kronor. 


30,000 
51,000 
18,000 
11,000 
33,000 
38,000 
21,000 


202,000 


183,000 
«0,000 
56,000 
36,000 
27,000 
26,000 
43,000 

182,000 
94,000 


727,000 


Electric motors and parts thereof.— 


To Norway 

» Finland 

„ Denmark 25 
» Great Britain ... 
„ Spain 

» Brazil ... 

„ Argentina 

» Other countries 


К Total 


t 


Transformers and parts thereuf.— 


To Norway dss 
„ Russia ... А 
„ Denmark 

» lisi 

„ Canada. 

„ Mexico - 
» Other countries 


Total | 


Telephone instruments,— 


To Norway 

» Finland 

„ Russia 

„ Denmark 

„ Holland site 
» Great Britain ... 
» Mexico ... эз 
» Other oountries 


Total 


Petroleum and benzine motors,— 


To Norway... eos 


» Finland 

„ Russia 

„ Denmark 

„ Germany 

„ Holland wee 

„ Great Britain 

„ Italy 

„ Austria... ; 

„ Other countries. 
Total: 

Tur bines.— 

To Finland... 

» Great Britain 

9 Canada ео еге 

» Other countries 
Total 

Cranes, &c.— 

To Finland.. 

„ Russia. $a 

» Other countries 
Total 


2.000 
19,000 
1,000 
59,000 
5,000 


43,000 
92,000 


221,000 


6,000 


11,000 
1,000 


15,000 


51,000 
236,000 
719,000 
595,000 

65,000 
794,000 


138,000 


2,598,000 


359,000 
170,000 


1,808,000 


86,000 
258,000 
64,000 


` 18,000 


162,000 
130,000 
146,000 


3,201,000 


42,000 

1,000 
11,000 
18,000 


72,000 


26 000 
9,000 
62,000 


97,000 


1910. 


Kronor. 


31,000 
106,000 
33,000 
47,000 
22,000 
26,000 
16,000 


281,000 


564,000 
149,000 
53,000 
39,000 
93,000 
63,000 
113,000 
127,000 


32,000 


1,233,000 


302,000 
27,000 
61,000 

119,000 
20,000 
29,000 
77,000 
37,000 


672,000 


75,000 
15,000 
33,000 
37,000 
200,000 


392,000 


77,000 
279,000 


1,372,000 


224,000 
160,000 


1,933,000 


116,000 
54,000 


4,215,000 


477,000 
244,000 


2,527,000 


206,000 
461,000 
292,000 
190,000 
150,000 


346,000 


283,000 


5,176,000 


41,000 
72,000 
236,000 
31,000 


380,000 


58.000 
186,000 
66,000 


310,000 


+ +++++++ 


Increase or 
decrease. 


|+++++++ + |, tette][ ++ + 


+ 


+] +++ 


Kronor. 


55,000 
15,000 
36,000 
11,000 
12,000 

5,000 


19,000 


РА 


381,000 
69,000 
3,000 
3,000 
66,000 
37,000 
70,000 
55,000 
62,000 


506,000 


300,000 
8,000 
60,000 
60,000 
15,000 
29,000 
34,000 
55,000 


451,000 


69,000 
15,000 
33,000 
37,000 
189,000 
19,000 
12,000 


26,000 
43,000 
653,000 
871,000 
95,000 


+ 1,139,000 


+ 


—— 


116,000 
84,000 


+ 1,617,000 


+ 
+ 
+ 
+ 
+ 
+ 
+ 


118,000 

74,000 
719,000 
120,000 
208,000 
228,000 
172,000 


— : 12,000 


+ 
+ 


216,000 
137,000 


+ 1,975,000 


+ 


+ +++ + $4 


1,000 
71,000 
225,000 
13,000 


308,000 


32,000 
177,000 
4,000 


213,000 


— 22. m ла. ањ . 


————————À——Á— /— IP /D—  — Ó————————————————————————  J—————ÁÓ—Á I? QUÉ ныр, 


THE ELECTRICAL REVIEW. ([Vol.71. No. 1,824, Котиба 8, 112. 


r———————————————-——————————————————————————— M —— C — —— ЬН 


764 


Increase or 
1909. 1910. Increase o 
Kronor. Kronor, Kronor. 
Copper wire covered with tertiie threads,— 
To Russia ... 62,000 207,000 + 145,000 
ET Denmark 101,000 131,000 + 30,000 
» Great Britain ... 99,000 96,000 — 3,000 
„ Other countries sss 84,000 22,000 — 12,000 
Total > 296,000 456,000 + 160,000 
Steam engines, — 
To Russia .. E 177,000 365,000 + 188.000 
„ Denmark Ves 62,000 26,000 -- 86,000 
„ Argentina - - 23.000 + 23,000 
„ Other countries 59,000 39,000 — 20,000 
Total 5 298,000 453,000 + 155,000 
Steam turhines.-— 
To Russia ... 192,000 171,000 -- 21,000 
» Finland 10,000 38,000 + 28,000 
» Holland 20,000 35,000 + 15,000 
„ Other countries T 47,000 19,000 — 28,000 
Total. 269,000 263,000 — 6,008 


Krona = ls, IId. 


PROCEEDINGS OF INSTITUTIONS. 


Institution of Electrical Engineers.—Manchester Local 
Section. 


THE inaugural address of the chairman, Mr. ARTHUR А, DAY, was 
read on Friday last by Prof. E. W. Marchant, vice-chairman, Mr. Day 
being prevented by illness from attending. Mr. Day expressed 
the hope that, during his year of office, which coincided with a 
change of policy of the Institution under new articles of associa- 
tion, the Section would increase in numbers and importance, and 
that, under the new régime, they would experience that renewed 
vitality which the alterations had been designed to effect. As 
commercial and political considerations very materially affected the 
prosperity and progress of electrical engineering, it would generally 
be admitted that the change which had taken place was in the 
right direction, and he hoped it would lead, in the immediate 
future, to an enlarged prosperity for all branches of the electrical 
industry. 

The application of electricity to everyday life was of national 
importance, inasmuch as it involved such large issues as the aboli- 
tion of the smoke nuisance in our large towns, the conservation of 
our national supply of fuel, the utilisation of waste products, and 
many other problems of a like nature. 

In making comparisons with other large industries, one was 
struck with the relatively small amount of export business done in 
English electrical machinery. This was one of the directions in 
which our Institution, in conjunction with the Government, might 
be able to help the manufacturers considerably. 

The first essential to the increased use of electricity was a cheap 
and efficient supply ; this they were now in a fair way to attain in 
large towns and cities, but notwithstanding this the increase in 
output was not advancing as it should. The main problem was 
commercial rather than technical, and it was in this connection 
that the importance of the change of their articles of association 
was shown. 

The increased use of electricity involved doing everything on a 
larger scale, from power station to publicity. 

In England there were far too many generating stations, and too 
great a variety in the types of current supplied, necessitating 
different classes of apparatus for its application. This prevented 
the manufacturer from producing in quantity, and so increased the 
cost of apparatus, and, moreover, it confused the ordinary man. 
Simplicity was undoubtedly a large commercial asset. 

With the example of the different gauges of railways and tram- 
ways before them, was it not of the utmost importance that some 
effort should be made to ensure uniformity, if not in detail, in 
main essentials? Even in smaller matters very large economies 
were to be obtained by uniformity. Mr. Watson, in his address to 
the Section in 1909, pointed out that a capital saving of £500,000 
could be obtained by the interconnecting of the electric supply 
networks of the towns just round Manchester. 

Their supply stations and networks were going to be, in the 
future, infinitely larger than they were that day, and if extensions, 
when made, were controlled by certain general considerations, and 
plant, when replaced, was similarly dealt witb, they would soon see 
a great difference, and a greater tendency to uniformity. It would 
not be necessary to aim at uniformity of the whole country on one 
system ; the system most in use in any given area would, he sup- 
posed, be generally accepted as the system for that district. 

If it were conceded that these things were desirable— viz. :— 

1. Large generating stations with large unite, &c., in the interests 
of low cost of production ; 


, 


2, Co-operation between existing systems of supply, with a view 
to economising in the cost of station plant, and also in the cost of 
distribution ; 

3. Uniformity of systems of supply as far as practicable, and at 
any rate in adjoining districte, in the interest mainly of the manu- 
facturer, but incidentally aleo of the consumer, by reason of the 
reduced cost of apparatus— 
was it not within the scope of the Institution to do anything 
towards sttaining these objects eventually, and moving in that 
direction now ? 

He suggested that committees should be formed of members of 
the Institution representing each interest involved, viz, supply 
authorities, manufacturers, contractors and the commercial com. 
munity. Tbey would obtain all information necessary for a 
thorough consideration of the question in the area they were 
appointed to inquire into, and would recommend the liner on which 
existing supply authorities ehould extend, and so on to a main 
committee, consisting of delegates from the sectional committees, 
who would consider and revise the whole of the recommendations, 
if necessary. Having through these Committees obtained the lines 
on which progress should be made, the Institution could approach 
the Government of the day, and seeing that the movement would be 
in the interests of all concerned and also in the interests of national 
economy and system instead of chaos, he saw no reason why the 
eaid Committee should not be allowed to co-operate with the Bosrd 
of Trade and the Local Government Board, as these Government 
departments were important factors in the etarting or extending 
of any supply undertaking, and would be able to influence ооп. 
siderably the type of supply started or extended. 

The whole process would be gradual, sand would be intended to 
prevent the extension of the present want of uniformity and 
cohesion between systems rather than the enforcement of any 
particular system. 

It was essential that the Institution shquld be recognised more 
by the Government departments and taken more into tneir con- 
fidence. Without the assistance of the Government it would be 
practically impossible to carry out such a scheme ae was suggested 
by Mr. Ferranti. Before such a scheme oould be carried out it 
would be necessary, for example, to have compulsory powers for 
obtaining wayleaves ; in the case of other interests such as rail- 
ways and canals, it was recognised that private interests must, 
under proper regulations, take a secondary place, and the same 
principle ought to be recognised where energy was transmitted 
instead of goods and passengers. 

Those who had had the responsibility of maintaining the con- 
tinuity of electric supply during the past 12 months or so, had had 
brought home to them more forcibly than ever before the 
importance of electric supply to the community ; and how much 
more important would it become in the case of the larger schemes 
foreshadowed. It would, indeed, be a matter of national concern. 
The Government seemed to realise the seriousness of the position 
judging by the anxious inquiries which they made during the 
strike as to bow long the public supply was able to last. It 
seemed, therefore, a proper time to put forward a plea for a greater 
amount of co-operation with the Government. The danger was 
that, the cause of anxiety having for the time being more or less 
ceased, the matter would be shelved, and the obvious lessons to be 
derived from the strike lost sight of. | 

It should be a national matter to encourage any system of 
intensive culture of land, which would tend to lessen our 
dependence on foreign food. Electricity could be used in this 
direction. Was it too much to ask the Government for a grant, 
and to help generally to start this system on a large basis, seeing 
the national importance that the food supply might assume at any 
time? A larger production of the national food supply at home 
would enable a larger proportion of our fleet in time of war to be 
used in direct hostilities, instead of having to be employed in 
keeping our trade routes open. | 

А comparatively small sum would effectually prove its profitable 
nature to the farmer, who would then adopt it from oommercial 
motives, and if not, it would be the Government's business to see that 
it was done. Was it not possible for our Institution, in epnjunction 
with the Government, to do something in this direction 7. ö 

Not only could electricity, from a nationally controlled scheme, 
be used directly in the interests of agriculture, but, by its use in the 
chemical production of artificial fertiliser by the fixing of the 
nitrogen of the atmosphere, or by its use in chemical processes 
generally, as in the manufacture of electrolytic bleaching powder, 
or for the production of disinfectant or the sterilisation of water, 
and generally by its use in processes which would be continuous, 
but which could be temporarily interrupted if necessary, a load 
factor hitherto undreamt of could be obtained for that scheme, with 
results in the cost of production that would be of the utmost import- 
ance nationally, and which, besides saving our national asset, coal, 
would probably lead to the introduction of other industries, which, 
without such a scheme, could never be started. 

He did not plead for Government ownership ; he did not believe 
that that would be beneficial, but he thought they should have 
more recognition and help from the Government, seeing that the 
application of electricity was во vital to public interests and touched 
national interests at so many pointe, and he hoped that, with their 
new articles of association, much more would be able to be done in the 
direction of influencing the Government to give to the science of the 
application of electricity to modern needs in every direotion more 
consideration and encouragement. 

Undoubtedly great advantages would acorue from a larger 
recognition of the value of original research in connection with 
the electrical industry. It would therefore interest them to know 
that the Institution of Electrical Engineers was taking this matter 
up seriously, and that that section was taking a prominent part in 
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it. They in England were not getting the share which they bad 
been accustomed to get in the large industries of the world. 
The Institution of Electrical Engineers, representing the profession 
and industry of electrical engineering in England, had a respon- 
sibility in this matter that it dare not shirk, and whatever there 
was that they could do, must be done to keep the electrical industry 
in England in the front rank of the industries of the world. 
A smoking concert was held after the reading of the address. 


Yorkshire Local Section. 


ON Wednesday, the Chairman (Мв, S. D. SCHOFIELD) delivered his 
inaugural address at Leeds. 

` Proceeding to. consider a few points in connection with elec- 
tricity supply, he said that one lesson to be derived from the coal 
strike in the early part of this year was that it was incumbent- 
upon all supply authorities to hold very large stocks of coal; six 
months’ reserve stock was by no means excessive. It was becoming a 
common practice for large works to fall back on electricity supply 
undertakings when they found themselves unable to obtain coal for 
steam raising, and when breakdowns occurred, and temporary con- 
sumers thus secured often became permanent, and turned out quite 
profitable ones. "This made it necessary to hold larger stocks of fuel 
than were formerly required. In providing for these contingencies 
it might, under certain conditions, be sound policy to supplement a 
coal reserve by storing low-grade oils. This might be done by 
using obsolete Lancashire boilers as storage tanks, fixing them in 
such positions as would allow the oil to gravitate to the front of 
the furnaces. | 

At their annual dinner in February, 1910, Dr. Kapp remarked 
upon the tremendous developments that were taking place in the 
electrical driving of textile factories; since Dr. Kapp first 
stimulated inquiry upon this subject, the manufacturers bad found 
where their interest lay, and were adopting electric driving as 
quickly asit could be installed. i 

One of the main things to be considered in the future was the 
fixing of standard pressures and periodicities. Engineers interested 
in the manufacture of motors or incandescent lamps well knew 
what a boon this would be to them. The day of small supply 
stations wss passing away, and if electrical energy was to be 
universally adopted for industrial purposes, at prices which would 
be profitable alike for the producer and consumer, it could only be 
done when generating with large units at stations where fuel 
could be obtained easily and cheaply, and where an abundant supply 
of watex for condensing purposes was available. 

The jealousy so often existing between local authorities might be 
a stumbling block in the way of group control. In past years 
this jealousy had often acted to the disadvantage of the 
community, 

The practice of taking large sums of money from the profits of 
trading departmente, said Mr. Schofield, was a very dangerous one. 
Let the prices in each trading department be adjusted to leave a 
fair margin over production or operating costs, as the case might 
be. If any sum had been taken from the rates in support of an 
undertaking in its early days, by all means let them return such sum 
to the rate fund. After providing for interest and sinking-fund 
charges, repairs, maintenance of plant, &c., let them provide a fund 
for replacing obsolete or uneconomical plant by more efficient units, 
Let them create and maintain a reasonable reserve fund, but not 
too large, as it offered too big a temptation to local chancellors of 
the exchequer, who naturally wished to keep the rates as low as 
possible, "When all this was done, such short-life apparatus as 
meters, services, street-lighting equipment, motors and switchgear, 
cooking stoves, &c. should be paid for out of revenue. In his 
judgment, any undertaking which did that could be considered on a 
sound financial footing, and if there was still a large balance left it 
would be high time that a Consumers’ Protection Scciety " was 
formed. | ; 

One result of the very excellent plant now provided for electricity 
generation and distribution was a tendency on the part of engineers 
to become stereotyped in their methods, and in too many cases to 
refuse new business because it did not fall in with "red tape” 
conditions. ' 

Additional.consumers had often been obtained by the readiness of 
supply authorities and companies to step in and supply electrical 
energy at short notice, when the ordinary power units (steam or 
gas) had broken down. Apart from the particular advantage to 
the firm in difficulties, these cases were striking advertisements of 
the manifold advantages of electric driving, and of the ease with: 
which electrical energy could be obtained in emergencies. 

Supply engineers should be always open for business if there was 
a margin on the right side in it, even if it compelled them tem- 
porarily to overload plant and mains. In these days of first-class 
plant and standardisation, there was a tendency to practise caution 
until it ceased to be a virtue. The human element was an 
Important factor in securing continuity of supply. In order to 
Obtain the best results, diverse methods were necessary with 
different men. With one man the best method was stern discipline; 
with another, persuasion; another, "chaff"; while there was 
always that type of man known as a “sea lawyer to contend 
with, and the busier this one was kept at work, the less time he 
had to interfere with others. Let them discourage favouritism and 
encourage ability. If a man was competent, steady and reliable, let 
them give him a certain amount of responsibility and latitude, make 
his position comfortable, and encourage him to think about his work. 
The average man would value his position all the more, and in an 
emergency would respond for all he was worth to get this machine 
ready, or that joint made, or the other motor fixed, or keep steam 


Up, &o., as the case might be. Moreover, an appreciable amount of 


a chief's time in superintendence was saved, and the work went on 
ae well and as quickly when the foreman's back was turned as 
when he was watching. It was a good thing for a junior to obtain 
a reputation as one who could be relied upon. There was no easy 
way to obtain it; it could only be acquired by hard work every 
day. He should study his own work until no one else could do it 
better, and very few as well; then study the work of the next man 
above him until he could do it better than the former. 

He was now leaving electrical supply, and taking up an appoint- 
ment of an entirely different kind, and he very much regretted that 
this, the first meeting of the session, was the last meeting of the 
Section which he would be able to attend. | 

А smoking concert was held after the meeting. 


The Turbo-Converter; A High-Speed *Direct-current 
Generating Unit. 


By Е, CREEDY, A. M. I. E. E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS, at Manchester, November 5th, 1912.) 


THE present paper describes an attempt to supersede such a 
mechanical monstrosity as the high-speed commutator of the 
ordinary direct-current turbo-generator by a construction which, 
though differing from current practice, is far less objectionable. 
The , fundamental difficulty in the design of a direct-current 
turbo-generator is the collection of the current from the rapidly 
revolving commutator, and for this in spite of the engineering skill 
lavished on the subject there would appear to be no remedy, except 
reducing the rate of revolution of the commutator. Mr. H. M. 
Hobart proposed the use of an alternating-current generator driving 
a rotary converter of the ordinary type. 

The present paper describes a new method devised by the writer, 
in which an alternating-current generator of the induction type 
feeding a rotary converter is employed, the induction generator 
being used at the same time as a species of electromagnetic gear. 
By this means it is possible to reduce materially the size of both 
the rotary converter and the alternating-current generator, since 
the output of the system is the sum of the outputs of the component 
parts, each of which therefore need only have half the capacity of 
the set. 

The turbo-converter, then, in the form in which it has so far 
been developed by the writer, consists of an induction generator 
combined into one machine with a rotary converter, one member 
(preferably the primary) being mounted on the converter shaft and 
revolving with it, and the other, usually the equirrel-cage rotor, 
being mounted on the turbine shaft. Fig. 1 shows a diagram of 
connections of the device. 

By mounting the generator primary on the converter shaft, 
instead of having it stationary as in Hobart's proposal, we make use 
of the driving torque required by the induction generator, or, in 
other words, the resistance which ite rotor opposes to being revolved 
by the turbine, in order to drive the converter, which is thereby 
caused to generate direct-current in addition to its function as a 
converter. : 

Let us take, by way of example, a four-pole generator and four-pole 
converter. Let the converter be running at 1,500 &.P.M., and let 
the three-phase induction generator be connected to three-phase 
tappings on the converter armature through the hollow shaft. 

At 1,500 B. P. M., three-phase currents at 50 cycles will flow 
through the tappings on the converter armature. These tappings 
are so connected that the revolving field of the induction generator 
rotates the same way as the converter armature. In a four-pole 
machine with 50-cycle excitation, the revolving field will also go 
at 1,500 R.P.M. relatively to the primary winding which produces 
it. Hence the total speed of the revolving field will be 3,000 R. P. M., 
the sum of its speed relative to its primary and that of the primary 
itself. The squirrel-cage rotor, and thereforé the turbine, will go 
at approximately the same speed as the fleld. Hence we have 
obtained an apparatus in which the generator only runs at a 
fraction of the speed of the turbine. 

In addition to its function as a direct-current generator, the con- 
verter changes the power of the induction generator, equal in amount 
to its own, into a direct-current form, and the total power flows 
ont of the commutator of the set. 

The reader will remark the analogy between the present apparatus 
and the well-known and very successful motor-converter of Bragstad 
and La Cour. 

The reasons for the use of an induction rather than a synchronous 
generator, which would appear at first sight to be equally applicable, 
are few but conclusive :— 

1. If asynchronous generator were employed, it would be necessary 
to synchronise the two revolving elements every time the set was 
started. 

2. Owing to the presence of two sources of magnetisation in the 
set—one in the converter and one in the generator field it would 
be possible for the set to hunt if overloaded, and for it to fall 
out of step if accidentally short-circuited and be incapable of picking 

up again. 

3. Collector rings would be required on the high-speed element to 
excite the field. | 

The converter portion of atarbo-converter set will be distinguished 
РАР an ordinary rotary converter by a number of peculiarities of 

esign :— 

1. Owing to its function as D.C. generator, it will require more 
copper on the armature than a standard convertere-exactly the 


166 


THE ELECTRICAL REVIEW. | [Vol. 71, No. 1,824, NOVEMBER 8, 1912. | 


same amount, in fact, as the converter portion of a motor- 
converter. 


2. As the field of the converter has to perform the double 


function of magnetising both converter and induction generstor, 
it will necessarily be somewhat heavier than that of an ordinary 
converter. 

The magnetising current of the induction generator, in fact, differs 
90* in phase from the working current, and circulates in the converter 
armature in such a position as directly to demagnetise the field of the 
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Converter Armature 
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converter. This field, therefore, must be supplied with an, extra 
number of ampere-turns sufficient to counterbalance the magnetising 
current of the induction generator. 

3. The drop in speed of a turbo-converter set from no load to 
ful load would at first sight appear to be considerable, as the 
“alip” of the induction generator is added to the drop in speed of 
the turbine. А 

However, if the ratio of speeds of the turbine and converter is, 
say, 2:1, the effect of the slip on the speed of the converter is 
reduced in the same'ratio, so that the resultant drop in speed is 
much less than might have been anticipated. 

If we neglect the slip, the general rule for finding the gear 
ratio” of a set having any numbers of poles is as follows :— 

" Divide the number of poles on the induction generator by the 
sutn of those on the converter and the induction generator, and the 
result will be the ratio of the converter speed to that of the 
turbine on no load. | 

There should be no difficulty in a machine of any size in reducing 
the slip of the squirrel-cage induction generator to 2 per cent., so 
that its effect on the converter speed will be very slight. 

The slip in the induction generator might appear to have a 
seriously injurious effect on the regulation of the set. However, 
investigation shows that while the series field of such a set requires 
to be & little stronger than on an ordinary generator in order to 
offset this, the effect of the slip is of quite small magnitude. 

4. Such a set can very readily be employed as a three-wire set. 
All that is necessary is that the induction generator be connected 
in "star" and а tapping led from the neutral point to a collector 
ring, the brushes on which are conneoted to the neutral wire of the 

stem. 

Б. The turbo-converter cannot be started from the steam turbine 
end without auxiliary means. The steam turbine and squirrel-cage 
rotor attached will start up alone, while the converter portion 
remains stationary without showing any tendency to start. It is 
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necessary to bring the converter up to & sufficient speed to generate 
enough voltage to excite the induction generator before the primary 
and secondary of the latter can get into step. 

If a supply of direct current is available, the converter may be 
started up as a direct-current motor, when it will bring the turbine 
up with it to its rated speed of twice or more that of the converter. 
Steam can then be admitted, and the set will be ready for load; 
This is by far the best plan where applicable, but of course it re- 


quires an appreciable supply of electric power to enable it to be 
One of the best mechanical methods is the following:—By 
means of an auxiliary idler shaft the turbine is belted on to the 
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converter by the use of pulleys, which may conveniently be arranged 
to give the same velocity ratio as the induotion generator. On 
starting the turbine, the converter is brought up to its correct 
speed by the agency of the belts, and as soon as the field switch is 
closed will be ready for load. The belts may then be run on to 
loose pulleys and the idler shaft stopped. This may be done by 
hand, or automatically by means of a solenoid operated by the volt- 
age across the converter brushes. | 

Various other methods have been devised, but entail the risk of 
raising the converter to an exceesive speed. i 

Two different forms of mechanical construction are possible for 
the turbo-converter. First, the type illustrated herewith (fig. 2), 
which may conveniently called the fly-wheel type; or, 
secondly, the “spinner” type, like the multiple-speed induction 
motor made by Mavor & Coulson, of Glasgow. In this type (fig. 3) 
the squirrel-cage rotor forms the ‘inner element, and is driven 
direct by the turbine, Surrounding this is a second element, the 
“spinner” capable of free rotation and also supported by means of 
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ball bearings or the like on the same bearing pedestals in which the 
squirrel-cage rotor runs. This element bears the primary winding 
of the induction generator on ita inside surface and the armature 
winding of the converter on ite outeide surface, being fitted with & 
commutator and brushes in the usual way. | 

Outside of this again is the field ring of the converter, carryin 
the pole-pieces and their windings, &c. 

The author, however, has hitherto devoted his attention chiefly 
to the other or fly-wheel type of design, perhaps chiefly because 
it permits of the use of a standard design of converter. a 

The cardinal feature of this is that both primary and secondary 
are “overhung,” or, in other words, supported by a single bearing. 
The most essential feature of any single-bearing construction is to 
reduce the overhang of the centre of gravity of the overhung mass 
beyond the bearing-nose as much as possible. It will be found in 
every case that the design adopted enables us to reduce this over- 
hang to a matter of a few inches beyond the bearing nose even in 
the most extreme cases, and for sizes of 500 Kw. In order to do 
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this, an induction generator design of large diameter and short 
length must be adopted. 

We need have no anxiety as regards the effeots of centrifugal 
force on the primary. It is merely necessary to take care that the 
primary end connections are well anchored in any convenient way. 
The peripheral speeds of the secondary are also quite moderate. A 
squirrel-cage rotor is, of course, ideal for high-speed designs. As 
there is only one bar per slot, which can be pushed through from 
the end, there is no difficulty in thickening the overhanging lip 
of the slot sufficiently to take care of the centrifugal force of 
the bar, 

The only point: which need cause us any anxiety is the 
short-circuiting ring of the squirrel cage. This cannot be made of 
steel, as it must consist of a high-conductivity non-magnetic 
material, In this connection I wish to draw attention to the pro- 
perties of aluminium for high-speed work. It will be found, on 
calculation, that for all high-speed work aluminium gives a factor 


of safety only inferior to that of good steel, on account of its 


extreme lightness. Probably some of the new light alloys are still 
better in this respect. At present prices, moreover, aluminium is, 
volume for volume, cheaper than any other material except cast- 
iron and an ordinary grade of steel, again on account of its 
lightness, 

Hence, if we adopt the enc-ring construction, in which the end 
ring d is made of rolled aluminium sheet, we have an ample factor 
of safety against centrifugal force. 

Fig.2 is & sketch, approximately to scale, showing the mechanical 
design of a 500-Kw. induction-generator. It will be seen that the 
centre line of the secondary only overhangs the bearing nose by 
little more than an inch, while the slowly-revolving primary is 
overhung by approximately 9 in. We may estimate the weight 
of this, including everything, as not over 3,500 lb., so that with an 
overhang of 9 in. only and a speed of 600 R. P. M. we are well within 
the range of fly-wheel practice. 

The cardinal features of the design used to obtain these resulta 
are two in number. . 

1. The primary frame is made of a non-magnetic material, in 
which a number of ‘holes are cast corresponding to the stator slots. 
Through these holes the stator bars are brought, and so the stator 
winding is kept outside the frame. 

By this means the overhang of the primary is reduced very 
much, as we do not have to allow space for the end connections 
inside the frame. The frame abuts solidly on the punchings all 
round, and there is no hollow space to cause mechanical weakness. 
There is ample room for the end connections, and they do not have 
to be cramped in any way; and there is ample ventilation for the 
end connections. 

2. The other important feature of the design is the arrangement 
by which the joint between the two hubson which the primary and 
secondary of the induction generator are built up із made inside the 
bearing instead of on the projecting part of the shafts in the usual 
way. This enables us to have a quite ample and rigid bearing 
surface, and yet only have a shaft extension of about 3 in. in the 
set considered. The distance between the ends of the two bearing 
brasses is only about 11 in., scarcely more than it would be with an 
ordinary flange coupling. 

The machine, in general, consists of two forced lubrication, 
water-cooled bearings of large size, supporting respectively one end 
of the turbine and the secondary of the induction generator, and 
one end of the converter and the primary of the induction generator. 
Mounted on the turbine shaft А by a very long taper fit and keyway 
is a steel hub H on which the secondary of the induction generator is 
built up of punchings in the usual way, the, end rings of the squirrel- 
cage winding G being of aluminium, in which holes are punched for 
the bars 1, these being afterwards riveted over on the outside. The 
primary is built up within a frame L, provided with holes on one side, 
through which the insulated stator bars J pass. This frame is 
mounted by a taper fit of ample area and kéyway on another steel 
hub N, similar in general design to that used for the secondary, which 
is again mounted by a taper fit within the bearing on the converter 
shaft A. In order to save the space taken up by a nut on the front 
end, these taper fits are arranged: to tighten up from the back, as 
shown at B B. 

The leads 0 F are brought from the primary winding through the 
hollow shaft to the converter. 

_ Fig. 4 shows load and speed curves for the experimental machine 

as shunt generator. In these curves the turbine speed is shown to 
one-half the scale of the generator speed. Since half the speed of 
the turbine is the synchronous speed of the generator, the difference 
between the turbine and generator speeds read off on the generator 
speed scale is the slip in revolutions per minute of the induction 
generator. It will beseen that the load was limited by the capacity 
of the turbine, as this began to fall rapid]y in speed above 90 
amperes load with the set arranged as a three-wire machine in the 
manner described’ above. Load was applied to one side of the 
system only, the other side being left entirely unloaded. The maxi- 
mum difference in voltage between the two sides corresponding to 
full-load current on one side and no load on the other was 34 
per cent. 


Д 


Ghent Exhibition.— We have received a сору of a 
French booklet cf 50 pages containing the complete regulations 
controlling the supply of electricity and lighting at the above 
exhibition, Anybody interested in the matter can peruse the 
publication at this office, . 


NEW ELECTRICAL DEVICES, FITTINGS 
| AND PLANT. 


Alternating-Current Network Protector: 


THE alternating-current network protector herewith illustrated has 
been designed to disconnect a defective transformer instantaneously, 
thus protecting the secondary network by preventing an overload 
on the remaining transformers and consequently any interruption 
of the service. The device is entirely electrical, being free from 
moving parte, and requires no adjustment or attention. In prin- 
ciple it is a series transformer possessing three windings—a primary 
connected in series with the primary of the step-down or service 
transformer, a secondary connected in series with the secondary of 
the service transformer, and & tertiary or auxiliary winding con- 
sisting of a few turns of heavy wire so designed that the ratio of 
current that will flow in them during ehort-circuits is high as 
compared with the current in the other coils. The primary and 
secondary windings of the device are provided with the same ratio 
of turns as the primary and secondary of the step-down transformer 
with which it is to be used. The protector is connected in line 
with the step-down transformer, so that during normal operation 
the currents in its primary and secondary windings oppose each 
other in direction, and as the ratios of the windings in the device 
and in the step-down transformer are equal, the excitation in the 
two windings of the device is also equal, and, the latter being con- 
nected in opposition, no current is produced in the short-circuited 


B Network Ven 
Protector 


Ет. 1.—DIAGRAM OF CONNECTIONS, 


coil. A diagram of connections for a three-wire secondary main 
is shown in fig. 1. One terminal of the primary of the step-down 
transformer is connected in series with the primary winding of the 
device. The terminals of the secondary of the step-down trans- 
former are connected to the distribution main through the 
secondary windings of the device, as shown. In the engraving it 
will be noted that there are two V-shaped fuses, the bottoms of 
which are connected to the outer wires of the three-wire secondary 
network. Oneofthe upper prongs of each of the fuses is connected 
to the end of its respective secondary ooil, while the other 
prong of each of the fuses is attached to the third and heavy 
auxiliary winding as shown. The fuses act as a short-circuit con- 
nection on these auxiliary, secondary coils, and the function of the 
combination is such that under normal conditions the currents in 
the primary and in the secondary coils of the protective device 
neutralise each other, so that there is no MMF circulating in the 
core of the series transformer to energise the auxiliary or heavier 
secondary winding. This balance is maintained at all loads and is 
upset only by a reverse current from the secondary network into 
the transformer, such as is occasioned by a short-circuit in the 
latter. This condition immediately reverses the relative polarity 
of the secondary coils, thus energising the core and causing a heavy 
short-circuit current through the heavier or auxiliary secondary 


winding by way of the short-circuiting fuses. The short-circuit 


current through the fuses immediately ruptures them and isolates 
the main terminals, so that the defective transformer is instantly 
cut out and disconnected from the line, thus permitting the remain- 
ing transformers connected to the network to continue their 
function of taking up the load of the defective transformer, with- 
out any resultant interruption to the service. The device is made 
by e Metropolitan Engineering Co., Brooklyn, N. *. Electrical 
or 
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Wardle Lanterns. 


A -well-illustrated 24-page catalogue for 1912-13, which hag been 
issued by the WARDLE ENGINEERING CO., of 196, Deansgate, 
Manchester, contains very full particulars of the “ Streetlite,” 
Watertight, " Beatark,” Onelite, Drawlite, and Vertolite 
fittings, and brackets and accessories made by the firm. Views 
showing typical Wardle installations are also included. Our view, 


Fic, 2.—WARDLE WATERTIGHT FITTING. 


fig.2, shows a 100-c.P. watertight fitting made in spun zinc or 
copper of heavy gauge ; fittings of this type are made for single 
lamps of up to 1,000 с.р. and for clusters. Fig. 3 shows the 
" Vertolite " fitting for four 50-C.P. lamps. 

This type of fitting is claimed to be the cheapest on the market, 
and is particularly suitable for interior illumination owing to the 
combination of direct and indirect lighting. An effective advertise- 
ment can be displayed on the bowl. 


FIG. 3.—WARDLE “ VERTOLITE” FITTING, 


The Wardle Engineering Co. are the actual manufacturers of the 
various fittings which they list, and have, we understand, built up 
a big home and foreign trade in their specialities. 

The company has taken offices at 53, Victoria Street, 8.W. 
(Tel. 5688 Vic.) where Mr. F. E. Phillips will continue to represent 
them. 


New Simplex Oven. 


MxssRS. SIMPLEX CONDUITS, LTD., of 116, Charing Cross Road, 
W. C., have introduced a modification of their well-known 
" Combination Cooking Outfit," in the form of an improved oven, 
which is designed to give an increased rate of cooking with a 
decreased consumption of current by conserving all the heat and 
providing special means for circulation of the air. The case of the 
oven is made of highly polished metal, which sucoessfully prevents 
any loss of radiation, and the heating element is the standard 10-in. 
size of boiling plate; the boiling plate is, when in use, enclosed in 
a separate chamber at the base of the oven, which practically forms 
& false bottom, the bottom itself being suitably heat insulated. In 
order to increase the top heat by circulation of the air, the sides of 
the oven carrying the shelves are fitted about J- in. away from the 
actual sides of the oven, giving a duct through which the heated 
air in the bottom chamber can circulate upward and around the 
dishes to be cooked. 

It is found that this design increases the rate of cooking up to 
20 per cent. over the ordinary form of oven, whilst the circulation 
of the air results in the temperature at the top of the oven being 
maintained at a temperature within a few degrees of the air at the 
bottom of the oven. 


The price at which it is retailed is well within the reach of the 
average consumer, whilst the consumption is 1,000 watts witha 
three-heat control provided for by means of a switch. The internal 
dimensions are 15 in. x 12 in. x 101 in., and it is therefore of 
ample size for a family of six or eight persons. 


Electric Window-Display Devices. 


To give point to the printed statement near by that his phono- 
graph records are "entertaining," a St. Louis dealer in talking 
machines has & wirdow exhibit with two round-ended cylindrical 
record boxes which follow each other with & suocession of somer- 
saults around the inclined table top. This odd effect is accom- 
plished by rotating a pair of magnets inside the table beneath the 
path of the capsule-shaped tumblers, each of which contains a 
small iron ball, fig. 4. As the balls are drawn around under the 
attraction of the magnets, the capsules advance with a peculiar 
somersaulting action that arouses the curiosity of every passer-by. 


e 


Window 


Turn. Table 


FIG. 4.--WINDOW-DISPLAY DEVICE. 


Another curiosity-provoking stunt seen in a local drug-store 
window is a “ perpetual-motion'" machine made up of four widely 
advertised razors stuck into a large cork, the whole rotating on a 
nail point which bears on an inverted glass tumbler. Loiterers in 
front of the window offer many wise explanations of concealed 
magnets, commutating devices, &c., but the secret of the continued 
motion is an 8-in. electric fan hidden among some boxes at the rear 
of the window.— Electrical World. 


E.A.C. Testing Rheostat. 


THE ELECTRICAL APPARATUS Co., LTD. of Vauxhall Works, 
South Lambeth Road, London, have introduced a new testing 
rheostat, by means of which a current can be regulated and held 


Fic. 6.—E. А.С. TESTING RHEOSTAT. 


between full load and 1 per cent. of full load, in steps of 1/300th of 
1 per cent. of the full load current. There are five 8-way regulating 
switches, each having a total resistance of ¿th of the previous one, 
so that the sub-divisions of the last switch are one 1/30,000 of those 
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of the first. Owing to the negligible resistance temperature 
coefficient of the materials employed, a current once set will not 
alter appreciably. Every rheostat is arranged so that it is 
impossible to damage it on the voltage for which it is designed. A 
number of these rheostate have been supplied to central-station 
test rooms, factory testing departments, and standardising labora- 
tories. 


Galalith. 


. We recently visited the offices of the INTERNATIONAL GALALITH 
Co.'8 London agency, 6-8, Crutched Friars, E.C., to inquire into the 
electrical properties and capabilities of Galalith — that remark- 
able substance which is manufactured from skimmed milk, and 
consists of casein. In the simplest form. it is of the colour of 
cheese ( blonde" Galalith), and partakes of the nature of ivory, 
ebonite, celluloid and bone, in that it is elastic, tough. practically 
unaffected by acids, untouched by alkalis and ether, and quite non- 
inflammable. It appears, therefore, to cembine many of the most 
advantageous features of the very dissimilar subetances mentioned 
above. It can be turned and otherwise tooled with ease, taking a 
clean thread and a high polish ; and it can be pressed and 
embossed whilst hot. Besides the natural colour, it can be had 
in over 80 tints, including excellent imitations of ivory, tortoise- 
shell, and coral, and in transparent qualities. It is not brittle iike 
ebonite. The electrical properties of Galalith are also satisfactory, 
its resistivity dry being 13,500 megohms, and after soaking for 
24 hours in water, 2,300 megohms per centimetre cube, as measured 
at Faraday House. The dielectric strength of a sheet 0'312 cm. 
thick was 11,000 volts. 

On the other hand, its disadvantages are that, as indicated by 
the resistance test, it absorbs water, to the extent of 4°6 per cent. 
in 24 hours; there is no known solvent for it, and therefore, presum- 
ably, like ebonite, it cannot be perfectly joined by cement. These, 
however, are not serious drawbacks, and for parts of switches, &c., 
for use indoors, and similar purposes, it is an admirable substitute 
for porcelain, being practically free from risk of breakage, and 
being made in so many colours and patterns that it can be had to 
match almost any decorations. The raw material] is supplied in 
long rods up to 18 mm. diameter, and in flat sheets up to 50 x 40 
X about 15 mm. thick. 


LEGAL. 


THE NATIONAL TELEPHONE ARBITRATION, 
(Continued from page 726.) 


Mr. ANDREW OGILVIE, third secretary to the Post Office, in charge 
of the administration work of the telegraph and telephone branches 
of the Post Office, gave evidence as to the purchase of the Glasgow 
municipal telephone system by the Postmaster-General for some 
£305,000 on May 31st, 1906, and of the Brighton system for £49,000 
on October 13th, 1906. In the case of Glasgow, the number of 
stations taken over was 12,821, a charge of £2379 per station. 
In the Brighton case 2,000 stations were taken over at a cost of 
£24'b per station. The Glasgow Corporation had a license running 
up to 1913, and the Brighton license ran to 1926, во these were both 
taken over as going concerns, and the price paid was for something 
beyond the mere value of the plant. A comparison of the number 


of stations on the two systems might not be a bad way of cam-, 


paring the amount of traffic on the one system and the other, but 
it was a bad way of comparing the cost of the two systems. In the 
first place, in making such & comparison it would be assumed that 
the expenditure on each station represented the cost of construction, 
not more and not less, and that the quantity of plant in the stations 
of both systems was the same. In neither respect could there be 
any comparison in the case. Witness explained by detailed 
reference to the accounts of the Post Office how it came about 
that the amount given as capital expenditure greatly exceeded 
the cost of construction. So far as the amount of plant on the two 
systems was concerned, he agreed with Mr. Slingo's evidence that 
there was a much greater quantity of plant installed in the Post 
Office stations than in those of the company, and the quality was 
superior. Referring to the Glasgow installation, witness said it 
was opened in 1901, and a considerable portion of it was under- 
ground. Being a municipality, they had no difficulty in giving 
themselves wayleaves, The Brighton installation was also opened 
in the same year or in 1902. In 1911 the Glasgow stations 
numbered 11,843, or a reduction of nearly 1,000. This was owing 
to a cessation of competition between the business of the Corpora- 
tion and the National Telephone Co. The competitors had offered 
their service at a rate of 26s. а year. When the competition ceased, 
however, and the agreements at this rate terminated, they were not 
replaced by new subscribers. From 1906 to 1912 out of 12,821 
stations, no less than 5,172 stations were given up. Some 4,000 
stations, however, were replaced by new subscribers at a higher 
rate, во that the net loes was a little under 1,000 stations. They 
were more successful in getting new subscribers at Brighton 
at the higher rate than they were at Glasgow. In 
the London system the company's figure for the number 
of .exchange stations was 84,751, but witness said the 
correct figure was 79,342. On March 3lst, 1911, the number of 
Post Office stations in London, including private wire stations, was 


79,342, and in the provinces 42,388, a total of 121,730. On the 
same date in London the number of private wire stations was 
5,192, and in the provinces 5,738. The capital expenditure on these 
was £818,504 in London, and £235,196 in the provinces. This 
expenditure made a totalof £1,054,000, as compared with £991,000, 
the calculation made by the company. The number of wires on 
the Post Office system was 68 per cent. of the number of stations, 
and the wires of the company to its own stations only, were 56 per 
cent. That showed that the quantity of plant in use on the Post 
Office system was greater than that used by the company. In 
answer to further questione, witness said the estimated capital 
expenditure on telephone construction for the current year was 
£968,691, of which £449,408 was for London, £283,546 for the 
provinces, and £235.737 for trunk lines. That was exclusive of 
any expenditure on Jands and buildings. To that there was to be 
added £1,831,000 for telegraph construction and maintenance. The 
ratio of cost of supervision to the cost of construction and main- 
tenance together, was 12} per cent. on the cost of labour and 
materials, but in that there was included the cost of the engineering 
supervision of the Post Office electric lighting plant, and other 


work which could not be properly debited to telephone construction 


and maintenance. Witness did not agree with the contention in 
the company's claim that the cost of obtaining subscribers’ agree- | 
ments should be reckoned as part of the working expenses of the 
service. 

Cross- examined by SIR A. CRIPPS, Witness admitted that after 
the Post Office took over the municipal telephone service of 
Glasgow and Brighton, they had to raise the rates in order to make 
the service remunerative. 

Re-examined, Witness said there was no basis for the assumption 
that Glasgow was carrying on its telephone system at a losa, or that 
it was glad to get rid of it to the Post Office. 

SIR W. B. Peat, of the firm of W. B. Peat & Co., chartered 
accountants, was called on behalf of the Postmaster-General, and 
gave expert evidence respecting the calculations submitted by the 
company. He eaid he had not been able to ascertain the exact 
amount spent by the company out of revenue for capital construc- 
tion, as he had only had access to the printed balance sheets. He 
should, however, very much doubt whether they had spent anything 
out of revenue on capital construction. 

. MR. Danckwenrts, К.С. (for the company): Well, really, how 
can Witness say that ? 

Wituess replied that he based his assumption on the speeches of 
the chairman of the company, which were printed and circulated 
amongst the shareholders. In regard to depreciation, Witness said 
the company's tables were arithmetically correct, but he did 
not think they ghowed in a fair measure the amount of deprecia- 
tion. The calculations were all right as a money table. They 
stated that in 20 years an instalment of £80,243 would, with 
interest at 5 per cent., yield £1,000,000. That was perfectly true, 
but that did not mean that within a period of 20 years the figures 
80 given truly represented the actual amount of depreciation which 
would take place. Such a calculation would be all right if they 
were dealing with an annuity, which was a fixed amount recover- 
able from the person who had to pay it, or a lease which terminated 
on a fixed day. Both were capable of determination to àn hour on 
& particular day, and the yield was a certain regulated sum, but a 
piece of plant was in an entirely different category. It might 
yield a profit on one day and a loss the next. It might live for 
20 years or only 15; on the other hand, it might live for 25 years. 
A piece of plant did not pay interest unless it earned it, and then 
it'was profit. | 

Мв. BUCKMASTER, К.С, (for the Post Office): And is this table 
of the company based on the assumption that a certain piece of 
plant will yield a certain percentage, viz., 8 per cent., throughout 
a fixed term of years? — Ves, there is the assumption that this 
8 per cent. will be yielded with mathematical regularity throughout 
a period of 20 years. Five per cent. of this 8 per cent. was allotted 
for interest and 3 per cent. for sinking fund. 

Witness added that a table of the character for the purposes 
of depreciation was perfectly useless. Secondly, even if it were 
useful, the 5 per cent. allowed for interest was unattainable with 
safety ; and thirdly, assuming that the property was sold at the 
end of 10 years half of the life of the plant was gone, and if half 
its life was gone then half ite value was gone. 

Have you found this to be the case with commercial undertakings 
of which you have had experience? — Absolutely. I have had 35 
years experience and have never known a case where depreciation 
has been calculated on this basis. 

Witness, continuing, said that & commercial company writing 
off depreciation could not afford to deal with the sinking fund in 
the way that had been suggested. A commercial company had to 
maintain its plant in an efficient state, and to do that it must 
employ the depreciation fund. 

MR. BUCKMASTER: You have to provide sums to keep the 
plant efficient Quite so. You have to write off an amount for 
depreciation in order to maintain the plant in an efficient manner 
and not put it intothe sinking fund. My view is that the sinking 
fund in itself is an unnecessary element of speculation. To adopt 
the method of a sinking fund in order to ascertain depreciation is 
unjust as between buyer and seller. , 

Continuing, Witness said the balance-sheet for 1911 showed that 
& total sum expended on construction, exclusive of land and 
buildings, was £15,677,810. 

Мв. BUCKMASTER asked if any of that sum was represented as 
purchase money for patents and goodwill of the business — That 
was во. 

How did you ascertain that?—By referring to the company's 
accounts, the speeches of the chairman, &c. | 

Мв. DANCKWERTS, K.C., said it would be better if the parties 
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were to go into the figures relating to the expenditure on the 
purchase of patents, &c., and endeavour to agree as to a figure. 

Мв, JUSTICE LAWRENCE said it would be more agreeable if the 
Court could have an agreed figure. 

The SOLICITOR-GENERAL said he assented to Mr. Danckwerts's 
suggestion. The parties could meet and endeavour to agree upon 
a figure. 

Further examined, SIR WILLIAM PEAT said the original figure 
put forward by the company as representing the cost of constructing 
its undertaking was £20,931,042, but the value was rather less 
There was a difference of upwards of £5,000,000 between the 
original claim of the company and the amount which its accounts 
showed had been expended on construction, exclusive of land and 
buildings. The sum spent on this latter item was £841,000. 
According to the company's figures, the value of the plant was 
£18,287,790, which meant that the company had realised that sum 
on an expenditure of £15,677,810, or a surplus of £3,000,000 odd. 
Assuming those figures were correct, then the company need not 
have written off any depreciation at all; on the contrary, it might 
have written on an appreciation. 

Мв. BUCKMASTER : In other words, the plant increased in value 
rather than decreased, as the years went ор ?—The claim would 
certainly lead one to that inference. | 

Continuing, Witness said he had examined the company's table 
with reference to the depreciation of the plant, and, in his opinion, 
it did not disclose a proper measure of depreciation. 

MR. Percy LEAKE, of the firm of Messrs. Leake & Co., chartered 
accountants, Abchurch Lane, E.C., was then called. He said he was 
the author of a work entitled Wasting Assets. He bad estima'ed 
the value of the N.T. Co.'s plant at £11,146,621, after allowing 
for various considerations for and against the company's estimate, 
and taking the life of the plant at 30 years. Taking the 13 З years 
of life assumed by the Post Office, he estimated the value of the 
plant at £6,914,232, the Post Office estimate being £7,334,794. In 
his opinion, if the company had spent the whole of its revenue on 
capital account, the val ue of the plant could not exceed £14,971,000. 
The method of estimating depreciation should be fixed by having 
regard to the length of life of the plant and the cost of construc- 
tion, and reducing the cost of construction pro rata by the number 
of years of life that had expired. This was what was known as 
the "straight line" method. He agreed with the previous witness 
that the method of estimating depreciation of plant by a sinking 
fund was fallacious, because, taking an estimated life of 20 years 
for the plant, its maximum value would have been reached by the 
tenth year, and would be overstated hy 25 per cent. as compared 
with the “straight line" method. Throughout many years of 
experience he had never heard of an industrial undertaking that 
invested money in a sinking fund to meet depreMation of plant. 
The original claim of the company was for £20,900,000, which at 
3 per cent. would produce £615,000 per annum. Its dividends from 
1907 to 1911 averaged 5 per cent. upon its capital. 

Cross-examined by MR. DANCKWERTS, Witness said that even on 
the highest estimate of the company, the valuation of the plant 
could not be more than £14,296,000. 

SIR HuGH BELL, chairman and managing director of Messrs. 
Bell Bros., ironmasters and colliery proprietors, of Middlesbrough, 
stated that he was associated with a good many industrial enter- 
prises in the North of England. His company had invested capital 
of about £1,500,000, and their output of steel was 1,000 tons a day. 
They consumed about a million tons of coal a year. 

SIR J. Simon: Has your attention been called to the sinking 
fund method suggested for adoption by the company, in order to 
arrive at the measure of depreciation ?— Yes. 

In your experience, have you ever heard of any rale of plant 
which has been conducted on that basis ?—I do not remember any. 

Do you think that such a method ів а true guide - No, because 
it assumes that at any moment during the currency of the sinking 
fund, the fund will be sufficient to meet requirements. It is 
obvious that the sinking fund only suffices to meet requirements at 
the termination of its purpose, and not during ita currency. 

If you wanted to ascertain the value of a plant which had 
reached some intermediate stage of ite life, do you think you could 
apply the sinking fund method !—No, I do not. 

Cross-examined by MR. DANCKWERTS: Suppose the earning 
power of a piece of plant increased, how would you deal with it 
then 7—I am at a loss to understand how it could increase. 

Well, take a telegraph pole ; supposing you put an extra arm or 
an extra set of wires upon it, then you would increase its earning 
power —If you did that you would not have the same piece of 
plant. You would have altered ita character. But even then, 
although you may have succeeded in making it do more work it 
would not be worth any more money to buy. | 

Is it not common experience that plant deoreases more rapidly 
in value towards the end of its life than in its earlier stages ?—Oh, 
yes, of course it does. As a matter of fact, one maintains one's 
plant so that it will do its work until it is pulled out. It might, 
perhaps, not do its work so well in the twentieth year of ite 
life as in its fifteenth, but substantially it does its work until the 
end, and you may disregard that progressive deterioration which 
obviously must be admitted. 

SIR GEO. GIBBS, chairman of the Road Board, said he was the 
general manager from 1891 to 1906 of the North-Eastern Railway 
Co. In 1906 he took over the control of several London under- 
ground electric railways. 
North-Eastern Railway Co. the aggregate capital expenditure of the 


company was 317, 000, 000, and the aggregate expenditure on 


working, maintenance, &c., 4 75,000, 000. The capital expenditure 
of the three underground tubes —the Bakerloo, the Piccadilly and 
Brompton, and the Charing Cross, Euston and Hampstead Railways 
between 1906 to 1910, when he severed his connection with the 
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During the time he was manager of the 


undertakings, amounted to about £16,000,000. In the course of 
his experience he had often had to consider problems which arose 
in connection with arriving at the value of plant. He was 
constantly concerned in arranging for contracts for the construction 
of works, and had had to consider the question of proper charges to 
be made in respect of them. 

SIR J. Simon: The method adopted by the Post Office, as you 
have doubtless seen, in arriving at the reinstatement cost, was by 
means of allowing a percentage for administration, an additional 
percentage for the further element of contractors’ profits, and then 
5 per cent. for what was known as employers’ burden. Is that, 
in your opinion, a proper method to employ ? 

Mr. DANCKWERTS (to Witness): Have you had experience asa 
contractor '—No, not as a contractor. 

Мв. DANCKWERTS (to the Commissioners): Then I submit that 
the witness is not competent to give evidence as to what a con- 
tractor would do. 

SIR J. SIMON: Throughout witness's business life he has had 
to consider the way of arriving at the value of the employers’ 
burden. | 

Witness said he understood he was asked his view as to the 
method in which the claim in the present case was dealt with, viz., 
by taking a complete total to cover everything and for the pur- 
poses of examination and investigation dividing that totel into 
four elements: the fundamental cost, the contractors’ management 
and supervision charges, the contractors’ profit and the employers” 
burden. He considered that the division of the total into these 
four heads was a very convenient method of analysing the cost and 
forming a judgment upon the matter, 

SIR J. Simon: Take the last item; the addition of 5 per cent. 
upon what would be the contractors’ charge, have you had to con- 
sider over and above the contractors’ price what is the burden 
which falls upon employers ?—Yes, in fact the underground enter- 
prise was just such acase. It comprised the contracting for and 


building an amount of work running into an expenditure of 


18 millions of money, and composed of a great variety of elements. 
The Underground Co. was in the position of the assumed employer, 
and the kind of questions I had to consider in connection with 
that work were exactly on all fours with the questions we are 
dealing with now, namely, to ascertain upon what terms practic- 
ally and commercially you could secure contracts for the carrying 
out of a telephone eyetem, the agreed fundamental cost of which 
was £10,000,000. 

Did you in all your tube work place the construction work out 
to contractors ?— Yes, the Underground Со. was just in the position 
of an employer, or the owner and financing company for the con- 
cern, All the contracts had to be placed with various contractors. 

And over and above the total sums paid to the contractors you 
had to consider what was a proper sum in addition — Tea, I had 
to consider every branch of expenditure in estimating the total. 

Witness said that the amount of 5°61 per cent. worked out in 
the Post Office figures to represent the expenditure which fell 
upon the employer, known as tbe employers burden, was quite a 
sufficient allowance. That percentage represented a figure of 
£578,000, which was ample to cover administration and supervision 
of construction, payment made to consulting engineers, &c. To 
that figure was to be added the total contractors’ charges which 
made up an absolutely exhaustive classification. 

SIR J. Simon: If the materials and labour up to gang foreman 
cost £10,000,000 odd, would a charge of $7,800,000 for local super- 
vision, engineering, contractors’ profits and employers’ burden be 
reasonable —All I can say is, I should like to be the contractor. 
The mere statement of such a figure is sufficient to show that there 
has been an extraordinary over-estimate. 

What do you say to the reasonableness of the charge of 
84,300,000 for contractors’ supervision and profit’/—It seems 


, utterly unreasonable. 


Have you ever come across such a charge as that before !— 
Never. 

Witness, continuing, agreed with previous witnesses—that the 
method of arriving at the value of plant by means of a sinking 
fund was fallacious. Nor did he think that the cost of raising 
capital ehould be regarded as part of the cost of construction. 

At this point SIE A. CRIPPS said that if it were convenient for 
the Solicitor-General, he being himself at saturation point, would 
suggest that at the close of the evidence they should proceed with 
the argument on the main part of the case. In the meantime, he 
thought & considerable advance might be made in the endeavour to 
arrive at an agreement on outetanding matters. If that were done, 
he had every hope that in, perhaps, three weeke, the Court would be 
in a position to consider a lump sum award. 

The SOLICITOR-GENERAL said he had still some evidence to 
call; it was mainly corroborative, and after that he agreed with 
his learned friend that it would be most convenient to proceed 
with the main argument, because if there were an interval they 
would probably forget more about the evidence than they were 
ever likely to learn from a study of the shorthand notes. 

Мв. JUSTICE LAWRENCE said that when counsel had finished, 
the Commissioners would have to put their heads together, and it 
would be very convenient to have the arrangement about out- 
standing matters before them, including the question of land and 
buildings, so that they might all be put into the judgment. 

SIR A. CRIPPS said the parties were trying to see how near they 
could come to each other on outstanding matters, and both the 
Post Office and the company were doing their best in that direction. 

SIR GEORGE GIBB, in cross-examination by Sir ALFRED ORIPFPS, 
admitted that nowadays Parliament, in the construction of а 
new line, allowed interest to be paid out of capital during the 
construction work. Until recently, however, it was illegal. 
That charge for interest, said witness, would count as part of 
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the capital, but not as part of the capital cost, because it did not 
represent any asset, and capital cost applied only to money expended 
on usuable and realisable assets. The other was a mere book- 
keeping entry, which did not add to the value of the plant in the 
least. 

At a later stage in the proceedings, the ATTORNEY-GENERAL said 
he had had an opportunity of discussing and carefully considering 
with those associated with him, the body of evidence which had 
been called, and they had come to the conclusion that they would 
jettison a fair body of the general evidence which it was intended 
to call. They, therefore, hoped to conclude the evidence on the 
valuation of the plant that day. In regard to the conclusions the 
Court mightarrive at, he was anxious to have a reasoned judgment 
on the mains heads. 

MR. JUSTICE LAWRENCE said they were bound to give a reasoned 
judgment. If both sides wanted items dealt with specially, 
the Court would do their best to do so. It had never been his 
intention since the Attorney-General protested against a lump sum 
award to abstain from giving a reasoned judgment. It would be 
more convenient to give a sum in one amount, but he would hear 
any arguments upon adopting that course at a later stage. 

Referring to other particulars in the company’s claim, Siz RUFUS 
ISAACS said they were small matters upon which it was impossible 
for his clients to arrive at a conclusion in their own minds until 
they had more information supplied by the company. He had 
mentioned the matter to Sir A. Cripps, and he had no doubt they 
would be able to agree as to what particulars should he given by 
the company, but should any question arise during the time the 
Court was considering its award as to the further information that 
they were pressing for, he would suggest that the parties might 
approach the Commissioners in chambers. 

His LORDSHIP said it would take some days before the Court 
could deal with the mass of figures presented and come to a con- 
clusion. If during that time any assistance could be given by the 
Court, they would be happy to give it. 

SIR A. CRIPPS agreed with the suggestion, and said he would 
endeavour to supply further information required. 

Evidence was then given by Mr. HENRY SPARKS, a staff officer 
in the Stores Department of the Postmaster-General, to show that 
according to the contention of the Post Office, there was little or 
no charge that could properly be levied for storage during con- 


struction. 
(To be continued.) 


EDINBURGH TRAMWAYS Co. SUED. 


“Ir the notice board says a car will stop and it does not, then it is 
a delasion and a snare,” remarked Sheriff. Substitute Guy, in giving 
decree for £10 to а cab proprietor who sued the Edinburgh and 
District Tramways Co., Ltd., for damage done to & cab, which was 
run into by а cable car. The driver of the cab said that, owing to 
& notice board at an "island " stating that cars stopped, he thought 
he was safe, but thecar did not stop, and the collision occurred. The 
cable car driver, on the other hand, asserted that the drivers had no 
instructions to stop at any “island unless they got the bell" to 
do ao. 


TRAMWAY OBSTRUCTION, 


A POINT in an alleged tramway obstruction case was decided last 
week by Sheriff Shennan at Hamilton. The Lanarkshire Tram- 
ways Co. bronght a complaint against J. Wilmot & Sona, showmen, 
for having, with a traction engine, obstructed the tramway line at 
Blantyre for 40 minutes. The Sheriff dismissed the complaint, 
holding that it was wrongly brought, in respect that the essence 
of the charge was wilfulness, which could not apply to the firm, 
but to the manager or servant of the respondents. 


WEBER & Co., LTD. 


IN the Companies Winding-Up Court, Mr. Justice Neville heard 
a petition by the County of London Electric Supply Co., Ltd., for 
the compulsory winding-up of the above company. 

After hearing Counsel, his LORDSHIP thought no case had been 
made out for going against the wishes of the шау of the 
creditors, and dismissed the petition. 


INDO-EUROPEAN TELEGRAPH Co., LTD. 


In the Companies’ Court, Mr. Justice Neville heard a petition by the 
Indo-European Telegraph Co., Ltd., asking the Court to sanction a 
special resolution passed by the company for the alteration of its 
memorandum of association for the purpose of extending its objects. 

The proposals were reported 1 in our issue of August 9th last, p. 227. 

There was no opposition to the petition, and his Lordship sanc- 
tioned the alteration of the memoradum as proposed. 


Darwen Electricity Supply.—An inquiry has been held 
into the application of the Corporation for sanction to borrow, 
among other amounte, £6,650 for the purpose of extending the 
plant, &o., atthe electricity works. 


і 


FOREIGN AND COLONIAL TARIFFS ОМ 
ELECTRICAL GOODS. 


AMENDMENTS. 


NEW ZEALAND.—The New Zealand Customs Authorities have 
decided that shaft couplings (to couple a steam enyine to an electric 
generator) аге to be dutiable at the rate of 20 per cent. ad valorem 
if of British origin, and 80 per cent. ad valorem if foreign. 

The Board of Trade have received & cable from H.M. Trade 
Commissioner in New Zealand, reporting an alteration in the 
Customs Tariff with regard to the duty leviable on telephones 
imported into the Domiuion. The effect of this alteration is to 
admit free of duty, telephones which are the produce of some part 
of the British Dominions, and to levy & duty of 10 per cent. ad 
valorem on all foreign telephones. 


SOUTH AFRICA.— The Union of South Africa Customs 
Authorities have decided that railless trolley 'buses are to be 
dutiable at the rate of 12 per cent, ad valorem if of British origin, 


and 15 per cent. if foreign. 


DENMARK.—The Danish Customs Authorities have decided to 
levy duty at the rate of 28 ore per kg. on the following goods :— 
Lamp-shades or globes, consisting of pieces of coloured glass 
framed with lead and furnished with a metal rim; lamp globes, 
colourless, but with completely opaque ground. 


FRENCH WEST AFRICA.—A new tariff is to come into force on 
January next. The items in this new tariff which particularly 
interest readers of the ELECTRICAL REVIEW are the following :— 


Boilers, steam engines, other motive machinery, 
motor and engineering apparatus of all kinds, 


detached parts of such machines and apparatus... 3 95 ad val. 
Iron and steel for constructional works 5 95 ad val. 
Fixed and rolling stock for railways and tramways, 

except articles of woodwork for fitting up the 

inside of carriages, imported separately . .. 3% ad val. 
All other articles not separately mentioned in the 

tariff and not included in the free list .. 10 95 ad val. 


The free list includes scientific and precision instrumente and 
apparatus (not including photographic instruments or medical and 
surgical instruments and apparatus). 


NoTE.--The value of goods on which duty will be calculated will 
be the value in the country of origin, plus cost of packing, freight, 
insurance, and other expenses up to the port of arrival. 


BARBADOS.— 77е Board of Trade Journal publishes a notice 
calling attention to an Act passed by the Government of Barbados 
to establish a preferential tariff in favour.of British goods. This 
Act will come into force at the same time as the Canada—West 
India Treaty. The preferential rates of duty provided for will be 
applicable to goods, the produce or manufacture of any British 
country if imported directly from that country, which have been 
landed only for transit and kept in bond for that purpose. Proof 
of origin will be required with the bill of entry at the Customs 
House. Every manufactured article to be admitted under the 
preferential tariff must be dona fide the manufacture of a British 
country and a “substantial portion " of its value must have been 
produced by labour in one or more of such countries. The following 
are the chief proposals of interest to readers of the ELECTRICAL 


REVIEW :— 
Present rates, 


Proposed rates. applicable to 
Br. pref. General goods of what- 
tariff. tariff. ever origin. 
Copper in sheets, rods, SON Ac., 
per 100 v. 4/2 4/2 4/2 
Yellow metal in sheets, per 100 lb. 4 [2 4/2 4/2 
Electric dental appliances „ 8% 10% 10% 
Lamps and lamp chimneys АЕ p 111 10% 
Wire.. " * 9% 111% 10% 
Machinery, ineluding motor and 
other engines, steam boilcra, 
and electric machinery (men- 
tioned in the free list) .. free 2% free 
Ditto, not mentioned in the free 
list  ... 8% 10% 10% 
All other articles not mentioned 
‘in the Tariff or in the free 
lit a sii ... 10% 10 % 10% 


Advertising in China,—<As our readers are well aware, 
trading conditions in China demand a style of advertising different 
from our own. We have before us an illustration of an Osram 
lamp advertisement published there by the GENERAL ELECTRIC 
Co, LTD. and we hear that circulars and pamphlets regarding 
Osram lamps are also now drawn up in characteristic Chinese style. 
Already excellent results have been obtained. 
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NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P. Тномрвок & Co., 
Electrica Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


* 


28,971. '' Electric illuminated revolving advertising apparatus.“ J. W. 
HonRToX. October 21st, 


23.998. ''Apparatus for automatically operating gas or electric lamps.” 
C. R. OLIVER. (Addition to 29,789, 1911.) October 21st. (Complete.) 

94,021. ~“ Electric burglar alarm for doors." J.GABRIKL. October Alst. 

94,093. “ Fittings for electric lamps." H. Ganpz. October 21st. 

94,082. * Electric switching devices.” H. B. HATFIELD. October 21st. 

94,049. * Electrical relays." В. G. Brown. October 8186. 


94,046. “ X-ray apparatus.” H.C. Bwoox and E. W. KELLY. (Convention 
date, October 27th, United States.) October 21st. (Complete.) 


24,051. Blectrodes for use in producing endothermic gas reactions." H. 
PavLiwxG. (Convention date, October 24th, 1911, United States.) October 2186. 
(Complete.) 

24,058. ''Manufacture of wire." BnarrisH Тномвох-Носвток Co., LTD. 
(General Electric Co., United States.) October 91st. 

94,059. ''Resinous condensation products." British 'THOMSON-HOUBTON 
Co., LTD. (General Electric Co., United States.) October 21st. 


94,060. ''Resinous compositions.“ BnirisH Тномвом-Носвтои Co., LTD. 
(General Electric Co., United States.) October 21st, 


24,066. ‘Electric propulsor.” В. Р. Gomez. October And. 


94,071. ‘ Protectors for incandescent electric lamps." D. L. J. BROADBENT. 
October 22nd. 


94,078. " Electrically-operated suction cleaners for the extraction of dust 
and the like.“ ARMORDUCT MANUFACTURING Co., LTD., P. W. L. Camps, and 
W.BScHMAHL. October 22nd. (Complete.) 


24,089. "Electromagnetic apparatus applicable for telephonic and the 
like signalling and other purposes." M. 8. Conner and A. R. KAHL. 
October 22nd. . 


24,097. Parallel working of synchronous machines." E. C. R. Marrs. 
(Akt. Ges. Brown, Boveri et Cie., Switzerland.) October 22nd. (Complete.) 
24,81. “ Electric heaters." J. NATHAN. October 22nd. 


24,136. Method and means for the intensification of intermittent im- 
pulses," А. M. Nicolson. October 22nd. 


24,142. Electric organs and other musical instruments." J. R. C. GALE. 
October 92nd. 


24.154. Ваве fittings for electric incandescent lamps." W. E. LAKE. 
(Geb. Jaeger, Germany.) October 22nd. (Complete.) 


24,180. Controlling switch.” J. PiHLENs. October 23rd. 


24,188. Electrical step-by-step mechanisms.“ I, H. Parsons and A. E. J. 
Batu. October 23га. 


24,08. Cold electrolytic process for the recovery of tin from waste tinned 
metal and alloys." A. L. С. NopoN, October 23га. (Complete.) 


24, 97. Metallic armouripg of insulated electrio cables." A. H. Howarp. 
October 23rd. 


24,243. Arc lamps." H. Weiss. October Brd. 

24, 254. Resinous condensation products and process of making the same.“ 
British THoMsoN-HousTroN Co., тр. (General Electric Co., United States.) 
October 28rd. 

24,255. ''Plastic condensation products." British Тноивом-Носвтон Co, 
LTD». (General Electric Co., United States.) October 23rd. 

24,260. Rheotomes.“ R. EISENM ANR. October 23rd. 

24, 268. Trolley arms used in electric tramcars, telphers and the like.“ 
R. Dempster & Sons, LTD., and J. W. BRoADHEAD. October Mth, 

24, 74. Secondary electric clocks." W. J. Parker. October Mth. 

24,289. Electrical fittings, stoppers for jars, and the like.“ A. W ; 
October 24th. Mind ' veo 

24,813. ''Electromagnetic apparatus for driving the pendulums of electri 
clocks." А, Jans., (Convention date, October 25th, 1911, Germany.) Оске 
24th. (Complete.) 

21,917. ‘* Sterilising appliance for application to telephone mouthpiec 
the like.“ C. W. Axers and S. L. LiaHTFooT. October 24th. кесен 

24,343. Brushes or collectors for electrical machines." W. E. LAKE. 
(Société Anonyme le Carbone, France.) October 94th. 

24,345. “Aerials for use in wireless telegraphy.” -B.Girarprav. (Conven. 
tion date, October 25th, 1911, Germany.) October 24th. (Complete.) | ina 
24,849. Electrical deposition of metals and apparatus therefor.” С. 
BURNET and A. P. STOHMENGER. October Mth. 8 d ee 

24,353. Hinge-lock, specially adapted for controlling an electri 
switches.“ H. W. FIRTH and F. W. Leake. October Ach. nn 

24,861. Manufacture of metal -fllament electric lamps.“ W. L. 

October Mth. К стии. 
24,872. Switches for overhead trolleys.” J. SrRATIrox. October 25th. 
24,384. ''Bwitches for overhead trolleys.” J. Stratton. October 25th. 
24,889. Electrical resistances or current-graduating devices.“ 

SwitcuEs, Lrp., and W. L. BARBER. October 25th. шише 


24.404. Electrodes for secondary or storage batteries, and the 
and 'construction thereof." G. HonLzxx. October 26th. : ee 


24, 406. Electrical resistances and condensers.” H. W. 
Hay and A. D. Ноонвом. October 25th. BorLrvAm, C. E. 


24, 408. Electric telephones." L. G. Hammer. October 25th. 
24, 409. Impulse transmitters for electrical circuits." (Conventi 
December 7th, 1911, United States.) W. M. Ваосе Jun. October ыы 4840, 


24.485. Electromagnetic ore separators.’ G. RIETKOTTE . 
October 25th. (Oomplete.) R and P. CLAES. 


24,438. Miners’ electric safety lamps." O. Огрнлм, (Ad 
1911.) October 95th. ELK ee 10 ИЛЕ, 

24,489. ''Oontact-breaker for electric bells and the like.“ Sr ERL - 
PHONE AND Exectrric Co., Lrp., and F. G. BELL. October 25th. ars 


E 8 Component parte of electric batteries." H. F. Токт, sen. Ooto- 
er è 


24,484. '' Arrangement of the exciting windings of the rotating field systems 


of electric machines.” F. LJunasTRom. (Convention date, Octob 
Bweden.) October 26th. (Complete.) ( » October 26th, 1911, 


94,492. ''Pipe unions or couplings for electric conduit junction boxes and 
other purposes." F. H. Terry, Н. M. Biawoop and BRoTHERTON 
Conpuits, LTD. October 26th. ' (Complete.) ern 


24,499. ''Electromagnetio suspension devices." B. GRARMIGER. - 
vention date, October 27th, 1911, Germany.) October 96th. (Complete.) 9 

24,502. *''Circuit connection for electrical installations, with mixed loads.” 
Lanpis & Gyr. (Addition to 22,591/12. Convention date, N 
Switzerland.) October 26th. (Complete.) зета ЖЕГИ, 


94,608. ‘Tariff electricity meter." LANDIS & Gyr. (Со ti 
October 27th, 1911, Switzerland.) October 26th. (Completa. nvention date, 


24,516. “Portable automatic electromagnetic 1 P 
CAMERON and R. Law. October 26th. m si abe кер 
24,540. '*Bwitch for battery of lamps." C. CARANGELO. October 26th. 


(Complete.) 


24,041. '' Electromagnetic suspension devices." B. GnaEMIGER. (Addition 


to 24,499 of 1912.) (Convention date, July 3rd, 19 : 
(Complete.) July 3rd, 1912, Germany.) October 26th. 


io 

94,550, ''Electromagnetio ratchet feeding devices." G. A. VASeBERG, 
October 2th.  (Complete.) y : 

24,668. “Ignition devices." W. М. Morpry. October Sth. 

94,571. "Renewing metallic-filament incandescent electric lampe." F. 
Нлввівои and F. L. Harrison. October th. | 


PUBLISHED SPECIFICATIONS. 


Copies of any of the y seine in the following list may be obtained 
of Messrs. W. P. THompson & Co., 285, High Holborn, W.C., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). ' 


1911. 
Сівсогт INTERRUPTERS. F. W. Harris. 91,908. October 4th, (October Bth, 
1910.) 


ALARM SIGNALLING AND CONTROLLING DrvicES. A. Richter and E. H. Bock. 
21,959. October 5th. 

Tars RONE SwircHBOARDS, E. S. MeLarn. 92,046. October6th. (October ith, 
1910.) 

COUPLINGS FOR ELECTRIC CONDUCTORS, A. J. Buckland. 22,188. October 1%. 

ELkcrRiCALLY-DBiveN RECEIPTING AND CasH-REGISTERING Типі. Ми. H. 
Godefroid. 22,282. October 9th. (October 10th, 1910.) 

ELECTRIC SIGNALLING APPARATUS FOR TELEPHONES AND THE LIKE, G. H. Nash 
and Western Electric Co. 23,238. October 9th. 

SIGNALS FOR USE IN WIRELESS TELEGRAPHY. O.Angelini. 22,448. October 11th. 

TELEPHONIC TRANSMITTERS, RECEIVERS AND OTHER LIKE DIAPHRAGM INSTRUMEKTS, 
A. Marr. : 22,582. October luth. 

WINDINGS OP ELECTRIC GENERATORS AND OTHER ELECTRICAL MACHINES. P. R. 
Jackson & Co., Ltd., and R. Ainsworth. 23,548. October 95th. 

Systems OF ABRANGEMENTS FOR INDICATING THE NAMES OF STATIONS ON Trains 
AND FOR ANALOGOUs PumPosks. Siemens Bros. Dynamo Works and E. P. 
Barfie.d. 28,998. October 80th. 

ELrcrRic WATER HEATER AND STEAM GENERATOR, A. P. Nichols. 9,436. 
Navember 8га. 

ELECTRICALLY-OPERATED Motor VEHicLEs. Crompton & Co., Litd., J. C. 
Macfarlane and H. Burge. 24,778. November 7th. 

PAwLs or ELECTRIC CONTROLLER RxovLATORS. 8. Smith, A. Fleming and T. 
Guerin. 26,291. November 24th. (Cognate application, 29,060 of 1911.) 
ELEcTRICALLY-OPERATED Motor VEHICLES. Crompton & Co., Ltd. J. C. 

Macfarlane and Н. Burge. 26,408. November 25th. 

Execrraic WELDING MacHiNES. British Thomson-Houston Co. (Allgemeine 
Elektricitats-Ges.) 96,645. November 28th. 

AUDIBLE ELECTRIC SIGNALLING DEVICES AND THE LIKE, T. 8. Rogers. 96,900. 
December 1st. (Addition to 23,802 of 1909.) 

DyNAMO-ELECTRIC Inpuction MACHINERY. Akt.-Ges. Brown, Boveri et Cie. 
28,388. December l6th. (December 16th, 1910.) 

SPINNING OR TWISTING MACHINES WITH BEPARATELY AND ELECTRICALLY-DRIVEN 
FLYERS. H. Schneider, 29,146. December 27th. 


1912. 
VaPOUR-ÉLEOTRIC APPARATUS, P. C. Hewitt. 183. January nd. (January 8rd, 
1911.) 


ELECTRIC Powger-Facror Inpicators. British Thomson-Houston Co. (General 
Electrio Co.) 193. January 4nd. 


CONTACT APPARATUS FOR ELECTRIC INDICATORS FOR INDICATING THE DIRECTION OF 
ROTATION OF A SHAFT. P. Molinari. 2,556. January 294th. 


Execrric Hrating ELEMENT. H. J. Dowsing and D. Huntley. 8,258. 
February 9th. 


ELECTRIC ANIMAL EXTERMINATORS. O. N. Calvert. 8,540. February 19th. 

TRANSMITTER FOR PRINTING TELEGRAPH BysTEMS, P. Etienne. 4,585. February 
28rd. (February 24th, 1911.) : 

Timp-CONTRULLED MECHANISM FOR ELECTRIC SWITC RES. R.Haddan. (Copeman 
TA Stove Co.) 6,985. March 9th. (Divided application on 22,001 of 
1911. 1 

ELECTRICALLY-ACTUATED Pumps rox ELastic oR Non-Exastic Furs. W. 
Richardson. 6,004. March llth. 

MULTIPLE CONTROL or ELECTRIC Motors. R. Richter and Maffei-Schwartzkopfl- 
Werke Ges. 6,624. March 18th. (April 2lst, 1911.) 

AUTOMATIC Protection Devick кон ELEcTRIO Circuits. P. M. Levy and H. T. 
George. 8,090. April llth. 

APPARATUS FOR CONTROLLING D1RECT-CURRENT ELEcCTRIO Moroms. Siemens 
Bros. Dynamo Works and F. Lydall. 9,876. April 25th. P 

ELECTRICALLY-DRIVEN DEVELOPING APPARATUS, CHIEFLY FOR WRITING TELE- 
GRAPHS. A. E. Rappenecker. 18,328, June 6th. 

PROTECTING DEVICES FOR TELEPHONE APPARATUS OR THE LIKE. Siemens and 
Halske Aks.-Ges. 18,853. June 18th. (December 22nd, 1911.) 

DrxAMO-ELECT RIC Machines. Allgemeine Elektricitüts-Ges. 15,589. July 8rd. 
(July 8rd, 1911. Patent of addition not granted.) 

METHOD or CARRYING OUT CHEMICAL GAS REACTIONS BY MEANS OF AN ELECTRICAL 
DiscHARGE. Н. Andriessens and J. Scheidemandel. 16,296. July 12th. 
TELEPHONE MouTHPikCES, E. Björnson and J. Hilditch, 17,171. July 28rd. © 
ELECTRICAL MEASURING INSTRUMENTS. E. Fauvin, E. Amiot and E. Cheneaurx. 

18,214, August 7th. (September 6th, 1911.) 


Mica in British Columbia.— The Provincial Govern- 
ment of British Columbia is about to investigate the commercial 
possibilities of the mica deposits on Mica Mountain at Mile 53, B.C., 
on the line of the Grand Trunk Pacific Railway. According to a 
Government official, the deposit is at a height of 5,000 ft. above the 
level of the sea on a mountain the summit of which is covered with 
from 4 ft. to 5 ft. of snow. With the advent of the railroad the 
development of the mica deposit becomes a matter of commercial 
importance. It is said that the beds on Mica Mountain will yield 
sheets up to 10 ft. sq.— Financial News. 


Fire.— Messrs. FALE, STADELMANN & Co., LTD., desire to 
acknowledge the sympathetic messages received in connection with 
the fire which occurred on Sunday morning last at their premises in 
Great Saffron Hill, London. Whilst the damage to the building 
involved has been very considerable, the bulk of the warehouses are 
intact, and they are, therefore, in a position to carry on business 
without any interruption, and are quite able to cope with all orders 
as received. | 
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1872—1912. 


JUST 40 years ago to the very day—November 15th, 1872 
—from beneath the shadow of St. Paul's and within a 
stone’s throw of the very place where these lines are now 
being written, there was '* launched into the waters of 
scientific literature а new barque,”—a modest, unassuming, 
yet confident and determined little pamphlet of 18 pages 
(64 in. x 94 in.) of editorial matter. Amid the good 
wishes of à number of men of eminence in those days. it 
started out upon its voyage, and to-day, after most of those 
voices have become silent, it continues on its way, still 
fulfilling the purpose for which it first set out. 

Issued first as a monthly paper, it became a bi-weekly in 
six months, and so appeared until a few years later, when, 
launching further out into the deep, it became a “ weekly,” of 
exactly the size of page on which these words are printed. 
In the words of its founders, * the applications of electricity 
had no special organ" then, and it was their intention to 
meet the want. Thus it has come about that, from 1872 
until now, the ELECTRICAL REVIEW has been published 
regularly without intermission. 

With most of us there are periods of life when we sit all- 
pensively looking backward, and the very atmosphere 
becomes filled with multitudinous forms and memories. We 
may he pardoned if, as a paper, we confess—in recalling our 
birthday—to have let the pensive spirit indulge her fancy. 
For, after all, papers are at heart really men—like men they 
breathe, speak, remember—do they not carry the thoughts, 
and even voices, of ten thousand minds, and hold them, 
perhaps still full of their old eloquence and verve, in the 
recesses of Time? 

Recollections will crowd upon us of those early days, and 
of the intervening years—we cannot keep them back —re- 
collections of the men who were in electrical science and 
industry at their very birth, and associated themselves with 


this journal when the old "bus horse still took its measured 


tread, the aviator had not circled the Cathedral dome, nor 
had tubes pierced the bowels of London. We recall men 
who, though those were days of strain and vicissitude with 
us, had so confident a belief that that little publication had 
entered the field at the right time, and that a great future 
was in store for it, that they stood by it with sympathy and 
constancy. Those early workers have, one by one, passed 
out of this sphere of small affairs to more peaceful shores, 
and of those who know the inner history of the early build- 
ing-up of the ELECTRICAL Review and the sacrifice it 
compelled to some, but few remain. Distinguished among 
these is Sir William Preece, who, on a following page, is kind 
enough to wish us Many Happy Returns.” 

Not many copies of the first volume are now extant, but 
those who have access thereto will find it interesting to 
compare the programme announced by the founders in simple 
but definite terms, with the tone and policy of the journal 
during the intervening years and the character of its 
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contents to-day. Mark the courage of those present at the 
launching of that little barque of 1872! They had a 
* determination to overcome any opposition that might 
present itself." We have consistently endeavoured dis- 
creetly to continue that self-same policy, time and time again 
being called upon to “ keep our end up” against schemers 
and charlatans and envious scribes, either with our pen or in 
the Courts, or by the adoption of a strong persistent attitude 
against everything that we suspected ‘would belittle or 
besmirch electrical interests, or obstruct the progress of 
those associated with their conduct. 

Many a sprightly stripling has since started out on similar 
purpose bent, but we have never had any reason to do other 
than wish them well. To quote again the foreword of our first 
number :—** Experience may prove modification to be desir- 
able, and we shall gladly profit by the teachings of experience." 
We have always striven to adapt ourselves to the varied 
changing conditions of forty years, and in the course of our 
close observation of the doings of contemporary journals 
few things have stood out so plainly as the manner in which 
our arrangements, sections, and so forth have been 
followed. But on such an occasion as our birthday, 
how could we bring this thought to mind with any 
idea other than to raise a smile, and not to wound, for may 
not emulation of ourselves naturally draw from us satisfied 
and amused congratulations? Suggestions innumerable have 
been received reepecting measures that we might adopt for 
meeting some detailed or local requirement or fanoy. For 
all these good intentions we are grateful, for we are always 
glad to be kept closely in touch with the life and needs of 
the reader; it is not our practice to cast aside any proposal 
without weighing it in the light of prolonged and close 
experience of what the majority at home and abroad require. 
If the reader has been impressed with something in a 
contemporary that he thought we might imitate, either by 
way of frivolous jest or peculiarity of style, he may be 
pretty sure that there is a very good reason why it is in his 
own interests for it to be absent from the ELECTRICAL 
REVIEW. 

If we take pride in one feature more than another, it is, 
perhaps, in the continuity of proprietorship and editorial 
and business personnel of this journal—a feature which 
naturally has made for continuity of policy, both in our 
pages and in our relations with the industry. 

We will resist the temptation to indulge in detailed 
reflection respecting the changes that have come over elec- 
trical science and engineering between -1872 and 1912, new 
developments following with swift-winged feet upon each 
other, for our readers are all busy with the affairs of to-day, 
and we ourselves have a journal to produce. Necessity 
reminds us that “ life lies in the future, and not in the past,” 
and we re-echo the words of our predecessors, and say that we 
are to-day ready as a journal for whatever the years may bring. 

The early craft was launched upon an unknown and a 
troublous sea, and for 40 years that vessel has weathered the 
storm. We stand to-day—experienced pilot and hardy crew 
—prepared for any emergency that may arise in service to 
the industry, assured that with the continued co-operation 
and harmony prevailing within, and continued support from 
the leaders and the rank and file of the profession and 
industry, we shall be able to assist in promoting the best 
interests of all. 


Б issue describing a gas engine which is its 

° own gas producer calls up an interesting 

picture of what we may yet see in the central station—a row 

of gas engines with a coal conveyor passing over their hinder 

ends, and supplying them with small or granulated coal. 

The picture is not one that will delight the station superin- 

tendent, who takes a pride in his humming turbines and 

spotless engine room, but esthetics in the power house must 
necessarily give place to economica. 

Is there not in this invention а useful hint for the in- 
ventors of gas turbines? Опе of their difficulties is to get 
the gas into the combustion chamber, which necessitates the 
use of pumps; if they can inject it in the solid form, i. e., 
as coal, they will be relieved of this trouble at least, though 
they will still have to pump the air in. 

The coal engine is really a natural development of the 
oil engine, and the idea, at least, is old ; we remember an 
engine fed with powdered coal at the Glasgow Exhibition 
of 1901, made by Messrs. Stewart, but it was not a success. 
However, that is no reason why the present attempt should 
fail, and we shall observe its progress with interest. . 


THE inquest which took place last week 
on the death of Mr. J. C. M. Thompeon 
in an electric bath, once more exemplifies 
the danger of playing with such edged tools as is the electric 
current, without skilled supervision. So far as the unfor- 
tunate victim of the accident was concerned, his action in 
taking the electric bath was innocent, and we could not 
reproach him even had he not paid with his life for his 
harmless indulgence ; he had experienced good effects from 
the treatment, and he could not be expected to question the 
competenceof the proprietors of the baths. But it cannot be too 
widely known that the electric current in its therapeutic appli- 
cations, while capable of conferring immense benefits upon man- 
kind when properly applied, is dangerous in unskilled hands. The 
words of the bath attendant, as reported in the daily Press, tell 
their own tale to any technical man :—** Through the water he 
administered an electric current of 400 milliwatts, which 
was equal to 10 volts, but only about 2 volts would go 
through the body." What could be more utterly non- 
sensical ? 

The facts appear to be that a current was passed through 
the water in the bath in series with an incandescent lamp, 
fed from the public mains at 240 volts ; obviously a short- 
circuit in tbe lamp or the lampholder would immediately 
throw the full voltage upon the bath, and the patient lying 
in the water would be in an ideal position to receive a fatal 
shock. The precaution that was suggested, of substituting 4 
number of small lamps for the single one, is quite inadequate ; 
if the lamps were in parallel, it would multiply the risk, and 
if in series, there would still remain the fact that on a three- 
wire system, with the neutral earthed, the lamps might be 
inserted on the neutral pole, and the patient would be liable to 
receive а fatal shock between the live electrode and the 
waste pipe or the supply pipe. 

The use of current from the main in this manner is 
clearly dangerous, unless suitable precautions are taken, and 
ought to be prohibited. 

That ignorance stil prevails regarding the danger of з 
shock from lighting mains is well illustrated by the evid- 
ence of an “inspector of installations” reported in our 
* Notes" to-day ; he thought it impossible to be killed by 
a 200-volt shock. Yet readers of the ELECTRICAL REVIEW 
are well aware that several cases have been recorded in our 
pages where death has resulted from a lower peur than 
200 volta. 


“A Little 
Knowledge.” 


Тнк article which we publish in this 
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MANY HAPPY RETURNS. 


By SIR WM. Н. PREECE, K. C. B., F. R. S. 


THE ELECTRICAL REVIEW made its first public appearance 
on November 15th, 1872, exactly 40 years ago, as the 
Telegraphic Journal. In the following January were added 
to that title the words “and ELECTRICAL Review.” I took 
a keen interest in the paper and for a short time edited it, 
but the transference of the telegraphs of the country from 
private companies to the State threw such a burden of 
work upon my energies that I had to clear away all other 
work. My telegraphic career commenced in 1852— 
60 years ago! In 1863 I married, and spent the honey- 
moor in Paris in a new splendid hotel (the Grand Hotel), 
which was the first building fitted up with electric bells by 
| Breguet. It tempted me to write a series of articles upon 
the practical applications of electricity, describing Breguet’s 
system. This attracted the attention of Sir James Truscott, 
who had just purchased a house in Park Crescent, Regent’s 
Park, and determined to fit it with electric bells. There 
was no firm in London to undertake the job, so the apparatus 
complete was obtained from Breguet, and fitted in Park 
Crescent by two of my telegraph men employed in South- 
ampton, under the direction of a man from Paris. 

This was the commencement of the electrical era, which 
has since grown to such gigantic proportions and in such 
numerous directions, that the simple system which rang * the 
tocsin of the soul, the dinner bell,” now records on the earth 
ethereal disturbances in the sun itself. In 1872 the appli- 
cations of electricity were growing fast in number and 
importance, so that a periodical journal dealing with all 
branches became imperative, and the ELECTRICAL REVIEW 
was launched under the title—THE TELEGRAPHIC JOURNAL 
AND ELECTRICAL REVIEW. The first part of the title was 
Abandoned in December, 1891. 

In the first number there were 18 small pages of printed 
journalistic matter. In the last number (November 8th) 
there are 44 larger pages. In the first number there were 
six pages of advertisements—in the last number 80 

The year 1872 saw the birth also of the Society of Tele- 
graph Engineers, and the first number of the REVIEW reports 
the seventh ordinary meeting of that Society under the first 
President, Sir William Siemens, when a paper was read by 
W. H. Preece, Esq., on Lightning and Lightning Con- 
ductors.” Curiously enough, it was also the year of the 
birth of that eminent electrician who now occupies the 
chair—probably our youngest President—of the Institution 
_ of Electrical Engineers, as it is now more properly called. 

The prominent electrical industries in 1872 were 
electro-plating and the electric telegraph. What progress 
has since been made is all duly chronicled in the succeeding 
numbers of the ELECTRICAL REVIEW, and thus your paper 
becomes а complete historical record, not only of the growth 
of the practical applications of electricity, but of the science 
itself upon which these industries are based. It indi- 
cates the rapid rate at which the electrical profession 
has risen to its present prominent position. In 1846, 
when the first Electric Telegraph Company was inaugurated, 
the only electric patents existing were those of Elkington 
for electro-plating (1840), and Couke &  Wheatstone's 
Telegraph (1837). , The Electric Telegraph Co., however, 


made very small progress in the first few years of ita 
existence, and it was not until Robert Stephenson, George 
Parker Bidder, and Edwin Clark joined the company in 
1851 that it commenced to flourish and to go ahead. 

Again, from the original company itself sprang the 
British and Irish Magnetic Telegraph Co., under the 
guidance of Charles Bright, and the United Kingdom 
Telegraph Co. under that of Andrews. Thus commercial 
rivalry ensured commercial progress in the same way 
that this progress had already increased the literature of 
the subjects upon which the industry was based. The 
growth of the industry as well as that of the REVIEW 
went steadily on, and in all countries throughout the 
world the same causes have led to the wide distribution of 
these industries. | 

The ELECTRICAL REVIEW led to the introduction of the 

Electrician, in 1878, the Electrical Times (which was first 
known as Lightining); Electricity, and many others at home, 
while in the United States the Electrical World and several 
other electrical papers flourish as much as our periodicals are 
flourishing at home. Indeed, there are many of us who find 
that there are too many publications pouring in upon us 
every week. Those who are in the van of the business have 
to study not only the running journals, but also the solid 
scientific work which is done by the Royal Society, the 
Physical Society, and other scientific gatherings. Based on 
the growth of the science, other Institutions and Societies are 
springing up all over the world. Thus electrical literature 
and electrical science are growing at lightning speed every- 
where. 
The activity of the workers and the publication of their 
works by the literature of the day, as well as the public 
utility raised by these inventions, have led to a very full and 
complete system of advertising. Indeed, advertising im these 
papers has become not only quite a science of its own, but 
also a necessity for those who are manufacturers and for 
users who have to pay as much heed to the advertising 
pages as to the literary pages. Manufacturers them- 
selves must find this growth of advertisement a very 
considerable source of expense, but while it maintains and 
tends to maintain the publications in full swing, the public 
and the scientific world ultimately gain. We now can know 
everything that is original or novel, and we learn all the 
advances made in the growth of our science. The life of the 
ELECTRICAL REVIEW is a history of the life of the electrical 
industry. 

There is one point connected with the Review that is 
very marked—its unwavering adherence to the policy with 
which it set out when inaugurated in 1872, and which it has 
maintained to the present day. It caters for all branches of 
the industry and all classes of the science, but far more than 
that, we learn of the legal aspect of all the disturbances 
that arise, and can follow as well the finance of the 
question and the value of stocks. The proceedings of the 
innumerable institutions all over the country are published 
and we learn of the advances made by the municipalities, 
by the railway companies, and by the various branches of 
the industries of the country, and we learn, not only the 
history of what is going on in our own country, but also 
of the progress in every other country, and above all in the 


. Colonies and outlying branches of the British Empire. 


I must congratulate the Editors and Proprietors of the 
paper upon the position that they have so well maintained, 
and I trust that I may live long enough to compliment 
them at some future day on the jubilee of their achievement. 


A/D ASBX RR 
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HONG KONG UNIVERSITY. 


SINCE the publication of our last issue we have received 
from Prof. C. A. M. Smith further particulars regarding the 
needs and aspirations of the University, together with a 
photograph, which we reproduce herewith, showing the 
building as it actually appears. Already there are 35 first- 
year engineering students—an excellent start; the Chinese 
are determined to go in for Applied Science, and Prof. 
Smith believes that if the laboratories are properly equipped 
there will be at least 250 engineering students in four years. 
These men will be eagerly snapped up as soon as they have 
completed their engineering training by Chinese firms 
developing the resources of their country, and will thus 
become pioneers and leaders in the native industries; if we 
choose, by making them acquainted at first hand with the 
high qualities of our apparatus and machinery, we can make 
them also invaluable channels for our exports to flow into 
that vast and virgin area. 

Prof. Smith informs us that the University has already 
received offers of help from  enterprising German and 
American firms, but—as yet—nothing from home; no one 
ever caught our German or American friends asleep in such 
& matter, or found them indifferent to, or lacking apprecia- 
tion of, the immense importance of training the young engineer 
on the lines most 
profitable to them, and 
if our firms are not 
wide awake, they will 
lose a unique oppor- 
tunity, such as may 
never recur. The 
University has been 
founded in the interests 
of British trade; Prof. 
Smith is there to help 
British firms, and 
wants to have every- 
thing British; the 
laboratories of the 
University will be first- 
class showrooms, 
visited not merely by 
' the students, but by 
everyone who visits 
Hong Kong, which is 
the only British Colony 
in the Far East; 
Students are already 
enroled from the 
Straits Settlements, 
Canton, Fuchow, &c., 
and will carry their im- 
pressions of the machines in the laboratories over an immense 
. area. Let us see to it that those machines are all British, 
and of the first quality; it will be one of the finest invest- 
menta conceivable. 

A British engineering firm of Tai Koo gave no less than 
£40,000, without which it would have been impossible to 
commence the University. We are morally bound to support 
that excellent lead, which in itself proves that there is 
abundance of trade awaiting us out there. Now let us do 
our share, and do it well—and, above all, quickly. 

We have received from Prof. Smith a list of the apparatus 
required in the mechanical, electrical and civil engineering 
departments, which we print below, and we shall be glad 
to place on record the donations which we confidently 
anticipate. Р 

LIST OF APPARATUS NEEDED, 


Mechanical Engineering Department, 


Heat Engines Laboratory.—(1) Al kinds of oil engines, to use 
crude or refined oil, up to 10 H.P. An opportunity to exhibit 
engines suitable for motor-boata or electric lighting plants ; (2) 
A gas engine and gas producer. Theengine to have coupled to it a 
generator, D.C , 20-KW., 110 volts ; (3) Small exhibition sets, steam 
turbines, say, 5 to 10 H. P., with condensing plant if possible; (4) 
Refrigerating plant; (5) A small oil-fired water-tube boiler; (6) 
Indicators for steam and gas engines; (7) Condensing plants; (8) 
Ganges; (9) CO, recorder; (10) Calorimeters ; (11) Injectors. 

Workshop.—(1) Small lathes ; (2) Drilling machine; (3) Planing 
machine ; (4) Small tools; (5) Any measuring appliances. 


Electrical Engineering Department. 


(1) Ammeters, voltmeters, wattmeters, range 50 amperes, 500 
volts; testing sets generally ; (2) Motors and generators. Motors 
of about 5 H.P. desirable; (3) Switches and switchgear ; (4) Trans- 
formers (about 5 kw.); (5) Rheostats; (6) Telegraph and tele. 
phone apparatus; (7) Samples of wires, cables, and fittings 
generally ; (8) Photometric apparatus. 

Civil Engineering Department, 

Strength of Materials Laboratory.—(1) A 10-ton testing machine ; 
(2) Wire-testing machine; (3) Cement-testing machine; (4) 
Extensometers; (5) Hardness-testing appliances; (6) Impact 
testing machine; (7) Apparatus suitable for microscopic study of 
metals. 

Hydraulics Laboratory.—(1) Centrifugal pumps ор to 5 B. p.; 
(2) Pelton wheel ор to 5 H.P.; (8) Turbines up to 5 E. P.; (4) 
Water meters; (5) Plunger pumps. 


NOTES FROM CANADA. 


[FROM OUR OWN CORRESPONDENT.] 


THE accompanying curves (p. 777) illustrate very clearly the 
imports of electrical apparatus into Canada, both as regards 
actual values and the relative proportions. 


Нома Кома UNIVERSITY. 


The most striking feature is, of course, the enormous lead 
which the U.S.A. have obtained over the rest of the world ; for 
Great Britain the most satisfactory one is that while the 
total] imports of this class are increasing at a tremendous 
rate, the Old Country is securing an increased percentage (see 
percentage curves) even in the increased import values ; and 
seeing that the import trade of Other countries is, so far, 
almost negligible, it follows that the percentage values of the 
imports from America are falling in almost the same ratio as 
the British ones are rising. 

As real efforts to secure a share of Canadian trade have 
only been undertaken during the last three or four years, 
it is evident that these efforts have been so rewarded as to 
make the outlook encouraging, and it will be extremely 
interesting to watch the results of the next few years. 

During the nine years represented in the curves Canada's 
own producing ability has steadily increased, as is proved 
by the fact that her exports of “ electrical apparatus have 
multiplied sevenfold ; but the fact, already stated in these 
notes, that her imports are bound to increase at a great rate 
for many years to come seems evident from a consideration 
of the Trade Returns, for, as yet, the value of her exports 
(of “electrical apparatus") is only about one-hundredth 
of that of ‘her imports; it will, therefore, be a long time 
before she can keep pace with her own requirements. 

An incident which came under the personal notice of the 
writer only a few days ago is worth relating here. 


Í 
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The manager of a factory was discussing, with a couple of 
electrical engineers, the question of installing electric motors, 
and was quite evidently in favour of purchasing them from 
a British firm; knowing nothing of motors himself, he 
sought advice on this question, and was strongly advised 
against buying from Great Britain, as the engineers in 
question considered that motors made there were not £0 
strongly made as those obtainable on this side of the water, 
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the efficiency was admittedly slightly higher, but the air gap 
was so small and the bearings, &c., had so little metal in 
them, that troubles were soon apparent, owing to the rotor 
rubbing itself to pieces on the stator and other direful 
happenings, and that, British motors were best left alone. 
The writer believes that the foregoing statements were 
made not out of any antagonism to British machinery, but 
due to complete ignorance of it, and a fear of recommending 
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some unknown, and by the engineers referred to, untried 
articles; had the British motors been better known, there is 
not much doubt that, the manager of this factory would have 
gone away with the impression that Old Country motors 
were at least as good as those to be had over here, and would 
in all probability have sent his order there, whereas it is not 
at all likely now that he will do this. Cases similar to the 
foregoing, no doubt, arise very frequently, and end in a like 
manner, and it behoves home firms to bestir themselves to 
make their producta better known. 


'generator and a larger battery. 


CONSULTANTS v. CONTRACTORS. 


A SECOND edition hes recently appeared of a popular hand- 
book on electricity, in which the author, a consultant, reprints 
a reflection on contractors which appeared in the original. 
edition. He says, in effect, that any householder considering 
the question of an electrical installation, big or little, in 
town or country, should employ a consulting engineer, as 
no contractor is to be trusted to carry out a satisfactory 
installation without supervision. This statement is made 
without any qualification. He might, with some trutb, 
have said that some consultants are more to be trusted in 
the preparation and carrying out of an installation than some 
—or even many— so-called contractors. But so mild a state- 
ment would not have served his purpose—of bringing grist 
to the mill; ard readers of his book are, therefore, left 
under the impression that ai] electrical contractors are cheats 
and rascals without engineering knowledge, who will charge 


- him an extortionate price for bad work, and that salvation is 


only to be obtained at the cost of 5 per cent. and expenses 
to any consultant. . 

So broad an indictment is as unjust as it is obviously 
foolish. A better case, indeed, might be made out for the 
reverse proposition that a man contemplating an electric 
installation will be better served by putting his work in the 
hands of a good contractor than he will be by employing any 
consultant. He will obtain a more modern and efficient 
installation, at something like two-thirds of the price, to say 
nothing of the 5 per cent. and expenses. More generous 
than the author referred to above, I will qualify this state- 
ment; for there are certainly some consultants—most con- 
tractors in a large way of business will be able to count them 
on their fingers— who do know how to specify а sound, 
up-to date, installation. But there are none who can, or 
will, specify an efficient job, as cheaply as can an experienced 
contractor. | 

The reason is not far to seek. The consultant bas not the 
inducement to economy that a contractor has. Apart from 
the lure, unconscious perhaps, of the 5 per cent., the con- 
sultant has no check on his fancy for expensive gear, 
beyond, may be, the generous approximation with which he 
has furnished his client. The contractor, on the other band, 
is preparing his own scheme, and knows that he is probably iu 
competition with others, and that it is up to him to 
keep his price down to the limit, unless he can show his 
layman client obvious value for the increased expenditure. 
'The natural result is that the successful competitor provides 
his client with full value for his money : with an installa- 
tion which, if he be a good contractor with a reputation to 
sustain, will be entirely satisfactory in capacity and 
efficiency. 

The consultant has no such inducement. What con- 
sultant, to take a typical example from actual experience, 
‘would advise a client requiring an installation of about 
40 lights to have a small petrol-electric plant put down 
which, with wiring and extras all told, only cost E130? 
Absurd! Too small and cheap! Bound to give trouble! 
Yet, as a matter of fact, the battery only requires charging 
twice a week in winter; the running costs for a year are 
only 708. ; and not a penny has been spent on repairs since 
the plant was put down, 

Another case. Some time ago [ submitted a scheme ard 
an estimate, in competition with two others, for a fair-sized 
country house installation. The owner of the house, per- 


.plexed perhaps by conflicting schemes and costs, called in a 


consultant, who sent the three original tenderers his speci- 
fication, in which I, for one, had the pleasnre of recognising 
the main lines of my own scheme. But, thanks to the con- 
sultant’s fancy free, the contract, happily secured at last, 
works out at over £1,000 instead of the original £600, 
although the battery capacity, the horse-power of the engine, 
and the total number of lights are practically identical. 

A contractor gives the essentials. A consultant adds the 
generally unnecessary luxuries. He specifies marble bases 
to his fuseboards, and real ivory labels. He will want two 
voltmeters where the contractor would use one with a volt- 
meter switch. He will work in a booster, where the con- 
tractor who knows his business will put down a smaller 
He will—or, perhaps, it 
would be fairer to say he did for at least two years after 
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metal lamps were on the market—base his calculations on the 
use of carbon lamps. He revels in complicated switchboards 
performing all sorts of unnecessary functions. His main 
cables invariably have 100 per cent. overload capacity with & 
no-volt drop, although it is quite time he learnt that no 
respectable country house ever bas more than half the lights 
on at once. And, generally speaking, he uses the Institution 
rules with a constant factor of 2 against the contractor. 
Indeed, there is hardly any imaginable folly which some who 
call themselves consulting engineers do not commit at the 
expense of their clients. This very week I have seen a 
specification in which it is stipulated that every one of some 
600 switches shall be furnished with hammered oxidised 
silver covers, at a list price of 1s. 9d. each—for a work- 
house! 

To put it plainly, a man contemplating an electric light 
instailation will find that in all cases a consultant is expensive, 
in most cases unnecessary, and in some cases incompetent. 


Some of them are ex-contractors who have failed ; others are- 


men who have had technical book training and no practical 
experience. Nearly all are out of touch with current practice. 
This is not to be wondered at. The average consultant, par- 
ticularly in the provinces, is happy if he draws commission 
on half-a-dozen contracts in the year. "The whole experience 
of many of them is limited to, say, a score of installations. 

Contrast that with the experience of the despised 


ELECTRIC KITCHEN AT MESSRS. SIEMENS-SCHUCKERT’S CABLE WORKS. 


contractors, who, the public are told, are not to be trusted 
to fix a ceiling rose cxcept under the eagle eye of a 5-per- 
center or his half-baked draughtsman. 

A dozen of the leading firms, known to every one in the 
trade, can count their hundreds of installations, going back 
to the “ eighties ” ; installations of every size and description 
in every part of the country, while many of the individual 
employés of these firms, and many other of the smaller con- 
tractors, can reckon up their “ century of plant jobs. How 
can any consultant venture to pit his knowledge and experi- 
ence against the accumulated knowledge and experience of 
such contractors as —— or — — ? (Readers can fill in the 
blanks for themselves.) Yet our audacious author tells his 
public they are not to trust such firms. They may know, 
he says in effect, what they ought to do, even better than I, 
but do you really think they will do it, unless I keep my eye 
on them? But it is surely obvious that to firms such as 
these, whose names are household words, their reputations 
are their most valuable asset, and they cannot afford to save 
a few pounds by scamping their work, at the risk of losing a 
potential recommendation. 

It need scarcely be said that none of the foregoing remarks 
apply to the big Westminster consultants and their like, who, 
for the most part, do not touch lighting work, and who fill a 
definite and valuable róle in the electrical world. And of 
the other consultants who specialise in lighting, there are 
certain ho ourable exceptions to the general: rule, that a 


consulting engineer called in to prepare a lighting specifica- 


tion doubles the cost and halves the efficiency. For the 


ordinary country house or private residence, a consulting 
engineer is absolutely unnecessary. | 

Let the householder wishing for a good installation only 
use the same common-sense that he applies in choosing his 
milkman, his builder, or his doctor, and choose a contractor 


who is a contractor only, and not a plumber or an iron- 


monger—he would not trust his affairs to a lawyer who kept 
a fried-fish shop—a contractor with a known reputation, 
recommended to him by his friends, and he may be con- 
fident that any work entrusted to such & contractor, with or 
without competition, will be carried out at least as efficiently, 
and certainly more economically, than it would be under any 
consultant. | 

Let him remember, too, that however good a consultant’s 
specification may be, the merit of carrying it out properly is 


ultimately with the contractor. Whatever he may pretend 


to the contrary, no consultant can adequately supervise a job 
he only visits at intervals. His inspections and teste are, in 
most cases, mere farce. There are few consultants whom an 
intelligent foreman cannot hoodwink—and he often does. 
He dare not, and generally cannot, hoodwink his employer, 
who is a practical man like himself, if he is the right sort 
of contractor. There are black sheep in both folds; the 
layman runs at least as much risk of choosing a bad con- 
sultant as of choosing & bad contractor. Somewhat more, 
to tell the truth ; apart from the fact that he is more likely 
= to be in closer touch with contractors, 
as a class, than with V fifth-floor-back 
consultants. | 
In fine, the average contractor is not 
the potential criminal which consultants’ 
specifications assume him to be; he is, 
at least, a8 fair and honest as they, and 
not seldom more able.—H. R. T. 


MESSRS. 
SIEMENS-SCHUCKERT'S 
ELECTRIC KITCHEN. 


[BY OUR BERLIN CORRESPONDENT. ] 


THE present tendency to transfer large 
engineering works to the periphery of 
cities entails a number of economical 
problems, foremost among which. is the 
provision of a mid-day meal for the 
employés. Special restaurants with 
electrically-operated kitchens have there- 
fore been installed in many cases, the 


electrical energy being available at cost price or at an 


extremely low rate. : 

An interesting electric kitchen of this kind has been 
recently installed at Messrs. Siemens-Schuckert’s new cable 
works at Gartenfelde, near Berlin. This kitchen, which is 
designed to supply about 300 people, comprises :— 


Eight pans, each of 15 litres, coneuming ... e. 2°6 KW. each 
Eight pans, each of 35 litres, consuming vs so ЖО Wu uw 
Three round frying pans, 35 cm. in diameter 22 „ wn 
Three square frying pans, 40 X 25 cm. diameter 1:82 4. н 
Three square frying pans, 50 x 34 cm. diameter 176 „ „. 


Two stoves directly connected with two heatin 
cabinets, with а total consumption of ... ws ID -. Wo и 

One coffee machine of 35 litres capacity, using about 17 „ „ 
One water kettle for same, of 35 litres capacity 38 „ 5„ 
as well as various smaller pans, all of which were supplied 
by Messrs. Prometheus, of Frankfort a / M— Bockenheim. 
The total power consumption of all the apparatus would, at 
maximum load, be 95 Kw. The average consumption, how- 
ever, is considerably lower, the various apparatus above 
enumerated never being heated all at a time. | 

The pans are of a substantial and pleasing design, with 
double nickel-plated walls, designed for separate bottom and 
side heating, controlled in four steps. The round pans 
contain steel sheet vessels, whereas the square pans are made 
of non-oxidised iron castings. The stoves and heating 
cabinets are arranged either beside or above one another, 
thus reducing heat losses by radiation to a minimum ; the 
outside walls are lined with white enamel, and the fittings 
are nickel-plated. The stoves are designed for both top and 
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bottom beating. and are controlled separately. The coffee 
machine is combined with a coffee kettle kept peruianently 
warm by the electrically heated water bath. The kitchen 
table is built of stonework covered with enamelled plates. 

The flexible cords are arranged in a most convenient 
manner, being immediately at hand for use. Separate 
switches have been inserted in the various conductors, so 
as to reduce the wear on the contacts and in view of 
the considerable current intensities in all the larger apparatus. 
Slewing taps are arranged on a nickel-plated column in the 
middle of the kitchen table for supplying water to the pans. 

All the auxiliary machinery is, of course, likewise operated 
by electricity, the kitchen being excellently ventilated by 
. electric fans. 


CORRESPONDENCE. 


Letters received by us after B P.M. ON TUESDAY cannot appear until 
the ио Corr nts should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


Speed of Signalling through Submarine Cables. 


A paper by Mr. R. Appleyard in the Civils’ Proceedings, 
Vol. CLXXXIV, describes an instrument for use in certain 
calculations relating to the speed of signalling through sub- 
marine cables. The same calculations can be done easily on 
an ordinary slide rule, with the accuracy specified in the paper 
cited, The slide rule has an additional advantage, that the 
percentage error of reading is uniform throughout the scale. 
This fact is not so well known, either by makers or by users, 
as it should be. | 

As an example of some of the many uses to which a slide 
rule can be put, it may be worth while to show how the 
calculations referred to in Mr. Appleyard's paper can be 
solved on a slide rule. 

The main problem is to make a suitable selection of the 
innumerable possible pairs of values for b and d that suit a 
given value for logi 5%, where p is the diameter of the 
dielectric, and d the effective diameter of the conductor, both 
in mils. | 

Let г = logy 1/4; then if d = 10, b is the anti- 
logarithm of z. Set against the indicating mark, which is 
generally found in a little recess at the back right-hand end 
of most slide rules, the value of z read off on the, uniformly 
divided scale marked along the middle of the back of the 
slide, and turn the rule face up again, when all suitable 
va'ucs of D and d will be found facing each other along the 
bottom of the slide rule. | 
. Thus if log, b/d = 207, we find the antilog of 207 is 
1:611, showing that if d = 10, D = 16°11: and without 
any further shifting of the slide, we read ctf at once the 
following pairs :—If d = 250 mils, D = 403 mils; if 
D = 500 mils, d = 310 mils; and so on. 

The capacity in microfarads, and the dielectric resistance 
in megohms per nautical mile, can also be obtained on a slide 
rule, using the simple formule given in the paper, viz., 
с = 01582 — zr, and z = 5498 x у; while the weight 
and resistance of the conductor and the weight of the gutta- 

rcha can be obtained from the following formule. which 


ave been deduced from the data shown on the drawing 


accompanying Mr. Appleyard’s paper. | 
Weight of conductor per N.M. = 0:0145 d? lb. 

Resistance of d. э, „ = 83,250 — %% ohms. 

Weight of gutta-percha ,, „ == 0:002076 (n! — (7) Ib. 


C. L. T. Griffith. | 
Madras, October 2417, 1912. 


Motor-Hiring at Leeds. 


The reference in your last issue to the Leeds Corporation 
motor-hiring proposal appears to have been made without 
a very Clear knowledge of what has actually occurred, and 
the writer, who has had the privilege of dealing with most 
of the correspondence on the matter, ventures to think that 
if all the facts were placed before your readers, they would 
be convinced that the scheme fully deserved at any rate the 
temporary check which it has received. 

In the first place, several of the leading electrical motor 


Pd 


manufacturers in Leeds, including those most likely to be 


affected by it, knew nothing at all of the proposed scheme 
until within two days of the date when its sanction was to 
have been obtained from the City Council. The position 
with regard to the contractors was also very little better. 
Those who did know anything with regard to it had had 
vague promises of wiring held out to them, and at the same 
time had most carefully been told that the proposal was for 
the hiring of motors only, and that it did not in any shape 
or form permit of the actual sale of electric motors. The 
surprise of the contractors may, therefore, be imagined when 
they found that the following clause was included in the 
minutes to be passed by the Council :— | 

(e) That апу hirer be permitted to purchase the moto 
hired to him at any time, at a price not lower than the net 
figure at which it stands in the books of the Corporation, 
and that the manager be and he is hereby authorised to sell 
such motors accordingly. 

It need hardly be added that this clause aroused misgivings, 
for, in spite of all assurances to the contrary, it was felt that 
the scheme did really include the sale of motors, and that it 
would at any rate make it almost impossible for anyone else 
to sell motors in Leeds. After all, when it is looked into 
closely, this question of hire-purchase or sale almost resolves 
itself into the proverbial distinction without a difference. 

At any rate, in order to svoid the litigation and trouble 
that has occurred at Leicester and Sheffield, prompt efforts 
were made to stop the scheme before it could pass the City 
Council, and after being sent back once, to save a second 
defeat at the same hands, the scheme has now been referred 
back by the party who originally brought it forward them- 
selves, excuse being made that they wish to discuss the 
matter with the local firms. 

That this wish for discussion is the merest excuse, wil) be 
gathered from the fact that already on two occasions deputa- 
tions, including five or six principals from the firms 
interested, had attended on those responsible for the scheme, 
but the statements then made, and confirmed in writing, 
showing that the demand for motors on the hire and hire- 
purchase systems is adequately supplied by a number of 
firms in this city, have throughout been utterly ignored. 
Also, on the last of these occasions when we attended a 
meeting of the Electricity and Tramways Sub-Committee, 
which comprised two of the Labour Councillors, the Deputy- 
Chairman, Mr. Robert Armitage, M.P., and the Manager 
of the Electricity Works, Mr. Harold Dickinson (who was 
present er-officio), no adequate discussion was permitted. 
The Deputy Chairman made a statement to the effect that 
the Corporation proposal related purely to the hiring of 
motors and had nothing whatever to do with the sale of 
motors or any other apparatus, or with the wiring. All 
attempts at discussing these aspects of the matter were at 
once silenced and ruled out of order. 

To return to the position of the contractors, wishing to 
know their exact feelings in the matter, letters were sent to 
nearly all the branch secretaries of the E.C.A. in the 
northern towns, and numerous replies were received all 
showing the strongest desire that everything possible should 
be done to oppose the municipal scheme. There is really no 
question as to the wishes of the individual contractor on the 
matter. | | 

In the letter to the contractors it was stated that :— 
"'l'he powers under which the money is to be borrowed 
include specifically for electric fittings, and there is apparently 
nothing to prevent the Corporation from carrying out its 
own wiring if at any time it chooses to do so. It must be 
remembered that, although made in perfectly good faith, anv 
understanding between the local contractors and the electricity 
undertaking on this point must necessarily be of only a 
temporary nature, liable to be changed with change of office, 
and with the sway of political power in the city." 

Your readers will understand that this was not an idle 
word of warning when they hear that since the date of the 
letter, the manager of the electricity works, Mr. Harold 
Dickinson, on whom alone the contractors of Leeds were 
willing to place any reliance for the fulfilment of promises, 
has received an improved position as manager of the Liver- 
pool undertaking. The party on the City Council bringing 
the scheme forward also lost its majority in the November 
municipal election. The contractors do not know who is 
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going to be manager of the Leeds electric light and power 
station in the coming year, and, apparently, it is very 
doubtful whether we are even to have a duly qualified 
electrical engineer at the head of affairs. 

On glancing through your article I find that mention has 
been made to the hiring out of gas stoves. Well, exactly 
the same point was brought forwards at Leeds, but it was 
stated authoritatively before the City Council that the 
Corporation were now losing thousands of pounds a year at 
this business. It was also vouched for at a meeting of the 
Chamber of Trades that there were thousands of obsolete 
gas stoves in the empty houses of Leeds not worth removing, 
but still figuring on the Corporation books. Really, this 
hiring does not seem such a good wrinkle to take from our 
gas friends, after all. 

Henry S. Ingleby, 
INGLEBY X Co., LD. 
Leeds, November Sth. l 


The Lighting of Bakers’ Ovens. 


As a reply to the query of “ Blight” in your journal this 
week, we venture to offer a simple solution to his difficulty. 
Use the ordinary lamp that has an Edison screw cap, and 
place it in an air-tight fitting, the usual stock article to be 
had from all the leading houses. Then fix this to a swivel 
bracket made of barrel of the necessary dimensions, and wire 
the same with flexible copper conductors, either asbestos- 
covered or copper strands insulated with beads, in the same 
manner that many of the elements of heating apparatus are 
connected up. The mere fact of the lamp being screwed 
into position and not being held rigid by means of the 
plungers as in bayonet holders will minimise danger from 
parts coming unsoldered, as they will not be under any 
strain, if the solder does go. Also the encasing effect will 
save the actual lamp itself from the effect of such high 
temperatures. 

A. C. Hands. 

London, E. C., November 9th, 1912. | 


Your correspondent, ** Blight,” would do well to scrap the 
gas fitting to which he refers, and try asbestos-covered flex. 
inside a flexible metal tube, about З ft. 6 in. long. To this 
can be fitted a backplate and an ordinary bayonet lamp- 
holder, а 16-c.r. carbon-filament lamp and a wire guard, no 
part of which should be soldered. The lamp should have 
good clean contacts, with a minimum of solder. 

The backplate can be screwed to a wood block (mounted 
well clear of the hot-oven front) outside the oven door, 
together with the controlling switch. The metal tube 
should, of course, be earthed. Connection from ceiling roses 
immediately above the ovens should be made by means of 
asbestos-covered flexible inside a braided asbestos tube. The 
general warmth will maintain the insulating properties of 
the asbestos. 

This arrangement has been in daily and most successful 
use by the employés of a large bakery in this town for the 
last three years. 

The ovens, four in number, were previously lit with gas, 
which was found useless, as some moist heat in the form of 
live steam is applied, which extinguishes the gas. 

The weakest point is the lamp cap contacts, but the 
average life of the lamps used exceeds two months. Pro- 
bably manufacturers could overcome the difficulty. 

I understand that each lamp spends about 80 minutes of 
every 24 hours in the ovens, which work at temperatures of 
550 575 F. 

Blighter. 
Wimbledon. i 


Fuse Formulw. 


Mr. Murdoch’s reply to my letter of the 2sth ult. con- 
tains no references to the points I raised. I therefore con- 
clude that I have convinced him that he had not under- 
stood the paper he set out to criticise. | 

Of course, if Mr. Murdoch is only out for“ amusement,” 
we may ask in vain, but, perhaps, some of your readers 
would like to know which formula he finally recommends. 


perature gradient over the cross-section. 


In his first letter he upholds the index, 1:5, and in his second 
puts forward 10. „„ „„ e | 

The hypotheses upon which the latter is based are cer- 
tainly more extravagant than the supposition that p, is con- 
stant (I presume p, in the second letter was. a slip of the 
pen), especially as the author of the original paper supposes 
that the current “is increased very slowly until the wire 
fuses.” Naturally this cannot be absolutely true, but the 
fact that the current density will be greatest where p, is 
least has an obvious tendency to eliminate the small tem- 
Owing to the high 
thermal conductivity of copper,.a very slight temperature 
gradient will cause a very rapid thermal flow, and to suppose 
that there is an appreciable thermal gradient when the 
current is increased slowly is in opposition to everyday 
experience. 

If Mr. Murdoch will bring forward serious arguments, 
and not merely make wild assertions, his remarks will be 
read with great interest by many * poor electricians,” who, 
like myself, are not connected with South Kensington, and 
who might be persuaded to “ bow down and worship“ with 
Mr. Murdoch at the shrine of his new theory (as he himself 
proposes). 

It would be interesting to know, by the way, why Mr. 
Murdoch's obvious antipathy to South Kensington should be 
dragged into this discussion. 

F. T. Chapman. 

Hendon, N.W., November 11th, 1912. | 


Switchgear Drawing-Office Expenses. 


Your correspondent, ** C. D. L.,“ cites three cases where 
trouble has arisen through inadequate or incorrect drawings. 
From the information given, it would appear that in cases 1 
and 3, correct drawings were not obtained after the order 
was placed, whereas in case 2, detail drawings of special 
interlocking gear were requested and refused in the tender 
stage. I have never known a manufacturer to refuse copies 
of working drawings when an order is placed, because such 
drawings have to be made for the works, and there is no 
trouble in obtaining blue-prints for the purchaser. 

With regard to case 2, I fail to sce why a manufacturer 
should be expected to develop and show in detail special 
interlocking gear in the tender stage. Generally speaking; 
the cost of designing such apparatus is more than one-half 
its selling price, so that virtually the manufacturer is asked 
to complete half the work before receiving the order, and 
then it may be unproductive. Surely this is most un- 
reasonable. If six manufacturers are set on the same task, 
it means that the total expense incurred is three times the 
value of the apparatus. : " ! ' 

Again, C. D. L.“ does not consider a tender sufficiently 
complete unless the manufacturer has set out every detail. 
Here, again, I think he is unreasonable. To effect this 
work the manufacturer may have to expend 5 per cent. of 
the value of the job on drawings and estimates. If now 10 
firms are tendering, and each does the same amount of work, 
it means that 50 per cent. of the value of the order is 
expended in tendering only. It is admitted that drawings 
are required to form the basis for a tender. "The important 
point, however, is that such drawings need be made by one 
party only, and not by every tenderer. Tender drawings are 
never accepted as final, and are always subject to modifica 
tion; therefore, if one party makes a diagram of connections 
and a general layout of the board, it is sufficient for all 
tenderers to quote the same, and to signify whether they can 
get their switchboard in the space available. 

The question of who is to make the drawings depends on 
the capability of the purchaser. If he knows what is the 
most. up-to-date practice as regards layout of gear, protective 
devices, measuring instruments, &c., then it 1s most economical 
for him to make the drawings. If, however, he is not à 
switchgear expert, it is much better for him to invite в 
capable manufacturer to inspect the site, and, after seeing 
local conditions, to prepare a scheme with drawings. The 
job could then be put out to open tender, and in order that 
the purchaser might not feel under auy obligation. to his 
adviser, he might ask tenderers to include an amount to 
cover the cost of this preliminary work. One great, advantage 
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of such procedure would be that all tenderers would be 
quoting for the same style of board and the same amount of 
gear, so that a fair comparison of prices could be made. 

The engineer who wishes to make his own drawings will 
have no difficulty in getting dimensioned sketches of standard. 
pieces of apparatus from manufacturers; in fact, these can 
often be taken from catalogues. What the manufacturer 
objects to is not the expense of sending blue prints off existing 
drawings, but the labour of making new drawings. 

The purchaser might argue that there is an advantage in 
setting half-a-dozen manufacturers to work on his scheme, 
as he has then an opportunity of seeing which of their 
arrangements he likes best. This is all very well from his 
point of view, but it is not economical in the broadest aspect, 
and if it is persisted in manufacturers may find it necessary 
to charge for the advice given. Economy can be effected 
along two lines :—(1) By reducing the cost entailed by each 
tenderer ; (2) by increasing the chance of each tenderer 
procuring the order, or, in other words, reducing the number 
of tenderers. 

The amount a manufacturer has to add to his estimate to 
cover tendering expenses depends on the proportion of orders 
received to the jobs tendered for, and the amount expended 
on each. If he gets one job out of ten, and spends 2 per 
cent. on each job, it is obvious he should add 20 per cent. 
to each estimate. If now the expense is reduced to 1 per 
cent. the amount he has to include is reduced to 10 per cent., 
or, again, if he gets one job out of five instead of one out of 
ten, he can still expend 2 per cent. on each tender and have 
to add 10 per cent. only. 

It is certain the purchaser has to pay in the long run for 
tendering expenses, and it is to his own advantage that he 
reduce the number of tenderers, also the amount necessary to 
be expended by each. 


Manchester. 


8. F. 


. EG 
NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. | 


The “Unica” Accumulator Sediment Pump. 


THE "Unica" pump is a continuous action suction. and force 
pump of very simple construction, and specially adapted to the 


Fig, 1.—Unica SEDIMENT PUMP. 


conditions under which it has to work. The illustration herewith 
shows the corrugated india-rubber suction hose, and a suction tube 
nozzle attached thereto, as well as the delivery hose, Stuffing 


781 


boxes and packings subjeot to wear are entirely avoided. The 
materials employed in its manufacture are acidproof, thus saving. 
repairs and other inconvenience under normal working conditions. 
The pump lifts the lead sediment and other foreign matter resting 
on the bottom of the cells, such as solid lead or pieces of glass, 
without the necessity of shutting down any part of the battery. 
9 removed sediment is replaced by a oorresponding amount of 
aci 

Besides the necessary suction and delivery hose, flat suction tubes 
with enlarged outlets and round suction tubes with rectangular 
bends and suction holes suiting the cell dimensions, are supplied 
with every pump. "These allow of convenient insertion even into 
fully built-in cells and between narrow standing plates, the pump 
thus having a wide range of application under all possible 
conditions. 

All holes which the sediment passes through have a large 
section so as to avoid stoppage ; owing to their special design, the 
simple clack valves are not liable to cause stoppage. It is an 
essential feature of the pump that the suction sets in with full 
atmospheric pressure from the beginning, so that the heavy lead 
sediment, and even solid lead pieces, are at once lifted. From each 
of two large batteries, consisting of 60 and 120 cells, one ton of 
solid lead sediment was removed within 8 and 15 hours respectively ; 
these figures do not, however, represent the maximum outpute 
attained. This apparatus is supplied by the PoLysTaT ELECTRIC 
Co., of 222, Marsland Road, Sale, near Manchester. 


. New Prometheus Convector. 


THE BRITISH PROMETHEUS Co., LTD. of 9, Newman Street, 
London, W., have brought out the new pattern of convector which 
is illustrated herewith. They are this season extensively adding to 
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Fia. 2.—NeEw PROMETHEUS COYVECTOR, 


А | А 
their numerous designs, and have on view at their London show- 
rooms over 50 designs of convectors and lamp radiators. The 
Prometheus convectors are guaranteed for a period of five years. 


The “ Dionic? Water Tester. 


The introduction of a conductivity tube, suitable for measuring 
the conductivity of seawater without dilution, and the develop- 
ment of a new form of tube adapted for use in pathological 
research, where the quantity of material obtainable for teste is 
very small has caused increased interest in this instrument. It 
will be remembered that the principle of the Dionic" method 
is to ascertain the condition of a solution by measuring its con- 
ductivity. Where the material to be tested is a weak solution of 
any salt in water, the sensitiveness and accuracy of the method 
are remarkable, so that the "Dionic" method is very useful for 
testing steam condensers, priming in boilers, &c. It has been 
shown also that teste of the conductivity of blood have great value 
in diagnosis, as the conductivity is found to vary in different kinds 
of disease, even when these diseases have similar symptoms in 
other respecte. | 

A new abridged list of the instrument is in preparation, and 
will be gent to anyone interested on application to the makers, 
MESSRS. EvERSHED & VIGNOLES, LTD., at Acton Lane Works, 
Chiswick. 


€ Scott”? Electric Car Starter and Generator. 


Messrs, LAURENCE, ScoTT & Co., LTD., of Norwich, are showing 
at Mossrs. Crossley’s stand at the Olympia Motor Exhibition, an 
electric self-starter, combined with a generator for car lighting— 
a development which appears to find considerable favouc with 
exhibitors this year. 
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Messrs. Laurence, Scott employ a small machine, designed to give 
& powerful torque as a series motor when run off a small battery 
and by means of a 20 to 1 chain drive to turn the engine crank- 
shaft for starting purposes ; also as a generator (a shunt winding 
being provided which is not used when motoring) to satisfactorily 
charge the battery, the cells being then arranged in four parallels. 

For motoring with, say, a 15-H.P. car. a pressure of 24 volts is 
used, the cells being in series; for lighting with the cells in 
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FIG. 3—THE “8сотт” MOTOR-CAR STARTER. 


parallel, 6 volts is obtained. The gearing of the starter is interest- 
ing : a pinion on the armature shaft « gears into three planet 
wheels b revolving on fixed pins in a disk wheel d, the planet wheel 
` pinions gearing into a wheel r, the elongated boss of which carries 
the sprocket wheel for the chain drive to the engine shaft. 

The gear system is a free one until the disk wheel d is held 
by means of the bandbrake g on ite circumference, in which case 
the rotation of the armature shaft drives the eprocket-wheel and 
chain. 

In order to prevent the engine. when it starts from driving the 
armature back through the gearing, a free-wheel clutch / is 


interposed, which allows the disk-wheel gearing and armature to 


rotate as one piece in the opposite direction at chain- wheel speed. 
The band brake is released when the engine has started. and the 
driver then puts his starting switch into position for charging, the 
charging switch—a separate one—being put in as required. 

When charging, the armature is driven direct at chain-wheel 
speed through the little free-wheel clutch à, which is free when 
the armature motors. It will be noted that in this starter the 
strain of a back-fire would come on the disk wheel in the same 
direction as the etartfng strain, and that in this direction the band 
brake tends to release itself under excessive strain and the back-fire 
spends itself in the usual way. 

The free running planetary gearing (except at starting) also 
renders unnecessary any automatic cut-out. 


B.T.-H. Yeluria Reflectors. 


Тнк British Тпомѕох-Носзтох Co., LTD., of Mazda House, 
77, Сррзг Thames Street, E. C., have recently placed on the market 
a reflector under the name of '' Veluria," in extensive and intensive 
patterns, of which the respective light distributions approximate 
closely to those given by the corresponding types of prismatic glass 
reflectors. — Unlighted, Veluria glassware has the appearance of 
Italian marble: alight, it exhibits a warm, delicate alabaster glow, 
yielding a soft, mellow-toned illumination. 


Instanta Adjustable Pendants. 


Messrs. F. A. WILKINSON & PARTNERS, LTD., of Harpenden, 
Herts., have just placed on the market the “Instanta Adjustable 
Pendants, one of which we illustrate in fig. 4. The device con- 
sists of a fitting for attaching to any ordinary electric-light pendant, 
by means of which the advantages of indirect or reflected lighting 
are instantaneously obtained at will. In one form it ie unnecessary 
to disconnect or re-wire the pendant fitting, the attachment enabl- 
ing the consumer to make the alteration himself in a few moments. 
The fitting includes a length of split brass tube, bent to an easy 
curve. At one end is a split cord grip of vulcanite, and at the 
other a fork carrying a swivelling carrier for the lampholder. The 
flexible wire is laid in the split tube, and the lampholder is secured to 


`+ the carrier by its shade ring. The clip is then joined up and grips 


the flexible, enabling the attachment to be turned vertically or in 
uny direction without twisting the cord. An alternative design 


consists of а closed tube, which necessitates re-wiring the lamp- 
holder. The latter design is somewhat cheaper. There is no 
attachment to the ceiling rose or ceiling, frosted lamps are not 
required, and there is a saving in the cost of installation aud cur- 
rent consumption, as itis only necessary to install a single pendant 
in certain rooms where two or more ordinary pendants would be 
required, as the light can be instantaneously directed to any required 


position. 
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Ета. 4.—INSTANTA ADJUSTABLE PENDANT. 


Electric Heating Carpets. 


A carpet heated by electricity has been devised by MESSRS. Отто 
BAUR & Co., of Zurich, which, it is claimed, by heating the floor, 
affords the most effective and rational system of heating. The 
carpet is so contrived that it cannot be overheated, and it is 


FId. 5.— ELECTRIC HEATING CARPET. 


perfectly flexible; the heating element is protected by & stout 
_ covering which is also waterproof. Any size of carpet can be made, 
from small pieces acting as foot-warmers-to large ones covering the 
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whole floor. The former are provided with flexible connections as 
shown in the accompanying illustration. 

Bed warmers are also made on the eame lines, as well as a variety 
of special medical appliances. 


LEGAL. 


THE NATIONAL TELEPHONE ARBITRATION. 
(Continued from page 771.) 


Six JOHN GAVEY, M.LC.E., Past President of the I. E. E., a former 
engineer-in-chief at the Post Office, stated in evidence that he con- 
sidered a figure of 8s. per pole for the cost of obtaining wayleaves as 
simply prepostrous. Не quite recognised that the company might 
have more difficulty in obtaining wayleaves, because they had not 
the statutory powers which were possessed by the Postmaster- 


General. For Post-Office work he should consider that Is. per pole 
was a high charge. He thought 2s. a pole might be allowed the 
company. : 


The SOLICITOR-GENERAL said that was the sum the Post Office 
had allowed. 

Witness stated further that he was responsible for the expense 
incurred when the London telephone system was created. It was 
substantially an underground system, and the cost was necessarily 
higher than that in the outlying districts of London. The National 
Telephone Co. had not any corresponding work in the City of 
London, in fact he did not think they had any underground work in 
that city. The Post Office laid down 217 ducts before there was a 
single subscriber. "They opened the first exchange in 1902, and to- 
day there were 20 per cent. of the ducts still quite empty, a further 
20 per cent. only one-half filled, and 15 per cent. in which there 
was room for further cables. With regard to making a comparison 
of the cost of the stations belonging to the company and the 
Post Office, he mentioned that the length of the wires was greater 
in the case of the latter than in the former, especially in the 
provinces, because the Post Office had to serve the public, whether 
it was a profitable undertaking or not, and the company only served 
subscribers. If the National Telephone Co.'s system did not exist, 
he should have no hesitation in saying that it could be erected in 
2) to З years. 

Cross-examined by Sirk A. CRIPPS upon the report of the Post- 
master-General concerning the life of the plant, counsel asked 
Witness if he was responsible for the figures supplied for that 
report. 

Witness said that whoever drew up the report no doubt made use 
of his figures, but whether they were used jadicially or not he could 
not say 

SIR ^. CRIPPS: Do you suggest that the Postmaster-General took 
the figures from other sources '—No. 

Then you, as engineer-in-chief at the time, are responsible for the 
fig nres in that report — Well, if you put it that way, I will accept it. 

Giving further evidence, SIR JohN GAVEY said he thought that 
40 years would be a very fair life to allow for cast-iron pipes. He 
gave 15 years’ life for wrought-iron pipes. 

Questioned with regard to the employment of cement blocks as 
the constractive portion of conduits, Witness said that years ago he 
had had to consider their quality, as compared with that of com- 
peting systems, and had rejected them. In regard to the cables, 
Witness said that. asa result of inventory, he had come to the con- 
clusion that the National Telephone Co.'s cables had a life of only 

20 years, because, when they had reached that age, they would have 
to be withdrawn and replaced by others. He endorsed practically 
all that had been said by previous witnesses concerning the life of 
exchange equipment, subscribers’ apparatus, &c., as affected more 
particularly by the obsolescence brought about by improvement in 
.the methods of using the service. Dealirg with the respective 
values of wood and iron in relation to telegraph poles, Witness said 
that a well creosoted pole would last 28 years, whilst an iron pole 
would only last 15 years. As to wire, the physical life of 100 lb. 
copper wire stretched from London to John o’ Groats might be 25 
years, because, although its life might be affected by storms at 
certain parts of its extent, it could not affect the whole. 

SIR JOHN SIMON: What do you say the physical life of a wire 
would be if, say, it were stretched over London? 

Witness said that in that case the physical life would not exceed 
15 years, because there the influences affecting the life of the wire 
would be concentrated on a smaller area. 

SIR JOHN next asked witness questions with regard to the 
common-battery exchanges. 

SIR JOHN GAVEY said he estimated the life of a common-battery 
exchange at 15 years, and in doing so he had regard to the progress 
that was continually being made in the mechanical attachments of 
electrical science. The effective life of a magneto exchange he did 
not put at anything beyond 10 years. Personally, he was opposed 
to the use of the magneto instruments which the Post Office had 
taken over from the National Telephone Co. His experience taught 
him that the maintenance of plant increased from day to day with 
its age. 

Тл to SIR A. CRIPPS, Witness said that the National Tele- 
phune Co. used 40 lb. phospor- bronze wire for its overhead bare 
wires, and the Post Office used 100 lb. copper wire. He estimated 
the latter’s life at 25 years, and the life of the National Telephone 
Co.'s wire at 15 years. It was true that the equation тше їп the 

‘two cases might be the same. ! 


Further cross-examined as to the advice given by him before the 
National Telephone undertaking was taken over, and the 
reports made by him to the Post Office when he was engineer-in- 
chief, and which seemed to conflict with his present support of the 
position taken by the Post Office against the company, Witness 
said he changed his opinion after he had visited America in com- 
pany with another official of the Post Office, for the purpose of 
examining the telephone system there. 

At the conclusion of Sir J. Gavey's evidence, the Solicitor- 
General recalled MR. SNELL, the Post Office expert. This witness, 
in conjunction with Mr. Gill, the engineer-in-chief for the National 
Telephone Co., was engaged in considering the question of sub- 
scribers apparatus and other questions, which Sir John Simon 
said were not embraced in the main question to which he desired to 
address himself. If these two gentlemen did not arrive at an 


absolute agreement on these subjects, they would at least agree on 


alternative multipliers, either of which the Court might use to 
arrive at the life value of the plant affected. Proceeding to submit 
arguments to the Court on the main question, the SOLICITOR- 
GENERAL said that the parties had happily started with one or two 
matters fundamentally agreed, and these included figures which 
represented the fundamental cost of labour, material and freight. 
From that point of view there were two further stages to be 
traversed on the route to a decision in the case. They had, first of 
all, to ascertain how much it would cost beyond the amount of tho 
fundamental agreement to replace anew the whole of the National 
Telephone Co.'s system. Having ascertained that cost, it then became 
necessary to learn by how much the plant had depreciated at the 
time it was taken over by the Post Office. The deduction of the 
amount of depreciation had then to be made from the cost of the 
replacement. | | 

Mk. DANCKWERTS, K.C., interposing, said it must not be under- 
stood that he assented to this argument of the Solicitor-General. 

Mr. JUSTICE LAWRENCE : We could hardly hope for that. 

Continuing, SIR J. Simon said that they had to bear in mind 
what it was the Court was aiming at, and the method to be adopted 
in order to arrive at it. The object was the lump sum award to be 


. paid to the company by the Post Office, and the method was first to 


find the cost of replacement of plant, and then to determine the 
amount of depreciation upon it. 

His LORDSHIP remarked that the reason that method had to be 
applied, was because there was no market gauge of value. The 
plant was useless except to one or the other of the parties, It 
would be unreasonable if the Post Office refused to take over the 
plant, because there was no other buyer, and if the company 
refused to sell that would be equally unreasonable. The sum, 
therefore, which one party had to pay to the other must be deter- 
mined by the cost of construction. There was no other buyer than 
the Post Office. 

The SOLICITOR-GENERAL said he agreed, but with one qualifica- 
tion, and an important one, viz., that it would not be right, in his 
opinion, to put the valueof the undertaking at the cost of it to the 
company. 

His LORDSHIP said he did not mean to suggest that. What he 
meant was to put the value of the undertaking at the cost to the 
person taking it over to replace it. 

SIR JOHN SIMON, continuing, said he thought he could show that 
it was no longer of importance to consider whether the construction 
of the replacement work should occupy two, three or five years, 
because the fundamental cost of labour and materials having been 
agreed upon, there would be no sensible difference in the cost of 
supervision and in the other points now in dispute, even if the 
period of construction were protracted to a longer period, provided 
that were not beyond such an economic period as might be assumed 
to be necessary for the construction of the system without spreading 
out the cost of labour and materials, во as to entail a disproportionate 
cost of supervision. Thecompany assumed for their economic period 
of construction 12 years, and gave the figures of cost on that basis. 
The Court, however, must observe that that was the cost to them 
and not the cost that would be involved in. reconstructing the 


. system in another and a different economic period under different 


arrangements. "Their, method of construction was piecemeal, and 
necessarily more expensive than if carried out as a whole, and they 
applied the figures of cost under this method to their hypothetical 
economic period, which, in his opinion, was a most fallacious way of 
dealing with two unlike processes. In estimating the period that a 
hypothetical contractor would take to recreate the system, there 
had to be borne in mind that he would start with & definite scheme 
in his mind, and could lay out his whole design for the purchase of 
the material, the employ ment of labour and supervision in the most 
economical manner. Proceeding to set before the Commission the 
difference between the charges beyond fundamental cost estimated 
on the one side by the Post Office, and by the National Telephone 
Co. on the other, learned counsel reviewed a great mass of the 
evidence given, with & view of showing that, beyond the 
10 millions odd agreed upon for the cost of labour and 
material, the estimates made upon the basis of 20 per cent. for con- 
tractors’ supervision, \c., 10 per cent, for contractors’ profite, and 
5 per cent. for what was called "employers' burden," were an 
ample provision for extra expenses, and that the company's extra 
charges for local storage. interest upon money during construction 
and for what were called headquarters administration charges, 
were unreasonable. The company s claim for supervision had been 
made out without introducing the question of sub-contractors 
specifically, but including it in effect, and he (counsel) fin arriving 
at the claim for supervision which the Court would have to con- 
sider, struck out all that might be ascribed to that account, making 


a difference of nearly £300,000 between the amount estimated by 


the Post Office and that estimated by the National Telephone 
Co. It had been argued by counsel for the ccmpany that if 
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that deduction were made, the percentage of  super- 
vision to the plant cost would have to be arrived at in 
a different way. Under the circumstances that would 
be perfectly fair. In respect of local engineering supervision the 
company wanted to add about £2,000,000 to the fundamental cost 
of £10,000,000 agreed upon ; for ordering and storing the company 
charged £471,614, which it could not be suggested were too small. 
Local administration, supervision, and local engineering supervision 
between them in the company's claim represented over £2,000,000, 
and wayleaves £169.365, which together made a total of £2,647,234, 
the whole of which hinged on an estimate of £592,000, the 
average plant cost during a composite year extracted by the 
company from an equation of the cost during 12 selected years 
assumed by them as an economic period. He contended that that 
figure was quite abnormal. In 1905 the company knew that it was 
condemned to death within a limited time; it knew that its 
corporate existence would come to an end on December 3186, 
1911. For six years it was in the condemned cell and knew 
the way in which at the close of the stipulated period its 
executioners would dispose of its property ; yet from 1905 to the 
end of its life it never kept any record of its affaire. It had con- 
structed millions of pounds’ worth of plant during that period, 
knowing all the time the terms upon which that plant would be 
taken over, but hoping to add to its value in the way which had 
been disclosed to the Court. At the close of the company's life the 
expenditure on construction naturally became smaller, and it was 
one of these abnormally small years which had been chosen to 
estimate the percentage of supervision to construction, the cost of 
supervision then being practically the same as during the years 
when construction was proceeding rapidly. 

Continuing, the SoLICITOR-GENERAL dealt with the question of 
head office expenses, and submitted that the total charged by the 
National Telephone Co. under that head was too much because it 
had been arrived at upon & wrong basis, The Post Office figures 
generally, he said, were arrived at not only with the belp of 
experience, but with the help of additional checks at their com- 
mand, This fact made it more likely that their figures were 
reasonable and fair. 

Str ALFRED CRIPPS, intervening, said he disputed the accuracy 
of the Post Office figures in the matter of materials and labour 
cost, &c., because they were arrived at on the assumption that 
21 years was a sufficiently long time in which to do the work. | 

Sir J. SIMON occupied many hours in reading the evidence which 
had been given during the course of the case. 


( Te be continued.) 


EpMvuNpsoN's ELECTRICITY CORPORATION, LTD. 


MR. JUSTICE NEVILLE, in the Companies’ Court on Tuesday last, 
heard & petition by the above company for sanction to & reduction 
of its capital, a3 proposed in resolutions adopted by the share- 
holders and already reported in the ELECTRICAL REVIEW. 

Mr. Younger, K.C., appeared in support of the petition. 

There was no opposition, and his LORDSHIP sanctioned the reduc- 
tion as proposed, directing the order to be advertised in the same 
papers as the petition, and the use of the words and reduced by 
the company for one month. 


THE NATIONAL TELEPHONE Co. 


Іх the Companies’ Court on Tuesday, an application was made to Mr. 
Justice Neville with reference to & summons taken out in the 
liquidation of the National Telephone Co. to determine questions 
that had arisen as to the distribution of the assets. 

M&. PERCY WHEELER, who represented the liquidator, said that 
the company went into voluntary liquidation in January last, and 
the summons had been taken out to determine the rights of the 
ordinary Shareholders and the various classes of preference share- 
holders. The summons was directed to be heard by his Lordship 
that day fortnight, but it was difficult to ask him to determine the 
matter, as when a member of the Bar he had advised on a number 
of questions concerning the company. It was therefore thought 
that his Lordship would prefer the summons being heard by Mr. 
Justice Swinfen Eady. The summons raised questions of some 
difficulty as to the construction of the memorandum of association, 
and there were many hundreds of shareholders interested. 

His LORDSHIP said he would communicate with Mr. Justice 
Swinfen Eady. who would no doubt fix a day for hearing the 
summons. 


GERY v. Day Motor Co. 


IN the High Courts, on Tuesday, November 12th, the Official 
Referee, Mr. Muir Mackenzie, had before him an action by Mr. 
Alfred Robert Orton Gery, 7, Ormonde Terrace, London, N.W., 
against the Day Motor Co., Ltd., Riverside, Putney, claiming the sum 
of £52, money which plaintiff had paid the defendants in respect of 
the installation of an electrical generating apparatus at plaintiff's 
country house, Royston Court, Ferryside, Carmarthen. Plaintiff 
alleged that by a contract in writing made between defendants and 
his (plaintiff's agent), Mr. R. F. Browne, defendant company agreed to 
supply, in 1911, an electrical generating apparatus for use in Royston 
Court according to certain specifications and conditions, viz., that 


it should work direct, and that it should be effioiently governed. 


automatically so as to permit of a momentary speed fluctuation of 
not more than 6 per cent. on a sudden alteration of the load to the 
extent of 25 per cent. between 50 per. cent. and full load on the 


engine. On November 13th, 1911, defendants delivered the 
apparatus, which purported to comply with these conditions. 
Plaintiff paid £52 as part payment on delivery. Subsequently, he 
found that the plant did not comply with the conditions laid 
down, with the result that the apparatus was useless. By reason of 
breach of contract, plaintiff alleged that he had suffered loss, and 
he claimed damages in respect of such breach. Defendants denied 
liability, and counterclaimed for £21 11s, 6d., being the balance due 
on the price of the plant, also certain expenses. 

Mr. Barrington Ward appeared for the plaintiff, and Mr. Colefax, 
K.C., and Mr. Walker were for the defence. 

Mr. WARD opened the case, detailing the facts as given above. 
He stated that the plaintiff required the plant for the purpose 
of lighting his house with electricity. He consulted Mr. 
Browne, who was an electrical engineer, and subsequently 
the contract was placed with the defendant company. In con- 
clusion, counsel submitted that the engine was sold for the purpose 
of supplying electric light, and if he could prove it failed to do 
this he then had a right to reject the plant. Counsel then read 
the evidence of Mr. Browne, which was taken on commission, the 
witness, who described himself as an electrical engineer of 16 years’ 
experience, having been called to South Africa. He said he acted 
throughout the matter as plaintiff's agents. 

The PLAINTIFF gave evidence, and said he gave the work to the 
defendants because their catalogue seemed to contain what he 
wanted; & very simple engine which could be managed by any 
unskilled artisan. The delivery of the plant was very late, and it 
was not complete. There was no representative of defendants 
present when it came, and the engine, Ko., was eventually 
assembled by the firm who were wiring his house, Messrs. Brooking 
and Co. The engine driven by petroleum ran very badly, and as 
all the lamps in his house had been converted into electrio lampe, 
the occupants of his house had to do the best they could with oil 
lampe and candles. The engine never was fit to supply his house 
with electricity. Eventually he was advised that the engine waa 
not fit to do the work required of it, and after affording defendants 
every reasonable opportunity of putting the matter right, he 
finally rejected the engine altogether. 

Cross-examined, Witness said he spent hours trying to make the 
plant run, 

( То be continued.) 


LONG-FIRM FRAUDS, 


BEFORE Judge Lumley Smith, at the Central Criminal Court on 
Tuesday, James Winslow, 39, merchant, Frederick Carrier, 37, 
accountant, and Frank Horace Hepden, 31, merchant, surrendered 
to their bail and pleaded guilty to an indictment charging them 
with conspiring together and obtaining quantities of goods by 
means of false pretences, Amongst the goods which the defendants 
were charged with obtaining were steel balls from the Hoffmann 
Manufacturing Co., electric lamps from Ward & Goldstone, and 
various goods from firms not connected with the electrical 
industry. 

Mr. А.Н. Bodkin and Mr. Percival Clarke prosecuted for the 
Director of Public Prosecutions, whilst the defendanta were repre- 
sented by Mr. Curtis Bennett, Mr. Eustace Fulton and Mr. Purcell 
respectively. | 

Мв. BODKIN said that the defendants had conspired to obtain 
goods by false pretences from persons who were induced to deal 
with a firm known as Darton & Co. The defendant Winslow was 
adjudicated a bankrupt in 1897 at Swindon, and Hepden, who was 
also known as Hampton, was adjudicated a bankrupt in January, 
1910. Neither of them had ever obtained their discharge under 
those proceedings. The firm of Darton & Co., was established in 
the early part of the present year at 3, City Road, E.C. They 
described themselves as importers and general shippers and manu- 
facturers' agents, and apparently the trading style of Darton & Co. 
was adopted, as a respectable and old-established firm of that. name 
was in existence in the neighbourhood. The three defendants were 
associated in the firm of Darton & Co., and there were others in 
complicity with them. A large quantity of miscellaneous goods 
was obtained, but proper books were not kept, and there was 
nothing to show what became of the goods. At the same time as 
Darton & Co. was founded, a concern called "Hampton" was 
established at 54, Lower Thames Street, E. C., which was 
really Hepden. That business was created for the 
sole puropose of giving references to Darton & Co. 
Another business for the same purpose was established 
under the style of the Union Trading Co, at Finsbury 
Avenue, E.C. with which were associated men named Bird and 
Trueman, the latter also being known аё Oattell. The Union 
Trading Co. occupied a room at 10a. a week, and left owing £5 10s. 
for rent. When the bailiffs went in all they found was an empty 
inkpot, a chair with the bottom knocked out, and a table consisting 
of some planks and & couple of boxes. Last March Darton & Co. 
wrote to the Hoffmann Manufacturing Co. for terms, and subse- 
quently gave an order for 900 gross of steel balls. The Hoffmann 
Manufacturing Co. asked for references, and Darton & Co. gave the 
names of Anderson & Co., of 12, Aldgate, E., and Hampton, of 
Lower Thames Street. Anderson & Co. was another firm which was 


-constructed solely for the purpose of giving references to Darton 


and Co. The reply of Anderson & Co. to the Hoffmann 
Mannfacturing Co., was that the former had known Darton 
and Со, had done considerable business with them, 
received prompt payment, and regarded them as good 
for credit. That letter was signed J. A.,“ but it was in 
the handwriting of Winslow. The other reference was given by 
Hepden, under the name of Frank Hampton, and he wrote, The 
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account is kept to my entire satisfaction." The premises occupied 
by Anderson & Co., were taken by Carrier, who was accompanied 
by Winslow, and the reference they gave to the landlord was 
Darton & Co. The address of Anderson & Co. was simply one for 
letters. On the references given, the Hoffmann Manufacturing Co. 
thought the matter was satisfactory, and supplied the goods, but 
never got paid for them. Darton & Co. gave an order for a piano 
to Musicus, Ltd. The references supplied were Anderson & Co. and 
Hay & Co. The reference from the latter firm was written by 
‘Carrier, and the premises occupied by Ray & Co. were held at a 
rental of £1 a month. As the references were satisfactory, 
Musicue, Ltd., supplied a piano, and were then applied to for three 
more instruments, which they declined to deliver. Mr. Bodkin 
said it was interesting to note that Carrier had obtained 
‘an Empire typewriter which was never paid for. The letters 
from Anderson & Co., Ray & Co. and some from Darton & Co., 
were written on that particular typewriter. An order 
‘was received from Hepden by Musicus. Ltd., for a piano, his refer- 
ence being the Union Trading Co., from whom an excellent testi- 
monial was received. He was supplied with the piano, which was 
not paid for. Proceedings were taken by Musicus, Ltd., against 
Darton & Co., an execution was levied, and Carrier then came 
forward with a bill of sale, which had been executed over the 
assets in favour of a man named Stephens. ‘The latter was a man 
who had also given false references to the defendants. The bill of 
sale was created for the sole purpose of fraud, for when he was 
arrested Carrier admitted that it was nota genuine charge, and 
that it Was arranged by him. In face of the bill of sale, Musicus, 
Ltd., had to withdraw their execution. The cases mentioned were 
not isolated ones, but were selected as typical of the methods 
employed. 

The JUDGE: Were any goods paid for? 

Мв. BODKIN : There are cases in which small trial orders were 
paid for, and afterwards large orders which were not paid for. 

Counsel added that when the premises of Darton & Co. were 
searched, certain books with some leaves cut out were found. 
These books contained entries showing that Darton & Co. had done 
business with the other firms mentioned as reference houses. As 
a matter of fact, there were no such traneactions at all. One of 
the serious features of the case was the concocting of the bill of 
sale which was used to defeat creditors who had obtained judg- 
ment against the firm and desired to levy execution. 

The JUDGE: There is a good deal of that goes on nowadays, but 
particularly where a man gives a bill of sale to his wife. It is 
quite common. р 

Police evidence was called to prove that Winslow had carried on 
business in Swindon, but was made a bankrupt and then traded in 
his wife's name. When the defendants were arrested, Winslow 
had started trading with another man at Great Portland Street, 
under the style of J. Lockwood х Co. Hepden had been adjudicated 
a bankrupt, with liabilities of £3,859, and no assets. Before 
going to 54, Lower Thames Street, he was in business at 61, 
Chiawell Street, Е.С. 

MR. EUSTACE FULTON said the cause of the trouble was that the 
defendants started tbe business with an inadeq uate capital. It was 
not the ordinary case of a long firm fraud, in which the partners 
disappeared after a few months’ trading. They started a genuine 
business, but owing to lack of capital could not carry it on. 

Mr. CURTIS BENNETT and MR. PURCELL also emphasised the 
remarks of Mr. Fulton, and pointed out that all the defendants held 
good characters, 

The JUDGE 3aid that the defendants had committed a serious 
offence. In the City business was very largely done on credit, and 
considerable attention was paid to the giving of references, Whole- 
sale houses who took up references had a right to assume that the 
replies given to inquiries they made were correct. In the present 
case it had been shown that the references given to wholesale 
houses had been written in the office of Darton & Co. The least he 
could do was to impose a sentence of 10 months’ imprisonment in 
the second division on each of the defendante. 


GOTT r. VERITYS, LT». 


AN action in which Arthur Edgar Gott, A. M. I. E. E., electrical 
engineer, of  Lanercost, Villiers Road, Southall. Middlesex, 
claimed damages for breach of contract from Veritys, Ltd., 
Birmingham, was heard by Mr. Pollock, K. C., sitting in 
the capacity of Official Referee, at the Victoria Courts, 
Birmingham, on Tuesday. Mr. R. M. Montgomery, on the 
instructions of Messrs. Sharpe, Pritchard & Co., London, 
appeared for the plaintiff, and Mr. Vachell, K.C, and Mr. Baber, 
‘instructed by Messrs. Ansell & Ashford, Birmingham, was for the 
defendants. | 
Mr. MONTGOMERY explained that one part of the contract was 
~for personal services, and the other part for the payment of 
royalties on certain patents of which Mr. Gott was the inventor. 
Counsel read the contract, which he said was contained partly in 
an agreement in writing of April 9th, 1907, between the plaintiff 
and the defendants, in which it was agreed that the defendants 
should manufacture and sell certain patented articles, and pay to 
the plaintiff the royalties. It was a further term of the contract 
that in the event of Messrs. Veritys desiring to discontinue the manu- 
facture and sale of the articles, they should give to the plaintiff 
three months notice to that effect. He (counsel) hoped to prove that 
the defendants, although they gave the plaintiff no notice whatever 
that they did not propose to continue to manufacture and sel], 
declined to allow their people to estimate for his patented articles 
On the contrary, they did not give the notice which they were 


bound to give, and starved these patents instead of allowing 
them to remain as live patents оп the market, at the same time 
preventing Mr. Gott from making any useof them. Motor starters 
and controllers were the two important patents. In the middle of 
October, 1908, when there was little more than three months to 
run of Mr. Gott's employment, he was dismissed. No cause was 
given, and he was paid salary up to January 31st, 1909. 

JAMES YOUNG, electrical engineer, Erdington, stated that on 
October 17th, 1908, he was employed by Veritys, Ltd., and was in 
charge of the designing in their controller department. He remem- 
bered plaintiff, who np to that time had also been in the service of 
the company, leaving. Shortly after he was asked to get out a 
line of startera, which he distinctly understood were to replace the 
existing ones of Mr. Gott, which he was told were too dear, 
and did not sell well. He knew Mr. Gott s starters well, and knew 
the patente, and so he had no difficulty in knowing what he ought 
to avoid in regard to them. Ile quickly got out new designs, and 
Mr. Gott's stock gradually ceased to exist, the new articles super- 
seding it. During the three months before the new goods were 
ready the firm used up Mr. Gott's in many cascs, and put new 
windings to some. Large stocks of material for the making of 
plaintiffs articles were put on one side and scrapped. There was 
a continuous demand for starters, and it increased after Mr. Gott 
had left. When witness began to design the starters he proposed 
certain methods, and he was told that the firm did not wish to pav 


royalties if they could avoid it. Asked if there was any saving of 


cost with regard to the starters except the saving of the royalties, 
witnese replied that the starters were made more cheaply altogether. 
They were not made so well. If they had wanted to make 
Mr. Gott's starters in a cheaper way they could have done so. 
He thought new designs were also got out for switches, but he did 
not get them out. New designs were immediately produced of a 
drum controller, witness making the design. After the new 
design had been got out, «o far as he knew, plaintiff's design was 
not used again for tendering for contracta, or in fulfilling con- 
tracts, The firm tendered afterwards on witnesss design. Many 
controllers were bought by the Admiralty after Mr. Gott left, 
probably hundreds. 

Cross-examined, witness said his instructions were to make a 
much cheaper starter to enable the firm to compete with otber 
people. 

The plaintiff, giving evidence, said that if the defendents in 
the case of the starters had reduced the efficiency of his make to 
the efficiency of the substituted make, they could have made his as 
cheaply, substantially speaking, as the substitute. 

The REFEREE: There would still be the royalty. 

MR. MONTGOMERY : Apart from the question of royalty. 

Witness further stated that assuming that the firm ceased at the 
end of 1908 to manufacture his articles, the royalties which he 
received after that was on the residual stock, which was necessary to 
carry on business. He claimed that by starving the patents out 
and withholding them from the market in the way they had, the 
firm destroyed the value of the patents themselves. He put 
approximately three years’ value on to each. 

What was the yearly value of these patents—the starters and the 
controllers—wbat could you have got for them if you had hac 
them in a live condition ?—If I had had them to sell at the 
time I left, I could have got an amount equal to three times their 
yearly value. 

What would have been their yearly value '—About £45. 

In further examination, Plaintiff said that up to the time he 
left, the amount of royalties had been rising, with the exception of 
the last year, which was a bad year for trade, when he thought 
there was a slight drop. The amounts were £80, £61, and then 
they went up to £117 to the end of January, 1909. "The action of 
the firm also had an effect upon his earning capacity. When he 
went to Messrs. Veritys he took all his starter experience with 
him, and when he left, he left it all behind and bad to start abso- 
lutely afresh. 

Sothat if they were not going to manufacture, it would have 
put you into а very much better position if they had told you ко, 
and you could have used the patents — Most decidedly so. 

Cross-examined, plaintiff admitted that competition in goods 
similar to those covered by his patents was very keen. 

Мв. VACHELL: If the firm found that some of these articles sò 
skilfully designed by you could not be produced at their works at a 
price which would enable them to compete with others, were they 
not quite right in having articles designed cheaper to enable them 
t» дово: 

PLAINTIFF : My complaint regarding the firm always was that 
the difference between the prime cost and the selling price was 
greater with them than other firms. 

Other evidence having been heard, plaintiff's case was concluded. 
The Court then rose, the hearing being adjourned until the following 
morning. 

(To be continued.) 


Sentence,—Nentence of three years’ penal servitude was 
passed by Lord Coleridge, at the Liverpool Assizer, on Monday, 
November 11th,, upon Arthur Evans Kennedy, electrician, formerly 
employed in the Liverpool electricity department, who was found 
guilty of sending a letter demanding money by menaces from Sir 
Chas. Petrie, chairman of the Corporation Tramways and Elec- 


-tricity Committee. Kennedy was dismissed from the Corporation's 


service in 1909, after a previous reprimand in 1907, given to him in 
respect of his work and conduct, and he imagined he had a 
grievance against Sir Chas. Petrie, Mr. Clough (electrical engineer), 
and other persone with whom he was associated at the worke. 
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REVIEWS. 


The Story of Wireless Telegrephy. Ву А. T. STORY. 
London: Hodder & Stoughton. Price Is. | 


This volume can be confidently recommended to the general 
reader and student requiring an easily intelligible review of 
the development of wireless telegraph theory and practice, up 
to the date of the first trans-Atlantic wireless message in 
1903. For the benefit of readers who are not familiar with 
the first edition, we may mention that the progress of wireless 
telegraph theory and practice, from the middle of the 
nineteenth century to the first years of the present century, 
was there traced with a completeness which was extraordinary 
considering the small space occupied (183 pp.). Early 
experiments were practically confined to conduction methods, 
and aimed at securing wireless communication across rivers 
and straits, «с. (incidentally, it may be news to some readers 
to learn that water-conduction wireless telegraphy is still 
employed more or less regularly in communicating across 
various Indian rivers). The gradual improvement in sub- 
marine cable construction caused a temporary lull in the 
endeavours to realise wireless telegraphy, the chief applica- 
tion of which then appeared to be in maintaining com- 
munication with lighthouses and ships, &c. The conduction 
methods gradually gave way to induction methods, and 
finally the practical application and possibilities of Hertzian 
waves were realised. All these steps are clearly and 
cogently detailed by the author, who, very properly, lays 
frequent emphasis on the number of investigators who have 
contributed their quota to wireless telegraphy as now practised, 
and the number of men, chief among whom are Dolbear, 
Hertz and Lodge, who came within an ace of that practical 
triumph which was reserved for Marconi. There can be few 
fields in which so many brilliant investigators have been 
required to attain the goal aimed for, and in which the 
important significance of their work has. been so frequently 
overlooked by the men themselves.! 

The enormous development in wireless telegraphy during 
the past decade has made the author's task in producing a 
revised edition most difficult. To bring the volume up to 
date, while adhering to the thoroughness of treatment 
adopted in the first edition, would involve at least twice as 
many pages, and hence a proportionate increase in the cost 
of the treatise. The production of a second volume, prac- 
tically equal in size to the first, would doubtless have been 
very widely appreciated, but there are obvious difficulties and 
risks in extending a work of this class to two volumes and, 
while adhering to one volume, the author has probably 


. pursued the best course in retaining tbe matter of the first 


edition j» folo and adding 36 pages, reviewing broadly the 
technical developments and practical applications of wireless 
telegraphy since the epoch-making experiments of 1908. 

In the original section of the work, a large proportiom of 
the total space was naturally devoted to a description of the 
early attempts to realise wireless communication by earth 
conduction and by simple induction. This was as it should 
be in 1903, but now the rapid progress realised during the 
past 10 years should receive considerably more attention than 
is actually given, space being found if necessary by conden- 
sation of the earlier chapters. As a review of progress up 
to 1903, the work is exceptionally valuable, but the new 
section is much less complete and detailed. Ax already 
explained, there is considerable excuse for this fact, but a 
number of misprints in the original should certainly have 
been corrected in the new edition, and many of the original 
half-tone blocks are now so worn as to be practically worth- 
less. There are several instances in which the statements 
in the earlier edition should be somewhat modificd in view 
of recent developments, and one important omission is that 
no mention is made, in the chapter on telegraphic communi- 
cation with trains, of the wireless system now in use on the 
Great Western Railway. 

The supplementary section in the new edition recapitulates 
the historic instances in which wireless telegraphy has already 
proved so valuable in saving life at sea, and deals with the 
proposals for an all-British world radio-network. This 
review is thoroughly up-to-date, the Titanic disaster, the 
Marconi agreement and the use of wireless in Tripoli being 


all noted. A number of interesting photographs of notable 
marine and land stations are included, in addition to two 
excellent maps showing the sites proposed for the Imperial 
wireless stations and the stations at present in commercial 
operation. : 

It would have been well to have devoted a little more 
Space to a statement of the numbers of land and ship 
stations at present in operation, and some mention should 
certainly have been included of the important applications of 
wireless telegraphy to storm warning &nd navigation in 
ceneral (the latter application is briefly noted), of the wire- 
less time services now established, and of the special wireless 
sets which have been devised. for use by small fishing 
vessels, for the reception of time signals by private stations, 
and for use in cartography. 

The author devotes a paragraph to.emphasising the 
responsibility of the work of every wireless operator, and we 
here endorse his tribute to the merit and importance of the 
“ small-wage-man," and add what encouragement we may to 
the latter to persist in his conscientious performance of duty, 
and endeavour to improve the details of construction and 


manipulation of the apparatus under his care. < 


Wireless Teleyraphy and how to Make the Apparatus. 
London: Cassell & Co. Price 1s. net. 


This work can be thoroughly recommended to amateurs 


and students interested in the erection and working of ex- 


perimental wireless apparatus. Various chapters are written 
by different writers, each specially qualified to deal with bis 
own section. The matter is well arranged, and is саву to 
follow, the earlier parts dealing with the construction of all 
the fundamental parts of the transmitting and receiving 
apparatus, and a final section dealing with more special 
apparatus, or what may be termed the refinements of 
apparatus and operation. 

A popular introduction to the subject is given, in which, 
however, we should like to see space devoted to a considera- 
tion of the nature, effect and interrelation of damping. 
tuning, frequency and so forth; & short theoretical section 
along these lines would greatly facilitate intelligent study of 
the later sections. 

The instructions given for the manufacture and erection 
of the various pieces of apparatus are definite and well illus- 
trated. The best apparatus from the amateur's point «f 
view is always treated in detail, and materials are recom- 
mended which are easily worked and cheaply prccurable (to 
far as is consistent with efficient working): more complex or 
otherwise less desirable constructions and methods are briefly 
mentioned when of sufficient importance. The dimensions 


recommended seem to be those covering the average needs cf: 


an amateur, but we would suggest that some space might 
well be devoted to a simple explanation of the methods of 
design of inductance coils, condensers, &c., so that readers 
could become more familiar with the subject and vary the 
proportions of the apparatus with some degree of certainty 
80 as to suit any special conditions. Once embarked upon 
theoretical matters, however, it is easy to go beyond the 
limits desirable in a work of this class. 

The construction suggested for a carborundum detector 
(page 18) is rather crude, and is not likely to give satis- 
factory results. The reviewer has found the best means of 
constructing electrolytic detectors to be to melt the drawn- 
out end of a small glass tube completely on to a fine 
platinum wire previously inserted in the bore of the tube. 
The latter is then ground on a fine oilstone till a sharp 
section of the platinum wire is exposed; to rave cost, a short 
length of platinum should be hard soldered to a bare copper. 
lead supported by a small cork in the top of the tube. We 
do not notice any remarks as to the importance of an eartb- 
ing gap or plug providing a direct discharge path to earth 
during storms, or when atmospheric electrical disturbances 
are specially violent. On observing more or less violent 
sparking across the earth gap, the latter should be plugged 
and experimental work stopped for the time being. | 

Considerable space is devoted to a description of the con- 
struction of an induction coil, and of the Vril“ trembling 
contact maker and & good type of mercury make-and-break. 
The instructions for the erection of the rest, of the apparatus 
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required are equally excellent, but readers would doubtless 
appreciate approximate estimates as to the cost of materials 
for the. various parts of the equipments. 

The value of systematic measurements of the currents in 
the various circuits and some form of record of the results 
obtained should be emphasised. The amateur experimenting 
with quite simple apparatus, having plenty of leisure, and 
exercising considerable patience, can quite well discover 
improved connections and types of detectors (to cite only two 
lines of research).. Systematic procedure and infinite 
patience are very essential. There are ко many variables in 
Wireless transmitting and receiving circuits that consider- 
able trial is required (particularly by an inexperienced 
operator working with a new equipment), to obtain satis- 
factory results. Residents near London, or near the large 
stations which now exist in considerable numbers round our 
coasts, will find the powerful signals emitted by these 
Stations very useful in adjusting their own circuits to 
maximum sensitivity. Where such stations are not near by, 
work must be commenced over quite short distances (even 
from one end of a room to another), before sufficiently fine 
adjustment can be secured to allow of operation to the full 
range of the experimental station, and the detection of 
signals from remote powerful equipments. 


Electric Traction and Transmission Engineering. By 8. 
SHELDON and E. Hausmann. 1912. London : Crosby 
Lockwood & Son. Price 12s. net. | 


This book attempts to give а perspective view of the 
design of a complete railway installation, from the cars to 
the power station, to indicate the nature and sequence of the 

-various problems entailed, and to consider appropriate 
miethods for their solution. "This somewhat ambitious task 
has been undertaken because, in the author's opinion, no 
single published text-book meets the multiplicity of facts 
and details to be considered in determining the final 
elements of a complete electric traction scheme. However 
true this may be in the United States, it certainly does 
not apply in this country. 


Chapter I deals with the determination of the number and | 


size of cars for an urban road. Some interesting results are 
established, but. the data given refer entirely to American 
practice, sums of money are expressed in dollars, and so on. 

Tractive effort required for car propulsion is discussed in 
Chapter II. By making some reasonable assumptions the 
author obtains & formula for train resistance which is quite 
interesting from the point of view of a student. This 
chapter also contains a quantity of elementary mechanics on 
accelerations, inclines, &c., which might quite properly have 
been supposed to be in the possession of a student at this 
stage of his work. 

A good theoretical description of types of motors, both 

. direct and alternating current, and their performance curves 
is given in the next chapter. Methods of driving, however, 
receive very scanty attention. 

In Chapter IV adequate consideration is devoted to the 
important subject of speed curves, and the point to point 
method of pre-determining performances is well described ; 
but we are sorry to see the vital problem of choice of gear 
ratio dismissed in seven lines. A somewhat remarkable fact, 
if it is correct, is given in a table in this chapter. А 50-H. P. 
interpole motor by two different makers weighs more than a 
60-H.P., the difference in one case being 235 lb., and in the 
other 25 Ib. | 

Chapter V is one of the best in the book, and deals with 
the various types of controlling apparatus required for 
alternating and direct.current traction. The advantages 
and limitations of the different available systems are well. 
and clearly described: . 

Energy consumption, root-mean-square currents and 
similar problems are next discussed, and a small amount cf 
information is given as to the effect of different gear ratios 
on energy consumption and temperature rise. 

The distributing system, classification of conductors, 
electrolytic surveys and kindred matters next receive atten- 
tion. ‘The matter, so far as it goes, is quite good. In this 
chapter, and, in fact, throughout the book, the rather weird 
unit known as the circular-mil-foot is used. 
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The design of sub-stations and the costs relating thereto 
are treated of in Chapter VIII. The part dealing with the 
design and arrangement of sub-station apparatus is decidedly 
good, but the sections dealing with costs give figures which 
are altogether higher than those obtaining in this country, 
and as far as English practice goes are rather misleading to 
a student. | 

Chapter IX deals with the large and complex subject 
of overhead transmission lincs, and seeing thát only 
58 pages are occupied, a considerable amount of good and 
reliable information is given. In connection with this 
chapter, as with others in the bcok, a competent knowledge 
of. determinants, hyperbolic functions and differential equa- 
tions is & necessity. 

The final chapter discusses the arrangement and costs of 
steam and hydraulic power stations. The usual types of 


apparatus are described, and the chapter is in no way 


remarkable. 

On the whole, the book may be described as a fairly good 
one for the price. Since the book has been professedly 
written for students, it is well that specific forms ot apparatus 
have been omitted as far asthis is pcssible, an attempt having 
been made to concentrate attention on principles. In many 
colleges, far tco much time is spent on particular forms of 
apparatus, and altogether too little on fundamental ideas, 
and we are glad to see that this book is free from this 
defect. : 

The literary and logical style of the book are deserving of 
the highest praise. The printing and binding of the volume 
are excellent.— H.G.8. 


MONOPOLIES IN GERMANY. 


A FRESH chapter in connection with the electrical manu- 
facturing industry in Germany and the supply of electrical 
energy has now been written by the Association of Electro- 
technical Special Works, whose efforts to arouse the various 
Federal Governments as to the possible economic consequences 
to the small and medium-sized firms of the growing monopoly 
of the largest establishments, have previously been recorded 
in this journal. In the opinion of the Association, the 
danger exists of the creation of a monopoly also in the 
lighting and power supply business. "The text chosen on the 
present occasion relates to the Bill introduced in the Prussian 
Parliament by the Minister for Railways, to authorise the 
substitution of electric traction on the Berlin City, Circle 
and suburban railways. The scheme provides for the pur- 
chase of power from two private works, which, it is said, are 
to be erected by the A.E.G. and the Siemens-Schuckert 
works respectively. The Association, in the course of a 
memorial on the subject, submits that the action of the 
Minister in deciding to requisition supplies of power from 
private works will strengthen the present monopolistic ten- 
dencies. The assertion is disputed that the cost of working 
would be greater if the State established power stations of its 
own, it being held that communal supply works are operated 
more favourably than private works, which are already 
burdened with intermediate profits. It is also contended 
that the same reasons are now adduced against the erection 
of State power stations for the railways as were brought 
forward many years ago against the nationalisation of 
the railways. 

'The memorial remarks that in the long run the State will 
be unable to refrain from securing an influence in the supply 
of electrical energy to the community if the establishment of 
a private monopoly is to be prevented. At present there are 
practically only two private undertakings which are engaged 
on the construction, financing, and working of electricity 
works for the supply of the public. In this connection the 
somewhat astounding statement is made that both concerns, 


partly as a result of the works in their own possession and 


partly through works in which they are decisively interested 

or which they have leased, control 35 per cent. of the public 

supply of electricity in Germany. Not only so, but ihe 

concerns are constantly endeavouring to extend their influ- 

ence in this direction by the purchase or leasing of existing 
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works, 80 as to obtain in a monopolistic manner the sway 
over wide districts, particularly of an industrial character. 
‘If the Government authorities do not occupy themselves in 
good time with the action of the large electrical concerns, 
the Association states that the most imporlant portion of 
the supply of electricity to the public will be handed over 
toa private group of manufacturers within a conceivable 
period. | . 

It appears that industrial establishments are continuing 
in an increasing measure to close down their own generating 
plants in order to obtain a supply from overland central 
stations. Where such substitution takes place, it is prompted 
by the knowledge that the service will be cheaper. The 
Association, however, submits that the establishments 
thereby become absolutely dependent, upon private enterprise 
not only for the supply, but also in regard to the price, of 
electrical energy, as the right of making special agreements 
with large consumers is reserved. 16 is thus possible for a 
private undertaking of tlits kind to make a differentiation 
in the charges made to different establishments, and to grant 
special advantages to those which are closely associated with 
it. In support of this argument, reference is made to the 
agreement concluded between the A. E. G. and the Berlin 
Electricity Works Co. on January 10th, 1899. The agree- 
ment provides for the sale by the latter to the former, at cost 
price, of all the energy required for its own purposes on the 
works site at Wilhelminenhof, on the Oberspree, where the 
cable factory in particular is situated. Apparently this 
agreement was the result of the inter-connection between the 
manufacturing industry and the supply business in the 
earlier days of the electric lighting era. This relationship 
has been developed in the intervening years, and is still in 
the foreground of activity. 

We now reach an interesting point in respect of one of the 
important parts played by the German banks in connection 
with the manufacturing industry. According to the 
Association, agreements exist between one of the largest 
concerns in Berlin and the banks of issue both in Berlin 
and the provinces, whereby the banks participate to a certain 
percentage in the new issues of capital made by the com- 
pany. In return, it is said, the banks are under the 
obligation to look after the company's interests on every 
opportunity, particularly in the case of those industrial 
establishments on whose boards of directors the hanks are 
either represented, or are otherwise able to exercise influence. 
The Association declares that these circumstances frequently 
render it impossible for the electrical firms, other than one 
large concern, to obtain orders from industrial establishments 
which even have no connection with the electrical industry, 
as the banking interests use the whole of their influence, so 
that the orders devolve upon the large concern. Although 
the German Association must accept the responsibility for 
these statements, it is a well-known fact that the banks in 
general possess immense power in connection with industrial 
establishments in that country. If their demands are not 
conceded, they may refuse credit or decline to float fresh 
share or loan capital, or they may bring pressure to bear in 
various other ways. A remarkable instance of the latter 
class occurred slightly over five ycars ago, when the directors 
of a leading iron and steel company were definitely opposed 
to the company becoming a constituent of the German 
Steel Syndicate. 
banking interests that the directors were over-ridden, and 
the company compelled to accept membership. But the 
present year has witnessed the collapse of that portion of the 
syndicate which controlled the particular products made by 
the company, and the latter is now free, as are many others, 
to develop these manufactures without the restrictions to 
which they were subject until several months ago. 

The Association of Electrotechnical Special Works further 
contends that it is impossible to reject the idea that in con- 
nection with the extension of private ownership of central 
stations, differential treatment, will be meted out between 
those industrial establishments wbich do not belong to the 
sphere of interest of the electrical concerns, and those which 
are associated with it, and that the latter group will receive 
more favourable terms of supply than their compctitors in 
the former group. The memorial also refers to the great 
competitive advantages in relation to other supply works that 
would be conferred upon private supply works by the 


So great, however, was the influence of the 


possession of State contracts for the delivery of the energy 
required for the operation of the Berlin railways, and it 
submits that the State Railway Administration, in the cir- 
cumstances, should establish Government generating stations 
for the purpose. It now remains for time to show whether the 
Prussian Minister for Railways will take any action in regard 
to the representations made on behalf of the electrical firms 
of lesser importance than the great concerns. Generally 
speaking, the State in that country is more or less friendly 
disposed towards monopolies, in contradistinction to the 
welfare of the minor branches of any industry, on the ground 
that the consolidation of interests tends to greater stability 
in trade and greater uniformity in the depree of employ- 
ment. The owners of the ordinary iron and steel rolling 
mills discovered this fact several years ago when they 
approached the Government with complaints regarding the 
price-cutting and monopolistic policy of the large steel 
works, which in the meantime have become still larger. 
Since then the potash industry has been converted into a 
legally constituted monopoly; the Westphalian coal trade is 
also threatened with Government intervention in the event 
of failure to renew the Ruhr Coal Syndicate, for the reason 
that the collapse of the combination, it is held, would shake 
the foundations of the coal and iron and steel industries: 
and the only hope remaining for the continued independ- 
ence of the electrical firms of lesser importance in that 
country would appear to lie in Government action. It is, 
however, exceedingly doubtful whether anything could be 
done, even if the Government desired to take any measures 
other than those already adopted in regard to the prevention 
of monopolies, in respect to contracts for installations to 
be connected with electricity supply works. "The question 
of & State monopoly of electrical manufacturing and the 
supply business, was raised unofficially & few years ago, but 
it failed to make any progress, and is at present outside the 
limits of probability or practicability. The only State 
monopoly sought for in the near future is the control of 
the petroleum trade—if it can be accomplished—against 
foreign interests. 


BUSINESS NOTES. 


Market Quotations.—ConRnEcrIoN.—In our “ Market 
Quotations" last week the prices of phosphor bronze were 
incorrectly given. They are as follow :— . 4 


Phosphor bronze, plain castings, 1в. 2d. per 1b. 
rolled bars and rode, 1s, 2d. per 1b. 

" Е rolled strip and sheet, 1в. 23d. per ton. 
White anti-friction metals, £45 to £230 per ton. 


Cork Foundation Plates.— THE Korrunp Co. has 
recently received a number of orders for insulating machines 
against the transmission of vibration and noise, with their cork 
resilient foundation plates. These include Diesel engines of 550, 
525, 200 and 120 H. P.; lift motors; a number of gas engines of from 
34 to 26 H.P., and several motor- generators. 


Catalogues and Lists. MssRS. WALLACH BROS., LTD., 
Royal London House, Finsbury Square, London, E.C.—New list 
describing and stating prices of the Pat patent valve, asbestos 
packed cock and other eteam fittings. 

THE ELECTRICAL CO., LTD., 122-124, Charing Cross Road, London, 
W.C.—Illustrated pamphlet briefly describing, admirably illustrating, 
and giving prices and dimensions of, the Nernst projector lampe, 
models G and “H” self-lighting, and model d A” not self- 
lighting, which they hold in stock in London. 

THE UNION ELECTRIC Co., LTD., Park Street, Southwark, London, 


77 13 


S8. E.— Advance copy of pamphlet No. 121 (eight pages) giving 8 


complete specification and illustrations of their single and polyphate 
alternators (pattern HJ). 

Messrs. S. WOLF & Co., 115, Southwark Street, London, S.E.— 
Seventy-two-page catalogue relating to their various portable elec- 
tric tools. The contente are descriptive with illustrations, prices, 
code-words and other particulars being tabulated. In the seve 
sections the following are covered :—Electric hand drills and 
reamers, electromagnetic drilling machine, electric carriage drills, 
and electrically-driven grinding and polirhing machines. Copies of 
the catalogue will be sent on application. 

Messrs. D. H. BoNNELLA & Son, LTD., 58 and 60, Mortimer 
Street, Cavendish Square, London, W.— Four-page illustrated and 
priced circular (No. 401) dealing with mouthpieces, whistles and 
brass connections for speaking tubes. 

Messrs. W. GEIPEL & Co., St. Thomas Street, London, 8.E.— 
Pamphlet relating to aluminium electrical conductors. 
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Messrs. SIMPLEX CON DUITSs, LTD., London and Birmingham — 
Mailing card giving prices, &c., of Hope'a Bi-metal fuse wire, of 
which a sample length for testing is attached to the card. 

THE ACCESSORIES MANUFACTURING Co., LTD., 11. Dean Street, 
Oxford Street, London, W.—Large catalogue of electric light 
fittings, those shown being typical examples of those to be seen at 
the new showrooms that they have just opened at the above address, 
The showroom has been opened by arrangement with Messrs. Samuel 
Heath & Sons, Ltd., for whom they are sole agents for the London, 
and the Southern, Western and Eastern Counties. The catalogue 
before us is printed on art paper throughout, and the contents are 
divided off into sections dealing respectively with electroliers, 
ceiling fittings, pendants and hall lanterns, adjustable pendents and 
bed and dining room fittings, brackets, table and piano standards, 
floor standards, Newel and otber standards and billiard fittings. 
All classes of designs and finishes are represented, and the examples 
shown include some very fine pieces of work. 

MESSRS. VERITYS, LTD., 28, King Street, Covent Garden, 
London, W.C.— Export publication No. 715 (eight pages) giving 
illustrated particulars and prices of ceiling fans, ironclad switches, 
house-service fuses, cooking sets, radiators. lantern fittings, and also 
cut-cryrtal glass fittings. 

Mr. GEORGE ELLISON, Victoria Works, Warstone Lane, Birming- 
ham.—Sheet No. 400 describing and giving prices and dimensions 
of the firm’s totally enclosed limit switches for cranes, hoists 
or lifts. 

MESSRS, LAURENCE, @сотт & Co., LTD., Gothic Works, Norwich. 
—Tllustrated leaflet describing their new Scott" electric motor- 
car starter and generator. 

Messrs. BOVING & Co., LTD., 93, Union Court, Old Broad Street, 
London, E. C.— Twelve-page pamphlet containing descriptions, 
illustrations, and price particulars, of their mechanically- operated 
turbine and engine, tachometers, tachographe, and speedometers and 
revolution counters (Dr. Horn's patents). 

Messrs. RICHARD PAPE, LTD., Belvedere Works, Belvedere, Kent. 

Pamphlet giving practical hints to users of the Fors" accumu- 
lators. 
THE Lux CAN DLE Co., LTD., 36, Whitfield Street, London, W.— 
Leaflet showing their latest type of candle lamp with Barlock cap, 
which, when screwed down, keeps the lamp perfectly straight, the 
rubber washer keeping the candle steady and preventing rattling. 

THE ARMORDUCT MANUFACTURING Co., LTD., Farringdon Avenue, 
London, E.C.— Four-page leaflet giving latest prices of '' Gral" wire 
lamps, " Gral" patent wire Continental lamps, and B.T.-H. carbon 
lamps; also an abridged list of accessories, including ' Gral aro 
fittings, Holophane reflectors, &c. 

THE GENERAL ELECTRIC Co. LTD., 67, Queen Victoria Street, 
London, E.C.—16-page list (No. FN 1,610) containing illustrations 
and prices of a variety of fittings for shop and street lighting, rail- 
way station, warehouse and other service. The lines shown include 
lanterns, reflectors and inverted fittings for Osram lamps, from 
25 C.P. to 1,000 C. P., wireless china "Striplite" and ordinary metal 
"Striplite," window bracket and shelf clips, advertising lanterns 
for shop windows and doorways, апа Highfield’ outdoor fittings, 

THE Z ELECTRIC MANUFACTURING Co., LTD., Orient House, 
New Broad Street, London, E.C.—Large and very effectively 
coloured hanging showcard of Zz lamps, one of these lamps being 
suspended from an ostrich feather, the legend below reading, " Two 
of the lightest things known." 

MESSRS. SIEMENS Bros, DvyNAMO WORKS, LTD., Tyssen Street, 
Dalston, London, N.E.—New “Wotan” lamp list (No. WL 3), of 
16 pages, with the now familiar coloured frontispiece. The list 
contains particulars and prices of all types of these lamps at present 
on the market, including 10-c.P. lamps for both high and low- 
voltage circuits and for low voltages only (20 to 135), a range of 
ӧ-С.Р. lamps. In the list prices are printed in very bold type. 
Among the details included are “Goliath” E.S. holders, and matt 
obscuring lacquer. Some views are given of street, stage, and other 
lighting. We have also received from the firm a folder containing 
particulars of the various advertising material (relating to Wotan 
and tantalum lamps) that they are prepared to supply to their trade 
customers in connection with their advertising campaign during 
the present season. A number of small illustrations are included 
showing the literature that isavailableand its sizes. There are cut- 
out and other folders, postcards, also inflated balloons, plaster models, 
and other advertising display novelties. | 


Bankruptcy Ргосеейіпеѕ. —ЈохЕРНн ARTHUR PROCTER, 
late electrician, 17, The Boggs, Allerton, Bradford, late 64, Bradford 
Road, Frizinghall, Bradford, and late 6, Birklands Terrace, Shipley, 
Yorkshire, and 20, Cecil Terrace. Great Horton, Bradford.—The 
first meeting of creditora in thia matter was held last week at.the 
Official Receiver s Chambers, 12, Duke Street, Bradford, when the 
statement of affairs showed liabilities amounting to £115, and a 
deficiency of £98. The failure was attributed to executing contracta 
under cost, through inexperience. It was decided to leave the 
matter in the hands of the Official Receiver, who will act as 
trustee. : 

THOS. TOPPING, electrical and mechanical engineer, Southport.— 
A first and final dividend of 4s. 10d.in the £ is payableon November 
19th, at the offices of the Offical Receiver, 11, Dale Street, Liver- 
pool. 


Liquidations.— TR BRITISH VITRITE WORKS (SWAN'S 
PATENTS), LTD.— A meeting of creditors is called for November 
20th, at 20, Cannon Street, Birmingham. 

FLEETWOOD AND DisTRICT ELECTRIC LIGHT AND POWER 
SYNDICATE, LTp.—Creditors of this company must send particulars 
of their debts, &c., to the liquidator, Mr. W. Cash, 90, Cannon Street, 
E.C,, by December 20th. 


* 


Book Notices,—*" Bulletin Mensuel de la Société Belge 
d'Electriciens.” Vol. XXIX, No. 9. September, 1912. Brussels: 
E. Bruylant. Price 1.75 fr. | 

Memoirs of the College of Science and Engineering Kyoto 
Imperial University." Vol. III. Nos. 9, 10, 11 and 12. March - July, 
1912. Kyoto, Japan: The University. | 

"Boletin de la Sociedad de Fomento Fabril" September Ist, 
1912. Santiago. Chile: The Society. : 

" Bulletin of the American Institute of Architects.” Vol. XIII, 
No.2. July,1912. Washington: The Institute. , 

"Magneto and Electric Ignition.’ By W. Hibbert. Price 2s. 
net. The Practical Telephone Handbook.” By J. Poole, Price 
6s. net. " Wireless Telegraphy and Telephony." By W. J. White. 
Price 28. 6d. net. 1912. London: Whittaker & Co. : 

"A Primer of the Internal Combustion Engine.“ Ву Н. E. 
Wimperis. 1912. London: Constable & Co., Ltd. Price 
28. 6d. net. 

" Journal and List of Members of the Institution 
Engineers. Vol. IV, No. 14. October, 1912. 
Institution. Price 1s, 

Manual for the Use of Fire Brigades.” 
Brigades’ Union. Price 2s. 6d. net. 

" Electrical Photometry and Illumination." By Hermann Bohle. 
1912. London: Chas. Griffin & Co., Ltd. Price 10s. 6d. net. 

" Mésgure de l'Equilibre des Circuits Téléphoniques" By M. Béla 
Gáti. Paris: A. Dumas. | 


„Where Circulation Means Value.“ — In the course 
of an article in the Newspaper Owner and World on “Things that 
Matter in Advertising," Mr. Field Somers says :— ` 

„Advertising is, I suggest, at its best where а spiritedly-conducted 
and genuine newspaper in which such advertising is placed reaches, 
with as little overlapping and waste as possible, the public or the 
interest at which the announcement is specifically directed. An 
essential household requisite is insufficiently advertised if amy 
newspaper that is regarded as the best in its locality—however 
restricted—is left out of the scheme. An article or service, on the 
other hand, that only appeals to & comparatively limited class, 
should obviously be confined to the newspapers or journals appealing 
to that class, and, for choice,to the best and strongest of them, 
irrespective of the charge made. By cutting off all fictitious or 
doubtful values, money is saved to devote to the real and ascertained 
values, and it is at this point that advertising ceases to be a gamble 
and becomes a scientific business proposition." 


Trade Announcements,—We are informed by the sole 
British representative of Messrs. K. & TH. MOLLER G. m. b. H. of 
Brackwede, patentees of the Moller air filter, that they have 
practically completed arrangements for manufacturing in this 
country. 

Mr. S. UTTING, of 4, St. Mary Axe, London, E.C., has been 
appointed sole British representative for the firm of Louis Prat, 
Paris, the patentee and maker of the Prat induced draught 
apparatus. | 

MEssks. THOMPSON & Co., of 684, Lincoln's Inn Fields, London, 
W.C., have been appointed sole British agents for Ateliers Con- 
structions Electriques, Jeumont, who make specialities of bare 
copper wires, trolley wire and aerial cables. 

MESsskS. WATLINGTON & Co., LTD. are carrying a stock of 
10,000 Britannia metallic-filament lampe at their new warehouse, 
Britannia House, 43, Milton Street, London, E.C. At the same new 
premises they will also carry & stock of transmission line and 
supply material, and of electric lighting and heating accessories. 
The firm have issued a small eight-page pamphlet giving par- 
ticulars and prices of the Britannia lamps of from 5 to 100 
Hefner С.Р. 


For Sale.—The patents, plant, machinery and effects of 
the British Vitrite Works (Swan's Patent), Ltd., Wolverhampton, 
are offered for sale as a going concern. The Mersey Railway Co. 
has for sale a quantity of arc lamps and accessories, See our 
advertisement pages in this issue, | 


of Municipal 
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LIGHTING and POWER NOTES. 


Arahia.—What is described as the first installation of 
electric lighting in Arabia has lately been completed in the Palace 
of the Sultan of Oman, in the south-eastern portion of the country. 


Australia.—The Provincial Electric Development Co., of 
Victoria, has decided to install an electric lighting system at 
Carrum. Aspeudale and Chelsea. Current will be obtained Írom 
the company's power station to be erected in Dandenong in connec- 
tion with the lighting of that town. The company has also light- 
ing and power supply projects in hand for the towns of Daylesford, 
Dunolly and Shepparton.— Mining and Engineering Review, 


Belfast. — Тһе report of the city electrical engineer on 
the various sites for the proposed new generating station in con- 
nection with the electricity department was submitted to the 
Electricity Committee last week. In order to compare the advan- 
tages of the sites Mr. Bloxam estimated for the construction and 
operation of a 24.000.H.P. plant in each case, with the cable 
connections to a ring main encircling the city. Taking an output 
of 30 million units, 46,875 tons of coal would be required, light. 
erage amounting to 4d. to 41d. per ton. In the result the Glen- 
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toran site shows capital expenditure amounting to £181,983, plants 
on the other sites costing from £190,000 to £200.000. In arriving 
at the cost, cables are reckoned at £14,290 assuming that they 
would be carried round the Albert Bridge, but this figure would be 
reduced to £6,574 in the event of a proposed new bridge being 
built, giving & shorter route. Mr. Bloxam further reports upon 
the comparison of Diesel engine and steam turbine-driven alter- 
nators for a total output of 9,000 Kw. in connection with the 
electricity extensions. He invited the British and Continental 
Diesel engine manufacturers to quote for Diesel driven alter- 
nators of 3,000 kw. output, or, failing this, for smaller size 
units, and received offers from two Continental firms to build an 
engine of the size asked for, while British makers would only quote 
for much smaller unita at a very much greater cost per kW. Не, 
therefore, assumed that if Diesel engines were ordered they would 
be purchased abroad, and would be of the two-cycle six-cylinder 
type running at 136 R. P. M., and taking the price of these units as 
the basis of comparison with that of steam turbines purchased 
from the present contractors, he found that the increase in capital 
outlay for 9,000 Kw. of Diesel plant compared with steam plant. 
based on the overload rating in each case, including buildings, was 
£24,560, or an annual charge of £1,535 for interest and sinking 
fund for 25 years’ loan. Regarding the question of fuel, he con- 
cludes that if coal is to cost 148. and oil 708. a ton, the Diesel 
plant might fairly be estimated to save ‘016d. per unit generated, 
or £2,575 per annum, on an output of 15 million units. There- 
fore, deducting the increased capital cbarges from the diminiehed 
fuel cost, £2,875 minus £1,535, an annual saving is shown of 
£1.340. In addition, there would be a saving in boiler-house 
wages of possibly £600 per annum, or in all a total saving of 
£2,000 per annum. This would, however, only accrue after the 
extensions had increased by 9,000 KW., or say in the year 1920, 
and assuming the cost of oil did not increase. He is of opinion 
that in spite of the saving in cost of production which calculation 
shows, the Committee would be well advised not to embark on & 
Diesel enging scheme until an engine of the size required has been 
built and run satisfactorily, and, further, until some evidence is 
available to show that supplies of oil can be obtained with cer- 
tainty, and that the price of it is not going to increase owing 
to the big demand for it that will arire for marine purposes. 
Thé Committee adjourned consideration of both reports for a 
fortnight. 


Bournemouth,—The T.C. has invited the Bournemouth 
and Poole Electricity and Supply Co., Ltd., to tender for the 
lighting of the Undercliff Drive for five or seven years, with 200-c.P. 
lamps. 


Canterbury.—The T.C. has fixed a charge of 45d. per 
unit for current supplied to motors to be used in connection with 
gas compressors for lighting purposes. 


Cheltenham.— On Monday next, at the Town Hall, a 
" Modern Home Exhibition " will be opened, and will close on the 
following Saturday, 23rd inst. The electrical section has been 
organised by the Corporation (Mr. W. J. Bache, borough electrical 
engineer), and it will contain a representative display of appliances 
for electric lighting, heating, cocking and power. 


Cleckheaton.—At a meeting of the Electricity Com- 
‘mittee, a report was read in which it was stated the estimated loss 
on the quarter's working was £164, and the estimated loss for the 
half-year £819. On account of this loss, which bas been greatly 
due to the increase price of coal a Sub-Committee has been 
appointed to consider a revision of charges. 


Consett.—The Urban Council has opened negotiations 
with the Cleveland and Durham Electric Power Co. for the public 
lighting of the town in 1913. The company has also been asked to 
embody in tbe scheme terms for private lighting. 


Continental Notes.—SpAIX.— It is stated that an 
American named Parrish intends to set up a hydroelectric station 
on the River Ebro, capable of generating 1,000,000 H.P. Three 
dams will be constructed,in the neighbourhood of the Cities of 
Barcelona, Tarragona and Valencia, respectively. The works are 
being directed by American engineers, and are expected to be 
completed by 1914.—Rerwe Pratique de Г Electricité. 

Russ1A.—The British Vice-Consul at Hangö reports that there 
are small waterfalls or rapids in the south of Finland which are 
suitable for the development of electric energy for tramways, light, 
and power, &c. The Vice-Coneul adds that want of capital has, 
up to the present, hindered the exploitation of this water power for 
industrial purposes: he is willing to supply information to British 
firms who would interest themselves in this matter. 

The Moscow municipal authorities propose to construct a new 
electric power station in that city at a cost of about £316,000. The 
station is to be equipped with turbine engines using superheated 
steam. 

The Ministry of Trade and Industry has confirmed special 
regulations for the use of electrical equipments on oilflelds.— Board 
of Trade Journal, 

The rolling mills of the Société Metallurgique du Midi de la 
Russie, at Kamenskoie, are now electrically operated. The power 
station comprises four sets of 2,000-H.P. gas engines and dynamos. 

SWEDEN.—A power station of 5,000-H.P. capacity bas just been 
completed by the Sikfors Kraft Aktiebolag at Pitealfau, near 
Pites, North Sweden. The water-power of the Sikforsen Falls is 
utilised, the water being conveyed to the station by two pipes, about 
550 ft. in length. At present about 4,000 H.P. is being utilised, the 
current generated being tranamitted to the town of Lulea, 27 miles 
away, at a pressure of 40,000 volts. | 
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FRANCE.—La Société des Forces Motrices du Rays is the name of 
& company which has lately been formed in Lyons, with a capital 
of £10,000, to put down a plant to utilise the Ray Falls at Romeyer 
(Drome) in the generation of electrical energy for lighting and 
power purposes. 

Chile.— The construction has been authorised of ап 
electric generating station to supply the City of Tocopilla with 
electric light. 


Dover.—The T.C. has unanimously adopted a report by 
the borough engineer and electrical engineer for the conversion of 
& number of streets at present lighted by gas, to electric lighting. 
The scheme provides for replacing 265 gas lampe, costing £973 a 
year; the electric light would cost £818 for all-night lighting, and 
£707 for half-night use. The report further details the expected 
saving by various electric lighting proposals during the year, 
amounting to £1,108, which, even after meeting the capital cost 
of carrying out the work, leaves a margin in hand of £160. In 
1913-14, including proposed further conversions, a saving of £1,496 
will be shown. 

The Corporation Electricity Committee, on November 5th, 
considered a request from the British Electrical and Allied 
Manufacturers Association that figures relating to tenders 
should not be published. on account of the information becoming 
known to foreign firms. The chairman (Mr. Hobday) expressed the 
opinion that it was unwise: to publish prices, but Ald. Lewis eaid 
that the public demanded it, and they could not get away from 
that. Mr. Beaufoy remarked that those who tendered liked to know 
the prices, as they were a guide for the future. They simply 
accepted them in a lump sum, and no details were published. Ald. 
Lewis said that if people were afraid of foreign competition, they 
should have Tariff Reform. The Town Clerk explained that only 
the names and amounts of tenders were reported to open Council. 
It was eventually decided to defer the matter, in order to see if 
other manufacturers made a similar request. 


Dublin,—A L. G. B. inquiry will be held on November 
19th into the application by the T.C. for sanction to loans of 
£34.000 for electricity purposes. On the 20th inst., a similar 
inquiry will be held at Pembroke, the Council being desirous of 
borrowing £9,000 for electric lighting works. 


Felixstowe and Walton.— The U. D. C. has accepted the 
tender of the Suffolk Electricity Supply Co., Ltd., for public 
lighting, for seven years, within a radius of 150 yards from the back 
of the Promenade, on terms to be agreed. E 

The Council has decided to apply to the L.G.B. for a loan of 
£4,052 for additional plant for the electricity works and extensions 
for three years, 


Harwich.—The T.C. has sealed an agreement to take 
electricity for its pumping station from the Great Eastern Railway 
Co. for ten years, at 14d. per unit, and it is estimated that the cost 
of working the station by electricity will be from £300 to £350 a 
year, as against over £500 by the present steam power. The capital 
cost of the scheme is placed at £950. 

U.D.C. has 


Hazel Grove and Bramhall.—The 
approached the Stockport Corporation with a view to obtaining a 
supply of electricity, and a canvass of the district is being made for 
likely consumers, The Council has already decided to obtain a pro- 
visional order in the next session of Parliament empowering it to 
provide electric light for street purposes and for private houses, and 
applications for additional gas lamps in rome of the districts have 
been deferred pending a report as to the probable date of commenc- 
ing the supply of electricity. 

Hemsworth (Yorkshire).—The Little Houghton P.C. 


has partially arranged with the Houghton Main Colliery Co. to 
supply electricity for the lighting of the township. 


Heston-Islewerth.— Demonstrations of electric cookery, 
organised by the Electricity Department, in conjunction with. the 
“Tricity ° cooker manufacturers, and carried out by Mr. F. 8. 
Grogan, have attracted large audiences to the Council House. 


Hoddesdon.—The U. D. C. has informed the B. of T. it 
has no objection to the E.L. Order of 1901, held the North 
Metropolitan Electric Supply Co., being revoked. e company 
itself has applied for the revocation. 


Hove.—With regard to the suggested purchase of the 
undertaking of the E. L. Co. by the T. C., a large meeting of rate- 
payers held on November 7th decided by a large majority that 
"the purchase would prove disastrous," and recommended the T.C. 
not to proceed further with the matter. 


India.— Karachi is at last to be illuminated by electric 
light. We hear that a leading Karachi firm has the matter in 
hand, and that on the necessary formalities in connection with the 
licence under the Electricity Act being completed, a company will 
be established in Karachi for the supply of electrical energy for all 
forms of lighting, for fans and for all industrial purposes. The 
proepectus will probably appear about the end of the year, and 
the new development may beexpected to be seen in operation early 
in 1913. 

Kendal.—The T.C. has applied to the B. of T. for 
permission to ure overhead mains in order to supply current to the 
factory of Mr. Illingworth on Malt Kiln Hill. 


Kingstown.—The electric light question was discussed 
last week by the Council, and & resolution dispensing with notice 
from the Dublin Southern District Electric Supply Co. of its inten- 
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tion to apply for a próv. order, was unanimously adopted. It was 
pointed out that Mr. Wm. Murphy had agreed to become chairman 
of the new company, and that the Dublin United Tramways Co. 
had no power to undertake lighting in the district. 


London.—Hackxry.—The borough electrical engineer 
in his report on the working of the electricity undertaking for the 
year ended March 31st last, states that the year's output amounted 
to 6,6!5,526 units, compared with 5,662,795 units for the previous 
year, or an increase of no less than 16°82 per cent. The total 
units generated amounted to 7,642,775, of which amount 
2,239,920 were sold for private lighting and domestic uses; 
3. 389, 726 for power and factory lighting, and 850,561 for public 
lighting, while 1,027,249 was used on the worke. During the 
12 months under consideration, the price obtained per unit for 
public lighting was 1°36d., this being more than sufficient to pay 
for the energy supplied. Having regard to the high load-factor of 
this class of supply, the engineer suggests that the price charged 
should in future be reduced to 1'2d. per unit, which would also 
cover the capital charges on the special public lighting cables, and 
that the carbons, repairs and maintenance, cleaning, lighting and 
extinguishing, be charged for at prime cost, with 10 per cent. 
&dded thereto to cover administration expenses. The financial 
result of the year's working was a net surplus of £8,950. 


Lytham.—The U.D.C. is giving notice of its intention 
to apply to the B. of T. on or before December 21st next for a 
provisional order for the supply of electricity within the urban 
district. In connection with this matter, the Council has approved 
of the engineer's scheme, and has decided to acquire a plot of land, 
on lease, for the erection thereon of the proposed electricity works. 


Nenagh.—The Urban Council has had under considera- 
tion for some time the advisability of installing an electric lighting 
plant for the town, and will at the next meeting appoint an elec- 
trical engineer to carry out the scheme. 


Penmaenmawr.—The Urban Council has been notified 
by the Manchester engineers that, acting on behalf of a fyndicate, 
it was their intention to apply to the B. of T. for an order authoris- 
ing them to undertake the generation and distribution of electricity 
for public and private purposes over an area embracing parts of Llan- 
fairfechan and Penmaenmawr, and desiring to ascertain the Council's 
attitude. The Council is already in possession of an E.L. order, 
and the letter was referred to the Roads and Improvements Com- 
mittee. 


Rochdale.—The Electricity Committee on Wednesday, 
last week, referred to a Sub-Committee for consideration and 
report, a scheme for further additions at the electricity works, 
involving an expenditure of about £30,000. Negotiations are in 
progress between the department and certain firms for a large 
supply of current, and this prospective demand, together with 
others already agreed upon, renders a further extension necessary. 
The Committee also approved terms for & supply of current in bulk 
to the Whitworth U.D.C. 


. Salford.—The B. of G. has deputed Mr. E. M. Lacey, 


the engineer engaged in connection with the electric lighting, 
to interview the Corporation with a view to obtaining the best 
terme for a supply of current, &c., for the electric lighting of Hope 
Infirmary. The board has also decided to ask Mr. Lacey to act, 
after completion of the installation, as consulting engineer, and to 
make quarterly tests and reports both at the infirmary and nurses’ 
home at a remuneration not exceeding 25 guineas per annum. 


Sheffield. At the meeting of the Council on Saturday 
last, the Parliamentary Committee recommended the Council to 
instruct the Town Clerk to proceed with the remaining stages of 
the Corporation Bill now before the Select Committee of the House 
of Lords, and to endeavour to get the “electric fittings” clause, as 
allowed by the House of Commons’ Committee, reinserted in the 
Bill. Ald. Cattell proposed as an amendment that so much as 
related to the Town Clerk being instructed to endeavour to get the 
electric fittings clause, as allowed by the House of Commons, 
reinserted in the Bill, be not confirmed. Dealing with what were 
supposed to be the special circumstances in the case, he maintained 
that the factory department had nothing whatever to do with the 
wiring and fittings department. No one would contend that the 
cost of motors had anything to do with the cost of the wiring and 
fittings department. The £2,000 profit they were told about was 
not a profit on the wiring and fittingsdepartment. At least £1,000 


of it belonged to the revenue they got from the hire of motors. 


The officials of the Electric Light Department said on oath that 
notbing had been charged to the department for rent, interest or 
depreciation. It was a state of things one would not be surprised 
at when one considered the number of interests the head of the 
department had had to take under his wing. They wanted to 
simplify matters and consolidate their work, and put the depart- 
ment on a business foundation. His opinion was that they would 
gain by closing the department. Ald. Styring assured the Council 
that if they left the conduct of the Bill in the hands of the Parlia- 
mentary Committee, there would be no fear of losing it. If the 
wiring and fittings department was worth nothing at all, why did 
Ald. Cattell move to induce the Corporation to give up what’was 
of no value to others? Very little cost had been incurred by the 
introduction of the clauses, and he maintained that the wiring and 


fittings department had cost £28,000. Councillor S. Roberts, jun., 
raid that in all cases where the Corporation had been doing work 
at less than cost price, they had been making a loss and robbing 
the traders of their profits. Alderman Styring denied that the 
Corporation did work at less than cost price. Alderman Bennett 
said the question had nothing to do with municipalieation. That 
was settled when they purchased the undertaking years ago. The 
question before them was simply a business question and nothing 
else. He agreed with the Chairman of the House of Commons 
Committee, that under existing circumstances Sheffield ought to 
have the powers. They had to face things as they were, quite 
irrespective of what they would do if starting a new undertaking. 
Councillor Hobson said that no one suggested that the Corporation 
should go out of electric trading ; they must have a wiring de- 
partment to lay cables through the streets; it was commonly 
ugreed that they should supply motors for hire, and they must wire 
and fix thore motors. The whole question, therefore, resolved 
itself into whether some small portion of acomplete business should 
be lopped off. He found that in the past the Corporation had carried 
on the business in the honest belief that they did so as successors 
in title to an existing business, and introduced no new competition. 
It did not seem to him precisely right that trade rivals should 
desire to peremptorily close down a substantial concern and one 
that was earning substantial departmental profite, without any pay- 
ment for the goodwill, and without any proposal to take over the 
stock, but simply to shut the doors of a trade rival and annex the 
business and its goodwill. He hoped that the traders would 
seriously consider the situation before they persisted in their claim 
to annex some portion of the business of the Corporation without 
compensation by shutting it down on a technicality. On a vote 
the amendment rejecting this portion of the Parliamentary Com- 
mittee's minutes was lost by 31 votes to 24. | 


South Africa.—The electric supply of the Muizenberg 
(Cape Province) Municipality, and also the. recently inaugurated 
supply from Muizenberg to Wynberg Municipality, was interrupted 
on October 20th, and it was some time before the cause of the 
failure could be located. The supply to Wynberg is by three-phase 
3,300-volt bare overhead cables, and has been in use only about two 
weeks. The cablesare carried on 30-ft. iron poles from Muizenberg 
to Wynberg, and it appears that a European boy about 10 years 
old climbed to the top of one of the poles and touching the wires 
was instantly killed. The body of the boy lay across the wires 
for some time, as owing to the lateness of the hour, and the 
locality, it was difficult to communicate with the Muizenberg power 
station во as to have the current switched off. 

The Cape Town Corporation Electric Lighting Committee has 
decided to reduce the price of energy for lighting purposes from 
the present price of 9d. net to a flat rate of 7d. net. This is made 
possible by the large increase in the demand ; in 1908 a little over 
two million units were sold, and in 1911 this had been increased 
to 4,164,000 units, and further increased in 1912. 


Southampton,—With regard to the Council's action 
several months ago abolishing slot meters and increasing the price 
per unit by td. in lieu thereof, the electrical engineer reports that 
the 1d. is not sufficient to cover the rental paid, and advises that the 
price per unit should be increased another jd., making jd. in all, 
which would be, if anything, still slightly on the low side of the 
average account. He further suggests an increase of jd. on the 
charges of the few prepayment installations connected, to bring the 
two classes into line. It has been decided to adopt the engineer's 
suggestions. Application is to be made to the L.G.B. for sanction 
to borrow £3,000 for general services. A letter has been received 
from the Itchen U.D.C., stating that it cannot consent to the appli- 
cation of the T.C. to supply electricity to the houses on the Chessel 
House Estate, also a further letter stating that the District Council 
has had under consideration a scheme for the establishment of an 
electricity supply undertaking for Itchen on the basis of taking a 
supply in bulk from the Corporation, and inquiring whether the 
Corporation would be prepared to enter into an arrangement for 
furnishing sucha supply, and if so, upon what terms and conditions, 
The communication has been referred to the electrical engineer 
for a report. | 


Swindon.— In order to encourage cooking and heating 
by electricity, the T.C. has decided to supply energy to congumers 
of electricity for other purposes, at Id. per unit, with no meter 
rental, where the revenue amounts to 25s. per annum. Cooking 
apparatus is to be let out on the hire or hire-purchase system. 


Wednesbury.—The Corporation has received an intima- 
tion that the L.G.B. has sanctioned the borrowing of £3,700 for an 
engine, dynamo and accessories for the electricity works, 


Woodbridge.—The U.D.C. has informed the Rural Dis- 
tricts Electric Undertakings, Ltd., that when the present contract 
with the Gas Co. expires, it will, no doubt, be prepared to consider 
a tender from the company for public lighting, and that if a reason- 
able, sufficient and efficient service is maintained by the company, 
the Council will not apply for a prov. order for 21 years from 
January Ist, 1918, and will not support any other application for 
an order during that period. i 


York.—The T.C. proposes to have the electric light in- 


stalled in the Municipal Asylum Cottages, and to supply energy to 
the occupiers at 9d. per week during the six winter months, and 
6d. per week during the summer, The first lamps are to be provided 


free 
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TRAMWAY and RAILWAY NOTES. 


Barnsley,—The Barnsley Electric Traction Co. has 
decided to introduce a service of motor-'buses to link up some of 
the populous districts with the tramway system. 


Bournemouth.—The general manager of the tramways 
(Mr. I. Bulfin) has just issued his report for the balf-year ended 
September 30th. The total receipts were £53,749 ; expenditure, 
£27,891; gross balance, £25.855. "There show an increase on the 
gross balance for 1912 of. £2,548 over the corresponding period of 
1911, and £2,631 over the same period of 1910 (the centenary year). 
In regard to expenses, slight increases are shown in a few cases, 
viz, in the power station, due to increased units generated and 
coal strike charges ; in the payment of wages, due to the Govern- 
ment insurance; in the permanent way, due to renewals; in the 
car equipment, due to painting and overhauling. "These are amply 
made up for by the decreases under other heads, as the net result of 
a decrease of £1,000 in expenses on the six months’ running clearly 
proves. During the six months ending on September 30th, 3,628 more 
car-miles were run and 200,000 more passengers carried than in the 
corrésponding period of 1911, yet the claims paid for accidents and 
damage for the six months of 1912 were leas than half those for the 
corresponding period of 1911. 

The chairman of the Tramwayx Committee reported to the T.C. 
that & director who had power to act forthe Electricity Supply 
Co. had approached him on the question of the price of current 
outstanding between the Council and his company, and the latter 
was willing to supply the energy required by the tramways at 1°6d. 
for the first 250,000 units; 1°5d. for the second 250,000 units; l'4d. 
for the third 250,C00 units ; 1°3d. for the fourth 250,000 units and 
remainder. 


Canada,—The Canadian Express Co., which operates іп 
connection with the Grand Trunk Railway system, is trying an 
interesting experiment with electrically driven collecting and dis- 
tributing lorries. Five of these vehicles have been delivered by 
the makers for use in Montreal and Toronto. The new vehicles 
have a speed of 10 to 12 miles an hour, and will travel for 45 
miles on a single charge. Two of them are built with a carrying 
capacity of one ton, and the other three can convey loads of two 
tons each. Electricity was chosen in preference to other forms of 
motive power on account of the greater simplicity of the mechanism 
and the ease with which the vehicles can be operated by any 
intelligent man who has been used to driving horses. 


Chesterfield.—The General Purposes Committee has 
passed а resolution favouring the obtaining of Parliamentary 
powers for establishing railless trolley vehicle routes as proposed in 
a joint report by the electrical engincer and borough surveyor. 
The routes proposed extend to Temple Normanton, three miles; 
Clay Cross, two routes, each four miles ; from Whittington Moor to 
Unstone, two miles; to Brimington, two miles; and other routes 
from Whittington Moor and to Bolsover. 


Continental Notes.— FnAxck.— The Compagnie des 
Chemins-de-fer du Midi, like all the rest of the companies wbich 
serve mountainous regions (the Paris-Lyons-Méditerranée and the 
Paris-Orléans), has at last decided to enter on the path of progress. 
In September last it inaugurated the funicular line of the 
Ruperbagréres mountain, above Luchon, and it now announces its 
intention to undertake a similar work on the slopes of the Pic du 
Midi de Bigorre. As already notified, the same company has 
decided to introduce electric driving on the Toulouse-Bayonne main 
line lying between Montréjeau and Pau and on all its dependent 
Pyreneean branches, or over 270 km. of lines now in working. 
With this end in sight, large generating stations are under con- 
struction at Soulom, near Pau and at Eget in the Aure valley, 
1,000 metres above sea level. The latter will necessitate the con- 
struction of an underground canal 15 km. long, to lead the 
waters from the Oule torrent and from an artificial lake to be 
created at a height of 1,800 metres, as far as Hourquette Cc’ Arrouyes, • 
where it will fall 750 metres into the Neste d'Aure valley, near the 
Eget railway line crossing. This head of water is expected to 
y'eld 20,000 H.P. A beginning was made with the works in the 
winter of 1910-11, amid the deep snows of these almost inaccessible 
regions, 20 km, from the base at Arreau.—Rerue Pratique de 
C Electricitc, 

The construction of an electric railway between Villefranche and 
Vernet-les- Baines, in the Pyrenees Orientales, has received the 
sanction of the Ministre des Travaux Publics. 

The T.C. of Villeneuve, in the Department of Seine-et-Oise, have 
passed a resolution favouring in principle the establishment of a 
service of electric auto- buses between Brunoy and Villencux e. — 
Revue Pratique de Ё Electricité. 

A scheme for the establishment of a railless eystem of electrical 
motor vehicles between Thonon-les-Baines and Morzine, in Upper 
Savoy, is at present under consideration. 

AUSTRIA.— Among the electric railway projects lately announced 
are а line from Malć to Fucina, 16 6 km. long, estimated to cost 
2,414,000 kronen : a light line, for passengers only, from Karlsbad 
and Fischern to Rohleu, promoted by the Vienna firm, P. Наруі, 
Risto & Co., and a line connecting Lana, Burgstall and Oberlana.— 
Elek. und Maschinenbau, | 

А great extension of the electric tramway network is projected 
in Prague, the capital of Bohemia. Some five new lines are to be 
constructed, with a rearrangement of the supply cables. The K. K. 
Stattbalterci has just complet d the official investigation of the. 
scheme,— Ech. und Maseh, 


ROUMANIA.— The commission nominated by the T.C. of 
Bucharest to draft the terms of the auto- bus concession to be 
offered for public competition, has issued its recommendations, 
which now await the approval of the City Council. It recommends 
& concession fer 19 years 11 months, dating from January let next, 
giving a right to serve the whole of the streete of the city, with & 
reservation of any routes which the concessionaire may neglect for 
other concessionaires. Any kind of driving power may be chosen, 
but should electricity be adopted, current muet be supplied by the 
communal electricity works. which is bound to furnieh at the eame 
price as that accorded to the Communal Tramway Society. It is 
stipulated that at the end of the concession, the rolling stock shall 
become the property of the commune. Rerue Pratique de 
l Elect ricite, 


SWITZERLAND.—Trials of electric working have been made on 


the almost completed Lótschberg line, and have given excellent 
resulte. Motors of 1,250 H.P. are used, each locomotive being 
equipped with two, giving a total of 2,500 H.P.—Herue Pratique de 
Г Electricite. 

Russia.—Ia view of the overcrowding of the St. Petersburg 
tramcars, it is proposed to put a further 75 cars and 42 trailers in 
circulation, and to enlarge the central power station. The total 
cost is estimated at about £81,600. 

Good progress is being made with the conversion of the horse 
tramways in the town of Kischinew to electric traction, and it is 
hoped to re-open the lines to traffic at the beginning of the new 
year. The company has contracted with the municipal electricity 
undertaking for the supply of the necessary current. 


East Kent.—The East Kent Light Railways Co. is 
applying to the B. of T. for an order authorising the construction of 
a light railway from Little Mongeham to Eastry, which is in the 
new colliery area.. 


Nalifax.—A special meeting of the T.C. was held on 
Monday, when Mr. C. F. Spencer, chairman of the Tramways Com- 
mittee, moved & resolution authorising that steps be taken to 
promote a Bill in the ensning session of Parliament to enable the 
Corporation to extend its tramways within and outeide the borough 
and to provide and run motor-'buses outside the borough. In the 
borongh, the Corporation seeks powers for tramways from Spring 
Hall Lane to Mount Tabor and Wainstalls from Skircoat Road, to 
Siddall, and from Siddall to Mesers. Morton's worke. Outside the 
borough, it is proposed to construct and work tramways from Brig- 
houre to Rastrick, from Bailiff Bridge to Brighouse, West Vale to 
Staniland, Triangle to R:pponden, and snother route to Elland ; 
also to construct tramways to run goods traffic to and from the 
railway goods yard in Church Street and Messrs. Morten’s brick- 
works at Siddall, and Messre. Oates & Green's works, Ellen R уде. 
Mr. Spencer said Mesers. Morton's traffic was about 37, 000 tons per 
annum, and that of Messrs. Oates & Green about the same. The 
Council approved of powers being obtained for- the making of 
these tramways and to construct and work the following tramways 
in Brighouse: In Huddersfield Road and Bird’s Royd Lane, from 
Huddersfield Road to the L. & Y. Goods Station. : 


The R.D.C. has approved of the scheme of the Huddersfield 


Corporation for the proposed tramway to Fixby, and has also 
consented to the proposed tramway extension from Fixby to 
Elland. | 


Keighley.—In connection with the scheme for the 
introduction of a railless traction service from Ingrow Bridge to 
the junction of Hebden Road and Leeds Road, Haworth, a distance 
of about 1i miles, the Tramways Committee has provisionally 
accepted the offer of Trackless Trolley, Ltd., London (see Con- 
tracts Closed " column) for the overhead equipment, on condition 
that the company (1) sends on trial for a period of three months, 
free of charge, one of its cars, which the Corporation shall be at 
liberty to use in regular service during that time ; (2) supplies one 
of its own men to drive the car at an inclusive cost not exceeding 
£3 per week ; and (3) gives an undertaking that in the event of 
its system being considered unsatisfactory by the Corporation, 
it will, without further charge, alter the overhead equipment 
and adapt it tó such other method of current collection as the 
Corporation may require. 


Little Hulton (near Bolton).—The U.D.C. has ap- 
pointed a Sub-Committee with power to settle an agreement with 
the South Lancashire Tramways Co. as to terms under which the 
company will construct tramways along Manchester Road ani 
Clegg's Lane. | f 


. London.— Formal notification has been given by the 
L.C.C. to the City Corporation that it has decided to seek powers ia 
the next session of Parliament to construct tramways from South- 
wark Street over the proposed new St. Paul's Bridge, to a point 
near the most western end of Cheapside. 


Morley.—Tlie Corporation has decided to promote in the 


next Session of Parliament a Bill authorising, among other thing: 


the construction of a railless trolley system from Drighlington. 
through Gildersome, Morley, West Ardsley, East Ardsley and Stanley 
to Wakefield. 


Neweastle-on-Tyne.— At a special meeting of the T.C. 
on the 9th inst., Mr. J. H. Rodgers, chairman of the Tramways 
Committee, moved a motion that the Council apply for a provisional 
order for an extension of the city tramways; one section from 
Heaton Road terminus to Stephenson Road, and another section 
from the centre of the city to the High Level Bridge vid West- 
gate Road and' St. Nicholas Street. The motion was agreed to. 
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Newcastle, — The Tramways Committee has recommended 
the City Council to accept a tender for the enpply of steel rails of 
German manufacture, at a cost of £3,660, being £500 less than that 
of a Leeds firm. | 


Northampton.—4As the result of an appeal the Assess- 
ment Committee has reduced the assessment of the Corporation 
tramways undertaking from £6,105 to £5,100. 


Oldham.—It was reported at a meeting of the Tramways 
Committee last week that there was a profit on the tramways 
undertaking for the six months ending September 22nd, of £3,060. 


Ripley.—The scheme for the construction of tramways 
from Nottingham to Ripley has been before a special meeting of 
the U. D.C., when, after full consideration, it was decided to object 
to the proposals, on the ground that proper allowance for road 
widening had not been made. It appears to the Council that the 
roads are to be widened at the expense of the footpaths in certain 
places ; the Council thinks that land should be acquired, and 
proper widenings made. The objection is to be forwarded to the 
Board of Trade. | 


Sheffield.—It is proposed to purchase four motor- 
omnibuees for the purpose of providing an experimental service in 
the Meadow Hall district. 


` 


Tripoli.—The Acting British Consul-General at Tripoli - 


Teports that, according to the local Press, the “Società Romana di 
Tramways” ison the point of obtaining a concession for the con- 
struction and working of electric tramways in that city. The 
length of the proposed lines will be about 91 miles. 


Woverhampton.—The annual report of the Tramways 
Committee to the Council gives the following statement of 
traffic receipts, &c., for the first six months of this financial 
year, ended September 30th last, as compared with the same 
period last year :—1912, 587.957 miles, 5,945,404 passengers, 
227205 receipts, 11°105d. per car-mile; 1911, 580,883 miles, 
5,796,366 passengers, £26,732 receipts, 11°045d. per car- mile. 
From the figures given, it will be no'ed (states the Committee) 
that the totel revenue for the electric cars during the period 
referred to shows an increase of £473, or 060d. per car-mile, 
whilst the number of passengers carried is 119,038 in excess of last 
year. The result is considered highly satisfactory, having in view 
the extraordinarily fine summer of last year, together with the 
heavy trafficon the cars during the Coronation festivities, The 
receipts on the Wednesfield route show a decrease of £109 
for the six months, which is attributable to the motor 
char-a-banc service on the Canncck Road, many passengers now 


travelling by these vehicles who had hitherto travelled on the - 


Wednesfield cars. 


Yorh.—The B. of T. bas granted the T.C. an order for 
the extension of the electric tramways in Bishopthorpe Road. 


TELEGRAPH and TELEPHONE NOTES. 


Automobile Wireless Telegraph Plants,—The Star 


Eogineering Co., Ltd., of Wolverhampton, are building a number 
of 20-H.P. six-cylinder chassis for the Marconi Wireless Telegraph 
Co., Ltd. ; the machines are specially designed to carry a wireless 
telegraph outfit. An electric generator is carried at about the 
centre of the chassis, and is driven off the engine of the car 
through gearing, which can be engaged and disengaged. 


Brazil.— The firm of C. Lorenz, of Berlin, have, erected 

a wireless station at Legos, near Florianopolis, on tbe Island of 

San Catarina, Brazil, for communication with shipping between La 

Plata and Cape Horn ; also for communication with Rio Grande do 

Sul and Rio Janeiro. The Vielton system is employed. Der Tag, 
Berlin. 


British Telephones.— In the Parliamentary papers Mr. 
Joynson- Hicks recently asked the Post master-General if he would 
state the number of subscribers' stations, direct exchange lines, and 
main exchanges taken over from the late National Telephone Co., 
Ltd., at January Ist, 1912, and the number of subscribers’ statione, 
direct exchange lines, and main exchanges existing on the General 
Post Office telephone system at December 31st, 1911, for London 
and for the provinces, respectively. Mr. Herbert Samuel, in reply, 
said the figures asked for were, approximately, as follows :—Post 
Office.—London: 79,835 exchange stations; 53,208 direct lines; 
30 exchanges. Provinces: 39,160 exchange stations ; 30,334 direct 
lines; 1,125 exchanges. National Telephone Co.— London: 131,506 
exchange stati- ns; 74,827 direct lines; 62 exchanges. Provinces: 
392,934 exchange stations ; 297,608 direct lines ; 1,545 exchanges. 


Iceland.—The Parliament of Iceland has voted 88,000 
marks (£4,400) for the establishment of a wireless station on 
Reykjavik, the capital of the island. 


Registration of Telegraph Companies.—Sir Wm. Bull 
asked the President of the Board of Trade whether he was aware 
that the Registrar of Joint Stock Companies had recently refused 
to register the memorandum and articles of companies proposing 
to oarry on the business of telegraphs and telephones unless the 


memorandum of association contained the words “so far as it law- 
fully can or may," and that a considerable number of persons had 
lodged memoranda and articles of association not containing these 
words, and, owing to the refusal of the Registrar to register the 
companies, they had been put to expenre in altering the provisions 
of the memorandum of association; whether this action had been 
taken by the Registrar in pursuance of a request from the Post- 
master-General and in order to protect his monopoly and that of 
companies which had teen licensed by him; whether there was 
anything in breach of the Postmaster-General's monopoly in the 
mere registration of such a company ; whether he was aware that 
euch a company could be properly formed and carry out a large part 
of the business of a telegraph and telephone company without 
infringing such monopoly; and whether it was possible for & 
company to obtain a licence from the Postmaster-General to carry 
out any part of its work for which a licence was required until it 
had been registered; and under what authority the Registrar of 
Joint Stock Companies adopted the course in question.—Mr. Buxton 
replied that the action of the Registrar of Joint Stock Companies 
in asking for the insertion of the words in question was originally 
taken at the suggestion of the Postmaster-General. 'The matter 
was receiving further consideration. Later it was announced that 
the practice in question had been stopped. 


The Telephone Transfer.—Former employés of the 
National Telephone Co., now in the Post Office service, held a mass 
meeting in Clerkenwell last week to protest against the manner 
in whieh the Post Office classification had been applied to them. 
Other meetings took place simultaneonsly in various parts of the 
country. A resolution was passed affirming loyalty to tue Post- 
master-General, but asking that the promises which he had given 
in the House of Commons might be carried into effect. 


United States,—The Government has voted £220,000 
for the erection of a number of wireless stations, mainly to estab- 
lish communications with ships of the American Navy in distant 
seas. The chief station at Arlington, near Washington, is to have 
three towers, one rising to a height of 210 metres, and the other 
two to 150 metres each. It is also intended to erect stations on the 
Panama Canal; at Tutuila, one of the Samoa Islands; on the 
Island of Guana, and on Luzon, in the Philippines.— Elek. Zeitschr. 

The German wireless station which is in course of construction 
at Sayville, on Long Ieland, near New York, about which alarmist 
rumours have been circulated in American journals, is being built 
by the Atlantic Communication Co., an American capitalised сот. 
pany, although an offshoot of the Berlin Telefunken Gesellschaft. 
Its objects are, as its namé implies, to exchange communications 
with ships on the Atlantic passsge, and it is in no wise connected: 
with the German Government, Contrary to the statement that it 
has been surreptitiously erected, the American officials have been 
duly informed of every stage of its progress from the beginning.— 
Elek. Zeitschrift, 

Wireless Telegraph Patents.—We are informed by 
Messrs. Marconi's Wireless Telegraph Co., Ltd. that Messrs. 


Siemens Bros, acting in England for the Telefunken Co., have 


admitted the validity of the Marconi Co.'s patent No. 7,777 of 
1900, and arrangements have been come to by which the actions 
brought by each company are now at an end. 


Imperial Wireless System.—On Tuesday last week 
the Select Committee examined Mr. Llewellyn Preece, who stated 
that during the last 13 years, as a member of the firm of reece, 
Cardew & Snell, he had been largely responsible for the wireless tele- 
graph work in connection with the Crown Colonies, which included 
the erection of 11 stations. The Marconi Co. was the only one that 


had had continuous experience in commercial working over 2,000 


miles. and seeing that the matter was one of urgency, he considered 
the Postmaster-General did right in accepting the tender of that 
company. If he had waited for the Poulsen or the Goldschmidt 
systems to prove their capabilities, a delay of at least another year 
would have been incurred. Although the Poulsen &ystem had been 
in existence for six years, it was only during the last few months 
that it had become a competitor of the Marconi system. He had 
checked the price quoted— £60,000 рег station—with the cost of 
plant dealt with by bis firm, and considered it a low one, as the 
actual cost would be £58,700. Seeing that there was no profit on 
the capital outlay, that State messages were to be free, and that 
the Postmaster-General could determine the agreement at any 
time, he: considered the royalty of 10 per cent. ор gross 
receipts а reasonable one. The  Postmaster-General would 
have power to fix the rates without reference to the company, 
and he could substitute other plant at any time: in the latter 
event only about £10,000 per station would be sacrificed, the rest 
of the plant being available for other systems. After six stations 
had been erected, the Government could have additional stations 
erected by any other company capable of doing the work. The 
witness had never done any work for the Marconi Co., but he had 
visited the Clifden station, which worked well and handled a large 
traffic. The Poulsen people had not proved their claims, or put 
forward a complete scheme which could be compared with the cost 
of the Marconi system. He had not placed orders with the 
Telefunken or other companies, as their tenders had not been satis- 
factory. He was nota Marconi man. In 1907 the company was 
in a rotten condition. The company held the master patents for 
wireless telegraphy, and the probability was that any new 
invention would infringe those patents. The Lodge patent was 
more important than the Marconi patent. He had a high opinion 
of the Poulsen system, but the Marconi Co. stood alone as regarded 
long-distance working. The former could only work at night 
between San Francisco and Honolulu. The Marconi Co. stood to 
lose on the cost of the stations; as they held the master patents, 
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they were entitled to the 10 per cent. royalty. There was no alter- 
native for the Post Office but to use the Marconi system ; the 
Admiralty experts had had no experience of working over 2,000 
miles, He did not think the Poulsen system could bé worked 
without infringing the Muirhead.Lodge patent. He regarded the 
terms of the agreement, by which no payment would be made until 
the stations were working satisfactorily, as very stiff. 

The witness was further examined at great length regarding the 
technical details of the various systems. He considered the duplex 
better than the simplex system for the Imperial scheme. If the 
Poulsen system later proved to be the better, and the Government 
resolved to adopt it, but wished to use the Marconi amplifier, he 
suggested that they should throw out the Marconi system entirely, 
substitute the Poulsen, aud then open negotiations with the 
Marconi Co. for the use of the amplifier. In that case they would 
not have to pay the 10 per cent. royalty. He had witnessed a 
demonstration at the Marconi Co.’s works of transmission at the 
rate of 50 words a minute from Cheltenham to Poldhu. The com- 
pany had a great deal of work in hand, apart from this contract. 
There was no reliable automatic long-distance system at work any- 
where. If the Government had waited for the Poulsen Co. to 
demonstrate their ability to transmit by day over a distance of 


2,000 miles, there might have been a delay of 2 or 24 years before 


the Imperial system was established. 


On Monday the sitting was resumed, and Sir A. F. King, 


re-called, stated that the Marconi Co. first reduced the period of 
monopoly to five years, and later dropped it altogether. If they 
used none of the Marconi patents, the royalty ceased. It was 
possible that the company might control the situation by pur- 
chasing other people's patents. It would be impossible to prevent 
movement in the shares of any company that got a. Post Office con- 
tract. He had never put down the great movement in Marconi 


shares to the Post Office contract; the company had then just acquired 


the business of the United Wireless Co. in the United States. It 
was of no consequence to the Government to know whether the 
company had secret processes or not, so long as they were doing the 
work. It was not the duty of any Government department to 
secure an unfair bargain ; ifa man had a patent he was entitled to be 
paid a royalty. The Treasury could have made use of the patents 
and fixed their own price, but at the PostOffice they did not negotiate 
on that basis. Moreover, the Post Office wanted the benefit of the 
Marconi Co.'s experience, and derired that the company should be 
responsible for the stations. He did not agree with the chairman 
of the company when he stated in July that the company had 
acquired so many patents that the Post Office could not help using 
some of them. Thestipulation in the agreement that an y Govern. 
ment department not a party to the agreement should not receive 
any information as to the working of the system was inserted in 
order that in the event of the Indian Government or Australian 
Government mot desiring to be parties to the agreement, no secret 
information connected with the working of the Marconi installa- 
tions should be communicated to them. The original clause stated 
that information should not be imparted to other departments, and 
the Admiralty decided that they could [not possibly accept the 
clause. The Treasury regarded the tender not as a binding con- 
tract, but as being conditional on satisfactory arrangements being 
made subsequently." The Post Office undertook ito obtain the 
advice of the Marconi Co. before using any new invention, but was 
not bound to follow that advice. The company would have to 
refund the £40,000 paid on each station if satisfactory working 
was not accomplished after six months' working. The company 
gent messages 3,000 miles mainly overland, between Italy and the 
East Coast of Africa. \ 

On Wednesday, Mr. Beech Thompson, President of the Federal 
Wireless Telegraph Co., of U.S.A., gave evidence to the effect that 
his company, using the Poulsen system, had transmitted messages 
overland a distance of 1,150 miles in the daytime. Between San 
. Francisco and Honolulu, a distance of 2,400 miles oversea, they 
regularly transmitted about 3,000 words a day, mainly Press 

messages, during the night. They had sent messages after 10.30 
a.m. (about 8 at Honolulu) They had occasionally picked up 
messages from greater distances—one from a ship in the Atlantic, 
8,000 miles away. The U.S. Government had made his company 
offers for the patents, but he had not accepted them. He could 
cover a distance of 2,000 miles. The distance between Ireland and 
Canada was only about 1,700 miles, 


————̃ ——— 


CONTRACTS OPEN and CLOSED. 


OPEN. ^ 


Aberdeen, — November 25th. Six electrically-worked 


luggage lifts for the Aberdeen Joint Station Committee. Engineer, 
Mr. J. A. Parker, 80, Guild Street, Aberdeen. А 


Australia, — SOUTH AUSTRALIA. — December 11th, 


Line material (Schedules 250-252), and submarine telegraph cable 
and cable tank, for the P.M.G.'s Department. See "Official Notices 
November Ist. 
December 18th.— Telegraph and telephone material for the 
P.M.G.'s Department. See Official Notices November 8th. 
December 17th.— Three sections of common-battery multiple 


switchboard and other equipment, for the P.M.G.'s Department. 


See Official Notices October 25th. 


VicTORIA.— December 31st. Thirty detectors, for the P.M.G.'s 
Department. See "Official Notices " to-day. | 


NEW SoUTH WALES.—December 11th. Telegraph cable, for the 
P.M.G.'s department. See Official Notices November Ist. 


Austria.—ViENNA.—December 9th. Tenders are called 
for, for sundry telegraph materials, milliampere-metera, coloured 
crayons, &c. Particulars and samples from the K. k. Zentraltele- 
graphen depot, Erzherzog Karlstrasse 131, Vienna XXI. 

PERJAMOS, ToRONTAL.—December 31st. Tenders are required 
for a concession to establish an electric light service, Particulars 
of tbe Voratehung der Grossgemeinde Perjamos. 


Birmingham. — November 25th. Electric motors 
(various), for the City Electric Supply Department. See Official 
Notices" November 8th. . 


Dartford.— November 27th. 500 yd. of concentric lead- 
covered and armoured cables and accessories, and renewal of lighting 
battery, for the U. D.C. Electricity Department. See “Offcial 
Notices " to-day. 


Dover.—November 18th. Two centrifugal pumps, with 


electric motors, for the Corporation baths Mr. W. C. Hawke, 


Borough Engineer, Maison Dieu House, Biggin Street. 


France,—Panis.— The State Railway Administration 
intends to acquire a quantity of high-pressure three-phase electric 
cable, 15,000 volts, 3 x 100 millimetres section, for the interiors of 
traction and lighting sub-stations. Particulars from the Bureaux 
des Services électriques, 1° division, 43 Rue de Rome, Paris. 

Tenders are required for the supply of fittings for call and central 
telephone offices (call plates, bella aud receivera, &c.), in 12 lots. 
Particulars from the Sous-Secrétariat d'Etat des Postes et Télé. 
graphes, Paris. | 


Greenock. — November 18th. One -8,000-Kw. three- 


phase turbo-alternator, with condensing plant, &c., for the Corpor- 


ation. See Official Notices November Ist. 


Hull. — November 20th. Electric lighting, fittings and 


-- bells, for the Teachers Training College, Cottingham Road, for the 


Education Committee. Particulars (deposit £1 18.) from the City 
Treasurer, Guildhall, Hull. Drawings to be seen at the Education 
Offices, Albion Street. і 


London.—November 19th. Electric lighting, bells and 
telephones, at the Strand School, Brixton Hill, S. W., and electric 
lighting &t the Southern Outfall Works, Crossness Abbey Wood. 
See Official Notices November 8th. 


Manchester.—November 19th. The Corporation Tram- 
ways Committee is inviting tenders for (а) tramway rail bonds; 
(^) block tin: (c) karri or jarrah wood paving blocks. Speci- 
fications, &c., J. M. McElroy, General Manager. 

November 19th.—One 650-800 Kw. rotary converter and trans- 
former, for the City Electricity Committee. See ' Official Notices " 
November 8th. 


New Zealand,—December 16th. Two 150-B. H.P. Diesel 
engines, two 100-Kw. dynamos, balancer, motor-generator, switch- 
board, crane and oil tanks for Miramar (Town Clerk). Deposit £200. 
Board of Trade Commercial Intelligence Department, London, E.C. 

: December 30th.—The Napier B.C. is inviting tenders for two 
motor-driven centrifugal pumps, of British manufacture only. 


Commercial Intelligence Branch, Board of Trade, 73, Basinghall 


Street, E.C. | 
January 6th, 1913.—Switchboards, for the Auckland Harbour 
Board. See Official Notices to-day, 7 


Rathmines,—November 25th. Electric wiring of the 
new Carnegie Library and Technica] Institute, for the Rathmines 
апа Rathgar U. D. C. Specification 10s. 6d., can Бе seen or obtained 
at the Council's electricity works. 


Spain,—November 28th. The Spanish Post and Tele- 
graph authorities in Madrid are inviting tenders for the concession 
for the establishment of & telephone exchange in the town of 
La Carolina (province of Jaen), and for the working of the same 
during a period of 15 years. 

November 21st.—The municipal authorities of Roquetas (province 
of Tarragona) are inviting tenders for the concession for the elec- 
trio lighting of the town during a period of 15 years. Particulars 
may be obtained from, and tenders are to be sent to, El Secretario 
del Ayuntamiento de Roquetas (Tarragona). 

VicH.—The Т.С. are ready to receive offers for a concession to 
light the town by electricity for a period of 10 years, dating from 
April 16th, 1913. Deposit, 6,000 pesetas. Particulars from the 
Municipio, Vich. 

JAEN.—November 20th. Offera are invited for a concession for 
15 years to establish and work a telephene system. Particulars of 
the Civil Governor. 


_ York.—November 16th. Construction of about 1] miles 


of light railways, for the T.C. Mr. H. Craven, Town Clerk. Re- 
turnable deposit of 25. | 


| CLOSED. : 
^ Admiralty and Australia, — Тһе Walsall Electrical Co., 


Ltd., have received an order from the Admiralty for 18 moving coil 
meters, switchboard type, and one from the Australian Postmaster- 
General for two moving coil switchboard type instruments, and 11 
portable instruments, | 


! 
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Brussels.—The city authorities have entrusted to the - 


firm of J. 3. Hiroux & Co., of Brussels, representing the Kabelwerk 
Duisburg (Germany), the contract for the supply of high-pressure 
armoured and rubber-ineulated cables during the period up to 
December, 1914, which was the object of the adjudication held on 
August 9th last. 


Felixstowe and Walton.—The U.D.C. has accepted 
the tender of the D.P. Battery Co., Ltd. for a battery, duplicate 
booster And arrangements for balancing, at £1,117, subject to sanc- 
tion to a loan being obtained. 


Fort William.— For the electric lighting plant, electric 
bella and the heating installation in connection with the improve- 
znents and additions on the Estate of Dalness for Sir Schomberg 
Macdonnell, the contract has been placed with Messrs. Mackenzie 
and Moncur, Ltd., of Edinburgh. 


Greenock,—Messrs. Kennedy, Stark & Co., Glasgow, 


have secured the contract for the electric lighting of a new school 
nt Greenock. 


Keighley.— The T.C. Tramways Committee has recom- 
mended the acceptance of the tender of Trackless Trolley, Ltd., of 
London, to construct the necessary overhead equipment for the 
proposed trackless trolley system from Ingrow Bridge to the 
junction of Hebden Road and Leeds Road, Haworth, & distance 

of 1 mile and 1,400 yards, for £1,610, subject to certain conditions. 


London.—Messrs. Siemens Bros. Dynamo Works, Ltd., 
have obtained a contract to supply the whole of the metal-filament 
lamps to be used on an electric railway in London for the ensuing 
12 months. 

L.C.C.—The Highways Committee has accepted the tender of 
Messrs. Rownson, Drew & Clydesdale, Ltd., at £77, for 12 hand 
scrapers and spare parts required for cleaning tramway conduits. 
The tender of Alldays & Onions Pneumatic Engineering Co., Ltd., 
at £135, for a pneumatic power hammer for Poplar permanent way 
depót, has also been accepted, Messrs. B. and S. Massey quoted 
£156. - | 


Mausfield.— The Guardians’ Building Committee received 
the following tenders for the electric lighting installation of the 
institution :— 


J. Woolley. о ке i EA vs Ms .. £998 
B. Meggitt .. ТА sd vs vis me ..  .. 980 
Mansfield Engineering Со. .. ду S 5 .. 95 
Furse & Со. 8 m vs x T ak .. 886 
Buck (Manchester) T АР ate 894 


Ғагг (Nottingham) (recommended) 195 


Tram Rail Contract at Neweastle-on-Tyne.— At а 
meeting of theCity Council on the 9th inst., Mr. Rodgers, chairman 
of the Tramways Committee, moved that a contract with Messrs. 
Dick, Kerr & Co., for tram rails be sealed. He said that the matter 
was not on the agenda, but it was important that the contract 
should go through. Mr. Stephenson objected, whereupon Mr. 
Rodgers said if Mr. Stephenson blocked the way he must take the 
responsibility of the price going up. They wanted 500 tons of 
rails to complete the work they had todo. The tender of Dick, 
Kerr & Co. was £3,362 for a kind of rails used by several large 
municipalities and found satisfactory—Bradford, Leeds, Sheffield, 
Manchester, Hull, Bristol, kc. It was the lowest tender. The 
motion having been duly seconded. Mr. Stephenson moved as an 
amendment that the Council accept the tender of a local firm, 
Mesers. Walter Scott & Co. The firm, he said, from whom the 
Tramways Committee proposed to accept the rails, got them from 
Germany. 
was only £462, or 10 per cent. He believed in the matter of tram- 
way rails they could get better workmanship and hetter materials 
at home than if they went abroad. Mr. Woolf seconded and 
pointed out that English workmen were paid on a better scale than 
foreign workmen. Mr. Mayne called attention to the fact that 
Sandberg rails were agreed by experts—auch as the city engineer 
and the city tramways manager—to be better tban English 
standard. The amendment was negatived, and the motion for 
sealing agreed to. 


Paisley.—The T.C. Advisory Committee has had under 
consideration offers received from the British Electric Transformer 
Co., Ferranti, Ltd., and Messrs Siemens Bros., Ltd., for the supply 
of transformers, After consideration had been given to the 
engineer’s report upon the offers, it was agreed to recommend that 


of the first-named firm for acceptance, provided the temperature 


rise of their transformer could be brought down to 80°. 


Stockport.—The Stores Committee of the Guardians has 
accepted the tender of the Co-operative Wholesale Society, Man- 
chester, for the supply of 1,000 "Osram" metallic-filament lamps 
for burning on 240 volta, at the Stepping Hill Hospital. - 


Sunderland,—The following installation contracts have 


been secured by Messrs. F. Reid, Ferens & Co. :—Sunderland Picture 
Empire, also West-End, Murton, Haswell and Southwick Picture 
Empires; Queen's Hotel and Arcade, and Easington Private 
Consumers’ Line. 

Watford.—The tender of the British Westinghouse Co., 
Ltd., has been accepted, at £3,004, by the U.D.C., for a steam 
alternator and regulator; as has also that of the Electrical Con- 
atruction Co., at £103, for a switch panel. 


West Hartlepool._— Messrs. Venner & Co. have received 


an order for equipping the West Hartlepool Tramways with 


Chamberlain & Hookham car meters. e 


The difference between their price and the local firm 


FORTHCOMING EVENTS. 


Association of Mining Electrical Engineers (West of Scotland Branch).— 
Saturday, Nov-mber 16th. At 1.30 p.m. Meeting at the Royal Technical 
College, Glasgow. 


Association of Engineers-in-Charge.— Saturday, November 16th. At f h. m. 
Visit to the generating s'ation of the Charing Cross, West-End and City 
Electricity Supply Co., Marshgate Lane, Stratford, E. 

Saturday, November 23rd.—At 7.30 p.m. At the Bt. Bride's Institute, 
E C. Discussions on “ Electrical Wiring,” and Electrical Faults and How 
to Find Them.” 


Electro-Harmonic Society.—Monday, November 18th. 
Restaurant. Concert. es’ night./ 


Institution of Electrical Engineers (Western Section. Monday, November 
18th. At the South Wales Institute of Engineers, Cardiff. Address by the 
chairman, Mr. W. A. Chamen. 


Institution of Electrical Engineers (Manchester Section). — Tuesday, 
November 191. At 7.80 p.m. At the University, Manchester. Paper on 
“ Egrthed v. Unearthed Neutrals on Three-phase a.c. Systems,“ by Mr. 
J. S. Peck. 


Illuminating Engineering Society. Tuesday, November 111. At 8 p.m. At 
tbe Royal Society of Arts. Report by the Hon. Sec. on progress during the 
vacation. Papers on "A New Illumination Photomeier,” by Mr. H. T. 
Harrison; "Ph: tcgraphy in Illuminating Ergineering," by Messrs. J. S. Don 
and V. H. Mackinney ; and " Miners’ Lamps.” 

Institution of Electrical Engineers (Students' Section). — Wednesday, 
November 96th. At 7.45 p.m. At the Instisution, Embankment, W. C. 
Opening address by Dr. A. Russell. 

Royal Society of Arts.— Wednesday, November 20th. At 8 p.m. First 
meeting of the session. Openirg address by Lord Sanderson, chairman. 


North-East Coast Institution of Engineers and Shipbuilders.—Friday 
November 22nd. At Newcastle. Conversazione. 


At the Holborn 


THE ELECTRICAL ENGINEERS 
(LONDON DIVISION. 


Commanding Officer—LixvT.-Cor. Н. M. LzaF. 


The following orders have been issued for the current week :— 
Monday, November 18th.— A" Company. Company training, 7 to 10 p.m. 
Tuesday, Nov: mber 19th.—* B" Company. Recruits’ instruction, 7 to 10 p.m. ; 

company training, " to 10 p.m. 
Thursday, November 21st.—" C" Company. Company training, 7 to 10 p.m. 
Friday, November 2?nd.—" D" Company. Recruits’ instruction, 7 to 10 p.m. ; 
company training, " to 10 p.m. | 
Saturday, November 28r€.—A week-end run will take place for "D" 
Company at Fort Coalhouse, East Tilbury. Dress: Service dress, 
putties, waistbelts, and greatcoats will be worn, Parade at Fenchurch 
Street Station at 8 pm., the train leaves for Low Street at 8.25 p.m.; 
railway tickets will be issued by the senior N.C.O. at 8 p.m. 
(Bigned) P. H. CAMPBELL, Capt. R.E., and Adjt., 
i r For Officer commanding L. E. E. 


NOTES. 


Explosion at an Electricity Works.—It is reported 
that on November 4th an explosion occurred at the Guernsey Elec- 
tric Light and Power Co.'s works, situated at the North Side, St. 
Sampson's. Several ez;ployés were near a 250-Hl. P. Diesel oil eng ine, 
when suddenly there was a loud explosion, and the cylinder cover 
flew upwards, Holes were torn in the roof by the flying masses of 
metal, which were later found in fragmente in the vicinity, 
parts of the valve gear being 20 yards from the building. Thecause 
of the accident is unknown. The engine was driven by crude oil. 
It had been installed within the last 18 months. А 


A Hove Report.—A lengthy report on the Hove Electric 
Light Co.’s undertaking, by Messrs. Handcock & Dykes, has been 
received by the General Purposes Committee of the T.C. This 
details the present position of the undertaking, and suggests, in the 
event of the Corporation deciding to purchase it, that Diesel engine 
sets of about 600-K w. capacity should be installed to take the long - 
hour load, leaving the present condensing engine plant for the peak 
load. The cost of the alterations and extensions would amount to 
about £20,000. The report also refers to the possible expansion of the 
undertaking through the acquisition of street lighting and traction 


supplies. 


The Ferrantians’ Dinner.—Mr. A. Bruce Anderson 
presided over a representative gathering of Ferrantians, past and 
present, at а dinner at the Waldorf Hotel on Wednesday last. Mr. 
S. Z. de Ferranti was the guest of the evening, and in response to 
the toast of his health, he recalled many of the trials and troubles 
of the pioneer days of electricity geueration and supply. Among 
other things, Mr. Ferranti remarked that the hot bearings which 
made electrical work a nightmare in the early eighties, were 
accepted practice in modern turbo-electrio plante, the difference 
being one of forced lubrication. Speaking of electrical ‘marine 
work, he thought that there might in time be a return 
to А.С. supply on shipboard. All the early shiplighters were 
А.с. machines. Mr. H. W. Kolle proposed The Ferrantians over 
Seas," and referred to the good work they were doing in many 
countries abroad. Mr. E. W. Martin, who is in this country from 
Valparaiso on a short businees trip, replied, and hoped that his 
next visit to the mother country would fit in with a meeting of 
Ferrantians. Electrical engineers abroad had few opportunities to 
foregather. Mr. Morton Beales proposed “The Chairman” in a 
humorous speech, and Mr, Anderson modestly replied. 


` 
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China aud British Engiueering.—With reference to 
the article by Mr. E. T. Williams, of Hong Kong, appearing in our 
last issue, the author now sends us the following extracts from a 
leading article which appeared in the Hong Kong Daily Press last 
month: “For a country of China's size a total foreign trade of 
849,000,000 taels. or roughly £113,000 000 sterling, is absurdly 


amall. It is but slightly more than the trada of Switzerland. 


Therefore, it is no exaggeration to say that the possibilities of 
foreign trade with China are stupendous, and we may anticipate 
from the policies enunciated by the leaders of public opinion that 
this trade will develop by leaps and bounds, though not, we should 
ad, until China is able to borrow the necessary foreign capital to 
put her house in order and lay the foundations of solid economic 
development. During the last decade China's foreign trade has 
doubled. Mr. Dingle, the author of ' China's Revolution,' predicta 
that in. the next decade, if peace prevails, ‘it must be trebled.’ 
This is considered a cautious and conservative estimate. Mr. Dingle 
also says, ‘No right thinking Englishman, no matter how opti- 
mistically he may view the general situation of Great Britain's 
trade in the Chinese Empire, can deny that British trade does not 
expand proportionately with what is to be done and with what 
others are doing." 


Iu the Canadian Lumber Camps.— In many parts of 
the Colonies and foreign countriea electrical engineers are naturally 
faced with all sorts of difficulties in carrying out installation work. 
All sorts of unusuul situations have to be met, which demand 
all the resources and ingenuity of the engineering mind in securing 


H.T. SWITCHBOARD IN CANADIAN LUMBER CAMP, 


— 


the desired result with unaccustomed materials. In this connection 
we have been favoured by a correspondent with a photograph illus- 
trating a standard high-tension sub-station switchboard (2,000 
volte), аё used in Canada. We are assured that this type of board 
is very often met with in the Lumber Camps there. Perhaps 
some of our readers in the distant parts of the earth may be able to 
5 otber and equally interesting photographs of this kind of 
my i 


The Bradford Strike.—4At a concert held last Friday, 
under the auspices of the Bradford Branch of the Electrical Trades 
Union, Mr. Kinniburgh, the organiser of the Union, in referring to 
the strike of Bradford electricians, stated that the men had com- 
menoed electrical contrecting on their own account, and were pre- 
pared to accept work for electric installations. He urged other 
trade unions to give their electrical work to the men on strike and 
also to support them morally. He announced thatno definite settle- 
ment had been arrived at, and although one master had granted 
the advance asked for, the Electrical Contractors' Association had 
forced him to withdraw his offer. 


Miners’ Safety Iamps.— In a notice dated October 24th, 
the Home Secretary hasauthorired the use underground of apparatus 
for the relighting electrically of safety lamps, provided that the 
apparatus complies in all respects with, and is used in accordance 
with, the regulations in force with respect to the use of electricity 
underground, that the etation where the apparatus is used is not 
within a distance of 200 yd. of any part of the working face, and 
that when not in use the apparatus shall be kept securely locked, 
and no person shall have any key or contrivance for unlocking the 
apparatus, other than a person appointed in pursuance of the Coal 
Mines Act. The chief provisions at present in force are as follows: 
—A safety lamp must not be relighted except at an appointed 
station, which must not be in a return airway ; by a competent 
person appointed in writing by the manager for the purpose; and 
after examination by the person appointed. The lamp must alfo 


be examined by the appointed person after being relighted, and 


before being issued. The apparatus must not be used in any part 
of a mine where inflammable gas, although not normally present, 


is likely to occur in quantity sufficient to be indicative of danger. 


The apparatus muet be so constructed, installed, protected, worked 
and maintained as to prevent danger so far as is reasonably prac- 
ticable, and in particular must be so constructed as to preclude the 
accumulation of explosive gas within it. | 


Smoke Nuisance.— Scarborough Electric Supply Co., Ltd., 
were summoned before the local justices the other day for causing 
& chimney at their premises to send forth black smoke in such 
quantities as to be a nuisance. The Bench intimated that they 
were satisfied the smoke was black smoke within the meaning of 
the Act, but they thought that, in view of the uncontradicted 
evidence of the defendants, the company were entitled to the 
second exception of Sec. 91 of the Act, and they were compelled 
to diemiss the complaint. ; 

Later on in the sitting a curious situation arose. The Clerk said 
the Bench would reconsider their decision, it having transpired 
that a legal difficulty had arisen on a technicality, and that the 
exception stated did not apply. The solicitor who had acted for 
the company said he had no further instructions, and added that 
the company were now entirely unrepresented, also remarking that 
it was the first time he had known & defendant dismissed, then 
brought up again and convicted. Ultimately the case was ad. 
journed until to-day (Friday). 


Oban Corporation Appeal Dismissed,—According to 
the Oban Times, Sheriff-Principal M'Clure has issued bis decision 
in au appeal by the defenders against a decision of Sheriff Wallace 
in an action brought by John Campbell, gasfitter and electrician, 
Stafford Street, Oban, against the Provost, Magistrates and Council 
of the Burgh of Oban. It will be remembered that the pursuer 
sought to interdict the defenders from selling or supplying electric 
light lamps, shades and wire, which the pursuer alleged the 
defenders had done without having any Parliamentary powers for 
во doing, and thereby tradiug to the prejudice, and against the 
interests, of the pursuer's business. 

In granting interim interdict against the Town Council, Sheriff 
Wallace stated in his note that the question of controversy was 
one solely of law and of the defenders’ powers under the Acts and 
their Order to engage in.the supply of electric fittinge, to the detri- 
ment of pursuer's business and to his patrimonial loss. No doubt 
defenders denied that they were engaged in the business or trade 
of selling or supplying electric fittings, But they admitted that 
they had been in the habit of supplying, and no doubt intended to 
continue supplying, their customers or persons who took their 
supply of electric energy from them with the fittings and adjuncts 
incidental to the use of that supply, and that, it appeared to him, 
was sufficient evidence on their part to enable bim t» dezide the 
real queetion in controversy between the parties without further 
delay and expense. He thought, therefore, no good could be served 
by allowing & proof. 5 

Against this decision the defenders appealed, and the Sheriff. 
Principal heard the parties’ agents debate before him. His Lord- 
ship has now dismissed the appeal, adhered to the interlocutor of 
the Sheriff. Substitute, remitted the cause for further procedure. 
and found the appellants liable to the respondent in the expenses 
of the appeal. 


Canada,— H.M. Trade Commissioner for Canada reports 
that a firm at Montreal desires to get into communication with 
British manufacturers of electric and hydraulic elevatore, with a 
view to securing their representation in Canada. The name and 
address of the firm may be obtained by British makers on applica- 
tion to the Commercial Intelligence Branch of the Board of Trade, 
73, Basipghall Street, London, EC. Any further communications 
regarding the inquiry should be addressed to H.M. Trade Com- 
missioner, 120, Board of Trade Building, Montreal.— Board of Trade 
Journal, 


Institution and Lecture Notes,—INsTITUTION or 
ELECTRICAL ENGINEERS(STUDENTS SECTIONS).—The ninth annual 
dinner of the London Students' Section will take place at the 
Trocadero Restaurant on Saturday. December 14th, at 7.30 p.m. 
The President, Mr. W. Duddell, F. R. S., will be present. The 
secretary of the Institution (Mr. P. F. Rowell) bas issued particulars 
of the arrangements made for the different sections for the coming 
session. Mr. J. C. Rennie is chairman of the London Section, 
and the papers that are coming forward for attention are as 
follows :— . 

November 20th, opening address by Dr. А. Russell; and at later 
meetings the papers will be as under: — Discussion on Passenger 
Transport in London"; Mr. J. C. Rennie, on Sterilisation by 


Electric Light"; Mr. E. T. Driver, The Conditions Influencing , 


the Design and Minimam Manufacturing Cost of Induction 
Motors"; Mr. C. H. Goulden, on "Low and Mixed-Pressure 
Turbine Plant" ; Mr. G. W. P. Page, on " Some Problems of Elec- 
tricity Supply `; Mr. S. W. Mills, on Electrical Heating and 
Cooking Apparatus": Mr, T. J. Hornblower, on “ Alternating: 
Current Railway Signalling.” 

The Manchester Students' Section, which had its opening address 
on Tuesday last, has as its chairman the chairman of the Local 
Section. The arrangements for the coming months are as follows :— 
Mr. S. N. С. К. Whitehead, on “Individual Electric Driving in a 
Modern Weaving Shed”; Mr. S. Burns, on Electric Theatre In- 
stallationg" ; Mr. A. N. Haworth, on Automatic Circuit- 
Breakers; Mr. S. E. W. Taylor, on Street Photometry " ; Mr. 
A. T. Roberteon, on "Winding of Electrical Machinery”; Mr. 
H. R. Constantine, on Time Limits " ; Mr. W. Parry, on Practical 
Testing of Trans'ormers." ; ) 

The Glasgow Students' Rection held ite opening on November 5th 
with a paper on The Corporation of Glasgow Electricity Works 
by ite chairman, Mr. W. W. Lackie. The papers for remaining 
nights are:—Mr. A. C. Howard, on Ampere-hour Meters for. 
Direct Current“; a debate; Mr. N. C. Wooscfin, on Electrical 
Estimates and Opportunities” ; Mr. N. McCaskill on "Illumination." 

The Newcastle Students’ Section, of which Mr. T. C. Christianson 
is the chairman, met on October 28th, for a paper by that gentle 


Vol. 71. No. 1,825, NOVEMBER 15,1912.] THR ELECTRICAL REVIEW. 


797 


man on Rotary Converters.“ Other arrangements for this Section 
are as below :—Mr. P. Grice on “ Heating and Cooling of Electrical 
Machinery " ; Mr. H. D. Phelps on Notes on Design and the 
Running of p.c. Sub stations; Mr. J. C. Hacking on Phasing 
Out of А.С. Apparatus"; Mr. J. S. Ellis on Application of 
Blectricity to the Lighting of Residences, Business Premises, and 
Factories" ; Mr. V. O. Haddock on Notes on a Single-phase 
Traction Systóm "; Mr. E. Wyatt on Regulation of Pressure 
and Continuity of Supply of Electricity under Various Aspects " ; 
Mr. R. C. Philipp on Notes on the Operation of Three-phase 
Transformers”; Mr. H. V. Henniker on Cascade Connections." 

ROYAL SOCIETY OF ARTS.—The new Session of this Society will 
be opened on Wednesday evening next, November 20th, by Lord 
Sanderson, G.C.B., K.C.M.G., chairman of the Council, who will 
deliver an address and distribute the medals awarded last session. 
Dr. F. Mollwo Perkin will read a paper on “Synthetic Rubber” on 
December lith. A course of Cantor Lectures will also be delivered 
by Mr. C. R. Darling on “Methods of Economising Heat" on 
Mondays, December 2nd, 9th, and 16th: 

BELFAST ASSOCIATION OF ENGINEEBS.—On November let a 


paper was read on “Long-distance Transmission of Power" by 


Prof. Stanley. 


Holborn Street Lighting.—The accompanying illus- 
tration shows the distribution of the light given by one of-the larger 
type of tungsten lamps used for lighting the main streets of Holborn, 
in conjunction with the reflector and lantern designed by Mr. 

J. S. Highfield (eee ELEC. REv., page 644) It will be noticed 
that the maximum intensity of illumination is produced at a small 
anglé with the horizontal, in accordance with the requirements for 
uniform illumination, the candle-power at 22? below the horizontal 
being 2,876, while at 65° it is 1,350. The. tungsten lamp has a 


which would kill him instantly. The Coroner said that it.was 
rather a foolhardy thing to go into a place of danger without the 
rubber gloves provided for the purpose of insulation. The witness, 
Thomas Wallace, also an electrical engineer, said no more than a 
casual glance behind the switchboard was necessary for the work 
in hand. He had no need to touch the wires, and the accident 
seemed to have been due to over-zealousness There was a regula- 
tion that panels of the switchboard must be made "dead" when 
certain work was going on, but he did not think it applied to what 
they were doing at the time. Mr. Arthur Edwin M'Kenzie, 
chief assistant engineer to- the department, said it was quite 
possible that Pickwell overbalanced in leaning over to look at the 
wires. He appeared to have grasped a wire to save himself. A 
verdict of “ Accidental death was returned. 

DuBLIN.—Last Friday an inquest was held into the death of 
Robert Shannon, 23, an electrician, who received an electric shock 
while at work at the Irish Picture Palace Theatre that was in 
course of erection at Ellis's Quay. Deceased's brother, who gave 
evidence, said that he and deceased were engaged by Messrs. Curran 
Bros., of Belfast, in putting electric light intothe theatre. Deceased 
had been only six months at the business. He could not give any 
explanation of the occurrence. J. Cheevors, who was working оп. 
the same landing as Shannon at the time, said that the electric 
light went out and deceased ‘ went to fix it." He heard him call 
out and moan and he then fell ba-k, He got up again, and witness 
asked him what was the matter, but he made no reply. The 
hospital surgeon said that Shannon was dead on arrival at the 
hospital. All the organs were healthy, but there was a slight 
abrasion, which he considered a burn, between the shoulders. Death 
was due to a very strong shock. Mr. H. Alward, inspector of instal- 
lations, said that the pressure in the building was 200 volte. He 
had had 25 years experience, and he is reported to have said that 
"he never heard of anyone being killed by a 200-volt current." 
and that he had received 200-volt shocks himself without injurious 
effects. ‘So far as I could eee, it would be an impossibility for 
him to get killed by the current which was on. The majority of 
people might take a live wire in their hands in Dublin without any 
injurious effect. I would not hesitate to do so myself." He found 


‘that there was no leakage, and could not find anything wrong. The 


jury found a verdict in accordance with the doctor's evidence. 
Lonpon:—On Thursday last week the inquest was held on Mr. 


J. C. Moreton Thompson, aged 52, a solicitor, who died in an elec- 
tric bath. A Marylebone jury found a verdict of Death by mis- 
adventure," and added a rider that electric baths should be period- 
ically jnspested. According to the report in the dard, the 
widow said that on Sunday her husband was in perfect health. 
He had taken electric baths at the same place for some time, and 
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HOLBORN STREET LIGHTING. 


marked advantage in this respect, as its maximum candle-power is 
delivered in a horizontal plane, and with the aid of a suitable 
reflector, the part of the space midway between two lampe can be 
adequately lighted. Farther curves, showing the intensity of illu- 
mination at intervals between the lamps, will no doubt, become 
available shortly, and will be awaited with interest. 


Fatalities.—DiNGwALL.—The recent accident near Ding- 
wall, which resulted in the death of two persons had a sequel in three 
actions raised in the Court of Passage at Edinburgh. against the 
Strathpeffer and Dingwall Electrio Oo., Ltd., but on Tuesday Lord 
Dewar was informed that the cases had been settled. The plaintiffs 
were Donald Rose, foreman ploughman, Fodderty Farm, near Ding- 
wall, who sued for £500 in respect of the death of his 10-year old 
daughter; Mrs. Ross, his wife, who claimed £1,000 for personal 
injuries; James Mackenzie Grant, ploughman, Humbuston, near 
Dingwall, and the other children of Mrs. Jessie Grant, widow, who 
sued for £750, in respect of the death of their mother. Mr. Ross 
accepted £100 and costs; Mrs. Ross, £200 and costs; and the 
Grants, £125 and costs. | | 

MANCHESTER.—An inquest has been held into the cause of death 
of Wm. Henry Pickwell (24), electrical engineer, who died after 
receiving an electric shock at the Stuart Street Station of the 
Manchester Corporation on Nov. 6th. According to the Manchester 
Evening News, it was stated in the course of the evidence that 
Pickwell, who recently passed the final examination for B.Sc., was 
engaged in -working a switchboard when the accident occurred. 
He had been instructed to go behind the board to see whether a 
connection was properly established between some wires. Three of 
these wires were “live,” and witness said it was impossible to make 
them dead. Pickwell was warned about the wires. He was seen 
to fall after a flash, and a fellow-workman thought the metal- 
covered electric lamp which he carried had come into contact with 
one of the wires. € had thus received a shock at 3,000 volta, 


had never complained of ill-effects. 


Mr. M. D. Dudman, of 8, Cavendish Place, masseur and medical 
electrician, said that he had no medical degree. He had practised 
&t Cavendish Place for four months. He only treated patients 
after medical recommendation. He first met the deceased at 
Harrogate; afterwards Mr. Thompson came to him in London 
and said that he would like to take the same treatment as he had 
had at Harrogate, which consisted of electric bathe, massage and 
vibration. He had had nine treatments in London, and an electric 
bath in every case except one. All patients were treated according 
to medical instructions. Quite recently Mr. Thompson said he felt 
better than he ever had done. He put the deceased in a light bath 
and worked him up to 120°. Mr. Thompson was only 10 minutes in 
that, and then the witness put him in a water bath for cooling. 
Through the water he administered an electrio current of 100 
milliwatte, which was equal to 10 volts, but only about two volts 
would go through the body. The deceased had only been in the 
bath six minutes when the telephone-bell rang, and the witness 
went across the room to answer it. Before he could do so the 
deceased gave a great shout, and the witness, running back, found 
him in a sitting position and vomiting. The witness at once tried 
artificial respiration and sent for a doctor. The water bath was of 
porcelain, with a teak top. All the electric wires were insulated. 
There were seven conductors at the side of the bath properly 
insulated. The deceased could have got no shock through touching 
the taps of the bath. n | 

The Coroner: Could the deceased get a shock from the water 
itself ?— Yes, if the lamp on the switchboard croesed current and 
there was a broken filament. In that case the deceased would get 
the full dose from the main of 240 volts, Asa matter of fact, the 
lamp had been broken. That was the first thing he noticed when 
the deceased called out. When he went to the telephone the lamp 
was all right. The deceased could not have touched the lamp 
The witness's only theory of the cause of the shock was that it 
was due to across current of the guide lamp. He was satisfied 
that there was no fault with the lamp at all. The effect of a 
shock of that description would be immediate action upon the 
heart. As far as the witness could judge, Mr. Thompson was dead 
when he reached him, He had never seen any bad effects from a 
bath before. He relied upon the electrical engineers for the con- 
dition of the apparatus. He had studied medical electricity for 
six years. The treatment was given under medical direction. The 
same standard of switchroard and other apparatus was in use in 
many places, and no accident had happened. The apparatus had 
been examined since. The lamp was used to show the quantity of 
current being made, and to check the quantity. If the lamp 
suddenly broke the full amount of current would pass uninter- 
ruptedly from the main, and would consequently be much larger. 
They had traced no defect in the bath since the accident. It was 
impossible from the position in which the deceased was found for 
him to have touched the switchboard. 

Dr. Bernard H. Spilsbury, pathologist at St. Mary'e Hospital and 
to the Home Office, said that the cause of death was nervous shock 
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and heart failure, due to the passing of an electric current. There 
was no danger in a man without medical qualifications administer- 
ing the bath if he did so under medical direction. 

E. H. Willis, of the Cavendish Electrical Co., said that the switch- 
board was out of the patient's reach. He could not see how tne 
patient could have received an abnormal shock by the mere break- 


ing of the lamp. This lamp was certainly broken, but whether it - 


had short-circuited was another question. If the lamp was broken 
and not connecting, there would be no current in the bath, but if 
it had permanently short-circuited owing to the complete breaking 
of the filament, the current supplied to the bath would be largely 
increased. The only defect the wit ness could find in the bath was 
the non-protection of the water taps. | 

The Coroner : What is your opinion of the cause of the shock ’— 
I have experimented with the bath. Supposing the lamp ehort- 
circuited—that is to say, the resistance was taken away—240 volts 
would pass through the bath. I have tried it myself, and found 
that a strong shock would be received. Another theory is that the 
filament of the lamp broke and attached again momentarily. Then, 
momentarily, a very large shock would be received. 


Counsel suggested the desirability of having a number of small 


. guide lamps, so that the danger of the whole current passing 
through would be obviated. The witnees assented, and also agreed 
that some examining body to inspect apparatus would be desirable. 

C. H. Smith, instructional engineer to the Marylebone Borough 
Council electric supply, said that the function of the guide lamp 
was to break down the voltage from 240 to about 15, or according 
to the requirements of the bath. The voltage in the bath would be 
increased by the breaking of the filament of the lamp and conse- 
quent ehort.circuiting. His theory was that a momentary short- 
circuit in the lamp had been caused. He had known such things 


to happen before. The high voltage would not be more than instan- 
taneous. 


The Midland Electrical Engineers’ Ball.—The 
second Midland Electrical Engineers’ annual ball is to be held at 


the Grand Hotel on Friday, December 20th. Mr. R. A. Chattock is 
the chairman of the Dance Committee. Mr. G. J. Birk, of 


55, Newhall Street, Birmingham, is the hon. secretary and 


treasurer. 


A Contemporary's Majority.— 7 South African 
Mining Journal, 125, Salisbury House, London, E.C. Special 
Twenty-first Anniversary Number. 38. 6d.—We congratulate our 
contemporary upon its coming of age and the excellent issue with 
which it celebrates the event. An enormous amount of editorial 
matter is contributed by various authors relating to South African 
mining, engineering and other industrial affaire, and we believe 
that all having trade relations with that part of the world will 
find it worth while securing a copy of this very exhaustive pro- 
duction. The whole of the work was done locally in Johannesburg, 
but copies are obtainable in London. 


The I. E. E. and “Submen.’—The following letter 
arrived too late for our '' Correspondence " columns :— 

“І notice a letter from Subman in the current issue of the 
ELECTRICAL REvIEW, complaining bitterly of the attitude taken 
by the Institution of Electrical Engineers towards submen in 
general. > А 

“ Might I suggest that this is chiefly submen's own fault, and I 
think that if they were to put their pride in their pocket, and take 
up positions with some of the leading cinematograph companies, 
they would gain considerable advantage, not only in the matter of 
pay, but houra as well. 

"ONE WHO HAs DONE 80." 


L. C. C. Stores Contracts,—Applications are invited 
from persons and firms wishing to have their names placed on the 
lists of those from whom the Council invites tenders for the supply 
of stores and the execution of maintenance contracts. See our 
advertisement pages to-day. 


The Electro-Harmonic Society.— The concert arranged 
for Monday next will be a Ladies’ Night, and, as usual, it will be 
held at the Holborn Restaurant (King's Hall), oommencing at 
8 o'clock. The preliminary programme announces the following 
artistes :—Vocalists: Miss Ada Forrest (soprano), Miss Amy Dew- 
hurst (contralto) Mr. Alfred Heather (tenor) Mr. Peter Dawson 
(baritone). Pianoforte solo, Miss Marie Novello. Anglo-French 
comedian, Mr. Alec. Chentrens. Humoresques, Miss Olive Twain. 
Songs at the piano, Mr. T. C. Sterndale Bennett. Accompanist, Mr. 
Bernard Flanders, A.R.A.M. Mr. Duddell, the new President of the 
I.E.E., will occupy the chair. ` 


October Trade Returns.—The officia] returns issued 
this week show that during the month of October importa 
increased by 17 per cent., exports by 10'9 per cent., and re- ex ports 
by 158 per cent., as compared with the corresponding month of 
1911. The exports of electrical goode advanced by £250,563, and 
machinery increased by £537,435. For the ten months of the year 
the exports of electrical goods and apparatus (other than machinery 
and telegraph and telepbone wire) have amounted to £3,745,349, 
an advance of £1,458.481; and those of machinery have been 
£27,502,255, an increase of £2,057,878. 


Appointments Vacant.—Switchboard attendant, for 
the Corporation Electricity Department, Southend-on-Sea (308,) ; 
second asristant to the Superintendent of Mains, Edinburgh Cor- 
poration Electricity Supply (£100). See our advertisement pages 
in this issue. i 

The Generators,—A dinner of the Generators will be 
held on November 22nd, and a concert will follow. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the. profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW vosted as to their movements. 


Central Station Officials.— The result of the competi- 


tive examination held by the Caxton Publishing Co., Ltd., for busi- 


ness and commercial knowledge has just been published, and we are 
pleased to note that one of the Wimbledon Borough Council officials, 
MR. W. J. OSWALD, senior assistant engineer at the Corporations 
Electricity Works, has secured fifth place. This is a creditable 
achievement, considering that there were over 500 competitors from 
all parts of the United Kingdom. He has been awarded a valuable 
sot of books. 

Mr. Percy HICKMAN, shift engineer at the Dewsbury Corpora- 
tion Electricity Works, has resigned. sm 

Mr. CHARLES E. RAvAGE bas resigned his appointment as 
borough electrical engineer to the Corporation of Dudley, in order 
to join the staff of the Earl of Dudley. 


Tramway Offieials.—The employés and staff of the 
Mexborough and Swinton tramways last week presented a silver 
cigarette case to MR. C. W. BENTLEY, the assistant manager, who 
is leaving Rawmarsh to take up a similar position at Musselburgh, 
Scotland. 


^ 


General.— The Council of the City and Guilds of London 
Institute has conferred the Fellowship of the Institute upon 
Мв. W. D. B. DUDDELL, F.R.S. This distinetion is extended to 
those studente who have obtained the Associateship of theInstitute 
and spent at least five years in actual practice, and by original 
and valuable research work or otherwise have contributed to the 
advancement of the industry in which they are engaged. 

York City Council has appointed Mr. T. R. STANCOMBE, of 
Dewabury, as Superintendent of the Installation Department at 
the Electricity Works, at a commencing salary of £120 a year. 

Mr. A. С. WARREN, B.Sc., has been appointed a lecturer іп the 
Engineering Faculty of the University of Hong Kong, under Prof. 
C. A. M. Smith, M.Sc. (late of the East London College). Mr. 
Warren was & lecturer in the East London College, &nd has been 
head of the Engineering Department of the Aston Manor Technical 
School, Birmingham, for the last 18 montha. | 

According to the City Press, Мв. Е. G. WHITAKER, the Senior 
Superintendent of the London Postal Service, has just retired 
after 40 years’ service. He joined the staff of the Electric Tele- 
graph Co. in 1866, and four years later, on that undertaking being 
acquired by the Government, entered the service of the General 
Post Office. 

The marriage took place at Melbourne (Derbyshire) on November 
bth of Mr. JOHN THOS. HEWES, of Allestree, chief electrician to 
Sir H. H. Raphael, M.P., and Miss Alice Heathcote, daughter of 
Mr. E. Heathcote, of Melbourne. 

Mr. ROBERT RANKIN, B. Sc., who, it will be remembered, read a 
paper on " Automatic Reversible Battery Boosters” before the 
LE.E. last session, has joined the staff of the Electrical Power 
Storage Co., Ltd. е 

Last Saturday evening at the Connaught Rooms of the Trocadero 
Restaurant, a complimentary dinner was tendered to Mp. T. 
STEVENS, M.I.C.E, by his past and present colleagues on the staff 
of the British Thomson-Houston Co.. Ltd. upon his severing his 
connection with the company to enter consulting practice with 
Messern. McCarter & Kerr Bock. A large contingent of the Rugby 
staff was present, as well as the staff from the London office. The 
chair was occupied by Mr. A. H. Walton, who, in a few well-chosen 
words, presented Mr. Stevens with an artistic souvenir as an 
expression of his colleagues’ esteem, and voiced their regrete at the 
loss of his services to the company, wishing bim sucoess and 
prosperity in his new undertaking. All acquainted with Mr. 
Stevens's sterling ability and his unfailing courtesy feel certain 
that his success is assured. Following the toasts a much appre- 
ciated musical programme was supplied by the following artistes :— 
Miss Dora Clare, Mr. Murray Ashford, Mr. Norman Payne and 
Mr. Geo. Blackmore. 


Obituary.—Lonp FunNEss.—We deeply regret to record 
the death, which occurred on Sunday last, at the age of 60 years 
of Lord Furness, In September, under medical advice, Lord Furness 
resigned the chairmanship of Palmer's Shipbuilding Co., and from 
that time onwards his health became worse. The story of his 
remarkable rise from humble circumstances (he was the seventh son 
of one who was at one time a coal-trimmer) to the peerage, and the 
commeroial aptitude or instinct which lifted him stage by stage to 
affluence and great industrial influence, will doubtless be told in 
books for the boys for years to come, but tbe chief points in bis 
career that justify reference to him here are his connection with 
the well-known firm of Richardsons, Westgarth & Co., Ltd., his 
experienced advocacy of greater enterprise being shown abroad by 
the Briti-h manufacturer, and bis co-partnership scheme introduced 
in 1898 in the interests of industrial peace' end efficiency, which 
echeme, as our readers know, waa, after a short trial, unfortunately 
rejected by а emall majority of the men, owing to Trade Union 
opposition. 

The death is announced from Paris of M. Victor Popp, who for 
many years has been well known in the electrical world. 
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NEW COMPANIES REGISTERED. 


Leitner (France), Ltd. (125,256).— This company was 
registered on November 8th, with a capital of £4,000 in EI shares, to exercise 
and develop commercially in France certain patented inventions in connection 
with the Leitner eystem of avtomatio electric lighting for trains, tramcars, 
and other vehicles, and to adopt an agreement with the Leitner Electrical 
Co., Ltd. The subscribers (with one share each) are:—H. Leitner, 85, Bt. 
James’ Place, S. W., electrical engineer; F. J. Collis, 7, Princes Street, West- 
minster, 8.W., electrical engineer. Private company. The board is to 
include two directors, or a director and the secretary of the Leitner Elec- 
trical Co., Ltd. The firet directors are H. Leitner, F. J. Collis, Н. O. Dur can, 
and H. Munro. Registered office, 7, Princes Street, Westminster. 

Co., Ltd. 


Blandford Forum and District Electric Suppl 
(195.208).—' This company was registered on November 6th, with a capital of 
£7,000 in £1 shares, to carry on the business indicated by the title. Ihe sub- 
scribers (with one share ench) are:—J. A. Hosker, Kirksleatham, Bourne- 
mouth, medical practitic r; E. 8. Williams, Dean's Grove, Wimborne. 
Private company. The number of directors is not to be less than three or 
more than six; the frst are W. Н. Baxter, E. C. C. Smith, F. W. Reynolds, 
A. J. Woodroffe, J. A. Horker. and E. B. Williams. Registered office, Moor- 
gate Court, Moorgate Place, Е.С. . 


Radio Signal Co., Lid. (125,163).—This company was regis- 
tered on November 4th, with a capital of £1,000 in £1 shares, to oarry on the 
business of electricians, electrica: and mecbanical engineers, manufacturers, 
installers and users of and dealers in electrical appliances, including signals 
and signe! appliances, &c., and to adopt agreements (1) with W. Н. Shephard 
and A. E. McK: chnie, and (2) with T. H. B. Palmer and A. A. Sander. The 
subscribers (with one shareeach) are :— А. A. Pander, Thorpe Arnold, Warling- 
ham, Surrey, tea broker; F. Evelyn Jones, Whyteleafe Grange, Whyteleafe, 
Surrey, solicitor. Private company. The number of directors is not to be 
less than two or more than seven; the first are F. Evelyn Jones, T. H. B. 
Palmer, A. A. Sander, W. H. Shepbard and A. E. McKechnie. Registered 
office, Ncrfolk House, 7, Laurence Pountney Hill, E.C. 


Hewson Manufacturing Co., Ltd. (125,253).— This company 
was registered on November 8th, with a capital of £1,C00 in £1 shares, to take 
over the business carried on at 151.7, Wardour Street, W., as “Brown’s 
Patent Syndicate,“ inoluding the business of manufacturers of electrical and 
otber fittings, illuminating and decorative signs and manufacturers to the 
electiical and kindred trades, and to adopt an agreement with another elec- 
trical company. The subscribers (with one share each) are:— T. Wood, 10, 
Delamere Terrace, Paddington, W., gentleman: G. F. Puckle, 26, Yale Court, 
West Hampstead, N. W. clerk. Private company. The first directors are H. 
Brown, F. Marpole and A. H. Brackensieck. Remuneration as fixed by the 
company. Registered by E. Н. Riches, 85, Gracechurch Street, Е.С, 


Budleigh Salterton Electric Light and Power Co., Ltd. 


(195,165).— This company was registered on November 4th, with a capital of 
£7,000 in £1 shares, to carry on at Budleigh Salterton and elsewhere in Devon 
the business of an electric light ¢dcmpany in ell its branches, and to take over 
the righte and liabilities of J. A. Purves and W. T. Pu ves, of Exeter, in a 
ct of the Urban District of Budleigh Balterton. The 
. Crews, 4-6, Rolle Street, Exmouth, auctioneer, 
25 shares; C. T. K. Roberts, 10. Bedford Circus, Exeter, solicitor, 1 share; 
J. A. Purves, 11, Bedford Circus, Exeter, engineer, I share; J. Hartree, Green 
Gables, Budleigh Salterton, architect. 25 shares: G. E. Manisty, Naltore 
Lodge, Budleigh Salterton, architect, 25 shares: J. Row, 248 1, High Street, 
Exeter, ironmonger, 25 shares ; A. A. В merville, The Cliff, Budleigh Salterton, 
schoolmaster, 25 shares. Minimum cash subscription, £8,000. The number 
of directors is not to be less than four or more than nine; the first are 
H. W. Crews, J. Hartree, G. E. Manisty, J. Row and A. A. Somerville; qualifi- 
cation, £25; remuneration as fixed by the oompany. Registered office, 10, 
Bedford Circus, Exeter. 


British Accumulator Co., Ltd. (125.172) —This company was 
registered on November 5th, with a capital of £13,9C0 in 4,000 '* A" ordinary 
and 8,000 В” ordinary shares of £1 each, and 38 000 deferred shares of 18. 
each, to carry on the business of manufacturers of and dealers in accumulators 
and other bases for incandescent electric lamps, electric Jamp fittings, bat- 
teries, dynamos, &c. The subscribers (with one A" ordinary share each) 
are :—J. W. B. Peacock, Tanfield Buildings, Bradford, chartered accountant; 
F. M. Stephenson, 10, Carlton Place, Bradford, solicitor’s mans ging clerk. 
Private company. The number cf directors is not to be less than five or more 
than seven; the first are B. Willner, C. G. F. Walton, к. A. Gedge, F. W. 
Turner and G. H. Rayner; secretary, H. Birch: solicitor, H. Hammond, 
Bradford. Registered by Jordan & Sons, Ltd., 116-117, Chancery Lane, W.C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Egham and Staines Electricity Co., Lid.— A memorandum 
of satisfaction in full, on October 80th, 1912, of debs. dated December 18th, 1911, 
and February 28th, 1919, securing £2,850, has been filed. 


Brush Electrical Engineering Co., Ltd.—Particulars of 
£100,0CO prior lien participating second deb. steck, created October 2nd, 1912, 
and secured by trust deed of even date, filed pursuant to Sec. 93 (3) of the Com- 
panies’ (Consolidation) Act, 1908, the amount of the present issue being 
£86,620. Property charged: Freehold and leasebold Jand, plant ard machinery 
at Loughborough, and the company's other assets, present and future, including 
uncalled capital. Trustees: Electric and General Investment Co., Ltd., 1.2, 
Great Winchester Street, E.C. 


Electrical and Engineering Supplies Co., Ltd.— Paiticulars 
of £600 debentures, created October 3rd, 1912, filed pursuant to Sec. 98 (3) of 
the Companies’ (Consolidation) Act, 1908, the whole amount being now issued. 
Property charged: The company's property, present and future, including 
uncalled capital, No trustees. 


Electrolytic Alkali Co.—The Financier states that 
this company, of Middlewich, intimated to the shareholders on 


Wednesday that the company was in negotiation for a scheme for 


the eupply of power, which would represent a very large saving to 
the company. The scheme would probably involve certain 
rearrangements of the existing conditions; but it was expected 
that the negotiations would be completed &t an early date, and that 
an announcement would be made at the annual meeting, which was 
being delayed. 

Dorman, Long & Co., Ltd.— The directors bave 
declared a final dividend of 5 per cent., less income-tax making, 
with the interim dividend, 7$ per oent. for the year. 


Provincial Cinematograph Theatres, Ltd. -A second 
interim dividend of 5 per cent, has been declared, and was payable 
on November 4th. | | | , 


appeared promising. 


CITY NOTES. 


Edison & Swan United Electric Light Co., Ltd, 


THE twenty-ninth ordinary general meeting was held on Thursday, 
November 7th, at Winchester House, E.C., Mr. Henry Wolfenden 
presiding. 

In proposing the adoption of the report (see ELECTRICAL 
REVIEW, page 713), the CHAIRMAN said there were two salient 
features about it. One was that the profits had suffered a reduction 
when compared with the previous year, and, secondly, that the 
koard did not recommend the payment of a dividend, though the 
profits could be held to justify such & payment if there had not 
been countervailing reasons. The reduction in the profits amcunted 
to £6,333, and was mainly due to one item of expense being charged 
against revenue this year for the first time— he alluded to the pay- 
ment of royalty under a licence which they acquired for the use of 
certain patents in connection with the manufacture of metal- 
filament lamps. If they had not had to debit the revenue with 
that item of expenditure the accounts would have shown profits 
much more nearly approachirg those of last year. though they 
would still not quite have reached those figures. He was glad to 
kay that the falling off was in no way due to a falliug off in the 
turnover, which was in volume larger than in any previous year 
since he had been connected with the company. Raw materials 
had shown a constant tendency to advance in prices, and the various 
strikes which took place during the year did not make for economy. 
During the current year and in future they would bave to bear the 
additional expenses of the Insurance Act. As to why they did 
not recommend а fividend, they could not both have 
their cake and eat it. Last year he spoke of two lines 
of extension—one dealing with their selling organisation in 
countries abroad and the other in extending their manufacturing 
facilities. Thelatter they had carried out, partially in the financial 
year under review and partially since the close of the year, and 
they were now well equipped with increased plant of the most 
modern type. They did not contemplate further expenditure of 
apy material amount in this direction at present, though he did not 
wish to imply that they had arrived at finality. The outlook 
Their engineering works were full of 
orders, and were producing more largely than ever before. 
As to lamps, they were able to produce all types of that 
article now on the market, and in patterns more numerous and 
varied than any other individual Jamp-making firm. The quality 
of their productions was unsurpassed. The extension in 
their foreign eales facilities was essential, and they expected to 
derive substantial benefit from the expenditure later on. They 
bad taken steps to that end during the year, but much more 
remained to be done in that direction, and it was in that direction 
that their efforts must be directed for some time to come. That 
required money, and to provide it they had had to use their 
revenue for capital purposes. It was a platitude to say that a 
business could not stand still—it must either go forward or go back. 
They elected to go forward, and he believed the shareholders would 
continue that confidence in the board which they had hitherto 
shown. Meanwhile, the company was growing in strength, and 
they hoped as a result of their policy they might be able not only 
to earn dividends, which they were now doing, but also to resume 
payment of them as well as provide for the extension of the busi- 
ness. Proceeding to discuss the figures in the balance-sheet, the 
chairman said that the present position of the Altrincham Electric 
Supply Co. was a very satisfactory one. Stock and plant 
which figured at £267,341, was divided as to stock, £186,639, and 
plant, £80,702. The stock showed an increase of £5,000 over the 
previous year. That increase and more was caused by the larger 
Stock of raw materials and work in progress. Their lamp stocks 
were reduced by about £5,000. Plant was up £1,543, A new 
item in the accounts was «xpenditure on foreign branches, trade 
marks ond experimental account, £4,150. 
had taken steps to establish themeelves in two countries abroad. 
From one of those countries they were regularly receiving orders 
in conrequence, but he regretted to say that so far the results from 
ihe cther country had not been satisfactory, owing to difficulties 
in connection with starting the business. As to trade marks, they 
fourd that in several countries which they considered important 
to them, their trade marks were not registered. They had now 
corrected the omission at a cost of about £500. The expenditure 
on experimental account spoke for itself, and he could only say that 
they had obtained valuable results from it. The total expenditure 
under those three heads was £4,450, and although it had been 
necessary for the proper carrying on of the business, they could not 
ғау that it was represented by targible assets. On the other hand, 
it was fcr the permanent benefit of the company, and they had 
decided to debit the present year's account with half of the amount, 
carrying forward the balance to a suspense account. The final 
result was that they proposed to add £10,000 to the reserve fund, 
bringing it up to £45,000, and increasing the carry forward by 
£446, 

Mr. E. B. ELLICE-CLARK seconded the motion. 

. Mr. Parsons asked what the London expenses and the directors’ 
fees amounted to. He also inquired whether the additional £5,000 
which the company had invested in the Altrincham Co. was 
compulsory. ў 

Mr. RAYMENT complained of the delay in getting out the 
accounts, and moved as an amendment that instead of carrying 
£10,000 to the reserve fund, a dividend of 14 per cent. should be 
paid, and the balance remaining carried forward. 

Mr. KILLINGWORTH HEDGES, as an original shareholder, 
criticised the management for their want of push, and said there 


During the year they 
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seemed to be a sort of dry rot going on, as the company did not 
move with the times. At first they had an excellent business, but 
when the metal-filament lamp came in they neglected their oppor- 
tunity, and stuck to the old carbon Jamp. 

The CHAIRMAN, in reply, said that Mr. Rayment's amendment 
waa out of order. Shareholders had power to reduce the dividend, 
but not to increase it. With regard to the carbon lamp, it was still 
being made by themselves and others almost to the same extent as 
it was yeare avo, and he did not see why they should give up a 


valuable trade, especially as it in no way detracted from the amount „ 


of business they did in metal-filament lamps. If they had been in 
the possession of funds when metal-filament lamps came out, they 
would have been able to purchase the patents, but that was not 
possible, as they had not got the money. If they took stock of the 
position to-day, and compared it with the position in 1901, when a 
change in the directerate took place, he bad no hesit«tion in saying 
that it had immensely improved. As to the directors’ fees, they 
were £3,000, and he, as chairman, received the lion's share, as he 
devoted practically the whole of his time to the business of the 
company. 
The report was then adopted. 


Stock Exchange Notices.—The Committee has (1) 
appointed special settling days. as under :— 

Wednesday, November 27th.—Brisbane Electric Trainways Investment Co., 
Ltd.— Further issue of 15,000 ordinary shares of £5 each, fully paid, Nos. 75,001 
to 90,000. 

And ordered the undermentioned securities to be quoted in the 
Official List :— 

Bombay Electric Supply and Tramways Co., Ltd.—60,000 ordinary shares of 
£10 each. fully paid, Nos. 1 to 14 and 60,001 to 119,986. 

Brisbane Electric Tramwaya Investment Co., Ltd.—Further issue of 15,000 
ordinary shares of £5 each, fu'ly paid, Nos. 75,001 to 40,000 

London Electric Supply Corporation, Ltd. — Further issue of £86,667 4 per 
cent. first mortgage debenture stock. 

Applications have been made to the Committee to appoint a 
special settling day in, and to grant a quotation to : — 

Victoria Falls and Transvaal Power Co., Ltd —Furtber issue of 130,000 pre- 
ference shares of £1 each, fully paid, Nos. 1,708,001 to 1,535,000. 

And to allow the following securities to be quoted in the Official 
List :— 

Automatic Telephone Manufacturing Co, Ltd.—100,000 ordinary shares of 
£1 each, fully paid, Nos. 1 to 100,000. Renewed special application. 


Fraser & Chalmers. td. — The directors report that 
the accounts for the year ended June 30th show a net profit of 
£7,378, after payment of debenture interest and after making the 
usual provision for depreciation, to which must be added £84,132, 
being the credit balance brought forward, making a total of 
£91,511 to the credit of profit and lose account. Out of this sum 
the directors have paid the full preference dividend for the year of 
£4,725 and an interim ordinary dividend of 3 per cent., absorbing 
£11,340, leaving a balance of £75,146 to be carried forward. The 
directors regret the serious decrease in the net profits of the under- 
taking for the period covered by the accounts, as compared with the 
year ending June 30th, 1911, which showed a profit of £31,892. 
According to a financial paper, this difference is due to a decrease 
in the sales of mining machinery both in South Africa and in 
England, to severe competition with its inevitable reduction in the 
selling price of the company's products, and to the necessity of 
incurring heavy preliminary and other expenditure in the manu- 
facture and introduction of other lines of machinery now called for 
by users both at home and abroad. To meet this demand and keep 
the company abreast of the times, the directors have secured valu- 
able patent and manufacturing rights for new types of machinery, 
and they anticipate that the outlay involved in tbeir introduction 
wil add to the profits of the undertaking in the near future. 
Owing to the reduced profits, the directors do not recommend the 
payment of any further dividend for the year. 


Castner-Kellner Alkali Co., Ltd. — The directors 
report that the net profit for the year to September 30th, after 
allowing for the amount expended in keeping up the works, plant 
and machinery to the highest state of efficiency, is £177,062, plus 
£18,222 brought forward, making £190,285. After deducting 
debenture interest £8,682, and interim dividend of 74 per cent. 
paid May 29th, £33,750, there is an available balance of £147,852. 
The directors recommend the appropriation of this balance as 
follows: £32,500 to depreciation reserve, increasing it to £322,500; 
£47,500 to the general reserve, increasing it to £177.000; £56,250 
in payment of a final dividend of 12} per cent., making (with the 
interim dividend paid in May) 20 per cent. for the year, leaving 
£11,602 to be carried forward. 


Provincial Tramways Co., Ltd. — The directors’ 
report states (rays the Financier) that the revenue account for the 
year to September 30th shows that the net revenue received from 
the local companies was £36,051 plus £3,354 brought forward. 
After paying debenture interest, preference dividend, and interim , 
ordinary dividend there remained £15,877. The directors have 
get aside to credit of reserve and depreciation account £10.000 and 
written off £500 from the expenses of the issue of debenture stock, 
leaving a balance of £8,377. The directors recommend that a 
dividend be paid upon the £1 ordinary shares of lud. per share, 
making with &d. per share paid in June last le. 6d. per share. a 
dividend of 73 per cent. per annum for the year. The balance 
dividend upon the ordinary shares will absorb £5,190, and leave 
£3,187 to be carried forward. The balance standing to the debit 
of ' Expenses of issuing debenture stock" is £2.500, and the 
directors hnve written this balance off the reserve and depreciatio 
account, thus extinguishing the debit. | 


. were іп the balf-year to June, 1911. 


Eastern Telegraph Co., Ltd. 


THE meeting of the company was held on Wednesday, at Electra 
House. E.C., Sir J. Wolfe Barry presiding. 

The CHAIRMAN, in moving the adoption of the report (eee 
ELECTRICAL REVIEW, page 756), eaid that the gross revenue for the 
period under review had exceeded that of any previous half-year, 
while the improvement shown continued to be well maintained. 
The gross revenue amounted, in round numbers, to £746,700, aa 
against, for the corresponding half-year of 1911, £672,400, or an 
increase of £74,300. Message receipts showed an increase of 
£66,500, the increase being spread over practically every branch 
of the system. It was satisfactory to find that the growth of 
revenue was due to a general improvement in commercial business, 
and was not attributable to any of those events of special im- 
portance which might, for the time being, affect one particular 
section of traffic, although, no doubt, the war in Tripoli, while it 
lasted, to some extent contributed towards the improvement of the 
revenue. The introduction of deferred messages had also created 
a new source of revenue while not adversely affecting the ordinary 
fully-paid traffic ; but, so far, these messages had not materially 
affected the total revenue. Dividends on shares in other telegraph 
companies had produced £3,100 more than for the corresponding 
half-year of 1911, while interest on reserve fund investments and 
on cash on deposit at the bank, &c., accounted for the remainder 
of the increased revenue. As regarded the expenditure the total 
ordinary working expenses amounted, in round numbers, to 
£306,000, as compared with £291,300 for the corresponding half- 
year of 1911, or an increase of £14,700. As he pointed out at the 
last meeting, the growth in volume of traffic necessarily entailed 
more labour and naturally tended to generally increased expen- 
diture: under practically all headings. The expenses in London 
showed an increase when comparing the two half-years of £1,700, 
due to some additional staff, but principally to the usual annual 
promotions. The expenses as stations were £26,700 more than they 
Salaries and wages alone 
were £14,600 more, due to a considerable augmentation in the 
number of the staff, and to the improved conditions introduced 
with regard to overtime and Sunday duty. Maintenance of instru- 
ments showed an increase of £3,600, caused. by the introduction 
of new apparatus for improving the working of the cables 
and landlines. Against the increased expenditure the ex- 
penses attending maintenance of cables showed a reduc- 
tion of £14,000 when comparing the two half- years. The 
board had considered it advisable, in view of the continued 
depreciation in the market value of the reserve fund investments, to 
increase the provision on account of investment fluctuations, and 
had accordingly transferred a further sum of £60,000 from the 
general reserve fund, for that purpose, the amount set aside on 
this account now standing at £300,000. As years went on the 
directors became more impressed with the importance of maintain- 
ing a large reserve fund, convinced as they were that the stability 
of the company was in no small measure due to the consistent 
carrying out of the policy of maintaining large and available 
reserve funds. Since 1910 they had expended over £100,000 on 
various sections, which sum had been charged from time to time 
against the reserve fund, and they were continuing the work as 
opportunity offered. They had also charged the cost of the new 
Gibraltar-Malta- Alexandria cables against this fund, the last instal- 
mentofover £220.000 appearing thishalf-year. Theincreasing volume 
of bus ness on the cables, which was proportionately greater than 
the increase of net revenue, pointed to the necessity of strengthen- 
ing their cable capacity east of Suez, and the directors had in view 
the laying of new and important cables from that station east- 
ward, so soon as the necessary landing rights were granted. The 
Eastern Extension Co. also propored at the same time to strengthen 
their means of communication in the Far East. Those new cables 
would, of course, involve considerable expenditure, which would 
be met out of the reserve fund and out of the normal increasé of 
revenue. It must be asource of gratification that their reserves 
enabled them to deal with those matters without any anxiety regard- 
ing the usual dividends and bonus paid to the stockholders and 
without increasing the capital. In view of the foregoing, it was 
fortunate that they had been able to carry the sum of £230,000 to 
general reserve fund this half-year. With the view of giving the 
public a cheap social telegraph service with South Africa, they had 
introduced week-end letter telegrams between the United Kingdom 
and the Union of South Africa, and the system came into operation 
last week. The messages must be written in plain connected English 
or Dutch language, and the tariff was 15s. for the first 30 words, with 
an additional 2s. 6d. for every five worde or leas beyond that number. 
Messages could be handed in on any day of the week, and would be 
sent off on Saturday evening. If they were addressed to a town at 
which the company had a station, the me-sages would be delivered 


on Tuesday morning; if intended for other places they would be 


posted on, but, if desired by the sender, could be telegraphed to 
their destination ороп payment of the respective local interior 
telegraph rates for Great Britain or the Union of South Africa. 

SIR J. DENISON-PENDER seconded the motion, and the report 
was adopted without discussion. 


- 


Continental,—GrRMANy.—The Rhenisch Westfälische 
Electricitätswerke Gesellschaft, of Essen, reports a gross . profit 
of £391,429 for the last financial year, as compared with £381,830 
in the preceding 12 months. The net profit amounts to £169,042, 
which enables the dividend of 8 per cent, to be maintained. 
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Eastern Extension, Australasia and China Telegraph 


Co., Ltd. 25 Ё С 7 * 


THE half-yearly meeting was held on Tuesday at Electra House, 
E. C., Sir J. Wolfe Barry, K. C. B., presiding. 

The CHAIRMAN, in moving the adoption of the report (see 
ELECTRICAL REVIEW, page 756), congratulated the share- 
holders upon a satisfactory half-year. The gross receipts had 
amounted to £367,000, against £329,000 for the corresponding 


period of 1911, an increase of £38,000. This satisfactory result 


was due to a growth of commercial traffic all over the company's 
system, and it was gratifying to find that this growth had con- 
tinued since the close of the half-year. The expenses during the 
same period amounted to £166,000 against £151,000, showing an 
increase of £15,000, of which nearly £12.000 was accounted for 
by the heavier cable repairs carried out during the past half-year 
than in the corresponding period of 1911, and to debiting revenue 
with the cost of relay and other improved apparatus. Theremainder 
of the increase was due to increased staff, salaries, and other incidental 
charges. The net profit for the half-year was roundly £182,000, 
and, after adding £23.000 brought forward, there remained an 
available balance of £206,000. The usual quarterly interm divi- 
dends of 28. 6d. per share, or at the rate of 5 per cent. per annum, 
had been paid for the past half-year, and after making the usual 


proviaion out of revenue for the maintenance ships, insurance and - 


depreciation funds, and adding 875.000 to the general reserve fund, 
the balance carried forward amounted to £56,000, or. roundly, 
£5,000 more than for the same period of 1911. In view of the 
increase in the volume of trattic between Europe and the company 8 
system east of India, and also in their local trafBcs, due to com- 
mercial activity. and the continuous policy of the company, to 
which he had frequently referred, of lowering their tariffs when 
they were able to do so withont injustice to their shareholders, the 
directors had in contemplation the strengthening of their cable 
capacity in the Far East. The Eastern Telegraph Co. had also 
under consideration important cable improvements west of India. 
The two proposals would thus form a strengthening of the com- 
panies’ communication, but, of course, they would be expensive. 
Owing, however, to the existence of their reserve funds, and the 
growth of their traffic, they could contemplate the necessary 
expenditure, which would occupy some two years or more, without 
any interference with the stability of their ordinary dividend and 
bonus, As announced in the report. the vacancy in the directorate 
occasioned by the death of the Marquis of Tweeddale, had been 
filled by the appointment of Lord Inchcape. 

Mr. F. A. BEVAN seconded the motion. 

Replying to shareholders, the CHAIRMAN said the reserve fund 
investments stood in the boc ks at cost prive. The board, with the 
approval of the shareholders, had arrived at the conclusion that 
there should be some allowance made for depreciation, and 
they had put aside а round sum of £150,000 for that 
purpose. With regard to wireless telegraphy, he saw no 
reason to alter anything he had said before on the 
subject, and the experience they had had of its working, and of the 
considerable strides it was making in different directions, had been 
that it had done their traffics no harm whatever. How far the 
increased development of putting up Government stations would 
be in competition with them it was impossible to say. IIe did not 
think they need fear the competition so long as the cables could 
give & rapid and trustworthy mode of telegraphic communication 
free from all tampering or tapping. With a certainty of good 
gervice he believed the cable companies would always hold their 
own. Ав he had said many years ago, if the order of invention 
had been reversed, and wireless telegraphy had come first and cable 
telegraphy second, he believed the world would have said—What 
an enormous improvement the cable method of trant mitting tele- 
graphic messages is. As long as they could hold their own as 
giving the best service to the public, and at a moderate cost, per- 
sonslly he did not think they need fear the competition of wireless 
telegraphy. 

The report was adopted. 


Western Telegraph Co., Ltd. 


THE directors report that for the half-year ended June 30th, 1912, 
the revenue amounted to £450.815, and the working expenses to 
£169,770. After providing £16,373 for debenture stock interest, 
and £8,294 for income-tax, there remains a balance of £256,377 ; 
to this is added the sum of 4K 30.312 brought forward from Decem- 
ber 31st last, making a total of £250,659. A quarterly interim 
dividend, amounting to £31,189, has been paid, £445,000 trans- 
ferred to the general reserve fund, £10,000 to the land and build- 
ings depreciation fund, and £15,000 to the provision on account of 
investment fluctuations. The directors now recommend the 
declaration of a final dividend of 3s. per share, making with the 
interim dividends a total dividend of 6 per cent. for the year, also 
the payment of a bonus of 2s. per share, both free of income-tax, 
which together will amount to £51,982. leaving a balance of 
£33,517 to be carried forward. The dividend and bonus will be 
payable on November 14th. 


SIR J. WOLFE BARRY, K C. B., presided on Wednesday over the 
. nieeting of this company held at Electra House, E.C, 

In proposing the adoption of the report (see above), the CHAIR- 
MAN said that during the period under review there had been con- 
siderable expansion in the volume of trade and commerce in all the 


countries of South America which were served by the company's 
system, and they hoped this would be maintained in the future. 
The company had assisted in the development of these countries by 
affording a speedy trustworthy means of communication between 
all parts of that great continent and the other markets of the 
world. A reduction of 1 fr. per word in their tariff for telegrams 
was made in May last, and they trusted the telegraphic traffic 
would increase to such an extent that they would not suffer finan- 
cially in consequence of this large reduction of nearly 35 per cent. 
Indeed, the figures to date seemed to warrant this hope, but when 
development took place so ranidly it was occasionally followed by 
a period of reaction, and they must not count upon the increases 
which they had lately had, being maintained without some check. 
The receipts from messages and other sources of revenue for the 
half-year showed an increase of nearly £46,000. With regard to 
the expenses, those in London were more by £362, and at the 
stations abroad were increased by £8,577. The principal items to 
which this increase was due were salaries and wages of additional 
staff required to deal with the increased traffic and the usual 
annual promotions and increments to the employés of longer ser- 
vive; rent and house allowances were also more at two or three 
stations. Ocher accounts which caused extra expenditure were: 
repairs and additions to buildings and furniture, bankers’ commis- 
sion and legal expenses. On the other hand, there was a decrease 
in stationery and printing, but this is due to an exceptionally large 
supply having been sent out last year. The other accounts in- 
cluded in the total of £125,000 showed a net increase of £2,661), 
which was explained by the further cost of new landlines at Per- 
nambuco and Santos. The several increases to which he had 
alluded amounted to £11,500. On the other hand, the expenses 
attending the maintenance of cables were less by £6,639, and there 
was no item corresponding to that in 1911, when a bonus was 
granted to the staff, 

SIR J. DENISON PENDER seconded the motion. 

Мк. HUMPHREYS said that reading the report of a cable com- 
pany's meeting recently, he noticed that they had established 
wireless telegraphy between two of their smaller stations. It 
seemed to him that this was a new development, and one likely to 
be a useful auxiliary to their service. He would like to know 
whether the board contemplated the adoption of that system under 
similar circumstances in connection with any other stations. 

The CHAIRMAN, in reply, said that at the present time the 
Western Co. had not in contemplation any particular station for 
wireless telegraphy, but the associated companies—in particular 
the Eastern Extension and the Eastern—had either instituted 
already, or were contemplating, exuctly what Mr. Humphreys had 
in his mind—that was having a wireless system with a moderate 
amount of power in direct communication with their cable stations, 
That had been found extremely useful in several cases for passing 
ships. Up to the present time the associated companies had 
recognised that wireless telegraphy might be & useful feeder to the 
cables, and that had been borne out by their experience up to the 
present time. 

The report was adopted. | 


x © 

Consolidated Gas, Electric Light and Power Co. of 
Baltimore.—The accounts for the year ended June 30th show 
gross receipts amounting to $5,465,300, from which must be de- 
ducted operating expenses and taxes $2,642,900, leaving net earnings 
$2,822,400. Interest on the funded debt has absorbed $1,417,300, 
the dividend on the 6 per cent. preference stock takes $381,600, 
while the dividend on the common stock has been raised from 4} to 
5 per cent. There has been tet aside for renewals and amortisation, 
кс, $155.500, leaving a surplus for the year of $204,900.— 
Financier. | 

Prospectus.—/erranti, Lid.—The directors have issued 
to d2benture stockholders and shareholders forms of application 
for an issue of 6 per cent. five-year notes, to the amount of 
£50,000 in registered notes of £100 each at 95 per cent., which 
was authorised at the recefit meeting. 


STOCKS AND SHARES. 


Tuesday Evening. 

DOMESTIC, as well as foreign, politics have been playing their parts 
in Stock Exchange markets this week. A difficult account has had 
to be arranged, the débâcle of the end of October being succeeded 
by further falls in many of the other departments of the House, 
while various alarms and excursions from the Near East contri- 
buted their quota to the causes for unrest. There are indications, 
however, that the public begin to realise the comparative cheap- 
ness of many stocks aud shares which cannot be affected, except 
indirectly, by the Balkans difficulties. People have had to sell 
investments in orjer to pay differences; and dealers, while not 
averre to having stock on their books, naturally wanted to get it 
as cheaply аз possible. The remarkable strength of Console, how- 
ever, is & bull point for the House at large; and the mere antici- 
pation of a change of Government at home provided an added 
cause for subdued cheerfulness, 

The feature of the Hime markets, so far as Electricity is con- 
cerned, is a boomlet in Central London issues. The Ordirary stock 
put on ö points on Monday afternoon and 6 more on Tuesday, the 
Deferred following with a gain of 8, Inquiries in the market as 
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to the cause of this sudden improvement were met with the polite 
reply that the company was going to be taken over, beyond which 
the informants would no farther go. What does it matter," said 
they, "who is the lucky purchaser? Surely it is sufficient to be 
told that the line is going to be bought up?” 

City and South London rallied to 424, after having been weak, 
the price going back to 404, notwithstanding persistent tips that 
it was the cheapest to buy in the Home Railway market. The 
company’s 1903 Preference has risen 1, which brings it into line 
with the 1891 stock. Metropolitans, from 55}, tumbled to 524, at 
which price support was accorded and a smart recovery marked. 
Districts are unaltered on the week, and no change has taken place 
in Great Northern and City Preferred. Underground Electrics went 
back slightly—the 1s. shares to 12s. 

News is still awaited as to developments in the case of the Met- 
ropolitan Electric Trainways Company, pending which the price of 
the Ordinary hardened to 145, and the Deferred to 6s. 3d., though 
both Debenture stocks of the company lost a point apiece. London 
United Tramways Preference are another House tip, and show 4 
rise, but whether it is right or not to buy them should be, it seems 
to us, left to the judgment of those with inside knowledge. Some 
announcement is expected this week. British Electric Traction 
Preferred went back to 12. 

In the Foreign department, the Mexican group shows a fair 
amount of steadiness, and this notwithstanding the fact that some 
of the other securities connected with the group to which these 
Latin-Canadians belong, have been the reverse of good. Mexican 
Light and Power, and Mexico Trams are unchanged. Monterey 
Debenture eased off 4. and Shawinigan Water fell 1. On the other 
hand, Sao Paulo Trams regained 5 points, and Montreals are 4 up. 
A good deal of business is being done in the rights on Mexico 
Trams, the price of which at the time of writing is about 14 
premium, bargains being done for cash. This price, it may be 
mentioned, is quoted for the rights on the old shares, For example: 
a seller of the new shares which attach to 50 Mexico Tramways 
would receive £15 if he sold at 14 premium. 

Anglo-Argentine Tramways Preferences are a dull market, and 
the е can be picked up below 5. "There is, however, а better 
feeling for the Debenture stock, and the latest issue hardened 
from 24 discount to 14 discount, while the 4 per cent. Debenture 
stock put on 4. British Columbia issues are better, and Electric 
Supply of Victoria Debentures are 2 points to the good. Calcuttas 
eased off 4, and La Plata Trams are flat as the result of the recent 
meeting. At that gathering we believe there was sharp criticism; 
but so far as we have been able to ascertain, those proprietors who 
were not present at the meeting received no further intimation of 
this, beyond the statement that there was some discussion. On this 
point there may be more to eay later. 

The telegraph market is firmer, and the recent reports by the 
Eastern undertakings are regarded as extremely satiafactory. 
Eastern Ordinary is a point to the good, but Eastern Extensions have 
not recovered the small amount which they lost last week. Globe 
Preference gave way on a few forced sales, and West India and 
Panama dwindled to 344. In the American section, Anglo-American 
Deferred rallied to 25, but there is not much change otherwise. 
Amazons at 8 show an improvement. Indo-Europeans again gave 
way, and Great Northerns lost 10s. National Telephone Deferred 
hardened on balance, although there are occasional spasms of weak- 
ness. Oriental Telephones are +, lower. 

The market in Marconis is moved by the speculative position, 
and after the shares had been sold down to 5, they picked up to 5}. 
Activity developed in Canadian Marconis, the announcement that 
the Canadian Government had come to terms with the company 
helping to stimulate business. After hardening to 22s., the price 
drooped to 20s. Gd., while Americans and Spanish are almost 
neglected. 

Amongst English Electricity Supply shares, Metropolitans con- 
tinue to be a weak market, falling another 4 ; while County Pre- 
ference lost J. On the other hand, Hoves have moved up to 71, 
and the demand for them appears to be still unsatisfied. The 
market as a whole is extremely quiet, and even in City Lights 
dealings have died away to something like a minimum. At the 
same time, the holder of any of the London companies’ shares may 
be well advised not to sell just at present. 

Manufacturing stocks and shares are somewhat on the dull side. 
Electric Constructions are certainly harder, and Callenders 
regained ба. of the recently-deducted dividend. India-Rubbera, 
however, fell 10s. to 11. Castner-Kellners are a little lower, despite 
the repetition of the 20 per cent. dividend, and Brush Second 
Debenture was marked down another 2 points. The Rubber 
market failed to benefit from a slight stiffening of the quotation 
for the raw produce, share prices remaining dull on the whole. 


Hurst, Nelson & Co., Ltd.— The annual meeting was 
held at Glasgow last week. According to the Financier, Sir Thomas 
Mason, who presided, said he was glad to be able to recommend a 
dividend. Their prospects were entirely different from last year, 
and but for the miners’ strike the conditions would have been even 
better. They were in the position to be able to pay 12 months’ 
dividend, and a dividend at the rate of 6 per cent. per annum on the 
preferred share capital from May 15th to November llth was 
payable on the latter date, while a dividend of equal amount would 
be paid on May loth next, Railways had been giving the company 
& good share of work. Orders were coming rapidly in from 
both England and Wales. If prospects continued as they were, the 
condition of the company would be even better next year, 


ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


Locality. 


Aberdeen 


* A ee ee ee 
Birmingham Corp. 


Blackburn .. Pe 
Blackpool Corp. .. 
Blackpool-Fleetw'd 
Bournemouth 
Bradford 
Brighton 
Bristol eo — oe 


Brit. Elec. Trac. Co. 
; Airdrie 


Barrow . i 
Devonport oe 
Gateshead 4 
Gravesend ЧА 


Greenock.. ate 
Kidderminster .. 
Merthyr .. ee 


Metropolitan 
Middleton sa 
Mid.Joint Com'tee 


Oldham—Ashton 
Peterborough .. 
Potteries .. - 
Rothesay .. 
Bouthport се 
B. Metropolitan.. 
Bwansea .. a 
nm бъ 
eston-s-Mare.. 
Worcester is 
Wrexham 26 
Yorks. Wool. Dist. 
Miscellaneous .. 


Burnley... T 
Burton-on-Trent .. 


Dist. 


ft АР 
Chatham and 
Cork .. 
Croydon 
Darlington 
Darwen 


United 


Lancashire 
Leede 
Leicester 
Leith 
Live 1 
L.C. e ee 
ondon United 
Lowestoft .. 
Manchester ee 
лене T 
ewport 
Oldham ee 
Pontypridd .. Vs 
Preston 


West Ham.. 
Wolverhampton 


Cen. London Bly... 
Oi 


Aus 
bay (B. . T.) ee 
amans ө oe 
t. Columbia Rly, 
Calcutta 


Montevideo 
erth (W. A.) 


* Compared with the corresponding period of 1911, - 
t Includes horse, steam and other receipts, - 


Fort- 
night 
ended. 


OD OW. ооз ко Фо 


2 
"Torr ol 


t9 e © C: No DAIS — Ф Ф Оов OD SZ C13 -3 0 Ls 


< 
- 
— 


2 2 
[anl 
© ес ©з eee 


Oct. 
Nov. 8 


Receipts for 
the 
fortnight. 
4 &* 
2,845 + 179 
292 + 14 
| 91,745 |-r 4,909 
289 |4 164 
1,176 |+ 90 
6(0 |+ 54 
8,187 |+ 103 
10,618 + 69 
1.719 1x 84 
‚560 7 1,105 
582 1+ 48 
ERO |+ 9 
, 664 1+ 64 
1,020 1+ 47 
9,153 | + 2 
433 |- 23 
1,642 |+ 134 
200 „ 11 
404 6 
16,995 — 189 
1217 12 
6,£91 + 412 
1,201 [f 55 
246 | + 5 
4815 |+ 77 

991+ 18 
514 |+ 14 
1,558 |+ 13 
9,480 |— 15 
295 |— 6 
607|— 2 
5511+ 10 
217 | 11 
9,147 |+ 17 
417 |+ 9 
8,045 |+ 945 
t21 — 10 
2.545 + 173 
4,883 + 214 
1.650 — 14 
933 |+ 20 
8,477 |+ 125 
450 9 
t60 + 41 
425— 1 
10,607 |+ 67 
412t |+ 15 
38,852 Н 273 
1,572 — 18 
6,036 + 20› 
344 | — 19 
713 IR 16 
86+ 1 
9,638 1+ 51 
16,694 4 1,079 
6,144 |+ 265 
1.220 + 56 
28,524 |+ 801 
B4,U80 — 3.8 
11.172 — 169 
83 — 11 
88,082 |.- 9,138 
9.009 |+ 503 
705 |+ 24 
4.033 ＋ 205 
880 — 5 
1,578 |+ 59 
1,643 |+ 854 
9801 |+ 416 
18,941 |+ 938 
2209 |— 24 
1,138 |4 119 
1,444 |+ 77 
907 |-- 49 
2,062 |+ 102 
665 [+ 33 
5,103 |— 246 
2,004 |+ 102 
10,988 |+ 367 
6,155 |— 616 
248 | + 5 
8,069 |— 96 
8,196 |+ 850 
340 |4 47 
22,480 |— 1,580 
4651 |+ €02 
84217 — 121 
26,788 |4- 751 
105,717 |+9,927 
19,071 |- 2,5£6 
6,406 |— 60 
92,700 | + 1,660 
7,€62 |— 335 
8.251 Ps 
1,607 |+ 101 
98,488 |--8,454 
8,764 |+ 511 


—— —— ——— — —ͤ— —ñ!,—ßüä—— MÀ ——— M — — aa 


No. 
of 
wks. 


Route 
Total to date. miles 
open. 
a * Ine. 
36,800 |+ 319 | 14'4| .. 
9,916 '+ 238 В |.. 
830,674 7 101.788 57°17 .. 
89,0€0 |+ 624 | 14°63! .. 
60,876 |+ 5,690 | 11-81! .. 
21,536 — 520 8 
61469 1+ 1,974 191-95] .. 
174,483 '— 691 56 
85,°87 |— 1,085 | 9:5 | .. 
911,182 | 4 25,480 | 8061 .. 
18,182 |+ 8,863 | 8:65 | .. 
7,928 |— 988 | .. |.. 
16,864 | + 8,181 | 587 | .. 
28,74 |+ 1,649 | &85| .. 
45,964 | + 11 | 11°36) .. 
9,818 |— 153 | 6:5 | .. 
85,813 t 8,t 88 72 oe 
6,30 |+ 88. 
8,87; -— 876 79|.. 
827,177 — 1,4 9 23 ee 
14,823 |- 887 | 8˙5 
140,763 + 17,468 ee ee 
,958 | + 1,82 | 918 |. 
6483 |+ S41 | 6'81| .. 
84,479 — 1,416 99 oe 
10,358 |+ 471275 
18,898 |— 252 | B17] .. 
81,544 — 916 ee ee 
50,876 |+ 190 | 125) .. 
11,024 — 941 8°75 ee 
6,726 |— 3,800 | 63 
13,129 c 67 5716 ee 
5,082 1+ 670) .. |.. 
47,723 |+ 1,140 19 |.. 
10,202 | - 182 | .. |... 
s 1244| 7 
8,793 6:6 | .. 
42,197 22-5 ee 
76,511 17:86 .. 
88,723 149 .. 
21,756 9:89 | .. 
65,191 116 |.. 
7,00; 4°87 | .. 
9,021 4°06 | .. 
8,121 475 
111.519 U| 
34,503 787 
485,823 98 | .. 
ee | 19:8 eo 
94 866 18:6 |—1 
8,611 SN ET 
14,616 10-5 | .. 
,081 4°2i| .. 
60,775 89 |.. 
251.818 1125! .. 
114,9 7 90 |. 
17,775 399 | .. 
626,187 | + 92,277 | 19 | 8 
1.28 1411| —1 
282,797 — ЕТ 
1, 67 — B'b ee 
640,158 | + 18,351 108 
141 305 |+ 2,273 | B1-B| .. 
22,029 |— 1°25 | .. 
68,411 |+ 8,789 IN 
12,326 aed 5:6 ee 
26,824 10 
24,020 18 | 6 
163, 33 41 ee 
220,303 40 | 
40,537 11 | oe 
27,472 T 
20,6! 1 „ө 
9,439 11 ee 
86,504 8:73 | .. 
28,998 T 
B1.1:0 16:45| 1° 
92,652 18°76) .. . 
90,805 6°78 | °5 
55 391 7°26 | .. 
2818 ee 
26,477 ee 
81,411 ee 
15,696 өө 


78,029 413 172 |941 | *8 
196,198 |+ 6,746 S 
181,094 e: ee 
98,7 90*5 | .. 
88.241 |+ 8601 | 14-7] 3 


t One week only. 
§ One month, 
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SHARE LIST OF ELECTRICAL COMPANIES, 


ENGLISH ELECTRICITY SUPPLY AND POWER iani 


Exc Closing | Rise Present m Closing | Rise | Present 
2 МАМЕ, [Dividends Quotations | + ог Yield | NAMB, а ома Quotations | + ог | Yield 
Share. | Nov, 12th. Fall p. o. Share: * | Nov. 12th. Fall p. o. 
O M — (M — - — ES — — E — — | — == _ = — —Ó 
| | 
* — 1911. 1912. | £ в. d. + 1n. 1612. 2 s. d. 
Bournemouth & Poole, S өө 10 | 4 5+ | 94— 10 | 5 4 9 | Kensington & Knightebridge, Ord 5 9 | 8l Th— 8 | 612 6 
Do, 44 % Pref. 872 4 44 | 8j— 9 412 4 Do. 4% Deb. .. Stock 4 | 4 | 90 — 93 460 
Do. Second 6% Pref, 2e 1-281 8 6 10 — 104 514 B | Kent Elec. Power, 44 % Deb. .. Stock 2 44 | 78 — 82 5 9 9 
Do. 4496 Deb. Stock ..|Btock| 43 | 44 | 98 —100 410 0 London Electric, Ord, .. ss 8 2 . | le 2 310 B 
ne & Kensington, Ord.. 5 | 10 97 9— 93 5 5 3 Do. 6% Pref. .. 2% Б 6 6 | 4i— bi 514 8 
Do. Cum. Pref. .. à b 7 7 | BA— 9 317 9 Do. 4% First Mort. Deb, .. Stock 4 | 4 90 — 98. ^ 4 : : 
Central lectrio Supply, T 100 114 97 —100 400 “ро. % Cum PL a - | А | 4+ | 5 A i ^ TER 
Chsring Cross, West End & City | 5 5 6 | 4i— bà {18 0 First Mort, Deb. E Btock | 48 4 | 99 —102 | 4 8 8 
Do. 15 % Cum. Pref, . | b 44 4 | 4j— 4j 414 9 Mort. Deb.. 23 ge B6 — 88 | 819 7 
Do. City S © | b 3 4 йс 500 Midland Fiecttie Corporation) | ү m | 4| 974-99) | 410 6 
Do. Do. 4% Deb... e. | 100 | 4 1 94 — 96 4 8 4 Newoastle-on-Tyne 6% e +} Б | | B | 4— 47 52321 
O50. 1 р gn es ae 5 T 4t к= 4 5 5 3 Р x Non. DIN 
о. 4 ер. .. ee .. Stock 4 44 8 —101 19 1 orth Metropolitan Power Bup oni 1 
City of е Ота, .. es 10 8 61| 16 — 18 4 9 0 ply, 597 Mortgages (Red. 1 100 6 5 984 —101 | „А 
Do, 6 % Cum. Pref. .. M 10 6 6 | 12— 1 4 9 0 Notting Hill, 6 95 Non-Cum. | 10 & rà. ito 8 | 6 9 1 
Do. 6 % Deb. ..|Btock| 6 | Б | 118 —129 420| Pret. J | aum e | | 
Do. 4496 Becond Deb, | 100 | 4| 44 | 99 —102 4 8 8 || Oxford 5 7à | 6! 6 — 64 6 11 6 
C K Y Pref ves T 10 6 44+ | 11 — 114 5 4 4 Bt. James’ and Pall Mall, Ord. 5 | 10 10 + — 1417 7 
o, 1.129 1.8 | & | 11b 192 1/5 1 1 Do. 7% Pret. .. 5 77 66 75i | |416 7 
Do. # уро. . Stock 4 4 106 —108 |4 8 4 Do. 8% % Deb. . .. 100 83 33 85 — 88 819 7 
Becond Deb. Stock a 4 08 —101 xd 94 48 8 Smithfield Markets, Ord, ae 5 2.1. 12 — 4 | = 
5-00 А. 8, Ord. к MP 6 | Nii .. | wan + is Nil Bouth London, Ord. н Je 4 B ee 83 — 8 5 14 3 
0. 6 % Cum. Pref. .. ws 5 Nil! Ni 8— 84 * Nil Do. 5 % First Mort. Deb. .. | 100 б | 5 98 —101 | 419 0 
Do, 4496 First Mort, Deb... | 100 44 4 84 — 87 .. 5 8 6 || South Metropolitan, 7 % Pref... | 1013-173 | làó— 1 | 512 0 
F'olkestone .. a$ >. ә» 5 6 6 43— 53 a 1617. 7 Do, 44 % First Deb. Btock .. | 100 | 44 | 44 96 — 99 411 0 
Do. 5% Cum., Pref. .. .. | Б | Е |. 4i 5 . |417 7 || Urban, Ord pare 7: ШЕ TNI i- 1 " 
Do, 44 First Deb. . | 100 43 45 92— 95 в. |4 14 9 Do, 5 % Cum. Pret. .. - 5 85] 4 98— 34 | .. 
. 61 9 sf oe + 5 12 6 Do. 43 % First Mort. Deb... | 100 | 3 44 | B4j— 884 5 1 8 
Westminster, Ord, TA 5 | 10 9716 St 9 | 5 8 1 
Do, 44 % Cum. Pref... ee 5 а 64 ii — ef 46 9 
| | 
| | 
| | | | | | 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
— — — ——- me — „CCC — — hoe J; MEN -- — -- -— — — — — — — — 
Adelaide, 6 95 Pret. ee е 5 | 6 | 6 6R — 16 6 R | Monterey Riy. Light & Power B = : 
Calcutta, Ord, l.. 8 | &!.. | 6— 7 =} 515 8 | Vo 12 Mort. Deb} | 100 | 5 | 6 | £3 — 96 n 
Do. 6 s za Р un : d 45 — W hh |+ ү : Nonne D AN pA $100 | 8 9+ | 234 —280 xd | + 33 15 4 
Calgary ower ors, . — А 0 ern wer an 
Canadian Gen. El. Com. $100 7 | 7 | 116-1290 2 5 16 8 6 3 let Mort. Bend] #500 | 5 | ба| 80 — 44. 
Do. 7 Pref. ee 100 1 1 118 —192 ee 5 14 9 t River Plate 2 ee ee eo Stock 10 ee 240 —250 ee 4 0 0 
Cordoba „Power and F., Ord. 1 N — 1 3 80 0 n. 0 Non-Cum. Pref. .. Do 0 6 |106 —11xd| .. |6 5 8 
Do, 5% 1 b. 100 5 5 94 — 97 58 1 6 % Deb. Stook 6 5 | 102 —104 .. [416 3 
RENE Lt 100 6 6 98 — 96 с. 6 6 4 в Elec. Oo., Montreal, 8.8 10 4 4 98 —100 i 410 0 
Kleo. Bupply Vi lst E Shawinigan Water, Capital $100 | 5 6 | 139 —143 —1 18 911 
Mors. Deb. || 10 | 5 | 6 | вв | +2 ваз в 5. E% Con. isi Kort. Bonds | $600 | 6 | 5. 100 —108 TE 
ы: me oo x) 10 / x " 8 $ | p i i Toronto Power, i % Deb 6 : "Do, 4 4 ® оц " b 
Kal 20. 0 . P eo ee | era an 0 
Do, 6 ' 1161 6, $- ri .. |814 6 ' is Mert. Deb] 100 5 | 5 | 98 — 96 l 
aia Power, 59 'G. Bs. $500 | 6 6 104 —1 .. |414 4 || Victoria Falls Power, Pref... 1 [114.174] 11— 1 ee cd 
Madras, Ord. 5 Nil| .. 14— 2 m West Kootenay Power and Lt. } 100 6 6 | 108 ~108 514 8 
Laer . yA Mori Daa, | 100 |e ie TE їй Mort 0% ool | 
can 0 8. oe — 0 
Mexican Lt. & Power, Common | $100 | 4 4 | 84 — 87 . . 1412 0 | - 
Do. 1% Cum. Pre. .. .. | $100 | 4 | 1 | 102 —105 . (618 4 . 
Do. 1st Mort. Gold Вав. ee 6 6 95 — 97 в 5 8 1 
\ 
TELEGRAPH AND TELEPHONE COMPANIES. 
Amason Telegra e of | 10 | 4 |... R- at +41417 0 м Monte З о Telephone, Ord... 1 | 6 [ Б Ем . |518 0 
Do. 596 Deb. Red. .. Stock 5 b 964— 98 +41516 б 6% vs ге i 5 b .. [5614 8 
American Telep. & Teleg., Cap. 100 | 8 Bt | 1464—147 ‚|56 8 6 National 8 Def. ..|Btock| 6 " —155 + } 9 
Do. Oollat. s ‚ |$ 4 4 — 96 . |4 8 9 |, New York Telep., % Gen. Buds. 100 44 | 64| 98 — 98 xd + 4 10 11 
lo-American Telegraph .. Stock 8 8 67 — t9 .. |4 7 0 | Oriental Telep. Его. А 1 8 6t 18— 17 za — 14 11 5 
Del ee ee ee hd 6 0 11 -11 ve i b 6 8 Do. 6 Cum. Pref. ee ee 1 6 6 1.— *** ee 5 0 10 
Do. Def... ee ee eo е 80/- . 25 T 2: 4 + 4 6 16 0 Do. 4 Red. ee Btock L| é E eo 4 9 0 
Anglo. Portuguese Tel, Be]! 100 | 6 | 5 |102 —104 416 а | Pacific an аа) Do, | 4 | 6 | 6—00 | .. |400 
gaa таервопе А ° b 7 8 7À8— 71 4 811 || Reuter' ds 10 |10 1010 — 11} .. 8 16 2 
=: Cable, Btlg. 4% Deb. Mia - 4 m iot ; H i В Submarine Cables Trust .. Cert | 6 0 | 126 —129 4 18 0 
Cuba Telegra . ee T qe — ephone Co. o 
Do, Wa Brel. is |10 |i | i—i% „ 5M 8 ы Wu fer] Stock] @| @| 9—0 4 8 
Direct В Telegraph, Ord. b 4 | 4t = 5 0 0 || United River Plate Telephone 5 8 Д 7i— . |668 
Do. 1 Cum. Pref... ee 6 10 10 61— - | e 6 18 0 Do. 5 % Cum. Pref. ee {ee 5 6 6 53— oe 4 8 ll 
"ерен i ted Sta се оке 10 | 6 4 7Jà— xd 811.2 e Mx Debe. Гу 2s T % y.. 134— 1 -- |818 5 
ect W. 6 А " 
Indis ‚ ble, 4j % 100 | 4 | 4) 98 —100 410 0 ean be Rras. Bub. Tel.] 100 | € | 4 | — 90 .. |4 010 
кык Sio Кыр Orde Воск Stock) 7 | Tt | 130 —133 +1 | 5 5 3 || West India and Panama Teleg. 10 | 94!.. 3yr— 85% | -- T 
Stock Do. | 8 764— 783 3 |4 9 2 Do. 6% Cum. Ist Pre. 10 | 6 | 6 — 11 e 65 710 
ро. n ort. ра. eo ec | Do. 4 4 96 — 98 xd os 4 18 Do. 6% Cum, 3nd Pref. .. 10 0 0 1 us 617 0 
55 10 7 Tt 125 — 183 5 6 8 Do. 596 Debs. .. a ee | 100 6 6 | 101. —108 4117 1 
Do. (% Deb. Btock 4 4 7 — 99 —2 |4 010 W сорар. oe 10 7 7t | 181— 183 6 110 
Mt. mi ert ins В | eastern Dim n 43 % Fae. Bonds $1000 | 4; & 98-101 . 1491 
Do. T 10 6 12 — 18 — 51412 4 
кс} lE "| a |18 f 5 — 88 — {5121 
Mackay Сош Gommon ;. T 100 6 51 86 — 89 . 6512 4 
AS . Pret. ee ee 100 4 4 €9 — 78 ee 5 9 7 Ф 
Arcon ireless Telegraph 1200 5 — 64 — А818 2 
Do, 1% Cum. Partio. Pref. 1 |17 |.. 4j— 44 — 8 15 7 
: Unless otherwise stated, all shares are fully paid. a Paid in deterred interest warrants. + Interim Dividend. t 8s. in Funded Dividend Certs 
:: y ß URS безш" ETES ee EMO за ERN — 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued.) | г 
ELECTRIC RAILWAYS AND TRAMWAYS.—HOME. 


Btook Closing Rise | Present Stock m Closing Rise | Present 
NAME, or |Dividend*| Quotations | + ar Yield NAME, gr. ea ae tions | + ar Yield 
Share. Nov. 12th, | Fall] p. o. Share. Nov.19th, | Fall] p. o. 

1 All NA A „ |'.. n || Metropolitan Batiway Consol 10 | Hid 54 sa 1715 8 

Bath Trams Pref, Ord, ee es i N Nil [477 ee поре tan 0301... =. КЕ : 

Do. б % Pret, ss Рр s 1 5 5 He FE . |6 8 1 Do. lus "i 5% ..| 100 1| 68 — 65 4 4 7 
Do. e oe ee e 100 43 43 — 81 ee 5 11 1 Do, Deb. ee oe ee 100 87 — 89 oe 8 16 11 
Brit. Elec. 4,9096 Pref. ..| 100 | .. | .. 11 — 13 — 3 ee Do, Pref... ee e. | 100 84 — 86 - |4 1 5 
Я А ferred .. | 100 "ET 5 — 1 T xs Do. Con. ». | 100 88 — 85 —1 |4 2 4 
Do. 6% Cum. Pr'f. 100 616 89 — 92 .. 1610 5 || Metropolitan District Ord, ..| 100 МІ М 89 — 89$ ee Nil 
Do, 7% Non-Cum. Pr'f. | 100 aT, te 86 — 80 ee 825 Do. 6% Deb. T .. | 100 0 6 141 —143 .. |4 4 0 
Do, b Pe . Deb. ee 100 5 6 80 — 94 ee b 11 1 Do. 4 Ded. ae ee oe 100 4 4 04 == 96 ee 4 3 4 
Do. 44% 9nd Deb. .. | 100 44| 44| T77—81 ха .. 5 7 2 Do. 4% Prior Lien .. ..| 100 4 4 97 —99 xd| .. |4 ото 

Oentral London Railway, Ord. | 100 8 8} | 84 — R6 4118 9 9 Do 4 First Pref. .. ..| 100 si 87 — 90 .. |65 00 
ро. Pref. ee ee ee 100 4 4 Bi — B6 41 4 13 0 ! e. td. ee ев ee 100 76 — 78 +1 4 9 9 

| Do. Def. ee ee ee ee 100 9 ee Во = 82 4 8 2 8 9 Metropo tan leo. Trams, Ord. 1 6 5 14— 18 + á 4 7 3 
Do. 4 96 Deb. ee 100 4 4 100 —102 ee 8 13 5 | [] Def. ee ee ee ee 1 Nil ee 1 — i С + 18 Nil 

City & South London, Ord. 100 18 | li! 42 — 43 . 3 10 Do бере... > .| 15 5 H- . 1630 6 
Do. 6 Pref., 1891 ee ee 100 6 b 107 —109 [E Ј 4 11 9 Do. 44 Deb. ee ee oe 100 4 4 94 — 96 —1 4 18 9 
Do. 0. 1806 .. ..| 100 b 5 | 106 —1€8 — 4 12 7 Do. 6% Deb. .. oe ..| 100 b 6 95 — 98 —1 |5 2 0 
Do. Do. 1801 ee ee 100 5 5 106 —108 4 12 1 Potteries, Ord. ee ee ео 1 83 ее 11 ee ee 
Do. Do. 1908 oe ee 100 b 5 167 —109 + 1 4 11 9 . b Pret. ee ео ее 1 6 6 eo 6 9 0 
Do. 4 % Deb. ee ee ee 100 4 4 907 —99 xd ee 4 0 10 Do, 4 Deb. ae 100 42 4 — 90 ee 6 0 0 

Dublin United Trams, 6 % Pref. 10 6. | 6 12 — 18 .. | 412 4 || South Metro. Trams, 6 95 Pref. 1 6 $a i * 11747 8 

Great Northern & City, Pr'f. Ord 10 | Nil Nil 25— 2 is Nil Do. 4 eb. .. d .| 100 4 4 67 — .. 6 11 1 

Hastings Trams, 6 % Pref... 1 | 6 | 6+| ag— ? .. |8 6 В || Underground Elec. Railways 100 83— 4 — 3 Nil 
Do. Thanet Trai ee ..| 100 44; 69 — 74 .. |6 19 ‚ “А" 1/- Rai es fr- } — hl 2 

Isle of Thanet Trams, 5 9% Ere b vs 21— . 111 0 Do. 4% % Bonds еа ..| 100 43 —101 . |4 9 1 

„ Do. 4% Deb. 100 4 4 17 — 82 . 417 7 Do. 6 % Income 100 1$ | £2 | 87 — 89 bs T" 

Lancashire United, 5 % Deb. - ..| 100 6 5 81 — 83 . |6 0 6 || Yorkshire (West Riding), Ord. 6 [N ws x — af as Nil 

London Elec. Ratiw’ys,4% Deb. | 100 4 4 95 — 97 . |@ 2 6 Do. 6% Pref. .. ee is b 8 M 49 0 

London United ташы ккө. 10 | Nili .. 5j— t4 +3 és Do. % % Deb. .. ee ee | 100 4 | 44| 79 — 88 ..168 5 
Do. 496 Deb. 100 4 70 — 14 - |5 8 1 

ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOREIGN. 

Anglo-Arg. Trams, Ist ne oe | 5 bi EA 413— 5A u 5 8 6 La Plata Elec, Trms, Ord. T | 1 | Nil F | — 8 — i — ou 
Do. ind Pref, .. т. 6 | Sel 86) eam 46 | [517 3 Do. Pref, „| 1] 8:41 | fi- 1 .. |6 0-0 
Do. 4 % Deb. 3 3 100 4 4 | 92 — 94 + 4|4 5 1 || Lisbon Elec. Trams, Ord, T 1 6 6! | — lixd| . 4 16 й 
Do, 4% % Deb. a = 100 44 | 44 | 99 —101 MW I" 56 6% Pref. .. m 1 6 6 1— 1 . |4165 0 
Do, 6 % Deb. T 100 b 6 | 99 —101 419 0 | Do. 5% Deb. 2 ROS 5 5 98 — 97 (18 2 

Auckland Trams, 5 Deb. : 100 5 5 1034—1064 414 9 Madras Elec. Tr. (1904), Deb. |' 100 5 5 100 —102 94 418 O 

Bombay Elec. B. & Trams, Pref, 10 6 | 6 | 11}— 12 Б 0 0 | Manaos Trams & Lt., Ist Deb... | 100 | Б 5 91 — 94 | 2156 5 
Do, 4496 Deb. .. ёе S= , A00 44 | 44 | 98 —100 410 0 | Manila Elec. R. and Ltg. » Bonds $1000 | 5 Б | 1004—1024 eee sr Ж 
Do. 6 % 2nd Deb. * 100 5 | 6 08 —4100 5.00 Mexico Trams Com. 4 $100 | 7 71 | 111 —115 &% 6 1 $9 

Brisbane Trams Invt., Ord. .. | 5 8 8! Птл— 4exd 595 Do, Gen. Con. 5 96 Bonds ae 5 5 053— 97 *4[5.2 7. 
Do, 596 Pref. .. e 5 6 | 5 41— łxd 415 8 Do. 6% Bonds. 100 6 6 98 —101 Сә 519 0' 
Do. 44 % Deb. wa 100 á} | 44 | 1004—1098} & T5 Para Elec. Rlys, & Lt., C Ord, | 5 |10 | 10| TH— Ty "ur. — 

B, Columbia Elec. Rly, ie Det, р | 100 8 25 144 —149 а 5 7 5 Do. 6% Pref, .. 85 | Б 6 6 5 — * 5 9 I 
Do, Pref. Ord, -- | 100 6 6 117 — 121 +1 419 2 | Do. 6% lst Deb. 100 5 | b 99 —101 .. |419 0 
Do, 596 Pref. .. se, | Ай Б 5 | 1085—1094 + 3/411 4 || Perth (W. A.) Elec. Tr., Ord. | 1 | 5 5+ 14— 12 . 1116 4 
Do. 96 lst Mort. Deb. 40 4 43 98 —101 bL B j Do. 5 % 18%, Deb. | 100 Б b 99 —102 .. |418 0^ 
Do. 44 Vancouver Deb. .. | 100 4 44 | 103 —105 . | 4 5 9 | Rangoon El. Tr. & Bup., Pret... | Б | 6 6 54—_ 6 15 0 0: 
Do. 4j % Con. Deb. 100 44 44 100 —108 — 314 2 6 Do. 4% Ist Deb. . ..| 100 | 44| 44| 99 —101 Se | 49 1 

Caloutta Trams, Ord. .. ee 5 7 5 i— € — |5 910 Rio de Janeiro Trams .. .. | $100 | 5 bt | 145 —155 t 
Do, 56% Pref. .. ee T b 5 6 | 445— 5; 416 5 Do, Ist Mort. 5 % Bonds „е b Б | 1005—1024 oe |417: 7 
Do. 44 % Deb. se  . | 10 | 44| 45 | 99 —102 488 Do. 5 % Mort. Bonds .. 100 | Б | 5 | 96 — 98 . 5 2 D- 

Cape Electric Trams  .. 1 24 11— 43 | T Bao Paulo Tram, Lt. and P, .. | $100 | 10 | 101 | 260 —270 +5 |814 1, 

City Pe Aires Trams (1904) 5 5 5 ba— 54 4 611 Do. 5% lst Deb. А ..| $500 | 5 5 | 102 —104 .. 414 4. 
Do. 4% Deb. 100 5 | 6 99 —102 | 418 0 Singapore Trams, Б 96 Deb. * 100 5 5 82 — 85 25 517 8 

Colombo Élec. Tr. & Lt. ,5% Deb. | 100 5 | 93 — 97 xd | 5 8 1 || Southern El. Tr. B. A., 5 ‘Deb, 100 5 5 96 — 98 «e DEB Dy 

Havana Elec. Rly., 5 of, Bonds 810000 5 | Б | 99 —108 аа 417 1 || Un. Elec, Trams Monte ideo .. b 7 с? 58— „ |514 8: 

Kalgoorlie Elec. Trams .. T 1 | Nil| 4— Å ae Nil || Do. 6% Pref. .. - an b 6 >$ 5 — 2 15593 
Do, 696 A Deb, ee .. | 100 5 56 [86 — 91 .. 5 10 0 Do. 5% lst Deb. | 100 b b 99 —102xd | .. |418 0 
Do. 696 B Deb, T es | 100 6 | 8 85 — 43 * Y Winnipeg Elec, Riy., 4$ [1 Deb. 100 4à | 44 | 100 —103 — 3147 5- 

| | |^] 
| | | | 
| | | | | | | 
| | | | 
l4 *l | | | 
MANUFACTURING COMPANIES. 

U o cR dedu, d dp. Ж 8 0 0| Crompton & Со, .. .. | В Un . 

Do. 6% Pref. .. T „э | 1 6 | 6 | ta h | 77 8 Do. Deb... - - | 100 | 6 | 6 56 — 66 71 6 

Babcock & Wilcox ^. | 1198 |Mt] 8—85 | 4 6 2| Dick. Kerr... 1|85]Nl| &— Hj] 4 
Do. Pref; . ec | 1 6 6 lys— 1% | .. |81610 Do. Pref, T T ec 1| 6 | 6 1 is 6 8 0 

British Aluminium, Ord. | 1 | Nil 15— lá wai OP aa Do. Deb.. = 100 | | 44| 97 —100 . 410 0 
Do, 6 % Cum. Pref. я 1 Nil | r ў |! Edison & Bwan, lu £3 paid * 5 | Ni | be ^7 Ni! 
Do. 5 % Prior Lien Debs. .. 100 | 5 | b 92 — 95 vu 5 5 2 Do, fully paid .. es | b Nil| .. ] 2 se NH _ 
Do. Deb. Stk. .. A ..| 100 | 5 5 86 — 89 . |512 4 | Do. 4% Deb. ..| 100 4 4 65 — 69 -- |516 0 

B. I. & Helsby мар еен T es | 6 10 8l 7TÀ— 8 so [9 56 0 Do. 5% Second Deb. 100 5 5 72 — 75 ‚ [618-4 
Do, Pref. » ae | 5 | 6 6 53— 68 . | 414 1 || Electric Construction ge 2 24 | 91 H— lyk | +251714 
Do. Deb... 100 43 45 102 —104 .. |4 6 7|| Do. Pref. | a| Tie wea * [70.0 

British Thomson- Houston, Deb, 100 4j 4 | 94 — 96 . 413 9 || Greenwood & Batley, Pre, ea 10 7 7 7 8 [8 6 8 

ваза а ад Pref. T 8 | Nu | Ni àÀ— # -- | Ni | Do. Deb.. » ee 100 5 5 92 — 94 | 42 

e e —1 |6 9 1 || General Electrico, Prein. 10 | Б 5 10 — И * СЕ. 

Do. P Prior Lien .. o» ]' 290 6 6 | 100 —108 „ |516 6 Do. Deb. - - ..| 100 á 4 90 — 95 „ |4 4 8 
Browett * Ord. .. = 1 Ре. 2/. —8J. T Nil || Henley's, Ord, є 2 ao) 5 17 5+ 12 — 123 . {6184 
o. Pref, eo T T 1 | 4/6 —6/- oe Nil | Do. Pref. - T T b 4 4 4M— Bey a 14 990 

Brush, 7% Pref. . - 2 | Nil| Nil 0— 1 T Nil | Do. Deb.. T .. | 100 102 —104 „з. КА 
Do. 596 CE Lien Deb, ‘<a 100 5 5 75 — 80 |6 Б O || India- Rubber, G. & т, * ow | 10 fa ib 10 — 11 — 4 E. 
Do, % Deb . b. 100 4 | d | 47 — 52 * 8 13 2 Do. Pret. * * 10 5 5 3 — 104 ** 4 17 7: 
Do. 4 Second Deb. 100 4 44 30 — 84 —2 113 4 8 W Construction. & 12 173 584 — 86 ГА 8 18 4 

Callender's Cable.. oe 45 6 |15 [10+ | 10§— 14х28 + +613 4 ow .. | 100 4 4 97 —100 — 34 0 0 
Do. Fref. «„ $9 ае 5 5 b | 44— bà os 1417 7 Willans & Robinson  ..  .. 1 | Nil| .. i .. |. Nil 
Do. Deb... T T вә | 100 44 | 44 | 994—1014 |... |4 8 8 || Do, Pret. oe - T 5 | Nil| .. — 1 sé Nil 

Castner-Kellner .. ee ec 1 |20 [15 38— 83 —{а|5 6 8 Do, Deb... T T .» | 100 4 4 58 — 60 .. 8 18 4 
Do. Dob.. . ef . . | 100 44 44 105 —108 | s.. | 4 8 4 | 
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* Unless otherwise stated, all shares are fully paid. + Interim dividend. 
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Bank rate of Discount 5 per cent., October 17th, 1912. 
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MORE NOTES ON ELECTRIC WELDING. 
By V. D. GREEN. | 


(Paper read before the BIRMINGHAM AND DISTRICT ELECTRIC 
CLUB, .Vorember 9th, 1912.) 


IN a previous paper which I had the pleasure of reading before the 
Club in 1909, I dealt (somewhat superficially, I am afraid) with the 
general principles of electric welding and some of the chief types 
Of apparatus employed. This evening I propose to deal in rather 
more detail with arc and butt welders, and to touch upon some 
. recent developments. 


Before going into the question of electric welding apparatus and 


machinery, it would seem advisable to consider some of the 
characteristics of the welds themselves. 

A perfect weld may be defined as a union of the two welded 
parts so perfect that the tensile, compressive, and other properties 
of the resulting joint are as good as those of the unwelded metal. 
Perfection. however, is seldom attained in this world, and welds 
form no exception to the rule. We will, therefore, briefly consider 
some methods in use, electrical and otherwise, and see how near 
they come to our ideal. In а paper given before the Institution of 
Civil Engineers recently, the authore, who certainly had [no 
particular bias in favour of electric or any other method of welding, 
found that, assuming a standard of strength at the weld of 
70 per cent. of that of the unwelded material, electric welding by 
the Thomson or low-pressure alternating-current system gave much 
more reliable resulte than gas or aro welding. 

The reason of this is not far to seek. The conditions of welding 
are, first, that there should be no oxide or foreign matter left in the 
weld; secondly, that the right temperature and pressure or 
"working" should be used; and, thirdly, that the heating effect 
should be stopped at the proper time so as to prevent actually 
fusing the metal. Now gas welding systems (and for that 
matter, electric welding by means of an arc) are fusion 
methods. Take the case of a broken shaft. If it is 
to be repaired by means of an aro or by gas, the broken 
ends are first turned down taper at the edges, so that when clamped 
together in position for welding a deep "V is left. Into this 
the operator proceeds to fuse, bit by bit, new metal, until the weld 
is large enough to etand turning down to the level of the original 
Bhaft. Now everything evidently depends upon the operator. If 
he haa the necessary skill, he has united the two parta with a circle 
of fused metal which is as wide as the V" slot. But this fused 
metal bas a totally different micro-structure to that of the original 
pieces and as the finished shaft cannot well be moved from its 
aligning cramps until it haa cooled, it is practically out of the 
question to work the metal by pressure or “tooling.” When the 
operator has not the necessary skill, the result defies description, and 
will very likely fall to pieces as soon ns the least strain is put upon 
it. Asa matter of fact, the only way to get a really strong weld 
in a shaft by a flame process is to drill and tap both pieces, and let 
a stud of metal similar to the shaft half into one piece and half 
into the other, fusing metal all round the screw and the "V" slot 
во as to prevent it shifting afterwards. J have used this very suc- 
cessfully in welding crankshafta by acetylene. 

Contrast this with the same done by means of the low-pressure 
alternating-current system. Here the heat, upsetting pressure and 
(in some machines where a swager device is fitted) the tooling out 
of the burr formed by the weld are all under perfect control. The 
heat, inatead uf being communicated to the weld from the outside 
by means of a flame (a metbod which is wasteful, and takes time), 
is created in the metal itself by means of the c?n loss due to its own 
resistance. The shaft to be welded is clamped in the welding jaws, 
with a suitable distance piece between, во as to allow for the “shut.” 
of the weld, if it is necessary that the overall dimensions of the 

finished shaft should be the same as before. The electrical and 
mechanical adjustments being set, the current is turned on, and in 
a few seconds the metal, unobscured by any flame, has heated to 
the plastic stage, ‘‘ upeet" the predetermined amount, and stopped 
its own current. The resulting weld is not an uncertain fusion, 
but a true union of the two opposing surfaces. In spite, however, 
of obvious disadvantages, gas and arc welding are being extensively 
used for many purposes where great strength is not eseential, and 
where handiness and portability are of more importance than the 
actual oost per weld or the speed of turning out the work. More- 
over, there are many cases where it is only possible to apply one 
of these systems successfully. The man who tried to patch up a 
broken casting with & low-preesure welder would see trouble, and 
it would be equally out of the question to make harness rings on 
a commercial scale with an arc set. The principal field of the 
former will always lie in the rapid repetition of standard parts or 
repairs to finished work where the heating must be strictly 
localised, while the latter is usually more useful for jobe such 
as repairing broken castings and work which must be done in 
position. 

In the Benardos arc welding process which is most commonly 

-used, the aro is formed between a carbon rod of specially prepared 
material which is not readily consumed and the work to be welded, 
The sizes of the carbons vary considerably, but the samples before 
you will give you a fair idea of the average dimensions. In order 
to minimise the.risk of carbon being deposited on the work the 
welding tool should be made the negative pole, where direct current 
is used, when welding such work as iron or steel castings or any 
alloys where the presence of carbon is objectionable. When the 
aro is used only for brazing or soldering, thi« point is not of so 
much importance, and as brazing sets are generally handled by men 
whose knowledge does not extend to. an appreciation of the pro- 
perties of an electric circuit, if is usually preferable to connect the 


› 


low running costs and a large output from each operator. 


anvil and work to the earthed main of the supply system irrespec- 
tive of its polarity. The welding tool is always treated with 
respect, because the flame obviously proceeds from it, but the idea 
of the anvil being also "alive" is not so evident, and if. the 
operator receives an unpleasant reminder of the fact, his views on 
the process are apt to be biased. One of the great advantages of 
aro welding over the Thomson low-pressure or resistance method 
is that practically unlimited heat is available (a matter of great 
importance where patching defective castings or cutting metal is 


. to be done), without unduly increasing the weight of the apparatus 


FIG. 1.—SMALL Авс BRAZING TOOL. 


to be handled. In this connection the small welding tool before 


you will be of interest. Most of the cable work on our demonstrat- 
ing plant was soldered up with it, and the resulting work was not so 
much blackened as would have been the case had an ordinary 
paraffin blow lamp been used, while the insulation of the cable was 
less affected by the heat. The regulation of the heat was effected by 
a lamp plug board, and I propose to demonstrate the practical 
application of it for soldering. The object of the resistance is, of 
course, to break down the 110 volts pressure of the dynamo to that 
necessary for the arc, and for steadying and regulating the arc 
when formed. I trust also to show the use of the aro for cutting 
metal instead of sawing, where extreme accuracy is not essential. 
As a matter of fact, however, the current should be about 500 
amperes, instead of the 200 I am about to use. In this connection 
it has always appeared to me that an arc plant would be very 
useful for cutting off the risers or "gates" left on castings, 
instead of dealing with them in the usual way. 

The principal inherent disadvantages of the arc process are :— · 

1. The results obtained depend entirely upon the skill of the 
ee and so cannot very well be made automatic for repetition 
work. 

2. It is not so safe as the resistance method, owing to the 
comparatively high voltage used, the eparks thrown off when large 
work is being done, and the chemical effect of the ultra-violet rays 
on the skin, unless the operator is well protected by asbestos 
gauntlets, apron, and metal helmet with non-actinic glass eye- 
holes. It then becomes rather difficult for him to see what he is 
doing. These remarks apply, of course, chiefly to large work, and 
for small brazing sets elaborate precautions do not appear neces- 
вагу, although suitable dark red glasses should always be used. 
The results of exposure to the ultra-violet rays of the arc are 
curious. The skin is tanned, and peels off in the same way as when 
exposed to very bright sunlight. It is, however, more unpleasant 
than dangerous. 

3. The difficulty of keeping the arc reasonably steady becomes 
more and more serious as the work to be done becomes smaller. 
The temperature of the arc itself is very high, and cannot be 
altered to any great extent, во that the only way to decrease the 
heating effect is to reduce the volume of the flame. Up to a certain 
point there is not much difficulty in doing this, because it is only 
necessary to cut in more resistance, and eo decrease the current. 
But in dealing with finer work, such as hard soldering a brooch, 
the flame has to be narrowed down to the equivalent of a thin blow- . 
pipe flame, and as the stability of an arc decreases rapidly as the 
ratio of length to width increases, a point is soon reached when the 
electrode has to be held so near the work that it is difficult to see 
what is happening. It is obvious that this point will be reached 
sooner with alternating than with continuous current, and it is 
for this reason that continuous current is nearly always used, 
though, as you have already seen, the use of alternating current is 
quite practicable on a larger scale. 

The voltage across the arc varies from 50 to about 150 volts, and 
the current from 6 ampere to about 500 amperes, according to the 
particular job in hand. Where arc welding plays an integral part 
in the manufacturing processes of a works the method of breaking 
down the mains pressure through a resistance is nearly always too 
costly, besides making the users an utter nuisance to everyone else 
on the same supply feeder main, and a specially wound motor- 
generator or power-driven dynamo having a pronounced falling 
characteristic is usually installed. I propose, however, to deal 
with the question of generating and converting plant on another 
occasion. 

In most manufacturing processes where welding is required, 
modern competition demands great accuracy in the finished article, 
This 
accounts for the steadily increasing use of the low-pressure alter- 


nating system first introduced by Elihu Thomson in 1886. As has 


been previously mentioned, the principle сопківів of causing very 
large currente to pass through the abutting ends of the pieces of 


metal to be welded, thereby causing heat to be generated at the 


point of junction, which ie, of course, the point of highest resist- 
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ance. Atthe sametime mechanical pressure is applied to force the 

parts together. As the current heats up the metal at the junction 

to the welding temperature, the pressure "follows up" the 

softening surface until & complete weld is effected, and as the heat 

E осоре by the с?в loss in the metal itself, all parts are equally 
eated. = 

Referring to the strength of the welds made by this procese, Sir 
Alexander Kennedy made tests at the request of the Thomson Co., 
and reported as follows: — J have tested the bar, both welded 
and in its natural condition, and the result of both tests is given in 
the tables. In the case of the wrought-iron bars. the ratio of the 
welded to the unwelded bar is as follows:—2 in. diameter, 82 per 
cent.; 1) in. diameter, 84 per cent. ; 1 in. diameter, 87 per cent. ; 
i in. diameter, 98 per cent.; J in. diameter, about 95 per cent.; 
mean ratio, 89 per cent. 

"In the case of the 1. in. bar the pieces tested broke very closo 
tothe weld. There was not enough bar left to enable me to make 
separate tests of the bar in its natural condition. The 95 per cent.. 
therefore, is in the nature of an estimate. Of course, in all cases 
the durability of the metal in the neighbourhood of the weld, as 
measured by its ultimate extension and reduction of aren, is less 
than elsewhere, as the figures in the report show. The ratio of 
streogth of weld to solid bar in the case of the Bessemer steel speci- 
mens is as follows:—1 in. diameter, 92 per cent.; { in. diameter, 
97 5 per cent.: 4 in. diameter, 100 per cent. 

“In this case, it will be seen that with the J-in. bar the metal 
was somewha* hardened by the heat, so that it was actually 
stronger at the weld than the metal was in its natural cop dition. as 
shown by the occurrence of fracture through the solid bar, and not 
through the weld." 

It will be noticed that apparently the strength of the weld 
decreases with increasing cross-section ; but, in my opinion, the 
results obtained merely show that the machine on which the above 
samples were welded was too small to deal properly with the large 


sizes. There is always one particular speed and setting which gives 


the best result for a given weld, and there is apparently no reason 
why all the sections tested should not have averaged the same 
breaking stress. 

The following test made upon some No. 7 s. W. G. iron wire rings 
turned out by one of our semi-automatic welders will also illustrate 
the reliability of the finished work produced by this process :—(a) 
1.096 lb. breaking pull, broke at weld; (^) 1.219 Ib. breaking pull, 
broke above weld. The solid wire itself, on being tested, broke at 
1,325 lb., showing that the metal close to the weld was slightly 
weaker than the rest of the wire. 

The heat is produced where it is wanted, and practically con- 
fined there. None is wasted in maintaining an arc. The power 
therefore is economically employed, and the welding may be con- 
tinually watched. as it is not covered with flame or obscured in any 
way. So local, indeed, is the heating that finished work may in 
many cases be welded without spoiling the polish for more than a 
quarter of an inch on either side of the weld. This process may be 
made automatic, and thus uniformity of results may be obtained, 
an important matter where large quantities are dealt with. More- 
over, it is extremely rapid. being practically instantaneous for 
small sizes, while for larger sizes only a few seconds, depending on 
the horse-power used, are required. With regard to the horse- 
power necessary for various kinds of work, the following figures 
may be of interest : — 


Коохр IRON AND STEEL. 


Area B.T.U. 
Dia. £q. in, H P. Seconds, per weld. 
in. 07:05 2:0 10 0:004 
! in. 01 43 15 0:013 
} in. 022 65 20 0:027 
b in. 03 9'0 25 0 046 
iin. O45 13°3 30 0 082 


These figures are taken from actual tests, and are not to be re- 
garded as the best which can be got. It should be remembered 
that although the total energy required to do a given weld remains 
much the same whether the operation is fast or slow within certain 
limits of speed. the ratio of power required to time occupied may 
be considerably varied. 

If, however, the rod is bent into a ring, and the ends welded, 
allowance must be made for the current which will be shunted 
round the other side of the ring. The amount so shunted depends 
naturally on the diameter and length of the rod or wire composing 
the ring. The times given above are rather slower than thoee 
obtained in manufacturing work, because it is usually preferable 
to lose a small percentage of the strength of the weld in order to 
keep down the labour costs. As long as it is amply strong enough 
for the purpose for which it is intended, it would be bad policy to 
treble the production costs for the sake of making the job unne- 
cessarily strong. Of course this speeding-up may easily be carried 
too far. The commercial limits may be taken as follows :— 

l. The power required to hasten the weld rises in a curve which, 
although comparatively straight at first, bends sharply upwards 
when the time is very much reduced, and this renders it un- 
economical to press the speed of welding too high. The curves 
shown will illustrate this point forcibly. The running cost is 


usually so small compared with the labour charges, that it 


would pay to reduce the times given in the above table down to 
about one-fifth of the values there given, but beyond that, the 
capital cost and size of the plant increase beyond a practical limit. 
2. The quality of the metal also plays an important part in the 
speed limit. When you can choose your own speed, it is possible to 
weld nearly anything in the way of iron and steel that you can get, 
but where the pace has to be forced it becomes more and more 
essential that the material should be eoft, homogeneous, free from 
mpurities and slag, and consistent in quality. It must be remem- 


bered that this paper is not intended to be anything but a practical 
description of the subject, and while I have personally welded fairly 
bad stuff successfully at a high speed, it was under laboratory con- 
ditions, which would rarely be reproduced in commercial working. 
Where the weld has been speeded up beyond the limit, and is week 
in consequence, it does not always give way at the point of the 
junction, as shown in the test of the 7 8.W.G. wire already шеп. 
tioned, but sometimes at a point about midway between the actual 
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weld and the point where the metal was beld in the die. This is 
due to the sudden heating of the weld. No time is given for the 
heat to spread backwards into the rods, with the result that there 
is a sudden line of demarcation at either side of the weld, where the 
micro-structure of the metal changes from the silky fibrous section 
of the wrought tar to & succession of “slip bands," and thence toa 
mixed-up fused mass. The joint (one cannot call it a weld) is then 
no better than an acetylene or arc weld, and will break at the point 
where the micro-structure changes, It has long been the fashion in 
papers on the subject of welding to point with pride to the fact 
that the metal has broken before the weld, but if the break is close 
up to the weld, the tensile test should be retried, and if the material 
falls below a reasonable standard of strength and the break 
occurs in the same place every time, the welding methods should be 
altered. : 

3. The shape of the work has frequently & considerable effect 
upon the welding speed. Thur. in the manufacture of rings, this 
limit of welding is usually reached (other things being equal) 
when the ratio of the diameter of the ring to the diameter of 
the stock from which it is made becomes less than 5:1. This 
dces not mean to say that it is impossible to weld below that 
size, but merely that there is liable to be trouble when working 
on a commercial scale unless the operator is very skilful. 

4. The fourth point is the welding machine itself. From the 
foregoing, it is evident that the practical limits of the actual weld- 
ing time are quickly reached, and any further speeding-up can only 
be obtained by decreasing the time required to handle, clamp, 
release, &c., the stock. This means additional cost and complication, 
and greater chances of mechanical trouble, since the machine must 
be more or less completely automatic. This, in turn, means 
that the setting-up of the machine and ite adjustments must be 
done with extreme care, and unless the works are large enough 
to pay for a thoroughly skilled fitter, familiar with automatic 
welding machines, to adjust and repair them, a simpler type is 
preferable, for it must not be forgotten that a very little wear will 
upset. the adjustment, and the machine will turn out scrap quite as 
fast as good work. | 

5. The work itself—that is, the accuracy of the processes previous 
to weldiog — plays an important part. It has been shown 
that an accurate machine is necessary for high-speed work, and it 
follows that it is no use having a machiue which will work to 
1% in. if the work supplied to it varies ! in. or so. From these con- 
siderations it is evident that there comes a point somewhere where 
the added working and capital costs outweigh the advantage of the 
gain in speed. This point, however, differs according to the class 
of work, and depends on an equation which each manufacturer 
must solve for himself, Personally, I think that the simpler the 
machine can be kept the bester, and my opinion is endorsed by 
many manufacturers who have had experience of both hand auto- 
matic and completely automatic machines. 

So far, we have been dealing with tables of round rods aud bars, 
but when the stock is of square or oblong section, the power 
requisite to weld it rises, on account of the greater radiating gur- 
face in proportion to the mass. In the curves just shown it will be 
noti:ed that they gradually become horizontal, showing that below 
a certain Kw. input it is impossible to raise the stock to the welding 
temperature at all, and that the radiation and convection losses 
balance the heating effect. The difference, however, is not neces- 
sarily proportionate to the relative cooling surfaces for equal speeds 
of welding, and, therefore, we may fairly conclude that in practical 
working the radiation and convection losses are not, as a rule 
serious. То take an instance, a 4-in. inside diameter pipe, having ê 
cross-section of metal equal to that of a f- in. diameter round rod, 
requires not ‘046 unit to weld it but ‘061. This is an increase of 
only about 32 per cent., whereas the relative cooling surfaces are 
approximately 3:2. The mechanical pressure, however, hss 
‘usually to be much heavier with strip and tabe than with 
ordinary bar, and this makes reliable comparisons diff 
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cult to obtain. In order to determine the effect of 
radiation, conduction and convection on sections of 
differing shape but equal area, it is necessary to do 


away with the disturbing element of the mechanical pressure, and 
I decided therefore that the test must be on fusing a bar, and not 
welding it. I therefore obtained a piece of ;̃ - in. diameter round 
iron, having an area of '1075 sq. in. in cross-section, and a flat 
strip 18-in. thick, having an equivalent area. I then slacked off 
the "npsetting " springs of the welder so that there was no 
mechanical pressure, and heated each sample until it broke. The 
power in units was ‘044 for the bar, and 3552 for the strip. This 
is, however, an extreme case, 

Let us turn now to the question of the material to be welded. 
Where iron is dealt with it should be as soft and pure as possible. 
Iron of this character is to be had, and I know several wire mills 
which are making а speciality of iron suitable for electric welding. 
Mostly, however, the samples to be dealt with are a very Jong way 
off being pure, and are often " burnt besides, common Staffordshire 
iron being probably the greatest offender in this respect. It is by 
no means impossible to weld it, but the machine has to be set 
rather more accurately than for the purer iron, and the chance of 
making scrap under commercial conditions is much greater owing 
to unlooked-for variations in the quality of the metal. 

Mild steel is usually the best possible material for welding which 
can be readily got anywhere, though the term is rather an elastic 
one, and I have come across stuff which certainly conformed to 
specification in so far as a low carbon percentage was concerned, 
but which contained so many other unscheduled constituents that 
it was impossible to do anything with it. 

I have never done much in the way of experimenting with cast- 
iron, though I have produced fairly strong welds in this material. 
Moatly, however, it is cast into shapes which preclude the possi- 
bility of getting the parts to be united into the jaws at all, so I 
never pursued the subject far. | 

The welding of high carbon steels, copper, nickel, brass, &c., is a 
fascinating subject. I have already mentioned the conditions 
necessary for a good weld, and in iron and mild steel all these are 
fairly easy to fulfil. With high carbon steels one encounters the 
difficulty that outside & very limited range of setting the carbon 
tends to be converted into CO and СО», and the weld is " burnt.” 

(To be continued.) 
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BRITISH TRADE IN ROUMANIA. 
ROUMANIA is necessarily one of ines countries where the buying 
power both of the public bodies and individuals depends from year 
to year on the results of the harvests. For this reason, traders 
must keep a cl.se watch on movements, and regulate their efforts 
according to conditions which exist at the moment. At the same 
time there are excellent cpportunities in Roumania, particularly for 
constructive work, but Continental competition is very keen. 

In a recent report on the subject of the tradeof Roumania, 
H.M. Consul at Bucharest points out that to gauge thoroughly the 
Roumanian market for commercial purposes, it is necessary to 
keep the agricultural prospects in view. Everything depends on 
the harvest. If two years of plenty follow one another, then 
business all round increases to an incredible extent, and rice versa, 
Thus, 1910 was a good year, but for the preceding three years the 
harvests were poor, and the result is that the bulk of the profits 
made in 1911 will go to liquidating arrears and debts contracted in 
the previous years. Should the next year fulfil present expecta- 
tions, then the following period should be one of great commercial 
prosperity. 

It is to be regretted that more direct business is not done tet ween 
the United Kingdom and Roumania. It is a fact that the 
Roumanian market is looked upon with suspicion by British 
merchants and capitalists, and there can be no doubt that much 
capital has been lost both by individuals and firms, but this is 
attributable in a great measure to want of caution in selecting the 
persons with whom business is to be done. On the other hand, 
there are representatives of firms who have been dealing with 
Roumania for a number of years, and who claim to have made 
practically no debts. 

The country is exceptionally fertile. The mineral resources 
are practically untouched, and the petroleum industry, though it 
has assumed important proportions, may be said to be still in its 
` infancy. 

In view of the above and other advantages, and the desire for 
development and the activity of the Roumanian people, it seems 
apparent that British capitalists and manufacturers could find 
scope for their energies. But it should always be borne in mind that 
more British capital has been lost in Roumania through worthless 
agents and bad/connections than through any other cause. 

Owing to the great facilities afforded by the Orient express, 
London is within less than three days' journey of Bucharest, and 
it is to be regretted that more British merchants and prospective 
investors do not personally visit Roumania and thus study the 
market and local conditions on the spot. 

British merchants find keen competition in this market, though 
there can be no doubt that if statistics were available discriminat- 
ing more exactly the origin of goods, it would be found that we 
command a good share of the trade. British cottons and textiles 
undoubtedly successfully compete with all others. Our principal 
competitors are Germany and Austria-Hungary, Italy to a small 
degree, and of recent years Russia as far as locomotives and cheap 
machines are concerned. 

The principal cause of successful foreign competition may be 
traceable to the question of transport and freight. German State 


Railways convey goods at cheap rates to the heron Hungarian 
frontier ; thence it is but a short ron to the Roumanian frontier 
over Austro- Hungarian rails, where freights are notably cheap. 
Goods coming from Austria-Hungary and Germany—our commer- 
cial rivals in Roumania—can be ordered and delivered in from 10 
to 15 days. British goods take from three to five weeks, 
and if despatched by sea may take an indefinite period. This 
could be mitigated if an enterprising line of steamship owners 
were to run a regular direct service from the United Kingdom to 
the Danube. At present, freights from the United Kingdom over- 
land and by sea show very little difference. But merchants cannot 
afford to trust to their orders arriving to date if sent by sea. 

The question of credit is one that aleo affects competition. British 
merchants frequently exact cash against documents or three 
months, and exceptionally six months. The foreign firms are more 
lenient, and give six months, 12 months, and even more. In 
Roumania credit is essential, and with a competent agent, who 
thoroughly knows his market and customers, there is no reason 
why easier terms should not be given. As an example of the 
extremes to which the question of credit is carried, the Consul 
quotes the case of a British firm that obtained a small and insig- 
nificant order from the Roumanian Government. When it came to 
the question of terms, the firm insisted on cash against documents, 
evidently ignoring the fact that the Government disposes of a 
revenue of some £18,000,000. Naturally, the terms were not 
agreed to, and the order went elsewhere. 

The following electrical goods are imported :—Dynamo-electrical 
machines, electric motors, rotary converters, dynamo accessories, 
accumulators with plates for recharging, arc lamps and their 
mechanism, telegraph and telephone apparatus, bells, batteries for 
medical and chemical purposes, switches, wire and cables covered | 
with metal, paper, asbestos, gutta-percha, rubber, &c., incandescent 
lamps, insulators and articles for insulation in earthenware or 
porcelain. Ventilators are used to some extent in banks, hotels, 
hospitals and public institutions. Cinematographs are extremely 
popular in all towns in Roumania. The steady development of 
home industries in Roumania is favourable to the import trade in 
electrical goods. The market is the object of keen competition 
between the United Kingdom, Germany, Austria-Hungary and 
France. Manufacturers, in order to succeed, should be represented 
in Roumania ; sending catalogues alone is useless. The essential 
qualities in goods destined for Roumania are cheapness, simplicity 
and good wearing quality. 

Whether British firms avail themselves of the services of com- 
mission agents or not it is highly desirable that in opening up 
business relations in the district they should send out their own 
agents to establish at least their first connections, and also it is 
absolutely essential for such men to be capable of transacting their 
business either in German or in French, failing Roumanian. If the 
British firm employs a commission agent, it should, in its own 
interest and before allowing credit to be given, require satjsfactory 
proofs from him that the buyer is solvent and in a good way of 
business, 


| | \ 
THE ABANDONMENT OF A TRAMWAY. 


. [FROM A LEGAL CONTBIBUTOR. | 


IT is material for those who have power to run a tramway, but 
contemplate its abandonment, to remember that abandonment may 
have a serious effect on what is known as the Parliamentary 
deposit. In case the abandonment of tramways may take place 
more frequently in the future, owing to the competition of the 
motor- bus, it may be useful to set forth some of the considerations 
which may affect the Parliamentary deposit, more particularly in 
view of the caee of in re West Yorkshire Tramways’ Bill, 1906, 
which was decided on October 31st by Mr. Justice Warrington. 

Where & tramway is abandoned, the Court, by virtue of the 
Parliamentary Deposits and Bonds Act, 1892, has power to order 
that the deposit, or any part thereof, be applied towards compen- 
sating any landowners or other persons whose property has been 
interfered with or otherwise rendered less valuable by the . . . . 
abandonment of the undertaking or any portion thereof. 

It has been held that the measure of injury due to abandonment 
is determined by a comparison of the value of the estate immediately 
before and immediately after the abandonment (in re Potteries, 
Shrewsbury and North Wales Railway Co. (1883), 25 Cb.D. 25), and 
that account may also be taken of a breach of a collateral obliga- 
tion if it is such that a breach of it is necersarily involved in the 
abandonment and indistinguishable from it (in re Ruthin Railway 
Act (1886), 32 Ch. D. 438). That it must be necessarily involved 
was made clear in a case decided in 1911. Where, for instance, the 
making of a tramway might involve the erection of an embank- 
ment which would keep water from the plaintiff's land, the aban- 
donment of the tramway, and the consequent non-erection of the 
embankment, will not give rise to a claim for compensation. In 
the ca:e in question a company was authorised by Act 
of Parliament to construct a tramroad, which would croes land 
belonging to the respondent, “with all necessary and proper 
embankments,” хс. By Sec. 50 of the Act, it was provided that 
the deposit made upon the application for the Act in pursuance of 
the Standing Orders and the Parliamentary Deposits Act, applicable 
to (inter alia) compensation “ to landowners or other persons whose 
property has been interfered with or otherwise rendered less 
valuable by the commencement, construction, or abandonment of 
the tramroad " authorised by the Act. The company, in pursuance 
of an agreement made by them with the respondent before the 
passing of the Act, subsequently thereto entered into an agreement + 
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with him by which the respondent agreed to convey certain lands 
to the company, and to grant to them by way of easement the right 
of constructing and maintaining upon certain marsh lands belonging 
to him “a solid embankment for the purpose of carrying the com- 
pany’s authorised tramroad across the marsh lande," and the com- 
pany agreed to construct and thereafter maintain the embankment 
for the purpose of carrying the tramroad across the marsh lands in 
the manner aforesaid as a solid embankment and to form it so as 
to connect certain existing sea banks, and to be sufficient to pre- 
vent the ingress of the tidal waters of a river over land 
belonging to the respondent. This agreement was followed by a 
conveyance by which the before-mentioned easement was granted 
to the company, and which contained a covenant by the company 
to execute and perform the works specified in the agreement. The 
proposed tramway was never made, and the company obtained an 
Act by which it was provided that they should abandon the same, 
and provision was made for the appointment of a liquidator and 
the winding up of the company. In proceedings in the Chancery 
Division in the matter of the application of the deposit fund, the 
respondent claimed against that fund in respect of diminution of 
the value of his property by the abandonment of the company's 
undertaking and the consequent non-construction of the embank- 
ment, which would have protected his above-mentioned land from 
liability to be overflowed by the tidal water, and Warrington, J., 
being of opinion that the respondent was a landowner whose land 
had been rendered less valuable by the abandonment of the com- 
pany’s tramroad within the meaning of Sec. 50 of the Act, allowed 
him to claim against the fund. On appeal by the liquidator of the 
company, it was held, reversing the decision of the learned judge, 
that the non-construction of an embankment in accordance with 
the covenant was not a necessary consequence of the abandonment 
of the company’s undertaking, and, therefore, the respondent was 
not entitled to compensation out of the deposit fund as claimed by 
him. 

In the case before Mr. Justice Warrington, it appeared that a 
landowner had entered into an agreement with promoters to rell 
to them a part of the site of a corner shop. The sale was carried 
out voluntarily. Under their Act the company were empowered, 
but were not obliged, to widen the road at the point in question, 
and the exercise of this power might have resulted in a piece of 
the applicant's land fronting on the street, which would have 
increased its value. The claimant alleged that he was entitled to 
that added value as compensation. Mr. Justice Warrington held 
that the diminution in value was occasioned not by the abandon- 
ment of the tramway, but by the fact that the street was not 
widened, ‘Under the Act," he pointed out, "the street need not 
be widened: even now it might be widened, The applicant was 
not injured by the abandonment of the tramway, although he might 
have been through the street not being widened. I am of opinion 
that the applicant does not come within the class of persons whose 
property has been interfered with or otherwise rendered less valuable 
by the abandonment of the tramway." 

It is a nice point whether the loss of the advantage of having 
the tramway running past the door of his house would be such as 
to entitlea frontager to compensation. It is submitted (in the 
absence of any definite authority) that it would not, It waa, how- 
ever, held in one of the cases above-mentioned that where the 
abandonment of a railway involved the non-erection of a station, a 
landowner was entitled to show that failure to build the station 
had affected the value of his land. 


THE MANCHESTER STEAM USERS' 
ASSOCIATION. 


THE annual report of this Association for 1911 is to hand. Owing 
to the coal strike, it commences with а reference to liquid fuel, anda 
table is given to show the relative values of coal and crude oil for 
equal economical results. The figures given range from 385s. per 
ton of oil to correspond with 26s. for coal, up to бов. and 458. 
respectively. Thus, the price of oil must fall considerably before it 
will pay to burn it for steam raising. 'The chief advantages of oil 
are the absence of ashes and clinker, but the report says oil must 
be burned in brick-lined chambers, which need frequent repair or 
renewal. But it is now claimed that with even simple pressure 
burners a large unlined marine furnace will burn oil emokelessly, 
and the Wallsend Slipway Co. now install oil fuel installations 
on this system, The efficiency of the internal-combustion engine is 
approximately double that of the steam engine. A week's oil con- 
sumption of 55 hours may be stated at 0'5 lb. per B.H.P.-hour in an 
internal-combustion engine. Forequal economy crude oil at 35s. in 
a Diesel engine, petrol in a Diesel engine at 44s., coal for producer 
gas at 118, 6d., coal for a gas-fired boiler at 8s. 6d., and coal for а 
steam engine at 10s., are at par, according to this report. Thus, at 


present prices fuel for the Diesel engine costs twice as much as for a 
steam engine—ashore, we may conclude, is alone meant. "The report 
suggests the production of cheap gas at a central station, and its 
piping round to factories. This, by the way, would also solve the 
factory heating problem, for the exhaust and jacket heat would do 
this, or there would be the gas itself if more heat were wanted. 
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"This heat problem is the principal trouble in the way of trans- 
mitted electricity, and the report says that if one boiler is necessary: 
at a factory it may just as well be big enough to drive the power 
plant, for one stoker can do the work in most factories. Obviously 
the Association would advise the generation of electricity at a 
factory rather than at a central station, and for Lancashire mills 
which must be heated almost all the year round it is not easy to 
see the advantage of a central station, which cannot usually even 
buy fuel at & less cost than the factory, and has the disadvantage 
of a worse load factor and of a line loss and other charges also. 
And how much worse would the case be if only the factory owner 
would use the vast stream of waste heat with which he now heate 
to 100° F. or more a great pond or a length of canal, when he is 
burning coal for mill heating that he could so well save. 

As the report says, boilers give tronble; not the least is 
corrosion, and considerable attention is given to this. Internal 
boiler corrosion is due almost wholly to the oxygen and carbonic 
acid of the air, which are absorbed by water, and reference is made 
to the experiments of Heyn and Bauer at some length. The experi- 
menters tested the effect of 40 dissolved salts in reducing or in- 
creasing corrosion. These salts included those of calcium, sodium, 
potassium, ammonium, iron, barium, chromium, magnesium, and 
boron. The calcium and barium salts did not cause pitting, 
but sodium salts added to lime salts did. The worst pitting occurred 
with sodium chloride and sodium carbonate mixed. Some salts 
attacked central regions, others affected the outer regions of plates. 
Corrosion from electrolysis is most erratic, it being not uncommon 
for one boiler in a set to corrode much faster or much more slowly 
than the remainder. 

Except the acetate, all the ammonium salts are corrosive. Steam 

users a fflicted by abnormal and rapid corrosion should analyse the 

water, for corrcsion is a far more complicated affair than has been 
suspected ; it has been thought to be sufficiently guarded against by 
common soda, whereas this salt mixed with the chloride may be 
most pernicious. High pressure has very much altered boiler con- 
ditions. It will decompose magnesium chloride and produce the 
acid base HCl. It will causticise sodium carbonate and so cause 
corrosion of brass mountings. Most of the oxygen in water soon 
pasees into the steam space, but the small amount left behind in the 
water should be removed by the continuous addition of a deoxydiser 
with the feed. | 

Aluminate of barium or Ba O, Ala Os combines with both car- 
bonic and sulphuric acid, and both lime and alumina are deposited. 
Water thus treated is therefore nearly as pure as distilled water. 
but is not fit for domestic use, because barium is poisonous. But 
are not the resulting barium salts insoluble? Not all barium salts 
are insoluble, if most of them are. If those produced in water 
softening are not soluble, such a treated water if filtered ought to 
be good. But barium has so very high an atomic weight that great 
weights of it must be used to cause lime or magnesia—both bodies 
of small valency—to deposit. A return to the subject is promised in 
the near future. The report contains a reference to permutit and 
the luminator apparatus, if a sheet of corrugated aluminium can be 
called an apparatus. Its: action appears to be without waste of 
itself to cause lime salts to go down as fine powder instead of as 
hard scale. Permutit is stated to be too costly to remove lime 
carbonate, for 70 Ib. of common salt are needed for each 100 Ib. of 
lime carbonate precipitated. For sulphate of lime permutit stands 
a better chance, for to remove 100 lb. of this only 60 1b. of salt is 
needed [the report says 600 Ib., but this appears to be a misprint '. 
But both permanent and temporary hardness removal seems to be 
outeide the practical power of permutit, Permutit is a double salt 
with the formula 2 Si Os, Als Os, Nas O, 6Hs O. [Should not the 
recond item be Alz Os ?] This is a most interesting and thought- 
compelling report, and is well worth the reading. On the 
luminator puzzle a domesticated friend assures the writer that an 
aluminium kettle will not become encrusted by hard water, but 
will cause scale-forming matter merely to deposit as loose powder. 
If this is so, it would appear that the placing of a luminator plate 
in the magnetic meridian is a mere selling point. 

Perhaps we may yet have aluminium boilers ? 


British Railway Electrification.—In a letter to the 
Morning Post, “Fair Play” calls attention to a rumour to the 
effect that the engineers of the A.E.G. have made a survey of the 
London-Brighton railway, while British engineering firms show no 
sign of activity in connection with the pending contract for the 
conversion of the railway to electrical working. The writer of the 
letter protests against the employment of a foreign firm to carry 
out the work, pointing out that if this is done, the fact that 
British electricians are not trusted by their own canntrymen to 
undertake British work will be advertised by their competitors all 
over the world. We may be assured, he says, that material to be 
used in construction has been bought from British firms, but the 
assurance is worth little unless we know that those firms have not 
bought the material from Germany in the first instance; if the 
A.E.G. secures the contract and gives long credit, with the aid of 
the banks which finance it, the latter will not allow their money to 
be spent on goods manufactured out of Germany, and German 
material will have to be used, even though it may pass through 
the hands of a British firm. Finally, he alleges that a very grave 
blow to the British electrical industry is in preparation, and asks 
whether the British houses and the British public are going to take 
it lying down. 
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ELIMINATION OF COLOUR DIFFERENCE 
IN THE PHOTOMETRY OF INCAN- 
DESCENT LAMPS BY MEANS OF MULTI- 
VOLTAGE STANDARDS. 


By DAVIS H. TUCK. 
Тнк unit of illumination intensity, mean horizontal candle- 
power, in the United Ntates and England is based upon the 
performance of carbon and tungsten-filament incandescent 


lamps when they are operated at a fixed efficiency, the carbon 
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lamps burning at an efficiency of 4 watts per mean hori- 
zontal candle-power, and the tungsten lamps burning at an 
efficiency of 1°50 watts per mean horizontal candle-power. 

When carbon-filament lamps or metal-filament lamps 
burning at an efficiency other than 4 watts per mean hori- 
zontal candle-power, or 1:50 watts per mean horizontal 
candle-power, are to be compared with primary standard 
lamps or duplicates of primary standard lamps, the different 
colour resulting from the different operating efficiency makes 
the operation of comparison a very difficult one when accu- 
rate results are desired and the time to obtain these results 
is limited. : | | 
When different observers make photometric measurements 
.on lamps which operate at an efliciency different from that 
at which the primary or secondary standard lamps are cali- 
brated, different results are obtained, and different experi- 
enced observers will repeat their readings from day to dav. 
With this in view, it will readily be seen that to obtain 
accurate candle-power values for lamps which burn ata 
different colour from that of the standards with which they 
are compared, it is necessary for a large number of experi- 
enced observers to make independent measurements from day 
to day, and the mean of these measurements taken as the 
true candle-power value of the lamps. 

Several combinations have becn more or less successfully 
used to eliminate the difference in colour of the light which 
falls on either side of the photometer screen, and such com- 
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binations are indispensable when a large number of lamps 
are to be accurately calibrated in a limited time. The 
flicker photometer is used in some laboratories to eliminate 
the colour difference between the standard lamp and the 
test lamp, but the reliability of such data is questionable. 
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may be constructed. 


. colour match with the test lamps. 


Coloured glass is also placed in the path of the light to 
reduce to the same colour the light which falls on either 
side of the photometer screen. Several sources of error are 
likely to occur when coloured glass screens are used. A 
very large number of coloured glasses would have to be 
calibrated so as to obtain & colour match with all types of 
lamps, and such a calibration would involve an enormous 
amount of labour. The question of permanency of the 
density of the coloured glass arises, and it is necessary to 
make check measurements at frequent intervals. 

By the adoption of the procedure outlined below, it is 
possible to make comparisons of lamps operating at different 
colours once and for all at some convenient time and to 
make all sfbsequent comparisons under the favourable condi- 
tions of a ooleur match. 

A group of tungsten-filament lamps should be selected 
which are so constructed that the filaments are strongly 
anchored, and at the same time the current comes to a steady 
value in less than 45 seconds. Select four voltages which 
will operate these lamps at different efficiencies between 
4 watts per mean horizontal C. p. and 1:25 watts per mean 
horizontal c.r. 

At these voltages let five or more experienced observers 
make at least nine independent candle-power determinations 
using carbon or tungsten reference standards. 
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In the table below are given the candle-power and 
corresponding voltage values of a 60-watt tungsten lamp. 
The candle-power valnes given represent the mean of nine 
measurements for each observer. 

Lamp No. 1, | Lamp No. 1, 


Lamp No. 1, Lamp No. 1, 


60-watt tungsten, 60-watttungsten. 60-watt tungsten. 60-watt tungsten, 
Volts 107`5. Volts t8 0. Volts 56:0. Volts 71:0. 
| м H. C. 1. | M.H.C p. M. u. c. P. M. H. c. 7. 
Observer A ... 46°84 34°23 19°60 9:81 - 

5 B...47°10 34°10 19°60 9 85 
js C...46°80 34°21 19°72 9°76 
тА D. 46˙77 34°08 19 68 9783 

m. E...46'80 34°12 19°57 979-7 
Меап ...46'86 34°15 1963 9:8] 


If the logarithms of the voltage values be plotted agaiust 
the corresponding logarithms of candle-power, the mean 
values being used, the resulting curve will be a straight line. 
Such a plot, made from the- above data, is shown in fig. 1. 
If values are read off from the logarithmic plot, and the 
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ARRANGEMENT No, 2, 


numbers corresponding to these logarithms are plotted into 
a direct plot, the candle-power voltage curve shown in fig. 2 
It will be noticed that to construct 
such a curve from direct data would require a prohibitive 
amount of work. P5 TM 1 

When the candle-power voltage curves have been con- 
structed for а group of multi-voltage standard tungsten 
lamps, all subsequent comparisons of test lamps may be made 
ugatust these multi-voltage tungsten standards when these 
lamps are operated at such a voltage as will produce a 
The procedure is the 
following :— 

(a) Using the substitution method, adjust the voltage of 
the comparison lamp to give & colour match with the test 
lamp when the test lamp is operated at the voltage at which 
it is to be standardised. If necessary inert a blue glass 
colour screen between the photometer screen and the com- 
parison lamp. See arrangement No. 1. | 

(0). With the voltage of the comparison lamp at the value 
as found in operation 4 and the colour screen, if used, in 
place, adjust the voltage of the multi-voltage tungsten 
standards to give a colour match with the comparison lamp. 
See arrangement No. 2. | 
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(c) Use the multi-voltage tungsten standard lamps at these 
voltages as standard lamps with which to compare the lamps 
that are to be tested. See arrangement No. 1. 

When the apparatus is designed to move the photometer 
head and the comparison lamp as a unit, it is advisable to use 
а carbon comparison lamp, and in such a case it is necessary 
to use a blue colour screen, as shown in arrangement Nos. 1 
and 2, when high efficiency test lamps are to be measured. 
The glass screen, however, is kept in the same position 
throughout the entire test so that it is not necessary to 
calibrate it. 

The above method has been found very convenient by the 
author when groups of lamps of different efficiencies are to be 
accurately calibrated. 


A REMARKABLE COAL-GAS ENGINE. 
[coMMUNICATED.] 


IN these days, when our competitors abroad are devoting so 
much attention to the internal combustion engine, any 
outstanding development in this. country deserves—and 
obtains—a most careful attention. In this direction the 
engine that has been invented by Dr. Archibald Low 
(P. Sc.) for working on coal, has reached a point of develop- 
ment when it can already claim improved results over 
existing practice, and the fact that the writer was recently 
able to study the working of one of these engines, encourages 
him to think that the particulars then obtained may be 
instructive to others. 

Crudely, the Low engine may be described as running on 
gas obtained from coal, in a producing plant so compact that 
the complete plant constitutes nothing more than an elabora- 
tion of the cylinder head casting. Obviously, gas production 
under such conditions necessitates a special system. 

Although the idea which this engine embodies has been the 
subject of seven years’ continual study and experiment, 
inevitably involving trials of various sizes of engines, for the 
present purposes the writer cannot do better than take 
for description the machine that he watched at work. This 
is a large single-cylinder 80-100 H.P. engine of usual hori- 
zontal design, merely modified to meet the requirements of the 
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FId. 1—GENERAL VIEW OF THE Low CoAL Gas ENGINE. 


special idea. To this end the 16-in. cylinder head has been 
replaced by a casting extending somewhat to each side of 
the cylinder. This casting is made upof various chambers. 
Looking at it from behind the cylinder, on the extreme left 
is the hopper chamber, and small coal is here fed by gravity 
into tubes that run through to the chamber at the other end 
of the casting. Through these tubes run coarse pitch con- 
veyor worms, ratchet worked from the engine, and these 
work the coal along the tubes from the hopper chamber. 
The engine is started up on ordinary town gas or any 


other available supply, and after a few minutes’ running, 


these tubes, where they pass through the combustion head 


and through a chamber heated by the exhaust, become hot 
enough to raise the coal to incandescence. | 

The exhaust heated chamber is seen immediately to the 
left of the cylinder, while on the other side is the shoot 
chamber, from which the ashes, after being worked to the 


ends of the tubes, are free to fall into the ash-pit. It will 
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a, Hopper chamber; в, Gas generating tubes; c, Conveyor worms; 
р, Chamber where gas is taken off to engine inlet; k, Exhaust 
heated chamber; r, Cylinder; o, Ash-aboot& chamber; н, Pipe to 
inlet valve; з, Pipe from cylinder exhaust; x, To silencer; L, Asb- 
shoot; м, Test · cock. | 

Fic, 2,—DIAGRAMMATIC SKETCH SHOWING THE PRINCIPLE 


OF THE Low ENGINE (IN SECTION). 


be seen that the ends of the tubes are thus open to the air, 
which coming up the shoot passes over the incandescent fuel 
in the tubes and supports combustion. 

In the 100-H.P. engine in question, four 2-in. tubes are 
used, and where they pass through the small space that 
exists between the hopper and the exhaust heated chamber, 
they are drilled with as many }-іп. holes as can be con- 
veniently arranged in staggered formation. It is this small 
chamber that is connected with the engine inlet pipe, the 
suction from which draws the air and products of combustion 

to the engine in the form of air gas and 

coal gas, and this before reaching the 
engine is mixed with additional air admitted 
through ап automatic valve placed close to 
the inlet valve. Earlier trials showed 
irregular running, owing to the pulsating 

action from the suction of the engine on 4 
plant of such small volume capacity, and 

thus we find an india-rubber bag, seen in 

the photo., fig. 1, interposed between the 
gas plant and the inlet valve to act asa 
damper and equalise the flow of gas. 

The engine is designed for the rather 
high compression of 90 lb. per sq. in., and 
this on purpose to give it a wider range 
of economical power, for though the com- 
pression is rather high for. working on air 
gas and coal gas alone, the engiue at 90-10. 
compression can quite well work on this 
mixture for a quarter of an hour or 20 
minutes. If extra power is required for 
short periods on emergency loads, 15-18 
per cent. more power can be obtained 
on this dual mixture than when work- 
ing on the mixture which is obtained 
by the introduction of water drips into 

the producer pipes of the gas plant. On the triple mixture 
compression up to 130 lb. per sq. in. is quite feasible, and 
it is to permit of extra power from the dual mixture that 
the compression ratio is compromised at 90 lb. 

In normal working the writer noticed that the engine 
was distinctly smoother in running than when town gas 
was used, and this can be accounted for by the molecular 
construction of the hydrogen in the coal gas and water 
gas being different, the former having a slower rate 
of combustion. Thus the pressure is well maintained 
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through the stroke and a good “fat” diagram should be 
ible. The engine ought to be economical; in fact, 
judging by what the writer saw in this direction, the 
inventor will have no difficulty in substantiating his claim of 
5 Ib. of coal per B. H. p.-hour—a figure which the writer 
believes has not hitherto been reached. 
Attempts hitherto made to use coal for internal com- 
bustion without the addition of elaborate gas making and 
scrubbing plant, have practically invariably shown a 


Ес. 3.—CYLINDER HEAD ARRANGEMENT OF THE COAL САЗ 
ENGINE. The figure in the photograph shows Dr. Archi- - 
bald Low. The valve he is operating changes over the gas 
from town supply to the self-generated supply. 


tendency towards tarry deposit in the cylinder, but in the 
Low engine this trouble does not appear to exist, for the test 
cock showed that the gas given to the engine was mixed 
with athick mustard-coloured smoke, which would not con- 
dense except under extreme cold or a combination of con- 
siderable cold and high compression, neither of which would 
bé incurred in ordinary working. The piston, too, appeared 
to be perfectly free from deposit, although somewhat black, 
but this was due to the burning of the lubricating oil at the 
high compressions, and the consequent high temperatures of 
combustion in the cylinder. In fact, to this last may largely 
be ascribed the remarkable fuel consumption. 

But, apart from the mere economy in fuel consumption, 
the Low engine promises to have a big future, owing to the 
simple fact that it utilises the slack and small stuff of our 
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Ето. 4.—CoMBUSTION HEAD OF THE LOW ENGINE SEEN FROM 
THE HOPPER SIDE. The ends of the generating tubes 
and of the conveyor worms can here be seen. 


coal supply—the least valuable grades of coal ; nor with the 
larger size of engine need the coal be screened very carefully. 
The accompanying illustration will give some idea of the size 
of the coal used in this comparatively large engine. Of 
course, the size of the fuel depends to some extent on the size 
of the engine; for cylinders of about 5 in. diameter with 
corresponding stroke, cubes up to } in. would be quite large 
enough, while for the little 2-H.P. engine with which Dr. 


Low did much of his experimental work, the coal was scarcely 
coarser than coarse brown sugar. "That the engine is not 
very exacting about its fuel supply, however, and has a wide 
range in this direction is evidenced by the fact that it has 
been shown capable of running on such fuel as sewage. 

One other point. In previous attempts to use coal gas in 
more direct ways than usual, trouble has often been 


Fig. 6.—GIVING AN IDEA OF THE SIZE AND SORT ОР COAL 
USED ON THE LARGE 100-H. P. Low ENGINE. The scale 
shows inches. 


experienced from the production of sulphuric acid. In this 
case the H,SO, is split up into hydrogen, sulphur, and sulphur 
dioxide, which causes nothing more than a slight pitting of 
the easily replaceable generator tubes. 

The engine has now reached that phase of development 


when it leaves the experimental, and enters on the com- 


mercial stage, and if recent performances afford any criterion, 
it has a very great future before it, in small and large sizes. 


.LAYING-OUT ANGLES IN TRANSMISSION 


LINES. 


ONE of the most important preliminary steps in the design 
of overhead transmission circuits is the determination, sur- 
veying and plotting of the route to be followed. The latter 
must be arranged to take advantage of, or avoid, natural 
facilities or. difficulties, and a certain number of—often 
very many—deviations have necessarily to be made in the 
route. It is very important that the angle through which 
the direction of the line is to be deviated at any point should 
be rapidly and accurately determined. Methods employing 
the theodolite and other surveying instruments are well 
known, but involve costly apparatus and considerable skill 
and time in their application. 

In the course of an interesting discussion which recently 
ran through several issues of the Hlektrotechnischer Anzeiger, 
three very simple methods were described for the determina- 
tion of line angles. All three methods have been used con- 
siderably in practice, and differ little in theory, though one 
is sometimes more convenient than the others in application. 
The apparatus required includes only base poles and a 50-ft. 
measuring tape. 

Method 1.—Referring to fig. 1, A B C represents a right- 
angled triangle with equal sides B a, BC (each = 1'00toany 
convenient scale). Suppose the hypothenuse bisected in D 
and BD joined. The line BD bisects the angle B and is of 
length = 1 sin 45° = 0°71 (to scale adopted). From в 
mark out BN, BK, &c., along B D and through N, K draw 
lines parallel to ac and make B E = BF = 1 = BL = BM, 
and so on. There is thus obtained a series of isosceles 
triangles with common apex B. 

There exists a definite relationship between the heights 
and the apex angles of these triangles. As the height varies 
from 0:71 to 0:00, the apex angle increases from 90° to 180, 
and every intermediate value of the height corresponds to a 
definite apex angle, and vice versá. 

The chart in fig. 2 consists of a series of such triangles, 
coapexial at o, and with base apices lying on the circumfer- 
ence of a circle of centre o and radius = 10 (to any con- 
venient scale). | 

To explain the application of this method, suppose that 
the angle between A B, BC (fig. 3) has to be determined 
(in practice the angle between adjacent sections A B, B C of 
an overhead line lies between 90" and 180°, and fig. 2 has 
been constructed on the supposition of these limits). Having 
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erected guide posts at A, B, o, supplementary poles D and E 


аге set in the lines B A, B C, and at a distance of 10 m. 


from в. The distance D E is measured by a tape, the 
central point м is thus determined and the distance в м is 
measured. On setting off B м (to scale) along o P on the 
chart shown in fig. 2, the apex angle of the corresponding 
equilateral triangle can be at once read by a protractor, 
(interpolating between two triangles if necessary) The 
apex angle thus determined is obviously the required angle 
A BC in fig. 8. 23 | 

- If desired a more or less complete table of corresponding 
values of perpendicular height and apex angle can be pre- 
pared for the series of triangles in fig. 2, as shown along- 
side the latter. 

Method 9.— Whereas method 1 measured the perpen- 
dicular distance from the centre B to the chord A C, E F or 
L M, &c., fig. 1, the present method regards the angle whose 
value is required as the angle subtended at the centre в of a 


Fig. 2. 


circle of radius 10 m. by the chord pk (fig. 3). Setting 
out posts D, E, as before, the distance D E is measured in 
metres by tape, divided by 10, and thus a figure obtained 
from which the corresponding central angle a can be deter- 
mined by reference to a table of angles and chords (such as is 
to be found in any engineering pocket book). If the angle 
a is more than, say, 120^, it is better to set the post D at D!, 
then determining the angle 8, whence the required angle a at 
once follows. This procedure is desirable on account of the 
mall changes in the length of the chord р E when a 
approaches 180°, so that a small error in the chord measure- 
ment causes a relatively large error in the angle deter- 
mination. 

As compared with method 1, this method avoids the 
bisection of D E and the measurement of B Mu; but, on the 
other hand, method 1 can be used by reference to a table 
quite as easily as method 2 ; and, moreover, the angle a can 
be determined accurately, however nearly it may equal 180°. 
Indeed, the accuracy of method 1 rather tends to increase, 
as the angle a grows larger, for, referring to fig. 4, a given 
error (d Г) in the height m, subtends a greater chord b when 
the angle a/2 is small, than when this angle is nearly 90°. 
On the other hand, the error due to (d 7) is never excessive, 
because the angle a is very rarely, if ever, less than 90° in 
practice. If, as is probable, the error in m (fig. 4) is a 
constant percentage, method 1 is yet more accurate in 

application, since the length (d Г) is less at a (fig. 4) than at 


в, and hence the angle d 6' ів yet emaller (as compared with 
d 0), than is the case when equal error d / occurs in m, m’. 

Method. 8.— While depending on the same geometrical 
foundation as methods 1 and 2, this method evaluates the 
desired angle by means of a slide rule instead of by reference 
to tables. It is convenient to determine half the angle а?, 
or 6/2 (fig. 3), and make the length B D = BE = BD! = 5 
yards (or metres) in this case. Referring to fig. 3. 
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Having erected the posts E and D or D', and measured 
the distance D E or E D' as before, this length, in yards or 
metres, is divided by 10, and the result is set on the right- 


— — 


hand half of the upper slider, under the right-hand top unit 
on an ordinary slide rule. The angle a/2 or 3/2 can then be 
at once read on the back of the slider, and double the angle 
thus determined is a or B, fig. 3. 

As is well known, the slide rule does not give sine values 
accurately above 60°, hence a good working rule is to use 
equation (1) if the angle a is less than 90°, and equation (2), 
corresponding to measurement E D', if the angle a is greater 
than 90°, which it usually is in practice. 


TABLE REFERRING TO FIG. 2.—EQUIVALENT VALUES OF m 
. AND ANGLE a. 


m. Angle a. т. Angle a. т. Angle a. т. Ате", 
0°0 180 1˙8 159 3˙6 137 5˙4 114 
0˙2 178 90 157 3:8 135 56 111 
04 175 22 155 40 132 58 109 
0'6 173 2'4 152 4˙2 130 6˙0 10⁵ 
0˙8 171 2˙6 150 44 128 62 108 
1:0 168 2:8 147 4*6 195 64 100 
1? 165 38:0 145 48 122 66 96 
14 163 3˙2 143 5˙0 119 6˙8 93 
1'6 161 34 140 5:2 116 Т1 90 


Prize Distribution.—The annual prize distribution to 
the successful students of the Northampton Polytechnic Institute, 
Clerkenwell, E.C., will be held on Friday, Deoember 6th, at 7.30 p.m. 
ш ичсен of Northampton will distribute the prizes and 
oertificates. i E | 
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PROCEEDINGS OF INSTITUTIONS. 


Scientific Shop Management. 


ON October 23rd, Мв. G. C. ALLINGHAM, A. M. I E. E., read a paper 
before the JUNIOR INSTITUTION OF ENGINEERS on the Taylor 
system of shop management. Discussing present conditions, he 
pointed out that it was not uncommon for a man to take no less 
than four times as long over his work as he need do if he did his 
best. The lack of efficiency was due to the want of means for 
ascertaining how long it ought to take to do any given piece of 
work, the tendency of workers to conceal their capabilities, and the 
inefficient methods of working adopted even by skilled men, Mr. 
F. W. Taylor and his associates had for 30 years been engaged in 
a systematic study of manual labour, and had found that, as a rule, 
work could be done continuously in from one-half to one-quarter 
the time hitherto expended, and the relationship between employer 
and employed could be placed on an entirely new basis. 

The principle at the root of the system was the analysis of every 
piece of work into its component parts, and the study of each 
element, by close observation of first-class workmen. Useless 
motions were eliminated, othera improved ; for example, the motions 
of a bricklayer in laying a brick were reduced from 18 to 5, and in 
one case from 18 to 2, so that instead of 1,000, he could lay 3,500 
bricks per day, with, if anything, less effort than before. Various 
other instances were cited in the paper, showing, for example, that 
there was a best size of shovel for handling coal, and another best 
size for iron ore; even the intervals of rest between carrying heavy 
loads were subject to correction— with proper intervals of rest and 
work, nearly four times as much could be done in & day without 
undue exertion. 

In the art of cutting metals, especially, Mr. Taylor's investiga- 
tions, which comprised some 50,000 experiments at a oost of £30,000 
to £40,000, and consumed 400 tons of metal, had led to most 
valuable resulta. 

The methods adopted were described by the author, who explained 
also how the rates of payment were fixed 80 as to enable both work- 
men and employer to profit by the introduction of the system. For 
ordinary shop work it was necessary to pay about 30 per cent. above 
the average current rate of wages; for heavy work, 50 or 60 per 
cent.; for skilled work, 70 to 80 per cent.; and for work involving 
both skill and severe exertion, 80 to 100 per cent., above the average. 
Additional expense was incurred on account of the increased 
amount of clerical and office work, and more elaborate supervision ; 
but this also was compensated for over and over again by the 
enormous increase in production, which was not accompanied by a 
proportionate increase in standing charges. The tendency of the 
system was to raise the men to a higher class of work than they 
were on before, and to employ each man on the class of work for 
which he was best suited. Every man had the chance to do the 
best he could for himself, and a better chance of getting on than he 
had previously. 

The process of changing to the Taylor system must be gradual ; 
but when once a quarter or a third of the men had been convinced 
of its advantages by experience, the rest would quickly fall in with 
it. The system was already in extended use in the United States, 
where at least 50,000 workmen were employed under it, and in 
Canada ; the output per man had been increased three or fourfold, 
and the wages by 30 to 100 per cent., but the labour costs were one- 
half, or lese, than they had been even in well-managed works under 
the old system, with the same plant and equipment. The effect of 
the system was to raise wages, shorten hours of labour, increase 
profits, and reduce the selling price, while the workers were 
benefited not only materially, but also morally. If we were to 
compete with the United States, we must adopt the Taylor system. 


Institution of Electrical Engineers (Birmingham 
Section). 


ON Wednesday the chairman, Mr. A. M. TAYLOR, delivered his 
inaugural address dealing with Patents and Inventions,” on 
which, he said, the prosperity of the country in general, and of the 
electrical industry in particular, depended to & greater extent than 
perhaps was usually supposed. A country which did not provide 
new developments in industry was apt to stagnate, and would 
certainly be unable to compete with other countries which were 
providing these developments, 

The question arose whether it was not desirable, in the interesta 
of the country at large, to give still greater stimulus to invention ; 
there was an obvious temptation for large concerns having abundance 
of capital, and control of certain markets, to seek to use this capital 
‘to enhance their profite, and to stifle competition from any new 
developments. | 

To take a concrete example : Suppose it had been possible for the 
manufacturers of reciprocating steam engines to have bought up 
and stifled all inventions in steam turbines, as rapidly as they 
appeared; the whole industry of the nation would have suffered, 
and developments in large power plants would have been retarded 
to an enormous extent. The destructive tendency of such a course 
would seem to be self-evident. =  - 

One very important reason for the apsthy of the capitalist, or the 
. manufacturer, towards the inventor wasto be found in the fact that 
there was a profound distrust in the value of patente, and this was 
one of the points which it was desired to investigate in the present 
address. 

Another point was the inducement to invention which should be 
offered by the large firms to their employés, and a third point was 


the financial aasistance which should be offered by indepandent con- 
cerns to the best class of inventors, in the national interest. 

Dealing with the first point, it was perhaps not generally known 
by the inventor that, even when he had survived the scrutiny of the 
British Patent Office, he had only secured a reasonable chance of 
his invention not having been anticipated at the Patent Office; he 
had no assurance that the invention would act in the manner pre- 
dicted, or that there was real "subject matter ia his invention. 
The knowledge, in a general way, that there were difficulties of thia 
sort to contend with no doubt had its influence on the capitalist, 
and even on the manufacturing firms which would otherwise deal 
with the matter. : 

A question, then, for careful consideration was whether the 
inventor got sufficient encouragement from the State to compensate 
him for these uncertainties, and whether these things were not 
done better in other countries. In Germany, especially, the investi- 
gation of a patent was carried out with a thoroughness that left 
the inventor, when he emerged successfully through the ordeal, 
with the confidence that, even if he were attacked in the law 
courts, his. patent would almost certainly not be cancelled either on 
the ground of lack of subject matter" or on that of inability to 
work, if made as described in the specification. Another very good 
feature about the German patent was that the only fee which the 
inventor had to pay to obtain this excellent benefit was & matter 
of some 20 marks, since he did not have to pay the remaining 
30 marks unless he was granted the patent, which might be as 
much as two years later. 

The question of the "validity" of a patent, or otherwise, was 
one of vital importance to the inventor, and the differenoe between 
what constituted sufficient to obtain (in England) the grant of a 
patent and what constituted "subject matter" was little under- 
stood by the average engineer. 

He would take, for example, the Ilgner patent, which had been 
granted in this country, and in the pushing of which large sums of 
money had been incurred, and which, at the instance of a com- 
petitor, who had no master patent to offer in its place, was declared 
to be invalid. E 

The judgment in this case showed very clearly the erroneousness 
of the common idea that any combination of known ideas, which 
effected a new ог improved result, was subject matter for a patent. 
In the present instance the combination of the motor-generator 
idea (introduced primarily for regulating the speed of the second 
motor) with the fly-wheel (introduced at the right point of the 
chain to avoid the excessive demands being transmitted back to the 


generator) was undoubtedly a combination effecting “а new and 


improved result," and as such would be accepted by the British 


Patent Office. But after a company had been formed, and capital 


spent on developing the scheme, with the supposed certainty of 
reaping a substantial reward later in royalties, the whole thing was 
quashed by an action in the law courts. 

What, then, could be done for the inventor? Undoubtedly the 
right way was for the British Patent Office to be invested with 
powers to enable it to determine authoritatively whether an in- 
vention possessed “ subject matter ” before it issued Letters. Patent. 

It seemed to him that the British inventor had for too long 
neglected to avail himself of the means of combination possessed by 
other individuals, and some powerful organisation was needed in 
this country to defend his interests, and to state his case in Parlia- 
ment. Something, in fact, akin to their own Institution was 
needed. 

He might perhaps give a hint to the inventor. If he could not: 
get the British Office routine amended in the desired direction, the 
German Patent Office was still at his disposal, and the oracle 


‘could be worked, if done the right way, for a sum not exceeding 


£3 to £4 if the patentee was his own draughteman. 

Turning to the inducements to invention offered by manufac- 
turers, it was fairly common practice for large manufacturing firms 
to call upon their employés to sign a document, whereby they 
agreed to hand over absolutely to the firm all inventions they 
might make while in their service, and disclaimed any right. 
whatever to participation in the profits. The theory of this 
arbitrary proceeding was that the employé had got his knowledge 
through his employer, But, though there were occasional cases 
where the invention had, so to speak, been pitchforked into the 
employé's hands in the course of his daily work, there was a large 
majority of cases where the employé came to the employer with 
knowledge gained elsewhere, and to the benefit of which the 
employer was not entitled. 

A case happened within his own knowledge, where an excep- 
tionally brilliant engineer was positively dismissed because he 
refused to hand over to his employers a patent which he had taken 
out, and the knowledge for which he had certainly obtained before 


. he came to the said employers. 


No doubt there were many simple ideas which were the result of 
a happy inspiration in the course of one's daily work; but the day 
had gone by when anything of real value could be evolved in 
electrical engineering without an immense amount of brain work ; 
and, if there were not sufficient stimulus of reward, the busy 
engineer could hardly be expected to spend his evenings at such 
problems when he could get along just as well with his employers 
if he did not do anything outside of his office, 

There were certain fairly obvious improvements which might be 
made in present relations between employer and employé. 

It should be absolutely illegal for an employer to compel an 
employé to hand over to him his invention, on pain either of dis- 
missal, or of prejudice in any way to his advancement if he stayed 
on with the firm employing him. 

The employé should certainly be allowed to apply direct to the 
Patent Office in the first instance, if he chose to do so. The fact 
that the patenting fees were, under present arrangements, borne by 
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the employer, counted for very little in the matter. In most cases 
the inventor would greatly prefer to pay his own. 

In all these matters an Institute of Inventors might be of 
inestimable service to the inventor, if properly arranged to safe- 
guard his interesta. 

Undoubtedly the engineer with & genuine bent for invention 
needed every encouragement. By this he did not mean the casual 
inventor of a new button-hook or boot-jack, but the engineer who, 
having a good training in fundamental principles, set out with a 
full knowledge of what had already been accomplished in a par- 
ticular direction, and had a clear idea of what he wanted to arrive 
at, and was prepared to make sacrifices in its attainment. 

Could not the Institution do something in this sense? All their 
premiums appeared to be granted on the merits of papers read 
before the Institution, judged on the basis of their contribution to 
the general fund of knowledge, or their promotion of a good dis- 
cussion. But if they had a substantial premium set aside for the 
inventor who might read a paper descriptive of his work (even if the 
‚ object of that work were not finally attained), such premium might 
help him to continue his experiments or developments. And, if 
contributions towards such a fund were invited on the part of 
members generally, would there not probably be a large response 
from members, and thus an additional stimulus given to original 
work ? 

The period of six months allowed between the lodging of the 
provisional and that of the “complete” specification was altogether 
too short for inventions that involved a great deal of investigation, 
calculation. experiment and development. 

It was very hard on the class of inventors who were the most 
likely materially to benefit their country that they should be handi- 
capped by having either to drop their original work (and thus lose 
priority) or to disclose to the public an invention at such a stage 
that it invited development by others who had not done the really 
hard work on it. They should be allowed, under increasing penalty, 
to extend the time to nine months, or even a year. 


A suggestion might be made as to whether the British Patent 


Law should not differentiate between “inventions” in which there 
wae held to be “subject matter” and those in which there was 
not. There was a large class of very useful inventions in which 
two or more independent ideas were combined to produce a new 
and improved result. Surely such an invention deserved better of 
the public than to be put upon the scrap heap after a lot of time 
and money had been spent upon it. Take, for instance, the 
Ilgner case; it was very easy for a judge to be persuaded by expert 
witnesses that the thing was self-obvious, but the ordinary 
engineer might be allowed to have his doubts about this. 

In any case the fact remained that the crushing of a patent in 
this way was a distinct discouragement to invention, and that the 
best class of inventor, viz., the well-informed, plodding engineer, 
who had a definite purpose and the best equipment for effecting it, 
‘was the one most hard hit by it. He would suggest that complete 
protection be granted to this class of patent, but only, however, for 
в limited term of years—say 10 years instead of 14 years. Any- 
thing which discouraged inventions which would confer a boon 
upon the country producing them (though they need not be in 
themselves of striking novelty) was actually a blow aimed at the 
trade of the country itself, and therefore should be remedied with 
the least possible delay. 


An Improved Joule Radiometer. 


Ом the 8th inst. Mr. F. W. JORDAN, A. R. C. S., B. Sc., described befofe 
the PHYSICAL SOCIETY an improved form of his simple Joule 
apparatus, adapted to show the existence of the Peltier and Thom- 
son effects, which had been designed to eliminate the necessity of 
elaborate thermal insulation and to give a steady zero and a fairly 
high sensibility. 

A brass tube A, 4 cm. long, 1'6 cm. diameter and 0'2 cm. thick, 
was divided longitudinally into two compartments by a copper 
plate B, O6 mm. thick. Two rectangular gaps were cut in diagon- 
ally opposite corners of the partition and two sector-shaped disks 
of copper, c c, were soldered to the edges of the gaps to form the 
horizontal sides of the channels for the current of air between the 
compartments. The partition B and the disks cc were soldered to 
the inner surface of the brass tube A. Two light mica vanes, d d, 
each 7 mm. X 6˙5 mm., and total weight 14 mgm., were fixed with 
a little shellac to a fine glass stem e. The distance between the 
vanes and the other dimensions were arranged so that when sus- 
pended the clearance between the edges of the vanes and the sides 
of the channel was about 1mm. A small silvered glass mirror m, 
3°5 x 25 x 0'2 mm., was attached to the glass stem e, and the 
whole system was suapended by a quartz fibre 9 cm. long and 
about 0:004 mm. in diameter. The flanged ends of the brass tube A 
and the brass cover plates D D were ground plane and screwed to- 
gether tightly. The glass tube E carrying the torsion head was 
fitted over a short brass tube fixed centrally to the upper cover 
plate. The motion of the vanes was limited by stops to about 
20°. The air in the interior of the apparatus was thus 
- practically sealed from communication with the atmosphere, and 
shielded from stray heat by the brass enclosure. The apparatus 
was fitted inside a concentric brass tube, and the whole was mounted 
on a levelling stand. 

The sensibility of an instrument of this type might be expressed’ 
by the deflection in millimetres on a scale at a distance of a metre 
from the mirror produced by the absorption or evolution of heat at 
the rate of a microwatt in one of the compartments. This was 
determined by parsing a measured current through a known resist- 
ance in one of the compartments. 


The ends of a short length of No. 47 eureka wire f were soldered 
to two leads of No. 36 copper wire. The insulated leads were 
fastened together and to the inside of a narrow glass tube with 
paraffin wax. The glass tube was passed through a circular 
aperture in the lower cover plate, and sealed with Chatterton com- 
pound; a pair of dummy leads were similarly mounted in the other 
compartment to compensate any gain or loss of heat along the leads 
to the resistance loop. 

The position of the spot of light on the scale was steady a few 
minutes after the apparatus had been levelled and adjusted. 
Bringing the hand quite near to the outer brass tube had no 
appreciable effect, and the zero remained steady to within a frac- 
tion of a millimetre. The motion of the vanes was excessively 
damped, and the period of swing was much greater than the 
undamped natural period. 

The deflections produced by measured currents through the 
resistance loop were very nearly proportional to the squares of 
the currents, In the case of the full scale deflection the spot of 


NEW RADIOMETER. 


light became steady 40 seconds after the current was started 
through the resistance. On breaking the current the spot of light 
returned to the original zero in about the same interval of time. 
This interval of time could be reduced by diminishing the air 
resistance to the motion of the vanes, The latter could be 
effected by increasing the clearance around the edges of the vanes. 
The following figures gave some idea of the sensibility of the 
instrument. 

A deflection of 122 mm. on a scale at a distance of a metre 
from the mirror was produced by a current of 4°75 milliamperes 
through the resistance of 10°5 ohms. This gave a sensibility 
of 0:52 mm. per microwatt. The small deflection of about 1 mm. 
produced hy 0°5 milliampere could be repeatedly observed. The 
range of the instrument could be extended to measure feeble alter- 
nating currents of the order of 10—* amperes by using a heater of 
1,000 ohms, and the least detectable current in this case would be 
5 X 10—5 amperes. 

Alternating currents producing more than the full scale deflec- 
tion could be conveniently and accurately measured by the com- 


pensation methods of Н. L. Callendar and К. Angstrém. In 


Callendar's method the heat from the heater would be abeorbed by 
the current through a thermo-junction in the same compartment. 
In Angstróm's method the heat would be balanced by the heat from 
a similar resistance in the other compartment. A calibration with 
direct currents would be necessary in every case to measure 
alternating currents. 

The instrument might be adapted to measure the heat given out 
by small quantities of radium. A calculation showed that 1 mgm. 
of radium should give a deflection of 50 mm. on the scale. 

To measure radiant heat it would be sufficient for most purposed 
to make a small window of rock salt or fluorite of about 50 sq. mm. 
in the side of the brass tube A and direct the radiant heat on toa 
thin metal disk supported centrally by a fibre in one of the com- 
partments, The rate of absorption of heat by the disk could be 
measured by Callendar's method. The indications of the instru- 
ment could thus be made independent of radiant heat from 
directions other than those limited by & tube directed towards the 
window and the receiving disk, 


Australian Sign.—A novel sign has recently been 
erected in Kingsway for the Australian Commonwealth. It is illu- 
minated by 156 Osram lamps, which give it a brilliancy enabling 
the daily messages displayed thereon to be read at a considerable 
distance. The light is well directed and concentrated by means of 


hidden reflectors, The electrical work in connection with this sign 


has been carried out by the ELECTRICAL INSTALLATIONS, LTD., of 
27, Martin's Lane, Cannon Street, E.C. | 
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SOME CARLISLE NOTES. 


READERS of our pages will be aware that recently a very successful 
electrical exhibition was held by the Carlisle electricity department, 
in the main hall of what was a Unitarian Church building, until it 
was acquired by the Corporation for necessary extensions of the 
electricity works. 

During the past three years the capacity of the works has been 
кее, mainly in order to cope with the growing motor load in the 
city. 

This has considerably improved the conditions at the works, and 
greatly reduced the works coste, making it possible to offer supplies 
at cheaper rates, and as а result, and with a view to increasing the 
meagre revenue obtained from mains laid in residential districts, 
Mr. S. T. Allen, the city electrical engineer, was led to introduce 
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CHURCH BUILDINGS PURCHASED FOR EXTENSIONS BY 
CARLISLE ELECTRICITY DEPARTMENT, 


the new “ domestic tariff based on a fixed charge of 123 per cent. of 
the annual net rateable value of the house, and 4d. per unit for all 
energy consumed for lighting, heating, or cooking. The fixed 
саге is, moreover, payable quarterly, and no meter rents are 


In order to bring the advantages of this tariff home to existing 
and potential consumers, and more particularly to emphasise the 
value of electric cooking, Mr. Allen decided that it was preferable 
to hold the exhibition previously mentioned, and, further, that the 
latter would best achieve its purpose, if personal invitations, in the 
form of cyclostyled letters, accompanied by complimentary tickets 


CHURCH HALL USED FOR AN ELECTRICAL EXHIBITION 
AT CARLISLE. 


were sent to specified individuals. The exhibition was not intended 
to amuse the man in the street, but rather to concentrate attention 
on modern domestio apparatus, and it drew an attendance of 1,200 
to witness the demonstrations of cooking, ironing, &c. Cooking 
was carried on nearly all day for about five days, and no attempt 
was made to ventilate the hall, a feature which was impressed on 
crowded audiences, and demonstrated the purity of the air under 
the abnormal conditions prevailing. 

Invitations were extended to visitors to bring their own joints 
to be cooked, and they were asked to weigh them both before and 
after, so that they could prove for themselves the great saving in 
weight when meat is cooked electrically, A large variety of heat- 


ing apparatus, irons, kettles, hot-plates, vacuum cleaners and light- 
ing apparatus was on view, and local contractors were invited to 
make full use of the exhibition and ite contents, there being no 
other showroom in the town. Full advantage was taken of this, 
and although little was sold directly by the Corporation, which has 
full powers to sell or hire, a good deal of business was done from 
outside. 

The exhibition was primarily held for the purpose of familiaris- 
ing consumers with the extended uses of electricity rendered possible 
by the new domestic tariff, and we gather that the Carlisle Elec- 
tricity Department is experiencing a busy time as the result. 

For one thing, a hire-purchase wiring system between landlord 
and tenant has been introduced, under which the Corporation 
obtains tenders for the wiring work only, and the tenant pays for 
the work in the first instance, but only after agreeing with the 
landlord that the latter shall deduct from the rent 20 per cent. a 
year for five years, of the cost of wiring alone. 

By this arrangement the landlord pays for the wiring work by 
instalments and without interest charges, ¿if the tenant remains five 
years; if the latter leaves before that period he sacrifices part of 
the cost whioh he originally paid. 

The exhibition hall, or part of it, will be permanently used as a 
showroom by the Electricity Department, which intends to make 
use of part of the rather secular-looking church building for а 
battery room, stores and further office accommodation. In conclu- 
sion, we are indebted to Mr. S. T. Allen for the interesting notes 
here printed. | 


CONSULAR NOTES. 


Bosnia.—The British Consul at Sarajevo reports an opening in 
Bosnia for British-made steam engines, and oil and benzine motors 
for driving threshing machines and flour mills. H.M. Consul also 
states that dealers in Sarajevo now apply to his Consulate more 
frequently than they used to do with the object of getting into direct 
communication with British firms. The names of such persons are 
communicated to the Commercial Intelligence Branch of the Board 
of Trade. Inquiries made of leading merchants seem to show that, 
on the whole, the demand for British goods is increasing steadily, 
though the total consumption is still very small—perhaps not over 
£10,000 worth per year. 

The erection of a large new general post office, in which the 
postal, telegraph and telephone services will be centralised, was 


begun in 1911, and is to be completed by 1913. The cost is esti- 


mated at £47,000. The electric tramway system is to be extended, 
and a more frequent service introduced. The following works are 
being contemplated for other towns in Bosnia-Herzegovina :— 
Banjaluka, electric lighting; Bihac, electric lighting; Bijeljina 
electrie lighting ; Derventa, electric lighting and drainage ; Mostar, 


public baths, £12,500; bridge over the river Narenta, £9,000 ;. 


electric power station; slaughter-house ; Zenica, electric lighting 
and drainage. 
Chile.—The British Consul-General gives the following list of 
falas telegraph stations in Chile in a report recently sent 
ome :— 


Stations. Radius. Remarks, 
oms. 
a To be completed next year 

Antofagasta 600 T РА T 

uimbo 600 [m [1 [I] 
Valparaiso 600 Now working 
Juan Fernandez 600 Projected 
Talcahuano .. és 1, To be completed end of this year- 
Mocha МЕ id 600 m - - 
Llanquihue $ 2,000 Projected 
Ancud . 600 "T 
Huafo .. 000 m 
Cabo Raper 600 2i 
Bvanjelistas . 600 90 
Punta Arenas 9,000 10 


Norz.— All stations, with the exception of Taloshuano, will be fitted with 


the Marconi ap tus. Talcahuano wil have the Telefunken system. All 
stations will maintain a permanent service day and night. 


Russia.—The British Consul at Moscow. reports that owing to 
the appearance of a new competitor who threatened their 


monopoly, the Moscow Electrio Co. considerably lowered their 
rates during 1910. The result of this was that many mills and 


works in Moscow started using electricity for their motive power 
and lighting. In the Lefort district of Moscow alone out of 48 
factories 20 have already adopted electricity, and others are follow- 
ing their example. The works find not only that electricity ig 
cheaper, but also from a hygienic point of view much is gained, 
and there is less danger to the hands. 


Tasmania.—The American Consul at Hobart reporte that by 


the Ist of January of next year, Hobart and small near-by towns 
will be supplied with cheap electric current for lighting and power 
purposes derived from the water-power resources, and this ought 


to stimulate a demand for electrical materials and apparatus, of 


which American manufacturers might take advantage. The city, 
of Launceston, which now has a limited supply of cheap electric 
power, will doubtless have larger supplies available in the near 
future, and it seems only a matter of time when probably most of 


the towns of Tasmania will be electrically developed. The- 


estimated cost of providing the installation and of erecting 
some metallurgical works in connection therewith is £250,000. 


The company expects later on to use the electric power not only’ 
for the treatment of complex Australian ores, but also for the 


manufacture of calcium carbide, calcium cyanamide, &c. 
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Japan.—The American Consul at Yokohama reports that the 
Japanese Government has rejected the application of the municipal 
authorities of Tokio for permission to increase the capacity of the 
electric light department of the city to approximately one million 
lights. The Municipality of Tokio is now engaged in the lighting. 
business through the ownership of the electric street-railway lines. 
The Tokio Asahi states that the reason for rejecting the application 
is that, when the establishment of the Nippon Electric Light Co., 
came up for approval last year, the Government, after investigation, 
ascertained that there was ample room for the operations of three 
companies—the Tokio Electric Light, the Nippon Electric Light, 
and the Electric Light Department of the Tokio Railways (now the 
Electric Bureau of the Tokio municipality)—and granted the Nippon 
Electric Light Co. the right to furnish electrio light to the amount 
of 11,000 kw. If the Government were now to eanction the new 
scheme of the Tokio municipality for 17,000 Kw. (or actually 
20,000 Kw.), despite the fact that there has been no particular 
increase in the demand for electric light ín the city, the grant to 
the Nippon Electrio Light Co. would become meaning lees. 

Venezuela.—The American Consul at La Guaira reporte that 
the telegraphic system of the Government has been extended to 
Ocumare de la Costa, the point between the La Guaira and Puerto 
Cabello, toward which the new road from the interior is being con- 
structed. During April the duplex system of telegraphy was 


established on several of the principal lines of the Government, 


and this system will be extended to the following places: 
Maracaibo, Barquisimeto, Trujillo, Merida, Rio Chico and Cumana. 
The Ministry of Fomento has been authorised to purchase the 
necessary instruments for the service and to construct direct 
lines between Trujillo and Valera and between Rio Chico and 
Cumana. 


: LE Ce. Dieu t "i 
FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


AMENDMENTS. 


FRANCE.—The British Chamber of Commerce in its Monthly 
Circular calls the attention of British manufacturers and exporters 


to the fact that French law prohibits the import, bonding, transit 


or circulation of all foreign products, natural or manufactured, 
bearing on themselves or upon their packing cases, bales, envelopes, 
bands or tickets, &c., any trade or manufacturer's mark, name, sign 


or indication whatsoever which may cause the belief that such 
It is, says the Circular, in 


goods are of French make or origin.” 
the interests of British manufacturers to emphasise in every way 
the British origin of their goods, and they usually do so, but it 
occasionally happens that a French customer wishes his name to 
appear on the goods he orders. Compliance with such a request 
would involve the seizure of the goods at the port of entry, unless 
the mark were accompanied by the words importé d'Angleterre " 
or “ fabriqué en Angleterre," and the same remark applies to any 
mark or indication whatsoever which is in the slightest degree 
' likely to cause the belief that the goods are French. Even in the 
case of British firms having branches in France and marking their 
goods thus—" J. Smith & Son, London and Paris"—such marking 
would be held to be an infringement of this law unless the mark 
were accompanied by an indication in French of the real country 
of origin as above. The Circular draws particular attention to this 
matter, as the French Customs authorities are said to have made a 
great number of seizures of goods recently for the above-mentioned 
reasons, and it further advises British exporters to avoid possible 
trouble by indicating the British origin of their goods in the most 
distinct and unmistakable way ; and, in the case of firms having a 
branch in France, to indicate the British origin of their goods, not 
only upon the goods themselves, but also upon their general office 
stationery. | ү 


TURKEY.—As a result of the war, all goods gent to Turkey from 
neutral countries must be accompanied by a certificate of origin ; 
if not, such goods will be charged with extra duty of 100 per cent., 
as well as ordinary duty of 11 per cent. ad val. 
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NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P. TuHompson & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


24,586. ‘* Electric oven.“ 
October 28th. 


24,592. '' Means for and methods of changing tbe frequency of alternating 
currents.“ A. M. TAYLOR. October 28th. 


24,696. “ Box or packing for electric light bulbs and the like.” H. W. 
Воввовт, E. N. HILLIER ард W. A. THompson, October 28th. 


24,618. Power transmission." J. G. P. THoMas AND TuHoMAS TRANS- 
MISSION, тр. October 2th. 


24,621. '' Electric incandescent lamps.“ Н. Barta. October 28th. 


94,626. ‘* Crucibles for electric furnaces.” ` MonaAN CRUCIBLE Co., Lrp., and 
С. W. Berzins. October th. | 


24,643, “ Electromagnetic separators.”  MASCHINENBAU-ANSTALT HUMBOLT. 
(Convention date, October 27th, 1911, Germany.) October 28th. (Complete.) 


BiwPLEX Conpuits, LTD., and F. G. TAYLOR. 


х 


24,665. ''Devices for automatically adjusting tbe time of ignition in internal. 
combustion engines.“ FinM or R. cH, (Convention date, December 6th, 
19)1. Germany.) October 28th. (Complete.) 


24,691. ''Driving gear for the armature shafts of magnetico iguiting appe 
ratus for internal-combustion engines," B. K. Тновевек and О. R. Огаки. 
October 38th. (Complete.) 

24,718. Homopolar dynamos." A. RoLrz. October 99th. 

94,788. ''Electrically controlled locks for securing the doors of railwa 
carriages. taxicabs, or like vehicles when in motion." С. B. Macanan and . 
JAMES. October 29th. 


94,751. “ Electrical transmitting and receiving devices for communication 
simultaneous and equal movements." J. L. RouTIN. October 29th. 


24,758. Method for the transmission of photographs and other pictures by 
means of ordinary telegraph and telephone apparatus." U. ELLERO. October 
29th. (Complete. r 

94,776. Electrical heating units." E.C.R.Manrxs. (Landers, Frary and 
Clark, United States) (Divided application on 10,029 of 1912, April 27th.) 
October 29th. (Complete.) 


24,810. ‘* Electrico heating stoves.” В. L. Корх. October 29th. 

24,875. ''Incandescing bodies." С. H. FiscHER and В. 
vention date, December «3th, 1911, Germany.) October 80th. 

94,898. ''Dynamo-electric machines.“ А. RorrE. October Slst, 


24,927. Device for winding and unwind line wire, chiefly as transmitter 
of electric current to a varying length.” F. J. G. BEYER. October 818. 


94,989. ''Switches." J.LippLER. (Gordon Electric and Manufacturing Co., 
United States.) October81st. (Complete.) 


94,997. ‘* Production of high-frequency currents adapted for use in wireless 
telegraphy and telephony." W. P. Тномрвох. (Compagnie Universelle de 
Telegraphie et de Telephonie sans fil, France.) October 81st. (Complete.) 


24,951. *'' Electric motors used in the propulsion of vehicles." W. H. ALLEN. 
Ootober 31st. 


24.958. Fittings for electric lighting purposes." 
ber 81st. 


94,954. ''Electricity meter.” L. ScHOLLER. 
1912, Germany.) October 318+, (Complete.) 
24 


ae for periodically testing electric currents." С. Smits. 
er Slat. 


Aro lamp carbon-holder." A. M. Hoopes. October Blst. 
. “ Electrio candle lamps." Н. Garne. Cotober 3186. 


94.999. ''Pole-or standard for wireless telegraphy." Н. W. MuoLEsrox. 
October 81st. : „ "D 

25,028. " Mariners’ compass." W. D. WHYTE. November Ist. 

25,052. Tungsten anti-cathode fot Rontgen tubes." Sremens Bros. & Co., 
LT». (Siemens & Halske Akt. Ges. Germany). November 1st, (Complete.) 

95,090; ''Lead alloys." WESTERN ELXOTRIO Co., ITD. (Western Electric 
Co., United States.) November st. (Completa.): ran А 

25,091. Azimuth fitting for a mariner's*ódómpass" J. G. Сотк. No- 
vember 1st.’ | 


25,098. Portable self-contained vulcanisers." W. H. WELCH and H. FRoer 
AND Oo., LD. November 1st. 


25,101. * High · tension eleotrometers. H. Baver, November lat. (Com- 


Xx. (Con- 
Complete.) 


Е. А. WirnkiNsOW, Octo- 


plete.) 

99 Me „ Blectrio heating of houses.” Н. Lorquist. November Ist. (Com- 
plete.) 

35,189. “ Couplings for electrical purposes. V. C. H. Опввои, November 
$nd. | 

25,174. Telephone exchange systems." F. R. McBznrx. (Convention 


date, November 3rd, 1911, United States.) November 2nd. (Complete.) 
!— накы 


PUBLISHED SPECIFICATIONS. 


Copies of any of the ifications in the following list may be obtained 
of Messrs. W. P. THompson & Co., 285, High Holborn, W. C., and at 
Liverpool and Bradford; price, post free, 9d. (in stampe). 


| 1011. TEMPS 

MANUFACTURE OF INsULATED ELECTRIC LEADS OR CABLES. F. H. Broorhfield and 
E. H. Tawn.: 213834. September 27th. | £ "ы PS 

PORTABLE ELECTRIC BicNAL LAMrs. A. J. Stevens and A: J. Lyon. 23,426. 
October llth.’ a a | 

ELECTROMAGNETIO MEANS FOR THE TRANSMISSION OF Power. J. G. Balsillie. 
(Baleillie.) 29.690. October 14th. | 

BELF-STARTERS FOR EXPLOSION ENGINER. N. A. Christensen and А. J. Boult. 
22,770. October 16th. (Addition to 15,471 of 1911.) 

FIELD TELEPHONE AND TELEGRAPH BET. A. J. Stevens. 98,172. October 90th. 

HOLDERS FOR TELEPHONE Receivers. J. Trenner. 398,814. October 28rd. 

ExecrricaL 1хвсілтонв, J.-H. Ellis and British Insulated and Helsby Cables, 
Ltd. 23,068. October 26th. | 

ELECTRIC Lampa FOR MOTOR VEHICLES AND THE LIKE. A. J. Bonnella. 28,713. 
October 2 th. 

Mans FOR INCREASING THE Powxn-FACTOR AND OVERLOAD CAPACITY OF ALTER- 
NATING-CURRENT SYNCHRONOUS MACHINES, G. Kapp. 24,823.. November 
th. (Cognate application, 741 of 1912.) | na 

ug rr PowxR TimBER BAR D-SAW MacHINES, G. Pickles. 26,617. Novem- 
рег 16th. - 

MAGNETIC BRAKES OF TRAMCARS AND LIKE VEHICLES. G J. Conaty and C. B. 
Ketley. 26,909. Becember 2nd. Cognate applications, 738 of 1912 and 
8,091 of 1919.) | M 


1912. 


Егкстито Switcurs. British Thomson-Houston Co. (General Electric Co.) 
4:9. January bth. 

LiGHT PROJECTING APPARATUS AND THE LIKE, J. T. Roffy. 506. January 6th. 

ELECTROLYSIS OF METALLIO BALT BoLuTi0Ns, N.V.Hybinette. 771. January 
10. (January 1rth, 1911.) 

COMBINED ELECTRIC WIRE CONNECTION AND Совр ‘Gnir, G. St. J. Day. 1,95. 
January 16th. | 

BUSPEKDERS FOR OVERHEAD ELEGTRICCABLEs. C. E. Elder. 4,075, February 28th. 

Execrric Motor CowTROL ÜBvsTEMS. Allgemeine Elektricitats-Ges. 5,808. 
March 7th. (March 7th, 1911.) | 

ELECTRICALLY-PROPELLED MoTom-CAns. Allmanna Svenska Elektriska Akt. 
Bolaget. 7,994. April2nd. (April 12th, 1911.) 

ELECTRICAL Dust Suction APPARATUS. Firm of Bunte & Remmler. 10,606. 
May 4th. (July 8rd, 1011.) : і 

ELzcrRIC Irre APPARATUS, A. F. Berry. 18,961. June 18th. (December 
28th, 1.) 

ELECTRIC Switcues, E. B. Merriam. 14, 761. June Mth. (June 28rd, 1911.) 

TzLEGRAPHIC RRLars. A. Muirhead and F. L. Muirhead, 17,965. August 304+ 


(Convention date, April 80th, . 
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THE BROADER VIEW. 


THE address with which Mr. Duddell commenced his term 
of office as President of the Institution of Electrical 
Engineers last week was marked by two special features : 
the breadth of view with which he surveyed the field of 
electrical activity to the very horizon, even invading the 
borderland which lies between it and the domains of kindred 
sciences; and the spirit of suggestion which inspired his 
comments on the developments which we may hope to see 
realised sooner or later. In both respects the address 
resembled in the abstract that memorable one delivered by 
his predecessor, Dr. Ferranti, two years ago; but in the 
concrete form the two were very different, faithfully reflecting 
the influence of the training and pursuits of their respective 
authors. | 

Our German friends divide the electrical industry 
roughly into two great sections: the **Starkstromtechnik," 
or  strong-current industry, and the *'Schwachstrom- 
technik," or weak-current industry, and of these two arts 
the immediate past and present Presidents of the Institu- 
tion respectively are most competent exponents—a for- 
tunate circumstance, for thus the claims of both 
sections are ensured due recognition. It may be somewhat 
surprising to the younger members of the Institution, but it 
is nevertheless a fact, as was once once emphasised by the 
President, that the “ weak-current” section, the depart- 
ment of telegraphs and telephones and the like, to 
which the Institution owes its origin, is still more 
important than the supply, traction or manufacturing 


branch of the electrical industry in this country, whether 


its claims be based upon the total capital 
invested or upon the number of persons who depend upon 
it for their livelihood. Probably in this respect this nation 
is unique, the bulk of the submarine telegraph work of the 


world having been carried out by British firms, and still 


remaining largely in British hands. 

Before we consider the technical features of the address, 
we may direct attention to a remark in the first paragraph, 
to which perhaps too great significance ought not to be 
attached, but which, at any rate, serves to indicate the 
attitude of mind of the new President with regard to the 
great Institution of which he is the head. He says:— 
“The Institution is installed in its new home. It has 
revised its Articles of Association, and it is now 
prepared, having got these matters out of the way, 
to undertake its proper functions til regard to the electrical 
industry. There is a wide field of work to be undertaken, 
on the one hand, in encouraging the publication of scien- 
tific technical knowledge, and, on the other, in looking after 
the interests of the electrical industry.” The words which 
we have italicised are both a confession and a pledge; a 
confession that hitherto the proper functions” of the 
Institution have not been adequately fulfilled, and a pledge 
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that in the future that reproach shall no longer be justly 
levelled at it. We do not wish, as we have said, to overload 
this passing phrase, but the sentence which follows it, out- 
lining the dual functions of the Institution, proves that it 
was not framed without deliberation. The President, in 
fact, as he states later in the Address, endorses the views of 
his predecessor, and we shall look forward to the accom- 
plishment of solid progress in the direction of broadening 
the scope of the Institution’s operations and extending the 
benefits of membership. 

Referring to the very small number of papers dealing with 
telegraphy that had been read before the Institution—only 
12 or 13 during the last 10 years, out of a total of 400— 
Mr. Duddell expressed some surprise at the disproportion ; 
but when it is remembered that the three subjects of land 
telegraphy, submarine telegraphy and telephony have almost 
from the beginning been highly specialised and shut up in 
watertight compartments, it will be seen that the result can 
hardly be wondered at. Now that the telegraphs and tele- 
phones are wholly in the hands of the Post Office, the 
division will be even more complete. Moreover, that very 
active and thriving body, the Institution of Post Office Elec- 
trical Engineers, which meets at the Institution building, 
naturally asserts a prior claim on all papers dealing with 
these subjects. | 

Naturally, a considerable portion of the address was 
devoted to the subject of wireless telegraphy, and the 
President lucidly outlined the principal problems that are 
awaiting solution, passing over his own important con- 
tributions to the art with the barest mention ; indeed, it was 
left for Sir John Gavey to point out that Mr. Duddell 
was the first to provide a means of measuring the 
infinitesimal currents received in the antenna, thus making 
& great stride towards placing wireless telegraphy on the 
firm footing of an exact science. Without measurement 
one works in the dark, and Mr. Duddell himself pointed 
out, in his reference to the science of sound, that the lack 
of means to measure the energy of sound waves was one 
of the causes of its backward condition. From the number 
of gystems of producing radiant energy that are now in the 
field, and the activity with which research is being prosecuted 
in various directions, it is safe to predict that a few years will 
see vast changes brought about in the technics of wireless 
telegraphy. 

An interesting comparison was that which the President 
instituted between the limite of perception respectively of 
light, sound and Hertzian waves. It appears that all three 
are approximately on a par in this respect, the radiation of 
200 or 300 watts being in each case just perceptible ata 
distance of 100 miles. This is a very remarkable fact, 
thongh it may, perhaps, have no great significance, and at 
least it demonstrates the extraordinary sensibility of our 
senses—and our wireless receivers. The power expended 
is about equal to the maximum rate at which a man could 
work for a short period. 

The President made a timely reference to the great and 
increasing importance of the allied subjects of electro- 
chemistry and electrometallurgy, industries which as yet have 
received but little attention in this country, though they 
have attained to enormous dimensions abroad. We doubt 
whether it is fully realised that if a scheme were carried out 
on а sufficiently large scale, with complete utilisation of by- 
products, and suitable choice of processes to secure a load 
factor of 100 per cent., it would be possible to develop these 
industries in this country using coal as the source of energy, 
with commercially satisfactory results. Our lack of large 
water powers is not so great a handicap as superficial con- 
sideration would lead one to believe ; hydraulic works are 
costly, and water powers are usually situated far from the 
raw material as well as from the consumer of the finished 
products. | 

Returning to this subject later in the address, Mr. 
Duddell drew attention to the importance of the nitrate 
industry in connection with agriculture; already over 
100,000 Kw. of plant is devoted to this industry in Norway 
alone, and this figure will be doubled at no distant date. 
Not only for the purposes of agriculture do we require 
nitrates, but also for the manufacture of explosives, for the 
essential constituent of which we are at present wholly 
dependent upon foreign sources. 


- customers of the plaintiffs. 


In the concluding portion of the Address the President 
indulged in some interesting speculations regarding the 
possibilities of future progress in the production of radiation 
by electrical means. As in wireless telegraphy the problem 
is to produce long waves of radiant energy, so in illumination 
the production of excessively short waves, is required ; at 
present the efficiency attained in the latter case is exceedingly 
low—not above 5 per cent. at best, and under 1 per cent. 
over the whole range from coal to light. Good work, he 
said, is being done in the borderland between electricity and 
radiation, which will bear fruit in the course of time. The 
converse problem was also interesting—the conversion of the 
sun’s radiant energy into electrical energy. London receives 
100,000 Kw. per sq. kilometre in the daytime, and if only 
one-tenth of this could be made available. it would far exceed 
the present demand for electricity. But we are a long way 
indeed from achieving success in this direction, and as Mr. 
Duddell remarked, for the present it is better to develop the 
water power of Norway than to build radiation traps in the 
Sahara. 

We are pleased to add, in conclusion, that, by a happy 
coincidence, the Royal Society has just conferred the Hughes 
Medal upon Mr. Duddell for his investigations into technical 
electricity. 


AFTER the lapse of some five years, the 
full and deadly effect of the Trade 
Disputes Act has been made manifest by 
а decision of the House of Lords. Hitherto, many of us 
have been cherishing the belief that a Trade Union was only 


„above the law” in the sense that it could not be sued for 
any wrongful act done in the course or furtherance of a 
trade dispute. But this is a gross understatement. In future 
we shall exist—or try to exist—under a state of law which 
declares that no action founded upon any tortious act alleged 
to have been committed by or on behalf of a Trade Union 
shall be entertained by any Court. This state of things 
was revealed in a judgment of the Upper Chamber on 
November 18th. 

The plaintiffs, who were printers, sued a Trade Union and 
two of its secretaries, claiming damages for libel and con- 
spiracy. The alleged libel consisted mainly of the contents 
of a document entitled The Compositors’ Fair List and 
Guide to the London Printing Offices,” sent by the 
defendants with covering letters to actual or possible 
The plaintiffs, by their state- 
ment of claim, alleged that the purpose of the communica- 
tion was to injure them by representing that they 
had been guilty of unfair dealing in their business, 
that they treated their employés harshly, and never employed 
Trade Union compositors, and that they were not, therefore, 
fit persons to be entrusted with the execution of orders for 
printing. 

The Trade Union applied that its name be struck out of 
the writ of summons on the ground that the case as 
presented by the plaintiffs disclosed, by reason of Sec. 4, 
Sub.-sec. I, of the Trade Disputes Act, 1906, no reason- 
able cause of action against the Trade Union. The Court 
of Appeal held (Lord Justice Farwell dissenting) that the 
name of the Trade Union must be summarily struck out of 
the writ of summons, and the House of Lords has affirmed 
the decision. 

It were idle, even if it were respectful, to criticise this 
decision of the Supreme Tribunal. Their Lordships have 
laid down the law ; and that law can only be altered by Act 
of Parliament. We wonder whether the public will ever 
realise the position into which the country has been driven 
by the machination of those who promoted, and the folly of 
those who passed, the Trade Disputes Act, which is the 
fons et origo of this new and preposterous doctrine. We do 
not know anything of the merits of the case in question ; 
the plaintiff, of course, apparently has his remedy against 
the secretaries. But the serious result is that a Union is 
under no liability, so far as its funds are concerned, for any 
tortious act. It can falsely imprison, libel, slander, 
maliciously prosecute, assault, or act negligently towards any 
subject of the King without his having any redress by action 


Legalised 
lllegalities, 


at law. And we are in the year of grace 1912! 
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THE COMMERCIAL DEVELOPMENT OF 
ELECTRICITY SUPPLY. 


I.— ORGANISATION. 


AT first sight it might be supposed that this subject had 
been worn somewhat threadbare. Many articles from able 
pens have appeared in the technical Press from time to time, 
but they have been more or less of a fragmentary nature, 
and have not dealt with the subject comprehensively. 

It is undeniable that abnormal progress has been made 
generally within the last few years, but those who have been 
keenly watching the trend of events recently, cannot but 
admit that the many powerful forces which undoubtedly 
exist for the betterment of the industry have not been 
intelligently co-ordinated. It is now high time that the 
subject was tackled at the root. In some quarters much 
activity is employed unprofitably, in some a complacent 
attitude is adopted, while in others apathy is supreme. At 
the best, spasmodic local effort is the order of the day. 

Among the contributory causes to this undesirable state 
of affairs, municipal control may be said to be the chief. 
In the introduction of party politics and self-glorification of 
individual members of the committees, the best interests of 
electricity undertakings are often entirely submerged, and 
the financial stability of the departments are undermined by 
prodigal contributions to the relief of local rates. On the 
other hand, the meagre capital available, and the frantic 
efforts to maintain dividends under any consideration, 
effectually preclude the possibility of independent effort on 
the part of the majority of companies. 

On every side we are confronted with evidence of the dis- 
advantages under which the industry is labouring owing to 

lack of effective co-operation. It may be pointed out in 
argument that the Eiectric Supply Publicity Committee 
was formed with the object of serving mutual interests, 


but although it has undeniably aroused some slight 


preliminary enthusiasm, it has accomplished little beyond the 
issue of a few circulars and booklets, and promises to settle 
down as а mutual admiration society. 

All credit is due to those members of the executive whose 
services are given gratuitously to the cause, but, however 
well intentioned, their efforts are of the spare time variety 
and amateur in point of expert commercial requirements. 
"That the support accorded to the Committee by the industry 
is not so cordial as may be desired, is probably due to the 
fact that the various authorities realise that the activities of 
the Committee are ineffective. The more influential under- 
takings have probably members of their own staffs better 
able to deal with their own particular requirements, and the 
smaller ones, especially if long distances from the metropolis, 
may not consider the benefits offered commensurate with the 
contribution solicited. | 

It may be safely assumed that the recent developments 
in the organisation of the gas industry have been seriously 
followed by all vitally interested in electricity supply. That 
the potentialities of the competition of electricity are keenly 
appreciated by gas manufacturers is evinced by the forma- 
tion of the Commercial Gas Association. The deeply 
interesting proceedings of the Manchester Congress, one of 
the outstanding features of which was the masterly presi- 
dential address of Mr. Woodall, point unmistakeably to the 
determination of the industry to further the progress of gas 
by every possible means. The Association has received the 
whole-hearted support of gas supply authorities throughout 
the land, and also of the allied industries, and has engaged 
а permanent staff of officials specially qualified for the work 
of the Association, from whom a strenuous forward policy 
may confidently be expected in the near future. Backed by 
large financial resources, and under the guidance of an 
executive composed of the magnates of the gas world, the 
far-reaching propaganda outlined will tend to retard the 
tide of electrical prosperity unless immediate steps are taken 
фо counteract it. 

The urgency of the necessity for prompt action on the part 
of the electricity supply industry is most pronounced on 
account of the important and far-reaching improvements in 
the manufacture of apparatus, and the consequent extension 
of the use of current, for heating and cooking, as in this 


respect the supremacy of gas apparatus is now being seriously 
assailed. Half-measures will be unavailing, and an Associa- 
tion is needed which will command the confidence and 
support of all whose interests are allied. Asa suggestion, 
such an association might be named the Electricity Supply 
Development Association, the executive of which might be 
comprised of influential members of the electricity supply 
industry, and possibly representatives of the Manufacturers’ 
and Contractors’ Associations. A general manager should 
control a permanent staff of subordinates, specially selected 
for the work of various departments. 

An Association formed on these or similar lines could 
carefully foster and encourage the growth and welfare of the 


_ industry, and representations from it would be dignified and 


assured of respectful consideration. The principal sphere of 
activity would be in the preparation of suitable publicity litera- 
ture and Press announcements, but among other important 
matters would be the organisation of exhibitions, the train- 
ing and employment of canvassers, lecturers and demon- 
strators, compilation of statistics, and examining and report- 
ing upon apparatus. The Association should thus be in a 
position to strike a blow quickly and decisively at any point 
where the interests of electricity supply were assailed, and 


‘might adopt a less appropriate motto than the old slogan, 


All together, all the time, for everything electrical." 
II.—THE COMMERCIAL ENGINEER. 


At the outset, let it be distinctly understood that this title 
does not refer to the individual engaged merely in canvassing, 
and without any special qualifications. There are a number 
of people at present doing very useful work in this direction, 
among whom are probably some engineers who, realising the 
importance of commercial experience, are adopting .this 
opportunity of increasing their qualifications, which in order 
to meet the approaching.demand must be very compre- 
hensive. - 

In the early days of electricity supply the success of an 
undertaking was regarded as assured, solely by the engage- 
ment of highly trained engineers to run and maintain the 
generating station and mains network, but although these 
objects are meritorious and vitally necessary, beyond retain- 
ing the good opinion of existing consumers, they have no 
direct bearing on the acquisition of new business. 

Owing to their different methods of operation, electric 


| supply companies were, as а rule, better equipped in regard to 


commercial organisation than municipal undertakings, their 
secretarial and accountancy departments being essential to 
their existence, but even they have failed to move with the 
times by taking a comprehensive view of the necessity for 
special activity in development tactics. 

In the case of municipal undertakings which are nominally 
controlled by a misfit imitation of a board of directors, 


. namely,a committee of members of the community periodi- 


cally elected for their political party faith, the question of 
administration has been neglected. Chief engineers who 
have been appointed on the strength of their abilities as 
engineers, and have gradually assumed the duties of general 
managers, cannot be expected, without careful consideration, 
to draw attention to their own lack of commercial experience, 
and they possibly view with some misgiving the introduction 
of a new factor in the problem, namely, the commercial 
engineer, the man who until quite recently was treated with 
supercilious toleration. In reality, however, they need suffer 
no more loss of prestige than the general practitioner, or 
even the expert in one department, who calls in the aid of a 
specialist to deal with a grave case in which he is in- 
sufficiently experienced. | 

To the credit of some chief engineers, it should be stated 
that they have courageously admitted their limitations, and 
have instituted a forward policy by recommending the 
appointment of commercial managers to organise business- 
getting departments, and develop the resources of their under- 
takings, but as a rule commercial methods are regarded by 
the technical staffs as derogatory. This is less to be expected 
as, owing to rapid improvements made in machinery by manu- 
facturers, and simplification of systems, the operation of 
generating stations and mains networks is becoming more 
automatic, and a glance at the salaries offered in connection 
with vacant positions in these departments affords evidence that 
such services are not appreciating in value. The glamour of 
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officialdom may be responsible for the blinding of some of 
our embryo chief engineers to the fact that, as membere of 
the staff of an electricity supply authority, they are actually 
engaged in trading, and that expert administration is as com- 
mercially necessary to their undertaking as to the establish- 
ments of the draper and grocer, to whom current is 
retailed. 

It is a matter of some difficulty to obtain reliable statistics 
as to the true financial position of many undertakings. 
Except for one, or perhaps two, underpaid and overworked 
clerical hacks at the station, the staff for commercial routine 
is not provided. The keeping of stores accounts, and the 
allocation of costs, are generally muddled through in a very 
rough-and-ready fashion. The issue and collection of accounts 
for current are in most cases not under the control of the 
borough electrical engineer, but are dealt with at the muni- 
cipal offices under various individual arrangements. 

. Thus equipped, the administrative bodies of most under- 
takings from the outset sat tight, and complacently awaited 
the promised flood of prosperity, but recently many have 
begun to realise with some uneasiness that the millennium is 
receding. Some have boldly ventured the opinion that the 
time has now arrived when a canvass of their territory is 
advisable, while others have adopted the expedient of 
employing meter fixers and arc lamp trimmers as can- 

vassers in their spare time, and to assist in these 
activities half a hundred-weight or so of publicity literature 
has been purchased, the greater part of which accumulates a 
deposit of dust in & corner of the office owing to the lack of 
means to distribute it. 

There are, of course, some outstanding examples of under- 
takings which are run on up-to-date and efficient lines, but it 
must be regretfully admitted that in a greater or less degree 
the foregoing indictment includes the majority of the supply 
authorities in this country. A thorough realisation of the 
parlous state of the industry must compel serious attention to 
the acute need for reform. Pedestals must be vacated, and 
the occupants be prepared to assist in the deliberations which 
must follow the breakdown of the obsolete methods hitherto 
employed. Curiously enough, invaluable assistance may be 
rendered by the man who may not possibly have received any 
training in central station or mains routine, although such 
experience forms a useful basis for many other essential 
qualifications. The commercial engineer is here referred to. 

In most successful commercial enterprises engaged in the 
manufacture of a commodity, the immense value of the dis- 
tributing organisation of factors, or selling agents, is fully 
taken advantage of. The manufacturer makes his arrange- 
ments with those he considers will dispose of his specialities 
to consumers to the greatest extent, and devotes his energies 
to the lowering of the costs of production, and maintaining 
adequate supplies to his distributors. The selling agents 
may, or may not, have spent some time in the manufacture 
of the commodity in question, but, what is to the point, they 
are in a better position than the manufacturer to dispose of 
it to the public. Thus there seems to be sound argument 
for treating the generation and sale of electricity on somewhat 
similar lines. 
| There are, no doubt, at the present time a number of 

commercial engineers (and it is to be sincerely hoped that 
their ranks will be greatly augmented) whose services could 
be advantageously employed to infuse new life into the 
industry as selling agents or business-getters, apart from the 
reorganisation of existing chaotic commercial conditions, 
and a consideration of desirable qualifications may be of 
advantage. 

In this connection men of first-class education and address 
only can hope for success, and after a preliminary training 
in а central station, which, after all, is not of major import- 
ance, they should immediately endeavour to widen their 
scope by practical experience in many other branches. 

A working knowledge of general engineering and drawing 
office practice is essential, and thorough experience in 
modern business methods, fluent and tactful correspondence, 
accountancy and finance are most valuable. 

Contrary to general belief, complete knowledge of install- 
ation details is not acquired by central station and mains 
practice, and a few years spent with a good contractor will 
convince the unbeliever of the truth of this statement. The 
expert knowledge required to advise upon and fit up modern 


installations for lighting, heating, cooking and power is con- 
siderable, and the commercial engineer must be in a position 
to decide upon the most effective and economical manner in 
which these details are to be carried out. The construction 
and performance of all the latest apparatus must be 
thoroughly familiar to him, and also the latest applications 
of the principles of illumination. 

The preparation of publicity literature and Press cam- 
paigns provide other outlets for his activities, and his 
judgment here must not be at fault. Electricity supply is 
in many respects seasonal, and his literary experience must 


be sound, even if suitably prepared matter and journalistic 


assistance are available. His discrimination in the value of 
advertisement will also be called upon. 

In the supervision of the wily canvasser his knowledge of 
this work must be thorough, and here a few remarks may be 
appropriately made on behalf of that useful individual. The 
treatment meted out to him on many undertakings is not 
conducive to the best results. In numerous instances 
effrontery, and the ability to importune prospective con- 
sumers until applications are signed to obtain relief, are the 
main reasons for engaging the man in this capacity, and 
when his persuasive powers show signs of waning he is 
replaced by new blood. This procedure does not make the 
occupation in the least dignified, neither does it provide the 
necessary incentive to good work in the interests of the 
department, and with a better understanding of the broader 
policy, it is to be hoped that the status of the really efficient 
canvasser will be considerably raised. Properly organised 
and carried out canvassing is one of the most effective 
methods of increasing business, but emulation of the tactics 
of industrial insurance companies and flash jewellery 
merchants must be eliminated. 

Wild and erratic statements with regard to the uses of gas 
which cannot be substantiated shonld be discouraged. Such 
methods are undignified, and not calculated to assist the 
cause of electricity. The comparative disadvantages of gas 
can be discussed in a sound businesslike manner which is 
worthy of the best traditions of the electricity industry, and 
at the same time will not give unwarranted offence to men 
of high commercial ability in the gas world, from whom we 
of the electricity supply industry have a lot to learn. The 
acquaintance of the commercial engineer with gas appliances 
should, therefore, be of more than the nodding variety. 

Lest our paragon should appear incomplete, it may be 
added that tact and the ability to control a varied staff are 
essential to the success of his efforts. 

A number of youths are being regularly turned out a& 
switchboard attendants, or indifferent shift engineers, after 
serving a perfunctory term of pupilage in central stations, 
and those possessing the necessary abilities, initiative and 
capacity for hard work, might alternatively be utilised as raw 
material for ultimate commercial engineers. They would, at 
least, escape the monotony of central station routine, and the 
possibility of following what, owing to lack of scope, promises 
to become a variety of blind alley occupation. 


(To be continued.) 


FROGS’ MUSCLES AS WIRELESS 
DETECTORS. 


By DR. ALFRED GRADENWITZ. 


Dr. LEFEUVRE, professor at the Medical High School of 
Rennes, has devised the following arrangement for recording 
the contraction of a frog’s muscle as produced by the 
passage of an electrical stimulus through a motive nerve. 
The muscle M is solidly fixed in its upper part by means 
of a pair of tongs, as shown in fig. 1. The end of the 
sinew is connected by means of a wire to a light lever) 
pivoted round o. This lever is brought back to its im 
position after the contraction is completed, by a weight sus 
pended underneath, and the end of the lever which carries ? 
fine point comes very close to à smoked cylinder performing 
а uniform rotation. At the very moment the muscle % 
excited by the intermediary of ite nerve N, the contraction 
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curve, enlarged by the lever, is recorded faithfully on the 
smoked cylinder. While many cold-blooded animals can be 
used for this experiment, the muscles of frogs’ legs are par- 
ticularly well adapted for the purpose, on account of the 
regularity of their form, the long duration of their excit- 
ability and the special ease with which they can be separated 
from the body. 

So far from severing the muscle completely from the body 
of the animal, it is, however, preferable to leave it in posi- 
tion, cutting the Achilles sinew at the junction, and 
fixing it to the wire connecting with the lever. In this case 
the central nervous system of the animal should first be 
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Fic. 1. 


destroyed, lest the experiment be disturbed by motive 
reflexes. The sciatic nerve is further dissected over a 
short distance at the level of the thigh, and is lifted by 
means of the wire hooks which supply the electrical 
stimulus. | 

The neuro-muscular apparatus is so extremely sensitive to 
electric stimuli, that it can be used as a sensitive galvano- 
scope, allowing the very slightest electric variations or waves 
to be detected. In the arrangement above referred to it 


FId. 2. 


further affords the advantage of allowing its indications to be 
recorded. The following arrangement of connections is 
employed when using the apparatus for the receiving and 
recording of wireless signals. 

As shown in the diagram above, fig. 1, k is a battery 
of three cells, P a potentiometer allowing the voltage 
in the receiving circuit to be controlled, s is a tuning 
coil to which the receiving antenna A is connected, D an 
electrolytic detector, and к two high-resistance telephone 
receivers connected up in series, | 


F. R. S., and other well-known authorities. 


To the terminals B, в! of these telephones are connected 
in shunt two wires applying the electrical stimulus to the 
nerve N through the intermediary of small metal hooks. The 
excitation of the nerve is due to the self-induction currents 
produced in the coils of the telephones. 

The tracings reproduced in fig. 3 were obtained at 
Rennes by means of the arrangement above described, and 
are records of the time signals given out daily from the 
radio-telegraphic station of the Eiffel Tower. The distance 
between Paris and Rennes is about 300 km. These signals 
comprise a preliminary signal call ng the attention of tlic 
observer to a subsequent signal of very short duration, 
which marks standard time. The time signals are sent 
out from the clock of the Paris Observatory, which is 
fitted with a contact actuating the transmission station at 
the Eiffel Tower. They are sent every morning at 
10.45, 10.47 and 10.49 respectively. The preliminary 
signals are different for each of these markings, and can be 
expressed in the Morse alphabet. The tracings allow the 
preliminary as well as the time signals to be distinctly 
recognised, and when using a very fine style and only 
slightly smoked paper, they are seen in their upper part 
to show very fine indentations, the number of which 
corresponds to the rate of vibration of the transmitting 
apparatus. | 

This method of recording time signals is of a remark- 
able accuracy. The time passing between the moment of 
excitation of a frog’s muscle and the moment of its con- 
traction is, in fact, extremely short. Moreover, this time— 


FIG. 3. 


the latent period of contraction, as it is called—is a well- 
known factor, in the present case about one-hundredth of 
a second, for which due allowance can be made. As regards 
the delay due to the. time taken by the wave in traversing 
the distance between Paris and Rennes, this is absolutely 
negligible, the rate of transmission of Hertzian waves being 
practically the same as the velocity of light, viz., 300,000 km. 
per second. 

While this arrangement is an interesting laboratory ap- 
paratus, it is not likely to become a device suited for practical 


purposes. ' . 


S 


A London Exhibition of Mining Machinery.—The 
mining machinery exhibition to be held at the Royal, Agricultural 
Hall, Islington, N., from May 29:h to June 7th, 1913, is the fifth of 
the series organised by Meesrs. Montgomery. We are informed that 
a strong association of manufacturers representing leading firms in 
the industry has been formed, and these exhibitions have now 
become quinquennial, so that after next year there will not be 
another exhibition until 1918. This arrangement both pre- 
vents a tax on the manufacturer through the multiplicity of 
exhibitions, and enables each to be thoroughly representative. 
Already three-fourths of the available space has been taken up, 
and а strong Consultative Committee has been formed to supervise 
demonstrations of life-saving, &c., apparatus and devices, to organise 
lectures on subjects of immediate importance to those engaged in 
mining operations, and to secure the attendance of British, Colonial 
and foreign representatives of mining institutes, «с, The Committee 
consists of Mr. W. E. Garforth, LL.D. (President of the Institution 
of Mining Engineers); Sir Ralph Ashton; Prof. J. S. Haldane, 
F.R S.; Sir Henry Hall, I. S. O.: Sir Thomas H. Holland, K. C. I. E. 
F. R. S.; Mr. A. M. Lamb, M. Inst. M. E.; Mr. Н. C. Peake, Past 
President, Inst. M. E.: and Mr. H. L. Salman, Past President, 
I. M. M. Lectures have already been promised by Prof. Haldane. 
The offices of the 
exhibition are at 43, Essex Street, London, W.C. 

E 


829 |» THE ELECTRICAL REVIEW. [Vol7L No. 1,826, Мотнмвив 22, 1912. 


THE ELECTRICAL EXHIBITS AT THE 
OLYMPIA MOTOR-CAR EXHIBITION. 


By CHAS. J. WEBB, A. I. A. E. 


Wuis it has unfortunately to be admitted that in this 
country at least the onward march of the petrol car would 
seem to have pushed the electromobile almost completely out 
of the field—there was not a single electrical motor vehicle 
on view—the annual Automobile Exhibition held at Olympia, 
W., last week, under the auspices of the Society of Motor 
Manufacturers and Traders, afforded striking evidence of 
the immense business in electrical specialities that the 
development of the automobile movement has created. A 
walk round the accessory exhibits in the galleries showed 
that at practically every other stand some product of elec- 
trical works was displayed. The ignition of the explosive 
charge in the combustion chambers of petrol engines is now 
almost exclusively effected by means of high-tension mag- 
netos, of which there is a considerable number of makes on 
the market. By far the most popular is the Bosch, but 
others appealing for public favour are the Eisemann, Simms, 
Nilmelior, C.A.V., Ruthardt, Unterberg & Helme (U.H.), 
Thomson-Bennett & Oleo, all of which contain many points 
of interest. | | | 

It is not only in magnetos, however, that a very large 
trade is being done; it is the same with sparking-plugs 
and other ignition accessories, electric lamps, electric horns, 
&c. , The exhibitors in these sections were so numerous and 
the variety of their productions so large that a mere list 
of them would more than fill the space available. | 

The most striking feature of the Exhibition, and the one 
which calls for principal attention on our part, is the rapid 
development that has taken place as regards the adoption 
of electricity as the medium for lighting the lamps in and 
about motor-cars. Except on small-powered cars the oil lamp 
has for some years been practically out of the question, and 
for a time acetylene (itself indirectly an electrical product) 
held the field. During the, past two years or so, however, 
marked progress bas been made in adapting the dynamo 
to produce a constant current, notwithstanding the varying 
speed of the petrol motor which drives it, with the result 
that, where the question of expense is not a serious factor, 
electricity is rapidly pushing out acetylene, leaving the 
latter to supply the lighting on the less costly cars. Not 
only has the new departure been the means of spurring on 
dynamo designers, but it has brought a revival of business 
to accumulator makers. With the advent of the magneto 
as the medium of ignition, the latter experienced a con- 
siderable falling off in demand for the 4-volt accumulators 
which formerly supplied the current for ignition; now, with 
the adoption of electric lighting, they are enjoying a 
renewed demand for their productions, for practically all 
the dynamo lighting seta include a battery of accumulators 
in the outfit. 
for this purpose, in addition to the concerns exhibiting com- 
plete lighting sets, were Messrs. Van Raden & Co., Ltd., 
the Klaxon Co., Ltd. (Edison battery), and Messrs. Leo 
Ripault & Co. | | 

Another new departure which shows signs of considerable 
development is that of electrical devices for starting the 
petrol engine of the car from the driver's seat and so 
obviating the turning of the usual starting handle, examples 
of these being seen in the White & Crossley cars, the 
‘latter being equipped with the Scott-Crossley system, illus- 
trated and described in the last issue of the ELECTRICAL 


Review. Another system in use on the Lanchester cars pro- 


vides for the starting of the engine and for the lighting— 
through a battery—of the different lamps, while a third 
arrangement is that employed on the Cadillac cars, in which 
one electrical machine provides not only for starting the 
engine and lighting the lamps, but also furnishes the necessary 
spark for the ignition. 7 | 

Appended are a few particulars of the more important 
exhibita. | | | 
Messrs. C. A. Vandervell & Co. are certainly to be classed 
as among the pioneers in adapting electric lighting to 
motor-vehicles, and the fact that there ure now over 


Among the firms who showed accumulators — 


10,000 of the C.A.V. sets in use speaks volumes for the 
efficiency and practicability of the system. 

It may be briefly mentioned that the dynamo is provided 
with four poles, two of which are unwound and two wound in 


the usual way. A special arrangement is made in the com- 


mutator whereby certain coils of the armature are continually 
short-circuited, the effect being that the magnetic flux .is so 
distorted that the unwound poles become magnetised, and 
the current is produced in the usual way, and drawn off to 
the-battery. As soon as the B. M. F. reaches a certain value, 
the subsidiary coils begin to act. in opposition to the main 
ones, and as this antagonistic action is increased in exactly 
the same proportion as the strength of the main fields is 
increased, a perfect balance is obtained between the two, thus 
preventing the output exceeding a certain limit. Instead of 
a minimum-speed electric cut-out to prevent the battery 
from driving the dynamo as a motor, a free-wheel is 
arranged on the armature shaft. 

One of the best-known dynamos for car lighting purposes 
is the Leitner, which was exhibited by the Rotax Motor 
Accessories Co. The feature of this machine lies in the fact 
that it is self-regulating, no mechanical or electro-mechanical 
devices being employed. The field magnets are shunt wound, 


a 
c с’, Main brushes; р р’, Subsidiary brushes, 


Fic, 1. —DIAGRAM ILLUSTRATING ACTION OF LEITNER VARIABLE. 
SPEED DYNAMO. 


the shunt winding being connected up to a subsidiary brush 
working on the same commutator as the main brushes, but 
arranged at right angles thereto (fig. 1). When the speed 
of revolution is low this brush collects current and increases 
the excitation of the fields, but as the speed of the armature 
increases, the magnetic field flux is distorted in the direction 
of rotation, the consequence being that the voltage of the 
subsidiary brush is first reduced to zero, and then actually 
becomes reversed in sign, this negative current weakening 


the magnetic field to a greater and greater extent according 


as the tendency for the output to rise becomes greater. 
The generator is therefore automatic in action at all 
speeds. A minimum cut-out is provided in the form of a 
solenoid switch, contained in a separate casing from the 
switchboard. = ` | 

The P. & K. dynamo, as its name suggesta, is made by 
Messrs. Peto & Radford, Ltd. ; it comprises a number of 
interesting details, notable among which is the provision of 
a dog-clutch, by means of which the dynamo when not 
required to charge the battery can be thrown out of gear 
with its driving medium, thus enabling a considerable 
economy in wear and tear on the bearings and brushgear. 
The dynamo, which has a capacity of 120 watta at 15 volts, 
is of the totally-enclosed shunt-wound type, and ie fitted 
with an electrical minimum-speed cut-out and a mechanical 
voltage regulator. The latter is extremely ingenious, and 
comprises a double slipping clutch combined with the driving 
pulley ; a governor ball combined with a double-ended 
toggle lever, according to the varying speed, releases or 
engages the clutches, thereby controlling the armature speed. 

The governor pulley is entirely enclosed, and runs in oil ; 
it is controlled by one strong compression spring. The 
gripping surfaces are composed of a material which wears 
almost indefinitely, and these being opposed to each other, 
and their surfaces being of the same area, end thrust is equal, 
and therefore practically eliminated. Mesara,~Peto and 
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Radford also exhibited the Diva“ electric head lamp, in 
which, by an ingenious arrangement of mirrors, five distinct 
rays of light are obtained from one lamp. 

The dynamo lighting system made by Messrs. Joseph 
Lucas, Ltd., has been on the market for the past few years, 
during which period, however, it has undergone various 
improvements. The machine is of the enclosed shunt-wound 
type; a mechanical device consisting of a slipping clutch is 


Fic, 2.—Тнк Lucas DyNAMO, END COVER REMOVED, SHOWING 
COMMUTATOR AND BRUSH GEAR, 


provided to ensure a constant output, notwithstanding the 
varying speed of the petrol-motor, by which it is actuated. The 
belt pulley through which the armature is driven, is furnished 
with a small friction clutch in which the frictional surfaces 
are engaged and disengaged by an automatic centrifugal 
governor, the whole being self-contained in a dust and oil- 
proof casing. The result is that, however fast the pulley 
be revolving, the armature shaft to which it is indirectly 
coupled cannot exceed a certain predetermined speed. When 
the armature attains its maximum speed, the friction clutch 
is automatically disengaged by the governor, and the driving 
effort momentarily ceases. Directly, however, the speed 
drops, the clutch again takes up the drive. A minimum 
speed cut-out is provided on the switchboard, the shunt 
winding being also broken when the accumulators are not 


being charged, so that the armature then runs quite free. 


Two sizes of the machine are made, 100 and 200 watts 
capacity respectively. i 

^. Messrs. Brown Bros., Ltd., exhibited the Brolt dynamo, 
the feature of which is the addition to the two main 
„poles which are excited by a shunt-wound winding con- 
nected to the brushes of two auxiliary poles at right 


angles thereto (fig. 3); the latter are unwound but are 


Fia. 3.—DIAGRAMMATIC SECTION or BROLT DYNAMO. 


excited by the cross-magnetisation caused by the working 
current in the armature. 'Two brushes are placed in the 
neutral position relative to the main poles, they being made 
wide enough to short-circuit several armature coils during 


_the period of commutation. The action of the machine is as 
follows :— 


When the armature is revolved a voltage is induced 


between the brushes exactly as in any ordinary dynamo, and 
the machine commences to charge the battery as soon as the 
necessary speed is reached. The load current in the arma- 
ture exercises a cross-magnetising tendency which creates a 


magnetic flux in the auxiliary unwound poles provided to 


receive it. The armature coils short-circuited by the 


brushes cut this cross flux, and in consequence have a short- 


circuit current induced in them which is proportionate to the 
cross flux and to the speed of rotation. Any increase of 
speed is immediately accompanied by a proportionate 
increase in the short-circuit current, which demagnetises the 
main field, and keeps the output constant. Again, if the 
output current should tend to increase, an increased cross- 
magnetisation results, which, in turn, increases the short- 
circuit current, therefore preventing any increase in voltage. 
The automatic regulation of output is therefore obtained by 
purely electrical means, there being no moving parts what- 
ever except the armature. 

A minimum cut-out switch working on the solenoid 
principle is mounted on the switchboard to prevent the 
battery discharging through the dynamo when the latter is 
running at a low speed. A feature of the Brolt dynamo, 
which is made in three sizes—6 amperes at 6 volts, 
6 amperes at 12 volts, and 12 amperes at 12 volts—is the 
rapid rise of the output curve, the maximum current being 
reached at twice the cutting-in speed. 


(To be continued.) 


CORRESPONDENCE.. 

Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. nts should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


The I.E.E. Examinations. 


With reference to your remarks in the current issue referring 
to the examination for admission to the Institution of Elec- 
trical Engineers :— 

I do not know who has been selected to settle this very 
important question, but as it is the most important of all the 


alterations, and on its satisfactory settlement the future | 


welfare of the Institution largely depends, perhaps some out- 
side expression of opinion may not be out of place. 
As the graduate cless is recruited largely from men actually 


'engaged in studying to enter our industry, it seems quite un- 


necessary to impose any examination on this class. In any 
event, there should not be any examination for studente who 
have already been articled to an engineering works or an engi- 
neer, or who have entered for a regular course of training at 
one of the recognised training institutions. "This exemption 


might even be extended to anyone engaged in an electrical 


business during the day and attending any regular night 
classes. | 

Most of these classes have entrance examinations, and it 
will be a great pity if the Institution decides to hold such an 


examination itself. Omitting this first examination has one 


very important advantage—that the examination for the 
Associate Member class could then include a sufficient range 
of subjects to show that the applicant had a thoroughly good 
all-round general knowledge. The questions on these 
general subjects could be set on a very different level to 
that of a student’s examination, and would be a considerable 


factor in raising the status of the members of the whole in- 


dustry. The examinations on electrical subjects should be 


. set to show that in this branch of physics and engineering 
the applicant was worth his London University degree. 


Your suggestion for a viva voce examination would be 
excellent if it could be arranged without undue hardships on 


distant applicants, and if the right men to examine could be 
found at the various centres. 


2 Percy Good, 
London, S. E., November 15th, 1912. A E 


The Institution of Electrical Engineers. . 


With reference to the letters in recent issues of the REVIEW 
on the subject of the I.E.E. and “the 178. a week man," it 
is certainly time some decided action was taken by those 
members of the profession for whom the I.E.E. has done, 
and is doing, nothing to improve their position, either 
financially or otherwise. While I do not for a moment 
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wish to decry the good work it has done in the past in 
furthering the interests of the industry, it must be admitted 
that to the class of whom your correspondents speak, the 
Institution, as a body, has been of little or no use. What 
is the reason for this? 
be suggested, but the principal reason is the fact that the 
Institution contains too many members of the type of which 
“ Subman" speaks, those to whom the financial advance- 
ment of the rank and file is undesirable for various reasons. 
Another cause is the presence of men in the Institution who 
&re not, and have never been, connected with public supply 
work. . Of course there are other causes, but to put the 
matter in a nutshell, the Institution by reason of its con- 
stitution, administration, and regulations, is of no use to the 
rising or younger members of the profession. Ав “ Subman ” 
states, one has only to glance over the advertisement columns 
of any of the technical journals to sce the appalling condition 
of things, shift engineers, mains assistants, sub-station 
attendants and such, of whom the highest qualifications are 
asked, are offered the princely salary of £1 or 30s. per 
week, generally a seven-day week, and if one of these 
unfortunates has the impertinence to ask any more, he is 
promptly informed that his place could be filled immediately 
by а cheaper man. So much for the position 
of matters at present; now for the cause and remedy. 
Regarding the cause, several could be put forward, but I 
think there are two evils which are largely responsible. 
First, the premium pupil evil ; and, gecondly, the improver 
evil. Aslong as those responsible for running public supply 
concerns can obtain intelligent, well-educated youths (some of 
them University trained), anxious to get into the supply end 
of the business for a few shillings a week, and so long as 
this is permissible, so long will matters go on as they are. 
The question arises, how can this be prevented? I would 
suggest as follows :—First, by the establishment of a system 
of examination and registration by the Board of Trade, the 
ваше as in the case of marine engineers; this would 
effectively deal with the case of improvers, and such doing 
shift engineer’s duties for a paltry remuneration, as 
it would be illegal for anyone who had not 
a certificate to be in charge of plant which 
was generating public supply, and, of course, the certificates 
would only be granted to fully qualified men. For sub- 
station men a similar scheme of registration and licensing 
could be arranged. This would be the legal part of the 
reform, now for the employés’ part. The first thing to be 
done is the formation of a business-like organisation with a 
decided policy as suggested by ** Subman." Some years ago 
we heard a lot about a proposed “assistant engineers’ 
association,” but apparently the idea fell through ; but the 
time has now arrived for definite and decided action, and as 
one who has been connected with the supply section of the 
profession for some years, and has seen the condition of 
matters at their worst, I would venture to suggest the 
following :—That an association be formed to be known as 
“the International Electrical Association," membership to 
consist of shiftmen, junior assistants, and those younger 
metnbers of the profession who are outside the ranks of the 
I. E. E. The objects of this organisation would be :—(1) The 
collection and publication of information regarding situa- 
tions; (2) the formation of a standard wage scale, and the 
necessary steps for securing the same; (3) to seek for the 
Parliamentary regulation of supply staffs as regards the 
granting of licences and certificates; these would be the 
three principal objects. No doubt many readers will remark, 
“a tall order“; but as Mr. Abraham stated in his letter, 
what the British Medical Association and the Incorporated 
Law Society have done for the medical and legal professions, 
& properly-organised and enthusiastic Association can do for 
the electrical profession. Romé was not built in a day, but 
by steady, determined effort the rank and file can change for 
good the present state of affairs. Of course, the Association 
would not seek to act in an antagonistic or hindering 
manner towards any of the Institutes, and, as the suggested 
title implies, membership would be open to engineers 
in any part of the world. I must apologise for 
. encroaching so far on your valuable space, but the best of 
the technical journals, the REVIEW included, have supported 
us in the past, and it is to them we now look for further 
support and guidance. I leave it to an abler pen than mine 


A number of reasons might 


to elaborate other details, but will conclude by saying that I 
shall be pleased to assist in any possible way, and hope that 
these remarks may stir up others to take decided action. 


Zantha. 


Contracts in India. 


In your issue of October 11th, page 566, Vol. LXXI, No. 
1,820, I have read with amusement a letter signed by Mr. J. 
Elliott, of Messrs. Greaves, Cotton & Co., of Bombay. Ido 
not think there is much to be gained by my discussing closely 
the various statements made by this gentleman, but in order 
that you may see the position for yourself, I send you the 
original order for the illumination of Bombay, received by 
me from the electrical engineer to the Government, which 
you will see is dated May 16th, 1911, while Mr. Elliott, by 
his own statements, shows that he only submitted & tender 
on June 1st. | 

Ав the order had already been given to me in the middle 
of May, and it had been arranged with the electrical 
engineer that I should sail to London on June 3rd, in 
order to inspect the illumination work done there during 
the Coronation, and to purchase supplies for similar work 
to be carried out here during the Royal visit to Bombay, 
I have no hesitation in saying that the request that Messrs. 
Greaves, Cotton & Co. should submit a tender was only 
made to safeguard the electrical engineer to the Government 
of Bombay, and as unpleasant questions might have been 
asked by other firms as to why he placed the order with me 
without tenders being invited. I may also add that 
tendera were invited on June 1st with my knowledge and 
acquiescence. 

To support what I have already stated about the 
Electrical Department, P.W.D., Bombay, I send you here- 
with a cutting from the October issue of Indian Industries 
and Power, 

I quite understand Mr. Elliott’s action, as his firm receive 
a great deal of work from Government without tenders 
being invited, and great dissatisfaction at present prevails 
owing to the electrical engineer placing most of his con- 
tracts with this firm. You can now see the reason why 
Mr. Elliott holds a brief for the electrical engineer. 

I would ask you to be good enough to return the original 
order which I now send you, under registered cover, and if 
you wish any further details I shall be glad to place all 
my papers at your disposal, showing how I obtained the 
Government contract before tenders were invited from 
others. 

I do not think that such a state of affairs would be 
tolerated for one moment in England, and it certainly cannot 
last much longer here: unless the Government remodel their 
electrical department there is sure to be a great scandal. 


N. M. Marshall. 
Bombay, November 1st, 1912. 


P.S.—I have never traded under the name of N. M. 
Marshall, but always under the name of Marshall & Co., 
and perhaps in view of Mr. Elliott's remarks, it may interest 
you to receive a copy of a testimonial I have received from 
the Hon. Mr. Herbert G. Greaves, the head of his firm, and 
& list of work carried out by my firm. 

[All the documents above-mentioned were duly received, 
and sre in accordance with our correspondent's statements.— 
Eps. E.R.] i 


Fuse Formule. 
Referring to my previous letters on this matter, I wish to 


point out that in the case of short circuits the interior of the 
fuse wire is undoubtedly at a much higher temperature than 


` the exterior, and consequently the bursting effect frequently 
noticed is easily accounted for. 


I do not see how a theory which puts tlie resistance per 
unit length equal to р/а? (it really does not matter whether 
it is po or p,) can possibly represent the facts. As is well 
known, fuges behave more like unstable liquid jets, in some 
cases forming larger and larger globules of molten metal till 
disruption occurs. In other cases there is the temperature 
gradient, which is great. | 


Vol 71. No. 1,826, Моткмвив 22,1912.) THE ELECTRICAL REVIEW. 


82b 


- I do not see why Mr. Chapman should refer to my 
suggestion ав. wild assertion." My views are backed up 
not only by my own experiments, but also by those of other 
people. | 

For instance, Preece found that for certain wires 
C d, and for others c œ d”. Again, Ayrton and Kilgour 
„observed experimentally " that the current varied as the 


three-halves power for thick, and the first power of diameter 


for thin wires. Both these sets of experiments refer to 
raising a wire, or to be more accurate, the surface of a wire, 
to a definite temperature. I have already referred to some 
results by other experimenters. 

Mr. Chapman refers to the high-thermal conductivity of 
copper, although I am not aware of any results for that 
substance at a temperature above melting point. 
me to believe that the interior of a fusing wire is at the same 
temperature as its exterior, and I cannot, since it is 
contrary to all experience. 

I do not feel called upon to accept a theory astrue which is 
demonstrably false, even though it be backed up by 
experiments correct to six significant figures (which it 
is not). | 

I referred in my first letter to certain formul:e in order to 
show that convection of heat, or conduction of heat, will not 
explain the difference alone, and suggest alteration of the 
path of the current. 

In hydromechanics, as is well known, certain laws break 
down when the velocity of flow reaches a certain critical 
value for, Suy, water in pipes. 

Regarding specific resistance (I prefer the old name) in 
text-books, we are informed that as the temperature rises we 
find that p, = o; (1 + a8 + В 0°). Consequently, to obtain 
. the resistance of a wire at any temperature, all we have to 
do is to insert the value for that temperature, and go 
merrily ahead. This may satisfy some people, and, I suppose, 
even degrees are granted to painstaking individuals who 
spend much time in accurately determining these constants, 
and reading papers on them. Yet such procedure, I humbly 
submit, is only a bungling process at the best, and I doubt 
whether the ingenious people who perpetrated the original 
monstrosity of calculating resistance in this way, ever intended 
it to be applied to molten fuse wires. š 

Regarding temperature gradients, anyone who has experi- 
mented with fuses will have noticed on many occasions that 
even when the current is slowly increased, molten globules 
are often shot out of the wire on fusing, and do not solidify 
for a considerable time ; therefore, I am forced to conclude, 
both by experiment and by mathematical investigation, that 
the interior is much hotter than the exterior of a wire in 
tbat condition. 

The theory put forward by Dr. Russell seems to be utterly 
impossible for many reasons other than those dealt with in 
my letters, although exccedingly interesting to me. 

Meanwhile, all I wish to point out is that all the so-called 
theories of fuses are in a bad way,and are useless, and there 
is no numerical index covering all cases for wires, and that 

commonsense explains much. 
Neither do I write this to influence people to throw their 
wooden gods overboard if they derive any satisfaction from 
keeping them; nor do I address those peop'e (some of whom 


I have encountered) whose aperture for the admission of new 


ideas is boarded up and “No admission" written large 
on it.. 

I hope Mr. Chapman will not take this as referring to him 
in any way ; I may say I have read his letters with much 
pleasure, and we seem only to differ in degree. 


W. H. F. Murdoch. 
Mill Hill, November 16/5, 1912. | 


Electrical Sweating. 


I notice in your last issue an advertisement by a London 
municipal authority, offering the stupendous sslary of £65 
per annum for the services of an assistant charge engineer. 

The gentleman appointed must have had а good mechanical 
and electrical training, also experience! (save the mark) of 
a modern А.С. station. I note the authority in question are 
too ashamed to disclose their identity, unless, perhaps, they 


He wishes . 


are afraid they will be inundated with prospective 
candidates. 

I wonder how the chief engineer to this authority 
expects the fortunate (?) candidate to live, and uphold Ais 
authority, when most probably the labourers under him are 
in receipt of more remuneration than himself. It would be 
interesting to know the salaries of the rest of the unfor- 
tunate staff, and whether this system of sweating is carried 
throughout the department. | 

Most engineers with the training desired above, have had 
to serve several years' apprenticeship, and to pay large fees 
for their training, with the ultimate outlook as black as 
depicted in this scandalous advertisement. If this sort of 
thing is allowed to continue, what will the electrical pro- 
fession degenerate into? One can only marvel that the 
advertisers did not add, * Gentlemen with private income 
preferred." | 

The unfortunate charge engineers at tbis station have my 
entire sympathy, as theirs must indeed be a dog's life under 
such disgraceful conditions. It is now quite time the 
suggested ‘ Electrical Charge Engineers’ Association " came 
into existence, and I should be one of the foremost applicants 
for membership. 

Disgusted. 


Speed of Signalling through Submarine Cables. 


The remarks of Prof. C. L. T. Griffith, in your issue of 
November 15th, in regard to calculations relating to the 
constants of submarine cables, will be endorsed by all who 
have experienced the advantages possessed by a slide rule for 
this class of work. Several years ago the merits of the 
straight form of slide rule—which gives all valuesof pairs of 
p and d simultaneously, for a single setting on the log- 
arithmic scale, in the manner now described by Mr. Griffith 
appealed to me as being an excellent basis for a direct- 
reading instrument for cable calculations. There were 
practical difficulties, however, and I ultimately decided in 
favour [of the equi-angular logarithmic spiral, as applied in 
acoustics. (See Donkin's Acoustics.“ Second Edition, 
pages 26-27.) A few remarks concerning the reasons for 
this selection may be helpful to those who may desire to 
design such instruments. 

It should be premised that the object is to design a direct- 
reading instrument to indicate log b/d, capacity, dielectric 
resistance, and, if possible, the weights of conductor and 
dielectric respectively, as well as the conductor resistance, 
and in special cases, perhaps, the inductance, per unit length. 
If only log D/ were required, the straight slide rule would 
be admirable for the purpose. Unfortunately, the range of 
cable calculations is represented by only about one-fifth of 
the length of the rule, and the space available for extra 
figures to denote eapacity and dielectric resistance is thus 
forbiddingly small. It is still more difficult to find space 
upon such a rule for weights and other details. Similarly, 
if only log n/d is required, or if all the pairs of values of D 
and d corresponding to a given value of log p[d are to be 
determined, the Fuller cylindrical slide rule leaves nothing 
to be desired. The pointers can be set to fixed positions, 
corresponding to a given pair of values of D and d, the cylinder 
can then be moved so as to indicate all other pairs represent- 
ing that ratio of diameters, and log D/d can be read off easily 
to four figures. 'This, however, is only one step towards 
making a direct-reading instrument for cable calculations, 
and again the difficulty is to find space for the figures 
required to denote the weights and electrical values. 

The advantage of the equi-angular logarithmic spiral is 
that it can be drawn or engraved upon a plane card, with 
plenty of room for the figures necessary to make the instru- 
ment direct-reading. Its basis isa circle divided equally into 
360° and the additional scales needed to indicate capacity, 
dielectric resistance, and log D/, are concentric circles 
similarly divided, which can easily be increased in number. 
Moreover, the radial ecales are divided into equal parts, and 
they may conveniently carry the figures indicating weights or 
conductor resistances. It avoids, in fact, the difficulty of 
the division of scales into logarithmic parts, by transferring 
the logarithmic operations to the spiral. The defect of it 
is, or was, that the D and d readings on the radial scales 
near the pole of the spiral are rendered inaccurate by the 
rapid change of curvature approaching that point. This 


826 


THE ELECTRICAL REVIEW. [Vol. 71. Мо, 1,826, NOVEMBER 23, 1912, 


defect is completely overcome by drawing a second spiral 
exactly like the first, but moved further round the circle in 
the manner described in the paper to which Mr. Griffith 
refers, and in the Proceedinys of the Physical Society, 
Vol. XXIV, Part II, 1912. 

^ The conclusion seems to be that either the straight, 
cylindrical, or equi-augular logarithmic spiral form is avail- 
able for cable calculations. Preference is to be given to 
the straight form when all the pairs of D and d are to be 
selected for a given value of log р %, without reference to 
electrical values. The Fuller slide-rule is to be recom- 
mended for working out particular cases, and for extending 
the calculations. For а direct-reading instrument, the 
equi-angular logarithmic spiral, provided with a secondary 
spiral, is probably the best. "This equi-angular logarithmic 
spiral must not be confused with the ordinary spiral “ slide- 
rule." It must necessarily be a specialised instrument, 
marked to suit the particular materials or problems with 
which an individual user may happen to be concerned. 
The primary and secondary spirals, of which the co- 
ordinates are given in my paper (/.c.), however, will be found 
to apply to all cases, and in general only the figures on the 


circular and radial scales will require alteration with change 


of conditions. Will you allow me to add that the instru- 
ment is not patented, and that I have no financial interest 
in it or in any form of slide-rule 7 


Rollo Appleyard. 
.Norember 15th, 1912. 


Patents and Inventions. 


I have read with interest your report of the address of 
the Chairman of the Birmingham Section of the Institution 
of Electrical Engineers. 

Mr. A. M. Taylor makes the rather startling proposal 
that it should be absolutely illegal for an employer to 
compel an * employé to hand over to him his invention." 
Surely so far-reaching a suggestion should hardly have been 
advanced by an ex-officio member of the Council of the 
Institution without some limitation. 

If the author of the address will kindly define his terms 
“ employé " and “ invention,“ I will, with your permission, 
endeavour to point out the objections of one employer, 
at least, to such legislation. 
| Something Wrong. 


Generating Plant for Village Lighting. 


I have read with interest the letters in your “ Corres- 
pondence " columns respecting the electric lighting of small 
towns, say, of 6,000 to 10,000 inhabitants. I should be 
pleased to hear if a scheme, as follows, has been tried. 

. "The difficulty appears to be to get à steady load over the 
higgest part of the day to keep the engines and staff profit- 
ably employed. Why not, in the case of a lighting company, 

take up a side line requiring power and work it themselves 7 
Say a brickyard or corn mill. It should not be difficult, by 
advertising or otherwise, to build up a profitable business on 
these lines, which would do a lot towards paying a dividend. 


| М. A. P. 


Stands for Cooking on Inverted Electric Irons.— 
The Marion Light and Heating Co., Marion, Ind., recently dis- 
tributed among its customers who have electric irons little stands 
. for holding the irons in an inverted position for cooking, heating 
water, &c. The holders were simply und substantially constructed 
of &-іп. by т · in. iron, securely riveted and painted with aluminium 
bronze. In lots of 100 they cost 15 cents each, but they were 
. given away by the central station to any customer owning an iron 
. who called and asked for a holder. The holders fit any kind of 
' electric iron and adapt the upturned heatibg surface for warming 
Water, cooking eggs, boiling coffee, warming baby's milk, &c. With 
: no. other device than the electric iron in the house, a fair break. 
fast can be prepared in a few minutes. The holder ів also ueeful 
for other household operations, such as steaming velvet, &. Mr. S. Н. 
Smith, local manager, checked the oconsumptions of several 
customers who employed these holders to amplify the uses of thelr 
electric irons, and found that those compared had each increased 
consumption by about 15 cents’ worth, so that the little stands 
paid for themselves the first month.— Electrical World, 


-THE OFFICIAL BALANCE А TALE OF A 
TEST. 


By A. M. I. E. E. 


“Тнк official balancing of the electrical circuits on H. M. Ship —— 
will commence on the —th inst. Please attend." | 


So runs the usual notice received by contractors for elec- 

trical machinery and apparatus to H.M. Navy. 
The operation with the above high-sounding title is 
merely the testing, for continuity, conductivily, and insula- 
tion resistance, of everything electrical on beard the ship, and 
is so named from the use which is made of the "bridge" 
method for conductivity tests; hence the term “ balancing 
the bridge" has given the test the name of The Official 
Balance.” As this test is most dreaded by all taking part in 
it, the following account of an insulation test, which, for 
sheer strennousness, eclipsed anything in the writer'8 experi- 
ence, niay be of interest to readers. 

The bare recital of the fact that after being fitted and 
tried on board, and before final acceptance by the autho- 
rities, all electrical apparatus must pass a certain test to 
prove the quality and condition of the insulation, conveys 
very little to electrical men who have not had the actual 
experience. For instance, a motor left standing for a week 
on the open deck in the rain, or in a compartment awash 
with water for eight months, or to have a motor used as a 


platform by a driller, who manages by some feat of juggling 


known only to his species to mess up the interior with soap 
suds, or to have the compartment in which a motor is fitted 
entirely filled with water in order to test watertight doors, 
are all mere incidents exciting no comment, being just part 
of the game. | 2 

On receipt of the customary notice the writer repaired to 
the Royal Dockyard at —, arriving oh a Monday. 
Amongst other things the writer was responsible for two 
motors of 140 and 30 H. p. respectively, and the first deadlock 
occurred right away. The orders were that all drying-out 
and testing was to be completed within the week, as the 
ship was going to sea on the following Monday ; while from 
another department came a ‘special order to the writer that 
nothing must be taken apart, as the motors were required 
for use on the Thursday. The second order thus rendered 
the fulfilment of the first quite out of the question. The 
motors, while quite workable, were in a very damp condition 
owing to the compartment in which they were fitted having 
been awash with water for six or eight months. However, 
something had to be done, so we commenced on the large 
motor with the usual recognised methods of drying a motor 
without dismantling it. 

The writer’s staff consisted of a chargeman erector, two 
erectors and a labourer—all non-electric men. The first 
thing was to get a squad of labourers to clear out the water, 
no easy task, and dockyard “ maties” are not given to 
hustling. 3 | у" 

For the remainder of that week every effort was made to 
heat up the motor. We ran it, “stalling ” it at intervals 
with the brake in order to get & good volume of current 
through it. We packed 50-c.p. lamps inside the motor and 
controller, and left the shunt circuit on at nights. On 
Thursday we had a full-load run for a few hours, but all to 
no purpose ; that motor absolutely refused to warm up. We 
continued the treatment until Saturday, and we were then 
informed that Monday's trip was postponed until later in 
the week, so we immediately commenced with stronger 
measures. M E "E _, | | 

A quantity of prepared charcoal, guaranteed free from 
fumes, and several perforated metal bowis were procured. 
We then opened out the machine, which had a diagonally 
split hinged frame, and lifted out the armature—an opera- 
tion easily accomplished in the shops, with cranes, &c., 
in about 30 minutes, but which took exactly 15 hours 
between decks on board ship. Only those who have had similar 
experience can understand. The armature weighed over 
a ton, and was bulky in proportion. There was barely room, 
between the highest point of the motor frame when open, and 
the beams overhead, for the armature and chain blocks. The 
motor lay with the spindle fore and aft of the ship, and the 
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only available deck space on which to land the armature 
was on the starboard side of the motor; but this space was 
taken up by the top half of the now open motor frame, the 
hinge being at the lower end of the diagonal joint. On the port 
side of the motor a vertical shaft blocked the way, so we 
planned to lift the armature clear of the frame, 
block it up with timber, move the chain blocks to port, 
take a fresh lift and swing the armature as far to port 
as the vertical shaft would allow, close the motor, block up 
the armature again, move the chain blocks to starboard, 
lift the armature again and swing it over the top of the 
motor and land it on the deck. All this was accomplished, 
after indescribable trouble, up to the point of trying to get 
the armature back over thetop of the motor. "This we found 
to be impossible. The highest part of the Mme when closed 
was just a trifle higher than the highest point when open, 
and this trifle made all the 'difference ; we could not get 
another quarter inch'of lift, so there the armature had to 
remain. We blocked the armature up with timber, allowing 
it to rest upon its spindle, but allowing the slings to remain 
for safety. We then started the charcoal fires ; two of these 
were put under the armature, one upon an iron plate, which 
was placed upon the bottom pole-piece inside the motor, and 
two under the main controller. The motor, armature and con- 
troller were then covered over with pieces of sail cloth, sacking, 
or anything procurable, to keep in the heat, and one of our 
number remaining to watch, we left the ship about 4 a.m. 
on Sunday. = "Lr . 

The charcoal fire treatment was continued on Monday 
with good results, all the parts warming up nicely, but a 
new difficulty presented itself. The fumes off the charcoal 
were so deadly that to remain in the compartment for long 
was impossible, and yet the fires could not be left, as varnish 
might run and drop into the fire causing a flare up at any 
moment. We therefore started the ventilating fan, but the 
weather being wet at the time this resulted in damp air 
being pumped into the compartment, undoing all the good 
the charcoal fires had done—the insulation resistance appre- 
ciably dropping in a very short time—so we had to stop the 
fan and put up with the deadly fumes. "The effect of char- 
coal fumes is curious, causing frightful pains in the head, 
and when human endurance can stand no more, and the 
sufferer climbs out into the fresh air, he loses all power in 
his limbs, sometimes collapsing upon the deck ; the fresh air 
having that effect. All suffered terribly, two of our number 
being laid off, but as the treaument was having the desired 
effect, and either coal or coke fires were quite out of the 
question, we persevered in spite of all drawbacks. 

Towards the end of the week all the parts of the motor 
seemed perfectly dry, testing out well and quite up to 
standard. The main controller was not so good, but we 
decided that we could continue the treatment upon this 
while putting the motor together for the official test, which 
we now proceeded to do, as official tests are only made upon 
T ape machines, not upon disconnected parts. 

. When we got the motor together again, we found, to our 
` unspeakable disgust, that everything was as damp as when we 
commenced,. so that any official test was out of the question. 
This was а facer. We found that the apparent dryness had 
been surface dryness only; the moisture in the armature core 
and F.M. coils still remained, the heat having diied the 
-outer tape, &c., only, and the damp sweated out again in a few 
hours’ time. This brought us back to the starting point 
again, so, in desperation, we tried all we knew to 
heat up the machine. The brushes were *'shorted," 
and double full-load current passed through the 
series coils, this being varied by “shorting” the series, 
disconnecting the shunt and passing double current through 
the armature. This was kept up until the heat from the 
resistance grids blistered the paint off the controller case, 
but with little effect upon the motor. At this juncture we 
had a complaint from the juice department that we were 
. appropriating the entire output of one generator, at the same 
time notifying us that the date of ship's leaving dock having 
"been still further postponed, the boiler fires would be 
‘drawn that evening, and for the future, current—from 
the shore—would only be available for lighting purposes. 
Here was another facer. However, more time being now 
given us we started in and stripped the motor bare to the 
casting. How this was done and all put together again 


with no assistance from the ship's company, in a place below 
the water line, as dark as a coal mine, often the sole light 
being that from a tallow dip, with insufficient head room 
and floor space, absolutely beggars description. The whole 
frightful experience lingers in the writer’s mind as a hideous 
nightmare. 

The plan was to take ashore everything portable and 
bake it in the dockyard drying oven. We soon found that the 
armature, which had a very long spindle, was too long to 
pass up the ladder way and turn out through the opening 
or doorway, at the top, so it had: perforce to be dealt with 
on the spot. 8 E 

We procured an empty packing case just long euough to 
take the body of the armature, the spindle sticking out 
through slots at each end. This case could just be 
squeezed through the doorway and down into the compart- 
ment without an inch of room to spare. 

To provide room for the armature case, we had, after 
opening the machine, to disconnect the hinge and remove 
the movable half of the frame to another part of the com- 
partment. The armature was then lifted into the case, 
six or eight 50-C. P. lamps were laid upon iron plates along 
the bottom corners of the case, the brush gear, brush leads, 
terminal bars, &c., were packed away in odd corners, the 
lamps connected up to the nearest fuse box, and the cover 
put on. The six magnet coils were then removed—a man 
could just stagger under one—and taken ashore, then some 
distance upon a handcart to the drying stove in which they 
were left for some days. 

We now turned our attention to the main controller, 
putting charcoal braziers inside, round about, and under- 
neath. Water was again collecting in the compartment, 
which was now appreciably warm, and the resulting steam 
was condensing upon the walls of the compartment, which, 
having cold water at the other side, made an efficient surface 
condenser, the water running down in tiny rivulets. A gang 
of cleaners was again set to work, and the cause of the 
trouble, a centrifugal pump in the corner, having been dis- 
covered and the leakage stopped, we finally got rid of the 
water. | | 

After continuing the baking treatment for about five 
days we decided to put the motor together again. The 
field coils had to be brought a distance of about a third of 
a mile in an open handcart in a drizzling rain, covered with 
damp sacking. Fortunately we got them down into the now 
slightly warm compartment before they were cold, conse- 
quently they did not sweat. Every single detail—brusli 
holders, brush leads, terminal bars, field coils, cable connec- 
tions, &c., was separately tested, both before and after 
fitting into place, and again after connecting up, as the con- 
necting up of any faulty part, however small, would spoil 
the whole test. How anxiously we watched for the swing of 
the Megger needle, as each added part was tested. Would 
it swing to infinity or “ zero? | | 

We worked all night hoping to be ready for the official . 
test by the following forenoon, which was Saturday, but as 


time went on, it became certain that we should not be ready 


before the testing officer knocked off at noon for the rest of 
the day. Here was another fix. If the test was left over 
until Monday, it was highly probable the insulation 
resistance would be down to zero by that time, unless the 
motor was nursed day and night until then. However, the 


testing officer kindly offered to come on board in the after- 
noon in order to save the situation. 


We finishéd at 1 p.m., 
the motor complete testing out to 10 megohms to earth. 
An hour later the insulation resistance had dropped 1 megohm. 
At 3 p.m. when the official test was made, it had further 
dropped to 8 megohms. The official minimum being two, 
it was accepted as very satisfactory. The controller being 
still below the minimum, acceptance was. deferred pending 


farther treatment. . 


The writer was now thoroughly knocked up, added to 
which a definite date had been fixed for the ship's departure, 
so that it was necessary to send to headquarters for further 
assistance. | 

The remainder of the work, the stripping of the main 
controller and smaller motor, and baking of the parts, was 
work of no special difficulty as compared with the other, and 
calls for no particular comment. 

The most exasperating part of the affair was when the 
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writer, arriving home, luckily alive, was declared by other 
members of the staff—who know not the delights of insula- 
tion tests—to be а lucky beggar to get six weeks’ holiday. 


The writer was 18 months in completely recovering from the 
said holiday (7). 


л 


THE MELBOURNE RAILWAYS ELECTRI- 
FICATION REPORT. 


IN the report prepared by Mr. Charles Merz in 1908 upon the elec- 
trification of the Melbourne Suburban Railways, the whole question 
of the substitution of electric traction for steam railways was very 
fully gone into. 

At that time, however, the Commissioners did not feel con- 
vinced that electrification was justifiable, or that the estimate of 
traffic increase would be realised. These have, however, already 
been far exceeded. In 1908 there were about 70,000,000 suburban 
passengers per annum, the tigure forthis year will exceed 90,000,000, 
and in 1917, after electrification, it is estimated that there will be 
150.000,000 passenger journeys per annum on the suburban lines. 
Hence the present proposals deal with this number of passengers, 
but all parts of the electrification scheme are arranged to be 
capable of extension from time to time as the traffic subsequently 
increases, 

In order to handle this traffic, it is proposed that the traffic in 
the mornings and in the evenings, should be provided for by in- 
creasing the length of the trains, though it is not proposed to 
have any longer trains than six coaches to commence with. The 
scheduled speed, including stops, is 21 miles per hour. | 

With а view to enabling the Government to decide finally 
which system is more suitable for the Victorian Railways, complete 
alternative schemes were prepared by Messrs, Merz and McLellan, 
and public tenders were invited by the Agent-General in Europe 
upon them. Offers were received from all the leading manufac- 
turera of the world who prepared detailed proposals accompanied 
by stringent guarantees. 

One particular object kept in view in preparing the specifications 
and in the scrutiny to which they were subject by Mr. Stone, 
the Government electrician, who has been collaborating with 
Mr. Merz in London, was that the resulting comparison should 
be perfectly fair to the rival systems and the different makers. 
The fact that no criticisms were put forward by the exponents 
of either system would indicate that they were fair to all 
parties. | 

The present report is divided into thrée parta, {һе first part 
dealing with the choice of system for the suburban lines; the 
second part dealing with this choice as affected by the country 
lines, and the third part dealing with the cost of converting 


suburban lines on the system recommended, and the financial : 


results to be expected from electric working. The suburban lines 
comprise some 150 route miles, including the lines to Sandringham, 
Frankston, Dandenong, Ringwood, Eltham, Reservoir, Fawkner, 
Broadmeadows, St. Albans, and Williamstown. The cost of con- 
verting these lines on the direct-current and single-phase schemes 
amount to £2,349,437 and £3,057,024 respectively, on the basis 
of the best tenders for each scheme. These figures exclude only 
those items of capital expenditure which would be unaffected by 
the choice of systems, as, for instance, the steam-raising plant, 
the building of the power-house and the repair shops. Hence 
it will be seen that the single-phase system is more costly than 
the system recommended, by £707,587. In the same way, a com- 
parison between the working costs of the two systems shows the 
single-phase system to be more costly by £70,567. More important 
still, the direct-current system will show increasing advantage over 
the single-phase system as the traffic increases year by year. 
Hence, it is obvious that the Government has little choice, and it is 
certainly satisfactory that the tenders should have such a decisive 
result. 

Although, however, the direct-current system is the more suitable 
for suburban lines, some doubt existed as to which system would 
prove the better when electric traction came to be extended to 
country lines. Comparisons for typical country lines were, there- 
fore, made, and the case of the Melbourne, Woodend and Bendigo 
line is analysed by Mr. Merz in his report. 

The initial cost of converting this line on the single-phase system 
is more by about £13,000 than on the direct-current system and the 
annual working cost is also more (some £1,600). "These differences 
are small, but tend to increase as traffic grows. From this it is 
obvious that the direct-current scheme, which shows such large 
advantages over single-phase for the suburban system, proves quite 
as suitable forcountry lines, such as the Bendigo line, 100 miles in 
length. | . : 

The system to be adopted having thus been definitely settled by 
the results of the tenders, the report deals with the actual cost of 
converting the suburban lines and the financial results of so doing. 
The average speed of the trains is to be increased by nearly a third, 
and the frequency of the trains by a very large amount. It is 
estimated by the Commissioners that in 1915 the cost of operating 
the suburban system by steam will be £360,131 per annum, while 
electric working will cost £235,416, making a saving of some 
£125,000 a year in working expenses alone, apart altogether trom 
any increase of revenue. There will, of course, be a very large 


increase in traffic as the result of electrification, but as it is im- 
possible to tell exactly what this will be, depending as it does so 
much upon the general prosperity of the city and the State, the 
profits which will accrue from the electrification with different 
increases of traffic are given. Mr. Merz estimates that the increases 
will not be less than 25 per cent., and may very possibly be more ; 
even with this figure the suburban railways will show an immediate 
profit (after paying interest and sinking fund on all outlays) of 
£287,674 per annum, in addition to all the other advantages of 
electrification. The Report has been considered in detail by the 
Victorian Commissioners, and presented to the Government. 

Power will be supplied from Yarraville, in the form of three- 
phase alternating current at 25 cycles per second, the pressure 
being 20.000 volts, and will be transmitted partly by underground 
cables, partly by overhead wires to 12 sub-stations at various points 
on the system where it will be transformed down, and converted 
to direct current at 1,500 volts. Overhead wires are to be used 
throughout the sygtem for the supply of current to the trains. 
These will consist of units, each consisting of one motor coach and 
one trailer coach, the length of train varying from two to six 
coaches. The complete scheme includes the provision of 500 motor 
coaches, each carrying & four-motor equipment, and 450 trailer 
coaches, | 

The single-phase scheme which was compared with the direct- 
current scheme just described and proved more costly, included 
the generation of three-phase current at 25 cycles and 20,000 volta, 
and its distribution to various points on the system at which the 
current would be supplied to the trolley wires as three separate 
single-phase currente, the pressure between the trolley wires and 
the running rails forming the return circuit being 11,000 volta. 
The make-up of the trains and tbeir schedule speed and carrying 
capacity would be the same as in the other scheme. | 

The capital expenditure is estimated as follows:—By 1913, 
£500,000; by 1914, £1,200,000; by 1915, £1,700,000; by 1916, 
£2,200,000 ; by 1917, 42,450,000; by 1918, £2,600,000 ; by 1919, 
42, 676,360. : 

We may add that our readers were informed іп our issues of 
October 11th (page 575), and November 8th (page 744), that the 
direct-cutrent system at 1,500 volts would almost certainly be 
adopted. 


LEGAL. 


CHARGE AGAINST AN ELECTRICIAN, 


IN the Southern Police Court, Dublin, last week, Wm. Willoughby’ 
an electrician, was charged on remand with having fraudulently con- 
verted to his own use electrical fittings. &c., to the value of £5, or 
thereabouts, entrusted to his charge at Kingsbridge Station by his 
employer, Mr. J. C. Meldon, contractor, South Anne Street. The 
prisoner was further charged with having obtained, between 
January Ist and July 18th, the sam of £33 from Mr. Meldon by 
means of forging the names of men alleged to have been employed 
on jobs to time sheets. 

For the defence, it was asserted that it was а custom for the 
defendant to take jobs and do them in his spare time, and that the 
goods he took were debited him by Mr. Meldon. 

EDWARD MEATH, cashier in the employment of Mr. Meldon, 
stated that the time sheets, from which he had made out the men's 
wages, were given to him by Willoughby. Willoughby handed him 
sheets which were in respect of the two  men—Brennan and 
O'Toole—who were supposed to be employed on the Kingsbridge 
Station job. From these sheets the witness made out the men's 
wages, which amounted to £15 10s. in respect of Brennan, and 
£8 4s. in respect of O'Toole. He gave the money to Willoughby to 
be paid to the men. On July 16th Willoughby brought him two 
sheets, one for Brennan and the other for O'Toole, and at the same 
time told him that he was going to pay off both men. The witness 
asked Willoughby for the men’s insurance cards, and said he would 
not pay anyone unleas they had insurance cards. The prisoner said 
that he had not the cards, but would tell the men to get temporary 
cards, and to come to the office for payment. Up to the present 
neither of the men had come to claim his wages. 

A number of other witnesses having given evidence to the effect 
that there were no men named Brennan and O'Toole employed on 


the Kingsbridge job, the prisoner was returned for trial to the City 
Sessions, on bail. 


GoTT v. VEBITYS, LTD. 
(Continued from page 785.) 


ON the 13th inst, MR. VACHELL, for the defendants, contended 
that, upon the face of the agreement, there was no obligation 
undertaken by the defendants to manufacture and sell. The whole 
of their rights to the sole privilege of manufacturing and selling 
depended upon their giving active operation to the patente, It was 
for them to say whether they would manufacture and sell, and by 
the action of the agreement if at any time they did not do so the 
plaintiff's rights revived. He pointed out that these were joint 
patents in which every penny of expenditure had come out of the 
company’s pockets. The misfortunes of Mr. Gott had been those of 
many other patentees, Other people had brought competitive articles 
in the market at such a cheap price that Mr. Gott's articlee— 
excellent in their principles, no doubt—had ceased to be of practical 
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use by reason of their expense. The conduct of the defendants had 
been this: in trying to keep their position in the market and com- 
pete successfully with others, they had put plaintiff's inventions on 
one side, and had ideas and specifications for other appliances which 
they found they could produce at a cheaper rate. 

Giving evidence, the chairman of the company, Mr. G. H. Verity, 
said that, in his conversations with Mr. Gott, cheapness of construc- 
tion of articles was very much in the forefront. He found that, so 
far as the starters designed by Mr. Gott were concerned, the firm's 
prices were too high. With regard to controllers made epecially for 
an Admiralty contract, it was found, after the drawing got to the 
practical stage in the workshop, that the cost was very much 
higher than originally contemplated. There was never any desire, 
in substituting another article, to do Mr. Gott an injury. The 
Admiralty bought very keenly. 

Mr. VACHELL’: Just of late. 

Witness: No, they always have done so. 

On Monday, in the High Courts, Mr. EDWARD POLLOCK delivered 
judgment. He said the plaintiff's case was that it had been agreed 
that the defendants should manufacture and sell certain patented 
articles, of which Mr. Gott was the inventor, and pay him the 
royalties. The claim had set forth that it wasa furtherterm of the 
contract, that, in the event of Veritys desiring to discontinue the 
manufacture and sale of the articles, they should give plaintiff three 
months’ notice to that effect. It was alleged that the defendants 
did not give the desired notice, but had allowed the patents to 
. remain as live patents on the market. The articles in question 

were starters and controllers. The defendants had paid into Court 
the whole of the amount of the royalties due to Mr. Gott under 
the contract with him. They had in addition paid £5 into Court. 
In his opinion that amount was quite sufficient to cover any 
damage sustained by Gott, and there must be judgment for the 
defendants in consequence. Defendants would have to pay the 
costs up to the date of payment into Court, the plaintiff to pay 
the costs after the payment in, except as to the issue regarding 
proof of liability on the contract apart from issues raised by 
amendment, > 


GERY v. DAY MOTOR Co. 
(Continued from page 784.) 


FURTHER cross-examined, plaintiff said he did not demand that the 
engineer should light the house direct from the dynamo, despite 
the fact that the number of lights would greatly vary. He expected 
to have his house efficiently lighted, whether the lights were 
coupled direct with the dynamo or through the cells. In other 
words, he wanted a plant according to the specification. 

MR. BERTRAM AUGUSTUS EVANS, chief electrician to the firm of 
Messrs, Furneaux & Thomas, electrical engineers, of Swansea, gave 
evidence with regard to tests he had made of the plant in question ; 
he described them as unsatisfactory. 

Cross-examined, Witness admitted that in one of his reports he 
described the voltege as steady on that particular occasion. It was 
true that if the voltage were steady the engine speed must be also 
steady. He was very surprised when he examined the plant to find 
that no means had been supplied for running the lights direct off 
the dynamc. : 

Mr. CoLE Ax, K.C. (for defendants): The practice of running 
the lights direct off the dynamo is resorted to mostly in cases of 
factory and shop installations, where you have a fairly steady 
load )— Yes. 

Do you know of any case of coupling the lights direct with the 
dynamo in plants for private house lighting ?!— Oh, yes. 

In such cases is not the dynamo generally a compound-wound 
machine ?—Witness replied that in some cases it might be so. He 
would not necessarily advise а compound-wound machine for 
private house lighting; on the contrary, he might install a shunt- 
wound machine with commutating poles. 

Re-examined, witness said the dynamo in question was designed 
to run direct, but there was no switch arrangement to allow it to 
do so. When he tried to charge the batteries, he found it was 
impossible, and he had to shut down after attempting it for five 
minutes, because the fluctuation in the readings was so great it was 
impossible to tell what current was going into the cells, 


MR. ARTHUR ROSCOE FURNEAUX. senior partner in the at ove- 


named firm, also gave expert evidence. His firm. he said. had had 
a fairly large experience of private house lighting installations. 
In January of this year he was called in by plaintiff to test the 
. plant in question He ran the engine on a light load with paraffin. 
&nd found a speed variation of from 550 to 900 revolutions in two 
minutes. He then proceeded to apply the specification test. He 
connected the dynamo up to & water resistance and created a load 
of 55 volts, 28 amperes ; with these readings (he used his own in- 
struménts), the engine speed fluctuated between 930 and 950 revo- 
‘lutions. He then reduced the load to spproximately 22 amperes, 
and the speed of the engine immediately roce to 1,050 revolutions. 
Even using dead-beat instruments, he found very great difficulty 
in taking a perfectly accurate reading owing to the fluctuations. 
He also tried running the lights direct, but without switching in 
or out any of the lights the lamps "jumped." It would be im- 
possible to sit in a room and read by them. He then connected up 
the cells and tried to charge them for 20 minutes, using the meters 
provided on the switchboard, but he found the needles varied so 
much that it would be impossible to form any idea of the amount 
of current going into the batteries. In his opinion the plant was 
not an efficient one for the purpose for which it was required. | 

Further examined, Witness said he knew it was the practice with 
certain leading firms of dynamo makers to supply shunt-wound 
dynamos with commutating poles for the purpose of running 


direct on to the lights. This machine was of that type, 
and therefore he was justified in assuming that this machine ought 
also to run direct. The difficulty with this plant wasthe inefficiency 
of the engine governor. | 

Cross-examined by MR. WALKER (with Mr. CoLerax, K. C.), 
Witness said that Messrs. Siemens Bros. had orders to supply him 
with a shunt-wound machine fitted with commutating poles 
for running direct on the lights, and they guaranteed its 
satisfactory working. The Westinghouse Co. also made a similar 
machine, He did not think the 6 per cent. variation specifed was 
excessive, 

When the dynamo is being used with a low voltage, the mag- 
netic field is greatly weakened ?—Yes. 

And in your test you worked on a low voltage! 

Witness admitted that that was so. 

Mr. WALKER then opened the case for the defence, and said 
defendants never agreed to supply a dynamo which would run direct 
on the lights, and their evidence would show that the machine in 
question was not designed to do so, The reason why plaintiff tried 
to run it in that fashion was because the batteries had been smashed 
up, owing to the negligence of plaintiff's people. They had 
coupled them up in such a way as to short-circuit them and 
render them utterly useless. When the plant was delivered. it was 
in a thoroughly sound condition, and no complaint was made with 
respect to it until it had been in the hands of plaintiff's people for 
some little while. 

Mr. JosEPH Day, managing director of the defendant company, 
then gave evidence, and said he was the inventor of the two-stroke 
system of engine. such as was supplied in this instance. There 
were many more engines sold throughout the world working on 
that principle than on the four-stroke principle. This particular 
class of engine was frequently supplied for electric lighting work 
in cases where the load was constant. Continuing, witness 
described the interview with Mr. Brown at the premises of the 
Electrical Federation. which ultimately led to the order being given. 
It was always intended that the plant should be run with the 
batteries. Not a word was ever eaid about lighting direct with the 
plant. He did not mind which plaintiff had, in fact, he would 
just as soon have fitted him out with a direct-running plant. 

GEORGE VENN, mechanic in defendants’ employ, gave evidence 
to the effect that when the plant was first installed he went down 
and ran the engine for some 48 hours, charging the cells, It ran 
very well, and Mr. Gery expressed his satisfaction. He handed it 
over to the plaintiff. Later, in consequence of complaints, he went 
down to see the plant and found that the engine was not in the 
condition in which he left it. Parts had been altered ; for instance, 
the commutator had been put into a lathe and filed down. 

Mr. Francis Hikp, departmental manager to Messrs. Siemens 
Bros., stated that he had examined the dynamo in question, and in 
his opinion it was not a suitable machine for direct lighting 
purposes. It was possible to use a shunt-wound dynamo with 
commutating poles for direct lighting purposes, but he was not 
aware that it was the practice of his firm to make such machines, 
especially for direct lighting. It was news to him that Mr. 
Furneaux had ordered such a machine from his company for that 
purpose, The machine supplied to plaintiff was obviously to be 
used for charging batteries. If the engine when it was first 
installed satisfactorily charged the batteries for 40 hours, there was 
no reason why it should not continue to do so. 

Мв. ALBERT EDGAR FLEMING, in defendants’ employ and the 
engineer in charge of the plant in question, described the charging 
test, &c., when the plant was installed, and said plaintiff then ex- 
pressed himself as very well satisfied. 

Mr. EDWARD CUTTING, of the firm of Messrs, Cutting Bros, 
dynamo and motor engineers, of Stamford, Lincs., gave evidence, 
and stated that his firm eupplied the generator in question. It was 
a shunt-wound machine, and was not the type of machine to be 
used for direct lighting. It was a commutating-pole dynamo, 
designed to prevent sparking when giving an increased amperage 
output working on a weakened field. The dynamo supplied was 
perfectly efficient for battery-charging purpores, and was a standard 
type manufactured by his firm. 

. MR. FRANK BROADBENT, consulting engineer, also gave expert 
evidence in regard to the plant. He said that by the specification, 
to his mind, it was clearly intended that a plant for lighting 


. off the batteries and not for direct lighting should be supplied. 


The dynamo was not constructed for direct lighting. 
This concluded the evidence, and counsel then addressed the 
Referee upon the whole case. | 


Judgment was reserved. á 


THE TELEPHONE ARBITRATION, 
(Continued from page 784.) 


DEALING with contractors charges, including the charge made by 
sub-contractors, SIR. J. SIMON contended that here again the 
figures of the company were wrong. Не claimed that the Post 
Office figures for labour were confirmed by a great body of prac- 
tical testimony from contractors and others. In regard to the per- 
centage to be allowed for contractors’ supervision, the question 
arose as to whether there ought to be anything allowed for storage. 
The provision made by the Post Office for contractors’ profit was 
ample, because it was not usual to allow contractors’ profit upon 
materials supplied when the contractor was himself supplying the 
materials. He submitted that the evidence given on behalf of the 
Post Office as to that was overwhelming, and it had not been 
challenged on the other side. It did not matter whether they were 
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dealing with overhead wirea or underground cables, the question of 
supervision of labour was not affected in any way by the purpose 
for which the work was iptended. Supervision was not a function 
of time, although it might be regarded as a function of labour and 
materials. Whatever they regarded it as, so long as the work was 
carried out under normal conditions, time did not affect 
the question of materials and labour. They had the experience of 
judges of all sorts that 21 per cent. wasa right percentage for this 
head. It was not a question of the ratio of salary to time. If they 
did the thing 12 times as fast, they paid out the wages 12 times 
as fast, but still they paid out the same amount. 

Siz J. WOODHOUSE said that if the work were done in a shorter 
time, it did not follow that the wages would be the same, because 
it might involve night work, which was more expensive. 

SIR J. SIMON agreed that under those circumstances the wages 
account might be higher, and as a consequence, the percentage of 
the cost of gupervision to the cost of labour would be lower. His 
contention was, however, that 21 per cent. for supervision was a 
proper figure for a normal rate of construction. 

The SoLICITOBH-GENERAL having concluded his arguments so far. 
as the contractors’ evidence and the re-instating cost were con- 
cerned, said he would next have to deal with the employers’ 
burdens, the checks, and the depreciation. The question then 
arose as to the probable duration of the proceedings, and Sir John 
said he thought he would be able to finish the depreciation case in 
a day, and if the Court adjourned until Monday, he hoped to be able 
to conclude his speech on Tuesday. E 

MR. DANCKWERTS, K. C., said that if the question of land and 
buildings were gone into, it would take about 80 days more. 

The SoLiCITOR-GENERAL : I am glad to say that that part of the 
case is in the hands of the Attorney-General. 

MR. DANCKWERTS asked as to the remaining branches of the 
case, said that he was unable to make a definite statement as 
owing to thunderclouds in the air he had been unable to confer 
with the Attorney-General. 

MR. JUSTICE LAWRENCE said that when the Court had made up 
its mind on the first part of the case they hoped it would not be 
necessary to contest some of the other matters which might be very 
burdensome to both parties. | 
On Monday, when the Court resumed after the adjournment on 
the previous Wednesday, SIR J. S1MON continued to sum up the case 
for the Postmaster-General on the question of the cost of construc- 
tion of the company's plant. Dealing with the question of the 
amount which should be added to the contractors’ total charges for 
employers' burden, in order to arrive at the total of construction, 
the Solicitor-General said the Postmaster-General had produced a 
great body of evidence in order to show that 5 per cent. was a 
proper allowance to make to cover the burdens falling upon the 
employers’ shoulders. Under this heading the company cbarged 
10:835 per cent. He submitted that it was impossible to contend 
that the Postmaster-General's figure of b per cent. was “grossly 
insufficient," inasmuch aa it was based on sound judgment and 
experience. On a 5 per cent. computation the total sum for thia 
item amounted to no less than £578,000, Proceeding, Sir John next 
dealt with the question of the increased cost consequent upon the 
work of obtaining wayleaves, and the expediency of taking this 
item into acccunt in the contractors’ totals, | 

. SIR JAS. WOODHOUSE remarked that, the company having no 
statutory rights, had to arrange for wayleaves, which might have 
involved an enormous amount of difficulty and correspondence. It 
was impossible to treat telephone construction too much like tram- 
way construction, because, in the latter саве, the works were concen- 


trated, and they were bound to take into account the cost, &c., of 


obtaining wayleaves. 

SIR J. SIMON said he agreed there were special difficulties in that 
respect, but he submitted that the work of obtaining wayleaves 
was not part of the contractors business. It was the employers’ 
business, and, therefore, should figure as a special item of cost. 


(To be continued.) 


BRADFORD STRIKE PRosSECUTION.—" PERSISTENT FOLLOWING.” 


A CASE of considerable interest to employers and employés in the 
electrical engineering trade came before the Bradford Stipendiary 
Magistrate (Mr. H. W. W. Wilberforce), at the Bradford City Police 
Court on Thursday last, when Lional Barker, of 34, Napier Street, 
Bradford, and Atkinson Pinder, of 29, Springfield Street, Bradford, 
were summoned at the instance of Arthur Arrowsmith, of 6, Cross 
Street, Leeds, “in that they, with a view to compelling tbe com- 
plainant to abstain from doing an act which he had a legal right to 
do, to wit, working us an electrician's labourer at the New Picture 
House, Thornton Road, Bradford, did unlawfully and wrongfully 
and without legal authority persistently follow him.” The com- 
plainant was represented by Mr. Alex. Neill, whilst Mr. W. Tren- 
holme appeared for the defendante, who both pleaded not guilty. 
The prosecution was taken under the Conspiracy and Protection of 
Property Act, 1875. 

Mr. NEILL said that he ought to mention that a strike of elec- 
tricians had been proceeding in Bradford from October 12th right 
up to the present time. The complainant was employed on work at 
the New Picture House, Thornton Road, and on the evening of 
October 25th the two defendants were waiting outside the Picture 
House, evidently with a view to speaking to complainant, and 
endeavouring, by peaceful persuasion, to get him to come out on 
strike. When complainant left his work that day he was met by 
a hostile crowd numbering some 50 or 60 persons who followed him 
to the car, booing and calling out Blacklegs! to him and his 
companion. The police were amongst the crowd in good numbers, 


and two constables escorted complainant and his friend to the car, 
-When the car was reached, a section of the crowd endeavoured to 
~ board the car with the complainant. Amongst those who succeeded 


in their object were the two defendants, and during the journey 
they tried to persuade him that he had no right to work, and he (Mr, 
Neill) suggested that they also terrified the complainant. Bills 
were distributed amongst the people on the car, which showed 
clearly what the object of the defendants and their fellows was, 
The contents of the bills were: Bradford Electricians’ Dispute. 
Fellow Workers. A few men, krown as blacklegs, are assisting the 
employers to try and defeat the legitimate demand of the men for 
better conditions. We therefore aek you to assist us in clearing 
this dangerous element from our path. Our fight is уоп, 
To-morrow it might be your turn. Workers of the world, unite,” 
Не (Mr. Neill) said that the intention of the two defendante was, 
that by persistently following, they expected to be able to compel 
the complainant to leave his work. XM. OE 

The complainant corroborated Mr. Neill's statements, and said 
that the defendant Pinder said to him that he was no man, anda 
blackleg. He (complainant) asked how he could be a blackleg when 
he was not an electrical engineer, but only a labourer, and he was 
then charged with doing electrical work. E 

Cross-examined by MR. TRENHOLME, complainant stated that there 
was no actual demonstration against him, and that he was net 
afraid of the strikers individually. He thought there would have 
been some trouble if the police officers had not been present, He 
would not get any higher wages if the eleotricians succeeded in 
getting what they demanded. He had been followed by other 
strikers since October 25th, who gave him to understand that they 
intended getting him out, and would give him a good hiding when 
they got the chance. И 

P.C. SHAW and P. C. McCLINTON said they accompanied the 
complainant from his work to the car, and travelled with him to 
the terminus. They gave evidence as to the methods used by the 
strikers who were in the car to try to get the complaipant out on 
strike, and stated that the strikers were getting so excited that they 
had to warn them to be careful what they eaid. The arguments 
were used in a menacing sort of way, and could not be described as 
quite peaceful. | A 
INSPECTOR CHALLONER corroborated the: statements of the 
constables. а 

Мв. TRENHOLME said that under Sec. 2 of the Trades Disputes 
Act the defendants were quite entitled to do what they had done. 

The STIPEN DIARY MAGISTRATE asked what necessity there was 
for such a number of strikers to board the car if it was oply for 
peaceful argument with the complainant. · AM 

MR. TRENHOLME said there was no evidence that the defendants 


had spoken to the complainant at all Also, there was no evidence 


whatever that any attempt had been made by the defendants to 
compel the complainant to abstain from work. | 

The STIPENDIARY MAGISTRATE : It is ridiculous to suggest that 
there is no tittle of evidence of compelling action. 

The Defendants gave evidence to the effect that only peaceful 
persuasion was used by the strikers during their conversation with 
the complainant, and they parted quite good friends. 

FREDERICK WILLIAM HORSFALL stated that he was with the 
complainant when he was followed, and he had decided to relinquish 
his work the following day. i i 

The STIPENDIARY MAGISTRATE aeked if the Trades Union would 
undertake not to follow, in the manner in which they had been 
doing in this case, during the continuance of the strike. | 

Мв. TRENHOLME, after consultation with the Union, said that 
they would be prepared to give such an undertaking as was desired 
by the Stipendiary Magistrate if there would be no conviction. 

The STIPENDIARY MAGISTRATE said he could not enter into any 
bargain of that sort. He was anxious that the dispute should be 


conducted in a proper manner. He suggested that the Trades Union 


should undertake " That no persons in the ‘employment to which 
this dispute relates shall be followed, except by members of the 
Strike Committee authorised to discuss the matter.” This would 
extend to any person deputed by the Strike Committee to discuss 
the subject. 

Mr. TRENHOLME said that his clients would agree to the under- 
taking as suggested by the Stipendiary Magistrate, and the case 
was thereupon adjourned for a fortnight. А 


BUSINESS NOTES. 


The Price of Aluminium.—It is reported from 
Berlin that a meeting of the International Aluminium Syndi- 


“cate was to have been held on November 14th to discus 


the situation of the market and make an advance m 
prices. The price until recently has been M. 80 а 
рег cwt, but the metal has not really been obtainable at 
quotation for some time past, charges of £4 58., and even р 
£4 10s, having to be paid for small parcels, The active demand 
attributed to the increasing use of aluminium for domestic 
utensils snd for military purposes by army authorities, bir 
are adopting the metal to a growing extent for field flasks an 
articles of war. Since these lines were written, it has transpire 
that no decision was reached at the conference whioh was held in 
Paris, The minimum copsequently remains at £4 percwt., but wi 
be increased when the price actually obtained exceeds the minimum 
by 15 per cent. 
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Canadian Duty on German Wire Lamps.—It is 
reported from Berlin that the Government of Canada bas intrcduced 
specíal duties on certain goods of German origin as from November 
let, these including Wolfram lamps, The imports of these lamps 
from Germany have hitherto been treated, it is said, fairly 
uniformly with French and Dutch products," but British lamps 
enjoy a preference of 5 per cent. Now Canada has imposed a epecial 
duty on German lamps, and it is thought possible that the business 
of some makers will thereby be disturbed. It is understood, how- 
ever, that this does not affect the German Incandescent Gas (Auer) 
Light Co., as the company avails itself of the English Welabach Co. 
for exports to Canada, 


Constantinople Troubles.—It is stated that consider- 
able losses have probably been incurred by the Ganz Electricity Works 
Co. and the Hungarian General Credit Bank or its associated elec- 
trical trust in connection with the various lighting and traffic 
enterprises in Constantinople, in consequence of the reported des- 
truction of many cables in the Turkish capital. The representative 
of the Ganz Co. in Constantinople has reached Buda-Pesth to give 
particulars of the situation, а 


For Sale.—Messrs. P. HUDDLESTON & Co. will, on 
November 26th, sell by auction, at 56, Redcliff Street, Bristol, a 
large quantity of electrical apparatus, &c. See our advertisement 
pages to-day. Brg S 


Consular Notes.—Norway.— The British Consul at 


Christiania, in a recent report, states that the total imports of 


machinery into Norway in 1911 were valued at £1,149,350. The 
following are the details of the principal machinery imports by 
countries of purchase :— i 

Motors, steam, water, gus or petroleum.—From Germany, £36,000 ; 
Sweden, £53,000; United Kingdom, £3,000; U.S. A., £18,000; 
Denmark, £30,000, й 

Other machinery (except agricultural),—From Germany, 4 385,0С0 ; 
Sweden, £44,000; United Kingdom, £108,000; U.S.A., £54,000 ; 
Denmark, £25,000. | 

Parts of machinery.—From Germany, E219, 000: Sweden, £33,000; 
United Kingdom, £26,000 ; U.S.A., £6,000; Denmark, £12,0C0. 

Compared with the corresponding returns for 1910, the above 
figures represent a loss to British trade of about £1,000 under the 
heading of motors. British motors unfortunately seem to find 
little demand in Norway as compared with those of Sweden, Ger- 
many, Denmark and the United States. A reference to statistics of 
past years points to the fact that it is chiefly Sweden and Denmark 
who have wrested from us the market, which eight years ago was 
worth some £20,000 to British exporters. General machinery and 
partsof machinery from the United Kingdom showed a satisfactory 
advance in 1911. The reason for the loss of trade in motors is 
probably to be ascribed largely to the cheapness and suitability 
of the Scandinavian motor, especially as auxiliary motors for the 
fishing vessela and pleasure motor-boats. Some British firms 
have tried to get their marine motors introduced, but it is believed 
that their efforts have not met with any measure of success, and 
there would seem to be but little opening at present for British 

‘steam, gas, electric or petroleum motors, 

Later in his report, the Consul states that one or two British 
firms have acted on the suggestions made in last year's report as to 
the possibilities of trade by post with Norway. There is another 
point which has occurred to him which might conduce to the 
general advantage of British traders and to the help which the 
Consulate can give to inquirers. British firms are constantly 
applying to the Board of Trade Commercial Intelligence Branch or 
to the Consulate for the names of suitable agents to represent 
them; but it bardly ever happens that a British firm afterwards 
notifies to the Consul the name of the egent actually selected, and 
the Consulate is thus left uninformed as to the names of a large 


proportion of the local agents of the British firms he is there to 


assist. In such circumstances it is obvious that there can be little 
co-operation between agent and Consulate in the interests of British 
trade ; in cases of commercial failures, happily rare of late years, 
the Consul does not know the names of the probable British 
creditors whom he can warn in time to safeguard their interests, 
and it may happen that fresh applicants may be supplied with the 
names of local agents who already represent competing Britieh 
firms. The Consul would, therefore, gladly welcome any notifica- 
tion of the names of local representatives of British firme, and 
would be pleased if British commercial travellers going to 
Christiania would call at the Consulate during their stay. 

Canary Islands.—The American Consul reports that the local 
telephone company, which is Swedish, is considering the installation 
of & new and modern system. The present line runs from 
Teneriffe to Laguna and Tacaronte, with about 300 subscribers on 
the books in Teneriffe and 100 in Laguna. The tram company was 
recently affiliated underthe name of the Compania Electrica Industrial 
de Teneriffe with the electric light company, which a short time 
ago extended its service to Lag uns, and now supplies the light for 
both cities from & greatly enlarged and modern plant completed in 
1911. Electricity is used almost exclusively for lighting, except by 
the poorer people, though the wealthier people living in the country 
have their own acetylene gas plants. 

The past year saw an improvement in the service of the 
German-South American Cable Co., partly perhaps because of 
the completion of the new wireless company. The various cables 
from the Canary Islands have been laid since 1884. In that 
year the Spanish National Submarine Cable Telegraph Co. 
obtained a 10-year concession from the Spanish Government to 
Jay the first island cables between Cadiz and Teneriffe (560 miles), 
Tenerife and Las Palmas (57 miles), Teneriffe and La Palma (69 


miles), and Las Palmas and Arecife, Lanzarote (164 miles). 
Upon the expiration of this concession the Spanish Government 
took the lines over, and has since worked them through a 
Government staff. In 1908, new cables between all these points 
were laid to replace the old lines. In 1885 an English company 
laid a cable from Teneriffe to St. Louis, Senegal (896 miles), under 
a 15-year concession from the Spanish and French Governments in 
agreement. Upon the expiration of this concession the company 
dissolved, after previously handing over the cables to the French 
Government, which subeequently transferred its holdings to the 
South American Cable Co., Ltd., to be used as an extension to its 
regular system frein. Pernambuco to Dakar. The St. Louis station 
thereupon was closed and the terminus of the old Teneriffe line 
moved to Dakar. Messages for Europe and North America by this 
cable now go ria the Dakar-Brest cable. In 1909 the German- 
South American Telegraph Co. laid a cable under a 50-year con- 
tract with the Spanish Government, assisted by liberal German 
Governmental sapport, between Teneriffe and Emden, and in 1910 
another cable between Teneriffe and Monrovia, Liberia. The 
latter has since been extended frem Monrovia to Pernambuco. 
The rates per word to Europe or North America by the German- 
South American Co. and by the Government cable are practically 
the same. | 

The Marconi Wireless Co. has completed and put into operation 
its installation, after a considerable delay in fulfilling the stipula- 
tions of the Spanish Government. While this company will com- 
pete with the cable company, there is no anticipation of war 
between them. Where similar service бап be performed by each 
the rates are similar. The four towers are each 185 ft. high. 

China.—The American Consul at Tientsin reports that the 
telephone mileage in Tientein on December 31st, 1911, was 2,122, 
and number of stations 1,831—increases of 40 miles and 33 stations 
in 12 months. The figures for Tientein will be practically 
stationary for the present year, owing to the fact that the switch- 
board is filled, and there can be no increase in number of stations 
until the entire telephone system of the city is rebuilt. It was 
intended to undertake this work as eoon as possible this year, but 
even though the new material were ordered immediately the new 
system could not be in operation until some time in 191% In 
Peking on December 31st, 1911, there were 2,136 telephone sub- 
scribers, an increase of 505 in 12 months, while 1,434 miles of bare 
wire and 5,056 miles of cable core were in use. The unsettled 
condition of business at present and the lack of capital alone 
prevent a very great increase in the use of the telephone. The 
Chinese in Tientein and Peking thoroughly understand the advan- 
tage of telephonic communication, and it is only a question of time, 
plus normal business conditions, to witness an extraordinary de- 
velopment. The trouble in this country is the lack of long- 
distance lines, the longest at prcsent being about 120 miles. 


Catalogues Wanted for Malay.—Mn. C. HARCOURT 
STEVENS, chief engineer, Sempam electric power station, Tras, 
Pahang, Federated Malay States, asks us to state that he will ke 
pleased to receive price lists, pamphlets, &c., from manufacturers of 
general station appliances, lighting accessories, and complete 
petrol-electric gets (emall). 


Winter Resort.— We have received a copy of the 
official illustrated booklet issued by the Falmouth Corporation, 
bringing before the public the suitability of the climate and 
resources of that resort for winter visitors. 


Catalogues and Lists.—Messrs. Елтдотт BROS., 
Century Works, Lewisham, London, 8.E.—Three new lists aa 
follows :—No. 51 (20 pages) concerning D.C. switchboard instru- 
ments, moving coil and soft iron types; No. 56 (16 pages) relating 
to various patterns of portable instruments for О.С. and A. C.; and 
No. 57 (16 pages) devoted to testing sets. All of the liets contain 
specification information, with illustrations and tabulated par- 
ticulars and pricer. 

Messrs. BERRY, SKINNER & Co., 78, Upper Thames Street, 
London, E.C.—Lea flet respecting the Pygmy electric heater. 

Mn. G. BRAULIK, 8, Lambeth Hill, London, E.C.—1Illustrated and 
priced leaflets ; No. 37, Eclipse intense flame are lamps; No. 374, 
gemi-enclosed arc lamps for D.C.; one relating to the double.carbon 
flame Jamp for D.C. or A.C. ; also the first part of a Christmas list 
of electrical novelties. 

Мв. G. WILKINSON, Beech Mount, Harrogate.—Pampblet con- 
taining brief particulars of the Losles system of steam pipe 
drainage ard a selection of testimonials from electricity works 
engineers who have bad experience therewith. 

MR. О. N. Beck, 11, Queen Victoria Street, London, E.C.— Priced 
leaflet relating to rope and chain steel protectors for hoisting and 
transporting work. 

THE UNION ELECTRIC Co., LTD., Park Street, Southwark, London, 
S. E.— A 52-page booklet entitled The Book of the Excello," being a 
gemi-technical treatise on the Excello flame arc lump, in which a 
good number of night photographs are included showing the lamps 
in actual use. Contractors can have copies on application. 

THE TURKBO-ELECTRICAL Co., 25, Victoria Street, London, S.W. 
—Sixteen-page illustrated pamphlet describing high lift centri- 
fugal pumps, and showing some examples of their applications in 
mine drainage. shaft-sinking, public water supply. boiler- feeding. 
and other service. 

Messrs, SIEMENS Bros. & Co, LTD., Woolwich.—A very fire 
instrument catalogue (No. 508) of about 250 pages. The book is, 
we believe, the most complete and comprehensive catalogue of 
measuring instrumenta that we have seen, and must have involved 
& large amount of labour and expense in its production. Attention 
may be directed to a few special liner, namely, moving coil and 
dynamometer type instruments for laboratory purposes, combina- 
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tion sets of instruments, & special astatic wattmeter which has 
great sensitiveness at very low power factors, a line of electrostatic 
voltmetera for pres ures up to 150,000 volts, the Siemens- 
DBiondei oscillograph, and to a wide range of rheostats, but thee 
are doubtless numerous other manufactures in the work which 
would also interest our readers. There are in all some 15 sections, 
but the book requires to be seen for its cc mpleteness to be fully 
appreciated. 

MEssns. EUREKA PuMP Co, 53, Bothwell Street, Glasgow.— 
Catalogue No. 214 (60 pages), containing full descriptive particulars 
and excellent half-tone views and line diagrams of their various 
designs of Eureka steam pumps and power pumps. Some useful 
information and tables of interest in such a connection, and the 
Eureka Telegraphic Code, occupy the last l6 peges. We under- 
stand that the works of the company have been running night 
and day for the past 18 months, and extensions are in hand to 
enable them to cope with orders. The London office is'at 25, Victoria 
Street, S.W., under the management of Mr. Philip S. Doherty, late 
of the Worthington Pump Co. The company also has offices at 
Newcastle, Cardiff and Manchester, and agents in many foreign 
countries. 

MESS RS. CLARKE, CHAPMAN & Co., Lro., Victoria Works, Gates- 
head-on-Tyne.—AÀ number of catalogues containing full and illus- 
trated information relating to their manufactures, including 
Woodeson'a water-tube boilers and direct-acting steam pumps. 

THE GENERAL ELECTRIC Co., LTD., 67, Queen Victoria Street, 
London, E.C.—Leaflet giving particulars and prices of. a heat 
indicator in the form of a paint, which they are now introducing 
under the name of Detecthent.“ This well-known method of 
detecting hot bearings is very effectual; a sample, consisting of a 
piece of metal painted with the detector can be bad on application. 

THE ARMORDUCT MANUFACTURING Co. LTD., Farringdon 
Avenue, London, E.C.---New priced leaflet relating to Gutts flex 
patent rubber-cord armoured flexibles, of which large stocks are 
carried. 

THE CAMBRIDGE SCIENTIFIC INSTRUMENT Co, LTD., Cam- 
bridge.— Ап excellent pocket-size catalogue (No. 102) of about 120 
pages. wherein their wide range of electrical instruments are parti- 
cularised with neat illustrations, and very clearly indicated prices. 
The contents include galvanometers, oseillog ral hs, electroscoper, 
and electrometers, resirtances, bridges, potentiometerr, and £o ор. 
Several pages contain a complete list of code- words, and net weights 
in tabulated form. 


Trade Announcements,— Messrs. WaTLINGTON AND 
Co, LTD., are carrying a stock of 100,000, not 10,000, Britannia 
lamps, as we understood last week. "Their number in Milton Street 
is 48, not 43. 

THE ACTON LAMP Co., LTD., have just removed their head office 
and sales department to the works at Agnes Road, Acton, W., with 
a view to centralising their business. All communications should 
be sent to that address. 

MEssRS. IME SON, FINCH & Co. (1912), LTD., of Bridge Works, 
Stockton-on-Tees, have just recently purchased from the liquidator 
of Messers. Traction Supplies, Ltd., of Sunderland, the full patent 
rights and stock for "Whites" two-way reversible and renewable 
finger. The firm are now fully equipped for the manufacture of 
these goods, and indeed for any tramway material, 

New premises at 6A, Parade. Canterbury, have been opened by 
Mk. L. A. WELLS, electrical engineer. 

Messrs. HUTTON Bros., electrical engineers, of Swindon, bave 
. removed their businees from Commercial Road to the Quantock 
Warka, Devizes Road. 

MESSRS. PONTELEC WELDING PATENTS, LTD., have removed to 
larger premises at 16, Constitution Hill, Birmingham. Their new 
telephone number is “Central 4413." 


Bankruptcy Proceedings.— JOSEPH ARTHUR PROCTER, 
Bradford, warehouseman, late electrician.—This debtor attended at 
the County Court, Manor Row, Bradford, on November 13th, for 
his public examination on accounts showing a deficiency of £113. 
It transpired that the debtor started business, without experience, in 
1909 at Frizinghall, with a capital of just over £9. He attributed 


his failure to under-estimating and want of practical knowledge. 


The case was declared closed. 

HARRY THORPE and H. J. SALTER (trading in co-par{nership as 
Thorpe & Salter, electrical engineers, High Holborn, W. C., and 
Holloway). Also Harry Thorpe (separate estate).—In both cases, a 
first and final dividend of 20s. in the £ and 4 percent. interest is 
payable after November 23rd at Carey Street, W.C. This wasa 
1905 failure. (See ELECTRICAL REVIEW, August 4th, 1906, p. 177). 
Congratulations ! ' 

FRED. SHAW, electrical contractor, Hull.—A supplemental divi- 
dend of 4s. 64d. in the £ is payable November 26th, at York City 
Bank Chambers, Lowgate, Hull. 

ALFRED SITCH, metal-worker and electrical engineer, Brecknock 
Road, Loudon.—An order was made on October 22nd, suspending 
discharge for two years. 


Book Notices.— The Teaching of Electric Light Switching. 
London: А. P. Lundberg & Sons.—This booklet is addressed to 
teachers in technical colleges, &c., and is intended to draw their 
attention to the importance of a competent knowledge of the Art 
of Switching.” To this end, various methods of teaching the art 
are mentioned, and particulars are given of the demonstration 
boards and other aids to lecturers obtainable from the publishers. : 

" Annuaire du Bureau des Longitudes.” 1913. Paris: Gauthier- 
Villars. Price 1 fr. 50. | 

Handbuch der Elektrizität und des Magnetismus.“ By Prof. 
Dr. L. Graetz. Leipzig: Johann A. Barth. Price M. 13. 


“ Proceedings of the American Institute of Electrical Engineers.“ 
Vol. XXXI, No. 2. November, 1912. New York: The Institute, 
Price $1. | ба 

" An Outline of the Metallurgy of Iron and Steel" By A. H, 
Sexton and J. S. С. Primrose, Manchester: Scientific Publishing 
Co. Price 12s. 6d. net. 

" Proceedings of the Rugby Engineering Society. 
1911-12. Rugby: The Society. Price 108. 6d. net. 

" Calendar of the University College, University. of London." 
1912-13. London: Taylor & Francis. 

" Transactions of the Institution of Engineers and Shipbuilders in 
Scotland." Part 1,1912-13. Glasgow : The Institution. 

"Practical Measurements in Radioactivity.’ By W. Makower 
and H. Geiger. 1912, London: Longmans, Green & Co. Price 
58. net. 

“ Transactions of the Illuminating Engineering Society." Vol. 
VII, No, 7. October, 1912, New York: The S. ciety. Price 
19 cente. А 

"Design of Electrical Machinery." Vol. III. Alternators, 
Synchronous Motors, Rotary Converters. By Wm. T. Reyson. 
1912. London: Chapman and Hall, Léd. Price 6e. 6d. net. : 

"Light: Its Use and Misuse.” New York: Illuminating Enyi- 
neering Society. AM 

" Proceedings of the Engineers! Club of Philadelphia.” Vol. 
XXIX, No. 4. October, 1912. Philadelphia: The Club. 

“Journal of the American So iety of Mechanical Engineers.“ 
November, 1912. New York: The Society. Price 35 cente. 

“ Transactions of the University of Toronto Engineering Society. 
Vol. VI, No. 6. October, 1912. Toronto: The University. 


Electrical Trades Unior.—We are asked to state 
that owing to the requirements of the Insurance Act and the 
growth of membership, the general office of the Electrical Trades 
Union will be removed to more commodious premises at 137, Great 
Clowes Street, Broughton, Manchester, where all communications 
should be addressed on and after December lst. 
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Liquidations.— Bryant TRA DI d SYNDICATE, Ltp.— 
A petition for winding up, presented by Mr. A. Rosenthal, Finchley 
Road, London, a creditor, is to be heard on November 26th. 

BRITISH HOSIERY AND ELECTROLYTIC BLEACHING Co, LTD.— 
This company is winding up voluntarily, with Mr. De Westley 
Layton, 167, Fenchurch Street, E.C., as liquidator. Creditors must 
forward particulars of debts, &c., by December 31st. 


LIGHTING and POWER NOTES. 


Accrington, — Speaking at the starting of Messrs. 
Boardman & Baron's new cotton mill at Clayton-le-Moore, Mr. 
Boardman said it was only by the merest chance that the new mill 
was not equipped with electrical instead of steam driving. The 
Accrington Corporation was asked wbat it could do for the firm, 
but it was not at that time in a position to supply all the current 
that would have been needed—hence the adoption of the «lder 
method. Had the Corporation been only a little more advanced 
with its electricity extensione, then it was possible the new Royal 
Mills, with its 1,008 looms, would have bcen the first in that 
district to be completed without chimneys. 


Argentina,—The San Cristobal (Santa Ес) municipality 
has granted & concession for an electric light station to J. A. 
Aguirre. The concession and contract are for 25 year s. 

The Victoria municipality (Entre Rios) has been calling for 
tenders for public lighting by means of 136 arc lampe, for a period 
of ten „уевгв,— Review of the River Plate, 


Atherton (Lancs.).— The U. D. C. has decided to apply 
to the L.G.B. for sanction to borrow £1,300 to meet further outlay 
in providing transformers, switchgear and pillar-boxee. : 


Australia.—The Petersburg Corporation (S. A.) is taking 
the initial steps in connection with the installation of & municipal 
electric supply. The scheme is estimated to cost £6,000. The 
Railways Department has sgreed to take 50,000 units per annum, 
at 11d. per unit, required for tbe local workehcps equipment. 

A poll of the ratepayers of Albury (N.S.W.) has been taken with 
respect to the proposal that the local Council should be authorised 
to borrow £105,000 for the purpore of installing an electric light 
and power plant, and resulted in favour of the scheme. . 

The North Sydney Council held a special meeting to consider the 
report of Mr. G. A. Julius, consulting engineer, who was com- 
missioned to inquire into the various offers to provide electric 
lighting in the municipality. In his report, Mr. Julius favoured 
the proposal from the Sydney City Council, but recommended the 
offer of the Northern Suburbs Electric Light and Power Corpora- 
tion, because it included the destruction of garbage, which he had 
been given to understand was essential. The discussion, which was 
a long one, showed a feeling that the expert had been hampered | 
in his report, and eventually it was decided that Mr. Julius be 
asked to report fully on the various schemes submitted, independent 
of any instructione he may have received, and, if necessary, to 
confer with the Works Department in regard to the proposals from 
that department.— [wstralian Mining Standard, 
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Billericay,—The R.D.C. has appointed a committee to 
consider the advisability of having the new hospital lighted by elec 
tricity instead of by petrol-gas. 


Birmingham.— Au excellently-produced and well-illus- 
trated 26-page booklet, entitled Electricity in the Modern Home,” 
has been issued by the electric supply department. The pamphlet 
explains in simple Janguage the applications of electricity in the 
different sections of the home, the various apparatus in use being 
illustrated by well-drawn pen-and-ink sketches with suitable 
legends. The concluding pages refer brietly to electric cooking and 
general domestic work, and end with a few paragraphs dealing 
with the terms of electricity supply. This production should 
appeal strongly to the better-class residents of the city. 


- Cambridge.—The Cambridge Electric Supply Co. has 
been approached by some residents of Godmanchester, Hunts. (about 
14 miles distant), as to the possibility of & supply of electricity for 
that district, and the adjoining town of Huntingdon has been asked to 
participate in a scheme. Discussed at the Huntingdon T.C. meeting, 
it was decided that the Council could not take any part in the 
scheme, but it would offer no opposition to a company furnishing 
acupply. The population of Huntingdon is between 4,000 and 
5,000, and of Godmanchester about 2,000, 


heltenham.— During the present week a Modern 
Home Exhibition,” which gives every promise of success, has been 
held at the Town Hall. Primarily, the idea is to illustrate the 
domestic and other uses of electricity, the price of which has recently 
undergone considerable reduction. The central feature of the Exhibi- 
tion is a fully-furnished miniature villa, which is used to demon- 
strate electrical applications in the home, and in addition some 40 
well-known electrical firms are exhibiting lighting, heating and 
cooking appliances. In the restaurant a well-known local firm of 
caterers is using a complete equipment of electrical cooking 
apparatus, and elsewhere the general traders of the town have a 
number of exhibits on view. The Modern Home Electrical 
Bulletin," printed in the Exhibition, tells one all there is to know 
about the Exhibition, and sufficient to interest us in the possi- 
bilities of the apparatus displayed there. In organising the 
Exhibition, the Electricity Committee joined forees with Mr. Cecil 
Gill Smith, who has had previous exhibition experience, and Mr. 
W. J. Bache, the borough electrical engineer, and Mr. Smith, whose 
joint endeavours have resulted so successfully, are to be congra- 
tulated on their work. 


Continental Notes.—GEnxANY.—The German city of 
Stuttgart, which has hitherto been without the modern ilJuminant, 
now proposes to make up the deficiency by taking a supply of 
current from the projected Murg Valley station, to which it stands 
nearer than Mannheim, the original objective of that plant. 

The Murg Valley hydroelectric scheme, which is the most 
important, as it is the first effort on a large scale to utilise the 
water powera of the kingdom of Baden, has now been laid before 
the Landtag by the Government in the form of a draft Bill. The 
scheme, as previously stated, is estimated to cost some 30,000,000 

marks, and will, when fully accomplished, supply power to the 
extent of 100,000 H.P. The high-pressure current will be distributed 
by long-distance mains from the station at Forbach to 
Mannheim, and will be used not only for lighting purposes, 
but for driving the machinery in the Mannheim railway 
workshops and at the harbour. The existing steam central stations 
at Karlsruhe and Mannheim will be incorporated. All political 

arties are unanimous as to its benefits, so that the realisation of 
the scheme is assured. | 

The Government of Baden, with the approval of the Landtag, 
have organised a department for water powers and electricity. The 
department will be entrusted with the development of water 
sources and the drafting of communal and other schemes for the 
utilisation of public and private water reserves. It will also advise 
public bodies in their negotiations with private supply companies, 
supervise current supply contracts, enact regulations against acci- 
dents, &c.— Elektrotechnik u. Masch. - 

NoRWAY.—The Industrie Electrique learns that an important 
waterfall situated near one of the Norwegian fiords is in the 
market. It bas a flow of 5 cb. metres per second from a height of 
865 metres, and will develop 10,000 Kw. The station, which may be 
built on the seashore, at the foot of the mountain down which the 
water will be conducted, will be well placed for the electric treat- 
ment of iron ore, the fiord being accessible to shipping at all 
seasons. 

Aus TRIA.— A Vienna electrical engineering concern is interested 


in a project to put down a plant to utilise the water of the River 


Drau at Faal, near Marburg, in the generation of electrical energy 
for lighting and power purposes. It is stated that no less than 
24,000 H.P. will be available. 

SPAIN.—4À concession has lately been granted to put down a 
plant to utilise the water-power of the River Noguera Rubagorzano 
at Traga de Nogueras (Province of Lerida) in the generation of 
electrical energy for lighting and power purposes in the district, 

ITALY.—La Societa Eleotricita Riviera di Ponente (Negri), of 
Milan, is increasing its capital from £480,000 to £860,000, with the 
object of putting down & plant to utilise the water-power of the 
River Roja in the generation of electrical energy. and for the supply 
of the eame to several sections of the State Railway system 
which are about to be electrified. 

FRANCE.—The capacity of the power station of the Société de 
lEnergie Electrique du Nord de la France. of Roubaix, is to be 
increased to 40,000 H.P. by the addition of a new 10, 000- Kw. steam 
turbine and dynamo. ч | , 


Crowborough.—The local gas company is applying for a 
prov. order for electric light in the parishes of Crowborough. Mary- 
field, Buxted and Hartfield, and those parts of the parishes of 
Rotherfield, Withyham, Frant and Speldhurst which are not within а 
four miles’ radius of Tunbridge Wells. 


Cwmamman.— The U. D.C. has decided to apply for a 
prov. order for electric light, and to engage Mr. Higgs, of Swansea, 
as electrical engineer at £5 per cent. on the outlay. As the result 
of a canvass, 389 probable private consumers have been secured. 


Darton (Barnsley).—4At the last meeting of the Dis- 
trict Council the matter of the lighting of the township came up 
for discussion. It was stated that the General Purposes Committce 
had had a consultation with representatives of an electrical com- 
pany and a gas company, the former undertaking to supply 154 
lamps with electricity to burn 2,000 hours per annum, at a cost of 
218. per lamp per annum, or including maintenance charges, but not 
broken globes, 138. to 15s. extra per lamp per annum: the estimated 
capital ccst with overhead wires and a lamp on every other stan- 


dard was £9 156. 6d. per lamp for wooden poles, and £13 158. 6d. per. 


lamp for steel poles. The gas company was prepared to under- 
take to supply gas lighting, including all maintenance, for an 
inclusive sum of 35s, per lamp per annum, The matter has been 
referred from the Council to the Committee, and now resolves itself 
into a fight between the supporters of electricity and those who 
support the use of gas. - 


Darwen.—The new plant being put down at the elec- 
tricity supply works, under the extension scheme prepared by Mr. 
C. Garnett, the Council's electrical engineer, includes one 1,250. KW. 
Dick, Kerr high-pressure turbine, coupled direct to a 3,000-volt 
three-phase alternator. Also а 300-KW. rotary converter by the 
British Westinghouse Co. A Rees Hoturbo rotary jet condenser of 
latest type, giving a vacuum of 274 in. is to be installed, and a 
remote-control switchboard by Messrs. Ferranti. 

Doncaster.—The T.C. is applying to the B. of T. for 
an order extending the area of supply under the EL orders of 1898 
and 1912 so as to include the Urban Districts of Bentley-with-Arksey 
and Balby-with-Hexthorpe. 


Douglas (Isle of Man).—'The Special Electrical Under- 


. taking Committee of the T.C. has recommended the establishment 


of a public electrical undertaking for the borough on the lines 
suggested in the report of Messrs. Handcock & Dykes, and that 
as current must be provided for the Villa Marina for the ensuing 
season, steps be taken with a view to carrying out a section of the 
scheme, 80 as to obtain the necessary supply of current. 


Dromore (Co. Down).—^ special meeting of Council 
was held on the 13th inst., fur further consideration of the electric 
lighting scheme. It was explained that the special business was 
to consider a resolution that the Council shouldapply fora provisional 
order. The present system of public lighting was costing the 
Council £150 a year, representing £3,000 capital. The engineers 
(Messrs. Millar, Wilson & Pegg) had prepared two schemes, esti- 
mated to cost £3,200 and £3,600, and by adopting either the 
Council might count on a profit of, roughly, £300 a year, after 
payment of working expenses. On a vote, the resolution was 
adopted. 


Ealing, —The B.C. has instructed the electrical engincer 
to obtain tenders for the immediate laying down of three new 
feeder mains, two to the Broadway and one along Mattock Lane, at 
an estimated cost of £4,000, this amount having already been 
sanctioned by the L.G.B. in a loan for mains and services ; and also 
to prepare a specification, to be submitted to tender, showing the 
requirements with regard to the installation of a new switchboard 
at the works. 

The desirability of the Council undertaking the outside lighting of 
small shops by means of incandescent lampe, at an inclusive price 
per annum, to include provision of lamps, fitting up, maintenance 
and supply of current, was fully reported upon by the electrical 
engineer last week, and a resolution was adopted agreeing to 
undertake such work at the following scale of charges :—200 C.P., 
£3 168. 6d. per annum; 300 C. p., £5 15s., and 600-с.г., £9 13s. 

The Chamber of Commerce has resolved to call a special meeting 
of Ealing electrical contractors to discuss the merits of what is 
known as the "Ealing clause" in reference to municipal trading, 
and also the proposal of the Borough Council to establish a show- 
room at the Town Hall for electrical spparatus. Mr. J. D. Knight, 
borough electrical engineer, while denying the fact that the 
Electricity Committee was competing unfairly with Ealing con- 
tractors, agreed that it would be very eatisfactory to call a meeting 
and hear differences of opinion that might have arisen as to the 
" Ealing clause." 


Earlestown.— The U. D.C. has decided not to procced 
any further at present with the application to the B. of T. for a 
provisional order for electric light. 


Elland.— The D.C. has decided to apply for sanction to 
borrow £1,000 for the purpose of the electricity undertaking. 


Epsom.—With a view to adopting clectrical pumping at 
the waterworks, the U.D.C. has decided to obtain an estimate of the 
cost of cable, motor, «c. 


Felixstowe,— With reference to our note last week, we 
understand that the Electricity Co. has lost the public lighting, the 
decision of the Council being to give all the lighting it cau to the 
local gas company at a somewhat b‘gher price than the electric 
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light tender for a period of seven years. The Electricity Co. is, 
however, to carry out the lighting of roads within 150 yards of the 
Promenade, which is, of course, now electrically lighted, this 
5 being part of an agreement with the Council dating 
rom 1903. 


Grange (Lanes).—' The U.D.C. has informed Mr. 
Thomas Wilkinson that it will be prepared to grant him facilities 
for supplying electricity in the district, subject to the arrange- 
ment of terms for the sale of the undertaking at the end of a term 
of years. 


Gravesend.—A L. G. B. inquiry was held on November 
12th by Mr. T. C. Ekin intothe application of the T.C. for a loan 
of £10,000 for E.L. purposes. viz.:— Mains extensions, £8.000; 
house services, £1,2C0 ; cos] store. £500; automatic stoker, £260 ; 
incidental expenditure, £10. A councillor opposed on the ground 
that too much capital had been expended on extensions to 
Northfleet. 


Grimsby.— The Public Lighting Committee of the T. C. 
on Monday decided to recommend the installution of additional 
plant at the electricity works, at an estimated cost of £8,000. 


Harold  Wood.—The Electrical 
Supplies Со, Ltd. has applied to the Romford R.D.C. for per- 
mission to erect electric lamps in the streets at Harold Wood, but 
the Council has replied that it has no power to grant the 
application. 


Haywards Heath.—The U.D.C., on Monday, decided 


not to proceed with an application for a prov. order for electric 
light. This decision has been arrived at after. consideration of 
expert advice. 


Herne Bay.—The Gas Co. is applying to Parliament 


by Bil for powers to take over and work the electric light prov. 
order obtained by the U.D.C. 


Hove.— The General Purposes (Lighting) Sub-Committce 
of the T.C. recently received a report prepared by Mesere. Hand- 
cock & Dykes, on the undertaking of the Hove Electric Lighting 
Co., Ltd.. in regard to which the Council, on November 14th, decided 


by 17 votes to 16, to give notice of its intention to exercise its 


powers of purchase. The Hove authoritiesare at liberty, at the expira 
tion of 21 years, to purchase the undertsking, buildings, works, 
machinery and plant of the company, either by :—(1) Paying the 
company the amount of the legitimate capital expenditure of the 
company, with such sum added as shall, with the profits previously 
made, and available for distribution as dividends, make up a total 
cumulative dividend of 7 per c«nt. per &nnum on the capital 
actually received by the company from the shareholders: or (2) 
on paying for the undertaking by valuation as a going concern, and 
not subject to the restrictions set forth in the second section of the 
Electric Lighting Act of 1558, the amount of such capital expendi- 
ture, or of such valuation, as the case may be, to be settled, in case 
of dispute, by arbitration. The original plant consisted of 
Lancashire boilers supplying steam to high speed engines direct 
coupled to Crompton dynamos together with a storage battery, the 
‘system of gupplyiog being low-pressure direct-current on the three 
wire system, the pressure supplied to the houses being 110 volts, or 
220 volts between the outers of the mains. This plant has been 
considerably addel to, and during the past year ап exbaust 
steam turbine generator has been added at the Holland Road station. 
The capital expended on machinery and tools is £53,761, and on 
electrical instruments (which means practically switchboards and 
accessories) £2,914. The Holland Road plant, although in good 
order and capable of good work for several years yet, is antiquated ; 
the Leighton Road station is much more conveniently arranged, and 
it was evidently intended by the company that it would gradvally 
take the placeof the Holland Road station. The maximum Joad on the 
combined stations at present is about 1,000 Kw., the day-load in the 
summer falling as low as 70 kw., although it is probable that both 
figures will shortly be increased. The average cost of coal per unit 
sold throughout last year was O0'81d. This is a very high figure com- 
pared with stations worked with Diesel engines, and having a much 
smaller output. If the 1,139,328 units sold last year by the Hove 
Co. had only cost the same price per unit for fuel as at stations 
using crude oil engines, the total fuel costs, instead of being £3,865, 
wovld bave keen £1,380—a saving of £2,485 per annum. Dealing 
with new plant, should the Corporation dccide to purchase the 
undertaking, Messrs. Handcock & Dykes recommend putting down 
Diesel oil-engine driven generators to take the long-hour lcad, 
keeping the present steam plant for the peak load, which only lasts 
quite & short time. They would propose to put in Diesel-driven 
sets to a total of about 600 KW., which, with the present steam 
gets, would give a total plant capacity installed of some 2,700 kW., 
and would meet all probable requirements for some time 
hence. This new plant should be installed at Leighton 
Road. The 600-K w. Diesel engines, together with the 490 kw. 
of condensing engines will take the main load. the Holland Road 
station being used as a battery sub-station, and to help during the 
winter peak. It would eventually be shut down as the original 
plant wears out, the exhaust turbine being then, or at an carlier 
date, transferred to Leighton Road. To carry out these alterations 
and additions would costabout £20,000. Assuming that the under- 
taking were purchased on the basis of “capital legitimately 
expended,” the cost, according to last year's capital account, would 
be £174,998. In conclusion, and in dealing with the future, 
Messrs. Handcock & Dykes state that they understand that 
there are some ].800 gas lamps in the borough. Should the 
Council decide to convert these to electricity, and spend 


plant that will 


and Engineering . 


the same annual amount for electrical energy that is now 
paid for gas, it should be possible, with the generating 
then be at their disposal, to give a 
somewbat improved public illumination, and, as a result of 
the increased output from the electric light works, to make a 
further reduction to the private consumers of 05d. per unit or 
more. Further than this, there is the question of electric traction 
within the borough. If this matures it would certainly be more 
advantageous financially both to private consumers and to the 
traction undertaking to supply energy for this from their own 
station than to keep the two separate, more especially as a multi- 
plicity of generating stations in one compact area is not advieable, 
Electric cooking and heating would also provide a new source of 
revenue, 


Ilford.—The U. D.C. has refused its consent to an appli- 
cation by the County of London Electric Supply Co., Ltd., for a 


prov. order to enable it to supply current in bulk in the district, 
and will oppose the application. І 5 


India.—Messrs. Crompton & Co. have entered into a 


^ contract with the Nagpur Electric Light and Power Co, for a 


complete plant to generate and supply electricity in Nagpur. 
Steam is to be generated by three Babcock water-tube boilers 
having а capacity of 5,000 lb. of steam an hour. The generating 
plant will consist of three Crompton direct- current dynamos, 
coupled direct to Belliss engines, two of 100-K W. output each, and 
one of 50 Kw.—Zndian Textile Journal. | 

А scheme is on foot for establishing а hydro-electric power 
station between Candy and Colombo, for the purpose of generating 
electric power in bulk for both industrial and traction purposes. 
Mr. H. R. Speyer, consulting electrical engineer, has been retained 
for formulating a scheme.—Jndian Engineering. 


Isle of Thanet.—The Westgate-on-Sea and Birchington 
Gas Co. is applying for powers to supply electricity in the parishes 
of Wertgate, Birchington, Acol and St. Nicholas-at-Wade, all of 
which are in the area of the Isle of Thanet R. D. C. 


Leeds,—The revenue returns for the half-year ending 
September 30th show that 9,628,779 units were sold as against 
6,573,365 in the corresponding period of 1911, the revenue in the 
two cases being £46,047 and £39,097. Deducting working expenses 
48d. per unit as against 52d., and the proportion of capital and 
interest charges in each case, there remains a deficit of £6,189 for 
the summer six months of 1912 as compared with a deficit of 
£7,200 for the corresponding period of 1911—the deficit during 
this pericd being, of courte, more than covered by the larger 
returns of the winter months. The private lighting sales are now 
increasing normally, and the revenue shows an improvement of 
7°3 per cent.; for power 6,213,824 units were sold at an average 
of 188d. per unit, the motors supplied aggregating over 20,000 H. p. 
The motor units have increaged from 306 to 325 per connected Н.Р. 
in the last half-year. A new item in the sales is 1,605,176 units 
to the tramways department, at the low figure of 30d. per unit. 

The Parliamentary Committee of the City Council has decided 
to recommend the Council at its next meeting to leave out 
of the Parliamentary Bill application for powers to acquire a 
new site for a new electricity generating station. The Com- 
mittee also recommends that the clause seeking powers to ron 
a railless trolley system of cars to Crossgates should also be omitted, 
and, therefore, the route will finish at Halton. 


Liverpool.— In view of the importance of the electrical 
work and the small amount of time which could be devoted to it 
at the fortnightly meetings of the Committee, Councillor Gates 
suggested at the meeting of the Electricity Committee on Friday 
that & Sub-committee be formed to meet fortnightly alternately 
with the general body. They were, he said, faced with consider. 
able developments electrically in the nesr future. Liverpool 
afforded great opportunity for the supply of electrical energy for 
power and lighting on a larger scale. It was decided to defer the 
matter for a week, to give time for consideration. 


Lon don.— Srokk NkEWINGTON.—As from March 316 
last the charge in respect of steam supplied by the refuse destructor 
for the generation of electricity is to be at the maximum rate of 
£1 per 1,000 units for all low-tension units delivered at Edward's 
Lane station—the minimum charge is £10 per quarter for water 
consumed— and the payment of the balance between such minimum 
and maximum rate to be subject to deduction of the extra coat of 
the bulk supply, conrzequent upon failure of the steam supply from 
any cause, cach quarter to be calculated separately. 


Newport (Mon.).—À L. G. B. inquiry was held on 
November 14th by Mr. T. C. Ekin into the application of the T.C. 
for a loan of £3,220 for clectricity purposes. There was no 
opposition. 


New Zealand.—The Whangarei B.C. has at last received 
the report of Mr. E. Parry, chief electrical engineer of the Dominion 
Public Works Department, on the proporal to generate electrics! 
power by utilising the Wairua Falls, Mr. Parry is of the opinion 
that the Wairua Falls are capable of developing up to 1,500 Н.Р. 
without any outlay for storage of the waters, the only work 
necessary being to divert the river into a race. Mr. Parry has caleu- 
Jated that the construction of a race pipe-line, generating station, 
the transmission of the power to Whangarei, and its distribution 
for industrial purposes in the neighbourhood, wov'e involve an 
outlay of £82,000. An annual revenue of 4 10,540 vould, һе son- 
sidered, be required to defray expenses. Further, Mr. Parry esti- 
mates that a charge of 47 per annum would be the minimum rate 
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at which power could be supplied in the bulk to power users. Con- 
sequent upon this information, the Whangarei B.C. intends to go 
into the matter again.— Australian Mining Standard. 


Northwich.—The Weaverham F¢2ctricity Supply Co., 
Ltd., of Northwiob, is giving formal notice of its intention to 
apply to the B. of T. on or before December 21st next under the 
Electrio Lighting Acta, 1882 to 1909, for a prov. order authorising 
it to supply electricity for all public and private purposes in the 
parishes of Weaverham-cum-Milton, Acton, Cuddington and part 
of Oakmere, all in the Northwich rural district. 


Peterborough.— At a recent meeting of the T. C., the 
electrical engineer submitted comparative data in respeet of a 
turbo-generator and a Diesel generator for proposed extensions, 
He recommended the former, and was instructed to submit 
particulars as to the extension with that plant. 


Port Glasgow. Terms between the Greenock and Port 
Glasgow Corporations for a supply of electricity for all purposes to 
Port Glasgow have been signed. Greenock Corporation will give an 
immediate supply to large power users in Port Glasgow. 


Shipston-on-Stour.— The B. of G. has referred to the 
House Committee the question of having the electric light installed 
at the Workhouse. Messrs. Brown & Parsons, of Leamington, who 
are carrying out a scheme in the town, have offered to lay the main 
to the gates of the institution free of charge. 


South Africa.—An Oudtshoorn syndicate has acquired 
some 100,000 acres of land adjoining the Orange River, and it is 
stated intends to utilise the falls of the river in hydro-electric 
development, with a view to electric pumping for irrigation, and 
for driving flour mille. According to a local paper, the Durban T.C. 
has been subjected to considerable criticism, because after initiating 
low tariffs for electric cooking purposes, and inducing consumers to 
adopt the new chargea, it has now been found that the Council has no 
powers to secure a supply of cheap electrical ranges to be let out on 
the hire-purchase system, as was intended. Consumers will, 
therefore, have to secure their apparatus from electrical storemen, 
in regard to whom it is alleged that prices are kept unduly high. 
It has been arranged, however, for the Corporation to finance con- 
sumere, the hire-purchase system being continued, and apparatus 
will be supplied by contractors, who will give a two-year guarantee. 


Sunderland.—At the recent L.G.D. inquiry in con- 
nection with the Council's application for the sanction of the 
Board to the borrowing of £37,207 for the purposes of the elec- 
trical undertaking, the Inspector suggested that the Council care- 
fully consider a scheme by which the balance of the outstanding 
loans on the disused steam generating plant should be paid off at 
an earlier date than is provided for in the original sanctions. The 
Committee has given this matter very careful consideration, aud 
recommends that the Board be requested to give its approval to the 
sale of the disused plant upon the following terms :—The proceeds 
of the sale, together with the interest thereon, to be paid into a 
separate " superseded plant account," until such time as the balance 
of the outstanding loans have been met. After reserving 20 per 
cent. to form a reserve or contingency fund, the net profits of the 
undertaking to be allocated to the credit of the superseded plant 
account.” is arrangement to be for three years, and to come up 
for reconsideration at the end of that period. The report of the 
Committee was adopted. 


Taunton,—The T.C. bas decided to purchase about 20 
sets of electric cookers and apparatus for hiring out at rentals based 
on 10 per cent. per annum on the net cost. 

The question of opening electricity showrooms and offices in the 
town has been deferred for a year. 


Truro.— Sitting in committee on November 12th, the 

T.C. decided to apply for its own prov. order for electric supply. 
As has been stated in the ELECTRICAL REVIEW, orders are being 

applied for by the Gas Co. and others, ; 


Wakefield,—It has been decided to utilise the tramway 
poles on Doncaster Road and Barnsley Road (by agreement) for 
carrying cables in connection with the supply of electricity to Belle 
View and Sandal, : 


Willesden.—A request for a supply of electrical energy 
for 250 H.P. was recently received by the Council in a portion of the 
district where no distributing cables were laid capable of dealing 
with sucha demand. Estimates were prepared and submitted to the 
Electricity Committee, who decided to recommend to the Council 
the extension of H.T. mains and the erection of a temporary sub- 
station to deal with about four times the amount of the demand 
received. The Council met, confirmed the Committee's recom- 
mendation, and the plant was ordered within 10 daysof the request 
being made. Something over 3 miles of H.T. cable was laid, and 


a 300-Kw. rotary converter delivered 8 weeks later. This plant 


has now been put into operation, and ie intended to supply energy 
for the new factories which are being built in the Park Royal 
district, where a number of valuable sites are still available. We 
congratulate the Council and ita engineer, Mr. A. W. Blake, on this 
amart performance | : 


Woreester.—After holding two special meetings to con- 
sider the proposals of the city engineer in regard to the electricity 
undertaking. The Electricity Committee has decided that applica- 
tion be made to the L.G.B. for sanction to borrow £7,400 for extend- 
ing the boiler house at Hylton Road Station and providing a steam 


turbine and alternator. The total amount required is £7,650, which 
is made up as follows: Extension of boiler house, £1,200 ; extension 
of bunkers and coal-handling plant, £500; mechanical stoker for 
Powick boiler, £200; steam piping, valves, Хо, £150; induced 
draught plant, £250; steam turbine-driven 1,000-KW. two-phase 
alternator, condenser, and necessary foundations, £5,100; new 
fittings for Powick boiler, with removal and re-erection, to be paid 
for out of revenue, £250. | 

Last May, the Council agreed to take over from Mesars, Неспап 
and Froude, 15 motors for £200. The Committee has now sanctioned 
an arrangement whereby 10 of these, of 195 H.P., are to be exchanged 
for 10 new motors of 240 H.P. from the Electric Construction Co., 
the Council paying the company £200. 


TRAMWAY and RAILWAY NOTES. 


Argentina,—The Lomas Municipality has given its 
sanction to the concession for the construction of an electric 
tramway in Lomas, the concession being for 20 years.—Reriew of 
the River Plate. 


Australia,— According to The Standard, Mr. Merz has 
been asked by the Western Australian Government to give his 
views on the development of the Perth tramway system. After 
an examination of the question, Mr. Merz has advised that certain 
extensions to the tramways should be made, and that a power 
station to supply energy for both tramways and railways should be 
established. 


Birmingham.—The City Council has decided that 
application be made to the Light Railway Commissioners for an 
order under the Light Railways Act. 1896, authorising the con- 
struction and working by the Corporation of a light railway. joining 
up the Halesowen light railway, with the line from Balden Road 
to Bearwood, sanctioned by the order of the Corporation obtained 
this year. 

Brighton.—It is proposed, on the recommendation of 
the Tramways Committee, to make provision in the Corporation 
Parliamentary Bill for power to equip railless traction routes from 
St. George's Road, riá Montague Place, to Kemp Town Goods Station 
entrance. 


Clydebank,— After negotiations lasting several years, the 
plans for tramway bridges over the Forth and Clyde Canal at 
Dalmuir and Kilbowie have been passed by the Dean of Guild 
Court. Of the expense to be incurred, Glasgow Corporation pays 
£11,000, - : 

Continental Note. —GQERMANY.—A scheme is at present 
under consideration for the construction of an electric railway 
between Griersdorf, Arnsdorf and Steinseiffen, Silesia. 


East Kent.—The B. of T. has confirmed the order made 
by the Light Railway Commissioners authorising the construction 
of light railways from Wingham to Stodmarsh, and from Great 
Mongeham to Ripple in the new colliery area. 


Folkestone—Sandgate.— The National Electric Con- 
struction Co. has approached the Folkestone T.C. and the Sandgate 
U.D.C. on the question of the construction of tramways or a rail- 
leas traction system. Both Councils have decided not tọ consider 
any scheme by which overhead wires would be used. 


Halifax.—The Tramways Committee has decided to 
introduce a motor-'bus service between Mytholmroyd and Cragg 
Vale within five weeks of the date of the Royal Assent to the Bill, 
which it is promoting in the next session of Parliament. 
Councillor C. W. Greenwood the Committee has received an offer of 
& personal guarantee of £100 through the Mytholmroyd D.C. 
Should there be a loss the service will be continued until the £100 
is exhausted. 


Huddersfield.—The Corporation has approved of the 
tramway extension scheme from Elland to West Vale. A sub- 
committee has been authorised to confer with the Elland D.C. in 
regard thereto, and application is to be made for the necessary 
Parliamentary powers. It has also been decided that in the pro- 
posed Bill, powers be inserted for the running of railless trolley 
vehicles from the present terminus at Outlane to the borough 


boundary. | 
II ford.—A report upon the desirability of applying for 


powers to extend the electric tramways through the Craubrook and 
Grange Estates is to be prepared by the tramways manager. 


Keighley.—The T.C. has discussed the recommendation 
of the Tramways Committee to accept the offer of the Trackless 
Trolley Co., London, to construct overhead equipment for the pro- 
posed railless traction system from Ingrow Bridge to Haworth, at a 
cost of £1,610. A resolution of acceptance was carried. 


Leith,—The Provisional Order for the new Lothians 
(electric) Railway is now prepared. It is on a more ambitious 
scale than the previous one, which was dismissed earlier in the 
year. A syndicate of coalmasters and others are promoting this 
new railway, with the main object of getting direct and quick 
service froin the collieries in Mid and East Lothian to the decks at 
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Leith. A departure has been made in the drafting of this Pro- 
vieional Order now in hand by meeting objections that the new 
line would be practically a private line. It will in addition to 
working the coal traffic also take passengers and goods. The 
principal line will be from the fishing village of Cockenzie to 
Leith Docks; and there are mapped out six branches or short 
communication lines to collieries off the main route. The planas, 
therefore, are on a larger scale than the previous proposals debated 
before a Committee of the Lords in the spring of this year, when 
the preamble of the Bill was found not proved. Electric power is 
to work all the traffic, and this will necessarily be on an important 
scale. This new Lothians Railway will compete with the North 
British Railway. 


Lepton (near Huddersfield).— The U. D.C. has ap- 
pointed a deputation to interview the Huddersfield Tramways 
Committee, to ascertain whether the Committee would be prepared 
to extend its tramways to Grange Moor, 


Liverpoo].—The new type of double-deck electric tram- 
car, designed for the use of the Corporation service by Mr. C. W. 
Mallins, general manager of the tramways department (already 
described in the ELECTRICAL REVIEW), was inspected on the route 
on Friday last by the Tramway Committee, and is understood to 
have given general satisfaction. The feature of this car is that a 
separate entrance and exit are provided, with two staircases 
running in opposite directions for ingress to and egress from the 
upper deck. A barrier rail divides the incoming and outgoing 
passengers, and also forms a recess for the conductor to stand in, 
with suitable checking apparatus for the collection of fares. 


London.— According to the daily papers, the Metro- 
politan District Railway is to undertake alterations and improve- 
ments at Earl's Court Station, in connection with which the Ealing 
electrical services will be operated in future without obstruc- 
ting those to Wimbledon, The estimated cost of the work is 
£10,000. | 


London Railway Amalgamation.—It is officially 
announced that the Central London and City and South London 
tube railways will in future form part of the Underground Electric 
Railways system, and that arrangements have been concluded 
between the Metropolitan Electric Tramways, Ltd., the Tramways 
(M.ET.) Omnibus Co., and the London United Tramways, Ltd., 
for the consolidation of the interests of the shareholders in these 
companies by the formation of a new company, and also by the 
London General Omnibus Co. for the control of the 'buses of 
the Metropolitan Co. By this scheme the underground obtains 
control of the only two unabsorbed electric tube lines in London, 
but parts with the management of the London United Tramways, 
which, under the proposed amalgamation with the Metropolitan 
5 will be under the management of Mr. James Devon- 
shire. х 

In the circular issued to the City and South London shareholders, 
it is pointed out that that line is suffering severely from competi- 
tion, and that the board has agreed to promote a Bill in the next 
session of Parliament for the widening of the tunnels and the pro- 
vision of the necessary capital for the work, and for new rolling 
Btock and electrical equipment. It is stated that the new concern 
will control capital of over £23,000,000. 5 

Some of the clauses of the Metropolitan Railway Bill are of 
interest, having regard to its acquisition of the Great Northern and 
City tube. It is proposed to make a connection between the latter 
and the Metropolitan Co.'s Liverpool Street station, and an 
extension to Princes Street, where the Waterloo and City tube 
would be joined, the South-Western Co. being associated with the 
Metropolitan in the scheme. 


Morocco,— Application has been made for a concession 


to construct and work an electric tramway in the town of 
Melilla.. 


by 


Nottingham.—The Corporation is promoting in Parlia- 
ment this month a Bill authorising an extension of its running 
powers outside the city boundaries. Under the scheme provision 
is made for the introduction of an electric bus service for West 
Bridgford, and, in view of the Royal Show in 1915 at Woolaton 
Park, the laying of a tramway in Derby Road as far as Woolaton 
Park Gates. 


Stirling.—The directors of the Stirling and Bridge of 
Allan Tramways, one of the few systems still relying on horses. are 
at present considering the adoption of & system of mechanical 
traction. According to Mr. Brand (Glasgow), the chairman, they 
have not arrived at any absolutely definite result, and are still 
negotiating with companies and makers of mechanical traction 
machines which they think will suit them better than new tram- 
cars. Last year's traffic receipts were £4,542. 


Tasmania.—The Bill which was to have enabled the 
Hobart City Council to take over the tramway service of the 
Hobart Tramway Co. was rejected in the Legislative Assembly by 
15 votes to 13, there being a strong fceling that the Government 


and not the City Council should own the tramways.— Australian 
Mining Standard. 


TELEGRAPH and TELEPHONE NOTES. 


* = 

An All-British Atlantic Cable.—On Friday last Mr. 
Charles Bright, F R.S.E., gave evidence before the Royal Commis- 
sion on the resources of the Empire as to the necessity of a State- 
owned Atlantic cable, connecting the United Kingdom with Canada, 
and so with the Pacific cable to Australia and New Zealand. He 
also advocated the provision of cable communication with the Cape 
landing only on British territory, pointing out in each case the 
strategic importance of national control in time of war. Wireless 
telegraphy should, in his opinion, be used as an auxiliary means of 
communication between the different parts of the Empire. As 
was well known, the use of cipher codes for the purpose of ensuring 
secrecy was quite ineffective. 


Australia,—The wireless telegraph stations at Fremantle 


and Port Adelaide were opened for public service on September 
30th, | 


France.—A small wireless installation suitable for an 
aeroplane, and actually used with success during recent French 
army manœuvres, seems worthy of serious attention. It is made on 
the Rouzet system, by the Soc. Industrielle de T.S.F. et Elec 
and using high-frequency current produced on a new principle, 
gives superior resulte, being exceedingly regular in working, 
with reduction of weight and bulk. A biplane fitted with this 
equipment can maintain communication with а station on 
the ground while circulating around it aloft to distances embraced 
by a radius of 100 kilometres. It draws only 250 watts from the 
motor driving the biplane, and weighs no more than 30 kg.— 
L Industrie Electrique. i 


German Islands.—A wircless scheme to link up the 
islands of the Bismarck Archipelago with Sydney has been arranged, 
and the first instalment of the plant has reached Rabaul, in New 
Britain. The station will beon the Telefunken system, ahd will be 
of high power, capable of calling up the Pennant Hills station near 
Sydney, or Yap, in the Caroline Islands. 


Germany.—The German cruiser Giben, at Constanti- 
nople, is said to be in wireless communication not only with wire 
less stations in Germany, such as Norddeich, on the coast of East 
Friesland, but also with the flagship Deutschland, in home waters. 


Imperial Wireless System.—As briefly mentioned in 
our last issue. on Wednesday last week the evidence of Mr. Beech 
Thomeon, president of the Federal Wireless Telegraph Co., of 
America, was taken by the Select Committee on the Marconi Agree- 
ment. He said they were transmitting on the Poulsen system 2,000 
—12,500 words daily from San Francisco to Honolulu, with 24 Kw. 
They began this service on October 20th this year. In the daytime 
they could work over 1,400 miles. His company had developed 
several valuable patents since it commenced operations, and very 
important improvements had been made in the last six months. lf 
the negotiations in progress with the English company were con- 
cluded, it would have the right to use the patents worked by his 
company in America. He had refused to make any contract with 
the United States Government until the system was perfected. The 
continuous wave that his company wes using was more reliable than 
the spark system. He admitted that the United States Government 
had made no contract with the company, and that its fature rela- 
tions with that Government depended entirely on whether the 
Government was satisfied with the working of the instruments 
when they were installed. After 8.30 am., the signals from 
Honolulu grew faint. Не had not been in America since October 
20th, when the regular service was first established. His system 
was not the same as that which was offered to the British Govern- 
ment by the Poulsen representatives. The Marconi Co. had brought 
two lawsuits against his company, which were still pending. 

On Thursday Mr. Thomson was further examined, and said he 
was certain he could give a reliable 21-hour service over 2,000 miles. 
He would be prepared to erect 6 stations round the world, 2,000 
miles apart, within 8 months, all in working order. He stated 
that American wireless experts held that if the art had not been 
controled by Marconi greater progress would have been made; 
that the spark system on which Marconi was working could never 
be developed for high-class work, and that the damped-wave theory 
contained unlimited possibilities. Tbe group of men with whom 
he was associated represented a capital of at least 100 million 
dollars. They would have been glad to tender for the chain of 


Imperial stations at £60,000 per station on the basis of no play 


no pay," giving a 24-hour service. The capital of his company 
was five million pounds. He refused to produce a balance-sheet 
and to answer questions about his company's capital. 

- On Monday Sir D. de V. Graaff, Minister of Posts and Telegraphs 
of the South African Union, gave evidence on behalf of his Govern- 
ment, which, he eaid, was in complete accord with the Imperial 
Government on the subject, and cordially approved of the arrange- 
mente that had been made. His Government attached great im- 
portance to the fact that the Marconi Co. alone was carrying on а 
continuous long-distance service, and would not take part in any 
scheme which involved experiments and delay. The experta in 
South Africa stated that the Marconi system was the only one that 
could cover the distances. After hearing Mr. Thomson's evidence, 
he certainly would not support the giving of the contract to his 
company under the present conditions. It was the strategical 
aspect of the scheme that interested his Government. He hoped 
there would be a double wireless connection with South Africa—on 
the west coast as well as the east. Asked whether it would be 
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reasonable for the Government to suggest that the Marconi Co. 
would not be allowed to use their patents unless they agreed to 
terms dictated by the Government, the witness said certainly not. 
After having heard Mr. Thomson's evidence, he was more than ever 
disposed to give the contract to the Marconi Co.; Mr. Thomson's 
system was still in the air.“. 

Sir Alex. King was recalled, and said that the probable revenue 
per station was estimated to be over £41,000, making for the six 
stations about £200,000 a year, on the assumption that there was 
sufficient work to occupy the stations 24 hours a day at the specified 
rate. He vehemently protested against the manner in which he 
was questioned by one member of the Committee—as though he 
were a prisoner—and repeated that to say to the company " if you 
do not accept our terms we will not give you any licence " would 
have been dishoneat. 


Japan.—An official of the Japanese Department of Com- 
munications has been appointed to visit Great Britain, to investigate 
works connected with electricity and Post-Office work. 


Norway.—The Government has approved of the agree- 
ment between the Norwegian Telegraph Bureau and the Marconi 
Co. for the establishment of a long-distance wireless station. 


South America,— Wireless communication between Lima, 
on the west coast, and Para, on the east coast, has been suc- 
cessfully established across South America by the Berlin Telefunken 
Co. The whole distance is 2,113 miles across virgin forest, the 
Andes, nearly 20,000 ft. in height, intervening. Telegrams handed 
іп at Lima are sent by wireless direct to Manaos, a distance of 1,367 
miles, and thence again by radio-telegraphy to Para, a distance of 
745 miles. Australian Mining Standard, 


United States.—The wireless station erected by the 
United States Navy Department at Fort Meyer, Arlington, Va., 
which, when completed, will represent an investment of over 
£200,000, was tested on the night of October 28th, when messages 
were sent to the Key West and Colon stations. It is expected that 
the station will possess a sending radius of 3,000 miles under 
ordinary weather conditions. Its most striking feature is the three 
steel towers, connected at their tops by a series of 23 wires, from 
which the meseages will be radiated and received. "The towers are 
arranged 400 ft. apart at the corners of a triangle around a 
central receiving and sending station. The westernmost of 
these towers is 600 ft. high and 150 ft. square at the base, while 
the other two towersare 450 ft. high and 120 ft. square at the bare, 
The wireless equipment in the station, although built especially 
for the navy, is not entirely new, having been in use at the Fessen- 
den station at Brant Rock, Mass., in 1910, where it was subjected 
to exhaustive tests for a period of over eight months, The equip- 
ment comprises a 100-Kw. motor-generator set, energy for driving 
which is purchased from the Potomac Electric Power Co., of 
Washington. At the end of the motor-generator shaft is a syn- 
chronous rotating spark-gap.— Electrica! World, 


Wireless in War,—lIt is stated that the Turkish 
wireless station near Smyrna was destroyed by the Italian cruiser 
Pisa on April 20th, and spectators declare that about 200 shots 
were fired for that purpose. As a consequence, no radiographic 
station on the ooast is in the hands of Turkey in the present war, 
though th» Turkish warships are partly equipped with old types 
of Marconi apparatus. Shortly before the outbreak of the present 
war, the Ottoman Government obtained two modern portable 
stations on the Telefunken. system, and these were at once 
dispatched to the scene of operations. On the other hand, the 
Balkan States have provided themselves with a sufficient 
number of portable stations on the Telefunken, Marconi, 
and Poulsen systems, together with plant made by the Société 
Francaise Radioelectrique, of Paris. The stations at Athens and 
Varna, which are equipped with the new type of Marconi apparatus, 
are able to communicate with one another, and their range extends 
over the whole of the scene of war. It issaid that these two land 
stations are of special importance for the co-operatiun of the land 
and naval forces, as 13 Greek warships are fitted with apparatus of 
the latest type, and wireless stations are also installed on most 
of the Greek and Bulgarian merchant steamers. The range of the 
ship stations is such that the vessels are able to get into com- 
munication with the land stations at Athens and Varna at 


any time. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberdeen. — November 25th. 
luggage lifts for the Aberdeen Joint Station Committee. Engineer, 
Mr. J. A. Parker, 80, Guild Street, Aberdeen. 


Austria.—DnonHoBycz.—November 30th. Tenders are 
required for the supply for the year 1913 of the following materials : 
500 metal-filament lamps, 350 carbon lampe, 3,500 arc lamp carbons, 
200 kg. of plain copper wire, 500 m. of insulated copper wire, 200 m. 
of lustre wire, 100 porcelain insulatore, 10 electric hand-lamps, and 
100 safety switches. Farther particulars of the Direktion der K.k. 
Mineralöl Fabrik, Drohobycz, Austria. 


Ф 


Six electrically-worked 


Ayr.—The T.C. invites tenders for the supply of about 
220 tons of steel grooved tramway rails and fishplates. Mr. J. 
Young, Town Buildings, Ayr. | 


Australia. — Ѕостн AUSTRALIA. — December 11th. 
Line material (Schedules 250-252), and submarine telegraph cable 
and cable tank, for the P.M.G.'& Department. See Official Notices 
November lat. 

December 18th. — Telegraph and telephone material, for the 
P.M.G.'s Department. See Official Notices November 8th. 

December 17th.— Three sections of common-battery multiple 
switchboard and other equipment, for the P.M.G.’s Department. 
See Official Notices October 25th. 

VicTORIA.—December 31st. Thirty detectors, for the P.M.G.'s 
Department. See Official Notices to-day. 

January 24th, 1913. Two 4.000-KW. steam turbo-alternators, for 
the Melbourne City Council. See Official Notices to-day. 

NEW SOUTH WALES.—December 1lth. Telegraph cable, for the 
P.M.G.'s department. See Official Notices November 1st. 


Tenders were recently invited by the Sydney Municipal Council 
for the installation of a storage battery in the neighbourhood of 


King and Macquarie Streets. The invitation has temporarily been 


withdrawn. but tenders will be again called for in the near future. 
— Tenders (M. and E, Review), 


Balderton, Notts, — December 14th. The Parish 
Council invites tenders for an electrical installation for street 
lighting. consisting of the necessary lamp standards, posts. over- 
head conductors, incandescent fittings, insulatore, brackets, &c. 
Particulars from the Clerk, Balderton Parish Council, 7, Osborn 
Terrace, Balderton, where a complete plan, showing the proposed 
positions of all lights and course of cable, can be seen by appoint- 
ment. 


Belgium,— November 26th. La Société de Г Exposition 
de Gand, 1913 (Rue des Moineaux), Ghent, is inviting tenders for 
the installation, maintenance and working during the period of the 
Exhibition, of the pumps, electric motors and piping required in 
connection with the cascade in the Court of Honour. 


Electric motors 


Birmingham. — November 25th. 
See ' Official 


(various), for the City Electric Supply Department. 
Notices November 8th. 


Brussels.—Offers required for the supply of telegraph 
cables and fittings. The special terms are contained in form 
No. 1,189, to be had on application. Deposit 1,300 fr. Musée 
Commerciale, Brussels. 


Dartford.— November 27th. 500 yd. of concentric lead- 
covered and armoured cables and accessories, and renewal of lighting 
battery, for the U.D.C. Electricity Department. See "Official 
Notices " November 15th. 


Eustbourne.— December 16th. 99 long-burning flame 


arc lamps for street lighting, and purchase of 99 open-type double- 
carbon lamps to be displaced, for the Corporation. See Official 
Notices to-day. | | 


Edinburgh.—November 23rd. Electric lighting instal- 
lation at the Store Cattle Byres, Cattle Market, Georgie. Specifi- 
cations, &c., at Engineer's Office, Dewar Place, Edinburgh (deposit 
£1 18.). 


Gravesend,—December 2nd. High-tension cables, for 
the Corporation. See ‘Official Notices " to-day. 


Halifax.— December 3rd. Two water-tube. boilers, with 
superheaters and mechanical stokers, for the Corporation Tramways 
and Electricity Committee. See Official Notices to-day. 


Hungary.— December 31st. The municipal authorities 
of Perjamo (Torontal Komitat) are inviting tenders for the establish-. 
ment of a central station for the supply of electrical energy for 
public and private lighting and power purposes in the town. 


Leeds.— December 2nd. Electrical equipment required 


for combined centrifugal sewage pumps. Mr. G. A. Hart, Sewerage 
Engineer, 26, Great George Street, Leeds. (Deposit £10, return- 
able). 


London,— Hackney.—December 12th. Open type and 
flame arc lamp carbons, for the B.C. See Official Notices“ 


to-day. 


New Zealand,—December 16th. Two 150-в.н.р. Diesel 
engines, two 100-KW. dynamos, balancer, motor-generator, switch- 
board, crane and oil tanks for Miramar (Town Clerk). Deposit 
£200. Board of Trade Commercial Intelligence Department, 
London, E.C. 

December 30th.—The Napier B.C. is inviting tenders for two 
motor-driven centrifugal pumps, of British manufacture only. 
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Commercial Intelligence Branch, Board of Trade, 73, Basinghall 
Street, E.C. 

January 6th, 1913.—Switchboards, for the Auckland Harbour 
Board. See Official Notices November J5th. 


Portugal.—Dy a decree of the Minister of Public Works, 
a Commission has been appointed for the building of a new head 
post, telephone and telegraph office in Lisbon. The staff of 
inspectors for the electrical industry will also be lodged in the same 
building. Should the scheme be realised, there will be a large 
demand for electric apparatus. Firms seeking to secure ordera 
should apply to the General Administration of Posts and Tele- 
graphs, Lisbon.- – Electrotechnische Nachrichten, 


Rathmines.—November 25th. Electric wiring of the 
new Carnegie Library and Technical Institute, for the Rathmines 
and Rathyar U.D.C. Specification 10s. 6d., can be seen or obtained 
at the Council's electricity works. 


Rimini (Italy).— November 26th. Offers required for 
the supply to the workshops at Rimini of an electric truck. 


Spain.—November 30th. Tenders are being invited by 
the municipal authorities of Calanas for the establishment of a 
central electric lighting station in the town. 

November 30th.—The municipal authorities of Finisterre (province 
of Coruna) are inviting tenders for the concession for the electric 
lighting of the town during a period of four yeara. 


Trimdon Grange (Co. Durham).—December th. 
Electric fittings for a year, for the Trimdon Grange Colliery. The 
Storekeeper. 


Vienna.—December 9th. Tenders are required for the 
supply and erection of au electrically-worked locomotive turntable 


in the Mührisch-Ostrau-Oderfurt railway station. Particulars of 
the K.k. Nordbahndirection, Vienna. 
е 


Wigan.— November 25th. 
Corporation tramway employés. 
manager. 


Uniform clothing for the 
Mr. F. Buckley, tramways traffic 


CLOSED. 


Atherton (Lancs.).—The U. D.C. has accepted the 
tender of the British Westinghouse Co., Manchester, for a 250-K.v.A. 
transformer. 


Australia.— The following contracts have been placed, 
according to the Australian Mining Standard ;— 


MELBOURNE.-—P.M.G.'s department 


Rubber.insulated copper conductors.— Australian Metal 2" Ltd., £3,015. 

Copper wire, braided.— B. I. and Helsby Cables, Ltd., £530 

Rubber-insulated copper wire.— W. T. Henley's Telegraph Works Co., 
£6,263. 

Instruments (measuring).—Western Electric Co., Ltd., £127. 

10,000 stoneware insulatorg.—Coinmonwealth Art Pottery Co., £104. 

Material for wireless telegraph stations.—Inglie, Bmith & Co., £108. 


BRISBANE. --P.M.G.’s department :— 


170 miles wire. Brabant, £585 and £1,445. 

874 yd. cable.-—B.I. and Helsby Cables, Ltd., £901. 

990 yd. cable.—W. T. Henley's Co., £256. 

100 iron poles.—^"tewarts & Lloyds (Australia), £487, 
HORART.-- Р.М.С.'в department: 


Common-battery switchboards.—Bartram & Son Ply., Ltd., 4818. 
SvDNEY.— P.M.G.'s department : — 


Switchboard for Peterham Exchange. — Western Electric Co. (Australia), 
Ltd., £4,646. 
` ADELAIDE. - P.M.G.'s department :—- 


"Telephone switchboards. -. Bartram & Son and Western Electric Co. 
10 miles wire.--Theodore Zwicker & Co., £203. 

10 miles copper wire.—Noyes Bros., £174. 

£0 miles tinned copper wire. — W. T. Henley's Co., £645. 

900 common-baticry telephones.—W estern Electric Co., 2872. 


Brigliton.— The T.C. Electricity Committee recommends 
the extension of the agreement with Messrs. Siemens Bros. Dynamo 
Works, Ltd, for the supply of Wotan lamps for side-street 
lighting. 


Dewsbury.—The Dewsbury and District Infirmary Board 
has accepted the tender of Messrs. Wadswotth & Co., at £280, for a 
new electric lift. 


Doncaster.—The Electricity and ranwo Comités 


has accepted the following tenders : — 
Albion Motor Со. — Motor chassis, £559. For motor tower 
Rawlinson's Motora.—' Tower and lorry body, £96. | wagon. 
Hadfield's Steel Foundry Co.—Specials in connection with Bentley tramway 
extension, £251. 


Glasgow.—The T.C. has accepted the following tenders 
for tramways department requirements: 


Commutators.--British Westinghouse Co., Ltd. 
Special work.— Hadficld's Steel Foundry Co., Ltd. 
M.F. Jamps.— W m. C, Yuille & Co., Ltd. 


Government Contracts.—The following tenders have 
been accepted during the past month by the Government Depart. 
ments named :— 

WAR Orrion. 
Electric crane.—J. Carrick & Sons. Ltd. 
Telephones.—Spagnoletti, Ltd., West London Scientific Apparatus Co. 
Electrical transporter. John M. Henderson & Co 
INDIA OFFICE, fronk DEPARTMENT. 
Cables. —8iemens Bros. & Co., W. T. Henley's isis Sel Works Co. 
Generating set.— Lancashire Dynamo & Motor : 
Insulators. —Marconi's Wireless Telegraph Co. 
Mouthpieces, &c,—Peel-Conner Telephone Works, Ltd. 
Crown AGENTS FOR THE COLONIES. 
Telephone cable.—British Insulated & Helsby Cables, Ltd., W. T. Henley 1 
Telegraph Works Co. 
Submarine cable. — Telegraph Construction & Maintenance Co. 
Tabular poles, &o.— Siemens Bros. & Co. 
Pole parts. — Francis Morton & Co. 


OrricE or WORKS. 


Lifts and cranes for new Stationery Office for Office of Works stores. Aldous 
and Campbell, Ltd, | Uo 
G.P.O. 


mele phonic apparatus.—Automatic Telephone Manufacturing Co., British 

. M. Ericsson Manufacturing Co., International Electric Co., London 

Hek Wire Co. and Smiths, Ltd., Peel. Conner Telephone Works, 
Ltd., Siemens Bros. & Co., Western Electric Co. 

Wood arms.—Millar's Timber & Trading Co. 

Electric light cable.—J. Frankenburg & Sone, Ltd. 

Telephonic cable. —British садове & Helsby Cables, Ltd., СаПердег'в 
Cable & Construction Co., T. Henley’s Telegraph "Works Co., 
Johnson & Phillips, Ltd., 5 Bros. & Co., Western Electric Co. 

Stoneware duets. Albion Clay Co. 

Electric light fittings.—General Electric Co. 

Telegraphic ironwork.—Bullers, Ltd. 

Telegraphic wire.—India-Rubber, Gutta-Percha & Telegraph Works Co 
London Electric Wire Co. and Smiths, Ltd. 

Wireless station, Valentia Island, Ireland.—Patrick Murphy. 

кыр of Edinburgh Central Telephone Exchange. Western Elec. 
tric Co 


Keighley.—The T.C. has accepted the tender of the 
Trackless Trolley Co.. Ltd., for the overhead equipment for m 
vehicles from Ingrow Bridge to Haworth (1 mile 1,400 yd.), at 
£1.610, on condition that a car shall be sent on trial for three 
months, and that if the system is considered to be unsatisfactory, 
the company will, free of charge, alter the equipment and adapt it 
to such other method of current collection as the T.C. may require. 


London.— IL. C. C. —Consequent upon the Council's refer- 
ence back of the Highways Committee's recommendation to accept 
a tender by Mesars. J. Batt & Co., for foreign-made driving-wheel 
tires and pony-wheel tires (as already reported), the Committee now 
recommends tenders for acceptance as follows :— 


Cammell, Laird & Co.—6, 000 driving wheel tires, at £1 4s. es ch. 
Henry Bessemer & Co.—5,000 pony wheel tires, at £1 18. each. 


Nuneaton.—The Т.С. has accepted the tender of 


Callender's Cable & Construction Oo. for cable for extensione, at £97. 


Ramsbottom.—The U.D.C. has accepted the tender of 
Mesers. Stewarts & Lloyds for poles and fittings required for the 
overhead equipment in connection with the tramways. 


Salford.—Messrs. Quilliam Bros. have received an order 
from the Corporation tramways for four Collins’ patent automatic 
point turners with patent mercury stuffing box. 


Sunderland,—The T.C. last week accepted the following 


tenders :— 
General Electric C M flame arc lamps. 
E. Cleaton, Rees & — Oil. 


W.G. Farrow & Co. C Tubing and bends. 

India-Rubber & Gutta-Percha Co.—Cable. 

British Insulated & Helsby Cables.—E.1.T. cable. 

Albion Clay Co. Two- way conduit. ; 
British Westinghouse Electric & Manufacturing Со. - Wattmeters. 


Watford.— The В.С. has accepted the tender of Messrs. 
Rogers & Gowlett, Ltd., of Watford, for electric wiring, &c., at the 
workhouse. 


FORTHCOMING EVENTS. 


North-East Coast Institution of Engineers and Shipbuilders. — Friday, 
November 22nd. At Newcastle. Conversazione. 


Institution of Electrical Engineers (Newcastle Students’ Section).— 
Monday, November 25th. At 7.80 E. At the Armstrong College, New- 
castle. Paper on Heating and Cooling of Electrical Machinery," by Mr. P. 
Grice. 


Institution of Electrical Engineers (Manchester Students’ Section).— 
Tuesday, November 29th. At'7.80p.m At the Municipa! School of Teoh- 
nology, Manchester. Papal on "Individual Electric Driving in a Modern 
Weaving Shed,” by Mr. S. N. C. K. Whitehead. 


Faraday Socie «UT Gesday ps 96th. At B p.m. At the I. E. E., 
M EN C Papers on " The Billiter Alkali-Chlorine Cells," by Mr. 
A. J. Allmand ; and " Note on the Electrolysis of Nitric Acid Solutions of 
Copper,” by Mr. J. Н. Stansbie. 


Institution of Electrical Engineers (Birmingham Section).— Wednesday. 
November th. At 7.30 p.m. At the University, Birmingham. Paper on 
" Earthed v. Uneatthed Neutrals on Three-Phase 4. 0. Systeme,” by Mr. 
J. B. Peck. 


Institution of Electrical] . (London). Thursday, November $8th. 
t8 p.m. Paper on" Earthed v. Unearthed Neatrals on Three-Phase А.С. 
Буви ла by Mr. J. S. Peck. 


Association of Engineers-tn-Charge. —Saturday, Novembor 90th. Social. 
ance 
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THE ELECTRICAL ENGINEERS 
(LONDON DIVISION) 


Commanding Officer—LirvT.-Cor. H. M. Leary, 


The following orders have been iseued for the current week :— 
Monday, November 25th.— A" Ccmpany. Company training, 7 to 10 p.m. 
Tuesday, November 26tb.—" B" Company. Recruit training, 7 to 10 p.m. ; 

company training, "7 to 10 p.m. 
Thursday, November 28th.—" C" Company. Company training, 7 to 10 p.m. 

Friday. November 29th.—" D" Company. Recruit training, 7 to 10 p.m. ; 

company training, 7 to 10 p.m. 


Saturday, November 30th.—" D" Company. Ков with portable search- 
light set, at 3 p.m., for work on Wimbledon Common. "A" Company.— 
Run at Fort Coalbouse. Parade at Fenchurch Street Station at 8 p.m. 
Dre:s: Service dress, putties and greatcoat. 


(Signed) P. Н. CAMPBELL, Capt. R.E., and Adjt., 
For Officer commanding L.E.E. 


NOTES. 


%% 


The Electrical Engineers’ Ball. 1913.—Тһе tenth 
annual Electrical Engineers' Ball will be held at the Hotel Cecil on 
Friday, January 318t. The Banqueting Room and the Supper 
Rooms have been redecorated since last yeur, and the dancing floor 
has been relaid. Mr. H. Glenisters Band has again been engayed 
for the occasion. The following gentlemen have consented to serve 
on the Committee :— | ` 


Alabaster, H. Geipel, K. Nalder, F. H. 
Anderson, A. Bruce Geipel, W. Nach, E. A. 
Bailey, F. Gray, Jas. O'Meara, Major 
Baldwin, O. H. Gray, R. Kaye Partridge, G. W. 
Belfield, В. Grote, E. R. Pearson, Hugh A. 
Berry, H. H. Hadley, A. E. Railing, M. J. 
Blunt, W. W. Hawes, F. B. O. Roberta, Martin F. 
Bowden, J. H. Hammond, R. Rosenthal, J. H. 
Brcusson, R. P. Hill, Charles Rutherford, W. 
Browett, T. Highfield, J. S. Rowell, P. F. 


Hirst, H. Sharp, Sydney 
Holden, Col. H. Capel Shepherd, J. 
Hooper, John P. Siemens, Alex. 


Brown, C. S. Vesey 
Byng, Leonard 
Callender, Jas. 


Cramb, A. C. Huddleston, J. Snow Sillar, A. M. 
Davenport, F. R. Kingsbury, J. E. Scholey, H. 
Dobson, Sydney Leaf, H. M. Sparks, C. P. 
Dunlop, D. N. Leigh, F. A. C. Steinitz, J. J. 
Elder, T. C. Madgen, W. L. Sutton, G. 
Ferranti, S. Z. de Matthews, W. Lee Taylor, J. 

Fox, E. J. Mordey, W. M. Wallie-Jones, R. J. 
Garcke, E. McMahon, P. V. Wordingham, C. H. 


Gatehouse, T. E. Murray, Lee 


Erecutive Committee —Baldwin, О. H.: Fox, E. J.; Madgen, 
W. L.; McMahon, P. V.: Shepherd, J.; Wallis-Jones, R. J; 
Wordingham, C. H. 

Hon. Secretaries Alabaster, H.; Sillar, A. M. 

Hon. Treasurer. —Kingsbury, J. E. 


Inquiries.—A correspondent asks where “ Naterite ” 
insulating material can be obtained. Makers of the Defiance 
Resistance and Marmorite are asked for. ) 


Manchester Electro-Harmonie Society.— We have 
received from the musical director a programme of the second 
concert of this newly-formed Society, to be held on Friday, 
November 29th. From a musical point of view it is splendid, and 
brings back to our minds the old days of the London Electro- 
Harmonic Society, when Haydn, Mozart and Mendelssohn quartets 
and trios, Bach's double concerto for two violins, Maurer's con- 
certante for four violins, &c., were welcomed and thoroughly 
enjoyed. Part singing, too, was then made a feature, and what can 
give greater pleasure to a cultured musician who can follow gome- 
thing more than mere melody, the soul of music though it be, 
unless it is Chamber music? But, alas! 7empora muta ntur, et nox 
mutamur in illis. The taste of late years, amongst the younger 
people, at all events, is all for the variety and lightness of the halle, 
a new turn every five or ten minutes, and in a programme of 
but 11 items, to perform two complete instrumental trios, would be 
enough to clar the King's Hall although in the early days 
members, who are no longer to be seen at these concerts, were keen 
supporters of the classical side of the Divine Art. We can only 
ехргеєв the hope that Mr. Smith will be able to retain the high 
standard he bas ret; we must wait and see.“ It may be added 
that the Manchester Society will be specially pleased to welcome 
any London friends. 


„Northampton Past Day Students’ Association.— 
The winter programme of this Association opened with a very 
successful whist drive at the Furnival Hall, Holborn, Jast Friday 
evening. The N Ions (for such is their name) duly arrived in 
couples, but electrolysis soon started, and dissociation followed in 
the usual way. The next meeting is the annual reunion of country 
тан on Saturday evening, December 28th, at the Northampton 
nstitute, 


Glasgow Electricians’ Strike.— On Saturday at noon 
500 electrical workmen in the employment of various Clydeside 
shipbuilding firms struck work. The present maximum rate is 
84d. per hour, and the men demanded an increase to 9d. Three 
firma, Messere, Brown & Co., Clydebank, W. Beardmore & Co., 
Dalmains, and the Fairfield Co., Govan, all of whom have pressing 
Admiralty contracts on hand, agreed to concede the advance, but 
the other firms refused. А strike as stated waa declared, and the 
majority of the electricians have come out; there were no 
indications of a settlement at the time of going to press, 


Rheims Congress of Electroculture.—The first 
International Congress of Flectroculture and applications of elec- 
tricity to agriculture and agricultural industries, was held at Rheime, 
from October 24th to 26th, under the presidency of M. Lonay. 
M. Berthault represented the Minister of Agriculture, and M. 
Gautier the Academie des Sciences. Delegates from Russia, 
Hungary, Belgium and Luxemburg were also present. 

Several papers were read on electroculture, the first being an 
hietorical review by Lieut. Basty, who has tested a number of 
methods, including. those of Paulin and Schtchawineky, in his 
gardens at Angers, and who has invented a petit paratennerre and 
dynamocapteur—the first being on the point-collector principle, and 
the latter employing a zinc-copper couple connected by a wire. 
Aocording to M. Basty, the growth and maturity of plants are 
hastened, and a finer crop is secured. by the application of the above 
methods; germination is accelerated by the passage of a very weak 
current. On the other hand, M. Kövessi has found the passage of 
D.C. through soil in which grain is sown, to retard and impair 
germination— particularly in the neigbbourhocd of the electrodes. 
M. Pilsoudsky reported very favourable results from the use of iron- 

zinc couples on a very large scale in the south of Russia. 

M. Blondin described the manufacture of nitrogenous manures 
from atmospheric nitrogen :—(1) By the formation of cyanamide 
from calcium carbide ; (2) by the formation of an aluminium nitrate 
which is converted to ammoniate, and then to ammonium sulphate: 
(3) by the use of a high-tension spark discharge. The latter process 
is operated on a huge scale in Norwegian works, and M. Blondin 
communicated numerous details of working. 

M. Fillet dealt with electric ploughing as practised in various 
parts (chiefly colonial). A temporary or trailing supply cable is 
employed, and the plovgh is hauled to and fro between trucks (one 
of which may simply act as an anchor). at opposite sides of the field. 
Electric motors are now quite suitable for this duty, and require 
little upkeep. Under certain conditions, it is advantageous to erect 
private generating stations. 

M. Leclerc communicated his experience with electrically-driven 
root and chaff cutters, &c_— machines which require low power, and 
work only 200-250 hours per annum. Threshers require up to- 
10 Н.Р, It may be assumed that a farm consumes about 10 Kw.- 
hours per acre per annum for lighting and the operation of 
"indoor" machinery. The advantages in favour of large distribu- 
tion networks from large central stations were explained. 

M. Escard discussed the application of electricity to the sterilising 
of food stuffs (butter, flour, &o.) and water, and to the bleaching of 
flour and the dissipation of fogs.— Genie Ciril, 


Fatalities —Lreps.—Mr. J. C. Malcolin, the Leeds 
City Coroner, on Monday held an inquest on the body of Edwin 
Howgate (17), of Maud Street, who was found unconscious in a 
burning cellar in the Fox and Grapes Yard, Kirkgate, on Friday 
afternoon. He was taken ‘to the infirmary, and died before 
admission. 

Benjamin Howgate, smallware dealer, Kirkgate, the tenant of 

the cellar, stated that fumes and smoke were irsuing from the 
cellar when he was called to it. He found no eign of a blaze, how- 
ever, but he noticed the electric motor buzzing. He inquired for 
his nephew, the deceased, who understood the working of the 
motors, but no one knew where he was, Witness went to find 
him, and on returning met his brother, who told him the lad was 
in the cellar dead. Two men brought him up in an uncon- 
scions condition. Witness also said that the cellar had 
been flooded a few days ago owing to the stoppage of a sewage pipe. 
The medical evidence showed that the condition of the body was 
quite consistent with its having received anelectric shock. 
. Mr. Albert Jones, electrical engineer; said the coils of the motor 
were completely burnt out, and had no doubt been blazing. Asa 
result of the flooding the coils had been soaked through. They 
became connected electrically with the motor frame, and imme- 
diately the current was put on the motor it would cither blow 
the fuse or burn up the coils. The latter evidently occurred, and 
the machinery had been made so that anyone touching it would 
receive в severe shock, 

The jury returned a verdict of Accidental Death." 

SovTH STAFFS.—The County Coroner held an inquest at Bilston 
on Monday relative to the ceath of Frederick Rigby (18), which 
had occurred at the Spring Vale Works of Alfred Hickman, Ltd. 
The evidence of an electric crane driver named Frank Schofield 
went to show that the deceased youth had been working sn 
electric controller for some months past, and he was regarded 
as а capable operator. On the night of the 15th inst. 
Schofield went to ask Rigby a question, and found him 
leaning on the controller. He did not speak, and Witness 
switched off the current, whereupon Rigby fell to the ground, 
He was picked up, but death tock place within a few minutes. 
There was a burn on the youth's left forearm, and witness came to 
the conclusion that he must have sustained it on the guard or on the 
contact. Replying to Mr. Haslam, who represented the firm, witness 
said there was a wocden platform from which the controllers 
should be worked. The iron plate on which Rigby was standing 
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was on the other side of the controller and Rigby should not have 
been on it. Dr. Johu Wells, who had made a post-mortem 
examination, said he could not attribute death to anything, but 
having heard the evidence as to the burn on the forearm, he con- 
sidered the youth was killed by an electric current having passed 
through him.— William Wetherall, electrical engineer at the works, 
said the wood platform was the proper place from which to work 
tbe controller. The latter was tested immediately after the 
&coident had, been reported, and it was found to be all right. 
The jury found that Rigby was killed by an electric shock, the result 
of an accident, and suggested that there should be more protection 
for the men. Mr. Haslam said the firm were willing to carry out 
any suggestion approved by the factory inepector. 


A 2,000.-B.H.P, Single-Cylinder Diesel Engine.— 
From time to time we are permitted to penetrate a little into the 
semi-secrecy with which Continental Diesel engine builders 
surround their development of the large Diesel engine. Our 
contemporary, 7^e Motor Ship, in ita last issue, published a view of 
a complete 2,000-B.H.P. single-cylinder Diesel engine in Messrs. 
Krupp's works, which is the first photograph that we recollect 
having seen of a complete engine of this type. We gather that as 
much as 2,500 в.н.р. has been developed in its single cylinder, 
which is of the two-cycle donble-acting type. Views have, of 
course, appeared of large Diesel engine cylinders, but the cylinder 
alone does not constitute an engine. 


Concert.—The Lamp and Wiring Supplies Department 
of the British Thomson-Houston Co., Ltd., held a smoking concert 


at The Cannon, Walbrook, E.C., on Tuesday evening last, Mr. J. N. 
Stephens presiding. 


Appointment Vacant, — Assistant to mains superin- 


tendent, for the Greenock Corporation Electricity Department (508.). 
See our advertisement pages in this issue. 


The Light Railways Bill.—In the House of Commons 
on 18th inst., this Bill, as amended in Standing Committee, was 
considered, and Mr. Robertson moved to omit Clause 2 giving 
power to the Light Railways Commissioners to authorise railless 
trolley systems. The result would have been, says the report in the 
Times, to leave matters connected with railless trolley systems in 
exactly the position which they had previously occupied. It seemed 
desirable that questions of responsibility for road maintenance 
should be dealt with in a general and systematic manner.” The 
voting for the clause was 134, and against 315—majority against 181. 
An amendment to Clause 6, moved by Mr. Robertson, was described 
by him as “ practically a drafting amendment, designed to meet the 
fear expressed in Committee, that the local authorities would be 
under no check," and it was carried by a majority of 177. 


Prize Distribution.—The distribution of prizes and 
certificates at the Borough Polytechnic Institute takes place on 
Monday, December 2nd, at 8 o'clock p.m. Sir Albert Spicer, M.P., 
will make the presentations. 


Institution and Lecture Notes,—lINsTiTUTION oF 
ELECTRICAL ENGINEERS.—At the opening meeting of the ses- 
sion on Thursday last week, Dr. Ferranti presented the premiums 
awarded for papers read during the past session, and announced 
that Prof. 8. P. Thompson had presented a medallion of Wil- 
liam Gilbert to the Institution. He then read the list of names 
of the members of the Industrial Committee, which are as fol- 
lows :—Mr, Duddell, F. R. S. (President I.E.E.); Mr. H. Hirst 
(Chairman of the Committee); Mesara. A. B. Anderson, G. Balfour, 
G. H. Bowden, D. N. Dunlop, S. Z. de Ferranti, E. Garcke, F. Gill, 
Godfrey Isaacs. H. C. Levis, C. H Merz, R. K. Morcom, W. M. Mor- 
rison, S. Morse, A. H. Preece, H. Faraday Proctor, W. Rutherford, 
A. H. Seabrook, A. Siemens, Dane Sinclair, C. P. Sparks, A. H. 
Stanley, A. de Turckheim, F. J. Walker, and H. E. Wimperis. 

Dr. Ferranti then vacated the chair, and Mr. Duddell, the. new 
president, read his inaugural address. In moving a vote of thanks, 
Mr. W. M. Mordey spoke of the excellent work that had been 
accomplished by the president, not only in electrotechnics but also 
in the service of the Institution, and Sir John Gavey, who seconded 
the motion, described how Mr. Duddell, on receiving from him the 
suggestion that some means of measuring the excessively weak 
currents received in wireless telegraphy was urgently necessary, in 
the course of a few weeks succeeded in devising a satisfactory 
instrument, and thus overcame one of their greatest difficulties. 

PHYSICAL SoCIETY.—AÀt the meeting held on November 
8th, a paper On a-Method of Measuring the Thomson Effect 
was read by Mr. H. R. Nettleton. In this paper an investi- 
gation is made of the distribution of temperature along a con- 
ductor conveying an electric current and at the same time 
moving uniformly through two fixed temperature sources, The 
effect of the Thomson heat on the distribution is seen to be exactly 
similar to the effect of a small impressed velocity. This result is 
applied to mercury to measure the Thomson effect. 

A paper on “An Improved Joule Radiometer and its Applica- 
tions was read by Mr. F. W. Jordan. An abstract of this was given 
in our last issue. 

A paper on the Thermomagnetic Study of Steel" was read by 
Dr. S. W. J. Smith. Thermomagnetic measurements make it 
increasingly evident that the magnetic properties of steels are fre- 
quently those of mixtures of magnetic substances, each possessing 
characteristic properties, which contribute in a comparatively 
definite way to the properties of the material as a whole. In the 
case of a simple ferromagnetic substance, magnetising fields can 

generally be found in which the permeability variation with tem- 


perature is comparatively small except in the neighbourhood of 
the critical temperature. In such fields there is a very clearly 
marked peak in the permeability temperature curve for the sub. 
stance. The explanation of this peak which the molecular theory 
affords is well known, and suggests that the phenomenon should be 
found common to all ferromagnetic substances. The immediate 
object of the paper is to show that it is exhibited by the carbide of 
iron (cementite) which exists in annealed carbon steels. 

ILLUMINATING ENGINEERING SOCIETY.— At the meeting on Tues- 
day last, the hon. secretary, Mr. Leon Gaster, reported on progress 
made during the past few months. Reference was made to 
the importance now attached by the Home Office to the subject of 
the lighting of factories, to the work done at the International 
Congress held in Milan last May in connection with the prevention 
of industrial accidents, and to the lighting of mines and miners 
safety lamps. Papers were also read on Ancient Forms of Lamps” 
(Mr. J. W. Johnston), A New Illumination Photometer (Mr. 
Haydn T. Harrison), "Some Simple Colour Boxes" (Mr. W. C. 
Clinton), "Photography in Illuminating Engineering (Messrs. J. S. 
Dow and V. II. Mackinney), and Miners’ Lamps." 

RovAL SCOTTISH SOCIETY OF ARTS.—"' Electric Projectors and 
Some of their Uses was the subject of a paper read by the vice- 
president, Mr. Alex. Ogilvie, B.Sc., at the annual general meeting. 
Mr. Basil A. Pilkington, for his paper on "Some Recent Improve. 
ments in Electric Single Wiring, with Special Reference to the 
Author's Terroid System," was awarded a Makdougall-Brishene 
Prize. value £5. 

INSTITUTION OF ELECTRICAL ENGINEERS (MANCHESTER Skc- 
TION). —A meeting of the Section was held om Tuesday, when 
Mr. J. S. Peck read a paper on Earthed r. Unearthed Neutrals 
on A.C. Systems," A discussion followed, and was replied to by the 
author. 

INSTITUTION OF ELECTRICAL ENGINEERS (SCOTTISH SECTION).— 
On the 12th inst. the opening meeting of the session was held, 
and the chairman, Mr. W. McWhirter, gave bis inaugural address, 

LIVERPOOL UNIVERSITY ENGINEERING SOCIETY.--On Tuesday 
last week Mr J. S. Peck, consulting electrical engincer to 
the Westinghouse Co, Ltd., of Manchester, read & paper on the 
design of high-voltage long-distance transmission plant. 

JUNIOR INSTITUTION OF ENGINEERS.— Át. а rccent meeting 
a paper was read by Mr. A. H. Tyler on The Application of CO; to 
Refrigeration." It was pointed out that CO, had much to recom. 
mend it as a refrigerating medium, as it was inexpensive, generally 
obtainable and safe to handle, being inodorous and harmless. 

ELECTRIOAL ASSOCIATION OF NEW SOUTH WALES.— According 
to the Australian Mining Standard, the annual meeting of the 
Association was held at Sydney last month. At the conclusion of 
the ordinary business a paper was read by Mr. Burgess (newly- 
elected president) on Some Notes on Electric Heating and 
Cooking." | 

ASSOCIATION OF MINING ELECTRICAL ENGINEERS — A meeting 
of the West of Scotland Branch was held on Saturday last at 
Glasgow, when an interesting paper was read by Mr. A. Campbell 
King. colliery manager, Wallhouse, Linlithgowshire, on "The 
Electrification of a Small Group of Collierier.” The author held 
that if current had to be distributed over fairly long distances, it 
ought to be at a pressure of 3,000 volts or thereabouts, alternating 
two or three-phase, and he would use this in the mine at a voltage of 
450 or 500, either alternating or direct current. It was to be 
regretted that a fair proportion of electrical accidents happened 
with coal-cutters. He thought that compressed air was the 
ideal motive power for coal-cutting machines ; but in order to 
obviate the loss in transmission of power, he would use a motor- 
driven compressor situated at a convenient distance from the face 
and thence lead air pipes to the gate ends. This system would allow 
coal-cutting to be carried on under conditions where electrical 
coal-cutters could not safely be operated owing to gas. А coal. 
cutter was not an ideal subject for electrification, because the con- 
ditions under which the motor had to work were anything but 
satisfactory, owing to vibration and dust. Next to compressed air, 
however, he held that the D.C. was better than the А.С. machine. 
In the earlier days of the electrification of collieries he 
had seen very shoddy electrical plant and fittings supplied. 
An attendant would keep a motor or generator in better condition 
if it came to a colliery decently finished and substantially made. 

Discussion was thereafter resumed on the paper read by Mr. A. B. 
Muirhead, Lenzie, at the last meeting, on ' Notes on Electricity, Rule 
No.7. It was announced that a smoking concert under the 
auspices of the branch would be held in Glasgow on Saturday, 
December 14th. 

INSTITUTION OF ELECTRICAL ENGINEEBS(WESTERN SECTION).— 
The inaugural meeting of the Western Section was held at the 
Engineers’ Institute, Cardiff, on Monday, when Mr. W. A. Chamen 
delivered his inaugural address, of which we give an abstract on 
another page. А 

A dinner subsequently took place at the Park Hotel, and was 
well attended, the chairman being supported by the Lord Mayor 
of Cardiff, Mr. A. P. Trotter, of the Board of Trade, Mr. W. N. 
Lewis, chairman of the Cardiff Chamber of Commerce, Mr. W. 
Judd, Mr. W. McWhirter, chairman of the Scottish Section, Mr. 
Farnday Proctor, Mr. Arthur Ellis, and many other well-known 
gentlemen. | 

The loyal toasts having been duly honoured, Mr. W. D. Wight, 
in a happy speech, proposed The Institution of Elec- 
trical Engineers and the Western Section.” Mr. W. Judd re 
sponding, congratulated the Western Section upon its inauguration. 
He said it was thought in London that the Institution was in а 
flourishing condition. The hard work of the past few years was 
now likely to bear fruit. The result of a great deal of considera- 
tion was to give the Institution a handsome and commodious 
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habitation, with the object that it should not only add to the 
dignity ef the Institution, but should also be a centre for electrical 
work. Steps would be taken very soon to form a lending library 
in connection with the Institution, so that members from the 
provinces might see valuable works of reference. It would, 
he believed, be without doubt the finest electrical library in the 
world, and would be a very valuable asset. All the mixunder- 
standings between the central body and the local sections were 
now cleared away, and a feeling of friendship and solidarity had 
been established. The new president was imbued with progrer sive 
views, and there were other schemes before the Council, and a good 
deal of work was being done. | 

Mr. W. А. Chamen, who also responded, said it was the des‘re of 
the Council to make the Institution really a useful power through- 
out the land. There was a fear, a little time back, that «mall societies 
would be formed in the provinces, and particularly in South Wales, and 
the only result of that would be the formation of another unit, 
which would take away some of the power and force which 
might be available to the great parent Institution for carrying 
through its measures, and there was undoubtedly a very effective 
power behind a large body of people who were united. London 
understood the feeling in the provinces to the full and 
wished to encourage them in every possible way; and down 
in Wales they desired the assistance of all electrical 
engineers who had not yet become members, There was 
between 260,000 and 300,000 н.р. of motors working in the 
Western district, but in spite of that only about 213 members of 
all grades had joined, and a very small amount of reflection would 
show that there was something wrong in that, for there must be 
a great number of people who were eligible, and who ought to 
join. Arrangements had been made for holding meetings if 
necessary in the remote corners of South Wales, as well as at Cardiff 
and Bristol, in order to get the electrical profession generally 
interested in the work of the Inetitution. 

Mr. W. McWhirter then proposed the toast of “The City of 
Cardiff," to which the Lord Mayor suitably responded. 

Mr. W. North Lewis, in proposing the health of the Chairman, 
said that South Wales and the West of England were looking 
forward to great electrical developments in the near future. 

Mr. Chamen brietly returned thanks. 

During the evening a capital musical programme was gone 
through, the artistes being Miss Mabel Mander, Mr. Granville Tate 
and Mr. Sam Taylor. Madame Mander Fox, R.A.M., was the 
accompanist. | 

INSTITUTION OF ELECTRICAL ENGINEERS (YORKSHIRE LOCAL 
SECTION).—The second general meeting of the session will be held 
at the Leeds University, on Wednesday, December 4th, at 7.15 p.m., 
when a lecture will be delivered by Prof. J. Goodman on Roller 
and Ball Bearings." A plain tea will be provided at the University, 
between the hours of 6 pm. and 7.15 p.m., at the rate of 6d. per 
head, for the convenience of members who desire to fraternise. 

LECITURE.— Mr. O. Cooke, of West Moors, on Monday last week, 
entertained & large audience, assembled under the auspices of the 
Wesley Guild, Wimborne, with a lecture on elcctricity. 


Holborn Public Lighting.— Referring to the article 
in connection with the Holborn public lighting, which appeared in 
our issue of the 15th inst., Mr. J. S. Highfield writes to point out 
that the reflectors used in the lanterns were not of his design, as 
there stated. The lanterns were designed by him, but the form of 
reflector employed is that designed by Mr. Haydn Harrison, and 
used by him in several of his lanterns, and Mr. Highfield wishes to 
take the earliest opportunity of pointing out that to Mr. Haydn 
Harrison is due this ingenious form of reflector. 


The Cliff Lift at Searborough.— At the annual meeting 
of the Scarborough Central Tramways Co. on Wedneeday—the 
company controls a lift from the top of the cliff to the bottom— 
the chairman remarked that the eost of electric power had been 
very satisfactory. The power was converted from steam to elec- 
tricity about two years ago. The chairman added that they used 
to pay for coke, when running the old engines, as much as £44, 
but last year the cost was only £20 for electricity and coke. The 
number of passengers booked for entertainment places was 40.678, 
against 23,546 the preceding year. The total number of passengers 
carried was 204,082, and the number of trips 32.211. 
edded that theirs uscd to be а 6 per cent. dividend-paying concern, 
Lut the street tramways had hit them hard. They were now again 
cn the up-grade, and the dividend had risen, from 2s. to, this year, 
За. 6d. per thare (£5). 


Staff Dance.— In connection with the Newcastle-upon- 
Tyne Electric Supply Co., Ltd., a Staff Dance was held at the Heaton 
Assembly Rooms Heaton Road, on Friday ever ing. November 15th. 
Mr. and Mrs. R. P. Sloan received the guests at 7.45 p. m., 
and dancing continued from 8.16 p.m. to 1 a.m. There was a total 
attendance of about 240, which included & large number of staff 
members from the various departments, and also several former 
members of the company's staff. The organisation was in the 
hands of a representative oommittee. The rooms were tastefully 
decorated; music was by Mr. R. Jackson and orchestra, and the 
catering by Mr. T. Hall. Special travelling accommodation waa 
provided at the termination of the dance, to convey people to the 
coast, Benton and the neighbouring districts. 


Pulling the Trolley Cord,—4Albert Ashwin was sum- 
moned at West Ham for interfering with the trolley cord of a 
tramoar. He is reported as saying that he unwittingly “touched 
the wrong string.“ He was fined £2 and £1 1s. costs. 


The chairman. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with tha 
technical or the commercial side of the profession and industry, 
also electric tramway and railway oficiale, to keep readers of the 
ELECTRICAL REVIEW vosted as to their movements, | 


Central Station Officials—Mr. L. H. CUMBERLAND, 
assistant charge engineer at Hampstead, has resigned, in order to 
take up an appointment as charge engineer at Dewsbury Corporation 
Electricity Works. 

The Watford U.D.C. has appointed Mr. T. HoLLI1NS junior shift 
engineer, as assistant mains superintendent, vice Mr. R. S. Savory 
resigned. 

MB. A. MERCER, outside superintendent at the Gravesend 
Corporation Electricity Works, has resigned. 

At Nelson Town Council, last week, the resignation of Mr. 
RENNIE H. WEST, the chief clerk in the electricity department 
(who is leaving for Manchester) was accepted; Мв. RALPH 
WILMORE was promoted to the position of chief clerk, · 

The Tunbridge Wells T.C. has granted an additional remuneration 
of £30 to MR. J. BEMBOSE, chief assistant electrical engineer, in 
respect of the satisfactory services rendered by him whilst in charge 
of the undertaking from August 20th to October lith. 

Mn. C. H. Tritton, of Gillingham, bas been appointed to the 
post of shift engineer at Watford electricity works. 


Tramway Officials.— Mn. W. Binns, engineer and 
manager of the Corporation tram ways at Reading, has accepted an 
important appointment at Para, Brazil. Mr. Binns went to Reading 
from Newcastle.on-Tyne in 1903. The T.C. on November 14th 
decided to grant 100 guineas to Mr. Binns as remuneration for extra 
and special services rendered in connection with the tramway 
undertaking. 

Consequent upon the resignation of Mr. Binns, the T.C. has 
appointed MR. G. F. CRAVEN, chief assistant engineer, as 
general manager and engineer of the tramways, at a salary 
of £100 a year; MR. Jas. MCLENNAN CALDER, tramways 
works assistant, as chief assistant engineer, at £180 a year, rising 
by £10 per annum to £200; and MR, FRANCIS. HARRY GLOVER, 
engineering assistant at the depot, as works assistant at £150 a 
year, rising by £10 per annum to £180. 

After holding the position of engineer and manager at the 
Devonport and District Tramways for about four years, MR. C. W. 
DURNFORD has left that borough to take up the appointment of 
manager of Sheerness and District Electric Light, Power and 
Traction Co., and has been succeeded at Devonport by Мв. GEORGE 
CARDWELL, formerly general manager of the Hartlepool Electric 
Tramways Co. Before leaving for Sheerness, Mr. Durnford received 
a parting gift from the employés in the shape of a rose bowl. 


Genera].— Following upon the recent municipal elections 
in Glasgow, changes have taken place in the convenerships of the 
Tramways and Electricity Committees. The new conveners and 
sub-conveners are: — Tramways: BAILIE ROBT, KIRKLAND, con- 
vener ; BAILIE JAMES ALSTON, sub-convener. Electricity: BAILIE 
WM. B. SMITH, convener; COUNCILLOR W. H. Hanway, sub- 
convener. 

The directors of the Chelsea Electricity Supply Co., Ltd., have 
appointed Mr. W. R. DAVIEs to be chairman of the company, and 
Мв. STANLEY BEETON to fill the vacancy on the board caused by 
the death of Sir Irving Courtenay. 

At the fortnightly meeting of the Nenagh Urban Council, last 
week, Мв. Louis LAWLESS was appointed electrical engineer for the 
purpose of supervising the erection of an electric plant for Nenagh. 
There were three applicants for the position. 

Mr. HOWARD, borough electrical engineer at Taunton, hae been 
appointed Lecturer in Electrical Engineering at the Borough 
Te: hnical Institute. . | | 

After 42 years’ service in the Postal Telegraph D. partment of 
the Post Office, Mk. H. R. KEMPE, the Electrician to the Depart- 
ment, retires at the termination of the present year. 

The Council of the Chartered Institute of Secretaries has elected 
Mr. F. J. WALKER (St. James’ and Pall Mall Electric Light Co., 
Ltd.) treasurer; and Mr. A. F. HARRISON (City of London Elec- 
tric Lighting Co., Ltd.), a member of the Council. 

Mr. HAROLD D. Symons has resigned his position with the 
British Westinghouse and Manufacturing Co., Ltd., in order to 
take up the management of the European business of the Sterling 
Varnish Co. Mr. Symons's appointment dates from the Ist inst. 

MR. COUNCILLOR F. DENNING, J. P., and MR. COUNCILLOR J. O. 
PELTON, J. P., have been elected chairman and vice-chairman 
respectively of the Croydon Corporation Tramways Committee. 

We are informed that Mn. JAMES WALKER is about to join 
the staff of Messrs. Bóving & Co., Ltd., water power engineers, 
and will also join the board of directors. After a lengthy 
experience with the contracting firm of Messrs. S. Pearson 
and Son, of Westminster, he was engaged by Messrs. J. G. White 
and Co., Ltd., with whom he has been for the last nine years, acting 
as construction superintendent on large works abroad, and latterly 
as engineer-in-charge of construction in the head office in London. 
With his wide experience in hydro-electric undertakings and civil 
engineering work in general, he will be & great acquisition 
to the firm. Мв. REGINALD К. MoncoM has also consented to 
act on the board of Messrs. Boving & Co. 

Mr. ALFRED Н. GiBhBIN GS, of Buenos Ayres, is now in this 
country on a short busiress visit. А 

COUNCILLOR JAMES HEALD has been re-elected chairman of the 
Lancaster Electricity Committee of the T. C. 
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CITY NOTES. 
Allgemeine Elektrizitits Gesellschaft, 


THE report of the directors for the year ended with June 30th, 
1912, recommends, as was mentioned in this journal on November 
Ist, the payment of a dividend of 14 per cent., being the same 
rate as in the preceding year. During the year the turnover 
and orders on hand largely exceeded expectations, and the 
extension of the oompany's organisation to almost all parts 
of the world suggested that a year of general industrial 
development both at home and abroad would afford increased 
possibilities of work. In addition, the supply of current 
from large central stations to large districts was rapidly pro- 
gressing and placed exceptional demands on the capacity of 
the workshops. In order to meet these requirements, con- 
siderable extensions of the works became necessary, and these 
had been partly carried out and were partly proposed. Large 
funds were needed for the acquisition of sites and the erection of 
buildings thereon, the extension and perfection of works equipment, 
the financial participation in undertakings in accordance with the 
economic problems. and the ehare taken in the capital increase of the 
Zurich Bank for Electrical Enterprises. It was proposed to widen 
the financial basis of the undertaking in order to maintain the 
‘liquidity " desirable for the working programme. According to 
the announcement made in the report for the previous year, 4j per 
cent. bonds for £1,500,000 had been issued and the incidental costs 
of £53,000 had already been written off in the accounts for 1911-12. 
It was now intended to make an emission of new shares to the 
nominal amount of £1,250.000, the major portion of which would 
be offered to existing shareholders by the company's banking group 
in the proportion of one new share for seven present shares. The 
accounts show the following figures, those for 1910-11 being added 
for the purpose of comparison :— 


1911-12. 1910-11. 

Ordinary share capital ... 4 6,500,000 £6,500,000 
Loan capital kis 3,987,000 2,517,000 
Gross profits abe 885 I. 405, 000 1,257,000 
General expenses i 43,000 38,000 
Taxes ies wee sxe 85,000 101,000 
Depreciation ius ias 35,000 32,000 
Net profits... ids vis . 1,187,600 1.085. 000 
Reserve fund "t ps 185 150,000 118,000 
Bonuses ... ive 5 5 45,000 42,500 
Pension fund ES es vs 45,000 42,500 
Dividend pa ve iss 910,000 805.000 
s per cent. vis - 14 14 
Carried forward Р 36,000 32,000 


It should be explained that the rate of 14 per cent. applies to the 
whole of the ordinary share capital. whereas in 1910-11 new capital 
of 21, 500.000 only participated to the extent of 7 per cent. The 
gross profits are stated to have been solely derived from manu- 
facturing. whilst those realised from financial transactions are, as 
usual, not disclosed. As new machinery, tools and patterns have 
been completely written off as in former years, it is naturally 
assumed that a portion of the financial profits has been devoted to 
this purpose, and to any further depreciation that may be necessary 
other than the sum of £35,000 set forth in the table; and the 
remainder of the profits from this source has been allocated to the 
undisclosed reserve fund. It is noteworthy in this connection that 
apart from the comparatively small holding of Government and 
municipal loans, a yield of 10°8 per cent. was obtained on the book 
value of the securities in portfolio. The open ог disclosed reserve 
fund, with the present addition of £150.000, becomes increased to 
423,250, 000, or one-half of the ordinary share capital. 

The report proceeds to state that the deliveries effected by the 
machinery works, comprised 118,205 machines, and transformers 


of a total of 2,529,000 H.P., as compared with 92,186 of. 


2,385,869 H.P.in 1910-11. These figures do not include the turnover 
at the company’s work in Vienna, Riga and Milan, which raises the 
grand total to 133,499 machines and transformers of 3,620,000 H.P., 
as against 92,470 of 2,830,000 H.P. in 1910-1]. A new development 
at the Berlin works related to the electrical equipment of submarine 
boats with a special type of motor and switching apparatus. The 
prices realised by the turbine works showed a slight improve- 
ment, and the steam turbines delivered numbered 312 of 735,648 H. P., 
as contrasted with 284 of 441,467 H.P. in the previous year. A new 
speciality was the introduction of boiler feed pumps driven by 
turbines, and a large number was already in operation. The degree 
of activity in the arc lamp factory was about the same as in 
1910-11, whilst a further favourable development took place in the 
meter department. notwithstanding declining prices. : 
The Oberspree cable works were so well occupied that by the 
adoption of double and triple shifts it was possible to execute the 
increased orders. The company's consumption of copper advanced 
from 27,034 tons in 1910-11 to 31,326 tons last year. Concerning 
metal-filament lamps, the report mentions that the turnover 
expanded by 80 per cent., and the production had to be per- 
manently extended. On the other hand, the sale of carbon lamps 
declined under the operation of these circumstances. The compre- 
hensive extensions made by iron and steel producers afforded 
abundant employment to the company's department for large 
machines, and the demand for these units continues at the present 
time. The rolling inill motors delivered and under construction 
comprised 386 of a total of 680,000 H.P., whilst an increased busi- 
ness was transacted in mining plant. After referring to central 
stations and tramway work, the report states that two turko- 


than hitherto. 


dynamos, each of 10,000 KW., are about to be started by the Victoria 

Falls and Transvaal Power Co. and two further units of 12,000 Kw. 

are expected to be brought into operation by the end of this year. 
The total capacity of the plant supplied by the company to the 

Victoria Falls Co. will then have reached 230,000 н.р. It is added 

that the total number of employés is 70,162, as compared with 

60,818 & year ago, and 6,551 and 5,454 in the two years respec- 

tively are engaged at the works in Vienna, Riga and Milan. 


Provincial Tramways Co., Ltd. 


Мв. ANDREW BEATTIE presided on Friday last over the ordinary 
general meeting of this company held at the offices, Moorgate 
Station Chambers, E.C. In moving the adoption of the report 
(see ELECTRICAL REVIEW, page 800) he said that at the last 
annual meeting he had the pleasure of presenting an excellent 
report which was attributed to the very fine summer. The net 
receipts on that occasion amounted to £36,434, as compared with 
£33,454 in 1910, an increase of £3,000. It was then stated that 
the directors were afraid tbat it would be difficult to keep up to that 
high water mark. , However, the net profita for the year under 
review were £30,061, which was only a small decrease of 2 393. That 
was more than accounted for by the increases in the price of coal, 


` wages, and the company’s contribution under the National Insurance 


Act. Their increased expenditure was considerably more than 
the decrease in the net profits. It would, therefore, be seen that 
this year was even better than last year, which was the second best 
in the history of the company. The directors further desired to 
point out that the summer of 1911 was a most exceptional 
one, whereas this year was positively wet, and altogether 
most unfavourable for tramway traffic. He need scarcely 
point out that such adverse conditions affected tramway 


enterprises at seaside towns more than those at inland centres. 


He asked the shareholders to congratulate themselves on the 
year's earnings, The directors were more than pleased. at 
the satisfactory results. It showed that a progressive tram ways 
company was directed by men of experience. The dividend 
of 74 per cent. was the same as last year. During the past 
year the directors had given special attention to the question of 
motor-omnibuses, There were several points in favour of omnibuses 
as compared with tramways, The cost of running was cheap ; 
there was no track to lay down, and, consequently, a saving in 
capital expenditure ; no wayleaves to pay to local authorities ; no 
payment demanded by lccal authorities in regard to widenings or 


‘improvements of streets ; no local authorities calling attention to 


the state of the track or roadway, and the ‘buses could take up 
passengers close to the footway. It would be seen that the advan- 
tages were great, and it would be found the disadvantages were few 
now that the motor-'buses had reached a point near perfection. In 
view of these facte, the directors had instituted a service of 
omnibases, and with advantage to the company. "They did not fear 


‘competition from the outside. They were quite alive to all that was 


going on,and they proposed increaeing the number of motor-omnibuses. 
The factof having these motor- bus services would enablethecompeny 
at any time, if they thought local authorities were unreasonable 
in their demands for wayleaves or taxation, to be more independent 
The best relations existed between the company 
and the different local authorities. They carried out their agree- 
ments in the spirit &nd the letter, and they believed their polioy 
was recognised and reciprocated. . The directors had also had 
under consideration the question of taking upon themselves third- 
party risks. The premium paid to the insurance company was a 
little over £1,000, and the actual amount they had been called upon 
to pay for accidents was £280. That had been about the average 
for the past four years. It would, therefore, be seen that had the 
company taken the risks themselves there would have been a con- 
siderable saving. It had been thought that if the company could 
form a reserve of £6,000 at the rate of £1,000 a year they might 
take the third-party risks. The directors took different views upon 
the subject. It had to be remembered that should there be a 
serious accident it would mean a big draw on the company's 
resources, In the event of no such accident the shareholders 
would, of course, realise the benefit of saving the premiums which 
would otherwise go to the insurance company. At present matters 
were in statua quo, Turning to the balance-sheet, the chairman 


pointed out that it did not disclose any details; such 
information, however, could be obtained by any share- 
holder. It was to the dividends that the shareholders really 


looked, and he hoped that the present state of thinga would con- 
tinue. He had no reason to suppose that there would be any 
change. The company was never in a more healthy condition, 
and he was not without hope that it might be more prosperous 
than in the past. i 

MR. S. HERN seconded the motion, and remarked that they felt 
it was in the interests of the shareholders that they should take 
steps to take advantage of the motor-omnibus traffic. The directors 
felt they must not be behind the times. 

The report was adopted. 

The following resolution was also carried: That the company 
be authorised to run motor-omnibuses or cars, motor char-a-banos, 
or other mechanically-propelled vehicles either in connection with 
the tramways or otherwise." | | | 


Richard Hornsby & Sons, Ltd.—The directors 
announce a dividend on the ordinary and new shares of 6} per cent., 
less income-tax, for the year ended September 30th, placing 
£10,000 to reserve account, and carrying forward £3,877. 
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Amazon Telegraph Co., Ltd. 


Мв. Geo, KEITH (chairman) presided on Monday at the offices. 
42, Old Broad Street, E.C., over the eighteenth ordinary general 
meeting of the above company. | 
In moving the adoption of the report (see ELEC. REv., page 756), 
the CHAIRMAN said their business in the Amazon had been quiet. 
and not so active as it was during the previous year, when owing 
to the exceptionally high price of rubber, and the political troubles 
in Manaos, there was remarkable increase in the traffic passing over 
the cables, The rubber statistics showed that the crop last year 
was the largest ever gathered, but prices were low and steady, 
which caused a decrease in the number of telegrams required for 
market quotations. Fluctuations of exchange also always brought 
in a large number of telegrams, but that also was reduced 
by the steadiness of the exchange during the year. All this 
had had a corresponding effect on the year's business. 
The traffic receipts showed a decrease of about 15 per cent. as com- 
pared with. those of the preceding year, but were 25 per cent, more 
than the year beforethat. Interest on the year's cash balances also 
brought in 3 669 more, and the total revenue, including the sub- 
sídy, came out at £104,444, or £14,080 less than last year. The 
expenses at stations showed an increase of £1,290, mainly due 
to the placing underground of the landlines at Para and Manaos. 
Establishment expenses had been increased by the additional 
expense of the new steamer Ramos, which went out to the Amazon 
last June. Surveys and trench cable for the renewal and extension 
of the Lago Grande cable between Santarem and Parintins had also 
increased the miscellaneous expenses. On the other hand, the cost 
of cable used during the year showed a large decrease, and the 
total expenses attending maintenance and cable showed a decrease of 
£1,353. The aggregate of the other items of expenditure also showed 
a decrease, whilst the usual depreciation hitherto written off the 
Viking was omitted and included in the special reserve now estab- 
lished for the renewal and maintenance of cable steamers, 
Altogether the working expenses amounted to £51,199, or £3,746 
less than last year. As regarded the other charges against the 
year's.revenue £15,000 had been paid in debenture interest, but no 
charge had yet been made for the half-yearly redemption, which 
commenced this year, and would form a charge on the revenue of 
the current year. £15,000 was added to the general reserve fund 
for the maintenance of the cables, and £12,000 was applied to the 
special reserve for the maintenance of the cable-ships. After 
meeting these charges and the working expenses the directors were 
able to recommend the payment of a dividend of 44 per cent. for 
the year, leaving £5,664 to be carried forward. Their cables 
were working well and gave the Government and the public a 
rapid service. They were still difficult and costly to maintain 
in the main river of the Amazon, especially when the river was full, 
but even in that respect the position was gradually being 
improved. Every opportunity was taken to remove the cable to 
any side water which could be found suitable for the purpose. 
Their. new small steamer Ramos greatly facilitated this work, and 
removed the delays and difficulties which had hitherto been 
experienced in effecting shallow water repairs The Ramos was 
also capable of taking the place of the larger steamer Viking if 
_ repairs in the main river had to be attended to when that steamer 
was not available for the work. All this should ensure, as far as 
possible, the efficient maintenance of the cables, and the 
perfect working of the business. This year business in 
the Amazon continued good, and the traffic receipts up 
to date compared favourably with those of last year. 
On the Ist inst. their local rates were considerably reduced, 
but they hoped to recoup this by a satisfactory increase from that 
traffic during the coming rubber season. He might also mention 
that the automatic reduction now made in the rates reduced some 
of the lower ones more than should be, and he hoped the Govern- 
ment would grant a reconsideration of this and of other unneces- 
sary restrictions which acted unfairly on the successful working of 
the service. 
Мв. E. B. ELLICE CLARK seconded the motion, and the report 
was adopted without discussion. 


United River Plate Telephone Co., Ltd. 


Sin FREDERICK GREEN, J. P., presided on Tuesday over an extra- 
ordinary general meeting of the shareholders of this company, held 
at Winchester House, E.C. In proposing a resolution increasing 
the number of the directors to six, and the appointment of Mr. 
George Franklin to & seat on the board, the chairman said the 
vacancy had been brought about by the lamented death of the late 
chairman, Sir Irving Courtenay. Sir Irving was one of the original 
directora when it was a small affair and not very prosperous. For 
21 years he had been chairman, and during his tenure of office the 
company had gone on by leaps and bounds, and he had not the 
slightest hesitation in saying that it was largely owing to the late 
chairman's ability and zeal that the company had been brought to 
its present flourishing position. That had been recognised on the 
other side of the world as well, for they had received a letter from 
Dr. Drago, the chairman of the Local Committee in Buenos Ayres, 
- stating how greatly they appreciated Sir Irving’s visita to them. 
He never spared himself in his work for the company, and he abso- 
lutely refused to obey the doctor’s orders and take things more 
quietly. All his colleagues on the board greatly regretted his 
death, and how great his loss war, was quickly found out when they 
tried to fill his place. He (the chairman) had no doubt that on 
the board they bad sufficient ability to fill the position of 
chairman, but for one reason or another they had not found it 
possible among themselves to elect a gentleman who would, in their 


.the London office. 


opinion, satisfactorily fulfil the requirements and do the work which 
Sir Irving Courtenay had been doing so successfully for the laat 
2] years. They, therefore, had to look abroad, and he thought they 
were to be congratulated that they had found Mr. George Franklin, 
a gentleman whose name stood in the front rank in the telephonic 
world, able and willing to come on the board. As they knew, Mr. 
Franklin was the chairman of the National Telephone Co., which 
had lately been bought by the Post Office, and it was under those 
circumstances that Mr. Franklin was free to come to them with 
the view of acting as chairman. He could assure the shareholders 
that there was plenty of work to do, and although he had no 
figures. he could tell them that good progress was being made, and 
they wanted a man of the energy and ability of Mr. Franklin to 
carry on the work. They found that the authorities in the River 
Plate were getting more and more exacting. but notwithstanding 
that, when they met next year he believed they would find the 
figures satisfactory. There was one pleasing incident connected 
with Mr. Franklin's proposed election, and that was that their 
colleague Sir John Gavey, who was an old friend of Mr. Franklin's. 
and who had been employed by the Post Office to fight their 
battles against the National Telephone Co., had been very much 


. Struck by the ability with which Mr. Franklin was fighting the 


case for the company. They were the two champions, one on either 
side, and the fight had been so protracted and so keen that they had 
both learned to appreciate one another. The reason they proposed 
to increase the number of directors was that they felt that when- 
ever а casual vacancy occurred on the board they ought to take 
the opportunity of appointing Mr. David Smith, their secretary, to 
the vacancy. During the last few months the late chairman had 
been visibly ailing, and Mr. Smith had been the life and soul of 
They thought it was right that they should 
show some appreciation of his hard work, and they had therefore 
elected Mr. Smith as a director. By doing that they lost the oppor- 
tunity of appointing Mr. Franklin to this casual vacancy, but they 
did it deliberately, because they wished to increase the number of 
directors beyond what they had been working with lately, and to 
do that it was necessary to get the permission of the shareholders. 
SIR JOHN GAVEY seconded the resolution, and it was carried 
unanimously. 


Stock Exchange Notices.—The Committee has ap- 


pointed special settling days as under :— 


Wednesday, November 27th.—Sun Power Co. (Eastern Hemisphere), Ltd.— 
150,000 vendors' ordinary shares of £1 each fully paid, Nos. 8 to 160,007. 

Thursday, December 5th.—Anglo-Argentine Tramways Co., Ltd.—Bcrip fully 
єт partiy paid for a further issue of £1,5C0,000 6 per cent, debenture 


uud ordered the undermentioned to be quoted in the Official 
ist :— 


Anglo-Argentine Tramways Co., Ltd.—Scrip partly paid for a further is 1 
£1,500,000 5 per cent. debenture stock. itai € 
* ыи ке ene Co., Ltd.— £146,040 6 per cent. 

cond mortgage debentures, Nos. 1 to 620A, 622 to 778A, and 780 to 1.42 
£100, and 1 to 167B of £20 each (registered). а 
M and District Electric Supply Co., Ltd.— £75,000 5 per cent. debenture 

ck. 


Applications have been made to the Committee to allow the 
following securities to be quoted in the Official List :— 


Canadian Western Natural Gas, Light, Heat and Power Co., Ltd.—Further 
issue of £118,018 6 per cent. first mortgage debenture stock. 

Portland Railway, Light and Power Co.—$16,000,000 5 per cent. first and 
refunding mortgage 80-year sinking fund gold bonds (series A), Nos. M1to 
16,400 of $1,000, D 1 to 800 of $500, and A to J 1 to 200 of $100 each. 

Sao Paulo Tramway, Light and Power Co., Ltd.—Further issue of £921,917 


Б per cent, perpetual consolidated debenture stock. 


‘STOCKS AND SHARES. 


Tuesday Evening. 


MABKETS round the Stock Exchange are in a more cheerful frame 
of mind. Their nerves are becoming case-hardened to scares and 
alarms. For example: last Monday afternoon a report that 
Bulgaria and Servia were assuming a belligerent attitude towards 
Austria failed to exercise anything but the most transitory influence 
over markets. The Home Railway department, in particular, has 
been strong, the buying being based upon hopes of benefits to accrue 
to the railways upon the passing of the Single Clause Bill by the 
Government, allowing the companies to raise their charges. i 

By the way, Mr. Keir Hardie's protest against this action is surely 
one of the quaintest that could be imagined. He maintained that 
revision of the rates was unnecessary, in view of the fact that 
" Home Railway stocks had already increased in value since the 
labour disputes." The views of proprietors of these securities upon 
Mr. Keir Hardie's suggestion have been a good deal more forcible 
than printable—at all events, so far as the Stock Exchange is 
concerned. 

Speculation in Central London stocks remains one of the features 
of the Home Railway market. The Ordinary and Preferred are 
now on the same lines of quotation, and the Deferred stock shows 
a rise of 3, so that the improvements during the past fortnight are 
12, 2, and 11 respectively. At the last rate of dividend on the 
Deferred stock, the yield at the present price looks a little odd, and 
one dealer in the market humorously complained that the return 
on the money was very little more than that afforded by East 
London Ordinary or Little Chatbams. 

City and South London Ordinary has been moving sharply, but 
after a good rise during the week the price remains unchanged on 
balance, All four of the company’s 5 per cent, Preference stocks 
are now quoted 107—109, Great Northern and City Preferred 
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rose à in sympathy with the sharp improvement in Metropolitan 
Consolidated stock. The latter advanced at one time to 561, but 
from this there was a reaction of nearly 2 points, leaving 
them only a little better on the week. Districts show a good gain, 
although the price is well below the best point reached. The Prior 
Lien stock has moved up to par as its top figure. A good feature 
has been a jump of 128. 6d. in Underground Electric Railways 
Ordinary shares, the buying of which has been very persistent, and, 
iu conjunction, the shilling shares rose to 14s, The 6 per cent. 
Income bonds, too, are better. We add to our list of prices the 
company's 6 per cent. First Cumulative Income Debenture stock, 
which now stands at T13 middle. 

In the Traction list, the feature is a further rise of 12s. 6d. in 
London United Preference shares, while the Company's 4 per cent. 
Debenture stock is a point higher, these movements being due to 
the reasons already detailed here. Metropolitan Electric Tram- 
ways Ordinary have been a strong market, while the Deferred 
remain about 6s. The Preference crept up to 18s. 9d., and in 
the circumstances it is rather surprising that the 4% per cent. 
Debenture stock should be slightly easier, 

As regards English Electricity Supply shares, rumoor runs riot 


as to what is going to happen to the principal undertakings com- . 
prised in this section. Almost every day there comes an addition 


to the set of reports already current, some of which are obviously 
very exaggerated; they have the effect, however, of keeping the 
market strong. The fall in County Preference last week has been 
wiped out, and the company's Ordinary shares rose і. Kensing tons 
are 4 higher; while Chelsea's City Preference and St. James's 
Ordinary are all 5s. to the gcod. The firmness extends to the 
provincial list, where Oxfords are in demand. It is a little 
singular that Metropolitans should hang fire; the price has not 
yet recovered from its decline of last week. Prior charge stocks 
in this department are good, too; and. on the whole. are more 
easily sold than bought. 

The reassurances of Sir John Wolfe Barry to holdera of shares in 
cable companies, to the effect that the latter are not likely to be 
damaged, in his opinion, by the competition of wireless telegraphy. 
have had a favourable influence upon the market, and there is more 
disposition on the part of brokers to direct their clients’ attention 
to the good yields derivable from investment in such securities. 
We think it may be taken for granted that the wireless scares are 
practically over. There have been several during the past decade— 
eacb, however, less potent than its predecessor; and it seems fair 
to accept the weighty authority of Sir John Wolfe Barry on such a 
subject. That there should be room for both classes of enterprise 
has long been the opinion of the Stock Exchange market; but, 
naturally enougb. many timid holders of cable shares bave been 
frightened into realising as the Marconi system swept forward with 
giant strides. 

Eastern Extensions are better on the week, and there are small 
rises in Anglo-American Preferred, Globe Preference, and American 
Telephone and Telegraph Capital stock, Various er- dividend 
markings last pay-day were responsible for putting down a few 
prices to the extent of the distribution. West India and Panamas, 
however, recovered considerably more than the deduction, and show 
a rise of 2s. 9d. on the week, speculation having revived in them to 
some extent. Western Telegraphs are dull, and Chili Telephones 
eased off, while National Telephone Deferred has come in for a 
little selling. Business sprang up again in Marconis, the price 
rising rapidly on the announcement that the Company had con- 
cluded negotiations with the Norwegian Telegraph Department for 


the erection of a high-power station in Norway ; this, of ccurse, - 


gave riseto whispers of another subsidiary to be formed. Canadian, 
American, and Spanish Marconis improved in consequence of the 
better tone in the price of the parent shares, business in which has 
been more animated than it has been for some time past. 

Latin-Canadian issues tend to improve, though the movements 
are not very material one way or the other, being mostly confined 
to } to 1. It is thought that the situation in Mexico is dis- 
tinctly clearer, and for this reason several of the issues connected 
with that country are a little better. Cape Electric Trams eased 
off W. The Anglo- Argentine group keeps steady. Northern Light, 
Power and Coal Bonds are flat, being down to 36, а drop of 44 points ; 
this is a somewhat nominal movement, bueiness in the Bonds now- 
adays being more or less a matter of negotiation. 

The Manufacturing group is almost unchanged, the principal 
alteration being a fall of £1 in India-Rubber shares, which has 
reduced the quotation to 93. Telegraph Constructions rose 10s. to 
354, and Castner-Kellner are better upon further consideration of 
the report, upon which we commented last week. Edison & Swan 
"A" shares slipped back to 5s. middle. No improvement has 
occurred in the Brush division. Rubber shares went ahead rather 
smartly at the beginning of the week, on the anticipation of good 
prices being realised at the auction sales in Mincing Lane. But the 
market keeps tender, and it must be said that there is not much 
increase in public business up to the present. 


— ap 
~~ 


Perth Tramways Co., Ltd.— At a special meeting held 


on Monday, the resolutions passed at the previous meeting regarding 
the sale of the undertaking were confirmed. 


Continenta}],—France.—The report of the Société 
‘Industrielle des Telephones, of Paris, for the last financial year 
shows a net profit of £64,194, as compared with only £61,254 in 
the preceding 12 months, | 

ITALY.—La Società Elettricita de la Sicile Orientale, of Milan, is 
ncrearing its capital from £400,000 to 4 460, 000. 


MARKET QUOTATIONS. 
IT should be remembered, in making use of the figures appearing 


in the following list, that in some cases the prices are only general, 
and may vary according to quantities and other circumstances, - 


Wednesday, November 20th. 


Latest Fortnight's 
CHEMICALS, &c. Price. Ino. or Dec, 
a Acid, Hydrochloric ee eo per owt. bj- +6 
а 55 Nitric oe ee ee ee [D 22). oo ` 
а „ Oxalio si s . per lb. d. ET 
a „ Sulphuric .. ss .. per смі. 6 ae 
a Ammoniac Bal ee ee ee ? A : ee 
a Ammonia, Muriate (large crystal) per ton £29 10 ue 
a Bleaching powder .. «s " " 26 10 ex 
a Bisulphide of Carbon oe oe " £18 ee 
а зоа | he oe ee ee " £16 10 ee 
a Copper Sulphate .. ae "a n * 
a Lond, Nitrate $3 as re if . £) 108. ino. 
a „ White Sugar -è - i £925 10 d 
а „ Peroxide .. 2^ 4 ә £33 x 
e Methylated Spirit .. a .. per ga. 2 #6 
a Potassium, Bichromate,in casks per lb. " as 
a Potash, Caustic (88/90 %) . per ton £23 10 . 
a 750 Chlorate ee ee ee per Ib. ee 
a „ Perchlorate ds m n 4а. ae 
a Potassium, Cyanide (98/100 ) " Tid. EN 
(for mining purposes only) | 
a Shellac x » EE S percwt, 72/6 9/6 inc. 
а Sulphate of Magnesia  .. .. per ton £410 e 
a Sulphur, Sublimed Flowers... я £6 10 oe 
a " Recovered xi x » £510 m 
a „ Lump ee ee ee ” £56 oe 
a Boda, Caustic (white 70/72 %) .. Й #105 m 
a » Chlorate ee oe ee per lb. Й oe 
а „ Crystals + T per ton 6 vx 
a Sodium Bichromate, casks .. per lb. А T 
METALS, &c, 
b Aluminium Ingots, in ton lots .. per ton £90 £5 inc. 
8 Wire, in ton lots .. » 2112 е, 
y Sheet, in ton lots .. + £120 ә 
р Babbitt's metal ingots .. x И £88 to £145 А 
c Brass (rolled metal 2 to 12" basis) per lb. gad. 
€ „ Tube (brazed) 2s M ^ | p 
C „ » (solid drawn) э A 83d. 
с „ Wire, basis S " 10 P | T 
c Copper Tubes (brazed) .. г Wi оа. d. irc. 
c E „ (sold drawn) "t з 11;d. ino. 
S „ Bars (best selected) .. per ton £98 £1 inc. 
Eg „ Sheet ЧИ РА ss " „ £98 £1 inc. 
g Rod oe ee ee ee » { £93 £1 inc, 
d n (Electrolytio) Bars ees э / £89 oe 
d oe »" heets ee [T] " £99 ee 
d ” » ods ee » £87 ee 
d ” [T] H.C. Wire per lb. a oe 
f Ebonite Rod ee ee eo oe [8 [EJ 
f „ Bbeet za a's ais 4/9 T 
п German Silver Wire sa ee и 1/10 oe 
h Gutta-percha, fine.. ws s " ad es 
В India-rubber, Para fine .. xi " 4/6 24d. ine. 
Iron Pig (Cleveland warrants) .. per ton 68/- 1/3 inc. 
„ Wire, galv. No. 8, P.O. qual. is £14 T 
g Lead, English Pig.. i» as i £18 15 T 
m Manganin Wire No. 98 .. per lb. 6/6 és 
g Mercury ee ео ec ee per bot. 27 12 6 oe 
e Mica (in original cases) smal) .. per lb. 64. to Bs. T 
e " н Li] me ium н зв to 6/- ee 
e LI] [T] ' large ee ^" 3/6 to 1M- ee 
p Phosphor Bronze plain үш н 1/9 боо 
P н „ rolled bars & rods „ 102 2 
p » rolled strip & sheet h 1/23 oe 
o Platinum ee oe oe ee per OS. 185, = oe 
d Silicium Bronze Wire . per lb. E 
Bteel, Magnet, in bars .. . рег ton ʻi 
g Tin, Block (English) ..  .. У £229 to £230 det. 
п „ Wire, Nos. 1 to 16. .. per lb. 9/8 Js 
p White Anti.friction Metals . fer ton 445 to £230 is 
4 Zino, Sh't (Vieille Montagne bnd.) ^ 281 12 6 oe 
Quotations supplied by— 
a G. Boor & Co. 1 Bolling & Lowe, 
b The British Aluminium Oo., Ltd. k Morris Ashby, Ltd. : 
c Thos. Bolton & Sons, Ltd, Richard Johnson & Loi Lid. 
d Frederick Smith & Co. 


mW. T. Glover & Co., Lid. 
e F. R | п P. Ormiston & 
f India-Rubber, Gutta-Percha and o Johnson, Matthey & Co., LI- 
Telegraph Works Co., Ltd. P 
гое Yom ` r W. F. Dennis & Oo, 
Edward Till & Oo. 


Copper.—After the drop in price during October. 
principally due to general depression over the impending war, 
copper is again stronger, and bids fair to remain so. The European 
visible supplies, including Holland and Germany, stand, for mid- 
month, at 13,552 tons, as against 46,341 tons for the end of October 
(figures from Mersrs. H. R. Merton & Co.'s circular) The drop 
includes transfer or consumption of 949 tons from English stecke. 
and 51 tons frem French. The quantities afloat from Chile and 
Australia are also at a lower figure than on October 31st. Supplies 
from North America, for the fortnight, are above the average: 
from Spain and Portugal well over it, against which, of course, 
must be cet the fact that last month's supplies from these two 
countries were very small. Chilian shipments are rather low, and 
Australian just within the average. Tctal deliveries, at 23,805 
tons, are brisk, and, if doubled for the month, will indicate an 
active market. American stocks, taken from the American 
Copper Producers’ Association, were higher for the end of October 
than for the end of September by 6,106 tons. The total visible 
supply at the endlof October was 80,602 tons, the highest since 
April of this year. 
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SHARE LIST OF ELECTRICAL COMPANIES, 


ENGLISH ELECTRICITY SUPPLY AND POWER COMPANIES. 
| 


Btock Closing Rise | Present Btock Closing Rise | Present 
NAMB, or d rm Quotations | + or Yield NAME, or канте Quotations |+ or| Yield 
Share. Nov. 19th. | Fall p. o. Share. о Nov.l9th. | Fall p. o. 
„0911. 1912. | & s. d. | 1011. 1912. 2 s. d. 
Bournemouth & Poole, Ord, .. 10 51 — 1 se, T MN o 6 y 8ł 7ü— 83 44/510 9 
Do. Pref. * * „* 10 44 — . | 412 4 Do, 4 % Deb. . Btock 4 4 90 — 98 .* 4 6 0 
Do. 44 Deb. Stock „Stock 43 44 98 —100 410 0 London Electric, Or. 8 1 i p»: MAD 
ганса iw ONE Ord. 10 | 9! 9— 93 15 5 8 || Do. 6 Pref. .. * b 6 8 4 "ENT X. 
Do. | 7 2 Cam — Pret, +. $1 8&— 9 | 817 9 || jo 4 b First Mort, Deb, os Lar , E cw i$ - : - 
Сеп ect б upply | МИ | Metropolitan = * — tfi 5% : 
Guar. D 5) 1444100 4% 0 | Do, 43 % Cum. Pret.. Б 4— 4 Mit. A 
Chering Cross, West End & City 6 | 6 | 5 x T. 418 0 | Do. 44 & First Mort. Deb... Stock d 99 —102 < [ 
Do. 4% оаа исы 5 4| 4 4- 4} 414 9 ane : Mori Dab, s. iot Btock 86 — R8 ve [1 3 
Do, t ndertaking " m | | an ectrio Corporation e 
Ў à — /] с1а. 4) 1— 4 5 0 0 r rdi Bison M e гаре 
Do. Do. 4 Deb. eae T O á 1 94 — 96 4 8 4 | Newoastle-on-Tyne 5% rer '| Я 5 5 4- 4i 527 
Og bu. n o cl&ex| 4| 4| s t | o [4 9.1 || момака Poast ban Ў 
. t.. .. .. — 0 ot ro an ower п 
City ot London, Ba... 10 |8| &| 18—18 | AE 0 онр" 5 Mortenges (Red. j| 10 | 6 е | 9-10} | .. | 418 6 
. Cum, Wu ài VT LI 6 gue + ot g on- Pref. — 
Do, 5 Deb. ..|Stock| Б 5 | 118 —129 420| , зю е [в | юц e 15 0.1 
ро, t4 % Second Deb, 44 | 44 | 100 —108 +1 |4 7 5 || Oxford 6 | | 6t| Ch— 6 + i 5 9 6 
County of London, Ord... . 10 | 6 4! | 14-118 * à 5 3 8 | Bt. Jamee' and Pall Mall, Ord, Б 10 | 10} | 94— 104 + 415 8 
Do. 96 LEO .. 10 6 | 6 | 118— 124 + 4 19 0 Do, 7 96 Pref MEI. .. ** 5 7 7 64— "i .. 4 16 7 
Do. Deli i2... .. Stook 43 44 | 106 —108 4 8 4 Я Deb. .. ..| 100 | Bà | Bà 85 — 88 . 819 7 
S DAL Ord. "OE 5 N N — dH Nil South London, Ord.  . * Е 8 — SQ 1514 8 
6 % Cum. Pret. И 6 Nil! Nil} 8— 5j Nil Do. 6% First Mort, Deb. .. | 100 | 5 | 5 | 98 —101 , |419 0 
Do. 44 % First Mort. Deb, 100 43 43 8 — s 8 6 || Bouth Metropolitan, 7 Prol.. р UE AM là— 11 . 1512 0 
Folkestone Pod et м аз 6 | 6 4i— 5 5 17 1 Do. t% F irst Deb, Stock 100 4 44| 96 — 99 „ 181079 
Do. 5% Cum. Pret, .. .. 5 Б Б 48 — b t. 4 17 7 Urban, * * ee £8 Ni .. ша .. se 
Do. 43 3o First Deb. 100 | 44 44| 92 — 95 414 9 | Do, 6% Cum. Pret. 6|9 1 A y 
HG. оо оь 5 | D 9 | 8} 73— 8 > [B2 6 Do. i % First Mort. Deb... 100 | 4 2 B44— 5 18 
| | Westminster, Or е Б |10 9 581 
ро, 1à 96 bord, Pret. , se ee 6 43 ++ 41 = * B 5 9 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
Adelaide, 6 % Pret, ee ee b 6 | 6 bà— 58 Б 6 8 Май Rly. Light & Power 
RD oM cel 4117] M 1180] s eee a Ri, 120 Mort. Beb.] | 10 | 5 | 4 — 7 | +1 |5150 
Do. Pref, .. TEAR 1 — Bek 416 5 || Montreal, Lt., H. and Power .. | $100 | 8 | 9+ | 234 —239 .. [815 4 
ower, let Mort, Bas, | 100 | Б | 6 | 9 — 94 5 5 9 | Northern, Lt., Power and Coal, | $500 | 5 | 5a | B4 — 33 S 
бел, ЭП. Сош, .. | $100 | 7 | 1 | u7 —121 41 |515 8 | 5 Ist Mort. Bonds p^ 
Do. ee $100 | 7 7 118 —122 é 514 9 | River Plate, Ord, .. | Btook | 10 240 —250 ee 400 
Cordoba б „рон азат, Ord, & |. um воо! Do, 6% Non-Cum. Pret. ..| Do | 6 | 6 | 106 —111 4 [5568 
Do. 5% Deb. 100 5 | 5 94 — 97 58 1 | Do. 5 % Deb. Stock Do, 6 6 | 102 —104 ae | 416 2 
me белу Vier АШ ao | „ mm |. [ons EE се pe sje mu ЕУ 
lec, Dev, Ontario lst | Per, De Pa t Btock 1 e 
€ Mori. ads] $500 | 5 5 954— 97) 537 .* REM xi Do. 4 4 i-i „ [6-1 5 
6% Bre 6 6 A. — ot? 814 6 1st Mort. De * 
кйш 1. 59 G. Bs. 1200 й 5 104 —1 - | 414 4 || Victoria Falls Power, Pref. .. 1 II3Zd. 17d“ $di— 1 T os 
Madras, Ord. | Nil| .. 14— 2 T West Kootenay Power and Lt, d 100 | 6 | 6 | 1094—1063 +41513 9 
Melbourne, Б A Ist Mort. Deb. 100 | : : 102 —105 - 1 | Ist Mort, 6 96 Gold 
Mexican Bt 8. * -- ЗЕ 
— TA, & ower Common | $100 4 4| 85 — R9 +141421 0 | 
dy Cum. Pref. e 1 1 7 102 —105 - |618 4 
Do. 5% Ist Mort, Gold Вав, se b 6 95 — 97 5 8 1 
1 AND F n 
Amazon Dan - ec ee 10 | 4 |... Ti— 8i FAE D | Monte Video Telephone, 9 T 1 6 он #3— 1 | e 518 0 
Do. 596 Btock| 6 | б | 964— 984. | .. |6 1 6| Do, 6% Pref. wx oat a SN i- | 514 8 
внеш еер ‘Teles. - Cap. 8100 8 Bł | 146 —148 +415 8 1 | National elephone Def. Stock 6 1514—1534 —13 - 
lep. & 1 1000 | 4 à — 95 . |4 B 9 | New York cai; .Bnds.| 100 44| 4à | 98 — t9 „ 141011 
— ve e Telegraph Btock | B B | 67 — 69 a 14m | Oriental Telep. and Elec. e» 1 8 6+ 1g— 1 „ | 411 6 
Do, 1. .* .. Do. 6 6 | pm * i Б " 8 Do. 6 Cum. Pref, ** .. 1 8 6 8 — 1 ** 5 0 10 
Do. . . Do. 80/- ee 25 — á ee 5 16 0 | Do, 4 Red. Deb. Btock 4 4 — .* 4 9 0 
Chili Tel — 19 8 74— 7] — 3 5 3 3 Reuter's T T 10 |10 | 10t 103— 112 „ |816 2 
Commer: iius В. i% Deb. 5. | aot : : . — н "ES. : " : ee ee p T -- | Cert. | 6 6 | 126 —129 „„ | 418 0 
legra se es б! — 10х T i ' Telephone Co. o : 
Direot h Telegraph, Ord, Б | 4 | 4t | — 4 5 0 0 | United River Plate S, b 9812 74— „ |5 6 8 
Do. Cum. Pref. .. өө 6 |10 |10 | 6I— 7 618 0| Do. 5 % Cum. Pref. .. T 5 5 б 5i— e 4 811 
Direct United States Cable „ | 10 Б | 4 | 1 7 611 2 West Coast of America -—- 9399 |.. | 1làj— 1 . [818 5 
L] e L] 4 . to 
t — ! 10 | 4| 44| 98 —100 410 0 sat by Hero. Bub. Tui £00} 100 | 4| 4 | 96 — 99 ‚. |4 010 
Eastern ge Ord. Stock Stock 7 1+ | 130 —133 . |5 5 8 || West India and Panama Teleg. 10 24 | 1} | 384- xd| +у% T 
Do, 8 Stock. . | 8| 8à| 765 — 783 4 9 2 Do 6% Сот. lst Pref. ..| 10 | 6 | 6 | 10 — 1062 —À |5148 
Do, 4 ort, Deb. .. фә . 4 4 96 — 98 "TE Do, 696 Cum. 20а Pref, .. 10 6 6 94— 10 xd 6 0 0 
өө ee 10 1 Tt | 1241— 18j +%|5 58 Do. 6 % Debs... ee | 100 5 5 | 101 —108 „ К. б. 
EC а, Б... — Btock| 4 | 4 | 97 — 99 4 010 | Western elegraph, Lid. nM. 1 " 184— 188 — * : : - 
АП оа el, . ** — . + 
Mt. Db. Mauritius Bub 1 95 |44 | 98—101 |. 1819 8 Wester Onion. 44% Fag. Bonds | $1000 | @| @ 99—11 |... |4 9 1 
Globe Telegraph and БА 10 | 6 | 6+ | 103— Ht 53.35 | 
6 [. .. ** .* 10 6 6 | 128 — 18 + & 4 11 1 
Great Northern Telegraph .. 10 |18 18 | 27 — 29 EE | 
Indo-European p .. 6 — .. 1 
Маскау а Сооп ee 100 | 6 5+ | 86 —.89 „ 6 12 4 
Do. chen, Pref. «> 90 $100 4 4 69 — 73 bo у S 1T | | 
Marconi's Wireless Telegraph A Ba ss 65— бт, | + {818 6 
Do, 1% Cum. Partic. Pref. 1-972, 41.55 48— 44 48/398 
| M 
* Unless otherwise stated, all shares are ишу paid. a Paid in deferred interest warrants. a Interim Dividend. 1 8s. in Funded Dividend Certs 
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SHARE LIST OF ELECTRICAL COMPANTES.— Continued.) 
ELECTRIC RAILWAYS AND TRAMWAYS.—HOME, 


— - — — » ——— а — — — — 


Closing | Rise 
foe Quotations Tor Yield . 
Share. Nov. 19th. | Fall] ро, 


бын — » = = — — — — — — . ИНЕ — _ —— — — —ä — - — —_ | — | —ÓM—ÀÀ 


for Quotations | + or Yield 
Share: Nov. 19th, | Fall| p.c. 


* Dividends Closing Rise | Present | 


London Elec, Railw’ 78, 4 Deb. 100 
London United Trams, 5 96 Pref, 10 
Do. 4 % Deb, ."* ."* [E 100 i 


| 4 | Yorkshire (West Riding), Ord, b 
5i— 62 + B NA Do, 6% Pref. .. ee T b 
4 Do, 44% Deb... v .. | 100 


e Z x t о e 
— 


т 
е 
оо 


1911. 1912. £5. d. % [1911/1913 £s d. 
Bath Trams, Pref, Ord, .. T 1 | Ni) | Nil A— Ñ sv |. NB | корони Railway Consol... | 100 1 14+ 544— 54i +41210 4 
Da AU PEE. és 74 Be ceed Be Ps He Seed eee И Е lus Landa .. . 100 | | Э @2—64 | —1 460; 
Do, 44 % Deb. оо 100 44 43 76 — 81 ee 5 11 1 Do, ees 100 87 — 89 .. | 816 11; 
Brit, Elec. Trao., 6 % Pref, .. | 100 sv. [us 11 — 13 ge. Ее Do. Pret. .. | 100 B5 — 87 +1 |4 0 6. 
Do, Do. Deferred . ЮО |. |» 5— 7 ж ee | Do. Con, Pref...  ..| 100 B4 — 86 +1 |4 1 6$ 
Do. Do. 6% Cum. Pr". 100 6,6 | 89 — 92 .. |610 5 || Metropo A X Distriot Ord, . 100 | Nil | Ni B93— 40} i| Ni. 
Do, 7% Non-Cum, Pr'f, | 100 EN *- B6 — 89 "UU A Do, Deb, .. бә | 100 6 6 | 141 —148 ‚ |4 40, 
Do. 5% Perp. рер, .. 100 | 5 6 | 90 — 94 oo 18d 3 Do, Deb. T - 100 4 4 94 — 96 48 4: 
Do. 4j % 9nd Deb. 100 43 4 т— | .. „ 7 2 Do і Prior Llen | 100 | 4 | 4 | 98 —100 +1 4 00. 
Central London алтау; mes 100 | 8 | BY} 866—87 | +1 |8 9 о Do First Pref... — .. | 100 | 4 88 — 90 +1 |5 00: 
Do. Pref. es 100 | 4 | 4 | 85 — 87 +1 | 412 0 Do, Gtd. 100 76 — 78 e [49 9 
Do, pet e PH $3 100 | 2 БЕ ЕЗ — R5 48. HE v 4 Metropolitan Elec. ‘Trams, Ord. 1 5 1%— 1 + 45541 
Do. 4% Deb. .. .. | 100 4 | 4 | 100 —102 К 8 18 6 Do. Def... ò АА 1 | Nil] .. os Ni) 
City & Bouth London, Ord, ..| 100 | 18| li!| 42 — 43 8 4 0 Do. 6% Pref. .. T T 1 б Б - + 45558 
Do, 5% Pref., 1891 .. so | 100.1 D 6 | 107 —109 |411 9 | Do. 44% Deb... T .. | 100 4 | 4 — 95 —1 41 9 
Do. Do. 1898 .. ae 100 | 6 | 6 | 107 —109 Fi | 8 Do. 5 Deb. ec T 100 5 6 95 — 98 8 2: 0: 
Do, Do. 1901 .. $6.1. 200 5 Б | 107 —i09 | +1 | 412 7 || Potteries, Ord. .. ee T 1 BÀ |. i ee EN 
Do. Do, 1908 .. . 100 5 | 5 |107 —109 |411 9 || Do, 6% Pref. .. - es 1 Б б — üj „ |619 0- 
Do. 496 Deb. .. 100 | 4 | 4 | 97—99 |4 010 | Do. 4495 Deb.. 100 | 4| 4| 8 —88xd| „ |5 2 8 
: Dublin United Trams, 6 95 Pref. 10 6 6 | 12— 13 a 412 4 || Bouth Metro. Trams, 6 % Pref, 1 6 4— 2 vo 19 39 
Great Northern & City, Pr'f, Ord 10 | Nil | Nil! 238— 27 +а Nil Do, 4% Deb. 100 4 4 67 — oa 2 4 
Hastings Trams, 6 % Pref, 1 6 6+ | M— 44 |... |8 6 8| Underground Bleo, Railways 10 e» oe 48— 48 +f} NL, 
Do. 4% & Deb. 100 ] 44 | 69 — 74 A ЕУ шу. | Do. "A" M« | es | ws — $8 | + i ow 2 
Isle of Thanet Trams, 5 %, Pref, 5 | 24— 91 | .. | 411 0 Do, 6% First Cum. Inc, Deb. | 100 6 | 112 —1 oe |S 58 
Do. 4% Deb. 100 77 — 82 „1417 Л Do. 44 % Bonds бө .| 100 4 1 «14491 
Lancashire United, 5 96 Deb. 100 81 — R8 - |6 0 6 | Do, 6% Income 100 £ — 
\ 1 4 8 Se 
5 
8 
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ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOREIGN. ~ 


ш> 
е 
е 


Anglo-Arg. Trams, lst Pre. 


3 
M 
8 
a? 


6 4 i ee La Plata Elec. Trms, Ота, ee 1 e ee 

ind Pref, ee ее өө b nia yi^ ee 1 . ee e ee 1 oe =” 1 eo 0 

Do 496 Deb. T .. | 100 93 — 95 + Lisbon Elec. Trams, Ord. T 1 6+ — 1 16 

Do. : a 6 өө ее eo 100 99 —101 ee Do. Pref, ee ee ee 1 6 1 == 1 ee 16 

Do. d. 100 994—101 131141 Do. 6% Deb. ..  .. 100 6 | 98 — 97 oe 8 

Auo 5 Deb. ee 100 1 —106 ee 1 ео. Tr. 1904), Deb. ee 100 6 100 —102 ee 18 
Bombay Bleo. B. frame. Pref, 10 11— 19 ie Manaos Trams & 18% Deb... | 100 b — —1 
Do. 49% Ded. | 100 ga —10 | .. |41 Manila Elec, R. and Lig., Bonds | $1000 6 | 100j—1 » 

100 Trams 100 . М 


Do. Gen. Соп, 5 % Bonds .. 


£"TiERUO Prorgovagess 
NE 
7 
FT 
FER 


Singapore 5 п: га 

Southern El. Tr. re Deb. 

Un. Bleo. Trams Monte eo .. 
Do. с Pref. .. m ae 
Do. 1st Deb. 

Winnipeg еб, Riy., €) & Deb. 


Colombo leo. Tr. & Lt.,5% Deb. 
Havana Elec. Riy., § % Bonds 


Bl 
Do. A Deb. ee EE IJ 
Do, 64, B Deb, EE 
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mre ма o 
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1 
7 
t| 113 —117 +1 9 
bane Inv., 11 ee 6 ee 95 8 
Do. 4 Deb is "T n 5 1 Do. 6% Bonds.. va НУ Ы 6 102 +1 7 
Do. 44% Deb. .. | 100 Рага Elec. Rlys. & Lt., Ord. .. 101 | 74— 7d | t. 91 
B. Columbia eo. Riy., Bel. | 100 144 —149 ee Do, 6% Pref. 6 — T 9 
f. Ord. ee өө ee 100 1 Do. b 18% Deb. oe ee 1 5 — l 
Do, 595 Pref. .. 2 ..| 100 107 —110 +4 1 Perth (W.A.) Elec. Tr., Ord. .. 1 5+ 1 1 as 16 
1st Mort. Deb. oe 0 98 —101 ее . . De в ee ee 100 5 99 —102 ee 
Do, Vancouver Deb. ee 100 108 —105 ee 1, Тү, & Sup., Pref, ee 6 6 54— 6 es 
Do. Con. Deb. .. e» | 100 100 —108 . Do. 4496 lst T ..| 100 9 99 —101 T 
Calcutta Tams Ord, ee ee 5 5 — 6à ae 1 Bio de Janeiro ee ee $100 B eo C 
Do, 69 Prei. 6 «а oR |. |41 Do. lst Mort.6% Bonds ..| .. 6 | 101 +1 
Do. Deb. oe eo ee 100 99 —109 ee Do. шо 0 100 ` 5 + à 
enos Airos rams 0 . . ee стт + 
Do. 4 Deb. 100 1 à e | 
100 1 
1000 
1 
100 
100 


oc. поле. 
$5 
8 
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| 
MANUFACTURING COMPANIES. дор. 
E Ө 
Aron, Ord. .. T se es | 1 6 | i— 3 | 8 0 0 || Crompton & Oo, .. T ee B | Nil] «. — È ee Nil 
Do ВРЕ, ss ce o6 1|6|6, H— H 17 8 Do. Deb... eo eo ec 100 6 | Б 656 — 66 . 71 8 
Babcock & Wilcox se ~ a 1 28 141 8 — 34 | 4 6 2 Dick, Kerr LE * LE se ee 1 Б Nil * * e Ы 
Do. Pref. А 1 6 6 lya— lfr 8 16 10 | Do. Pret. T - T 1 6 6 it il ` 6 8 0 
British Aluminium, Ord. ` 1 | NH! .. * i a 13. | Do, Deb.. NE AT. 2 44 —100 e |410 0. 
Do, 6 % Cum. Pref. Ds 1 | Nil| .. f— 1 n ^D es | Edison & Swan, A, £8 paid  .. 5 | Nil; .. t— i — 1 NU, 
Do. 5 & Prior Lien Debs... | 100 | 6 | Б | 92 — 95 ix Be Do. fully pala .. oo oc. e e| N 
Do. Deb. Stk. .. T T 100 5 5 86 — B9 5 12 4 b. i ee 100 4 + 65 — 69 S 1516 0 
B. I. & Helsby Cables 5 |10 | 8t| 7À— 8 6 Б О | ро, 5 % Second Deb. 100 | Б | Б | 2 75 „ |6194. 
Do. Pref. T T T 5 6 6 58— 63 414 1 || Electric Construction .. T 2 24 | 81 H— Ns . 114 
Do. Deb... 100 43 | 102 —104 4 6 7| Do. Pref. | 9|17|17| i3 |1100 
British Thomson-Houston, Deb, | 100 a | 94 — 96 418 9 || Greenwood & Batley, Pret, T 10 7 7 7 8 „ 858. 
British Westinghouse, Prei. 8 NI Ni — “l Nil || Do. Deb. | 100 b 5 92 — 94 „ 15423: 
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МОКЕ NOTES ON ELECTRIC WELDING. 


By V. D. GREEN. 


(Continued from page 807.) 


As the percentage of carbon increases, the difficulties of making 
„в süccessful weld increase also, and the settings have to be more 
and more accurate. But the sample before you will show that even 
& fairly large amount of carbon does not altogether preclude 
welding. This pieoe was originally of a }-in. equare section and 
was welded for a client of ours as a demonstration. It contains 
about 5 per cent. or more of carbon and will harden in air to such 
an extent that we found it very difficult to file or saw unless cooled 
down very slowly. After welding, we sent it to our customer who 
reheated and forged it into а strip & in. by din. wide, and then 
bent it over with a hammer while cooling. He admitted that bis 
own si iths could never weld the material at all. 

I have also here a sample of common iron and mild steel welded 
‘to tool steel. The application of this to the manufacture of tools 
and cutlery is evident. | 

With copper, one encounters the difficulty that it must be raised 
to a much higher temperature than iron before it will weld, and 
that it then oxidises very readily. Unfortunately, too, its 
melting point is nearly the same as that of iron, во that its 


1, Bridoon chain (links unswage d); 2, chain links welded and swaged; 8, mild 
steel. harness ring welded: 4, nickel rustless" harness ring welded and swaged 
and finished; 5, nickel “rustlers” harness ring welded and &waged ; 6, nickel 
harness ring flattened to show strength of weld; 7, mild steel harness ring 
nickelled and finished ; 8, mild steel harness ring ready for welding; 9, harness 
ring welded and swaged (mild steel); 10, weld in air-bardening steel, forged and 
bent hot; 11, flat strip, mild steel, welded and twisted while hot; 19, chain links 
linked up ready for welding. 


Fig. 3.—GROUP OF ELECTBICALLY-WELDED ARTICLES, 


liquefying and welding temperatures are very close together. Very 
accurate setting of the machine, therefore, becomes imperative. Brass 


and nickel have all the difficulties of copper plus several special ' 


troubles of their own. The worst is the tendency of the zinc to 
volatilise before the copper constituent has come up to the welding 
heat. The chief trouble incidental to the welding of silver, lead, 
aluminium and other metals of the same group is their affinity for 
oxygen, especially when heated, and this necessitates the temper- 
ature being kept as low as is consistent with obtaining а good weld, 
It is curious, by the way, that silver, which can readily be welded by 
a jeweller's blow-pipe, is very difficult indeed to weld electrically. 
This is quite a reversal of what one usually finds. 

We must now leave the subject of the welds and welding con- 
ditions, and go on to the question of the welding machines them- 
selves. As has been already mentioned, the ''resistance " system 
of welding involves the use of very heavy currents at an exceed- 
ingly low electrical pressure, and the plant must, therefore, be 


designed to produce these economically. It is largely for this 


reason that alternating currents are employed, so that the power 
may be generated at a comparatively high pressure where ocon- 
- venient, and fed into a transformer which will change the energy 
supplied to it into the low pressure form suitable for welding. 
It is true that during the early stages of electric welding the 
original Thomson Co. took out a patent for a special low voltage 
dynamo in which the welding current was generated without 
using a transformer ‘at all, but as it necessitated mounting the 


- welder’ immediately over the alternator, and led to all sorts of 
- expéhse and trouble on account of the low voltage and consequent 


cost and complication of the armature and field windings, it was 
soon abandoned. ‘In fact, I doubt whether it was ever seriously 
intended to be anything but a “blocking patent." | 

The original apparatus described by Prof. Thomson in his 


specification was curíous, and in view of what is now known about 
transformer design not specially efficient. The core was a circular 
iron ring presumably laminated. Outside this was the secondary 
ooil consisting of a single turn of cast copper hinged in the middle 
and terminating in two split sockets which could be tightened by 
means of screws on the work. A powerful spiral spring tended 
to pull the two halves of the coil together for the purpose of up- 
setting the weld, and an adjustable stop pin on one of the jaws 


^ limited the amount of "shove." Crude though this apparatus was, 


however, astonishing reeults were obtained compared with the older 
fire-welding method, and it was not long before improvements were 


Fig. 4.—BROKEN CRANKSHAFT REPAIRED WITH ELECTRIC 
Burr WELDER, 


made enabling the Thomson process to leave the ‘scientific toy 
stage and to take its part as a factor to be seriously reckoned with 
in the industrial world. 

It was soon obvious that some method of regulating the secondary 
voltage was urgently necessary. The pressure, which was quite 
insufficient for a l-in. square bar, was enough to blow a 1-in. rod 
to pieces before the current could be cut off. Where, 88 was 
generally the case at first, each welder had its own dynamo, field 
regulation on the generator gave all the variation which was 
required, especially as very exact results were not regarded as 


‘essential at this stage of the evolution of the process. But -when 


several welders were installed in a single works, it was necessary 
to have a separate control for each welder. - Probably the first 
method adopted was placing a resistance in series with the primary 
winding of the transformer. I have on occasions used this myrelf 
as an emergency method, but, beyond the advantage that it does 


mot pull the alternator voltage about quite so much as & choking 


coil, it has very little to recommend it. From this to a choking 
coil was an obvious step. This method was more economical than 
a resistance, and even now is unrivalled for certain work. Another 
method is to have tappings in the primary windings, and this has 
also advantages (principally where the heat is to be concentrated 
as much as possible). : | 

The original method of applying the upsetting force was also 
open to grave objections. To begin with, a hinged joint through 
which, say, 10,000 amperes have to pass is not a particularly satis- 
factory affair. Moreover, the electrical pressure is so low that 
more than 50 per cent. might quite conceivably be wasted through 
imperfect contact, due to pitting caused by the enormous currents 
used crossing from one half of the hinge to the other. Also it was 
felt that the horseshoe design of secondary was not very con- 
venient for handling, because on account of the exposed primary 
coils the apparatus had either to be suspended from a chain or 
propped up on the floor. The horseshoe form, therefore, is now 
almost exclusively confined to tram rail welders which are slung 
from acrane. Under these modifying influences the secondary coil 
was inverted and cast solid in one piece, and was fixed to the under- 
side of an iron table suitably insulated, the primary and core being 
arranged underneath and the whole cased in for protection. The 
ends of the secondary were milled out V " shaped and carefully 
scraped flat. On these a pair of massive copper slabs were mounted, 
carrying renewable dies and having hand wheels for screwing down 
the work between clamps. Although the sliding surfaces were still 


— —— — - 


Fic. 5.—CHAIN WELDING TRANSFORMER 


retained, this method minimised the risk of bad contact by greatly 
increasing the area of the joint through which the current had to 
pass. Even this, however, had its disadvantages, I remember on 
one occasion when assembling a welder of the earlier type 1 found 
it impossible to make it work at all on account of the sliding 
surfaces having got oily. The method which we invariably adopt 
except in very small sizes is to connect. the jaws directly to a 
flexible secondary built up of thin laminations, and this overcomes 
the trouble altogether, for there are no sliding surfaces to carry 
current at all. . 

As the method of applying the pressure to produce the “upset ” 


-through a spring-direct made it dificult readily and quickly to open 


. 
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the jaws to the necessary amount, a lever, or toggle and lever, was 
next added. 

The original type of limiting stop for controlling the amount of 
‘‘ upset" proved very unsatisfactory for the higher welding speeds 
which increasing competition rendered necessary. It certainly prc- 
vented the upset from being carried too far, but there was the 
danger that unless the welding current was stopped simultaneously, 
the weld would burn through owing to want of mechanical pres- 
sure. What was wanted was a device which would cut off the 


Fi1G. 6.—THOMSON WELDING SWITCH. 


current automatically at the right time, and probably no other 
part of a welder has received so much attention as this one. The 
most obvious thing was a switch in the primary circuit which, 
when forced by the hand into the on position, engaged with a 
catch, which kept it closed. 

A pin on the movable we'der jaw was so placed that when the 
predetermined upset" had taken place, it tripped the catch off a 
knife edge and allowed the switch to open under the influence of u 
strong spring. This was an enormous improvement, and enabled 
the speed of working and the accuracy obtained to be much 
increased. Unfortunately, it was a most inconvenient thing to 
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4, B, Contacts; c, D. Jaws of welder; k, Upsetting spring; о, Control 
switch; aw, P w, Auxillary and primary windings of transformer. 


Fic. 7.—C DIAGRAM OF CONNECTIONS OF THOMSON SWITCH. 


have a high pressure switch close to the welding heads and to 
remove it out of the way and yet link it up accurately to the 
 welder jaw increased the expense avd complication to an undesirable 
extent, as, of course, every additional link or member increased the 
backlash and consequent inaccuracy of the control. | 

The next stage of evolution waa an electrically-operated trip-gear. 
such as the one you see before you(fig.6). А special winding is arranged 
on the transformer which is allowed to send current through the 
magnet coils of the switch when the circuit is completed by means 
of & peir of insulated contacts, one on the frame of the 
machine, and one on the movable jaw (fig. 7). When the handle 
is depressed and the current turned on, the armature of 
the magnet falle forward and a knife edge engages with a 
catch on the handle lever. When the proper upset has taken place 
the contacts on the jaw and frame come together and allow current 
to flow from the auriliary coil on the transformer through the 
magnet, which attracts the armature backwards and releases the 
switch. This enables the switch to be put anywhere on the 
machine that happens to be convenient, and so far it has the 
advantage of a purely mechanical switch. But there is one great 
drawback common to both. No matter how hard the steel of the 
knife edge and catch may be, there is bound to be some wear, and 
when it is considered that a welder may make 4,000 or 5,000 welds 
a day, it will not surprise anyone to learn that the wear will very 
soon be bad enough to upset the accuracy of the cut-off—long 
before the working parts have arrived at the “scrapping " point. 
The fact that the device is electrically operated does not help 
matters in this respect; in fact, it makes them rather worse, 


the travel in the 


because in addition to the errors due to mechanical wear, there 
is an uncertain lag caused by the time required first to 
saturate the armature and then to pull it up against the 
magnet face. What is wanted is something which shall have a 
very small wear, and which will keep its adjustment unaltered 
up to the end of its useful life. In order to attain as near as 


Fig. 8—GREEN's PATENT AUTOMATIC SWITCH. | 


I could to this ideal I designed and patented a switch which, after 
careful testing, my firm, Messrs. Pontelec Welding Patents, Ltd., 
have adopted for use on their high-speed machines. It was evident 
from the start that all trip gear must go, and the working of the 
switch must be electrical throughout. The switch (figs. 8 and 9) is of 
the radial type, because every time contact is made or broken there is 
a rubbing action on the contact stud which tends to keep it clean. 
Dirt is the first stage towards pitting, and the rapid destruction of 
the stud. This stud is readily renewable. In the type before you 
there are two levers. The first, or contact lever, carries a pair of 
liberally rated brushes, one brass and the other carbon, each having 
a separate spring feed to allow for wear. A strong spring tending 
to pull the lever off the contact is attached at its outer end to a 
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4, B, Contacts on jaws of welder; c, р, Lamps in series with magnet coil. 
Fig. 9.——DiAGRAM OF CONNECTIONS OF GREEN SWITCH. 


stout iron pillar on the slate base. The second lever carries the 
handle, and has mounted upon it & powerful electromagnet having 
faced iron cheeks which, on one side, are adapted to bed on to a 
loose armature on the contact lever, and, on the other, make 
magnetic circuit through an angle-iron stop piece, which limits 


c, Closing cam; s c, Spring contacts; R, Relay breaking contacts on jaws; s, 
Bolenoid switch ; r, Primary of welder; вл L, Shunted lamp; s, L, Series lamps. 


Fic. 10.— DIAGRAM OF CONNECTIONS FOR AUTOMATIC WELDER. 


„make direction. Thie lever has also 
& spring tending to pull it in the same direction as the 
contact lever, but it is only strong enough to ensure its coming 
away from the iron stop-piece with certainty. А pair of quadrants 
feed the magnet circuit through a pair of spring plunger contacta, 
and a flat compound buffer spring is provided on the slate base to 
take up the recoil of the two levers. On the fixed portion of the 
welder jaw are two small contacts, which are normally kept pressed 
together by a wesk spring. One contact is attached to a sliding 
bar, which carries a projection on the other end. An adjusting 
screw on the moving part of the welder jaw presses against this 
projection when the correct upset has taken place, and continuing 
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ite travel carries the bar with it, thus separating the contacts. The 
electrical connections are as follows: The main primary circuit of 
the welder from the A.C. mains to the main contact of the 
automatic switch, through the primary windings of the trans- 
former, to the mains again. The relay circuit, which. may 
either be taken from the same source as the main primary 
circuit, or, where an alternator, motor.generator or rotary 
converter is used, from the D.C. supply mains or from 
the exciter, passes through a oarbon-filament lamp to the 
magnet coil of the switch, from thence to the relay contacts 
on the jaws, through another carbon-filament lamp, back to the 
supply. Across the magnet ooil a tantalum lamp is shunted. 
The action of the switch is as follows: When the welder jaws are 
pressed back to their proper position and the weld inserted, the 
contacts on the movable jaw are closed by the spring, the switch 
magnet is energised and the signal lamps light, showing that all 
is ready for turning on the current. One lamp is by the side of 
the operator and one is usually arranged to act as a tell-tale in 
the foreman's office, thus enabling the speed of working to be 
checked without the foreman having to leave his desk. If pre- 
ferred a counting device registering the number of welds made 
could be substituted. The handle lever of the switch is then 
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Еа. 11.—OBIGINAL TYPE OF BUTT WELDER JAWS, SHOWING 
RELAY CONTACT GEAR OF PATENT SWITCH, 


pushed on,“ and by means of the electromagnet it pulls the 
contact lever over with it, both levers being thus held against 
the angle-iron stop-piece by the attraction of the other face of 
the magnet. As the metal in the jaws becomes plastic the up- 
setting spring forces the jaws together, &nd the pin on the 
movable jaw engages with the projection on the contact bar, 
thus separating the contacts and de-energising the switch 
magnet, when both levers are pulled to the off" position 
by their springs. It is evident that the amount of accuracy 
‘obtained depends upon the length of the spark formed between 
the jaw contacts when drawn slowly apart by the upsetting metal 
and by the length of time taken for the switch magnet to 
de-energise—that is, on the amount of self-induction in the circuit. 
The series lamps in the relay circuit reduce the proportion of induc- 
tance to resistance, and the lamp shunted across the magnet wind- 
ings takes up the inductive discharge from the coil and eneures 
instantaneous release. The net result is that the spark at the jaw 
contacte even on 440 volts is almost unnoticeable. Moreover, this 
control system has the advantage of being foolproof. There are 
two ways in which a careless operator can spoil a weld. He 
may fail to press the jaws back to the stop-pin which limita 
the backward travel. In this case the upsetting spring would 
force the jaw to the forward end of its slide, and if the current 
were applied to the stock, the jaw already being at the limit of 
ita upsetting travel would not "follow up" the softening metal. 
The weld would then burn through. But it will be seen that if 
the jaw is at the wrong end of its travel, the relay circuit is neces- 
sarily broken, and it is therefore impossible to pick up the contact 
lever of the switch and so make circuit through the transformer. 
The other alternative is that the operator may fail to let go the 
switch handle before the upset has reached the pre-determined 
рош, especially if the speed of welding is high. In this case if 
eft to itself the weld would upset right to the end of the jaw travel 
and then burn through. But as soon as the relay circuit is inter- 
rupted the magnet is de-energised and the contact lever is released 
independently of whether the handle is held or not. 

“The proof of the pudding is in the eating—or in the digesting," 
and I was assured by а firm for whom we had installed a plant a little 
while back that during the first week of running it they had made 
no scrap, though their operator was not an experienced hand ; in 
fact, I doubt whether he had ever made the acquaintance of an electric 
welder before. All that happened was that the machine declined 
to go on until the cycle of operations was correctly carried out. 
The errors described above do not seem very likely to occur, but in 
practice, with unskilled operators and high working speeds, they do 
happen fairly frequently. 

Of course, difficulties cropped up in connection with the first one 


or two switches, but, curiously enough, they did not occur over the . 


. electrical action, but over the mechanical details. It is difficult to 
realise the terrific strains which are put upon the switch of a 


welding machine, both by normal working and by the careless 
methods of the user. One would not readily imagine that an 
operator would slam the switch on violently enough to break the 
slate base and the cast-iron lever, or that he—or, as is usually the 
саве, she—could break a &-in, stop-pin through, but I have known 
both these things happen. These troubles may doubtless be 
attributed to the “fatigue” of the material due to the incessant 
jarring. However, we have not heard of anything lately beyond 
fair wear and tear, and it is pretty certain that we should have 
done if there had been trouble. 


(To be concluded.) 


ERRATUM.—In fig. 2, p. 806, the middle curve relates to /-іп., 
not 11. in. rod. f 
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PROCEEDINGS OF INSTITUTIONS. 


The Institution of Electrical Engineers. 


(Abstract of Inaugural Address delivered in London, November 14th, 
1912.) 


By WILLIAM DUDDELL, F.R.S., President. 


Tur Institution is installed in ite new home; it has revised ita 
articles of association, and it is now prepared, having got these 
matters out of the way, to undertake its proper functions with 
regard to the electrical industry. There is a wide field of work to 
be undertaken, on the one hand, in encouraging the publication of 
scientific technical knowledge ; and, on the other, m looking after 
the interests of the electrical industry. 

Eight years ago, when it became evident that the finances of the 
Institution would shortly allow us to have a building of our own in 
which a proper library could be fitted up, the Institution started to 
bring the library up to date, & work which is now nearing com- 
pletion. The combinstion of the older works which were collected 
by the Jate Sir Francis Ronalds, and modern works which the Insti- 
tution has obtained either by gift or purchase, forms a library 
which outrivals any other library of electrical literature, certainly 
in this country, and possibly in the world, The classified section 
of modern technical books is very complete. I hope that at a not 
distant date we may acquire a sufficient duplication of modern 
works to enable the Institution to lend them to those members 
who cannot conveniently visit the library. 

Another subject which I wish to invite the members to support 
is the Institution Museum. One of the great difficulties in making 
a museum is that when things are in common use everyone 
thinks that they are of no importance to a museum, and directly 
they go out of common use and begin to become historically in- 
teresting, one finds that all the examples have been destroyed and 
that they are no longer obtainable. I should like, therefore, to 
personally appeal to the members of the Institution to present to 
the museum examples of present-day apparatus as they become 
obsolete, so that they may be preserved for future generations 
rather than that they should be melted down as scrap. 

With regard to the progress of the Institution, latterly so much 
has been said and written, and my predecessor in office has ro fully 
explained to you our aims, that I think I cannot do better than 
endorse his views without adding anything. 

I want to take this opportunity of voicing a warning against 
this Institution becoming narrow in its ideas, and limiting itself 
too much to one branch of the electrical industry. The Institution 
of Electrical Engineers should, according to my view, embrace in 
its discussions and papers all matters dealing with electricity. 
I think I have noticed a tendency of late years to limit more and 
more the papers read before the Institution to one class of subjeot. 
The tendency is to bring beforethe Institution papers mainly dealing 
with generation, distribution, and the cost of electrical energy, and 
in many cases only dealing with these as large general questions. 

Of the 6,600 members the proportion must be very small who 
have the actual scheming or designing of large things. The great 
bulk of the profession must naturally be occupied in working in 
their own groove inlife. These members have very little chance at 
the present time of discussing their own special subjects. Details 
—small things—are very often of the greatest importance. In 
many cases the success of a big scheme or a big plant mainly 
depends upon the attention that has been bestowed on its detail. 
I trust that during the coming segsion members will bring forward 
for discussion many subjects which might be looked upon under the 
old ideas as not being of sufficient importance to discuss at a general 
meeting of the Institution, but which can be discussed with advan- 
tage at the informal meetings which it is proposed to hold. 

The tendency to restrict the subjects brought before the Insti- 
tution is not good for the profession nor for the Institution. To 
attain that much desired and talked-of progress in the application 


. of electricity, and with it the advancement of the industry, it is 


necessary for all engineers to take as wide a view as possible of 
everything that concerns their profession. | i 
We hear little, if anything, about what is occurring on what I 


may term the borderland between electricity and the other sciences, 


In this borderland or fringe & large number of scientific workers 
are quietly at work, and what is to-day a laboratory experiment may 
to-morrow form the basis of a large industry. 

Probably from the point of view of the amount of money invested 
and number of men employed, the original work of this Institution 
occupies the first rank, I refer to telegraph engineering. It is 
curious, considering the importance of the subject, how few papers 
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dealing with telegraphy have been read before us. We have had, extremely small air-spaces of the order of a tenth of a millimetre, 
during the last 10 years, only 12 papers dealing with this subject, so that the cooling action of the disks on the gases between them 
in a total of 400 papers and addresses published in the Journal. I is very great. This cooling action causes a rapid extinction of the 
do not think that this can be said to be due to the fact that there discharge called ‘quenching.’ Quenching is of great value in 
is nothing new to describe. A great dealof work has been going on reducing the reaction between the oscillations in the aerial and 
in telegraphy and telephony, and a steady and real progress has been those in the condenser circuit, thus enabling tighter coupling to 
made. EE ' be used and a pure radiation to be obtained. This system, due 
It is difficult to obtain figures of the amount of money invested to Prof. Wien, is spoken of as the Wien or Shock excitation system. 
in the telegraphs and telephones of this country, but if we take the A number of ingenious methods have been proposed in which 
original sum of money paid by the State when it purchased the sdvantage is taken of the fact that a condenser takes a certain time 
telegraphs, and the amount of money spent on its extension, to charge through a resistance to a given voltage. - Ded 
together with the money spent by the Post Office and the National If a high-voltage continuous-current supply is available, and a 
Telephone Co. for the telephones, the sum is probably well over condenser be connected to it through a resistance, the condenser 
£100,000,000, and the number of employés probably exceeds will charge to any voltage less than the supply voltage in a definite 
100,000. : time depending on the value of the resistance, If the condenser be 
Electric повиши оп railways may be looked upon as а form of also connected through a self-induction to a discharger in the 
telegraphy in which most striking &dvances have been made in the ordinary way, then discharges can be obtained at regular intervals 
last few years. | depending upon the time the condenser takes to charge, It is 
I cannot leave the subject of telegraphy without mentioning the quite easy to vary this time over a very wide range, say, from one 
progress that is being made in the art of wireless telegraphy. Since discharge per second to 100,000 per second, provided the spark-gap 
Signor Marconi read his paper on wireless telegraphy before this becomes insulating sufficiently quickly after each discharge. Mr. 
Institution in 1899 we have had a number of papers dealing with Galletti has coupled together a namber of circnits on the above 
different parts of the apparatus, but we have not had a general principle to enable large powers to be dealt with, and he informs 


review of the subject. The principles are well known. me that he is now erecting near Lyons, in France, a tranamitting 
There seems no doubt that long waves are more suitable for station on a large scale. The results of the tests of this station 

long-distance transmission, but the question is far from settled as will be extremely interesting. 

to what is the best wave-length for long-distance work, or even Turning next to the continuous oscillations, the arc method has 


whether there is such a thing as a best wave-length for any given been longest in the field. The principle is well known to you, as it 
distance. was described before this Institution in 1900. It consista in shunt- 

What ів a suitable wave-length ; or, in other words, what is a ing an unstable arc with a self-induction in series with a condenser 
suitable frequency to use in the antenna? This most fundamental when, if the conditions are suitably adjusted, high-frequency oscil- 
question is, I believe, as yet unanswered. lations take place in the condenser circuit of practically constant 
. The engineering problems which confront us at the transmitting amplitude. Since then Poulsen and his colleagues have founded а 
end are the design and support of the aerial conductor, the practical system on this principle and considerable progress has 
machinery to produce in it high-frequency currents of one definite been made, although the system has not come into commercial use 
frequency and of considerable power, and the mechanism for in this country. The engineering difficulties of the system appear 
cutting up the high-frequency currents to form the dots and to consiet in maintaining the arce, by means of which large powers 
dashes of the Morse code. The changes that have taken place in are being transformed, so perfectly regulated that the output of 
the design of the aerial bave been mainly in two directions, the high-frequency current is constant both in strength and in wave- 
one to make it more suitable for the longer wave-lengths now Ingth. 
in use, and the other to give the aerial such a shape that High speede, over 100 words per minute, have been attained in 
the radiation may be much stronger in one direction than in tests of this system between Copenhagen and Cullercoats in England. 
any other. The first desideratum is obtained by extending the Iam informed that a number of commercial stations have been 
height of the aerial and by increasing the capacity of the con- recently opened on the west coast of the United States, and that 
denser formed by the upper part and the earth. Of the directive good communication is now being obtained by night between San 
aerials the Marconi type, consisting of a comparatively short Francisco and Honolulu, a distance of 2,360 miles, with only 25 KW. 
vertical part and a much longer horizontal part, is the only one The stations have masts rather over 400 ft. high, and they are now 
that has come into use for long distances. As an-example, the being equipped with arcs to transform much larger powers. 
aerials proposed for the Imperial wireless scheme аге to be 300 feet (To be concluded.) 

-high and apparently some two or three thousand feet long, sup- . ` 
ported by ten steel masts. The design of an inexpensive form of 
mast to carry the aerial is a difficult engineering problem. 

The type of generating plant depends upon the system employed, 
'and bere it is necessary to distinguish between the two forms The Turbo-Converter: a High-speed D.C. Generating Unit. 
which the high-frequency currente in the aerial may take. . , | 

In the first form the amplitude of the high-frequency current (Discussion on paper read before the INSTITUTION OF ELECTRICAL 


а | 7 5th 

^in the serial etarts from zero, rises rapidly to a maximum value, ENGISEEES uf „%%% M E edd PLAN 
and then dies away again. In the second form the current is of Vue de 
constent amplitude exactly similar to that produced by an alter- PRor. MILES WALKER said it was his experience that commu- 


nator. Considering the first and older form the cecillations are tators could run at something like 10,000 or 11,000 ft. per minute 
produced by the sudden discharge of a condenser through a small without any difficulty whatever. The difficulties which had arisen 
melf-induction, If the condenser be charged by means of an alter- in turbo-generators were due not to the high speed of the commu- 
nator, in general one discharge will be obtainedlacross the spark-gap tators but to the faot that sufficient provision had not been. made 
with the corresponding train of oscillation during each half-period, for expansion and contraction. If a commutator was running 
thus the number of trains of oscillation per second is equal to twice perfectly true (and the radial-face commutator could be made to 
the alternator frequency. This number can be varied by suitable run true for years) in the mere fact that it was running si 
adjustment. : 3,000 R. P. M. or the commutator at 10,000 ft. per minute, there was 
If we have a given amount of energy to transform per second, absolutely nothing against it at all. There were in this country 
the higher the spark frequency the less the energy to be dealt with machines delivering thousands of amperes which ran at speeds 
at each spark. Further, for a given size of condenser, the lees of 2,000 to 3,000 R.P.M. from year to year. He could show the 
the energy the less the voltage to which it will have to be author a brush that had run for 18,000 hours, practically three 
charged. Hence, there are certain advantages in the high spark years, and the brush had only worn } in. It, therefore, gave a 
frequency and a further advantage will appear when we consider false impression to say that high-speed commutators could not be 
the receiver. built. In a certain worksin Sheffield there was a very cautious 
. The spark frequency bas gradually increased from 10 to 20 per engineer who decided to put in a machine with carbon brushes, 
second with the induction coil, to 100-200 per second, correspond- running at 2,000 R P.M. After he had had that 500-K w. machine 
ing to commercial alternating supply currents, and up to 1,000- he went in for а 1, 000. Kw. unit, and that machine was running 
1,200 obtained from special designs of alternators. continuously pouring out 4,000 amperes at 2,000 R.. The 
A method much ín use for obtaining a high spark frequency from Cunard Co. decided to use a radial type commutator сор: 
an ordinary, say 50-frequency supply, is toemploy a rotating spark- tinuous-current turbo machine on their ships; what they wanted 
gap or discharger. The apparatus consists essentially of a number was something that did not require much attention. There were 
of revolving electrodes, which in turn come between the fixed machines in Manchester built by Siemens which were running in 3 
electrodes of the spark-gap and cause discharges to take place, thoroughly satisfactory way. One member of Mr. сту, machine 
‘shortening the sparking distance. The number and speed of the was nearly twice as large as the one at Sheffield. e copper 
. revolving electrodes is so chosen ав to give the required spark fre- losses were only 3 in а continuous-eurrent machine, whereas Mr. 
quency. If such adischarger is used in connection with a con- Creedy's were 75. The machine could not be built any smaller 
. tinuous current, as is done at Clifden, one discharge is obtained each than the rotary converter. 
time the electrode or stud passes hetween the fixed electrodes of Mr. J. S, Peck said he could hardly understand how any 
the gap. | mechanical man could accept а design such ss that shown fora 
One great advantage of the revolving type of discharger over commercial machine, First there was a converter with both parts 
the older fixed gap is that the windage on the electrodes keeps rotating. Then the machine was coupled through a jockey ghaft 
them cool and blows away the conducting gases formed at each and through fast and loose pulleys to another machine, and the 
discharge, so that the gap rapidly passes from the conducting into whole combination as given looked to be perfectly hopeless asa 000: 
the insulating condition. This is a matter of great importance, mercial and practical machine. The D.C. turbo-generator was 10 
for if the gap did not rapidly recover its insulating properties an his mind, no ideal, in spite of what Prof. Walker had said. The 
arc would be formed which would prevent the condenser being tendency on the part of the turbine manufacturers was always to 
fully charged again. A number of methods of cooling the elec- speed the machine higher and higher, so that he believed the 
trodes and gases of the spark-gap have been devised. One, which final solution of the problem of driving large D.C. gene 
is being largely used by the Telefunken Co., consists of making rator at very high speeds would be either through a gear 
the spark-gap of а number of fiat metal disks, separated by reduction or through some other. reduction, sueh aa a rotary oon · 


- ee _ эк жшн — 


Vol 71. No. 1,826, NOVEMBER 22, 1912.] THE ELECTRICAL REVIEW. 


851 


verter and an A.C. generator. Mr. Creedy had shown a speed 
reduction of two to one ; if he used some other speed to get a higher 
speed on the turbine and & lower speed on the generator, or both, 
the advantage claimed of the capacity of two to one no longer held. 

Mr. W. CRAMP said Mr. Ferranti told him, at least 15 years ago, 
that one of the first generators he built had a rotating armature 
and field, and he still believed in thet principle, if it were not for 
the difficulties to beoveroome in the matter of bearings. It might 
be possible, in his opinion, that the overhung bearing would be 
adopted. Overhung bearings had been used successfully, and one 
German company put on the market some 10 years ago a line of 
motors consisting of riag armatures in which both the inside and 
the outside of the ring armatures were made use of. There was a 
line of motors on the market, made in Canada, and used in small 
cars, in which the armature drove one wheel of the car and the 
rotating field drove the other wheel. The motors had been used 
for many years, and were successful. It gave a very small motor 
with comparatively few turns in the armature at a comparatively 
high speed. | 

Мв. G. W. WORRALL thought the difficulty with a D.C. turbo-gene- 
rator was not entirely in the commutator, but, to a very great extent, 
between the commutator and the armature. He had come across two 
serious breakdowns ; the first was due to broken commutator sec- 
tions, a trouble which manufacturers now claimed to have overcome 
(and in turbines that had come under his notice of the newer type 
he had not had the same trouble); 
the second was the formation of a 
layer of dust between the connec- 
tions between the commutator and 
the armature. It was almost im- 
possible to get the dirt out because 
the little bits that got in har- 
dened, owing to the terrific speed, 
and formed a solid mass. When 
the armature itself broke down it 
was an expensive thing to repair, 
and so one was rather inclined to: 
consider slower speeds. In spite 
of the many difficulties in Mr. 
Creedy's invention, it should be 
very seriously considered, in view 
of the fact that the D.C. part could 
be run at & lower speed, and could 
easily be cleaned. 

Mr. A. E. MoKENZIE said that 
the high-speed turbine driving 
through single-reduction gear a 
continuous current generator 
would be preferable to the 
arrangement shown in the paper. 
He knew of a turbine which had 
been running for over 12 months 
almost continuously at 7,500 
R. P. M., driving a pump through a 
single-reduction gear, ratio 10 to 
1; it might be a continuous- 
current generator for all the tur- 
bine knew about it, and if it was 
the aim of most turbine builders 
to get a high apeed, then surely 
a speed of 7,500 R.P.M. was suffi- 
cient. This pump, after working 
continuously for over 12 months, 
showed no sign of wear at all ; it 
was exactly the same as when put 
in, A firm of engineers had put 
forward a proposal for a 3,000-H.P. 
turbine which would run at 
3,500 B.P.M. and would drive a 
1,800-KW, D. O. generator through 
а single-reduction gear at 1,000 R.P.M, He had no doubt it would 
be made a perfectly satisfactory job. Regarding the machine the 
author had put forward, those who had been unfortunate enough 
to deal with large units which had been subjected to very heavy 
short-circuits would not look with very great favour upon the 
mechanical design of the stator. 

MR. J. PUBRETT said he would like to know how the cost of 
this machine would compare with existing arrangements for 
producing similar results, It appeared to him that in a machine 
such as the one described, reliability was being considerably 
sacrificed. 

The AUTHOR, in reply, said he did not dispute that the high- 
speed commutator was possible. The turbine taken by Prof. 
Walker rotated at 3,000 B. P. M.; the one described in the paper only 
ran at 1,800, If Prof. Walker's machine was designed for the latter 
speed, it would be nearly the same size as the one shown. The 
question was whether this machine was cheaper than a mechanical 
gear with a full-size generator. If it was not, then, of course. the 
gearing had it. | 


Institution of Electrical Engineers (Western Local 
m Sectíon). 


ON Monday last, MR. W. A. CHAMEN read his inaugural address as 
chairman of the Section, at Cardiff. He said that, at a rough esti- 
mate, the total horse-power of motors and lighting and heating 
devices installed in the area served by the Western Section could 
not be less than 260,000 H.P. The membership of the Institution 
within the area wás small, the total being 212, of whom 117 were 


W. А. CHAMEN, 
Chairman of the Western Local Section of the I. E. E. 
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Associate Members. There must be many electrical engineers and 
other persons who were eligible for admiseion, within the Western 
district, The new Graduate " class should attract large numbers, 
and every endeavour waa being made to remove the objection that 
those living in the district could obtain no benefit by joining the 
Institution. | 

After enumerating the various purposes to which electricity was 
applied in the West, Mr. Chamen considered the possibilities of 
development in other directions. The adoption of railless traction 
would be welcomed by users of the roads, but in order that it might 
be carried on satisfactorily, the roads would have to be kept in 
better condition. The storage battery might yet be found a very 
useful friend in districts!where electricity supply was continuously 
available, and the modern improvements in buttery vehicles 
appeared to open up possibilities well worth the serious considera- 
tion of those who were contemplating the introduction of railless 
traction. Motor- buses, carrying 36 people, and capable of running 
45 to 50 miles without recharging, with replaceable accumulators 
weighing about 1 ton, had been produced, and the 20st of mainten- 
ance of the accumulators seemed to have been reduced to quite a 
moderate figure. The simplicity of the whole equipment, and the 
perfect control of the vehicle made this method of traction a most 
fascinating one. Pointing out the various advantages of electric 
traction on railways, Mr. Chamen outlined the three chief methods 
of carrying it out, remarking that each had its advantages under 
certain circumstances. The use 
of electricity for stimulating the 
growth of crops and plants was 
briefly discussed, and the chair- 
man expressed the opinion that as 
electricity supply became more 
generally available, considerable 
developments might be made in 
this direction. The importance 
of the subject was emphasised, in 
view of the inadequate production 
of food stuffs in this country. 

Turning to the question of the 
supply of electricity, Mr. Chamen 
pointed out that where this was 
available small plants could be 
economically operated by elec- 
tricity, such as an automatic 
sewage pumping installation near 
Cardiff, small water supplies, Хе, 
He expressed surprise at the diffi- 
culties which were placed in the 
way of electricity supply com- 
panies by persons who might be 
expected, in their own interests, 
to assist the companies in every 
way, and he advocated the creation 
of statutory powers to confer upon 
the latter the right to go across 
any property within reason, pay- 
ing compensation for any genuine 
injury suffered by the landlord 
thereby, as in Italy and Switzer- 
land, 

Local authorities raised un- 
necessary difficulties, and in many 
instances had prevented the intro- 
duction of electricity supply with- 
in their districts without sound 
reason. It was to be deplored that 
there was such a want of trust in 
the good faith of the directors of 
companies; the conditions laid 
down by Parliament and the 
Board of Trade provided ample 
safeguards for the public. The local authorities had an absolute 
veto against the erection of overhead electrie lines, without appeal 
to the Board of Trade; this was apparently an oversight, and 
should be remedied. In several cases, however, the local authorities 
had co-operated with the power supply companies on reasonable 
terma. ‘ 

In one instance a U.D.C. was putting down a refuse destructor 
with electric generating plant, and would supply energy to the 
mains of the power company at an agreed price ; on the other hand, 
the U.D.C. had agreed to take bulk supplies of electrical energy 
at various parts of the district, through which the transmission 
mains already ran, and would iteelf distribute the electricity. The 
arrangement provided a market for the Oouncil’s waste energy at 
all times of the day or night, while affording a supply of energy 
when required at a moderate price, and saved the cost of trans- 
mission. In another instance a U. D.C. had agreed to the com- 
pany obtaining a prov. order for the supply of the district, and had 
arranged for the electric lighting of the roads and streets. It was 
to be hoped that these beginnings of better understandings between 
companies and Councils would spread as time went on. 

. Several large colliery companies in the district of the South 
Wales Electrical Power Co., where the mains of the latter were not 
yet extended, had put in their own plant, but had chosen the same 
periodicity as that of the Power Co., with a view to linking up for 
mutual advantage in the future. Thus the surplus power avail- 
able at one colliery could be utilised at another, and soon. Points 
such as these showed that there was much work for the Institu- 
tion to take in hand, which was purely commercial and un- 


F. Donald Fraser, Cardiff. 


technical, but was nevertheless of the very highest importance to 


the development of the uses of electricity. 
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NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. i 


Automatic Temperature Control, 


În connection with some remarks made by us on page 687 
respecting the prospects of automatic temperature control in 
conjunction with electric heating, we have received from the 
GEISSINGER REGULATOB AGENCY, of 7, Redoross Street, Liverpool, 
some particulars of the Geissinger system of temperature control 
of electric heaters which has been applied in connection with the 
temperature regulation of the magazines on the latest U.S. battle- 
ships, on the trains of the New York Central Railway's electrified 


THERMOSTAT 


SELECTOR 
SWITCH 


Fig, 1.—DIAGRAM SHOWING CONNECTIONS OF THERMOSTAT, 
AUTOMATIC SWITCH AND HEATER, GEISSINGER SYSTEM. 


system, and on the Cunard, White Star, Hamburg-American, 
North German Lloyd, Elder Dempster, and other steamers for cabin 
heating, &c. The system has been working for four years on the 
German ships without giving any trouble. 

The simplest arrangement such as would be suitable for con- 


trolling one radiator on a 100-volt circuit is shown diagrammatically . 


in fig. 1, and consists of a thermostat with a two-way selector 
switch (carrying about 12 volts and jl amp.) and a circuit 
breaker, the magnet or relay coil of which is energised by the 
closing of the thermostat contacts, and which in turn closes the 
radiator or main heating circuit. и 

Each thermostat case contains two thermostats, each set for а 
prearranged temperature, and either of which can be switched in 
or both switched out by the two-way selector switch. 
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The thermostat proper is a patented device operating by means 
of the expansion of a channel-shaped bar, between the ends of 
which a bowed spring steel blade is held; the latter carries a 
platinum contact at its centre, which, as the supporting bar con- 
tracts, closes a circuit through a similar fixed contact. An electro- 
magnet in the thermostat circuit allows a time lag in the operation 
of the contacts, which are fully adjastable as to position. The 
preesure between the contacts is mechanical and fixed, and not 
dependent upon any difference in temperature from the standard at 
which the dence is supposed to act. 


The thermostat could not carry the main current for even the 
smallest heater, owing to the limited expansion and contraction of 
its parts and very small break at the contacts, and only a very small 
current of low voltage can pass if arcing is to be entirely eliminated, 
To meet this condition in the case of a 100-volt PD. C circuit, a 40. 
ohm resistance is shunted round each thermostat and relay coil, the 
latter having about 120 ohms resistance, and eight separate thermo- 
stats, each with & 40-ohm shunt (for controlling eight heaters) 
would be permanently connected in series across the mains, In the 
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Ета. 4.—AUTOMATIC CiRCUIT-BREAKER. 


case of the single radiator shown in fig. 1, an additional line resist- 
ance of 280 ohms is inserted to take the place of the seven displaced 
resistances, and for higher or lower line voltages the resistance 
would be varied accordingly. 3 
Where a series of rooms, such as is referred to above, are 
equipped on this system, only the thermostats and heaters are 
placed in the rooms, the eight automatic switches being arranged 
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Fig 5.—8PEOIAL VIBRATION-PROOF, TANK TYPE, SEALED 
GEISSINGER THERMOSTAT. 


in a cabinet which is installed in a corridor or passage, and also 
contains a master switch, by means of which the regulating circuit 
(carrying 4 ampere) can be opened and all the heaters in connection 
cut off. 

The pre-arranged temperatures for the duplicate thermostat are 
usually 65° and 70°, and are adjustable by means of а кеу. . 

Obviously the thermostat must be placed so as to give а trae 
indication of the general temperature in the room, away from 
sources of heat, outside walls and draughts. It is claimed that the 
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poeitive nature of the contacta and freedom from the effecta of 
vibration have eliminated all the sources of trouble which exist in 
the old type of compound bar thermostat. 

The system has been applied to the control of electrical, steam 
and hot-water heating, and not only is greater comfort obtained 
through the elimination of overheating, but & considerable saving 
in energy results in the case of electrical heating. 

In the case of the New York Central Railroad, on which this 
system of temperature oontrol with electrical heating has been in 
use, 186 equipments being employed, it is estimated that 84 unit 
per car-mile without, and 59 unit with the Geissinger regulator, 
were consumed on the average for heating, and the saving was 
figured at £1,250 for the season. 

A special form of tank type thermostat, vibration proof, is 
supplied for the temperature control of tanks, chambers, ovens, &c., 
in which case the part of the thermostat which is sensible to 
temperature changes consiste of a hermetically sealed 1 in, metal 
tube projecting about 9 in. into the tank or chamber. 

Thermostats of this type to control temperatures up to 1,000° F. 
are manufactured. The oontrol is arranged to operate motors, 

valves, dampers, &c., connected with the sources or distribution of 

heat and cold, and so designed that in the event of failure of the 
a the consequent error in temperature will be on the safe 
side. 

It has been applied in the case of powder magazines, refrigerators, 
hot-water and liquor tanks, gas-heated ovens and chambers. 
sterilisers, &c. 


Ventilated Bracket Insulators. 


A type of insulator which has recently been considerably used in 
high-tension work consists in a rotation body of smooth porcelain 
resting on a suitable plinth. The porcelain is, for constructive 
reasons, made hollow, the internal space being more or less per- 
fectly cut off from the outer air. Where this construction has 
been employed, temperature differences between the air outside and 
within the insulator body have led to considerable condensation of 
moisture on the inner wall. This condensation diminishes the in- 
sulation of the line and raises the capacity of the insulator (and 
therefore the equivalent capacity of the whole line), since the 
inner surface of the insulator may be regarded as earthed by this 
film of condensed moisture. Under such conditions the only effeo- 
tive dielectric is the porcelain itself. 

The prevention of this condensation would obviously enhance the 
value of the insulator, and, with this end in view, tests have been 
conducted on insulators in which the hollow space has been her- 
metically sealed by a cemented metal plate. The formation of a 
water film cannot be completely prevented by this means, and a 
better solution to the problem is to ventilate freely the inside of 


Fig. 6.—VENTILATED INSULATOR. 


the insulator by openings in its walls. The accompanying illustra- 
tion (reproduced from a recent issue of the E. T. Z.), shows such an 
insulator with three openings o connecting the hollow space ЖУ 
with the outer air. The porcelain body p is cemented on toa tray s, 
and provided with а cap &. The side openings can be arranged in 
any number and form, provided the requirements of mechanical 
strength are observed, and efficient ventilation is secured. : 

The openings o permit free air circulation during the baking of the 
insulators, and thus secure quicker and more uniform drying while 
reducing the risk of cracks, The new construction offers important 
economies in material, price and weight of finished product. 

A number of these insulators can be erected one above the other, 
progressively smaller sizes being used. The same perforated type 
of insulator illustrated, and the principle of ventilating internal 
spaces, are respectively applicable to various electrical apparatus 
and various types of insulators. In oil-immersed apparatus the side 
apertures ensure that the insulator shall become completely filled 
with oil, thus raising the total insulation of the whole, 


New Polarised Telegraph Relay. 


The Kamm polarised telegraph relay consiste of a permanent 
magnet ns, a differential electromagnet E, El, and two armatures 
rigidly connected by a non-magnetic piece A. The permanent 
magnet induces similar poles at the ends of each armature, and the 
whole armature system is pivoted in a vertical axis. Connection is 
made to the lower end of the spindle through a mercury cup, and 
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Ба. 7.—KAMM POLARISED TELEGRAPH RELAY. 


the upper end of the spindle carries a lever playing between 
two contact points. Currents flowing through the electromagnet 
windings induce opposite poles in E, E!, the attractive and repulsive 
effecta of which are clockwise or anti-clockwise as the case may 
be. The relay is specially applicable to high-speed telegraphy, and 
for use in conjunction with instruments requiring a very weak 
current, It enables 400 words to be received per minute with a 
working current of only 0'1 milliampere. 


Automatic Electric Range and Fireless Cooker. 


THE CoPEMAN ELECTRIC STOVE Co., Flint, Mich., has recently 
placed on the market a line gf electric ranges in which automatic 
operation in combination with the fireless cooker principle is 


a 


noteworthy characteristic. These stoves are made in three size в 


FIG. 8.—AUTOMATIC ELECTRIC RANGE AND FIRELESS COOKER. 


to serve from two to 20 persons, and on account of their automatic: 
features are colloquially known as silent servants.” They are 
built with from one to three compartments, and are equipped 
with a special type of alarm-clock movement, which switches 
energy into circuit at a predetermined time, and an adjustable 
thermostat which cute off the supply of energy after the tempera- 
ture of the cooking compartments has risen to the point for 
which the thermostat has been set by the cook. The edibles 
then continue to cook by the retained heat of the ovens, the latter 
being enclosed by insulation which enables the food to be kept hot 
for hours without the consumption of additional energy. 

In the two-compartment stove, which is representative of the 
line, separate baking and boiling sections are provided, which can 
be operated independently or jointly. Both ovens are controlled 
through the circuit-breaker by means of the clock, or they can be 
set and operated manually. The dimensions of the boiling com- 
partment are 13˙5 in. х 10˙5 in. X 10°26 in., the baking compart- 
ment being 13°56 in. X 18°75 in. X 12 in. The standard equipment 
for this stove is one 8-in. heater for the boiler, one bar heater in 
the oven, one heat shield and distributor, two wire oven racks, 
two receptacles on top to receive the heaters when external cooking 
or heating is required, and two snap switches for operating the top. 
heaters. These extra heating units make it unnecessary to remove 
the heaters from the compartments except for cleaning purposes. 
The connected load is 1,815 watts at 110 volts. The largest stove 
of this type has a connected load of 3,960 watts, and the smallest. 
size requires a maximum of 1,485 watts, assuming all units in full 
operation. Either alternating-current or direct-current supplies 
may be utilised. On account of its economical characteristics, the 
Copeman stove is not designed for high-speed cooking, as in а gas 
range, but the makers contend that the saving of a small amount of 
time is of less importance than the economical consumption of 
energy and the improved quality of cooking when the process is 
not hurried. The Copeman clock, which has been specially built 
for stove operation, resembles an ordinary alarm clock with the 
exception of the increased strength of the spring drive. The stove 
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enables meals to be prepared and left to cook with a freedom impos- 
The makers state that it will compete 
in economy with gas at $1 per 1,000 cb. ft. where electricity is 


sible in a coal or gas range. 
utilised at 10 cents per Kw.-hour or lees.— Electrical World. 


The Zipp H.T. Detector. 


For some time the LAND UND SEEKABELWEREE A. G., of Cologne- 
Nippes, have been making a patented device for the purpose of 
detecting whether an A.c. conductor is alive or not. 

The device is based on the principle of displacement currente, 
caused by the mounting in series of & condenser and current 
indicator with an А.С. conductor. 

The condenser is tested to double the working pressure at which 
it is to be used, and a Geissler tube is used as the current indicator, 
mounted inside a strong glass tube, partfof it being visible through 
a slot in the ebonite containing tube. 


Fic. 9.—H.T. DETECTOR. 


At one end is a hook, which is connected with the conductor to 
be tested, after an earth connection has been made to & terminal at 
ihe other end of the device, One oondenser cell is supplied for 


each 5,000 volte, the condensers being mounted in series, and thus 
' increasing the length of the ebonite tube according to the working 
pressure ; a hollow handle is also provided, which can be unscrewed 


and attached as a cover over the opposite end of the detector 
carrying the hook, the device thus measuring 30 cm. long X 4 cm. 
diameter for up to 5,000 volta, with an additional 7 cm. in length 
for each condenser added. 


DAMS FOR WATER. 


[COMMUNICATED.] 


ENGINEERS engaged on power work may frequently be called 
. upon to design a small dam for a condensing pond, or a 
reservoir for general storage, or for softening work. Often 
it is desirable to use as a dam a brick wall set in cement 
The expense must 
The 
Stability of & brick wall has no relation to its length, unless 
this is so short as to enable a short dam to act as a beam. 
A short and unimportant dam wall may always be built as 
But in the case of a long 
dam the arch principle cannot be carried out in its entirety, 
for an arch can only act by yielding to the stress upon it, 
. and obvious difficulties arise where a yielding arch is joined 


mortar, or a brick tank may be built. 
be a minimum, but there must be no risk of accident. 


an arch convex to the pressure. 


to.an unyielding bedrock, for there must be a gradual and 
not sudden transition from the dam as an arch to the dam 


‘as a fixture. 
‚ engineer. 


not be built. 
tight wall joining each horizontal bed of cement mortar. 


Such cases are in the province of the civil 
For ordinary small work no brick wall should be 
less than 14 bricks thick, and it should be built with a 
collar joint of cement—7.e., a solid line of cement running 
continuously through the wall in length and height at each 
course. As a rule, a wall so thin as 14 in. at the base will 
The collar joint is intended to form a water- 


A usual rule for the thickness of a retaining wall at its base 
is two-thirds of its height, in order to resist the overturning 
moment. The formula for overturning moment is P = 
10:4 B? where н is the depth of water in feet and P is the 
pressure exerted at one-third the depth of water measured 
upwards—that is, 2 ft. from the base in 6 ft. of water; 


P is the value of the moment in foot-pounds, and must 
the wall 


not exceed the moment of 


stability of 
section. 


This moment is the product of 1-ft. length 


of wall by the distance from the outer toe of the wall toa 


perpendicular through the centre of gravity of the section. 
Thus in a pond 6 ft. deep, the overturning moment is P x 2 
and P = 2,246 н, or 10-4 H’. P is supposed to be the 


water-pressure concentrated along 1 ft. length of wall at a 


height of one-third the depth. Then P x 2 = 4,492 ft.- 
pounds. 


If the wall is, say, 2 ft. thick at the top, and 4 ft. 
thick at the base, and has equally battered sides, and 1 cb. ft. 
of brickwork weighs 150 lb., the moment of stability will be 


(122 x 6 x 150} x 2 = 5,400 ft.-lb., or 900 Ib. 


in excess of the overturning moment. With the same bulk 
of material, the margin of stability would be materially 
increased by making the wall 18 in. at the top and 4 ft. 6 in. 
at the base. The resultant of the water-pressure and the 
wall weight ought to intersect the base at a point that is at 
least within the middle third of the thickness at the base. 
No special danger will arise if the intersection fell a little to 
the water face of the middle third, but this is unlikely. 

In the figure this is shown graphically, P being 10°4 H? as 
before. Here a b = P to any convenient scale, and ac = w 
where w = the weight of a foot length of wall of the section 
efgh. Thecentre of gravity isat 0 ; a cis drawn vertically 
through o, and the diagonal a d of the completed rectangle 


` a bcd cuts the base at u. Then Л n must be greater than one- 


third 4g. For all ordinary purposes the water face e g may 
be a straight line and vertical. Butin high dams it is usual 
to shape the water face, as per dotted line, or, when the dam 
is empty, the pressure on the masonry at the base becomes 
excessive. This is of no moment for dams within the scope 
of this article. 

Where & brick tank can be built more or less under- 
ground, & good plan to follow is to make an approximate 
calculation to ascertain how deeply the tank may be 
buried in order that the excavated spoil may be piled 
into a bank round the unburied part of the tank. This 
plan saves excavation, saves carting away of spoil, and 
saves brickwork. Even a rectangular tank will not fail 
inwards if the spoil is well rammed in the outer banks, and 


these are nicely smoothed and sodded. But if the dirt is 
not of the kind to be too stable in a bank, there may be 
internal counterforts built to stiffen the wall when the tank 
is empty. 

The best form of half-buried tank is circular. The 
writer has built these 12 ft. deep and 30 ft. in diameter, 
finished externally with grassed slopes so as to be hardly 
perceptible at some little distance. They may be covered 
with a concrete roof supported on girders with a pillar or 
two, and soiled over and sodded to keep them dark and 
cool. Such a tank need not be thicker than 14 in., the 
interior being of rough brick cemented smooth. The earth 
in the outer bank is rammed in layers, which slope upwards 
from the brick wall and give a maximum of resistance 
against the internal pressure. Ina circular tank there i5 
no fear of collapse from the outside. 

When there is plenty of concrete material at hand, the 
wall may be of this material, a band of hoop iron being 
buried in the heart of the wall at intervals. Or round 9 in. 
rods with their ends turned a couple of inches may be used, 
the rod ends lap-jointing a couple of feet upon each other, 
so as to secure continuity of tension effect. These circular 
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tanks are built to a gauge board carried by two arms 
from a central pillar in order that the excavation and the 
building may be accurately circular. 

In a dain such as fig. 1, hydraulic pressure must not be able 
to exert itself between horizontal joints, or it may overturn 
the wall. If the material is such that there is any fear of 
such an occurrence, & wall may be bolted to its foundation 
by bolts along the line K K. These would be a safeguard 
against any joint becoming opened. Another safeguard is 
to cover the whole water face with a sheet of tar laid 
on in several coats effectually to water-proof all the joints. 

The writer has more than once come across water tanks in 
process of construction which would inevitably have failed 
when full of water, the line of pressure falling far outside 
the base. In one case the tank wall, itself insufficient, was 
built on the top of a retaining wall 17 ft. high, and no pro- 
vision of any sort was made to prevent the prompt overturn 
of the entire wall. 

Such construction jobs do occasionally fall into the hands 
of men who have no engineering training whatever. Any 
failure of their work would reflect upon any engineer who 
might happen to be associated with other parts of the work, 
and it certainly can do no harm to keep a watchful eye on such 
matters, for, after all, anyone who sees a danger and does not 
tactfully point it out is an accessory in a sense to the result. 
But in two cases in which architects have been warned the 
warning was received in no good spirit. Still, that does not 
justify one in letting a man fall over a precipice.—B. 


SOME IMPRESSIONS OF THE BOSTON 
ELECTRIC SHOW. 


By ELIZA J. DUGDILL. 


ON September 28th last, the largest and finest electrical exhibition 
the world has ever known was opened in the large Mechanics’ 
Buildings, Boston, Mass., U.S.A. 

It was impossible for a stranger to go within a mile of the 
“show and not become aware that an electrical exhibition was in 
progress, Huntingdon Avenue, where the Mechanics’ Buildings are 
situated the widest thoroughfare in Boston—was lit as far as sight 
could reach with arc lamps, white and blue, in clusters of three and 
five, at intervals of a few yards. On the Mechanics’ Building itself 
every ledge and angle was outlined with incandescent lamps, after 
the manner of our White City decorations ; only here the lamps 
were coloured, and in prominent places and over doorways a 
perfect network of various-coloured lamps was arranged in fanciful 
patterns. 

As our own goods were delayed in that most irritating place, the 
Customs—we had to pay 45 per cent. duty, while American fittings 
makers can send their goods into England free—I took the 
opportunity of a quiet walk round the Exhibition. The deco- 
rations alone were worth a visit. There must have been many 
thousands of lamps on each fioor—basement,. first floor and 
second floor. The ceilings were covered with festoons of lamps and 
coloured muslin ; in the centre of the first floor, where the second 
floor formed a gallery, the festoons radiated from the centre of the 
ceiling, forming a canopy which was very picturesque, viewed from 
either above or below. 

Regarding the exhibits, except in detail, there was nothing new 
to me after our London Exhibition in October, 1911, unless it be 
an apparatus for milking cows, and I found that, to the American 
electrician, our own goods were the only new things. 

The Boston Show was a real live one; as different from our 
London exhibition as a busy workshop differs from a shop window 
show. Electricity was shown applied to the manufacturing of 
shoes, furs, candies, mineral waters. Pop-corns were roasted whole- 
sale, ice cream frozen, meat preserved in electrical cold storage, and 
potato chips were fried. I hope we shall always veto the last of 
these from our English exhibitions, There was a large laundry ; 
cleaners and dyers; and a bakery that turned out 700 loaves a 
day, which were untouched by human hand until extracted from 
the ovens. There was the electrical printing exhibit, where the 
type was set and cast, the Linotype and Monotype machines, where 
a Daily Show News was printed. 

There were all kinds of farm implements to which electric 
driving could be applied, and besides these, there was the exhibition 
of goods, as seen in our English exhibition, lamp-making, &c. 


Electric fittings made in America are clumsy when compared with 
English. There were a few handsome Louis fittings and the leaded 
glass standard, and a way of lighting a room by inserting lamps in 
saucer-shaped glass, suspended from the ceiling in baskets, the inh 
being thrown upwards, and producing a pretty effect. VER 

Counterweights are not now allowed, and suspended cords are as 
thick as cables ; they have a wood ball in the centre, with a hole 
through which the surplus cord is left in a loop. Lampholders are 
nearly ав. large again as our bayonet socket ; the Ediron screw seen 
here is not now allowed in America. The outer shell reaches to: 
the bottom, and there is a lining of fibre. A gallery must be fixed 
on to hold the shade, or a piece of screwed tube forced on, the shade 
having a thread on the top opening to screw on, and not being held: 
with a shade ring, as here. 

There is a system in vogue of fitting American houses with 
fixtures that will do either for gas or electricity. I saw several of 
the dual fixtures in houses, and they were a positive eyesore, both: 
in finish and design. An interesting exhibit was the long-distance 
telephone. Trumpets were hung on the walls, and notices, instruc- 
tions, songs and music, were given through them to the whole 
room. 

Crowds came every day. In one day we had as many as 45,000: 
visitors. The Edison Co., who promoted and financed the Exhi- 
bition, cleared all expense by the end of three weeks. I did not 
find that the exhibitors expected doing much business while the 
exhibition was in progress; the advertising spirit seems to be very 
strong in the American. 

The relations between exhibitors and management were very 
cordial indeed. I do not remember hearing one complaint. 

The terms used by electricians differ from ours. Lampholders 
are ‘ sockets,” fittings are . fixtures," aluminium is " alloominum." 
They talk of people coming “ rubbering round" (Anglice, quiz- 
zing), and anyone over-curious is designated a " rubber-neck. 

Visitors, instead of asking What is the price?" say " What 
expense is it?" or How expensive is it? 

Lectures in domestic applications were a popular feature of the 
Exhibition. The Exhibition was a well-earned triumph for, and a 
credit to, the promoters. I shall remember with pleasure my 
sojourn amongst the bluff, but kindly Americans, 


Electric Heating of the Stands at Olympia.— 
An opportunity for the authorities responsible for the world's 
largest trade exhibition to show their enterprise presented itself in 
the problem of heating the show stands at Olympia, during the run 
of the Motor Exhibition. We are pleased to record that electric heat- 
ing was decided apon, the contract being awarded to the General 
Electric Co., Ltd. This is probably the largest electric heating job 
undertaken by any firm, and was carried out as follows: The com- 
pany decided upon the principle of radiation as being the best 
syatem of transmitting heat quickly and efficiently, especially as 
unwelcome draughts are not always avoidable in a huge building 
like Olympia. Accordingly radiators, fitted with cheerfully glow- 
ing lamps, were employed. All the radiators were of the same 
pattern, specially made up by the General Electric Co., Ltd., for the 
Exhibition, Each radiator was fitted with four “Robertson” radiator 
lamps. The radiator bodies were of very neat design, and were con- 
structed of sheet steel with a black matt finish. They were also 
equipped with copper reflectors, placed behind the lamps, to assist 
in the radiation. Switches allowed of proper control of heat. In 
no other way oould local heating—which is a special feature of 
the electrical method — have been so effectively and easily 
employed. 


Tools for Electricians in the Navy.—Lord Charles 
Beresford, in the Parliamentary Papers, asked the First Lord of the 
Admiralty whether the Admiralty would supply the following tools 
for the use of electricians of his Majesty’s ships, viz., set of 4 type, 
set of chasers, 8 to 24 threads, Whitworth thread gauge, set of 
small carriers, set of small tools for instrument repairs, small 
surface plate and scribing block, small American brace in lieu of 
Archimedean drill, and milling attachment of lathe; and whether he 
was aware that electricians had to borrow these tools from other, 
parta of the ship, which caused confusion. Dr. Macnamara, in reply, 
said that the general question of tools was under consideration, and 
considerable additions had already been made. It would not be 
economical to provide all departments with the same tools, and a 
certain amount of borrowing must take place, but with proper 
organisation confusion should not arise from this cause. 


Steel Transmission Structures. — The quantities of 
steel entering into the construction of some of the great trans- 
mission systems may prove surprising to those who underestimate 
the importance of tower structures. The Southern California 
Power Co. has used to date 20,000 tons of steel tower construction. 
For the 150-mile trangmission from the Mississippi River develop- 
ment at Keokuk, Iowa, to St. Louis, 10,000 tons have been ordered. 
The Georgia Railway and Power Co.'s system comprises 5,000 tons, 
and the Connecticut Power Co.’s lines 3,000 tons. In comparison 
with these figures it is interesting to note that an average ten-story 
office building, occupying ground 80 ft. x 150 ft., requires about 
1,200 tons of steel, and that the large Californian system above 
cited contains enough to build a dozen steel-arch bridges like that 
spanning the gorge at Niagara.— Electrical World. 
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NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED.) 


Compiled expressly for this journal by Messrs. W. P. Тномрѕвон & Co., 
Electrical Patent Agents, 285, High Holborn, London, W. C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


25,195. ''Magnetic separators or combined separators and screens." J. T. 
PoLLARD and R. Exxorr. November 4th. 

25,207. ''Alternating-current generators.“ ATELIERS DE CONSTRUCTIONS 
ELECTRIQUES DU NORD ET DE L'EsT. (Convention date, November 8th, 1911, 
France.) November 4th. (Complete.) 

ned % Telephone conversation cabins." F. J. J. Gipsows. November 
4th. 

25.258. Locking devices for the gates or doors of electrically-controlled 
lifts and the like.“ F. Bartow. November 4th. 

95,278. ''Electrically-operated time-indicating devices and the like." L. J. 
ARON, C. E. Harrison and X. L. ELECTRIC Co., LTD. (Addition to 20,268 of 
1911. November 4th. 

95,286. “ Automatic regulating devices for electric distribution systems.“ 
British THomson-Hovston Co., LTD., and C. M. Jones. November ith, 

25,300. Secondary batteries." A. M. TíAyroR. November 5th. 

25,918, *' Electric arc lamps.“ G. NicHoLson, November 5th. 

25,321. ‘* Magnetic lock for railway carriages and the like." D. G. Tuomas. 
November 5th. 

25, 356. Alternators.” E. GIRARDEAU. (Convention date, November 6th, 
1911, Germany.) November 5th. (Complete.) 

25,859. ''Electro-deposition of alloys.” В. O. Cowprr-CoLes. Novem- 
ber Sth. 

25.866. Dynamos.” С. L. BnxEKD EX and H. E. Moorz. November 5th. 
(Complete.) 

25.870. Refractory materials." BRITISH THomson-Hovston Co., LTV. 
(General Electric Co., United States.) November 5th. 

25,372. Thermo- electrio batteries.“ H. O. Gross. (Convention date, 
November 6th, 1911, in Germany.) November 5th. (Complete.) 

25,874. ‘* Magneto trip-gear for internal-combustion engines." BRisTot. 
WAGON AND CARRIAGE Wonx8 Co., Lro., and W. A. B. Corsey. November Sth. 

25,882. ''Printing telegraph systems." WESTE IX ELecTRIC Co., Lip. 
(Western Electric Co., United States.) November 5th. (Complete.) 

95,884, " Telephonic transmitters." Е. A. GRAHAM, November 5th. 

95,886. “Engine starting and lighting systems for motor vehicles." J. B. 
ETZ. (Convention date, March llth, 1919, United States.) November 5th. 
(Complete.) | 

25.411. Electrical relays and indicating, recording, and re-tranamitting 
apparatus," J.B.ENRIGHT. November 6th. 

25,420. ‘Switches for use in connection with the electric lighting systems 
of automobiles." B. Brooxs and W. Hott. November 6th. 

25,424. Incandescent electric lamps.” F. E. Wool non and E. B. 
BanLow. November 6th. 

25,449. Bourdine or damper for telephones and telegraphs.” R.ScHAEFER. 
November 6th. (Complete.) 

25,518. ''Belf-acting switch devices." Schorr & Grex. (Convention date, 
November 18th, 1911, Germany.) November "th. (Complete.) 

25,519. ‘*Miners’ electric safety lamp." J. Fro. November 7th. 

95,581. "Driving magneto ignition devices," D. H. O'FLAHERTY. 
November 7th. 

25,585. Electric, gas, or oil sign reflector lamps." T. Н. WILLIAMSON, 
November 7th. 

25,596. ‘Reflectors for electric incandescent lamps.“ F. W. Встев, 
November 7th. 

25,539. Electric light wire casing particularly applicable to ships’ 
panelling, partitions, and ceilings.” W. G. WAkKHAM. November 7th. 

25,540. Electric signal." J. Freztprr. November 7th. 

95,551. “Alkaline electric accumulators.” W. N. Stewart and D. Foss. 
November 7th. | 

25,554. Boxes for electric batteries or acoumulators. H. Lucas and 
O. Lucas. November 7th. 

95,563. "Electric clock systems." A. R. Upwarp. November 7th. 

25,580. “ Sparking plugs." M. NamrT. November 7th. (Complete.) 

25,586. ‘Electric cooking краена R. В. Downe and BROMPTON AND 
Kersincton AcckssoRIES Co., LTD. November 7th. (Complete.) 

25,591. ''Controllers for electric motors." L. G. пу. (Convention date, 
November 8th, 1911, United States.) November 7th. (Complete.) 

95,603. “ Dynamo-electric machines." B. Brooxs and W. Нот. November 

25,608. ''Elecirio safety lamps and the like." А. ABELL, W. E. Ross and 
A. E. BiLEsToNE, November 8th. 

95,088, ''Eleotric pocket lamps and their application to signalling pur- 
poses." H. NzuBUBRGER. November 8th. 

95,046. ''Magneto-current generators." E, Роргквак, (Divided Applica- 
tion on 10, 209/14, April 30th.) November 8th. (Complete.) 

95,670. Paper strip gathering devices, particularly applicable to tele - 
graphic tape work.“ R. W. HioHAM and REMINGTON AWRITER Co., LTD. 
November 8th. 

95,673. ‘Telephone instrument set adapted for two lines." BixMENS Bros. 
AND Co., LTD., and E. A. LarpLAw. November sth. (Complete.) . 

25,704. Brush raising mechanism for dypamo-electric machines." BniTIsH 
THonson-Hovstor Co., Ltv., and F. P. WHITAKER. November 8th. 

95,788. '*Motor-car and other electric lamps which are furnished with 
parabolic reflectors.” F. A. Gurrm. November 9th. 


95,784. Means for connecting wires to incandescent electric lampholders.“ 


F. A. GRIFFIN. November 9th. 


35,742. "Electrica! conductors." M. J. Ram and L. C. Нот. No- 
vember 9th. 


25.748. Method of and means for recording telephone calls.“ A. E. 
Lawxiw and F. Map. November 9th. 


25, 775. Connectors for electric conductors." BRITISH Тномвои-Носвтои 
Co., Ltp. (General Electric Co., United States). (Ccmplete. November 9th. 


25,784. De polarising agents for galvanic cells." British EvxR-RTADY 
ELECTRICAL Co., Lrp. (Albrecht Heil, Germany). (Complete.) November 9th. 


95,787. ‘Electric time switches.” W. HUTIMANN and C. BaskRL. No- 
vember 9th. (Complete.) 


—————— 


Electric Vehicles for South Africa.—The question 
is raised by the South African Mining Journal whether there is not 
& good opening in South Africa for the electrically-propelled 
wagcn;the increasing cost of motor spirit, and the excessive noise 
prevailing in Johannesburg, are strong arguments in favour of the 
efficient, reliable and silent electric vehicle, which is also able to 
show lower running coste than the petrol-driven wagon. 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Speci catione in the following list may be obtained 
of Messxs. W. P. THompson & Co., 28, High Holborn, W.C., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


19H. 


ELECTRIC SwircHES. G. H. White. 9,686. April21st. (October 21st, 1911.) 


CoMPENSATION OF PotyrHask ComMMUTATING  DywAMO-ELEOTRIO Macunms. 
Ad „гоно оца Co. (Allgemeine Elektricitüts Ges.) 16,797. 
uly 20th. 


HrAT-BToRAGE Devices. British Thomson-Houston Co. (General Electric Со.) 
18,676. August 18th. 


OPERATION OF ELECTRICAL MACHINES OF THE INDUCTION ТҮРЕ. W. A. Price. 
20,109. September 19th. 


DyNAMO-ELECfRIO MacHiNES. E. R. Clarke. 22,987. October 18th. 


BEMI-AUTOMATIC TELEPHONE EXCHANGE BysTems. F. R. McBerty. 28,508. 
October 24th. (October 24th, 1910.) 


MEANS OF SIMULTANEOUSLY RECORDING OR REPRODUCING SOUNDS AND VISIBLE 
FIO MENS ACCOMPANYING 8UCH Восмрв. A. Rosenburg. 28,620. Octo 
r 25th. 


AUTOMATIC ELECTRICAL SIGNALLING SYSTEMS FOR RAILWAYS ARD THE LIKE. W. C. 
Hawkes and E. J. Cleburne. 28,846. October 97th. 


ELkcTRIC WATER HEATERS. A. P. Nichols. 24,445. November 8rd. 


ELECTRICALLY-DRIVEN PLANING MACHINES AND FIMILAR RECIPROCATING Toots. 
Vickers, Ltd., and A. D. Williamson. 25,459. November lth, (Cognate 
application No. 5,544 of 1912.) 


PRockss FOR CARRYING Ост Gas REACTIONS N AN ELECTRIC FURNACE. A, 
Helfenstein. 26,571. November 25th. (November 22nd, 1910.) 


APPARATUS FOR HEATING, EVAPORATING, VOLATILISING OR DisTILLING LiqUIDS вт 
Exectaiciry. T. McClelland. 27,422. December "th. 
ELECTRICAL ACCUMULATORS. K. R. Smith. 327,649. December 8th. 


IxrERCOMMUNICATING "TELEPHONE Systems. W. Fairweather. (Turner) 
28,165. December 14th. 


| 1912. 


ELECTRICAL BwiTcHES AND Fuses Compmep. R. W. Bill. 80. January lst. 


ELECTRIC CURRENT OR Енкноү MEAasURING ImsTRUMENTS. British Thomson- 
Houston Co. (General Electric Co.) 1,079. January 18th. 


MANUFACTURE ОР ELECTRODES FOR GALVAMIC BATTERIES. A. Wedekind. 1,196. 
January 15th. 


STARTING BwrrcHEeS FOR Rotor CIRCUITS OF ALTERMATING-CURRENT Morons 
HAVING Моснр Rotors AND Suir Rinas. J. G. Shaw and Shaw. 1,449, 
January 18th. 


ELECTRIC LIGHTING SYSTEMS FOR AUTOMOBILES. J.Bijur. 1,758. January And. 
(February 2nd, 1911.) 


ExvecrricaL HEATING лир ҢАШАТ!МО APPARATUS. H. 8. Martin. 2,764. 
February 2nd. 


RxOTSTK RING Davicss РОВ TELEPHONE Systems. E. M. Northum. 8,669. 
February 12th. 


ELkECTROMAGNETIO Device FOR WARNING AGAINST THEFT AND BUnOLART. H. L. C. 
Neuilly. 4,288. February 30th. (September 11th, 1911.) 


TELEPHONIO TRANSMITTERS. А. L. Struxiano. 6,898. March lith. (March 
14th, 1911.) 


Gatvanic Batteries. W. C. Banks and R. C. Wood. 6,758. March 19th. 


ELECTRICAL Cor. ix AND CUT-OUT DEVICES FOR Ове IN CHARGING ACCUMULATORS, 
H. Leitner. 7,572. March 28th. 


E INCANDESCENT Lamps. P. C. Hewitt. 8,086. April 8rd. (April 8th, 
1811.) 


ELECTRIC BioNAL SwirCH. A. Beck and C. Beck. 8,714. April 19th. 

WorkING or Meta. British Thomson-Houston Co. (General Electric Со.) 
9,877. April 25th. 

HieuH-Sperp Rotors yor HiouH-FnreqvENCY MULTIPOLAR ELECTRICAL MACHINERY. 
R. Golóschmidt. 10,507. May Srd. (May 4th, 1911.) 

e ғов HieH-Txkxsrow Lings. C. Clar and T. Clar. 12,890. 

ay 21th. 

ELRCTRICALLY-COXTROLLED SIGNALS FOR UsE m DETERMINING TEMPERATURE. 
A. McNab. 14,668. June 22nd. 

Wave Detrcrors FOR Rapio-TELEGRAPHY AND TELEPHONY, L. J. L. D. 
Thibault. 16,168. July 10th. (Мау 2ith, 1912.) 

Receiving APPARATUS FoR ELectrio Waves. F. Schneider. 18,188. August 
"th. (Addition to 18,086 of 1919.) 


ELECTRIC Mercury Motor Meters. H. Gottschalk and H. Aron Elektricitite- 
zahlerfabrik Ges. 18,810. August 16th. 


Street Accidents.—In the Parliamentary Papers last 
week, Mr. Watt asked the President of the Board of Trade whether, 
having regard to the accidents through the speed of tramcars and 
of motor-cars in busy thoroughfares in the large cities in the 
country, he would consider the advisability of appointing a committee 
to inquire into and seek to prevent or minimise these accidents, 
in view of the fact that such a committee had been instituted 
to deal with motor-omnibus accidente in London. Mr. Roberteon, 
in reply, said that the maximum speeds to be observed on tramway 
systems were fixed by the Board of Trade after the routes had been 
inspected, and were governed by the varying conditions wbich 
obtain on different routes. They were, moreover, subject to revision 
if fresh conditions arose. Compulsory stopping places were also 
provided where necessary. So far, therefore, as tramway traffic 
was concerned, the present system appeared to provide sufficient 
means of control ; and, having regard to the fact that each locality 
required separate consideration, he doubted if the appointment of 
a committee, such as suggested, would serve any really 
purpose. The question, eo far as it affected motor-oars, was not for 
the Board of Trade. 
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ENGINEERS IN PARLIAMENT. 
Үнү аге there not more engineers in Parliament? 

This is a question which must occasionally arise in the 
minds of those who have the interests of the profession and 
industry closely at heart. Without the smallest desire to dis- 
parage the engineers who do happen to occupy seats in the Lower 
Chamber, it cannot be denied that the profession is under- 
represented in that distinguished assembly. What is worse, 
it is clear from the ignorance often displayed at question 
time that there are but few private members competent to 
ask, and still fewer members of the Government competent 
to answer, any question which involves some degree of know- 
ledge in the domain of technical engineering. 

Let us enumerate some of the questions in the discussion 
of which the engineer could take a useful and informing part. 
In all matters concerning wireless telegraphy, telegraphs and 
telephones, motor-omnibuses, electric tramways, railways— 
including tube railways—and motor-cars, the views and argu- 
ments of a trained engineer would be of the utmost value. 
W hen a Bill dealing with any of these matters was before the 
House, it is obvious that an engineer would be better qualified 
to discuss it than the majority of his colleagues. Not only 
would his services be valuable in the House itself, but in Com- 
mittee, where time admits of detailed consideration being given 
toa Bill, his technical knowledge would undoubtedly have an 
influence with the other members of the tribunal. A glance 
at the proceedings in the Commons Committees is sufficient 
to show that a large amount of time is wasted in explaining 
technical details to Members of Parliament who are innocent 
of all knowledge in matters pertaining to electricity and 
engineering. 

If an engineer could be chosen by the Committee of 
Selection to preside over a committee which had to consider 
the promotion of a tube railway, or a Bill for the amalgama- 
tion of all the electrical undertakings in London into one 
vast system, a quantity of valuable public time and much 
expense might be saved. 

That the engineer would be fitted by training, and in every 
other way, to do useful work in the House of Commons, there 
is no doubt. He is better qualified to occupy a public . 
position than many of those who are at present earning £400 
a year at Westminster. As he is concerned with large con- 
tracts, in the execution of which he bas control over large 


bodies of workmen, he is naturally acquainted with much 
else besides mere technical details. He knows much of the 
conditions of labour in the mine, in the factory, and on the 
railway. In some sort, therefore, he might speak for the 
employer, who is insufficiently represented in a House where 


the influence of the proletariat is felt to a degree which is 


out of all proportion to the actual number of Labour 
Members. 

Let us now examine some of the influences which are at 
work to keep the engineer from the House of Commons. 
Having done this, it will be time to consider the means 
whereby he can be enabled to take his place in the councils 
of the State. 

Who, in the first place, аге the men in possession” ? 
A large percentage consists of men of leisure who can devote 
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the whole of their time to elections, Parliamentary debates 
and work in Committees. Even to those of them who are 
not zealous for work, the Lower Chamber and its precincts 
are convenient as a club. It has often been called *'the 
best club in London." Another large batch of members is 
summoned from the ranks of Labour. Others come from 
remote country districts in Ireland. The vast majority of these 
men are Members of Parliament for purely Party purposes : 
they are not there as experts in any particular branch of 
knowledge. They are there to promote the advancement of 
certain questions. 

Last, but not least, there are lawyers in Parliament. The 
discussion of the question why there are so many lawyers, 
throws much light upon the discussion of the further ques- 
tion—why there are not many engineers in this assembly. 

The explanation of the fact that many members of the 
Bar find their way into the House of Commons lies in the 
fact that one of the main roads to fame and fortune in the 
profession of the law leads through Westminster. Politics 
and Jaw walk hand in hand. A young barrister who fights 
a forlorn hope in some country constituency attracts the 
notice of the party leaders. Eventually be stands for a safe 
seat and is duly elected. A few years of faithful service, 
and he is made a Recorder. A few more, and he is made a 
Judge—with a pension to look forward to in his declining 
years. But apart from what he is going to get out of it, 
the House of Commons is an attractive, and, what is more, 
a possible place for a barrister. The hours suit him—he 
need only be at the Courts between the hours of 10.30 and 4.0 ; 
the situation suits him—it is not a far cry from the Temple to 
Westminster ; the work suits him, because if he desires to 
take an active part in the proceedings, he has keen pro- 
fessionally trained to speak in public, and to “think on his 
hindlegs.“ 

A few moments' consideration will show that it is difficult 
for the engineer to follow his calling and give sufficient 
attention to Parliament to make himself a useful member. 
The young lawyer bas time and opportunity to nurse a 
constituency, but the young engineer is generally in a 
salaried post, the duties of which wholly preclude his 
giving the necessary time to electioneering. Nor has he 
any special hope of professional or other advancement because 
he can put the magic letters ** M.P." after his name. 

Going one stage further, the consulting engineer is seldom 
in such a position that he could devote the necessary time and 
energy to political affairs. His office hours would not admit 
of his attending the House until late in the evening; and 
regular attendance at Westminster would involve his being 
cut off from the deliberations of those learned societies, at 
the meetings of which the man who is keen on bis profession 
gains so much. Finally, unless his head office is in London, 
it is almost impossible—under existing conditions—for 
the consulting engineer to become a Member of Parliament 
in the true sense. His clients in Edinburgh, or Dublin, or 
Manchester, or wherever it may be, want to eee him personally ; 
he cannot entrust his consulting business to an underling ; 
nor can he, like the manager of a great business, leave all 
the routine work to subordinates. 

The head of a great firm of engineering contractors is not 
in much better case. We know of such a one in the House 
at the present moment, who is constrained by the exigencies 
of his world-wide business to be absent abroad for many 
months at a time. 

These are a few of the points which may serve in some 
measure to explain the absence of engineers from the 
House of Commons. The £400 a year is not likely to 


induce many more of them to secure tbe support of those . 


whose names are on the Parliamentary register ; nay, it is 
more likely to increase the difficulty which now besets 
professional men when endeavouring to get into Parliament, 
because the competition of those who, for want «f a better 
term, we may call ** professional politicians” is all the more 
difficult to meet. t 

We have attempted to describe the disease and its causes, 
and have pointed out the need for a remedy. This is 
а comparatively easy part of our self-imposed task. A more 
difficult problem remains. What is the remedy ? 

So far as the Government is concerned, any steps taken 
to facilitate entry into Parliament would enure for the 


benefit of all others besides engineers. If the £400 a year 


were doubled, and returning officers’ expenses were paid by the 
State, the race for Parliamentary honours would be keener 
than ever. It may be assumed, therefore, that matters 
cannot be improved by any direct legislative interference 
with the general methods by which men become entitled to 
sit in the House of Commons. Some reform of a more 
special character should be brought about. Why, for 
instance, should not an Institution have its own member— 
elected in a manner similar, to that by which the great 
Universities send their representatives to Parliament? Even 
if such a reform be outside the domain of practical politics, 
something might, it is conceived, be done from within the 
profession itself. A Parliamentary fund could be formed to 
promote or assist the candidature of any engineer—whether 
Liberal or Conservative—who is seeking election in any part 
of the country. Given that it is desirable to have a 
particular man in Parliament because he is an engineer, his 
views on the broader political questions of the day would 
not greatly matter. We know enough of the profession to 
fee] that whether he did, or did not, believe in Home Rule, 
or any other absorbing topic of purely political interest, the 
engineer would not sit quietly while the House discussed some 
technical question upon which he could speak with 
authority. 

To look forward to a Parliament of experts is, of courte, 
to dream of a pleasant Utopia; but the first step 
towards enabling the House of Commons to be what it ought 
to be—representative of all the intellectual classes in the 
community—might well be undertaken by the engineering 
profession. 


WE have received from Melbourne 
from the Secretary of the Australian 
Association of British Manufacturers and 
their Representatives a printed sheet showing the position of 
British trade in Australia in 1911. The total imports into 
Australia in that year are shown to be valued at 
£66,967,488, as compared with £60,014,351 in 1910. By 
deducting bullion and specie, live animals and certain nor- 
competitive items, such as rice, tea, oil, &c., in which British 
trade cannot be said to be directly interested, the total com- 
petitive trade is valued at £52,295,529, as against 
£47,145,514 in 1910. Of this amount imports from the 
United Kingdom were valued at £32,140,488 or 6145 
per cent., those from Germany at £6,275,478 or 11H 
per cent., and those from the United States at £6,036,285, 
ог 11:45 per cent. The proportion of the imports from the 
United Kingdom to the total has decreased from 63:13 per 
cent. in 1910, whilst the proportions of German and United 
States trade to the total have increased from 9:58 per cent. 
and 10:59 per cent. respectively. | 

The second half of this printed statement gives interesting 
details of the percentage of the United Kingdom trade to the 
total in each of the States of the Commonwealth, and the 
following are the details for ** machinery," the only item of 
direct interest to readers of the ELECTRICAL REVIEW. 

PERCENTAGE OF BRITISH TRADE TO TOTAL IMPORTS. 


Australian 
Trade. 


New South Wales ... 486 South Australia we 454 
Victoria due .. 389 West Australia. E 532 
Queensland € . 583 Tasmania... ae. ws AE! 


It will be noticed that in the machinery trade, at least, our 
position is worst in Victoria, and our manufacturers should 
take steps to find out why they are not doing better in that 
State. It will be remembered that some few weeks ago we 
referred to a decision of the Victorian Government to favour 
British tenders as against foreign. It is to be hoped tbat 
this decision will be taken advantage of, and that next year 
a different state of affairs will be noticeable. 

The statistics we have before us are very lucid, and we 
again congratulate the Australian Association on having 
obtained the details from H.M. Trade Commissioner 10 
Melbourne for the benefit of British firms. We should like 
to point out once more, however, that these figures would be 
much more useful if they were in greater detail, without 
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being so exhaustive as to lose tbeir clearness. We might 
suggest to the Association that they should issue separate 
sheets of interest to particular trades, so that a manufacturer 
in any given line might see the position in his own depart- 
ment without its being obscured by the inclusion of articles in 
which he is not directly interested. If this were done, the 
statement would be of much greater practical value, and, for 
ourselves, we should much like to see similar figures for at 
least the more important sections of the electrical trade. 


In these days of Continental models, 

zane ШЕМ the legislation of our neighbours is only 
too readily proposed by our own hasty legislators, and if 
the light taxes" adopted in Germany and proposed in France 
should be introduced into this country, it would be a real 
national misfortune. Although the proposal to tax various 
methods of lighting has raised a storm of protest from the 
public and manufacturers concerned in the lighting industry 
of France, a Commission has been appointed to draw up a 
definite scheme for such taxation. The committee is 
composed of nine officials (representing the fiscal element), 
four industrial representatives, and two economists deputed to 
safeguard the interests of the public. The Government 
representatives are in strong majority, and our contemporary 
L' Industrie Electrique fears that the views of the minority 
will be of little weight in determining the issue. 

In view of the enormous hygienic importance of liberal 
lighting, energy and apparatus for the production and appli- 
cation of light should be placed at the disposal of all at, as 
nearly as possible, the cost of their wholesale manufacture, 
and in resisting any taxation or other legislative measures 
which oppose the realisation of this aim, lighting engineers, 
manufacturers and consumers must co-operate, sinking for 
the nonce technical and commercial rivalry. 

True national finance should relieve taxation on articles 
of necessity or beneficial effect, while surcharging luxuries 
and injurious commodities. Energy or materials for the 
production of light and the necessary apparatus for the 
utilisation of the latter certainly come within the first 
category. Natural lighting is a free gift which bas, by our 
evolution, become imperatively necessary to us. Good 
artificial lighting is almost equally indispensable, and should 
be as nearly free as man can make it. 

The idea of a tax on means of lighting and heating is not 
new, but is a financial expedient which has already been 
universally condemned, and one which, where it has been 
adopted, has failed to realise the hopes of its promoters. 
Walled-up windows all over the country bear gloomy witness 
to our own tax on windows, the effect of which has far from 
disappeared 61 years after the repeal of the impost. "There 
is to this day a similar tax on doors and windows in France. 

The taxes on petroleum have been urged as justifying the 
new proposals, but this appears to be excusing one industrial 
handicap by citing another. The French tax on the refine- 
ment of petroleums, which finally passed both legislative 
assemblies in 1903, has consistently shown its evil effects 
since that date. Not to mention its failure as a handsome 
source of revenue, the tax has led to a serious decrease in 
the petroleum imports of France, which fell from 871,000 
tons in 1903, to 197,000 tons in 1908, this decrease being 
accompanied by a corresponding loss of profits and employ- 
ment in the refinery districts. 

The disastrous effects of the proposed taxes on the 
development of the lighting industry, on the output from 
gas and electricity works, and on public health, can hardly 
be exaggerated. By reducing consumption, the tax will 
decrease its own returns, and, unfortunately, the greater the 
punitive effect of the levy, the less will be its yield. In 
1908 Bülow estimated the returns from his lighting tax 
proposals to be 50 million marks per annum. In adopting 
the scheme, the Reichstag reduced this estimate to 20 million 
marks, and, in 1910, the tax failed to yield even this 
amount. 

Apart from the abstract objections to the tax and its 
probable effect on public health, there must be considered 
its serious direct influence on the capital involved in lighting 
industries and enterprises, and the complications which are 
likely to result in cases where lighting contracts have been 


‘steadily decreased. 


concluded prior to the suggestion of the new tax. For years 
past, gas and electrical companies have been making every 
possible concession to consumers in order to encourage the 
more liberal use of artificial lighting, and, while coal and 
wages costs have steadily increased, the selling price per 
1,000 cb. ft. of gas, and per Kw.-honr of electricity, has as 
Electricity works in some large towns 
have satisfactory balance-sheets, but the majority of elec- 
trical undertakings realise very inadequate returns on their 
capital, and would be very hard hit by any scheme of 
lighting taxation. Finally, the new tax would involve a 
fresh army of officials for its administration, and would 
apparently entail still further ingression of functionaries 
into the domestic affairs of the nation. 


| ALTHOUGH the present would appear to be 
Belgo-German P Ррёа 


Enterprise in rather an inappropriate period for the 
Russia. launching of a large undertaking for 


Russia, an official communication has been 
issued in Berlin announcing ihe proposed formation in 
Brussels this month of the Imatra Société Anonyme pour 
l'Exploitation et la Distribution d'Energie Electrique, which 
aims at the carrying-out of a scheme, to which reference has 
been made in this journal on previous occasions. The regis- 
tration of the company is naturally a formal matter, but a 
powerful international syndicate has already been constituted 
to raise the necessary capital, the composition of the syndi- 
cate being such that, as in connection with similar enter- 
prises on former occasions, a large amount of the work will 
be carried out by German firms. The Imatra Co, is to have 
& capital of £1,200,000 divided into 60,000 £20 shares ; 
also 246,000 “ordinary shares," and the emission of bonds 
of from £800,000 to £1,200,000 is likewise contemplated 
in the course of the next three years. The promoters of the 
company are the three electric lighting companies in St. 
Petersburg—the Electric Lighting Co. of 1886, the Société 
Eclairage Electrique, and the Compagnie Générale Auxi- 
liaire d'Entreprises Electriques—and the financial companies 
which are associated with them. In the first place, the com- 
pany proposes to utilise the power of the small Imatra fall 
in Finland, and to transmit & portion of the power to St. 
Petersburg ; and secondly, to work the concession recently 
granted for 41 years to the Electric Lighting Co. of 1886, to 
supply energy for lighting and power purposes in 
the district surrounding St. Petersburg, which is 
becoming increasingly used for the establishment of 
industries. At the same time the three existing lighting 
companies in the capital will also utilise the supply for 
their own purposes. It is further intended to devote a 
portion of the power obtainable at the Imatra Falls to the 
requirements of the country itself, and this part of the 
scheme will be undertaken by a separate Finnish and 
Russian company, the whole of whose capital will be per- 
manently held by the Belgian Imatra company. Among 
the subscribers to the capital of £1,200,000 may be men- 
tioned the financial institutions known as the Société 
Générale de Belgique, the Banque de Paris et des Pays Bas, 
the Deutsche Bank, two banks in St. Petersburg, the three 
supply companies in St. Petersburg, the Compagnie Centrale 
de l'Industrie Electrique, the Be:lin Light and Power Invest- 
ment Co., the Zurich Bank for Electrical Enterprises, and the 
Swiss Electrical Industry Co. Two-thirds of the capital of 
£1,200,000 areto be provided by the German-Swiss group, 
representing the interests of the A. E. G. and the Siemens and 
Halske Co.,-whilst Belgian concerns will furnish the remain- 
ing third. It is scarcely likely that the capital will’ actually 
be offered for subscription in the near future, having regard 
to the pressure exercised upon the economic life of European 
nations by the course of events in the Balkans, although the 
impending registration of the company, and the list of sub- 
scribers, show that powerful financial interests are already 
completing their arrangements in readiness for the emission 
when warranted by the circumstances. It may be added, as 
а matter of course, that the official communication refrains 
from mentioning the rival scheme, which, as previously 
reported, proposes to acquire waterfalls to the south of the 
Imatra, and, presumably, nearer to St. Petersburg. 
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THE ELECTRICAL EXHIBITS AT THE 
OLYMPIA MOTOR-CAR EXHIBITION. 


By CHAS. J. WEBB, A. I. A. E. 


(Concluded from page 823.) 


In addition to a range of high-tension magnetos, which 
have been brought well up to date in the way of rendering 
them watertight, the Eisemann Magneto Co. had two 
novelties on view—a lighting dynamo, and a combined 
lighting dynamo and ignition magneto, the latter being 
formed by the addition of a bevel gear-driven distributor. 
The machines are arranged to be driven at the same speed 
as the magnetos, thus avoiding any gearing-up arrangements. 
The circuit between the dynamo and battery is controlled by 


Fie. 4.—THE EISEMANN LIGHTING DYNAMO. 


an electrical device mounted in a box-like casing above the 
commutator. The details comprise two independent 
magnetic relays, which act in step. The one serves as a 
cut-in at a speed of about 100 R. P. u., which acts automati- 
cally as the field strength increases with the speed of the 
armature. The other acts as a means of cutting-out or 
breaking the charging circuit through the cut-in, and 
and depends for its operation on the strength of the current 
from the battery. The cut-in has an oscillatory movement, 
- whilst the cut-out consists of a trembler-like blade which is 
normally off contact, and only makes contact as long as the 
battery current remains constant. | 
The Mira magnetolite dynamo, made by the High Tension 
Co. is of the permanent magnet type, and outwardly closely 
resembles a magneto, there being only one moving part— 
the armature. Current is generated at speeds from 600 to 
4,000 R.P.M., an automatic controller breaking the circuit 
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Ете. 5.—SECTION OF MIRA DYNAMO 


when the engine speed falls below the minimum generating 
speed. A constant voltage is maintained by armature 
reaction, this, however, only balancing the field magnetism 
and in no way tending to de-magnetise the magnets. 

. Messrs. George Polkey, Ltd., displayed the Polkey-Jarrott 
dynamo, the latest pattern of which embodies several im- 


- 


provements. The machine, which is of the two-pole shunt- 
wound type, formerly had a mechanical cut-out for preventing 
the current from rising above the safe maximum limit; it has 
now been equipped with a special form of shunt-field winding 
which ой ст: the output self-regulating. A mechanical 
method is still retained for providing the minimum cut-out, 
this consisting of a positive double-contact switch operated 
by a centrifugal governor, which ensures that the battery and 
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dynamo shall remain disconnected until the latter has 
reached a speed at which the pressure of its output is in 
excess of the battery pressure. 

The latest competitor for public favour is the Rushmore 
lighting set introduced by Rushmore Lampe, Ltd. This is 
of American origin, and embodies several new points, chief 
among which are the means taken to secure automatic 
regulation of the current output. The dynamo is of the 
ordinary self-contained type, with a drum-wound armature 
and field magnets, on which there is a shunt winding 
opposing the main coils. Between thé dynamo and the 
battery is a special form of regulator known asa “ballast 
coil.” -This consists of a certain length of iron wire, of a 
predetermined resistance, wound upon ап asbestos reel, 
which, when cold, offers a comparatively small resistance to 
the flow of current from the dynamo. As the speed of the 
latter increases, more and more current is generated, and the 
iron wire ballast coil quickly begins to heat up. As it does 
so, however, the current has more and more difficulty in 
passing through it, and instead it passes by an alternative 
path to the shunt field windings ; as a consequence the more 
the output of the dynamo tends to rise, the larger the 
current which passes to the shunt, and this being in opposition 
to the main field coils, the net effect is that the current is 
prevented from rising. A magnetic cut-out automatically 
disconnects the dynamo from the battery when its speed falls 
below the requisite minimum. ^ 

. In addition to a full range of their standard ignition 
magnetos, the Simms Magneto Co., Ltd., are now making the 
Simms-Seabright combined magneto and electric light 
dynamo. The new model is claimed to be not only highly 
‘efficient in both of its functions, but has been rendered as 
simple and fool-proof as possible. In this machine the 
horseshoe permanent magnets are of considerable size, and 
contain in their tunnel two separate armatures, which, how. 
ever, are geared together. One of the armatures is wound 
with both a primary and secondary winding for producing 


the high-tension ignition current, whilst the other 18 


drum-wound and yields a low-tension current for charging 
the lighting accumulators. The first-named armature 18 
driven direct from, and at the same speed as the engine 
while the other one is driven from the lower armature by 
means of gears, the gear ratio depending on the speed « 
of the engine to which it is fitted. It may be 
that there is no electrical connection between the two 
systems. - 

A free-wheel device is provided in one of the gear wheels 
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thus enabling the machine to take up the load without shock, 
and algo allowing it to run as a motor in the unlikely event 
of the cut-out failing to act. 


FIG. 7.—SIMMS-SEABRIGHT COMBINED MAGNETO AND 
LIGHTING DYNAMO. 


It is impossible fully to describe the machine on the 
present occasion, but it may be mentioned that the pressure is 
maintained at 12 volts by means of a regulator in the shape 
of an automatic reversing switch housed inside the magnets. 

Messrs. Longstreth's, Ltd., are believers in low-voltage 
installations, and in this connection their 4-volt dynamo 
lighting set is of interest. The dynamo, which gives a 
charging current of 10 amperes, is of the ordinary type, 
contained within a waterproof case, which, upon being 
detached, allows every part to be got at instantly. The 
armature shaft runs on ball bearings. In place of an elec- 
trical minimum cut-out, a mechanical one is employed, this 
consisting of a modified centrifugal’ governor, the parts of 
which that fly outwards making contact with a couple of 
terminals on an insulated disk. A simple and effective 
means is employed to prevent the current rising, at increased 
engine speed, to an undue amount, this consisting of a 
patented arrangement of fine wire resistances contained 
within the switchboard. 

The principal exhibit of Messrs. Lodge Bros. & Co. 
was this year their improved car-lighting installation. 
The dynamo, which is entirely enclosed, is of the per- 
manent-magnet type, the armature running on ball bearings. 
The commutator is very massive, and the commutator brushes 
are all duplicated. The design of the dynamo is such that 
the current is automatically regulated without any additional 
mechanical or electrical contrivance. The improvements 
effected in the new pattern have enabled the output of the 
dynamo to be increased without any increase in the size. The 
brush gear has been improved, so that it practically requires 
no attention until the brushes are actually worn out. In 
addition to the usual minimum speed cut-out, which is neatly 
installed within the aluminium switchboard, a free wheel is 
mounted on the armature shaft, so that, in the rare 
event of the cut-out failing, no harm could be done to the 
battery. 

The Ducellier lighting dynamo, which is of French manu- 
facture, was shown by Mr. A. A. Godin. The machine is of the 
self-controlling type, having permanent field magnets, which 
are weakened as the speed of the armature increases by the 
action of an electromagnet wound to give a reverse effect. 
The commutator and its brushes are also so arranged that 
the output can be adjusted to comply with the demand 
made upon the battery by the various lamps. The minimum 
cut-out, which is operated electrically, is carried inside a 
separate weather and dust-prcof brass case. The machine, 
which, it is claimed, can be used to run the lamps without 
the intervention of a battery, has a capacity of 14 to 15 
amperes at 12 to 14 volts. 

Another French-made machine is the Bleriot, exhibited by 
Messrs. Bleriot, Ltd. The dynamo in this case is of tbe 
compound-wound bi-polar pattern ; its essential features 
are the casing, the two-field windings, and the armature 
rotating on ball bearings. The machine is provided with 
an automatic electrically-operated switch, which cuts in 
the battery when the speed of the engine has increased 
sufficiently to enable a 12-volt charging current to be 
generated (at about 600 R. P. M.), and cuts out the dynamo, 


80 preventing the accumulators from discharging through the 
generator, when the motor speed falls below that mentioned 
above. The voltage is maintained between only slightly 
varying limits, notwithstanding the varying speed of the 
engine, by windings on the machine itself. Two sizes of the 
Bleriot dynamo are made—one giving 300 watts at 12 volts, 
and the smaller one, 150 wabts at 8 volts, or 200 watts at 
12 volts, each being supplied with the necessary switchboard 
and lamps. 

A newcomer was seen in the E.B.C. system shown by 
Messrs. G. Davenport & Co., Ltd. This is a shunt-wound 
machine, with an armature running on ball bearings. The 
maximum output is attained at a speed of about 1,400 R. P. M.; 
the voltage in this case is maintained by mechanical means, 
that is, by means of a special slipping clutch. The latter 
comprises two cones, between which is placed a fibre lining ; 
attached to the spindle between the driving and driven parts 
of the clutch is a group of small centrifugal governors 
which, when the maximum output is reached, bear against 
the driven clutch member and reduce the pressure between 
the clutch faces, causing slip to occur, and thus keeping the 
armature speed constant, irrespective of the engine speed. 
The usual cutting-in switch is also replaced by a ra“. . + 
device, which prevents the dynamo from being driven below 
a certain engine speed. | 

The En Route dynamo exhibited by the Motor Accessories 
Co. has the advantage of not only being simple but 
of being of low price. In this machine electrical means are 
provided in the windings of the fields to ensure that the out- 
put does not rise unduly, a simple solenoid cut-out being 
used for disconnecting the dynamo from the battery when it 
is running at an insufficient speed, or when the engine is 
stopped. The machine is completely enclosed, so that no 
Working parts except the belt pulley are visible. To provide 
means of access to the carbon brushes and commutator, 
however, the aluminium lid which forms the top of the 
dynamo case is arranged to swivel round. | 

Other car lighting dynamos exhibited included the Omeg 
B.R.C. shown by Messrs. Fenestre, Cadisch & Co.; the 
Fulmen displayed by Messrs. G. T. Riches & Co.; the 
* Perfect," made under the Vandervell & Midgeley patents, 
and marketed by Messrs. S. Smith & Sons; the T. & M.,“ 
made by Messrs. Trier & Martin, Ltd.; the Magician," 
exhibited by United Motor Industries, Ltd. ; the Willocq- 
Bottin, made by the Willocq-Bottin Motor Lamp Co. ; and 
the Dependence" constant-current dynamo of Messrs. 
J. & R. Oldfield, Ltd. 

A full range of the extremely- popular in motor manu- 
facturing circle: Bosch high-tension magnetos, was displayed 
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к, Flexible shaft; м, Engine starting handle; L, Small sprocket driven 
by chain from starting handle; R, Auxiliary starting magneto. 
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Еа. 8.— DETAILS OF BoscH STARTING MAGNETO INSTALLATION, 


by the Bosch Magneto Co., Ltd. "The feature of the latest 
patterns is the provision made to render the machines and 
their connections watertigbt, they being now completely 
enclosed, and the joints lined with. felt. Various other 
improvements have been introduced’ with the view of 
rendering the distributor and  contact-breaker readily 
accessible for cleaning and adjustment. The principal 
exhibit of interest was the new engine- starting magneto. 
Briefly this consists of a separate small enclosed magneto 
arranged to be mounted ‘on the dashboard of the car. By 
merely turning & small handle, which by gearing, rotates the 
armature ata high speed, current is generated and trans- 
mitted to the main magneto by a single cable; trom the 
latter, by a special distributor, a spark is caused in the 
combustion chamber of the cylinder-which is in the inost 


E 
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suitable position for firing, or, in other words, which contains of each element = cos 30^ = 0:866, f.., the relative speed 
a charge of compressed gas. Means are also provided for of each element = 0'866, taking the element speed, under 

utilising the auxiliary magneto in conjunction with the unity power factor in the element, to be 1:000. 

engine starting handle at the front of the car, this being In the general case in which the three-phase power factor 
= cos Ө, the current in the a element deads (30° — 6^), and 
the current in the в element lags (30° + 6°), on the shunt 
current os (fig. 2), hence, corresponding to a load power 
factor of cos Ө, the relative element speeds are :— 


cos (30° — 6°) in element a, 
and cos (30° + 6°) in element x. 


Corresponding values of 0, cos 0 and the relative element 
speeds are shown in the following table :— 


| Three-phase Relative speed Relative speed Ratio of ele- 


a power factor. ^ element 4. element в. | тео арен 
и, Earth connection; v, Flexible shaft; м’, Main magneto; n, Auxiliary | i І 
РТ . starting magneto; а, Switch. 3 28 2$ 0 1°000 | + 0'866 | + 0'8660 + lO 
Fira. 9.—D1AGRAM OF CONNECTIONS OF BoscH STARTING 5 beh re | 128 | j br 
= JO 4 ` ‹ | ‹ MN 
MAGNETO INSTALLATION. 30 | 866 1000 5000 + 500 
10 | 7660 | '9848 3420 ＋ 347 
` > . . 50 0 28 | 9397 1787 | е а 185 
effected through the medium of a light chain and a flexible 60 505 | 2 550 A n j "a 
shaft, enabling even a cold engine to be put in operation on 70 3420 7660 — 1737 | — 226 
the first turn of the handle. 80 1737 6428 — 3420 — 533 
90 | 0 + 500 | = 500 — 1000 


The ratios of the element speeds (n/A) are shown as a 
function of the threc-phase power factor in fig. 3, from 


AN APPROXIMATE METHOD which, having observed the ratio of the element speeds in 

OF DETERMINING POWER FACTOR IN апу case, a sufficiently accurate value of the load power 

THREE-PHASE CIRCUITS. factor for practical purposes can be at once read off. It 
[COMMUNICATED. ] 


Tur following method enables an approximate estimate to 
be made of the power factor in any three-phase circuit 
provided with a three-phase meter containing two single- 
phase elements, the rotation of which can be observed. One 
of the most frequent applications of the method is in deter- 
mining the approximate power factor of the load when 


FIG. 1. 
z Е 
ELEMENT А ; ELEMENT В 


= 


RATIO OF ELEMENT SPEEDS. 


is important to note that this method is only applicable if 
the shunt connections of the meter are correct. If one of 
the shunt terminals is taken to the 5 phase instead of to 
the c phase, the ratio of the meter element speeds is unity 
at all power factors, and, though the meter reads correctly 
on non-inductive circuits, its error rapidly increases as the 
P. load power factor decreases, ultimately becoming infinite. An 
Fia. 2. observation of the ratio of the element speeds on loads of 
approximately known power factor affords a check on the 
meter connections. 


testing such meters, but numerous other applications arise in 
practice. 
Referring to fig. 1, the voltage and current relationships | | 
in the meter elements A B, when connected in a three-phase 
circuit of unity power factor, are represented by the vector Insurance Act Hardship. t Mr. Harry Richardson, 
di h ta the li lta h Corporation electrical engineer at Dundee, informed the Electriolty 
араш BOWO: 0) i TEprTesen SOUNE тешаро ногова CRC Committee of the Town Council that considerable hardship had 
element ; 0 8 the current in the shunt circuit (assumed in arisen to some members of his staff owing to the men being put 
quadrature with the line voltage); oc represents the current under the Insurance Act. They had asked him to request the 


` : А Committee to revert to the former system of paying salaries when 

i : ree-phase 

‘a 5 meter coil u e ои aa h pel a they were off sick. The Committee agreed that the old system should 
nity, the series current leads 30 on the shunt current in be continued unti] January 15th, when the benefits of the Act come 

element А and lags 30° in element n, hence the power factor into operation. 
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NOTES FROM CANADA. 
[FROM OUR OWN CORRESPONDENT. ] 


OwNERS of sawmills in the vicinity of Vancouver have 
asked the municipal authorities for permission to run wires 
and sell electricity generated by using their sawdust as fuel 
for boilers. | 

А report comes from Medicine Hat, Alberta, that an 
electric tramway has been.proposed for the municipality, 
which, together with other industrial developments, is said 
to involve an expenditure of about £120,000; some 
English banking houses, it is stated, have prepared a report 
on the scheme. | 

At Esquimault, B.C., the Municipal Council intend to 
call for tenders, for the installation of an electric lighting 
system. 

The erection of a new power house to cost about £100,000 
is proposed for Regina, Saskatchewan ; extensions for next 
year, if the old plant be retained, include one 1,500-KW. unit 
complete and additional boilers for this unit; an item for 
meters, in which line British manufacturers seem to be 
gaining a hold over here, will amount to some £4,000. 

The daily papers reported recently that the latest idea of 
the Hon. Adam Beck, chairman of the Hydro-Electric Power 
Commission of Ontario, is the organisation of a system of 
radial (light) railways in the province, the lines to be worked 
on the same principle as the hydro-electric scheme. A 
general meeting of representatives of different municipalities 
will probably be called to discuss the matter in the near 
future. | 

In the ELECTRICAL Review for November Ist, the 
editorial remark under the letter signed Emigrant" is 
worthy of commendation, for while an “operator here 
receives wages more or less on the scale indicated in the 
letter (though, perhaps, £3 5s. would be a better averaye), 
it must not be supposed that there are scores of vacancies 
here waiting to be filled by the 78. 6d. men at home. 

The Department of Mines has recently issued a very full 
report, giving details of the experiments on the utilisation of 
peat fuel for the production of power. A full description 
of the experimental plant, including a number of drawings, 
is given, besides complete records of the tests carried out, 
while in the introduction, the advantages of utilising peat 
for power purposes in the central provinces, which possess 
e or known lignite deposits of economic value, are set 
forth. 

The same department has also recently opened at 
Kingston, Ontario, a new research laboratory, to be devoted 
to electro-chemical and electro-metallurgical work. Amongst 
the first work undertaken will be a series of researches on 
“ The Metal Cobalt and its Alloys," in order to increase its 
industrial usefulness. The furnaces can be operated at any 
current up to 3,000 amperes, and the potential can be 
regulated up to 120 volts. | 

It seems unfortunate that no definite move has yet, been 
made towards the formation of a Canadian Section of the 
I.E.E. The writer has had a number of inquiries made to 
him personally about this matter, some of them from 
engineers born over here. | 

The fact is that, owing to the recent great strides made 
by enterprising British electrical engineering firms in this 
country, British motors, transformers, meters, switchgears, 
&c., are gradually becoming known ; not only so, but greater 
interest is being taken in old-country firms generally, and the 
writer has several times recently been asked what is the 
standing of some firm not yet represented here. When, as it 
happened, it was stated in reply in each case that the firm 
was of high repute, and had been in existence a good many 
years, the impression created by the answer was a good one, 
as people over here have hitherto had little opportunity of 
knowing the life history and record even of some of our best 
firms at home ; the names are new to Canadians, and no one 
knows whether or no the firm is merely one of yesterday’s 
growth. 

Again, underground cable work, for instance, is being 
taken up seriously here, while large gas engines, steam 
turbines, &c., are sure to come, and surely I.E.E. papers 
from home on such subjecta would be appreciated here even 


though the conditions might, in some respects, be somewhat 
different. | | MEE 

As already stated in these notés, the formation of a 
Canadian Section of the Institution would, in the writer's 
opinion, be a great boon, for, with an interchange of papers, 
which ought not be difficult to arrange, with occasional 
visits of British engineers to Canada, and, better still, of 
Canadian engineers to Great Britain, much good to both 
sides could not fail to result. What matters it that the 
Canadian Section might be small at first, and, perhaps, 
confined more or less to the province of Ontario, where the 
greatest number, probably, of members could be obtained ? 
Under proper management it would grow, as the Sections of 
the A. I. E. E. are doing. 

Some of the foregoing remarks may not be directly relevant 
to the subject, but they bear upon it, inasmuch as the for- 
mation of a Canadian Section would be sure to familiarise 
Canadian engineers with British firms and British methods, 
and generally bring the electrical engineers of both countries 
into closer touch. The B.E.A.M.A., too, ought to bestir 
itself as suggested some months ago in the editorial columns 
of this paper, for many things could be done by combined 
action for the benefit of British firms which cannot be 
attempted by anyone individuaily. | 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


* 


The Institution of Electrical Engineers. 

I agree with “ Sub-man in his article on November 8th : 
what he says is only too true. As far as I can see the wages 
of sub-station engineers are going down, not up. In the 
perticular sub-station I am stationed in, the men doing the 
same work 12 years ago received double the wages the 
present men get, and since then the capacity of the station has 
gone up seven times, and the responsibility has greatly 
inc ; 
I do not вау that we should be paid large salaries, but what 
I do say is that we should get at least-a tradesman's wage, 
and not less than some labourers. 

Personally, I do not see what good the Institution does 
any sub-man ; it certainly makes no attempt to better the 
lot of those of us who are so unfortunate as to be in 
charge of a sub-station. 

Booster. 


The Official Balance. 


This interesting article by “ A. M. I. E. E.“ in your last 
issue will have been read with much amusement by all elec- 
trical men engaged on warship construction, and also with a 
certain amount of sympathy, as they have all experienced 
similar difficulty in getting electrical gear to pass the insu- 
lation test. 

There are, however, several points which call for criticism. 

All sub-contractors to shipbuilders, whether private yards 
or dockyards, ought to know by this time that all gear, 
and especially electrical gear, is subjected to very rough and 
careless treatment on arrival at the yard and when placed 
on board ship, and unless precautions are taken to protect 
such gear, disaster will follow. | 

Electrical goods (other than apparatus permanently fitted 
in watertight boxes), especially dynamos and semi-enclosed 
motors, should be most carefully protected against rain and 
moisture before leaving the makers’ works, and, if. possible, 
the firm's representative should be present in person at the 
yard when the goods are delivered, so that they may be got 
under cover as soon as possible. Е | 

It must always be remembered that the goods may have 
to be out in the open for some time before being taken on 
board. 

The writer lately saw a large dynamo yoke and fields, most 
inadequately protected, lying in the open in the pouring rain 
for days together. | 
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It is not the writer's experience that compartments are 
regularly water-tested with motors already fitted in place, 
and he can only conclude that this was due to the gross 
negligence of the chief of the electrical department or the 
representative of the sub-contractor. 

After installing large dynamos on board, it is usual to 
protect all vital parta with water-tight cloth, and to build a 
strong wooden case totally enclosing the machine, thus 
preventing any damage being done by the host of men who 
would find a commutator a very useful support for building 
scaffolding upon. | 

The writer cannot but think that this was A.M.I.E.E.'s " 
first experience of ship work, which undoubtedly often calls 
for the greatest ingenuity and sustained effort from men 
engaged in erection of plant on board—a feature which at 
the same time constitutes its greatest charm. 

The greatest difficulty a representative has is to convince 
his firm that all goods are subjected to the most careless 
treatment on board ship, and that every precaution must 
.be taken by them adequately to guard against damage 
being done during the long interval between the dispatch of 
the goods from the works and the final test on board. 

Electrical firms are the biggest sinners in this respect, 
and it is to be hoped that ** A.M.I.E.E.'s" firm took to heart 
& very expensive lesson. | 

Representative. 

November 23rd, 1912. 


Trade with Roumania. 


I have read your article of the 15th inst. on “ British 
Trade in Roumania," and I beg you kindly to bring to the 
knowledge of your readers that I shall be glad to give any 
firm information and details with regard to standard designs 
and Government rules and regulations. 

My candid opinion is that British material will be more 
than welcome on the Roumanian market; I have been 
working for these last six years with almost nothing else but 
British machinery and material, and have found that it 

is greatly appreciated by the consumer. | 
| J. Colman. 
. Sos. Colentina 84, 
| Bucharest, Roumania. 
November 20th, 1912. 


. Electrical Engineers in India. 


I have read with much interest the article headed“ Elec- 
trical Engineers in India," which appears on page 602 of 
your issue of October 18th, 1912. 

As I have had over nine years’ experience of electrical 
engineering in various parts of India, | hope you will not 
mind if. I venture to criticise your article, which, although 
excellent as far as it goes, does not seem to me to deal with 
the subject quite fully enough. ` 

The conditions of service which you mention in the last 
paragraph but one of your article, are all very well for 
* foremen " and men who bave been used to“ roughing it“ 
in England, but I venture to suggest that they are far from 
being satisfactory for the type of man who is called out here 
a Sahib,“ ¢.e,, а man who has been to a public school and 
а university, and received a practical training in some large 
works or electric supply company. 

Anyone with experience of India ‘will tell you that the 
* foreman jointer," for example, on Rs. 300 a month, is 
probably as well or better off than, say, the ** chief assistant " 
on Rs. 750 per mensem! ‘The “foreman” belongs to no 
clubs, and does not have to keep a carriage or do any enter- 
taining worth mentioning. The “chief assistant," on the 
other hand, has to belong to clubs, keep a respectable carriage 
and do a certain amount of entertaining. | 

In India there is по “ middle class.“ A man is either 
what is called a “ sahib ” and is in what is termed “society,” 
or he is not. In the former case, he has to pay more for 
food, servants and everything else than in the latter case. 

In my own career out here, I have been compelled to 
investigate and study most carefully the art of living cheaply, 
. and am firmly convinced that, even in Madras (where it is 
well known that one can live far more economically than in 


Calcutta, Bombay, Rangoon or Karachi), &n unmarried 


_“ sahib " cannot possibly manage on less than Rs. 500 or the 


married “ sahib' on less than Rs. 800 per mensem, if he is to 
insure his life, keep out of debt, and save a little money. 

If a man's salary is such that he cannot afford to insure 
his life for & reasonable figure or save a little money, he is, in 
my opinion, existing" ina **fool's paradise“ 

In addition, therefore, to the sound advice which you have 
already given to men thinking of coming out to India, may 
I suggest that you also warn them to settle clearly in their 
minds the following questions :— 

l. Are they going to live in India (or the East) as 
“ foremen ” or ав sahibs ” ? 

2. Has their company got & provident fund or pension 
scheme which will enable its employés to provide them- 
selves with, at any rate, a small competence for their old 

e? 

3. Will they be able to afford to insure their lives for a 
reasonable figure ? | . 

4. Are the salary offered апа the prospects such as to 
allow a man to have reasonable hopes of being able to marry 
by the time he is 35 years of age? ~ 

5. Does the company provide free medical attendance and 
medicine for its covenanted Enropean employes ? 

I have put these questions in what 1 think is their true 
order of merit and importance. 


Electrical Engineer i» India. 


[Such letters as the foregoing are always heartily welcome ; 
it is most important that our young engineers should know 
exactly what to expect and what to guard against when going 
abroad. In justice to our correspondent whose remarks are 
here supplemented, we may add that he also is an “ Electrical 
Engineer in India.”—Eds. E. R.] = 


Difficulties of Foreign Trade. 


Recently we had, from some electrical engineers in the 
East, an inquiry for a lighting plant. s 

We were first asked for a direct-coupled steam turbine 
set, and quoted accordingly. A little later we were asked 
to quote alternatively for a directly-coupled high-speed 
steam dynamo, and quoted in due course. Just after send- 
ing in this quotation they asked us to quote for a belt-driven 
oil engine, giving the name of the oil engine to be used. 

With the first inquiry we quoted, as desired, for instru- 
ments for the switchboard, to be made locally. With the 
latest inquiry we were asked to quote for the switchboard 
complete with instruments fixed, but to give also an alter- 
native with separate instruments not fixed. | 

Lastly, we are now asked for what we hope will be our 
final tender, as our friends state that they have decided that 
they would prefer another make of oil engine, and ask us to 
get particulars. 

In each instance we have been asked to give full dimen- 
sions, shipping weights arid plan showing the plant erected, 
and the amount of room it would take up, together with 
specification, &c. | 

We have now quoted on this final proposal, and hope that, 


before the gas turbine is perfected, the order may be placed. 


Faint, Yet Pursuing. 


The I. E. E. Examinations. 


Being interested in the above, I was pleased to see a letter 
on the subject in your last issue. The proposed examina 
tions, if carried on in the proper manner, will be a good thing 
for the Institution and the profession. 

The suggestion for a viva voce examination, if arranged at 
various centres, would be an excellent one. At present only 
the following information is available: — That the candidates 
for Associate Membership will be required to pass an examina- 
tion in general knowledge, and am examination in one of the 
following subjects :—(1) Lighting, power and traction; (2) 
telegraphy ; (3) telephony ; (4) electrochemistry and elec- 
trometallurgy. m 

Why not include mining electrical engineering, which is 
becoming one of the most important branches of the electrical 
industry ? I write on behalf of a branch towards which the 
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Institution has not done its duty in the past, that is, mining 
electrical engineering." 

Some may say we have the Association of Mining Elec- 
trical Engineers ; quite so, but if the I.E.E. had taken more 
interest in electricity as applied to mining, the Association 
of Mining Electrical Engineers would never have been 
formed. But now that it is formed and doing good work, 
the Councils of the I.E.E. and A. M. E. E. should work 
together and arrange that any member of the A.M.E.E. that 
holds a first-class certificate should receive exemption from 
the whole or part of the I.E.E. Associate Members’ examina- 
tion. I hope to read other opinions on the subject before 
the form of examination is decided on. 


Colliery Electrician. 


The Hong Kong University and the British Manufacturer. 


I notice in your issue of November 15th an interesting 
article on the subject of the Hong Kong University and the 
invitation of Prof; C. A. M. Smith to British engineering 
firms to furnish the necessary machinery and engineering 
plant, free of charge, to the engincering school of that Uni- 
versity. This Association is in thorough accord with Prof. 
Smith’s view that it will be a great calamity if this abso- 
lutely British University is to be equipped with machinery 
supplied by our foreign competitors. The result would be a 
standing advertisement for such firms in the very home of 
British engineering in the Far East. 

The bulk of the money which brought the Hong Kong 
University into being was provided by (1) a rich local Parsee 
merchant ; (2) a British merchant ; and (3) certain Chinese 
business men. It isto be hoped that British engineering 
firms, who, above all, are the people to whom this University 
will be of practical benefit, will find it worth their while to 
fall in with Prof. Smith's very reasonable proposal. 

Before Prof. Smith left England he approached this Asso- 
ciation on the snbject about which he now writes to you. 
The purpose of this Association (which, as you are aware, is 
not a profit-making concern) is to overcome the obstacles 
which stand in the way of British engineering interests 
in China. As the offer of the Hong Kong University has a 
direct bearing on that question, and the indiscriminate 
sending out of machines by various makers may lead to con- 
fusion by duplicating the plant, I shall be happy to hear from 
any of your readers on the subject. In fact, in some of his 
letters to the newspapers Prof. Smith has referred manu- 
facturers to this Association. 

; Stafford; Ransome, 


Secretary of the British Engineers! Association, 


Caxton House, London, S.W. 


November 19th, 1912. a 


[Our correspondent appears to have overlooked the much 
longer article on the Hong Kong University which was 
published in our issue of November 8th. 

The advancement of British engineering in China is a 
subject in which we have long taken a keen interest, and 
for some years we have earnestly advocated the development 
of our tradé with that vast area; it was, therefore, with 
sincere pleasure that we welcomed the newly-formed British 
Engineers’ Association last May, with the same object in 
view, and we are glad to note that it is fully alive to the 
magnificent opportunity presented by the equipment of the 
new University. 

While writing on this subject, we should like to remind 
our readers that we shall be glad to receive particulars of 
machines and apparatus that they are willing to present to 
the Engineering Department of the University.—Eps. E. R.] 


Life in Brazil. 


I want to publish a warning to all electricians who are 
coming out to Brazil, not to come out at the salary now 
being offered by agents at home, viz., £6 per week. 

The present rate of exchange, cost of living, &c., requires 
£9 per week to recompense them, as there are no home 
comforts in this country, and living is very dear. 

On £9 they will not save much. | 
G. F. Kenyon. І 


Brazil, November 8rd, 1912. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. | 


А New Westinghouse Showroom. 


THE BRITISH WESTINGHOUSECO.'8 supply department has recently 
opened new offices and showrooms at 14, Long Millgate, Manchester. 
The accompanying illustrations show the main showroom and one 
of the small demonstration rooms. | 

The basement is of considerable extent, and is utilised for storage 
purposes and for packing. On the ground floor are the sales depot 
and dispatching department ; the shop. is handsomely finished, and 
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F1G.!1.—FiTTING8 SHOWROOM AT MANCHESTER 
(WESTINGHOUSE Co.). 


a stock of everything electrical in the way of supplies is at hand. 
The provision of these over - the- counter facilities is greatly 
appreciated by contractors who are in a hurry for odd requirements 
for urgent orders. | 
The first floor of the Westinghouse supply department premises is 
given over to well-arranged and completely-equipped showrooms 
for the convenienoe of contractors to bring their customers right in 
amongst the goods, The main showroom is hung with a great 


FIG. 2.—MopEL DRAWING Коом, WESTINGHOUSE Co.'s 
MANCHESTER SHOWROOM. 


variety of fittings, including Benjamin steel reflectors, Auriga- 


Holophane globes and fixtures suitable for large halls, hotel lounges, 
drawing-rooms, and the like. Every fitting can be lighted inde- 
pendently, and any fitting can be taken from the main showroom 
and hung and lit at a moment’s notice in the model drawing-room 
and dining-room (to judge as to the effect) which is provided 
especially for this purpose. l 

The second floor contains the supply department offices and sn 
extensive stockroom for electric accessoriea. The third floor is the 
lamp store, where large stocks of all types and sizes of Auriga 
ганаа, lamps are stored. On the fourth floor is the glassware 
store. 


New Coupling for Overhead Wires. 

Мв. R. GREENSTREET, of 109, Tufnell Park Road, London, N., 
has patented an improved method of jointing, of which we give an 
illustration. The upper figure represents the old Britannia joint 
for comparison; the second, is a joint made with the patent 
coupling, with the wires in alignment. e The component parts of 
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the coupling, and the ends of the wire as prepared for making the 
joint, are shown in the other views. 

The coupling consists of two half sleeves shaped internally to 
receive the,ends of the wire, and tapered externally at each end to 
receive clamping. ferrules similarly tapered: The ends of the wire 
to be jointed are provided with cup-shaped depreasions by means of 
a tool designed for the purpose. 

The prepared ends of the wire are placed between the two half 
slee ves of the coupling; the two ferrules are then pressed tightly 


Fic. 3.— NRW COUPLING FOR OVERHEAD WIRES. 


over the ends, and the joint is made. For permanent work the 
central portion ів soldered. Weakening of the line by annealing 
the bare wire, which occurs in other soldered joints, is avoided in 
us SOR by confining the soldering to the space between the 
errules. 

This coupling is said to be particularly suitable for jointing hard- 
drawn copper wire of 200 Ib. per mile and upwards ; and for this 
purpose it is made in tinned copper. 


Petrol-Electric Set for Arc Welding. 


THE Parsons Moror Co., of Southampton, has recently supplied 
a 42-H.P. six-cylinder petrol-engine set, with dynamo and exciter 
mounted on the same channel-iron bed, for arc-welding purposes. 

As the conditions for this class of work are most arduous, and very 
close governing is required, the Parsons Co. designed a special 
vertical enclosed sensitive governor, driven by enclosed gearing, 
which limits the variation to about 5 per cent. only on an output of 
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Fic. 4.—PAR SONS Мотов Со’в ARC-WELDING;BET. 


200 рүе at 70—110 volts. The electrical equipment was 
specially designed by the Lancashire Dynamo Co., and a thorough 
test of the complete outfit was made before delivery. 

The firm has orders on hand for several similar plants for welding 
purposes, for use in shipyards, which will use paraffin as fuel, and 
ів in a position to meet all the requirements of this class of work 
satisfactorily. р> 

Ц А Molecular Air Pump. - 


An interesting device was recently described by Mr. W. Gaede to 
the Physikalische Gesellschaft, and in La Technique Moderne, It 
consists of an entirely novel form of air pump for extremely low 
pressures, which is illustrated in section in fig.5. Here A is a 
cylinder revolving at a very high speed, which is surrounded by a 
box.B B; a groove of width Л is made in the wall of the box between 
the openings я and m. When A revolves in the clockwise direction, 
air is carried along the groove from x to m by gaseous friction, and 
on connecting the openings to a manometer a difference of pressure 
is obsérved between them, proportional to the speed of A and the 
internal friction of the gas. As the pressure inside the box is 
lowered (by other means) the differenoe of preseure between 
n And m remains constant, the internal friction of the gas being 
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independentof the pressure ; and if this rule held good throughout 
it would be possible to produce a practically perfect vacuum 
at x when the pressure at т was ohly a few millimetres. 
At the lowest pressures, however, it is the ratio of the preesures at 
the pointe я and m which remains independent of the degree of 
exhaustion. i 

In practice, using an ordinary type of pump to reduce the pres- 
sure at m to a low value, a vessel connected to н can be evacuated 


Fic. 5.—GAEDE MOLECULAR AIR PUMP. 


to a very high degree. It will be observed that no mercury is used, 


во that the vapour pressure of mercury, which limits the degree of 


exhaustion possible with mercury pumpe, is here eliminated, and the 
simplicity of the pump is most striking. Cs . 


W.E. Improved Adjustable Telephone Arm. | 


The WESTERN ELECTRIC Co, of North Woolwich, who first 
applied the principle of the lazy tongs to a telephone support, 
have just brought out an inrproved pettern, which is illustrated in 
fig. 6 ; great strength and durability have been the chief aims; and the 
arm supporte with ease the heavy modern Post Office telephone. 
The "gate" members are of steel {-іп. wide by j-in. thick; the 
joint rivets are of much heavier section than usual ; roller bearings 
are introduced next to the mounting bracket, where the greatest 
strain occurs, and the bracket-pin on which the arm rotates isa 
solid 3-in. steel rod, which is not reduced in diameter or weakened by 
exterior screw threads. | | | 

Ап ingenious arrangement of detachable spring clips for holding 
the flexible oord obviates the disconnection of the cord from the 
set, usually necessary in order to thread it through eyelete. 


Fixing brackets are furnished which allow of the arm being fitted. 


to a roll-top desk (either side), wall or flat-top desk. 


The Weenen Automatic Point and Signal Control., 
The Weenen automatic point and signal control, which is being 


introduced by the SToFFELS ELEcTRIC SWITCH Co., LTD., 41, East- 


cheap, E.C., is an electrical appliance by which one or the other of 
a pair of electric cirouits, placed in the overhead line, may be closed 
at will by the driver of an electric street car, for the purpose of 
operating a switch, or a signal, or both. 
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= Fic. 6.—ADJUSTABLE TELEPHONE ARM. 


No constructional alteration is required in the vehicle; the ооң 
for the operation of the points is only under current for the 
moment during which the current collector touches the contact; 
the points. may be always moved by hand; no separate relay is 
required for the switching, and the driver does not need to ascertain 
either the lay of the switch or the position of the signalll. 

The construction and operation of the appliance are as follows :— 

To the trolley wire A, fig. 7, is firmly attached, but insulated there- 
from, a metallic contact bar B, which projects sufficiently below the 
trolley wire to detach the trolley when ing on to it. This 
contact bar carries a movable slide D, alao metallic, and not insulated 
from but of shorter length than B. "MTM" 

By the forward movement of the. slide D, two lever arms E; and 
Ea are thrown over towards two insulators H; and Hs which carry 
contacte at their upper ends. The lever arms are in two parte, of 
which the upper is hinged to the lewer. : The two parte are main- 
tained in a straight line by a nickelin spiral spring so long as 
nothing is in the way of the upper part when the lever is moved. 

The contact ber B carries; moreover, a coil F, wound with ifsu- 
lated wire, and containing an iron core K. The coil and core 
operate selectively on the lever arms and contaocte for the p 
of controlling the direction of the ourrent to the point or signal 
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in the following manner: The core carries at each end a stud, and 
is maintained in one direction by means of a spring, so that one of 
the studs is placed in the plane of movement of one of the lever 
arms, whereas the other arm can move forward without impedi- 
ment. One end of the coil F is attached to the trolley wire, the 
other to the contact bar B. 

When, therefore, a car runs its trolley along the contact B, the 
trolley moves the slide D forward, and thereby moves both lever 
arms E; and E; in the direction of the contacts carried by the in- 
sulators. - If the car, when operating the contact, is not under 


current, the core K remains at rest, and one of the studs at k 
The upper of the two hinged 


obstructs one of the lever arms. 


Fig. 7.—WEENEN POINT AND SIGNAL CONTROL, 


parts of the lever arms turns over the lower, but cannot touch 
the contact opposite to it: the other lever arm, however, being 
free to move, engages with the contact opposite to it- If, how- 
ever, the trolley when passing under 8 is under current, in other 
words, if the driver has switched in his controller, the following 
process takes place: The trolley being detached from the line wire, 
cannot take current from it directly, but it can and does do so 
indirectly through the windings of the coil r, by which means the 
iron core K is displaced. 

By this displacement—which occurs as the trolley passes from 
the line wire to the contact bar B, and thus receives its current 


through the ooil—when the slide D is moved forward, the stud 


which impeded the way of the one lever arm has been removed and 
the other stud has come in the way of the other lever arm. It 
depends therefore upon whether the controller is on or off, whether 
a circuit is closed through н; or through Hg, and this automatic 
action can thus be used for the operation of the points by means of 
solenoids, or for signalling an approaching car, or for both purposes 


simultaneously. | 


The circuits through H; and H;are carried, protected by fumes, 
to the apparatus actuating the point or signal. 
The Micro-Monophone. 


The Micro- Monophone is a tuning-fork kept in permanent vibra- 
tion by means of a microphone contact. This apparatus, devised 


by EMANUEL KOSTELECKY, of Poetelberg, Bohemia, is preferable to: 


the familiar tuning-fork interrupters in that its sound is much 
purer, while the current curve approaches much more closely toia 
sinusoidal form. 

The arrangement of the apparatus is represented in fig. 8. A 
tuning-fork L is fixed on the centre of a resonance box R placed on 


Fig, 8.—THE MicRo-MoxNoPHONE. | | 
a strip of cloth з, The resonance box may be. mounted on feet, and 
the apparatus is then set working more easily, but the sound given 
off by.the tuning.fork is weaker. V "uds. ede id io дш И 


The prongs of the tuning-fork are situated in the field of the 
electromagnet E, on which is superposed the field of the permanent. 
magnet P. The coils of the electromagnet are arranged in series 
with the microphone M fixed with the hinges c c' at the closed end 
of the resonance box. The hinges allow the microphone to be 
displaced within certain limits in adjusting the microphone 
contacte. 

The current of the battery goes through the microphone, and 
by way of the wire р’ (о the electromagnet E, thus reinforcing the 
permanent magnetic field. 

In order to set the apparatus working, the microphone is 
inclined until the lower carbon electrode touches the resonance box. 
While the apparatus works with different inclinations of the mioro- 
phone, and even in its vertical position, it is found to be most 
efficient when the electrode touches the sounding board. The 
tuning-fork having been set vibrating by means of one or two: 
slight knocks, the vibrations are transmitted by the resonance-hox : 
to the microphone, and, when the battery circuit is completed, the. 
magnetic field undergoes variations, which react on the tuning- 
fork, and thus on the microphone. Оп account of this mutual 
action the tuning-fork will vibrate as long as the battery circuit is 
completed. By reducing the current intensity the purity of the 
sound is increased. Tue microphone rod should have such dimen- 
sions as readily to follow the vibrations of the tuning-fork. After 
prolonged use, the contacte are liable to be impaired ; the carbon 
rod should then be turned round so as to renew the points of 
contact. n 

When the currents produced by the Micro-Monophone are to be 
used for experimental purposes, the primary of a small transformer 
is arranged in series with the microphone and electromagnet, 
alternating currents being induced in the secondary of the 
transformer. me 

The fact that a telephone receiver and a microphone, under suit- . 
able circumstanoes, will whistle or sing, has been known for many 
years ; the arrangement here illustrated is more clastic, and should. 
be useful for many experimental purposes. 


The Detection of Trouble by Noises. 


Every engineer in charge of a power plant will be aware of the 
fact that a great deal of trouble can be prevented if care is taken 
to detect and &ocount for any unusual noises which happen to make 
themselves heard. A knock on an engine, if left to take care of 
itself, will frequently lead to serious breakdown, and a trained 
engineer will therefore be able, even in the midst of the medley of 
sounds which arise from running machinery, to distinguish quite 
small and trivial noises in such a way that they attract his atten - 
tion. In this way, a great many accidents have been caught in 
their early stages and prevented from beooming serious. 

At the same time there are a number of minor sounds which, 
froin their cause, cannot be of any great magnitude, and it is 
impossible to expect even the best engineer to hear these, either 
when passing the plant in question or even on a diligent seatch. 
Moreover, a good many sounds are extremely baffling in their 
nature, and it is not always easy to detect their origin. Those who 
have had to do with trial runs on steam power plant, for example, 
will be aware of the old method of taking a light lath of wood 
and placing one end of it on the teeth and the other on various 


Еа. 9.—THE DETECTOBPHONE. 


parts of the engine which is being examined, in order that the 
source of any undue vibration or noise may be detected. This 
method, however, while useful is somewhat crude; an adaptation 
of the same principle developed into a scientific instrument has 
been brought out by the BOSTON TALKING MACHINE Co., of 
Boston, Mass., and is known as the Detectorphone. This is shown 
in fig. 9. and is as valuable to the mechanic as a stethoscope is to the 
physician. It consists of a light steel rod capable of transmitting 
any minute vibration to an electrical system, which is attached 
by means of a flexible cord to a telephone receiver, this being 
so arranged that, if necessary, it can be c to the 
head by means of the usual signal ear-piece headgear. It has been 
used very considerably, both in power plantes and in hydraulic 
systems. The method adopted is to go over all the running. 
machinery a few times a week with the instrument, and the use 
of the Detectorphone enables the engineer to know what is going 
on inside the pump and engine, and to find the exact position -of 
trouble long before it becomes audible to the unaided ear. In 
pumps, for example, the engineer can locate any damage or leaking 
valves in the steam and water ends without external examination. 
He can also find whether steam is being admitted at the right time, 
and whether the piston rings are in good order. Not only is it 
used inside the pumping station, hut in some water departments it 
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is adopted in order to locate any leaks which mayfhave been formed 
in the streets. The former method was to take up the street every 
few feet until water was found. By the use of the Detectorphone 
the point of the instrument is stuck into the ground directly over 
a pipe if the ground is soft, and the inspector, by listening, can 
detect the hiss made by the leak. If the ground is hard, an iron 


rod is taken and driven 4 or 5 in. into the ground just over the pipe, 


and the point of the Detectorphone is placed over the top of the 
rod. The biss made by the leak is then followed up until the place 
of the loudest disturbance is reached. Не can then be sure that he 
has found the position of tbe leak, and it becomes a simple 
matter to excavate and repair the leak. In running machinery a 
good many other troubles can be successfully examined. It has 
been adopted in the automobile industry and in other factories, 
and has been successfully employed in finding eand or dirt in 
ordinary bearings, and broken balls in ball bearings. It has been 
adopted, among other places. in the Navy Yard at Charlestown, of 
the United States Government, and similar large undertakings. 


LEGAL. 


GLASGOW TRAMWAY BVY-LAwsS. 


THE Justiciary Appeal Court in Edinburgh has decided an im- 
portant case in an appeal at the instance of the Procurator-Fiscal 
of Glasgow, who, in the Police Court, brought a complaint against 
& paseenger, charging him with having failed or refused to pay on 
demand to the conductor of a Corporation car the legal fare for the 
distance travelled by him, contrary to the by-laws and regulations 
of the Corporation of Glasgow, and particularly By-law 3. By-law 3 
provides that every paseenger shall, upon demand, pay to the con- 
ductor or other authorised officer the legal fare for the journey. 
By-law 4 deals with attempts to evade payment of the fare. 

The Magistrate dismissed the charge as irrelevant, holding that 
By-law 4 as regards the taking of a ticket and the payment of the 
fare was the only provision applicable in a prosecution, ard 
excluded proceedings solely libelled under By-law 3. 

The Court sustained the appeal, holding that By-law 3 con- 
stituted an offence if read, as it must be, along with By-law 26, 
which imposed the penalty for contravention of the regulations or 
any part thereof, 


The First Division of the Court of Session has ordered issues for 
the trial by jury of an action by a tramway passenger against the 
Corporation of Glargow for £250 in respect of wrongful appre- 
hengion. 
inspector demanded it, and that the inspector gave him in charge. 
For the defenders, it is pleaded that the actions of the inspector 
were privileged, and that pursuer refused to give his name and 
address, 


THE TELEPHONE ABBITRATION, 
(Continued from page 830.) 


Continuing, the SoLICITOR-GENERAL submitted that the com 
pany's claim in regard to the stations was exaggerated. He 
pointed out that the company claimed £38 per station with 2°68 
miles of wire, whereas the Post Office experience was that a station 
with 3°58 miles of wire cost under £32. If the company had the 
same amount of wire for each station as the Post Office their 
claim would be increased to £46 per station. Taking the cost of 
wire, Sir John pointed out that the company claimed £10 per mile 
of wires, as against the Post Office figure of £7. 

SIR A. CRIPPS, interposing, said that further figures had been 
agreed upon between the parties, and other figures were under con- 

_sideration with a view to an agreement. 

On the question of depreciation in the value of the plant, the 
SoLICITOR-GENERAL argued that the Court was bound to take into 
consideration the fact that the life of the plant was threatened, 
and sometimes terminated, by the withdrawal of wayleaves, 

SIR A. Cripps said his clients bad taken the natural life, which 
was shorter than the average way leave life. 

- His LORDSHIP regretted that the question of the extent to which 
wayleaves were taken away was not properly developed when the 
witness gave evidence. 

- SIR J. Simon contended that the Court bad not been left 
absolutely without guidance on the point. He mentioned that the 
Postmaster-General took over 427,47 poles at the commencement 
of the present year, and in six months wayleaves affecting 
&50 poles had been withdrawn. The company would have the 
Court look at the matter as if the whole of the undertaking had 
suddenly become paralysed and fossilised, never to go on any more, 
and then say, "Now how much should be given for it.” That 
was an altogether wrong assumption; the plant continued to go 
on and ron its due conree, and it was impossible to try and apply 
highly problematical and theoretical conditions to the problem. 

In concluding the summing-up of the case, the SOLICITOR- 
GENERAL said the amount of the stake was a large one, and he 
wished to вау. as the representative of the Crown that he was 
deeply grateful to the Court for the care and attention it had be- 
rtowed upon the matter as he had tried to present it. It was most 
important that a proper figure should be fixed, not only on acccunt 


of the large sum involved, but also on account of the desiraLility 


Pursuer alleges that he could not find his ticket when an. 


that the telephone service of the future should not be overloaded 
with capital charges. 

SIR A. CRIPPS, on behalf of the National Telephone Co., said that 
the Court had to deal with the valuation of an artificial and statu. 
tory character, and not a value which could be regarded as a 
business arrangement. The whole bedrock of the Postmaster. 
General's case appeared to be that he had instructed Mr. Snell, 
the consulting engineer, to throw over the tramway principle of the 
value to the vendor for value to the purchaser. In his opinion, the 
Court had to put the vendor out of consideration altogether. What 
they had to see was, not what it did cost, but what it would cost 
anyone successfully construct and put into complete working 
order the plant in question. Continuing, he said the proposi- 
tion he desired to submit was that the life of the plant 
for the purpose of calculating its value on December 31st, 1911, 
under the agreement was the length of the period of its efficient 
uee under the conditions then existing, having regard to the con- 
ditions of a changing business in the future. They were bound 
to eliminate the business element when considering the real value 
of the plant uncer the Tramways Act. As to the suitability 
of the plant for the Postmaster-General's service, the Court 
had not considered suitability in reference to conditions 
in the future but to the conditions as they were. In 
dealing with depreciation, be maintained that in dealing with 
depreciation the Court ought not to deduct a farthing in respect 
of deterioration of cables by electrolysis. The company’s engineer. 
in-chief (Mr. Gill) said that in estimating the life of cables he 
took into consideration all kinds of disease to which the cables 
were liable, but he could not say that he allowed any diminution 
of life on account of electrolysis, because the risk of disease was 
very slight. The evidence sbowed that the disease was theoretic- 
ally possible, but practically negligible. Counsel maintained it was 
monstrous that the witnesses should endeavour by innuendo to cut 
down the sum due to the company. If electrolytic action was a 
practical factor, Mr. Slingo, the engineer-in-chief to the Pest 
Office, ought to have produced evidence on the point. He would 
admit, however, that be could not produce any such evidence, 

The SoLICITOR-GENERAL said that was not quite accurate. 

SIR ALFRED CRIPPS replied that he certainly said he could not 
produce any instances. ' Continuing, counsel contended that he had 
made out the company's claim to £1,649.720 for establishment 
charger, whilet the Post Office estimate did not include anything 

‘outside the engineering charges. 


(To be continued.) 


TRADE STATISTICS OF NEW ZEALAND. 


THE following figures, showing the imports of electrical and similar 
goods into New Zealand in 1911, are taken from the recently issued 
official trade figures. Details for 1910 are added for purposee of 
comparison, and notes of any increases or decreases are added :— 


I or 
1910, 1911. nre 
£ £ £ 
Axphalt.— 
From United Kingdom ... 2,000 2,000 - 
„ Other countries 2,000 1,000 — 1.000 
Total eee 4 ' 000 3,000 Mead ] ,000 
Leather belting.— .— 
From United Kingdom ... 4,000 4,000 — 
„ Other countries 2,000 2,000 -— 
Total T 6,000 6,000 ЖЕ 
Belting other than leather,— 
From United Kingdom ... 26,000 27,000 + 1,000 
„ Australia tes 2,000 2,000 = 
» United States 3,000 3,000 — 
„ Other countries +.. 1,000 2.000 + 1,000 
Total 32,000 34,000 + 2,000 
Engine pa ching. 
From United Kingdom 12,000 12,000 = 
„ Australia... 3,000 2.000 — 1,00 
„ Other countries 3,000 2,000 — 1,000 
Total iu 15,000 16,000 2,000 
Rubber оох. 
From United Kingdom ... 4,000 3,000 1,000 
„ Australia... PT 8,000 5,000 — 8,000 
„ Other countries 2,000 2,000 = 
Total 14.000 10, — 400 
Scientific i natru menta.— 
From United Kingdom ... 5,000 6,000 + 1,000 
' „ Other countries TT 2,000 2,000 = 
Total 7, 000 8,000 + 1.000 
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869 


Rails.— 


From United Kingdom ... 


эз 


Belgium rM 
Other countries  ... 


Total "T 


1910. 
£ 


141,000 


111,000 


Telegraph and telephone wire, iron, — 
From United Kingdom 


Electric machinery.— 


From United Kingdom 


Australia i 
Germany ... eee 
United States 

Belgium кк 
Other countries 


Total es 


Steam eugines.— 


From United Kingdom 


99 


Gas and oil engines (except for motor-cars).— 


From United Kingdom ... 


ag 
39 


77 


Boilers for engines.— 


United States 
Other countries  ... 


Total Е 


Australia 
United States 
Other countries 


Total 


~ 


From United Kingdom ... 


19 


Other countries œ.. 


Total 


Mining machinery.— 


А] 
29 
9 


57 


From United Kingdom ... 


Australia ; 
Germany ... ids 
United States jid 
Other countries 


Total 2s 


6,000 


136,000 
21,000 
12,000 
27,000 

6,000 
5,000 


207,000 


11,000 


12,000 


67,000 
3,000 
16,000 
4,000 


90,000 


7,000 
19,000 
6,000 
7,000 


— 


32,000 


Other machinery Cevcept agricultural, 


printing, sewing, textile, Фе. ).— 


From United Kingdom ... 


Australia 
Germany. 
United States 
Other countries 


Total © 


64,000 
14,000 
4,000 
19,000 
3,000 


101,000 


Meters : Water, дах and electricity, — 


. From United Kingdom ... 


Railway and tramway plant. — 


Australia ... "e 
United States "IM 
Other countries  ... 


Total 


From United Kingdom ... 


3? 


13 


Australia... ‘Sus 
Other countries 


Total 


Lamps and ianterns.- - 


From United Kingdom 


*3 


"3 


1 


Germany ... Qs 
United States des 
Other countrieg 


Total 606 


26.000 
2.000 
1.000 
1,000 


30,000 


55.000 
3.000 
1.000 


59.000 


26.000 
9,000 
9,000 
4,000 


48,000 


1911. 
£ 


154,000 
6,000 
3,000 


1€3,000 


11.000 


177,000 
23,000 
16,000 


9,000 


105.000 
3,000 
20,000 
2,000 


130,000 


8,000 
1,000 


9.000 


22,000 
6,000 
1,000 

11,000 
1,060 


41,000 


82.000 
10,000 
2,000 
25,000 
3,000 


122,000 


27,000 
2 000 
2.000 
1,000 


32.000 


43,000 
2.000 
1.000 


46,000 


33,000 
11.000 
15,000 

7,000 


66,000 


Increase or 
decrease. 


+ 
+ 
+ 
+ 


+ 


+ +'° +444 


+ +++ + 


+ ++++ 


£ 


13,000 
6,000 
3,000 


22 000 


5,000 


41,000 
2,000 
4.000 
4,000 
2,000 
1,000 


50,000 


3,000 
1,000 
1,000 


3,000 


38,000 
4.000 
2,000 


` 40,000 


1,000 
1,000 


—— 


2,000 


3,000 


1,000 
4,000 
1,060 


9,000 


18,000 
4,000 
2.000 
6,000 


18,000 


1,000 
1,000 


2,000 


12,000 
1.000 


13,000 


7,000 
2.600 
6,000 
3,000 


18,000 


University Students in England and Wales.—Our 
contemporary, Nature, states that in the State-aided Universities of 


England in 1910-11, there were 1,015 full-time students in engineer- . 


ing, 735 in technology, and 1,723 in pure science. The correspond- 
1 In Engineering is 
included naval architecture, and in "Technology " mining, metal- 
lurgy and architecture. 


ing figures for Wales are 43, 22 and 254. 


LOCAL AUTHORITIES AND OMNIBUS 


TRAFFIC. 


[BY OUR LEGAL CONTRIBUTOR ] 


THE extraordinary success which has attended some of the motor- 
‘bus companies during recent years is naturally turning the attention 


of tramway authorities to this means of locomotion. 
‚э 


scrap our tramways- and take to motor-’buses | 
some directions 


" Why not 
is even the cry from 


If a tramway is run by a limited company, there i8 but little to 
prevent their taking this course, and it may be that the advantages 


would far outweigh the drawbacks. 


Consider some of the advan- 


tages—no further payment of rates in respect of a track; no cost of 
promoting a Bill in Parliament; no limitation of fares; no confine- 
ment (except to a limited extent) to any particular route. 
other hand, of course, it might be necessary to obtain an Act of 
Parliament to free the company from ita obligation to run a con- 


tinuous service of tramcaras. 


On the 


To a local authority again, the advantages of a bus system may 


appear to be very great, as compared with electric traction. 


But 


assume they gravely decide to abandon the one in favour of the 


other-—what are their powers? 
pen, without a private Act of Parliament ? 


Can they do it with a stroke of the 


Assuming that they do start running ‘buses without any 


shadow of right, what can the ratepayers do- 


Supposing that the ratepayer ascertains that the rates which he 
is paying are being used for an unlawful purpose, what remedy can 


he invoke ? 


Has he the power to bring an action against the rating 


authority for breaches of trust! For that is what it really amounts 
to. It appears that he has this power; but it is a power which can 
only be exercised at great expense and grave risk to his pocket 
should he be unsuccessful in his appeal to the Courts of Justice. 
The Court may intervene to prevent the doing of an act by any 


Corporation which is ultra vires, 


Кот instance, a local authority 


could not without statutory power establish a system of tramways. 
It could not, if it already possessed a system of tramways worked 
by electric power, use any portion of theelectricity generated for the 
purpose of the tramway for supplying electric light to the public. 
The case of the Attorney.General v. the Lord Mayor and the 
Citizens of Manchester, which was decided some years ago, illus- 
trates two things:—(1) That a local authority must pay strict 
attention to the statutory limits which are imposed upon it ; and (2) 
that where those limits are exceeded a ratepayer who is affected 


may appeal to the Courts for protection. 


In this case there arose 


one other point to which we should draw attention, and it is that 
although the plaintiff was successful in showing that the Corpora- 
tion of Manchester had exceeded their powers, he was nevertheless 


deprived of part of his costa. . 


The facts of the case may be stated in a very few words. 


The 


Corporation of Manchester owned certain tramways within the 


city, which were worked by statutory powers. 


They also leased 


certain other tramways in the neighbourhood. On all these tram- 
ways they had power to carry pussengera and parcels. 
nection with their parcel business they established depote, provided 
horses and carts and undertook the delivery of parcels, not only by 
means of the tramcars but by means of the horses and carts which 
carried parcels from place to place wholly independently of the tram- 
lines. The plaintiff in the action was а carrier in the district. He felt 
the stress of competition and sought to restrain the Corporation from 


carrying on the business of a common carrier. 


In con- 


Mr. Justice Farwell, 


a3 he then was, held that in so far as the Corporation carried parcels 
on their own lines and delivered those parcels to persons living 
near the tramway, or collected parcels for the purpose of carrying 
them on their tramway. they were acting within their powers, but 
he came to the conclusion that the Corporation were not entitled to 
carry on the business of carriers independently of their tramway, 
and that the Court would interfere to prevent the expenditure of 


borough funds on such a venture. 


It is obvious,” he said, that 


a delivery service by carts to and from villages not connected with 
the company and a general agency for all railway companies must 
entail expense, even if the same carts and men be used as are 
employed ordinarily in the tram service proper. I cannot believe that 
a large general delivery service and a general railway agency can be 
added to the service limited to communication with thetrams with- 


out expense." 


In theend he madea declaration that the Corporation 


were not entitled to act as common carriers, but in view of the fact 
that the plaintiff had only succeeded as to part of his case (for he 
had disputed their right to collect or deliver goods at all) the 
learned judge only awarded the plaintiff half his costs against the 


Corporatiun. 


Dealing first with the law of this decision, we confess that we 
find it a little difficult to understand, having regard to previous 


decisions, 


The powers of the tramway company incidental to the 


conveyance of parcels, provided that the tramways might be used 
for the purpose of conveying and delivering parcels amongst other 
things. Does such a power enable the Corporation to collect parcels 


at people's houses and to deliver them elsewhere ? 


In the case of 


the London County Council ғ. Attorney-General, which was heard 
in 1901, it was decided that the County Council could not carry on * 
the business of omnibus proprietors, by virtue of their statutory 


power to run tramways. 


By the London Tramways Co. Act, 1896, 


Sec. 31, the County Council were empowered to buy the tramways, 
and any works and property connected therewith, including, there- 
fore, omnibuses and horses, and, further, it was argued that they 
were impliedly authorised to work the omnibus traffic. 


argument, however, did not prevail, In giving judgme 


nt 
F 


This 
in the 


- Ж ә . 
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House of Lords, Lord Macnaughton said: “The London County 
Council are carrying on two businesses—the business of a tramway 
company and the business of omnibus proprietors. For the one 


they have the express authority of Parliament; for the other, so. 


far as I can see, they have no authority at all. It is quite true 
that the two businesses can be worked conveniently 
together, but the one is not incidental to the other.“ 
In effect, therefore, the House of Lords held that 
the bringing of passengers to the tramway terminus was 
not incidental to the business of the tramway. Why, then, should 
it be incidental to the business of a tramway company acting as a 
carrier of goods to bring those goods to and from the tramway ? 
We have pointed out that this decision is of importance from 
the point of view of those who are opposed to municipal trading. 
In the case above referred to,the fact that the Corporation of 
Manchester were exceeding their powers was brought home to one 
who acutely felt the stressof competition. Weshould be interested 
to see а table drawn up showing the powers which are exercised by 
local authorities in all parts of the country. We know that 
in carrying out the business of electric light supply, many 
Corporations and other local bodies are somewhat apt to exceed 
their powers. The case to which we have referred is given as an 
illustration of the fact that if it can be shown that these powers 
are being exceeded, the Courts will intervene. Doubtless the 
remedy is costly, but if those in the electrical trade were 
to combine together in their capacity as ratepayers in any 
particular district, we venture to think that the alleged abuses, 
as to which there is often such loud complaint in these columns, 
could be brought to an end. One word as to the 
general attitude of the ratepayer in these matters, We have 
pointed out in an earlier part of this article that there is a large 
body of ratepayers who are practically indifferent to an increase in 
the rates. Many rating authorities adopt the principle of com- 
pounding, that is to say, instead of collecting the rates themselves, 
they accept 80 per cent. from the landlord of a group of tenants, 
and allow him to collect the full amount from his lessees. Under 
this system, if the rates are increased, the tenants think that the 
. landlord is putting up the rent, and they are indifferent, not only 
to the increase in the rate, but to the object to which the rate is to 
be devoted. Under these circumstances, it is not surprising that 
there should be apathy on the part of ratepayers in this country. 
They ought, however, to know enough to prevent a local authority 
from running ‘buses when their powers limit them to tramways. 


BUSINESS NOTES. 


Consular Notes.—Holland.—The Austrian Consul at 
Amsterdam reports that the manufacture of metallic-filament lamps 
in Holland has recently witnessed considerable expansion, mainly 
as a result of increased demand for exportation, and the Datch incan- 
deecent lamp works in general have enjoyed most favourable and 
profitable business. 

Spain.—The Austrian Consul at Barcelona reports that, in 
numerous industrial establishments throughout Spain, extensive 
reforms have been effected in recent years in order to put manu- 
facturing methods on to a modern basis. In the course of carrying 
out these reforms, electrical power has largely displaced steam, 
and old machinery has been replaced by modern and improved 
plant. As a result of these improvements, the electrical 
industry in the country began to witness an important 
development, and new electrical undertakings were rapidly formed 
to utilise the numerous waterfalls existing in Spain, and partion- 
larly in the Pyrenees, Electrical energy for feeding the industrial 
machinery became cheaper year by year with the increasing com- 
petition caused by the establishment of new undertakings, and 
this development of industrial conditions and methods has created 
a growing demand for electrical installations, motors and other 
machinery. These accessories came chiefly from abroad, by. far the 
larger part of the machinery, motore, &c., from Germany; the 
goods supplied by Great Britain have been of very high quality and 
dearin proportion. The participation of Austria, curiously enough, 
has been very small The demand for electric motors and 
machinery, it is anticipated, will be very much greater than 
formerly, and the present is an excellent opportunity for extend- 
ing business relationships with the country. New companies 
are continually being established for the appropriation of water- 
power, and towards the end of 1911 three new electrical companies 
were established in Barcelona itself for the production and distri- 
bution of electric energy for lighting and power purposes. The 
importation of electric motors has increased from 10,100,000 pesetas 
in 190%, to 10,200,000 pesetas in 1910, and 12,100,000 pesetas in 
1911. The imports of insulated cable and wire for electric 
transmission amounted to 1,500,000 pesetas in 1911, more than 
half that amount being credited to Germany ; there is a rapidly 
increasing demand for these goods. The demand for telephone 
. and telegraph instruments and electric meters is also showing 
rapid expansion, the yearly increase being about 250,000 pesetas ; 
the imports in 1911 were .valued at 1,800,000 pesetas, the largest 
share being taken by Germany, and smaller shares by Great 
Britain, France and Sweden (the last-named country chiefly tele - 
phone instruments). The trade in electric incandescent lamps shows 
remarkable development ; in 1909, Spain imported goods of this 
class to the value of 2, 200, 000 pesetas; in 1910, 2,600,000 pesetas ; 
and in 1911, 3,700,000 pesetas, Although in recent years several 


_ factories for the production of these lamps have been established in 


the country, and have placed lamps in the market at a price 
cheaper than that of the imported variety, the demand from abroad 
bas not diminished. The price of imported lamps is about 90 
pesetas per 100. In this section, again, the largest share of the 
trade is taken by Germany, and advertising in this trade is à most 
important factor in securing business, The demand for fixed 
steam and gas engines has declined, the imports in 1911 being 
valued at 2,300,000 pesetas, as against 8,000,000 pesetas in the 
previous year. The decline may be ascribed to the increased use 
of electrical power, but a large demand still exists for gas engines 
and emallsteam engines; the chief supplying countries are Great 
Britain, Germany, France and Belgium. The imports of tubular 
boilers have increased from 3,100,000 pesetas in 1910 to 4,800,000 
pesetas in 1911; Great Britain, Germany, Belgium and France 
supply the needs of the market. For all kinds of machines in 
general the demand is increasing, in consequence of the rapid 
industrial development of the country; in many works machine 
production is replacing hand labour, and in other works new plant 
is being installed. The imports of machinery not separately men- 
tioned (i. e., excluding that mentioned above, agricultural machinery, 
pumps, machine tools, &o.) increased from 15,300,000 pesetas in 
1909 to 18,900,000 pesetas in 1910, and 23,100,000 pesetas in 1911. 
Later in his report the Consul states that the erection of new 
wireless telegraph stations throughout Spain is being rapidly carried 
forward. The Compania Nacional de Telegrafia sin Hilos, which 


has its headquarters in Madrid, and is concessionaire of the official 


wireless telegraphy service (Marconi system) for Spain, has installed 
four new stations--in Barcelona (Prat de Llobregat), Cadiz, Santa 
Cruz de Tenerife and Las Palmas. The erection of further stations 
in Madrid (Aranjuez), Vigo, and Soller (Mallorca) was being carried 
out at the time of writing, and the company also proposed to take 
up the question of international service.with the foreign wireless 
telegraphy stations of the Marconi gystem. "The charges fixed are 
as follows: (a) for Spanish vessels, 7°50 pesetas for the first 10 
words and 75 centimos for each additional word; (b) for foreign 
vessels, 8°50 pesetas for the first 10 words and 85 centimos for each 
additional word. 

Turkey.—The British Consul at Damaecus reports that the 
Société Anonyme for the electric tramway, light and power 
continues to do excellent business; the tramways gross receipts 
have lately increased while working expenses have been reduced. 
The average annual kilometric receipts and expenditure amount 
to about 60,000 fr. and 40,000 fr. respectively. The use of electric 
power is increasing, and the profit from electric lighting would 


. also increase to a much greater extent wereit not for the frequent 


cases that come to light of the fraudulent use of surreptitious 
wires, internally and externally. Eventually the electric lighting 
wires will have to be placed underground, but that would cost at least 
£100,000. The proposed prolongation of the tramway reported last 
year is still under deliberation by the municipality, and makes very 


. slow progress. 


Dorman, Long's Installation, — The directors of 
Messrs. Dorman, Long & Co.. Ltd., in their annual report, eay that 
the capital expenditure for the year was chiefly incurred in the erec- 
tion of an electric generating station to utilise the exhaust steam 
at the Britannia steel works. This is working to the complete 
satisfaction of the directors, and is supplying all the current 
required for the Britannia Works, the electrically-driven mills and 
the wire works, at a greatly reduced cost. 


Clab Dinner.—The Telac 20 Club 1912, a social club 
comprising certain members of the staff and works of Messrs. J. H. 
TUCKER & Co., electrical accessory manufacturera, Birmingham, 
held their first annual dinner on Saturday, November 23rd, at the 
Colonnade Hotel, New Street, with the president, Mr. J. H. Tucker, 
in the chair. The evening opened by the “20” sitting down to 
an appropriate menu of more or leas electrical dishes, the last item 
being "cheese (high tension), and salary, fourpenoe deducted." 
There was also a footnote to the effect that any complaints re 
delivery must be reported to the Works Office. The remainder of 
the evening was devoted to a smoking concert, with toasts at 
intervals. After the usual loyal toast, that of Our President,” 
proposed by Mr. Jas. J. Evans, was responded to by Mr. Tucker, 
who, in the course of his remarks, referred to the value to the busi- 


ness of harmony existing between employer and employé and the 


various sections. For this reason he was very pleased that such a 
club had been formed and wished it every success. Mr. J. A. 
Crabtree proposed the toast of The Telac 20 Club" Mr, A. О. 
Davis acted as secretary for the occasion. 


2 
The Shops’ 
November 19th issued an order for dealers in electrio fittings to 
close on Wednesdays, at 1 p.m., with Saturday as an alterna- 
tive day. 


Wilson's Trust.—Under the bequest of the late MR. 
SAMUEL WILSON it is possible for young business men in need of 
loans to obtain these at 2 per cent. interest under certain conditions 
The matter is referred to in an advertisement appearing in this 
issue. 


Shop-Window Displays,—Among numerous effective 
window displays resulting from the advertising campaign recently 
conducted by the General Electric Co., Ltd., that of Messrs. A. F. 
SMITH & Sons, of Gillingham, is partioularly interesting, and it 


forcibly conveys the idea of strength of the Osram drawn-wire 


lamp. Mr. Shirley Smith designed special apparatus used 
in connection with signs, posters and other decorations. A 
miniature electric car, running on an inclined track across 
the width of the shop window, carries an Osram drawn-wire 


Act.—The Southend-on-Sea T. C. on 
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lamp suspended, When the car starts at the extreme left, the 
upper end of the gradient, the words, "Still another try to break 
my filament," appear in the frame in the centre of the window. 
Dashing down with increasing momentum, the car, with the lamp, 
strikes the buffer at the lower end of the incline with considerable 
force, Instantly, by aid of an electrical arrangement, the words, 
„Impossible I am an Osram," appear in the same frame, instead of 
the other words above-mentioned. Special mechanism draws up the 
car to the top of the incline, and the same operation is repeated. 
With reference to the publicity literature issued by MESSRS. 
SIEMENS Bros. Dynamo Works, LTD., in connection with their 
lamp-selling campaign of the current season, we have received a 
picture of the shop-front view of Messrs. Bucknell’s, Ltd., in Park 
Street, Camden Town, a well-known North London electrical con- 
tractor. It is easy to imagine how excellent a means of exciting 
public interest in electrical appliances a well-arranged shop wir dow 
may be. The window in question is a good example of what may 
be done with tantalum and Wotan" display material. 


Private Arrangement,—AiIsH’s Storrs, Lrp., 89, 
Old Christchurch Road, Bournemouth, electrical engineers, &c.— 
Pursuant to the provisions of the Companies’ (Consolidation) Act, 
a meeting of the creditors of the above was held on Tuesday, at 
Salisbury House, London Wall, E.C., the chair being occupied by 
the representative of Мевагв, Crowden & Garrod, the principal 
creditors. It was reported that resolutions for voluntary liquida- 
tion had been passed by the shareholders of the company, and 
Mr. C. R. Bliesett, chartered accountant, of Bournemouth, had been 
appointed to act as liquidator. It was stated by the liquidator 
that it was not possible for any definite offer to be made to the 
meeting, but negotiations had taken place with a view to the sale 
of the business as a going concern. The position was discussed at 
considerable length, and eventually it was decided that application 
should be made to the Court for the appointment of Mr. G. G. 
Poppleton, of Poppleton, Appleby & Hawkins, 4, Charterhouse 
Square, E. C., to act as the liquidator of the company. A committee 
of five of the principal creditors was also elected. The following 
are creditors :— 


Armorduct Manufacturing Co. zn Hill, Fredk., & Co. i .. £50 
А 8 


Blissett, C. R. se m ; Marsh, Bons & Co. vx К 24 
Crowden & Garrod an .. 78 Walsall Hardware Manufacturers 52 
Evered & Oo. Р ж - 40 Welsbach Agency.. m d 30 
Fordham & Со. .. me oe 30 Veritys, Ltd. da s 2s 81 
General Electric Со, .. " 22 


Bankruptcy Proceedings.— WESLEY SUTTON, electrical 
engineer, and traveller for electrical manufacturers’ agents, Liver- 
pool (formerly carrying on business with S. Lord and J. W. 
Garsden, as the Howe Electrical Engineering Co.).—Firat meeting 


December Sth; public examination, December 16th, both at. 


Liverpool. ; 

R. E. WALKER, electrical engineer and cycle agent, Hereford.— 
Last day for the receipt of proofs for dividend, December 7th. 
Trustee : Mr. M. J. G. Scobie, 2, Offa Street, Hereford, 


Catalogues and Lists, — THE British THOMSON- 
Носвтох Co., LTD., Rugby.—The company bas just issued in its 
usual convenient form illustrated and descriptive price lists, with 
drawings showing dimensions and connections, as follows :— 
No. 370, B.T.-H. motor control panels for C.C. circuits ; No. 374, 
B.T.-H. type O, form A, oil break switches; No. 375, B.T..H. 
aluminium lightning arresters for A.C. circuits; No. 376, lightning 
arrestera, type MD2; No. 377, magnetite arc lamps for C.C. cir- 
cuits ; No. 378, time limit fuses. 

THE PREMIER ACCUMULATOR Co., LTD., Cattle Market Road, 
Northampton.— Sixteen-page catalogue of Premier arcumulators. 
The illustrations include views of the batteries supplied to Norwich 
and Hammersmith electricity works, and to Wallasey and North- 
ampton tramway power stations. Tabular particulars, prices, 
dimensions, &c., are set out of batteries for central station service, 
country house lighting, small lighting installations, and so on. 
Information respecting renewals and accessories, and instructions 
for working the batteries, are given. 

MESSRS. W. GEIPEL & Co., London, S.E.—Ten-page pamphlet 
dealing with electric measuring instruments and stating prices. 

Messrs, SIEMENS BROS. Dynamo Works, LTD., Tyseen Street, 
Dalston, N,E.—Small pamphlet (8.P.D4) in novel form showing, 
and stating prices of, their Holophane types of reflector fittings for 
offices, shops, galleries and public institutions. ә 

THE LONDON ELECTRIC WAREHOUSE Co. (Department of the 
Brush Electrical Engineering Co., Ltd.), Manners Street, York 
Road, London, S. E.— Six - page list giving tabulated particulars and 
prices of “Metallum” lamps. The illustrations are very effective, 
being produced in life-like night-time fashion, the lighted lamps 
standing out well on a black background. The contents include 
lamps of from 25 to 260 volts, and from 4'5 to 67'5 British C. p., 
also high С.Р. lamps, train lighting lamps, and "''Candolite " 
electric candle fittings. | 

Мкаквв, SIEMENS BROTHERS DYNAMO Wonks, LTD., 38 and 39, 
Upper Thames Street, London, E.C.—New list (16 pages) giving 
illustrations, brief particulars, and tabulated price and other 
information respecting various electrical supplies for cinemato- 
graph theatres, including bioscope carbone, Wotan and tantalum 
lamps, glass and bead shades, electric signs and outside lanterns, 
fittings, distribution boards, small motors and fans, motor-generator 
sets, and so forth. 

THE ELECTRICAL Co, LTD., 122-124, Charing Cross Road, 
London, W.C.—Small eight-page booklet of Novel Christmas Gifts,“ 
electric kettles, “Pygmy " heaters, flat-irons, Eco " clocks, pocket 
electric lampe, and electric hair dryers. Prices are given. A 
number of copies can be obtained by those interested. A Noyember 
stock list of D.C. and А.С, motors has also be issued. 


THE DowsiNa RaDiANT HEAT Co., LTD., 105, Great Portland 
Street, London, W.—Illustrated and priced folding sheets showing 
numerous designs of luminous and convector radiators, hot-bar 
heaters, red-glow heaters, &c., for the 1912-13 season. ‚ 

Messrs. VERITYS, LTD., 31, King Street, Covent Garden, London, 
W.C.—Publication No. 718, giving prices and illustrations of 2 
lamps of various shapes, sizes, candle-powers, &c. 

THE CRUSE CONTROLLABLE SUPERHEATER Co., 1, Parsonage, 
Blackfriars, Manchester.—List containing detailed drawings and 
other particulars relating to their patent sectional type heat 
accumulator superheater, also extracts from a report on plant at a 
Macclesfield mill 

Messrs. S. Н, Heywoop & Co., Ітр., Reddish, near Stockport. 
—Eight-page reprint from Enyineering, giving a detailcd description 
of a 30-ton electrically-operated traverser with revolving table. 

THE PowER PLANT Co., LTp., Temple Bar House, Fleet Street, 
London, E.C.—Catalogue No. 5 (30 pages) containing illustrations 
of, and brief notes concerning, their double-helical cut gears. The 
pictures include a view of the factory at West Drayton. 

Messrs. D. Н. BoNNELLA X SON, LTD., 58 and 60, Mortimer 
Street, London, W.—Eight-page list (No. 352), giving illustrated 
particulars and prices of electric lighting accessories, including 
wall and floor sockets, pressel switches, &c. : 

Messrs, A. EMANUEL X Sons, LTD., 18, George Street, Man- 
chester Square, London, W.—32-page supplementary catalogue of 
electric light fittings for the current season. containing illuetra- 
tions and prices of a variety of brass brackets, cord pendants, bowl 
lights, ceiling and reflected light fittings, pendants for various 
classes of rooms, inside and outside lantern fittings, luminous 
radiators, fancy glass and bead shades, &c. A leaflet states prices 
of “ Acson " metal-filament lampe. 

THE BRITISH TRHOMSON-HOUSTON Co., LTD., Mazda House, 
77, Upper Thames Street, London, E.C.— We have before us a copy 
of the first bound catalogue issued by the Lamp and Wiring 
Supplies Department of this company. It is a very fine production 
of over 400 pages, and has been produced in only three months. 
The cover is & dark red cloth, bearing the company's monogram 
in gold, and the art paper printing of both text and illustrations is 
very satisfactory. A very complete system of indexing is employed, 
both at the opening and in each of the sections, and each article 
in the volume has both a number and an indicator letter, the latter 
showing the section. Our readers need hardly be told that the 
work deals chiefly with material and accessories appertaining to 
electric lighting, heating and small power work. The different 
sections will be supplied separately bound, if desired. All the 
sections will be kept up to date by the issue from time to time of 
extra sheets. The introductory section gives an illustrated deacrip- 
tion of the B.T.-H. organisation, and of the various works and branch 
offices which it comprises. Thie section also contains a page of 
electrical and lighting definitions, an interesting article, illus- 
trated by diagrams, on illumination work with useful tables 
relating thereto, and technical data on heating and cooking 
apparatus and small power motors. The introductory section 
concludes with some comparative tables of English and 
foreign currencies and measures. The first section of the body 
of the catalogue deals with Mazda, Gem and B.T.-H. Edison carbon 
lamps, and gives price tables and illustrations of the various 
lamps, as well as technical data on lamp efficiencies and perform- 
ance. This includes a number of curves and tables which have 
not been published before. 

The remaining sections are in the following order: — A," wiring 
accessories; "S," shades and reflectors ; “ E," electric light fittings 
and lanterns; "B," bells, telephones ard batteries; M," miscel- 
laneous (theatrical apparatus, signs and flashers, and automobile 
accessories); W,“ wires, cables and accessories; T," conduit 
fittings and accessories; “О,” arc lamps, power, heating and 
cooking appliances. Of course, it would be possible to devote a 
great deal of space to merely summarising the general features of 
the catalogue and its contents, but our readers are by this time 
pretty familiar with the scope of the activities of the B.T.-H. lamp 
and wiring supplies department— or they ought to be—and we have 
said quite sufficient to indicate the usefulness of the volume to 
those who are interested in these particular departments of the 
electrical industry. 

MESSRS. STEWARTS & LLoypDs, LTD., Winchester House, London, 
E C.— Catalogue illustrating tubular steel poles and towers for 
traction, light and power transmission. 


Book Notices,—' The Book: What they say about the 
Electric Light" is the title of an excellent booklet issued by the 
West Ham Corporation electricity department. It contains the 
signed testimony of bakers, drapers, jewellers— some ten or a dozen 
trades—to the "outstanding advantages" of electric lighting and 
power as tested by experience in their own establishments. The 
enthusiasm of these gratified users is striking, and their unanimous 
verdict is that great savings are effected not only in the bills for 
energy, but also in the reduced cost of decorations, absence of 
deterioration of goods, &. Rubber, woollen, cotton and leather 
goods exposed to the fumes from gas lighting perish, linen goods 


turn yellow, cigars are rendered unsaleable. These and other points 


are strongly emphasised in this convincing collection of opinione. 

Electric Mining Rules and Data.—A neat little handbook with 
this title has been issued by Messrs. W. T. Glover & Co, Ltd.; it 
brings together in convenient form for the waistcoat pocket the 
code of Special Rules and the Home Office Memorandum, which 
form rather more than half the contents, the remainder of the 
space being occupied by illustrations of the publishers’ mining 
specialities, followed by a few notes and tables bearing on the 
subject. | 

" Annual Report of the Royal Technical College, Glesgow." 


October, 1912, Glasgow: The College. 
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"The Beginners Guide to the Microscope. By C. E. Heath. 
. London: Percival Marshall & Co. Price 1s. net. 

" Mechanical World Electrical Pocket Book for 1913. 2 
chester: Emmott & Co., Ltd. Price 6d. net. 

" The Principles of Applied Electrochemistry. By A. J. A 
Price 18s. net. Electroplating.” Ву W. R. Barclay and C. H. 
Hainsworth. Price 7s. 6d. net. 1912. London: Edward Arnold. 

„Deutscher Kalender für Elektrotechniker.” Ву F. Uppenborn 
and G. Dettmar. 1913. Berlin: R. Oldenbourg. Price M. 5. 

The Indicator Handbook." Part II. By C. N. Pickworth. 
Fifth edition. Manchester: Einmott & Co., Ltd. Price 3s. net. 

"Will on the Law of Electric Lighting, Power and Traction. 
Fourth edition. By W. E. Tyldesley Jones, 1913. London: Butter- 
worth & Co. Price 278. 61. - 

The P. х О. S. Navigation Co., Leadenhall Street, E.C., have 
issued their large coloured wall sheet, as usual, showing dates of 
homeward and outward mails hy their vessels during 1913 to Egypt, 
India, China, Japan and Australia. 


Dissolutions and Liquidations.— Dowsox Ecoxomic 
GAS AND POWER Co., LTD.—A meeting is called for December 31st 
at 39, Victoria Street, London, S. W., to hear an account of the 
winding up from the liquidator, Mr. J. E Dowson. 

IMESON FINCH X Co., LTD.—A ineetiug is called for December 
23rd at 4, Victoria Buildings, Stockton-on-Tees, to hear an account 
of the winding up from the liquidator. 

KLEIN ENGINEERING Co, LTD.—AÀ meeting will be held on 
December 30th at 60, Spring Gardens, Manchester, to hear an 
account of the winding up from the liquidator, Mr. A. A. Gillies. 

WORSLEY X PAGE, LTD.— The summary of receipts and payments 
issued by the liquidator shows that after paying to unsecured 
creditors a first and final dividend of 14s. in the £ on 42 190, there 
is a balance of £1 23. due to him. 

LEA X WARREN, lighting, &c., engine rs. Kettering.— Messrs. 
А. H. Lea and J. B. Bent have dissolved partnership. All com- 
munications respecting debts, &c., should be addressed to the old 
firm. Mr. Lea will continue to transact business under the firm's 
name at Kettering and at 7, Victoria Street, London, S.W. Mr. 
Bent will carry on business on his own account at Montague 
Street, Kettering. \ 


Man- 
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LIGHTING and POWER NOTES. 


Barking.— The town clerk reports having received notice 
from the County of London Electric Supply Co. of its intention to 
apply, during the ensuing session of Parliament, for a provisional 
order to authorise it to supply electricity in bulk in the urban 
district. 

Barnes.— The U. D.C. ig considering the best means of 
making known the advantages of the E.L. undertaking in view 
of the enterprise recently shown by the Brentford Gas Co. 


Batley.— Municipal electricity display as an adjunct to 
shopping schemes is to be tried on the Friday, Saturday, Monday, 
and Tuesday preceding Christmas. The local Tradesmen's Associa- 
tion and the Corporation Gas and Electricity Committee are tak ing 
the matter in hand, and the centre of the town is to be illuminated 
in a special manner to aid the shopkeepers at Christmas time. It 
is hoped that the authorities will make some special display on the 
linea of the Coronation illuminations, 


 Belfast.—4At the fortnightly meeting of the Tramways 
and Electrical Committee last week, the electrical engineer, Mr. 
Bloxam, presented supplemental reports regarding the proposed 
extensions of the electricity undertaking, whilst the tramways 
manager, Mr. Nance, submitted a report on the supply of electrical 
energy for the tramways only." The latter report was referred to 
the engineer, and copies were ordered to be circulated amongst 
the members, and legal advice taken on the former reports. 


Brechin.—In the course of a discussion over a proposal 
to acquire the gasworks for the Corporation, it was suggested that 
the T.C. should also consider the question of electric lighting. 
Ultimately it was decided to postpone the question. 


Broadstairs.— Arrangements have been made for the 
Park to be lit by electricity by the Isle of Thanet Electric L. & T. Co. 


. Bude,—The U. D. C. has under consideration a tender 
from the Electric Light Co. for public lighting for a кш of five 
years. 


Buxton.—4A loan of £1,000 for electricity purposes has 
been applied for by the U.D.C. A thorough system of canvassing 
for new consumers is to be carried out. 


Canada.— The Regina T.C. is considering a scheme to be 
submitted to the voters for the erection of a new power house at a 
cost of £77,000. The demand for power is increasirg at the rate 
of about 75 per cent. per annum. The present plant carries an 
overload, and is not worked economically. About one-third of the 
city’s water supply is at present used for cooling purposes, and is 
afterwards pumped back into the mains, It is proposed that the 
new power house shall be at a distance from the se where ample 
water is available. 


Carnarvon,— The new electrical installation at the 
infirmary has been brought into use. It consists of a 5-KW. 140. 
volt dynamo driven from an existing laundry engine, and a 55.cell 
battery equal to running 95 lamps for 10 hours, the lighting being 
from either the dynamo or battery. The installation was carried 
ont by the National Electric Construction Co. 


Chesham, —The U.D.C. has referred to à Committee the 
question of purchasing the undertaking of the E.L. company, which 
has for some years held the contract for public lighting. 


Continental Notes,.—FnaNck.—La Compagnie Elec- 
trique du Nord bas recently completed its electric power trans- 
mission line—at 45,000 volts—between Pont-a-Vendin and Saint 
Quentin la Fere,and is now supplying current to a number of 
local distributing companies in the departments of Aisne and 
La Somme. The company is also putting the finishing touches to 
а new generating station of 8,000-Kw, capacity, at Beautor, near 
La Fere. 

The municipal authorities of Chalons-sur-Marne have granted 
the concession for the supply of electrical energy for power 
purposes (but not for lighting) in the town, to La Société Generale 
Electrique. 

Russia.—The six principal Russian banks, in concert with a 
powerful Belgian group, have bbtained imperial sanction for the 
company to be formed for utilising the available water-power in 
Finland, including the lesser Jmatra and three other falla, as well 
as the Russian falls on the Volkhov River. to supply electrical 
energy to St. Petersburg and environs. The scheme comprises not 
only lighting and power for the city and suburban industries, but 
for extensivo undertakings like the circular electric railway round 
St. Petersburg and the electrification of the existing railways for 
suburban traffic. — Morning Post. 


4 

Coventry.— The City Council has decided to adopt 
a recommendation of the Electric Light Committee that appli- 
cation be made to Parliament in connection with the local 
Bill which is being promoted by the Corporation, for power to 
extend the area of electricity supply to the parishes of Allesley, 
Binley, Coundon, Keresley, Stoneleigh, Walsgrave-on-Sowe, Willen- 
hall and Wyken. Councillor Lee (chairman of the Committee) 
stated that the extensions of the power station would enable the 
Committee to supply these villages direct. 


Croydon, — Ге B.C. decided on Monday to determine its 
agreement of October, 1907, with the County of London Electric 
Supply Co.. for the supply of electricity in bulk to areas beyond the 
borough boundary. This is the outcome of the company s decision 
not to proceed further with the proposed revised agreement, and it 
was stated that possibly it contemplated opening generating works 
in the district concerned, or laying mains from Wandsworth. 


Dalkey.—At the special meeting of the Urban Council 
held last week to consider the electric lighting question, the Town 
Clerk read a letter from the Dublin and Southern District Electric 
Supply Со, asking the Council to waive the right to notice of the 
company's intention to proceed to obtain a provisional order for the 
purpose of supplying electric light to Dalkey district. The com- 
pany added that the Council would not be binding itself to 
anything in the provisional order. After a lengthy discussion, it 
was decided to waive the right on the lines of the Kingstown reso- 
lution on the subject, with an added safeguard for the Council. 


Douglas.—^A long discussion took place at the T.C. as 
to a recommendation of the Electrical Uudertaking Committee, 
that the first section of the scheme submitted for the electric 
lighting of the town should be carried out. There was strong 
opposition, mainly on the ground that the ratepayers had not been 
afforded an opportunity of pronouncing their opinion on the scheme. 
It was ultimately deciled that a plebiscite be taken on the whole 
scheme. Several membera of the Committee at once tendered their 
resignations, the chairman characterising the proceedings that 
had led up to the Council's decision as a farce. 


Dublin.— Last week Mr. P. C. Cowan, of the L. G. B., 
held an inquiry into the application of the Corporation for a loan of 
£28,100 for the purpose of extensions by the electricity department. 
The Lord Mayor said that the reason for applying for these loans 
was the substantial increase in the number of consumera, which at 
present stands at about 5,000, This year the undertaking had a 
surplus of over £4,000. He suggested that the money which 
was being made ought to be put to a reserve fund. The application 
was not only one of importance and urgency, but was absolutely 
essential. He felt so strongly on the matter that he would decline 
to take the responsibility of being on the Electric Lighting Com- 
mittee for one week except he were assured that they would be 
facilitated in getting the necessary additional machinery by the 
L.G.B. at the earliest possible moment. 


Edinburgh,—It is understood that at the present rate 
of increase in electrical supply, both for power and lighting, 
in Edinburgh, the existing stations will prove inadequate in about 
three years’ time. Before then the Corporation will be under the 
necessity of making new arrangements to meet the ever-growing 
demand for electricity. 

Notice of motion has been given at the T.C. remitting to the 
Cleaning and Lighting Committee to report as to the cost of the 
disposal of refuse by the destructor, and to consider and report as 
to the advisability of closing the destructor, 


Fleetwood.—Owing to the increase in the number of 
consumers of electricity, the works in Copse Road are now ranning 
at their full capacity, and the electrical engineer (Mr. Millar) 
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has received instructions from his committee to prepare plans and 
details of proposed further extensions at the works. 


Foleshill.—The R.D.C. has under consideration the 
question of the lighting by electricity of parishes in its ares. 
Certain of these parishes are included in the Bill which is being 
promoted by the Coventry Corporation, and the point raised at the 
meeting was whether Bedworth would comein. The Leicestershire 
and Warwickshire Electric Power Co. contemplates laying cables 
into Bedworth, but the clerk to the R. D.C. was instructed to inquire 
from the Coventry Corporation whether it would entertain an 
application from Bed worth. 


Giffneck,—There is a desire at Giffnock, near Glasgow, 
to get the Strathclyde Electricity Supply Co.. which has the sole 
rights over the district, to extend the supply to Giffnock. It is under- 
stood the company is considering the matter. 


6lasgow,— At the last meeting of the 'T.C.'s Committee 


on Electricity, the engineer reported that applications had been 
made by the Fairfield Shipbuilding Co., Messrs, Beardmore & Co., 
Messrs. Collins & Co., Messrs. Braby & Co., and others, for very 
large supplies of electrical energy, and set forth the terms on, and 
the rates at, which such supplies should be granted. A Special Sub- 
Committee has been appointed, with powers to deal with the 
matter. 

It is currently reported that Messrs. Stewart & Co, Ltd., 
the well-known tube manufacturers, are in negotiation for the 
acquisition of ground in the north-east of Glasgow for the purpose 
of erecting an extension to their works. In the proposed addition 
the motive and necessary heating power will be entirely derived 
from electricity. 

Greenock.—The Corporation has agreed to apply to 
the Secretary for Scotland for power to borrow £60,000 for the 
purposes of the electricity undertaking, and to meet the expendi- 
ture to be incurred in supplying power users in the neighbouring 
burgh of Port Glasgow. The engineer estimates the total cost of 
the Port Glasgow scheme at £31,529. 


Grimsby,—In view of the necessity of extending the 
plant at the electricity works to meet the estimated additional load 
for the next three years, the Committee has decided to install an 
800-Kw. to 1,000-KW. mixed-pressure turbine, with condensing 
plant, pipes and all accessories, at an estimated cost of £8,000, which 
sum is made up as follows: Turbine generator and plant, £6,500 ; 
switchboard panel, £150; foundations, &c., £150; pipework (steam 
exhaust and water), £300 ; contingencies, £400. 


Hastings.—A report presented to the T.C., by the 
electrical engineer (Mr. R. Ferguson), shows that during the last 
15 months the number of private consumera has incressed from 
1,193 to 1,398, equal to 17 per cent. There are now 47 miles of 
mains in the borough and over 700 street incandescent lamps. 


Hayward's Heath.—50 much progress has been made 
with the proposed E.L. scheme for the town that a prov. order is to 
be applied for by a local syndicate. A provisional site for the 
generating station has been selected in New England Road. 


Hereford.—The quarterly return to the T.C. shows that 
the number of units sold during the September quarter was 
112,212, bringing in & revenue of £1,126, as against 100,721 unita, 
valued at £1,024, in July-September, 1911. In addition there was 
а revenue of £115 in respect of energy supplied to the Territorial 
Camp. New rules and conditions of supply have been authorised. 


Herne Bay.—A special meeting of the Council has 
agreed to the transfer of the E. L. order to the local gas company. 


Hinekley,—The Leicestershire and Warwickshire Electric 
Power Co., which is situated on the outskirts of Hinckley, has 
during the last few days got into working order, with the result 
that many of the manufacturers and tradespeople of the town ar 
having electric light installed on their premises. In view of th 
competition, the Gas Committee of the Urban Council has decided 
to reduce the price of gas to consumers. 


Hindley.—The B. of T. has informed the U.D.C. that it 


is prepared to defer until the end of November the question of the 
revocation of the E.L. order, with a further extension if a scheme 
is then submitted. The Council has decided to carry out theorder 
and to apply for a loan of £2,000 for cables for the compulsory 
area. Current will be obtained under an agreement from the 
South Lancashire Tramways Co. 

Kingswood.—For the purposes of supply under the E. L. 
Order of 1904, the Electric Supply Co. has applied to the B. of T. 
for permission to erect in the town overhead lines for the trans- 
mission of current at a pressure of 160 volts. 


Leatherhead.—The Leatherhead and District Electri- 
city Co., which is at present supplying direct current in Leather- 
head, Ashtead and Mickleham, is extending its sphere of operations 
to surrounding districts and installing H.T. three-phase plant for 
transmission purposes, The company already has sanction to supply 
certain consumers in Oxshott, Cobham and Bookham under the 
1909 Electric Lighting Act, but is now applying for a prov. order 
to embrace the additional area, with the approval of the local 
authorities concerned. It is anticipated that a general supply over 
the whole of the new area will be available by the summer of 1918. 


Leeds,—In connection with a scheme for the destruction 
of refuse, the Sanitary Committee proposes that a new destructor be 


erected and that the heat shall be applied for the generation of 
electricity, which the Electricity Committee will dispose of. 


London.—Sr. Pancras.—The Electricity Committee 
reports that on July 3rd last, the Council accepted a tender for the 
supply of two 1,000. Kw. motor-generators. The Committee then 
reported that it had adjourned for further consideration the 12 
offers received then for the supply of a 4,000-Kw. turbo-set at 
prices ranging from £12,040 to & 17.000, the lowest figure. not, 
however, including the cost of foundations. Since that date atten- 
tion had been directed to the Ljungstrom turbine, and, after care- 
fully considering its reported advantages, it was decided to examine 
and test the working of a 1,000-Kw, turbine, installed in Sweden. 
After two days' test the engineer stated that from the efficiency 
results obtained he was confident that the installation of & turbine 
of this make would result in very considerable economies in the 
cost of generation above thcse of the other turbines for which 
quotations were received. The turbine in question, the Committee 
continues, is being manufactured in this country by the Brush 
Electrical Co., which is at precent preparing a 5, 000-Kw. set, 
the size of machine required for the Councils work.  Nego- 
tiations were opened with the firm, and an offer has been 
received from it to build and supply а 5,000-Kw. Ljungstrom tur- 
bine to be installed in the autumn of 1914, provided the testa of 
the present 5,000-Kw. set which it is constructing come up to expecta- 
tions, enabling it to comply with figures given in the quotation. 
Inasmuch as it is urgently necessary that an additional turbine 
should be available at the King's Road generating station during the 
winter of 1913, the company offers, upon the acceptance of its quota- 
tion for the 5,000-K W. set, to supply on loan a 1,C006-kw. Ljungstrom 
turbine similar to the оле which is at present installed in Sweden, 
and to replace this by the 5,000-Rw. set when completed. The 
Committee has decided to accept the tender of the Drush Elec- 
trical Co. at £14,050, exclusive of foundations (estimated at 
£1,000); also the firm's offer to lend the 1,000-Kw. set for £1,500. 
The Committee has also decided to install an additional feeder from 
the King's Road generating station to Camden Circus, at an esti- 
mated cost of £1,700; and to increase the section of mains in four 
streets at an estimated cost of £300, to meet the demand of new 
factories requiring power supply. 

HAMPSTEAD.—Many of the Garden Suburbs that are now being 
developed are great friends of the electrical industry, and already 
the users of electricity as an illuminant nearly run into four figures 
on that at Hampstead. A week's demonstration of cookery by 
electricity has just been concluded by Mr. F. S. Grogan in the fine 
showrooms. of the General Builders, Ltd., who occupy one of the 
new shops which have been erected by the Hampstead Tenants, 
Ltd ü 


Peterborough. —On Tuesday night the T.C. decided 
several important electricity questions. The Electric Traction Co. 
asked for terms for the supply of energy to be resold to the Parish 
Council of Walton (a village beyond the borough boundary) for 
power in a new sewage works about to be installed. The Com- 
mittee agreed that energy so supplied should be included in the 
company’s existing contract, but the Council deferred the matter. 
The scale of charges for the supply of electrical energy for power 
purposes was revised as under:—50,000 to. 75,000 units per 
quarter, ld. per unit; the next 25,000 units per quarter, ‘9d.; the 
next 150,000 units per quarter, '8d. ; in excess of 250,000 unita per 
quarter, 75d. This is in view of applications by existing and 
prospective firms for special prices. 4 mE 


Rawtenstall,—The borough electrical engineer has been 
requested to prepare and submit to a future meeting of the Health 
Sub-Committee an estimate of the cost of supplying electricity for 
the lighting of the smallpox hospital at Hareholme. | 


Runecorn.—The Children's Home at Dutton, which is 
being erected by the B. of G., is nearing completion. The Guardians 
at their meeting last week dealt with the question of lighting the 
home, the Childrens Home Committee having recommended elec- 
tricity as “the safest, most economical and convenient system.” 
An estimate of the cost of production and installation is to be 
furnished at the next fortnightly meeting, when a final decision 
will be made. 


Sevenoaks.—The newly-formed electricity company. is 
applying for a'prov. order for the rural parishes of Westerham, 
Brasted, Sundridge, Chevening, Riverhead, Sevenoaks Weald, Seal, 
Kemsing, Otford, Dunton Green, Halstead, Shoreham, Oxted, 
Limpsfield, Titsey, and Tatsfield 


Stirling.—The question of the electric lighting of the 
West and East Churches is being considered by Mr. J. W, Papworth, 
burgh electrical engineer, and a Committee. | ns 


Tynemouth.—.The abstract of accounts of the Corpora- 
tion shows that the gross income of the municipal electricity works 
for the past year amounted to £18,176, compared with £17,880 the 
previous year and £16,924 the year before. The net result of the 
year's working is a surplus of £1,305, which is applied towards 
wiping out the accumulated deficiencies of previous years. The 
net debt of the undertaking is stated at £67,284. The suspended 
deficits now stand at £1,646, which, it is confidently anticipated, 
will be wiped out during the ensuring twelvemonth. Although 
the undertaking has never contributed auything towards the 
reduction of the rates, it has not, on the other hand, been in any 
way a charge upon them. 


Uruguay.—The law for the nationalisation of electricity 
having been adopted, the Government will forthwitb begin the 
building of 16 electric generating stations, which will be installed 
in the following localities :—La Paz, Las Piedras, Pardo, Punta del 
Este, Maldonado, San Carlos, Santa Lucis, Canelones, Rosario, 
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Dolores, Nico Perez, Sarandi di Yi, Treinta y Tres, San Fructuose 
and San Ergenio. Esch station will cost between 25,000 and 30,000 
gold pesos.— Elek. u. Masch. 


Venezuela. —A central electric lighting station is being 
established hear the town of Manoa : water-power is being utilieed. 
It is reported tbat an English company is in negotiaticn for the 
purchase of the undertaking of the Valencia Electric Lighting Co., 
of Valencia. 


Watford —At the last meeting of the R.D.C., a draft of 
the proposed agreement with the Watford U.D.C. as to the supply 
of current to Abbots Langley, Sarratt and Watford Rural District, 
was submitted. The provisions of this agreement are to the effect 
that mains are to be laid within two years, and that except 
in the case of Abbots Langley, the charge per unit is to be the same 
asin Watford. With regard to Abbots Langley, the Council agreed 
that. for a period not exceeding seven years, a charge of 30. per unit 
in excess of the charge in Watford Urban District be made, unless 
there are 50 consumers, When this number has been obtained, the 
price is to be the same as in the other districte. Mr. Purse, electrical 
engineer to the Watford U.D.C., who was in att«ndance, promised 
to recommend his committee to accept these terms. 


Willesden.—Application is to be made to the L. (. B. 


for sanction to borrow £14,000 for mains and services. 


Wood Green.—The Tottenham and Edmonton Gas Co. 


is applying for an order to take over the E.L. prov. order of the 
U. D.C. 


Woreester.— The City Council has approved of the 
Electricity Committee's recommendation in regard to proposed 
extensions and additional plant at Hylton Road. In urging the 
necessity of carrying cut the work immediately, the chairman of 
the Committee (Mr. R. Clarke) asked that, in view of the increased 
cost of labour and metals, the original amount of £7,400 should be 
altered to £7,900, making the total expenditure £8,150. The 
Council agreed to this. | 


_ TRAMWAY and RAILWAY NOTES. 


Asiatic Turkey.—4A Consular report from Damascus 
says :— The Société Anonyme for the electric tramway, light and 
power, continues to do excellent business; the tramway gross 
receipts have lately increased, while expentes have been reduced. 
The average annual kilometric receipts and expenditure amount 
respectively to about 60,000 fr. and 40,000 fr. The ute of electric 
power is increasing, and the profit from electric lighting would 
aleo increase toa much greater extent were it not for the frequent 
cases which come to light of the fraudul-nt use of surreptitious 
wires, internally and externally. Eventually the electric lighting 
wires will have to be placed underground, but that would cost at 
least £100,000. . The proposed prolongation of the tramway 
mentioned in last year's report, is still under deliberation by the 
municipality, and makes very slow progress. 


Australia.— With reference to the proposed substitution 
of electric for steam traction on the railway between Adelaide and 
Glenelg, South Australia, a distance of €} miles, at an estimated 
cost of about £115,000, it is notified that a plan of the railway may 
be seen by British manufacturers at the Commercial Intelligence 
Branch of the Board of Trade iu London. 


Baildon (Yorhs.).—The District Council has decided to 
apply to the B. of T. for a prov. order granting it powers to 
continue the tramway route from its present terminus at Baildon 
Bridge to Browgate, Baildon. The length of the additional track 
will be nearly 1 mile. The Courcil furtber intends to apply for 
powers authorising it to supply the dietrict with electricity, and 
also the new section of the tramway. 


Bradford—Hudderstield.—4A conference” bas been held 
at the Halifax Town Hall between the Halifax Tramways Com- 
mittee and representatives of the Corporaticns of Bradford, 
Huddersfield and Brighouse in regard to the question of tramways 
in the Borough of Brighouse. The Halifax Corporation is the only 
authority with tramways at Brighouse, and application is being 
made to Parliament for powers to extend these to the Huddersfield 
boundary, rid Rastrick. The Brighouse Corporation has consented 
to support the Halifax proposal to the exclusion of any other 
authority laying tramways in the borough. On the other hand, 
Bradford Corporation is constructing a tramway from Wyke to 
Bailiffe Bridge, and. it is understood, wiehes to 1un over the Halifox 
Corporation's line from Bailiffe Bridge to the centre of Brighouse, 
while Huddersfield Corporation desires to extend its tramways to 
Brighouse, so that a tbororgh service may be established between 
Bradfcrd and Huddersfield. Such a service will. of course, only be 
possible by some arrangement being made with Halifax by the 
authorities concerned, Nothing definite was agreed to at the con- 
ference, but negotiations are to be continued at a further meeting, 
the date of which is to be fixed later. 


Сараа. — The construction of the electrical tramways at 
Brandon, Man., is proceeding ко rapidly that it is anticipated that 
the line will be opened by May Ist, 1913. The laying of the track 
is nearly completed. The erection of the steel standarde and over- 
head work will go on during the winte 


REGINA.—In the plans for the new municipal power house, pro- 
vision is being made for the possible inclusion of plant to operate a 
tramway. . 


Colne.—The Corporation is to promote a Bill in Parlia- 
ment, for, amongst other purposes, obtaining powers for the acquisi- 
tion of Colne айа Trawden Light Railway undertaking. At the 
last meeting of the Council, it was stated that a provisional order 
would be applied for to secure the necessary sanction for purchase. 
A departure from this course has now been agreed to, the explanation 
being that the notice for a Bill to be promoted in the next s ssion 
of Parliament should be published not later than a week previously. 
Moreover, had the Council proceeded with the provisional order, the 
longest period for the repayment of the loan wou]d have been 20 
years. There is every reason to assume that Parliament would give a 
longer term for this purpore. The extra cost by the present course 
of procedure will be easily met, therefore, if the Corporation obtain 
a longer period for repayment. 


Continental Notes,—AtstrRia.—The intended elec- 
trification of the Langeck-Bludenz section of the Arlberg line, 
which is to cost 11,000,000 marks, is temporarily interrupted owing 
to the necessity of finding additional clients for the current pro- 
duced by the bydroelectric station. The Railway Department is in 
treaty with sundry possible concessionaires, ғо that a solution of 
the difficulty may not be long delayed,— Elektrotechnische Nach- 
richten, 

Plans are being prepared in respect of a projected electric 
narrow-gauge railway between Badgastein and Hofgastein 
(Salzburg). 

SPAIN. — La Compania Ferrocarril de San Sebastian-Hernani has 
applied for a concession for the construction and working of an 
electric tramway in the town of San Sebastian. 

Russta.—The Commission for New Railways has granted a con- 
cession to the Lodzer Electric Railway Co. to build the following 
electric lines: Pabianice to Lask, Sdunska, and Wolja (32 verste) ; 
from Lodz and Bfesing to Kolucski (32 verste), and from Kudr to 
Petrokow (494 versts). The concession is for 60 years, with a right 
of redemption in 20 years. : 

Several more lines of the newly electrified tramways in Odessa 
have lately been completed and opened for traffic. Altogether 
&bout 37 miles of electric tramways are at work in the city. 

Plans are in course of preparation in respect of a projected elec- 
tric railway between Moscow and Odinzowo. 

GERMANY.—The Prussian State Railway Administration already 
possesses 137 accumulator motor wagons, and a further 41 are 
on order. These motors are considered, all circumstances weighed, 
to be superior to the steam locomotive.— Elek. v. Masch. | 

SwITZERLAND.—A concession is granted to the Société Anonymedu 
Chemin de Fer sur Route de St. Moritz for the construction and 
working of an electric railway from St. Moritz village to the Lake 
of Campfer.— Board of Trade Journal, 

ITALY.—It is anticipated tbat in the course of next year the 
following lines will be added*to the number of those electrically 
worked in Italy :—The Milan to Lecco ; Savona to S. Giuseppe and 
Ceva ; Bussoleno to Bardonecchia and Modana ; Sanpierdarona to 
Ronco (in continuation of the Govi line) ; and the line leading to 
the city and Port of Genoa. In following years further important 
lines will be converted, among others the Porrettana and the 
Neapel to Solerno. The length of Italian railways electrified will 
then total about 200 km.— Elektrotechnik und Maschinenbau. 


Coventry.—The Corporation is promoting, in the next 
seesion of Parliament, a Bill authorising the introduction of a motor- 
omnibus service in connection with the tramway service of the city. 
By the new service, it is proposed to give transit facilities to several 
rural parishes. 


Dundee,— Recently the Magistrates refused to license a 
lad of 15} years as a conductor on the railless trolley cars, and as a 
sequel the Tramway Committee discussed the question of boy 
labour. Mr. Peter Fisher, the manager, said these lads were not 
being employed in order to get cheaper labonr. In most cases there 
were no conductors on railless cars, and, indeed, it was not a job 
fora man at all Intbeend it was agreed to leave the whole 
matter in the hands of tbe manager. 


Glasgow. — The T.C.’s Tramways Committee has 
appointed a special Sub-Committee to report upon a proposal on 
the advisability of putting under the control of one Committee, 
the generation of electricity for all purposes. Similar action has 
been taken by the Electricity Committee. 

The Sub-Committee on Tramways Extensions is to consider a 
resolution aeking for a report to the T.C. as to the advienbility of 
acquiring, in connection with the tramway eervice, a number of 
motor-'buses for the purpose of (a) tapping the districta in the 
neighbourhocd of the various tramway termini; and (b) being 
utilieed for the conveyance of passengers in the city at night or 
early morning after the service of tramway cars has ceaeed. 


India,—4According to Jndian Industries and Power, 
arrangements have been practically completed by which Mr. Merz 
will visit Bombay and advise the B.B. & C I. and G. I. P. Railways, as 
well as the Bombay Port Trust, as to the syetem most suited for 
electrifying the local lines of these bodies in Bombay. The Port 
Trust has acquiesced in the desirability of electrifying its local 
lines. This will lead to the electrification of the new goods yard at 
Wadala. This consideration, says our contemporary, practically 
eliminates the introduction in Bombay of any system except the 
single-phase alternating current and everything points to Mr. Merz 
recommending this system to be installed in Bombay. 
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Lancaster.—The Lancaster and District Tramways Co., 
which has had a precarious and unprofitable existence for about a 
quarter of a century as a horse traction line, bas served notices of 
its intention to apply for powers to electrify. It will be remem- 
bered that in 1900 the Corporation proposed to purchase the 
company's track from Lancaster to Morecambe, but owing to the 
directors and shareholders refusing to accept the terms offered, 
the negotiations were broken off. Since then two abortive 
attempts have been made by a Birmingham syndicate to get 
eanction to electrify the line, but the Corporation, with an eye to 
further powers, withheld ita consent. Meanwhile, the increased 
prosperity of Morecambe has shown the absolute antiquity of the 
present system. Thousands of paesengers were missed last season 
through insufficiency of cars. It remains to be seen whether 
the Corporation will block the new scheme, or enable Lancaster 
to be properly linked with Morecambe. 


Llandudno,—The draft agreement for the electric tram- 
way extension between the Llandudno U.D.C. and the Llandudno 
and Colwyn Bay Electric Railway Co. was considered and passed 
for sealing at the meeting of the Council on Friday. One of the 
points of the agreement with the company was that to avoid the 
disturbing of visitors at the North-Western Hotel by the noise of 
the cars passing over fixed points, the early workmen's cars should 
be suspended during the summer months. The clerk explained that 
this had now been dropped. He communicated with the Colwyn 
Bay Council to inquire whether it approved the proposal for the 
suspension of these cars, and the reply was in the negative. There 
was also a protest from the Penrhyn Parish Council against it, as 
the cars were a great convenience to workmen. 


London ,—It is officially announced that a new company 
—the London and Suburban Traction Co., Ltd.— will take over the 
amalgamated Metropolitan Electric and London United Tramways. 


Mexborough,—The desire for railless traction is rapidly 
spreading in the West Riding. The Mexborovgh and Swinton 
Tramways Co. has now decided to promote a Bill in Parliament, 
with a view to securing powers for the establishment of services 
in the locality, which would serve a populous mining district. 


Newcastle-on-Tyne.—The Corporation proposes to apply 
to the B. of T. for a provisional order, to be confirmed by Parlia- 
ment, for tramway extensions recommended by the Council. It is 
intended to construct tramways from Neville Street and Westgate 
Road, and from Collingwood Street and St. Nicholas’ Square, to the 
High Level Bridge end, for the purpose of dealing with the traffic 
that comes and goes across the bridge from and to Gateshead. The 
other extension proposed is that at Heaton—a junction from the 
Heaton Road terminus to Stephenson Road. 


Southport.—It is reported that the Lancashire and 
Yorkshire Railway Co. has under consideration the construction of 
a new line from Ainsdale to Kew Gardens. 

In & special report on the tramway undertaking, Mr. C. W. 
Mallins tramway manager to the Liverpool Corporation, recom- 
mends the construction of tramways along the promenade for 
51 miles, which might ultimately be linked up with the Liverpool 
tramways on the south, and carried north across the Ribble to join 
the Blackpool tramways. By this means the distance between 
Southport and Blackpool would be shortened by 24 miles, and that 
between Liverpool and Blackpool by 14 miles. The introduction 
of a Sunday service is also recommended. 


Stirling.—Councillor McElfrish has given notice at the 


T.O. that at the next meeting he will move that it be remitted to 
a special Committee to gather information, consider snd report on 
the whole question of tramways for the burgh and district. It is 
believed that electric traction will be approved of, to take the place 
of the preeent horse tramways. 


U.S,A.—It is stated that the mountain section of the 
Denver and Rio Grande Railway will shortly be electrified ; the 
first section to be taken in hand, from Helpa to Salt Lake City, is 
114 miles long, and following this a further 87 miles will be 
electrified over the Tennessee Pass. Ultimately all the mountain 
division is to be electrified, and the cost is expected to amount to 
20-25 millions. 


TELEGRAPH and TELEPHONE NOTES. 


Anglo-French Telephony.— Arrangements are being 
made to modify the tariff for telephoning between England and 


France, The price of conversation between Paris and London will ` 


be reduced from 8a. to 48. ; between Lyons and London the charge 
will be 6s. 2d. instead of 10s., and between Bordeaux and London 
8s. instead of 10s. The rate for telephoning between Marseilles and 
Edinburgh will remain at 12s. 6d. 


Argentina.—A telegraph line is to be constructed in the 
province of San Juan, between the departments of Jachal and 
Iglesia, the cost of which is estimated at about £3,940.— Board 
of Trade Journal, 


Chelmsford Wireless Station.— The steel mast. 
450 ft. in height, which has been erected by Marconi's Wirelees 
Telegraph Co. at their new works at Chelmsford, has now been 


* completed ; it weighs 70 tone, and is composed of steel cylinders 


formed in four sections, bolted together after being hoisted into 
position. The inside diameter of the mast is 3 ft. 5 in., and the 
outside diameter of the flanges 4 ft. 6 in. Over 2,000 2-in. bolts 
were used in the construction of the mast, and the steel cable 
supports are attached to four huge concrete anchor blocks, each 
representing a weight of 320 tons. In connection with each of 
theee anchor blocks, 260 small piers of asbestos and mica plates, 
covered with lead caps, have been erected on 4 ft. of concrete, and 
the remainder of the block is built over them. The etfect of the 
little piers is to give the perfect insulation which is so necessary 
to effective working. The 250-ft. most, which had previously been 
used by the company, has now been taken down, and another mast 
of 450 ft. will shortly be erected.—7he Marconiqraph, 


Imperial Wireless System.— On Wednesday last week, 
when the inquiry respecting the Marconi agreement was resumed, 
the chairmen said he had received a letter from Mr. Beech Thomson 
stating that he had been informed by his company that since 
November 7th they had maintained continuous communication 
between San Francisco and Honolulu at all times of the day with 
their new Poulsen generator, using 40 KW. The chairman also 
read a letter from the Foreign Office to the Post Office, communi- 
cating a telegram dated November 15th and received from the 
British Consul-General at San Francisco, which stated that the 
Poulsen Wireless Telegraph Co. informed him that they had not yet 
succeeded in establishing communication with Honolulu by day. 
Sir Alexander King was again recalled, and stated that to put pres- 
sure on the Marconi Co, by threatening to withdraw their licence 
would have been a disgraceful proceeding. In his opinion, the 
terms were fair. He did not think the contract would be a 
financial advantege to the company, though it was important to 
theJatter. The agreement in no way conferred a monopoly upon . 
the company. The Post Office had no reason to doubt the validity 
of the patents held by the company. The Government ran no riek ; 
if the patents were proved invalid, the royalties would cease. As 
there was no other company capable.of doing the work, it would 
have been ridiculous to invite tenders. If the agreement were 
ratified by January lst, the Post Office would choose the sites, by 
the beginning of May; the foundations would be finished in three 
months, and the company's work had to be completed within 12 
months. The position of the Post Office under the agreement was 
quite strong enough. They would not betray the secrets of a 
new company to the Marconi Co. Unless they proceeded with the 
matter without delay, they might be forestalled; the French 
Government had a scheme under consideration. 

On Thursday the examination of Sir Alexander King was con- 
cluded. Hestated that the Foreign Office had been informed by the 
Consul-General at San Francisco that he had communicated with 
the Consul at Honolulu by day by the Poulsen system, and the 
messages were correctly transmitted. The agreement was the result 
of the deliberations of the Post Office, the War Office, the Admiralty 
and the Treasury, who were all equally responsible. No favour had 
been shown to the MarconiCo.; for years the Post Office had been 
fighting them. There was no foundation for the suggestion that 
any Minister or official bad been biased in favour of the company, 
or for tbe charges made against the witnees by a certain newspaper. 
No pressure bad been put upon him by any cf his chiefs to accept 
any condition which, in his opinion, was not a proper one. No 


pledge of secrecy was ever exacted from perrons the Post Office was 


negotiating with. The Post Office did not regard the Admiralty 
figures for the cost of an Imperial system as a business proposition ; 
they used the Admiralty as a lever to get better terms from the 
Marconi Co. 

Mr. H. A. Madge, wireless expert to H.M.8. Vernon, and a 
member of the Technical Sub-committee, said the price of the 
stations was reasonable, but the royalty was rather high. A more 
definite statement sbould be cbtained from the company as to the 
time in which the stations would be erected. The company should 
be debarred from charging the Government an excessive price for 
the use of new patents, and from obtaining information as to naval 
inventions in connection with wireless telegraphy. 

On Monday Mr. Madge was further examined. He stated that 
he was now convinced that the Poulsen system could do tbe work. 
He was rather surprised that the report of the Tecbnical Sub- 
committee was not considered by the Imperial Wireless Committee. 
He considered that simplex high-speed working was nearly as good 
as duplex in the circumstances. He was with the Marconi com- 
pany before he joined the Admiralty nine years ago. In the main 
the Admiralty had been working on lines independently of 
Marconi; at present they used a spark system. Wireless telegraphy 
was liable to be tapped, and jamming” tock place when other 
stations confused the signals that a station was receiving. The 
scheme which he had outlined for Admiralty long-distance stations 
would have become clear of the Marconi patents in 1914, tbat is. 
by the time they would have teen completed. Witness was ar ked 
to band in some “rough notes" to which he referred, but 
objection was raised to their dirclosure on the score that they were 
confidential. 


New Zealand.—The Postmaster-General in a recent 
speech said that the use of the telephone was restricted in certain 
towns, owing to the fact that with one central exchange as at 
present it was necessary to give each subscriber a wire from the 
exchange to his premises. with the reult that cc mparatively high 
charges had to be levied after the firat mile. The automatic sys- 
tem, on the other hand, lent itself to the establishment of branch 
exchanges, which required no attendants. In Wellington, for 
instance, іпвіева of an average length of wire of 78 cbaine, the 
automatic would require for each subscriber an average length of 
45 chains. Jt should then be possible to give subecribers within 
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an extended area full exchange privileges at the minimum rates. 
He stated that the recent arrangement under which "deferred " 
cables were sent at half rates was, in hi& opinion, by no means 
satisfactory, and no effort should be apared to secure reduced rates 
on ordinary cable messages. From calculations which had been 
made, he did not doubt that the laying of an Atlantic cable, as 
proposed, with other arrangements to be made, would enable the 
charge on ordinary cable messages between New Zealand and Great 
Britain to be reduced from 3s. to 2s. per word. The new cable 
between Sydney and Auckland should be working by December. 
The Department was now capable of building wirelers telegraph 
stations and carrying on the work in a most satisfactory manner. 
The general publie and the shipping commurity largely used the 
facilities afforded by the Wellington station, &nd when this was 
removed to a more advantageous position on the Tinakori Hills. 
with an increase of power and a greater height, the range should 
be considerably extended and working generally made more effec- 
tive. The installation of the firet high-power station in the 
Dominion at Awanui was being rapidly pushed forward. А low- 
power station was to be erected on the new post office at Auckland. 
A high-power station similar to the one at Awanui was to be 
erected near Bluff. А site for a wireless station at Chatham Island 
had been secured, and an endeavour would be made to erect the 
station and begin working within the next six months. 

The wireless station at Wellington has been opened, and New 
Zealand is now in constant communication with Australia by means 
of wireless telegraphy. Australia in turn will communicate direct 
with the Imperial station at Singapore. 


Spain,—A wireless station has been established 5 miles 
wist of Barcelona. A station has aleo been erected at Alicante 
and another at Soller, on the Island of Majorca. Industria e 
Lnvenciones, 


Trans-Pacific Wireless.—The Marconi Co. is erecting 
at San Francisco and Honolulu long-distance stations of the same 
type as those which it is proposed to construct for the British 
. Imperial echeme. The station at Honolulu is intended later to 
communicate with similar stations to be erected by the company at 
Yokohama and in the Phillipine Islands.— The Marconiygraph. 


Wireless Rescue,—The steamship Orucia was wrecked 
off the Falkland Islands on November 12th, on a rock at the entrance 
to Port Stanley, at 10 o'clock at night. Blinding snow and intense 
darkness made it impossible to see anything. Assistance was 
summoned by wireless telegraphy, and five whaleboats arrived three 
hours after the ship struck. The (raria broke in two and sank. 
There was no loss of life, 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Abertillery.— December 16th. 100-Kw. Diesel engine 
and dynamo, water-cooling apparatus, pipework, overhead crane 
and switchboard panels and connections, for the U.D.C. See 
"Official Notices " to-day. 


Australia, — SOUTH- AUSTRALIA. — December 11th. 
Line material (Schedules 250-252), and submarine telegraph cable 
and cable tank, for the P.M.G.'s Department. See Official Notices“ 
November Ist. 

December 18th.—- Telegraph and telephone material, for the 
P. M. G. s Department. See Official Notices November 8th. 

December 17th. — Three sections of common- battery multiple 
switchboard and other equipment, for the P. M.G.'s Department. 
See Official Notices October 25th. 

VICTORIA. — December 3lst. Thirty detectors, for the P. M. G. “s 
Department. See Official Notices " to-day. 

January 24th, 1913. 
the Melbourne City Council. See Official Notices to-day. 

NEW SOUTH WA LES. December llth. Telegraph cable, for the 
Р.М.С.'в department. See Official Notices November Ist. 


Austria, —T niENT.— The T.C. has voted 700,000 kronen 
for the acquisition of three new units of 1,500 kw. each, in 
connection with the enlargement of the Sarca power station. 


Aldershiot.—ecember 3rd. 1, 000 tons of small pea or 
bean coal for the U.D.C. electricity department. See Official 
Notices" to-day. 

Balderton (Notts.).— December 14th. The Parish 


Council invites tenders for an electrical installation for street 
lighting. For further particulars see this column last week, 


Beckenham.— December 9th. Electricity meters, for 
the U.D.C. See "Official Notices" to-day. ` 


Blackpool.— The Tramways Committee has decided to 
advertise for tenders for the supply of & motor tower wagon. 


Brazil.—January 16th. No award has been made in 
respect of the Jaraguá (Alagoas) Harbour Works contract recently 
considered, and the matter is again open to tender. Upset value, 
£780,000. Six movable electric cranes and a lighting installation 
are included. А copy of the Diario Oficial containing particulars 
can be scen nt the Board of Trade Com, Intel. Dept. in London. 


Two 1,000-KW. steam turbo-alternators, for ^ 


| Dewsbury.— December 17th. Two water-tube boilers, 
superheaters, mechanical stokers, &c., for the Corporation electricity 


works, See Official Notices " to-day. 


Dublin.—December 2nd. Electric lighting of Cook 


Strect Dwellings, for the Corporation Improvements Committee. 


Specification (10s. 6d., returnable) from the City Electrical 


Engineer, Fleet Street, Dublin. 


Eastbourne.— December 16th. 99 long-burning flame 
arc lamps for street lighting, and sale of 99 open-type double- 
carbon lamps to be displaced, for the Corporation. See “ Official 
Notices" November 22nd. 


France,—January 15th. Concessions for six railway 
schemes in the Department of Calvados, France, are offered for public 
competition, being respectively, Lisieux to Ticheville, Sap-Potigny 
to Mézidon, Vire to Tessy sur Vire, Trouville to Honfleur, Condé sur 
Noireau to Villers Bocage, and Condé sur Noireau to Vassy. The 
lines are to be of 1 metre gauge, and the service to be either 
electric or steam. Proposals, plans, tariff of fares to be charged, 
&c., to be forwarded to the Prefecture of Calvados (second division) 
by January 15th. 


Gravesend.—December 2nd; High-tension cables, for 
the Corporation. See "Official Notices " November 22nd. 


Haiti,— Port-au-Princk.—Offers required for the work 
of conversion to electric working of tramways, including the line 
to Carrefour, and enlargement of power house. Offers to, and 
particulars from, Mesera. G. Keitel & Co., Port-au-Prince. 

IEREMIE AND Les CAXES.— Erection of power houre and instal- 
lat ion of an electric service. Apply to Banque Agricole et Foncière, 
Port-au-Prince, or Monsieur Neuda, Brussels. | 


Halifax,—December 3rd. "Two water-tube boilers, with 
superheaters and mechanical stokers, for the Corporation Tramways 
and Electricity Committee. See Official Notices November 22nd. 


Leeds.— December 2nd. Electrical equipment required 
for combined centrifugal sewage pumps. Mr. G. A. Hart, Sewerage 
Engineer, 26, Great George Street, Leeds. (Deposit £10, return- 
able). 


London.—llaAckwNEy.— December 12th. Open type and 
flame arc lamp carbons, for the B.C. See ‘Official Notiees" 
November 22nd. 


Malay States.—A sum of £101,400 hus been voted by 
the Government for the improvement of the telephons and tele- 
graph network in the Peninsula. Some 35 stations will also have 
to be equipped with new instruments. | 


New Tealand.— December 16th. Two 150-B. H.P. Diesel 
engines, two 100-Kw. dynamos, balancer, motor-renerator, switch- 
board, crane and oil tanks for Miramar (Town Clerk). Deposit 
£200. Board of Trade Commercial Intelligence Department, 
London, E.C. ' 

December 30th,—The Napier B.C. is inviting tenders for two 
motor-driven centrifugal pumps of British manufacture only. 
Commercial Intelligence Branch, Board of Trade, 73, Basinghall 
Street, E.C. | 

January 6th, 1913.—Switchboarde, for the Auckland Harbour 
Board. See Official Notices November 15th. 


Pembroke,— December 3rd. Refuse destructor at the 
U. D.C. electricity works, South Lotts Road. Specification, &c. (58, 
not returnable), at the Town Hall, Ball's Bridge. 


South Africa.—CnaDpockx.— December 2nd. Municipal 


Corporation, Cradock, Cape Province; works in connection with 
the municipal electric supply undertaking. A copy of the general 
conditione, specification, form of tender and forms of agreement 
may be seen by British manufacturers at the Commercial Intelli- 
gence Branch of the Board of Trade, 73, Basingball Street, London, 
E.C. The contract comprises (Section A) two 50-K w. Diesel engines 
and dynamos complete with pipework and accessories, battery of 
accumulators, balancer, booster, switchboard, accessories, and 


foundations for same; (Section B) underground feeder cables, 


aerial distributing lines, street lamps, fittings and accessories, 
feeder pillars, service cut-outs, meters, &c.; and (Section C) 
buildings.— Board of Trade Journal, 


Spain.— Тһе municipal authorities of Calanas (province 
of Huelva) bave just invited tenders for the concession for the 
supply of electrical energy for lighting and power purposes in the 
town. 

ToLEDO.—The Municipality is open to receive offers for the lighting 
of the city of Toledo for a period of ten years from January 
let, 1913. : 


Trimdon Grange (Co. Durham),—December ‘th. 
Electric fittings for а year, for the Trimdon Grange Colliery. The 
Storekeeper. 


Vienna,—December 9th. Tenders are required for the 
#ipply and erection of an electrically-worked locomotive turntable 
in the Máhrisch-Ostrau-Oderfurt railway station. Particulare of 
the K.k. Nordbahndirection, Vienna. 
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Aldershot. —The Lighting Committee of the U. D. C. has 
rag tS the tender of the Rees Rot urbo Co., Ltd., for a balancer, 
at £109 


Australia,— According to Tenders (Mining and 
Engineering Review) the following contracts were placed in 
October :— 


P.M.G.s Department, Tasmania.—Switchboards, common battery, £318, 
J. Bartram & Son Pty., Ltd. 
Port Melbourne Electric Supply.—2,400 yd. cable, £398, Henley’s 10 Co. 
Heathcote Shire Council. Copper and aluminium cables, £570, W. G. 
Watson & Co., Ltd. 
The Electric Light Committee of the Sydney Municipal Council 
has recommended the acceptance of the following tenders :— 


Two electrically ‘propelled motor lorries (1) 3,020 lb., £1,632; (2) 4,000 Ib., 
£1,900.—Nicholson & Bainton, Ltd., Sydney. 
Steel poles, —F. Lassetter & Co., Ltd., Sydney. 
Installation of clinker- breaking table at power house, £105.— Gordon Marr 
and Sons, Ltd 
Blackpool.—The Corporation has again ordered chain 
grate stokers for firing its B. & W. boilers at "the electricity works 
-from Messrs. Ed. Bennis & Co.. Ltd. 


Cardiff, — Тһе contract for coking stokers and self- 
cleaning compressed-air furnaces for the electric light and tramways 
department, Roath power station, has been placed with Messrs. Ed. 
Bennis & Co., Ltd. 


Colchester.—The T.C. has accepted the tender of Messrs. 
Cory & Son, Ltd., for Shirebrook nutty slack and Mansfield slack 
for the electricity works, at 15s. per ton. 


Croydon.— The tender of Messrs. Wm. Cory & Son, Ltd., 
has been accepted for 7,000 tons of coal, at 178. 3d. per ton, for the 
electricity works. 


Dover.—Measrs. Venner & Co. bave received an order 
for equipping the Corporation tramcars with Chamberlain and 
Hookham car metera, 


London.—L.C.C.—It is recommended by a Committee 
that water-level indicators be provided at the new engine house at 
Abbey Mills pumping station, with necessary telephone apparatus 
and electric wiring. Messrs. Gent & Co. will provide the trans- 
mitters, for £58; Messrs. Foote & Milne, Ltd., will lay the necessary 
cables, at £68. Messrs. Cox-Walkers will supply the illuminated 
scale indicators. 

The following tenders were received for electric wiring and fitting 
work required in connection with the enlargement of Crossness 
pumping station :— 


Pinching & Walton. ECCO ) £139 | E. Lawrance & Sons m .. £185 
Tilley Bros ee 147| W. Dickinson & Co... T .. 195 
W. C. Tackley & Co. 168 G. Weston & Sons .. vex .. 196 
Bydney Hunt .. T . 17 


пао of the chief engincer, £167. 
BATTERSEA.— The tender of the Western Electric Co., Ltd. has 
been accepted by the B.C., at £34, for the supply of intercommuni- 
cation telephones at the central generating station. 


Norbreck (near Fleetwood).—The contract for the 
fitting up of the old and new premises of the Norbreck IIydro with 
bells and telephones has been secured by Mr. R. Barron, of Fleetwood, 


Norwich, —The T.C. has accepted the tender of Messrs. 
Herbert Morris, Ltd., for an eleetric overhead runway for the coal 
store at Trowse sewage pumping etation, at £210. 


Rawtenstall,—The T.C. has accepted the tender of 
Messrs. Whipp & Bourne for the lighting of the Central Market 
Hall extension with electricity. It has also accepted the tender 
of Messrs. Yates & Thom for a new Lancasbire boiler for the elec- 
tricity works. 


Walthamstow.—The tender of Mr. J. W. Pearce has 
been accepted by the C. D.C., at £15,545, for doubling certain 
portions of the tramway track. 


Willesden,—The U. D.C. has accepted the tender of the 


British Thomson- Houston Co.. Ltd., to supply a rotary converter, ав 
a stand-by plant, at an estimated cost of £745. 


THE ELECTRICAL ENGINEERS 
(LONDON DIVISION). 


Commanding Offioer—LIEUr.-CoL. H. M. Lear, 


The following orders have been issued for the current week :— 
Monday, December 2nd.—'" A" Company. Company training, 7 to IO p.m. 
Tuesday, December S8rd.—'" B" Company. Recruit training, 7 to 10 p.m. 

company training, 7 to 10 p.m. 
Thursday, December oth. 


Friday, December 6th.— D” Company. 
company training, 7 to 10 p.m. 

Baturday, December 7th.— B" Company. Run at Fort Coalhouse, Parade 
at Fenchurch Street Station at 8 p.m. Dress: Bervice aress, putties 
and greatcoat. Headquarters will be open from 10 a. m. till 12 noon for 
regimental business only. 


Signed) 


— 0” Company. Company training, 7 to 10 p.m. 
Recruit training, 7 to 10 p. m.; 


J. Н.В. Рниллрн, Major, 
For Officer commanding L. E. E. 


FORTHCOMING EVENTS. 


Association of Engineers -in-Charge.— Saturday, November 80th, Social. 


Dance. 


Royal Society of Arts.— Monday. December 2nd. At8 p.m. Cantor Lecture 


on " Methods of Economising Heat," by Mr. C. R. Darling. (Lecture I.) 

Institution of Electrical Engineers (Manchester Section). — Tuesday, 
December 8-4. At 7.30 p.m. At the University, Manchester. Paper on 
“Some Problems in Traction Development: Street Railway Feeding Net- 
works," by Messrs. J. G. and R. O. Cunliffe. 


nstitution of Electrical Engineers (Scottish Students' Section).—Tues- 
day, December Уга. At 8 p.m, At the Royal Tecnnical College, Glasgow, 
Paper on "Ampere-hour Meters for Direct Currents,” by Mr. A. C. Howard. 


Illuminating Engineering Society.—Tuesday, December 8rd. At 8 p.m. At 
the Royal Society of Arts. Paper on Modern Methods of Indirect Light. 
ing: Their Advantages and Merits,” by Messrs. F. W. Willcox and H. C. 
Wheat. 


Institution of Electrica! Engineers (Students' Section). — Wednesday, 
December 4th. At 7.45 p.m. At the Institution, Embankment, W. C. Dis- 


cussion on " Passenger Transport in London." 


Institution of Electrical Engineers (Birmingham Section).—Wednesday, 
December 4th, At 7.30 p.m. At the Unive fnis Birmingham. Paper on 
“Street Railway Feeding Networks," by Mesars. J. G. and R. G. Cunliffe. 


Institution of Electrical Engineers (Yorkshire Section). — Wednesday 
December 4th. Meeting at 7 p.m. At the University, Leeds. 


NOTES. 


The “Thomas” Electric Gas Meter, — In our 
issue of February 4th, 1910, we gave a description of an 
electrical means of measuring the rate of flow of gases—the 
Thomas meter, consisting of screens whose relative resistance 
determines the amount of heating produced, on the quantity of gas 
passed, by an electric heater interposed between the two screens. 
The difference of temperature is, of course, inversely proportional 
to the quantity of gas passed so long as the heating effect of the 
heater is constant. An important installation has recently been 
carried out where a meter of this type measures the gas used as 
fuel in the pumping station which has been installed in connec- 
tion with the sewerage and drainage of East St. Louis. Here the 
drainage and sewage water from thecity is pumped against the head 
of the Mississippi River when the latter is above the level at which 
this water will drain into it by gravity. There are five 290-H.P. 
and two 200-H. P. internal-combustion engines driving centrifugal 
pumps, the normal supply of gas being obtained from the St. Clair 
County Gas and Electric Co., of East St. Louis, As an emergency 
fuel supply, а gas producer is installed at the pumping station. 
The pumps are operated intermittently, the period of operation and 
number operated at any one time being dependent on the rain- 
fall and the height of the river. Gas is supplied through a special 
6-in. pipe line entering the station under pressure, and au 
automatic governor inside the station reduces the pressure to 
a constant value for all engines. In the gas line just inside 
the station is a main stop valve, which must be opened in order to 
draw in gas from the supply line. This valve is fitted with an 
electric switch, so that when it begins to open it throws into service 
the Thomas meter, which measures the gas until the valve is entirely 
shut again. As long as the valveis closed tightly the meter is out 
of service, and all electric supply to it is cut off. The meter is 
installed in the supply line between the main stop valve and the 
reducing governor, and measures the gas under pressure. The 
recording panel is placed in & position where the instrument can 
be readily observed by the meter readers of the gas company, 
and also where the station operator may conveniently watch the 
graphic chart. The meter receives its electrical energy supply 
from a city line running into the station at 110 volts alternating- 
current, single-phase, 60 cycles. The control mechanism is enclosed 
in a locked case to keep it free from dirt, and the recording instru- 
ments are provided with locks and seals. The meter has a 
maximum capacity of 40,000 cb. ft. per hour. An integrating 
meter shows the totalieed value of the gas flow in cubic feet 
at 30 in. mercury and 60° F., while the graphic meter shows 
at a glance whether gas is being used, and if so, the 
rate at whioh it is being consumed in cubic feet per hour at 30 in. 
mercury and 60° F. The installation is a good example of the 
application of this electric meter to the measurement of fuel gas 
for the supply of internal-combustion engines, especially when 
the gas is under pressure. It also shows its flexibility of 
installation and adaptability to intermittent service. The fact 
that this meter is operating in a position where there is no con- 
tinuous and reliable source of heat to prevent freezing renders it 
superior to the more usual forms of large-capacity gas meters. For 
these particulars we are indebted to the Cutler-Hammer Manufactur- 
ing Co., Milwaukee. 


Reorganisation of Paris Tramways.— The Compagnie 
Gén¢rale des Omnibus (of Paris) has decided to adopt D.c. electric 
traction over the whole of ita tramways, suppressing and replacing 
the numerous other systems at present in use in parts of the system. 
The accompanying map (reproduced by courtesy of L'Induat rie 
Electrique), shows the new scheme to be adopted. The overhead 
trolley system is to be used in the outer areas and the conduit in 
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the centre of Paris. The extension of the trolley system to the 
Jéna Bridge will provide electric traction over the whole of the 
Louvre-Révres route. 

Up to now, the various traction systems in operstion in Paris 
have included steam traction (Serpollet, Rowan and Purrey systems 
on the Ivry-les-Halles, Louvre-Charenton, Bastille-Porte-Rapp and 
other routes); compressed air (Mekarski cars on the Montrouge- 
Gare de L'Est, Cours de Vincennes-Saint-Augustin and other lines) ; 
and, finally, accumulator traction on the Louvre-Vincennes and 
Cours du Louvre Vincennes routes. In а few months’ time, these 


equipments will have been replaced by an installation technically ' 


superior, and offering greater comfort and convenience to 
passengers. 

The new network will be supplied from six sub-stations receiv- 
ing current at 12,500 volts, 25 cycles from the St. Denis and 


Usna de St Dents 
L | 


OR Copa 


= DEPOT 

e SUB-STATION 
—TROLLEY 

= CONDUIT Е 
ши CENTRAL STATION . 


M B: 
е ^ 
$; Sut Q 
* ua. f ‚ — Rs EA 
E SS Um 7-99 sonte ge r \ Crarenton 
22 — m — 977 : X 
Ф 6:794 . 


NEW TRAMWAY NETWORK OF 
THE COMPAGNIE GENERALE Е 
DES OMNIBUS А PARIS 


de Vitry central stations and delivering at 600 volts D.C. from oon- 
verters. Three of the sub-stations (at St. Martin, Point du Jour 
and la Vallée) are installed in old depots, and the remainder are to 
be built at Nation, Dulong and Alma. Thirteen tramway depóts 
will ultimately be in service; one is already finished; and five are 
nearing completion. 

Two types of tramcar are to be chiefly employed, one seating 53 
passengers, and mounted on bogie trucks with unequal wheels, for 
use on busy lines without severe gradients, the other seating 48 
passengers and mounted on a truck with 3°6 m. wheel base, for use 
on busy routes with severe gradients. A third type of motor-car. 
of short wheel base, mounted on parallel-axle trucks and carrying 
42 passengers, will be used on lines with moderate traffic. The 
trailer cars are of anique type, carried on bogies with equal wheels, 
and seating 54 passengers. 

The compressed-air system, in particular, has proved very in- 
efficient in use. Enormous thermal loss has occurred, owing to 
cooling of the compressed air in the depót reservoirs, and the further 
cooling during its expansion in the driving cylinders in the cars 
has necessitated the provision of coke fires to preheat the air. The 
impending reorganisation and extensions will greatly improve the 
energy and maintenance efficiency of the whole system, while 
increasing the traffic facilities and public value of the tramways. 


London Railway Schemes.— Parliamentary notice has 
been given by the Central London Railway of a Bill authorising 
the construction of an extension of its line from Shepherd's Bush 
to the South-Western line at Gunnersbury. The Times considers 
that this indicates an alliance with the South-Western Co. on the 
same lines as the arrangement with the Great Western Co. 

A provisional agreement has been entered into between the 
Metropolitan District Railway and the promoters of the authorised 
Wimbledon and Sutton Railway, under which the District Co. will 
acquire the Parliamentary powers granted to the Wimbledon and 
Sutton Railway Co. in 1910, with a view to the dissolution of that 
company and the construction of that railway as part of the 
District Railway system. This agreement will require confirma- 
tion by Parliament. 


Football. On Saturday, November 16th, the G.E.C. 
football team played the Drake & Gorham team at Manor Farm, 
Ealing, the match resulting ina victory for the former by 5 goals 
to nil. We understand that the Davis Cup" football matches 
arouse a great deal of interest in electrical circles, being recognised 
as Official contests held each year among teams representing the 
electrical firms in London. The following table is the standing at 
this stage of the season :— 


Goals Goals 
P. W. L. D. for. against. Pointe. 
G.E.C. ... eee 1 1 0 0 5 0 2 
Ediswan А 1 1 0 0 3 2 2 
Rt. James' ^ 2 1 1 0 7 Б 2 
Drake & Gorham 2 1 1 0 4 7 2 
Eleo. Installations 1 0 1 0 2 3 0 
Glengall Works ХРА 1 0 1 0 1 ә 0 


rn 
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Electric Steel], —According to M. Robert Pinot, secretary- 
general of the Comité des Forges de France, the production of steel 
in electric furnaces during the last three years was, in tons: 


‚ 1909. 1910. 1911. 
Germany i e. 17,773 86,188 66,654 
United States ... . 18,762 52,141 29,105 
Austria-Hungar ... 9,046 20,028 22,867 
France ... ae .. 6,456 11,759 18,850 


Total ... .. 47,039 120,116 126,476 


The United Kingdom has hardly commenced to produce for the 
general market. The predominating lead of Germany and the drop 
in the electric steel production of the United States are notable 
features of lest year's figures. Activity in France lies more in the 
field of ferro-alloys. Of these, France made altogether, in 1904, 
34,200 tons, which amount had increased to 60,200 tons by 1910; 
the figures for ferro-alloys made in electric furnaces were respec- 
tively 5,756 and 23,800 tons; the electrically-produced alloys 
amounted in 1909 to 14,900 tons, and varied little in the years 1906 
to 1909.— Mining and Engineering World. 


The Dynamicables,—The next dinner of the Dynamic- 
ables will take place at the Hotel Cecil on Wednesday, December 
llth, with Mr. J. S. Highfield in the chair. 


The Bradford Dispute.—AÀ correspondent writes :— 


"Both sides in the electricians’ dispute at Bradford appear very. 


determined to hold out, for though the Lord Mayor of the city 
(Alderman Fred. Foster, J.P.) offered to endeavour to settle the 
matter by arbitration, this has been refused by the employers. 
Previously the men had refused an offer of arbitration by the 
Government, and the masters hold that, this being the case, there 
could be no civic intervention for the removal of what they con- 
sider to be indications of obduracy. Warm appreciation is 
expressed of the Lord Mayor's offer to the parties. As matters 
stand the masters are gradually filling up vacancies, and mavy of 
the strikers will be unable to return to their former employment 
when the strike ceases.” 


Parliamentary Notes.—As usual in the month of 
November the London Gazette has, in its last few issuee, contained 
notioes of many electrical and other applications to Parliament and 
the Board of Trade. We shall refer to these in our usual form 
when the notices are complete. 

GLASGOW TRAMWAYS.—Last week Mr. Watt asked the President 
of the Board of Trade whether his department had power to insist 
on speed indicators being installed in the tramway cars run in the 
busy thoroughfares of Glasgow; how many speed indicators were 
used in such cars ; and whether the intention of the Board of Trade 
was to increase the use of these, in view of the number of deaths 
and accidente caused by fast speeds on the steep gradients there. 
Mr. Roberteon, in reply, said the Board of Trade had power to 
require а speed-indicating apparatus to be fitted to the Glasgow 
Corporation tramcars, but had not exercised that power owing to 
the difficulty of procuring a reliable apparatus, and the cost 
involved. The information in his possession did not support the 
view expressed in the last part of the question that a number of 
deaths aud other accidents were due to fast speeds on steep 
gradients. None of the fatal accidents this year occurred on steep 
gradients, and from the reports made by the Corporation, the speed 
did not appear to have exceeded 12 miles an hour. 

QUALIFICATIONS OF FACTORY INsPECTORS.— In the Parlia- 
mentary Papers, the Home Secretary, in reply to Mr. Gill, gives the 
qualifications of the inspectors of factories and workshops who 
have been sppointed during the present year. Of the 11 male 
inspectors appointed the qualifications of four were as follows :— 
(2) Apprenticed to a firm of engineers, assistant in designer's office 
of same firm; teacher of engineering, technology, and geometry 
technical classes; assistant in department of design of electrical 
machinery at City and Guilds Institute ; B So. (London) ; Associate 
of the City and Guilds Institute; Associate Member of the Institu- 
tion of Electrical Engineers. (8) Apprentice with firm of electrical 
engineers. Draughtsman in the same firm. General foreman to 
another firm of electrical engineers. Intermediate examination for 
B.8c. engineering. (London). (9) In the employ of an electrical 
engineering firm, designing and testing machinery ; workshop experi- 
ence with firm of bydranlic engineers. Engineering tutor. B.Sc. 
(London), honours in engineering ; City and Guilds honours certi- 
ficate in electrical engineering, &c. (10) Underground electrician 
at a colliery ; assistant works manager of colliery and by-product 
works, &c. Lecturer in electrical engineering. Lecturer to Fife 
County Council in electrical engineering and mining. B.Sc. (Edin- 
burgh) engineering. 


Fatalities. —WYNBERG (S.A.).—Cape Colony newspaper 
reporte are to hand respecting a fatality which occurred on October 


20th to a boy aged 11 years, who climbed a pole of the Wynberg . 


electric supply system, and received an electric shock. Mr. G. H. 
Swingler, electrical engineer in charge of the undertaking, said 
that the lights failed, and subsequently it was found that the 
boy was suspended from one of the lines. Asked whether he 
could make any practical suggestions for safeguarding the public, 
he said he could only suggest putting a few strands of barbed 
wire round the pole about 8 ft. from the ground. 

CAPE Town.—An accident, which was the result of handling a 
revolver without first ascertaining whether or not it waa loaded, 
caused the death of Mr, Percy C. Roberta, an electrician. Mr. 
Roberts had only returned to South Africa from England a week 
or two, and had an appointment under the Union Government in 


ae m 


——.̃ . ²;———— ͤ .ͤ—ͤ— Q — UNS MTM —>————————— ME E HEC EDAM IM OIM PCM EVEN NEUE CUM CE OK —— VC NN LEE HUM MEAS MILAN CRÉÉ 


Vol 71. No. 1,827, Хоувмвев 29, 1912] THR ELECTRICAL REVIEW. | 


879 


connection with the lighting of the new Law Courts in Cape 
Town. The deceased was 29 years of age, and was a married man 
with one child. 

PRESTON.—At the electrical works of Messrs. Dick, Kerr & Co., 
Strand Road, Preston, on the afternoon of November 21st, a mould- 
ing box was being hoisted when it fell, and struck a man named 
Arthur Yates, aged about 40. It was found that his neck was 
broken, and death was almost instantaneous. At the ifiquest on 
Friday, the jury returned a verdict of ‘‘ Accidental Death." 


FRANCE.—The Daily Express reports that a gang of navvies 


engaged on the construction of a branch railway line near Nice on 
Tuesday were the victims of an electric shock under curious 
circumstances. A large crane came in contact with some overhead 
electric wires charged with a pressure of 10,000 volts. The current 
was communicated by the crane to the lines on which it ran, and 


` on which the navvies were working. The men in contact with the 


f 


rails received the full effects of the ehock, three of them being 
killed on the spot, while five others were taken to the hospital in 
& critical condition, 


Electrical Trades Union.— A course of lectures will 
be given during winter months by the Nórth-West Branch of the 
Electrical Trades Union, at the Princess of Wales's Hotel, corner of 
Belsize Road and Abbey Road, N.W., covering electrical and other 
subjects. The first one will be delivered on Tuesday, December 3rd, 
at 8.30 p.m., when Mr. H. Springfield will take as his subject 
" Charles Bray—his life and teaching." All electrical workers are 
invited to be present. 


Sentences,—At the Leeds Assizes, before Mr. Justice 
Bailhache, on Saturday, George Chubb, aged 59, an electrician, 
pleaded guilty to the fraudulent conversion of £47, belonging to 
the National Union of Gasworkers and Labourers, at Sheffeld. 
He was sentenced to six months' imprisonment with hard labour. 

For stealing goods to the value of £787 from houses in South 
Belgravia, Cadogan Square, Bayswater, and other London districts, 
to which he had obtained an entry by describing himself as an 
electric light inspector, Richard Way was sentenced at the 
Middlesex Sessions to five years’ penal servitude. 


The Insurance Act: Electrical Prosecution.— 
According to the Zimes, at Marlborough Street Police Court on 
22nd inst., Gratz, Ltd., electrical engineers, of Whitfield Street, 
Tottenham Court Road, were summoned before Mr. Mead for 
failing to pay contributions due in respect of three workpeople 
under the Insurance Act. There were in all nine summonses. Mr. 
Travers Humphreys prorecuted on behalf of the Insurance Com- 
missioners. According to evidence given, it appeared that Mr. E. V. 
Gratz, the managing director of the firm, told an Inspector that he 
had not stamped any cards, and had no intention of complying with 
the Act. 

Employés were called, who testified to the wages, sick pay and 
maternity allowances paid by the firm, and who had said that they 
would tear up insurance cards if given to them, and that if any 
money were stopped from their wages for insurance they would 
leave their employment. 

Mr. Blanco White, who defended, said in such circumstances 
employers were surrounded by considerable difficulties. Appeals 
were pending on the points that had been raised in connection with 
the working of the Act. Mr. Travers Humphreys said that cases 
had been stated on the question of the validity of the regulations 
and other points, and the matter would toon be argued. 

Mr. Mesd adjourned the summonses size die, until he heard the 


result of the appeal. 


Appointments Vacant. — Chief assistant electrical 
engineer, for the Hastings Corporation (£150). Assistant electrical 
engineer, for the Bray U.D.C. (£104). Switchboard attendant, for 
the Bermondsey B.C. (328). Assistant mains engineer (£30 per 
month) and shift engineer (£21 per month) for the Shanghai 
Municipal Council. Signal and telegraph engineer (£540) and two 
assistant telegraph engineers (£360), for the Railway Department 
of the Federated Malay States, Electrical engineer and tramways 
manager, for the Bexley U.D.C. (£300). Ste our advertisement 
pages in this issue. 


Conspiracy.— On Saturday last, at Bow Street, sixteen . 


young men employed by the London Electric Railway Co. were 
charged with conspiring to defraud the company. They жее 
either liftmen, ticket collectors or tooking clerks, and, according to 
the details published in the daily Presę, tickets which were purposely 
left unclipped by the first mentioned were reserved by the ғессра 
class of employé, and reissued by the last of the three parties. The 
accused were remanded. 


Educational.—The Institution of Heating and Venti- 
lating Engineers offers two Heating Studentships,” tenable in the 
Faculty of Engineering at University College, London, each of the 
value of £50 а year, together with 11 guineas for payment of college 
fees. The object of these studentships is to encourage research in 
heating and ventilating .engineering. Candidates must produce 
evidence that they have already pursued a course of engineering 
training, end are familiar with the work of an engineering 
laboratory. Full particulars may be obtained from the Secretary, 
University College, London. 


Prices Realised at the McKenna Sale,—At the 
English McKenna Process Co.'s sale held at Birkenhead on Tuesday 
and Wednesday this week by Messrs, Wheatley Kirk, Price & Co., 


the works and contents realised about £50,000 (the stock and some 
plant having been previously sold by private treaty) Following 
are the prices realised for some of the leading electrical items :— 
10-ton overhead electric traveller, £350; 10-ton Goliath crane, 
£660 ; three turbo-generators, £825 each; two Belliss exciter sets, 
£200 each; віх 500-H.P. motors, £200 each: three-c re cable, 18s. 
per yard. On each day there was a large company, and prices 
realised throughout were fairly good. 


Driving Breakers and Stamps.— In the majority of 
cases Btone crushers, breakers, and stamps have to be driven at 
comparatively moderate epeeds, especially on the larger sizes, while, 
on the other hand, the most economical system of electric drive 
is the use of electric motors of fairly high speed. Hence it is the 
usual custom in order to obtain the necessary speed reduction, and 
also to provide an elastic medium between the stamp and the 
motor, to drive the former from the latter by means of belts. The 
practice of using very tight belts for driving heavy machinery 
such as breakers and stamps has been the caute of seizing of many 
bearings which would otherwise have stood up to their work per- 
fectly well. This is due to the fact that the attendants, as soon as 
they see that the belts show signs of slipping, immediately think 
it necessary to tighten them up. The result is that in many 
cages during the night when the plant is shut down, owing to con- 
siderable changesof temperature, especially in tropical climates where 
the nights are relatively so much colder than the day, the belts will 
become ғо tight as to cause the brasees to seize. It is, therefore, 
well to remember that wherever the necessary ground space can be 
secured it is better to have a fairly long drive with the belt just 
taut, but not strained, and then to utilise a suitable amount of belt 
compound. This will be found to cure the trouble. 

Such belt compounds must not be used too freely, as the use of 
too much compound, any excess of which may cake on the 
pulleys and belts, has been the cause of many belts being 
ruined when they were comparatively new. Cases have been 
known where beautiful 24-in. belts driving stamps have been 
rendered useless in three months owing to the use of too much 
compound and the subsequent caking process. The actual action 
which seems to take place is that the inside ply is torn away from 
the other plies and the result of this is that flapping of the belt 
ensues, and the belt is subsequently soon done for. Moderation is 
therefore necessary in applying belt compound. A small amount 
of dressing applied only in the middle of the belt makes it grip and 
saves it from sticking too much to the pulley, as the sides of the 
belt are free from dressing. Moreover, as soon as any lumps appear 
to be forming, the belt should be stopped; the lumps scraped off the 
belt and the pulley, and the latter should be cleaned with petrol 
before the motor is started again. 


Whist Drive and Dance.— The third annual and 
successful function of the Electrical Engineer Ex-Apprentices and 
Apprentices’ Association, Devonport Dockyard, was held at 
Sambell's Criterion Restaurant on Wednerday, November 20th, 
consisting of a whist drive and dance. During the first hourof the 
evening a musical programme was rendered by Mrs. H. Blake 
(contralto), Mr. T. Hulson (tenor), Mr. A. Bollard (bass), Mr. E. T. 
Crocker (bass). Dancing started about 11 p.m., Mr. Harris being 
the hon. accompanist, and Messrs. Uglow, Mildren and Woodley 
officiated as masters of ceremony. Among the Jarge number pre- 
sent were Mr. and Mrs. Z. H. Kingdon (chief electrical engineer), 
Mr. and Mrs. G. R. Battle (second assistant to electrical engineer), 
Mr. end Mrs. J. C. Uglow, Mr. and Mrs. T. Hulton, Mr. and Mrs. H. 
Blake, Mr. and Mrs. J. Wotton (inspectors of the department). The 
general arrangements were carricd out by Mr. H. R. Kelly, the 
hon. secretary of the Association. 


Electric Shocks.—Lecturing recently оп “ The Dangers 
of Ekctricity from the Clinical, Forensic, and Hygienic Points of 
View," Prof. Jellinek, of Vienna, said he could not agree with 
those who saw no danger in currents of 300 or 350 volta. He had seen 
various fatal cases with 100 volte, and he had even seen a death 
where the current had only 65 volts pressure. There was the 
eame difficulty in attempting to determine the fatal quantity of 
amperes. Electricians were in the habit of regarding a tenth of 
an ampere as safe, but so small a quantity as a thousandth might 
prove fatal. The skin of the body was a great protector against elec- 
tricity, as it was against other dangers, but the resistance of the skin 
was a varying quantity. Experiments had shown that the electric 
current passed both over and through the body, and it made con- 
siderable difference whether the current was taken by accident or 
knowingly. It was possible fora man to take a current at between 
100 and 1,000 volts if he took it knowingly, whereas if he took the 


. seme amount unwittingly at another time it might prove fatal. 


It was necessary to realise that surprise played an important part 
in deaths from electricity, and it was becaute of the absence of 
shock that electrocuted prisoners did not lose consciousnees. 


litigation in Conneetion with Motor-Car Lighting 
Dynamos.— In view of the greatly increased number of special 
dynamos that has lately been put on the market in connection 
with the electric lighting of motor-cars, it is, perhaps, not sur- 
prising to learn that litigation is likely to be heard of in this con- 
nection. News has just come to hand from New York that the 
General Electric Co., cf Shenectady, is bringing an action againat 
the Rushmore Dynamo Works, of Trenton, New Jersey, for in- 
fringements of the Barry and Steinmetz patents, which are alleged 
to cover certain principles of winding and regulating electric 


dynamos, 
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Institution and Lecture Notes.—TEXTILE Socrery.— 
At Huddersfield Technical College on Monday evening. Mr. E. Brook 
(E. Brook, Ltd.) gave a lecture to the members of the Society on 
“The Practice of Driving by Electric Motors.’ The chair was 
occupied by Mr. A. B. Mountain, the Borough electrical engineer. 
Mr. Brook discussed the three-phase system, which was put in by 
the Huddersfield Corporation three years ago, and gave comparative 
costs of driving looms by motors in groups. and of driviug each 
loom by a separate motor. This was followed by descriptions of 
installations at different works and mills in the district, which were 
equipped with motors, such as the ironworks of Mesera. C. W. 
Holmes & Co., the factory of Messrs, Liddell & Brierly (Marsh), 
the mills of Messrs. T. & H. Blawer's, Ltd. (equipped with about 
65 motora giving 650 H.P.), and the works of Messrs, Read, 
Holliday & Co., Ltd. (where there are 70 motors with a total of 
over 1,400 H. P.). 

ASSOCIATION OF MINING ELECTRICAL ENGINEERS.—À meeting 
of the East of Scotland Branch was held at Dunfermline on Friday 
last, when Mr. H. Gordon Fraser, the vice-president, submitted an 
interesting paper on the lessons to be learned from the fatal and 
non-fatal electrical accidents in Scottish mines during 1911. In 
the course of his lecture, Mr. Fraser urged that it was important 
that one man at least in a brushing squad should have elec- 
trical knowledge. In the discussion, Mr. J. Gillespie said he did not 
know how that knowledge was to be acquired unless the electrician 
in charge of a colliery undertook the tuition of a class composed of 
firemen, machinemen and brushers. There was such a class ato 
colliery in Fife. Mr. H. J. Humphreys said that it would be an advan- 
tage to have rules printed in pamphlet form instructing firemen, 
when going their rounds, carefully and periodically to inspect the 
important points of an earthing system. 

THE BRITISH FIRE PREVENTION COMMITTEE has strengthened 
its Council, the various vacancies having been filled by Lord 
Montagu of Beaulieu, Sir Aston Webb, Sir Maurice Fitzmaurice, 
Mr. W. Slingo, and Mr. H. J. Blanc. The Executive, as re-elected, 
includes Mr. E. O. Sachs as chairman, Mr. Н. S. Folker as honorary 
treasurer, and Mr. E. Marsland as gen. hon. secretary. The Com- 
mittee has just completed ita fifteenth year. 

THE CONCRETE INsTITUTE.—At the meeting on November 
14th, the President, Mr. E. P. Wells, said that the total membership 
of the Institute was now 938. He tben delivered his presidential 
address. Mr. H. P. Boulnois, in proposing a vote of thanks, said 
that materials could be standardised, but, unfortunately, one 
could not standardise men, and the personal element came into the 
work enormously. The best design might be ruined by bad work- 
manship. Mr. C. S. Meik, who seconded, expressed the opinion that 
for all work in reinforced concrete the men should be specially 
trained, and one should make sure that there was not a mau 
amongst them who had been accustomed to make concrete as it 
used to be made. The old-fashioned method of making concrete 
was quite out of place when dealing with materials like reinforced 
concrete, and the Jabourer who had been used to the old style could 
not be made to do good work in the new atyle. 


INSTITUTION OF ELECTRICAL ENGINEERS (BIRMINGHAM 


SECTION).—A meeting was held on the 27th inst., at Birmingham, ` 


when a paper was read by Mr. J. S. Peck on Earthed r. Un- 
earthed Neutrals on Three-Phase А.С. Systems.’ The reading of 
the paper was followed by a discussion. 

A lecture under the auspices of the SWANSEA X. M. C. A. was 
delivered on Tuesday last week by Mr. R. Borlase Matthews on 
„The Latest Appliances of Electricity." 


Clyde Electricians Locked Out,—Our een 
writes that the strike of the electricians in the employment ofa 
number of Clyde shipbuilding yards (reported in last week's 
REVIEW), has assumed more serious proportions. The employés 
of the members of the Electrical Contractors in the Glasgow dis- 
trict employed in the yards and city have been locked out, the 
result being that about 1,500 men are now idle. There were no 
new developments in the dispute at the time of going to press, the 
employers apparently having no intention to make an initial move 
towards settlement. It appears that the shipbuilders have now got 
several of the more pressing of the war vessels completed, and 
expected to be able to do withont the services of the strikers for 
some time. The city employers have stated their intention to 
stand by the shipbuilders till the end of the dispute. 


Finsbury Technical College 0.8.A.—The seventh 


annual dinner will be held at the Trocadero Restaurant, Piccadilly 
Circus, on Saturday, Decemher 7th, at 7 for 7.30 p.m. The chair 
will be taken by Mr. Julian L. Baker, F. I. C., President of the 
Association. The following guests have signified their intention 
of being present :—Prof. H. E. Armstrong, Prof. E. G. Coker, D.Sc., 
Mr. 8. W. Luard, Prof. R. Meldola, Prof. John Perry, Sir William 
Ramsay and Prof. S. P. Thompson. It has been decided to hold 
the dinner on a Saturday, во as to enable provincial members to 
attend. A seating plan compoeed of round tables accommodating 
four and eight persons will be adopted. A professional musical 
programme has been arranged. Communications 
addressed to Mr. Harley F. Knight, 14, Old Queen Street, West- 
minster, S.W. 


Twenty-One,—On November 22nd, in celebration of the 
twenty-first anniversary of the firm of Robert. W. Paul, the staff 
and employés were invited to tea, followed by a visit to the Wood 
Green Empire. The outing, which was made in private motor- 
‘buses, was much enjoyed. 


Will. — Mr. J. E. Hodgkin, managing director of the 
Pulsometer Engineering Co., Ltd., who died jast month, aged 82, 
left £30,115 gross and £26,373 net personalty. 


should be 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW vosted as to their movements, 


Central Station Officials.—Forty-one applications for 
the post of assistant electrical engineer were received by the Bray 
Urban District Council, and a Southampton gentleman was 
appointed. He had, however, received an appointment in London 
in the meantime, and was unable to go to Bray. The Council 
decided to re-advertise the position in the ELECTRICAL REVIEW and 
the Dublin morning papers. At its last meeting, the Council fixed 
the salary to be paid to Mr. D. E. MCDONNELL (resident engineer 
pro tem.) at £210 per annum, 

Mr. W. E. KIDNER has been appointed, subject to the usual 
sanction, assistant electrical engineer to the Barking undertaking 
at a commencing salary of £130 p.a. Mr. Kidner was previously 
at the Leatherhead Electricity Works. 


Mn. J. BALDWIN, late of the Kent Electric Power Co., has been 
engaged at Graya Electricity Works in place of Mr. A. E. SAVILLE, 
who is taking up an appointment in San Francisco. 


General.— Mu. L. S. HRicnanpsoN has resigned his 
position as manager of the electrical department of Messrs, Fred. 
Wilkins & Brother, Ltd., and joined the staff of the Ridings Arc 
Lamp Co., of Liverpool, as assistant manager. 

It is announced that the directors of the Electric Construction 
Co., Ltd., have appointed Mn. Р. E. BEACHCROFT chairman of the 
company, and have elected Mk. WILLIAM BULLOCK to the seat on 
the board rendered vacant by the death of Sir Irving Courtenay. 

Mk. R. DopERICK, who is leaving the Anchor Cable Works, 
Leigh, Lancs., has been presented with a Sheraton clock, suitably 
inscribed, and a pipe. The presentation was made by the works 
manager (Mr. Bowyer). | 

Mr. STEVENSON has been unanimously re-elected convener of the 
Edinburgh Corporation Electric Lighting Committee. Mz. 


HaunIsON has been appointed oonvener of the Tramway Com- 
mittee. 


MR. JOHN D. MARTIN was the recipient of a gold watch, suitably 
inscribed, from his fellow workmen of the Kilmarnock Electricity 
and Tramway Department, on the occasion of his departure to take 
up an appointment as electrician at Aunandale Colliery, 

Mk. Choi, C. HIGGENs has resigned his post as assistant engi- 
neer with Messrs, Ozonair, Ltd., of Westminster, to take up an 
appointment as sectional engineer with the Yorkshire Electric 
Power Co. 

According to the Ruilway Gazette, Mr. C. H. MERZ, on leaving 
Melbourne, will proceed to Bombay to report on the suggested 
electrification of the suburban railways there, reference to which 
was made in our issue of November Ist, page 701, 


A complimentary dinner will be given to Мв. FRANK BAILEY, 
chief engineer and joint managing director of the City of London 
Electric Lighting Co., Ltd., at the Waldorf Hotel, on December 
12th. Many past and prerent members of the engineering staff of 
the City of London Electric Lighting Co. will be present. Any of 
our readers who are interested. but have not received particulars, 
are asked to communicate with the joint secretaries, Mr. P. 
Rycroft, Electricity Department, Hounslow : and Mr. F. Sumner 
Smith, Amberley House, Norfolk Street, Strand, London, W.C. 


Obituary.—F. M. N. Drestxc.—The telegraph world 
has again to mourn the loss of one of its prominent members. 
Frederik Michael Nicolai Dresing, R.D., C.5t.O., C.C.P., K. C. R. S., 
C. C. D., K. S., Advisory Director in the Imperial Chinese Telegraphs, 
who died, in Pekin. of pneumonia, on the 15th inst. Dresing was 


the youngest son of the well-known Danish politician, Landstings- 


mand, Stats-revisor, F. N. Dresing, and was born at Voerbjerggaard, 
Norresundby, Jutland, in January, 1867. In 1884 he entered the 
Great Northern Telegraph Co.'s service, where his great ability and 
untiring energy were foon apparent; and he was utilised and 
trained at several of the company's stations both in Europe and 
China. In the Far Fast he organised and directed important cable 
work for many years, and when in 1900 the political state of 
affairs made it imperative that Shanghai should be brought into 
cable communication with Northern China, the work was entrusted 
to Dresing. and accomplished by him to the entire satisfaction of 
all parties concerned. In 1903 Dresing was offered, and accepted, 
the leadership of the Chinese School of Telezraphy in Shanghai, 
where the young Chinese receive their technical education before 
their appointment to the different stations of the Chinese Empire. 
When Dresing, in the following year, left the Great Northern 
Telegraph Co., the Chinese Government, which had long noticed 
and appreciated his many and varied capabilities, made him 
Advisory Director. From this date until his death, and in epite of 
his always delicate health, an enormous work has been done by 
Dresing for the development of telegraphy in China, not merely 
from a technical standpoint, but by important concessions and 
treaties with foreign powers which he negotiated and carried 
through with ability, energy, and keen sightedness, as 
well as diplomatic tact. The many decorations which he 
received, not only from Denmark, China, and Japan, but 
many European countries, also testify to the appreciation of 
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his work and talents. To these brilliant gifts was added an 
amiable and pleasing personality, with good conversational 
powers, so that in social life, too, he will be much missed. He 
was hospitality itself, and his house at Shanghai. always full of 
guests, was almost an international rendezvous, He was always 
ready to render, not only good advice, but a helping hand to all 
who needed it: first and foremost to his own countrymen, two of 
whom watched at his bedside until the last. Dresing was 45 years 
of age, and unmarried. 

Dispatches from Reuter's Paris agent published in the daily 
Press state that there has just passed away, por and unknown," 
CHARLES BOESEUL, the first discoverer of the principle of the 
telephone," whose claim was “recognised 30 years ago by Dr. 
Graham Bell and Mr. Edison." It was in 1855 that Borseul, who 
had studied telegraphy propounded the theory of the telephone." 
His chiefs allowed him to publish his discovery, but warned him to 
devote his attention to more serious matters. 


` 


NEW COMPANIES REGISTERED. 


Krupka & Jacoby, Ltd. (125,368).— This company was regis- 
tered on November l4th, with a capital of £5,000 in £1 shares, to carry on the 
business of importers of, and dealers in, electric lighting appliances in suc- 
cession to the business carried on by O. Krupka & H. A. Jacoby, as Krupka 
and Jacoby. The subscribers (with one sbare each) are:—H. Barrett, 2-3, 
West Street, Finsbury Circus, E. C., solicitor; R. E. Koch, 66, Gordon Road, 
Ilford, cashier. Private company. The number of directors is not to be les, 
than two or more than three; the first are О, Krupka and Н. A. Jacoby 
Registered citice, 11, Queen Victoria Street, Е.С. 


Kilmarnock Industrial Development Syndicate, Ltd. (8,430). 
—This company was registered in Edinburgh on November Sch, with a capital 
of £1,000 in £1 shares, to carry on the business of makes of electric lamps ог 
other light-giving bodies. The subscribers (with one share each) are: — F. H. 
Pegu, Manna Road, Prestwick, electrical engineer: J. Smith, 60, Bank Rtreet, 
Kilmarnock, accountant. Private company. "Table ''A"' mainly applies. 
Registered oflice, 57, Bank Street, Kilmarnock. 


James Lowden & Co., Ltd. (3.905).— This company was 
registered in Dublin on November "th, with a capital of £5,000 in £1 shares, 
to carry on the business of contractors, sanitary, heating, lighting, electrical 
and general engineers, &c. The subscribera (with one share each) are :— J. 
Lowden, Easton Avenue, Belfast, contractor; J. W. Lowden, Harton, Cyprus 
Gardens, Belfast, contractor: R. H. Lowden, Easton Avenue, Belfast, con- 


tractor. Private company. The firet directors are J. Lowden, J. W. Lowden 
B 175 Lowden ; qualification, 100 shares. Registered office, 46, Ann Street, 
allast, 


M.E. Syndicate, Ltd. (125.279).—This company was registered 
on November 9th, with a capital of £20,000 in £l shares, to carry on the 
business of a light and power company in all its branches, and that of elec- 
tricians, electric, water, gas and mechanical engineers, «с. The subscribers 
(with one share each) are :—A. A. Amos, 28, Liverpool Road, Leyton, clerk; 
G. E. Sanders, The Priory, West Molesev, clerk. Private company. The 
number of directors is not to be less than three or moro than five; the 
Bibscriber4 are to appoint the first; remuneration as fixed by the company. 
Registered by Ashurst, Morris, Crisp & Co., 17, l'hrogmorton Avenue, Е.С. 


London and Suburban Traction Co., Ltd. (125469).— 
Registered November 20th, by Bircham & Co, 50, Old Broad Street, E.C. 
Capital, £3 250,000 in £1 shares (1,500, 000 preference), Objects: To acquire 
and hald sharcs, stocks, debentures, debenture stocks, bonds, obligations and 
securities issued by the Metropolitan Electric Tramways, Ltd., the Tram- 
ways (M E. T.) Omn:bus Co., Lid, and the London United Tramways, Ltd., 
or avy other companies, having for its objects the business of proprietors or 
operators of tramways, railways, light railways, omnibuses, cabs, vans or other 
public or private conveyances of any description, or generally of carriers of 
passengers or goods by any form of traction; to put forward а ''Scbeme for 
Consolidation of the interests of the sharcholders in the Metropolitan Electric 
Tramways, Ltd., the Tramways (M. E. T.) Omnibus Co., Ltd., and the London 
United Tramwavs, Ltd., a print of which has for the purpose of identification 
been subscribed by two of the subscribers to the memorandum of association; 
to construct or acquire tramways, raifways and light railways in the United 
Kingdom, and to equip, maintain and work by electricity, steam or other 
mechanical power, or by horse traction, all tramways and railways belonging 
to the company. to carry on the business of tramway, railway, motor-omnibus 
and van proprietors, carriets of passengers and goods, jobmasters, vehicle 
manufacturers and repairers, coach house and stable butiders, с, The sig- 
natories (with one shares each) are:— Emile Garcke, 1, Kingsway, W. C., 
director; J. Devonshire, 1, Kingsway, W. C., director; E. R. Loames, 1, 
Kingsway, W.C, director of tramways (M.B.T) Omnibus Co.; W. M. 
Acworth, The Albany, Piccadilly, W., bariister; H. H. Stanley, Elcctrio Rail- 
way House, S. W., railway director; C, H. Dade, 1, Kingsway, W. C., joint 
manager, British Electric Traction Co., Ltd.; A. L. Barber, 1, Kingsway, W. C., 
secretary, Metropolitan Electric Tramways, Ltd. Minimum cash subscrip- 
tion, seven shares. The first divectors (to number not less than three or more 
than seven) are to be appoin'ed by the signatories; qualification, £100; 
remuneration, £1,200 per anuum, divisible; directors' borrowing powers 
restricted to one-half the aggregate nominal amount of the share capital for 
the time being issued and outstanding. 


Gillespie Partners, Ltd. (125,411).—This company was regis- 
tered on November 16th, witha capital of £1,200 in 1,000 preference shares of 
£1 each and 4,000 ordinary shares of Is. each, to carry on the business of 
manufacturers oí And dealors in rnilway and tramway permanent way 
materials, wheels, ax ех and general rolling stock equipments, &c., and to 
adopt an agreement with J. D. Gillespie, C. G. Gillespre and J. E. Fraser. 
The subscribers (with 20 shares each) are:—J. D. Gillespie, 81, Gracechurch 
Street, E.C., merchant; C. G. Gillespie, 81, Gracechurch Street, E C., mer- 
chant; J. E. Fraser, Hendon Park, Mill Hill, N. W., merchant. Private com- 
pany. The number of directors is not to be less than three or more than 
four; the firat are J. D. Gillespie, C. G. Gillespie and J. E. Fraser; qualifica- 
tion, £20, Registered by Godden, Son & Holme, 84, O'd Jewry, E. C. 


National Electric Times Co., Ltd. (125,486).—This company 
was registered on November 21st, with a capital of £5,000 in £1 shares, to take 
over the business of an electric clock manufacturer, carricd on by H. B. Bwift, at 
15, Great Sutton Street, Clerkenwell, К.С. The subscribers (with one share 
each) are:—Col. Bir T. Sturmy Cave, K. C. B., Kilworth, Woking: Н. B. Bwifr, 
A. M. I. E. E., 15, Great Button Street, Clerkenwell, E.C., electrical engincer. 
Private company. The number of directors is not to be Jess than three or 
more than five; the snbscribers are to appoint the first; qualification, 100 
shares ; remuneration, £50 each per annum (chairman £75), and a percentage 
of the profits. Registered office, 15, Great Sutton Street, E. C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Bourton-on-the-Water Electric Light and Power Co., Ltd. 
Particulara of £750 debenture3, created August 12th, 1912, filed pursuant to 
Вос. 93 (3) of the Companies’ (Consolidation) Act, 1908, the amount of the 
present issue being 4500. Property charged: The company’s undertaking 
and property, present and future, including uncalled capital. No trustees. 


Newcastle-npon-Tyne Electric Supply Co., Ltd.— Second 
mortgage debenture, dated October 24th, 1912, to secure £259,000, charged on 
the company’s undertaking and property, present and future, including un: 
called capital. Holders: Lloyds Bank, Ltd., Newcastle-on-Tyne. 


Dixon & Corbett and R. S. Newall & Co., Ltd.— Particulars 
of £30,009 debentures, created by resolntions of June 14th and October 25th, 
1912, tiled pursuant to Bec. 93 (8) of the Companies’ (Consolidation) Act, 
1908; the whole amount being now issued. Property charged: The company's 
undertaking and property, present and future, No trustees. 


Lea, Son & Co., Ltd.—Particulars of £500 debentures, created 
October 26th, 1912, filed pursuant to Bec. 98 (3) of the Companies' (Con- 
solidation) Act, 1908; the whole amount being now issued, Property charged: 
The company's undertaking and property, present and future, including un- 
called capital. No trustees. 


Orford Electric Light and Power Co., Ltd.—Particulars 
of £590 debentures, created May 21st, 1912, filed pursuant to Sec. 93 (3) of the 
Companies’ (Consolidation) Act, 1908, the amount of the present issue being 
£350. Property charged: The company's undertaking and property, present 
and future, including uncalled capital. Notrustees. 


Electromobile Co., Ltd.—Issues on September 30th and 
November 6th, 1912, of 4787 103. debentures, parts of a series of which 
particulars have already been filed. 


Imperial Tramways Co., Ltd.—Capital £100,000 in 20,000 
pref. and 20,000 ord. shares of £10 each. Return dated February 28th (filed 
Septembar 10th, 1912). All shares taken up: £100,000 paid; £390,000 con- 
sidered аз paid. Mortgages and charges: £300,000. 


Foster Engineering Co., Ltd.—Issue on November 13th, 1912. 
of ою debentures, part of a series of which particulars have already been 
filed. 


Perceval Spencer, Ltd.—Debenture charged on the company's 
undertaking and property, present and future, including uncalled capital, dated 
November lith, 1912, ta secure £1.500. Holder: W. Jones, Nassau House, 
Eccles, near Mancher ter. Memorandum of satisfaction in full on November 
lith, 1912, of debenture dated Ostober sth, 1906, securing £371, also notified. 


Rhondda Tramways Co., Ltd.—Particulars of £210,000 
debentures, created by resolutions of March 13th, 1911, and November 8th, 
1912, and secured by trust deeds dated March 24th, 1911, and November 13th, 
1912, filed pursuant to Sec. 93 (3) of the Companies’ (Consolidation) Act, 1908, 
the amount of the present issue being £10,000. Property charged: Tramways 
and right of user of same, and lands with generating station and other 
premises, together with tramway equipment, &., and certain purchase 
money3, and the company’s undertaking and property, present and future, 
including uncalled capital, Trustees: Law Debenture Corporation, Ltd., 41, 
Threadneedle Street, Е.С. 


Mechanical Applianers Co. 
faction in full on October 26th, 1912, of 
securing E, has been filed. 


Fredk. Jones & Co., Ltd. (110,217).—Return dated September 
27th, 1912. Capital, £15,000 in £1 shares. All shares taken up. £7 paid. 
£14,993 considered as paid. Mortgages and charges: Nil. ` 


Electric Reduction, Ltd. (54,724).—Return dated November 
14th, 1912. Capital, £10,000 in £1 shares (16.200 preference). All shares taken 
up. £13,000 paid on 13,000 preference. £27,000 considered as paid on 8,200 
preference, and 23,800 ordinary. Mortgages and charges: £7,500. 


Rochdale Asbestos Co., Ltd.—Mortgage dated November Ist, 
1912, to secure £1,700, charged on certain lands and premises in Shawelough, 
Rochdale. Holder: H. Bland, Lee Cottage, Shawclough, Rochdale, 


X. L. Electric Co., Ltd.—Two debentures dated October 30th 
and November 13%, 1912, to secure £1,250 and £750 respectively, charged on the 
company’s undertaking and property, present and future, including uncalled 
capital. Holder: Capt. C. Wiener, Ewell Castle, Burrey. 


J. Kirby & Co. (Leeds), Ltd.—A memorandum of satisfaction 
in full on November 6:n, of debentures dated August 17th, 1912, securing £300, 
has been filed. · 


Llanelly and District Electrice Lighting and Traction Co., 
Ltd.— Trust deed dated November 11th, 1912 (supplemental to trust deed dated 
August Ard, 1911, to secure £15,000 debenture stock ranking pari passu with 
£61,000 like stock issued under principal deed, charged on company's lighting 
and tramway undertakings and its leasehold power station, car-ehed and other 
&sse's, including uncalled capital. Trustees: Century Insurance Co., Ltd., 18, 
Charlotte Square, Edinburgh. А 


Mexican Fuel and Power Co., Ltd.—Issue on November 19th, 
vim | кш debentures, part cf a serie3 of which particulars have already 
een filed. 


British Electric Traction Co., Ltd. - Mortgage dated 
November 19th, 1914, to secure 4 0.000, charged on leasehold premises known 
as Electrical Federation Buildings, Kingsway, W.C. Holders: Alliance 
Assurance Co., Lt. 


Ltd.—A memorandum of satia- 
debentures dated December 3186, 1906, 


Victoria Falls and Transvaal Power (Со. —Оп 
October Ist last the reduction in the standard price per unit, in 
accordance with the provisions of the licences issued to the Victoria 
Falis and Transvaal Power Co., Ltd., and the Rand Mines Power 
Supply Co., Ltd., came into force. The net earnings of the com- 
bined companies for the month of October, including the output 
from part of the Vereeniging station at present in commission, 
amounted to £35.131.— Z2 140 ncial News, 


Canadian General Electric Co.—A quarterly dividend 
of 1} per cent. on the common stock for the three months to 
December 31st is announced, together with a bonus of 1 per cent, 
making a total of 8 per cent. for the year. 
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CITY NOTES. 


City and South London Railway (Co. 


Mr. C. B. STUART WonTLEY, M.P. (chairman), presided on Tuesday 
at the Great Eastern Hotel, E.C., over an extraordinary meeting of 
the shareholders, in connection with the scheme of arrangement 
with the Underground Electric Railways Co., Ltd. 

The CHAIRMAN said the board met the shareholders with 
mingled regret and pleasure; regret that they should have to ask 
them to part company with the board, and pleasure that they were 
offering what they considered to be & substituted investment of an 
advantageous kind. They had for some months been in a position 
of some natural anxiety, while their stock had been the sport of 
rumours that neither shareholders nor board could prevent. The 
actual effective negotiations that produced the offer they were 
submitting began only quite recently. They were, however, the 
resumption of conversations that had been interrupted for some 
months by events that were beyond the board’s control. During those 
months they were not in a position to say that absolutely nothing was 
taking place; while any rumour that they contradicted would have 
been taken to imply the confirmation of some other among the many 
rumours not covered by the particular contradiction. He assumed 
that each of them had read the circular that they had addressed to 
the holders of the ordinary stock. He had, therefore, not to repeat, 
but only to explain or amplify, the statements that the circular con- 
tained, and he would have to add some assurances that were due to 
other classes of proprietors. It was to be supposed that the 
ordinary stockholders whom he addressed all belonged to some one 
or other of three possible classes. They might be (1) of those who 
desired to accept this scheme and see it go through ; (2) of those 
who did not for themselves accept the scheme, and who did not 
desire to see it go through ; and (3) of those (and they knew from 
letters received that there were such) who did not care to accept 
the scheme for themselves, but who desired, nevertheless, that it 
should go through. Let him address himself to the latter class 
first. Herethey bad those who thought it would be best for them to 
remain in the concern with a single new and influential and powerful 
partner substituted for a number of unorganised individual partners 
who were neither influential nor powerful. To those he ventured to 
say that, under the inexorable conditions under which most enter- 
prise was carried on, they could not have things both ways. The 
acquisition by the Underground Co. of a controlling interest in the 
City and South London Railway might, indeed, have the effect of 
bringing them a rejuvenated plant, new and valuable connections 
and extensions, and a revenue to correspond. But the danger was 
that if even only a small number of their stockholders should (by 
refusing their assent now) try to gamble themselves into the 
position of being left in the concern, either alone or with very few 
others, to share in all the advantages he had named, their example 
might be followed by too many others, with the consequence that 
the influential partner and rejuvenated plant, and the improving 
revenue, might never come into existence at all. In that case their 
last state would be worse than the first, for they would be’ left to 
their fate, knowing always what their fate might be. Coming to 
those, if there were any such, who neither accepted this scheme 


themselves nor wished others to do so. Now, ought 
they to refuse acceptance? And why did they say 
that those who did accept were right in accepting? 


What was the prospect for those who refused if their policy 
should be found on December 5th to have been also that of a 
number of stockholders holding stock sufficient to stop the echeme ? 
In answering this question he naturally did not wish to 
" bear " their own stock, or to exaggerate anything for argumenta- 
tive purposes. He had no need to go beyond plain and published 
facts. In July, 1911, they paid £1 15s. per cent. on the ordinary 
stock. In January, 1912, they paid £1 10s. In July, 1912, they 
paid £1 5s. Their weekly published traffics of tbe current half- 
year up to Sunday last showed a decrease of £5,116. That was 
for 21 weeks. For 26 weeks, at the same rate of decrease, the 
falling off would be £6,334. To pay 5s. per cent. for 26 weeks on 
the ordinary stock required £1,850. The loss of the £6,334 was, 
therefore, equivalent to a reduction of about lis. per cent. for 
the half-year in the dividend on the ordinary stock. He would 
be glad to be able to set off against these flgures any prospect 
there might be of a fall in the price of coal. But they 
met no-one just now who foretold anything but a rise in 
coal, and therewith the rise in prices of stores and materials 
of all kinds that always accompanied а rise in coal Add 
to this that the motor- buses had by no means developed to the 
full the eervices they might give along the Clapham Road, and so 
far as concerned districts beyond Clapham, such as Balham and 
Tooting, whence they still got many passengere, the motor- buses 
could hardly be said to have begun at all to give a through service 
to London. Now, what did the Underground Co. offer to the 
ordinary shareholders in place of the prospects they now had if 
they remained as they were’? They were offered a participating 
share in a traffic which was not only growing already, but of which 
the possible extended sources were by no means fully developed. 
The London Electric Railways had a system which enabled people 
to be carried underground through the beart of the West End to, 
and from, Finsbury Park, Highgate, Golders Green, Hampstead, 
Hammersmith, Kensington, and the Elephant and Castle. They 
touched the great railway termini at King's Crose, St. Pancras, 
Euston, Marylebone, Charing Cross and Waterloo. Through the 
lines of other companies connected with them they reached Liver- 
pool Street, London Bridge, the Bank, Oxford Circus, Marble 


Arch, Shepherd's Bush, and all their own stations to Clapham 
Common, Their contemplated extensions would see them at 
Paddington ; and beyond Paddington at Queen’s Park, where they 
would get a contact with the suburban traffic of the London and 
North-Western Railway, which at one time they hoped the London 
and North-Western were going to give to them. And northwards 
they were to extend beyond Hampstead to Edgware, Their tunnels 


were of the more modern and larger calibre; their stations and 


their carriages were such as enabled them to carry far more 
passengers in a given time than the South London with their 
present resources could ever hope to take. Their 4 per cent. 


. preference stock stood to-day at 80. The £40 of that stock that 


they were offered in part exchange for their £100 of City and South 
London ordinary had, therefore, a market value of 432. Its 
dividend was protected by an eerning power evidenced by the fact 
that on their ordinary stock of more than 9 millions, & dividend of 
1 per cent. had already been paid. They were offered in 
further part exchange a participation in the present, and 
all future, earnings of that ordinary stock. That London 
Electric ordinary stock had at present no quotation, 
being all in oneownership and never baving been put on the market. 
Should this scheme result in bringing into existenoe some thousands 
of new owners of this stock, a Stock Exchange quotation would be 
properly asked for. But st preeent they must value it for them- 
selves as best they could. A stock which, in the last completed year, 
divided £93,000 odd, and carried over £12,000, would, in their opinion, 
be most conservatively valued at 30. At that price, the £25 of that 
stock which was offered in completion of what they were to get for 
their £100 C. & S.L. ordinary must be worth £7 10s. Added to the 
£32 he mentioned а few momenta ago, the £7 10s. made £39 10s, 
as the value of what they were being offered. If they took the 
London Electrio Ordinary at 35, they would be getting not £39 108, 
but £40 15s. for their £100 of C. & S.L. ordinary. In this connec- 
tion, let him remind them that it was not 12 monthssince their own 
stock was at no more than 27, before rumours began to fly around, 
and after a half-yesr in which a dividend at the rate of so much 
as £1 158. per cent. had been paid. So much for capital  Asto 
their future income, assuming a dividend of 1 per cent. on 
London Electric Ordinary, they would be getting an income 
of no less than £1 178. per annum on every £100 of 
C. & S.L. ordinary that they exchanged under this echeme. 
And any increase in the dividend on London electric ordinary would 
not only increase their income and the capital value of their London 
Electric ordinary, but it ought to increase the capital valne of the 
London Electric preference as well. They submitted, therefore, 
that the value that they had the chance of getting in exchange for 
their present holding was not only good value at the present moment, 
but gave them also a share in prospective values of a promising 
kind. This was a meeting of ordinary stockholders, and what 
he had said so far had been addressed mai to them. But 
there was also the large and important y of holders of 
their £850,000 of preference stocks, all of whom deserved 
no less than the ordinary did to have their interests protected 
by the board, and who looked to them to see to it that the 
new state of things would be an advantege also to them. 
The preference stockholders would, of course, have an oppor 
tunity later on of giving their votes at a Wharnclife 
meeting, when the main operative part of the scheme, namely, 
the application to Parliament for powers to enlarge their 
tunnels, came forward for the sanction of the statutory proportion 
of stockholders, But they were justified in expecting also, now and 
at this earlier stage, information over and above that which the 
circular gave to holders of ordinary stock. The preference stock- 
holders were, of course, not concerned with the estimates of what 
ordinary stockho!ders would get if they elected to goout. They had 
to think of the situation as it would be if and when the present 
ordinary stockholders had gone out, and the Underground Electric 
Co. had become the owner of a governing proportion of the ordinary 
stock. In that case he repeated to the preference stockholders the 
warnings that he had already addressed to ordindry stockholders 
as to what awaited them if things went on as they were now. Let 
him add to those warnings that he believed they could not hope 
to regain the customers they had lost, unless they increased the 
speed of the trains and the comfort of the carriages. That meant 
improved or new engines and larger tunnels. There was only one 
direction in which they could extend to a new territory ; and 
to do that they would require, besides some added miles 
of line and tunnel, greater carrying capacity in the trains, 
which meant that they must be either more frequent or longer. In 
either case that meant a complete re-equipment of the line. All 
these were possible improvements, if only they could raise the large 
sums of money that they required. He submitted that with their 
present financial resources, these things were impossible ; and that 
the only thing that could make them possible was some 8u 
alliance as that which they were proposing, and which did offer the 
higher speed, the larger tunnele, the longer carriages, and, more- 
over, a through connection with the Hampstead and Golder's Green 
district, which was at present beyond their reach. The new 
physical connection intended to be established at Euston between 
the Hampstead Tube and their line would enable passengers in the 
futureto be taken throngh without change of carriage, possibly 
every minute and a half, right away from Hampstead, Golders 
Green or Edgware to the Bank and beyond that to all their stations 
on the south side of the river. Under this alliance, if accepted, 
the preference stockholders would have a new and powerfu 
partner interested in improving and developing to the 
utmost the earnings of the line and especially the 
dividend on the ordinary stock, which was the preference 
holders margin of security. That partner was, moreover, the part. 
owner of the very motor-’buses from whose competition they were 
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now suffering. He was in a position to make that competition yet 
more damaging to them than it already was. The arrangement 
they proposed would change him from a competitor and an enemy 
into a co-operative friend and a feeder of their system. Let him 
add a word for the further assurance of the preference stockholders. 
It was part of the scheme that their present old-fashioned tunnels 
of only 10 ft. 2 in. and 10 ft. 3 in. diameters should be enlarged to 
the diameter of the up-to-date tubes of the London Electric Rail- 
ways Co. Their engineers assured them that this could be done 
without interruption to traffic. But in order to provide against 
all risks, the Bill to sanction these works would ask for powers to 
indemnify the preference stockholders against loss of dividend 
during the periodiof reconstruction. With regard to the future 
constitution of the directorate, the arrangements were not yet 
complete, but they must, of course be in accord with 
the requirements of- those who, if the scheme went 
through, would have a controlling interest in the undertaking. 
The City and South London Co. would remain in legally separate 
existence, and it was right that they should know that it was 
intended that, subject to re-election at the proper times, he would 
remain its chairman. They would have to regret the disappearance 
of some valued friends, but he had reason to think that his was not 
the only familiar face that at their future meetings they would 
continue to see on this side of the' table. It was usual, and, he 
thought they would say, just, that directors retiring should receive 
reasonable compensation, and they had made the proper disclosure 
of the fact that that was to be so in this case, It was not usual to 
go further into particulars unless the compensation was intended 
to be out of proportion to what precedent would justify. A 
subject of proper anxiety, both on the shareholders’ part and of the 
board, was the future of their loyal and excellent staff. He was 
glad to ssy that they had assurances that all that was 
possible would be done by way of absorbing them in the 
combined staff of what would be much like a joint 
undertaking, and that cases not so provided for would 
be dealt with in the same spirit as those of retiring directors. 
The stockholders in this railway were those who either initiated or 
had since supported an enterprise which bad been and still was of 
great service to the toiling millions of London. As pioneers they 
had gained experience which had greatly profited the newer under- 
takings of the kind. Both those who left the City and South 
London and those who remained in it deserved very well of the 
London public. Like the London public they were all interested in 
having the greatest possible efficiency given to the various transit 
facilities and services available to the London public. This schenke 
recognised that present community of interest, as well as the risks 
taken and services rendered in the past. The board believed it to 
be good for the shareholders for the same reasons that made it good 
for the public; and with much respect, but without doubt or hesi- 
tation, they advised them to take it while they had the chance. 

Mr. CAMPBELL said it appeared to him the company were 
suffering from being pioneers, Other lines had had the benefit of 
their experience, and, in consequence, had been able to outcut them 
in а way. He saw nothing but for the shareholders to accept the 
scheme. He would like to know how long it was anticipated that 
the enlargement of the tunnels would take : whatamount of money 
was required for that, and who would raise it? He took it that if 
the shareholders stood out they would be left in the cold for a con- 
siderable time before receiving any dividends. He would like to 
know if the Underground Co. would hold the common stock of the 
City and South London, or did they intend to convert it in any 
way! 

Mn. BARKER said that if money had to be raised for enlarging 
the tunnel and reconstructing the generating station, and so on, 
their dividends would disappear for many years, and hence he 
readily fell in-with the proposals. 

Мв. VEST asked how the transaction, if carried out, would be to 
the benefit of the London Electric Co? The Underground Co. were 
the purchasers, but were doing so by unloading their stock in the 
London Electric, 

The CHAIBMAN said he could hardly answer the question of how 
long it would take to enlarge the tunnels, but two years after getting 
the Parliamentary powers would be the minimum. He was also 
very reluctant to say what sum would be required, for he 
knew from bitter experience the great danger of doing 8o, but 
they could take it that these possibilities had been gone into by the 
experienced gentlemen who advised the Underground Co. The 
- capital would technically be raised by the City and South London 
Co. if the scheme went through. The controlling interest would 
be held by tbe Underground Railway Co., and it would be to their 
interest to see that the capital was raised in a way most advan- 
tageous to them as holders of ordinary stock. The Underground 
Co. had assured the board that they would hold the stock for 
& considerable time, and what that time might be they could 
judge for themselves. If they attempted to convert or get 
rid of it before the reconstruction had taken place they 
would not be likely to do so on advantageous terms. They 
would be deeply interested in getting the reconstruction 
made speedily and efficiently. In answer to Mr. Vest, the London 
Electric would get a new and valuable connection to the Bank. 

Mr. HIGHTON asked if the works would be carried out by their 
own engineers or by those of the London Electric Co., and was it 
proposed to give their generating station up? 

The CHAIRMAN said that obviously this was a matter which 
must be dealt with by the reconstituted board, but at present the 
intention was to employ their own engineers, 

‚ A SHAREHOLDER asked why it was that the price of the stock 
fell two points when the terms of the arrangement were made 
public? 

The CHAIRMAN said this was due to market anticipations having 


gone beyond what was proper, whilst the present quotation accorded 
with the actual value of what was being offered. 

No resolution was proposed. 

Мв. Youna, in moving a vote of thanks to the chairman, said 
he had attended 10 half-yearly meetings of the company, and 
had watched the hopes and fears of the company. They had 
always had skilful chairmen. As he sat there, he had wondered if 
the shade of their old friend, Mr. Mott, who was the originator of 
the line, was present. If Mr. Mott were alive, he would deplore 
what they were doing, but his sound common-sense would approve 
of it. 

Cor. PERRY seconded the motion, and it was carried, 


Malaga Electricity Co., Ltd. 


THE sixteenth ordinary general meeting of the shareholders of the 
above company was held on Tuesday, at the offices, 39, Coleman 
Street, E.C.. Mr. F. Belcher, F.C.A., the chairman, presiding. The 
proceedings were private, but from a copy of the report supplied 
to us we gather that the sale of current in 1911 amounted to 218,192 
ptas., as against 221,551 ptas, in the previous year, a decrease of 3,359 
ptas. The total income from all sources amounted to 260,176 ptas. 
as against 268,516 ptas. in 1910, showing a decrease of 8,341 ptas. 
The number of 8-c.P. lamps on December 31st, 1911, was 26,083, as 
compared with 25,489 in 1910, an increase of 594. The expenditure 
in Malaga has decreased from 205,975 ptas. in 1910 to 171,511 ptas. 
in 1911, a difference of 34,464 ptas. The profit for the year, apart 
from any depreciation, is £2,859, an increase from last year of 
£073. Practically the whole of this profit has been applied to 
depreciation, and there is a balance to carry forward of £73, as 
against £7 in 1910, The engineer, Mr. Crawshaw, reports that the 
upkeep of the plant has been well maintained, and that the cables, 
transformers and sub-stations are in good condition. The directors 
announce the decease of the chairman, the late Mr. R. C. Wyatt, 
who had occupied that position since the incorporation of the com- 
pany. The vacancy thus caused on the board has been filled by 
the directors appointing Mr. A. de Zulueta, 


Stock Exchange Notices.—The Committee have ordered 

the undermentioned securities to be quoted in the Official List :— 

British Columbia Telephone Co., Ltd.—£400,000 44 per cent. first mortgage 
debenture stock. 

New York Telephone Co.— 1. 750, 000 4à per cent. first and general morako 
penar, (о. E 12,501 to 17,000 of £200 and C 80,001 to 87,600 of £100 each), in 

eu of the scrip. 

Victoria Falls and Transvaal Power Co., Ltd.—Further issue of 180,000 
preference shares of £1 each, fully paid (Nos, 1,708,001 to 1, 888, 000). 


Companies Struck off the Register.— The following 
companies have been struck off the register, and are; accordingly 
dissolved :— 

British Power, Teaction and Lighting Co., Ltd 
Chipping Norton and District Electrio Light and Power Co., Ltd. 


El ctrical Corporation, Ltd. 
B. M. H. Tramway Syndicate, Ltd. a 


Prospectus,— Utilities Improvement Co.—Lloyd's Bank, 
Ltd., has been receiving applications for the purchase of $5,000,000 
of 6 per cent. cumulative preference stock in this company at 86. 
The company is largely interested in American gas and electrical 
undertakings. 


Adelaide Electric Supply Co, Ltd.—The directors 
have (according to the Financier) declared a final dividend of 5 per 
ent. making 10 per cent. for the year, together with a bonus of 
2 per cent., both free of income-tax, on the ordinary share capital of 
the company in respect of the financial year to August 31st, 


STOCES AND SHARES. 


Tuesday Evening. 


FoREIGN political complications are once more playing a jangling 
part in the markets of the Stock Exchange. Nobody believes that 
Europe will be plunged into war simply because Austria and Servia 
cannot agree about a port; but, on the other hand, it is not 
pleasant to have these continual telegrams as to mobilisations of 
various armies abroad. Their influence is as effective as it is 
indirect. It wet-blankets enterprise and speculative courage, 
while the investor himself prefers to keep money at the bank on 
deposit rather than buy stocks and shares at a time so unquiet as 
the present. 

Since our last report was written, the principal feature has been 
the announcement that the Speyer group proposes to bring the 
Central London Railway and the City and South London into the 
Tube and Tram circles which it controls. This came as a surprise, 
and not a few people think that the South-Western Railway— and 
possibly the Great Western—have made a great mistake in allowing 
the Central London to slip through their fingers into the hands of 
such keen competitors as the Tube people are. 

Upon prices in the stock market the first effect has been distinctly 
disappointing to holders of the securities. Some attempt was made 
at a bullish demonstration upon the news becoming public, but this 
fizzled out, and manifestly the people who had got in earlier in the 
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month on advance information—or guess—as to what was going 
on, were anxious to take their handsome profits. Consequently, 
all the three ordinary stocks of the Central London show substantial 
falls, and a drop of 4 took place in City and South London. 
Tuesday's meeting to approve the scheme failed to stimulate the 
price. On the other hand, Metropolitans were run up to 571, the 
assumption being that the Speyer group would not remain satisfied 
until they had completed their work by the acquisition of the 
Metropolitan Company also, which would, of course, include the 
Great Northern and City. This seems a reasonable supposition, 
and those who take up Metropolitans at the present time will 
probably see good profits sooner or later, though it may be a waiting 
game. The price subsequently eased off to 57, and Districts, after 
being 414, went back to 40}. 

Following upon the Central London sensation came a sharp rise 
in London United Tramways Preference shares, which put up the 
price to 6% before it reacted to 6, while Metropolitan Electric 
Tramways Ordinary at l% show «Ll reaction. Quotations had been 
lower, but were stiffened again on publication of details as to the 
manner in which it is proposed to carry out the amalgamation of 
the two undertakings. A new company is to be created called the 
London and Suburban Traction Company, the securities in which 
are to be offered in exchange, optionally, for those at present 
existing in the other concerns. Dealings have already begun in 
London and Suburbans, for special settlement, the Ordinary being 
about 9a., the Preference 168. 3d., and the Debenture stock 90. 

Underground Electric Ordinary lost 5s. of their big improvement 
of last week, and the company's Income Debentures are two points 
lower. 

A word of warning may not be amiss in connection with these 
London traffic schemes. This is not the column for the discussion 
of public benefits or disadvantages arising out of the business ; but 
we may be forgiven, perhaps, for venturing to suggest that 
investors should not overlook certain considerations which would 
be obvious enough were it not that & glamour of success and 
popularity at present hangs over these arrangements. The careful 
observer can hardly fail to be struck by the accumulating discon- 
tent against the motor- bus. To examine the subject thoroughly 
would require a column or two, instead of a paragraph, but a few 
words are sufficient to draw attention to the protests arising in 
various parts of London against the development of motor-’bus traffic. 
The London General Omnibus Company is one of the most profitable 
links in the traffic chain, but that some kind of legislation will be 
directed against its exuberant enterpriee there seems to be little 
doubt. Also it needs to be remembered that one man will only 
require two journeys a day to get him to and from his work ; some 
people talk as though traffic in London were illimitable ; and they 
use that same man over and over again in their calculations per 
diem. Maybe the wise man is he who is taking advantage of the 
present buoyancy of such shares as London United Tramways Pre- 
ference to slip out of his holdings. 

The Electric Lighting market is steady, with very few altera- 
tions. South London Ordinary went back 4, and South Metro- 
politan 7 per cent. Preference are 4, better. There are the only 
changes on the week. One hearson all sides that gertain negotia- 
tions are in progress which will vitally affect the interests of 
metropolitan, electric lighting shareholders: but, on the other 
hand, those who are inthe best position to give an opinion say that 
too much is being made of these expectations, and that they are 
still premature. Obviously, however, the matter must be farther 
advanced than it was six months ago, since it has not been dropped ; 
and illumination of the mystery, as we suppose it must be called, 
is awaited with keen interest. 

The Foreign Tramway and Power group is quieter than usual. 
In the Mexican division changes are mostly against holders as 
regards the Common shares, though for the bonds there is still 
steady demand. British Columbia Electric Preferred Ordinary rose 
& point to 120. Canadian General Electric Common shares are 
similarly better. Para Electric Railway Ordinary slipped back n 
after their rise last week, The Anglo-Argentine Tramways group 
maintains its firmness, 

Telegraph and Telephone issues show a rising tendency. @he 
improvements are small but well distributed. The feature is a 
rise of 10a. in Great Northerns, which show indications of throwing 
off their recent depression. Eastern Exteneions continue to make 
headway, and Eastern Telegraph Ordinary stock is a point up. 
Anglo-American Deferred rose 3. The fluctuations amongst the 
bonds are slight. National Telephone Deferred is unchanged on 
balance; and Marconis, after having been a etrong market, eased 
off considerably in sympathy with the dulnees of other speculative 
shares produced by the news from abroad. 

The Manufacturing division is firm. Telegraph Constructions 
put on #1, and Henley's rose 1. Castner-Kellners are у; harder 


again, the recent meeting being regarded as satisfactory. A fall 
of 10s. in India-Rubber shares lowered the price to 9. Rubber 


shares are better, although the vague talk of a coming rise in the 
raw product is more in evidence than is business in the share 
market. 


t 
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Continental.—(Germaxy.—The Rbeinische Schuckert 
Gesellschaft für Electriache Industrie, of Mannheim, is declaring a 
dividend of 74 per cent, for the last financial year. It is also pro- 
posed to increase the capital of the concern from £275,000 to 
£400,000. 


Mackay Companies,—The usual quarterly dividend of 


14 per cent, on the common shares has been declared, 


ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. - | 


Fort- ңер for | No. Route 
Locality. night the of | Total to date. miles 
ended. fortnight. wks. . open, 
4 * 4 4* Ine 
Aberdeen .. | Nov. 29 | 2,86 |+ 176 25 | 89.157 [E 4514]. 
jr.. 281 391 28 27 | 10,310 |+ 265 8 |. 
Birmingham Corp. „ 16 22.004 5,229 83 852,688 100.967 57°17) ., 
Blackburn эө „ 20 2,315 |+ 208 843 | 41,876 |+ 14°62) .. 
Blackpool Corp. .. n 21 900 |+ 107 61,765 |+ 6,770 |1187 ., 
Blackpool-Fleetw'd | ,, 28 502 — 19 20 | 24039 |- 501| 8 |.. 
Bournemouth ex „ 20} 2,870 |+ 118 333 | 05,249 |+ 1,992 |91:96| .. 
Bradford .. s „ 16 | 10,679 |+ 609 | 83 | 185,167 |— 82 58 
Brighton. а „ 24| 1,090 1+ 45 34 86,927 |— 990 | 96|.. 
Bristol — .. . ,, 22 12.910 [41,619 .. | 325,991 |4 97,079 | 80˙5 .. 
Brit. Elec. Trac. Co. | 
tAirdrie .. $3 » 15 600 |+ 75 46 18,783 |+ 3,443 | 8°65] .. 
Barnsley .. " 4 15 чо + 22 ,, 8,324 216 | .. |... 
Barrow Š P » 16 660 + 66| ,, 17,525 [+ 8,248 | 6°87] .. 
Devonport 8 „ 15] 1,016 |+ C6] „ 24,739 |+ 1,705 | &'85 | .. 
Gateshead ^ „ 16| 2161 1+4 67] „ 48,115 67 |11:25| .. 
Gravesend ; „ 15 426 |+ 19 | „ 9,741 181 | 6'5 | .. 
Greenock.. К „ 15| 1,614 |+ 147 „ 87,328 8,881 | T:26 | .. 
Kidderminster . » 15 196 |+ Ll x. 5,526 28. 
Merthyr .. А м 16 407 |— 3] ,, 9,282 819 | 29|.. 
Metropolitan. „ 15 16,983 j+ 197 „ | 404,161 1,282 | 99 |... 
Middleton ys » 16 001 |+ 10] ,, 16,424 327 | 86 |... 
Mid. Joint Com'tee| „ 15 | 6,579 |+ 409 | „, | 160,939 |+ 7,879 | .. | .. 
Oldham—Ashton „ 15 1.185 f 41 „ | 28,154 |+ 1,623 |918|.. 
Peterborough .. » 15 238 |+ 15] ,, 6,821 356 | 5'81| .. 
Potteries .. s% „ 15 483 4 |, 88,782 |— 1,371 | 9 |.. 
Rothesay.. ' .. „ 15 95 + 20 „ 10,448 491 | 275. 
Southport ks » 15 £08 |+ 26| „ | 13,907 226 | &11| .. 
B. Metropolitan. „ 15 | 1,507 |+ 25) „ 89,051 920| .. |. 
Bwansea .. АА „ 15 | 2,277 - 84| ,, 53,154 |+ 275 | 196) ., 
Tynemouth oe » 15 802 |+ 9 „ 11,826 932 | 8°75) .. 
eston-s-Mare.. „ 15 6467 11 , 6,790 — 1,2938 | 8 
Worcester si „ 15 502 |+ 138 ,, 12,760 |+ 1,092 |675 | .. 
- Wrexbam i3 „ 15 225 P 20 „ 6,367 5900 
Yorks. Wool. Dist. „ 15 9,167 1+ 71 " 49,889 |+ 1,2213 | 1M |... 
Miscellaneous .. » 15 402 1— 8 5„ 10,678 173|.. [а.е 
Burnley .. we „ 23 2,941 (+ 283 T 12:44| 1 
Burton-on-Trent .. „ 24 617 1+ 20 84 9,816 |— * 4£0 | 66! .. 
Bury .. oe m „ 24 | 2,556 |+ 18 | 24 44,635 |—; ' 173 | 247b | .. 
Cardiff T * „ 23 4,606 |+ 264384 88,582 — 1,4711785 
Chatham and Dist. „ 21 1.570 |+ 62 47 | 40,293 1 14:93] .. 
Cork .. аё T „ 21 870 — 11 47 22,676 989 | 9'89 | .. 
Croydon  .. ki „ 15] 8,845 |+ 89 { 88 €0,234 822 |11'6 | . 
Dar ington oe oe ” 23 452 + 4,884 1,682 87 4'87 oe 
Darwen we ws „ 22 658 |+ 46 31 9,579 |+ 30, 486 
Dover ee "m » 16 889 |— 20 ! 83 8.512 695 | 4°76! .. 
Dublin ws "s „ 22 10,541 |+ -6t 122,060 |— 8,172 | 64°25) .. 
East Ham .. vä „ 23| 2,071 |+ 57 | 84 96,575 849 | 7°87] .. 
Glasgow  .. T н 23 | 87,839 1+ 480 .. | 413,062 |-— 8,283 | 98 | .. 
Hastings ee ee 19 21 1,451 t 21 ee oe . 19:8 ee 
Hull .. oe oe „ 28 6,028 |+ 15, 84 100.895 |+ 1,801 | 185|.. 
Óillkeston  .. .. 4, 14 110 — 133 3,722 735 ec 
Ipswich vs oe » 16 741 1+ 81 | 83 15,0] — 174 T 
ilmarnock.. ба » 23 805 + 9 | 27 4,539 |— 166 T 
Lancashire United „ 20 2,088 + 87 47 63,889 4+ 110 І 
Leede se e| „ 28 156.209 |+ 874 | 81 | 966,553 |+ 9,070 76 
Leicester .. oe » 29 6,156 |+ 285 47 120,093 |+ 8,926 os 
Leith T ec „ 23| 1,218 |+ 98 279 | 18,995 |+ es 
Liverpool .. ee „ 16 | 24,153 |+1.468 459 | 550,291 723,545 3 
L. O. C. ee „ 18 | 81,810 |—4,653 | 1,371,447| — 73,007 —1 
London United .. „ 23 10.781 |+ 172 292,581 —13, 460 is 
Lowestoft .. s. » 28 839 1+ 9; 7 1.397 — 19 #8 
Manchester oe 4, 23 | 82,748 | 1,112 | 84 | 572 903 420,145 wa 
Newoastle .. .. „ 23 | 9,049 '+ 655 . | 150954 |+ 2,958 .. 
Newport E „ 16 LAYT ＋ 59 | 33 23,427 |— 405 T 
Oldham EN T „ 24) 3 880 4 144, 35 12,991 + 4,504 rá 
Pontypridd... .. "ET 843 ＋7 11,33 | 198,169 — 644 ; 
Preston 5% ee » 20 | 1,631 |+ 112, 84 28 357 |+ 1,902 vt 
Rotherham .. |. „ 70 | 1,756 |+ 412, 333 | 25,726 | + 2,608 6 
Balford vs és „ 25 | 10131 |+ 870 | 31$ | 172,565 |+ 4,105 ET 
Bheffleld .. T „ 26 | 18,993 |+1,234 | .. | 994,297 | 4 10,188 #8 
Southampton „ 20| 2,1-6 — 37 42,674 |— 910 n 
Southend-on-Sea .. „ 20 1,086 + 166 34 28,560 |+ 9,948 5% 
South Shields ee „ 98 1.188 7 44 | 34 21 848 [+ 253 T 
eside ee ee " 20 000 + 55 21 10,339 == 586 oe 
alasey .. T „ 99, 1,969 + 106 339 | 88474 |— 2:6 T 
Walthamstow  .. „ 28; 1,283 ＋ 6431 95,168 — 1,078 | 9 
West Ham.. ee „ 14 6 902 — 298 | 824 85,162 |— 8,592 | 16°46) 179 
Wolverhampton „ 20 | 1,958 |+ 129 24 84,606 1+ 864 cá 
Oen. London Rly... „ 23 | 11,072 |+ 588 21 | 101,877 | + 2,992 4 
City & B. Lon. Rly. „ 24 5,936 — 725 | 21 01,327 — 6,116 өө 
Dublin-Lucan Rly. „ 22 223 i+ 921 3.155 — 87 ec 
G.N. and City Rly. „ 28, 9,032 — 948 21 29,459 |— 450 is 
L'pool Overb'dRly. | „ 24 | 8,114 + 989 | .. | 81525 |+ 9,94 үз 
Llandudno-Ool Bay | „, 22 984 1+ 81 | 514 | 16,039 |+ 783 " 
Lond. Elec. Ry. Co. „ 23 28,910 — 65 |.. | 271,850 |+ 4,615 % 
Mersey Railway .. | „ 23 4571 f 257 | 21 44873 |+ 4,665 6B | oe 
Metropolitan Rly... | „ 24 | 84,915 — 197|21 355,530 | + 6,419 4516] oe 
Met. District Rly... „ 28 ' 27,018 | + 2,080 261,249 14 9L.130 | 96 |. 


Anglo-Argentine .. „ 18 114,388 | 11,596 


Auckland. | Oct 19,071 | «2,586 | 4 18 029 | +18,172 18 
mbay (B. N. T.). | Nov. 1; 6.124 |— 615 | 43 132 252 |+ 6,131... | e 
Brisbane T Sept 22,700 71,560 9 181,094 |— 8,566 | oe ^ 
Calcutta ee ee Nov. 28 8. 5R1 + 619 ee ee РЕД oe oe 
Kalgoorlie, W. A. Oet 2, 955 Ет M 81,743 S 1206]. 
ras „„ Nov. 15 2617 |+ 196] .. 84,85) + 8,791 |147) 3 
Montevideo iu Oct. | W 488 +8454 | 12 | 846,306 ! 47,58. 
orth (W.A.) — . Nov. 22 8831 + 513|.. | 87,824 | 19,420 W 

* Compared with the corresponding period of 1911, t One week only. 

{ Inoludes horse, steam and other receipts, § One month. 


Cable Factory for Southampton. — The Siar states 
that, " Subject to confirmation by the local authority, negotiations 
have been concluded for the acquisition of 10 acres of land at 
Southampton by a firm of electric cable manufacturers. The site 
is part of the reclaimed land on the western shore, and the com- 
pany propose to erect works at a cost of £200,000. Between 500 
and 600 men will be employed, and the weekly wage bill is ex- 
pected to absorb £1,500." | 
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— & ROOM, nw: 
Do, 44 % Pret... 
Do, Second 6% Pref, 
Do, 44 % Deb. Stock. 
Brompton & Kensington, Ord.. 
Do. 7% Cum. Pref. .. 


Central Electric Suppiß. 1 7 


Guar. Deb. 


Charing Cross, West End & City | 


Do. 44% Cum. Prei. 


Do, City Undertaking 1) 


44 % Cum, Pref 
Do. Do, 4% Deb.. R 


Do. 4496 Deb. 2d . 
Do. 6 % Cum. Pref, *: 
Do, 6% Deb. .. s 
Do, 44 % Second Deb, 


County of London, Ord... 
Do. 6% Pref. .. - 


Do, 4 Deb. 
Do, 4 Second Deb. 
Edmundson's, Ord. - 


2o. 69$ Cum. Pret. .. 

Do, 44 % First Mort. Deb. i 
Folkestone .. (v - 

Do, 596 Cum. Pret, .. 

Do, 44 % First Deb. 
Hove se ."* .* ."* LAU 


ped 0 851 aed T e» 


Оксане 
9 en 
ne lst Mort, Вав. 


1, Com. 
Do. d ee 
e ы, Power and F., Ord. | 


nio Lü. dF. 0 of Cochabamba, | | 


Bonds 


Bleo, Supply Victoria, 5 96 "41 100 


Mort. Deb 


Elec, Dev, Ontario, 5 m 


Mort. Bonds 


IAS n. P. and L., Ord. | 
Do 
Kaministiquia Power, 5% G. Вв, | 


Madras, Ord. 9 
Melbourne, 5 % 1st Mort. Deb. 
Mexican El. Li., 6% Ist M. Bas. 
5 L4. & Power, Common 
Do. 7% Cum. Pref, .. 
Do. 5 9 lst Mort. Gold Bds, 


Amason oe Deb. ed, oe oe 


ir odeur Зы Teleg., Cap 
1 Telegraph : 
To 6 % Pref, ee ee р ө 


Def 
ins: Portuguese Holz b $) 100 


rt. De 
Chili Tele 
Comme Cable, Btlg. 496 Deb. 
Cuba hr an ee ee ° е 
Do. 10 


Do. Cum. Pref... oe 
Direct United States Cable 


Do. 8 

Do. 4 Mort. Deb. ee ee 
Hastern nsion T" ue 

Do. 4 96 Deb. oe ee ee 


Hast and B. Africa Tel. 4 } 


Mt. Db. Mauritius Sub. 
Trust 


Do, 6% Pref. .. i» 
Great Northern Telegraph ie 
Indo-European 3 T 


‚ Pref. .. ee 
Marconi’s irelesa Telegraph 
Do. 7% Cum Cum. Partic. Pref. 


* Unless otherwise stated, all shares are fully paid. 
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ENGLISH ELECTRICITY SUPPLY AND POWER COMPANIES. 


| 
Dividends| 


for 


1911. 1912. 


d 5+ 
4 43 
6 6 
44 | 4 
10 91 
7 7 
4 4 
5 | Bt 
44 43 
4| 4| 
4 |4 | 
Б 4{ 
+ 4 
B | €t 
6 6 
5 5 
2 4 
6 4! 
| 6 | 6 
| 4 | 
1 2 
| NIl| .. 
Nil| Nil 
44 4 
6 | 6 
5 | б 
9 | 4 
9 81 


Closing 
Quotations | 
Nov. 26th. 

94— 10 

Bi— 9 
10 — 10 
98 —100 

9 — 94 

RÀl— 9 
97 —100 

Де 58 

48— 4} 

4— 44 
04 — 96 

44— 5 
98 —101 
16 — 18 
124— 14 

| 118 —129 
100 —108 
lis— 118 
lig— 123 
106 —108 
98 —101 

14— th 

3— BÀ 
84 — 87 

42 — 5 

4z— 5 
92 — 95 

74— 8 


bà— 58 
68— 74 xd 
dC 
984— 95 
118 —122 
118 —122 
í— 1 
94 — 97 
05 — $7 
85 — 88 
954— 974 
tw n 
16— dà 
104 —106 
li— 2 
102 —105 
R6 — 88 
84 — 88 
108 —106 
95 — 97 


© © сс „с. 


— — 
— 
eoo o 


con о e 


~ о 


ЕЕ 
— 


— 


| Newoastle-on- Tyne 6% P y | 
74 
| 


— 


ae Ca aO CF ue A осв DU 
СО CO со —J 62 Cn 
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0o 88888 


az 


tA о сф 
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bo e 
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л 


aco OTi» жь OD 


885 


SHARE LIST OF ELECTRICAL COMPANIES, 


МАМЕ, 


| 1 & Enigh tebridge, Ora 


Do. 
Kent mies Power, : 96 Deb. oe 


| London Electric, Ord. 


Do. 6% Pref. .. 
| Do, 4% First Mort, Deb, 
жары Р - 
Do, Cum, Pref... | 
Do, ^ First Mort. Deb. 
| Do, Mort, Deb. 
| Midland Electric Corporation 


44 96 First Mort. Deb. 


о | 
p | 
~ 


— 


| ＋ 8 Dividends Closing Rise | Present 


Quotations | + or| Yield 


| 


Non-Cum. 

e "I olitan Power Bup- 
Mortgages (Red. 

Nou" H ll, 6 % Non- o 


Pret, 
Oxford 
Bt. samen and Pall Mall, Ord. 
Do, Pref. .. Р 


Do. 5A% Deb Ord, 
South London, Ord. 
Do. 5 % First Mort. Deb. 


South Metropolitan, 7 96 Pret.. 


Do. LE 96 First Deb. Btock . 
Do, 6% Cum. Pret. .. = 


Do. 44 % First Mort, Deb, .. ec | 
| —— M А 


um, Pret. , 50 + 


Do. 4% 


Monterey Rly. Light & m 
b % 1st Mort. Deb 
Montreal, Lt., H. and Power .. 
Northern, Lt. „Power and Coal, 
5 о) lst Mort. Bonds | 
River Plate, Ord. s 
Do. 6 Non- Cum. Pret, 
Do. 596 Deb. Stock 


| Roy. Elec, Co., Montreal, 43 1l 


lst Mort. De 


| Shawinigan Water, Capital 


Do. 5 Con. Ist Mort. Bonds 
Do, 44 % Per. Deb. » 


| Toronto ower, 44 96 Deb. oe 
Vera Cruz Lit., P. and Т, 24] | 


18% Mort. "De 


| Victoria Falls Power, Pref. 


West Kootenay Power and Lt., | 
1st Mort, 6 % Gold 


— 


wo 2 


— 
os 


Ss 


CR ‚, 
88 8 


— 


tor Nov. 26th. Fall p. o. 
1912 А dn 
BI iz— 8 
| 4 | 90 — 93 | 4 6 
44 | 78 — 82 Б 9 
M là— 2% | | - yi 
6 ii— | 
4 90 — 98 : 4 6 
4t 3— 24 |5 8 
4i— 48 | 417 
99 —102 48 
86 — 88 8 19 
44 | 98 - 100 | | 4 10 
5 s- 4i | 5 2 
5 984 1014 | 4 18 
6 10 — 11 5 9 
6+ 61— 68 5 9 
106 9àj— 1 4 15 
7 64— 7 4 16 
84 | 85 — £8 8 19 
** 12— 17 ** 
92 28— 8 — 3 5 18 
5 98 —101 4 19 
1 lø — 15 + ay 5 9 
44 | v6 — 99 411 


poen 
Po $ 
| 111 
A Se 
wee 
oan 
сл оон 


5 R4 — 87 oe | б 


TELEGRAPH AND TELEPHONE COMPANIES. 


6 8 
RÀ | 7+ 
5 b 
5 5 
7? 1-3 
7 7 
| B |t 
5 | 5 
ШЖ. 
b | Б 
Б | Б 
мі | .. 
6 6 
Б b 
| Nil| .. 
5 6 
5 5 
4 4} 
| 1 7 
| 6 | 6 
4 ee 
6 5 
8 Bt 
4 4 
8 8 
‚6 | 6 
80/- ae 
5 6 
7 8 
4 4 
6 6t 
10 10 
4 | 4t 
10 10 
b 4 
4j 4 
* 
4 4 
7 7+ 
4 4 
4 4 
6 6t 
6 6 
18 | 18 
18 6+ 
b 5+ 
4 4 
90 
17 


72— 
ө — 09° 
146 —147 


— 


92289 
Ба 


ња 


ГА 
о 


ња p 
o Ium Oa ore 2 IO Q00 OU 0 028888 


Омо шоф eee ese e 


6:9 


веб 
рев 


— 


Со со сл ол Єх» A QU B&B DANNA een 
© 


мы 22. р 
r^ @› O э» ВО BS 5 «3 


а Paid in deferred interest warrants. 


Monte r Ord. .. 
National elephone Def. oe 
New York Telep., 44% Gen. Bnds. 
Oriental Telep. leo. - 

Do. 0 Cum. Pref. .. oe 

Do. Red. Deb. T 
Pacific "x European Tel, Bo * 


Guar. 
Reuter's v» 
Bubmarine Cables Trust 22 


Telephone Со, of Egypt, SP) 


United River Plate Telephone 
Do. 6 % Cum. Pref. .. ec 
West Coast of America .. "ө 
Do. 4 % Debs., 1 to 1 a} 
guar. by Dran Bub. 
West India and Panama eleg. 
Do. 6 9% Cum. Ist Pref. T 


Маош Pop. Pn. Ltd. x 
Weatern Кш 44 % Fag. Bonds 


.. CONTINUED ON NEXT PAGE. 


+ Interim Dividend. 


— — 


Б | 15 
В 9+ | 284 —239 3 15 
5 | ba | 84 — 38 .. 
10 | 240 —250 ee 4 0 
6 6 106 —111 5 6 
5 5 | 102 —104 4 16 
44 | 43 | 98 —100 4 10 
b 5 | 140 —144 B 9 
b Б | 106 —108 4 12 
1004—1024 ха! .. |4 7 

4 4 994—1014 s 47 
6| 6 | 934—969 | + 4/5 8 
114d. L72d. +8— 1 .. ee 
6 | 6 | 1034—1058 6 18 

| 
6 | st] H-1 . | 518 
5 . | 614 
al % сю ci. 
— + 

8 6+ = ee 4 11 
8 6 1 1 « |6 0 
4 — „ 4 9 
4 4 98 —100 „ | 40 
10 (10+ | 103 — 113 oe | 816 
6 6 | 126 —129 . |418 
8 se 7 7 ee 5 6 
5 5 4 8 
N .. 1 1 „ 8 18 
4 4 06 = 99 oe 4 0 
2 14} — 7 xd ee oe 
6 6 — 105 2d .. | 514 
6 6 93— 10 d |6 0 
b B | 101 mst + 4/416 
7 71 — 18 5 2 
414 — 974 — 1 42 


t 8s. in Funded Dividend Certs 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued.) 


ELECTRIC RAILWAYS AND TRAMWAYS.—HONE, ` 
Stock | Closing Rise | Present “| Stock | Closing Rise | Present 
NAME, or piena Quotations | + or Yield | NAME, or | Dividends! Quotations | + or| Yield 
Share. or Nov. 26th. Fall p.c. Share, — Nov. 26th, | Fall] p. o. 
| — | — 
M 1911. 1912. | £s. d, | * 291. 1912. £ s. d. 
Bath Trams, Pref, Ord, .. e? 1 |Ni| Ni; р £4 12 Nil | r n Railway Consol... | 100 là! 562— 57i +251216 9 
Dé £9 B УЫ cs зе Melk. | Oe Bee RE e| Oe lus Lands .. . 100 1 384 63 — 64 . |46 0 
Do, 4496 Deb. ..| 100 | 44 44 | 76 — 81 se) eB IL 4 Do, y Deb .. | 100 87 — 89 -- |81611 
Brit. Elec. Trao., 6 % Pret. ..| 100 Же . | 1 — 13 n e 20 op рер. .. | 100 85 — 87 «- | 40 6 
Do. Do. Deferred .. | 100 - "QAM Lo eer ss 81 & Con. Pret. .. | 100 B4 — B6 «|4. 1-5 
Do. Do. 6%Cum.Pr’f.| 100 | 6 6 89 — 92 e| 8 20- B “ба. itan District ога, . 100 | Nil | Ni 40 — 403 +2} Nil 
Do. 7% Non- Cum. Pr'f. | 100 "TB IET 86 — 89 is * Do, 6% Deb. .. | 100 6 6 | 141 —143 ‚ |44 0 
Do. 5% Perp. Deb, .. 100 Б Б 92 — 96 1+2 |5 4 9 Do. 4 % Deb. * ee 100 4 4 94 — 96 " 4 3 4 
Do. 44 % 2nd Deb. - 100 44 | 43 77 — 81 T 5 7 2 Do, 4% Prior Lien ,. T 100 t 4 98 —100 . 4 0 0 
Central London n ord. 100 B B} 81 — R3 —4 |812 8 Do, 44 % First Pref, .. | 100 af a 88 — 90 „ |5 0 0 
Do, Pref. 100 Е | 4 81 — R3 4 416 5 Do. % Gtd. 100 | 16 — 78 > 4 9 9 
Do. Def... e ғ ..| 100 Ps Rl — 83 2 |2 B 2 || Metropolitan Elec. ‚ Trams, Ord. 1 6 57 He 18 + 514 7 8 
Do. 4% Deb. ..| 100 | 4 | 4 | 100 —102 818 5 Do. Def.. 1 |Nil|.. &— 8 * Nil 
City & South London, Ord. >. | 100 | 15| li!| 88 — 39 б вет Da &«*Pmh.. co sx 419] @ — Bs BO 
Do. 6% Pref., 189] .. ..| 100 b 5 | 107 —109 411 9 Do, 44 % Deb... - .. | 100 44 | 44 | 98 — 95 -- |414 9 
Do, Do, 1896 .. .. | 100 5 | Б | 107 —109 411 9 Do, 56% Deb. ee | 100 5 5 94 — 97 —1 5 81 
Do. Do. 1901 .. sed 200 5 | 5 | 107 —i09 412 7 Potteries, Ord.  .. җа =~ 1 BÀ | .. — d s де 
Do, Do. 1908 .. | 100 | Б | 5 | 107 —109 411 9 Da, БРЕ: cst” un а. 1 5 5 13 „ 6 19 0 
Do. 4% Deb. .. | 100 | 4 4 | 97—99 4 010 Do, 44 % Deb. 100 44| 44 85 —88xd| .. 5 28 
Dublin United Trams, 6 % Pref. | 10 | 6 6 | 12 — 18 Ps 412 4 Bouth Metro, Trams, 6 96 Pref, 1 OH 4 H {Я oat MIB 
Great Northern & City, Pr'f. Ord 10 Nil! Nil| 2j1— 23 — & Nil | Do. 4% Deb. 100 4“ | á 67 — - 5 11 1 
Hastings Trams, 6 96 Pref... 1 6 6+| 45— 83 . | 8 6 8 | Underground Eleo, Railways | 10 es | ee 4i— 43 + + | Nu 
Do. 4496 Deb. 100 4: 44 | 69 — 74 55 6 1 9 Оо АД" | M- T | А 93— i ee ee 
Isle of Thanet Trams, 5% Pref, 5 3i "A BN 23 .. 411 0 Do. 6% First Cum. Inc. Deb. | 100 "EE. 113 —114 - 5 4 
Do. 4% Deb. 100 4 | 4 | 77 — 82 117 7 Do. a4 7 Bor Bonds А: ‚| 100 | 44| 44| 99—101 . 14 9 1 
Lancashire United, 5 96 Deb. 100 b 5 81 — 83 »e О: € | In | 100 là | £2 88 — 90 —2 25 
London Elec. Rall w- ys, 4% Deb. 100 4 | 4 96 — 9R Jr 4 1 8 || Yorkshire (West Riding) Ord. | 5 | Nil | i- 3 se Ni] 
London U DNO Tr ERE Pref 10 | Nil| .. 51— B} | —– 4 T Do. 6% Pref. .. 5 8 | з — Bà „ 1459 
Do. 496 Deb. on 100 4 4 72 — 16 +1 |5 5 8 || Do 44% Deb... ee .. | 100 а | 79 — 88 8 6 
| | | 
| | 
| | 
| 
| | | 
| | | 


zZ 
E 
l 

ал 


Anglo-Arg. Trams, lst Pref, .. b ef i- 517 „ |5 8 6 La гаа Kileo, Trms, Ord. T 1 
Do. 9nd Pref. ee eo Фе 5 t 4 H eo 5 17 4 ee ee ee 1 6 ae m 1 ee 6 0 
Do. 4 Deb. ee ео Фе 100 4 4 ==” 95 4 4 8 Lisbon Klec. Trams, Ord. ee 1 6 61 — 1 ee 4 16 
е 9 oo eo ee | 100 4 | 4| 99 —101 . |4 9 1 Do. 6% Pref. .. АР es 1 6 6 1— 1 416 
Do. b e ee oe ee 100 6 6 994—10] 4 18 6 Do. 6 Deb. eo oe 100 b b = oe 6 8 
Auckland ‚5 e Deb. ..| 100 5 Бб | 109)—106 . |414 9 || Madras Elec. i 1904), Deb. .. | 100 5 Б | 100 —102 ee | 418 
Bombay Eleo. В. & „Prof. 10 6 6 | 11 — 13 . |6 0 0 || Manaos Ist Deb... | 100 b b — 98 5 1 
Do 4 % Deb... .. ..| 100 | Q| 4| 98 —100 . 4 10 0 Manlia Elec. Rand Tag. Bonds 81000 Б 8 1025 |41 
Do. 5 И Фа Deb. ee ae 100 6 5 98 — 100 i ee b 0 0 Mexico Trams Com. ee [LX $100 1 Ё qt 111 —116 —1 6 0 
e Invt., Ord. .. 5 8 8+) 7 7 1595 Do. Gen. Con. 5 96 Bonds ва b b 964 — +4|5 2 
Do. 5% Pref. .. э» F 6 6 5 5 415 8 Do. Bonds.. ..| 100 6 6 | 101 —108 + 5 16 
Do. i % Ded. .. | 100 3 4 | 100§—1 14770 Para Elec. Rlys. & LA., Ord. és 5 [10 | 10t 7à— 1% — 6 11 
B. Columbia Elec. Riy., Def, ee 100 8 oe 144 —149 . 5 4 5 Do. 6 Pref. ee ee ee 5 6 6 5 — ee 6 9 
Do. t. Ord. .. vs .. | 100 6 6 | n8 —122 *1 |418 4 Do. 5% lst Deb. .. | 100 b b — xd| .. |5 1 
Do, 5% Pref. .. ..| 100 b Б | 107 —110 . 1411 0 || Perth ( "y Bleo. Tr., Ord, es 1 5 bt 1 1 -- |116 
Do, 1st Mort. Deb. és 40 98 —101 - |4 9 1 Do. се Deb. .. ee | 100 5 b 99 — oe | 418 
Do. Vancouver Deb. ee 100 108 —105 eo 4 5 9 J. Tr. & up., Pref. ee 6 6 6 64— 6 ee 5 0 
Co b, ee ee 100 4 4 100 —108 ee 4 2 6 Do. & % lst b. ee ee 100 4$ a 99 — 101 ee 4 9 
Calcutta Trams, Or d b 7 5 53— 63 5 910 | Rio de Janeiro ‚| 9100 | 5 Vs " 
Do. 6% Fre. 5 6 | б Bye | .. 1416 5 Do. 18 Mort. 5 % Bonds ..| .. | Б 6 1013-1 4 16 
Do. Deb. .. ce | 100 4 | 99 —102 2 48 8 Do. 596 Mort. Bonds .» | 100 b 5 — eS |61 
Cape Electric Trams 1 АА £— ха .. a ulo e о> 29% ted 10 110+ ee vi s 
с Punos ora Trams 0904) б b St | b5,— 5jáxd| .. |4 8 0 Do. 596 lst Deb. uc z. 5 5 | 103 —105 + 4/415 
4% Deb 10 | 5 Б | 9 — .. |418 0 || Bingapore Trams, 6 % Deb. .. | 100 | 6 | 5 | в — в .. [517 
Colombo leo. Fr. & Lt., 6% Deb. 100 6 b 93 — 97 .. |5 £ 1 || Southern El. Tr. B. A., 595 Deb. | 100 b 5 96 — 98 . |56 2 
Havana Elec. E 96 пои $1000 | 6 5 99 —108 . | 417 1 || Un. Elec, Trams Monte Video .. b 3.| .. 68— eO | 5 14 
Kalgoorlie Elec. ee 1 Nil ee 5 ee Nil le Pref. ee ee ee 6 6 ee 5 — ee 6 9 
Do. b A Deb. ve eo 100 6 6 -— 91 ee b 0 0 Do. b Ist Deb. ee se 100 6 6 99 —102 ee 4 18 
Do. 6% B Deb, ee of | 100 | 6 | 8 | 85 — 48 - is Winnipeg Elec, Rly., 44 % Deb. | 100 | 4 4 | 100 —108 . |41 
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MANUFACTURING COMPANIES. 


Aron, Ord. ee oe en [E 1 6 Г ee 8 0 0 Crompton & Oo, өө eo өө B Nil eo = 8 N 
Do. 6% Pref. .. oe ee 1 6 6 j^ 171 7 В Do. Deb... m eo ee | 100 6 b 66 — 66 7 11 6 
Babcock & Wiloox Wes ва 1 |98 | 144 — . |4 6 2 || Dick Kerr .. oc oF o 1 | 6 | Nil e 
Do. Pref. ee ee 1 6 6 lp— 1 ee 8 16 10 Do, Pref, eo ee ee 1 ү 6 6 à— 6 8 0 
British Aluminium, Ord. ә 1 | Nü] .. — ad > Do. Deb... > ‚| 100 4 4$ — 100 410 0 
Do. 6 % Cum. Pref. . s 1 | Nil] .. — a és Edison & 8 A. 48 paid 6 N sy i— id ND 
Do. 5 Prior Lien Debs, .. 100 6 6 92 — 95 - 15 5 9 Do. fully sa 65 ee B | NO) .. lt 2 Nil 
Do. Deb. Stk. 5% .. | 100 6 b 86 — 89 . 1512 4 Do. 4 b .. oe | 100 4 4 66 — 09 516 0 
B.I. & Helsby Cables ee es 5 |10 8t "Tà— 8 . |6 5 0 Do. 596 Second ee |- 100 b b Та — 75 18018 4 
Do. Pref. sê ee ss 6 6 6 53— 68 „ | 414 1 || Electric ae "s 9 94 | 82 i 14k LY 14 
Do. Deb... is 100 102 —104 œ. {4 6 7 о. Pref. | .. "x „|. 9 q q 2 yoo 
British Thomson. Houston, Deb. | 100 94 — 96 . | 418 9 || Greenwood & Batley, Pref, .. 10 1 1 7 8 H8 6 8 
British Westinghouse, Pref, .. 8 NUN — dx Nil Do. Deb... ee sè »» | 100 6 6 92 — 94 & 4 5 
Do. Deb... 5% es ..| 100 4 4 59 — 63 5 6 9 1 || General Шесётіо, Pref. .. is 10 6 6 10 — 11 e 
Do. d Pee =” x .. | 100 6 6 | 100 —108 .. |516 6 Do. as oe oe o- | 100 4 4 90 — 96 4 48 
коен, ы ley, Ord. .. ös 1 - s 2/- —8J. s Nil моу Or T ae ee 6 17 öt | 191— 18 610 9 
Do. t. ee ee ee 1 e ee 4/6 —6}- oe Nil Pref. ee ee ee б 4 БА 4 9 0 
Brasi; T Pref. . n 9 Nil] Nil 0— 1 So Nü De Deb... T V» eo | 400 - -102 —104 467 
Do. Prior Lien Deb. ..| 100 6 6 75 — 80 5.0 ки eri G. & 7. x 10 |... T 9 EK 
Do. & ре e ое ee ee 100 4 47 — 52 8 18 2 ee 10 5 6 1 4 17 7 
Do. Second Deb. . .. | 100 80 — 84 .. 113 4 8 Telegraph 8 vs es 12 l"à 65} — 87 510 0 
Oallendet's Cable.. ee ee 6 15 10+ 104— п ee 6 13 4 b... ee eo 100 4 4 97 —100 > 4 0 0 
Do. Pref. eo ss a 6 b 5 „ |417 7 || Willans & Ro Robinson oe ee 1 I Nil] .. i ee.) NI 
Do. Deb... oe ee ee 100 44 4 —101 s oe 4 8 8 Do. Pref, ee ee ee 6 Nil 6 1 ~ v. Nil 
Oastner-Kellner .. .. .. 1 |90 | 15 — 34 *» 5891 Do Deb... .. of ..|10 44 | 58—60 | ve 46184 
Do. Deb... ee eo eo 100 & 4j 106 —108 ee 4 8 4 - В xs 


* Unless otherwise stated, all shares are fully paid. + Interim dividend. 


Bank rate of Discount 5 per cent., October 17th, 1912. g 29 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING OCTOBER, 1912. 


TRE October returns of electrical exports and imports, which we 
give below, show that the former reached £755,185 in value, an 
even bigger total than in the preceding month. As was the case on 
that occasion, October's good showing is due in part to the inclusion 
of a large telegraphic export—in this case, to the States. 

The general business done, however, exclusive of telegraphic 
material, reached well over half-a-million pounds—a very satisfac- 
tory figure, which includes over £200,000 due to machinery and 
some £139,000 for cable exports, which are breaking all records. 

Telephonic exports doubled the previous month's figure, but 
the lamp business appears to be stationary. The improvement is 


not confined to the export section, for the imports amounted to 
£267.328 in October, as compared with £205,656 in the preceding 
month. The improvement appears to be general and the electrical 
machinery entering this country was valued at over £117,000. Lamp 
imports were slightly on the up-grade, lampe and parts being valued 
at about £38,000. The re-exports also increased from £20,115 in 
September to £27, 491 in October. 

In view of ita large telegraphic total, the U.S. A. takes precedence 
in the export section of the table, with Canada as second best, 
with a total of £76,319—a figure which is higher than the totals 
of such good customers as J apap, India, New South Wales, Argen- 


tina, Kc. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


8 A ы ac — 20 | Е an 
3333383 S a ‚ fé .| TÉ 332 2 
à 3 335 32 5. |83 „ „ „ „ „% 
Destination of exports and country consigning | 3283 333 325 om 823 Hag Ба 383 33 9 [385 яя 2 
Е imports. 333 gas 25 EH 2217 ояз 928 BE TE 2 888238 © 
37% ФЕЯ ЕЯ 54 |$aÀ 38 |333| $8 | d 295 аа & 
2 2 833 3882 3 8 8 2.8 Bia а 29 | Beas | TSA 
з а fea $94 a ы | $ 8 a Аз р - o 
Ж 4 4 4 4 : £ & | & £ £ £ £ £ 
Russis; Sweden, Norway and Denmark 1,628 | 8%] 281| 304 30 283 | 14,835] 741| 1,607 20 893| 9,742| 30,394 
Germany а 1,948 i 7 670 122 | 1,585| ; 12| 78 167 660 5,249 
Netherlands, Java & Dutch Indies a 937 | 2,412 134 : 11 162 2.553 50 BEI зы 2| 353) 6,679 
ium - € < | DAS 5851 232| 54 OB") 25, 2,092 267 308370 431, 4,977 
France . Сеа s р oF ‘sh 587 . | 4,499 60 97 37 11.430 225 PO uuu 440 149 17,394 
Portugal дз. doa! See 97 87 3!) 35 T 3,164| 30 17 16 | 66  894| 4,467 
Spain and Canary Talon, 2,212 9.157, 281 T 1,318 5.160! 39 М sse 585 973 19,484 
Switzerland, Italy апа Austria- Hungary 357 110 54 39 57 2 1,724 104 b 576 | 227 900 7,163 
Greece, Bulgaria, Roumania and Turkey 608 | 2,071 20 23 — 513 75 20  ... 11,005] 5,783) 20,118 
Channel Isles, Gibraltar, Malta and Cyprus... 102 53 75 16 138 208) 2 13 55 6,401 7,093 
U. S. A T * "m 819 -— 34 ... * - 1,370) ... i 5 138.168 140,446 
Canada and New foundland - e» 1.569 | 10,101 2,444 560 49 | 4,095 | 19,953] 475) 5,045 3860 31,609 76,319 
British West Indies and British Guiana А 71 uds 222 38 190 45 36 57 69 728 
Mexico and Central America 8 36 ies à 5 469 г 4 120 642 
Peru and Uruguay A 162 64 62 26 | 760| ... BI us S: 671 2,066 
Chile С 385 590 203 75 11.394 1.395“ 236 12 1.297 1.788 17,375 
Braxil 940 4,255 1,524 559 | ... 88 | 5,096| 117 29} 21 1,837 1,469 15,935 
Argentina - 1,848 14,722 1,124 773 50 586 7,3460 6,162] 3,404 95 10,295 4,080 50,485 
Colombia and V enezuela 55 А 50 Ан t319) .. n bom 1.424 
Egypt, North Africa and Persia 527 490 172 90 17 12 „319 69 397 2 | 170 132 5,197 
British West Africa and St. Helena vi 336 180 202 78 ; 5% 394 56 114 14 11 68 1,653 
Rhodesia, O. R. C. and Transvaal  ... nw 12.820 757 671 552 53 134 3.314 7 811 63 333 996 11,011 
Cape of Good торе e oes » | 1,243 3.700 383 597 " 1,021 4,628 336| 2,574 "- 718; 1,906 17,111 
Natal FH ei 175 101 2:287 S880 916 60 64 16 | 2,422 f 53 58 20 186 13,806 
Zanzibar, Brit. E. Africa, Mauritius and 
Aden ge ode 52 15 10 | 30 oF 85 260 M Ще" 108 158 815 
Azores, Madeira and Portuguese Afric a 351 726), 198) r 38 19 1,163 32 171 2,698 
French African Colonies and Madgascar 7 11 61 x 5 46 75 
China and Siam 1,135 1079, 440 870 Inn 254 66 124 7,731 
Japan: and Korea 624 | 22,478 754 t05 16 | 1,112 17.758 3,704; 8,97: e 163! 13,910. 69,902 
India ... 1,778 | 15,123, 3,794 2,247 | 239 | 1,211 9.811) 7,639) 4,402 177 2.371 5,243 57,035 
Ceylon .. 102 | 2,17] 584 РЕ 504 56 169 45 284 4,515 
Straits Settlements, Federated Malay States 
and Sarawak A à 672 3.332  386| 107 286 | 4,182) 633 71| 10 642 184 10,455 
Hong Kong ei eee eee - 568 1,997 37 62 | 124 917| 142 38 | 18 3,903 
West Australia 340 1.557 234| 246 167 1,288 127 63 ... | 5,182 5 9,509 
South Australia 677 1,802) 156| 238 355 3880 460 56 6 87 900 4,770 
Victoria 263 | 9,666! 1,1990 952 14 254 | 4,068] 144 165 1,986; 312 21,023 
New South W ale 3 5,900 10,978 374 1,246 | 1,300 | 25,926) 1,782) 4,655 3,443 1,082) 56,686 
Queensland 420 1,870 118) 118 1| 1,474] ... 79| ... | 1,888| 403) 6,371 
Tasmania .. 136 262;  82| ... 5 31| 190 — | 100 88 67, 906 
New Zealand and Fiji Islands 1,584 7,198) 1,455| 633 717 3,363 921 3960 11 | 1,691, 3,606, 21,575 
Total, E 41,170 |138,989/23,379'11,100 [1,580 14,831 180, 472|26,957 | 34.237|1,667 16,542 234,311 755,185 


Registered Imports into the United Kingdom of Electrical Goods from all Countries, 


Norway, Sweden and Denmark 895 12 4 296 28] ... | 6,030 42 724 | ... 7,628 15,650 
Germany seo — o 2.75310 11,952 3,752 20,144 |10,414| 8,316 77,270 | 511 | 4,819 10,251] 27,620 [182,359 
Holland eee eee еве [Ij eee L Add еее еее 824 1,301 Фое 76 өзө өөө 16 311 2,588 
Belgium ove eve one — T 700 | 2,041 | 135 299 22b 12 | 3,678 |1,867 65 9 6,674 15,705 
France ... oes ose eee eae ecc 269 | 1,088 | 503 | 1,161 279 551 223 5 725 | 3,891 437 9,132 
Switzerland... dea wae eee eee 553 123 25 199 60; 129 33 wae T 13 50 1,184 
Italy... vip dà ids ʻi ewe oe 7b 510 | ... ise " “+ 86 “з us? iio 4,014 4,685 
Austria-Hungary eee eee eee eee eee 583 LEX J 883 52 eee eee 30 187 eee 1,735 
United States... T - eve e» | 1,532 375 | 505 | 1,427 623| 502 19, 058 8,698 148 644 185 33,697 
Canada 0.0 TE eee een eee eee 115 eee 15 eoe eee [IY 06 woe eco TP 21 151 

Total, £ 11,449 (16,683 4,935 25,233 12,977 9,510 1106,454111,123| 6,511 15,071 46,940 266,886 

Additional imports : Spain, carbons, £346 ; Natal, fittings, $7 ; Victoria, machinery, £89. 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 
Various countries, mainly as above 16301| 554 | ... | 1,686 | 368 | es | 7,960 | ace | 166 | 435 21 27,491 
| | s 


TOTAL EXPORTS : £755,185. TOTAL RE- EXPORTS : £27,491. TOTAL IMPORTS: £267,328. 


 Norz.— The amounts appearing under the several headings are classified according to the Customs returns. The first and 
third columns contain many amounts relating to goods otherwise unolassifled, the latter, doubtless, consisting of similar 
materials to those appearing in adjacent columns. Imports are credited to the country whence vonrigned, which is not necessarily 


the oountry of origin, 
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MORE NOTES ON ELECTRIC WELDING. 


By V. D. GREEN. 


(Concluded from page 849.) 


WHEN it is remembered that a great deal of energy is turned 
into heat within & limited space, it is evident that unless 
some method is employed of dissipating the heat formed at 
the dies they will soon become red hot. The two methods 
generall adopted are air and water cooling. In discussing their 
relative advantages we must not lose sight of the practical object, 
viz. to keep the welding dies reasonably cool without undue cost. 
The cooling effect ofair is different to that of water. In tbe 
former case the heat is removed from the dies while still on the 
surface and before it has had time to soak into the copper. Air 
cooling is therefore of very little use if & machine is once allowed 
to get hot all over. Iu the latter case the heat can only be dealt 


` 


Fic, 12.—OLp PATTERN 5-KW. BUTT WELDER FOR RINGS, 
SHOWING AUTOMATIC SWITCH (COVER REMOVED). 


with after the dies become sufficiently hot to raise appreciably the 
temperature of the jaws, for owing to the difficulty of making a 
water-tight joint between the removable dies and the permanent 
jaws the water channels seldom run into the dies themselves. 
Each case must therefore be judged on ite own merits, because in 
some classes of work the shape of the dies and the method of 
working only lend themselves to one way of cooling. Each 
method has its limitations. For heavy work it would not pay to 
install a blower large enough to pass sufficient air over the dies 
to keep the temperature down to а reasonable limit; while, on 
the other hand, for small fast working machines, especially if port- 
able, there is no doubt that the flexible pipes (which almost invari- 
ably leak over the machine sooner or later) are a great drawback. 
Air cooling, however, soon reaches its limit on account of the 
scaling of the work due to oxidation produced by the blast. 

It frequently happens that it is required to swage out the burr 
produced by the upsetting action without removing the stock from 
the machine. In this case it; ів not sufficient, as would at first 
appear, that a suitable die should descend on an anvil with the 
weld between, for this would crush the weld out of shape. Both 
anvil and die must advance towards the weld at equal speeds, and 
therefore some sort of cam is imperative. Above everything, a 
welding machine must be solid and substantial. It would not 
seem probable at first sight that anyone would be able to break a 
j-in. iron casting across by forcing a badly-adjusted toggle lever 
into the locking position by main force, or that the owner of a 
welding plant should feel mildly surprised at a machine giving up 
the ghost after standing all night under & small water-epout from 
a leaking roof; but such things do happen sometimes, and I have 
come to the conclusion that it is best to rate both the electrical 
and mechavical parts a great deal more liberally, and to protect 
and insulate the live parts much more carefully than would be 
necessary in the ordinary way. 

I will now show you one or two types of butt-welding machines 
which my firm has turned out. All these are of 15-Kw. capacity. 

Fig. 13 shows a hand-controlled and hand-operated welder 
of what we term the A type. This is a machine used prin- 
cipally for jobbing work, or for wire mills where the operator has 
always a fair amount of skill in welding, and where, on account of 
the comparatively small and intermittent output required, a large 
capital expenditure is not warranted. The work is gripped by 
means of hand-wheel controlled jaws, and & spring for following 


up the softening metal at the weld is provided. The switching-off 
is controlled by the operator, and the welds have therefore to be 
done fairly slowly. I should consider an output of 100 }-in. welds 
or 50 -in. welds per hour on such a machine good, but in point of 


Fig. 13.— A Tyre Butt WELDER: SPECIAL PORTABLE 
| PATTERN FOR WIRE MILLS. 


fact some'fmethod of cooling would have to be added if it had to 
work continuously. 

The next illustration, fig. 14, shows the B and C typee, which are 
alike as far as external appearances go, and are adapted for repetition 
work. The B type is capable of a large output per hour depending, 
of course, upon thé quickness of the operator. The upsetting 
action of the movable jaw and the point of cutting off the welding 


Е. 
74 
a 


Fic. 14.— C" TYPE BUTT WELDER WITH SWAGING DEVICE; 
HAND AUTOMATIC, FOOL-PROOF, AIR COOLED. 


current are automatically controlled, and within its rated capacity 
ita limit (apart from the natural speed limitations already. dealt 
with in this paper) is reached only when the man working it welds 
so fast that he gets mixed up in the cycle of operations now and 
then, and starts making scrap in consequence. The speed of this 
machine, judging from the average resulte, would not exoeed 300 
welds per hour if the treadle operated swaging jaws for removing 


- 


а —— É Р ма зы ' ; x 2 ша в - —— — a 
Vol. 71. No. 1,827, Novgusza 29, 1912.) THE ELECTRICAL REVIEW. 889 


the burr formed by the weld are used, or about 400 welds per hour 
if this swaging operation is omitted. 

The C type enables a still greater speed to be attained by eliminat- 
ing the risk of making scrap by careless handling, and thus enables 
either a greater number of welds to be turned out by the same 
operator, or cheaper labour to be employed. This is accomplished by 
means of the patented control switch already described. A fair 
estimate of the welding speed of this machine is about 300 welds 
per hour when the burr is swaged out, or 500 when it is merely 
welded. 

The fourth type, or D type (fig. 15), is used where a large output 
is required, but where, owing to various circumstances, the capital 
expenditure necessary to purchase a completely automatic machine 
is not warranted by the amount of material of one size likely to 


— 
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Fia. 15.— D' Type Br T. WEL DER, WITH SWAGING APPARATUS, 
WATER COOLED, FooL-PnoorF, AND PARTLY POWER OPERATED, 


be required. It muat be remembered that the cost of a completely 
automatic machine is probably three times that of a hand-automatic 
machine, but the output is only 50 per cent. more—if as much. 
Moreover, owing to the numerous adjustments necessary, a com- 


pletely automatic machine may easily take two or three hours to 


prepare for a run, as against 20 minutes at most for the hand- 
automatic type. i 

The D type fills this gap very conveniently. Its rate of output— 
from 400 to 500 welds per hour when the burr is swaged out, or 
about 600 to 700 when the stock is welded only—comparés very 
favourably with that of & completely automatic welder; its price 
is lower, and it is simpler and less likely to give trouble in setting 

‘up or running. As will be seen, it is partly hand-operated and 
partly power-driven. It is also fool-proof. 

We have even now done little more than touch the fringe of the 
arc and butt-welding processes from the practical, commercial and 
technical sides of the question. I am conscious that this paper is 
a rather disconnected one, but I venture to think that some of the 
points raised may bé new. 
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Electric Steel.—At the R. Lindenberg Steel Works 


Remecheid-Hasten, one of the few companies specialising in the 
manufacture of electric steel, a new 25-ton electric furnace has 
been in operation for several weeks. This is the largest electric 
furnace erected for this class of work, and is worked in conjunction 
with the Thomas steel plant, being charged directly with raw 
molten Thomas steel. The results have been very satisfactory, 28- 
ton charges being worked regularly, and they strengthen the 
previously expressed view that with sufficiently large furnaces it will 
. be possible to manufacture electric steel more cheaply than Martin 
steel is made at the present time. The Gelsenkirchen Co. have 
. ordered a furnace of the Lindenberg type for their new works at 
Hoch, in Luxemburg, and intend to use it chiefly for smelting ferro- 
. manganese. A licence for the use of the Lindenberg patents has 
been granted to the Witkowitzer Co., one of the largest of the 
Austrian steel companies, and it is expected that they will begin 
' the manufacture of electric steel very shortly. This will be the 
first plant for the electrical production of steel erected- in 
Austria. Manchester Guardian 


PROCEEDINGS OF INSTITUTIONS. 


The Institution of Electrical Engineers. 


(Abstract of Inaugural Address delivered in London, November 14th, 
| + 1912, by WILLIAM DUDDELL, F. R. S., President.) 


(Concluded from page 850.) 


ANOTHER development of great engineering interest is the ооп. 
struction of alternators of sufficiently high frequency for direct 
connection to the aerial. In this case the wireless station becomes 
very much like an ordinary generating station, only that, instead 
of producing alternating current at 50 frequency, alternating 
current of, say, 50,000 frequency is generated and is supplied 
straight to the aerial. This, of course, does away with all questions 
of sparks and arcs, and I must say that, from an engineer's point 
of view, it is a very attractive solution. Alternator designers will, 


however) readily appreciate the difficulties in designing alternators . 


for these frequencies. In order to get space for the poles, the 
peripheral speed of the rotor must be made as high as possible and 
the details of the mechanical design must be first class. In spite 
of the difficulties & number of machines have been made by the 
General Electric Co., of America, which will produce 1 Kw. at 


100,000 frequency. They are of the inductor type, and details of 


their design have recently been published by Mr. Alexanderson. 
Another most ingenious alternator is that designed by Dr. 
Goldschmidt, in which advantage is taken of the reaction of the 
stator current on the rotor and the rotor current on the stator to 
step up the frequency of the machine. By this method Dr. Gold- 
schmidt has reached frequencies of 50,000 with several kilowatts 
output, and he is now engaged in building some very much larger 
machines to give over 100 KW. each. 

The present position is that we have in the field three systems 
actually at work—the loosely coupled spark system, the shock 
excitation system, and the arc system. Within a very sbort time 
we shall, no doubt, have high-frequency alternators at work, and it 
is probable that at least one other system will be under practical 
test. 

Turning to the receiver, the changes that have been made are not 
so striking. The coherer has become practically obsolete. The 
magnetic detector which replaced the coherer about ten years ago 
still holds ite own, although it is not very sensitive. Its reliability 
in action, and the fact that it is almost fool-proof, are, for many 
purposes, convincing argumenta in its favour. 

The electrolytic detector has been but little used in thisloountry. 
The Fleming valve and the crystal detector have come into con- 
siderable use. They are both highly sensitive; the property which 
makes them useful as detectors is in each case their unilateral con- 
ductivity. The high-frequency currents induced in the receiving 
aerial by the incoming waves are not generally sufficiently strong 
to affect any of our ordinary alternating-current measuring 
instruments, If, however, theycan be rectified and converted into 
continuous currents, then it is easy to detect them, for it is common 
knowledge that direct-current measuring instruments are in general 
hundreds, if not thousands, of times more sensitive than alternating- 
current ones. | 

Corresponding to each spark at the transmitter а train of 


oscillations is received, and these trains of oscillations are rectified 


by the detector, and in general are passed through a telephone as an 
indicator. At each spark a click is heard in the telephone, so that 


with 600 sparks a second the diaphragm is attracted 600 times, pro- 


ducing a somewhat musical note. , 

Herein lies one of the great advantages of high spark frequency. 
There seems no doubt that the combination of the human ear and 
& telephone is much more sensitive for high-frequency notes than 
for low ones. In some tests I have made, using an alternating 
current to determine the minimum power required to produce an 


audible signal in a telephone receiver at different frequencies, 


I found in one case that the power was reduced from 430 micro- 
microwatts at 300 frequency to 77 micro-microwatts at 900 fre- 
quency. At higher frequencies it increased again. 

Due to atmospheric causes, there are generally audible in the 
telephone receiver clicks and noises commonly spoken of as atmo- 
spherics or strays. With high spark frequencies the human ear 


-easily distinguishes the musical note from these atmospherics; this 
enables the operators to read through a large amount of extraneous 


interference. The elimination or compensation of these atmo- 
spherics is one of the most important outstanding problems in 
wireless telegraphy. 

When operating with continuous waves, practically no note is 
heard in the receiver telephone unless the currents are chopped up 
into rapidly recurring groups of waves either at the transmitter 
(tone sender) or at the receiving end (ticker). 

In order to make & permanent record of the signals, and to 
allow of high-speed working, the rectifled current from the detector 
may be passed through a galvanometer or a relay, and here we come 
to one of the difficult problems which requires solution, namely, the 
construction of a relay or recording instrument which will make a 
record of the very small received currents at high speeds. The 


Einthoven, or string galvanometer, which is at present used for 


this purpose, is delicate and gives a photographic record. Although 


.the difficulties may be minimised, I do not feel at this moment 


that the photographic method of recording with the attendant 
chemicals, and the necessity of handling moist slip, can be looked 


‘upon as the final aolution from the point of view of commercial 


-telegraphy. 


The problem of constructing a relay for this purpose is a very 
difficult one. The mean current strength of the sigrials, after 
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rectification by a high-resistance detector, is of the order of th 
to sth of a micro-ampere, and the amount of power available to 
work the instrument is only of the order of a few micro- 
microwatte. For high-speed reception, the number of contacta to 
be made and broken per second may be anything up to 50. The 
problem before our instrument makers is to construct a relay or 
recorder which will operate with a power not exceeding a few micro- 
microwatts at the rate of 50 signals per second. 


Recent experiments by Kiebitz have drawn attention to the fact 
that quite good reception of the long waves from distant stations can 
be obtained without high aerials. A single wire supported on insu- 
lators near the ground, or even resting on it, gives quite good resulta. 
Whether similar antenn2 can be efficiently employed for transmission 
is a matter for further experiment. 


Ihave for some time felt that it would be of very great interest 
if some authority like the Post Office, which has available many 
miles of overhead wires, would make some experiments at oom- 
paratiyely low frequencies. We know that Mr. Marconi. in his 
trans-Atlantic work, is working with frequencies as low аа 50, 000; 
high from the station engineer's point of view, but low from the 
wireless point of view. Now, an alternator for 10 or 15,000 fre- 
quency is not at all impracticable. Supposing an ordinary tele- 
graph landline on fairly high poles, four or five miles long, was 
used as an antenna, and fed from a 10,000-frequency alternator, 
how would it behave as a wireless transmitter? There are reasons 
which make one think it might be satisfactory. 


The radiation in wireless telegraphy is similar to light, there- 
fore it is of interest to compare the human receiver of this radia- 
tion, namely, the eye, with the receiver of a wireless station. 


According to some recent experimenta by Messrs. Paterson and 
Dudding a light of th of a candle at a distance of a kilometre is 
near the limit of visibility. Assuming the square law, this cor- 
responds to a candle-power of 2,560 at 100 miles. With our 
present incandescent lamps this would require 24 kw. In wireless, 
to cover the same distance, it is usual to install what is nominally 
a 14-KW. station. | 

Taking, however, Drysdale's figures for the rate of radiation of 
energy in the visible spectrum (about 0'1 watt per C.P.) our source 
of light is radiating energy at the rate of about 250 watts, Very 
accurate figures for the rate of radiation from a wireless antenna are 
not available, but assuming our overall efficiency at 20 per cent., 
the radiation of the wireless antenna is 300 watts. It would seem, 
therefore, that there is a remarkable similarity between the 
sensibility of our eye to radiation of the short wave-length which 
constitutes light, and the sensibility of our wireless receiving 
apparatus for the long wave-length radiation used in telegraphy. 

According to Lord Rayleigh’s experiments, if a tuning fork is 
producing sound at the rate of 42 ergs per second, it will just be 
audible at a distance of 30 yards. This corresponds to a source 
of sound giving out 0°0056 watt being audible at 1 km., or, 
assuming no absorption or bending of the sound waves, 143 watte 
at 100 miles. We, therefore, have the curious result that, if it 
were possible to radiate energy at a given rate, either as sound 
waves or as light waves, or as long Hertzian waves, we should 
be able to detect them at approximately the same distance by 
means of our ear or our eye or the receiving apparatus of a wire- 
less station. 

Wireless time signals are regularly sent out each day from the 
Eiffel Tower and other stations for the use of ships at sea. In 
view of the fact that wireless signals are received practically simul- 
taneously everywhere on the globe, they form, in conjunction with 
transit observations, a ready means for the determination of differ- 
ences of longitude, toa high degree of accuracy. It is claimed that, 
in recent tests, using the signals sent out by the Eiffel Tower, differ- 
ences of time were determined to an accuracy of уђу of a second, 
which corresponds to an uncertainty in position of only 5 yards at 
the equator. The surveying of difficult country may be expected to 
be greatly facilitated by this new means of determining the difference 
of time. | 
‚ Of the sister science, namely, wireless telephony, there is not so 
much to relate. A certain amount of progress has been made, but 
the details of the methods used have not been made public. The 
` difficulties are mainly in the transmitter. First, we require a per- 
fectly steady source of continuous oscillations, and secondly, a 
microphone capable of modulating the large powers required to 
transmit any distance. Over short distances of & few miles there 
are no difficulties. It is only when we come to distances of 50 to 
100 miles that the engineering problems become troublesome. 
In view of the progress that is being made in the high-frequency 


alternator, and of how much more easy it is to modify the powergiven . 


out by an alternator, it will not be surprising if as soon as high- 
frequency alternators are in use wireless telephony over com- 
paratively long distance becomes a working possibility. 

The amount of power installed for chemical and metallurgical 
purposes is very large indeed. Exact data are wanting, but it seems 
probable that the power employed in these processes in Norway and 
at Niagara may already reach 1,000,000 kw. The only hydroelectric 
stations of any size in this country are used for electrochemical 
purposes. The production of alaminium alone at Loch Leven absorbs 
some 30,000 KW. 

The application of electric heating either in the arc furnace or in 
the induction furnace is making considerable progressin the smelting 
and refining of iron and in the manufacture of special steels and 
alloys, and it seems as if we are on the verge of extensive application 
of the electric furnace. 

My predecessor in office, Mr. Ferranti, in his presidential address 
two years ayo, pointed out that if very cheap electrical power were 
available all these industries might flourish in this country; 
although we have not yet attained Mr. Ferranti's ideal, the ever- 


increasing demand for electrical power for all purposes is causing 
the price per unit to decrease in a most satisfactory manner. 

In Poplar the formation of a solution of chlorine in water by 
means of electrolysis is in practical use. If the demand for 
electrolytic disinfectants all over the country was the 
same ав in Poplar, it would require about 2,000,000 units per 
annum, all of which could be supplied at such times as would help 
to level up the load curve. 

I know that I shall be touching on a somewhat delicate question 
if I refer to the medical properties of electricity. The terms 
“electric” and " magnetic" when applied to certain articles are 
often intended to mislead the public into thinking that they have a 
somewhat miraculous property. It is very unfortunate that this 
use of the terms should have grown up, because there are without 
doubt many diseases in which electricity can be applied beneficially, 
and, further, it leads the public to disbelieve in resulte which are 
genuinely attained by electrical means. 

As electrical engineers, we should endeavour to supply the medical 
profession with the very best apparatus for this purpose. I have 
often: wondered why so much of the apparatus used for medical 
purposes comes from abroad, and I feel confident that not only ia 
the apparatus capable of being made in this country, but that a 
much better class of apparatus could be made here if only electrical 
engineers and the medical profession would co-operate. It may be 


said that apparatus of this kind is of no importance to the electrical 


engineering industry, but when I mention that the value of the 
exports of electromedical and electrodental apparatus from Germany 
in the year 1910 was returned at the sum of about £132,000, of 
which just under 10 per oeut. was purchased by this country, you 
will see that it is not quite negligible. ` | 

We have discussed frequently the great advantages that will be 
obtained by a more extended use of electricity for domestic purposes. 
To extend domestic uses it is most important that the apparatus 
should be really appropriate to its purpose. The substitution of 
gas for candles involved quite a considerable change in our methods 
of lighting. The great superiority of the electric light over all 
other forms of illumination has made the: change from gas to elec- 
tricity easier, but the designs of our electric light fittings: are still 
largely reminiscent of gas and candles. In some artistic fittings 
no adequate provision has been made t¢allow of the introduction of 
the wires which are still necessary to convey the current to the 
lampe, and even where channels for the wires have been provided 
they are often left in such a rough condition inside as to endanger 
the safety of the insulation. Of late years very considerable- 
progress has been made in the redesigning of the fittings of our 
homes so as to make them at the same time both serve their 
proper purpose and be pleasing to look upon. | 

Electrical cooking and heating apparatus has advanced during 
the last decade, but there is one difficulty which is not often referred 
to when one compares electrical heating apparatus with heating by 
means of flames—the difficulty of limiting the temperature rise. 
If we could obtain materials for our heating apparatus which 
could be run continuously at a very high temperature, this difficulty 
would be to a large extent overcome, 

A further advantage of high temperature of the heating part is 
that it enables heat to be transferred from one place to another 
radiation, a method which we know from experience is very suit 
able for many heating and cooking purposes. The last few years 
have seen great progress, and I see no reason why still greater 
progress should not be made in the near future. What I wish te 
emphasise is that, in my opinion, the Institution as a hody has nof 
sufficiently discussed and considered these matters. 

Turning next to the subjects on the borderland between eles- 
tricity and the other sciences, we are all of us acquainted with the 
brush discharge, yet how much do we know of its mechanism ? 
Nearly all the information in our Proceedings deals with the 
question how to avoid it. | 

Now the electric discharge has a peculiar property of producing 
that modification of oxygen known as ozone, which is withopt 
doubt a strong sterilising agent, and which may in the future haye 
considerable applications. A modification of the conditions of the 
production of the discharge will cause the formation of oxides of 
nitrogen instead of oxides of oxygen. Oxides of nitrogen are of 
great commercial importance, and their production by electrical 
means will probably be one of the most important industri 
applications of electricity. Already in Norway between 100, 
and 120,000 Kw. is employed working day and night for this pur- 
pose, and it is stated that this power will shortly be increased to 
nearly 250,000 KW. ' : 

The properties of the different compounds of oxygen and 
nitrogen and the active modifications of oxygen and nitrogen—for 
an active modification of nitrogen has lately been discovered by 
Prof. Strutt—are really in the domain of chemistry, so we are here 
on the borderland between electricity and chemistry, & borderland 
in which one of the largest of electrical industries is already in its 
inception. Possibly a simple observation of some peculiarity of the 
electrical discharge may form the key to greatly improving the 
efficiency. Should this be the case, a large nitrate-producing 
industry may grow up around the coalfields of this country, an 
industry which will be of considerable value to agriculture. - 

Last year about 125,000 tons of nitrate were imported into this 


country. To produce the equivalent amount of fixed nitrogen per 


annum would, on the basis of Norwegian planta, require about 
150,000 kw. At the moment I believe that the cost of electrical 
power is the chief stumbling block to the introduction of the 
manufacture on a large scale in this country. і 

The borderland between electricity and the science of sound is go 
far less fruitful in interesting resulta, This may be due to the fact 
that sound consists of air vibrations; therefore, all electrical 
methods of producing sounds resolve themselves into designing 
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électrical motors whose work is to shake and vibrate the air. Now 
‘the telephone receiver is such an electrical motor, and the laws 
that govern the efficiency of electric motors in general also govern 
the action of the telephone receiver. 'There is no special ditficulty 
in measuring the electrical energy supplied to the telephone 
receiver to a moderate degree of accuracy. The real difficulty is 
the determination of the amount of energy of the sound waves. If 
we possessed any apparatus by means of which we could measure 
the energy of sound waves, we could not only determine the 
efficiency of the telephone receiver, but the apparatus would have 
many other useful applications. This want of standards and 
methods of measurement is, I believe, one of the causes that has 
retarded progress in the science of sound. 

As a means of warning ships of the dangers of the coasts, sub- 
. marine sources of sound and electrical means of detecting them are 
destined to play a considerable part in the future. A number of 
stations and ships are already equipped. 

Ihe production of electrical currents whose variations reproduce 

the variations of the air pressure in the sound waves is of the greatest 
importance. The present microphone is only able to deal with com- 
paratively small currents, and therefore, good as it seem, it has 
serious limitations. Probably a thorough investigation into the 
nature of contacts would reveal much useful information not only 
on the theoretical but on the practical side, and provide data for 
the design of new microphones, and for the contacts used in elee- 
trical apparatus. 

: One of the most fascinating subjects on the borderland between 
electricity and the other sciences is the connection between elec- 
trical energy and radiant energy, and the poseibility of the mutual 
conversion of one form into the other. This subject is of the 
utmost importance. Something like 500 million units are used 
annually for lighting purposes. Light is a short wave-length 
radiation. If we think of the large plants that are installed, 
boilers, turbines and generators, and all the money spent in laying 
mains in the streets, aud if we think of this simply as a means of 
producing a short wave-length radiation for the purpose of lighting 
our: rooms and our public streets, we are led to inquire what sort of 
efficiency we are obtaining. 

According to some tests by Dr. Drysdale, a 1-c.P. source of light 
which emits all its energy in the visible spectrum, say between the 
- wave-lengths 0°39 and 0°76 K, and so distributed as to produce white 
light, will radiate energy at the rate of about one-tenth of & watt ; 
. or if the whole of the energy were to be concentrated in the wave- 
length to which our eyes are the most sensitive, say in the yellow- 
green, the rate would be about one-seventeenth of a watt per 
candle-power. 

Even with the best fortis of modern metallic-filament einde the 
efficiency of the conversion of electrical energy into radiation of a 
wave-length suitable to our eyes probably does not exceed 5 per 
cent. The efficiency of transformation of the heat energy of the 
coal into radiant energy as light is well under 1 per cent. There 
is, therefore, plenty of room for improvement. The real reason 
that sources of light consisting of heated solid bodies are so in- 
efficient is that these hot bodies radiate so little of their energy at 
wave-lengths suited to our eyes. 

In the incandescent lamp practically the whole of the electrical 
energy is converted into radiant energy, yet unfortunately over 
90 per cent. of this energy is produced at wave-lengths which 
are too long to affect our eyes. We can shorten the wave- 
length at which the hot filament gives out the bulk of its 
energy by raising its temperature, but there is a limit to this 
in the temperature which the filament will stand. Probably the 
main reason that the metal-filament lamp is more efficient than 
the carbon-filament lamp is that its filament is capable of being 
used at a much higher temperature. This, however, need not be the 
sole reason, as there are some bodies which tend to concentrate 
their radiation in certain regions of the spectrum. The processes 
that are taking place in a solid body when it is radiating are not 
fully elucidated. 

Sir J. J. Thomson has built up a wonderful theory of the con- 
stitution of matter, in which the atoms of all bodies contain small 
discrete particles of negative electricity which he calls corpuscles. 
These corpuscles, irrespective of the nature of the body or of its 
. State, always carry the same charge of negative electricity, and it 

is the movement of these charges of electricity that constitutes our 
electric currente. 

The sudden starting or stopping of these corpuscles, or any 
change in their movement, will produce varying electric and 
magnetio fields which, by Maxwells theory, will constitute an 
electromagnetic radiation in the form of light, the wave-length of 
which will depend upon the suddenness of the starting or stopping. 

. Aecording to Lorenz, collisions between the corpuscles and the 
atoms give rise to the radiations which we know as heat and light, 
and it is the nature of these collisions that determine the wave- 
length in the solid bodies, If some such theory as this be correct, 
that light is produced by the starting and stopping of electrical 
particles, it would seem as if we ought to be able to devise some 
method of producing radiation of the correct wave-lengths to suit 
the eye without producing a number of other wave-lengths we do 
not require. With regard to the very long wave-lengths such as 
are used in wireless telegraphy, the result has already been accom- 

plished, and we can produce a radiation of practically one wave- 
length direct with a comparatively high efficiency. 
same thing with a short wave- length? In wireless telegraphy the 
wave-length of the radiation ia in general several times as long as 
the aerial conductor used as a radiator. As light radiations have a 
wave-length of only 455; of a millimetre, we should require wireless 
stations to produce light having aerial conductors some 45455 of a 
millimetre long ; in other words, our wireless station must be almost 
of molecular size, 


Can we do the _ 


In gases the corpuscles move about very much more freely, a 
we are consequently able to influence their movement by el 
trical means very considerably. If we make them collide violently, 
either with the remaining atoms of the gas or with the electrodes, 
radiations are produced, and these radiations are in some casea of 
sufficiently short wave-length to constitute light. The light given 
out by an atom in, say, a vacuum tube or flame has quite definite 
characteristics depending upon the nature of the material. It 


seems as if each atom contains, or has circulating around ita 


number of corpuscles, which can vibrate or move in certain definite 
manners depending upon their arrangement, and that these cor- 
puscles emit, depending on their movement, radiation of certain 
definite wave-lengths producing the lines in the spectrum and the 
characteristic colours of the light of flames, kc. In the case of the 
flame arc we are already taking advantage of the ligbt-emitting 
properties of heated gases. Inthe mercury arc we have another 
case of the production of light other than by the heating of solid 
bodies. In both these cases the high efficiency is probably due to 
the substitution of a gas for a solid body as the light-giving agent. 

Lately it has been suggested to use molten cadmium, which gives 
& very much more pleasant light than mercury. А minute trace 
of mercury is said to improve the efficienoy greatly ; according to 
Wolfke an efficiency of 6 Hefner candles per watt has been 
obtained. 

Some progress is being made in electric lighting by means of the 
passage of electricity through gases. Many members will remember 
the vacuum tube 176 ft. long which was used to light the court- 
yard of the Savoy Hotel. That tube, I believe, contained nitrogen, 
and according to the tests of Prof. Fleming gave an efficiency of 
0°56 candle per watt. About a year ago I saw а tube, not such a 
long tube, filled with the rare gas Neon obtained from the residues 
in the manufacture of liquid air. This tube gave a most beautiful 
rose-coloured light. If this rare gas were obtainable in 
sufficient quantities we might have a rival to the flame arc. 
I may mention in passing that tubes containing Neon are now 
commercially obtainable, and are claimed, in the larger 
sizes, to have an efficiency as high as 2 C.P. per watt. 
Further researches on the borderland between electricity and 
radiation will no doubt provide us with still more efficient sources 
of light. 

I have spoken of the production of radiation by means of elec- 
tricity. Can the electrical engineer solve the converse problem on 
a commercial scale? When we think that the whole of the energy 
which is now available, either stored in the coal or in the waterfall, 
has reached us in the form of radiant energy from the sun, one 
wonders whether there is not some method by which we can trap 
that radiant energy and convert it direct into electrical energy 


' without the intermediary of the plant-life of past ages which has 


formed the coal, or the evaporation of the mighty ocean which 
supplies the waterfalls. 

On a clear day in September last year the maximum rate of 
radiation in South Kensington was as high as 0°07 watt per eq.cm., 
and the mean value between sunrise and sunset 0°04. On a dull 
day in October the mean radiation between sunrise and sunset was 
still as large as 0°007 watt рег вд. cm., so that as a rough figure 
one might take the mean rate of radiation as being тіс of a watt 
per sq. om. for 10 hours a day. Hence each square kilometre of 
the surface of London is receiving energy at the ане rate of 
100,000 Kw. during the day time. 

If an efficiency of transformation of 10 per cent. ond be 
obtained in converting the energy of radiation into electrical energy, 
we should have available 10,000 Kw. per sq. km., which would 
more than suffice for the present demands. The average total con- 
nections of the supply authorities in the 25 sq. miles north of the 


` Thames amount to about 3,300 Kw. per sq. km. 


In the clear atmosphere of the Alps the radiation is much more 
powerful: according to Millochau and Féry, it may reach 0°17 watt 
per sd. cm., 80 that the power available is probably two or three 
times that mentioned above. 

We are at present very far from any practical means of convert- 
ing the energy of radiation directly into electrical energy, although 
on а small scale this conversion really takes place in many photo- 
electric arrangementa. For instance, the action of the light on 
the liquid potassium-sodium alloy haa been shown by Prof. Fleming 
to produce a voltage as high as 0°6 volt when the liquid alloy and 
& platinum plate are enclosed in a highly exhausted tube, and the 
liquid alloy is illuminated strongly. There seems little doubt that 
the current that is generated in this case is produced from the 
energy of the light that is absorbed. 

The effects ко far obtained are extremely small. Atthe most 
only a few microamperes are obtainable with very strong 
illumination. Nevertheless, this property of sensitiveness to light, 
though at the moment it has no practical applications, may at any 
time be found to fill some useful purpose and make another case, 
illustrating how observations that are one day on the borderland 
of science may shortly afterwards be of practical use in 


engineering. 


When it is remembered that the water power in Norway alone is 
estimated to produce several million kilowatts, it is evidently 
better, for the present at any rate, for engineers to utilise the solar 
radiation by harneseing the waterfalls rather than by attempting 
to build radiation traps in the Sahara. 

I have touched very lightly on many subjects, more with & view 
of drawing your attention to the many ramifications of our science 
&nd industry than of giving & review of any branch. If I have 
succeeded in showing the need for the Institution to take an active 
interest in as wide a field as possible, and for it to take, in the 
future, an even wider outlook on the various branches of the 
industry, I have attained my object. 
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e Mechanical Handling of Coal for British Locomotives. 
| By C. J. B. Cooke, M. Inet. C. E. 


paper read before the INSTITUTION OF CIVIL 
ENGINEERS, Abrem ber 26th, 1912.) 


OWING to the growth of traffic and the heavier loads which have 
to be hauled at the present time, it has been found expedient to 
adopt, at the extensive running shed of the London and North- 
Western Railway Co., at Crewe, some more expeditious method than 
"man-handling" for loading engines with coal, and after much 
deliberation the mechanical coal-handling plant described in this 
paper has been installed. The plant was made by Messrs. Babcock 
and Wilcox, and is the joint design of the author and that firm. 

The plant consists of a wagon-tippler, an underground hopper, a 
tipping-tray conveyor, an elevated bunker, and shoots—including 
calibrating chambers— for discharging coal on to the tenders. 

The tippler is capable of tipping a wagon in about five minutes, 
when attended by two men. It is driven by & 660 volt direct- 
current electric motor of b H.P. The hopper holds about 20 tons; 
the coal is fed therefrom by a jigging tray through an adjustable 
door into a two-roll breaker, where the large lumps are reduced to 
8-in. cubes. The breaker is belt-driven by a D.C. motor of 10 H. P., 
which also operates the jigging tray. The coal passes through the 
breaker to the conveyor-trays, which carry it to the overhead 
Storage. 

The conveyor runs at a speed of 70 ft. per minute, and is capable 
of lifting about 60 tons per hour. The driving-gear is situated at 
the top under the bunker-housing, and consists of a 660-volt D.C. 
motor of 9 Н.Р, All the coal is delivered over the end of the con- 
veyor-track, when it has only & fall of about 1 ft. on to the inclined 
shoot which delivers it to the requisite division of the bunker. 

The bunkers were designed to hold 300 tons. which is more than 
enough to coal all engines during the night without the conveyor 
working, it being possible to send up during the hours of daylight 
all the coal required, thus saving the double-manning of the wagon 
tippler and conveyor. 

There is an outlet on either side of each division of the bunker, 
во that the tenders can be coaled on both sides at the same time. 
On opening one of the doors, coal is permitted to flow out into a 
calibrating chamber capable of holding 10 cwt, whence it is 
allowed to slide on to the tender by means of a lever conveniently 
situated. 

The speed of coaling by this plant is quite satisefactory— as 
much as 6 tons being put on in 3 minutes, as against 5 tons in 
15 minutes with the old system under the most favourable circum- 
stances. 

An ash conveyor has been installed in conjunction with the coal- 
ing plant. The conveyor, which is of the bucket type, has a 
capacity of about 15 tons per hour, and is driven by a 3-H.P. D.C. 
motor. 


(Abstract 


Institution of Electrical Engineers (Scottish Section). 


THE opening meeting of the Scottish Local Section was held in 
Glasgow on the evening of the 12th inst. when the new chairman, 
Мв. WM. M'WHIRTER delivered an address. The chairman at the 
outset dealt with the progress made in the 19th century in dis- 
covery and invention ; no department of science had made greater 
progress than that of electricity, and its twin fellow, magnetism. 
In his opinion the ability to carry out exact electrical measurements 
did more for the. advancement of the electrical industry than any 
other factor, and they should not forget that for the splendid 
system of electrical units now at their command, they were 
indebted to the British Association, who, in 1861, appointed a com- 
ae to determine what form and dimensions those units should 
ave. 

At that time measuring instruments of any kind were practically 
unknown, or were only then coming into use in the Postal Tele- 
graph Department and by railway companies. Generally there were 
no means whatever of locating a fault on telegraph lines, and the 
reports of faults to the linemen consisted in the intimation that a 
contact or earth existed upon certain lines between tert boxes pro- 
bably 50 miles apart. For the measurements of currents, no 
instruments existed, and such attempts as were made were merely 
guesswork. So long as batteries, instruments and lines were of 
high resistance, it was possible to form коше idea of the battery 
condition by using an ordinary detector galvanometer, but when 
railway train-signalling, requiring the use of considerable currents, 
was introduced, then the resistance of the instruments and circuits 
was kept low, and proper testing (owing to the lack of some 
instrument measuring in units) was wanted very badly. The first 
attempt to remedy this was by the introduction of a galvanometer 
graduated in nnits called chemics. This was based upon the well- 
known law that in electrolysis a known current would always 
liberate a definite weight of metal from any metallic solution, the 
amount, of course, varying with the metal used. The instrument 
introduced by the speaker was divided in the usual way to read to 
tenths of the unit of current, but the telegraph inspectors and line- 
men had great difficulty in recording the reading correctly. This 
was overcome by using an extra scale, divided up and marked with 
the words, "Very good,” “Good,” "Fair," Requires Attention," 
and Bad.“ The galvanometer was wound to 100 ohms resistance 
во as to represent an average circuit, including the instrumenta, 
line, earth. &с., and when applied to the battery terminals, at once 
showed the condition of the cells. This rough arrangement was 
very successful, and reduced faults by nearly 90 per cent. For test- 
ing the insulation of telegraph linea, which had to bo checked daily, 
the Post Office had introduced a form of tangent galvanometer, 
with shunts, &c. This instrument was not suited for quick and 


reliable work, and so he introduced a form of galvanometer, which 
was graduated to read in volts, vebers and obms. It was made by 
Mr. Sprague, of Birmingham, to the author's firm's specification, 
and proved to be a most useful instrument for general tests. In 
tracing the history of electric lighting, the chairman said that, in 
looking back, he often thought of the audacity with which the 
electrical engineers of those early days undertook all manner of 
work, and generally carried it through with a fair measure of 
success. After all, however, they were now only touching the 
fringe of the work which was before the Institution. The splendid 
researches carried out during the last century by Faraday, Maxwell, 
Kelvin, Hopkinson and a host of others, had raised their profession 
to an exact science, and had given to electrical engineering an 
importance which could not have been foreseen 30 years ago. As 
to the future advance of electricity, his opinion was that 
the consideration of new sites for power stations required the 
utmost care, and it might be found expedient to locate these at the 
coalfields, provided condensing water was also available in 
abundance. It would certainly be cheaper to transmit electricity 
than to carry coal to the power station, and vast stores of ооа] 
might easily be accumulated at moderate cost. After a reference 
to the last coal striké, and a word of commendation to thote in 
charge of power stations for keeping up the electrical supplies, and 
in some cases increasing them, the chairman pointed out that they 
*had on several occasions, been warned recently of the slow but sure 
exhaustion of their coal supplies. Although coal might, and would, 
doubtless be discovered in virgin fields, yet there was little hope in 
Britain of any great additions to their reserve, and, therefore, the 
water power at their command in Scotland would become 
increasingly valuable. As a substitute for, or a meafis of, supple 
menting the coal supply, he suggested the utilieation of the water 
power which could be derived from the splendid chain of lochs 
which formed the Caledonian Canal,and which could supply sn 
amount of water power which would far exceed anything they had 
at present. With their present knowledge of high-pressure elec- 
trical power distribution, the power available could supply all the 
energy required in the vicinity of Glasgow. 

Sooner or later such schemes would be carried out, and Scotland, 
by reason of her water powers, should be able to supply most of the 
energy required by her industrial population. 

Just as the inventions of Watt and others had created the factory 
system by bringing crowds of workers together, in order that they 
might collectively use the power of the steam engine, was it not 
possible that the erection of power transmission lines all over the 
country, bringing power to every village and hamlet, might be the 
means of sending certain industries back to the villages and 
country cottages, thus preventing the overcrowding of large towns 
and cities, and directly assisting in solving the problem now 80 
much debated— namely, how to get the people back to the land. 


THE LOADING OF SUBMARINE 
TELEPHONE CABLES. 


A COMPARISON BETWEEN CoiL-LoaAbED AND 
‚ CONTINUOUSLY-LOADED CABLES. 


By J. G. HILL. 


'Tuis subject bas, at one time or another, aroused considerable 
attention and discussion, and a new phase of the question 
has recently been entered upon by the laying, in the Straits 
of Dover, by the French Administration, of a continuously- 
loaded cable, side by side with the coil-loaded gutta-percha- 
insulated cable laid by the British Post Office in May, 1310. 
During the brief period which has elapsed since the latter 
cable was laid, however, a considerable advance in the 
design of this type has been made, inasmuch as Messrs. 
Siemens Bros. have succeeded in producing a modified 
gutta-percha dielectric with a considerably less leakance than 
that employed in the Anglo-French cables; a cable of the 
improved type was laid between. England and Belgium ш 
1911. The three types of cables referred to afford material 
for aninteresting comparison of the two methods of loading 
as applied to gutta-percha-insulated submarine cables, based 
on data which have only recently been made available. 

The details of the cables referred to are given in Table I. 
It may be remarked that the two Anglo- French loaded cables 
are of the same total efficiency, the coil-loaded cable having 
a slightly greater (i. e., less favourable) attenuation constant 
and. a correspondingly shorter length ; in ‘practice, the 
difference between the two cables cannot be detected m 
conversation between London and Paris. The weight per 
naut of the conductor in the case of the coil-loaded cable 
is, however, 160 lb., whereas the continuously-loaded cable 
has conductors weighing 800 lb. per naut. The leakance in 
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TABLE I.—DETAILS OF RECENT CABLES. 
Effective values per naut at 1,000 periods per second. ! | 
| | Wt. of o. v. Wt. of oo 
Cable. | | | |! В | B | 25 рег nant, | per DAN 
; R ＋ BI. L ' K. | SİK. 'Observed., Calcu- Observed. | 
| Р | i lated. { 
e — — eee ee жишк тие 
: | | | | 
Anglo-French coilloaded — ... — .. .. 226 % 38 x 10-5! 120 021 0063 1,000 300 ww. 160 Ib, 
continuously-loaded ... ... 854 0135 176 „ 109 | "0185 0181 278 300 „ 300 „ 
Anglo- Belgian coil-loadet re 0185 800 150 „ 160 „ 


| 

R — Ohmio resistance of conductors per naut : 
L = Inductance per naut in henrys ; 

B = Attenuation constant. 


both cables is much in excess of that obtained in the Belgian 
cable, and, moreover, the weight of gutta in the coil-loaded 
cable is greater than will in future be employed in cables of 
that type. | 

It will also be seen that the Anglo-Belgian cable, with 
half the weight of gutta-percha and a little more than half 
the weight of copper, has nearly the same efficiency as the 
continuously-loaded cable. Here again, however, as pointed 
out above, the leakance of that cable is much more favourable 
than in the other cases, so that no very definite conclusions 
can be deduced ass to future progress, without corrections 
being made for leakance, and a comparison being made on 
a uniform basis. 

The details of the continuously-loaded cable are given by 
M. Devaux Charbonnel in an article in La Lumiere 
Elecirique, dated June 15th last. The effective values рег 
kilometre loop are :—R = 4:60»; L = 7:26 x 102; К = 
0:095 x 109; s = 1:082 x 1075; В = 0:00992: 2 = 
2;:8e . | 

For the purpose of comparison, the values have been con- 
verted to nauts in Table I. The attenuation measurement was 
made by M Devaux Charbonnel at 1,000 cycles per second, 
although the usual practice in this country is to regard the 
“8” at 800 cycles as giving the same attenuation as the 
human voice. This is in accordance with the recommenda- 
tion of the International Conference of Telegraph and Tele- 
phone Engineers, held in Paris in 1910. As the precise 
experimental values at a frequency of 800 cycles in the case 
of the continuously-loaded cable are not known to the writer 
of this article, the constants of the English cables have been 
corrected to 1,000 cycles for the purpose of comparison. 

In the article by M. Devaux Charbonnel already referred 


to, that writer makes an interesting comparison between the 


electrical qualities of the two kinds of cables, without 
seriously considering their relative cost, and, as the matter will 
probably be new to many English readers, I propose partly to 
cover the same ground and to continue the study of the 
subject further, во as to show the monetary considerations 
involved in the adoption of the one type or the other. For 
the reasons already given, it will be necessary to make the 
efficiency comparisons at a frequency of 1,000 periods per 
second. It may, however, be incidentally remarked that the 
actual experimental results on the Anglo-French cables, as 
shown in Table I, and verified by speech test, indicate that 
comparisons at this frequency are quite valid, and are sup- 
ported by practical results. 

As is well known, the electrical difference between the two 
methods of loading consists in the method of inserting 
inductance in a cable, and also in the amount of inductance 
which it is possible so to insert. The insertion of coils at 
regular intervals is relatively easy, and any desired amount 
of inductance may be obtained by this method within reason- 
able limits. Incidentally, however, the added inductance is 
always associated with increased resistance, and in a well- 
designed coil the increased resistance is proportional to the 
added inductance, so that the ratio R/L is constant (R, is the 
effective resistance of the coil at a given frequency and with 
a specified current flowing through its coils, and L is the 
inductance in henrys in the coil). Owing to researches quite 
recently made, it is now possible to obtain a coil with a con- 
stant such that R,/L = 60 at 1,000 frequency and 1 mili- 
ampere current. 

In the case of the Anglo-French continuously-loaded 
cable, the inductance is added by means of a winding of 
steel wire 0°012 in. (12 mils) in thickness, the wire being 
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RI = Effective resistance of loading - coil; 
K = Capacity wire to wire per naut in farads; 
* Including loading coil in phantom circuit. 
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8 — Leakance in micromhos ; 
Z = Characteristic impedance ; 
T At frequency 2 * n = 6,000. 


closely wound upon the conductor. The addition of the 
inductance also involves the addition of resistance in this 
case, and M. Devaux Charbonnel finds that this added resist- 
ance (which it will be convenient to call R,) bears a constant 
relation to the inductance added, so that в,/т, = 110 at 
1,000 cycles. Assuming that the two sets of constants are 
taken with the same current, we are now in a position to 
compare the transmission efficiencies of the two types of cable 
at 1,000 cycles. 

As a first step in this direction it will be interesting to see 
which type is the more efficient fundamentally, assuming that 
an unlimited amount of inductance can be obtained in both 
cases. This is far from being the case at present, however, 
in the case of the continuously-loaded cable, but hopes are 
entertained that future research will result in a materially 
greater permeability being obtained, and, in any case, the 
point in question appears to be an interesting one. 

The next step proposed is to compare the cables from the 
point of view of their present possibilities, and to compare 
the prices for a given transmission efficiency. 

- The attenuation constant B, which determines the trans- 
mission efficiency of a loaded cable, may be calculated from 
the well-known formula— 

B = (R T RI + S/KL) VRIL, (1) 
where R is the loop resistance of the cable; n, the effective 
resistance of the coils at 1,000 cycles and 1 milliampere 
current; s the leakance in micromhos; K the capacity, 
wire to wire, in farads; and L the inductance in henrys, all per 
unit length. | 

If this expression be differentiated во as to find the value 
of L for minimum fj, we have (as is also known)— 


L = MENT T (2) 


в + s[k ' 
R = L (RTL + 8/К). (3) 


Let R,/L + 5/к be designated by A1. Then in equation 
(3) R LA,, and by substitution of (8) in (1), the minimum 
B (Êm) may be written 
in the case of any loaded cable. | 

Incidentally, we may see from these formule that induct- 
ance may be added to a cable until the energy losses involved 
in L A, are equal to the resistance of the cable itself, but no 
further with advantage. | 

Let the f, of а coil-loaded cable be VK k A, and the 
Bm of а continuously-loaded cable be VK R A, where— 

A, = В, + 8jK. 
(n, is the added resistance, per unit length, due to con» 
tinuous loading.) Then, if the two cables be compared, as 
we have the same K R, i. e., the same weight of copper and 
capacity, the relative 8's are | 
Gao, = VE K / /K K A, m viji 

Take the case of two ordinary gutta-percha cables having 

the same weight of copper and the same capacity. In such 


& case S/K may be taken in each instance at 120, and we 
have— | 


therefore 


A, = RL + S/K = 60 + 120, 
A, = Н + /K = 110 + 120, 
that is— Gm = 1:18. 


This means that the minimum f of a continuously-loaded 


cable is 18 per cent. higher (¢.¢., more unfavourable) than 
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the minimum B of a coil-loaded cable having the same 
weight of conductor and capacity (that is, assuming 
that the former cable could be loaded with the required 
amount of inductance, which is only the case for very heavy 
gauge cables, as will presently be shown). | 

Moreover, if instead of ordinary gutta-percha the modified 
gutta-percha used in the Anglo-Belgian cable be considered, 
we have s/K = 12 instead of 120, as in the previous case, 
and А, = 110 + 12, also A, = 60 + 12, therefore 

М ajay = 178. 

So that if the most modern and efficient: type of gutta- 
percha insulation is used, the continuously-loaded cable in 
the most favourable possible case has a 8 at least 30 per 
cent. higher than the coil-loaded cable, and this state of 
things must continue, even if the permeability of the iron 
winding is improved, unless also the ratio R/L is made less. 
If, however, it were decided to superimpose, then the 
superiority of the coil-loaded cable would not be so marked, 
because it would then be necessary to increase R,/L from 60 
to 72 (the latter figure has quite recently been obtained). 
We them have A, = 122 as before, A, = 72 + 12 = 84, 
therefore— 


М Alay = 1°2. 


So that the coil-loaded cable would still have a minimum 
В 20 per cent. more favourable than the other type of cable 
in question. | 

On the subject of superimposing on submarine cables, it 
may be remarked that it has not been found possible alto- 
gether toavoid some degree of overhearing between the direct 
circuits in the cable and the extra circuit superimposed upon 
them. The difficulty is not confined to the coil-loaded 
cable, and it arises mainly from the great difficulty in 
balancing circuits of very high capacity. In attempting to 
provide such circuits, however, no overhearing is produced 
from one direct circuit to the other, and with the present 
highly-efficient loading coils, the attenuation constant of the 
ordinary circuits is not much increased. The extra circuit 
obtained, if workable, is of great value, so that attempts 
to provide such circuits will doubtless continue to be made. 


(To be continued.) 


CENTRAL STATIONS. 


By CALCULUS. 


On looking back at the central stations as they stood some 
20 years ago, and comparing them with those now in exist- 
ence, one cannot help admiring all the good work that has 
been done by the busy engineers engaged in the electrical 
industry. 

Life in the power house of to-day is far less exciting than 
in the past, for with plant of modern design it is seldom 
that anything serious happens, and, on the whole, central- 
station engineers now enjoy a far more comfortable existence 
than those who went before them. 

I can remember when it was considered an exceptionally 
good piece of luck to get through the evening shift without 
some trouble arising, and I have not the least doubt that 
there are many readers of the ELECTRICAL REVIEW who can 
recall those days also, Alternators, as built at that time, 
had the undesirable habit of burning out, and I have known 
no less than two machines do this in the same evening. 
In fact, in one station, things became so bad that we had to 


keep а man on the evening shift for the purpose of smelling 


alternators. Still, with all their faults, the old central stations 
always fascinated me, and whenever I come across a plant that 
bears the stamp of old age, I am compelled to linger and admire 
it. Perhaps there are others like me. 

They were queer old places these early electric lighting 
stations, and possibly that is why I have so much regard for 
them. The old low-speed engines and generators, the 
curious switchgear and odd arrangementa of steam pipes, are 
still fresh in my memory, and at times I have almost been 
tempted to ask why electrical engineers of 20 years ago were 


so foolish. But, as a matter of fact, they were very clever 
and deep-thinking men, and the tbings they accomplished 
are to be regarded as truly remarkable when we consider 
what & scanty training in electrical engineering they had to 
work upon. 

It is interesting to compare an up-to-date station with 
some of these old monstrosities. The turbine has simplified 
the engine-room equipment immensely. It has no cranks or 
pistons, occupies small space for its output, and from the 
point of view of simplicity it is all that a prime mover should 
be. The turbine is a machine that requires practically no 
attention, and once it is set to work it will go on running 
indefinitely. One is apt to smile on comparing the turbine 
with some of the old engines that had to be saturated with oil 
to make them perform their duty. In all the modern tur- 
bine stations there is not a single man who can lay claim to 
the dignified title of greaser. The turbine, like the modern 
high speed engine, greases itself, but whereas in the latter the 
cylinder oil finds its way into the exhaust, the steam which 
leaves the turbine is perfectly clean, for the turbine does not 
require lubricating internally. The only parts of a turbine 
that need oil are the bearings, and it is, therefore, easy to 
conceive that this prime mover has an immense advantage 
over some of the old engines that consumed large quantities 
of this expensive fluid. 

But notwithstanding all the advantages which these high- 
speed prime movers possess, the turbine has recently met 
with a great rival in the form of the Diesel engine. Some 
engineers seem to believe that this comparatively new and 
efficient machine will eventually find a place in every electric 
lighting station, but there is such a thing as being a little 
too enthusiastic. Looking at the matter from an entirely 
unbiased standpoint, one is bound to admit that the Diesel 
engine admirably meets the requirements of engineers respon- 
sible for the working of the smaller stations, but when we 
come to the large electrical undertakings which supply 
current to our principal cities and towns, then I would vote 
for the steam turbine. d 

The turbine shows up to its best advantage when it 
develops large outputs, and the greater the capacity of a set 
the lower the steam consumption and capital outlay per 
kilowatt. It is estimated that the steam consumption of the 
25,000-kw. Parsons machine now under construction for 
the Commonwealth Edison Co., in Chicago, will be some- 
thing like 10 per cent. lower than anything that has hitherto 
been obtained with steam plant. This represents a saving of 
approximately 2 tons of coal per hour when working at full 
load. 

If oil engines are to be used on large electric supply 
Systems, I would advocate that they take the place of con- 
verting machinery in sub-stations. The Diesel engine in 
its present stage of evolution undoubtedly presents great 
advantages, and one of the most noteworthy is that it 
eliminates stand-by losses. 

When the turbine secured a place in central stations, à 
great step was made towards simplifying the plant, for the 
turbine is unquestionably the simplest prime mover that has 
been evolved ; for, whereas in steam, gas and oil engines 
we have to convert a reciprocating motion into a rotary one, 
the turbine gives a rotary motion at the outset, and many 
heavy and expensive parts are thus dispensed with. Turbines 
are consequently exceedingly cheap machines to maintain, 


and it is common knowledge that they have been known 


to work for years without a penny having been spent on 
their upkeep. 

But in spite of all this I firmly believe that if steam plant 
is to hold its own with internal-combustion engines, some 
radical changes must be made in the boiler house. For, 
whereas there has been continual effort to raise the 
efficiency of the plant in the engine room, the changes made 
in the boiler house are, comparatively speaking, insignificant. 

In this matter I quite agree with Mr. George Wilkinson, 
of Harrogate, who recently said that we have been too long 
content to use boiler plant furnishing an average of from 
2 ]b. to 8 Ib. of steam per hour per sq. ft. of heating surface. 
Such practice involves the use of steam generating equip, 
ment having dimensions out of all proportion to the size of 
the engine-room plant. Mr. Wilkinson has directed atten- 
tion to the fact that the solution of the problem appears to 
lie in the introduction of gas firing by means of flameless 
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surface combustion on the lines first discovered by Sir 
‘Humphry Davy and recently developed by Prof. Bone. 

Those who visited the recent machinery exhibition held at 
Olympia probably saw the Bonecourt patent boiler, which 
was fired in accordance with this new system. Boilers fired 
in this manner are claimed to have an efficiency of no less 
than 95 per cent. The normal evaporation is 20 lb. per 
hour per sq. ft. of heating surface, and this can be raised to 
30 lb. in cases of emergency. An efficiency of 95 per cent. 
is truly a remarkable result, but it is well to note that this 
figure is arrived at from the heat in the steam generated and 
the calorific value of the gas. 
into use in central stations, gas producers would be employed 
and the efficiency of these must be considered when comparing 
the new system with the ordinary coal-fired boiler. One 
attractive feature of the scheme is that the scale does not 
adhere to the tubes, this having been proved by a text 
carried out over a considerable period. In fact, I believe 
that this was predicted by one of the engineers of a well- 
known insurance company before the boiler was put into 
service. Those who saw this boiler at Olympia must have 
been struck with the simplicity of the system, for it was 
devoid of all the paraphernalia commonly adopted for coal 
firing. Still, we must not forget the gas producer. 

It is difficult to prophesy with any degree of certainty 
what changes will take place in the design of central stations 
in the future, but it seems reasonable to suppose that in the 
case of steam plants, the boiler house will undergo modifica- 
tions in the near future, since, apart from the introduction of 
various forms of mechanical stokers, no radical departure in 
the methods of raising steam has been made. There is, of 
course, a possibility of the gas turbine coming into use, but 
we need not pay much attention to this at present. The 
difficulties attending the construction of machines of this 
type are well understood, but it would be folly to assume 
that these will never be surmounted. 

All who have studied this question are aware that one of 
the obstacles in the way of building an efficient gas turbine 
is the task of finding a suitable material for the blades. It 
is true that gas turbines have been constructed, but taking 
everything into account, it is conceivable that the efficiency 
of the machine in its present stage of evolution is no better, 
and possibly a great deal worse, than other forms of prime 
movers of less recent origin. I shall welcome the gas turbine 
if ever it comes, because, as I have intimated, I like any- 
thing that introduces simplicity. 

Things in the power house were assuming a very good 
form just before the advent of the oil engine. Almost 
every central station engineer saw the great advantage of 
the turbine with its even turning movement. Machines 
with pistons and cranks were rapidly disappearing, and 
this is not only true of the main generating units, but 
also of the auxiliaries, for whereas, a few years ago, feed 
pumps were invariably of the plunger type, more modern 
machines are built on the centrifugal principle. 

There are now many feed pumps of this type in use, and 
some are driven by small steam turbines. But the modern 
internal-combustion engine threatens to spoil this simple 
State, and much as I admire the great ingenuity that 
has been exercised in the evolution of the latest exainples 
of oil engines, I have no particular desire to renew my 
acquaintance with prime movers having pistons, cylinders 
and crankshafts. I recognise perfectly well that my 
great appreciation of the turbine is the outcome of my 
environment, for I came into contact with the turbine soon 
after it commenced to establish itself in electrical power 
stations. It would be folly for any engineer to shut his eyee 
to the great economy of the modern internal-combustion 
engine in spite of its somewhat high capital cost. Not only 
is it highly economical as regards the actual fuel consumption 
whilst running, but it also scores heavily over steam and gas 
engines owing to the entire absence of stand-by losses. But 
even the strongest. advocates of the oil engine will admit 
that in order to secure reliability first-class attention is 
necessary. 

In a paper on the Diesel engine read before the Institu- 
tion of Electrical Engineers by Mr. Sowter, it is stated that 
90 per cent. of the troubles experienced in running are caused 
by the neglect of attendants. But taking into account the 
fact that a man who is thoroughly capable of running a 


If the system of firing were put 


Diesel engine can demand a good wage, Mr. Sowter esti- 
mates that the cost of labour on moderate size installations 
is substantially less than that of a steam plant. Having 
regard to the expense entailed in working a boiler house, 
there is probably a great deal of truth in the statement. 
Lastly, I may direct attention to the fact that we have 
arrived at a time when the problem of deciding which type 
of prime mover should be put down is sometimes difficult. 
In the early days of electric lighting stations steam engines 
were universally employed, but: to-day the engineer bas 
several distinct classes of prime movers to choose from. So 
far as generalisation is possible, it appears that turbines 
should be used when the employment of large units is 
desirable, whilst the oil engine's sphere of application is in 
connection with stations of small and moderate outputs. 


OUR LEGAL QUERY COLUMN. 


[ Questions addressed to this column should be written on one side 
` of the paper only.] 


“Т, S. F.“ writes :—" I shall be glad if you will kindly let me know 
whether it is legally essential to obtain the sanction of the owner 
of premises where it is proposed to lay a service. 

“ An opinion on the following matter would also be appreciated :— 
The service is laid into a consumer's premises, the premises not 
belonging to the consumer. The lines pass under land over which 
the consumer has a right-of-way for access to his premises. A sub- 
sequent owner of the land, for petty reasons, requests the removal 
of the service lines. Is he legally entitled to do this? 

“ As to the first question, a service cau only be laid on premises 
with the sanction of the owner or the occupier. If the occupier, 
being a tenant, has covenanted with his landlord not to allow a 
service to be laid, the landlord may have an action against him for 
breach of covenant, but the owner would not have any right of 
action against the supply authority. To any such action the 
authority could at once plead the leave and licence of the tenant. 
Sec 27 (1) of the schedule to the Electric Lighting (Clauses) Act, 
1899, clearly enables the authority to supply the owner or the 
occupier. = 

As to the second question, the fact that a consumer has a mere 
right-of-way over certain Jand does not entitle him to allow that 
land to be excavated for the purpose of laying service mains. In 
this instance it is conceived that the person who owned the fret hold 
could maintain an action for trespass against the authority for dis- 
turbing his land, and he could also sue for damages for trespass at 
any time within the period prescribed by the statute of limitation. 


Tanning by Electrolysis.— Electrochemistry is one of 
the most highly specialised branches of industry at the present 
time, and it touches many questions of mechanical and electrical 
design and construction and operation as closely as any department 
of applied science that can be named. Dr. L. A. Groth, K. G. V., a 
Swedish scientist of repute, domiciled in London, and & specialist in 
electrolytid matters, has for years devoted much time to researches 
and investigations in this connection, and we are informed that he 
has now obtained resulta of a surprising character, which he is 
demonstrating upon a commercial basis and which therefore deserve 
the fullest attention of those specially interested. 

A demonstration plant upon a commercial basis of Dr. Groth's 
system of tanning by electrolysis is now being erected at the tan 
yard of Mr. Columbus Smith, of Kidderminster, by the Kidder- 
minster and District Electric Lighting and Traction C», L'd., 
under the supervision of Dr. Groth. We may add that Messrs. 
Walder Bros. & Thompson, Ltd., of London, have acquired the 
exclusive rights to manufacture the instruments of Dr. Groth's 
special construction. | 

The great advantsge claimed for Dr. Groth's system is that a pure 
and strong tannage of heavy hides is effected in six weeks or less, 
as compared with many months by any ordinary process, whilst 
the quality of the leather produced has been pronounced to be 
extremely good. Dr. Groth has so successfully completed his 
system, that the application, regulation and recording of the elec- 
tric current is done by specially constructed controlling instru- 
ments and automatic indicatore, by means of which the current 
may be properly applied as easily as an ordinary electric lamp is 
switched on. By means of a safety device any injury to the hides 
and rkins or tanning liquors is entirely prevented. If an irregu- 
larity of any kind should occur, the indicators automatically and 
immediately notify this by ringing bella or lighting lamp: at the 
spot where it may bave happened, enabling the attendant to reotify 
the matter instantly and without difficulty. The tannage is 
thus made entirely automatic, requiring only the attendance of 
two lads during the whole tanning process. We understand that 
the cost of production is much less than on the ordinary system. 
As the current is used day &nd night, and the load factor is quite . 
90 per cent, the system should be of interest to electricity 
supply authorities. 
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NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED. 


Compiled expressly for this journal by Messrs. W. P. Тномрвок & Co., 
leotrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom ali inquiries should be addressed. 


95,796. ''Sparking plugs suitable for internal-combustion engines."  G. N. 
Нат. November ltith. 

25,8089. Fool-proof gravity starting panel or electrical machinery." W. Н. 
AsHBY дой J. HARGRRAYES. November llth. 

95,831. *'' Bleotrio meters and meter systems and relays adapted to control 
the same and for other purposes.“  BIEMENS  BCHUCKERTWERKE G. m. b. H. 
(Convention date, November liith, 1911, Germany.) November 116}. 
(Complete.) | 

W.846. Telegraph, telephone and like 
November lith. 

25, 881. Dleotromagnetio apparatus.” L. WRIOERT- STERN. November lith, 

95 896. “ Telephones.” P,.L.JzNsEN and E. 8. PainHAM. November llth, 
(Complete.) 

95,899. ‘Reproducing process and copying apparatus for use in conjunction 
therewith.” Hervert, B. Hervert and O. Jaun. (Convention date, 
December 81st, 1911, Austria.) November llth. (Complete.) 

26,909, '*Methol of and apparatus for annealing magnetic material.“ 
Вв чен THomson-Hovston Co., LTD. (General Electrio Co., United States.) 
November 11th. 

95,910, *'' Telephonie transmitters." E. A. Granas. November 11th. 


Кон: " Loud-speaking telephonic apparatus." Е, A. GRAHAM, November 
th. 


oables.“ A. J. BTUBBB. 


25,950. Magnetos." R.O. Harrer. November 12th. 


W, 966. Electric lighting of motor-cars and similar vehicles.” G. H. 
Вкїмикв. November 12th. 

25.976. '" Manufacture of objects from molybdenum.'" CHEMIscHE FABRIK 
vox HEYDEN Акт, Ges. (Convention date, June 19th, 1912, Germany.) Novem- 
ber 12th. (Complete) 

25.981. Multiple wire-drawing machines," F. W. Lx Tatu. (Soc. Anon. 
Trefileries et Laminoirs du Havre, Anciens Etablissements Lazare Weiller, 
Вос. Co-operative de Rugles et La Canalisation Electrique Reunis, France.) 
November 12th. (Complete.) 

25.982. Multiple wire-drawing machines.“ F. W. Lre Tarı. (Soc. Anon. 
Treflieries et Laminoirs du Havre, Anciens Etablissements Lazare Weiller, 
Воо. Co-operative de Rugles et La Canalisation Electrique Reunis, France.) 
November 19th. (Complete.) 

25 996. Combined mechanical lock and electrio circuit.breaker." ELECTRO- 
MOTOR EQUIPMENT Co., Lrp., and W. H. BRENNER. November 12th. 


% Incandescent electric lampholders.“ C. A. Mansy. November 
96 007. ''Automatio timing devices for magneto-electric ignition apparatus 
о 3 engines.“ B. Brooks and F. Н. Aston. November 

ta, . 

96,082. ‘Electric furnaces and process of operating the same.“ BRITISH 
F Co., LTD. (General Electric Co., United States.) November 

th. ~ 

96,094. "*''Flexible metallio covering for unarmoured electric cables and the 
like." Е, Н. Мовівт. November 13th. 

26,099. ''Telephonic transmitters," E. A. GRAHAM. November 18th. 

96,107. ''Telegraphy." H. W. Воіллтлн. November l4th. 
ете, " Electric lamp reflector." L. Pere and A. Bainp. 

th. 

26,149. Adjustable magnetio shunt for magneto indicators." BIRMENS 
Bros & Co., LTD. (Siemens 4 Halske Akt..Ges., Germany.) November 14th. 
(Complete.) А 

96,145. ''Electrically-controlled point-shifter." G. Davipson. November 
148. (Complete.) 

28.151. Magnetic separating machines." 
Davies. November 14th. 

26,156. “ Electric igniting means for gas burners," SovrH METROPOLITAN 
Gas (o. and J. M. SOMERVILLE. November l4th. 

96,168. ''Apparatus for taking radio-active measurements and determining 
the loss of the electric charge of insulated parts.“ C. D. HAEUSSLEB Уд, 
BuBGsTALL. November l4th. (Complete.) 

96,164. "'Apparatus for charging liquids and gases with radio-active 
emanation.” C. B. HaEUSSLER v.d. BUndRTALL. November l4th. (Complete.) 

26,165. ‘Electric electrode furnacos." JossixoronD MANUFACTURING Co. 
A/s. (Divided application on 8,193/12. April 4th. Convention date, April 4th, 
1911, Norway.) November 14th. (Complete.) 

96,109. ''Electrolytic cells," E. A. ALLEN and Н.І. ALLEN. November 14th. 
(Compltlete.) 

96.177. ‘Electrical machine." G. PraisawT. (Convention date, November 
Mth, 1911, France.) November 14th. (Complete.) 

96,186. “Incandescent electric lamps.“ J. T. Rosin. (Addition to 6,856/11.) 
November 14th. (Complete.) : 


26,194. ‘Striking mechanism for electric clocks." 
Farrow. November l4th. 

28.214. Terminal or other couplings for electric cables.” P. M. THOMPSON. 
(W. G. MoGregor, High Seas.) November 15th. 

26,228. “ Wiring electric trough reflectors.” H. G. Bennett, E. J. WiLsoN 
and A. Groves. November 15th. 

26.234, “Electrio tubular lampholders for trough reflectors.” H. G. 
Branett, E. J. WiLsox and A. Groves. November 15th. 

96.241 Moving coil electrical measuring and like instruments.” J. W. 
Recorp. November 15th. (Complete.) 


26,242. ''Moving coil electrical measuring and like instruments.” J. W. 
Rscosrp. November 15h. (Complete.) 


26.248. ''Gas, electric light and the like fittings.’ G. Номе and J. Воотв 
trading as 8. Booth & Co. November 15th. ae | 


November 


Н. H. THoxrsox and A. E. 


L. AsPREY and E. 


26,255. “ Method of and means for cleaning, electro-plating and finishing 


articles, more particularly small articles." G. P. M. Lxx and W. A. Brame. 
November 15th. | 


26,256. '' Electric heating devices for buildings and vehicles," T. J. Dic By. 
November 15th. 


26,287, '' Manufacture of ductile and malleable bodies of tungsten or mol yb. 
denum or their alloys, especially wires or filaments for electric incandescent 
lamps."  WezstINGHOUSE METALLPADEN GLUBLAMPENFABRIK Q.m b Н. (Ccn- 
vention date, November 20th, 1911, Austria.) November 15th. (Complete.) 


26 288. '' Metal filament carriers for electric incandescent lamps.“  Wrisr. 
INGHOUSE  METALLFADEN GLUHLAMPKENPABRIK G.m.b H. (Convention date, 
November 90th, 1911, Austria.) November 15th. (Complete.) 


20,289. '' Metal filaments for electric incandescent lamps.“ WESTINGHOUSE 
METALLPADEN GLUHLAMPENFABRIK G.m.b.H. (Convention date, November 
90th, 1911, Austria.) November 15th. (Complete.) 


26,295. '' Electric-magnetic track brakes.” MAGNRTBREMSEN G. m. b. H. 
(Convention date, January 9th, 1919, Germany.) November 15th. (Complete.) 


26,805. ''HBileoctrio transmission of signals.” Віғмкма Bros. & Co., LTD. 
(Siemens & Halske Akt.-Ges., Germany.) November 15th. (Complete.) 


96,906. “Bleotromagnetio perforation of strips in accordance with the 
depression of the keys of a keyboard for telegraphic or like үчүнө. 
SizmENs Bros. & Co., тр. (Siemens & Halske Akt.-Ges., Germany. отетп- 
ber 15th. (Complete.) 

96,809. ''Electrio secondary clocks." T. Ковнтои. November 15th. 

96.818. " Differential arc lamp with inclined converging electrodes.” 
Ковтімо & Matuizsen Axt.-Ges. (Convention date, r 9904, 1911, 
Germany.) November 16th. (Complete.) 

96,828. ''Electromagneto generator." W. P. Тномрвои. (Splitdorf Elec. 
trical Co., United States.) November 16sh. (Compiete.) 

26,837. Connection apparatus for electric círeuit conductors.” Т, E. 
Murray. (Divided application on 19,585, 1912, August 961. Convention date, 
February 9th, 1912, United States.) November 16th. (Complete.) 

26,898, "Magnetico compasses.” Ketvm & James У нтте, LTD., and J. Т. 
Воттоміву. November 16th. (Complete.) * 

26,344. ''Electrio railways.” W. B. Purvis and A. D. Grirman. November 
16th. (Complete.) : 

96,346. Apparatus for making insulating ropes or hoses." W. KonrfING. 
November 16th. ( Complete.) 

26,347. “Electric heating devices." M. ALBRECHT. 
(Complete.) 

96,951. ''Electrio relay apparatus." J. D. Taytor. (Convention date, July 
25th, 1912, United States.) November 16th. (Complete.) 
iuh nes „Electricity meters." W.HaMiLTOoM and FERRANTI, LTD, November 

th. 


November 16th. 


PUBLISHED SPECIFICATIONS. . 


Copies of any of the 1 in the following list may be obtained 
of Messrs. W. P. Тномркон & Co., 285, High Holborn, W. C., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


1811. 


ERN Batrery Lamps. C, V. A, Eley, 8,446. April 5th. (November 6th, 
911.) 


APPLICATION OF Rapi0-actrve PHENOMENA TO TELEPHONY. A. Vojen. 17,098. 
June 26th. (March 4th, 1911.) 


Exvecresc RAILwar Systems. K. E. Stuart. 18,998. August 241. (September 
9th, 1910.) 


BwiTCHING APPARATUS FOR INTERCONNECTING THE LINES OF AN AUTOMATIC TELS- 
PRONE Вүвзкм. Western Electio Co. (T«lepbon Apparat Fabrik E. 
Zwietusch & Co. Ges.) 21,259. September 26th. 


S8wiTcHING APPARATUS FOR INTERCONNFCTING THE Lines OF А BEM!-AUCTOMATIO 
TELEPHONE SysthM Western Electric Co. (Telephon Apparat Fabrik E. 
Zwietusch & Co., Ges.) 21, 60. September 26th. ; 


11 MACHINEN: Hon. C. A. Parsons and A. H. Law. $1,489. 
Beptember 29th. 


Devices ron ELECTRICALLY DRIVING PLANING AND OTHER LIKE RECIPROCATING 
MacHiNES, B. Wiesengrund. 98,689. October 96th. 


ELECTRICALLY-HEATED COOKING OVENS AND THE LIKE. A. F. Berry. 24,037. 
October 80th. 


PROTECTION OF FREDERS or ELxcTRICAL Distainution Systems. С. Н. Merz 
and P. F, Hunter. 24,0.0. October 80th. 


APPARATUS FOR ELECTRICALLY Ionitixne Gas. E W. Havers and Telephos 
Domest c and Street Lighting Co. 24,448. November frd. 


BATTERY RwiTcHes,. Е, C, R. Marks. (Siemens Schuckertwerke.) 94,460. 
November 3rd. 


ELscTrRic Ілонт Frrrißes. W. J. Hollick. 24,584. November 6th. 


METHOD AND APPARATUS FoR PRODUCING A Gasrous REACTION BY A SILENT 
DiscH4ARGE. British Thomson-Houston Co. (General Electric Co.) 97,951. 
December 12th. 


APPARATUS FOR PHOTOMETRICALLY TrsTing BURNERS FOR GAS OR ELECTRICITY, 
W. Gordon. 27,978. December 18th. 


FosiBLE Cur-ovrs ron Exvectrio Circuits. British Thomson-Houston Co, 
(General Electric Co.) 28,199. December 14th. 


PRopccrioN or ELECTRICAL OSCILLATIONS ADAPTED FOR WIRELESS TRANSMISSION, 


H. Heinicke and M. Jasper. £8,351. December 16th. 


Exvectnio AcTomatic BwiTCHGEARB. Crompton & Co. and J. G. Murray. 23,529, 
December 18th. 


1912. " 
ELEcTR!C CouPLINGS. H. Appenzeller. 4,8(8. February 20th. (Convention 
date not granted.) 


PacE.PRINTING TxLEGRAPH Receivers. P. Etienne, 4,081. February 28rd. 
(February 24th, 1911.) 


Process or MANUFACTURING NEGATIVE ELECTRODES FOR ALKALINE ACCUNU- 
LATORS. Svenska Ackumulator Aktiebolaget, Jungner. 5,646. March 6th. 
(March 7th, 1911.) + 


DyNAMO-XLECTRIC MacHiNES. M. M. Fouque and C. H. Ruelle. 6,090. March 11th. 


MEANS FOR THE TRANSMISSION OF SIGNALS, TELEGRAPHIC AND OTHER COMMURI- 
CATIONS, OVER HIGH-TENBION TRANSMISSION Lines. F.Giraud-Teulon. 6,441. 
March 15th. 


ELectromaGnets. A. Т. Dowell. 9,804. April $5th. 


TELEPHONE INDICATING AND METERING APPARATUS. H. von Laskowski. 19,939. 
June Ist. = 


` INDUCTION COTL OR TRANSFORMER FOR THE TRANSMISSION OF SPEECH. J. Simpson 


and R, simpson. 18,295. June 6th. 


мүн oe SgeLKcTIVE Evecrric Siona LTG. A. H. Nicholson. 18,480. 
une 7th. 


APPARATUS FOR SINGEING TFXTILE FABRICS BY MEANS OF AN ELECTRIC CURRENT. 
G. H. Gin. 18,805. Junel2th. (June 12th, 1911. Addition to ¢,856 of 1908.) 


MEANS FOR TELEPHONIC COMMUNICATION WITH Mom Caors. J. H. Reineke. 
19,102. August2Cth. (August 29th, 1911.) 


MEANS ron TELEPHONIO AND TELEGRAPHIC COMMUNICATION WITH Ming CAGES. 
J. H. Reineke. 19,108. Ar gust 20th, (Addition to 19,102 of 1913.) 


: ELECTRIC Furnaces. G. Massip. 19,172. August 21st. (August 22nd. 1911.) 


SWITCHING APPARATUS FOR INTERCOMNECTING THE LINES OF AN AUTOMATIC TELE- 
PHONE Sysiem. Western Electric Co (Telephon Apparat Fabrik E. 
Zwietugch & Co. Ges.) 20,943, 20,944, 20,945 and 20,946. September 18th. 
(Divided application on 21,259 of 1911. Beptember 26th ) 


TELEPHONE Systems. Western Electric Co. (Telephone Apparat Fabrik 
E. Zwietusch & Co., Ges.) 20,946. September lsth. (Divided application 
оп 21,260 of 1911. September 280th.) 


ErroTRICALLY-DRIVEN Crooks. W. H. Burgess. A, Oi. October th. (Divided 
application on 28,568 of 1911. October 25th.) 
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TERMINOLOGICAL INEXACTITUDE. 


WHEN Mr. James Swinburne talked to the Institution of 
Electrical Engineers, on December 4th, 1902, about the 
Presidential Address which he had written, he related that, 
wishing to find out what entropy was, he asked Lord Kelvin. 
The reply was, Well, entropy is a very bad name for it,” 
and that was all Lord Kelvin said about it. 

In Engineering for August 30th of this year, there was 
published an article entitled “ Meta-mechanics ; a Plea for 
Precision,” and, even at this late date, we commend 
this article to the notice of our readers. Its general 
trend is a protest against slackness of definition, 
especially on the part of those whose duty it is to 
instruct the rising generation. Such slackness is only too 
likely to cause a confusion of ideas which is exceedingly 
difficult to get rid of in after life. Yet the tendency towards 
slackness is as natural as the confusion to which it gives rise. 

The author of the article, who disguises himself under the 
title * An Old Millwright,” takes objection, in the first 
place, to all talk of transference of motion from one body to 
another. Motion is a condition, and so cannot have a 
concrete existence. It is a property of anything which is 
not at rest, and a property—of this kind at all events—cannot 
be transferred. | 

Ín explaining this kind of idea to studente, however, and 
showing, for instance, that when a billiard ball in motion 
runs against one which is at rest, the ball at rest moves 
and the moving one travels more slowly than before, a 
teacher is apt to seek for some homely and easily understood 
method of bring this notion home to his hearers. There are 
people who will not believe in any measurement that cannot 
be made with a pint pot. What is easier, then, than to 
represent what actually happens as the pouring of a portion 
of the motion of the-moving ball into the one which is at 
rest? The fact is, that it is the dodging of difficulties 
instead of clearing them resolutely out of the road that is 
responsible for most of the ills which our understandings con- 
tract and suffer from. Our understandings are not heirs to 
such ills, although the expression comes naturally to the 
pen. Tobe heir to anything implies a right to its poesession 
and an obligation to take up the duties attached to the 
possession of the estate. There is no obligation on anyone 
to take up foggy notions and try to make the best of them, 
and the student who does so is laying up ashes and dust 
instead of treasure in heaven. The word “student” in 
this connection includes not only the young man at college, 
but any engineer who still finds, as all ought to find, con- 
tinued interest in the work which he is called upon to do ; 
and who, while thankful for the mercies of the past, is 
anxious to see what to-day and to-morrow have in store, 
instead of wishing to live yesterday over again. 

Let all such students, then, make up their minds to fight 
their difficulties and conquer them. Let them walk over 
the Hill HEU. instead of travelling by the level paths 


[897] 


EEUU aaO" за 


8098 


THE ELECTRICAL REVIEW. 


[Vol 71. No. 1,828, DECEMBER 6, 1912. 


— .—— (D ——— Á— €—— —  —— — — 


which seem to be inviting them to circumvent it. The 
parallel holds good to the end, for one path led into a great 
wood—the wood of confusion of thought—and the other led 
into dark mountains, where the traveller stumbled and fell. 

The writer of the article in question expressly states that 
he does not wish to appear pedantic ; if it were not for this 
statement we should be inclined to think that occasionally 
he was striving after a meticulous and undesirable precision 
of expression which would leave one no latitude at all, and 
for the full carrying-out of which life itself would be too 
short. There can be no doubt, however, tbat it is well 
for all workers and thinkers, in whatever province of 
learning they may be engaged, to halt and take stock of their 
position. Those who read the article will in all pro- 
bability be induced thereby to try to remove as many as 
possible of the weeds which thrive among their ideas, 
and to appreciate that there is a science of meta- 
mechanics, as there is one of metaphysics. It is “that 
which is beyond mechanics,” as metaphysics is that which is 
beyond physics. It is only by looking beyond, in this way, 
that progress can be made, and it will ultimately be found 
that the series will converge, and that all the separate 
sciences, branches of learning, and subjects requiring under- 
standing, will find their finalsolution in one great and supreme 
Mind. 

But we are allowing ourselves io get beyond the province 
of a technical journal. Let us conclude by borrowing the 
concluding words of our author's plea for precision : “ In the 
meantime, let everyone deal with facts as he finds them, 
making sure that he understands them, and not misleading 
himself or others by inventing explanations, however plaus- 
ible, of the non-existent.” 


— — 


DEPARTMENTAL METHODS. 


DURING the last few years employers of labour have gradually 
become accustomed to finding the Government ranged on the 
side of Labour in every trade dispute. So long as this 
formidable ally of the Trade Union comes out into the open, 
there is little to complain of. It is of the essence of party 
government that Ministers in power should actively support 
those who have put the reins of office into their hands. If 
the Trade Union is encouraged by Act of Parliament, or 
assisted by Government intervention in a dispute which may 
be pending, that is one thing; the employer at least has a 
visible foe to combat; but when a Government or a 
department seeks to bring pressure on employers by round- 
about methods—to use an inoffensive adjective—the case is 
very different. 

An example of such methods has recently been brought to 
light. In 1911 a strike for a 50 hours’ weck was forced by 
the London Society of Compositors. This was while a con- 
ference was pending as to hours. The conference resulted 
in an agreement for 51 hours for the whole country outside 
London, the London Unions having broken away from the 
other Unions and called their men out. The London houses 
eventually conceded the 50 hours temporarily, pending an 
agreement between the Master Printers’ Association and the 
Unions. No such agreement and no settlement has ever 
been arrived at. Two-thirds of the London printing 
houses are non-society houses, nearly all of which work more 
than 50 hours, and half the workpeople returned are working 
more than 50 hours per week. 

The parties being thus in negotiation, the Government in 
July last invited employers in the printing and book-bind- 
ing trades to furnish a return as to the weekly hours of 
labour. This was to “be regarded as hitherto as strictly 
confidential, and will be used only in the compilation of 
general statistical results.” 

Having got the necessary information by this means, the 
time arrived for Mr. Masterman to act, und on October 
29th he announced that unless firms tendering for and 
undertaking Government printing would at once agree to 
reduce hours to 50 by January, 1918, they would no 
longer be regarded as qualified to contract. 

Discussion in the House of Commons has elicited that this 
decision was arrived at because 50 hours was the period of 
employment predominating. Yet the Fair Wages Clause 


provides for an adjustment in accordance with the hours 
prevailing among good employers. It seems that according 
to the strange arithmetic of the present Government, the 
hours worked by 46 per cent. and 45 per cent. of the 
principal classes of men, the compositors and machine men, 
in some of the largest, best conducted and most important 
houses in the trade, are not “ hours prevailing among good 
employers.” ; 

The results of the action of the Government in this matter 
are far-reaching. If 50 hours is declared to be the standard 
in houses which are doing work under Government contracts, 
how shall it ever be exceeded in any other house ? 

[t is small wonder that the Master Printers’ and Allied 
'Trades Association should have passed a resolution protesting 
against this unprecedented and arbitrary action of the 
Government in intervening in the printing trade dispute. 
No such intervention was proper until after a full and 
impartial inquiry. 

It only remains, as it seems to us, for the printing trade to 
hang together, and this unwarrantable move on the part of 
the Government can be checkmated. An example has 
recently been afforded by the action of the medical profes- 
sion of the use of legitimate and effective methods of bringing 
pressure to bear upon a member of the Government. Could 
the printing world boast a similar unanimity, equally 
gratifying results could be attained. 


lur recent shuffle in ownership of 

ревер и. London tube. tramway and omnibus 
evelopments. undertakings has naturally attracted con- 
siderable attention in the daily Press, and many and various 
surmises have been made by different writers as to the 
causes and effects of the recent amalgamations. Thus, a 
correspondent in the Morniny Post refers to the fresh com- 
petition possibilities created, the Speyer lines with their 
tramways and ‘buses being arrayed against the Metro- 
politan, Great Northern and City group, behind which 
stand the (Great Western and Great Central Railways, as 
joint owners of some portions of the Metropolitan lines ; 
in view of this dependence of the latter railway, it is 
considered certain that the former railways would oppose any 
scheme for the acquisition of the Metropolitan. The future 
of the Great Northern and City, when physically connected 
to the Metropolitan, is also a matter for speculation ; the 
Stundard points out that an extension of this line north- 
wards in competition with the Great Northern is prevented 
by agreement, but that in other directions there is scope for 
extension by its new owners, who have already notified their 
intention of prolonging the line citywards to the Bank, with 
a view to tapping the Waterloo and City railway traffic. 


Behind this there is the obvious suggestion that the Metro- 


politan and its big partners, in acquiring the Great Northern 
and City line, had far more in view than a link to Finsbury 
Park. 

With regard to the Underground Co., which is purely a 
holding concern, and the railway, tramway and omnibus 
undertakings which it now controls, a writer in the Daily 
Teleyraph considers the tramway combination the most 
interesting and significant part of the recent deal, and asks 
whether it means that the Speyer group has had enough of 
tramways, and is going to let somebody else give them a 
trial. The experience of the London United Tramways has 
not been a particularly happy one, and there are more 
promising ventures on hand at the present time. Under the 
new scheme the management of these tramways passes from 
Underground control to that of the Metropolitan Electric 
Tramways, while the bus subsidiary of the latter—the 
Tramways (M.E.T.) Omnibus Co.— passes under the manage- 
ment of the London General Omnibus Co., the earnings of 
the combined concern being shared with the two companies. 

The amalgamated tramweys will be known as the London 
and Suburban Traction Co., and the fact that the British 
Electric Traction Co. (from its holding in the Metropolitan 
Tramways) will be very largely interested in the new concern, 
leads to а suggestion by the Daily News that the opening 
up of closer relations between the B.E.T. is a possible 
development, while a Times correspondent infers that some 
of the provincial undertakings of the latter may be worth 
making a bid for. 


o ͤ— ————..— — ESI SSS ET PI — EE несе | 


Vol. 71. No. 1.828. Онскмв=н 6. 1912.] 


THE ELECTRICAL REVIEW. 


899 


With regard to the further two railways —the Central 
London and City and South London Railways —which will 
now be added to the Underground traction system, the 
former, if anticipations are correct, will greatly benefit in 
traffic by the linking- up of its Shepherd's Bush terminus 
with the Great Western line at Ealing, and its position 
will be further strengthened when the much-talked-of 
Thames Valley extension matures. The latter, it was generally 
understood, would be competitive with the South-Western 
lines in the same area; at any rate, it obtained local 
support on that hypothesis, but, judging by the 
recent notice given by the Central London Co. of its 
application for powers to build a line from Shepherd’s Bush 
to Gunnersbury on the South-Western line, an under- 
standing or an alliance appears to have been arranged 
which will not lead to the anticipated competition. 

The original proposals have, however. served a good 
purpose if they are responsible for the recent announcement 
by the South-Western Co., of its intention to electrify the 
Kingston and Hounslow loop lines, and the Shepperton and 
Hampton Court lines, within two years. 

The City and South London line, as our readers are aware, 
is to be modernised by its new controllers, that is to say, it 
will be reconstructed and re-equipped presumably on similar 
lines to the London Electric tube railways, and this is 
expected to take three years to complete. Rumour has it 
that this line will be physically connected with the Hamp- 
stead Tube (which is to be extended to Edgware), and 
that it may be extended towards Balham and Tooting, 
south of the Thames, thus giving another north and south 
route. 

The District, another member of the group, has announced its 
intention, apparently, of absorbing the authorised Wimbledon 
and Sutton railway, and of constructing this line, which will tap 
a preserve of the Brighton Co., and may thus lead to further 
electrification by that company. Lastly, as it will be gathered 
that this amalgamation of interests all tends to the unified 
control of London traffic, much speculation naturally 
exists as to the future of ће L. C. C. tramways when, and if, 
competition becomes more pronounced than at present. 
One writer regards as a plausible contingency the purchase 
by the Council of the joint system of the new tramway 
group, and it must be remembered that joint services are 
at present worked by the Council and the Metropolitan 
Tramways Co. 


THE paper by Mr. J. S. Peck, which 
was read at the Institution of Electrical 
Engineers on November 28th, and is 
abstracted elsewhere in this issue, is note- 
worthy for several reasons. The first is that the author 
appears to have condensed into so short a space that it is 
difficult to summarise it any further, all the information 
available on this important subject. If, however, it were 
possible further to condense it, Mr. Peck himself did so in 
the admirable little speech with which he introduced it to the 
meeting. We have often urged that papers should be dis- 
tributed to members in advance and introduced briefly at 
the meeting by the authors, and the excellence of this plan 
was well illustrated on this occasion. It may have appeared 
to some that practice was already so standardised, so cut- 
and-dried, that it would not be easy to impart any interest 
to the subject ; but without intruding his own views too 
dogmatically, Mr. Peck has contrived to present the question 
in all its bearings, as it appears to him, and the widespread 
interest taken in the matter is evidenced by the fact that 
before the paper was read in London it had already been 
discussed by the members of the Local Sections of Man- 
chester and Birmingham. It will also be discussed at 
Newcastle. 


The Earthing 
of the 
Neutral. 


An interesting discussion took place, and we noticed with 


considerable pleasure the complete absence of a tone which 
prevailed some time ago, and which we may indicate by this 
sort of opening :—“ I have not had time to read the paper 


myself, but if there is one individual in the whole of the 
electrical profession and industry who is abysmally ignorant 
of this particular question, it is the author of this paper ; and 
whatever he does know, I taught him." Members who are 
not familiar with the contents of a paper, but who 
nevertheless presume to discuss it, are guilty of a grave 
discourtesy towards their fellow-members, and especially to 
the author. 

Mr. Brazil suggested that it was desirable to insert 
between the neutral and earth a resistance with & negative 
temperature coefficient, and described one which was cheaply 
constructed, and which had been in use for a number of 
years, carbon powder being the principal constituent. “опе 
years ago the British Thomson-Houston Co. used cylindrical 
resistances composed of a mixture of carbon and clay, in 
connection with spark-gaps used for minimising the effect of 
surges on the lines. ‘This mixture had a negative tempera- 
ture coefficient, and we should scarcely have thought that 
there was anything very novel in the idea. Mr. Brazil's 
design is more adaptable, perhaps, and certainly is in- 
expensive. я 

Mr. Partridge pointed out ће desirability of providing 
a definite metallic path back to the generators, when the 
outer of a high-tension cable is earthed at the station, and 
the middle point of the transformer secondary is earthed at 
the sub-station. If a spark-gap is provided at the distant 
end of the high-tension line, between the outer and earth, 
then, in the event of a connection between the primary and 
the secondary of the transformer, there will be a metallic 
return „% the spark-gap, obviating the necessity which 
would otherwise exist of a considerable flow of current 
through the earth to the station. The fact that Mr. 
Partridge, following the single-phase practice, earths one 
phas» of his three-phase system throughout, and has had no 
trouble therefrom, is very interesting. 

Of course Mr. Peck considers pressures of all magnitudes, 
and it was a sign of the times to hear him speak of 2,000 
and 5,000 volts as low voltage." It requires more than 
this, however, to justify Mr. Edgcumbe's animadversions 
on electrostatic voltmeters. Twelve years ago we were 
familiar with many examples of such instruments in use on 
ordinary low-tension circuits, and on circuits of 2,000 volts— 
and that was about as high as could readily be found in the 
United Kingdom at that time. We, therefore, fail to find 
justification for Mr. Edgcumbe's statement that 12 years 
ago electrostatic voltmeters were so unreliable.as to be practi- 
cally useless. Moreover, it is within our knowledge that in 
German practice of the last two or three years, the vogue of 
streaks of lightning, and skulls and crossbones, to which he 
referred, has ceased. 

Mr. Trotter, who had already spoken at one of the 
sectional meetings, spoke again from the point of view of 
the safety of the public. We cannot agree with Mr. Peck 
that having the system entirely insulated obviates danger to 
human life, or even minimises it to any great extent. To 
run with one phase-wire earthed, as Mr. Chamen suggested, 
is much worse, from this point of view, than to run with an 
earthed neutral. But, after all, everyone knows that the 
live wires are dangerous, and it is only a question of degree. 
We remember that at a meeting held in Glasgow in 1901, 
cowcerned with railway work, Mr. Alexander Siemens said 


- that he would have no notices of danger, but rather, You 


may touch everything; it is perfectly safe." This can 
never be the case with live cables, and we are quite against 
any attempt to try to make them safe, except by treating 
them as dangerous, and taking all proper precautions. We 
are reminded of the arguments“ that used to be used in 


_. favour of insulating the frames of motors. 


Our general impression of the evening’s work was that 
while in most cases it is advisable to earth the neutral, yet 
local conditions must influence the matter considerably ; and 
we think that engineers who are in charge of undertakings 
in which this system is used are, as a rule, fully alive to 
the necessities of the situation. A significant remark was 
let fall by Mr. Trotter with reference to overhead mains— 
namely, that the adoption of these would be facilitated in 
districts where they are not at present permitted, if the 
neutral point were earthed through a resistance and a trip 
coil cutting off the mains at a low current. | 
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ELECTRIC TRAVELLERS. 


make a total of seven motors on one crane, ie., three on each 
crab, and one longitudinal traverse motor which is fitted to 
the main girder. To supply current to thé motors on the crabs, 


TRAVELLING cranes are as a general rule fitted with three or collectors are fitted under the crab and make connection 
more motors. If three are employed, the first is for hoist- with the motor leads by sliding contact. These collectors 


ing, the second for cross 
dinal motion. 

Supposing it to be a 
four-motor crane, the 
arrangement is, first, 
for main hoisting ; 


secondly, for auxiliary 


hoisting ; thirdly, for 
cross traverse; and 
fourthly. for longi- 
tudinal motion. 

The main hoist motor 
is geared to the large 
barrel of the crab. and 
is used for ponderous 
work. The gearing of 
this barrel is often 
arranged to allow two 
speeds by the move- 
ment of a lever, which 
can be operated from 
the cab of the crane. 
The auxiliary motor is 
geared to a smaller 
barrel, and lifts the 
lighter loads or assists 
the main hoist, being 
entirely separate from 
other parts of the crab 
as far as gearing is con- 
cerned. The cross 
traverse motor is also 
fitted on the crab, and 
is geared to the wheels 
which carry the crab 
along the girders. The 
longitudinal motion 
motor is fitted to the 
centre of the main girder. 
Frequently two crabs 
are erected ou one pair 
of girders, which would 
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motor leads are generally placed along the inside of both the 
main girders, and are of copper wire of sufficient carrying 
capacity. "They are drawn tight on insulators which are 
fixed on brackets at each end of the main girders. 

The current employed may be alternating or direct; in 
the former case it is generally three-phase. The best 
arrangement for three-phase motors is to have a common 
line for one stator cable from each motor, thus saving both 
copper and space. 

..  Drrect-CuRRENT CRANES. 


The motors used on direct-current cranes are series wound, 
and are controlled by dry or liquid controllers. There are 
four cables from each motor, which, in the case of main hoist 
and cross-tra verse, are connected to the motor leads as 
follows :— 


Hoist Field. Cross-traverse Field. 
motor ў motor a 
on Armature. on Armature, 
cage side f L. T. side. " 


The field or armature circuit is broken by an overwinding 
switch and brake solenoid. It is immaterial whether the 
solenoid and overwinding switch are placed in the armature 
or field circuit, as one operates in conjunction with the 
other. The above arrangement is shown in diagram on 
the opposite page for a two-motor crab, but in case an 
auxiliary motor is added, the motor leads would be :— 


Hoist field. Auxiliary armature. 

Cage н armature I. T.] Cross-traverse field. 

zide » y | side э n Yo 
Auxiliary field. We 7 Ty armature. 


This arrangement balances the number of motor-leads on 
the inside of each girder. | 
The longitudinal traverse motor being stationary’on the 
crane, enables the cables to be fixed along the platform of 
the crane, and straight to the switchboard and controllers 
in the driving cage. The drawings will show the connections 
of the main leads which supply current to the crane. 


ALTERNATING-CURRENT CRANES. 


A systematic arrangement of the motor-leads is necessary. 
The six motor-leads on the longitudinal side of the crane are 
connected to the main hoist motor. This will be seen from 
the drawing, but it will be noticed that the top lead is made 
common to both. The arrangement of the cables to the 
motor-leads is as follows :— | 

Longitudinal Side of Traveller.—Hoist and cross-traverse 
stator No. 1; hoist stator No. 2; hoist stator No. 3; hoist 
rotor No. 1; hoist rotor No. 2; hoist rotor No. 3. 

Then having arranged that the cross-traverse stator No. 1 
is connected on the same motor-lead as hoist stator No. 1, the 
other cables from the cross-traverse motor are arranged :— 
Cross-traverse stator No. 2; cross-traverse stator No. 3; 
cross-traverse rotor No. 1; cross-traverse rotor No. 2 ; cross- 
traverse rotor No. 3. 


An overwinding switch is fitted in circuit with two phases 


of the stator of the hoist motor, and is automatic, so that when 
the hoisting block is wound too high, the stator circuit is 
broken, and a possible disaster averted. This action also 
takes place when the hoisting block is run tog low. 

Also there is fitted on the crab a magnetic brake solenoid, 

the connections being taken from the second and third stator 
connections of the main hoist motor, When current is on 
the main hoist motor this solenoid lifts the brake off, but 
the brake is always on when no current ison the motor. The 
accompanying drawing will make clear the connections for 
the overwinding switch and the brake solenoid and also the 
connections to the collectors.— S. A. K. 


— a a 


What is Coming in China,—As bearing upon the vast 


requirements of China in the near future, a German journal, quot- 


ing & Far Eastern report, says that Dr. Sun Yat Sen, chairman of . 


the Commission of inquiry into the construction of Chinese rail- 
bir in has prepared & scheme for the building of 62,000 miles of 
railways within ten years, at an estimated expenditure of over 
£23,000,000. The money required for work during the first five 
years would have to be obtained abroad; after that period, it is 
considered, receipts from operating lines would, together with the 
money that could be raised in China, enable the construotion of the 
other lines to be proceeded with. 


THE COMMERCIAL DEVELOPMENT OF 
| ELECTRICITY SUPPLY. 


I.—Pusuicrry METHODS. 


Омрев this heading it is proposed to deal with measures for 
effectively placing before the general public the advantages 
and latest applications of electricity. There is no intention 
of considering methods whereby the doings of any particular 
individuals may be chronicled in the technical Press, or 
certain undertakings placed prominently before the industry 
generally; such objects may be ШАШЫП by big drum tactics 
not within the scope of this article. However sweet the 
uses of self-advertisement, little benefit accrues to the 
industry at large, and it behoves all whose connection with 
electricity supply is of moment to work together whole 
heartedly and loyally for development on broad lines. 

In spite of the fact that many undertakings have been in 
operation for upwards of 20 years, there still exists on the 
part of the general public stupendous ignorance and monu- 
mental misconception of the ordinary commercial uses of 
electricity, and the removal of these obstructions to progress 
must now be seriously taken in hand. It is still the rule 
rather than the exception, for the average non-consumer to 
regard electricity as necessarily expensive and the service 
unreliable. The basis of such an opinion is of course sheer 
ignorance, which must be dispelled by real spade work. 

Another point which must be driven home to laymen is 
that electricity in addition to not being а luxury, must be 
regarded as an every-day necessity on the grounds of 
economy, health and saving of labour, and that it can be 
operated more easily and safely than other systems with 
which, owing to long acquaintance, they are thoroughly 
familiar. The investing of electricity supply with the 
mysterious may add to the importance of junior members of 
staffs, but it has a serious retarding effect on progress. 

Lack of expansion may also be attributed to the attitude 
adopted in some quarters whereby electricity supply under- 
takings have been regarded as the monopoly of professional 
men who, by strict observance of the rules of hide-bound 
etiquette and tradition, have preserved their escutcheon 
unsullied by cold-blooded commércialism. Such an academic 
attitude is quite appropriate in the case of the occupant of a 
professorial chair at a university, but in the business world 
the position is untenable. | 

In considering the elimination of the reactionary and obso- 
lete methods which have hitherto been in vogue, it is quite 
possible that susceptibilities may be wounded, but it will 
certainly be to the ultimate advantage of the industry 
thoroughly to adjust various myopic and astigmatic defects 
previously existing in administrative vision, so that the 
position may be viewed in true perspective. 

Throughout the business world, which does not up to the 
present appear to have included the electricity supply 
industry, strenuous efforts are devoted to obtaining and 
retaining the interest of the purchasing publie, and the 
co-operation of specialists who can materially assist in 
achieving those objects is eagerly sought, and suitably 
acknowledged, as it is recognised that their efforts have a 
distinct influence in augmenting financial returns, As the 
mountain exemplified in the general public has not evinced 
any particulerly keen inclination to approach the electrical 
Mahomet, it is now necessary for Mahomet to take the 
quickest and most direct route to the mountain. un" 

It may be 4hat the criticism expressed will be considered 
in many quarters as too canstic, and tending to exaggerate 
the gravity of the situation, but no useful purpose can be 
served by continuing to live in a fool's paradise, or, ogtrich 
like, persuading ourselves that disaster may be averted by 
inserting the head in the sand of nonchalance. Disquieting 
symptoms may continue to be ignored for & littie while, but 
if the circulation of the blood of the industry is to be per- 
manently aroused from its stagnant condition, remedies, 
however unpalatable, must be applied for the benefit of the 
whole body. | 

Most undertakings have in the past been able to proudly 
draw attention to a normal annual increase in connections 
and revenue, and have regarded such returns with great 
self-satisfaction, conscientiously believing that all that was 

D 


902 


THE. ELECTRICAL REVIEW. (Vol 71. No 108, Раскивка 6, 1912. 


possible had been done to develop business, Without wish- 


ing to belittle such achievements, it must, however, be con- 
ceded that for many years new customers belonged to the 
upper classes, to whom the expense of installation was not 
of serious consequence, and who wonld in any case use elec- 
tricity as it became the vogue. Supply authorities have, 
therefore, becn content iu tbe knowledge that supply had 
been given.to light the largest. and wealthiest establishments 
within their.territory; maintaining stolid indifference to the 
enormous possibilities of business in the lower strata . of- 
society. The lower middle, and even humbler, classes provide 
the bulk of the revenue for wideawake gas companies, and 
as electricity, supply authorities have practically skimmed off 
the cream of the business in nearly every instance, whatever 
further progress is made must be largely in connection with 
the smaller consumer. This latter problem, however, cannot 
be tagkled without thorough organisation, which has up to 
the present been non-existent. There still exists a great 
field for further use of current for power purposes, and in 
regard to heating and cooking, very little of value has been 
attempted. „ a a КЕ - 

With so much to strive for, in the face of strennous com- 
petition, the futility of further somnolence must be apparent. 
Treating the prospective consumer with indifference and 
platitude will not meet the case, and sound publicity schemes 
must be established. Efforts must be made, and not 
of the hesitating, intermittent or spasmodic order, and the 
organisation of the business-getting machinery must ensure 
that all parts work smoothly and in unison. In the first 
place, it is necessary to arrest the attention of the public, 
and, having done so, to proceed tointerest them. When the 
intelligent interest has been obtained, demonstration and. 
facts in support;of the claims of electricity should be given. 
In this sequence the activities of publicity departments. 
should ultimately result in increase of business. Considera- 
tion of the. equipment of the department whereby the fore- 
going object may be achieved, might be now given. The. 
main weapon in the armoury should be advertisements, 
Press notices, literary matter, canvassing, and demonstration, 
which might be amplified or supported by other means 
according to special circumstances or requirements. 
Adverlisements.— Advertising announcements are recog- 
nised media for attracting general attention, and may 
take the form of posters оп hoerdings, Press 
advertisements, &c. The subject matter for these 
should always be drawn up in good taste, and preferably 
in simple and telling form. These announcements 
should also be devoid of irrelevant or contentious details, 
and if reference to competitors must be made, remarks of an 
offensive nature should be avoided, as abuse cannot be 
regarded as sound argument. Discrimination should be 
exercised in respect to the publication of advertisements, 
particularly with due regard to the season of the year, special 
local circumstances, and the system under which such 
announcements will be followed up. 

Permanent notices might also be fixed on street lamp 
standards,.public conveniences, and tramcars where suitable 
arrangements can conveniently be made, and as. is already the 
practice in many districte, on prominent buildings in course 
of construction. Jointers’ trucks and all vehicles in use by 
supply authorities might also be pressed into the service, and 
no doubt many other opportunities will occur as a result 
of local conditions. | 
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Press Notices.—It should not be a matter of great diffi- - 


culty to enlist the good offices of. the local Press, more 
especially if the advertisement columns of the néwspapers 
in question are judiciously supported. Editors often find 
a bright, . well-written article acceptable, and it is quite 


possible to describe - suitably the various uses of elec- · 


tricity in such a way as to make the article of general 
interest. Special local installations might be written up, 
more particularly where buildings are ancient pr have special 
local interest. . Reports of the opening of new, business pre- 
mises or public buildings present an opportunity for some 
mention of electricity, and an occasional paragraph describ- 
ing -novel inventions or improvements might also find 
favour. 

Lileruture.— The contention. may be raised that the 
industry is already burdened with a surfeit of literature. In 
a sense this is correct, as a large amount of printers’ ink has 


been applied to an immense area of paper, and disposed of 


with no very appreciable benefit. The great mistake has 
been: made of persistently generalising. It must be dis 
tinctly and prominently borne in mind that the greater part 
of the field now available for activity is composed of that 
section of the community to whom the question of cost is 
all-important, and however desirable, convenient, «c., the 
service of electricity is stated to be in grandiloquent 
pamphlets and circulars, little headway will be made unlegs 
it is possible to obtain an intelligent, oonception of the cost 
of operation. Thoroughly acquainted with the performance 
of older methods, the cost of which is within their 
means, such people cannot afford to incur unknown ex- 
pense, and therefore require some more convincing infor- 
mation than a coloured picture and laudatory letterpress in 
general terms. Such literature is useful up toa point for 
introductory purposes, but beyond that something is required 
with a bite in it. | 2 

The gradation of literature also requires attention. To 
send to the occupant of a £25 or £30 house a pamphlet 
illustrated with views of rooms in a wealthy establishment 
replete with every evidence of luxury is absurd, and 
tends to sustain the deep rooted impression that elec- 
tricity is intended for the service of the rich only. Similarly 
it would be almost equally inappropriate to send to the 
owner of a lordly mansion details of the equipment of a 
small artisan’s dwelling. | pa 

Testimonials from satisfied consumers carry great weight, 
and the embodiment of a selection in pamphlets, &c., has 
а very convincing effect. In regard to power, a ‘few 
illustrations and costs of local installations would be more 
effective than comic pictures by even eminent artists. 
Broadcast and indiscriminate distribution of literature is 
really qf little avail, and amounts to extravagance. Literary 
matter should be carefully compiled, or judiciously selected, 
and the distribution should be systematic and timely. 

Canvassing.—This little understood, but what might be 
eminently efficient, branch of the service should receive 
really serious attention. At present canvassing operations 
are not universal, and where employed are in many cases not 
properly organised. The canvasser is regarded generally as а 
tout, and little interest is taken in his welfare. As long as 
his returns are maintained, his qualifications and methods 
of obtaining business are not inquired into too closely, but 
should returns fall, whether from causes beyond his control 
or not, his services are dispensed with. The influence which 
а good canvassing staff can bring to bear on the fortunes of 
an electric supply undertaking is great, but until this fact is 
generally realised, and the occupation placed on a more 
dignified footing, the right class of men will not bé attracted 
to the service. 9 

Men of good education and address, with a sound practical 
knowledge of installation details are required, and should be 
regarded as responsible representatives of publicity depart- 
ments. It is essential to success that members of the 
canvassing staffs should be accorded a good reception by pro- 
spective consumers, and they should be in a position to 
handle business on behalf of their department. Although 
the ranks of canvassers are stiffened by a leaven of qualified. 
men at the present time, a large percentage are men totally 
unfitted for the work. Indifferent clerks and nonentities 
are at present endeavouring to cope with requirements with 
small success, and to the detriment of the industry. | 

The labours of an efficient canvassing staff should receive 
the systematic assistance of literary and Press work, and energy 
should not be wasted in disjointed operations. It is dis- 
heartening for a man to feel that he has no backing, and is 
expected to wait on doorsteps until applications are signed, 
and to go to the length of inserting his foot between the door 
and its frame when an attempt is made to stem the flow of 
his eloquence. It is radically wrong to compel him to make 
himself an unmitigated nuisance in order to obtain business. 
Misrepresentation of facts is also condoned should an appli- 
cation be thereby obtained, and on receipt of complaints 
from the subsequent consumer, apologies are offered from 
headquarters, pointing out that the man ів “only a can- 
vasser." This state of affairs must be remedied with the 
advent of the broader policy, and serious consideration given 
to the proper training of the canvasser. | 5 

Demonstration.—The value of efficient demonstration 


a 
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should, by this time, be universally admitted and recognised 
by the electricity supply industry, and should be conducted 
either by means of periodical exhibitions or permanent show- 
rooms. The course to be.adopted would be governed, to a 
great. extent, by local circumstances; but if possible to 
establish it, the showroom is more valuable. In either case, 
efficient attendants should be engaged, and the duplication 
of exhibits shonld be avoided. It should also be distinctly 
understood that pyramids of distribution boards, switches, 
lampholders, &c., are uninteresting, and that only useful 
apparatus should be shown, and that in actual operation. 

In the case of a periodical exhibition, attention should be 
carefully given to the inclusion of all details calculated to 
enhance the comfort and interest of visitors. Cookery 
demonstrations and lectures are always an attraction, and 
lectures on other operations might also be included, possibly 
illustrated with lantern slides or moving pictures. Press 
announcements and advertisements should appear well in 
advance, and during the exhibition a great amount of infor- 
mation should be collected for following-up purposes. 

The establishment, of the permanent showroom requires 
even more careful consideration. "The furnishing and equip- 
ment should be carried out, if possible, on distinctive lines. The 
interior should be of inviting appearance, and examples of 
the latest type of apparatus should be obtained for demon- 
stration purposes as soon as available. "The staff should be 
selected with care and fully qualified to deal thoroughly 
with the various types of humanity which will favour the 
showrooms with visits. Well-chosen announcements and a 
selection of apparatus may be shown in the window front 
if this exists, but the wisdom of window demonstrations is 
uncertain, as they often result in the attraction of street 
urchins, who may crowd round for hours at a time and 
obstruct the view of the potential consumer. "Tbe showroom 
should preferably be located at the headquarters of the 
"Publicity Department and thus render the’ organisation as 
efficient as possible. ; | 

The remarks under the foregoing headings do no more 
than treat the subject superficially, as it is quite impossible 
to deal with the matter exhaustively within the scope of a 
short article. It is, however, probable that the case has 
been sufficiently stated to cause those responsible for the 
destinies of electricity departments to consider seriously the 
question of publicity organisation. 


CORRESPONDENCE. 

Letters received by «s after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their, communi- 
cations at the earliest possible moment. Mo letter can be published 
unless we have the writer's name and address in owr postession, 


| The Official Balance. 

Referring to *'Representative's" letter re the above- 
named article, the writer feels that a few remarks in reply 
will not be amiss. | 

The airy way in which “ Representative refers to the 
article as likely to afford amusing reading, conclusively 
proves that he fails to realise what the job in question 
entailed. Just a damp motor requiring drying out. How 
very simple! Had this been as simple as it sounds the 
article. would never have been written. | 

The writer cannot quite see what leads Representative 
to think that it was the writer's first experience of ship 
work. The writer has had 16 years of it, three of mercantile 
and 13 of Admiralty work, during which time he has had 
through his hands electric gear for 45 of H.M. ships—not a 
bad experience. Representative's suggestions re packing, 
receiving, and getting gear under cover, &c., are, no doubt, 
well meant, ibut the writer is quite alive to the need and duly 
takes all the precautions. . E Lx 

“ Representative's" remark that it is not his experience 
that compartments are regularly water-tested with motors 
in place is somewhat beside the mark. The writer never 
suggested that it was a regular custom. The case the writer 
had in mind was not due to anyone's negligence, but to a 
misunderstanding. The writer’s reference to this and the 


— 


possible damage due to exposure, reckless workmen, &c., did 
not necessarily mean that his troubles were due to any of 
these causes, but were rather illustrative of the treatment 
which electrical gear is liable to be subjected to. Ж 
“ Representative's" suggestion re wrapping vital parts of 
motors in watertight cloth would be. useless to prevent 
damp getting into the windings. The writer's experience 
carries him back to when all motors and controllers were 
fitted in absolutely watertight cases, but the damp got in all 
the same. mE a 
What made the test in question unique in its difficulty 
was & combination of circumstances and adverse conditions 
5 before met with, by the writer, all together on one 
8 р. БА А | 9 | | 
The writer hesitates to believe that ‘ Representative is 
one of that type of critic who can always surmount other 
people's difficulties so easily—after they are all over. 
f | A. M. I. E. E. AS 
-(The writer of the article.) 


Patents and Inventions. 


I have only just noticed the letter of your contributor on 
this subject ; and I agree that, if the statement which he 
quotes is taken away from its context, it does become rather . 
“startling.” But the clause in my address which follows the 
sentence that he quotes makes it, I think, clear that what 
was in my mind was that legislation was required which would 
give the employé the right to take out the patent in his own 
name, subject to its not falling under any of the three dis-. 

ualifications alluded to; and that it should be unlawful for 

e employer to use his position to compel the employé to 
give up his invention without any regard to its subject 
matter, or how he arrived at the idea. | | 

I have not, at the moment of writing, & copy, of your 
paper by me; I do not know whether the paragraph to 
which Í allude appeared in it, and, therefore, enclose here- 
with a copy of my address, in case your contributor was 
writing under a misapprehension. : 

| | A. M. Taylor. 

King's Heath, November 26th, 1912. | 


[The explanatory paragraph to which Mr. Taylor refers 
reads as follows :— - 8: 


The question as to whether the employó got the idea from his 


employer, or whether he obtained the knowledge necessary for him 


to make the invention while in his employer's service, or whether 
his daily work was such. as to necessarily provide him with the 
materials for the invention—all these should be left to an inde- 
pendent arbitrator (say, for instance, the President of the, Insti- 
tution of Electrical Engineers), before it is even conceded that his 
employer has any right to the first refusal of the employé's 
invention. 4 | 


This paragraph did not appear in our abstract,—EDs. E.R.] 


Electricity Supply Publicity. Ж 

Much dipping of the pen has been indulged in during the 
last year by people anxious to show how electric supply 
undertakings ought to be run, betraying at the same time, 
much ignorance of essential conditions. The writer of the 
article in yours of the 22nd inst., sheep like, trots out a 
little cheap sarcasm at the Joint Publicity Committee. 
This Committee, established under the able chairmanship of 
Mr. H. B. Renwick, drew up a complete scheme of organi- 
sation, but difficulties prevented more than one or two sections 
being started. The production of pamphlets, however, 
has been on a large scale, and. from my actual experience of 
the use of such, has brought considerable increase of 
business. ЕС ИРИ АТОИ 

The other sections of the scheme require liberal: sgb- 
scriptions, not only from supply authorities, but from. manu- 
facturers. The manufacturers have not yet realised their 
responsibilities. P 

The municipal electric supply authorities in London are 


‚ prevented from assisting by Government auditors, leaving 


only London companies and provincial municipal authorities 
to provide the money. | ANE Ж 

As in any general scheme of advertising the London 
authorities would benefit without sharing in the expense, a 
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little consideration should show that the efforts of the Joint 
Publicity Committee to formulate and get in working the 
complete scheme is not easy. 

It will be time enough to criticise the Committee when, 
having first provided them with sufficient funds, they fail to 
give value for the money subscribed. At the present time, 
the.Committee are expected to spend large sums on adver- 
tising, and to.do many things that can only be carried out 
when a proper technical staff is at command, but every critic 
coolly ignores the question of how this is to be done without 
money. 

The gas interests have been driven to combine by 
realisation that they are fighting for existence, but the elec- 
trical supply people, with business increasing all the time, 
have not the same incentive to combination. 

Alex. C. Cramb, 
: | Manager. 

Electricity Works, Croydon. 

November 26th, 1912. 


The Institution of Electrica] Engineers. 


I] have been reading in your Correspondence " columns 
lately about the wages paid to submen. We know that some 
of the richest companies in the United Kingdom pay their 
submen something ‘scandalous. For instance, in a sub- 
station belonging to a certain traction company I know some 
“ engineers-in-charge”’ (save the mark !) who. are paid the 


stupendous salary of five shillings a week, yet all the 


responsibility of the station is on their shoulders. 

Your correspondent, ** Booster," in his article, November 
29th, says: “I do not say that we should be paid large 
salaries, but what I do say is, that we should at least get a 


tradesman’s wages. І do not agree with Booster 


there; I say that a sub-station attendant should get a decent 
salary. Remember his education, training and apprentice- 
ship. Is the electrical business not a profession of ite own ? 
If во, why not keep it above the level of the ordinary trades- 
man? Yet we have submen who are expected to live, 
clothe, study and keep themselves respectable on 58. per week. 
I suppose in a few more years the yard men or the general 
labourers about the stations will be expected to take charge 
in their spare time. 

Why not form an association at once, and put this sweat- 
ing down for good? Practically every business has an 
organisation or society, except the electrical business. No 
doubt. we bave an Institution of Electrical Engineers, but 
what good is that to the sub-station attendant ? 

For goodness’ sake, let an Association be’ started at once. 
I, personally. would be only too glad to act in any way that 


would help to form one. 
Motor-Generator. 
| 


ELECTRICAL DEVICES, FITTINGS 


NEW 
— AND PLANT. 


The G. E. C. © Just · for- Two“ Cooker. 


The latest type of cooker placed on the market by the GENERAL 
ELECTRIO Co. LTD., is appropriately named the “ Just-for-T wo." 
This appliance boile, broils, fries and toasts; it cooks above and 
below the heating element, and will make two slices of toast above 


Fic, 1.—G.E.C. “Just-ror-Two” COOKER. 


and two slices below at the same time. Should more heat be 
required above, a shallow dish, which is provided for the purpose, 
can be inserted into the grooves underneath, ite polished eurface 
reflecting the beat upwards. Similarly, the heat can be thrown 
downwards. A deep pan is provided for frying, grilling, &c. The 


heating wires are protected by a guard. The dimensions of the 
cooker are 8} х 44 x 31 in.; it consumes only 600 watte. The 
perts are nickel-plated, and are supplied complete with flexible and 
adapter. 

Feed Regulator for Coal - Cutter. 


THE DIAMOND CuAL-CUTTER Oo., of Stannard Works, Wake 
field, have applied to their machines the Crossland" 
automatic feed regulator, which controls the forward travel of the 
cutter. The arrangement is shown in fig. 2, where A is a solenoid 
in series with the armature of the motor, which, when a predeter. 
mined current is exceeded, draws in the plunger C against the 
weight B and auxiliary spring D; this action lifts the pawl attached 
to E, and prevents the feed from taking place until the current 
falls below the limiting value, when the pawl is released. Over. 
loads often ocour through extra hard material being met with, the 


picks becoming blunt, or the machine being fed too rapidly, and 
the use of the automatic device prevents damage to the machine 
on such occasions, while allowing the cutter to advance the 
moment the difficulty is overcome. The device is applicable to 
both D.O. and А.С. machines, and is said to have given very satis 
factory results in practice, the. gate-end . fuses, which formerly 


blew frequently during every shift, requiring renewal only at 


ne of weeks, and armature breakdowns being reduced 70 per 
cent. ; 


The Magnet?" Iron in a Xmas Box. 


In order to make the Magnet" electric iron appeal more 
definitely to those who wish to give a Christmas or New Year gift, 
the GENERAL ELEOTRIC Co., LTD., have prepared a compact elec- 
tric ironing set packed in a dainty coloured box. The set includes 
a "Magnet" iron, length of flexible wire, electric lampholder, 
adapter plug and a special cleaner and polisher by the use of which 


Рта. 3.—- TRE MAGNET“ IRON IN Box. 


the high polish of nickel plate may be kept unimpaired. These art 
packed in a triangular-shaped box, the apex of which is flattened. 
The box opens diagonally, and the cover is secured by a nickel- 
plated snap clasp. It is a box worth keeping, the kind that might 


serve а variety of purposes in a household if not required to hold 


the iron ; and it would look well in a Christmas window and draw 
inquiries, ` | | 
Electric Tea. 


TRE AFTERNOON TEA CABINET Co., of Birkbeck Chambers, 
High Holborn, have devised a neat cabinet, fitted with a kettle on 
an electric heater, six cups and saucers, spoons, and all other 
necessaries, which is lent by the company to subscribers, and is 
kept supplied by them with tea, sugar, milk, and biscuits ats 
moderate charge. In the bottom of the cabinet isa 


containing a clothes brush, hair brush and comb, nail brush, bat 


brush, a set of boot brushes, po 


B.T.H. Table Grill. 


THE BnirisH Тномвох-Носвтох Co. Lro., Rugby, have 
recently placed on the market a neat nickelled table stove, under 
the name of the B.T.H. Radiant Electric Table Grill, which can 
be used to grill, broil, toast, stew, or fry, and is especially sui 
for the breakfast table. The cost of operation is about 91d. an 
hour, with energy at 4d. per unit, the consumption being 600 


, and polishing cloth. 
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The heating element is contained in the upper portion of the stove, 


Which is attached to the stand bya divisible hinge, and can be 
lifted to place the food underneath it on the grid. The heater 
Gonsiste of a spiral of calorite wire, supported on heat-resisting 
insulators and protected by a nickel-plated screen of expanded 
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Fia. 4.—B.T.H. RADIANT ELECTRIC GRILL. 


metal. The oglorite wire, we understand, melts at 2,800“ F., and 
resists oxidation up to a very high temperature. There are two 
pans with the grill, for frying and boiling, the former serving also 
as a lid for the latter. The heater can be immersed in water for 
cleansing without injury. 


' \ 
B.T.H. Luminous Radiators. 


In addition to the wide range of non-luminous heaters made by 
the Ввітівн THoMson-Houston Co., LTD., the company are now 


supplying from Mazda House, 77, Upper Thames Street, Jamp 
radiators in a number of patterns. In all these radiators the frame- 
work is of hand-beaten art metal, with, in some cases, the additional 


Fic. 5.—B.T.H. Luminous RADIATOR. 


embellishment of pottery and enamel ornaments. The radiators 
mre supplied completely wired, with B.T.H.-Edison radiator lampe, 
lholders and flexible cord. The company have issued a folder which 
illustrates and gives prices of six patterns of luminous radiators 
and lamps. | 


| . New Microscopical Lamp. 
Prof. E. E. Roberts, of Cardiff, recently designed a lamp especially 


-adapted to microscopic examinations of which the GENERAL 
ELECTRIC Co., LTD., has undertaken the manufacture. The brass 


Fig. 6.—MICROSCOPICAL LAMP. 


foot ia heavily weighted and covered with baize underneath ; the 
upright portion is brass tubing, bent to accommodate the lamp 
itself, and at the top is a knuckle joint by which the lamp can be 
adjusted to any required angle. The parabolic shade is of nickel. 
plated metal. The source of light is an Osram lamp, frosted 
below. The appearance of the lamp is shown in the accompanying 
illustration, fig. 6. 


The B. T. H. Tungstoller. 


Following on the lines of the Mazdalier," which we recently 
illustrated, the BRITISH THOMSON-HovusToON Co., LTD., has brought 
out a fitting styled the Tungstolier, which is similarly supplied 
packed in a carton, and is ready wired with holders and galleries 
attached, so that it can be quickly built up into a complete fitting ; 
it may have two, three, four or six arms, and there are five desi 
of bottom shell, with canopies to suit, and two bodies. With these 
parts a great variety of fittings can be built up, while the stock 
comprises only 18 different parts, all of which are standardised. The 
" Tungstolier" is a more handsome and substantial type than the 
ана which is intended to cover the purely utilitarian 

eld. 


LEGAL. 
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HULL CORPORATION v. STICKNEY. 


ON November 28th a case, in which great public interest was 
centered, was heard at Hull, where Mr. Walter Herbert Stickney, 
surveyor and valuer, was charged with contravening the by-laws 
of the Corporation by alighting from the driver’s end of a tramcar 
at a terminus. Mr. Platte prosecuted on behalf of the Corporation, 
and Mr. H. 8. Cautley, M.P., barrister, defended. 

It was alleged that the defendant had contravened the by-law 
stipulating that every passenger shall enter or mount upon, or 
depart from, or get off a car by the hindermost, or.conductor's 
platform, and not otherwise," Against this it was urged that the 
by-law was contrary to the Board of. Trade Regulations, which 
rtates that- "the entrance to, and exit from, the carriage shall be 
from the hindermost—or conductor's platform—except at a terminus, 
when the carriages are stationary." The defendant was fined 15s. 
(in abeence) at the Court in July last, and, being convinced that the 
by-law could not be legally upheld, he resolved to have a teat case. 
- Мв. McComBE, the tramway manager, replying to the Stipendiary, 
said the hindermost end for passengers getting on was the end 
nearest Beverley, and the hindermost end for getting off was the 
end nearest Hull. He confessed that it depended on the interpreta- 
tion of the passenger. N 
Several drivers and conductors gave evidenoe to the effect that 
Mr. Stickney committed the alleged offence of getting off at the 
wrong end of the car nine times. On one occasion the driver 
prevented him by running the car into the depot. 

MR. CARTHEY held that the Board of Trade regulations super- 
seded the Corporation by-laws, and that if there was any conflict 
between them the Board of Trade regulations must prevail. 

Mr. PLATTS pointed out that the Corporation by-laws were in 
existence before those of the Board of Trade, and he argued that 
the Board of Trade by-law referred to the cars in transit, while 
the Corporation by-law regulated the entering and exit of passengers 
at the termini. 

The STIPENDIARY (Mr. J. G. Hay Halkett) said he had decided 
to dismiss the summonses. He was of opinion that the Corpora- 
tion by-law was in conflict with the Board of Trade by-law which 
ought to prevail. It should be clearly understood that this was an 
entirely new point, and was not raised in that Court when the 
defendant was last before him. On the arguments he had heard 
he was of opinion that the by-law was not good. The uncertainty 
arose the moment a car drew up at the terminus, for who could 
decide the psychological moment at which & driver's platform 
became & conductor's platform ? After some discussion, he allowed 
the defendant 10 guineas costs. 


r 


PRICE v. SYLVERLYTE (1909), LTD. 


IN the King's Bench Division on November 27th, an action was 
heard before Mr. Justice Avery and а common jury, brought by Mr. 
Sidney Leopold Price, trading as the Eleotrio Battery Co., of High 
Holborn, against Sylverlyte (1909), Ltd., of Sise Lane, Queen 
Victoria Street, E.C. Plaintiff claimed for the price of goods sold 
by him to the defendant company, or, in the alternative, for damages 
for breach of five contracts to purchase from the plaintiff some 600 
electrical accumulators. Of that quantity, something leas than 
half were accepted and paid for by the defendants, who had refused 
to accept delivery of the balance. Defendants denied that they 
made any of the contracts, and said that it was a term of the con- 
tract that they should only accept delivery of the goods when they 
required them. Further, in regard to the second contract, that was 
made in substitution for the first contract. 

Mr. T. Hollis Walker, K.C., and Mr. Woodgate appeared for the 


‘plaintiff, and Mr. R. J. Willis for the defendant. 


Мв. WALKER, opening the case, said Mr. Price, the plaintiff, was 
a maker of electrical accumulators and other similar motor acces- 
sories. The defendant company was formed іп 1909, and were 
successors, he believed, to a company of the eame name, who carried 
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on the same kind of business. They were niotor-lamp makers 
and carried on their business in Great Portland Street, but had 
a registered office in Sise Lane, Queen Victoria Street. The action 
arose out of several orders to supply electric accumulators of 
various sizes. In all, 600 accumulators were ordered by the 
defendant company; 285 of them had been taken, but 315 
defendants had not taken. The action, as originally framed, 
had a two-fold purpose— first, to recover the balance of the 
purchase price of the 285 accumulators that had been taken, 
but not wholly paid for; and, secondly, to recover damages in 
respect of the fact that the remaining 315 had not been taken at 
&ll But as regards the 285, the jury would not be troubled with 
them, because the claim in respect of them was admitted, and all 
issues on that point were cleared out of the action. In regard to 
the 315 accumulators, there were five orders relating to them. 
Although, explained Counsel, in the first instance each of the 
orders were verbally negotiated between plaintiff or his manager, 
Mr, Gregory, and the defendant company, it was not necessary to 
go into that, because in every instance the order was reduced into 
writing. The first order was on October 28th, 1909, for 250 accu- 
mulators at 13s. 6d. each, of which only 61 had been taken; the 
second order was on November 2nd, 1909, for 200 accumulators at 
£3 78. each, of which 116 had been taken ; the third order was on 
May 3rd, 1910, for 50 accumulators at £4 10s., of which 46 were 
taken; the fourth order was on September, 1910, for 50 at £1 178. 
each, of which 39 were taken ; the fifth order was on December, 
1910, for 50 accummulators at £2 168. 6d. each, of which 23 only 
were taken. Plaintiff's case was that delivery should have been 
taken within a reasonable time, but the precise dates of delivery 
and quantities, of course, depended on one's requirements. What 
was said here, was that long periods had elapsed, and that de- 
fendants had exceeded the bounds of all reasom and had sllowed 
more than-a reasonable time to elapee before taking delivery. 
In the manufacture of these accumulators, there were certain 
electric battery ocells which required a particular amount of 


adjustment. What the plaintiff did as soon as he got the order 


was to at once set about obtaining the materials with which 
these accumulators would ultimately be made He had the cells 
prepared, and the only thing he did not do was to have the various 
parte assembled, so as to make the complete accumulator. The 
reason he did not do that was because it was harmful to set up 
an sacoumulator, and then leave it for months before it was 
going to be used. There was also the question of the position of 
the terminals which the defendant company was in the habit of 
giving instructions about. These materials were not for ordinary 
accumulators, except in the case of one contract. They were all 
of a special kind, and required teak boxes of a special size and 
make. А special kind of cell was also required, with the result 
that if they were not taken by the defendant company, they were 
practically lying useless in the plaintiff's hands. 

On November 28th, when the case was called on, MR. WALKER 
said he had to ask his Lordship to give judgment for the plaintiff 
by consent for £200 and costs, The undelivered goods would 
remain the property of the plaintiff, that was to the exclusion of 
the balance of goods sold. In regard to the outstanding balance of 
the goods actually delivered, there was £30 due which had been 
paid into Court. He asked that that amount might be paid out. 
This was agreed to, the verdict of the jury being taken by consent, 
in accordance with the above terms. 


THE TELEPHONE ARBITRATION, - 
(Continued from page 868.) 


E 

SIR A. CRIPPs, during the course of further argumenta, said that 
no doubt the Postmaster-General had discovered some defects in 
the armour of the company. The hearing of the case had extended 
ovgr.63 days and involved a claim of 20 millions, so that it would 
haya; been extraordinary if some defects had not been found. At the 
proper time, however, he would be prepared to admit the extent of 
the defeots and remedy them. Continuing. he said the balance- 
sheet of the company taken at the time of ita being taken over 
showed a capital cost of £15,677,810. From that he agreed that 
there should be deducted £1,816,988 expended on patents and good- 
will,and therefore not attributable to the cost of the plant. That 
deduction left £13,860,822 as the capital cost in the balance-sheet, 
leaving out of account the large sums which had been spent out of 
revenue and which.were properly attributable to capital expendi- 


ture. The Solicitor-General had contended that the charges for. 


depreciation, amounting to somewhere about five millions, oufht to 
be deducted from that amount, but he thought that was a fallacious 
argument. There could be no proper deduction from that capital 
cost shown on the balance-sheet, on account of depreciation, 
‘because there really was no depreciation. During every year of the 
existence of the plant, money was spent on renewals and repairs 
sufficient to keep the value of the plant up to its original cost. That 
was, he said, a system of accounting which prevailed in practically 
every railway in thecountry. It was a system which was criticised by 
Americans as not showing the true value of the assets. Unquestion- 
ably, however, it was the practicein this country. Tothe 13 millions 
odd shown in the balance-sheet of the company as capital cost 
there should be added over £2,300,000, which had actually been 
spent out of revenue and ought to have been, but was not 
charged to capital. That figure shown in the balance-sheet the 
Solicitor-General had chosen as a check upon the claim of the com- 
pany. It could not be properly employed as & check, because the 
costthat did happen and the cost that would happen were not 
alike. In the balance-sheet there was shown only expenditure 
necessary to keep the value of the plant alone up to its original 
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cost. The claim of the company, exclusive of land and buildings 
amounted roughly to 183 millions, and the Solicitor-General sought 
to compare the £13,000,000 odd of the balance with it, but it was 
obvious that there were included many things that could not be 
included in a balance-eheet. The.claim of 184 millions was made 
upon fhe basis of the cost of reconstruction of the system on the 
usual tramway terms. In that, of course, there were included 
interest on capital during construction, contractors’ profite, and 
other items, which in the aggregate amounted to about three 
millions, so that even the check proposed by the Solicitor-General 
went to strengthen the case of the company. 

When the Court resumed, after the adjournment, SIR A. Capps 
said that the parties. had been able to agree on several very 
important items of the claim. It had been agreed that the 
materials, less wastage, should stand at £6,963,383. With regard 
to freight, cartage, &c., they had also arrived at an agreed figure, 
and these with the sums for materials, less wastage, now amounted 
to a total of £10,239;345, as against £10,313,000 originally claimed, 
Continuing, the learned counsel suggested that if the Court would 
allow the Attorney-General] and himself to discuss privately with 
the Commissioners certain matters, the length of the subsequent 
proceedings would in all probability, be curtailed. 

MR. JUSTICE A. T. LAWRENCE said the Court would endeavour 
to make the arrangement suggested. 

SIR ALFRED Cripps, in continuing his argument on behalf of the 
company, dealt with the cost to the company for supervision, which 
he submitted they were entitled to claim for. 

SIR JAMES WOODHOUSE observed that the cost of supervision 
estimated by the company from their own experience, included а 
sum for supervision on maintenance as well as supervision during 
construction, and that the contention of the Post Office was that 
the cost of supervision of maintenance and repairs was much 
higher than of construction. | . 

SIR ALFRED pointed out that the company based their claim upon 
charges accruing in a composite year, arrived at by averaging the 
expenditure of a number of years over their own system. The Post 
Office, on the other hand, based their valuation upon an estimate 
for reconstruction of the whole system in a given time. | 

SIR JAMES WOODHOUSE said the contention of the Post Office was 
that the cost of supervision during maintenance and repairs was 
three times as great relatively to the cost of labour during con- 
struction. 

SIR ALFRED CRIpPs said if the inference drawn from the fact 
that the cost of supervision to labour in some particular case of 
maintenance was greater than in construction, it was a nonsequetor. 
His information was that taken over all, one thing equalled 
another, and that therefore the company were justified in including 


maintenance as well as construction in making up the expenditure 


in the composite year on which their claim was based. 
(Zo be continued.) 


GERT v. Day Мотов CO. 


IN the High Courts, on Monday, the Official Referee, Mr. Muir 
Mackenzie, gave judgment in the action of Gery v. Day, in which 
Mr. A. R. Orton Gery, of Royston Court, Ferryside, Carmarthen. 
sued the Day Motor Co., of Putney, for damages for an alleged 
breach of contract for supplying him with an electripal generating 
plant for the purpose of lighting his house with electricity. It 
was contended by the plaintiff that the, plant in question was not 
up to specification, and was not in accordance with the oontract. 
He submitted that he was therefore entitled to reject it, and he 
claimed a sum of £52 8s., the amount paid on the plant, ands 
further sum of £47 68. moneys, he said, he had spent in conse- 
quence of the defective condition of the plant. Defendants, on the 
other hand, denied that the plant was defective and counter- 
claimed for a balance due on the contract price. 

In giving judgment, the Official Referee outlined the facts of the 
case and said that among the defences put in was one that the 
plant was not sold to the plaintiff but to a Mr. Brown, an electrical 
engineer, and that plaintiff could not maintain an action. On this 
point he found that as between Mr. Brown and plaintiff there 
were relationa of principal and agent, and that plaintiff was the 
buyer through Mr. Brown. Continuing, the Referee said he wasof 
opinion that the plaintiff had failed to prove that the generating 
plant was defective, or that it did not comply with the specifica- 


tion. It was supplied for lighting the house through the batteries. 


Defendants would, therefore, be entitled to judgment on the claim 
and on the counterclaim. In respect to the latter he awarded them 
а sum of £32 bs. 2d. The costs would be defendants’ except as to 
one or two small issues on which they had failed. He gave 


liberty to either party to apply. 


_THE BRADFORD STRIKE PROSECUTION. 


At the Bradford City Police Court, on Thursday last week, the 
Stipendiary Magistrate (Mr. H. W. W..-Wilberforoe) delivered 
judgment in the case brought by Arthür Arrowsmith, of Leeds 
against Lionel Barker and Atkinson Pinder, of Bradford, for per- 
sistently following him from place to place without legal authority 
in connnection with the electricians’ dispute at Bradford. 

Mr. ALEX. NEILL, who appeared to prosecute, said that since the 
case was last before the Bench, electric cables had been cut at 
places where men who were not on. strike were working. They 
could not find out who did the damage, but it had been done, and 
there could be nobody else capable of doing it except workmen em- 
ployed in the same trade. He might say that the cables had been 
cut in a very expert and skilful manner.. 
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The STIPENDIARY MAGISTRATE said he could not take any action 
on that matter. He reviewed the evidence whioh had been adduced 
at the ‘previous hearing (see ELECTRICAL REVIEW,. page 830, 
November 22nd), and said that one factor which had to be 
borne in mind was that the witness Horsfall, who hadgbeen working 
‘with Arrowsmith previous to November 26th, on which day the 
persistent. following took plaoe, appeared to be so frightened with 
` his experience that evening that he had left work the following 
day. That seemed to him to prove that the persistent following and 
argument was notdone in an innocent manner. There was no evidence 
that the defendants only took a silent part in the discussions on 
the tramear. The handbills which had been distributed, though 
couched in rather unhappy terms, did not contain anything ofa 

bad character. During the hearing it had been suggested that the 
action was an act of revenge on the part of the police for some 
complaint which had been made against a constable. There was 
not the slightest foundation for that suggestion, and he was sorry 
that the defendants’ solicitor had brought such a foolish insinua- 
tion into the case. The defendants’ solicitor contended that his 
clients were protected by asection of the Trades Disputes Act, but 
he (the Stipendiary Magistrate) would direct attention to another 
‘statute—the Conspiracy and Protection of Property Act, 1875, а 
sub-Section of which dealt with the persistent following of a person 
. from place to place. To his mind it was perfectly clear that the 
section in the Trades Disputes Act which had previously been quoted, 
did not apply in this case. The words which had been used were 
innocent in their way, but the surroundings in which they were 
made—the booing and hooting of the crowd, the rush to the tram- 


car and so on-—gave to them a meaning which otherwise they would - 


‘have lacked. He was further strengthened in the conclusion which 
he had come to by the action which had been taken by the witness 
Horsfall. 
and he would bind the defendants over to keep the peace for six 
months in the sum of £10 each and each would be ыды {о рау 
three guineas costs or 14 days’ imprisonment 


KELLY r. A.E.G ELFOTRICAL Co, Lr Do. 


LAsr week, at the Green Street Sessions, Dublin, before the 
Recorder, Edward Kelly, of 16, Amiens Street, sued the A. E. G. Elec- 
trical Co., Manchester, for £15 11s., for work and labour done at the 
request of the defendants. 

It appeared from the evidence that the plaintiff, who was acting 
as Dublin agent for the defendants, in respect of this transaction, 
ordered an engine for a customer, and was to be paid by commission. 
The engine was sent forward, but the plaintiff alleged that the 
pulley was not as ordered. At his own expense, the plaintiff had 
the pulley altered at а cost of £15 118. The defendant when 
applied to for payment, said they supplied the machine as ordered. 

The RECORDER, in giving judgment, said the defendant company 
put forward & defence which was denied, and proved to be false by 
their own letter. He had no doubt the machine had to be refitted 
in Dublin, and he would give a decree for £8. 


. 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to this column should b written on one side 
of the paper only. | 


` 


IDoUBTFUL” writes :—“ The writer is not quite clear as to the correct 
interpretation of Sec. 10 of Electric Lighting Act, 1909. Please be 
good enough to state :——(1) Whether the maximum revision referred 
to applies to a private lighting company supplying for public con- 
sumption. (2) (a) Whether the limit of five years refers to the length 
of time between any revision in prices when once given, ог (^) 
whether five years notice of an increase in price is necessary. 
Thanking you in anticipation." 
. There is no reason to be surprised at “Doubtful” being 
confused by Sec. 10 of the Act of 1909, because it is one of those 
provisions which involve legislation by reference. 

As to (I), if Doubtful" means by a private company а com- 
peny which is supplying electricity otherwise than in accordance 
With a provisional order or special Act, such a body is under no 
control whatever in the matter of charges. Nor does it matter that 
the supply is given to a public body. Assuming that it (the private 
: company) is süpplying in accordance with & provisional order, it is 
clear that the provisions of the section apply to "supply to a cor- 
poration ” as well as to supply to an individual. " 

As to question (2), it is fairly plain, having regard to the words of 
the Act, that no notice of revision need be given. 


* P 


South Africa,—At a recent meeting of the Stellen bosch 


(Cape Province) Council, it was decided to give notice that it was 
the intention of the Council to borrow £10,000 for the purpose of 
‘establishing an electric lighting and power scheme, and that the 
plans and specifications as prepared by Prof. Bohle be submitted to 
the Administrator for consideration in terms of the Electric Power 
Ordinance, 1911. 

A special meeting of the Maitland (Municipal Council has been 
called to discuss the question of electric lighting. The energy may 
be obtained from the Cape Town Council, 


In his judgment the prosecution had proved the charge, 
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| REVIEWS. | 
The Mathematical Theory of Elec trivily. and Magnetism. 
By J. H. Joxes, M.A., F.R.S. Second Edition. 
London : Cambridge University Press. Price 15s. net. 


This book is for the mathematical physicist. It gives the 
mathematical theory of a well-defined range of electro- 
magnetism, together with the mathematical analysis required 
for its treatment. The range covered is approximately that 
of Maxwell's original treatise, but the author claims - and 
justly—that while Maxwell's treatise was written for the 
fully-equipped mathematician, the present work is more 
useful to the student and to the physicist of limited 
mathematical attainments. 

In the present edition the chapter on the electromagnetic 
theory of light has been largely rewritten and considerably 
amplified, and two new chapters appear on the Motion of 
Electrons and on the General Equations of the: Electro- 
magnetic Field. These last chapters—in which the author 
does not aim at completeness of treatment—are for the 
purpose of giving an introduction to the more recent 


. developments of the subject. 


A number of examples, taken mainly from the usual 
Cambridge examination papers, are inserted. These provide 
problems for the mathematical student, and they also form & 
sort of compendium of resulta for the physicist, showing. what 
types of problem admit of exact mathematical solution. 

The work opens with an introduction on the threc 
-divisions of electromagnetism, and is thereafter divided into 
three main sections :—(^) . Electrostatics. and current elec- 
tricity ; (b) magnetism; and (c) electromagnetism. It is 


splendidly printed and bound, and will form a valuable 
addition to the library of the mathematically-inclined engineer, 


Fuel Economy y. By Wx. H. Boorg. London: S. Bentel] 


and Co., Ltd. Price 1s. net. 


An idea of how “ Fuel Economy ” came into being: and 
of what one is likely to find therein, can be obtained from . 
the Dedication—in itself & novelty in a technical work 
which Mr. Booth has placed on his title page, this being to 
the effect that this Small book is dedicated to my 1909-10 
class of stokers at the Borough Road Polytechnic, in recog- 
nition of the attention and patience with which they sup- 
ported my efforts as a lecturer.” The work is certainly 
highly practical, and is likely to be found of value by central 
station engineers and electricians in charge of steam-raising 
plant. The lectures were given under the auspices of the 
London Coal Smoke Abatement Society, and, as reproduced 


in the present; volume, should certainly further the.excellen 


objects of that society, in that there can be no real economy 
of fuel where excessive smoke is produced as a result 
of its imperfect combustion. . The volume is arranged with 
a view to affording an insight into the elementary chemistry 
of the combustion of fuels, and the means whereby the prin- 
ciples of chemistry can be, or are, applied to secure that 
combustion shall be carried on smokelessly and economically. 
The author begins bis task by describing the various 
scientific methods now used for ascertaining the calorific 
value of fuels, methods which have replaced the crude old 
way of taking a known quantity of coal and burning it 
under a boiler in order to show how much water 
it would | evaporate. Two well-known types in 
common use—the  Berthelot-Mahler -calorimeter and 
Thompson’s calorimeter-—are described. The latter is pro- 


bably the simpler, consisting of a metallic bell, in which the 


fuel is burnt in a measured quantity of water, the rire in 
temperature of. which gives a measure of the heat value of 
the fuel. Natural draught and forced draught are dealt 


with, as well as the leakage of air through brickwork, a 


matter of considerable importance where perfect combustion 
is aimed at. . Mr. Booth describes many of the various types 
.of boilers on the market, and the best methods of working 
these, dealing particularly with forced draught. Somewhat 
out of its correct genealogical order is а section devoted to 
„How to light a fire." Surely it would have been better to 
‘have commenced a work on fuel economy with this, rather 


than to insert it one-third of the way through the book. 
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The use of the steam jet as an aid to fuel economy is touched 
upon, but in view of recent experiments in this direction, 
one can hardly agree with the statement that the steam 
jet requires a lot of steam, so that where possible we like to 
avoid it." The recently introduced Caley-Robinson furnace 
is probably too new to have. been included by Mr. Booth, but 
this is an example of the economical use of the steam jet, 
and for the rest it is quite in accordance with the author's 
statement that the steam jet properly applied to a fire 
draught will often help to avoid smoke, and, further, it will 
often prove economical by enabling very inferior fuel to be 
used that would otherwise be useless.” The author has a 
good opinion of the Lancashire boiler, holding that this, 
with & good draught, careful firing, and sufficient air 
admission, can be made to burn its fuel without smoke, but 
only so long as it has no cross tubes in the furnace, and has 
the customary air admission. Judging by the smoke in 
manufacturing places where Lancashire boilers are used, we 
must conclude that the author's cross-tube bêle noir is 
in full vigour, assuming, of course, that the draught is 

uisite. 

he use of the pyrometer is certainly helpful with 


a view to getting the best out of a furnace, hence Mr. 


Booth is wise in including a reference to these instrumenta, 
describing particularly the Féry electrical radiation instru- 
ment, which is very suitable for furnace work. He rightly 
holds that in a few years’ time we shall see more of these 
instruments used." The development of mechanical stokers 
is interestingly traced by the author, who then passes on to a 
consideration of fuel economisers and the question of super- 
heat. The latter, he considers, is connected with the smoke 
question, because when superheaters are added to boilers, 
they may assist or prevent smoke by reducing the load on 
overworked boilers, or again, they may produce smoke if the 
load on the boilers, being reduced, compels such closing of 
the chimney damper as to spoil the draught over the fire. 

The final portion of the book is devoted to a simple con- 
sideration of the physical units and chemistry necessary for 
a clear understanding of the subject of fuel economy, though 
here again this portion seems out of ite correct order in the 
scheme of the book.—G. S. 8. 


BUSINESS NOTES. - 


Philippine Islands.—An American official publication 
states that the contract for construction of an electric light and 
ice plant for Luoena, Tayabes, Philippine Islands, has been awarded 
by the Lucena Electric Light, Joe and Water Co. to E. C. McCullough 
and Co. at $30,000, the plant to be built upon latest improved 
methods, the first to be used in the Philippines in that classof con- 
struction. Besides furnishing electric lights and ice for the city, 
the Lucena Co. will supply the municipality with distilled water. 
The plant will use crude oil instead of coal, and Crocker-Wheeler 
‘generators will be installed. The construction of the electric light 
plant will begin at an early date, concrete poles will be used, the 
cross-arms will be of steel, as well as the pins, this being a new 
invention that will be used for the first time in the Philippine 
Islands. The line will include approximately 40 miles of wire to 
be strung throughout the town of Lucena, and 100 Philips 60-watt 
‘lamps will be installed to light the streeta. The company has 
contracts for 3,000 incandescent lights to be installed in private 
houses and Government buildings, which will be increased from 

time to time. | 


Book Notices. —TZhe ‘ Mechanical World" Pocket 
Diary and Electrical Pocket Diary for 1913. Manchester: Emmott 
and Co., Ltd. Price 6d. each.— These old friends, growing more 
corpulent year by year, have been put through the usual revjsion ; 
in the former, the sections on gas and oil engines and suotion-gss 
producers have been rewritten, and a variety of alterations made, 
including the addition of a number of new sections ; in the latter, the 
sections on dynamos and motors and measuring instruments have 

been rewritten, and new sections have been introduced dealing with 
magnetism, load and power factors, motor applications and control, 
&c. They are wonderful productions at the price. 

The Indicator Handbovk, Part II. By C. N. Pickworth. Man- 
 chester: Emmott & Co. Price 3s. net.— This well-known treatise 
is now in its fifth edition, and has been reset, besides undergoing 
extensive revision and enlargement. It bas long occupied a place 
in the foremost rank of specialist hand books, and needs по commend- 
ation at our hands. 

Beginner's Guide to the Microscope. By C. E. Heath, F. R. M. S. 
London: Percival Marshall & Co. Price 1s. net.— The microscope 
is so extensively used in engineering nowadays, and is becoming во 
valuable an instrument in many applications, that no apology is 
needed for drawing attention to this admirable little introduction 
to one of the most fascinating pursuits imaginable. A leader who 


and Shipbuilders.” 


masters the instructions here given, with practice will readily 
acquire the skill that will enable him to use the microscope to good 
purpose in technical investigations. 

We have received from the P. & O. Steam Navigation Co. a copy 
of a very interesting and useful pocket diary and almanac for 1913. 
Full information relating to the company's agente abroad, pleasure 
cruises and other services, mail dates to India, China and Australia, 
&c., is given in handy form, and a number of maps indicating lines 
of communication are published, followed by daily diary and 
memoranda space for 1913. 

" Common Battery Telephony Simplified.“ By Walter Atkins. 


Prioe Зв. net. Electrical Engineering for Mechanical and Mining 
Engineers" By H. J. S. Heather. Price 98. net. London: Elec. 
trician Printing and Publishing Co., Ltd. 

Radioactive Substances and their Radiations.“ By E. Ruther- 


ford. Cambridge: University Press. 

“ Journal of the Institution of Electrical Engineers.” No. 216, 
Vol. 49. Index to Vol. 49. London: E. & F. N. Spon, Ltd.—The 
issue for November, 1912, contains the following: Report of the 
Council for 1911-12; Annual Accounts; Condensers for Metal. 
Filament Lampe, by A. W. Ashton; Tariffs for Electrical Energy, 
by W. W. Lackie; Yellow Flame Aros, by M. Solomon; Power 
Generation and Distribution in the Clyde Valley Co.'s Area, by D. A. 
Starr ; Homopolar Generators, by E. W. Moss and J. Mould ; Over- 
head Line Conductors, by E. V. Pannell; Auxiliary Machinery on 
Steamships, by E. T. Caparn; High-Voltage Testing Trans- 
formers, by R. G. Parrott; Wireless Telegraphy Transmitters, by 
P. R. Coursey and G. G. Dawson ; The Transmission of Electrical 
Energy by Direct Current on the Series System, by J. 8. Highfield. 

“ Transactions of the North-East Coast Institution of Engineers 
Vol. XXIX, Part 1. November, 1912. New- 
castle-on-Tyne: The Institution. Price 5s. 

“Journal of the Western Society of Engineers" Vol. XVII, 
No. 8. October, 1912. Chicago: The Society. Price 50 cents. 

"'lait's Electrical Directory of Australia and New Zealand.” 
1912-13. Melbourne: The Mining and Engineering Review. 

“ Physikalische Grundlagen der Elektrotechnik." By Dr. F. F. 
Martens. Brunswick: Vieweg & Sohn. Price M. 8. 

„Text- Book of Applied Mechanics" Vol. I. By Andrew 
Jamieson. 1912. London: Charles Griffin & Co., Ltd. Price 6a net. 

“ Journal of the South African Institution of Engineers.” Vol. 
XI, No. 4. November, 1912. Johannesburg: The Institution. 
Price 28. | 

" Wireless Telegraphy Simply Explained." Ву Н. T. Davidge. 
London: Percival Marshall & Co. Price 6d. net. 

“Journal of the Franklin Institute." Vol. CLXXIV, No. 5. 
November, 1912. Philadelphia: The Institute. Price 50 cents. 


*Oerams" on the Jungfrau. — Jungfraujoch, 
Switzerland, the highest railway station in the world (3,475 metres) 
has recently been equipped with Osram drawn-wire lamps. The 
authorities of the Jungfrau Railway, in Eigergletecher, Switzer- 
land, have also equipped several trains (Nos, 8-10) with Osram 
lamps, as well as their station Eismeer. 


Write-Ups,—The following editorial notes have just 
appeared in our American contemporary Power :— | 

'For the benefit of the reader and advertiser alike we take this 
ocoasion to declare our position with regard to publicity matter. 
By the latter is meant anything emanating from manufacturers, 
whether news, deecriptive matter, test data, or what not, iseued for 
the purpose of keeping themselves before the public. 

“ An editor must judge of the availability of matter from the 
standpoint of the subecriber. Is it the kind of matter that the 
readers pay for, the printing of which will satisfy them and cause 
them to continue their respect for.and use of the paper? - 

" Nobody has a more up-to-date knowledge of power-plant 
problems than the makers of power-plant apparatus. Each is, or 
should be, а specialist in bis own line. Access to this knowledge 
would be a godsend to an editor. Much of it might be printed to 


the advantage of the manufacturer. Must manufacturers are 


either so busy that they cannot stop to tell or write what they 
know, or are afraid it might be of some use to their competitors, 
and so hide their talents and those of their designers and engineers, 
under a ' talk-and-be-bounced’ order, instead of writing themselves 
and letting their people write themselves, and the firm to the front 
as experts and specialiste in their lines." 
Trade Announcements,—The 


„Karlsbader Kaolin 


Industrie Gesellschaft has changed its title to Zettlitzer Kaolin - 


werke A. G.,“ Porzellan Fabrik, Merkelsgrun, near Karlsbad. The 
firm, which mapufactures all kinds of porcelain insulatore, is 
represented in the United Kingdom by Messrs. W. F. Dennis & Co., 
as sole agents. 

MESSRS. KRUPKA & JACOBY, LTD., announce that from to-morrow, 
Saturday, all oommunications should be addressed to them at 26-30, 
Chapter Street, Westminster, S. W., where they have taken more 
commodious premises, and will hold a larger stock of Graetzin 
lampe and other electrical goods. | 

Messrs. SIMPLEX CONDUITS, LTD., announce that their telephone 
number for the sales department, publicity and purchasing depart- 
ments, and general manager s office, at 113-7, C g Cross Road, 
W. C., han been changed to 4327 Gerrard," three lines. | 

THE STEREOPHAGUS PUMP AND ENGINEERING Co., LTD., of 39, 
Victoria Street, Westminster, 8.W., have acquired from the Hon. 
R. C. Parsons, a right for the sale, in this country and abroad, of 
the Stereophagus pump patented by him. A leaflet. has been 
received describing the Stereophagus pump as installed at the 
Leeds Corporation sewage purification works. | 

Messrs. Mavor & CouLsoN, LTD., electrical engineers, Glasgow, 
are making an addition to their works at Broad Street, Mile End. 


. сапу by firms 


Vol 71. No. 1,828, DECEMBER 6, 1912.] 


THE ELECTRICAL REVIEW. 909 


—  ——Á — — ' — — . — SS — . — — SSS SSS SSE SS — d 


Consular Notes. —Palestine.— The Austrian Consul at 
Jerusalem reports that the importation of petroleum motors in 1911 
was active, chiefly from Germany. This German trade is due 
chiefly to the fact that & German machine works recently estab- 
lished in Jerusalem represents a German motor firm, and is in & 
position to undertake the installation and repairs necessary. The 
importation of British motors has fallen off owing to the fact that 
a similar British machine works, which represented a British motor 
firm, got into difficulties and ceased operations. 

Italy.-- The Austrian Counsul at Milan, reporting on the condi- 
tion of the Italian electrical industry, points out that the reason 
for the improvement witnessed in this industry is to be traced to 
the establishment of new central stations for the production of 
electrical energy from the water power available in the country in 
such vast quantities. The erection of these stations has resulted 
in the utilisation during the last 15 years of 800,000 H.P. from the 
various water powers. New markets for the electric current pro- 
duced have been rapidly forthcoming, largely on the part of new 
industries, which became possible when cheap power was avail- 
able. The companies supplying current have, therefore, been 
very favourably situated, and they have excellent prospects. 
There is some fear of the possibility of over-production of articles 
for the electrical industry, as prices have already been pressed 
down as far as possible, The electric lamp industry has recently 
been in an unfavourable position, partly owing to the difficult 
credit conditions, and partly to reduced export trade. The new law, 
which came into force in January, 1911, lowering the duty on 
petroleum from 24 lire to 16 lire per 100 kg., has done the electric 
lamp industry some harm by increasing the use of cheap 
petroleum lamps in the small towns, and the demand 
for petroleum cooking and heating apparatue. Nevertheless, 
electric lighting has made greater strides in Italy than in any 
other European country, on account of the utilisation of water 
power and the consequent cheapness of the electric current as 
supplied by the central stations, which, combined with the intro- 
duction of metal-filament lamps, has made electricity the most 
popular form of lighting. The 12 to 15 million lamps used in Italy 


annually are for the most part imported from abroad, and chiefly. 


from Austria, Germany, Holland, France, and Switzerland ; never 
theless, there are some lamp works in Italy, but they secure only 
about 20 per cent. of the total consumption, and tbat chiefly in 
metal-filament lamps. The ever-increasing competition and con- 
sequent price-cutting, the big outlay necessary for advertising, 
breakages, &c., have made profits from this branch of the industry 
very doubtful. The Italian demand for electric lighting materials of 
brass and bronze is almost wholly satisfied by the home production, 
the imports from abroad being for the most part confined to speciali- 
ties and novelties chiefly for show purposes. Better class glassware 
for electric lighting is mostly supplied by Austria, and cheaper 
claeses by Germany. Gas lighting has suffered very much by the 
increasing competition of electricity, but in the towns and larger 
villages where electricity and gas are both available, the dwellings 
are fitted throughout with gas, particularly for cooking purposes. 
Works which are engaged in the construction of steam 
engines and boilers, are finding the ground cut from under their 
feet more and more by the competition of gas and oil motors, which 
are frequently used as reserve force for electrical works running on 
water power, and wbich are now being supplied in increasing 
«quantities both by firms in Italy and abroad. The leading firms 
engaged in steam engine construction have, therefore, taken up the 
construction of gas and oil motors, so that & very keen competition 
has now been brought about. One field which few firms 
have worked which is capable of development, parti- 
abroad, is that of the supply of 
small motors for benzene, petroleum, &c., which has been 
used for some time by theagricultural industry without any wholly 
satisfactory type having been put on the market. The demand for 
pumps continues favourable, being supplied partly by the home 
industry and partly from abroad. It should be noted that centri- 
fugal pumps are increasing in popularity, as they can be directly 
coupled to electric motors—a very important factor. Owing to 
decreased competition, the electric machinery and apparatus industry 


has enjoyed better prices. the three important groups having come 


to an understanding. A relatively new field has been opened up by 


these firms in the supply of electric lccomotives, which as a result 


of the successful experiments made by the State Railways with 
electric traction on some of their lines, have had a good reception. 
These experiments have been taken up to pave the way for the 
electrification of more important lines. The installation of new 


electric tramways and local railways, and the electrification of. 


existing tramways, have proceeded apace, and have kept the elec- 
trical firms well occupied. In view of the endeavours of the 
Italian Government to protect home industries, the large electrical 
companies have more and more shown a tendency to establish sub- 
companies in Italy for their Italian business. 


Catalogues and Lists.— Messrs. SIMPLEX CONDUITS, 
LTD., 116, Charing Cross Road, London, W.C.—Folder containing 
particulars of their combination cooking outfit. It is written in 
such a style as to appeal to the consumer, and is illustrated and 
priced. Supplies may be obtained by central station engineers and 
by contractors, overprinted, on application. 

Messrs, Pope's ELECTBIO Lamp Co., Ітр., Hythe Road, 
Willesden.—We suppose there are few subjects upon which the 
electrical publicity illustrator has brought his ingenuity to bear more 
than upon metallic-filament lamps. It used to be the great merit 
of economical consumption that had to be driven into the public 
mind. Nowadays it is the quality of strength of filament and the 


ability thereof to stand emergency strains. Of course, we cannot 


spare space to illustrate all the show-cards that reach us—there is 


always a great deal of matter of technical and news interest which 
the reader wants, waiting to be used, and copies of show-cards and 
catalogue covers would be more appropriate in our advertisement 
pages than in those set apart for literary matter. In many of the 
show-cards that have come before us the designer has effectively 
got his point home, and this remark applies to a new one just issued 
by Messrs. Pope’s company, whereon two little imps in green are 
doing their best to break the filament of an Elasta wire lamp: 
but it is "British made," and 11/1 not give way. Trade readers 
who have not received copies can have them on application, also a 
new folder giving prices of the lamps. 

THE LONDON ELECTRICAL TRADING Co., LTD., Palmerston House, 
Old Broad Street, London, E.C.— We have received a sample show- 
card illustrating the Bastian F Type heaters. These cards will be 
supplied to the trade or any other of the wholesale ayents dealing 
in Bastian heating apparatus, on application. 

THE British THowsoN-HovsTON Co., LTD., Rugby.—Descrir- 
tive list, No. 382, the letterpress containing a number of diagrams, 
concerning the B.T.-H. system of transformer protection, which 
system has been in satisfactory service for some years on both large 
and small power distribution installations; also price list, No. 386 
(16 pages), containing notes on the advantage of the electric drive 


for printing presses, and describing (with illustrations and tabular 


prices and dimensional information) their printing press controllers, 
their construction and operation. 

THE UNION ELECTRIC Co, LTD., Park Street, Southwark, 
London, S. E. — Advance copy of their new season's list of “ Excello" 
flame arc lamps. The list contains chiefly prices and data, and 
particulars of accessories, for use in conjunction with previously 
issued pamphlets and booklets on the same subject. | 

THE GENERAL ELECTRIC Co., LTD., 67, Queen Victoria Street, 
London, E.C.—New priced leaflets, showing their Magnet 
domestic electric irons and electric kettles and the “Pygmy” food 
warmer. Also a Christmas leaflet, giving particulars and prices 
of Robertson miniature electric lamps, in assorted colours, for 
Christmas and New Year decorations. 

THE WESTINGHOUSE COOPER-HEWITT Co, LTD, 80, York 
Road, King’s Cross, London, N.—Interesting booklet of 16 pages, 
entitled "A Bar—not a point—of Light," giving information 
respecting their mercury-vapour lamps for photographic work—in 
the studio and for photo-printing, photo-engraving and cinema 
work, A copy of this publication is being sent, together with list 
No. 27, containing a brief description of the lamp and prices, to 
professional photographers, The company is now settled in its new 
premises, as above. 

EcoNoMISERS, LTD., 60, Queen Victoria Street, E.C.—A well 
illustrated art paper pamphlet has been issued by the company 
dealing with its economisers (which are made at Alfreton Iron- - 
works, Derbyshire) A complete specification, together with 
tabular matter relating to dimensions, heating surfaces, economies 
derived, &o., notes on the installation, working and inspection of 
the plant, and four drawings of typical economiser arrangements, 
are included. 

Мв. Ковт. W. PAUL, New Southgate, London, N.—Illustrated 
leaflet describing the Omega (G. W. Harris's patent), their 
improved direct-reading ohmmeter combined with a hand generator 
of high voltage, for measuring insulation. 

Messrs. FELD Bros, & Co., LTD., 25, Budge Row, London, E.C.— 
Leaflet No. Gl, relating to Colonia direct-current motors, shunt 
wound open protected type, of } to 20 H.P., giving prices, weights, 
dimensions and other tabulated particulars. 


Dissolutions and Liquidations.— W. WATSON & Sons, 
opticians and dealers in electrical and other apparatus, 2, Easy 
Row, Birmingham.—Messrs, W. Watson and A. K. Glover have 
dissolved partnership. Mr. Glover will attend to debts and carry 
on the business. 

THE BLACK SEA TELEGRAPH Co., LTD.—A meeting will be held 
at Electra House, E.C., on January 9th, 1913, to hear an account 
of the winding up from the liquidators (Messrs. А, R. Hardie and 
W. Hibberdine). | | 


Dutch Shipping Exhibition.—In the first Dutch 
Shipping Exhibition, which is to be held at Amsterdam, from June 
to September next year, there will be an important British Section. 
The Exhibition will not be ron for the purpore of making profits 
and the officials are honorary. The Prince of the Netherlands and 
all the Dutch. Ministers of the Crown are patrons of tbe movement. 
The Exhibition grounds are on the north side of the Y Canal, oppo- 
site to the Amsterdam Railway station on the south side and, for 
the convenience of visitors, there will be a constant service of 
steam and motor ferry boats between the two banks. For the 
British Section, special pavilion is to be erected in а most favour- - 
able spot. H.S.H. Prince Alexander of Teck is the principal 
patron. Mr. W. R. Bisechop, LL.D., is the chairman of the British 
Executive Council. The manager of the British Section is Mr. J. 
Vandersteen, whose offices are in Sardinia House, Kingsway, W.C. 


Bankruptcy Proceedings,—A. Е. MaxpER (Mander 
Bros.), electrical engineer and cycle dealer, Birmingham.— December 
14th is the last day for receipt of proofs for dividend, Mr.A.S. 
Culley, trustee, 191, Corporation Street, Birmingham. Tue 


Lighting Outfits for Italian Villas.— American 


Consul L. J. Keena, at Florence, has reported home on the oppor- 


tunity for the sale of independent lighting plants. This, he says, 
should be much greater in the surrounding districts than in the city . 
of Florence. The small farmers would be little interested in any 
form of lighting plant, but througbout the mountains in this 
district are located numerous private villas, summer homes, pensions 
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and hotels. Many of these are served by small local electric lighting 
companies. The ordinary charge for an electric light in a villa, as 
made by these local companies, is $1.60 per lamp for the season 
(June, July, August and September). Many of these companies use 
water-power from small streams, and in dry weather this source of 
power is apt to fail, with the result that the lighting service is 
interrupted. Many villas, pensions. \c., which are out of range of 
any electric lighting company, are lighted by private acetylene gas 
plante. The lighting systems and apparatus used here are of Italian 
manufacture. There is no local manufactory of such appliances. 
Those on sale in Florence came from Milan and Turin. The claim 
made by a Milan manufacturer ie that his apparatus will operate 
20-C. P. lights at a cost of 1 cent United States currency per hour for 
each hour " : | 


Long-Lived Electric Kettles.—A customer recently 
took to the office of the Manchester branch of the General 
Electric Co., Ltd., a kettle for repairs, stating that this par- 
ticular kettle had been purchased by him in London from a 
G.E.C. representative 22 years ago last March, and was used con- 
tinuously for 14 years in London on a 100-volt circuit, without a 
breakdown, Afterwards, the owner removed to Manchester and 
had the kettle altered to suit the Manchester voltage of 200.. It 
has been in daily use on Manchester circuita for the past eight 
years, and only now for the first time has it been necessary to 
have it actually repaired, i.e, provided with & new element. A 
G.E.C. electric iron and a G.E.C. fry-pan were also purchased at the 
same time as the kettle above referred to, and both of these are 
still in use, 

THE BRITISH PROMETHEUS Co., of Salop Street Works, Birming- 
ham, have received for repair an electric kettle, which has been used 
for about nine years without repairs, on the circuit of the North of 
Scotland Electric Light and Power Co., Ltd. 

These incidente—which, we understand, are by no means excep- 
tions—speak well for the durability of this class of apparatus. 


(anada.— According to the Census of Canadian Manu- 
factures, which has lately been issued, the output of electrical 
appliances and supplies in the Dominion during 1910, attained a 
value of & 3, 004, 368. 


Backward Pernambuco.— We have already familiar- 
ised our readers with the lack of public electrical facilities in 
Pernambuco. Of interest in connection with the question is a 
recent ly- issued American Consular Report from that city, in which 
the Consul states that out of 125 automobiles in use in the city, 
about 40 are owned by private individuals, and the rest by the five 
different garages of the city. He says that, when one considers the 
condition of the streets, which are paved throughout with cobble 
stones, it is strange that there are so many ! 

“ There are also a few automobile trucks of German manufacture, 
but they do not seem to endure the intense strain very well. 
À set of tires on one of the public cars lasts about 22 days. AN 

The greatest demand, in this city at least, is for a medium- 
priced car very strongly built, and provided with a serviceable hood 
for protection against the heavy rains as well as the eun. No 
public motor service outside of the city would pay at present, on 
account of the condition of the roads, nor will the demand be 
materially increased in the city until the streets are paved, which 
will probably be done as soon as the tracks for the new electric car 
system are laid. The duty on automobiles amounts to about 16 per 
cent. ad calorem," 


LIGHTING and POWER NOTES. 


Accrington.—The Electricity Committee has decided 
that services shall be laid to the premises of Messrs. Lupton Bros. 
and Peel, Tootal & Co, for an estimated consumption of 20,000 and 
60,000 units per annum respectively. A sub-Committee has been 
empowered to deal with an application from the Accrington Bri 
and Tile Co. for a three years’ contract for the supply of 200,000 
250,000 units per annum. 

The supply of electricity by the Corporation is increasing. For 
the last quarter the units sold were 1,122,063, compared with 
719,841 last year, showing an increase of 402,222. The units for 
power have gone up from 656,471 to 1,030,033 ; and for lighting 
from 63,370 to 75,062. | 


Argentina,—H.M. Consul at Buenos Ayres, states that 
a syndicate of British, French, Belgian and American bankers is 
reported in the Press to have formulated a scheme for the building 
of an electrio power station at Buenos Ayres for the supply of elec- 
tricity for motive power and lighting purposes at prices consider- 
ably below those at present prevailing. A concession has been 
applied for, which would, if granted, bring the German monopoly 
of the supply of electricity to an end. The proposed contract 
stipulates that the plant shall become the property of the Govern- 
ment at the end of 1957. Italian financiers are also said to be 
endeavouring to obtain a similar concession. 

The German company, having its mains extended to every part 


of the capital, is naturally firmly established in the city. Board 


of Trade Journal, 

Messrs. Lambert Brothers, in Rojas. have acquired the Industrial 
del Oeste Electric Co. for $00,000. The new concessionaires mean to 
improve the system of public and private lighting. 


Atherton.— The U.D.C. has decided to apply to the 
B. of T. for an order authorising it to supply electricity to certain 
property in the area of the West Honghton U.D.C. 


Ayrshire.—The two-cell refuse destructor, erected for 
the burgh of Largs by Messrs. Heenan & Froude, was inaugurated 
last week by Col. C. C. Scott, of Halkshill. The company present 
inspected the installation under the guidance of Mr. J. A. Robert. 
son, Greenock, who was consulting engineer in connection with the 
destructor. At & luncheon which followed, the contractors and 
engineer were congratulated on the efficienoy with which they had 
done their work. 


 Bedford,— The T.C. has applied to the I. G. B. fora loan 
of £9,790 for additional plant at the electricity works. 


Bentley-w-Arksey.—A difficulty has arisen respecting 
the supply of current to the district by Doncaster T.C. The U. D.C. 
had expressed the opinion that the proposals of Doncaster should 
not debar other persons from supplying current in the district, but 
the Doncaster town clerk has replied that if all comers are to be 
allowed to supply electricity in the district, it would make it hardly 
worth while for the Corporation to spend several thousand pounds 
in the extension. The U.D.C. has referred the question to the 
General PurposesiCommittee. 


Bexhill.—The Chairman of the Electric Light Com- 
mittee announced on Monday that since the commencement of the 
year applications for supply had exceeded the average of the last 
few years by 50 per cent. i 


Bispham (near Blaekpool),—On the Electricity and 
Publio Lighting Committee's recommendation, the U. D.C. has 
decided to apply to the L.G.B., for sanction to borrow 22, 500, for 
the provision of additional lighting. 


Biackpool,—The Corporation is to make application to 
the L.G.B. for sanction to borrow £6,300 for the purpose of ex- 
tending the electricity mains. It was stated at a meeting of the 
Finance Committee on November 27th that there had never before 
been во many new customers applying for electric current as at 
present. The temporary set back caused by the general adoption 
of metallic-filament lamps has been overcome, and new customers 
are being connected at the rate of between 30 and 40 a month. 


Bridlington.—The 'T.C. has applied to the B. of T. for 


permission to supply electricity outside the borough to the Golf 
Club, and residences on three estates close to the town. 


Canada,—The city of Hamilton is to place its wires 
underground, notwithstanding the objections, legal and otherwise, 
of the companies interested. The Ontario Hydro-Eleotric Com- 
mission has ordered all electric, telegraph and telephone wires on 
certain of the streets, which include the principal streets of the 
city, to be placed in underground conduits, and that the unsightly 
wooden poles be forthwith taken down. Ottawa will soon follow 
suit, as she is negotiating with the Hydro and Railway Commissions 
for an order to bury her wires at least in the principal streets. 

The Municipalities of Paris, Brantford, Port Dalhousie, Brock. 
ville and Prescott have signed contracte with the Hydro-Electric 
Commission, and other applications are now being considered. 

It is proposed to spend $100,000 on a permanent means of illu- 
minating the Niagara Falls by elec'ricity during the evening hours, 
half the cost to be borne by Canada and other half by the United 
States. A bill was presented at Washington for $50,000, the share 
of the U. S.A. 

There is a persistent movement on foot to get permission from 
the Canadian Government to dam the St. Lawrence River below the 
Thousand Isles, and thus obtain about s million horse-power. The 
promoters say that instead of this doing injury to navigation, it 
will aid the latter by doing away with the necessity for locks. As 
it involves international law, legislation from Washington would 
need to be obtained concurrently with that at Ottawa. The Con- 
servation Commission is opposed to damming the St. Lawrence, 
and while there is some objection on the American side, yet a 
strong and influential body of New Yorkers is working for the 
scheme. 

Cardiff.— Various reductions are proposed in the price of 
electricity in the city. For heating, cooking, &c., the rate is to be 
ld. per unit instead of 1{., and the E.L. Committee also proposes 


an alternative rate for power supply, viz., 14d per unit for the first 


250 units per quarter per KW. installed, and 4d. per unit afterwards. 


Colne Valley (Herts).—The Colne Valley Electric 
Supply Co., Ltd. of 50, Queen Anne's Gate, Westminster, is 
applying for a prov. order for electric light in the parishes of 
Pinner, Bushey, Chorley Wood and Rickmansworth. 


Continental Notes.-—AvsTRIA.—The Austrian Imperial 
and Royal Central Water Board received during the month of 
September applications in respect of 32 schemes and 10 concessions; 
12 of the former were for installations in the Tyrol, and seven 1n 
the Province of Steiermark, the largest relating to the second dam 
of the Etschwerk at Meran, 16,780-H.P: capacity, and the Unz River 
work in the Province of Carniola, 17,000-H.P. capacity. The largest 
installations for which concessions were granted were that in the 
Martell Valley, 6,500 H.P.. and the Murdorf installation, near 
Judenburg, 1,000 H.P.— Elek. u. Masch. | 

BELGIUM.—The electric production of steel has given such satis- 
factory resulte düring the past year at the important Belgian 
works of John Cockerill, as to lead to the increased use of electric 
furnaces, and many new installations are projected both here and 
elsewhere. Electric driving is now in inoreasing use in rolling 
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mills and iron and steel works, in the collieries, and in the 
shipyards; and, &ccording to our contemporary, the Zeitschrift 
für Elektrotechnik und Maschinenbau, a large and steady future 
demand for electrical and other machinery may be confidently 
anticipated. 

RussiA.—The new harbour works at Libau, for which 44 million 
roubles have been voted, include the provision and erection on the 
quays of a number of electric cranes.— Zeit. für Elek. und Masch. 

DENMARBK.—Arrangements are in hand for a considerable exten- 
sion of the electric lighting undertaking at Esbjerg. 

SPAIN.—Three tenders only have been sent in for the public 
lighting of Madrid, in answer to the recent invitation, namely, those 
of the Spanish Electric Constructions Co., the Electra Co-operative 
Society, of Madrid, and the Union Electrique Modriléne. The 
Special Commission of Light and Water is charged to consider the 
tenders.— La Lumiere Electrique. 

The Alicante Gas Co, having warned the municipality that it 
would cut off the gas supply unless the sum owing to it were paid, 
the Council has retorted by deciding to break its contract with the 
company and to open negotiations with electric supply companies, 
with a view to an electricity supply. It is intended, so soon as the 
Civil Governor grants his sanction, to begin the work of installa- 
tion. 

TUERKEY.—A concession is being sought for an electric light and 


power plant and tramway system at the town of Samsun, on the 
Black Sea. 


Dewsbury.—The Corporation has received the sanction 
of the L.G.B. to borrow £3,370, repayable in 17 years, for a turbine 
tet; £3,130 for two new boilers, repayable in 15 years; £415 for 
a cooling tower, repayable in 10 years; £250 for mains and services, 


repayable in 15 years; and £250 for meters, to be repaid in five 
years. 


Dublin.—In accordance with the approval given by the 
Municipal Council to the proposals of the Electricity Supply Com- 
mittee to install an additional 3,000-Kw. set at the Pigeon House 
during the next year, the Committee reports that it has received 
tenders for a turbo-generator, condensing plant and accessories, and 
recommends the acceptance of the tender of the Oerlikon Co. 


Dudley.—The sale of the Corporation's electricity works 
was again referred to at the meeting of the Chamber of Commerce 
last week, when the secretary read a letter from the B. of T. 
stating—in reply to a resolution passed at an open meeting of the 
Chamber—that the T.C. had power, subject to the approval of the 
department, to sell the undertaking, that the request for a public 
inquiry would receive attention when the deed of sale came to 
hand. The Lighting Committee of the Corporation has appointed 
a sub-Committee to carry out matters of detail with regard to the 


working of the power station and the supply of electricity in the 
borough. 


Eastbourne.—The E.L. Committee has recommended 
the purchase of a 1,000-Kw. turbo-alternator at a cost of £4,100, 
to be advanced out of the reserve fund. 

The consideration of the report recommending the purchase of a 
270-kw. Diesel engine in addition to the above for economical 
running, and thus reducing the cost of generating during the hours 
of load off the peak, was deferred. 


East Ham.—A scheme has been adopted whereby the 
Council will supply, fix and maintain on a three years’ agreement, 
1,000-С.Р. arc lamps (including electricity), at a charge, for two 
lamps, of 9s. per lamp per quarter, plus 1]d. per lamp per hour 


used, and fur one lamp only, of 108. 6d. per quarter, plus 14d. per 
hour used. 


Edinburgh. — The Electric Lighting Committee of the 
Corporation has had under consideration & motion as to the 
desirability of incorporating in the prov. order about to be promoted, 
powers for giving a supply of electricity to Barnton and other 
districts. A letter was submitted on behalf of proprietors in 
Barnton district of Cramond Parish, as to supplying a district, 
including Blackhall, Barnton Park, and Cramond Bridge. There 
were besides inquiries with regard to the supply of electricity in 
connection with the Colinton Barracks and tramways. It was 


decided to leave the matter in the hands of a small Sub- 
Committee, 


Ellesmere Port.—The U.D.C. has resolved unanimously 
that application be made to the B. of T. for a prov. order authorising 


the Council to supply electricity within the urban district of 
Ellesmere Port and Whitby. 


Epsom.— The U. D. C. has decided to promote a Bill in 
the next session of Parliament to enable it, among other things, to 
deal ій electrical fittings, to lay down cables in private streets, and 
construct electrical sub-stations and other works under streets, and 
to empower it to make by-laws with respect to premises ы 
with power from the municipal works. 


Felixstowe and Walton.—A L.G.B. inquiry was held 
on November 26th into the application of the U.D.C. for loans of 
£4,052 for electricity purposes, and £1,000 for street lighting. 
The latter was, on the advice of the Inspector, Mr. H. L. Hooper, 
deferred, in order that the Council might obtain better terms for 
current, which is now charged at 34d. per unit by the Electrical 
Supply Co. The otherloan was altered to £3,930, £500 for battery 
extension buildings, £1,200 for battery extension, £1,730 for mains, 
services, switchgear, Ko., and £500 for meters. | 


Hebden Bridge,—Ovwing to the steady development of 
the electricity undertaking since its inception nine years ago, which 
has made increased plant necessary, the U.D.C. has decided on the 
recommendation of the Electricity Committee, to purchase an 
adcitional Diesel oil engine set of 240 KW., at an estimated cost of 


£3,253, subject to the sanotion of the L.G.B. being obtained for a 
loan to cover the cost. 


Highland Village Plant.— An electric light installa- 
tion by Edmondson's Electricity Corporation has been in- 
augurated in the Highland village of Beauly, the opening cere- 
mony being performed by Mr. D. McGrath, chairman of the local 
company which has been formed, in the absence of Lady Lovat. 
Street lighting is to be supplied by 25 lamps. The current is supplied 
by a 40-H.P. suction gas plant, the pressure being 240 volta. 


Already the consumers number 150, The price charged to private 
consumers is Xd. per unit. 


Isleworth.—The Isleworth Brewery Co. has made 


application to the U.D.C. for additional current to run two 250-H.P. 
motors ; the estimated revenue is £400 per annum. 


Leeds.—The system of high-pressure gas lighting 
installed in New Market Street, Dancan Street, and Calverley 
Street by the Corporation Gas Committee for demonstration purposes, 
has been considered by the Street Lighting Committee, who feel 
that the system is too costly. It has consequently requested the 
Gas Committee to remove the lamps within a month. 

The Corporation has now given notice of ite intention to obtain 
Parliamentary powers for the acquisition of land at South Accom- 
modation Road, for the erection of & new generating station. 

The Holbeck B. of G. has decided to install electric light in the 
Workhouse at an estimated cost of about £500. 


Llandudno,— Consideration of the question of lighting 
by electricity Conway Road and Queen's Road, at an estimated oost 
of £398, has been deferred, and & proposal to improve the lighting 
of the Promenade has been referred to the chairman of the Com- 
mittee and Mr. H. Morton, the electrical engineer. 

The U.D.C. has referred to the electrical engineer for report an 
inquiry from the Ship Canal Portland Cement Manufacturers, Ltd., 
asking whether the Council would be prepared to supply electric 


current for power for an all-day demand for the Little Orme 
quarries. 


London.—According to the Times, the Port Authority 
has decided to remove to Tilbury Dock the modern electric plant 
at the Victoria Dock, for which & supply of current has been 
obtained from the West Ham Corporation, ''At Tilbury, where 
the Authority generates the electricity required at the Docks, the 
demand is growing with the increasing business, and the transferred 
plant will enable the Authority to provide for this demand at com- 
paratively small expense.“ 

MABYLEBONE.—Four converters are to be installed at the 
premises of Peter Robinson, Ltd. Mr. Snell has been engaged as 
consulting expert in connection with an additional supply, which 
is to be obtained for the winter of 1913-14. In consequence of 
reports from the general manager that the undertaking will be 
" very tightly placed” this winter with regard to plant capacity 
to meet the load, he has been authorised to negotiate with the 
Metropolitan Electric Supply Co. for a small emergency supply to 
be taken at the Aybrook Street station on the following lines :— 
The Council to pay for current taken at the rate of £1 per KW., 
and for units at a rate per unit to be agreed; the Council also to 
defray the cost of moving and fixing the necessary converting 
plant (roughly estimated at £250); also to endeavour to obtain a 
continuing yearly option (subject to three monthe’ notice) on these 


terms. It is not anticipated that more than 500 Kw. will be 
required, 


Loughborough.—At a meeting of the T.C., the elec- 
trical engineer reported that it would be necessary next winter to 
put down additional plant for the general supply, in addition to the 
proposed extensions to meet the requirements of the Brush Co., but 
before making a recommendation, he asked for authority to visit 
Manchester. Last month the units generated showed an increase 
of 43:8 per cent. over the figures for last year. 


Northwood and Ruislip.—The Northwood Electric 
Light and Power Co., Ltd., has applied to the B. of T, for an order 


extending the area of supply so as to include portions of the parishes 
of Watford Rural and Rickmansworth Rural. 


Orsett.— The B. of G. has referred to the Buildings Com- 
mittee the question of lighting the workhouse by electricity or gas. 
The Board was informed that the capital cost of an electric light 
plant would be £1,500, and the annual cost of maintenance, with 
repayment of loan, principal and interest, 8172. For gas the 
capital cost is placed at £375, and the supply from the Stanford - 
le-Hope Co. would be at the rate of 3s. 6d. per 1,000 ob. ft. 


Pateley Bridge.—The B. of T. has revoked the 1311 
E.L. order. 


Rochdale,—Tbhe Gas and, Electricity Committee has 
decided that application be made to the L.G.B. for sanction to 
borrow a further £30,000 Tor extensions to the electricity works 


and plant. 
Romford,—The London Electric Supply Co., Ltd., 


which is applying for a prov. order for electric light, has informed 
the R. D.C. that it is willing to extend the compulsory area in the 
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parishes of Chadwell Heath, Hornchurch and Upminster. The 
Council, before coming to any decision, has decided to ask the 
company to deposit plans, &c. 

Rosyth, Fife.— The Government, it is believed, is about 
to issue schedules to contractors for the erection of a power station 
and experimental laboratory at Crombie, in connection with the 
Rosyth Naval base. 


Southend-on-Sea.—A L. G. B. inquiry was held on 
November 27th into the application of the T. C. for a loan of £3,900 
for electric light purposes. There was no opposition. 


Stoke-on-Trent.—The T.C. has applied to the L.G.B. 


for & loan of £12,000, £2,000 for boosters, balancers, automatic 


regulators, auxiliary steam plant and switch gear, and £10,000 for 
mains, transformers, and servicer. | 


Stroud (Glos.).— Messrs. Seymour, Williams & Co. have 
asked the U.D.C. to waive any objection it may have to their 
application for a prov. order for electric supply. The Council has 


decided to ask for further particulars of the scheme before taking 


any action in the matter. 


Sunderland,—An interesting electrification scheme is 
shortly to be commenced at the Ryhope Colliery of the Ryhope 
Coal Co., Sunderland. The contract includes the conversion of the 
North Pit haulage from steam to electrical drive, and the supply 
and fixing of a three-throw pump and motor. The power will be 
three-phase at a pressure of 2,750 volts and 40 cycles. The British 
Westinghouse Co has the whole contract, but the pump will be 
supplied by the Uskside Engineering Co. In addition to the fore- 
going, an order has just recently been placed for the West Pit 
haulage, which is an exact duplicate of that of the North Pit. and 
both these installations are to be completed by Easter. The North 
Pit haulage will be provided with a 250.H.P. continuously-rated 
motor working up to 400 H.P. on the gradients. The pump will be 
capable of delivering 300 gallons per minute against a head of 
1,870 ft. A motor. generator of 76 Kw. will supply energy to drive 
D.C. screen motors and lighting. Thecurrent will be taken from 
the County of Durham Electrical Power Distribution Co., at 2,750 
volts, and used at that pressure. This installation will be one of 
the first in the Durham and Northumberland coalfields to be carried 
out under the new Home Office jules. The haulage at the South 
Pit at Ryhope is aleo to be converted at Whiteuntide, and tenders 
for this work are now being considered, and theorder is expected to 
be very shortly placed. This haulage will be of 350 H.P., and 
worked up to 600 H.P. on the gradients. All of the haulages at 
Rybope are at present being worked by steam from underground 
boilers, for which it has been necessary to take coke down the 
shaft, and considerable economies in working costs are expected to 
result from the electrification. The scheme is being carried out to 
the designs, and under the direction, of Messrs. Hodgkin & Young, 
of Darlington, acting as the coneulting electrical engineers to the 
Rhyope Coal Co. 

In connection with & scheme of dock improvements estimated 
to cost £24,250, the River Wear Commissioners have approved 
plans in which provision is made for two new electric belt con- 
veyors at the north end of Hudson Dock North, and an electric belt 
conveyor at No. 13 Staith. The conveyors will consist of endless 
belts driven by electric power, and will carry coal at the rate of 
600 tons an hour, 


Tilbury.—The U.D.C. has decided to conditionally 
support the application of the County of London Electric Supply 
Co., Ltd., for a prov. order for electric supply. 


Truro.— An abortive conference over the E.L. question 
has been held by representatives of the T.C. and the gas company, 
both of whom are applying for prov. orders. The point discussed 
was the withdrawal of one of the applicaticns, but no sgreement 
was arrived at, 


Uruguay.—An American Consular report states that 
some time ago the Government caused technical studies to be made 
on the ‘possibility of utilising the Rio Negro, an important river 
crossing a large portion of the Republic, to produce power for an 
electric station capable of. supplying all the requirements of 
Monte Video, the resulting reports being entirely favourable. It is 
intended to erect the power station on the river by constructing a 
dam nearly 3 miles long and a transmission line for energy 162 
miles in length. The cost of the works is estimated to be 
$8,600,000, not counting the value of expropriations which, added 
to the cost of deepening the river to 5'9 ft. (now in progress), will 
bring it to $11,600,000. The power house will be able to supply 
120,000 000 units annually—four times the present consumption— 
and would be able to furnish power to tramway and manufacturing 
companies. When in full operation there would be a raving of 
£1,200,000 each year in coal, besides bringing about many 
advantages in the economy of light and the establishment of 
various industries outside of the capital, which to-day cannot 
exist owing to the high price of coal. A Bill will be presented to 
the Chambers atking for authority to complete the project, which 
is at present in charge of an American engineer. 


Whitstable.— A prov. order for electric light is to be 
applied for by a local company, which has received promises of con- 
siderable support, both in the town and at Tankerton, a residential 
suburb. > 

Worthing.—The Electricity Cozamittee of the T.C. bas 


decided that in future service lines are to be laid free of charge to 
the extent of 100 ft, instead of 60 ft., and to allow consumers of up 


to 1,000 units per annum a discount of 6 per cent., and those 
taking over 5,000 units per annum, 10 per cent. 


York.—The Corporation has decided to insert in the 
Corporation Gas Bill to be introduced in the next session of Par- 
liament, clauses which will empower it to pnrchase land from the 
Foss Navigation Committee for the purpose of constructing a 
reservoir for condensing purposes at the electricity works, it being 
stated that the Navigation Committee is unable to guarantee 
such a supply. 


TRAMWAY and RAILWAY NOTES. 


Accrington.—The Town Clerk bas reported to the 
Electricity Committee that he has written to the Rawtenstall 
Corporation, inquiring how many of the Corporation's cars running 
to Accrington had been converted from the regenerative control 
system as required by the B. of T. He read the following resolution 
from Rawtenttall Council in reply: That seeing the arrange- 
ments with respect to through running are no more eatisfactory to 
this Corporation than to Accrington, this Corporation hereby 
expresses its willingness to terminate the agreement with respect 
thereto.” A Committee was deputed to confer with Haslingden 
Corporation on the subject. Later the Town Clerk reported that 
he had written to Rawtenstall, reminding the Council of its resolu- 


tion passed last February, giving instructions for the conversion of 


cars a8 soon as practicable. 


Argentina.— Mr. F. Robetti has applied to the Govern- 
ment of the province of Buenos Ayres for permission to construct 
an electric tramway from Ostende station in the district of General 
Madariaga, to the Atlantic. 

The Statutes of the Compania de Tramways Е:есігісов Buenos 
Ayres have ben approved. The company has been formed to-work 
the concession for lines in Vicente Lopez and San Martin, and also 
to engage generally in concessions for omnibuses, tramways, and 
railways in any part of the Republic.—Reriew of the River Plate. 


Asiatic Turkey.— A concession has been granted for an 
electric tramway from Scutari to Kadikeuy on the Asiatic side of the 
Bosphorus, to a French syndicate. 


Australia.— The report of Mr. Hay, the engineer 
engaged by the New South Wales Government to report upon the 
traffic problem of Sydney, was laid upon the table of the Legislative 
Assembly recently. Briefly, the report recommends the following :— 
(1) A bridge to North Sydney from Dawe's Point to Milson's Point ; 
(2) an underground city railway, with three-minute service; (3)a 
partly underground railway for the eastern suburbs ; (4) & western 
underground railway through Balmain and Leichhardt; (5) the 
undergrounding of the King Street tramways; and (6) a goods 
tunnel from Woolloomooloo to Circular Quay, or Darling Harbour. 
The city railway and the King Street undergrounding are regarded 
as the most urgent works, and it is estimated that these could 
be completed within two to two and a half years. The esti- 
mated cost of these is (excluding the hartour bridge, and also 
excluding throughout electrical equipment, signals, rails and land 
resumption), £4,516,070, made up as follows:—City railway, 
£1,175,273 ; eastern railway, £995,058 ; western railway, £2,134,510 ; 
King Street tunnel, £112,420; Woolloomooloo tunnel, £98,809. 
The Minister for Public Works thoroughly agrees with Mr. Hay's 
rccommendation that the city underground railway should. be first 
constructed, and sums have been placed on the loan estimates for 
the current year so as to be in a position to start the preliminary 
work immediately the approval of Parliament has been obtained.— 
Tenders (Mining and Engineering Review). 


Belfast.—At a meeting of the Tramways and Electrical 
Committee the manager of the tramways presented a statement 
with reference to proposed extensions of the electrical department, 
and submitted a scheme for generating electricity for tramways 
purposes only by installing Diesel engines in the present tramway 
depóts. Mr. Nances suggested scheme was as follows :— (1) The 
electrical] undertaking is to be placed in possession of the generating 
station, switchboards, engines, coal conveyor and all other pro- 
perties paid for by, and belenging to, the tramway department 
within the limits of the present electric generating station in East 
Bridge Street. and to pay to the tramway department for them, “the 
present value" of the amount spent thereupon— namely, £96,155—to 
be settled by the city accountant with an assessor, if thought desir- 
able; (2) the electrical undertaking to provide a new station for 
the transforming plant now in the Antrim Road tramway depot, 
and the cost of such transfer and new station to be paid by the 
tramway undertaking ; (3) the tramway undertaking to establish 
Diesel oil-engine generators, amount in all to 6,000 Kw., in 500-Kw. 
sete, in the various depóts around the city, with buildings and 
other requirements; to make necessary alterations in feeders, 
and to hereafter, under the authority of the general manager 
of the tramways and under the direct supervision of the chief 
engineer, supply all the electrical energy required for tram- 
way purposes, and maintain all electrical equipment. The 
estimated cost of this installation, with the necessary changes in 
feeders and buildings, will amount to £101,500 (estimated) Mr. 
Nance claims for his scheme simplicity, economy, abolition of dual 
control, relief of the electrical undertaking from ite present em-. 
barrassment and provision against rise of prices. This report was 


\ 


Re ae I I ;; ——L—P—ʃ'—̃ü—.—ññ ᷑ —?F—2ʃ—..;xñ;ß?'T ..... TT EAE US PU ME M MED ITED, 


Vol 71. No.1,828, DECEMBER 6, 1912.] 


THE ELECTRICAL KEVIEW. 


918 


submitted to Mr. Bloxam, the city electrical engineer, for his 
comments thereon to the Committee, and at a special meeting last 
week Mr. Bloxam analysed it in detail, and pronounced the first 
part to be unworkable; he pointed out that the present electric 
station output is limited by its boiler capacity, that any advantages 
"which the development of the Diesel engine and oil fuel may make 
possible will be availed of by the whole undertaking, and not 
reserved exclusively for the tramway service, and so forth. The 
Committee by 9 votes to 3 decided not to take any action on 
Mr. Nance's report. 


Blackpool, — A Daimler "bus of the petrol - electric 
type was tested by members of the Corporation on Saturday. This 
type of 'bus is intended to run in suburban districts in which there 
is no tramway service. Ata meeting of the Council on November 
28th, Alderman Brodie said the Tramways Committee had under 
consideration the advisability of providing vehicular accommodation 
for one or two districts in Blackpool to meet the public conveni- 
ence. There was no hope of any tramway service paying its way 
off the tram-track already laid. Councillor Tillotson inquired why 
private enterprise should not be allowed to provide the service, and 
recalled the time when former 'bus proprietors in the town were 
deprived of licences and defeated when they took the case to 
London. He failed to see why the Corporation should embark 
upon such an undertaking, and yet private owners had been refused 
the power. 


Bradford.—The profits on the tramways for the half- 
year ended September 30th show a serious decrease on the corres- 
ponding half of last year, this being chiefly accounted for by the 
increased expenditure on repairs to permanent way, cars and rolling 
&tock, power and wages, and the introduction of jid. fares up to 
9 am. The half-yearly statement shows a profit of £25,997, 
against £35,867 last year, being a decrease of £9,870. The traffic 
income has been £143,358, being £993 less than last year, in spite 
of increased car-mileage of 127.000. If the same rate of earning 
per car-mile had been maintained as last year (11°913d.), the 
income would have been £6,000 more. Repairs of the permanent 
way show an increase of £2,109, and cara and other rolling stock an 
increase of £2,008. Power expenses have increased to E992; traffic 
expenses, including wages of motormen, conductors, &c., have been 
£36,624, against £34,480 last year. The raillees route undertaking 
shows a loss for the half-year of £181; the expenses being £798, 
against a revenue of £617. Income from the carriage of parcels 
was £4,242 ; expenses, £3,926; profit, £316. 


Continental Notes,— HorLAND.— A concession has 
been granted to the Municipality of Arnhem for the construction 
of an electric tramway from Arnhem to Velp, and from Arnhem to 
Oosterbeek, a total distance of about 10 km. The Municipality 
must submit to the Minister of Commerce detailed plans of the line 
aud of the electric power station within a year from the date of 
the concession, viz., November 2nd, 1912. ; 

BELGIUM.—La Société des Tramways Electriques de Gand has 
just applied for a concession to construct and work a new line of 
electric tramway in the town of Ghent— between the Gand-Sud 
Railway station and the Boulevard de Roygem. 

FRANCE.— Plans are being prepared in respect of a projected 
electric railway between Castres and La Salvetat (Herault). 

GERMANY.—In connection with the electrification of the moun- 
tain railways in Silesia, the Prussian State Railway authorities 
have lately placed & contract with the Siemens-Schuckert Werke 
for 20 electric locomotives for goods trains, and with the A.E.G. for 
five trains for the eame system of railways. 

The first trials of the railways in the Wiesen Valley in the 
Lorrach district of Baden, which have just been electrified, were 
recently made. It is not expected, however, that the lines will be 
opened for traffic until next year. 


Coventry.—The City Council decided this week to apply 
to Parliament for power to run motor-omnibuses within the city, 
and also along the route of the Corporation tramways, 


Glasgow.—Some remarkable figures are given in the half- | 


yeer's report in connection with the working of the Corporation 
tramways. Forthesix months ending November 30th, the total 
number of passengers carried reached the total of 150,016,653, as 
compared with 128,801,034 for the corresponding period of 1911— 
an increase of nearly 211 million passengers. During the year, the 
halfpenny stage was doubled in length, and the detailed figures 
show that this fare accounts for 60°69 per cent. of the entire traffic, 
the figures being 91,040,168 against 35,777,328 for the corresponding 
six months a year ago. While, however, the total carried has gone 
up, the revenue has fallen £9,485, caused by a big diminution of 
travellers on the penny stages and longer distances. The number 
of people who took penny tickets has fallen from 46°27 
last year to 28°58 this year—the figures being 59,596,464 in 
1911 and 42,876,350 this year. There was also a decrease in the 
IId. and 2d. stages, the figures being 10,055,008 and 3,170,896 
respectively this year. as against 10,360,902 and 2,236,202 in 1911. 
The 23d. stages were patronized by 1,477,822, as compared with 
1,424,569 ; while those travelling 3d. stages and longer distances 
represented 1,396,410, against 1,361,631. The total decline in 
receipts is, as stated, £9,485, the six months’ income from fares 
being £492,054. against £501,539. The halfpenny stage yielded 
£189,667, as compared with £74,536: but the money taken for 
penny stages was only £178,651. against £248,318 in 1911. A 
striking point in the report is that while the halfpenny stage pas- 
sengers represented 60 per cent. of the total traffic, the receipts 
from the same class of patrons were less than 39 per cent, of the 
total revenue. 


There appears every prospect of the T.C.'8 new Committee on 
tramways pressing forward for the further extension of the system 
both within and without the city. Powers were obtained in 
certain omnibus Bills and prov. orders to lay tracks, which have 
not yet been taken advantage of, and the expectation is that those 
privileges will within a comparatively short time be put into active 
operation. Nothing definite has yet been decided on, but it is 
significant that the Committee in charge of extensions is making 
tours at present to several of the outlying districts, Among the 
districts scheduled and to be inspected are those of North 
Kelvinside, Canniesburn, Milngavie, Scotstounhill, Govan, 
Netherlie, Clarkston, Whitecraigs, Provanmill, Coatbridge and 
Cothkin. If the scheme is gone on with in its entirety, it will 
mean the addition of from 10 to 15 miles to the system. 


Greetland.—The U.D.C. has formally approved of the 
Huddersfield Corporation's proposal to construct a single line of 


tramways along Saddleworth Road, to the Halifax Corporation’s 
tramways in Halifax Road, subject to the Council being satisfied as 


. regards the terminus of the tramways in Halifax Road. 


Huddersfield.—' The Corporation bas formally resolved 
to promote in the ensuing session of Parliament & Bill authorising 
the construction of tramways in the borough, in the borough of 
Brighouse, and in the urban diatricts of Elland, Greetland, Slaith- 
waite, Linthwaite and Marsden, and in the parish of Fixby ; and 
the provision avd running of omnibuses and motor-cars on the 
railless trolley syatem within and without the borough. 


India.—The formal sanction of the Government of India 
has just been received by the Mysore Government for the commence- 
ment of electrical tramways for Bangalore City and station. 
Orders will now be placed in Europe and America for plant and 
material, and the project is expected to be accomplished in 13 
months. 


Leeds.—The recent dismissals of motormen and conductors 
on the Leeds tramway system have occasioned some resentment, and 
it has been decided by the members of the Tramway and Vehicle 
Workers’ Society to hold a meeting of all sections of the men. 
Mr. J. B. Hamilton, tramways manager, in the course of an inter- 
view with a Press representative, said that it seemed to him that a 
clique of the Union officials would like to control the tramways in 
their own interest, and to the disadvantage of the non-Union men. 

The Corporation has given notice of its application for Parlia- 
mentary powers to make various tramway and railless traction 
extensions, referred to previously in our columns. 


Liverpool.— The electric tramway system is being linked 
up in one of the suburban districts by motor-omnibuees under 
the control of the Corporation, and already a passenger ser- 
vice between the Menlove Avenue tramways terminus at Calder- 
stones and the town of Woolton is in operation. So far only one 
new vehicle is in use in addition to three of a more or less obsolete 
type. The omnibue, which has cost between £750 and £800, . 
is of 40 H.P., and is of the petrol-electrio type. The Corporation 
has ordered a second 'bus of similar power, which is almost ready 
for delivery. 

The additional electrified track on the L. and Y. Railway between 
the Exchange Station, Liverpool, and Sandhills, was brought into 
use on Monday. 


Llandudno,—The U. D. C. has received from the 
Llandudno and Colwyn Bay Electric Railway, Ltd., notice of the 
latter's intention to apply to the B. of T. for sanction (inter alia) 
to abandon so mueh of Railway No. 6, authorised by the company's 
Order of 1898, as lies between Deganwy and West Parade, 
Llandudno. ! 

London,—Sovru-WEsTERN RAILWAY — ELECTRIFICA- 
TION.—It is reported that the scheme for the electric working of the 
Kingston and Hounslow loop lines, and the Shepperton and Hampton 
Court lines of, the South-Western Railway has been drawn up, and 
will shortly be submitted to the directors. A power house is said 
to be part of the scheme on which work is expected to commence 
next spring, and to continue for two years. 

A complete electrical ambulance service has just been installed 
by the Port of London Authority. It is estimated that the service 
will cost £4,000 per annum to maintain. 

LEWISHAM.-—-Objection is to be raised to the proposal of the 
L. C. C. to run raillcss trolley vehicles from Catford to Sydenham, as 
the local Council bas consistently objected to the erection of overhead 
wires in any form. | 

Neweastle-on-Tyne.— For the past half-year's working 
of the Newcastle tramways, the gross receipts were £115,359, an 
increase on the corresponding period of last year of £2,163. The 
total working expenditure showed an increase of £3,837, and there. 
is a gross surplus for appropriation on the half-year of £18,658, 
being a decrease of £148. After paying £12,000 in relief of the 


rates, there isa net profit of £6,658. The increased expense is due 


to more traffic, needing more men ; greater expenditure on up-keep ; 
and concessions to the men. 


. Ripley.—4A conference was held on Friday last between 
Mr. Williams, representing the Notts. and Derbyshire Tramways Co., 
and the U.D.C. with reference to the proposed tramway service 
between Nottingham and Ripley. Mr. Williams stated that the 
capital for the scheme which the company was promoting was now 
fully subscribed, but it could not at present extend the scheme to 
Belper, as the cost of road widenings would be prohibitive. The 
company would enter into a written guarantee that the road 
widenings along the line of route throughout the Ripley Council's 
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district, with one stipulated exception, should be 24 ft. wide. The 
Council decided to accept this guarantee and pass the plans. 


York.—At the City Council on Monday, a resolution was 
brought forward on the recommendation of the Tramways and 
Electricity Committee that the Council purchase the old Liberal 
Club in Clifford Street for offices at a cost of £4,000. The matter 
was referred back for further consideration. The tender of Mr. 
Wm. Dobson, of Edinburgh, of £15,147 for the construction of the 
track for the Bishopsthorpe Road tramway extension was accepted. 


TELEGRAPH and TELEPHONE NOTES. 


Canada.—In Canada, on December Ist. the new com- 
bined land rates for wireless messages, which were fixed during tbe 
International Conference last June, came into force. Messages to 
ships on the high seas can be handed in at any telegraph office in 
the Dominion.— Financier. | 

Congo.— A wireless installation has been set up at the 
station at Kabelend, in Loango.in the Belyian Congo. which is 
iu connection with 11 others in this territory. The equipments are 
on the Telefunken principle, and have a power of 1} kw., with а 
range of 500 km. with the Jarger and 200 to 300 km. with the 
smaller installations. The network embraces a primeval forest region 
4,500 km. in extent.— Elek. und Mareh. 


France.—A Government Bill hus been laid before the 
Chamber of Deputies for the establishment of a system of wireless 
telegraphy between France and the French Colonies, consisting of 
two chains of wireless stations, viz.. the Eastern line, with stations 
in the South of France, in Tunis, Jibuti, Pondicherry, and Cochin 
China, with a branch to Madagascar ; and the South American and 
African line, starting from the same staticn inthe South of France, 
connecting with stations in "Morocco, Colomb.Béchar, Senegal, 
Timbuctoo, Bangui, and Martinique. These systems will be 
followed by & connection across the Pacific, with stations at 
Noumea and Tahiti. Finally. it is proposed to erect a station in 
the West of France for communication with North America. It is 


estimated that the total oost of the complete system suggested will 
be over £800,000. 


Imperial Wireless System.— On Wednesday last week 
the Select Committee resumed the inquiry regarding the Marconi 
agreement. Mr. Beech Thompson, of the American Poulsen Co., 
read communications which he had received from the secretary of 
the Federal Telegraph Co., at San Francisco, between November 16th 
and 22nd, stating that communication had been established 

hroughout the day. A letter from Mr. Godfrey Jeaacs, of the 
Marconi Co. to the Committee was also read, communicating a 
telegram received from the Marconi Co. in America, in which the 
working of the Poulsen system between San Francisco and 
Honolulu was criticised. Mr. Thompson stated that the mansger 
of the United Wireless Co. had telegraphed to him at San Francisco 
asking the lowest price for the assets of his company and the 
Poulsen patents. His company could not take a contract with the 
British Government, but the English company had arranged to 
acquire the use of the American improvements. Ha would not say 
how much of the nominal capital of his company (£5,000,000) had 
been subscribed. | 

Mr. Madge was further examined, and stated that in bis opinion 
the system ought to be carried out by the Marconi Co. or the 
Poulsen (o.; they would make a better job of it than the 
Admiralty. 

Regarding the production of documents, (‘apt. Charlton stated 
that the Admiralty would produce the conclusions. but not the 
data on which they were based, and Lord Robt. Cecil expressed 
dissatisfaction. 

On Тһогедау Mr. Madye was sgain examined, and said that the 
Marconi designs were on sound engineering lines; the company 
possessed most valuable experience and an expert staff. He thought 
the duplex working could be accomplished. The Poulsen system 
would be cheaper to install and to maintain, but was in its infancy, 
and the staff was not experienced. The Marconi system was the 
better at present, though the Pouleen was more likely to develop. 
He had no doubt that the Pouleen system had effected communica- 
tion between San Francisco and Honolulu in the daytime. In his 
opinion, the Admiralty could build long.distance stations without 
using the Marconi patents. He had no interest in any system of 
wireless telegrapby. Lieut. Fitzmaurice was examined, and 
corroborated Mr. Madge's evidence. 

On Monday a letter from the Admiralty was read, quot- 
ing the rule governing the production of evidence before a 
Select Committee, and stating tbat officers giving evidence would 
have full permission to produce documents to the Committee, 

except in the case of papers relating to war arrangements. 
Captain Charlton outlined the events which led up to the agree- 
ment, and stated that the existing contract between the Admiralty 
and the Marconi Co. had been very hard on the former, the com- 
pany having keptthem strictly to its terms. The Admiralty being 
unable to communicate any information in wireless telegraphy to 
another department, the army had to carry out experimental work 
which had been covered years before by the Admiralty, so that the 
country paid twice over for the same work. Further, the new 
Australian warships could not be equipped with the same wireless 
apparatus as the ships of the Royal Navy. He approved of the 

final agreement. The company would not make any profit on the 
_ erection of the stations, but would make a big profit on the receipts 
if the system was a commercial success, The Admiralty bad four 


long-distance stations—at Gibraltar, Malta, and two in England. 
They had no doubt they could work over 2,000 miles. The Admiralty 
attached very great importance to secrecy regarding their 
wireless service, which, together with their special methods, 
enabled them to obtain greater reliability of service and made 
interference by jamming more difficult. It would be most undeeir- 
able that any inspection of their apparatus should take place. 
Naval stations ought to be erected by the Admiralty, for the rake 
of secrecy. The Admiralty preferred simplex to duplex working, 
for military purposes, as a tingle station was more easily defended. 
If they had commenced work in 1911, they could have completed 
the stations by the end of 1914. The matter was most urgent a 
year ago, but several other nations now had long-distance chains 
in hand, and unless one could be first in the field, so as to be 
able to choose one's own wave length, there was not much 
to be gained by haste. If they had to start afresh, there would 
be at least four systems to consider, and if they waited longer there 
would be more. If they were starting now, stringent terms should 
be made to enable them to change the system if necessary. The 
Admiralty bad made progress in the science during the past nine 
months, which would not have been poseible if the Admiralty staff 
had been occupied in building the Imperial chain of stations. They 
were indebted to information derived from the Marconi Co. for the 
progress they had made. The Admiralty very much regretted the 
delay in carrying out the scheme. To have invited tenders would 
have taken a long time. 


large Pension Fund.— The American Telephone and 
Telegraph Co. and associated companies (Bell system), the Western 
Union Telegraph Co., and the Western Electric Co. have set aside 
a sum of two million pounds for pensions, sick benefits and life 
insurance for their employés. who number 175,000. The latter do 
not contribute to the fund, which will be used for the benefit of 
employés of all ranks. The aggregate wages paid by the com- 
panies amount to about £23,000,000 per annum. 


Submarine Telephone Cable, — A large submarine 
cable has been laid by the Pacific Telephone and Telegraph Co. 
across the bay between San Francisco and Oakland. The cable, 
enays Telephony, contained 154 pairs of No. 19 conductor, paper- 
insulated and lead-sheathed, with steel armour; it was 23,000 ft. 
long, weighed 16 Ib. per ft., and was provided with loading coile. 
It was laid in two sections, landing at Goat Island, where the 
loading coils were inserted. The cable was made at Chicsgo, and 
was laid by a cable-carrying lighter, which has been specially built 
for the purpose by the company, on account of the increasing 
number of submarine cables employed in the coastal towne. 


Telephone Employés' Grievances,— To protest against 
the application of an “unjust classification " to the ex-National 
Telephone Co.'s staff, a largely attended meeting of the Bradford 
branch of the Amalgamated Society of Telephone Employés was 
held last week. A similar meeting was held at Edinburgh, and 
it was unanimously agreed to draw the attention of the Postmaster- 
General to the classification, and ask that the terms of the Telephone 
Transfer Act, 1911, and the promises given by him in the House 
of Commons be carried out. 


Telephone Numbers as Telegraphic Addresses.— 
The Postmaster-General has issued a notice reminding telephone 
subscribers of the existing facilities for securing, by the use of the 
addressgee'$ telephonic address, the expeditious delivery by telephone 
of telegrams to telephone cubscribers. This address consists of the 
subscriber's name, the name of his exchange, the number of his 
line and the name of the town in which the exchange is situated. 
When the name of the exchange is aleo the name of the town, or of 
a well-known locality, the name of the town may be omitted. The 
name of the town is not required when a telegram is addressed to 
an exchange number in the same town. Subscribers are recom- 
mended to print their telephonic addresses «n their notepaper as 
their addresses for telegrams. Confirmatory copies of telegrams 
delivered by telephone will be tent by post without charge to the 
address in the Telephone Directory in daily batches, and, if the 
attention of subscribers cannot be obtained by telephone, telegrams 
will be delivered in the ordinary way by messenger. 


The Telephone Service.—In a letter addressed to the 
Liverpool Chamber of Commerce, the Postmaster-General proposes 
that local advisory Committees be formed, to assist him in the 
administration of the telephone and telegraph services. These 
Committees will take the place of the general advisory Committee 
suggested by the Chamber last year. 


Wireless Telephon y.— Experiments bave been carried 
out at Rome by the Minister of War with new types of transmitter 
and water microphone, the inventions of Profs. Mcretti and Vanni 
respectively, with a view to opening telephonic communication with 
Tripoli. The wireless stations at Penzano, Madelens, Palermo and 
Trepane were telephoned to, and communication was t uccessfully 
established. The results of the experiments have decided the War 
Department to appropriate the inventions for exclusive military use, 
a present of them to the Italian Government having been made by 
the inventors.— н. fiir Sehwachstromtechnik. 


The World's Wireless Stations,—According to the 
atatiatics of the International Wireless Bureau, the wireless stations 
established in the different countries of the world, up to July 15th 
last, numbered 1,188 on warships, 1,262 on merchant ships, 371 on 
land for public service, and 114 on land for military purposes, Of 
these, Great Britain had 455 stations on merchant veseels, and 43 
public land stations ; Germany, 206 and 22; United States, 253 
and 142. To these must be added 58 stations in various Colonial 
possessions.— L Industrie Electrique. T 
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CONTRACTS OPEN and CLOSED. 


OPEN. 
Abertillery.—December 16th.  100-kw. Diesel engine 


and dynamo, water-cooling apparatus, pipework, overhead crane 


and switchboard panels and connections, for the U.D.C. See. 


" Official Notices November 29th. 


Australia, — SovTH AUSTRALIA. — December 18th. 
Telegraph and telephone material, for the P.M.G.'s Department. 
See ‘Official Notices November 8th. 

December 17th.— Three sections of common-battery multiple 
switchboard and other equipment, for the P.M.G.'s Department. 
See “ Official Notices " October 25th. 

VICTORIA. December 318. Thirty detectors, for the P.M.G.'s 
Department. See "Official Notices " November 22nd, 

January 10th, 1913.—Prahran and Malvern Tramways Trust (V.) 
invites tenders for trucks, wheels, axles, motor equipment and brakes. 

— Australian Mining Sta ndard, 

January 24th, 1913. Two 4,000-kw. steam turbo-alternators, for 
the Melbourne City Council. See "Official Notices " November 22nd. 

January 28th. — Thirty-three miles of paper-insulated lead- 
covered cable for P.M.G., Melbourne. High Commissioner's Office 
in London, 72, Victoria Street, S.W. : 

NEW SouTH WALES.— December llth. Telegraph cable, for the 
P.M.G.'s department. See Official Notices November 1st. 

SYDNEY.—January 20th, 1913. Storage batteries, motor-gene- 
rators and switchgear. City Electrical Engineer, Town Hal). 

January 8th and 2204. — Fifty induction motors (Speci- 
fication No. 386); two turbine-driven centrifugal pumps (Specifica- 
tion No. 390). Chief Commissioner, New South Wales Government 
Railways, Sydney. 

TASMANIA (HOBART).—January 13th. P.M.G.'s department :— 
Paper insulated, lead-covered cables. See ''Official Notices” 
to-day. 

QUEENSLAND.— January 29th, 1913. Detectors (Schedule 242), 
for the P.M.G.'s Department. See Official Notices to- day. 

VICTORIA.— Febrnary 21st. 1913. Four 1, 500-Kw. retary con- 
verters, for the Melbourne City Council. See "Official Notices 
to-day. 


Austria.— VIENNA. — December 11th. The Minister of 
Trade is prepared to receive tenders for the supply, during the 
period January Ist, 1913, to December 3let, 1915, of safety 
apparatus for low-pressure current services, of the kind and 
quantity usually prescribed, subject to 30 per cent. increases, Par- 
Ша Пош the K.k. Postokonomieverwaltung, Postgasse 17, 
Vienna I. 


Balderton (Notts),—December 14th. The Parish 


Council invites tenders for an electrical installation for street 
lighting. For further particulars see thia column for November 
22nd. 


Beckenbam.— December 9th. Electricity meters, for 
the U.D.C. See Official Notices November 29th. 


Brussels.—January. Tenders are invited for the supply 
of (1) two cables and their accessories to unite the Brussels tele- 
phone exchange (Rue de la Paille) with the exchange at Antwerp 
(Rue des Fréres Cellites); (2) a cable to connect the exchange at 
Schaerbeck (Rue Jan Blockx) with Dieghem (Special Conditions 
No. 3,601). Particulars, Salle de la Madeleine, Brussels. 

LiEGF.—December 16th, Tenders are required for the supply 
and erection of the cables and accessories for the electric installa- 
tion to work the guns of position at the forts of Antwerp, in four 
lote. The first comprises the whole of the cable material requisite 
for the glow-lamp lighting service, and for the electric projectors 
and motors in 13 new forts and 12 redoubts ; the second lot, similar 
material for the four existing forts in the first line of defence; the 
third lot comprises the supply of switchboards to the 13 new forte 
and 12 redoubts; and the fourth lot the supply of switchboards to 
the four existing forts. Further particulars from the Fonderie de 
Canon, 80 Quai St. Léonard, Liége. Tenders should be sent in 
48 hours before 10 o'clock on the date of adjudication above 
mentioned. 

December 16th.—Tenders are invited for the supply of 46 con- 
tinuous-current dynamos for the previously-named forts and 


. edoubta ав per Cahier de Charges Spécial No. 7. Also, on the 


same date, for similar destinations and purposes, 46 semi-stationary 
steam engines, as per Cahier de Charges Spécial No. 6. Further 
particulars from, and tenders to, Fonderie de Canons, 80, Quai 
St. Léonard, Liége. 


Colchester.— Electric light installation, West Ward 
School. for the T.C. ; Borough E'ectrical Engineer. 


Dewsbury.— December 17th. Two water-tube boilers, 


superheaters, mechanical stokere, &c., for the Corporation electricity 
works. See" Official Notices November 29th. 


Dundee,—December 20th. 5,000-KW. steam turbine 
and alternator, condensing plant, and one 500-Kw. rotary converter 
with transformer, for the Corporation. See Official Notices 
to-day. 


East bourne.— December 16th. 99 long-burning flame 
arc lampe for street lighting, and sale of 99 open. "ue double- 
carbon lamps to be displaced, for the Corporation. " Official 
Notices " November 22nd, 


France.—January 15th. Concessions for six railway 
schemes in the Department of Calvados, France, are offered for public 
competition, The lines are to be of 1 metre gauge, and the service 
to be either electric or steam. For further particulars see this 
column last week. 


London.—HackNEy.—December 12th. Open type and 
flame arc lamp carbons, for the B.C. See "Official Notices " 
November 22nd. 

LAMBETH.— December 10th. The Guardians want tenders for 
three electric lifts, including removal of existing lifts, at Renfrew 
Road Workhouse and Brook Street Infirmary. Specification 
(deposit £2, returnable) from the Clerk to the Guardians, Brook 
Street, Kennington Road, S. E. 

FULHAM.—January 9th. Steam dynamo, switchboard and con- 
nections for the Workhouse, Fulham Palace Road, W., for the 
Guardians. See "Official Notices to-day. 


Manchester,— December 17th. (а) Portland cement: 
(b) Steel bolts and nuts for fish plates; (c) Self-acting sliding lathe ; 
(d) Cleaning and dyeing of car curtains. Mr. J. M. McElroy, 
Corporation tramways general manager. 


New Zealand.—January 6th, 1913. Switchboards, for 
the Auckland Harbour Board. See Official Notices November 
15th. 


Pembroke,—The time for sending in tenders for a 
refuse destructor at the electricity works has been extended to 
December 10th. 


Santa Fé,—The municipality of Reconquista will shortly 
call for tenders for an electric light and power station.—Heriew of 
the Rirer Plate. 


Spain.—Mapnriv.—The Т.С. is open to receive offers 
for the supply of electric material and other necessary articles of 
municipal requirement for the financial year 1913-14. 

December 23rd.—The authorities of the Fabrica de Artilleria de 
Trubia, at Trubia, are inviting tenders for five 20-H.r. electro- 
motors, four of 30 H.P. and four of 50 H.P. 

December 28th.—The municipal authorities of Carballo (province 
of Coruna) are inviting tenders for the concession for the electric 
lighting of the town during a period of 10 yesra. 

Tenders have just been invited by the municipal authorities of 
Huesca for the concession for the electric lighting of the town 
during a period of 10 years. 


South Afrlea.— December 31st. 107,580 yards of 
insulated wire. 6,336 yards of flexible wire, and 26 cwt. of bare 
copper wire, for delivery during February next. Tenders to 
Secretary to Tender Board, S.A. Railways Headquarter Offices, 
Johannesburg. Further particulars at the B. of Т. Commercial 
Intelligence Department in London, and in the current Board of 
Trade Journal, 


Trimdon Grange (Co. Durham).—December 7th. 
Electric fittings for a year, for the Trimdon Grange Colliery. The 
Storekeeper. 


Warrington.—The Tramways Manager has been autho- 
rised to advertise for tenders for three motor-omnibuses. 


CLOSED. 


Accrington.—The Electricity Committee has accepted 
the tender of Messrs. T. Blackburn & Sons, Preston, at £249, fora 
steel roof over the boilers, &c., at the electricity works. 


Atherton.— The Electricity Committee has accepted the 
tender of Messrs. Hanchett, Barratt & Co., кейе, for the 
supply of two 20-K.v.A. transformers, 


Australia, — The Mining and Papen Review 
(Tenders) reports the placing of the following contracts :— 
VICTORIA.—P.M.G. :— 


50 miles of copper wire.—Lawrence & Hanson Electrical Co., Lid. 

1,150 common- DT telephones and 1,000 condensers. Western Electric 
Co. (Australia), L 

240,000 porcelain insulators. — British and Foreign Indent Co. 


Prahran and Malvern Tramway Trust :— 

Duncan & Fraser, Adelaide.— Construction of 11 bogie cars, at £775 each. 
The other tenders were:—A. Pengelly, Adelaide, £1,150; J. McBride, 
Melbourne, £925; and Noyes Bros., Melbourne, £964. 

According to the Australian Mining Standard, the following con- 
tracts were placed in October :— 
SYDNEY.—P.M.G. :— 

Purchase of wireless telegraph material, £7,890.—Maritime Wireless Co. 

(Bhaw System), Ltd., Sydney. 
MELBOURNE.—P.M.G. :— 


Battery material, £390. —I..R., G.-P. and T. Works Co., Ltd. 

Bolts and nuts, £1, 135. — Mephan Ferguson Pty., Ltd. 

Paper-insulated lead-covered cable, 42,980. W. T. Henley's Telegraph 
Works Co., Ltd. 

Wireless telegraph gear, £150.—Maritime Wireless Co. 


Bacup.— The contract for the installation of electric light 
at the batbs has been secured by Mr, G. L. Adamson, of Rochdale. 


Bedford.— The T.C. has accepted the tender of 


Messrs. W. H. Allen, Son & Co., Ltd., for ^ 100- KW. picsel oil engine- 
driven alternator, at £8,980, 
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Barrow.—The T.C., on December 2nd, accepted the 


following tenders in connection with the extension of the electricity 
works :— 
Steam turbine and three-phase alternator.—James Howden & Co., Ltd., 


,291. 
Rotary converters with exciters and transformers. British Westinghouse 
Co., Ltd., 22,818. 
High and low-tension switchboards.—British Thomson-Houston Co., Ltd., 
43.922. 


Condenser and pumps. —Willans & Robinson, £1,142. 
Steam and exhaust pipes, valves, &c., weigh tank and recorder.— E. Le Bas 
and Co., £1,239. 
Water tube boiler. —ÉBabcock & Wilcox, Ltd., £1,027. 
Coal conveyor, weighing machine.—E. Bennis & Co., Ltd., £744. 
The acceptance of a tender for mechanical stoker was deferred 


pending further inquiries. 


Bolton.— The Tramways Committee has accepted the 
following tenders :— 
Dick, Kerr & Co.—8Bix sets of bogie car equipments, and ten sets of single 
truck equipments. 
United Electric Car Co.—8ix bogie car bodies. 
Milnes, Voss & Co.—Ten top covers for single-truck cars. 
The Electricity Committee has accepted the tender of Messrs. E: 
Bennis & Co. for an ash elevating plant for the electricity works. 


Bridlington.—The T.C. has accepted the tender of 
Messrs. Stuart & Moore, of Ealing, W., for electric fire alarms, at 
£107, 


Brigliton.— The Corporation has placed a renewal order 
for the supply of Wotan pure drawn tungsten lamps, for the 
whole of the street lighting during the next 12 months, with 
Messrs. Siemens Bros. Dynamo Works, Ltd. 


Cardiff.—Correction.—We are asked to state that the 


notice published in our last issue respecting a contract being placed 
with Messrs. Bennis for coking stokers and self-cleaning compressed- 
air furnaces for Roath power station, Cardiff, is quite incorrect. 
No such contract has been placed, nor, indeed, was such a tender 
received. Furthermore, the Cardiff Committee is not contemplating 
placing such a contract at the present time. Vicars's stokers are 
fitted to all boilers at the station, and they have been in operation 
for 12 years. 


Christchurch.— The B. of G. has accepted the tender of 
Messrs. Andrews, of Boscombe, for the electric light installation 
at the workhouse, at £443, the costs of lamps (£81) having been 
deleted from the contract at the instance of the L.G.B., who inti- 
mated that the Guardians must purchase lamps as they require 
them. 


Doncaster.—The Corporation Tramway Department has 
placed &n order with the Albion Motor Car Co., Ltd., of Glasgow, 
for a 32.H.P. motor tower wagon, for overhead conductor main- 
tenance work, 


Dublin.—The Electricity Supply Committee of the 
Corporation, in a report on tenders for a new 3,000-KW. turbo- 
generator plant, considered at Monday's meeting of the Council, 
states (according to the Dublin Daily Express) that, in reply to 
Еше only three complete tenders were received, ав 
ollows :— 


A.E.G. Electrical Co. xs MS S S .. £11,200 
Maschinenfabrik Oerliko: ы НА е pe . . 11,861 
C. A. Parsons & Co. E oe es . . 18,226 


. Dealing with these, the Committee says: — The specified date for 
completion is September 30th, 1913. Both the A.E.G. Electrical 
Co. and the Maschinenfabrik Oerlikon guaranteed completion by 
the date mentioned, but Messrs. Parsons could not guarantee 
delivery under 12 months from the receipt of the order. As the set 
will be required for regular use to meet the winter load next year, 
the Committee could not consider Messrs. Parsons & Co.'s tender 
apart from the question of price. The deputy city electrical 
engineer submitted an analysis of the two remaining competing 
tenders, Differences in spares, foundation work, &c., had to be con- 
sidered, and, taking these on a comparative basis, the full tenders 
worked out as follows: A. E. G. Co., £12,180; Maschinenfabrik 
Oerlikon, £12,629; a difference of £149 in favour of the A. E. G. 
As against this, the Commintee had to consider the following points 
on the tenders set out in the engineer's report :— 

1. That the specified speed of the Oerlikon turbine is 1,545 R. P. M., ав against 
3,090 R. P. M. of the A. E. G. machine, a very distinct advantage in favour of 
the Oerlikon Co.'s plant, and one that would mean a substantial difference in 
the price if the A.E.G. set were speeded &t the same rate as that of the 
Oerlikon Co., which latter was the speed set down in the Committee's 
specification. 

2. The steam consumption guaranteed shows a very distinct difference in 
favour of the Oerlikon Co., and the deputy city electrical engineer having 
worked out the difference taking it at an equivalent of 1,500 hours’ annual 
fulJ-load running, reported that it meant a saving by the Oerlikon set of not 
less than £70 per annum. 

3. The Committee also considers that it is an important advantage, repre- 
senting a substantial value in money, that they should have the two 3,000-xw. 
sets of exactly the same type, as, apart from the advantage to the staff, an 
important saving would be effected by the requirement of only one stock of 
Bpare parts instead of two. 

These three considerations, in the opinion of the Committee, 
work out at far greater money value than the difference of £449 
between the two tenders, and having regard to the extremely eatis- 
factory manner in which the set of plant installed by the Oerlikon 
Co. last year has worked, the Committee recommends their tender 
for acceptance as giving the best value. 


Italy.—La Societa Ferrovie Elettriche di Catane, of 
Catania, has placed & contract with the Societé des Ateliers de 
Constructions Electriques de Charleroi (Belgium) for the supply of 
25 railway carriage underframes with motors of 32 H.P., 37 H.P. and 
40 H.P. and three 200-Kw. dynamos, a battery of accumulators and 
& switchboard. 


London.—L.C.C.—The contract for electric lighting in 
connection with the rebuilding of the Ricardo Street School is 
being given to Messrs, Tilley Bros., at £378. 

The following tenders were received for the electric lighting of 
the Strand School, now erecting at Norwood :— 


Tilley Bros. (recommended) £620 Pinching & Walton is .. 261 

G. Weston & Sons, Ltd. .. 650 E. Lawrance & Sons. Ltd. .. 68 

Tredegar & o. e .. 667 Templin & Makovski ee x OTB 
Engineer's estimate .. 4695 


Tenders were recently invited from six selected firms for the 
repair of a 500-Kw. D.C. armature at Clapham sub-station. Only 
two complete tenders were received, and both were unsatisfactory. 
The Committee now proposes that the machine be repaired by the 
makers, Messrs. Dick, Kerr & Co., Ltd. 

The Electric and Ordnance Accessories Co., Ltd., have received 
an order from the Westminster Electric Supply Corporation, 
Ltd, for 50 Eclipse cookers of a new pattern, these 
cookers being intended for hiring-out purposes. We under. 
stand that designs were submitted by a number of other cooker 
manufacturers, and that the contract was placed after severe tests. 

The Metropolitan Asylums Board has accepted the tender of 
Messrs. Chesher, Toy & Winslow, at £42, for electric lighting works 
at the Fountain Temporary Asylum. 

MARYLEBONE.—The tender of Messrs. Blackmore & Co., for 
1,000 tons of coal, at 15s. per ton, and 8,000 tons, at 14s. 14d. per 
ton, f. a. s., has been accepted by the B.C. Electricity Committee. 


New Zealand,—The following list of accepted tenders 
for material in connection with the Lake Coleridge Power Scheme 
а ppears in the Australian Mining Standard :— 

Pipe line and accessories, £17,624; valves and accessories, £837.— Dunedin 

Engineering and Steel Co. 

Watcr-wheels and accessories, £4,195.— Australian Metal Co. 

Generators and accessories, £5,972. —Grey Thorne George, Auckland. 

Transformer, £9,673; lightning arresters, £2,588; transmission insulators, 

£3.795.— National Electrical and Engineering Co., Dunedin. 
Bare conductors, £13,101.— Richardson, Blair & McCabe, Wellington. 

Insulated cables, £3.765.—P. R. Baillie & Co., Wellington. 

Distributing insulators, £668. —Samuel Brown, Ltd., Wellington. 

Testing transformers, £525.—' Turnbull & Jones, Ltd. 

Meters, £292. —A. & T. Burt. 

Travelling crane, £646.—F. 8. Greenshields & Co., Wellington. 

Batteries and accessories, £840.—' Turnbull & Jones, Ltd. 

Bitumen. £1,087.---Neuchatel Asphalte Co. 

Motor lorries, £1,108.—Grapes & Riley. 

Motor-cars, £962.— Dalgety & Co., Ltd. 

Gates for tunnel and penstock, EI, 886.— Richardson, Blair & McCabe. 


South Africa,—The South African Mining Journal states 
that an order has been placed for two variable-speed electric winders 
of the "Cascade" type, for the underground workings cf the Van 
Ryn Deep, Ltd. The order has been placed with the Sandycroft 
Foundry Co., Ltd., of Chester. Their normal output will be 7(0 
B H.P. each, and their two efficient speeds are in the ratio of 2 : 3. 
These winders will be the first of the variable-speed " Cascade type 
installed on the Rand. | 


THE ELECTRICAL ENGINEERS 
(LONDON DIVISION). 


Commanding Officer—LixvT.-Cor, H. M. LEAP, 
The following orders have been issued for the current week :— 


Monday, December 9th.—' A" Company. Company training, 7 to 10 p.m. 


Tuesday, December 10th.—"B" Company. Recruit training, 7 to 10 p.m.; 
company training, 7 to 10 p.m. 

Thursday, December 12th.—" C“ Company. Company training, 7 to 10 p.m. 

Friday, December 18th.—" D" Company. Recruit training, 7 to 10 p.m.; 
company training, 7 to 10 p.m. 


Saturday, December 14th.—'" C" Company. Run at Fort Coalhouse. Parade 
at Fenchurch Street Station at 8 p.m. Dress: Service dress, putties 
and greatcoat, Headquarters will be open from 10 a.m. till 19 noon for 
regimental business only. 

(Bigned) P. H. CAMPBELL, Capt. R.E., and Adit., 
For Officer commanding L.E.E. 


Gifts to Liverpool University.— The Vice-Chancellor's 
report, presented at the annual meeting of the Court and Senate of 
the Liverpool University, on Saturday, November 30th, acknow- 
ledged the following gifts to the Department of Applied Elec- 
tricity :—Sandycroft Foundry Co., Ltd., 10-H.P. cascade induction 
motor; Dr. G. G. Stopford Taylor, 8-plate Wimshurst machine; 
British Insulated and Helsby Cables, Ltd., a number of signalling 
instruments and telephone apparatus; Campbell & Isherwood, Ltd., 
specimen resistance grids and stampings ; Crompton & Co., Ltd., set 
of working drawings and a four-machine set; John Gibbs & Son, 
Liverpool, electrically-driven high-pressure fan. 
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ELECTRICITY AT THE SHELTON IRON CO.’S WORKS. 


THE properties of the Shelton Iron, Steel and Coal Co., Ltd., 
of Stoke-on-Trent, are of considerable extent, and include 
mines, collieries, coke ovens, blast furnaces and rolling mills. 
The main works are situated at Etruria, and the auxiliary 
Some idea of the 


works, including a forge, at Shelton. 


Fig. 1—TURBINE PowER HoUsE, SHELTON Co.s ETRURIA WORKS. 


size of the company’s premises may be gathered from the 
fact that the view, fig. 8, shows but a corner of the 
Etruria Works, the complete electrification of which is being 
gradually carried out. The most recent development in the 
progress of the electrification of the plant will be reviewed in 
the present article. 
The Shelton works contain a forge and four mills, namely, 
a sheet mill, and 16-in., 
12-in. and 10-in. mills. 
These, together with 
much of the aux- 
iliary machinery used 
in connection with 
them—such as saws, 
shears, and the like, 
were, until recently, 
steam-driven, thesteam 
being generated by 14 
Lancashire boilers. 
Nine of these boilers 
used waste heat from 
the heating furnaces, | P ар 
but the remaining five Le = 
were hand-fired. By 
dispensing with these 
boilers and substi- 
tuting electric drives 
for two of the smaller 
mills and the auxiliary 
machinery, it was 
estimated that a con- 
siderable financial 
benefit would result, 
provided that the elec- 
tricity could be gene- 
rated by a prime mover 
deriving its motive 
power from some other 
source of waste heat. 
This was available in the exhaust steam from the reversing 
rolling-mill engines at Etruria, the use of which presented the 
following favourable conditions: — () Ample supply of 
otherwise wasted heat; (b) Demand for current, 
justifying the installation of a good-sized unit; (c) 


— k e 
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- 


Good load factor; (d) Displacement of inefficient rolling 
mill engines; (e) Displacement of. extremely wasteful 
steam drives on auxiliary machinery ; (/) Displacement 
of hand-fired boilers with their attendant labour and 
occupancy of valuable ground space. 

Natural corollaries to conditions (b) 
and (c) were that the capital cost per 
kilowatt, and the cost per kilowatt gene- 
rated, were both reduced to a minimum. 

The reversing engines driving the 
32-in. mill at Etruria are twin cylinder 
simple non-condensing machines, the 
cogging engine having 42 in. x 60 in., 
and the finishing engine, 50 in. x 60 in. 
cylinders. These engines are supplied 
with steam at about 120 lb. per sq. in. 
pressure, and 120^ superheat, by nine 
Lancashire boilers, seven of which are 
hand fired, the other two using the 
waste heat from the heating furnaces. 
These engines exhaust into a riveted 
steel main, which also receives the exhaust 
from four small auxiliary engines. The 
whole of the exhaust steam is passed 
through a grease separator, and is thence 
conveyed to the power station by a 36-in. 
riveted steel pipe, carried over the stock 
banks and canal, as shown in fig. 1, 
which is an exterior view of the power 
station. 

The exhaust steam pipe leads to an accu- 
mulator constructed to the design of Mr. P. J. Mitchell, one end 
of it being visible in fig. 1. "This accumulator is capable of 
supplying steam to the turbine when running at full load, for 
periods of one minute, during which there is a cessation in 
the supply of exhaust steam from the mill engines. Steam 
from the accumulator is supplied to a Wright’s heater- 
softener through a control valve which maintains a very 
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Еа. 2.—MoTOR-bRIVEN HOT Saw, &С., SHELTON IRON WORKS. 


slight pressure in the heater. Part of the boiler feed water 
is taken from the circulating water system through the heater 
softener, the remainder being discharged from the surface: 
condenser as distilled water. 
Since the supply of exhaust steam from the mill engines 
F 
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is very erratic, it often happens that the full demand of the 
turbine and the capacity of the accumulator are exceeded, 
when the steam would blow to waste. As much use as 
possible has been made of this excess in the plant under 
review, some of the surplus steam being utilised to heat the 
feed water. Two tanks (shown in fig. 1 with conical tops) 
are provided, each with a capacity of 650 gallons. The 


Fic. 3.—WESTINGHOUSE TURBINE PLANT IN THE POWER STATION. 


water for the boilers is taken from the condenser circulating 


water, and passed through these tanks in series on its way to 
the heater softener. Into each of these tanks is taken a pipe 
from the accumulator, perforations being drilled in these 
pipes at such a level below the water in the tanks that the 
pressure due to the head of water above the perforations is 
just exceeded by that at which the relief valve on the accu- 
mulator itself is raised. Thus, the water in the tanks is 
thoroughly heated at each peak in the exhaust steam supply, 
whilst, at the same time, the call for live 
steam for heating purposes is much 
reduced. The actual temperature of the 
water at the feed pumps, maintained by 
these means, varies between 190 and 200° 
F., the boilers and pumps being situ- 
ated across the canal at some distance 
from the heat^r. 

Fig. 3 shows the inside of the 
power house and the 1.000-K w. (3,000 
R.P.M.) mixed-pressure Westinghouse im- 
pulse-type turbine, driving a three- 
phase 50-cycle 5,500-volt pipe-ventilated 
alternator, with a direct- connected 
exciter having a radial commutator. 
The alternator is fitted with muslin air 
filters, arranged so that one can be 
cleaned whilst the other remains in 
use. The generator supplies current to 
the 8-panel black enamelled slate switch- 
board through a three-core, paper-insu- 
lated double-armoured cable. The volt- 
age is kept steady by a Tirrill regulator. 
The high-tension switchgear is contained 
in cubicles located in the basement, and 
is mechanically operated from the switch- 
board in the turbine room. 

The various 500-volt D.c. motors 
in the Etruria works are supplied with 
current from a 610-Kw. 5,500/500 -550-volt trans- 
former, and а 500-Kw., 750-R.P.M., 500-volt rotary 
converter, both of which are illustrated in fig. 9. The 
rotary is provided with an exciter and A. C. booster mounted 
on the same shaft. The current from the rotary is con- 
trolled from the low-tension panels of the main switchboard, 
whence it is distributed to the various motors in the Etruria 
works by overhead iransmission lines. 


The high-tension alternating current is transmitted to a 
sub-station at the Shelton works, over a  three-phase 
transmission line composed of bare stranded aluminium 
conductors of 2 sq. in. area, supported by creosoted 
timber poles; the terminals poles are steel structures, 
and the wires are prevented from falling to the ground by 
galvanised steel-wire cradling. Multiple gap lightning 
arresters are provided at each end 
of the line. 

The condenser is of the Leblanc 
surface type, and has а cooling 
surface of 5,500 sq. ft. An Allen 
centrifugal pump is driven by a 
72-p.H.P. Westinghouse motor at 600 
R.P.M., and  circulates the  condens- 
ing water through the condenser 
and over the Zylba natural draught 
cooling tower, shown to the left in 
fig. 1. The condenser dry-vacuum pump 
is of the Leblanc rotary valveless type, 
and is driven by a 24-H.P. motor at 
720 R. P. u. These pumps with their 
motors are illustrated in fig. 10, the 
condenser being situated through the 
wall at the right. The pump 
motors are controlled by Westing- 
house Admiralty type control pillars. 

The Westinghouse motors installed at 
the Etruria works are of various types 
and sizes, and perform many arduous 
duties, including the driving of the 
feed rolls, skids, and raising gear 
appertaining to the 32-in. mill, 
the main engines of which supply 
the steam for the mixed pressure turbine. Other motors 
are applied to the driving of saws, cranes, drills, 
shears, pumps, &c. Fig. 2 is a view looking towards 
the finishing rolls of this mill, the rolls being visible 
in the background. The finished stock is fed from the rolls 
through the channel way on to the rollers in the foreground, 
driven by 30-B.H.P. railway type motors, whence it is trans- 
ferred by skids along the rails away to the right to cool. 
The motors employed on the mill feed rolls are 60-B.H.P. 
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FIG. 4.—CONVERTER PLANT, SWITCHGEAR, AND MILL MOTOR IN THE 
SHELTON WORKS SUB-STATION, 


railway type machines and are located beneath the mill floor. 
This location is hot and dusty, so that totally enclosed 
machines had of necessity to be used, whilst the duty is 
extremely rough. The screwing down gear for the cogging 
rolls is driven by a 55-B.H.P. motor, and that for the inter- 
mediate rolls, by a railway type motor of 31 B. H. P. situated 
on a gallery between these stands of rolls. The skids for 
transferring the material from the cogging to the inter- 
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mediate, and from the intermediate to the finishing rolls, 
are also motor-driven. 

As the finished stock is fed from the channel way shown 
in fig. 2, it is cut off to the desired lengths by the Bowling 
saw illustrated. This saw is driven by a 55-H P. Westing- 
house motor shown on the left. The saw was originally a 
steam-driven machine, the cylinders, crank, disk, steam pipes 
and driver's platform being clearly 
visible. The displacement of this gear 
naturally results in great savings since 
apart from the steam leaks which always 
occur in pipe work of this description 
the efficiency of such an engine is 
extremely poor. 

Fig. 7 illustrates a girder-straighten- 
ing press, driven by a 24-H.P. motor. 
This machine is situated at the stock 
bank, and any finished stock which 
deviates from tne straight after passing 
through the finishing rolls, is brought 
to it to be corrected. It will be seen 
that the motor drives on to the fly- 
wheel shaft of the press by means of 
a belt, and it will be recogised that 
the duty must often impose very 
heavy momentary overloads on the 
motor. In the background, to the 
right, will be seen the power station, 
cooling tower, high-pressure steam pipe 
and the feed-water pipe beneath it. 

In fig. 5 a 13-B.H.P. motor running at 1,470 R.P.x. is 
is shown driving a Craven three-spindle girder drill press 
through a belt reduction. The motor control gear is 
mounted on the pillar at the left of the view. 

The coal for the coking plant is brought to a washing 
house from the pits and is washed and screened, the dirt 
being carried away on an aerial ropeway. This is about 


FIG. 6,—72-B.H.P. ELECTRICAL PUMP AND SWITCHGEAR. 


] mile long, and carries 10 skips, which are automatically 
emptied on toatip at the point required. The motive power 
for this conveying equipment is an 8-H.P. motor, which is 
situated in the cabin on the loading platform at the washing 
house. The washing house is capable of handling 500 tons 
of coal per working day of 10 hours, and supplies the coke 
ovens shown in fig. 8. Here the coking process is carried 


on, the coke-oven gas being used to advantage in a gas 
engine-driven electric power plant, the jacket water-cooling 
tower and gas-holders of which are to be seen beyond the 
near end of the coking plant. The gas is washed, and 
forced through coolers, tar extractors and purifiers by two 
Bryan-Donkin rotary blowers, driven at 95 R. P. M., through 
double reduction gearing made by the Power Plant Co. These 


FIG. 5.—GIRDER DRILL PRESS WITH WESTINGHOUSE MOTOR DRIVE. 


blowers are driven by two 20-н.р. Westinghouse motors 
running at 600 R. P. . 

Some of the blast furnaces may be seen in the back- 
ground of fig. 8, a boiler plant being located close by 
them, and using the furnace gas for fuel. 

The hydraulic plant at the blast furnaces is a mixed 
equipment embodying steam pumps of all types, sizes and 
ages, and there is also a turbine-driven centrifugal blower. 
The latest addition to the hydraulic plant equipment is a 
Mather & Platt centrifugal pump driven by a 72-B.H.P. 
compound-wound motor, running at between 600 and 
1,000 R.P.M. This pumping set is illustrated in fig. 6, 
in which view the motor control panel can also be 
seen. The refuse from an old forge tip which is being 
worked, is discharged at the Etruria end of the property, the 
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FIG. 7.—GIRDER STRAIGHTENING PRESS, WITH MOTOR. 


tip wagons being hauled by an endless cable receiving its 
motion from a 20-H.P. motor. This motor drives through 
reduction gear to a drum, around which the haulage cable 
is taken. The slack in the cable is taken up by a weighted 
bogie carrying a sheave and running on inclined rails. 

At the Shelton works a sub-station receives the incoming 
three-phase, 50-cycle, 5,500-volt lines from the power 
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house, fig. 4 being an interior view of the sub-station. 
The feeder cables are taken to a seven-panel switchboard, 
from which connections are made through a 500-Kw. 
5,500/550-500-volt step-down transformer to a 500-Kw. 
500-volt compound-wound rotary converter running at 
750 R. P. M., the rotary being provided with a liquid starter 
for starting up from the b.. side. The shaft of the 
rotary is similar to that of the. machine at the power station, 


Fig. 8.—PART OF THE SHELTON Co.s ETRURIA WORKS, SHOWING COAL 


WASHERY, AERIAL ROPEWAY, XC. 


but the booster and exciter mounted on the shaft of the 
latter are omitted in the case of the sub-station rotary, the 
rotor of this machine being designed so that the rotor of the 
power house converter can be put in its place in case of a 
breakdown. This rotary is capable of carrying a 25 per 
cent. overload for two hours, and usually runs from 
Monday morning to Saturday afternoon without a stop. 

At the far end of the sub-station is а 350-B.H.P. 
500-volt, 450 to 720 R. P. u. compound-wound variable speed 
p.c. motor which drives the 10-in. mill. The motor shaft 
is provided with three bearings, a 3 ft. 6 in. rope pulley 


Fic. 9.—CONVERTER PLANT IN POWER STATION. 


being mounted on it to carry 12 lji-in. cotton ropes. A 
liquid starter is provided for the motor, the starting handle 
being visible on the wall between the motor and the rotary, 
and the speed is variable by a shunt field rheostat. The 
starter itself is located outside the building. The motor will 
take an overload of 25 per cent. for one hour, and of 100 
per cent. momentarily. eU 
The rope fly-wheel of the 10-in mill is 10 ft. 6 in. in 
diameter and weighs 10 tons, the speed varying from 150 


to 240 R.P.M. The mill has two stands of three high, and 
two stands of two high rolls, and produces chiefly light stock 
and notched steel bars, such as are used in ferro-concrete 
work. The rope drive is completely shut off from the 
interior of the sub-station by steel plate guards, so that 
none of the fluffy matter from the cotton ropes can get 
into the motor windings. The power required to run 
the 10-in. mill light is 50 to 90 Kw. 

The motor driving the 12-in. mill is 
similar in every respect to the above ma- 
chine, except that it is fitted with a 36-in. 
pulley. This drives the crankshaft of the 
displaced engine by 12 ropes, the rope 
pulley on the engine crankshaft being 
14 ft. 6 in. in diameter, and weighing 7 tons. 
The engine fly-wheel is left in place and 
weighs 15 tons, all that is disconnected 
being the connecting rod big end and 
the eccentric strap. The engine shaft 
is driven at 90 to 150 R. P. u., and 
operates one stand of three high 
bolting rolls, and one stand of finishing 
rolls which may be worked either two or 
three high. 

The power required to run the 12-in. 
mill light is 43 to 80 Kw. 

The adoption of the rope drive, more 
particularly in the case of the 10-in. 
mill, may appear to be open to criticism. 
It should, however, be noted that the 
high speed of the motor keeps down the 
cost of the equipment, whilst the two 
motors are exactly interchangeable, 
except for the pulleys, and the previous 
arrangement of both mills was extremely 
favourable for the rope drives. The 
motors, whilst they are in no way too 
large for the work, have proved of ample power and have 
operated satisfactorily in every respect. 

There are a number of small Westinghouse motors 
scattered about the Shelton works, operating on the 500-volt 
D.C. circuit. 'These motors replace steam drives in the 
majority of cases in which they are applied to such machines 
as saws, shears, hoists and pumps. 

The cost figures per unit of electricity generated, over a 


Fic. 10.—WESTINGHOUSE CONDENSER PUMPS IN POWER HOUSE. 


period of six months working, are as follows :— Wages, 
"03314. ; stores, :0137d.; fuel, 0638d.; repairs, nil: 
total, 1106d. These figures are exclusive of interest on 
capital charges and depreciation. "The cost for fuel is based 
on the average time which the turbine ran on live steam 
alone. The total number of units generated in this period. 
was 2,090,000, so that the operating costs for the 1,000-KW. 
set may be taken at being approximately £1,926°66 per 
annum. 
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FORTHCOMING EVENTS. 


=. 


Northampton Polytechnic Institute, St. John Street. E.C.—Friday, December 
6th. At 7.80 p.m. Distribution of prizes and certificates by the Marquess 
of Northampton. 

Saturday, December 7th.—From 6.30 p.m. to 11 p.m, Members’ and 
Students' annual conversazione. 


Royal Society of Arts.—Monday, December 9th. At 8 p.m. Cantor lecture 
on " Methods of Economising Heat," by Mr. C. R. Darliog. Lecture II. 
Wednesday, December IIth.—At 8 p.m. Paper on “Natural and 
Synthetic Rubber," by Dr. F. W. Mollwo Perkin. 


Institution of Mechanical Engineers (Graduates' Association), —Monday, 
December 9th. At 8 p.m. Paper оп The New Generating Plant for the 
Port of Calcutta," by Mr. C. E. Robertson. 


Institution of Electrical Engineers (Newcastle Section).—Monday, Decem- 
ber 9th. At 7.30 p.m. At the Armstrong College, Newcastle. Paper on 
Earthed vr. Unearthed Neutrals in А.с. System,” by Mr. J. S. Peck. 
Wednesday, December 11th.—At 7 p.m. At the Lit. and Phil. Bociety's 
Rooms, Middlesbrough. Paper as above. 


Institution of Electrical Engineers (Western Section).— Monday, December 
9th. At the Merchant есеге Hall, Bristol. RUE s 


Institution of Post Office Electrical Engineers (Metropolitan Centre).— 
Monday, December 9th. At 6 p m. 15 the I. E. E., Embankment, W. C. 
Paper on “ Wireless," by Мг. Е. Addey. 


Faraday Society.—Tuesday, December 10th. At 6.80 p.m. Dinner at the 
Holborn Restaurant. At8p.m., at the ILE E. Lecture on“ The Electro- 
Motive Forces of Concentration Cells," by Principal A. P. Laurie. 


Institution of Civil Engineers.— Tuesday, December 10th. At 8 p.m. Paper 
Aumphr Distribution of Producer Gas in South Staffordshire," by Mr. H. A. 
rey. | 


Institution of Electrical Engineers (Manchester Students’ Section).— 
Tuesday, December 10th. At 7.80 p.m. At the Municipal School of Tech- 
nology, Manchester. Paper on " Electric Theatre Installations," by Mr. 
8 Burns. 

Institution of Electrical Engineers (Scottish Section).— Tuesday, December 
10th. At 8 p.m. Mecting at the Princes Street Station Hotel, Edinburgh. 


Association of Engineers-in-Charge.— Wednesday, Decemberllth. At8p.m. 
At St. Bride's Institute, E.C. Paper on "Modern Methods of Electric 
Wiring," by Mr. F. Broadbent. 


Junior Institution of Engineers.—Wednesday, December llth. At 8 p.m. 
Presidential address. Staff Ofllcers in Industrial Works: Their Scientific 
and Practical Training and Duties," by Bir A. Trevor Dawson, R.N. 

Saturday, December 14th.—At 7 p.m. At Caxton Hall, Westminster, 
S. W. Reception, dance and whist drive. 


The Dynamicables.— Wednesday, December llth. At the Hotel Cecil. Dinner. 


Institution of Electrical Engineers (London). Thursday, December 12th. 
At 8 p.m. Paper on A Single-phase Motor with Pole-changing Windings,” 
by Mr. B. P. Haigh. 


Institution of Electrica! Engineers (Dublin Sectíon).— Thursday, December 
12th. At 8 p.m. Meeting at the Royal College of Science, Dublin. 


Electro-Harmonic Society.—Friday, December 18th. At 8 p.m. At the 
Holborn Restaurant. Smoking concert. 


Institution of Electrical Engineers (Students' Section). — Saturda 
December Mth. At 7. for 7.30 p.m. At the Trocadero e 
Piccadilly Circus, W. Annual dinner. | 


NOTES. 


Institution and Lecture Notes,—lINsTITUTION oF 
ELECTRICAL ENGINEERS (DUBLIN LOCAL SECTION).—At the 
meeting on November 14th, Prof. W. Brown gave au account of the 
equipment of the electrotechnological laboratories of the Royal 
College of Science, Dublin. The switchboard consists of marble 
panels, and is 40 ft. in length. There are 18 machines, by various 
British makers, the largest being a 30-K w. dynamo and a 46-H.P. 
induction motor ; six smaller machines are also provided, as well as 
transformers and a storage battery. The testing apparatus includes 
an oscillograph, potentiometer, K., and provision is made for 
experiments on electric furnaces and high-pressure work. 

INSTITUTION OF ELECTRICAL ENGINEERS (NEWCASTLE LOCAL 
STUDENTS’ SECTION).—On November 25th Mr. P. Grice read a paper 
on “The Heating and Cooling of Electrical Machinery,” outlining 
the theory and illustrating the use of the heating time constant 


in deducing information as to the behaviour of a machine under 


various conditions. The inefficiency of radial ducts in armature 
cores was pointed out, and the bad effect of air pockets in field 
coils. The use of artificial methods of cooling with air and water 
was also discussed. 

INSTITUTION OF ELECTRICAL ENGINEERS (WESTERN SECTION).— 
A neat pamphlet has been issued containing the names of the 


officers and Committee of the Section, extracts from the articles of 
association and the rules of the Local Sections, and a list of : 


members. 


INSTITUTION OF ELECTRICAL ENGINEERS (MANCHESTER SEC- 


TION).—A meeting was held on Tuesday, December 3rd, when 

& paper was read by Messrs. J. G. and R.G. Cunliffe on “Some 

Problems in Traction Development—Tramway Feeding Networks,” 

a long a interesting discussion followed, which was replied to by 
e authors. 


INSTITUTION OF ELECTRICAL ENGINEERS (MANCHESTER 
STUDENTS’ SECTION).—At a meeting on Tuesday last week 
Mr. 8. М. C. К. Whitehead read a paper on “The Individual 
Electric Drive in a Modern Weaving Shed.” 

PHYSICAL SOCIETY or LONDON.—The eighth annual exhibition 
of apparatus will be held by the Physical Society on Tuesday, 
December 17th, at the Imperial College of Science and Technology, 
South Kensington, from 3 to 6 p.m., and from 7 to 10 p.m. 

SOCIETY OF ENGINEERS (INC.). - On December 2nd, Mr. P. J. 
Waldram read a paper on “Test Deflections in Reinforced 
Concrete." 

ROYAL SCOTTISH SOCIETY OF ARTS.—At a meeting in Edinburgh 
last week, Mr. G.. A. Dickie, Birkenhead, gave a description of 
„A Miner's Electric Safety Lamp,” the invention of the author. 

INSTITUTE OF METALS.—The annual general meeting of the 
Institute will take place on March 11th and 12th, 1913, at Storey's 
Gate, Westminster. Amongst the papers that will be presented 
will be Dr. G. D. Bengough's Second Report to the Corrosion 
Committee, in which he will deal with the results obtained from 
the experimental condenser which has been running continuously 
at Liverpool since the beginning of April. A ballot for the elec- 
tion of new members will take place this month ; applicants for 
membership should send in their forms to the secretary on or before 
December 16th. Asa result of a suggestion contained in a paper 
on “The Nomenclature of Alloys,” read by Dr. W. Rosenhain 
before the Institute in January last, a Committee consisting of 
representatives of the Institute of Metals and Allied Societies has 
been appointed under the name of the Nomenclature Committee, 
and will shortly hold its first meeting. 

RovAL INSTITUTION.—The following are among the lecture 
arrangements before Easter :—Prof. Sir James Dewar, Fallerian 
Professor of Chemistry, a course of six experimentally illustrated 
lectures, adapted to a juvenile auditory, on Christmas lecture 
epilogues: Alchemy, December 28th ; Atoms, December 31st ; 
Light, January 2nd; Clouds, January 4th ; Meteorites, January 
7th; Frozen Worlds, January 9th. Prof. B. Hopkinson, two 
lectures on Recent Research on the Gas Engine. Prof. Sir J. J. 
Thomson, Professor of Natural Philosophy, six lectures on the 
Properties and Constitution of the Atom.. The Friday evening 
meetings will commence on January 17th, when Prof. Sir J. J. 
Thomson will deliver a Discourse on Further Applications of the 
Method of Positive Rays. 

BIRMINGHAM ASSOCIATION OF MECHANICAL ENGINEERS.—On 
November 2nd a paper on “ Electric Lighting Systems and Dynamos 
for Motor-Cars was read by Messrs, J. T. Walton aud A. E. 
Brewerton, who recommended the use of a battery in conjunction 
with & dynamo driven from the main engine, and described the 
principal systems in use. An extra meeting was held on November 
2ist, when Mr. R. Berry read a paper on the Transmission of 
Power by Belting." 

ASSOCIATION OF MINING ELECTRICAL ENGINEERS.—At a meet- 
ing last Saturday at Nottingham, Mr. E. E. Beadsmoore, of Tibehelf, 
submitted a paper on “А Distance Indicator for Underground 
Haulage Signals. 

ASSOCIATION OF MINING ELECTRICAL ENGINEERS (EAST OF 
SCOTLAND BRANOH).— The following are the dates and places of 
meeting for the remainder of the 1912-13 session :— December 
20th, Kirkcaldy; January 24th, 1913, Dunfermline; February 
22nd, Edinburgh ; March 28th, Dunfermline; April 25th, Kirk- 
caldy ; May 16th, Dunfermline. | 

At а recent meeting of the Croydon and District Launderers' 
Association, Mr. A. C. Bostel, of the Croydon Corporation Elec- 
tricity Works, gave a lecture on The Uses of Electricity in the 
Laundry.” 


Horizontal Aerials.—The possibility of using horizontal 
in place of vertical antennz is of special interest, in that the con- 
struction of the former is simpler and cheaper. Provided account 
is taken of the special properties of horizontal aerials, the latter 
are at least as satisfactory as the vertical type as regards both 
reception and transmission. 

M. Turpain has recently conducted experiments on a large scale 
at St. Benoit (Morocco), and communicated his results to the 
Assocn. pour l'Ávancement des Sciences, at the Nimes Congress. 
Three horizontal wires, each 400 m. in length, were arranged 
parallel to each other ‘at a distance of 25 cm., and arrangements 
were made for their interconnection in various manners. The 
lowest wire was 10 m. from the ground, and thorough earth 
connection was effected by two square zinc plates (40 cm. side) 
immersed in a pond. 

When using only one of the horizontal aerials, signals from 
Rochefort, Brest, and Bizerta, were received, as well as those from 
two more distant, unidentified stations—one of which was believed. 
to be Poldhu. Using a crystal detector, the Eiffel Tower time 
signals could be distinctly heard when the telephone was 26 cm. 
from the ear. Using three aerials in parallel, the latter distance 
could be increased to 33 cm. before the signals became inaudible. 
Very satisfactory results were obtained with wires 200, 300 and 
400 m. in length, stretched along dry ground, but reception was 
not nearly so good as with the former elevated aerials. 

A 400-m. aerial suspended 10 m. above ground level was com- 
pared with a vertical aerial carried from a 22-m. mast, and present- 
ing a total length of 148°5 m. In observing time signals on the. 
same day and with the same detector, the signals ceased to be 
audible when the telephone was 12 om. from the ear using the 
vertical aerial (the circuit being tuned in each case to give 
maximum sensitivity). It was also found that the effects of 
parasitic waves and atmospheric disturbances were less serious when 
the horizontal aerial was employed. The cost of the latter was 


about half that of the vertical aerial with which it was ccmpared. 
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Flectrical Locomotives at the Sydvaranger Mines 


in Norway.—For the transport of slig or fine iron ore and 
briquettes, the Sydvaranger Co. has built an electrical railway, 
which is the most northerly railway of ite kind in the world. 
Two electrical locomotives have been constructed for this line, 
which are shown in the illustration, At the time when these 
locomotives were ordered there was some question that the regular 
supply of current would be affected by the heavy falls of snow 
which sometime occur in these latitudes, but these anticipations 
have happily not been verified during the two winter seasons that 
the line has been at work, and there has, as a matter of fact, only 
been a stoppage of two hours on account of snow. The compart- 
ment for the driver is as shown in the illuetration, completely 
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closed, and allithelcontrolling apparatus is arranged in'such away 
that the driver shall not be obliged to move from his place, even 
if the direction of running is revereed. The weight of each loco- 
motive amounts to 11,000 kg., apart from which it also carries 
ballast of 6,000, kg., so as to obtain the necessary adhesion. Current 
is supplied to the locomotive by means of a third rail, and sliding 
shoes carried by the bearings of the engine. 

The working of the line is arranged in the following order:— 
Every 45th minute there is run a train-load of 185 tons gross and 
about 100 tons net, distributed on four wagons. As every train 
has to be weighed and shunted under the loading bridge, these must 
be started every three-quarters of an hour as follows : Seven times 
with a loaded train; twice with an empty train ; four times with 
the locomotive only. 


Parliamentary Notes,.—O:L anD Evecrric Lamps 
(TESTINd).— Sir Arthur Markham asked the Home Secretary how 
the charge of £20 which he proposed to charge eafety lamp manu- 
facturers for testing oil and electric lamps, was made up. Mr. 
McKenna replied that the amount of the fee had been fixed so as to 
cover as nearly as possible the expenditure incurred by the Govern- 
ment in connection with the test, which includes the charges in 
respect of the establishment and equipment of the station, the 
working and maintenance expenses, and a proportionate part of the 
salaries of the officials employed on the work. It was not possible, 
in a matter of this kind, to make any close estimate, as the number 
of lamps likely to be submitted after the first year was uncertain, 
but he had no reason at present for thinking that the average 
annual amount received in fees was likely to show any surplus over 
expenditure. 

ELECTRICAL WORK ON BATTLESHIPS.—In the Parliamentary 
Papers last week, Mr. Barnes asked the First Lord of the Admiralty 
whether he wan aware of a dispute in progress between Messrs. 
Beardmore, the Fairfield Shipbuilding Co., and Messrs. John Brown 
and Co., and the electricians in their employment : whether he was 
aware that the electrical work оп H. M. S. Conqueror, H.M.S. New 


Zealand, H. M. S. Southampton and H. M. S. Agasta was being either 


inefficiently done by apprentices or reglected altogether: was the 
Admiralty passing the electrical work that had been or was being 
done on these ships, or what action was it taking ; and whether he 
would inquire as to whether the employers were observing the fair- 
wages clause in their methods of dealing with the dispute. Dr. 
Macnamara replied that the Admiralty was aware of the existence 
of the dispute referred to, but, except in one case, no definite com- 
plaint in regard to the fair wages clause had been received at the 
Admiralty. Inquiries were being made into the circumstances of 
that case. Mr. Barnes could rest assured that none but satisfactory 
work would be accepted for H.M. ships. 


Copper.—The returns for the end of November. as 
shown by Messrs. Н. R. Merton's circular, do not indicate quite so 
brisk а market as would be expected. The difference in European 
visible supply (including Rotterdam and Hamburg stocks) is 3,060 
tons. Withdrawals from English and French stocks are more in 
accordance with the recovery in trade now taking place, the English 
ports having transferred or sold 1,559 tons, and French 2,050, an 
unusually large decrease for the latter. Against thie, the quantities 
afioat from Chile and Australia are rather heavier. Stocks in 
Rotterdam are entered as 350 tons only. 

Turning to supplies, we find that North America is about average, 
Spain and Portugal considerably above, with 1,806 tons, Chile ship- 
ments below average, Australia shipments above. Total deliveries, 
at 41,828 tons, are good, but, as before remarked, not so high aa 
might be expected. 


The American Copper Producers’ Association figures for American 
stooks (end of October) are 34,261 tons, an increase Of 6,106 tons over 
the quantity for the end of September. The total visible supply for 
the end of October was 80,602 tons, an increase of 4,502 tons on the 
return for September 80th. 


Manchester Electro-Harmonic Society.—The second 
concert of the above Society was held on Friday evening last, when 
a goodly number of members and visitors were present, The pro- 
gramme arranged was of a high-class nature, snd nothing but 
praise can be given to the instrumentalists for the brilliant manner 
in which they rendered their selections. There was no question 
but that the items were very greatly enjoyed by those present. The 
singing of Mr. Bridge Peters was excellent, though his voice would 
have been heard to greater advantage in a larger room. The 
humorous selections given by Mr. Wilfred Ludlow were much 
appreciated. Mr. W. J. Smith, bon. musical director of the Society, 
is to be congratulated on arranging such a high-class programme, 
and it is to be hoped that he will be equally successful on the next 
occasion. 

A correspondent writes :—‘ I was in Manchester last Friday and 
decided to stay for the Electro-Harmonic concert that evening. I 
found it so good that I feel impelled to tell my fellow members of 
The Electro.Harmonic Society (as our Manchester confreres 
ungrudgingly call it) all about it. 

‘The fear that I should feel an ‘outsider’ among so many people 
I did not know, was at once dispelled by the very hearty reception 
I had when it was known I was a member of The E. H. Society. 
The concert was timed for 7.15, though it did not actually start 
till 7.30—a still early hour for a Londoner—and left off at about 
10.45, one or two curtailments having to be made in order to get 
through in time. The first thing I noticed on entering the room 
was the very splendid get up of the programmes, which are far more 
elaborate than our London ones. (This is not meant for an odions 
comparison, as I think we are all well satisfied with what we get.) 
The next striking feature, and one which struck me as worthy of 
emulation, was that the chairman, Mr. Cramp, announced that the 
waiters would take orders before the beginning of the firet item 
and would execute them at the end of it. The absence of waiters, 
with their accompanying noise during the turns, was a very pleasing 
feature throughout the evening. 

“ But the best deviation of all from our practice in London was 
the number of intervals that were allowed between the turns. It 
has always seemed to me that there are not enough allowances for 
hob-nobbing at our London concerta, with the result that when one 
moves at balf-time it is difficult to get back tilt the second half is 
nearly finished owing to the many acquaintances one meets. In 
Manchester, several five and 10-minute intervals are allowed and 
are much appreciated. Do our much larger audiences in London 
preclude this arrangement ? 

The concert itself was tip-top. Too classical I am afraid for our 
London people, but much appreciated in Manchester, as was 
evidenced by the reception given to some remarks made by Mr. 
Smith, of Leigh and Bedford, in proposing a vote of thanks to the 
musical director. It was, to me, a novel sight to see the score of the 
music on the chairman's table, and to see with what relish it was 
followed by thoee around. Not that the comic element was not 
well received. In fact, as usual, the funny man elicited the most 
applause and got most encores. A very excellent baritone singer 
was the only other to get encored, encores not being a feature of 
the Manchester concerts, as they are in London. Of course, it is 
this self-rectraint that allows time for the many intervals I have 
written of. 

“ Altccether it was a very pleasant evening, and reflects great 
credit cn Mr. Hill, the secretary, and Mr. Smith, the musical 
direct er;: my best thanks to them both for their kind welcome. 

In conclusion. I have to repeat tbe message that appeared in a 
former issue of this paper, viz., that all members of The Electro- 
Harmonic are cordially invited to'show-up' at any of the Man- 
chester Electro- Harmonics.“ 


The Electro-Harmonic Society.—The next Smoking 
Concert will be beld at the Holborn Restaurant (King's Hall) on 
Friday evening, December 13th, at 8 o'clock. The artistes are as 
follows: Vocaliste—Mr. Edward Davies (tenor) Mr. Humphrey 
Bishop (baritone), Mr. Charles James (bass); Siffleur and humorist, 
Mr. E Melrose ; Irish comedian, Mr. Alfred Hurley ; Humorist, 
Mr. Will Edwards ; "Banjo, Mr. Joseph Bull; Entertainer at the 
piano, Mr. Selwyn Driver. Solo pianoforte and accompanist, 
Mr. Bernard Flanders, A. R. A. M. : 


Canada.—According to Н.М. Imperia] Trade Corres- 
pondent at Toronto, a company has been formed in Ontario, with 
a capital of $1,000, 000 (about £205,500), for the purpose of manu- 
facturing and dealing i in electrical and other machinery, generators, 
motors, dynamos, lamps and electrical devices and supplies of all 
kinds. The name can be obtained from the Board of Trade Com: 
mercíal Intelligence Department in London. 


The Sleeping Passenger.—A builder's labourer went 
to sleep in а tramcar on the night of August 26th, and he a ke 
to find himself in thecar depót. Picking bis way out through the 
rails he fell into a pit and was injured. While holding that the 
servants of the Metropolitan Electric Tramways, Ltd., were negli- 
gent for not searching the car, the Marylebone County Court judge 
held that the plaintiff was equally to blame, and he gave judgment 
for the company, 
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The Electrical Trades Benevolent Institution.— 
The performance of The Second Mra. Tanqueray,“ given on 
October 16th by the Garrick Dramatic Society in aid of the funds 
of the Electrical Trades Benevolent Institution, was a success in 
every way. Not only did it provide, for those who were able to 
avail themselves of it, an opportunity for spending an enjoyable 
evening in the presence of a Jarge company of kindred electrical 
spirits listening to an excellent rendering of the piece by talented 
members of the Society, but—and this is really the main considera- 
tion—it has brought from the Society out of the proceeds of the 
performance a donation of £50 for the Benevolent Fund. Thanks 
. are due to the Garrick Society, to the members of the Benevolent 
Fund Committee and others who pushed the sale of the tickets, to 
electrical firms and individuals who bought them, and, of course, 
to Mr. Hawes, the secretary of the fund, for working 80 arduously to 
make a success of. the event. 


The Bradford Strike.—Our correspondent writes :— 
“The electricans’ dispute at Bradford remains unsettled. The 
Lord Mayor's offer of arbitration has been refused by the employers, 
whilst the men did not greatly favour that course, and at a meeting 
of the Bradford Trades and Labour Council on Thursday last, it 
was stated that the men thought it desirable that a meeting of 
the workers engaged in the building and furnishing trades in 
Bradford should be convened to discuss the matter. It appeared 
that a large number of the electricians on strike were obtaining 
good employment outside Bradford, and if the period of waiting 
was prolonged the objects of the men might be defeated, for their 
strength locally was being seriously depleted owing to strikers 
getting fresh employment elsewhere. It was decided that the 
suggestion of the electricians should be carried out and a meeting 
of the builders and furnishers convened.” 


The B.E.A.M.A.—We are notified that the annual general 
meeting of the British Electrical and Allied Manufacturers’ Asso- 
ciation (Inc.) will be held in the Lecture Theatre of the Institu- 
tion of Electrical Engineers, Victoria Embankment, W.C., on Friday, 
January 24th, 1913, at 2.30 p.m. The business will include the 
reading of the annual report and balance-sheet, and the election of 
five members of Council to fill retirements under the articles of 
association. The annual dinner of the Association will be held on 
the fame day, the Right Hon. Lord Ampthill, G. C. I. E., &c., Pre- 
sident of the Association, presiding. Details of arrangements for 
the annual dinner will be forthcoming shortly. 


L. C. C. Coal Bill.— The annual maintenance votes for 
1912-13 inelude a provision of £92,350 in respect of coal for use at 
the Greenwich generating station, but it is pointed out that owing 
to the high price of coal consequent on the coal strike, and to the 
necessity for burning a larger quantity than was estimated by 
reason of the breakdown of one of the larger turbine units. 
the vote will be exceeded by an estimated sum of £10,700. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials. — At the invitation of 
Ald. Joseph Clifton, chairman of the Peterborough Town Council 
Electricity Committee, the whole staff of the works sat down to 
dinner together last week. Interesting speeches were made by Mr. 
J. C. Gill, the city engineer, and other members of the party. In 
the course of the evening, Mr. T. Rowlands, works engineer, on 
behalf of the staff, presented Ald. Clifton with a large framed 
picture representing the exterior and interior of the works, various 
parts of the plant. the members of the staff and other details. 

Mr. C. MITTELHAUSEN, electrical engineer and tramway manager 
to the Bexley U.D.C., has resigned his position. 

The marriage has taken place at St. Margarets Church, 
Lowestoft, of Mr. RALPH HARDY, assistant engineer at the 
Lowestoft Electricity Works, and Mies Margaret S. Dance, daughter 
of Mr. C. W. Dance, of Lowestoft. The presents included a large 
tantalus from the electrical staff. 

The Ilford U.D.C. has appointed Mr. GEORGE EDWARD 
WILLIAMS, of Finchley, as second charge engineer at the electricity 
works. 

In consequence of the resignation of the second engineer-in- 
charge, Mr. G. INGRAM, the Bermondsey Electricity Committee has 
decided to promote the third engineer-in-charge, Mr. P. G. 
CAMPLING, to tbe vacant post, at £120 per annum, rising to £140. 
Mr. C. J. OAKE, junior engineer-in- charge and switchboard 
attendant, is to be promoted to the position of third engineer-in- 
charge, at £110, rising to £130. . 

The staff at Colne electricity works has been re-arranged owing 
to resignations. MR. GEORGE CHADWICK has been promoted to the 
position of senior charge engineer. | 

Мв. В. D'RANE has resigned his position as assistant mains 
engineer to the St. Marylebone electric supply, having obtained an 
eee with the Para Electric Railways and Lighting Co., 

The Dudley Corporation Lighting Committee has passed a reso- 
lution recommending that Mr. C. E. SAVAGE, electrical engineer, 
who has tendered his resignation, receive the thanks of the Council 
for the able manner in which he has conducted the working of the 
electric power station during his engagement, 


Mr. H. C. APPLEBY has resigned his position as senior shift 
engineer with the Kidderminster and District Electric Lighting and 
Traction Co., in order to take up the duties of shift engineer at the 
Rawtenstall Corporation Electricity Works. 


General.—Upon his resignation as chief electrician at 
the Bentley Colliery, Doncaster, MR. BARBER has been the recipient 
of a handsome gold watch from the officials and employés of the 
colliery. Mr. Barber has obtained a post in India in connection 
with the construction of a railway there. 

Мв, T. J. MCKAVANAGNH has resigned his position as chief elec- 
trician of the cs. Minia, and on December let he took up the duties 
of Lecturer and Demonstrator in Electrical Engineering at the 
Technical Institute, Shawinigan Falls, Quebec. He is equipping 
the electrical engineering laboratory, and will be glad to have lists 
from makers of laboratory supplies. 

Mr. CHARLES F. BENNETT has resigned the chairmanship of the 
Sheffield Corporation Electric Light Committee. 

Four members of the Blackpool Tower electricity staff —M EssRs. 
JOHN BAMBER, SID. QUICK, CyBIL DAVIES and GEORGE NELSON— 
have left Blackpool for Sydney, New South Wales, to join Mr. C.. 
Grundy and other old Tower employós who left Blackpool some 
weeks ago. Each of the emigrants received a memento from 
the Tower staff. 

Mr. J. D. TAYLOR, assistant superintending engineer of the 
engineering department of the Post Office, has been appointed 
superintending engineer, East District, Scotland. 

MR. T. H. MATTHEWMAN, M. Eng., who graduated with honours 
in the Liverpool University, has been appointed Lecturer in Elec- 
trical Engineering at the University of Hong Kong. Mr. Matthew- 
man had a distinguished career in Liverpool, holding a Senior City 
Scholarship as well as the David Rew Memorial Scholarship. 

COUNCILLOR D. B. FosTER, of Leeds, by trade an electrician, has 
just conducted a debate with Tom Mann, in the Leeds Albert Hall, 
on “ Syndicalism." 


NEW COMPANIES REGISTERED. 


: Farringdon Electric Light and Power Co., Ltd. (125.573). 
— This company was registered on November 27th, with a capital of £92 500 in | 
£1 shares, to carry on the business indicated by the title, and to adopt an 
agreement with the Rural Districts Electric Undertaking, Ltd. The sub- 
scribers (with one share each) are:—H. T. Harrison, 11. Victoria Street, N. W., 
engineer; W. Riggs, 23, Davies Street. W., engineer; L. E. Jones. 29, Wood- 
stock Avenue, Hendon. N. W., gentleman: H. U. Andrews, 54, New Broad 
Btreot, E. C., A. C. A.; Н. I' Anson Jones, 62, London Wall, E. C., solicitor; 
W. G. C. Masham, 54, New Broad Street, E. O., secretary: Miss M. Fates, 77, 
Broadway, Bexley Heath. Minimum cash aubseription, 100 shares. The first 
directors are Н. T. Harrison, W. Biggs, O. H. Valpy. and J. Jacobs, J. P.; 
qualification, £50. Registered by T. J. Jones, 54, New Broad Street, Е.С. 


Metamica Syndicate, Ltd. (125,602). — This company was 
registered on November 28th, with a capital of £2,000 in £1 shares, to ac uire 
from W. McLoughlin an invention relating to improvements in mica and the 
like insulators and screens, and to carry on the business of insulating material 
and electrica] instrument manufacturers, &c. The subecribers (with one share 
each) are: -A. Round, 21, Waterloo Street, Birmingham, solicitor; O. F. 
Gloster, 21, Waterloo Street, Birmingham, solicitor. Private company. The 
numher of directors is not to be more than five ; the subscribers are to appoint 
the first; remuneration as fixed by the company. Registered office, 21, 
Waterloo Street, Birmingham. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Keighley Electrical Engineering Co., Ltd. (44.893).— 
Capita £10.00 in £1 sbares (8.000 pref.). Return dated September 24th, 1912 
(filed November 5th), 4,200 ord. and 1,800 pref. shares taken up; £1 per share 
called up on 2,588 ord. and 1,400 pref.; £3,988 paid; £2 012 considered as paid 
on 1,612 ord. and 400 pref. shares. Mortgages and charges: £5,000. 


ape Electric Tramways, Ltd. (54,636).—Capital £500.000 in 
др Return dated ‚ча Жы 13th, 1912; 491,002 shares taken up; 
£91,222 paid ; £400,0U0 considered as paid. Mortgages and charges: £468,000. 


Concordia Electric Wire Co.. Ltd. (74,416).—Capital £2,000 
in £1 shares. Return dated October 14th, 1912. All shares taken up. 108. 
per share called up on 1,998, and £1 per share on 7. £1,003 10а. paid. Mort- 
gages and charges: Nil. 


Falvey’s Turbine Syndicate, Ltd.—Two debentures dated 

November 14th, 1912, to secure £25, each charged on company’s property, 

resent and future, including uncalled capital. Holders: C. A. F. Green, 58, 
eak Hill, Sydenham, and H. F. Criek, Pennington Vicarage, Lymirgton. 


Singapore Electric Tramways, Ltd. (84.088). —А memo- 
ridus eatisfaction to the further extent of 48.900 of debentures, dated 
November 30th, 1906, securing £350,000, bas been filed. 


Samuel Harford & Co., Ltd.—Second mortgage debenture 
dated November 29th, 1919, to secure £1 000, charged on the company's under- 
taking and property, present and future, including uncalled capital. Holder: 
N. Woollrighs, Holly Bank, 15, Hargreaves Road, Liverpool. 


Newton & Pycroft, Ltd.—Mortgage on Alfred Street Mills, 
Ash forth Street. N dated November 16th, 1912, to secure all moneys 
due or to become due from the company to London City and Midland Bank, 
Ltd., 5, Threadneedle Street, Е.С. 

J. Kirby & Co. (Leeds), Led. Debenture dated Novem bth, 
1919, to seoure £400, charged on the oo ny’s undertaking an proper „ presen 
and future, inoluding uncalled capital. Holder W. Scott, Dunelin," Roundhay, 
Leeds, i 
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CITY NOTES. 


River Plate Electricity Co., Ltd. 


AN extraordinary general meeting of the shareholders of the above 
company was held on Wednesday, at the offices, 62, New Broad 
Street, E.C., Mr. M. W. Mattison presiding. 

The CHAIRMAN proposed the following resolution :—“ That the 
arrangement entered into between the River Plate Electricity Co., 
Ltd., and the Argentine Co. called'La Electrica del Norte,’ for the 
joint working of the stations and businesses of the separate companies 
in the city of Tucuman, and in the city of Santiago del Estero, 
Argentine Republic, be, and the same is hereby, approved and con- 
firmed." He said that the arrangement was a very important 
one as far as their Tucuman undertaking was concerned. 
Its immediate effect provided for a working agree- 
ment with the La Electrica del Norte Co., including 
a complete pooling of the earnings of the two undertakings, and 
ultimately it contemplated a complete fusion between the two 
companies as far as Tucuman was concerned. It had nothing 
whatever to do with their La Plata or Ensenada undertakings, 
which formed the principal part of the business of the company. 
As they were aware, for many years they had supplied electric light 
and power to private consumers in Tucuman, and until recently 
their only competitor was the del Norte Co.—an Argentine 
company. That company, besides supplying private consumers, held 
the public lighting contract, and owned the only tramway 
system in the city. In addition, it owned an electric 
light station at Santiago, and altogether the interests of that 
company in the city were considerably larger than theirs. The 
geographical position of the city precluded the possibility of ite 
ever being a great industrial centre, and it was obviously not a 
place which could support two competing power stations. 
Therefore, as the directors of both company’s were business men, 
it was clear that sooner or later they would come together and 
combine their interests. It was possible that the arrangement 
now under consideration had been somewhat accelerated in the 
matter of time by the advent of a company called the Hydro- 
Electric Co. of Tucuman. That was an Argentine company 
which held a concession to develop water power at a point 
on the River Lules, some 15 or 16 miles from Tucuman. The 
board had known a good deal about the scheme from its incep- 
tion. The original idea was to develop power on the river and 
convey it on overhead wimes to Tucuman and sell it in bulk to 
companies like themselves. That was a proposition to which they 
neither could, nor did, take objection. They, however, never thought 
the project was commercially sound, and therefore they declined 
to risk their money in it, but they always expressed their readiness 
to purchase in bulk at а fair price. But the company had refused 
to deal with them on those lines—they were not content to be 
wholesale sellers of power, which was the róle adopted 
by nineteen-twentieths of all successful bydro-electric companies 
in existence in the United States and elsewhere; they resolved 
to be retail sellers as well—in other words, instead of being content 
with one profit, they desired to get two, with the result, he ventured 
to say, that they would get neither. The competition at Tucuman 
had started ; the installation of the Hydro-Electric Co. was com- 
pleted to the extent that they were able to deliver light and power 
in the city, and from about the middle of November they had been 
supplying. They had iseued a tariff which, as they (the directors) 
expected, was a highly competitive one. They were advised that 
even if the Hydro Co. could get the whole of the private lighting, 
which was done now by both companies—a most absurd 
and ridiculous supposition—the rates they were charging 
would not produce a net revenue which would equal 
depreciation and interest on debentures. As far as that 
company and the del Norte were concerned, they had met the rates 
by corresponding reductions, and if the Hydro Co. cut the rates still 
further, they would follow. 'The board deplored that ridiculous 
waste of money, but they were on the defensive. and they could do 
nothing else. He supposed the idea of the Hydro Co. was that, if the 
competition was made severe enough, the existing companies would 
be tired out, and though, in the meantime, the competitor might 
make losses, be would gét them back when the other competitors 
were frozen out. The pooling arrangement between themselves 
and La Electrica del Norte they considered a most important 
step, for a combination of the interests of the two companies meant 
that if the Hydro-Electric Co. elected to continue the fight, they 
would have to fight a united, instead of a divided interest. There 
was the further consideration that the union of the two stations 
and the two staffs would mean a substantial reduction in working 
expenses. Another point which had to be weighed with them was 
that this arrangement would enable them to keep the finances of 
the fight in Tucuman largely apart from their undertakings in 
Ensenada and La Plata. As to how long the fight was likely to go 
on, he could only say it would last so long as was necessary to 
secure to La Electrica del Norte and themselves that full share of 
the business of lighting and power and traction to which they were 
entitled. It might take time, but however long the time they were 
prepared to wait, as they had no fixed chargesto look to in Tucuman 
or for interest, and they had ample resources in other directions. 
Sooner or later, those who controlled the Hydro Co., if they ever 
desired a return upon the capital, would have to face the facte and 
revise their whole programme in accordance therewith. In the 
meantime they would do what every self-respecting company 


would do in like circumstances—maintain.at all costs the bulk of 
their business in the city. He might take that opportunity of 
telling them that in La Plate and Ensenada, things had continued 
to develop favourably on tbe lines he had indicated at the last 
meeting, and unless something untoward happened in the next few 
weeks they would be able to present them with a satisfactory report 
next April. There was, of couree, no probability of the board 
recommending any increase at present on the dividend of 10рег сері 
which had been paid for some time, bnt he thought they might 
confidently anticipate that the profits would admit of the payment 
of such a dividend with a handsome surplus. If the present 
situation continued in Tucuman until the spring, he thought it 
not unlikely that the board would decide to put the surplus to & 
special account applicable to the maintenance of their position 
there. For some time they had had the position in Tucuman in 
their mind, and had been making provision against it, and that, with 
the surplus they would have this year would, he believed, provide 
them with the sinews of war to carry on the fight for a longer 
period than, in his opinion, it was likely to last. 

Мв. RoBERT MILLER seconded the resolution, which, after a 
short discussion, was carried. ` 


London Electrical Trading Co., Ltd.—Dr. Charlton 
Bastian, F.R.S. (chairman), presided on Tuesday last at the offices, 
21, Broad Street House, E.C., over the second ordinary general 
meeting of the above company. We have received the following 
report of the proceedings: In moving the adoption of the report 
and balance-sheet, the chairman said that although only a small 
profit had been earned during the initial period of 18 months 
covered by the accounts, nevertheless, the prorpects for the current 
period were very satisfactory, and only that day the company had 
booked an order for 1,150 heaters of a groes value of over £3,000. 
Bastian heaters were now being supplied to many foreign 
‘markets from London, Paris and Berlin, and a satisfactory in- 
crease in the demand was shown by the fact that the eales since the 
date of the balance-sheet showed an increase of nearly 40 per cent., 
as compared with the sales during the eorresponding period the 
previous year. Business had already been opened up, not only in 
the home market but also in Germany, Franoe, Spain, Scandinavia, 
Russia and several other Continental countries, but there were 
many markets in which the company had yet to create a demand 
for their products, and гв further working capital could be profit. 
ably employed in this direction it had been decided to offer the 
unissued balance for subscription amongst the sbareholders. Mr. 
A. R. Newman seconded the motion, and it was carried unanimously. 


Isle of Thanet Electric Tramways and Lighting 
Co., Ltd.—The directors’ report for the year ended Sept. 30th shows 
a profit of £19,769, compared with £21,785 in tbe previous year. 
The exceptionally wet and stormy weather during the season 
caused the traffic receipts to show a decrease of £2,683. The rale 
of electricity increased by £1,685, or nearly 24 per cent. The 
amount of undivided revenue at the disporal of the company, 
including £2,282 brought forward, is £13,831, and the directors 
recommend a dividend of 24 per cent. on the preference shares, 
leaving £10,081, out of which it is proposed to place £1,500 to 
reserve account, to appropriate £5,000 towards future maintenance of 
permanent way, to add to third-party insurance reeerve £1,000, and 
to carry forward £2,581, 


United Electric Trams of Monte Video, Ltd.—The 
directors have declared an interim dividend at the rate of 6 per 
cent. per annum on tbe ordinary shares, for the half-year ended 
September 30th. 


Capital Reduction.—A petition for confirmation of 
reduction of capital of the Metropolitan Electric Tramways, Ltd., 
from £1,500,000 to £1,078,504, is to be heard in the Courts on 
December 10th. 


Lima Light, Power and Tramways Co.— The 
directors of the Empensas Electricas Asociadas have declared a 
dividend of 1} per cent. on the shares for the quarter ended 
September 30th.— Financier. 


Electrical and General Investment Co., Ltd.— 
Interim dividend on ordinary shares of Is. per share, being the 
maximum rate of 10 per cent. per annum for the six months ended 
November 30th. 


Metropolitan Electric Tramways, Ltd.— On Wednes- 
day, in London, a special meeting of the Metropolitan Electrio 
Tramways, Ltd., was held with reference to the consolidation 
scheme. 


Allgemeine Electricitats Gesellschaft. — According 


to the Financial News, this company held its meeting at Berlin on 
2nd inst., at which the proposed increase of capital 25,000,000 m. 
to 155,000,000 m. was sanctioned. 


India-Rubber, Gutta-Percha and Telegraph Works 
70. Ltd.—It is announced in some of the daily papers that the 
directors have declared the usual half-yearly dividend on the 
preference shares, and one of 74 per cent. on the ordinary shares. 


Power Gas Corporation, Ltd.—A dividend of 4 per 


cent. on the ordinary shares is announced. 
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Siemens and Schuckert Companies. 


THE Rheinische Schuckert Gea, für Elektrische Industrie, af Mann- 
heim, realised gross profits of £84,000 from new undertakings, 
investments, &c., in 1911-12, as compared with £55,000 in the pre- 
vious year, and the net profits were £49,000 and £28,000 in the two 
years respectively. The provision made for depreciation and 
reserve funds is £31,000, as against £13,600 in 1910-11, and the 
dividend is at the rate of 74 per cent. on £275,000, as contrasted 
with & similar rate on £200,000 in the previous year. The loan 
capitel amounts to £175,000, and & fresh increase in share capital is 
in contemplation in the near future. 

The financial statement of the Siemens-Schuckert Werke indicates 
net profits of £673,000 for the year ended with July 31st, 1912, as 
compared with £671,000 in the previous year. It is proposed to pay 
to the two proprietary companies — Siemens & Halske and the 
Schuckert Co., of Nuremberg—a dividend of 10 per cent., this rate 
being the same as in 1910-11, Thesum of £125,000 has been allo- 
cated to the reserve fund, as in the preceding year, and £17,500 to 
the disposition fund as in 1910-11. Bonuses to officials and work- 
men absorb £65,000, as compared with the same amount in the 
previous year, and the balance carried forward is £15,000, as 
against £14,000 in 1910-11. . 

The Llektrizitdts A. H. corm, Schuekert. § Co, of Nuremberg, 
whose heavy electrical engineering works were transferred to the 
Siemens-Schuckert works several years ago, reports gross profits of 
£428,000 for 1911-12, as compared with £362,000 in the previous 
year, the balance forward increasing the amount to £490,000, as 
against £423,000 in 1910-11. Administrative expenses, interest 
charges, taxes, and the cuetomary provision for depreciation, absorb 
£130,000, as contrasted with £123,000, and the sum of £7,500 has 
been placed to the coupon tax reserve fund, leaving net profits of 
£352,000, as against £293,000 in 1910-11. The sum of £15,000, as 
in the preceding year, has been transferred to the special reserve 
fund, and after deducting "shares" in the profits there remains a 
balance of £322,000, as compared with £268,000. It is proposed 
to pay a dividend of 8 per cent. on theold shares of £3,000,000, and 
4 per cent. on the new shares of £500,000, the former comparing 
with 7} per cent. in 1910-11. The balance of £62,000 has been 
carried forward, as contrasted with & similar sum in 1910.11. 

The accounts of Siemens 4 Halske A.G., of Berlin, shows net 
profits of £620,000 for 1911-12, as contrasted with £616,000 in the 
preceding year. It is intended to distribute 12 per cent.on the 


ordinary capital, being the same rate as in 1910-11. The sum of 


£100,000 has been transferred to the special reserve fund, as 
against £110,000 in 1910-11, and £17,600 to the disposition fund as 
in the previous year. The bonuses to workmen and officials amount 
to £45,000, as compared with £40,000, and the amount carried 
forward is £63,000, as contrasted with £54,000 in 1910-11. The 
financial development in the course of years has been as follows :— 


Net Percentage Share 

profits. dividend. capital. 
1903.4 ... £276,000 7 £ 2,725,000 
1904-5 ... 349,000 9 2,725,000 
1905-6 ... sis 398,000 10 2,725,000 
1906-7 ... MD 435,000 11 2,726,000 
1907-8 ... 484,000 11 2,725,000 
* 1908-9 .. 571,000 12 3,150,000 
1909-10 575,000 12 3,150,000 
1910-11 616,000 12 3,150,000 
1911-12 620,000 12 3,150, 000 


It will be observed that the net profits realised both in the case 
of the Siemens & Halske Co. and the Siemens-Schuckert Works in 
1911-12 were not substantially different from those which were 
obtained in the preceding 12 months, whereas the Schuckert Co. 
secured an advance of £66,000, and the A.E.G. one of £102,000, a 
compered with 1910-1J. | 


London United Tramways Co., Ltd. 


Mr. W. M. ACWORTH presided on Wednesday at Winchester House, 
E. C., over a, special meeting of the shareholders of the above 
company. 

The CHAIRMAN said there was no resolution to submit, as 
the meeting had only been called in order to explain the 
scheme which had been put forward by the Metropolitan 
Electric Tramways, Ltd., and the Tramways (M.E.T.) Omnibus Co. 
for consolidating their various interests. In the circular which 
had been issued they were invited to exchange their 
present holdings for holdings in the new London and 
Suburban Traction Co, Ltd. on certain terms. The 
directors advised the shareholders without any hesitation to 
accept those terms, and already a very large number of share- 
holders had acted npon that advice. According to the last 
figures available, 81,000 odd out of 125,000 preference shares 
had been lodged in favour of the scheme, and 91,000 odd 
out of 100,000 ordinary shares. With regard to the position of 
the London United Co., a dividend of 3 per cent. was paid on the 
ordinary shares for the year 1906; for 1907 1 per cent., and since 
then the ordinary shares had received nothing. The preference 
shares in 1908 were paid 34 per cent. for the year, but in subsequent 
years no dividend Ваа been paid. The accumulated back dividends 
amounted to £203,000 at the end of the company's financial year, 
and there was another half-year's interim dividend which had also 
not been paid. As to future prospects, the net profits were not 
likely to be as good in 1912 as they were in 1911 ; in fact, the pub- 
lished figures showed that the gross receipts were £13,000 down. 
He had been looking through the speeches of his predecessors in 


that chair, and he found that in March, 1907, the ominous word 
" motor-'bus " first appeared ; and the result of its appearance was 


: shown in the dividend records since. None of them doubted that 


the motor-'bus had come to stay, and he did not think that they 
could reasonably expect, as time went on, that the efficiency of. the 
motor- bus would get less or its economy get worse. There was an 
old adage of administering to the patient a hair of the dog that bit 
him, and that in plain English was what they were suggesting 
by the present scheme. They were invited to exchange their 
Shares into shares of the new company, which itself would own 
350 motor- buses, and they would be worked under conditions 
which would result in a substantial profit. The M.E.T. Co. decided 
some time ago to purchase and work a fleet of motor-'buses, and 
they formed a subsidiary company for that purpose, and being 
desirous to work in harmony with the L.G.O. Co., they entered into 
negotiations with that company, whose shares, as they knew, were 
owned now by the Underground Co. That company was also a 
very large holder in the London United Tramways, and so not 
unnaturally the sphere of the negotiations was widened, and the 
proposal now was to fuse the interests of the shareholders of 
the London United, with those of the Metropolitan Electric 
Tramways and the Tramways (M.E.T.) Co. It was proposed to 
work the two systems of tramways as one undertaking, and to 
secure that the 350 motor-’buses should be worked by the L. G. O. 
Co. for the joint profit of the two companies. The unification of 
the management of this large tramway undertaking with over 100 
miles of track, and carrying over 150 million passengers per 
annum, would, he had no doubt, secure considerable economies. 
The shares in the Metropolitan Electric Tramways carried with 
them a valuable asset in the company's holding of the ordinary 
shares of the North Metropolitan Electric Power Supply Co., which 
had four generating stations in important centres in the north 
of London, and which was doing a growing and a profitable 
business. Under the scheme the 350 ‘buses would be the property of 
the Metropolitan Electric Traction Omnibus Co., and the whole of the 
shares of that company would be made over to the new company, 
and the new company would receive the whole of the profit there- 


from. The plan by which those ‘buses would be treated for all 


purposes, except in respect of profits, as part of the L.G.O. Co.'s 
fleet would, he thought, commend itself to them all. The stipula- 
tion was that the net profit on each of their ‘buses should be the 
average of the earnings of the 'buses worked by the L.G.O. Co. in 
the London area, which, he thought, secured them a fair share of 
all the profit that was to be had. With regard to the financial 
aspect of the scheme, the debentures would remain untouched. The 
preference shareholders, for each £10 share with all its rights, were 
offered £5 in cumulative preference shares and £4 12s. in ordinary 
shares of the new company. They had told them in the circular 
that they anticipated that the new company would enjoy & revenue 
sufficient to gecure & fair return on its ordinary share capital. They 
had been asked what they meant by a fair return. Personally, 
he had no hesitation in eaying that he looked for a substantial 
return, but the factors in the problem were so numerous, 
and conditions changed so rapidly, that nobody in & responsible 
position in the company could attempt to translate the word “ fair " 
into any precise figure. He might say that the Underground Co. 
had shown their confidence in the new company by coneenting toa 
large reduction in their nominal capital. If any preference share- 
holders preferred to remain out of the scheme, they would retain 
all their present rights ; and it was for them to consider what those 
rights were worth in the altered condition of affairs. 

Mr. A. J. WooD criticieed the action of the directors in regard to 
the way in which the preference shareholders were to be treated, 
as compared with the debenture-holders. 

MAJOR SKINNER said he thought the directors had done the very 
best they could under the circumstances. The fact was they had 
gone on in the belief that the tramcar was to be the locomotion of 
the future, but it was not, and that was an end of the matter. 

The CHAIRMAN, in reply, remarked that when the London United 
Tramways was formed, the present position was not on the horizon, 
and no blame rested either on the shareholders ordirectors. It was 
impossible to deal with the debenture-holders in any other way 
than was proposed under the scheme, because their intereste were 
protected by a deed. 

The meeting then terminated. 


— 


Shropshire, Staffordshire and Worcestershire Elec- 
tric Power Co.— The directors report that the accounts for tle 
half-year to June 30th, including £84 brought forward, show sn 
available balance of £4,118, which the directors recommend shou ld 
be carried forward.— Financier, 


West Kootenay Power and Light Co, Ltd.— 
The directors have declared a dividend on the Common stock, at 
the rate of 4 per cent. per annum, payable 1 per cent. quarterly, 
commencing December 1st next. 


Continenta).— FRaxce.—The report of the Compagnie 
d'Electricité de Marseille, of Marseilles, for the last financial year 
shows a net profit of £27,996, es compared with £24,300 in the 
preceding 12 months. No dividend is being declared, the bulk of 
the prcfits being applied to depreciation and reserve. 


Meldrum Bros. Ltd.—According to the Times, the 
liquidator announces that the works and assets of the company at 
Timperley, together with the goodwill and book debts, have been 
transferred to a new company, which will continue the business 
under the style of Meldrums, Ltd. Mr. J. W. Meldrum, manager 
during the liquidation, will be the managing director. 


` 
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Tramways (I. E. T.) Omnibus Co., Ltd. 


THE holding of an ordinary general meeting of this company at 


the Electrical Federation Offices, Kingsway, W.C., on November 
28th, is reported in the Presa. MR. JAMES DEVONSHIRE (the 
chairman) said that their financial year ended on September 30th, 
and they were unable before that date to place any of their omni- 
buses in public service, so that there was no profit and loss account, 
They had increased their order for chassis from 300 to 350 in 
number. All these chassis were being supplied by the Daimler Co., 
and the bodies were being manufactured by the Brush Electrical 
Engineering Co. and by Messrs. Dodson. Some of the omnibuses 
supplied to companies other than. their own were already on the 
streets of London. Deliveries of their completed omnibuses had 
already begun, and in the course of the next few 
weeks the first batch should be placed in public service. 
The formation of this company resulted in negotiations between the 
Metropolitan Electric Tramways Co. and the London General 
Omnibus Co. These negotiations had now culminated in several 
agreements, to one of which this company and the L.G.O. were 
parties, The agreement provided that their fleet of omnibuses, 
which was to be limited to 350, was to be worked and main- 
tained for them by the L.G.O. Co., as part of that company's fleet. 
Generally, the effect of the agreement was that, instead of their 
omnibuses suffering from severe competition from the omnibus fleet 
of the L.G.O., they would be worked by that company as part of 
their fleet, во as to avoid unnecessary duplication of existing services. 
The earnings of this company’s omnibuses would be paid over to 
them, less the expenses of working, and it was agreed that their 
gross earnings were not to be less than the average gross earnings 
of the combined fleets of this company and the London General 
Omnibus working in the metropolitan area. They were thus assured 
of a fair average return from each omnibus working. 
The report was adopted. 


- 


Cordoba Light, Power and Traction Co., Ltd. 


THE directors' report to September 30th, 1912, states that the 
balance of profit to that date, after meeting all charges, is £33,410, 
plus £9,220 brought forward, making £42,631. Out of this the 
directors recommend that a dividend at the rate of 5 per cent. (less 
income-tax) be paid, and that the balance of £12,631 be carried 
forward. 
acquired further shares of the Cordoba Light and Power Co., and 
now owns 99°49 per cent. of that company's share capital, together 
with the whole share capital of the Cordoba (Argentine) Electric 
Tramways Construction Co, Ltd. Delivery of the remaining 
small balance of shares of the Power Co. has been promised. 
The new hydraulic station of the power company has been working 
most satisfactorily since ita opening for public service at the end 
of February, so that for some months past the company has been 
relieved of the heavy expenses of operating the steam plant. The 
whole of the system covered by the concession of the tramways 
company has been converted to electric traction, the company now 
having 25} miles of track in operation, and, in addition, nearly 
4 miles constructed, but not in operation. The resulta of the 
operation of the two subsidiary companies for the last few months, 
during which the above-mentioned improved conditions have pre- 
vailed, fully come up to the directors’ anticipations. The power 
company has outstanding £100,000 5 per cent. bonds forming a 
first charge upon its property, and, therefore, ranking in priority 
to the debenture stock of this company. These bonds 
fall due on January lst, 1913, and it is intended to remove 
the priority referred to by repaying them out of the funds to be 
provided by this company. To provide for the growth in the im- 
mediate future of the business of the subsidiary companies, 
extensions of the distribution system of the power company and of 
the lines of the tramways company are in progress as well as 
sundry minor works. For these purposes it is proposed to issue 
£300,000 of the balance of the company’s unissued share capital in 
the form of 6 per cent. preference shares, entitled to a premium of 
20 per cent. in event of liquidation or return of capital. The necessary 
resolution will be submitted to the general meeting. The directors 
refer with regret to the death of Sir J. Irving Courtenay, who acted 
as chairman of the company since its inception. Mr. T. Frame 
Thomson has been elected to the position of chairman. 

Mr. T. FRAME THOMSON presided on Wednesday at the offices, 
62, London Wall, E.C., over the fourth annual general meeting of 
the company. In moving the adoption of the above report, 
he said that they were meeting under circumstances of peculiar 
sadness, as Sir Irving Courtenay, who had been chairman of the 
company since its inception, died only a few weeks ago. It was 
particularly sad that just as they were getting to the point they 
had been aiming at for four yeare, he should be taken away. The 
letter which he had addressed to the shareholders would bave given 
them full information as to tbe history of the company and its 
present position, and consequently it was not necessary for him to say 
much on that occasion. The company was formed for the purpose 
of giving considerable development to the business of the Cordoba 
Light and Power Co., and of protecting the position of that com- 
pany by adding a tramways system to the electric light and power 
system. These objects had now been accomplished, and in the last 
few months they had been entering on the stage of reaping the 
benefit of the exchanges which had been made, and they might 
quite reasonably expect that the benefit would be very consider- 
able. The few months during which they had been working had 
shown a very remarkable increase in the business, and he thought 
there was every reason to expect that in a very short time they 


Since the date of the last report the company has 


would make up the leeway lost during the period of construction, 
and at the time when they were suffering from shortage of water. 

Mr. H. A. TROTTER seconded the motion, which was adopted 
without discussion. 

In moving the re-election of Messrs. H. A. Trotter and 
A. D'Abbadie D'Arrast as directora, the CHAIRMAN said the latter 
gentleman was, until last year, the manager in Cordoba, and was 
thoroughly familiar with the situation there. He had now decided 
to reside in Europe, and the board were very glad to have the 
assistance of his practical knowledge. 

Мв. C. M. Rose seconded the motion, and jt was carried. 

An extraordinary general meeting followed, when, on the motion 
of the CHAIRMAN, seconded by MR. G. KITCHIN, the following reso- 
lution was agreed to :— 

Of the 400,000 unissued shares of the company 800,000 shall be called pre- 
ference shares and such preference shares shall confer the right toa fixed 
cumulative preferential dividend at the rate of 6 per cent. per annum on the 
capital for the time being paid up thereon and the right, in the event ofa 
winding up or return of capital, to a bonus of 20 per cent. on their nominal 
value, and shall rank as regards return of capital, and the said bonus in 


priority to the ordinary shares, but shall not confer the right to any farther 


participation in profite or assets. The remaining 100,000 shares of the existing 
capita! of the company may be issued either as preference shares ranking 
pari passu for all purposes with the said 800,000 preference shares or as 


ordinary shares, as may from time to time be determined by the directors. 


Adelaide Electric Supply Co., Ltd.—In their report 
for the year ended August 31st, 1912, the directors state that they 
have continued their policy of energetic development during the 
year, and have expended a further £102,645 on capital account in 
the provision of additional land, buildings, plant and mains. For 
the purpose of providing the necessary additional capital to carry 
out such development and to keep pace with the continued growth 
of the company's undertaking, a further £50,000 5 per cent. deben. 
ture stock has been issued during the year at a premium. For 
the same purpose a further 10,000 ordinary shares were offered to 
the ordinary shareholders in July last at a premium of £3 per 
share, ranking for dividend as from September Ist, 1912; the 
whole. of these shares have been allotted and paid for in full The 
profit and loss account shows a credit balance of £27,622. After 
paying the dividend on the preference shares for the half-year, and 
an interim dividend of 5 per cent. on the ordinary shares, there 
remains an available balance of £20,007, out of which the directors 


recommend a final dividend of 5 per cent. on the 30,000 ordinary 


shares, making JO per cent. for the year, and a bonus of 2 per cent, 
free of tax, the balance carried forward being £5,007. The pre 
miums received on the issues of debenture stock and ordinary 
shares, amounting to £31,049, are being added to general reserve, 
and certain special items in the capital account, amounting to 
£3,720, have been written off out of such reserve. The 7ime 
states that: "In view of the termination of the company's con- 
tract for the temporary supply of power to the Adelaide Municipal 
Tramways Trust, and the consequent shrinkage of revenue resulting 
therefrom, the board had set aside out of the profite of previous 
years a dividend equalisation fund amounting to £25,000.” 


Official Announcements re Companies,—The follow- 


. ing companies will, unless cause is shown to the contrary, be struck 


off the Register within three months, and will accordingly be 
diseolved :— 


Acme Conveyor and Machine Oo., Ltd. 

Dynamo Electric Car Transmission Syndicate, Lid. 
Eleotrical Fittings Co., Ltd. 

Electrocab Development Oo., Ltd. 

Foxcroft and Danoan Engineering Co., Ltd. 
London Electrocab Co., Ltd. 

Nitrogen Power Syndicate, Ltd. 

Norfolk Electrical Co., Ltd. 

Orient Electric Power Syndicate, Ltd. 


Imperial Tramways Co., Ltd.—The directors have 
issued to the preference and ordinary shareholders a statement 
regarding the propoeal of the London United Tramways Co. (in whioh 
the Imperial Co. has a large preference holding) to consolidate its 
interests with those of the Metropolitan Electric Tramways (0. 
The scheme proposes to give in exchange for each. existing £10 
6 per cent, preference share of the London United Co., the follow- 
ing :—£5 in б per cent. cumulative preference shares, and £4 12s. 
in ordinary shares of the new company—the London and Suburban 
Traction Co., Ltd. The directors say that they have resolved to 
approve the scheme, inasmuch as, when it is carried through, the 
payment of dividends on both the preference and ordinary ehare 
capital of the Imperial Co. will be resumed at an early date. 


Douglas Southern Electric Tramways, Ltd.—aAt 
the annual meeting, held in Manchester on the 3rd inst., Mr. T. J. 
Hutchinson presiding, it was stated that the total traffic receipt 
showed a decrease of £441, which was attributed to the cold and 
wet weather experienced throughout the season. А dividend of 
6 per cent. upon the preference shares, absorbing £1,558, was 
to, and the balance of £326 was carried forward. 


The Paris Popp Co.—The accounts of the Compagnie 
Parisienne de l'Air Comprimé (Popp) for the year ended with June 
30th, 1912, shows gross profits of £208,000, as contrasted with 
£194,000 in the preceding 12 months. After providing for depreci- 
tion, the net profits are returned at £137,000, as against £101,000 
in 1910-11. The dividend amounts to £1 168. per £20 share, М 
compared with £1 12s. per share in the previous year. 


Ruston, Proctor & Co., Ltd,—An interim dividend of 
5 per cent. per annum on the ordinary shares is announced. 


b ГЕТЕ == 
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British Columbia Electric Railway Co., Ltd. 


THE fifteenth annual report shows that the business has continued 
to grow very rapidly. For the 12 months to June 30th, 1912, the 
gross receipts show an increase of $1,601,994, or over 36 per cent., 
and the net earnings, inoluding income from investments and sub- 
sidiary companies, and after charging renewals, show an increase of 
$401,837, or 27 percent., over the preceding year. From June 30t 
the close of the period under review, up to September 30th last, 
there has been a atill further increase in gross earnings of 
$352,233, or 27 per cent. and in net earnings $138,204, or 31 per 
cent. The increasein business is well distributed over every depart- 
ment and over all branches of the railway system, but it is 
especially noticeable in the city of Victoria. During the whole of 
the 12 months under review, very large sums of money have been 
involved in various works and extensions under construction, and 
have consequently remained unremunerative, The following 
charges have been made against the revenue account of the year, 
viz, provision for renewals maintenance (from which £22,110 has 
been deducted for adjustments and expenditure on renewals 
during the year) £95,232; amount added to capital amortization 
fund; £2270 = £97,502. The net profit for the year, after making 
these deductions, amounts to £359,131, plus £6,590 brought 
forward, making £365,721, from which there are deducted the 
following : Interest on debentures and debenture stock to June 30th, 
1912, £101,460 ; dividends already paíd—on 5 per cent. cumulative 
perpetual preference stock for the year ended June 30th, 1912, 
£50,000 ; on preferred ordinary stock for the year ended June 30th, 
1912, £60,000 ; and on deferred ordinary stock for the six months 
to December 31st, 1911, £10,000, leaving available for further 
distribution and reserve, £114,260. From this the directors recom- 
mend a dividend on the deferred ordinary stock at the rate of 8 per 
oent. per annum for the six months to June 30th, 1912, making 
8 per cent. for the year, £40,000, transferring to reserve fund 
£66,528, and carrying forward £7,732. There has been added to 
the reserve fund £55,471, representing the premium, less expenses, 
on £600,000 new capital, issued in July, 1911. After the transfer 
now recommended by the directors as above, the reserve fund will 
amount to £459,000. The growth of the company's business is 
indicated by the following figures :— 


Микв or TRACK IN OPERATION. TOTAL CARS oF ALL CLASSES. 


199 T és 97 74 1909 .. ate 248 
1910 T is 141°65 1910 .. ..  .. 491 
1911 y t 233:05 1911 ;. .. 647 
1912 es 285*75 1912 .. T 125 


Passengers carried during the year were 62,154,166, an increase 
of 16,612,718. Number of lamps in use, 735,426, an inorease of 
171,884. | | 

In accordance with the established custom of the board for some 
of the directors to visit British Columbia annually, Mr. Blundell 
Brown went there in May last, and during his stay thoroughly dis- 
cussed and investigated existing conditions and future prospects 
with the management and with many leading British Columbians. 
He reports much prosperity throughout the country, and is well 
satisfied with the great expansion of the company's enterprise since 
his last visit four years ago. He is entirely convinced that the 
progressive policy adopted by the company is wise and justifiable. 
Very important works have been carried out during the year, and 
are still under construction. 

Theextension of thehydroelectric power plant at Lake Coquitlam 
and Lake Buntzen has been successsfully carried on, and will be com- 
pleted during next summer. Already the work has provided the 
company with largely increased water storage. The magnitude of 
the undertaking may be gathered from the following particulars : A 
new dam is being built at Lake Coquitlam—maximum height, 98 ft.; 
width at base, 600 ft.; length at crest, 850 ft.; width at crest, 
40 ft.; storage capacity, 7,404,000,000 cb. ft., giving an available 
reserve during a dry season of 53,700,000 Kw.-hours of electrical 
energy : 1,055,000 cb. yards of material will have been handled on 
completion of the works. The number of men employed on the 
work during the last six months has varied from 1,289 to 1,514. 

An additional and separate power house of a massive character, 
with foundations on the solid rock, is being built at Lake Buntzen. 
Three hydroelectric units will be installed therein, having & com- 
bined capacity of 40,500 H.P. These, added to the unita already in 
operation in the old power house, will give a total available supply 
of 82,500 electrical H.P. Tne directors had hoped that these new 
units would have been ready for operation in November, but, owing 
to labour troubles experienced in Great Britain, considerable delay 
occurred in the manufacture of the generators, and it was found 
impossible to ship the first generator from Birkenhead before 
October 12th. It is expected that the first unit will be in service 
during the month of February. Thecompletion of the works above 
referred to will place the company, so far as power is concerned, 
in & very satisfactory position, and after February next, in return 
for the heavy capital expenditure of the past three years, it will 
have a very large power development at an economical figure, and 
one in which maintenance and operating expenses will be reduced to 
& minimum. In every detail the most modern practice in hydro- 
electric power plant design has been adopted, the best features of 
European and American design having been combined to produce a 
plant which will, undoubtedly, be one of the finest in the world. 
On Vancouver Island the company is also largely increasing ite 
hydro-electric power installation to meet the rapidly increasing 
business in the city of Victoria and surrounding districts. The first 
Jordan. River installation was put into operation in February, 
and consisted of one 6,000-H.P. impulse wheel on the shaft of a 
4,000-KWw, alternator, with all the necessary complementary equip- 
ment. A second unit of equal capacity has been completed within 
the last few weeks, and is now delivering power in Victoria, The 


dam connected with this installation was completed by May, 1912, 
and has a capacity of 327,900,000 ob. ft., which is equivalent to the 
storage of 5,960,000 Kw.-hours of electrical energy. The company 
is also constructing, near Victoria, with a separate transmission 
line, an auxiliary steam plant having an initial capacity of two 
2,000-Kw. units. The design has been laid out so tbat, in the future, 
new units can be added very economically and quickly. 


The railway from Victoria through the Saanich Peninsula, about 20 miles 
in length, referred to in the last directors’ report, is now nearing completion 
and the board hope that the Jine will be in operation during the month of 
December; some 8 miles radiating from New Westminster have either been 
completed during the year or are approaching completion. The company is 
also building several extensions in North Vancouver, South Vancouver, Point 
Grey and Victoria, aggregating over 16 miles. 

Large purchases of rolling stock have been made, in addition to which 

the company’s own car shops at New Westminster have been kept working 
to their fullest capacity, and have turned out a large number of excellent 
cars. | ; 
The terminal station and central offices of the company in Vancouver have 
been completed, and constitute one of the most conspicuous and important struc- 
tures inthe city. The offices are now occupied by the staff, and the excellent 
accommodation which they provide should greatly facilitate tbe administration 
of the company’s business. | | 

During the year the company was compelled to suspend traffic in the 
municipality of Point Grey, owing to lega! proceedings baving been insti- 
tated which challenged the validity of its franchises. This question has 
been satisfactorily terminated by a vote of the peuple of Point Grey, who, by 
a very large majority, passed a by-law confirming our franchises for the un- 
expired 87 years. | . 


Resolutions will be submitted tọ the stockholders at the annual 
meeting altering the articles of association. Under the articles of 
association it is provided that no more of the company's cumulative 
preference stock shall be issued than the amount already paid up 
on the preferred ordinary stock, and that no more of the preferred 
ordinary stock may be issued than the amount already paid 
up on the deferred ordinary stock. The new resolutions will 
have the effect of making certain that the directors have 
power to issue equal amounts of the three stocks simul- 
taneously, notwithstanding that all the calls on the junior stocks 
may not have been actually paid up at the time that the senior 


stocks may be issued. 


H.R.H. the Duke of Connaught visited Vancouver and Victoria 
in September. A special train was placed at the disposal of His 
Royal Highness, who expressed his appreciation of the importance 
and value of the undertaking in the kindest terms. The directors 
again have pleasure in expressing their appreciation of the loyal 
and satisfactory services rendered by the management and staff in 


British Columbia. 


Balance Pref. Def. 

avail- ond. ord. Amount 
Lamps able for stock, stock, to 
ments Pas- in divi- div. per div. per re- 
sengers. use. dend. annum. annum. serves. 


Year inc. 
ended Gross 
June earn- 
BOth. ings. income. 


1910 .. Ef 28, 769 £226,803 84,476,804 439,916 £119,801 6% 8% £108,265 
1911 .. 901,53 102,993 46,641,448 563,242 148,455 6% 8 158,571 
1912 .. 1,281,861 385,846 62,154,166 785,426 257,470 6% 8% 197,891 


The annual meeting is called for Tuesday, December 10th, at 
Liverpool Street Hotel, E.C. 


i 


Stock Exchange Notices.—Applications have been 
made to the Committee to appoint a special settling day in and to 
grant а quotation to:— | S e 

General Electric Co., U.8.A.—8crip, fully and partly paid, for $4,000,000 
5 per cent. gold debenture bonds (London issue). М à 

Sao Paulo Electric Co., Ltd.—&crip, fully and partly paid, for 21, 880, 000 
5 per cent. 60-year first mortgage bonds. 

And to allow the following tecurities to be quoted in the Official 

List :— 

British Columbia Electric Railway Co., Ltd.—Further issue of £200,000 
deferred ordinary stock ; £200,000 preferred ordinary stock; and £200,000 
5 per cent. cumulative perpetual preference stock. 

Montreal Tramways Co.— 810,445,000 first and refunding mortgage 5 per cent. 
80-year gold bonds. 

The Committee has appointed a settling day as under :— 


Thursday, December 19th.—Sherbrooke Railway and Power Co.— $300,000 
5 per cent. 80-year consolidated first mortgage sinking fund gold bonds of $500 
each (Nos. 1,801 to 1,900). 

And ordered the undermentioned to be quoted in the Official 
List :— E 

Melbourne Electric Supply Co., Ltd.—F'urther issue of £125,880 consolidated 
ordinary stock. 

Puebla Tramway, Light and Power Co —65,000 shares of $100 each, and 
$4,949,900 firs& mortgage 30-year 5 per cent. gold bonds (Nos. Al to 600 of 
21.000, В 1,001 to 6,000 and 25,001 to 26,899 of 8500, and O 6,001 to 16,504 of $100 
each), ` 

Bao Paulo Tramway, Light and Power Co., Ltd.—Further issue of £221,917 
5 per cent, perpetual consolidated debenture stock. 


Amalgamation,— According to reports published in 
several of the financial papers early this week, a merger scheme of 
considerable importance, embracing the supply of electricity for 
power and lighting purposes and the operation of tramways, is on . 
the point of completion and will shortly be carried into effect. 
“The sphere of operations will include four of the most important 
Midland counties of England, representing an area of over 2,500 
square miles. The undertaking has been financed by the Balfour 


group." 


Richard Hornsby & Sons, Ltd.—The directors’ report 
for the year ended September 30th shows a profit of £45,392, 
after writing off depreciation and paying directors’ remuneration. 
After paying debenture interest and preference dividend, dividends 
at the rate of 6} per cent. are paid on the ordinary and the new 


. shares, and £10,000 is placed in reserve, leaving to carry forward 


83,877. [ 
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MARKET QUOTATIONS. 
IT should be remembered, in making use of the figures appearing 


in the following list, that in some cases the prices are only general, 
and may vary according to quantities and other circumstances, 


Wednesday, December 4th. 


CHEMICALS, &c. 


Latest ortnight's 
Price. Ino. or Dec. 


a Acid, Hydrochlorio mn . percwt. 5/ T 
а v o... ee oo ee ” 
а „ Oxalio T oe per lb. 23d 
a „ Sulphuric .. vs per cwt. 5/6 ee 
a Ammoniac Bal 825 v ёв - 42/- M 
a Ammonia, Muriate (large crystal) per ton £29 10 ee 
а Bleaching powder .. se zs " £5 10 T 
a Bisulphide of Carbon sh " £18 is 
a Borax.. is T su ss " £16 10 T 
a Copper Sulphate .. es ae М £26 5 
а Lead, Nitrate Ee Ow ди n £29 £1 deo, 
a „ White Sugar ө» Бе js £25 10 ^ 
а [I] Peroxide ee ee ee н £32 ee 
e Methylated Spirit .. KA ys r gal. 2/0 s 
a Potassium, Bichromate, іп casks per lb. a: as 
а Potash, Caustic (88/90 %) per ton £22 10 к 
а. „ Chlorate .. T es per lb. d. ee 
a „ Perchlorate ae - Е 44d. is 
a Potassium, Cyanide (98/100 96) .. s 74. 5% 
(for mining purposes only) 
a Bhellac Ms v per cwt. 72/6 
a Sulphate of Magnesia .. perton £4 10 ‘ 
a Sulphur, Sublimed Flowers 7 £0 10 
a ^" Recovered t - " £5 10 "m 
a a Lump .. s m а #5 А 
а Soda, Caustic (white 70/72 96) .. " £105 «x 
a ” Chlorate oe эө ee per Ib. 85а. ee 
а „ Crystals es T per ton £8 5 - 
a Sodium Bichromate, casks per lb. 8d. ee 
METALS, &c, 
b Aluminium Ingots, in ton lots. per ton £90 
b ü Wire, in ton lots .. s 2112 e 
b M Bheet, in ton lots .. " £120 T 
p Babbitt’s metal ingots .. ae M £88 to £145 vs 
c Brass (rolled metal 2" to19" basis) per lb. gad. ee 
€ „ Tube (brazed) E vs M 11d 2s 
C „ „ (solid drawn) 5 so З 81d. M 
с ” Wire, basis .. es ee " gad. oo 
c Copper Tubes (brazed) .. oe is 1/0ad. Се 
с wn „ (solid drawn) ‘a 1154. ЯЕ 
g м Bars (best selected) .. рег ton £98 z 
g н Sheet ae ee ee м £93 
g ve 3 Rod еэ ee ee » £91 
„ (Electrolytic) Bars is £82 _ T 
d - Bheets а £09 
d н » Rods es 97 £87 ee 
d a H.C, Wire per lb. 1054. m 
f E е * еа Г) 5/8 oe 
f , Bheet s " 4/9 > 
m German Silver Wire »» 1/10 ae 
В Gutta-percha, fine - Ve РА € 
41 India-rubber, Para fine А 4/6 14. inc. 
4 Iron (Cleveland warrants) .. per ton 67/ 11d. дес, 
| , Wire, galv. No. 8, P.O. qual. » £14 A 
g Lead, English Pig .. es ЕБ i" £1876to £18126) 5% dec 
m Manganin Wire No. 98 .. ee per lb. 6/6 Ае 
g Mercury ee ee ев ег рег bot. £7 12 6 3 ee 
e Mica (in original cases) small .. per lb, 6d. to Bs. ws 
6 м 70 [1] medium ГА 8/6 to 6/- ee 
e » Е „ large p 7/6 to 11/- ae 
p Phosphor Bronze, plain castings ss 1/2 to 1/4 inc. 
P n „ rolled bars & rods — „ 1n .. 
р н rolled strip & sheet $i 1/24 | „ө 
o Platinum ee ee ee eo per os. E eo 
d Silicium Bronze Wire . per lb. AN PA 
teel, Magnet, in bars . per ton 5 
g Tin, Block (Hnglih) . ё £228 10:£229 | &1айес, 
n ire, Nos. 1 to 16 .. ee per lb. 2/9 1d. inc. 
White Anti-friotion Metals .. per ton £45 to £230 a 
t Zino, Bh't (Vieille Montagne bnd.) # 


#31 126 T 


Quotations supplied by— 


G. Boor & Co. i Bolling & Lowe. 
b The British Aluminium Co., Ltd, k Morris Ashby, Ltd. 
c Thos. Bolton & Sons, Ltd, 1 Richard Johnson a 798. Le, 
d Frederick Smith & Go. m W. T. Glover & Co., Ld, 


n P. Ormiston & Sons 


F. Wiggins & Sons. 
f 0 Johnson, Matthey & Oo., Led. 


f India- e Gutta-Percha and 


Telegraph Works Oo., Ltd. 
James 4 ; P W. F. Denais& O » 


Edward Till & 


— ———— .— 2222 T. ——— . . —— ͤ— 


STOCES AND SHARES. 


Taesday Evening. 
MARKETS round the Stock Exchange cannot be accused of weak- 
ness, although they might have some difficulty in defending them- 
selves from the charge of lacking business. It is customary for 
December to be а fairly strong month for prices, except perhaps just 
in the last few days, when an occasional bolt from the blue has been 
known to fall, Speaking electrically, the main theme of interest 
in the financial world continues to be the transport fusion— or 
fusions ; although, so far as prices are concerned, they have not had 
much further. effect. 


- 


The Home Railwa$ market is strong as a whole, nor do the 
hints of labour trouble in connection with the Midland and North- 
Eastern Railways depress the general sentiment, which is buoyed 
by the expectation of the coming dividends and supplemented by 
the remarkable strength of Consols. Central Londons are, however, 
a dull spot, the Ordinary and Deferred stock both falling a point ; 
while City and South London Ordinary lost 4, though this com- 
pany's four Preference stocks all moved up 1. The shrinkages in 
the Tube Ordinary stocks will not occasion surprise to those who 
are accustomed to the Stock Exchage habit of discounting 
favourable events in advance. Evidently it was known to some 
people that the Central London and the City Companies were to be 
included in the Speyer group; the information must have been in 
their possession a week or two before its publication, and they sold 
as soon as the details were announced. Metropolitan Consolidated 
has fallén 1 upon the declaration that the Company will remain 
independent of the Underground group, but Districts spurted at 
one time to 421, this leaving the substantial rise of 2} on the week. 
Underground Electric Railway issues are strong. There is per- 
sistent buying of the shares, and the Income Debentures gained 
3 points, rising to 92, whilethe 1s. ehares are steady at 13s. 9d. 

London United Tramways shares fell back 103., and Metropolitan 
Electric Trams Ordinary are 3 lower, while the Deferred and the 
Preference are also down. The fall in London United Preference is 
due to realisations by those who consider that the recent rise afforded 
them an excellent opportunity for getting out of their shares, in 
which course they were, perhaps, perfectly correct. The Com- 
pany's 4 per cent. Debenture stock continues to creep up, and shows 
a further small gain on the week. In the traction group, Potteries 
hardened to 7s. 6d., and a few rises occurred in British Electric 
Traction issues, the 7 per cent. Preferred at 39} being 2 up, 

In the Foreign division, a report of considerable interest is that 
of the British Columbia Electric Railway Company, which tells of 
steady progress, necessitating further increase of capital. The 
Company's stocks are unchanged on the week. A private letter 
received from a young artisan in Vancouver tells of the way in 
which that country is going ahead by leaps and bounds, and throws 
an interesting sidelight on the necessity for additional rolling stock 
on the British Columbia Electric Railway system. The lad writes 
that from January lst the Company will not be allowed to carry 
anyone who cannot find a seat on their cars; and he adds, as an 
illustration of the way in which the traffic increases, that he thinks 
nothing of having to ride home on the cowcatcher, accompanied by 
10 or 12 others, and then, remarks our correspondent, "they have 
the sauce to come and collect the fare! " 

The quotations for Rio Trams shares and Sao Paulo Trams shares 
have been taken out of the Stock Exchange Official List, there 
being hardly any market now for there, although the Company's 
bonds are, of course, readily marketable. The Common shares, 
however, have been largely exchanged for Brazilian Traction, Light 
and Power shares, and we have, accordingly, added the latter to our 
list of prices overleaf. , 

Supply and Power issues of Colonial and Foreign countries are 
mostly steady. Mexico Tramways are a strong market with a rise 
of 2. Shawinigan Water has given way, but Canadian Generals are 
very firm. Cordoba 5 per cent. Debentures are & shade harder, and 
there are not many other quotable changes in the list, except for a 


few ez-dividend markings. 


English Electricity Supply shares are very firm as a whole, 

notwithstanding rumours to the effect that there has been a hitch 
in the reported negotiations which are said to have been going on 
between the Supply Companies and the local authorities with & 
view to closer working agreements. These reporte, it may be 
Observed, have been treated with reserve here since they first came 
into circulation. Big names have been mentioned in connection 
with the scheme, but those closely in touch with the industry know 
well how extremely difficult it is to harmonise the many conflicting 
interests that are found to exist when the subject is tackled at 
close gripe. 
. Charing Cross Ordinary are à easier at £5 middle, but Counties 
rose j to 11}, at which, at the time of writing, there are buyers. 
The Company’s new Ordinary shares were marked up 7s. 6d. to 
114 middle. Chelseas гове to 44. City Lights are unaltered. The 
price of Edmundsons was put down ү; to 10s. London Electric 
Ordinary are ; easier. The market is іп a state of suspended 
animation, although for a few shares there is still a fair demand. 
Nobody outside the inner ring knows what is going to happen, 
and the whole position is one of as much interest as un- 
certainty. 

The Telegraph market continues strong, and the recent rises in 
the Eastern group are well held. Western Telegraphs have come 
into request this week, and Eastern Extensions are again 4 higher. 
Eastern Ordinary shows a rise of 1. On the other hand, Indo- 
Europeans and Cuba Telegraphs are 10s. lower. Telephones are 
quiet, with small rises in United River Plates andOrientals. There 
has been a spurt in National Telephone Deferred, and some sort of 
information with respect to what the company may expect to 
receive from the arbitrators will be out, it is thought, pretty soon. 
It is announced that an agreement has already been reached in 


respect of 10 million pounds out of the total claim of 20 millions. - 


The Marconi market is quiet, and the shares show very little 
alteration, business in them having fallen away to rctail proportions. 

Willans & Robinson shares, both Ordinary and Preference, are 
still flatter, having fallen to 2s. 6d. and 10s. respectively—the 
quotations are somewhat nominal in each case. In the rubber 
market, theleading shares were hardened by Mr. Arthur Lampard's 
speech at the United Serdang meeting on Monday afternoon, in 
which he spoke optimistically of the prospects for consumption of 
the raw stuff. But it cannot be said that there is much increase in 
public demand for rubber shares. 
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SHARE LIST OF ELECTRICAL COMPANIES, 


ENGLISH ELECTRICITY SUPPLY AND POWER DEFERT 


pus Closing | Rise Present | Stock Closing | Rise | Present 
NAM. or Wi m Quotations | + or| Yield NAMB, | or Dividend Quotations | + or Yield 
Share. ОТ Dec. 8rd. | Fall| ро, || Share. or Dec. 3га. | Fall | | Po. 
= 1011. 1012 2 s. d. 11911. 1012. £ 8. d. 
n Poole, v we | + | 4 A a A* : 1 : | M c D Loop p ve. | sa e Ж | zt | * a S | - Y 9 
4 . "Т | — 099 | | о, OD. +e es ee ОСК | | — 9: 
Do. 850554 6 4 Pref, - | 10 | 6 85 10 — 104 | 5 14 В Kent Elec, Power, 44 % Deb, .. Stock " 44 78 — 82 5 9 9 
Do, 44 % Deb. Stock . | Stock | 43 44 98 —100 | 4 10 0 London Electric, Ord, .. ec | B T | là— 2 À | 815 0 
Brompton & Kensington, Ота... | Б [10 | H) 9— 9% | 5 5 8 Do. : ref, .. ec | b 6 6 44— 63 | 6 14 B 
Ee Adr Мете» ner aaa X | b 1|17]| 83— t | 317 9 |l M ЈУ Y. First Mort, Deb. ве * : | A = 98 4 - : 
entra ectric Bupply, b 100 | 4 4 | 95 — 98 xd | 1418 etropolitan ev | 88— 83 15 t 
Guar. Deb. " TT | | Do 4 Cum, Pref. . e|. 6 | 44— 48 4 17 4 
Charing Cross, West End & City | Б 5 | 4— bt 3415 8 || Do. 4 $ nm Mort. Deb. Stock Н 4 99 —102 4 8 8 
po ox Cum, PS. ХА 5 44, 4 43— e | 414 9 | xA Bn Mort Del ы Btock | 8 | B6 — 88 sa 819 7 
o. " Cit ndertaking " | | idlan ectric Corpora on | Ww. v3 | ( 
i 44 % Cum. Pref. H 5 | 4| 4 4— 4 60 0 | % First Mort. Deb, } 100 4 | % | 99 — 101 +1 | i» d 
кы са 1 % Deb... i y | : E "d — 96 | in : à - | Newcastle-on-Tyne 6 LN NEN | Б 5 5 4— 4i 8 а 1 
elsea, Or e T T — 58 | + ‘ | 
Do, 4 Deb, ee .. Stock 44 | 44 | 98 —101 3 qo NA mo ci litan Power Bu ЕТ i 
City of Are. Ord. - | 104,8 61 16 — 18 490 | X4 ortgages M 1l 100 ° 5 98 1013 callis 
крз ыы АКА BEL ee 
Do. 4% % Second Deb. — .. | 100 4 44 | 100 —108 .. |4 7 5 || Oxtord 5 | | 6| 64- 68 596. 
l omn. Ord... 2 n - H | 1 Ше 113 +$ : З. 2 | "bo" TX and Pail Mall, Ord. - 7 ry “ж 10 е > 1 
` ee ee * 10 | € | B— 123 4 19 | 0 Le өө | і 
Do. “3% Deb. . „Stock 4 44 | 106 —108 4,8 4 || Do. ВА Ж ee | 100 Bà | 84 | Bb — RR 3 19 7 
m UN р % J. rd. Deb. .. | Stock | b a 98 —10) + | ye 8 || NM a Markt Ord, ee - - - - m — 184 
mundson's, Or t n b vi М: 1— — | i || South London, Or r Фе be — | ; 
до, 6% Сат, Pret, . | Б |м NU вв | Ni || ро, 6% First Mort. Deb. .. | 100 | 6 | 5 | 98 —101 419 0 
Do, 44 First Mort, tei | 100 | 4| 4| B — 87 |». | 6 8 6 || Bouth Metropolitan, 1% Pref... | 1 7 7 l= 15 595 
тк ies i "X 5 8 | 6 | 4j— 5 | .. 5 11 Do 44% First Deb. Btock . 100 4 | 44| 96 — 99 411 0 
i Do. 6% Cum. Pref, .. co | 5 6 5. | 4i— 58 417 7 || Urban, Ord.. ee Р £8 | Nil|.. ? oe 
Do, 44 First Deb. .. | 100 44 45| 92 — 95 | 4 14 9 || Do, 6 % Cum. Pret. ae 5 2 | 98— BÈ 
{ Hove .. ев ee 29 2А 6 9 8+ 7 — 8 r Do. 44 96 First Mort, Deb. 100 4 | 4 844— 5 18 
) | | | || Westminster, Ord, Инн a Eb 9 8 E 58 1 
: | | | Do. 44% Cum. Prei. b а | 4| 4i- 15 9 
” | | | | 
у | | | 
rr | | | | 
. | | | [ 
т | | 
=. | | 
2 | | | | 
| COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. - 
мшезд. : „ f 7 F . |1 9 e aen a pogaes о јаја ыст |. [ошо 
ou 0 ee ee oe pu" ee 
Do. 6% Pref. ee EC oe 8 5 6 И — 4 16 5 Montreal, Lt., . and Power oe $100 8 91 934 — 989 8 15 4 
Салы Gen Hl. Cen- . [guo | 7| v [nsum | вив оета ре e sents} $50 | 6 5 M—S |.|. 
С ee == ° е e B , 
Do. т егте. ee , $100 3 1 118 — 199 ee 5 14 9 River Plate е ее e Stock 10 ee 940 —250 ee 4 0 0 
Cordoba Lt. Power and T., Ord. 1 |8 |... 4— 1 8 0 0 || Do 69,Non-Cum. Pref. ..| Do. | 6 | 6 | 16—111 . 6 5 В 
Do. 5% Deb. . .. | 100 | 5 16 | 96—98 fi |6 2 0 || Do. 5% рер. Stock .. .. Do. | 85 | 5 |102 —104 .. |418 3 
Bleo, Supply Victoria 15% Shawinigan Water, Capi ..| $100 | B 6 |137 —141 —8 |81011 
5 Mort, eb. 100 | & | 5 | &@&— 88 Ж. ро, b Gon. ist Mort. nds 5 | 6 | 108 —108 «n 9 
6. ev, terio e- er. e е ee ое tock 
Mort. ‚| $500 8 б 954— 97% + |5 9 7 Toronto wer, 4% Deb. .. | Do. 4 4 101 o | 47 5 
3 meo Es P. and L., Ond. 10%. ин < m Ку an А Vera Crus Lt, 1 s)| 100 | 6 | в | 984— 968 „ 1688 
Kamini uia Power,5% G. Bs. во n to —1 б |4146 4 || Victoria Balls Power, Pref. .. | 1 алтау H— 1 "nu 
ое oe эе ее es ower an 
EU E MERE MS uirga) лә | 6 | t usc | ems 
Mexican ГА, & Power Common | $100 | 4 4 84 — 88 . 411 0 
Cum, Prei. | $100 * 7 | 103 —106 .. 6 12 1 
Do. H iat Riese’ Gol Bas, ee b B 96 — 97 ee 6 8 1 
TELEGRAPH AND TELEPHONE COMPANIES. 
! 
Tele ө» os 10 4 4M| 7 хӣ| .. |514 3 || Monte Mea Telephone, Ord. .. 1 0 6t — 1 45 18 0 
Do. 6 Bb. Rod. а ae 6 5 9 = 9 6 1 0 Do. me es 1 B b „Е " .. |614 B 
‚ & Teleg., Cap. | $100; В Bt | 145 —147 46 810 Nations! elephone Def. . „Stock 6 |. | 48 m 
Do. 4. Pros $4 81000 4 4 984—- 953 .. | 4 8 9 || New York Telep., Gen. Bnds.| 100 4, a — .. [410 8 
American Telegraph .. Stock В 8 67 — 69 4 7 O || Oriental Telep. and Éleo. oe 1 8 184— 1 443514 9 10 
Do. 6 Pref. ee ee ee Do. 6 6 111% 5 7 8 Do. 6 Cum - Pref. ee ee 1 6 6 - —. 5 өе 5 0 10 
Do. De eo ев ее ee Do. 80/- ee — 96 6 15 Б ро. 4 Red. Deb. ee ГЕ) Stock 4 4 = ee 4 9 0 
а ро Mole Pet! 100 | 5 | в | 102-104 | .. | 416 a | Pacific and European Tel, 429]! Do, | «| 4 | 10 40 0 
8 5 7 8 7 7 МО Б 8 8 Reuter's ee ee se ee 10 10 10+ wWij— 118 ee 8 16 2 
Senter Cable, Stig. 4% Deb. Stock | é- | 4 = 417 0 bmarine Oables Trust .. | Cort. | 6 6 | 196 —129 „ |418 0 
Ba. Telegraph, ee c . a Jao lae 15 — 1 s {ear a || 0000000 Qo. of D fer] St a| e| io | .. |ва 
Direct United States Cable .. | 10 6 4 | 7— 7% |—à|618 4 || WestCoestof America .. . 9à| 989 | .. 1 — 1 . 3 18 6 
Direct W. India Cable, B.; 100 | «| «| %- | .. 4% 7 DO AX Пее. Tel.] 100 2 — 00 4 010 
Eastern Telegraph, Ord. Stock Stock 7 | 7+ 182 —185 +1 |6 3 8 || West India anà Panama Teles. 10 | 2 1 э%— 1 =i js 
Do. 8) .Btock..  ..] Do. | 8| 6 71— +416 8 7 Do. 69,Cum.istPref. ..| 10 | 6 —1 . 1614 8 
Do. 4% Mort. Ded. "s es | Do. 4 4 963— 130 — |4 2 1 Do. 6% Cum. 3nd Pref. .. 10 6 6 94— 10 . |6 00 
Bastern ee ee 10 1 77 18 — b 8 8 Do. b Debs. ee ee ee 100 5 5 101 mer | 4 16 1 
Do. 4% Dob. ас. с. | Stock] € | 4 06—08 | —1 |4 1 8 | Western Telegraph, кз т | | 28 +`{|5 110 
e Db. Mauritius ub! 39 | 4 | 4 | 98—101 |... [819 8 | western Union 43 & Pad Bonds 814 % 43 | бс . 15 1 
Telegraph and Trust ..| 10 | 8 | 6+| 102—1 — (677 А. 
ЫШ 6 y 4 € ee ee eo 10 6 6 — 1 ee 4 11 4 
Great Northern Telegra T 10 |18 |18 — 994 |. 620 
Indo-Buropean Tel ph s 95 | 18 6+ | 654— 57 — 33 14 0 j 
Mackay Oom on. 1405 5 bt — 2 |5 12 4 | 
м2 tone Telegraph’ | ч (30. |. З "a 7 2 
u 085 ee ==» a 
Do. 1 , Pref. 1 117 |.. i— Ai — 4/813 7 : 
* Unless otherwise stated, all shares are fully paid. | a Paid in deferred interest warrants, + Interim Dividend. 1 8s. in Funded Dividend Certa 
— JJC ³ðW!ßÜ ⁵ m a a ААИ —— 
CONTINUED ON-NEXT PAGE. | 


. 980 


THE ELECTRICAL REVIEW. 


[Vol. 71. 


No, 1,828, DECEMBER 6, 1912, 


SHARE LIST OF ELECTRICAL 


COMPANTIES.— Continued.) 
ELECTRIC RAILWAYS AND TRAMWAYS.—HOME. 


Btock Closing Rise | Present Stock Present 
NAME, or |Dividends| Quotations | + or | Yield WAME, or Yield 
Share. Deo. 8rd. | Fall] p. o. Share. ре. 
3 33 кошш 
* 1911. 1912. & 8. d. К * [1911.11919. 8s. ё. 

Bath Trams, Pref. 44€. — s 1 | ND | Nil es Nil Metropolitan Rail Consol... | 100 1 làt| 653— 56} 217 9 
Do 6% Prei. 1 | 5 5 ..|6 8 1 Do. Surplus ..  ..] 100 +] 62 — 64 460 
Do. 4$ 96 Deb... oe ee | 100 | 44 | 48 — 81 2 |611 1 Do, Deb. .. oe .. | 100 j| 81 — 89 Suu 

Brit. Deo. eg 6 96 Pref. eo 100 ee ee 114— 194 + ee Do. Pref... ee eae 100 86 — &8 8 19 1 
Do. 0 ‘Deferred ° 100 oe ее 5 — q К е oe е Соп. Pret. ee oe 100 84 — Bó 11 6 
Do. е 696 Cum.Pr’f. | 100 6| 6 90 — 98 +1 |6 9 0 || Metropolitan District Ord. .. | 100 | Nil | Nil | 421— 421 Mi 
Do. 7% Non-Cum, Pr'f. | 100 |} .. | .. 88 — 41 +2 2 Do. 6% Deb. ae .. | 100 | 6 6 | 141 —148 440 
Do. 6% Perp. Deb, ..| 100 5 | 6 92 — 96 . |5 4 2 Do. é% Deb. .. T .. 100 4 4 94 — 96 124 
Do. % and 0 . 100 4 Hi т — 81 os b 7 9 Do. 4 Prior ее oe 100 4 4 98 —100 ^ 0 Ü 

Oentral on Railway, ‚| 100 8 B 80 — 82 —1 |818 2 Do. First Pret. .. ..| 100 4 88 — 90 8 00 
Do. ee ee ee 100 4 4 81 —— 83 ee 4 16 5 Do. Ged. ee ee ee 100 * 16 — 78 4 9 9 
Do. TP ee os ..| 100 2 05 80 — 82 —1 |2 8 9 || Metropolitan Eleo. А А 1 13— 1 416 0 
Do. % De е ee ee ee 100 4 4 100 —102 ee 8 18 5 Do. Def. oe ee ee ee 1 Nil ee 14 Mi 

City & Bouth London e e+ | 100 1g | 11 — (811 5 Do. 6% ec ee T 1 5 b — 5 6 8 

5% Pret., 1l .. ..| 10 | 6 | 6 |108—110 | +1 (4 10 11 Do. @ De ses 25 »|1| | 9 — 95 119 

А . 1806 .. ee | 100 b Б | 108 —110 +1 |41011 Do. 6 © oo T .. | 100 б 6 94 — 97 681 
Do. 1901 .. .. 100 b Б | 108 —110 +1 | 41011 || Potteries, Ота, .. oe ae 1 88 | .. — И WR 

Do. 1908 .. .. 100 5 B | 108 —110 +1 | 41011 Do. 5% Pref. .. ee #6 1 6 5 619 0 

Do. 4% Deb. ss 100 4 4 98 —100 +1 |4.0 0 Do. 96 А А , 100 44| 4 — 88 631 

Dublin United Trams, SAO 10 0 0 12 — 18 .. |412 4 || South Metro. Trams, 6 & Pref. 1 6 dd gi off 7118 

Great Northern & Clty, Pr 10 | Nil | Nil 2 2 we Ni] Do. 4 % Deb. .. i. 100 4 4| 67 — 5 1 1 

Hastings Trams S rel. 1 | 6 6 i .. |8 6 8 | Underground ес, Railways | 10 | .. | .. s- 4 Nil 
Do. Deb. 100 44 | 69 — . 6 1 7 Я 1/- eati s id — 32 2 

Isle of anet Trams, 5% Pref. b bs 2 92 . 411 0 Do. 6% First Cum. Ino. Deb. | 100 | .. 6 | 112 —114 5 5 
Do. 4 b. e 100 4 4 Tl — 89 ee 4 17 1 Do. 4$ Bonds eo ' ee 100 A4 100 —102 4 8 3 

cashire United, 5 9% Deb. .. 100 b b 81 — 88 . |6 0 6 Do. 6 % Income as ..| 100 91 — 98 s: 

London Elec. Railw’ys,4% Deb. | 100 4 4 96 — 98 . |é 1 8 || Yorkshire (West Riding), А 6 [N - af Nil 

Mondon лы ee ef. 10 NH ee 54— 52 — ee e Pref. oe oe oe 5 8 oe 8 — 4 5 9 
Do. 4% Deb. .. T ee | 100 4 4 74 — 77 +1416 811 ' Deb. .. ee ee | 100 44; 43 | 79 — 88 5 8 5 

ELECTRICAL RAILWAYS AN D TRANW AYS.—COLONIAL ‘AND FOREIGN. 

Anglo-Arg. Trams, lst Pref, .. | b b53| tà | 404—5 |... |5 B 6 La Plata Elec, Trins, Ord, ce | 1 | Nil | Е "UN 
Do; Sad’ Pref... os. „ 5 | 59 tà | 4¢h— 448 | .. |617 4 Do. Pret. „ 1-253: D ! 1 "801 
Do. 496 Deb. 100 | 4 | é | 98 — 95 . | 4 4 B Lisbon Elec. Trams, Ord. 5 1 6 6+ — 1 418 0 
Do. 44 % Deb. 100 44, 44 99 —101 4 9 1 Do. 6% Pref. .. - 1 6 6 1— 1 e 416 1 
Do, 6 % Deb. a 100 Б Б 97 — 99 xd 5B 10 Do. 56% Deb. .. 100 Б 6 98 — 97 15 81 

Auckland Trams, 5 % Deb. | 100 Б | 5 | 1084—1054 |414 © || Madras Elec. Tr. (1904), Deb,..| 100 5 5 | 100 —102 — | 418 0 

Bombay Elec. B. & TAN Pref, f | ID 170. [^8 11 — 12 5 0 0 | Manaos Trams & Lt., lst Deb. 100 b б 89 — 92 — 1 15 8 3 
Do, 4496 Deb... 100 | 44 | 44 | 98 —100. 410 0 || Manila Elec. R. and Lig. " Bonds $1000 | 6 5 | 1004—1024 1n 1 
Do. 5 & 9nd Deb. 100 5 6 98 —100 5 0 0 || Mexico Trams Com. e $100 | 7 7+ | 113 —118 +2 |518 4 

Brazilian Traction Light and) 8100 $ 04 051 1 Do, Gen. Con, 5 % Bonds ee b 6 954— 97% 531 

Power j|: 944—953] | +t) [Do. 6% Bonds.. 100 | 6 | 6 | 101 —108 $16 4 

Brisbane еба Invt., о ба 5 8 8+ | 1%— Ty | 5 9 5 || Рага Elec. Rlys. & Lt., Ord, 5 | 10 | 10+ Tk— 78 61 1 
Do. 5% Pref. .. ка 5 | Б 5 — 5} | 415 8 Do. сф Pret, 75 Б | 6 5 das . |59] 
Do. W Deb. à ..| 100 | 44 43 | 1004—1094 4470 Ist Deb, .. 100 6 | Б — . i514 

B, Columbia Elec, Riy, е Det. A 100 ы .. | M4 —149 | E Ws Parth M À.) Elec. Tr., Ord, .. | 1 5 59 Iny— 144 xd) .. |3M 4 
Do, Чоң Ord. ..| 100 | 6 | 6 | 118 —122 418 4 || Do. Ist. Deb. 100 | 6 | 6 —1uz e 1418 9 
Do, 596 Pref. .. 100 b 5 | 107 —110 411 0 || ы Ol, Tr. & Bup., Pret, .. 5 6 6 54— 6 „ |5 08 
Do. 4 1st Mort. Deb. 40 98 —101 4 9 1 Do. 44 % 18% Deb. . 100 44 44| 99—101 „ 491 
Do. 4 Vancouver Deb, .. | 100 | 44 | 108 —105 |4 5 9 Rio de Janeiro Trams, lst Mort. | 5 5 | 1013—1083 41 1 
Do. 4 Con. Deb, .| 100 4 4i | 100 —108 42 6 b вор) m ü 

M: wer X Pref Ота, .. ea | E. 1.3 5+ 5i— 608 | 5 910 || " 88 5 96 мот КОЛУ PY 100 5 Б 07 — 99 +4151 0 

о, 6 ref, ., бе es | 5 6 b 443— 67, | | 416 Б || Bao Paulo Tram, Lt, an 
Do. 43 % Deb. ‚| 30 43 4| 99—103" | авв | 5 % lst Deb, | $500 | 5 | 5 | 102 —104 xd 45 1 

Cape Electric Trams T ь | ‚МИ of бе G— $ wm Singapore Trams, 6 % Deb. .. 100 5 5 82 — B5 S161! 

City Buenos Aires Trams (1904) b b 6t | 5;.— 543 | |4 8 0 Southern El. Tr. B. A., 5 % Deb. | 100 5 b 96 — 98 .- 15 3 0 
Do. 49% Deb. | 10 | 6 | 6 | 99 —102 |418 0 || Un. Elec. Trams Monte ideo.. | 8 3 „ s [5H в 

Colombo Elec. Tr. &Lt. ,5% Deb. 100 5 5 93 — 97 5 2 | Do, 69$ Pref. Р - Б 6 bo 5 — e 5891 

Havana Elec. Rly., б ob Bonds 81000 Б 5 99 —108 417 1 Do. 6% Ist Deb. z 100 5 5 99 —102 „ 1418 0 

Kalgoorlie Elec, Trams . ae I EMI у, a Nil Winnipeg Eleo, Rly., 44 % Deb, | 100 4 | 4} | 100 —103 e 115 
Do, 5 % A Deb, oe „„ 100 | Б | Б | 86 — 91 510 0 
Do, 6 B Deb, (v ‘ee, | 200 7-6 | 8.]| 96-6 38 | | 

| | | 

| | 

= | | 
MANUFACTURING COMPANIES. 

Aron, Ord. l. E 13 45: і | |8 0 0 || Crompton & (Oo. B | Nil| .. i 1d .. Nil 
Do. 6% Pref. .. cr” 11686 | [1 7 8 Do. Deb... « of 100 6 5 | 56 = 66 .. [TU 6 

Babcock & Wiloox e 1 |88 | 14! 8 — 8 | |4 6 2 || Dick, Kerr .. ee T ә 1 5 | Nil ^— 13 v$ - 
Do. Pref. ee E TD 6 17— 1% 8 16 10 Do, Pref. se 1 6 6 H- 1 — 16 8 0 

British Aluminium, Ord. ' 1 LEN] o 1a— 18 | "s Do. Deb.. 100 4 44 | 97 —100 „ | 410 0 
Do, 6 % Cum. Pret. ak 1 Nu! 1— i An Edison & Swan, A, £9 paid we 5 N e — d 2 Nil 
Do. 6 % Prior Lien Debs. .. 100 | 6 b 909 — 95 5 52] Do. e paid .. ee 5 | Nil; .. li 2 dé Nil 
Do. Deb. Stk. .. T 100 | 6 5 86 — B9 1512 4 || Do, Deb. . 100 à 4 65 — 69 -. 1516 0 

B.I. & Helsby Чени T 6 |10 | 8} TÀ— 8 |6 6 0| Do, Becond Deb, >» | 100 Б Б 72 — 75 ^. [818 4 
Do, Pref, oe 5 6 | 6 | bi— 08 | [414 1 || Eleciric nstruction .. ee 2 24 | 8: H-— 1} TAE. 
Do. Deb.. 100 | 44 | 103 —105 +114 `5 9 Do. Pref. e? 2 7 7 1 2 S |7.00 

British Thomson- Houston, Deb. | 100 44 | 44 | 94 — 96 418 9 || Greenwood & Batley, Pret, Y 10 1 1 7 8 . |8 68 

British шир, Pref, .. 8 | NË Ni i— 2 | Nil Do. Deb.. Š 100 5 5 92 — 94 а 
D 00 - es 100 4 | 4 59 — 62 | § 9 1 General Electric, Pret, 10 5 5 10 — 11 ee ; 

Prior Lien ..| 100 6 | 8 | 100 —108 5 16 6 || Do, Deb... es 100 4 4 90 — 95 „ |448 

Browett, nix Ord. .. on 1 * > 2/- —8/. | Nil Henley’s, Ord, T as ee 5 | 17 51 11 — 13 > 1610 9 
Do. Pref, 90 - 1 oe | op | 4/6—5/- Nil Do. Pref, - 5% - 5 4 52a [4909 

Brush, 7 % Pref. . of 9 | Nil| Nil} O— 3 | Nil Do, Deb.. ho 2, 1.200 100 —102xd | .. |4 1 5 
Do, 596 eos Lien Deb, 100 | 5 5 | 75 — 80 6 5 O || India. Rubber, G. & т, 20 ә 10 és ge C bs Р 
Do. 4% Deb 100 d | ч 47 — 62 8 13 2 Do. Pret. - 10 b 5 1, а E 
Do. 4 Second | Deb. - 100 4 80 — 84 13 4 8 | Telureph € Construction. ee 12 175 5+ | 854— 874 oe. | 510 0 

Callender's Cable. я ЦЕ 5 |15 | 10+ | 104— 11 6 13 4 e 100 4 i 97 —100 ..]|]4090 
Do, Pref, es „„ э» 5*4 8.1 8 4i— : .. |417 7 || Wilans& Robinson ~.  .. 1 | Nil] .. 1— h 1 6 Ni 
Do. Geb... „ „% „„ 100 | & 994—101 4 8 8| Do, Pref. pa ap T 6 | мі! .. —i| Ni 

Oastner-Kellner .. .. .. 1 20 20 324 — giaxd 5 411 || Do, Deb... .. .. .. 100 4 4 57 — 59 xd .. 815 7 
Do. Deb... * .* * * 100 44 44 105 —108 4 8 4 | р 

| 
. * Unless otherwise stated, all shares аге fully paid. + Interim dividend. І rm 


Bank rate of Discount 5 per cent.. October 17th, 1912. 
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METAL MARKET. 
Fluctuations in November 


| = SPELTER (G.O.B's.). ' , 
Nov. 1 4 5 6 7 8111213141518192021222526272829 


= LEAD (ENGLISH). 
Nov 145 6 7 8 111213141518192021 222526272829 


DESENA 


o, IRON. 
Nov. 1 4 5 6 7 81112131415 18 1920 212225 26272829 
75 / | 
74/- аша 


[ 
— 


68/- лш 
JT 
, EE 
ич ШЕ ЖЕ ШЕ ИЕ ШШ И ШЕ ШШЕ ЖШ ШЕ ЖШ 
e оа TIN. | 
Nov. 14 5 6 7 8111218141518192021222526272829 
= e пЕЕВЕБЕВЕШЕВЕНЕЕ ЮЕ 
3333 
UTC 
TTC 
%%% WO GT ШЕ Ей 
aaa PA CAS 
ii 
33 NC IE 
%% EA КШ МҸ 
5 EE EEE 
я E AAEE 
5 Fs a ЁШ ШШ Б аа 
со БЕ 52 ЕВЕ 
5 . 
5 ЖЕ И 


COPPER (G.M.B's.). 


Nov. 14 5 6 7 8111218141518192021222526272829 
280 


пв 
27 ewe 
: т no 


Dinner and -Concert.—The employés of the London 
Branch of the Boscu MAGNETO Co., LTD., opened their Social season 
on Friday last at the Horseshoe Hotel, Tottenham Court Road, W., 
where over 70 sat down to dinner. The dinner was followed by a 
concert. The chalr was occupied by Mr. Chas. Gorick, and among 
those who rendered entertainment were Messrs. Hoffmann, 
Toomey, Povey, Richmond, Vinson-Monckley, Gorick, Revell, 


Beckitt, Deubelbeis McAlpine, Parish, Partridge, and Berr 


Schmidt. Mr. Н. F. Warren accompanied at the Piano. The 
toast of the evening, that of the Management, was proposed by 
Mr. Chas. Godfree. Mr. A. Bennett responded. Mr. F. E. Barker 
acted as hon. sec. The ball and whist drive is to take place on 
January 3rd; at the Abercorn Rooms, and Mr. Gorick is now 
busy arranging for the eyxent. ra oP 


THE LOADING OF SUBMARINE 
TELEPHONE CABLES. 


A COMPARISON BETWEEN CoIL-LOADED AND 
CoNTINUOUSLY-LOADED CABLES. 


By J. G. HILL. 


(Continued from page 894.) 


THE following way of looking at the relative efficiency of | 
cable circuits may be of interest. In the case of any cir- 
cuit, loaded or unloaded, the following equation holds good— 


B = Mk pg i) (Ep K) T (R S- K 1), (5) 


where p = 2 т times the frequency n. The expression may 


be written 


p= VRR ((I + р} LR: + spike?) + „R- / R). 


Now s?|p! к? may be neglected, and the rearranged for- 
mula becomes— 


3 = М p 2 Е T ы 5[р к) . (6) 
If we write— 


M ip as тори Р + sip x ) = Va, 


the complete formula for an unloaded circuit may be written 


B= VK RA, mE (7) 


and the ratio of improvement obtained by loading a given 
circuit having this 3 before loading may be seen from the 


expression— 
B unloaded 
P, (same cable circuit loaded for minimum #3) ` 


The value of т, per km. may be calculated as explained 
further on, and it will not exceed 1 mh. per kilometre in an 
unloaded gutta-percha cable circuit. Also p = 2т х 1,000, 
and therefore the above expression У д in the case of modi- 
fied gutta-percha may be reduced to— 


R 


Vala, = 


If the case of a conductor having a loop resistance of 
2 w per km. be examined (weighing a little over 600 Ib. per 
naut) the formula gives YA = 22, and 


М АЈА, = 29| V 72 = 26; 
i.r., the speaking range brought about by coil-loading would 


be 2°6 times the original cable length. 


If such a cable were loaded by the continuous loading 
method, we should have— 


М АЈА, = 22/122 = 2 (nearly). 


So that in this case the speaking range is doubled. 
If the resistance R is very high, as in very small gauge 
cable, the expression— 


SEPAN UC NETT 
А = 56 VE + E ыр 5р Kk 
is modified. In that case— 
муе + 395 — 6.28 


converges towards 1, and / K becomes negligible. So 


—— 


that /A = 56, and V Aja, = 56/8°5 = 6'6. 


. * Theoretically, therefore, such a circuit could be increased 


in speaking range from 1 to 6:6 times the original length. 


"The amount of inductance required, however, for this purpose 


would give too high an impedance, and the coils would 
require to be spaced too close together for practical 
purposes. 2 | 


. ——— 
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TABLE II.— BEST PossIBLE INDUCTANCE AND MINIMUM “B” IN ĈIRCUITS утта DIFFERENT RESISTANCES AND FIXED 
CAPACITY = 09 MF. PER КМ, АТ 1,000 CYCLES PER SECOND. | | 


CoIL-LOADED, CABLES.—MODIFIED G.P. 


Per naut. | i | | Per kilometre. . 
5 Joo ces qs ̃ œᷣl) l.. 
ps * вік. | mr. K. I. Bat Уик. B. His]. К L Pmt Vui" 
ohms. ohms. —  farads. | һепгув. . Е SERE obms. ohms. farads. henrys. 
371| 3'12 | 12°] 60 |167 x 107 | 52 x 107 | 6'68 х 10|- 558 2 1'68|9 x 10 | 238 x 107 36 x 10| 558 
7T42 | 618| 12 | 60 |167 „e 103 „ |946 „ 784 4 88619 „ 56 „ |1 „ | 7& 
1184393 | 127| 60 |167 „ | 155 „== 1155 „ 968 | 6 | 498|9 „ 833 „ 1623 , 963 
1484, 12'386 | 12.] 60 |167 „ 1 |206 „ „ 1834 „ 1,111 8 6˙60 9 „ 110 „ |720 „ 1,111 
E ORDINARY Q.P. | 
371| 126|120 | 60 |167 x 1077| 21 х 10^ (10°55 x 107*| 353 2 '66 | 9 x 1079 | 11 x 107% 5°69 x 107?| 353 
749 | 2/46 120 60 |167 „ 41, 14˙93 „ 495 4 13219 „ 22 „ |805 „ 495 
11113 | 372 120 60 |167 „ 62 „ 1827 „ 604 6 1989 „ зз „ 9˙85 604 
14°84 | 4'92 | 120 60 |167 „ 89 „ di х 70 | 8 264|9 „ 44 „ 38 „ 701 
| | 
CoNTINUOUSLY-LOADED CABLES.—MODIFIED G. P. 
Per naut. Per kilometre. 
"RA ae cafe тя | x L. Bmt Уики С I | к. L. Bet | VIE’ 
"ohms | ohm... ^ |  farads- henry. ohms. | ohms, farads, | henry. |. 
371| 83 | 12 110 |167 x 107 30 x 10? 87 x 10 424 2 | 176 |9 x 105 |16 x 107; 4-69 х 10° 424 
T42 | 671. 12 | 110 |Y67 „ 61 „ 1235 „ 604 4 | 363 |9 „ 33 „ 666 „ 604 
1113 | 100 | 12 110 !L67 „ 91 „ 1506 „ 738 6 | 539 |9 „ 49 „ 812 „ 738 
14:84 | 1342 12 | 110 |167 „ 122 „ 474 „ 852 8 |696 |9 „ 66 һ 1938 „ 852 
| ORDINARY G.P, | j | 
3:71 | 1.76 120 | 110 | L'67 x 107 16 X 10711903 х 1078 310 2 96 |9 x 10 * | 87 х 10-4 643 х 10| 310 
742 | 3551120 | 110 |167 „  ]|23 „ {1688 „ 440 4 | 191 9 „ 174 „ 9˙10 „ 440 
1113] 5˙32 120 | 110 | 67 „ |184 „ |2059 . 538 6 | 287 |9 „ 261 „ 111 „ [| 538 
14:84 | TL |120 | 110 L67 „ (645 „ 2389 „ 622 8 | 882 |9 „ [348 „ [12°88 „ 622 
‚ . * Characteristic impedance. f Minimum attenuation constant. 
One further case of simplification may be of interest. Table III differs from the preceding one, inasmuch as 
The formula (1)— inductances which are known to be commercially practicable 
K + (N, 4 8/5) L are adhered to, but in other respects the constants are the 
=з тшше VE. = В вате as in Table II. 


ети — In M. Devaux Charbonnel’s article similar, but not 
is true for any loaded circuit with sufficient inductance, ^ identical, tables are dealt with, and 0:087 mh. per kilo- 
whereas the expression (4) Bm = VK R A, gives the f where metre is stated by that writer to be the best L which can be 
the best inductance is used. Dividing (1) by (4), we get— obtained W great porte and expense in con- 
5 tinuously-loaded cables. is statement must not, of 

ЕНЕ а : УАК (8) course, be taken too literally as a rigid limit, but it affords 

a convenient and accepted basis for comparison. As will be 


~ 


By substituting the value of L from (2), this becomes— | shown later, however, it is not economical to provide all 
5 cables of equal capacity, and therefore Table V bas been 
Bldm = . | (9) prepared. This table gives electrical details of cables 


of both types, approximately made up on the basis of using 
and if p, is the percentage of variation from the minimum the least amount of gutta-percha consistent with safety, to 


3 then— keep down expense. Details of continuously-loaded cables 

dii T — having the same capacity as the coil-loaded ones are added 
po = 50 [(L. + Vv) — 2, (10) for interest. , | 

where L is now the inductance required for a minimum 3, Before applying the date in these tables to obtain the cost 


and L, is any inductance selected for loading purposes. As of the two types of cables, #.c., the cost of obtaining a given 
an сре ш: the B of the cable in Table II, having 6 шас type, 1t er 1 necessary to examine the formule 
a resistance of 14:8 w per naut. When fully loaded with which permit of the inductance and added resistance of 
206 mh., the [3 is given ab 18°34 x 107*. The same cable 5 cables ш oS seeing that from 
in Table III is loaded with only 108 mh., and the f is these details the design of such cables must be determined. 
14:17 x 107. By inserting the above values of L in The amount of inductance added to a cable by a given 
formula (10), we get— quantity of iron is given by the following formula, which is 
P hy = 6°05, developed and proved in Prof. Breisig’s “Theoretische 


Telegraphie,” 322 :— 

i.e. by only taking half 5 pci e gura t gra f page | e" 
obtained varies 6 per cent. from that obtained wi e Le 4l( Cee д2 ) H 
possible loading (ibis of course, higher), and if 6 per cent. LL a (Z 7r 0 GT) (1+а) /' (11) 
of 14:17 be added ќо 18:34, the two sets of figures agree where is the length in cm., d is the distance between the 
very nearly. If, instead of taking only half the best induct- Centres of the conductors, r is the radius of the conductor, 
ance, the latter inductance be doubled, the equation gives ,, is the permeability of the iron, і is the thickness of the iron 
the same result. In the same conditions (i. e., with the same winding, and a and а are coefficients which account for 
resistance, capacity and leakance), the [3 of the continuously- energy losses. | ant 


loaded cable is 57 per cent. higher than the minimum 3 If these losses be neglected the formula becomes 
when loaded with 0:087 mh. per kilometre. _ | | p 
By means of the various formule given, Tables II, ITI tak] (log FV J 
and V have been worked out. Tables II and III show the 2(2r-0t 
minimum jf рег naut and per kilometre for circuits of various and this formula was found in practice to hold approxi nately 
resistances, and with the same fixed capacity in each case. good by M. Devaux Charbonnel. The difference in the two 
Table П assumes that, the m B can in all cases _ formule may, however, amount to several per cent. 
be obtained. It is of theoretical interest, but in practice The first part of the expression, viz., 4 L (log 2 djr + }) 
the best З cannot always be obtained. It will be seen that accounts for the natural inductance of the circuit apart from 
the ratio V A,[A, holds good. | the iron, and the added inductance ів therefore— 
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TABLE III.—IxpUCTANCES COMMERCIALLY USED (ов OBTAINABLE) AND CORRESPONDING "A," IN CIRCUITS WITH 
DIFFERENT RESISTANCES AND FIXED CAPACITY = ‘09 MF. PER КМ. AT 1,000 CYCLES PER SECOND. 
COIL-LOADED CABLES.—MODIFIED d. p. 
Per nent. Е mE ber kilometre. 
Cond. | Coil ph : 
R m | BK | B/L. K. L. B.t ~ LIK." Cone ps K L B.t ~ LIK." 
ohms. ohms. EE farads. benrys. | ohms. ohms. (агай. | denrys MENS MN 
3°71 | 3°12 12 60 1°67 x 1077] 52 x 107° | 6:68 x 107?| 558 2 1°68 | 9 x 10% | 28 x 10? | 36 x 1073] 558 
7°42 | 618 | 12 60 | 1'67 „ 103 „ 946 „ 784 1 336|9 „ 56 „ 51 5 784 
11˙136˙18 12 60 | r67 „ 103 „ 1181 5 784 6 33619 „ 56 „ 6˙37 „ 784 
1484 | 618] 12 60 | 67 „ 103 5„ 1417 „ 784 8 3361/9 „ 56 „ 764 „ 784 
; ORDINARY G.P. | 
371 | 1°26 120 60 1:67 x 107| 21 x 107? [10°56 x 107%] 353 2 66 | 9 x 10% | 11 x 10? | 5:69 x 10 353 
742 | 2'46 | 120 60 r67? „ 4l „ 14˙93 „ 495 4 13219 ,, 22 „ 8˙05 „ 495 
11°13 | 3°72 120 60 167 „ 62 „ 1827 „ 604 6 1989 5„ 33 „ 9'85 „ 604 
14°84 | 4'92 | 120 60 1167 „ 82 „ 2112 „ 701 8 2649 „ 44 „ 1138 „ 701 
CON TIN VO USLT-LOADED CABLES,—MODIFIED О.Р, 
Per naut. Per kilometre. 
s d ві = | Vik.” L. pt Vis. 
farads. “henry. | ohms, | ohms farads с. henrys. p prae 
x 10 7 16 x 107? 9:115 х 107%; 310 2 96 9 x 10% | 87 x 10° | 493 x 10*| 310 
б 6 5„ ISl. 310 4 96 |9 „ а 8'15 „ 310 
s dq 196 i 211 A 310 6 "50 |9 „ 87 „ 1137 „ 310 
x c | ae Га „ 310 8 96 9 „ 8˙7 „ 14:59 „ 810 
ORDINARY G. P. | 
1077| 16 x 10? | 11°93 x 107% | 310 2 96 |9 x 10% | 87x 10$ | 643 x 107% 310 
" 16 „ 17˙88 „ 310 4 96 9 „ 87 „ 963 „ 310 
M 16 „ 2382 „ 310 6 '96 9 „ 87 4, 12:84 „ 310 
Й 16 „ 2977 „ 310 8 96 |9 5„ 87 5 16:05 „ 310 
* Characteristic impedance. f Attenuation constant. 
T А 5 
L= 4 a1. 4 b (а +t 
(r (12) e (d + 0) 


Call 2r d (the diameter of the wire), and we get— 
= u 2 ті /d t) (13) 


If the thickness of iron be made up by p windings, each 
of thickness /, this becomes I. = 2 x р ір (4 + pt), but— 


pid +p) = qui: (14) 


' and from this it may be seen that if the ratio d/pt is kept 
constant, L will be unaltered (if the natural inductance of 
the circuit is unaltered). On that assumption, it is evident 
that,in order to obtain the same value of inductance in 
conductors of different diameters, the thickness of the iron 
winding (рї) must be increased in the same proportion as 
the diameter of the copper conductor is increased. The 
expression given is in absolute units, and to bring it to 
henrys per km. we have— : 


L = 10 x 2rp x ptl(d + рд). (15) 


~ _ The figure to be taken for permeability, p, is a somewhat 

doubtful quantity. It is sometimes taken as 120, but M. 
Devaux Charbonnel finds 110 to be suitable with ithe 
shortened formula, whilst some other experimenters find a 
less value still. It depends largely upon the material 
5 used. The increase in resistance bronght about by the 
. Insertion of inductance in continuously-loaded cables 
has been made the subject of exhaustive research by Prof. 
. Larsen, and Prof. Breisig, on page 328 of “Theoretische 

Telegraphie,” gives the following formula after consideration 
of Larsen's work— - 


8, т? p? а? А 


S71G0r4*0(42aüca' Q6 


. .Where в, is the specific conductivity in 0.0.8. units of the 
iron, £ is the thickness of the iron winding, r is the radius 


of the wire on which it is wound, e = 2 т n, p is the 
рае, and а and a are correcting factors, as in (11). 
eglecting these losses, we get— _ | 
: R= Re т? "n ыз Р 
‘oo, tye !ꝓũ 
4 (2 r + 2) 
Converting the specific conductivity 8, to specific resistance, 
Ii, and rearranging the formula, we get : 


1222 Pee PE Жы "а 


where d = the diameter of the conductor, and all the 
dimensions аге in centimetres. To convert to ohms рег 


_ kilometre we have— 


p 4 ＋ 


If millimetres are used in place of centimetres, and p is 
the resistance in ohms of & piece of iron 1 m. in length and 
1 sq. mm. in cross-section, the formula becomes— 


-u тте t 
R, œ 10 : es (18) 
It is often convenient to use the formula in this form. 
(To be concluded.) 


IMPROVEMENTS IN STEAM TURBO- 
GENERATORS. | 


AccorpDING to the report of the Committee of the Association of 
Edison Illuminating Companies on steam turbines, based on inform- 
ation supplied by the manufacturers, a number of developments 
and improvements have been made recently in Westinghouse steam 
turbo-generator practice. Speed limits have been materially raised 
within recent times in both 25-cycle and 60-cycle practice, In 
€0-oycle practice generators of 5,000 k. v. A. rating at 3,600 R. P. M. 
have been built, which is considerably larger than bad been com- 
pleted a year ago. For machines larger than 5,000 K.v.A. four poles 
are being used up to approximately 20,000 K.v.A., whereas a 10,000- 
K. v. A. generator was about the largest machine yet built with four 
poles up to & year ago. | 

In 25-cycle practice, two-pole 1,500-R.P.M. machines are being 
built in sizes up to 20,000 k. v. A., and it is probable that the ratings 
will be carried up to 25,000 K. v. A. or possibly 80,000 K. v. A., although 
at these ratings other factors than the design of the turbo-generator 
itself may control the speed conditions, It may be said, however, 
that the generator itself is practicable up to 30,000 E. v. A. at 


1,500 R.P.M. At 750 R.P.M. it is hard to say what the upper limit 
will be 


Some of the most radical improvements in the later high-speed 
turbo-generators have been in the methods of ventilation, In the 
older Westinghouse practice practically all the ventilation of the 
machine was through the air-gap between the rotor and stator. On 
the more recent machines, especially where the speed limite have 
been raised, it is not practicable to force sufficient cooling air 
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through the air-gap alone, and, therefore, additional ventilating 
channels are provided, and particular provision is made to prevent 
the currents of cooling air in the various paths from interfering 
with each other. In particular, the air passages are arranged with 
a view to cleaning them without dismantling the machine. Methods 
have also been devised for effectively cooling machines which 


have a great length compared with their diameter, and thus, - 


it is claimed, a long machine of very high rating can be 
cooled as effectively as a short one, which has not usually been the 
In the more recent machines of very large outputs, the rotor is 
made up of rolled-steel plates, which are rigidly and permanently 


clamped together, without a through shaft, to form the rotor body 


as a whole. This core is then suitably slotted for the rotor 
windings and for purposes of ventilation. The rotor windings 
consist of formed strap coils insulated with mica and asbestos, во 
that they can withstand an excessively high temperature under 
emergency conditions, Tests made with this typeof insulation are 
said to have shown that it can successfully withstand temperatures 
higher than that of the melting point of tin solder. 

As far as the records show, the manufacturer claims that there 
has never been a failure of the insulation with the Westinghouse 
mica-wound rotors due to deterioration by temperature, although 
a large number of such rotors have been employed in commercial 
service for a number of years. 


On account of the higher speed limits with large machines, the 


methods of supplying cooling air have required more or less modi- 
fication recently. For instance, a 60-cycle, four-pole machine of 
20,000 K.v.A, rating will not have a materially larger diameter of 


rotor than a 10,000-K.v.A. machine of the same speed, althongh the 


amount of air required for cooling must be twice as great. In the 
10,000-K.v.A. machine, a ventilating fan of the largest permissible 
dimensions may be installed directly on the rotor shaft, and the 
opening through such fan may be just sufficient to force in the 
required amount of ventilating air. Therefore, on the 20, 000-K. v. A. 


machine it may be impracticable to obtain enough opening through 
a ventilating fan of the largest practical dimensions to allow the 


necessary air to be supplied to the machine, and hence some other 
method of ventilation becomes necessary or desirable. In consequence, 
on very large high-speed turbo-generators separate blowers are 
coming into use, these blowers being designed for any suitable 
speed and driven by electric motors. When a number of large 
turbo-generators are located in one station the ventilating fans 
can supply air to a large air chamber which opens to all the 
machines. This scheme is somewhat more economical than with 
blowers directly on the machines, as the fans can be operated at 


the most economical speed, and furthermore, if the fans are driven. 


by motors with adjustable speed characteristics it is possible to 


vary the air pressure, depending upon the requirements of the load, 


so that further economy is thus obtained.. 

The Westinghouse Co. countenances the use of voltages up to 
11,000 volts and 13,000 volts directly on the armature winding. 
Two principal difficulties incidental to the use of high voltage on the 
armature winding—namely, dangerous heating in that part of the 
copper buried in the core, and deterioration or eating away of 
the insulation by static discharges—have both been overcome by 
the use of mica insulation on the buried part of the coil, this 
insulation being put on individual turns as well as on the outside 
of the coil as a whole. 

The end windings of Westinghouse machines, it is said, have 
been braced in a still more rigid manner than in the past, so that 
no danger is anticipated from dead short-circuita across the 
terminals of such machines without external reactance in series. 
The Westinghouse Co. designs its turbo-generators with a relatively 
large internal reactance, sufficient to prevent damage to the 
machine in case of a dead short-circuit across the terminals. This 
usually means from 12 to 18 times full-load current at the first 
instant of short-circuit. If for any reason outside the machine 
itself it is necessary or desirable to reduce still further the short- 
circuit current, it is recommended that. this be done by means of 
external reactors. By this expedient a certain amount of adjust- 
ment is possible to meet external conditions, while the machine is 
able to protect itself regardless of the use of additional reactors.— 
Electrical World, à» 


oO 


BRITISH TRADE IN RUSSIA. 
| " 


By reason of past experience British firms are apt to look askanoe 
at the Russian market, fearing lest endeuvours to extend their trade 
there may only result in loss ta themselves. Such action in the 
past may have been warranted, but there is not, at the present time, 
the same reason for holding back from trade in Russia, Care is, 
of course, very necessary ; „long firms are by no means few, but 
if the trade is properly watched such firms can be avoided. 

In a recent report, the British Consul at Moscow points out that 
Germany, France and the United States have made great advances 
in the market, while British trade has remained almost stationary. 
In extenvation of this unsatisfactory state of affairs it may be 


urged that figures are unreliable, and further, that certain branches . 


of industry which once were practically British monopolies &re 
now being exploited by foreign competitors. This is especially the 
case.with spinning machinery, which at one time was almoet 
entirely in the hands of British. firms, partly because these firms 
led the way in ‘this particular industry and partly because the 
managers of the numerous mills were nearly all Englishmen. . Of 


late, however other Continental firms have entered into the market. 
They supply cheaper machinery, and ‘aided by their trade banks, 
can give longer credit than British firms are either able or willing 
to give. As, too, the number of British milk managers is decreas- 
ing, it is evident that, although British supremacy in this line is 
not likely to be threatened, British firms will no longer enjoy the 
monopoly which once was theirs. However, even allowing for the 
inaccuracy of figures and for the inevitable increase of competition, 
other reasons must be sought for the stagnation of British trade in 
the Russian market. First and foremost comes the question of 
credit. This has been a prominent feature in Consular reporte for 
many years, It is quite true that it is impossible for British firms 
to grant the same credit as German and French firms which are 
supported by their local trade banks, In Moscow alone there are 
five German and two French trade banks. The Consul has long 
urged the necessity for creating a British trade bank in Moscow, 
which would assist British firms and help to supply information. 
British firms, however, are at last beginning to realise the 
necessity of printing their catalogues in Russian and of sending 


young employés to learn the language, a policy which has also 


been advocated for years. It is quite a fallacy to suppose that 
British firms cannot do well in Russia or to state that the advan- 
tages which the Russian market affords are purely imaginary. 
Some trouble must be taken and concessions must be made to pre- 
vailing local customs, and British firms who have táken the 
trouble to study local conditions have invariably done well. 

A factor which tells against British firms is the immense advan- 
tage which the foreign commercial traveller possesses over the 
British. English is hardly spoken. at all in Russia, whereas 
German is widely known. The British traveller, asa rule, not only 
knows no Russian, but is also very often greatly handicapped by 
the fact that he is not generously treated by his firm as régards 
expenses as entertaining allowances, &c. In Russia most business 
is done “ over the bar," and before ав man can secure a big order he 
must, as the saying goes" show his money." The German 
traveller, in addition to knowing the language of the country is 
more liberally treated in this matter. 

Yet another factor that tells against British firms is the fact 
that they are often very badly represented by their agents. In 
Moscow there are often foreigners who will take an agency for a 
British firm simply for the sake of blocking sales. And yet there 
is no denying that, generally speaking, Russians all admit the 
superiority of British goods. 

Importa from the United Kingdom into Russia consist mainly of 
machinery and raw and semi-manufactured articles. As Germany 
sends the same class of goods, competition is naturally very keen. 
To meet this competition satisfactorily, it is necessary that firms 
should have a knowledge of local conditions, that commercial 
travellers with a knowledge of Russian should visit the country 
with catalogues in Russian and prices in Russian money, and that 
credit should be given. 
Consul writes :— 

“The credit system, which is the crux of the whole situation, 
is а sore point with British commercial journals, who point out 
very rightly that in urging the giving of long credit Consular 
reporte are advocating what is, under present conditions, imprac- 
ticable and impossible. 
firms, which are backed by their own trade banks. .And until the 
United Kingdom establishes local banks in Russia, and falls into 
line in this respect with other nations, British firms will always be 


at a serious disadvantage as far as the Russian market is concerned." ' 
In this connection, too; the Vice-Coneul at Kharkoff recently 


wrote that British manufacturers are generally far too conservative 
with respect to credít, mainly, no doubt, because they have not 
studied the principles on which their Continental rivals do business. 


It is fighting them with one arm tied to refuse to adopt their most: 


powerful weapon. Provided, of course, that the giving of credit 
is in the hands of experienced sales managers and is kept 
under proper control, outstanding accounts are regarded on the 
Continent as a very excellent asset, little below fluid capital in 
value. Without trade the manufacturing plant becomes dead 
capital, whereas when business is done as above, the outstanding 
debts are returned within a reasonable time and carry 5 to 6 per 
cent. interest. And when the manufacturer has not sufficient 
capital to finance the trade, Continental banks, or their London 
branches, are very willing to advance the money to firms of good 
standing for the support of this credit. It is not unusual for such 
credit to be given on open account, as an overdraft. But more 
often customers’ six months’ promissory notes, with the manu- 
facturer's endorsement, are taken as a guarantee, these notes being 
renewable at six monthly intervals up to the termination of the 
sales’ oredit, in, say, 18 to 30 months. Thus not only is the trade 
extended without extra capital, and higher prices taken than is 
possible with cash payment, but an additional profit is made on the 
difference between the interest charged to the customer and the 
bank rate. British manufacturers and British-bankers will find 
themselves forced to adopt the Continental methods of giving 
credit for the support of the export trade. If they do not do so, 
the British manufacturer will ind himself elbowed aside when his 
Continental competitor seta seriously to work, and. the British 
banker will see profitable banking operations, and especially the 
discountiag of foreign bills, monopolised by Continental banka. 
Banks which discount the manufacturer's notes naturally obtain 


his other banking business also; and where a bank is largely 


concerned in financing a manufacturing company, it will frequently 
have a voice on the board of that company and influence the com- 
pany's purchasing operations and trade for the benefit of other 
businesses in which the bank has an interest, The above remarks 
apply more particularly to makers of machinery. 

The British Vice-Consut at Kertch points ont that, in his district 


As regards the last named, the Moscow ' 


British firms cannot compete with foreign: 
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German and Austro-Hungarian manufactures are everywhere 

noticeable, and one naturally wonders why they could not have 
been equally well supplied by British makers. The reason un- 
doubtedly is that the foreign goods were offered to the purchaser 
and the British were not. The relatively high quality of British 
manufactures is undisputed, and the local feeling would seem to be 
that, given equal facilities for payment and delivery, the British 
&rticle would be preferred on account of its unique reputation for 
quality and durability. One well-arranged catalogue in the Ruseian 
language has recently been received at the Vice-Consulate. This 
is an important step in the right direction, but when, the foreign 
competitor's goods are offered personally by a competent commercial 
traveller, such documents, unassisted, are apt to be laid aside. Theques- 
tion of allowing long credit to certain classes of desirable customers 
should be carefully studied; the practice is now generally accepted 
and seems fraught with no special danger, always provided the 
necessary discrimination is exercised. 


PROCEEDINGS OF INSTITUTIONS. 


Earthed v. Unearthed Neutrals on Alternating-Current 
Systems. 
By J. S. Peck, M.I.M.E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS at Manchester, November 19th, and London, 
November 28th, 1912.) 


IT is intended inthis paper to discuss the various questions involved, 
and to show why under some conditions of operation it is becoming 


general practice to earth the neutral, while under others it may be 


advisable to operate with the neutral unearthed. 

While several advantages may be claimed for the earthed neutral, 
there are but two which are really of any great value, These are 

(2) The limiting of the voltage between line wires and earth. 

(5) The possibility of cutting off any wire or feeder in the event 
of an earth upon it. | 

The chief objection to earthing is the fact that the system cannot 
be operated with an earth on any line wire. | 

It is well known that іп ап unearthed three-phase system, where 


the impedance of each phase to earth is equal, each of the three . 


conductors assumes a potential above earth equal to 58 per cent. of 
the voltage between wires while the neutral point is at earth 
potential, but any difference in the impedance causes the potential 


of the neutral point to shift, bringing the, phase having least 


impedance nearer to earth potentia] and raising the others to & 
potential correspondingly higher above earth. 
is earthed, it assumes earth potential, and the other phases reach 
full line potential above earth. When the potential of each phase 
to earth is the same, the charging current to earth will be equal in 
all phases, but when one phase is earthed the charging current to 

is increased by 73 per cent. in both of the unearthed phases, 
and all of this current wil] return to the generator through the 
earthed phase and will pass into the faulty wire at the earthed 
point. 

Earthing the neutral means that this point is fixed at earth 
potential, and the] three line wires are fixed at a potential 58 per 
cent. above earth. 

If the neutral point is earthed through a resistance, and/one phase 
is earthed, current flows through the neutral resistance, and the 
drop across this resistance measures the voltage between the neutral 
point and earth, so that the neutral point is not fixed definitely but 
depends upon the amount of resistance and the current flowing 
through it. 

With the earthed neutral very simple and reliable apparatus can 
be provided, which will cut out any feeder in case an earth occurs 
upon it. This apparatus may be of the Merz-Price balanced pro- 


tective type, or it may be of that type which is based upon the 


principle that the resultant current in a three-phase circuit is zero. 
Fig. 1 shows a well-known arrangement of this kind. It is evident 
that under normal conditions the resultant current in the secondaries 
of the three transformers is zero, therefore no current can flow 
through thé trip coil ; but should an earth occur on one of the 
wires, the circuits will be unbalanced and current will flow through 
the trip coil. This apparatus may be adjusted to work on а very 
small earth current. 

Still another possibility is to put a trip coil in series with the 
earth connection, but this arrangement is not so satisfactory as 
those previously mentioned, in that it does not discriminate as to 
the feeder to bè cut off. 

Where a large cable network is supplied from common bus-bars 
the arrangement shown in fig. 1 may work satisfactorily with- 
out the neutral point being earthed. The reason for this is as 
follows :— | 

In the event of an earth on any wire, thecharging current to earth 
on all of the cables on the system will be returned to the bus-bars 
through the wire which is earthed. Therefore the current balance 
on the'earthed feeder will be upset and the circuit-breaker operated. 
This arrangement is, however, limited in its application, and is not 
so positive as when there is a current flow between earth and 
generator neutral. 

All modern three-phase generators are insulated to stand 
operation without the neutral being earthed, so that no considera- 
tion of reduced first cost due to limiting the voltage to earth by 
earthing the neutral need enter the problem. The qucstion of 


When one phase 


risk of breakdown with earthed or unearthed neutrals may also 
be practically neglected. Three classes of service will be con- 
sidered :— | 

(а) Generator supplying network of underground cables. 

(b) Generator supplying overhead transmission circuits without 
transformers. 


(c) Generator supplying overhead transmission line through step- 


up transformers. 

In case (а) an earth on any phase of a cable is almost certain to 
develop into ashort-circuit between phases, and on a large system 
the result of a short-circuit on a cable is usually to burn off a 
section of the cable, perhaps to damage adjacent cables, and some- 
times to set up surges which may cause serious breakdowns elee- 
where on the system. Since the majority of breakdowns on cables 
are to earth, it is therefore extremely desirable that a cable be cut 
off as soon as an earth develops, and as this can be done quickly and 
with certainty where the generator neutral is earthed, it is becoming 
general practice to do thisin all stations of this class. Thus prac- 
tically the only question to consider is whether the neutral shall be 
earthed solidly or through a resistance, and, where there are several 
generators in parallel, how many of them should be earthed. The 
only object in inserting resistance between generator neutral and 


r 
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earth is to limit the rush of current which occurs whenever there 
is an earth on the system. If balanced protective apparatus is used, 
similar to that shown in fig. 1, the resistance may be made so high 
as to keep down the current rush to a comparatively low value, 
because the protective apparatus may be set to operate with a very 
small unbalancing in current; but where plain overload protection is 
used—and this applies to the majority of cases—the resistance should 


de low enough to pass sufficient current to trip the breakers on 


the largest feeder, but high enough to prevent damage to generator 


, windings, and, if possible, to prevent serious burning at the poínt of 


accidental earth. 

In general, earthing resistances are built up of cast-iron grids 
mounted on porcelain insulators, and should be located in a fireproof 
compartment. They are usually designed to have sufficient heat 
capacity so that full star voltage may be maintained across them for 
at least 15 seconds without a temperature rise of approximately 
300° C. being exceeded. The ohmic value of the resistance is 
determined by the current required to trip the breakers on thé 
largest feeder. . x ' | 

Where it is desired to earth through a resistance, and two or more 
generators are operated in parallel, the simplest and best method 
is to connect the neutrals of all the generators to a common bus-bar 
which is earthed through a suitable resistance. Then, regardless 
of the number of generators, the value of the earth resistance will 
always be the same. With this arrangement switches must always 
be provided between each generator and the neutral bus-bar, other- 
wise a generator disconnected from the main bus and shut down 
may be raised to a dangerous potential above earth, in case of an 
earth on any feeder. The objection to this method of connection 
is that in certain cases very heavy currents may circulate through 
the neutral connections and generator windings. It should be 
noted, however, that the neutral current divides equally among 
the three-phases of the generator. With 30 per cent. of full-load 
current in the neutral the resultant heating in the generator is 
increased by only 1 per cent. at full load and is quite negligible. 

It would seem advisable, therefore, to try connecting the 
generator neutrals solidly together, especially in the case of turbo- 
generators, which there is no angular variation in speed, and there- 
fore less chance of circulating currents. Should satisfactory 
operation be impossible, then only one generator should be connected 
to the neutral bus, or resistance may be inserted between each 
generator and the neutral bus. i 

(5) In this case there are usually a comparatively small number of 
transmission lines, and an earth on one wire is not likely to cause a 
short circuit between wires, во that with an unearthed neutral it 
is quite possible to run for a long period with one wire earthed. If 
there are not sufficient feeders to all distributing centres to make 
it possible to cut out a defective one and deliver full load over the 
others, the possibilfty of being able to operate with one wire 
earthed may be sufficient far to outweigh the only practical advan: 
tage gained by earthing the neutral, which is the ability quickly to 
cut off a feeder in the event of an earth upon one wire. In the 
majority of cases the weight of the argument is in favour of 
operating with the generator neutrals unearthed. 

(c) In this case there are conditions involved which make it 
extremely desirable to earth the neutral or else to earth the low- 
tension side of the transformers. 

If one terminal of the high-tension side of a single-phase 


transformer be connected to a high-tension line, and the lows 
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tension be open-circuited, the hig -tension winding assumes a 
potential above earth equal to that of the line to which it is con- 
nected. The high-tension winding then acte as one plate of a con- 
denser, with the low-tension and core as the other plates. The 
low-tension winding also has statio capacity to the iron, and it will 
therefore aseume a potential above earth, the value of which will 
depend upon the relation between its capacity to the high-tension 
winding and its capacity to earth. In practice it may easily 
ay one-half the potential of the high-tension winding (see 
g. 2). 

If—k = capacity between high-tension and low-tension, K) = 
capacity between low-tension and oore, v = voltage of high-tension 
line, v; = potential of low-tension winding above earth, 

Vi S VX к/к). 

If both terminals of the high-tension winding are connected to 
the high-tension lines, the resultant potential of this winding 
above earth will be zero, and the resultant potential of the low- 
tension winding above earth will also be zero. If, therefore, one 
terminal of & transformer be connected to or disconnected from a 
line before the other, the low-tension winding during this period 
may assume a very high potential above earth and its insulation 
be broken down to earth. When the low-tension winding is con- 
nected to a generator, the generator winding also has capacity to 
earth, so that the capacity of the low-tension winding to earth is 
increased by this amount, and ite voltage correspondingly reduced, 
If the capacity of the generator winding to earth = Kk, then the 
voltage of the low-tension circuit above earth = v x k/(Ki + Ка). 
Thus, while the voltage is reduced by connecting the transformer 
and generator windings together, it may still be dangeroualy high. 
a When both terminals of the high-tension winding are connected 
to the line, and one wire is earthed, the resultant voltage of the 


Fic. 2.—ELECTROSTATIC CAPACITY BETWEEN COILS AND BETWEEN 
COILS AND CORE OF A TRANSFORMER, 


high-tension winding above earth will be v/2, and that of the low- 
tension winding will be one-half as great as before, but may still 
be dangerously high. 

In the case of a three-phase transformer the conditions are much 
the same as described above for a single-phase transformer. 

It is evident that when the neutral of the high-tension system is 
unearthed there are several possibilities of obtaining a high 
voltage on the generator windings, viz., in the case of аһ earth on 


one high-tension wire, or in the case of the switches in the three 
phases not operating simultaneously, 
A case is on record where several generators in parallel were 
supplying a very high-voltage line through step-up transformers. 
The neutral point of the generators was unearthed. The lightning 
arresters on one high-tension phase broke down. and the generator 
windings were raised to a high potential. One generator broke 
down, and the attendant, seeing smoke, cut it off the bus-bars. A 
second machine immediately broke down, and was in turn cut off. 
This was repeated until nearly all the generators in the station 
were broken down. The attendant then cut off the excitation. 
Had the neutral point of the generators, or that of the high-tension 
side of the transformers been earthed, the trouble could not have 
occurred in the generator circuit. There is, however, a chance 
of similar trouble even when the high-tension neutral is earthed, 
provided the generator neutral is unearthed. This occurs when 
the insulation between the high and low-tension windings of 
the transformer breaks down at one point. The low-tension 
winding then assumes the potential of the high-tension winding at 
the point of connection, and a breakdown on the low-tension system 
is almost certain to follow. 

Where it is considered undesirable to have a direct connection 
between low-tension windings and earth, a spark-gap mey be 
placed in the circuit and set to break down at a pressure slightly 
above the normal voltage of the winding above earth. 

The use of earth shields between primary and secondary wind- 
ings is now scarcely ever called for. 

Thus in the case of generators supplying a high-tension trans- 
mission line through transformers, it is highly desirable to earth 
the neutral point of the generators, and preferably through a 
rather low resistance. If it is not desired to connect permanently 
to earth, then a spark-gap should be used in the earth connection. 

The arguments in favour of earthing the neutral in the case of 
high-voltage transmission circuite are :— 

(a) The possibility of cutting off the circuit in the case of an 
accidental earth on any wire. 


(2) Reduced cost of transformers апа of line insulators due to 
limiting the voltage above earth to 58 per cent. of line voltage, 

(c) Reduced cost and closer possible setting of lightning 
arresteres. | 

(d) The possibility of using the earth as a conductor in the 
event of one line wire being disabled. This requires an earth at 
both ends of the line. | 

The argument against earthing the neutral is that an earth on 
one wire makes it impossible to trangmit over the circuit. 

(a) Whether there is any advantage in being able to cut off a 
circuit in the event of an earth on one wire depends upon the 
number of circuits available. In general, there are seldom more 
than two circuits to any sub-station, and often there is but опе s 
that cases may often arise where, to keep up the supply, it will te 
absolutely necessary to operate with one wire earthed. This 
method of operation would be impossible with an earthed neutral, 
Also an earth on one wire is not likely to develop into a short. 
circuit between phases, so that there is no particular need for 
cutting off the earthed circuit. : 

(+) The higher the voltage of the transmission the greater will 
be the saving in first cost made by insulating the transformer for 
68 per cent. of the line voltage and by using line insulators for & 
corresponding voltage; but in general it is bad practice to adopt 
this expedient, for it may prove impossible to operate continuously 
with an earthed neutral, due to disturbances on adjacent telephone 
circuits which may occur under certain abnormal conditions, and 
in the-event of an earth on one wire it may be essential to remove 
the neutral connection and operate with one wire earthed. In 
general it is poor economy to cut down insulation on either line 
or transformers. ` 

(c) If the system may sometimes be operated without earthed 
neutral the lightning arrester equipment must be suitable for this 
condition, so that there is no saving in first cost; but as long м 
the system is operating properly with earthed neutral the arresters 
may certainly be set for lower discharge values than when the 
system is unearthed. 

(d) In the event of one wire on an earthed system going to 
earth, it would still be possible to transmit approximately two- 
thirde the full &mount of power over the two remaining wires 
provided the neutral points at both ends of the line were solidly 
earthed and one line with its oorresponding transformers cut out 
of circuit.. In this case the earth would carry full line current, 
and in very few places would this be allowed on account of dis 
turbances to neighbouring circuita. 

The neutral point of a high-tension system can be obtained only 
by connecting the high-tension windings of the transformers in 
star, or by the use of an auto-transformer, and this latter method 
is seldom, if ever, used. Ifthe high-tension windings are connected 
in star, then damage to one transformer disables the whole group. 
while with the delta connection on both windings one transformer 
of the group may be cut out and approximately two-thirds the 
capacity supplied from the remaining transformers. (This doe 
not hold in the case of three-phase core-type transformers, but ia 
true for single-phase and three-phase shell-type transformers.) 

The conclusions to be drawn from the above are that in the grest 
majority of vases continuity of service will demand that the system 
be operated with an unearthed neutral, and that in general the 
transformers should be connected in delta on both high-tension and 
low-tension windings, 

When it comes to a study of the question of low-tension distn- 
bution circuita, the majority of the arguments presented above will 
apply here also, but there enters one other consideration, i. e., the 

r to human life. 

If the neutral point of, say, a 500-volt system is earthed, then 
the maximum potential above earth which any point of the system 
can reach is 290 volts. If the system is supplied from a 500-volt 
generator, the difference between a 500-volt and a 290-volt shock 
may mean the difference between life and death, or it may not, and 
there is certainly greater risk of shock from a system which is 
permanently earthed than from one which is earthed only occasion- 
ally. The higher the voltage of the generator the less will be the 
value of the earthed neutral in preventing danger to life due to 


, reducing the voltage to earth. 


When the distribution circuits are supplied through step-down 
transformers, there is always the possibility that the low-tension 
circuits may be raised to a very high potential, either through an 
earth on one wire of the high-tension system, or through a connec- 
tion between high-tension and low-tension inside the transformer. 
In the former case there is great danger to low-tension insulation, 
and in the latter there is danger to life as well as to insulation. 

Thus, where the distribution circuit is supplied direct from в 
generator, the advantages of the earthed neutral are the ability 
quickly to cut off a defective circuit and a possible reduction in 
risk to life, due to lower maximum voltage to earth: but where the 
circuit is supplied through step-down transformers from a high- 
voltage line there is danger to life and apparatus if the neutral is 
unearthed. А 

Where a single-phase cirouit is supplied from a single-pbase trans- 
former, the low-tension winding should be earthed, preferably at the 
middle point of the winding, but it is better to earth one line wire 
than to leave the system unearthed. 


DISCUSSION IN LONDON, 


This paper was discussed in London on November 28th, when 
Mr. H. BRAZIL, the first speaker, voiced his agreement with the 
greater of the paper, icularly with the view that the 
neutral should be earthed. His company originally started with 
the neutral insulated, but had had eventually to revert to earthing, 
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which in conjunction with lightning arrestere— which were much 
more reliable with the earthed system—had been very satisfactory. 
While convinced of the necessity of earthing the neutral, he felt 
that this should be done through a resistance, otherwise it would 
give rise to excessive currents and would lead to surges. Iron had 
a positive heating coefficient and was not the best material for the 
resistance ; its resistance increased enormously when heated, whereas 
а material such as carbon, with a negative coefficient, was much 
preferable. He described a resistance built up of 72 rectangular 
fireelay troughs containing carbon powder, arranged eight sets in 
parallel, each set consisting of nine in series, and giving 200 
amperes with a fault. This has been installed at the Lancashire 
Power Co.’s station, and has avoided the trouble experienced with 
iron resistances. Farther, a rearrangement of the troughs enabled 
the tripping current to be adjusted. With iron resistances as much 
as 750 amperes passed, and it was evident that under present con- 
ditions the effect on the system was much less severe. | 

Mr, W. A. CHAMEN said in the South Wales system they had 
earthed the neutral of one alternator only and were going to insert 
a resistance. The distribution system was both overhead and 
nnderground, and in the old days before the precaution of earthing 
had been adopted, one fault generally led to another. The South Wales 
sub-stations were equipped with three single-phase transformers 
coupled in delta, and as it made no difference in insulation, he 
thought it would be advantageous in colliery supply to earth one 
phase. For lighting supply three-phase transformers were employed 
with four-wire circuite, and the neutral was solidly earthed. 

Mr. G. W. PARTRIDGE aaid it appeared to him that earthing one- 
phase would get over difficulties and would cheapen the switchgear 
required, as there would be only two phases to be equipped. He was 
doing this himself, and was surprised that the author had not men- 
tioned it in his paper. He agreed that earth shields in transformers 
were undesirable, and that in the case of distribution circuits supplied 
through transformers it was very necessary to earth in view of the 
possibility of the secondary system getting charged up and people 
receiving shocks. He felt that in the case of a sub-station above 
8 certain capacity there should be some direct path back to the 
generating station as well as the earthed neutral, as there might 
be such local resistance at the earth plate that the ground in the 
vicinity became dangerously charged. He suggested a connection 


from the earth wire through a spark gap to the earth shield of the 


H.T. cable on the primary side. 

MR K. EDGCUMBE referred to the advantages of having some means 
of telling how the insulation of the system was going on from day 
to day, which in the insulated system could be met by connecting 
an electrostatic voltmeter between each main and earth. With 
high pressures the voltmeter was connected through a condenser, and 
the arrangement was quite satisfactory ; he knew of 200 electro- 
static voltmeters in use on a 7,000-volt system in the Midlands 
which had given no trouble. On an earthed system similar means 
could be found ; an ammeter could be connected across the poles 
of the transformers in the protective gear, and transformers would 
have to be provided in any case. 

Mr. J. SHEPHERD considered that in very few cases would it be 
possible to connect solidly together all the machine neutrals. The 
difference in potential of the neutrals was as much as 500 volts in 
some cases. The earthing resistance installed at the Greenwich 
tramways generating station of the L.C.C. (and described by Mr. 
J. H. Rider in a paper before the Institution, in 1909), cost £120, 
and had a capacity of 500 amperes, while the automatic switch coat 
£15, and the arrangement had been perfectly satisfactory. 

MR. BRAZIL said the cost of the resistence referred to by him 
was about £40; it was designed for 1,200 KW. when cold and 
2,000 Kw. at the end of one minute. ' 

Мв. C. P. SPARKS said his experience was practically confined to 
earthed neutrals; they were essential in every case of overhead 
mains for the protection of the public. With unearthed neutrals, one 
breakdown caused another, through surging. 

Mr. A. P. TROTTER said that while earthed neutrals were 
commonly adopted here, yet a good many stations had been run 
with free neutrals until circumstances led them to earthing. 
With overhead lines the conditions were peculiar, and it might be 
worth while with a long line to have a free neutral and run on a 
fault. In this country, however, the distances were short, and this 
enabled one to effect repairs quickly, so that the conditions were 
different. In view of the necessity of securing safety in the саве of 
. overhead lines in populous districts, he would like to see some form 
of trip provided in the earthed neutral which would shut down the 
line with the minimum current flowing to earth. 

Мв. S. L. PEARCE said that at Manchester they started in 1901 
with unearthed neutrals, and the arrangement continued to the 
present day. The problem had not been studied then as now, and it 
was, no doubt, considered that the insulated system was safer, and 
that it offered the possibility of running with one phase earthed ; 
and this bad been borne out in practice. Under prerent conditions, 
however, there was nothing to chose between one system and the 
other at Manchester, and it had been decided at an early date to 
earth the neutral in order to limit the current to earth. As there 
was 45,000 Kw. at Stuart Street behind a fault, it was rough on the 
switch which interrupted the circuit. He proposed to combine 
earthing through a high resistance (giving about 100 amperes) with 
balanced protective gear, such as was shown in the paper. The 
reeistance would be proportioned to allow sufficient current to trip 
the largest circuit-breaker. 

Mr. J. 8. PECK, in replying to the discussion, asked whether 
there was any change in the value of the carbon resistance 
referred to by Mr. Brazil, and was informed that there was 
not. In many cases, he said, manufacturers were able to 
make considerable reduction in cost of apparatus where earthing 
was adopted, owing to the limited voltage, but he did not 


favour this, because apparatus should be capable of working 
unearthed if necessary. In regard to overhead lines, if it was only 
a case of a pierced insulator, he saw no reason why the line should 
not be earthed at the station and run. In the case of a low-voltage 
system, it did not matter whether one phase or the neutral was 
earthed, but with step-down transformers, it was better to earth 
one phase than work unearthed. The tendency on very high- 
voltage systems seemed to be towards insulated neutrals, and the 
use of delta-connected transformers. He thought it was doubtful 
whether earthing should be adopted with the 200 or 400-volt 
supplies in large industrial works, as it was necessary to keep going 
and impossible to shut down for temporary earths which frequently 
occurred. 


DISCUSSION AT MANCHESTER. 


Mr. A. P. TROTTER said he had to look at the question from the 
point of view of safety of human life. The B. of T. regulations 
permitted the use of a free neutral, which practice he thought came 
from Germany. Originally, earthed neutral was specified, and after 
a lengthy experience of high-preesure distribution with free neutral, 
he waa not convinced that the latter method waa the beet practice. 
Each case had to be treated on ite merits. Personally, he did not 
wish to recommend that free neutral should be insisted upon at 
present for high pressure. Coming to low pressures, the case was 
different, and for distribution circuits at low or medium pressures 
there could hardly be any doubt except in mines, where conditions 
were again different. Much trouble was experienced from birds on 
the overhead lines, and he would like to see a time-limit device 
employed to meet such cases. There was still plenty of room for 
devices for leading current to earth. He did not think anyone was 
likely to repeat the London arrangement for connecting machines 
to earth, and the plan of putting one machine énly to earth was 
not necessarily reliable. The bus-bars should be earthed rather 
than the machines. The author stated that it was quite possible 
to run for a long period with one wire earthed, but he (the speaker) 
would like to see a shut-down if anything in the way of a per- 
manent earth was developed. There was something to be said on 
the question of running three-phase circuits with one phase earthed, 
and one point to be consideréd was that an interruption of the earth 
conductor would cause the transformer to become alive. In con- 
clusion, he considered that the time had come when those engaged 
in overhead-wire construction should léok out for some method 
which would ensure that if a wire fell to the ground it should be 
cut out at once. 

Мв. W. B. WooDHOUSE thought that generators should be con- 
nected together at as few points aa possible ; if joining the neutral 
to any machine could be avoided, so much the better. Regarding 
overhead lines, it was difficult to carry out earthing satisfactorily ; 
the resistance of earth between the point of leakage and the 
station was an unknown quantity.  Earthing overhead systems 
involved other troubles, such as disturbance to telegraph systems. 
Even with perfectly balanced systems, the capacity currents caused 
trouble. 

Мв. R. BLACKMORE cited an experience with three 2,000-Kw. 


turbine sets and а few 600-Kw. reciprocating sets which were 


coupled with the neutral point solid to earth. A feeder went to 
ground, and almost immediately the stator of one of the machines 
broke down to earth, due, as he thought, to surging. The feeder 
was cut out, and some days later, another machine, which had been 
in service during the feeder fault, also broke down to earth. After 
careful investigation, it was decided to retain the earth, but through 
a resistance instead of a solid connection. He felt confident that this 
was the correot thing todo. Incidentally, when the change-over was 
being madeto insert theearthing resistance, theturbosets were coupled 
correctly, but the reciprocating sets were overlooked. In conse- 
quence, when the sets were all running in parellel, the earth 
resistance, which was capable of carrying 300 amperes for 10 eeconde, 
became red hot, showing that there was an enormous interchange 
of current between the machines. 
Mr. A. E. McKENZIE said that the Manchester high-pressure 
system had been running for 104 years with the neutral insulated, 
although, on the occasion of a fault, they had undoubtedly run for 
& period of one hour with one phase earthed before being able tó 
locate and isolate the faulty feeder. Such circumstances were not 
permissible at the present time, as, owing to the rapid growth of 
the system, if one phase was earthed, there would be an immediate 
breakdown adjacent to the first earth on some other pert of the 
system. This state of affairs had been in existence for about а year, 
and they had been considering the advisability of earthing the 
neutral. They would not think of earthing the neutral without a 
resistance, and presuming jt to be designed to carry the current of 
the largest circuit-breaker, it would have to be of enormous propor- 
tions, as the 25-feeder cironit-breakere were set to operate at 
600 amperes. Hethoughtthey would be better served by a resistance 
which would open with a small current instead of 600 amperes, and 
by having balance protection, not necesearily at the gear, as all the 
feeders had plain overload protection, but protective gear as shown 
in fig. 1 in the paper. In his opinion fig. 1 was somewhat mis- 
leading; it appeared that if the generators were protected as 
shown in the paper, and a fault ocourred between any two phases, 
all the generators would be thrown off the bus-bars immediately. 
He could quite imagine this protection on a feeder, but not on a 
generator. The possibility of cutting off a wire or feeder in the 
event of an earth, as the author stated, was not confined to an 
earthed neutral; several years ago two of the Manchester feeders 
were fitted with Ferranti-Field protective devices similar in theory 
to that shown in fig. 1, except that a ring transformer was used. 
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So far there had been no trouble on the feeders referred to. In 
the early days, although three ammeters were employed, it was 
rather difficult to locate feeder faults, owing to the fault current 
being out of phase with the load current. 

Мк. S. J. WATSON thought that if the safety of the public was 
the sole study, earthing was desirable, but if the question of con- 
tinuity of supply was the study, the less they earthed the better. 
Taking for example the universal practice under Board of Trade 
Regulations of earthing the neutral of a three-phaee L.T. distribu- 
tion scheme, and the middle wire of plain D.C. distribution, he did 
not think anybody would earth either neutral or middle wire. unless 
under compulsion. It was fairly well recognised that a fault on an 
earthed system meant discontinuing supply, and this, at ove +11 otber 
things, was to be obviated. The speaker was at issue with Mr. 
Trotter in suggesting that some device should be got out which 
would entirely cut off a high-preseure line when a fault occurred on 
an overhead transmission. Ifa line could be kept in service until the 
supply could be diverted into another feeder, they should continue 
to supply people through it. He was assured that this view was 
accepted by supply engineers. He did not earth at all, and so far 
had not experienced any trouble. A great dral of past trouble in 
connection with H.T. earthing was due to defects in generator 
design. It was a simple matter to design an alternator which 
would not give more than its full-load output, and he thought that 
this principle might be embodied in the design of future machines. 

Mr. W. CRAMP asked the author whether it was not possible to 
use а choking coil of a particular design andso combine the features 
of dead earth and resistance to earth. The object of resistance 
was to limit the flow of current particularly at high frequency. A 
choke coil would do this, and could be so designed as to prevent any 
surging at all. 

Mn. E. WEDMORE eaid he had yet to find out why it was necessary 
to employ separate resistances for different machines. The reasons 
given in favour of earthing, particularly the po-sibility of cutting 
off any wire or feeder in the event of an earth upon it, were 
becoming more important every year. A point which fig. 1 did not 
bring out was that an instantaneous trip device could be put in 
where the trip coil was shown, which would cut off a eet imme- 
diately with a small current, whilst time limita on the other feeders 
would hold out temporary overloads. Disturbances on the system 
always occurred when a fault in the nature of an arc to earth 
developed. It. was his practice to specify two minutes loading for 
earth resistances, but in general it was a good deal more than two 
minutes. The average short-circuit current was capable of clearing 
itself inside two minutes. A time limit loading of 10 to 15 eeconds 
was not really safe, as an earth fault on a single generator might cut 
off the earth resistance just at the most critical moment. He agreed 
with the author's conclusions. The delta connection of transformers 
was to be advocated. The majority of faults at the present time 
appeared to be in apparatus and not in cable. 

Мв. K. M. Faye HANSEN said he had more prejudice for earthing 
than the author. It was very likely that proposals in the direction 
of balanced protective gear would become more important in time. 
The reasons given by the author for earthing generators applied 
equally to transformers for underground networks. Similarly the 
remarks concerning overhead transmission lines held good for 
underground lines. Earthing by means of auto-transformers was 
not very often adopted. \ 

Мв. Е. M. HOLLINGSWORTH said that, as an engineer running a 
system with free neutral he felt rather lonely. He had had no 
trouble during three years’ running, although in one case the spark 
gaps welded over, and he felt convinced that if he had employed an 
earthed neutral it would have meant a shut-down. 

Mr. R. G. CUNLIFFE asked for more information on the question 
of where, when and how the neutral point should be earthed. He 
objected to the term "true earth," and suggested normal earth 
as more appropriate. 

Mr. W. B. SHAw said the term “rolidly connected might be 
taken to imply that no protection should be employed between the 
neutral point of the generator and the neutral bus-bars; he thought 
some device should be used in this position, in order to control the 
fault current and not leave the generator open to damage. For 
systems of medium pressure it was a mistake to put resistance in at 
all. The resistance obtained in an ordinary earth was appreciable, 
and the current due to a short on a system of medium pressure 
would not be sufficient to do serious damage, and it was necessary 
to be certain that the circuit-breaker would act when relying upon 
an earthed neutral for protection. He agreed with Mr. Trotter 
regarding the danger of fallen overhead lines, using an earthed 
neutral. 

PROF. MARCHANT said the diagram, fig. 1, seemed to indicate a 
good circuit for triple-frequency currents Would these operate the 
trip coil ? 

The AUTHOR, in reply, said that he and Mr. Trotter appeared to 
be agreed in general. He did not mean to imply that a system 
would work with one wire earthed, because usually, especially on 
large circuits, as soon as they got an earth on one of the wires of a 
three-phase cable, numerous shorts occurred, and in the case of large 
systems might cause much damage to generator and apparatus. If 
Mr. Trotter's suggestion of shutting down whenever an earth 
occurred was followed, there would be many cases where such 
procedure would be fatal to the undertaking. In many trans- 
mission schemes it would be impossible to run a sufficient number 
of circuits to ensure continuity of service when one or more lines 
were broken down. A certain risk must be taken, and if necessary 
the system should be run with one wire earthed until the supply 
could conveniently be shut off for repair. Referring to fig. 1, & 
short between two wires of one phase would affect the trip coil. 
Life was not always protected by earthing: many cases had 
occurred where shocks were obtained with neutral earthed, 


Regarding the use of choke coils, he did not consider that any 
trouble would be experienced, but resistances had proved very 
satisfactory, and were probably quite as cheap if not cheaper than 
chokers. He had heard of several cases where trouble resulted from 
coupling generators together. Mr. Faye Hansen seemed to lean 
towards earthed neutrals in cases where he (Mr. Peck) would rather 
run on free neutral. He contended that when one phase broke 
down, it operated at normal voltage, and not at double voltage, and 
he thought that high-voltage apparatus should be built to. operate 
successfully with one side earthed. Regarding Mr. Shaw's remarks 
on the circuit breaker in the neutral wire, as far as he was aware 
nothing had been done in this way. He could not say off-hand 
whether the triple-frequency currents referred to by Prof. Marchant 
would cancel themselves, or go through the trip coil. 


The Effect of Recent Decisions upon the Arbitration Clause. 
By W. VALENTINE BALL, M.A., Barrister-at-Law. 


(Abstract of paper read before the INSTITUTION OF MUNICIPAL 
ENGINEERS, on Norember 27th, 1912,) 


I PROPOSE to consider whether, and by what means, the parties to 
a contract can make sure that the disputes which may arise during 
or after the execution of the works shall be referréd to an agreed 
arbitrator, whose decision shall be final. 

A form of arbitration clause with which most municipal 
engineers are familiar is to be found in the form of contract 
approved by the Royal Institute of British Architects. The 
difficulty with which it is my object to deal in the present paper is 
not likely to arise if the R. I. B. A. form is adopted in ite entirety, 
because the arbitration clause which is there used expressly pro- 
vides that the architect and the "arbitrator" shall be two 
distinct persons. 


The question between the employer and the contractor when the 


contract is being prepared will be: Whose name is to be inserted as 
arbitrator?" In recent years the practice has grown up of appointing 


an engineer or surveyor who is actually in the employment of a muni- 


cipal or other. local authority to act as sole arbitrator under a 
contract to which that authority is a party. How far may the 
contractor be compelled to submit to his decisions ? | 

А man cannot enter into а contract on the terms that neither he 
nor the person with whom he contracte shall have recourse to the 
legal tribunals of the land. As to arbitration, however, the Courte 
have long held that the decision of an arbitrator may be made 
a condition precedent to bringing an action, The jurisdiction of 
the Courts is not really ousted. 

It is obvious that bias clearly proved would be sufficient to justify 
the Court in refusing to allow a particular man to eit as arbitrator. 
In order to succeed because of alleged bias a probability, not a mere 
possibility, of bias must be shown. The mere fact that the 
arbitrator is the servant of one of the parties is not sufficient to 
disqualify him; for this is a fact which must have been known 
when the contract was signed. The Court will be reluctant to 
revoke & submission to arbitration on the ground of interest. 
Where the matter in dispute is something in which the arbitrator 
is only indirectly interested, a reference to him would not be pre- 
vented. : А 

Н has been held that a mere expression of opinion in favour of 
one party is not sufficient reason to disqualify an arbitrator unless 
it appears that he has so made up his mind as not to be open to 
argument. 

It seems that, in considering the question whether a person who 
is the servant of oneof the parties can act as arbitrator in a dispute, 
the Court will consider the nature of the question which he has to 
decide. In а case where the company objected on the ground that 
the engineer did not allow them to have proper facilities for pro- 
ceeding with the work, the Court of Appeal refused to stay the 
action, saying that it was not human nature to suppose that he 
could properly determine that he himself was an unreasonable. 
person. 

If the conduct or dealings of the engineer himself are in question, 
the matter will be taken from his hands. 

To summarise the cases to which I have alluded : The contractor 
will not be compelled to submit to the decision of the employer's 
engineer as arbitrator (1) if the matter in issue is an unseemly per- 
sonal dispute raising a vindictive feeling between the engineer and 
the contractor, and the engineer has so strongly expressed his view 
that it amounts to a prejudgment ; (2) if the nature of the dispute 
is such that the cross-examination of the engineer is essential ; (3) 
if the matter in issue is something outside the original agreement 
—e.g.,@ dispute as to whether the engineer and contractor had 
agreed to vary the original agreement ; (4) if the conduct of the 
engineer himself is practically the only point in dispute. 

Deletion of the arbitration clause would involve recourse to legal 
proceedings for the settlement of all disputes ; but a dispute arising 
under a building or engineering contract would not come before the 
Court and a jury, but before a special referee (i. e., an engineer 
appointed by the Court), or before an official referee. In the result 
the proceedings would be very similar to those which would teke 
place before the arbitrator named in the contract. It is a trial of 
this kind which takes place if litigation ensues owing to the failure 
of an arbitration clause. Save that a reference to an official referee 
is refeyence to a lawyer, it very much resembles a reference to arbi- 
tration. | | 

Reference to an independent arbitrator appears to preeent almost 
if not quite as many objections as a reference to the Court. It. is 
wise, if it is desired to have an independent arbitrator, to leave him 
to be selected by agreement when the dispute arises, or, failing 
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agreement, to be nominated by some eminent engineer of known 
capacity. | 

I venture to make the following suggestion: Frame the arbitra- 
tion clause so as to leave the decision of every question arising 
under the contract to the engineer, but subject to & proviso that, 
should it appear to the Court on an application to stay any action 
or proceeding brought in relation to the contract that the engineer 
is disqualified from acting as arbitrator, the matters in dispute will 
be referred to an engineer, to be agreed between the parties, or, 
failing agreement, to be nominated by the president of the Insti- 
tution of Civil Engineers. Another alternative is suggested by Mr. 
E. J. Rimmer ; it is that, while preserving the finality of the deci- 
sion of the engineer upon certain special points, a proviso should 
be added to the arbitration clause, stating that if any action is 
brought the defendant may either (a) have the action stayed and 
remitted to the engineer, or (b) have the matter referred to an in- 
dependent arbitrator appointed in one or other of the manners 
above suggested. 

What tHe local authority, which is responsible to the ratepayer, 
desires in relation to & contract is certainty in the matter of price 
and time; certainty that work shall be done under trustworthy 
supervision ; and reasonable certainty that disputes shall be settled 
economically and expeditiously by a man in whom it has con- 
fidence. The suggestions I have put forward may, if adopted, 
avoid a good many of the pitfalls laid bare by the cases which I 
have cited. 


NEW ELECTRICAL PROPOSALS FOR 
PARLIAMENT TO CONSIDER. 


WE give below, in our usual form, brief particulars of new 
lighting, power, and traction proposals that have formed the 
subject of notices published in the last few issues of the 
London Gazelle. These will, if they survive the usual pre- 
liminary stages, occupy the attention of Parliamentary Com- 
mittees early in the new year :— 


(а) Electric Light and Power. 


Baildon.— Electric lighting powers are sought by the U.D.C. 

Barnet.—North Metropolitan E.P.D. Co., Ltd., extension powers, 

arish of Arkley. 

Barton-on-Humber.—Mr. F. Hopper, Elmtree House, Barton-on- 
Humber, seeks electric lighting powers. 

Basingstoke.—Corporation seeks electric supply powers within the 
borough and certain parishes in the Rural District. 

Beckenham.— Application by U.D.C. for prov. order extending 
area to include West Wickham. 

Caerphilly.— Application by Mr. J. H. Edwards, 127, Victoria 
Street, Bristol, for prov. order. 

Chipping Norton.—Mr. W. A. Schultz (C.N. Electric Supply Co., 
50, Cannon Street, E.C.) is applying for a prov. order. 

Cleveland and Durham County.—C. and D. County Electric 
Power Co. seeks powers for acquisition and working of 
generating stations of other companies, for supply to authorised 
distributors, for supply of electric apparatus, &c. 

Colne.— Corporation seeks extension of electricity supply area, also 
powers to acquire the Colne and Trawdon Light Railways 
undertaking. 

Colne Yalley.—C.V.E.S. Co., Ltd., seeks powers for supply in 
Pinner, Bushey, Chorley Wood, Rickmansworth, &c. 

Coventry.—Corporation, area of electricity supply. Motor-omnibus 
powers. : 

Crowborough.—C. District Gas Co. seeks electricity supply powers, 
to erect generating station, supply in bulk, &c. 

Cwmamman.—U.D.C., electric supply powers. 

Derby.—Corporation, extension of supply area to include various 
parishes in Shardlow, Belper and Repton Rural Districts. 

Dartmouth.— Urban Electric Supply Co., Ltd., extension of area 
to U. D. Brixham, Ac. 

Doncaster.—Corporation is seeking electric supply powers for the 
Urban Districts of Bentley-with-Arksey and Balby-with- 
Hexthorpe. 

Ellesmere Port and Whitby. Application by U. D. C. for electric 
lighting powers. à 

Ely Yalley. New company seeks power to supply gas and elec- 
ION construct generating station, purchase and supply in 

ulk. 

Epsom.— U. D. C., provisions as to supply of electricity, electrical 
fittings, &c. 

Feltham and District.—Application by Mr. F. H. Edwards, 
Mandeville, Platt's Lane, Hampstead, for power to supply in 
Feltham Urban District and adjoining places in Middlesex. 

Grays and Tilbury.—G. and T. Gas Co. seeks power to apply for 
prov. orders for electricity supply. 

Hazel Grove and Bramhall.—Powers are sought by the U.D.C. 
to purchase or produoe electricity. 

Herne Bay.—H.B. Gas and Coke Co., Ltd., seeks powers for 
transfer from U.D.C. of electric light order, 1909. 

Hove.—Corporation, purchase of undertaking of H. Electric 
Lighting Co. Extension of supply area. 

Itehen (Sonthampton).—Electric supply powers to U.D.C. 

L.C.U.—Powers to Metropolitan Borough Councils to attach 
brackets to buildings for public lighting. 


Leatherhead and District. Extension of area of L. and D. Elec- 
tricity Co. to include portions of Epsom and Dorking Rural 
Districts. 

Marlborough. Application for prov. order by M. E. S. Co., Ltd. 
Menai Bridge. — M. B. Electricity Supply Co., Ltd., prov. order for 
Urban District of Menai Bridge and parish of Llandeg fan. 
Mid-Sussex.—The M.-S. E.L. and P. Co., Ltd., is applying for 
electric supply powers for the Urban Districte of Cuckfield and 

Hayward's Heath, &c. 

Morley. Further powers are sought by the Corporation in respect 
of its electricity undertaking. 

Neath Rural Distriet.— Application by R. D.C. for extension of 
electric supply area. 

Northern Counties E. Supply Co., Ltd.—Confirmation of agree- 
ments between the company and Hebburn and Felling U.D.C.'s, 
also County of Durham and Newcastle-upon-Tyne E.S. Com- 


panies, 

Northwood and Ruislip.—Northwood E.L. and P. Co., Ltd. 
Extension of supply. 

Porthcawl and District.—Porthcawl Gas Light and Coke Co.. 
Ltd., various powere, including electric generating station and 
supply of electricity within gas limits. Supply of electricity 
in bulk. Application of capital for electrica] purposes. 

Rickmansworth, Chorley Wood and Distriect.— Application hy 
R. E. H. Fisher, solicitor, of Chorley Wood, for electric supply 

wers. . 

Romford. Application by Mr. W. T. Pressland, 11, Tothill Street, 
Westminster, for prov. order to supply within the Urban 
District. 

Romford and District.—County of London E.S. Co., Ltd., powers 
to supply Romford and Tilbury, kc. Supply in bulk in Urban 
Districts of Barking Town, Grays Thurrock, Ilford and 
Romford. 

St. Annes-on-the-Sea.— Application by U.D.C. for extension of 
supply area so as to include Lytham U.D. 

Sevenoaks and District.—S. and D. Electricity Co., Ltd., Salisbury 
House, E.C., is seeking supply powers within the Urban District 
and various parishes in the Rural Districts of Sevenoaks and 
Godstone. 

Skelton and Brotton.— Electric supply powers to U.D.C. 

Smethwick.— Birmingham District Power and Traction Co., Ltd., 
repeal or amendment of Smethwick 1898 order. Transfer of 
powers, supply of electricity in bulk. 

Southborough.— U. D. C. seeks electric lighting powers. | 

South Staffs.—Mond Gas, Power and Heating Co., powers as to 
capital rearrangement. Co-partnership scheme and benefit fund 
for employés. 

Stoke-on-Trent.—Corporation seeks powers extending area to 
include part of Wolstanton, not in 1899 order. 

Stroud (6105.).--Applicstion by Mr. J. H. Edwards, 127, Victoria 
Street, Bristol, for a prov. order. 

Tottenham and Edmonton.—T. and E. Gas Light and Coke Co. 
seeks powers to take over Wood Green E.L. Order and incidental 


powers. 

Truro and District.— T. Gas Co. seeks powers to supply elec- 
tricity. 

Truro.— Corporation seeks electric lighting powers. 

Watford.—U.D.C., extension of supply to several parishes in the 
Rural District. 

Weaverham.—W. Electricity Supply Co., Ltd., is applying for 
prov. order for electricity supply to various parishes in the 
Rural District of Northwich. 

Wellingborough.—W.E.S. Co., Ltd., power to purchase lands and 
erect generating stations. 

Westgate and Birchington.—W. and B. Gas Co., electricity supply 
powers and extension of gas area. 

Whitstable. Application by Mr. C. Campbell, 37, Cromwell Road, 
Whitstable, for.a prov. order. 

Wolverhampton. — Corporation, extension of supply area to 
include Bushbury. Repeal of the Midland Electric Power, 
Distribution and Lighting and Extension Order of 1900. 

Wood Green.—North Metropolitan E.P.D. Co., Ltd., electric 
supply powers. 

York.—Corporation, further electrical powers. Lands for elec- 
tricity undertaking. í 


(+) Electric Tramway and Railless Trolley Vehicles. 


Baildon.— U.D.C. seeks tramways prov. order. 

Birmingham. Corporation, motor-omnibus powers; also use of 
coupled and trailer tramcars. 

Bradford.—Corporation, new trolley vehicle routes. 

Brighton.—Transfer to Corporation of undertaking authorised by 
Brighton, Hove and District Railless Traction Act, 1911, New 
trolley vehicle routes, motor-omnibus powers. 

Chesterfleld. Corporation. trackless trolley powers within and 
without the borough.  Motor-omnibus powers. Further 
powers for electricity supply. 

Derby. — Corporation, tramway, motor-omnibus. trackless trolley 
vehicle powers. | 

East Ham.—Corporation, use of trailer cars on tramways. 
Various electric supply provisions, &c. ' 

Folkestone, Sandgate and Hythe.—F. S. and H. Tramways Co. 
seeks power to abandon tramways, and release from liability. 
Release of company and National Electric Construction Co., 
Ltd., from certain obligations. Change of name of company, 
and power to run trolley vehicles in Folkestone, Hythe, 

. Sandgate and Cheriton. 

Lancaster.—L. and District Tramways Co., Ltd., reconstruction of 

tramways, &c. 
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Leeds.—Corporation, new tramways and trolley vehicle routes 
within and without the city. Electric generating station. 
Leicester.— Corporation, new tramwaye. motor-omnibus powers, 
extension of electric supply area. Power to let out on hire 
electric motors, and cooking and heating apparatus. and arc 


lamps. 
 Halifax.— Corporation seeks powers for new tramways and tram- 


road in the boroughs of Halifax and Brighouse, and some 
Urban Districts in the West Riding. 

Hastings.— H. Tramways Co.. seeks power to work Tramway No. 1, 
authorised by 1903 Act, by overhead system. Repeal of 
provisions of 1903 Act. 

Huddersfleld. Corporation, powers for tramways in Huddersfield. 
Brighouse, Elland and other places in the West Riding. Also 
trolley vehicle and motor-omnibus powers. 

L.C.C.—Construction of new tramways and subway. Trackless 
trolley vehicles and other powers. 

Metropolitan Electric Tramways, Ltd. Trolley vehicle powers 
for Tottenham, Wood Green and Walthamstow. Transfer 
8 to local authorities, &c. 

Mexborough and Swinton.—Powers to M. and S. Tramways Co. 
to work railless trolley vehicles in Mexborough, Swinton, 
Wath-upon-Dearne and other Urban Districte and Parishes. 

Morley. Corporation seeks authority to run railless electric 
traction system on defined routes. 

Newcastle-on-Tyne.— Corporation. construction of new tramways. 

Nottingham.— Corporation. tramway and motor-omnibus powers. 

| Also trackless trolley vehicles within апа without the city. 

OPA Lindsey Light Railways Co.— Light railways amendment 
order. 

Rhondda.—R. Tramways Co., Ltd., seeks power to work railless 
trolley vehicles in parish of Llantrisant, also power to B. of T. 
to sanction other routes. Electric supply agreements. 

Southport.—Corporation, additional tramway powers, trolley 
vehicles. omnibuses. 

West Bromwich.—Corporation. powers for running trolley 
vehicles and motor-omnibuses. Further provisions as to elec- 
tricity undertaking. 

Western Valleys, Monmouthshire.—New company to run trolley 

vehicles from Brynmawr to Newport, Mon. Construct gene- 
rating stations, agreements with local authorities and others 


as to supply of current. Running powers over Newport 
Corporation Tramways. 


(c) Railways. 


Central London Railway.—New railways and works, agreements 
with L. and S.W.R. and other railway companies. Additional 
capital and other financial powers. 

City and South London Railway Co.—Powera to enlarge tunnele, 
enter into agreements with other railway companies as to con- 
struction ‘of works, power to re-equip railway out of capital, 
rearrangement of existing and authorising of additional capital. 

London Electric Railway Co.—New railways and works, running 
powers over City and South London Railway. &c. 

Metropolitan District Railway.—Powers to widen at Parson's 
Green. to enter into an agreement with Metropolitan Railway, 
confirmation of agreements with Wimbledon and Sutton Rail- 
way, emergency supply of electric power, &c. 

Metropolitan Raílway.- Transfer of G.N. and City Railway Co. 
Supply of current to other companies. 


NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED. 


‘Com Пед expressly for this journal by Mxssms. W. P. THOMPSON & Co., 
lectrical Patent Agents, 285, High Holbora, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed 


26,896. '' Electrio motors." G. E. Tuomas. November 18th. (Complete.) 
26,412. ''Arrangement of the running gear of electrically-driven or other 
. tramway cars or other vehicles or machines running on rails, 
inc ешр their direction determined thereby.“ J. Murcatroyp, Novem- 
26,480. ''Electric hauling plant." 
(Convention date, November 17th, 
{Oomplete.) 
26,489. ‘* Eleotrio meters and meter systems and relays ‘adapted t trol 
Аланы 21/1 aoe eee as ras pa т бакчы ишен Дыш d. m. b. H. 

: ; onvention te, No ber 1 man 
November 18th. (Complete.) r 
20,448. '' Means for setting the timing gear of electrical igniti " 
J. E. BTURGxOX. November 18th. (Complete.) | ыан рас 
n са. с Mae 1 (ешеш of the spark.ga 
es. А BRAY. m ie nérale Radiotél 
November 18th. (Complete) 3 ee ee E. 


26,469. '' Magnetic compasses for use on aeronautical machines.” J. F. A. 


Акт. GES. Brown, Boverrt кт СЕ 
1911, Germany.) November 18th. 


between elec- 


TROTTER. November 18th. 

jit. орев for telephone-receiver casings.” Р. M. Сох. November 
5 P с for electric sterilisation.” K. GasioRowsxi, Novem- 
ber Lih, (Addition to BOR Кш В. Ресвиндарт, Novem. 


Germany.) (Complete.) 
` 26,502. ''Electric alarm clocks." F. Goss, November 18th. (Complete.) 


96,504, © Method of and means for cleaning electroplating and finishing 
surfaces, more particularly surfaces in situ." G. P. M. LER W. A. BRAME, 
November 18th. 

26,509. “ Mechanical device for obtaining and timing the rking in petrol 


and other engines to which it may be found applicable." G. 


ber 19th. ORTER, Novem- 


26,517. *' Electrical switches.” 
1912. June 5th.) November 19th. 

26,548. ''Incandescence filament lamps.” J. R. Quan. November 19th, 

26.579. "Telephones, phonographs, and such like apparatus.“ A. 8. 
Вожівү, November 19th. 

26,597. ‘‘Automatic regulators for dynamo-electric machines.” Barran 
Тномвом-Носвтон Co., LTD, and A. Н. Вт. Croix Watson. November 19th. 

96,611. Safety starting device for petrol and petrol-electric cars." W. A. 
STEVENS. November 20th. 

26,689. '' Method of testing electrical apparatus." C. SAREL. November Mth. 

96,646. “ Apparatus for starting internal combustion engines and for 
generating current for lighting and other purposes." С. A. VANDERVELL and 
A. Н. MipoLE V. November 20th. 

28,651. Adapter- holder for use in electrio lighting, power and heating.” 
©. O. Вмтн. November 20th. (Complete.) 

96,657. '''Telepbonic apparatus." G. A. Meyezx-HzsNIGER (Firm of). (Con. 
vention date, November 20th, 1911, Germany.) November 30th. (Complete.) 

26,671. '' Electrical switches." B. D. Новтох. November 30th. (Complete.) 

26,680. ''Electrio rotary converters." Barrien Тномвон-Носвток Co., LTD., 
end F. P. WHITAKER. November 20th. 

26,681. Device for automatically stopping electric hoists.” Burian 
Тномвон-Ноовтон Co., Lap (Allgemeine Klehtricitáts Ges., Germany.) 
November 230th. (Complete.) 

26,099. ‘*Dry electric batteries.“ 
FUR ELEKTRISCHE KLEINBELEUCHTUNG, 

26,716. 
9186. ес, 

26,720. Apparatus for the electro-deposition of metals on wire." W. 
Barron and C. A. Barron. November 2184. 

26.782. Alternating and direct ourrent organ-blowers." 
November 31st. 

26,752. Methods of and apparatus for charging storage batteries." D. H. 
WiLsoW. (Convention date, November 21st, 1911, United States.) November 
21st. (Complete.) 

26.765. Method of and means for holding tubes, rods, bars, and other 
articles in position to be electropiated." G. P. M. Lez and W. A. Brame. 
November 21st. 

26.781. Bound reproducing apparatus. W. Н. 
Enunciator Co., United States.) November 2186, (Complete.) 

96,782. '*' Telephone systems." W. Н. DERRIMAN. (Automatic Enunciator 
Oo., United States.) November 91st. (Complete.) 

26,809. Means for the interruption of eleotrio circuits." arri 
WEstinaHousr ELEgOTIRIC AND MamvrFAcTURIMG Co., Lip. (Westinghouse 
Electric and Manufacturing Co., United States.) November 218$. (Complete.) 


А. Wynne. (Divided application on 18,195, 


J. Вонг and VoLTA " COMMANDITGES. 
November 20th. (Complete.) 


% Electric lampholders and fittings." F. 8. Милев. November 


F. C. Jupazs, 


(Automatic 


26,828. “ Dynamos.” F. B. Lopor and A. M. Lopar, trading as Lodge 
Bros. & Co. November And. 

26,845. X-ray attachments for automobiles.“ Е. B. Налтгитои. 
November 22nd. . ! 

26,840. * Magneto-electrio machines." Н, C. Н. Surre. November 22nd. 

96,898. “Voltage regulators for dynamos." A. P. Ёкоокв. (Convention 


date, November 28rd, 1911, Franoe.) November And. (Complete.) 

96,899. ‘Regulation of electric rotary converters."  BmrrisH THOMSON- 
Ноовтон Co., Ltp , and P. WHITAKER. November And. 

26,900. Moulded materials and process of making same." Витан 
Тномвон-Ноовтох Co., LTD., (General Electric Co., United States.) 
November 22nd. | 

96,904. ''Electrical.indicating, recording and like arrangements.“ Е. A. 
GRAHAM and W. J. RickeTS. November 22nd. 

26,912. Starting switches for electric motors." 
Baxer and F. Farnpon. November 22nd. 

26.985. Воіепоідв for alternating currents.” 
Masor & Stevens, Ltp. November 28rd. 

26.947. Memorandum and like applianoes for use in connection with bele- 
phones and for other purposes.“ E. F. M. Врахвом and F. H. Bowpen, trading 
as Bramson & Bowden. November 28rd. 

26.948. Apparatus for heating water by electricity." G. R. B. Mippixcoar. 
November 23rd. 

96,953. ''Pipe unions and couplings for electric conduit junction boxes and 
other purposes," F.H. Terry, Н. M. Biowoop and BRorHERTOX TUBES AND 
Compurrs, LTD. (Addition to 24,492, 1912.) November 23rd. 

96.961. “ Electrical instruments.” F. G. WareBRs. November rd. 

26.964. Telephone transmitters." F. GorrscHALK. November 39rd. 

- 91,011. ''Control of fly-wheel electric motor-generators." BririsH THOMSON- 
HovsTox Co., LTD., and J. J. AsH. November 28rd. 


- 


V. 8. MipnpLETOR, С. J. 


С. G. Mason and Burr, 


PUBLISHED SPECIFICATIONS. 


Copies of any of the perio catione in the following list may be obtained 
of Messrs. W. P. oMP6ON & Co., 986, High Holborn, W. C., and at 
Liverpool and Bradfcrd ; price, post free, 9d. (in stamps). ; 


1911. 


SrS TTM AND APPARATUS FOR PREPARING PERFORATED ТАРЕ FOR TELEGRÁAPHIC 
TRANSMISSION OF Messaoxs. С. E. Ingram. 10,978. May 6th. (November 
6th, 1911.) 

Execraic Timina Devices. H. 8. Hatfield. 24,141. October 81st. 


STAND FOR BUPPORTING AND FACILITATING THE MANIPULATION оғ PHOTOGRAPHIC 
ELECTRIC ARC LAMPS AND THE LIKE, В. A. Quint. 344,800. November 2nd. 


Miners’ ELECTRIC Lamps. E. A. Hailwood., 24,805. November and. 

HAND-FEED Arc Lamps. L. Kamm. 24,888. November and. 

ELECTRIC Distr suTion Systems. G. W. Partridge. 24,886. November 2nd. 

Processes FOR PropucinG Diagotive Forors Bv INDUCTION IN ALTERNATING- 
CURBENT APPARATOS, H. Abraham and J. Carpentier, 24,442. Novem- 
ber 8rd. (February 25th, 1911.) 

Dynamo-ELecrric MacHiNES, British Thomson-Houston Co., Ltd., and F. P. 
Whittaker. 94,468, November 8rd. 

LANTERNS AND Lamr CARRIERS, AND ARRANGEMENTS FOR LIGHTING PURPOSES. 
Н. T. Harrison. 24,486. November 8rd. (Cognate application 9,166 of 1918.) 

APPARATUS FOR OBTAINING А UNIFORM LONGITUDINAL Szram IM Товке WELDED 
By Evectricity. Ges. fur Elektrotechnische Industrie, m. b. H. 24,575. 
November 4th. (November 5th, 1910.) 

ComrRotLING APPARATUS FOR ELECTRICAL Lirrs. A. W. Penrose & Oo., Ltd., 
and F. Barlow. 24,745. (Addition to No. 1,835, 1911.) November 7th. 

Miners’ ELECTRIC Sarety Lamps. O. Oldham. 24,797. November 7th. 

ELECTRICAL MEASURING INSTRUMENTS OF THE INDUCTION Tyre. G. North, 
26,086. November 10th. 

MEANS ron THE ELECTRIC HEATING OF OVENS AND OTHER Appliances. C. W. 
Martin. · 26,101. (Convention date not granted.) November nd. 

ELECTRIC SwircHEs. Siemens Bros. Dynamo Works and J. F. Crowley. 26,245. 
November 28rd. 

Holo Rs yor ELXOrnIo Lamps. Frankenburg & Sons, Ltd., and E. Fleming. 
26,876. November 25th. 
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THE ELECTRIFICATION OF 
RAILWAYS. 


THE recently-published report of Mr. C. H. Merz on the 
electrification of the Melbourne railways, together with the 
announcement of the extensive schemes of conversion to 
electrical operation of the L. & N.W. and the L. & S.W. 
Railways, may reasonably be regarded as evidence that at 
last the long-expected, but long-delayed, period of activity 
in this important department of electrical engineering is 
about to open. In saying this we do not ignore the fact 
that the great system of the London underground railways, 
and a large portion of the L.B. & S.C. Railway, as well as 
other lines, have already been converted to electrical working ; 
but these operations were somewhat exceptional in character, 
the former having been effected practically under Parlia- 
mentary compulsion, and the latter under pressure of intense 
competition which had destroyed the profit-earning power of 
the sections concerned, so long as they were operated with 
steam locomotives. The three examples which are 
now before us stand on an entirely different footing ; they 
embody the conviction of their respective directorates that 
the future of suburban railway traction depends upon the 
adoption of electricity as the motive power, and that no 
other agency can cope with the growing demands for trans- 
port facilities in and around our great centres of population. 

That their example will be followed by other railway 
companies in London, Manchester and elsewhere, can hardly 
be doubted, and the extension of the principle to interurban 
traffic may be confidently expected to follow at no distant 
date ; between London and Brighton, Manchester and 
Liverpool, Edinburgh and Glasgow, and various other neigh- 
bouring towns the need for rapid transit and convenience 
of operation, such as only electricity can supply, is little less 
urgent than in the areas immediately surrounding those 
centres. We anticipate, therefore, a period of great activity 
in the manufacture of the necessary plant and equipment, 
which, we hope, will bring to the electrical industry in this 
country that degree of prosperity which we believe it 
thoroughly deserves, but has never hitherto enjoyed. 

The question inevitably arises here to what extent our 
manufacturers will participate in the important orders shortly 
to be placed. So far as the generating, transmitting and. 
converting apparatus is concerned, we believe they are in a 
position to defy the competition of the world ; but as regards 
the equipment of the rolling stock, the position is not so clear. 
The enormous importance of this part of the work is well 
exemplified by Mr. Merz's report, according to which the cost 
of equipping tlie 500 motor-coaches and 450 trailers 
on the D.c. system is nearly a million sterling, and on the 
А.С. system almost two millions. So long as the work is 
carried out on the D.c. system, whether at 1,500 volts as at 
Melbourne, or at 600 volts as in the other two schemes 
before us, our manufacturers can be relied upon to deal 
with the work without any difficulty ; but if the a.c. system 
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THE MEASUREMENT OF MAGNETIC 
FIELDS. 


By P. H. 8. KEMPTON, B. So. 


THE strength of a magnetic field is defined fundamentally 
in terms of the force exerted on a hypothetical unit magnetic 
pole, but Faraday's conception of lines of force provides the 
unit in terms of which magnetic field strengths are stated in 
practice. | 

The statement that a unit pole placed at a point in a 
magnetic field experiences a force of x dynes is equivalent 


to the more practical statement that the field has a flux 


density of z lines per square centimetre or z gausses at that 
point, . 


The strength of a magnetic field is measured by the 


magnitude of ita effects. These effecta may be divided into 
three classes, viz., magnetic, electrical and optical, and the 
applications of these phenomena to the measurement of 
fields of various strengths and under various conditions will 
be dealt with in detail under these three headings. 

1. Magnetic Melhods.—The magnetic methods of esti- 
mating field strengths are chiefly applicable to fields of small 
intensity such as that due to the earth. 

(a) The magnetometric experiments involving observations 
of deflections and oscillations of magnetic needles are familiar 
laboratory routine, but are not applicable to the measure- 
ment of fields such as are dealt with in electrical machinery 
and electro-magnets. i ‘ 

(b) A method which depends upon the variation of 
pressure at right angles to the lines of force with the 
permeability of the medium is, however, of value for fields of 
great intensity. The method was first used by Quinke to 
investigate the magnetic properties of liquids, but was 
modified by Du Bois to measure the strength of fields. 

Fig. 1 is intended to illustrate the principle of the method, 
the actual apparatus being of a slightly more complicated 
nature. Aisa V tube containing a liquid of known per- 
meability (Du Bois used nickel sulphate and water). A 
magnetic field is applied to the narrower limb, so that the 
lines of force pass parallel to the liquid surface, some in the 
liquid and some above it. The pressure at right-angles to 


the lines of force, and hence at right-angles to the surface of 


‚Кто. 1. 


the liquid, is» H?/8 x in the liquid and н?/8х in the air 
above. The difference of pressure (и — 1) н?/8 ж causes the 
liquid to rise in the narrow limb until equilibrium is estab- 
lished—+.e., when (u—1) н2/8 ж = hpg. By tilting the 
tube as shown in fig. 1 and reading the elevation of the 
column by means of a microscope, Du Bois rendered this 
apparatus more sensitive and capable of measuring fields of 
Strengths from 500 to 10,000 gausses, with an error of less 
than half of 1 per cent. | 

2. Electrical Methods.—There are three electromagnetic 
effects which have been used to measure magnetic fields. 

(а) The induction of current in a conductor moving in a 
magnetic field. This is obviously the principle of the earth 
inductor, which, in conjunction with a ballistic galvanometer, 
provides the most common method for comparing fields such 
as v and H, and by calibrating the ballistic galvanometer 


Fic. 2, 


this instrument is rendered capable of giving accurate values 
of field strengths of small magnitude. 

In order to measure strong fields existing in small gape in 
electrical machines, &c., the earth inductor is replaced by a 
small search coil of known effective area connected to a 
ballistic galvanometer, of which the constant is known, or, 
more conveniently, to a fluxmeter giving direct readings of 
flux linkages. The introduction or withdrawal of the search 
coil changes the linkages by H x A, where H is the magnetic 
field strength and a the effective area of the coil. 

The search-coil method is applicable to fields of all 
strengths, the sensitiveness being dependent on the effective 
area of the coil. The coil can be wound on a small flat 
bobbin in order to facilitate its introduction ~into narrow 
gaps, and if a fluxmeter is used there are no troublesome 
calculations. These advantages probably render this method 
the most convenient for general practical use. 

(^) The motion of a conductor carrying a current in a 
magnetic field. The moving-coil galvanometer may be cited 
as a simple example of this general principle as applied to 
the measurement of a current, using a constant magnetic 
field. A similar apparatus could evidently be used to 
measure magnetic fields, using a constant current in the 
coil. The motion of the coil may be measured either by its 
deflection or by means of a torsion head. Such an instru- 
ment for use in small gaps has been devised by Stansfield 
and Edser. The motion of the coil is determined by the 
current passing and the intensity of the field. It is measured 
by means of a torsion head. The constant current (about 41; 
ampere) is supplied by a portable cell, and a commutator is 
also provided in order to obtain readings on the torsion head 
on both sides of the zero. 

The force exerted by a magnetic field of strength H on a 
conductor of length L carrying a current of C C. G. S. units 
is given by the product HC L. The application of this prin- 
ciple to the case of a liquid conductor provides a further 
method of accurately measuring large magnetic fields. The 
apparatus is known as Lippmann’s galvanometer, and is 
shoei diagrammatically in fig. 2. The central rectangular 
cistern A is connected to side tubes B and с; all contain 
mercury. Current is led in at the top of a by an electrode E, 
and passes out at F. 

The magnetic field is applied across the cistern, as shown 
by thearrows K K. The resulting force on the conducting 
fluid (H L C) is transmitted to the side tubes, and the mer- 
cury rises in one of them until equi- 
librium is reached, 3.¢,, when H L € = 
Ард дь; р being the density of 
mercury, g the gravitational accelera- 
tion, and à L the section of the mereury 
perpendicular to the magnetic field. 

(c) The variation of electrical resist- 
ance with magnetic field intensity. 
This phenomenon occurs to some slight 
extent in all conductors, and is probably 
allied to the Hall effect in which the 
equipotential stream lines are deflected. 
In bismuth the effect is very marked, 
the resistance rising rapidly and 
regularly with field strength. 

If a coil of fine pure bismuth wire 
be used as a resistance it serves to 
measure fields after having once been 
calibrated. It is found that RR and 
H are connected by an approximately linear law over a large 
range of H. The coil must be of pure bismuth, or this rela- 
tion does not hold. It must also be wound non-inductively. 

Unfortunately, the effects of temperature change are very 
large in the case of bismuth coils, and so the accuracy of the 
method often suffers on this account. There is also a time 
lag, although no trace of hysteresis has yet been discovered. 

3. Optical Method.—Although magneto-optics provides à 
multitude of examples of magnetic effects on light phe- 
nomena, only one of these has been found of service in the 
measurement of magnetic field strengths, viz., the magnetic 
effect on the plane of polarisation. When plane polarised 
light passes along the direction of a magnetic field the plane 
of polarisation is rotated through an angle Ө = c m where C, 
the constant multiplier of the field strength, is known 8$ 
Verdet’s constant. This fact has been used in special cases 
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to measure magnetic fields, but the application of such a 


method in practice is obviously limited. | 

Summing up, we find that the electromagnetic effects are 
the most fruitful of practical methods for measuring 
magnetic fields of all strengths, and that the search coil and 
-bismuth coil are the most likely to serve practical purposes 
satisfactorily. The latter has numerous disadvantages com- 
pared with the former, and is incapable of high accuracy 
under ordinary workshop conditions. The magnetic effecta 
provide general methods for the measurement and com- 
parison of weak fields, and one method of importance for 
strong fields. The use of the optical method is limited to 
special investigations. 

In the above discussion of the various methods we have 
considered their application to the measurement of steady 
fields only, that is, fields of which the intensity remains 
constant during a period of time sufficient for the taking 
of a normal set of observations, The measurement of fields 
of rapidly varying intensity, and of the rotating fields in 
modern a.c. machines, presents some features which deserve 
attention. 


In the first place, methods which are subject to time lag 


or hysteresis are obviously unsuitable for such measurements. 


On this account the bismuth coil method, which would afford 
a direct record, of the magnetic field variation on a recording 
galvanometer, has to be rejected. Du Bois’s method and 
the Lippmann galvanometer suffer from a similar disability: 
— the inertia of the fluid index and the difficulty of 
accurately recording the motion. . | JL 
No such objections apply to the search-coil method, but, 
if this be adopted, the electrical arrangements and the. 
capability of the fluxmeter of quickly following the flux 
variation become matters of primary importance. It should 
be possible to design an arrangement of this type with a 
recording mirror fluxmeter capable of investigating rapid 
changes of flux density. | | 
Although the optical investigation of field intensity is 
unlikely to beconie of importance in workshop practice, the 
applications of optics to magnetic investigations in the labora- 
tory bid fair to yield valuable results. The change of plane 
of polarisation with magnetic field intensity may be observed 
and measured in various ways, and affords a sensitive index 
devoid of time-lag, hysteresis or inertia defecta. | 


—— RD 


THE JOHANNESBURG TURBINES. 
Оск readers will recall that on May 31st of this year we 
published an article“ giving an account of the purchase, of 
steam plant by the Municipality of Johannesburg since 1907, 
when the gas engines failed. We summed up the results 
of an inquiry held by Mr. John II. Rider and Mr. A. М. 
Tippett, into the circumstances attending the submission of, 
and. reporting upon, tenders for a 3,000-Kw. alternator 
during last year. These gentlemen, called the Board of 
Inquiry, presented their report, and the town clerk of 
Johannesburg (Mr. John Taylor) presented the board's 
report, together with criticisms of his own, to the Council. . 

We expressed very strong views on this course of action, 
and we did so because we felt, and still feel, that for a lay- 
man to criticise the report of a board of experts on a matter 
of this kind, where they were specially instructed, in a letter 
under the town clerk's hand, to report to the Council as to 
which is the most advantageous tender for the Council to 
accept," was a highly unwise proceeding. "They were not 
instructed to report to the town clerk, and the town clerk 
was not instructed to report to the Council. Yet he treated 
the board's report as matter for a report of his own. It is 
not material that it was the town clerk who did so. Had it 
been the Governor of the Union of South Africa, we should 
still have considered it objectionable. 

Our readers will not need to be told that we had no per- 
sonal feeling in the matter. We did not even know the 
name of the town clerk. In this matter, we considered that, 
as a public officer, he had committed a most serious error of 
judgment, and that, in effect, is what we said in our article. 

The sequel to the eventa thus briefly summarised was a libel 
action on the part of the town clerk against the Rand Daily 
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een Darkest Africa," Vol. 70, page 381. 
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Mail. In opening the case, Dr. Krause, counsel for the - 


plaintiff, stated that very serious statements had been made 


by members of the Town Council, and it had been suggested : . 


that the action of the Town Council was not above suspicion. 


On June 13th one of the Councillors ** made very serious 
statements, and on June 14th those statements were published 


in defendant's paper, as well as with other statements, suggest- 
ing bribery and corruption. Afterwards the Rand Daily Mail, 
on June 21st, published our article, and considerable flutter 
in the dovecotes of Johannesburg was caused thereby. 
The town clerk sued the Mai! for £1,000 damages, 


and the action was commenced on October 28th, before 


Mr. Justice Ward. Eminent counsel appeared on either 
side, and the case occupied three days. . There was also an 
action in which the town clerk sued Mr. Rider for £1,000 


damages on account of the fact that he was alleged to have . 


published the libel by sending a copy of the ELECTRICAL 


Review for May 31st to Mr. H. J. Hofmeyr, a member of : 


the Town Council. : | 

The defendant newspaper denied that the plaintiff was 
asked to report upon the matter, but admitted the publica- 
tion of the words. It was denied that the article was pub- 


lished falsely or maliciously, or that it was defamatory. 


Alternatively, it was pleaded that the allegations of fact 


were trae, and were justified as expressions of opinion and. 


fair comment made in good faith and without malice on 
matters of public interest. | i rie 

Counsel for the plaintiff, in opening, admitted that the 
dates and general facts concerning the tenders, as stated in 


the article, were more or less correct”; and after he 


(counsel) had read the article and had made sundry state- 
ments amplifying to some extent the information available, 
Mr. John Taylor went into the witness-box. 


His examination-in-chief was directed towards proving | 


the facts surrounding the various purchases of steam plant 
by the municipality. This, and his cross-examination, 
occupied the whole of the first day, and most of the morning 


of the second day. During cross-examination Mr. Taylor 


was on three occasions reduced to silence, failing to answer 
the questions put to him. Much use was made of the word 


“ bumptious ” (which is, with one exception, consistently 


spelt ** bumptuous in the reports which we have before us, 


from the Rand Daily Mail). The dictionary defines the 


meaning of the word as offensively self-assertive," and we 
applied it to the report of the town clerk. Mr. Rider was 


certainly offended by that report, aud Mr. Taylor, in reply 


to the question “You have first sat in judgment?” said, 
*[ have had my say, certainly." 
highly appropriate. 

The next witness was Mr. L. E. Neame, acting editor cf 
the Rand Daily Mail, whose evidence dealt with the 


publication of the article in question, together with a leader’ 


dealing with it. | 
: He was followed by Mr. Rider, who gave evidence 
supporting his report ; and the last witness was Mr. Tippett, 
who was only called for the purpose of speaking as to the 


circumstances under which he was appointed. The case’ 


for the defence was then closed. | 

Counsel for the plaintiff then began his argument, and 
went on the lines that because Messrs. Rider and Tippett's 
report was characterised in the article as frank, fearless 
and reliable," the suggestion was that Mr. Taylor's report 
was none of these things. Of course it was not said or 
implied that this was the case. His report was frank. So 
far from being the reverse of fearless, we think it was very 
daring. It could not be reliable, because, as he admitted 
over and over again, he was not qualified to pronounce on 
technical subjects. There is nothing disrespectful in this 
Statement, but the fact is that Mr. Taylor is a solicitor, and 
not an engineer. The reference to iniquitous conduct on 
the part of the representatives of the public interest does 
not involve the town clerk, who is a servant of those repre- 


sentatives. 


Counsel for the defence began his argument on the third 
day. He pointed out that there was no imputation 
against the plaintiff, but that the main attack was directed 
against the tactacs of the Council. | | 

In the second. case—that against Mr. Rider—Mr. 
Hofmeyr was called to prove that he had received from 
Mr. Rider a copy of the ErnkcTRICAL REVIEW containing 
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the article complained of. Mr. Rider also gave evidence, 
and argument followed. His counsel described the action as 
one of the most paltry ever heard in court : and the opposing 
argument was that, by sending the copy, Mr. Rider had 
made an attempt to discredit the town clerk in the eyes of 
one of his employers. E | | 

Judgment was reserved. On receipt of copies of the 
Rand Daily Mail recently, containing an exhaustive 
account of the proceedings, we cabled to Johannesburg 
to ascertain. the results of the actions. Our information 
is that a verdict has been given against the paper for 
£150 damages, with High Court costs in addition, and 
against Mr. Rider for £5, with costs in the magistrates’ 
court. е. : ; | 

We have already given our opinion on the proceedings 
leading up to the action, and in what ‘has been written 
above we have tried, as reasonably as possible, to discuss 


the action itself, and have given the result of it. The. 


tender of Messrs. Reunert & Lenz was eventually accepted 
by the Town Council, and we are bound to say that, in 
view of the whole circumstances, we have nothing to add 
to, and nothing to withdraw from, our previous article. 
There is no doubt that our readers will agree, and the 
British public will hold the same view, that when a 
municipality invites expert opinion. expressly stating, through 
ita executive officer, that that opinion will practically govern 
its decision, and then flies in the face of that opinion, 
adverse comment will be forthcoming. and will appear to be 
abundantly justified. 2s 


CORRESPONDENCE. 
Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. 5 should forward their communi- 


cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


The Cayley-Robinson Furnace. 


A reference to the Cayley-Robinson furnace is made in 
the ELECTRICAL REVIEW, page 908, as an example of a 
furnace using steam economically. This remarkable little 
furnace uses я very slight jet of steam in order to keep in 
movement a column of furnace gas. The writer claims that 
steam jets for draught production fre never really economical. 
They serve a good purpose in many cases, and help to 
effect certain commercial economies. Cheap, dusty and 
dirty coal is sold at much less per heat unit than good clean 
coal. Such dirty coal will raise so much more steam for a 
penny than can be raised by cleaner coal, that some of the 
extra steam produced can be used to blow the fire, and 
economy will still be shown. But this does not prove the 
steam Jet to be economical. 
eliminate other systems of blowing the fires. 

In the Cayley-Robinson furnace the steam jet is а. very 
small affair in a small furnace, ard to substitute an air jet, 
however produced, would involve such mechanical complica- 
tion, that it would not be a commercial economy. Moreover, 
an air jet would introduce too much air into the furnace. It 
appears to be probable that the steam jet in the Cayley- 
Robinson furnace gives a gas-producer effect, the steam 
being split up and carbonic oxide and hydrogen formed. 
But the essence of the furnace is that the coal is distilled, 
and its gases are passed into a combustion chamber 
and whirled round in that chamber several times before 
being allowed to escape. Owing to this there is very 
complete mixture in a hot chamber of gas and air and 
ample time for complete combustion to take effect. "Thus 
the essentials of complete combustion are secured, but this is 
no evidence of steam jet economy. The ingenuity of the 
furnace lies in the way in which the burned gases are 


allowed finally to depart from the partially consumed mass. 


And this shows how the furnace could be improved very 
considerably, though it's operation may already be allowed 
to be an excellent example of perfect combustion. 

But the Cayley-Robinson furnace is after all not a boiler 
furnace of 500 H.. It is in big furnaces that the convenient 
use of.steam is so apt to prove both technically and com- 
mercially uneconomical. Further, it is not to steam, ns 


ta 


It is convenient ; it serves to 


steam, that the C.-R. furnace owes its smokelessness. It 
owes it to such things as are already indicated above, and to 
the absence of the cross-tubes referred to at p. 908. These 
cross-tubes are still in full vigour on the basis of “ extra per 


water pipe," so much—it was 40s. at one time, and their 
It should be called, 


surface is still called heating surface. | 
flame-chilling surface, for no good has ever been shown to 
arise from them, and they are contrary to all the teneta of 
good combustion. | 
WMW. H. B. 


The Institution of Electrical Engineers. 


Having started this correspondence, I am much interested 
in the subsequent letters, mostly from unfortunate indi- 
viduals who are in charge of large sub-stations at a “salary” 
of (apparently) 5s. to 20s. per week. The general cry seems 
to be“ The Institution is no good to us; let us have an 
Association.” This has always been the cry, and nothing 
has been, or ever will be, done in this direction. 

I should like to state that the Institution is the only sal- 
vation for these unfortunate and sweated engineers. Let 
them all join the Institution of Electrical Engineers, and 
the result, to their surprise, will be to find that owing to 
their number they will be able to push the Institution 
Council off its present too dignified perch, and make it look 


after the majority of not only its Members (who will be in 


the minority), but also its Associate Members. At present 
the argument is that it is to the advantage of the Members 
to keep down salaries. 
I advise engineers-in-charge to come into the Institation in 
a body and shout for themselves. | 

How can engineers-in-charge expect the Institution to 
benefit them when they will not join it? | 

| | | A. J. Abraham, 

Engineer and Manager. 
Aberdare Electricity Works, 
December 6th, 1912. 


I have read with interest the recent correspondence on the 
subject of improving the status of station engineers, and it 
is to be hoped that at last a genuine effort will be made to 
check this ever-growing lust for cheap labour, which 
threatens to become an infectious disease amongst the 
engineers and officials of both municipal and company under- 
takings. Of course, we all know that the wages paid are 
largely dependent on the demand on the market,“ and 
especially so when the workers are an unorganised body of 
men or have no Trade Union to support them. While Trade 
Unionism is excellent in many ways, its principles are hardly 
applicable to the trade, or rather profession, of: station 
engineering, and no doubt the necessary standardisation or 
attainment of a certain definite status can best be accomplished 
by the institution of examinations on soinewhat similar lines 
to those obtaining at present for marine engineers. 

The fact that à man can pass a certain examination is, of 
course, no absolute criterion of his abilities, but if he can 
only sit for the examination after attaining a certain standard 
of competency in practical work, then the main object of 
testing his fitness is only really an additional safeguard, and 
is necessary for registration purposes. If it is considered 
necessary that the engineer-in-charge of only the boilers and 
machinery on a steamer should have attained to a definite 
standard of training and possess a “ticket,” how much more 
important is it that the engineer in charge of the plant 
which, perhaps. supplies the electrical energy of an important 
industrial centre or town, or even a city, should have had a 
certain training or experience and be registered or the 
possessor of à certificate of competency. In the Colonies 
and many places abroad, engineers in charge of even com- 
paratively unimportant plants must possess certificates, and 
it is surely just as necessary in our country, where we depend 
so largely on engineers to maintain our industrial position in 
the markets of the world. 'The examinations for charge 
engineers could, perhaps, be conducted either by the Board 
of Trade, or by representatives of the Home Office and the 
Institutions of Electrical and Mechanical Engineers, and 
both first-class and second-class certificates issued. The 
Association of Mining Electrical Engineers have set us a 


This is a very poor argument, and 
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splendid example in this direction, and I believe the Associa- 
tion of Engineers-in-Charge are in favour of such examina- 
tions, while last and (let us hope) not least, our Institution 
of Electrical Engineers are beginning to open their eyes to 
the fact “that there is something rotten in the state of 
Denmark." Although many of us won't forget the days 
when it was possible for a marine engineer to drop straight 
into the position of charge engineer in a station, and at & 
salary, too, of about £3 10s. a week, yet we must remember 
that those balmy” days are over, and unless we make an 
immediate and united effort to drag ourselves out of the 
mud, we may very soon see the present balmy” (?) days 
О a week fading away, and our last cry will be—too 
ate 

| Flashover. 


Т agree with both “ Booster " and Motor Generator“ re 
status and salary paid to sub-station engineers. With refer- 
ence to Motor Generator's" remark that “in a few years 
the yard men or general labourers about the station will be 
expected to take charge,” I would like to point out that, on 
а certain system, there are men in charge of sub-stations who 
were at one time valets, milkmen and clerks. These men, 
who are without technical training, now receive something 
lixe 475 to £108 per annum. How does that compare 


with the man who has a technical college certificate, B.Sc. 


London, Hon., who willingly goes on the test bed for 15s. 
per week ? - | | 


living wage for the lucky milkman. 

Some years ago I suggested the formation of an association 
whose object was to refuse. pocket money for men's work 
and demand a fair salary. For, surely, the 58., 10s. and 15s. 
man must have private means, and while working for such a 
salary, he is taking the bread from another man's mouth. 

Form an Association ! 

W. M. E. 


The Official Balance. 


The writer was interested to read the f urther remarks. on 
the above subject by A. M. I. E. E.,“ and to learn that his 


experience on ship work extends over 16 years, and is more 


than ever at a loss to understand the laboured methods 
adopted to overcome a.commonly experienced difficulty. 
We are now assured that the 140-H.P. motor was not 


immersed in water,and was only suffering from general. 


dampness. The great difficulty with which the insulation 
was got up to standard, would point either to the poor 


quality of the insulation used in the motor, or to exceptional: 


carelessness in allowing rain and water to damage it. | 

If „A. M. I. E. E.“ is so alive to the care needed in looking 
after electrical machinery on shipboard, how is it he found 
his motor in such a bad state ? 
why did he not blame the dockyard authorities (to whom we 
may assume he was sub-contractor), and insist upon them 
helping to get the insulation up ? 

It is the writers experience that when trouble arises, 
due rather to bad luck than negligence, both dockyards 


and shipyards will always give assistance to a sub-contractor, 


as they have all the necessary gear for tackling awkward 
jobs. It seems incredible that а responsibl&engineer should 

ave burnt charcoal in a confined space. Хо. wonder the 
men were knocked up! 

Why was a coke fire quite out of the question? Has 
*A.M.LE.E." during his long experience never seen a 
riveter's coke fire in a confined space? Then, again, a 
careful engineer would have measured his head room before 
attempting to move the armature and decided accordingly 
what was the best action to adopt. 

Why was it necessary to work with only a tallow dip for 
light, when * A.M.I.E.E." tells us that current was avail- 
able for lighting purposes? Surely temporary leads might 
have been fixed up as in other parts of the ship. 

After baking the coils, would it not have been better to 
allow them to cool down before returning them to the ship ? 
The writer is under the impression that coils when hot will 
. absorb moisture much more readily than when cold. Could 


not some dry sacking and sailcloth have been found to pro- 
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Of course, the members of ће I.E.E. are business men, 
and, as such, must go to the cheapest market; hence the 
exceptionally low salaries for brains and the somewhat of a 


agree him when signing indentures. 


If be was not responsible, 
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tect the coils during their hazardous journey of one-third of. 


a mile ? | 

We are given fewer details with regard to the drying out 
of the controller, but the writer's experience is that by 
carefully drying such parts as micanite insulators between 
the resistance grids, very little difficulty is experienced in 


getting modern well-designed controllers through the insula- 


tion test. | 
The writer, having had too many troubles of his own on 
shipwork, is not given to belittling other people's mis- 
fortunes, but he strongly objects to futile methods being 
disguised as insurmountable and unique difficulties, and is 
still of opinion that the original article affords amusing 
reading. | 
Representative. 


Arbitration: Recent Decisions. 


I, for one, do not in the least follow Mr. Valentine Ball's 
line of reasoning. Will he be good enough to cite the 
" recent decisions," the effect of which on the Arbitration, 
Clause (page 938, last issue) he is endeavouring to make 
clear ? 

His question is, shortly : How to secure an agreed arbi- 
trator? And his first (and, presumably, his most favoured) 


answer is: Make the engineer the arbitrator subject to an 


action to unseat him. 


This line of reasoning seems to me the mental equivalent. 


for the cat chasing its tail. Mr. Ball has categorically 


stated in the earlier portion of his article four specific. 


cases in which the engineer will be disqualified, and we have 


no assurance that others will not arise, the millennium not 


being here yet. 


Why, then, choose him, when such a wide choice is open, 
to you admitting of no doubt whatever as to qualification. 


namely, the 
Institutions? 


presidents for the time being of any of the 


It may be answered: But the parties may not be able to 


That may be. 


Some people will disagree with the solar system. How very 


much less likely —human nature being what it is—are they 


to agree the paid officer of the purchaser, be he never, 


во good a chgp—which, of course, he always is. 
| Omikron. 


[Our correspondent apparently has not consulted the 
full text of the paper, of which we gave only a brief abstract. 
He, will find that in the original Mr. Ball quoted chapter 


and verse in support of his st&tements regarding . recent 


decisions.— Ерз.. E. R.] 
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| The Earthing of the Neutral. "esee 
In your leading article under the above title in the 


ELECTRICAL REVIEW of December 6th, I notice a reference 
to my remarks in the discussion on the subject of electro- 
static leakage indicators on extra-high-tension systems. I 


venture to think, however, that you have somewhat mis- 


understood my reference to these devices. 


My point was not so much that the electrostatic volt- 


meter of 10 years ago was unsatisfactory. (A “box of 
tricks" was the unparliamentary expression of which I fear 
I was guilty, this being somewhat freely translated by 
you as * во unreliable as to be practically useless.”) Mv 


point was rather that, at the present time, any mistrust оѓ . 
well-designed instruments of this nature was quite ground- 
less, while I was forced to confess that such a statement, 


could hardly have been made in connection with the earlier 
models. | 

If I may be allowed to transpose two of the sentences in 
your article, I venture to think that they put the whole 
matterin a nutshell. You say, * Twelve years ago we were 


familiar with many examples of such instruments in use on 
ordinary low-tension circuits and on circuits of 2,000 volts, . 


and that was about as high as could readily be found-in the: 


United Kingdom at that time," but of course, Mr. Peck - 


— 


considers pressures of all magnitudes, and it was а sign: of 


4 


the times to hear him speak of 2,000 and 5,000 volts a. 


EE 


* low voltage. 


Now it is precimely because working pressures ha 
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greatly increased of late years that porcelain insulation bas 


replaced ebonite, and cast-iron cases connected to earth have 
superseded the once fashionable case of insulating 
material. 

This being so, I trust you will agree that my remarks, far 
from being, as you suggest, an animadversion on electro- 
static volumeters'"" were really a eulogy, in which I am 
more than pleased to find that you are prepared to join. 

I should not trouble you with this letter, but that I am 
loth to let it be thought that I could, even for a moment, 
have proved faithless to so early a love of mine as the electro- 
Static voltmeter. 


Hendon, December ih, 1912. 


Kenelm Edgcumbe. 


In commenting on the discussion on Mr. Peck’s paper in 
last week's issue, you make the statement that the carbon 
powder earthing resistance which I advocated was not new, 
as a similar resistance had been made by the B.T.H. Co. 
some years ago. As this statement is somewhat misleading, 
I should be glad if you would allow me to make a 
correction. | 

Although it is quite true that the B.T.H. carbon rod 
resistances possess a negative temperature coefficient, this 
property is of no value when the resistance is used in con- 
nection with spark gaps for minimising the effect of surges ; 
whereas, on the other hand, the negative temperature 
coefficient is of great value in an earthing resistance, a use 
to which the carbon rods cannot be put. 

During the discussion on Mr. Clayton’s paper in April, 
1910, I went to some trouble to explain the difference 
between the carbon resistances of the compressed form and 
those in which carbon powder was employed, the chief point 
being that as soon as a crack developed in the compressed 
carbon the whole resistance became useless, whereas with the 
carbon powder no such trouble could arise. | 

While not pretending that the use of a resistance having 


a negative temperature coefficient is new, I venture to 


suggest that its peculiar advantages, when used as an earthing 
resistance in the neutral point, have never been put forward 


by anyone else. 
| H. Brazil. 
Beckenham, December 10/5, 1919. 


Patents and Inventions. | 


 Admitting that the paragraph appended to Mr. А. M. 
Taylor's letter of the 26th ult. may modify the statement called 
in question, the fact still remains that he, in his official capacity 
as a member of the Council of the Institution of Electrical 
Engineers, has advocated legislation in favour of one class of 
the community without stating what are the needs for and 
possible results of the same. о: 

The author of the address does not give the definitions 
asked for, but perhaps, at this stege, it is not of importance, 
as, in this letter, I prefer to confine myself to asking him for 
proof of the need for the said legislation. 

Speaking with upwards of 25 years’ experience of engineer- 
ing factories, including electrical, no cage occurs to my mind 
where an employé has been deprived of the benefits due to 
him. At the same time, it is only fair to say I cannot 
recollect an employé attaining affluence by the same means. 

Doubtless, before writing his address, Mr. Taylor gave 
this matter much more careful study than has been poesible 
for me and can readily quote cases of hard+hip such as he 


desires to redress. 
Something Wrong. 


Personal Liberty. 


The North-Eastern Railway men have struck work 
because an engine driver has been reduced for being drunk 
in his own time. They argue that this is an interference 
with personal liberty, and may lead to further such inter- 
ferences. Had they strack work on a demand for a further 
investigation into the doubtful question as to whether the 
man was, or was not, drunk, I should have had nothing to 
say, for magistrates are often so egregiously wrong in their 
decisions, that I confess to many doubts on many findings. 


But if the man was drunk I do not think that any rational 
being would regard his being put back in rank as an un- 
warranted interference in his private life. An engine driver 


on a railway, and an engine man on a coelpit head, working: 


the winding engines on which miners' lives depend, have no 
private lives in the sense that other men have. "They have 
private rights up to a point, as we all have, but their actions 
in certain directions are, and must be, limited. A shop 
walker, or a joiner, mA drink to excess, and with less 
serious consequences to the public. An engine driver who 
gets drunk in private life endangers, it may .be, a thousand 
members of the public in a mass. There must be limits to 
the private life of every man, and such limits are drawn at 
the point where private action involves public danger. Is it 
not illegal to lay poison in a man’s own garden? To drive 
a motor-car to the public danger ? | 

The railway men have surely made a grievous error in 
striking on such an excuse as this. 


drunkenness in any person on whose sobriety and nerve the 


safety of the public depends. A man cannot become drunk: 


in private and remain a safe man in public, and though no 
general statement can be made as to what is, and what is 
not, justifiable interference, all men of sense would soon 
come to a decision on individnal cases as they arose. The 
strikers evidently contend that it matters nothing that 
drivers should be drunk so long as they are not drunk 
on duty. 
among the general public, but they might. secure con- 
siderable support for a demand for inquiry into the 
magistrate's decision. | 

| В. 


— n 
NOTES FROM CANADA. 
| [FROM OUR SPECIAL CORRESPONDENT. | 


THE Ontario Power Co., at Niagara Falls, whence the 
Hydro-Electric Power Commission obtains its supply of 


current, intends to install a thirteenth unit of about 


12,500 H.P. Nos. 11 and 12 are being erected now, but 
the demands on the station, due largely to the requirements 
of the Commission, are such that further extensions must be 
undertaken. 


. The Commission already referred to has recently exercised, 
for the first time, its power to order wires to be placed under-. 
ground; this has been done in the case of the city of . 
Hamilton, where, in the busiest sections, all wires (including 


telephone and telegraph wires) must go underground. . 
It is stated that the town of Galt is also applying for a 


similar ruling, so that the local companies may be compelled 


to do away with overhead wires in the centre of the town. 
It is probable that, in most instances of this kind, the muni- 
cipality will lay the conduit system, and rent to the various 
companies such portions as are required by them. | 

The Dominion Government Department of Mines has for 
some time been experimenting with a 100-ton electric furnace 
for electric smelting ; a report will shortly be issued on this 
subject tending to show that electric smelting of Canadian 
ores is commercially possible. | 

It is estimated that if а canal were built connectin 


| Lakes Manitoba and. Winnipegosis, a fall of 18 ft. would 


be secured near the town of Dauphin, Manitoba, from which 
some 40,000 H. p. could be generated. The Board of Trade 


of the Town of Dauphin, Manitoba, is taking the matter up. 


with a view to a supply of power being obtained. "n 
The Toronto Harbour Commissioners have recently 
presented to the City Council elaborate plans for improvement 
of the harbour. Aesthetic, as well as practical considera- 
tions have been taken into account, and vessels having a 
draught np to 24 ft. can be accommodated under the new. 
scheme. There will be freight sheds, warehouses, factory 
buildings, &c., together with proper railway ‘facilities. 
The factory buildings which it is proposed to erect 
on what is now waste ground, are estimated to yield.a 
ground rent revenue of about £100,000 per annum. 


Common-sense’ 
forbids all consideration of such a personal liberty as private 


They will not gain much support for this view 


—— 
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. There will be boulevard driveways on the water front, with 
bridle paths and walks, &c., for a distance of 11 miles. 
For dredging purposes, electric lights and searchlights 
. will be provided, so that work can be carried on at 
night as well as by day. Inside a breakwater, which it is 
proposed to build, a large space is to be filled in, 
25,000,000 cb. yards of material being required for this 
work. The estimated cost of the whole scheme is nearly 
£4,000,000. | 


PROFIT-SHARING AND LABOUR 
CO-PARTNERSHIP. 


— — ———À 


By GEORGE JOHNSON. 


BETWEEN Capital and Labour, two (though they should not 
necessarily be) antagonistic forces, there is a mighty unfilled 
space, which we may term the recognite and reconciliater of 
interests, awaiting the labours of social and industrial 
‘reformers. From a natural point of view, the attention that 
has been bestowed on the subject has not led to much 
practical application, excluding, of course, the Co-operative 
Society movement in the provinces ; this movement relatively 
may be said not to exist in London. 

Mere profit-sharing, which is quite different from co- 
partnership, has its limitations, and, so far as it has been 
applied, it may, generally speaking, be regarded as a 
temporary paliative for the ills that exist between the two 
opposing forces we have mentioned. In certain industries 
ita application is comparatively easy and its advantages are 
obvious ; but, in general, there are many difficulties to be 
encountered and surmounted, and not the least of them is 
the growth and power of Trade Union federations, whose 
interests, it is often asseverated, are diametrically opposed 
thereto. 

The International Co-operative Congress in 1896 defined 
profit-sharing as the agreement freely entered into by which 
' the employé receives a share, fixed in advance, of the profits. 
The profits are understood to be the actual net balance of 
gain realised by the financial operations of the undertaking 
in relation to which the scheme exists. It follows, therefore, 
that the payment of bonus on output, premiums proportionate 
to saving effected in production, commission on sales, and 
other systems under which the amount of the bonus depends 
upon the quality or amount of the output or volume of 
business, irrespective of the rate of profit earned, do not 
constitute profit-sharing. IE. 

It will thus be seen that: co-partnership is practically an 
extension of profit-sharing. | 

Broadly, there are two modes of affording the worker an 
interest in the undertaking by which he is employed—viz., 
profit-sharing and co-partnership. б 
Mere profit-sharing, as at present practised, іп the main 
consists of gratuitous or voluntary payments, with generally 
no legal right thereto, and an entire absence of the element 
of co-partnership. 

Co-partnership exists only in those cases in which the 
worker receives, in addition to the standard wages, a share 
of the profit of the undertaking, that share, or a part of it, 
being accumulated in the business to enable him to obtain 
the rights and responsibilities of a shareholder or a partner, 
as the case may be. . 

The subject is one that is likely to come prominently 
before the public mind in the future, | 

To those who evince practical sympathy with the ameliora. 

tion and uplifting of the lot of the worker, improved rela- 
tions between employer and employed, industrial efficiency, 
the greater security and the extension or expansion of our 
industries, the recent report by the Labour Dépertment of 
the Board of Trade оп Profitesharing and Labour Co- 
. partnership " will be found of great interest and assistance. 
The Report furnishes, after the usual introduction, a 
general summary of profit-sharing and co-partnership in 
private firms and companies, a detailed account of schemes 
of various. types, opinions of employers as to results obtained 
by profit-sharing and co- partnership, profit-sharing and part- 


nership in co-operative societies, the conversion of ordinary 
business into co-operative societies, and other valuable 
matter, which it is impossible to discuss in detail in the 
limits of this brief article. | | 

lt would appear from the data in the chapter or section 
relating to the application of such schemes to private firms 
and companies, that 299 profit-sharing schemes have been 
born up to 1912, of which 166 are now defunct, leaving 133 
with an employment of 106,189 workers. "There seems to 
have been only one scheme prior to 1865. "This number 
of 133 is obviously remarkably small for a nation of traders ; 
but the report is hopeful, and it is gratifying to observe that 
out of the 299 schemes inaugurated, 104 have been sterted 
since 1900,and that 86 of the 104 were in existence in 
August, 1912. 

The facts set forth in the report prove that the adoption 
on one or other of the numerous forms of the profit-sharing 
system is capable of affording to employés considerable 
advantages. These advantages include the opportunity of 
receiving an addition to their normal remuneration, the pro- 
vision of special facilities for thrift, and in many cases, a 
certain measure of control over the management of the 
undertakings by which they are employed. At the same 
time, the opinions of employers quoted or summarised show 
that the methods of profit-sharing and co-partnership are, in 
numerous instances, considered by practical men, who base 
their judgment upon actual experience, to produce excellent 
results in the direction both of developing a higher degree of 


efficiency on the part of employés and of bringing about those 


harmonious relations between employers and employed. 


DIGGING POLE HOLES WITH DYNAMITE. 


SOMETIMES it is necessary to set a pole jn very hard clay or frozen 
earth. Under these conditions, dynamite can be employed to advan- 
tege in digging the pole holes. 

The illustration, fig. 1, from Popular Electricity, gives a very 
good idea of how this is accomplished. A chuck drill for eub-soiling, 
as shown in fig. 2, is used for making the hole. It is made of 14. in. 
wrought-iron pipe. The part A is 4 ft. long, with a full-threaded 


SURFACE OF GROUND _ 


Fig, 1—METHOD оғ DrGarNG Роге Hones, USING 
DYNAMITE, 


tee at one end. A steel, pin-shaped point, 6 in. long, is welded into 
the other end of the pipe. The handle is made up of two 12-in. 


pieces of 1}-in. pipe screwed into the tee at H. A piece of 1{-іп. 


pipe, K, 4 ft. long, that is threaded at one end and provided with a 


coupling at the other end, is intended for use as an extension for 
the main part A. | i 
The drill can be buried by one or two men. The hole is made 
about 6 in. less in depth than the hole which is to be obtained by 
blasting. The cap and fuse is attached to the dynamite, and it is 
dropped to the bottom of the hole without tamping ; that is, no 
earth is to be placed on top of the dynamite, so that there will be 
practically no resistance between the dynamite and the surface ; 
then light the fuee and get out of the way. ACE 
The method is simplicity itself. as the chuck drill will almost go 
through solid rock. Of course, in solid rock, it is necessary to use a 
solid bar and sledge. — 
Regarding the amount of dynamite necessary, the use of a $ lb. of 
60 per cent. Atlas or Hercules dynamite is ample for  &-ft. hole. 
Du Pont dynamite, 60 per cent., is recommended, ss it is quick 
acting, and follows the line of least resistance (the untamped hole) 
in such quick time as to have practically no shattering effect on 
the ground, except within the immediate radius of the drilled hole. 
The number of holes that can be prepared and shot in & day 
depends upon the men and the character of soils. Two men are 


able to punch, load and shoot in the neighbourhood of 200 holes 


per day. Asan exampleof the work where the blasters must firmly 


` tamp all holes, such as when sub-soiling in agricultural work, two 


men oan shoot 194 holes on 15:ft, centres. 


950 


E 


. Of course, the telephone 
„pole holes are further apart, and the men must cover more 
distance. 

A portable magazine should be used for carrying the dynamite, 
and the instructions which accompany the explosives asto capping, 


„firing and handling, should be carefully read and followed. 


¢ 


| . invariably be purchased in quantities, 


As to the average cost per hole, 60 pev cent. dynamite costs about 
22 cents а lb. One cartridge, that is } Ib., is enough for a hole. 
‚ Allowing 1 cent for the cap, and about 2} 'cente for the fuse, the 
' total for material will be about 15 cents. The labour cost will be 
for about 100 holes per man per day. 

Of course, for work of this class, the materials will almost 
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Fig. 2.— DETAILS OF THE CHUCK-DRILL. 


i 


The advantages of quantity 
prices can be obtained, thereby reducing the cost even below these 
"figures. 

The instructions furnished by the makers for handling the 
dynamite are very complete. Asit is really a very simple matter 
to handle it safely, this method of making holes should be 
extensively used. H. R. VAN DEVENTER, in Telephony. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


An Avery Weighbridge at Sunderland. 


L The Sunderland Electricity Department has recently installed a 
new weighbridge, the manufacture of which, and the alterations 
to the gantry, were entrusted to Messrs. W. & T. AVERY, LTD., 
of Birmingham. The machine is entirely self-contained, the principle 
of construction being the three-levertype for which it is claimed all 
torsional stress is avoided, and the platform allowed to swing in 
the direction of the traffic, thus preventing undue shock and wear 
to the knife-edges and bearings. 

The frame is fitted with joggle joints, machined and bolted 
together, which prevent any shifting under stress which would 
result in variation in weighings, and the platform, measuring 
17 ft. x 6 ft., is fitted with steel rails fixed at the usual regulation 
gauge of 4 ft. 84 in. 

The wearing parte—in a machine of this character, of great 
importance—are made of special high grade steel, shaped, hardened 
and lapped, on the interchangeable system which ensures rapid 
replacement, and after the exchange the machine will continue to 
weigh accurately. 

The pillar is of the arch pattern, and the steelyard is of the ticket 
printing type, which indelibly prints the weight on a ticket at the 
, time of weighing, both gross and tare weights being printed on the 
same ticket, thus avoiding all disputes in accounts. There are no 
` loose weights to be handled or mislaid, as the steelyard is graduated 
tot its full capacity of 30 tons by divisions of 7 lb. The fixing of 
the weighbridge was quite exceptional, as all the coal for the 
‘station comes in from the colliery over а single track gantry 
running at a height varying from 10 to 26 ft. 

In order to erect. the weighbridge it was necessary to entirely 


i „pull down one seotion of the gantry and rebuild it with the weigh- 


W. 


* 
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. bridge. fixed with the rails on & level with those on the gantry. 
‚ Owing to the necessity of. non- ША сегел with the coal supply, 
‚ A ghozt . time.could only be allowed. and the replacing the section 
of the gantry, and placing and adjusting the weighbridge in pósi- 
, tion, was completed in 27 hours. 

Tha whole work was carried out by the. local branch of Messrs 
& T. an Lid. 


„ Steam and Water Meters. A^ qe 


s.e, 


фаз лә 


ы m 
e енен and’ patented “flow meters” for atesm,. water'and- air 
nthe principles of the Pitot tube and the Venturi meter: the 

pes i$ applicable to pipes of any diameter down to 2'in.; while 
.the latter is used only for pipes of 2 in. diameter or Jess. The 
, meters for steam differ very little from those used for air or water. 
In the case of the Pitot tube type, a "nozzle plug having suitable 

. perforations, on, opposite sides of an internal partition, is screwed 
, into the pipe in which the Bow is to be measured, and the respective 
ats of openings are connected to a mercury manometer on which 
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the pressure difference is registered. In the other type an “ orifice 
tube is inserted in the main flow, having a tapered constriction 


. at which the pressure of the fluid is reduced owing to the increased 


velocity, in accordance with the well-known principle: the loss of 


| pressure —which | is, of courtze, regained when the fluid has passed 


Valve . юле 
Separator SH 
лл Driice Tube 


FIG. 1—ABRANGEMENT OF B. T. H. Fiow METER. 


the constriction;—is measured in the ваше way as in the former 


type. We illustrate in fig. 1 an "orifice tube meter connected 


with an indicator, which is shown in detail in fig. 2. 
The body of the indicator consiste of an iron casting cored out as 
shown to form a U-tube, the change of level of the mercury being 


communicated to the mechanism by & float and cord. As the tube 


must he closed, a magnet on the spindle of the pulley is used to 


control a magnet attached to the external pointer, a oopper plug 


between the two magnets serving asa non-magnetic wall to the 
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‘tube at this: point; and ag: a. damper - %р- prevent oscillation.: - A 


„target adjustable from. the outside: is provided, to. indicate the 
normal rate of flow desired, The scale is calibrated according to 
the nature of the fluid to be measured and the unite used, as for 


example, lb. of steam per hour (at given pressure, superheat, &o.), 


gallons of. water per minute, envic. feet of free air per minute,.&c. 
megessaty:if a meter is to be used 


under changed conditions. 


has been devised to overcome this difficulty. 


. introduced a semi-automatic panel, with ' 


dition of service. 
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The meter illustrated is of the майна type; a portable instru- 


ment is also made, which, unlike the former, is capable of a great 
. variety of applications without recalibration, the indications being 
given by a mercury manometer, which can be inclined so as to: 
. vary the sensitiveness over a very wide range. 


The readings aro 
interpreted with the aid of a set of scales. 


the rate of flow on a moving chart; this is actuated by the un- 


. balancing of & U-tube partially filled with mercury when there is 


a difference of pressures in the limbs of the tube. As the scale of 
the ordinates varies throughout, the ordinary planimeter cannot 
he used to integrate the records and determine the total amount of 
fluid that has passed the meter, but a specia] B.T.H. planimeter 
It will be seen that 
considerable ingenuity has been expended in devising this series of 


| apparatus, which should prove of great utility to the station 


engineer in these days of minute analyses and кошш 
records, 


A Semi-Automatic Panel with “Inching” Features. 


Tye ADAMS MANUFACTURING Co., LTD., of Bedford, have recently 
‘inching " features and 
wide speed control by shunt regulation. 

These panels are made up in two separate parts or in one complete 
unit, as may be required, and are furnished with a main р.г. quick- 


. break switch of robust. construction. 


The semi-automatio starting switch is so arranged that, by one 
single upward movement of the handle, the motor is started and 
automatically accelerated in a predetermined time, regardless of the 
operator, the time element being adjustable. 

The working of the switchgear i is made visible by means of a glass 
panel, which is fitted in the side, and a push patton is provided by 


FId. 3.— 


"IGRANIC" SEMI-AUTOMATIC STARTING PANEL, 


which the motor can be instantly stopped. When furnished with 


an overload trip, this is operative throughout the starting period. 
By means of the magnetic switch, the panel can be mounted in any 
suitable position. 

All circuit making and breaking is removed from the etarting 
switch and is handled under the best possible conditions and under 
the influence of a very powerful magnetic blow-out. Mounted 
together with this switch is & shunt field regulator giving a wide 
speed range. 

- The panel consists of four ‘independent units, making the 
equipment particularly flexible and applicable to almost any con- 


Prometheus Convector. 


THE BRITISH PROMETHEUS Co., LTD., of Salop Street Works, 
Highgate, Birmingham, have introduced a new design of convector, 
which has been extensively installed on board ship; the elements 
are made on the company's well-known system, and are guaranteed 
for five years. The company is adding many new designs to ite 
series, and has showroomsin London, which are very fully equipped 
with cooking and heating apparatus, and are open for the use of 


. contractors and their customers. . 


* 


set, are that it may be fixed either on the wall or on the table, and 


^ 


The Adnil “ Autocom Telephone. 


THE ADNIL ELECTRIC Co., LTD, of Adnil Byildings, Artillery 
Lane, E.C., have brought out a new type of intercommunication tele- 
hohe under the above title, which we illustrate in fig. 4. The special 
eatures of this instrument, which is fitted with a hand-combination 


chat a ftve-line set can be increased to a 20-line set without removing 
it from ite position. These points will appeal both to the contractor 


and to the user, the advantage of being able to start with a small 


system, and extend it as may be found desirable, being especially 


“attractive. In this type of instrument calls may be recived and 


answered irrespective of the position bf the line selector at the 


station called, and cross-talk is reduced to a minimum. 


Lastly, a recording 
. instrument of more elaborate construction is made, which records 


had been a "short," it had knocked him down. 


It is 


Fia, 4. —ÁDNIL CONVERTIBLE "AUTOCOM "` TELEPHONE 
AS WALL: BET. 


| normally arranged for common-battery working. The conversion 


from wall to table eet is effected by the addition of a flexible cable 
and connecting-box. 


' М 
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LEGAL. 


| F. W. POTTER & co. r. OPERA OMNIA, Ітр., 


1х the Shoreditch County Court, before his Honour Judge Oluer 
on Tuesday, Messrs. F. W. Potter & Co., of Phipp Street, Shoreditob, 


sued Opera Omnia, Ltd., the proprietors of the National Vibro 


` Massage Co., of Chapel Court, Borough High Street, to recover 


£76 178. 4d. for goods supplied, being electric vibrators and hair 
dryers, to be used by bairdressers. There was a counter-claim of 
£35 98. principally for the expense the defendants had been put to 
in making the vibrators and huir dryers interchangeable. Samples 
of the articles were produced in court, and were very carefully 
examined by his Honour. 

Mr. Werthemier. barrister, appeared for the plaintiffs, and Mr. 
Blanco White for the defence. 

Mr. H. F. JoEL, M. I. E. E., manager of the electrical department 
of the plaintiffs, said he was great friend of Mr. Ansell of the 


. defendant firm, and together they agreed on the various changes 


that were made in the original model of the vibrator and drier. 
All of them were supplied as arranged. It was an impossibility 
to make the drier interchangeable with every vibrator. He had 


heard of Barker's electric vibrator, but did not know they were 


interchangeable. They had from time to time effected alterations 
in the fixinga of some of them to please the defendante, but not that 
they were really called upon to do so through any че in 
them. 

МЕ; LEACH then went into the box and said his fi v were the 
Adnil Electrical Co. | 
J COUNSEL: " Adnil," your firm go in for a Latin name. 

His HoNovR : Does it mean useless 

Witness: No, air. „ 

His Honour: He says it does not. It is bad Latin, anyway. 

Witness: The wife of the proprietor of the firm is named Linda, 
and it is her name reversed ; that is all the Latin there is in it. 

Witness went on to say that these dryers and vibrators could not 
be made interchangeable to be a good job. He had never heard that 
Barker's were made interchangeable. Potters made motors for 
them, and their work was always of the very best. If the dryer, 
when fixed to the vibrator, was loose, he was quite willing to agree 
that it would be extremely bad for the unhappy person in the 
barber's chair, as they might very reasonably think their head was 
coming off. 

For the defence, MR. ANSELL went into the box and said he, right 
from the start, was continually harping upon the necessity of the 
two being interchangeable. They were practically useless unlesa 
they were. If they were not, it meant that, if a customer purchased 
a vibrator and afterwards wanted a dryer, he would have to return 
the vibrator to allow of а dryer being specially fixed to it. That would 
not be a commercially sound arrangement. Witness told the 
plaintiffs that he sold a good many more vibrators than dryers, but 
that he wanted them to fit each other. They could be madeto do so 
quite easily, and it should have been done by such a firm as the 
plaintiffs. Barker's dryers, which were fans, and not hot air, like 
theirs, could be interchanged ; that he had been told by hairdressers, 
and, naturally, they would fly to the easiest one to fix. He had never 
expressed himself as satisfied, and if there was О.К." on the 


invoice it did not refer to the quality only, nor to the quantity. 


Repairs and alterations were carried out on the goods supplied, and 
the accounts for these were sent on to the plaintiffs as they camein, 
showing. that they always. considered: the plaintiffs liable- for. not 
supplying ap required. . There were defecte in the vibrators because 
there were shorts, and when he had had one in his Hand, and there 
. Thé: shorts 
were caused by the two poles or wires touching the metal case. 
They were not told- there, might. be shorts until half of the 
vibrators had been delivered. He certainly would never have 
ordered the dryers had he known they would not have been made 
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interchangeable. He spoke of it almost daily, and, therefore, was 
not as careful as he might have been in putting it in the order. 

His HON OUR: Your order simply saye, as per pattern with im- 
proved connection.” 

Witness: Yes, and that was never carried out, . . 

His Нохосв : Has the pattern or the connection anything to do 
with the interchangeability? . 


Witness: Both have. Witness went on to say thatthe dryers supplied 


flew off from the vibrator, and he nearly had an accident with one. 
It would obviously be dangerous for a hairdresser to use them in 
that state. 

Cross-examined : Witness said his contention was that he was 
not liable because of the failure to supply them interchangeable. 
They had tried to make them fit, but had failed to do so. The 
гаво bad offered to fit 36 dryers to vibrators, but he could not 
et them do that, as he had not got the vibrators now. He did 
not consider there should be more trouble in fitting a dryer to a 
vibrator than there would be in fitting any bayonet to any gun 
of the pattern for which it was made. He admitted he had not 
prooeeded with the patent, that being because there was euch a big 
supply from Germany, although not at the price he could produce at. 

Other evidence was given as to the defects in the vibrators, and, 
finally, JUDGE SMyLy found for the plaintiffs on their claim, less 
£9 1s., making £67 16s. id., and for the plaintiffs on the counter- 
claim, with costs. 


GREVENEBR r. STOREY, 


IN the Shoreditch County Court before his Honour Judge Smyly, 
K.C., on December 4th, Julius Grevener, of 46, Southwark Street, 
S.E., electrical fitting manufacturer, sought to enforce payment 
from James Storey, of 290, Romford Road, Forest Gate, of a debt of 
£5 15s, 7d. | 

The Defendant said he did electrical work and traded in arc 
lampe, electrical fittings, and so on, The rent he was paying was 
£28 а year. aa arr Ba: | 

Mr. RoBiNsoN (for plaintiff): This debt is for electrical goods 
supplied, and he has paid nothing. He has had our goods, used 
them or sold them, and now calmly offers to pay us 4s. a month. 

Defendant : I have every desire to pay, but І am driven to doing 
what I am doing by municipal competition. All I earned up to 
last Friday was 108. for the week. I have a family of eight 


children, and only one of them helps me. 


"E 


b 
` 
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JUDGE SMYLY : It doesn't sound flourishing. 

Defendant: Then they are pressing me for the rates. 

Мв. RoBINSON: You must expect that if you do not pay. 
JUDGE SMYLY made an order for payment at 4s, a month, 


TRAMWAY ACCIDENT CLAIM. 


Ax elderly lady, named Wells, residing at Lewisham, was, in the 
King's Bench Division, on Wednesday, awarded £85 damages 
against the London County Council for injuries sustained by a fall 
from an electric tramcar in the Deptford Road on the evening of 
January l9th last. The plaintiff's case was that the car stopped 


at the oorner of the Devonshire Road, and that as she was іл the 
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act of leaving it, the car started with a jerk, throwing her into tbe 
road, as & reeult of which she suffered injuries to the face and 
shoulder. She alleged that the place where the accident happened 


was marked as & compulsory stopping place up to the time of the 


accident, but that it had since been sltered to “stop if required." 
The defendants denied negligence, and pleaded contiibutory negli- 
genoe on the part of the plaintiff in endeavouring to leave the car 
while in motion. 


NATIONAL TELEPHONE Co. 


ON the application of MR. DANCKWERTS, K. C., with the assent of 
all parties, MR. JUSTICE SWINFEN EADY fixed Monday, December 
16th, for the hearing of a summons taken out to determine the 
rights of the shareholders in the surplus assets of the National 
Telephone Co., Ltd. 

Counsel said the surplus to be dealt with was the surplus over 
liabilities and capital. They were now within measurable distanoe 
of a final award, and the matter would then be at onve pressed on. 


THE TELEPHONE ARBITRATION. 
(Continued from page 906.) 


ON the resumption of the hearing on Monday, December 9th, the 
ATTORNEY-GENERAL raid that as the result of the protracted nego- 
tiations between Sir Alfred Cripps and himself, they had arrived 
at а settlement of all outatanding matters with which the Court had 
not dealt, and he was quite sure the Court would not be sorry to 
hear it when he informed them that one item involved 80 compensa- 
tion claims. -The first item settled was for plant constructed after 
the taking of the inventory. The claim was £658,599, and the sum 
agreed was £439,390. In giving these figures to the Court at this stage 
of the inquiry counsel said he had no desire to prejudice the view of 
the Commission in regard to other parts of the claim. The next item 
upon which they had come to an agreement was for the sum of £7,592 
for certain plant and assets. The third item was for structural 
alterations and additions to the premises. The claim was for 
£6,539, and the sum agreed was £6,460. The fourth item included 
plant, property and assets of the company not subjeot to any special 
nventory. That would amount to £181,108, There was also 
. fos Rips tale y . 8 ye um E ABR Due НЕ VUA gU и 
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included £1,250,000 for land and buildings, £243,247 for wayleaves 
transferred, £211,372 for licensed telephonic business at Porte- 
mouth, Hull and Brighton; and £212,350 for the private wire business 
of the company, which the Postmaster-General had to take over ona 
three years’ basis. The total claim in Item 4 amounted to £2,098,177, 
and the composite figure agreed on settlement was £1,225,000. 
The fifth item was for stores and tools not included in any other 
claim ; the amount claimed was £434,747,and the agreed figure 


. was £290,000. The sixth item referred to furniture, fixtures, &c. 


total claim £87,540, and the settlement was for £87,026. These 


items involved a total claim of £3.292,996, and the amount sgreed 
in settlement was £2,055,468. Continuing, the Attorney-General 
said he was sure they could not have arrived at any compromise if 


it had not been for the reasonable spirit in which his learned friend 


" 


had met him, due regard being paid by both sides to the interests of 


the respective parties. They were anxious to avoid protracted 
litigation, and to arrive at something which would represent a fair 
and reasonable figure. z 

SIR A. CRIPPS said he desired to confirm what the Attorney- 
General bad said, and also to testify to the fair way in which the 
Attorney-General had met him, and the fair way in which the 


. Solicitor-General had conducted the сазе. The figures in question 


hed no bearing upon the matter before the Court, and would not 
affect it one way or the other. 

His LoRp8BIP said that it was a great relief to the Court to feel 
that these items bad been disposed of in a very businesslike way. 
It was self-evident that to dispose not only of 80 compensation 


. Claims, but also of other complicated matters, was to relieve the 


Court of sittings of almost indefinite duration, and thereby saved 
the parties from a large sum of money in coste. He was sure 
counsel had acted extremely wisely in the conclusion they bad 


. come to. He could not pretend to say that the amounte were 
. necessarily sccurate, because he had not gone into them, but he felt 


that counsel had gone into the matter with great care and with 
every desire to safeguard the interests of their cliente. Counsel, in 
his opinion, had rendered great services to both the parties in the 
case and to the Court. 

SIR A. Cripps, continuing his summing up for the National 
Telephone Co., dealt further with the question of plant valuation 
and the item for separate establishment. The Postmaster-General, 
he said, had raised the question of piecemeal construction, with the 
object of whittling down the claim of the company. . 

Mr. JUSTICE LAWRENCE said there was some evidence that piece- 
meal construction was more expensive. The cost of ordering and 
estimating must be more in piecemeal construction. In the case of 
ordering and storing, the total sum under that head was 
£800,000, and his learned friend had attempted to whittle it 
away without putting before the Court any estimate. The figure 
for separate establishment differed from other figures in that it 
was based upon judgment, and not upon any list or experience. 

SIR A, CRIPPs said that being an estimate it was more open to 
attack. The other side never came to close quarters with the com- 

y's figures, and he submitted that the company had substantiated 
hia part of the claim. | 

Mr. JUSTICE LAWRENCE aeked what the learned counsel bad to 
say with reference to the claim of the company in respect to con- 
tractors’ profit. | 

бтв A. Cripps contended that the company were entited to 
10 per cent., which they claimed. If employers raved that sum by 
undertaking the responsibility, trouble, wear and tear, they were 
entitled to recover it from the person to whom they were called 
pon to hand over the work. It would be unfair to penalise 

em. 

SIR JAS. WOODHOUSE ‘enid he should not consider himself 
penalised if he could himself do certsin work for £100,000 less 
than а contractor would charge for it. 

SIR A. CRIPPS said everything depended on whether Sir James 


- was able to get a profit on the work or whether he had to hand it 
over to another person, 


(To be continued.) 


- 


METROPOLITAN ELECTRIC TRAMWAYS, LTD.—REDUCTION or 
| CAPITAL. 
A PETITION by the Metropoliten Electric Tramwaye, Ltd., for the 


sanction of the Court to a proposed reduction of its capital, came 
before Mr. Justice Neville in the Companies’ Court on December 


10th. The details are already familiar to our readers. 


There was no opposition, and his Lordship sanctioned the 
reduction as proposed, | 


PROSECUTION UNDER THE COMPANIES’. ACT. 


On 4th inst. the Board of Trade prosecuted three directors of the 
Electric Safety Boiler Cleaner Co., Ltd., under Sec. 64 of the Com- 
panies’ (Consolidated) Act, 1868, for not holding the annual meet- 
ing in 1912. The directors were Lord Lonth, F. A. Mills, Ken- 


` sington, and J. Brandon, Pall Mall. 


10th, 1911. 


> 
) 


Mr. HAMAR GREENWOOD, M.P., who acted on behalf of the 
Board of Trade solicitor, eaid that the object of the prosecution 
was merely to see that the requirements of the Act were complied 
with. The last meeting of the company waa held on September 
The company had not issued & prospectus nor done 
any business düring the year, but shareholders had complaiued si 
the absence of the meeting. The promoter of the company was the 


secretary, Mr. Frank Hamilton, who had been summoned, but the 


charge had been withdrawn on account of his serious ill-health. 
Mr. Brandon seid that, he had resigned his seat and that every- 
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thing was left to the secretary. Lord Louth also said that he 
looked to the secretary to do all that was necessary. 

SIR JOHN BADDELEY said that the defendants had shown that 
they bad not knowingly been party to the default; and he dismissed 
the summons, but on the application of Mr. Greenwood he agreed 
to state a case on a point of law. 


IMPORTANT LONDON RAILWAY SCHEMES. 


SouTH-WESTERN ELECTRIFICATION, 


THE directors of the London & South-Western Railway Co., аз men- 
tioned in a previous issue, have decided to commence the electrification 
of their suburban lines with the circular route from Waterloo riá 
Wimbledon, Kingston, Twickenham and Rich- 
mond, back to Waterloo, and also the connect- 
ing link with the existing electric line between 
East Putney and Wimbledon. This portion N 
involves the conversion of 73 miles of single E 
track. The other portions of the scheme will 
follow in due course, involving the conversion 
of a further 173 miles of single track, but it 
will obviously be some little time before 
these further extensions can be put in hand. 

The compeny has decided to adopt the / 
direct-current third-rail system, using 600 
volts on the third rail. The directors were 
largely influenced in this by the fact that this 
system is in use on the London electric lines, 
including the District, whose trains already 
run to Richmond and Wimbledon over the 
South-Western metals, the convenience of 
being able, if necessary, to run through trains over the different 
lines being regarded as important. 

The South-Western Co. propose to provide a power house, with & 
capacity of 25,000 Kw. Sub-stations will be provided on the first 
stage of the work at Clapham Junction, Raynes Park, Barnes, 
Twickenham and Kingston, and the existing generating station at 
Waterloo will form another. It has been decided to have two 
classes only on the electric trains— viz., 1st and 3rd— but, at the 
same time, to adhere to the compartment system, in preference to 
the open coach as used on the Metropolitan and District Railways. 

The immediate proposals provide for six trains per hour in each 


WATFORD JUNCTION 


Camden Town, ria Hampstead to Willesden (H.L.) and thence 
over the West London and District Lines to Earl's Court, and also 
from Willesden over the N. & S.W. Junction and L. & S. W. lines to 
Kew Bridge and Richmond. The whole scheme is shown on the 
map reproduced in fig. 2. The extension of the Bakerloo Railway 
will join the L. & N.W. Railway Co.s Euston to Watford Line at 
Queen's Park, where the "tube" will rise to the surface and a 
physical connection will be made with the L. & N.W. electric 
line. The scheme will, therefore, give facilities for the running of 
through trains from Watford to the Elephant and Castle in the 
South, and connection will be established with the whole system 
of London's underground railways, giving access to all parta of the 
metropolis. 

The civil engineering work of the new line to Watford is being 
carried out by Mr. E. C. Trench, the company's engineer, and this 
section is making great progress; the first portion, between 
Willesden and Harrow, has already been opened for traffic in 
June last, and is now being operated by steam trains. This section 
will be opened to Watford in the beginning of February. 
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FIG. l.—SHowiNG THE EXTENT OF THE PROPOSED SOUTH-WESTERN RAILWAY 
ELECTRIFICATION SCHEME (First Section shown Black). 


The equipment of this line for electrical working is now about 
to be undertaken, but the first section over which electric trains 
will operate will be from Willesden, over the West London Line to 
Earl's Court, and it is expected that these trains will be running 
very thortly. The system of electrification to be adopted for this 
important undertaking has received very careful consideration by 
the company under the advice of their chief electrical engineer, 
Mr. F. A. Cortez-Leigh, and it has been decided to adopt a direct- 
current system at 600 volts for the operation of the trains, using 
third and fourth rails in accordance with the system already 
adopted .by the Metropolitan District and other London rail. 


EXPLANATION / 


ә NORTH-WESTERN AND NORTH LONDON 


SOUTH WESTERN 


WEST LONDON JOINT 
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Ес. 2.—ТНЕ LONDON AND NORTH-WESTERN RAILWAY 
| ELECTRIFICATION SCHEME. 


direction on the more important routes, and there will be electric 
trains leaving Waterloo at an average interval of three minutes 
througbout the day. 

The electrical work generally will be in charge of the company's 
electrical engineer, Mr. H. Jones, while Sir Alex. Kennedy and his 
partners are the company's consulting engineers. 


NogTH-WESTERN ELECTRIFICATION, 


The electrification scheme which is now about to be carried out 
by the London and North-Western Railway Co. will mark another 
important step in the electrification of the suburban lines round 
London. Not only does the scheme provide for the electrification 
of 79 miles of track, hitherto operated by steam traction, but it 
will also enable electric trains to be worked by a main line company 
over one of London’s “tube” railways, namely, the Baker Street 


and Waterloo. This is an innovation which will no doubt have 


considerable influence in inducing other main lines companies to 
undertake similar electrification work. The present scheme dates 
from the Act obtained by the London and North-Western Railway 
Co. in 1907, which authorised the construction of a new line from 
Euston to Watford running along side the main line, and is intended 
to relieve the latter of its suburban traffic. The scheme now 
includes not only the original proposal, from Euston to Watford, 
but also the electrification of the North London Railway from 
Broad Street to Chalk Капа, and the L. & N.W. Railway from 
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ways over which the company’s trains will ran, which system 
leaves the running rails free for the installation of electric track 
circuiting and automatic signalling. 

The London and North-Western Railway Co. are already inviting 
tenders for some sections of the electrical equipment to the speci- 
fications of the chief electrical engineer, who has entire charge 
of this work, and is engaged in preparing all the necessary 
plans, and it is hoped that all the most important con- 
tracts for this work will be placed early in the new year. The 

general manager, Mr. Rees, is, of course, taking a very keen 
interest i in this work, which is being carried out under his pereonal 
supervision, 
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The power station will be erected between Stonebridge Park and 
Wembley stations, on a site covering an area of 17 acres, adjacent 
to the electric line. The power station buildings are being so laid 
out that if necessary the power house can be considerably extended, 
and special consideration has been given to the important question 
of storing a large quantity of coal, space being available for many 
mone supply. Further, a good supply of water is obtainable on 
the site. | 

The very up-to-date and excellent coal handling arrangement 
which will be provided, enables no less than three months’ supply 
to be handled, automatically utilising the old coal first, and after 
considering many proposals, Mr. Cortez-Leigh, in consultation with 
Sir Alexander Kennedy, decided to recommend this system. The 
necessary rnilway siding accommodation, which will be provided in 
the arrangements for dealing with the coal, is such that two trains 
can be discharged in a few minutes, and the system also lends itself 
readily to the convenient removal of the ashes from the power house 
to the trucks in the sidings. In addition to the reserve of coal 
outside the power house, storage bunkers will be provided, as usual, 
above the boilers, and will be filled by mechanical elevators and 
conveyors. 

The power house will be a very substantial structure, and the 
initial plant will have a capacity of about 25,000 kw., which will 
consist of turbo-generators having a large overload capacity, and 
will be complete with the ueual complement of boilers, mechanical 
stokers, condensing plant, kc. The whole of the generating plant 
will be of the most up-to-date and economical design ; duplication 
and other provision for emergencies has been allowed for, as far as 
possible, to ensure continuity of supply. Similar provision will 
also be made in the main conductors to the sub-stations, and from 
the sub-stations to the conductor rails on the track. 

The electrical energy will be generated as three-phase alternating- 
current at 11.000 volts pressure and 25 cycles per second, and will be 
transmitted by cables, carried on each side of the line, to sub-stations 
located from 3 to 4 miles apart. The cables will be entirely in 
duplicate, and so placed as to be well out of the way of interference 
from traffic operations, and where possible they will be carried 
above ground. At the sub-stations the current will be converted 
from the high-tension three-phase supply to direct current at 600 
volts by means of statio transformers and rotary converters, in the 
usual manner, and transmitted direct to the conductor rails. In 
addition to the transforming plant, the sub-stations will be 
equipped with large storage batteries and automatic boosters, which 
alone will be capable, if found necessary, of running a full service 
of trains for a considerable time. The batteries will also be of 
service in relieving the power house of heavy peak :oads incidental 
to the operation of the electric trains. 

The site obtained for the erection of the power station buildings 
will also provide ample accommodation for the shed for repairing 
and overhauling the electrical equipment, and as the position is 
approximately in the centre of the system it will tend to reduce 
dead mileage and also facilitate the handling of the trains 
generally. Further, thia will enable the administrative work to 
be centralised, and thus obviate duplication of supervision. 

The rolling stock will be of the most modern type, and will con- 
sist of motor-cars, trailers and driving trailers, and every considera- 
tion has been given to the seating accommodation, lighting, heat- 
ing, &c., to ensure the maximum of comfort for passengers. The 
trains will be operated on the multiple unit system, so that they 
may be driven from either end and:can be divided up in units of 
such number of coaches as may be required to suit the conditions 
of the traffic, The number of motor-cars required for the proposed 
service will be about 100, and during the busy hours it is proposed 
to run a service with five-minute intervals between trains on the 
Watford'section of the line. The electrical equipment will be of 
the four-motor type, with motors of large capacity, and it is 
intended to operate at a high schedule speed and with an accelera- 
tion second to none in the country. The stock for working over 
the Baker loo tube will be of special design, as it is necessary to 
bring it within the limits imposed by the diameter of the tube,“ 
Es Ee to allow for the difference in the heights of the platform 

evels. | 

The company in embarking on this undertaking have left no 
stone unturned to give to the public the most up-to-date system 
which engineering science can produce in every respect suitable to 
the local conditions, details having been most carefully considered 
with this object in view. 


BUSINESS NOTES. 


Trade Announcements,—Turk WEST INDIA AND 


PANAMA TELEGRAPH Co, LTD., has removed to Spencer House, 
South Place, Finsbury, E.C. | 

MEsskS. FREDK. Норсѕом & Co., of 24, Queen Victoria Street, 
E.C., have, owing to increased business, added to their telephone 
lines, which are now as follows :—City, 4674 (two lines); Hamp- 
stead, 5721 and 5565. | 

CONSOLIDATED DIESEL ENGINE MANUFACTURERS, LTD., AND 
DIESEL ENGINE Co, LTD., announce that their telephone number 
is now 2245 City (three lines). 

MR. ALAN WILLIAMS, late with Messrs. Crompton & Co., Ltd., 
has started business at 9, Queen Victoria Street, London, E.C., where 
he will deal principally in switchgear and switchboards made by 


Messrs. Eckstein, Heap & Co., Manchester, and in high-speed gas 


engines made by the Anderston Foundry Co., of Glasgow. 


Catalogues and Lists,—From Mr. C. S. NORTHCOTE 
we have received a leaflet of his " Utopian" lavatory basin (Therol 
system) to give hot and cold water supply without pipes. It is a 
portable lavatory equipment provided with a cupboard containing 
a storage tank for water with space below for soap, towels, 
brushes, &c. Beneath the basin is the electric heater, which runs 
on the ordinary lighting circuit, and a waste water receptacle. 

Mr. Н. В. WITTING, 41, Berners Street, London, W.—Eight-page 
list describing, and pointing out the advantages of, the Moller 
single pocket air filter. | 

Messrs. J. C. FULLER © Son, Lrp., Wick Lane, Old Ford Road, 
Bow, E.—Eight-page list containing illustrated particulars and 
tabulated sizes, dimensions and prices of their patent block accumu. 
lators for telegraph service, train lighting, house lighting, motor- 
car and motor-boat service.. 

THE ELECTRICAL AND ENGINEERING SUPPLIES Co., Harold 
Wood, Essex.—Leaflet showing, and giving prices of, decorative out- 
fits for lighting Christmas trees, also for shop window and interior 
illamination and display. Copies will be sent on application. 

MEsers. EVERSHED & VIGNOLES, LTD., Acton Lane Works, 
Chiswick, London, W.—Sixteen-page pamphlet containing an 
abridged description of their Dionio water tester, also its uses, 
method of testing, prices, and 80 on. 

THE BRITISH THoMsoN-HovusTON Co, LTD., Rugby. List 
No. 389 (20 pages), containing a full and well-illustrated account 
of their new steam, water, and air flow meters, which are shown in 
our New Devices section to-day. 

THE GENERAL ELECTRIC Co. LTD., 67, Queen Victoria Street, 
London, E.C.—Supplementary section (“O " 1644) of 12 pages con- 
taining illustrated particulars and prices of Geeko lamps and 
electrical novelties, including pocket lampe, torches, electric 
candles, hand lamps, model turbines and generators, electric clocks, 
massage vibrators, and so on. 

BRITISH L.M. ERICSSON MANUFACTURING Co., LTD., 4, Chancery 
Lane, London, W.C.—T wo illustrated leaflets giving brief informs 
tion and prices relating to two types of their battery ringing wall 
telephones. 

THE CONCORDIA ELEOTRIO WIBE Co, LTD. Crown Parade, 


Cricklewood Lane, London, N.W.—20-page catalogue (No. 103) 


giving a large amount of tabulated, technical and commercial dats 
regarding their Concordin high resistance wire for electric 
heating and cooking apparatus. Prices of these wires and ribbons 
are also given in tabular form. 

MESSRS. SIMPLEX CONDUITS, LTD., London and Birmingham.— 
Twelve-page illustrated and priced catalogue (revised), particular- 


ising their various electrical measuring instrumente, moving iron , 


and moving coil, in both switchboard and pertable types, also 
galvanoscopes, Wheatstone bridges, and pocket measuring 
instruments. 

THE Economic ELECTRIC Co., Twickenham, London, S. W. Very 
full catalogue of over a hundred pages giving illustrated par- 
ticulars and prices of a host of small electrical apparatus and 
machines for young students, amateurs and others, including many 
lines suited for presentation purposes at this period of the year. 

MESSRS, BAXENDALE & Co., LTD., Miller Street, Manchester.— 
Catalogue of all sorte of presents for Christmae, including electric 
table standards, flash lampe, and disk electric fires. 

Messrs. SCHOLEY X Co., LTD., 161, Queen Victoria Street, Е.С. 
—Pamphlet on the “Vulcan” soldering and branding irons, show: 
ing a great variety of patterns. We understand that these 
appliances are in considerable demand, owing to their freedom 
from the troubles which have been met with in the past, and 
which have created a certain amount of prejudice in some quarters 
against electric soldering. 

MEss RS. WARD & GOLDSTONE, Springfield Lane, Salford, Man- 
chester.—Thia firm is as usual laying itself out for the supply of 
fruit, flower, and figure lamps, for Christmas tree and bazaar 
lighting. A list giving prices and illustrations of their series 
strip, miniature batten holders, and fancy lamps, has been issued, 
and copies can be obtained on application. 


For Sale,.—Mrxssns. WHEATLEY KIRK, PRICE & Со, 
will, on January 14th and following days, sell by auction, at Gates- 
head, the freehold land and buildings, plant and machinery, good- 
will, stock, stores, &c., of Messrs. Ernest Scott & Mountain, Ltd. 

Messrs. P. HUDDLESTON & Co., will, on December 17th, sell by 
auction, at Dalling Road, Hammersmith, a large quantity of elec- 
trical apparatus. See our advertisement pages to-day. * 


Cape Copper.—At the meeting of the Cape Copper Co. 
on 4th inst, saysthe Zines, Mr. J. E. Champney stated that the profit 
for the year amounted to £80,494, as compared with £60,862 in the 
previous year. He hoped that the present prices of copper would 
be maintained for some time. 


Bankruptcy . Proceedings. — WEsLEY SUTTON, 62, 
Dale Street. Liverpool, lately trading in partnership with Samuel 
Lord and John William Garsden, under the style of the Howe 
Electrical Engineering Co.— The first meeting of creditors in this 
matter was fixed for last week at Liverpool, but no creditors 
attended. 


Crane Contracts,—Mxssns. Royce, Lrp., of Trafford 
Park, Manchester, have received the following orders:—To oon- 
struct and erect 25 electric gantry cranes for the Hull Joint Dock 
Committee; four similar oranes for the Alexandra Dock, Hull; 
16 electrically actuated jib cranes for South Australia; two canti- 
lever loading stages with two 15-ton cranes for South America 
In addition they have orders for a number of capstans of both their 
ordinary and " Royce " patent free Bollard types, 
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Book Notices.—AHazell’s Annual, 1913. London: 
Hazell, Watson & Viney, Ltd. 3s. 6d. net.—This useful work has 
now reached its twenty-eighth year of issue. It is edited by Mr. 
Hammond Hall, and its record of men and movements is revised 
down to ds late as November 26th. As usual, there is a brief review 
of electrical affairs since the appearance of the last edition, and 
other articles deal with the cables of the world, British trade and 
- British investments abroad, art and literature, politics and sport, 
national and other insurance ; indeed, almost every topic under the 
sun receives attention somewhere. The book is one that we find it 
well to have always at hand. g 

Tait's Electrical. Directory of Australia and New Zealand. Mel- 
bourne and Sydney: The Mining and Engineering Reriew Office. 
5s., post free outside Australia.—This a booklet of some 80 pages, 
containing the following sections :—(1) Alphabetical list of under- 
takings, with particulars of plant, output, Ko.; (2) list of under- 
takings classified according to location in Australian States or New 
Zealand ; (3) engineers in charge of plants and their addresses. In 
view of the growth of Australasian electrical undertakings, and the 
interest that English firms naturally take therein, this directory 
should be of considerable service. 

The Central (the Journal of the Old Students of the City 


and Guilds Engineering) College). Vol. IX, No. 29. December, 


1912.—An interesting account is given of the Grand Central 
Terminal, New York, by W. A. Del Mar; the “Awakening of 
China is described by W. C. C. Langdon, and the Compayne trans- 
mission gear, power plants in Canada, and the Bruce пша 
controlled steam whistle, are other subjects dealt with. 


Poulsen Patent.—According to a notice in the Tonin 
Gazette, Mr. Justice Warrington has directed that the petition of 
the Telegraphone Corporation, of New York, as assignees of patent 
No. 8,961 of 1899 (granted to Valdemar Poulsen, of Copenhagen, 
for a Method of and apparatus for effecting the storing up of speech 
or signals by magnetically influencing magnetisable bodies) for 
an extension of term, is not to be heard before March lst, 1913. 


Christmas Holidays.—Messrs. MawpnsLEY's, LTD., of 
Dursley, Glos., announce that their works will be closed, from 
mid-day on Saturday, 21st inst, to the morning of Monday, the 
30th. 

THE WALSALL ELECTRICAL Co., LTD., of Walsall, are closing 
down from Tuesday, December 24th, to 30th, for the holidays. 


South Africa, —Our contemporary, the British and South 
African Export Gazette, states that so rapid is the growth of the 
demand for electric current at Lourenco Marques that the Delagoa 
Bay Development Corporation, Ltd., have been compelled to order 
further generating plant. There is also a corresponding develop- 
ment of the market for fittings and small motors. 

The same journal also states — The proposal for electrio 
light and telephones at Elizabethville, Katanga, still hangs 
fire pending local support. 4 trackless tram scheme has 
at last been adopted by the Boksburg Municipality, and con- 
tracts have been awarded. It is proposed to establish a water 
and electric light supply at Ermelo, Transvaal Province, at a total 
cost of about £22,500. An electric lighting scheme is being con- 
sidered at Estcourt, Natal Province. A hydro-electric power scheme 
is being considered by the Harrismith (O.F.S. Province) Muni- 
cipality, which will involve the purchase of a considerable quantity 
of machinery and plant. 

„The Rand Water Board are in the market for an electrically- 
driven high-lift centrifugal pump for their End Street depot,” 


Dissolutions and Liquidations.— FOREIGN RADIAL 
AXLE CARS, LTD. — A petition for winding up this company has 
been presented by Messrs. Milnes, Voss & Co., Ltd., of Birkenhead, 
creditors, and it is to be heard on January 14th in London. 

RAWORTH'8 TRACTION PATENTS, LTD.—A meeting is to be held at 
126, Bishopsgate Street, E.C., on January 14th to hear an account of 
the winding up from the liquidator, Mr. F. J. Riches. 

SimMs MAGNETO Co., LTD.—This company, of Kimberley Road, 
Kilburn, N.W., is now winding up voluntarily. A meeting of 
creditors ia called for December 17th at the Institute of Chartered 
Accountants, Great Swan Alley, E.C. 

CowPER-COLES INVENTIONS DEVELOPMENT Co., LTD.—-À meeting 
of creditors was called for 11th inst. at Westminster. 

NORTH-WESTERN ELECTRICITY X POWER Gas SYNDICATE, LTD. 
— А meeting will be held at Hanley on January 7th to hear an account 
of the winding up from the liquidator, Mr. C. E. Bullock. 
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LIGHTING and POWER NOTES. 


^ 


"Algeria, А concession has been granted to Mons. A. 


Grammont, of Pont de Cheray (Isère), to lay down four lines of - 


electric tramways in the city of Constantine, Algeria —Zu Lumière 
Electrique. i 


Batley.—The electrical engineer has been instructed to 
prepare and submit plans and estimates, with a view to an early 
application to the L.G.B. for sanction to the raising of a loan for 
an extension of the present generating and distributing plant, pro- 
viding as alternatives. (a) a steam, and (b) a gas generating plant. 


Bedford,— The T.C. has decided to install a 400-Kw. 
Diesel engine and alternator, to be constructed by Messrs. W. H. 
Allen, in the power station ; the cost, £8,980, is covered by the loan: 
application to the L.G.B. ment ioned in our last i issue, l 


Brazil.—A syndicate has been formed at Blumenan, in. 
the province of Santa Caterina, to establish a large power atation at 
falls on the River Itajahy in order to supply electricity for lighting: 
and power purposes to the city and suburbs. . 


Brighton—Hove.—With reference to the electricity 
question at Hove, the Brighton T. C. has passed a resolution 
requesting the Lighting Committee to take into consideration the 
question of negotiating with the Hove T.C. as to the supply of elec- 
tricity in bulk to Hoye. 


Burton-on-Trent.—Application is to be made to the 
L.G.B. for sanction to borrow £8,500 to provide for expenditure on 
mains, services and transformers during the next three years; 50 
electric irons are to be purchased for distribution amongst consumers, 


and after one month's trial, such consumers, are to be asked to pur- 


chase them through local contractors, 


Canada.—The Calgary Power Co. is about to spend 
$1,000,000 (£200,000) on two additional units at its hydro-electric 
station, making the plant equivalent to 20,000 H.P. in all. Prices 
for power will be reduced. The city electrical department has put. 
in 3,200 new lighting connections during 1912. 

Subject to the approval of the necessary loan by the burgesses, 
estimates for the following additional electrical equipment have. 
been authorised at Regina: 1,500-Kw. set already ordered for 
delivery in August, 1913, £8,000; poles and wires, 4 15, 000; street 
lighting extensions, £4,000; meters, £4,000. The demand for 
electricity has increased from 833,039 units in 1907, to 4,179,948. 
units in 1912. The estimated demand in 1913 is put at 7,000,000 
units. The pumps for the city water supply are at present operated 
in connection with the power station, but in the new power house 
about to be put in hand the two services will be separated. 


Chesham.—With reference to the street lighting ques- 
tion, the Bucks. C.C. has passed a resolution dispensing with the 
penalty imposed by the Local Government Act in the case of five 
members of the U.D.C. who are shareholders in the Gas Co., “So 
as to enable them to freely vote on the question at which tenders 
for the supply of gas or electricity for public lighting or power 
are considered and dealt with by the U. D. C. 


Clacton-on-Sea.— The U. PD. C. on December 4th decided 
to apply to the L. G. B. for a loan of £5,100 for the provision of a 
Diesel oil engine and generating set of 250K . capacity. 


Continental Notes,—AUsTRIA.—According to a return 
lately ‘issued by the Electrotechnische Verein, of Vienna, there are 
now close on 1,000 electric lighting undertakings in Austria, 
supplying current. to nearly 2,000 towns and villages. 

DENMARK.—A municipal central electric lighting station is 
about to be established in the town of Struer, Jutland, the contract 
for the work having been secured by the Siemens. Schuckertwerke. 

The Sydostsjalland Electricitüts Aktieselskab is the name of a 
company which is reported to be in course of formatioh at Kjóge, 
to establish & large generating station for the supply of electricity 
for lighting and power purposes in the southern portion of the 
Island of Zeeland. 

SPAIN.—La Sociedad Energia Electrica de Cataluna, of Barcelona, 
is increasing its capital to £80,000, for the purpose of extending 
its operations in the province of Catalonia, 4 

NorwayYy.—The Ryfylke Electrical Works, which owns several 
waterfalls in the neighbourhood of Stavanger, has just compluted the 
first power station at one of the falls, In the first instance only 
about 2,000 H. P. has been utilised, of which 1,500 H.P. has been con- 


. tracted for by the Stavanger Electrical Steel Worke, where the 


machines are now being installed. The plant of the Ryfylke Elec- 
trical Works was subjected to a trial run recently with very satisfac- 
tory results. The generators are two in number, of 1,000 H.P. each ; 
one of them has been delivered by the Brown- Boveri Co. and the 
other by Messrs. Siemens-Schuckert. 

The Norwegian Company Meraker Brug has recently applied to the 
Government for a concession for transmitting 15,000 H.P. from the 
waterfalls at Meraker to the seuside at the Trondhjemsfiord, where the 
company owns excellent sites suitable for industrial purposes, at 
Hommelviken as well as at Murviken. The energy to be trans- 
mitted is to be derived from the Gjossefos, which is now being 
harne:ssed. The utilisation of this fall is not an easy tack, as the 
water will have to be conducted through a tunnel about 900 m. long, 
which will require conaiderable expenditure of capital. 

The same company only а few months ago lost by fire one of its 
pulp mills at Meraker. Instead of rebuilding this mill, it has now. 
been decided to utilise the surplus energy for the electrical smelting 
of ore, and the necessary steps have already been taken for the 
erection of smelting works on the site of the pulp mill. 

The utilisation of the Trollhattan Waterfall for the generation 
of electrical energy has been of direct benefit to the City of 
Gothenburg, which is now illuminated by electricity at an 
extremely low cost. Last winter efforts were made, not only to 
utilise the current for industrial purposes, but to extend its 
adoption for the heating of public and private buildings. These 
efforts have proved a great success. In consequence, a dearth of 
heating apparatus has manifested itself, and manufacturers might - 
find profit in directly catering for this Sprung: — Elekt rotee ui 
wnd Maschinenbau. 
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Conway.—The town clerk submitted, at the meeting of 
the T.C. on December 4th, correspondence between himself and the 
B. of T. respecting an application by the Council for a further ex- 
tension of time to carry out the obligations under the Electric 
Lighting Order. It was decided to inform the B. of T. that the 
question of electric lighting was receiving the Council's attention. 
The engineer was requested to submit at the next meeting a report 
an to a scheme for the electric lighting of the Conway Bridge 
Embankment. 


Crewe.— The T.C. decided on Wednesday last to replace 
10 to 40 oil lamps in the Coppenhall district with electric lights. 


Doneaster.—The manager of the electricity works has 
been authorised to complete arrangements for the holding of an 
electrical exhibition in the Guild Hall. Admission will be by ticket, 
which may be obtained from the electricity works or from any of 
the electrical contractors in the town. 

The T.C. decided on the 4th inst. to borrow £5,000 in respect of 
the proposed extension of electric cables to Balby snd Hexthorpe 
and £3,000 in respect of the extension at Bentley, for which a pro- 
visional order is now being sought. 


East Ham.—The engineer has been directed to prepare 
a report upon the question of giving a supply of electricity in bulk 
to Barking, and also as to whether a portion of that Council'a 
tramways over which it is proposed to make through running 
arrangements from Aldgate should be leased. i 


Epsom.— The U.D.C. on the 3rd inst. decided, after 


hearing reports from the electrical engineer and waterworks con- 
sulting engineer, to accept the offer of the Electricity Supply Com- 
mittee to undertake the whole of the pumping at the waterworks at 
a cost of 34d. per 1,000 gallons. The pumping is at present being 
done by suction gas. The cost of installing the necessary plant and 
laying the main will be £850. 


Hastings.—The owners of machinery in Hastings and 
St. Leonards are up in arms at a decision of the Assessment 
Committee to assess machinery specially. In this matter, we under- 
stand, the Overseers and Assessment Committee are at variance, the 
former contending tbat it is unwise in a place where there is com- 
paratively little machinery, thus to tax local industry. 


Hazel Grove (near Stock port).—At a meeting of the 
U.D.C., it was reported that representatives of the Council had had 
an interview with Parliamentary agents in London respecting 
application to the B. of T. for an order to supply electricity within 
the district, and that the Electricity Sub-Committes had received 
and considered an up-to-date report from Mr. Crews (consulting 
engineer) upon a scheme of electricity supply together with an 
estimate of the cost. It was decided that application be made to 
the B. of T. for a prov. order for the purpose named, and that the 
ree of the Council be affixed te the memorial praying for such 
order. 


Holmforth (Yorks,).—At the last meeting of the 
Council, it was stated that the application of the Council for a 
prov. order had received the assent of the Select Committee 
of the House of Commons. The Electricity Committee of the 
Council is now in communication with the Үоге те Electric 
Power Co., in respect to arranging terms for the supply of electric 
power required by the Council. | 


Lisbellaw (Co. Fermanagh).—With the electric light- 
ing of the houses in Lisbellaw, the village now has quite an up- to- 
date up ce, A movement is being set on foot to light the 
streets also with electribity." The sanction of the Rural Council to 
carry overhead wires and strike & rate forthe village to cover the 
cost of the lighting will be sought. 


Liverpool.—The men employed in the electrical depart- 
ment of the shore gangs of several of the leading steamship com- 
panies of Liverpool, came out on strike last week for an increase 
of wages to 39s, 9d. per week and shorter hours. At present the 
wages range from 368. to 378. 6d. per week. 


Llanfair Caereinion.—An E. L. scheme for the parish 
has been prepared by Mr. B. Thomas, of Manchester, and as the 
canvass for consumers has exceeded all expectations, it will be 
carried out. The capital expenditure is placed at £1,000. Mr. 
David Davies, M.P., has offered to take £500 in shares in the 
company to be formed. 


Leeds.—At the City Council on the 4th inst., Alderman 
Smithson moved that the section of the Parliamentary Bil), which 
empowers the Corporation to acquire lands in the city and to erect 
&n electrical generating station and other works, be deleted. 
Thirty yoted for, and 30 against the motion, and the town clerk 
said that the resolution to exclude thesection having been defeated, 
the clauses remained in the Bill, but it was necessary that the 
Bill be approved by at least 35 votes of members of the Council, 
and as that number had not been forthcoming, that portion of the 
Bill automatically fell to the ground. 


London.—WooLwicH.—To enable consumers, who are 
supplied under contract and purchase more current than they are 
able to consume under the normal working of their business, to 
use the excess current by additional connections, it has been decided 
to allow these consumers whose premises are wholly lighted by 
electricity, to install additional arc or other lamps without increas- 
ing the normal maximum demand charge, provided that .they 
agree to pay an additional sum over and above such charge at the 


rate of £5 per Kw. installed, all current used being charged at 1d. 
per unit, with discount allowances as under principal contracts. 
To those consumers who are supplied at the flat rate charge, and 
who desire to make temporary additions to their installations for 
decorative or display purposes, a charge of £1 10s. per KW, is to be 
made. An agreement has been sealed with the West Ham Corpora- 
tion consenting to its giving a supply of energy to Pearson & Son. 
Ltd., for use under their contract for the construction of the South 
Albert Dock, upon payment by the West Ham Corporation of £30 
perannum during the whole of the period of supply. 

FULHAM.--The electrical engineer has been directed to prepare 
a scheme for lighting High Street, Hill Road, Broadway, and 
Merton Road, with 300-c.P. metallic-filament lamps in lieu of the 
present 50-C.P. size and existing arc lamps. 

PoPLAR.—The Electricity Committee states that it has received 
& report from the electrical engineer upon the policy and progress 
of the undertaking. This report shows that the revised system of 
charging, on the basis of & fixed charge per &nnum, and id. per 
unit on consumption, has resulted in a large increase of business. 
Until the present year the normal annual increase has averaged 
1 million units since 1906, with an increase in demand of from 
300 to 400 KW. perannum, The increase in output this year will 
be from 254 to 3 million units, with an increased demand of 
1,000 kw. The total rated capacity of the plant, before the present 
extensions were entered upon, was 4, 200 Kw.; the plant nearly 
ready for use, and in course of completion, in the new building, is 
rated at 6,000 KW., making a total of 10,200 kw. The showroom 
in East India Dock Road has proved self-supporting, and has been 
of oonsiderable benefit to the undertaking in the rapid extension 
of business. 


Mickleover.—The Repton R.D.C. has consented to 
Derby T.C. obtaining a prov. order for electric light at Mickleover. 


Newport (Mon.).—The T.C., on the 10th inst., con- 
firmed the recommendation of the Electricity and Tramways Com. 
mittee to enter into supplemental agreements with the General 
Electric Co. in regard to their existing contracts. The Committee 
also placed on record its appreciation of the able services rendered 
by Mr. Nichols Moore, the borough electrical engineer, in carrying 
through the negotiations with the General Electric Co.” 


North Bierley.—The Guardians are seeking information 
as to the cost of installing electric light at their workhouse at 
Clayton, in place of gas. 


Pontefract.— At the meeting of the T.C. on Thursday 
last week it was reported that the transfer of the Council's powers. 
under its Electric Lighting Order, to the Yorkshire (West Riding) 
Electric Tramways Co., had been completed. 


Portsmouth.—With reference to the tenders received 
for installing the electric light at the infirmary extensions, the 
B. of G. has decided to have the specifications amended, as required 
by Mr. Foale and the architect, Mr. Smith. 


Reading.— The Т.С. has invited the Electric Supply Co., 
Ltd., to tender for lighting the streets in the borough. 


Rochdale.— With reference to our brief note of last 
week, stating that the Gas and Electricity Committee had decided 
that application be made to the L.G.B. for sanction to borrow 
£30,000 for extensions to electricity works and plant, the following 
are the detailed particulars:—Engine room and boiler house 
extensions, water settling tank, and strainer gear, 385, 500: two 
three-phase steam turbo-alternators, with cable connections. Two 
condensers, with pumps, pipework, valves, and meters; suction. 
delivery, exhaust, and drain pipes ; one 500-Kw. three-phase motor 
alternator, with cable connections, Additional switchboard panels, 
£13,160: two water-tube boilers, and superheaters, and econo- 
misers. Two boiler feed pumps, with suction and feed pipes, hot 
well, cold water tank, and valves. Steam blow-down and drain 
pipes with valves. Coal and ash elevators, and storage bunkere, 
£9,260; induced draught plant for old chimney, £500; traps 
formere, wiring, and contingencies, 21, 580; total, £30,000. 

The suggestion to light the Town Centre by electricity has been 
deferred owing to the pressing demand for current elsewhere. 


St. Annes-on-Sea.—The U.D.C. has resolved that 
application be made to the L.G.B. for sancticn to borrow £6,000 for 
mains, services, and meters. 


St. Helens.— The T.C. has applied to the B. of T. fora 
loan of £6,800 for electricity purposes—viz., transformers, £ 1,000 ; 
sub- station building, £500; sub-station equipment, £600; over 
head mains, £1,000 ; underground mains, £3,000; services, £700. 


Sheffield.—For the years ending March 25th, 1913, aud 
1914, the Electric Light Committee estimates that it will haves 
surplus of £3,314 and £10,695 respectively. The total income із 
estimated at £107,688 and £121,130, as against an expenditure of 
£40,882 and £44,639. Regarding the tramway undertaking, it is 
estimated that the total receipts for the two years will amount to 
£355,233 and £363,019, while the estimated net balance is 


. to amount to £27,740 and £26,058 respectively. 


Southampton.— The T.C. has decided to hire out electric 
radiators at a rental of 28. 6d. per quarter, with 25 per cent. per 
annum additional rent for radiators above the value of 508. : 100 
radiators are to be purchased forthwith. 


Stoke-on-Trent.—The T.C. has applied to the L.G.B. 
for a loan of £12,000 for prospective and current work in connection 
with the electricity undertakings in the borough. 
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Stretford.— Application is to be made to the L. G. B. for 
sanotion to borrow £5,500 for distributors and services and £2,000 
for motors. At а recent meeting of the E. L. Committee, the chair- 
man reported at some length upon the financial results of the 
working of the undertaking for the past year, and stated, with 
respect to the forthooming year, that the increased cost of coal 
would add materially to the cost of production, but in all pro- 
bability this would be largely compensated by the increased price 
Obtainable from the Corporation for current supplied for traction 
purposes. The Committee has decided to reappoint Mr. Miller 
consulting engineer for the year ending October 31at next. 


Swanscombe.— The Gravesend T.C. has applied to the 
Dartford R.D.C. for consent to mains being laid at Swanscombe for 
the supply of current to the Empire Cement Co. and other intending 
consumers, At a meeting of the R.D.C. on December 3rd, there 
Was slight objection to the application, and the matter was deferred 
for fuller particulare to be obtained. Some 10 years ago the 
Council consented to a prov. order for electric light being obtained 
by a private company, but the scheme never matured. 


Swindon.—The T.C. on December 3rd decided to 


rescind the acceptance of the tender of the Diesel Engine Co. for a 
Diesel generating set. A special meeting is to be called to further 
consider the matter. 


Tonbridge.—A L.G.B. inquiry was held last week into 
the application of the U.D.C. for a loan of £2,560 for additional 
generating plant, and £1,000 for mains extensions. There was no 
opposition. The Council proposes to install a 100. Kw. set. 


Torquay.—To all consumers who use over 1,000 but 
not more than 2.000 units of electricity in any quarter for heating, 
cooking, and other domestic purposes except lighting, a reduced 
charge of ‘9d. ia to be made, while thoee who exceed 2,000 units 
are to pay at the rate of ‘8d. per unit. 


Walsall.— The T.C. is being asked. by the Electricity 


Committee to sanction the laying of a cable at an estimated cost of 
£1,400, from the generating station, for the purpose of supplying the 
Caldmore district with alternating current, and also providing the 
means for augmenting in the immediate future the supply to the 
Highgate district. 


West Africa.—A survey is now being made on parts of 
two rivers in the Congo, having an aggregate length of 450 miles, 
with the idea of exploiting their water-powers in the generation of 
electricity, also to improvethe navigation. It is expected that the 
work will take about one and a-half years to complete. African 
Engineering. 

West Ham.—The Electric Light Committee has received 
& letter from the Barking U.D.C., statihg that the Council has had 
under consideration the question of extending the generating 
plant, but before coming to a decision thereon it desired to know 
whether the West Ham authority would be prepared to give a 
supply of electricity in bulk, or, alternatively, whether West Ham 
would ibe prepared to consider the question of the transfer to it 
of the Barking Council's Electric Lighting Order, and the works 
executed thereunder, рроп terms, Having fully considered these 
terms for a bulk supply, the Committee has decided not to entertain 
the application. і 


Wimbledon,—Application is to be made to the L. G. B. 
for sanction to borrow £5,650 made up as follows:—Mains and 
house services, £3,000; transformer sub-stations, £800; meters, 
£1,850. It has been decided to fix, at a cost not to exceed £105, 
two air filters on the two 1, 000-Kw. alternators at the electricity 
works, in order to minimise the risk of breakdowns, owing to the 
accumulation of dry dust. 


Woodbridge.—The U.D.C. has approved of the electric 
light scheme, submitted by the Rural District Electricity Under- 
takings, Ltd. and given permission fo: the use of overhead and 
underground mains. 


* 


TRAMWAY and RAILWAY NOTES. 


Accrington.— The borough electrical engineer, the town 
clerk and the chairman of the Electricity Committee have had a 
conference with representatives of the Haslingden Corporation, 
with a view to adjusting details in respect of the supply of energy 
for tramway purposes as given and metered at the Baxenden 
boundary, and it is understood they will be able to lay before the 
next meeting of the Committee terms for a more satisfactory 
adjustment of the matter. 

Ayr.—The local tramway system is to be extended to the 
racecourse. The Western Meeting Club and the proprietors of 


Craigie and Auchincruive estates have agreed to give the necessary 
ground and road improvement alone costing £2,000. 


Canada,—aAn electric railway, 29 miles in length, from 


Lacombe (Alberta) to Rimbey, via Gull Lake and Bentley, is 
projected. There will be fodr stations, each equipped with facilities 
for loading wheat. 

During the first 10 months of 1912 over 1,500,000 passengers were 
carried on the Regina (Sask.) electric street cars, the fares paid 
being £15,030, The surplus on operation has amounted to £3,650, 


was prepared to indemnify it against all loss. 


and, after paying interest charges, there is a net profit of over 
£1,600. The existing 14 miles of line will be extended in 1913, 
and the rolling stock triplicated. The city authorities propose to 
construct a spur line of the electric tramway to the proposed new 
garbage incinerator for the purpose of conveying atreet and house 
refuse 

Brazi).—A contract has been signed between Dr. Carl 
Otto Jäckstein and the T.C. of Thomazina, province of Parana, for 
the installation of electric tramways between Mineira and 
the city, with branch lines to such points as are found necessary.— 
Rerue Pratique de Г Electricité. 


Continental Notes.—France.—On Saturday last traffic 
on the Paris Metropolitan Railway and tramways of the Eastern 
Co. was held up for two hours, owing to a short-circuit which 
occurred at the St. Denis generating station. This alsp affected the 
general lighting supply in the North of Paris, which was not 
restored to the normal until midnight. The situation has naturally 
provoked a good deal of criticism in the local Press. 

The French Minister of Public Works has approved a scheme for 
the construction of an electric railway between Villefranohe and 
Vernet-les-Bains (Pyrenees Orientales). 

RussiA.—The Frankfort Gazette states that the St. Petersburg 
Municipality has decided to issue a loan of seven million roubles 
for the construction of tramways. . 


Dundee.—A proposal to rescind а resolution whereby 
£1,500 is charged against the revenue of the tramway department 
and placed to common good, led to an animated disoussion at the 
monthly meeting of the Corporation. It was argued that any 
surplus should go towards improving the service, and that £1,500 
а year would go a long way to enable the Corporation to extend 
the railless trolley system. The convener of the Tramway Com- 
mittee hoped the Tramway Committee would be in a position before 
very long to make improvements on the service and yet continue to 
pay the £1,500. He also hoped the Committee would be asked to con- 
sider the question of extending the railless trolley system to 
Lochee. It was agreed to continue the payment. 


Durham.—The United Automobile Service Co., Ltd., is 
introducing a motor service between Durham and Spennymoor and 
Bishop Auckland. 


Fife.—Colonel von Donop inspected, and described as 
highly satisfactory, the new tramway from Lochgelly to Glencraig 
and Lochore last Thursday. The line is a continuation of the 
Dunfermline and Lochgelly system opened two years ago. 


Glasgow.—The general manager and the town clerk are 
to report to the T.C. as to the advisability of acquiring, in con- 
nection with the tramway service, a number of motor-’buses for the 
purpose of (a) tapping the districts in the neighbourhood of the 
various tramway termini, and (5) being utilised for the conveyance 
of passengers in the city at night or early morning after the 
service of tramway cars has ceased. The Sub-Committee remitted 
the matter to the town clerk and the general manager for consider- 
ation and report. 

Hastings.—The Hastings Tramways Co. is promoting a 
Bill in Parliament to enable it to adopt the overhead system on the 
Front line in lieu of the existing Dolter system. Tho matter was dis- 
cussed at Friday's meeting of the T.C. A petition from frontagers 


strongly protested against the Bill, and appealed to the Council to 


oppose it. In the cours of the discussion several speakers contended 
that the present system oould be improved by better attention to 
the track, and it was argued that before overhead wires were 
approved, the company should carry out certain suggestions 
recently made by Major Pringle, of the B. of T., who came down 
at the instance of the Corporation. Eventually, by 22 votes to 9, 
the town clerk was instructed to take all necessary steps under the 
direction of the Law and Parliamentary Committee to oppose the 
Bill. | ; 

Huddersfield.—The Corporation is giving a trial to an 
improved cover for its tramcars. It has been constructed by the 
United Electric Car Co. from the designs of the tramways manager 
(Mr. R. H. Wilkinson). The cover con be fixed to the present cara, 
and will provide increased seating accommodation, comfort and 
freedom from draught. It is claimed that the cover will be a 
great improvement upon those at present in use, 


Luton.— The T.C. has notified Messrs. Balfour, Beatty 
and Co., Ltd., that it requires them to take a further 10 years’ lease 
of the electric tramways from February 21st next. 


Irlam.—On Tuesday, last week, a deputation from the 
District Council waited upon the Tramways Committee of the 
Salford Corporation in support of the application for the extension 
of the Salford electric tramways from Peel Green to Irlam and 
Cadishead, which are developing into important industrial localities. 
Alderman Linsley, chairman, pointed out that the Salford Corpora- 
tion could not entertain any such proposal unless the local authority 
It would, more- 
over, want some profit, The deputation, of course, could give no 
such undertaking. | 

Lancaster.—At the annual meeting of the Lancaster 
and District Tramways Co., on Saturday, Mr. A. Bell, the chairman, 
said they were £600 worse off than in the preceding year, on account 
of bad weather and the cost of provender. So long as they retained 
horse traction, he said, they had reached the high-water mark, but 
the directors had given notice of their intention to apply for power 
to introduce mechanical traction, and the lines had been inspected by 
the Board of Trade. 
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London.—The Highways Committee has decided to 


remove and sell the four 3,500-Kw. vertical-horizontal engine sets 
at the Greenwich tramways generating station, and to replace 
them with, in each case. an 8,000-Kw. turbine. When worked 
entirely by turbines, the plant capacity will amount to 52,000 KW., 
as against at present 34,000 Kw., there being four 5, 000-Kw. 
‘turbines installed, in addition to the reciprocating plant. The 
first section of the work, including the installation of two 
units, will be taken in hand immediately, and will cost 4 128,000; 
the second section is estimated to cost £99,000. On the basis of the 
present price of coal, 16s. per ton, the first section of work will 
result in a saving of £16,000 per annum in fuel, as well as a gain 
in capacity of 9,000 kw. 

The L.C.C. on Tuesday adopted a recommendation of the Finance 
Committee that the scheme for a tramway from the Marble Arch to 
Cricklewood should be dropped. in view of the opposition of the 
various road authorities. The Council approved the General Powers 
Bil which includes various other tramway extensions estimated to 
cost £500,000. | 


Marsden.—The seal of the Council has been affixed to 
the agreement between it and the Huddersfield Corporation in 
connection with the extension of the tramways to Marsden. 


Mytholnroyd.—4A special meeting of the Council was 
held on Wednesday last week, when the prov. agreement drawn up 
by the Halifax Corporation, respecting the running of cars and 
motor-'buses in the D.C.'s area, was considered. Under this agree- 
ment, the Council agrees to postpone its right to purchase the 
tramway to 31 years from the passing of the proposed Bill; the 
Corporation agrees to run a motor- bus to Cragg Vale upon certain 
conditions: that Councillor C. W. Greenwood deposit £100 in 
the bank in the name of the chairman of the Mytholmroyd D.C., 
and that the Corporation have the right to draw upon this sum in 
order to recoup itself of any loss which might be entailed by the 
running of the motor- bus. | 


J. Oldham,.—aAt the T.C. on the 4th inst., the Committee's 
action in not allowing whiskey advertisements on the tramways, 
was endorsed by 20 votes to 11, and Councillor Low remarked that 
the Corporation was throwing away £150 a year, and he would 
have been prepared to let the decision stand if it would make one 
fewer drunkard in Oldham, but it would not have that effect. 
The Deputy Mayor said a wealthy Corporation like Oldham 
should not do anything to encourage the drinking habite of the 
people. 


Siberia,— The old tramway system in the city of 
Viadivostock has now been converted to electric traction. It is 
described as being the first electric tramway in Siberia. ; 


South Africa,—The British and South African Export 
Gazette, referring to the matter of railless traction, says that 
Bloemfontein has already adopted a comprehensive scheme covering 
114 miles of route: Boksburg has just awarded contracts for a 
similar undertaking ; Germiston has decided to inaugurate a service 
over а 74-mile route; Benoni ratepayers have just approved a com- 
prehensive scheme already adopted by the Council ; and Krugers- 
dorp has a scheme under consideration. The Johannesburg 
Corporation, however, has decided to inaugurate a service of motor- 
omnibuses instead of a railless system. 


York.—In connection with the Bishopthorpe Road tram- 


way extension scheme, the City Council has deferred consideration 


of tenders for the electrification in order that the city electrical 
engineer might prepare a report upon the cost of his department 
undertaking the work. 


TELEGRAPH and TELEPHONE NOTES. 


a 


Dundee.—The Corporation, along with other representa- 


tive bodies, is making renewed efforts to persuade the Postmaster- ' 


General to extend the underground system of telegraphs from 
Edinburgh to Dundee and Aberdeen. 


Hong Kong.—The Indiun and Eastern ‘Engineer says 
that for the proposed wireless telegraph installation a sum of 
$100.000 is set aside. This is to be a station for ship-to-shore com- 
munication, with a range of not less than 600 miles. The proposed 
Imperial station is quite distinct from this scheme. 


Imperial Wireless System, — On Wednesday last 
week the Select Committee on the Marconi contract continued the 
inquiry, Capt. E. F. Charlton, Assistant Director of Torpedoes at 
the Aamiralty, giving evidence. The witness said that apart from 
the Imperial system, the Admiralty stations that would be neces- 
sary would not be long-distance stations except in the case of the 
Mediterranean and home waters. He could not over-emphasise the 
absolute importance of wireless telegraphy to the Navy, especially 
to the ships. If the Admiralty hau constructed the stations, their 
staff would have been depleted, aud it was very difficult to obtain 
suitable men. Asked why the Admiralty etipulated that applicants 
should bave a University degree, he stated that they wanted 
men who had had a good engineering training. Their ataff of 
wireless experta was only sufficient for experimental and naval 
work, While they were talking and holding inquiries,3 other 


nations were getting on with the work. He maintained that the 
agreement was a good commercial agreement. Government mes 
sages would be entirely free. It was a deplorable thing that the 
agreement had not been ratified long ago. He had no financial 
interest whatever in the Marconi or any other company. 

Mr. P. Minter, Assistant Director of Navy Contracta, said the 
great aim of the Admiralty had been to secure a modification of 
the restrictions of Clause 9 of the 1903 agreement. The Admiralty 
approved of the agreement in its final form. He was not certain 
that the Crown clause in the Patents Act would have given the 
Government the right to use the patents for public traffic. If the 
contract had gone to someone else, the Marconi Co. might have set 
up competing stations and so prejudiced the chances of com. 
mercial success. The Admiralty had obtained freedom to commu. 
nicate with other departments subject to certain restrictions, due to 
distrust on the part of the company, lest the departments should 
use the information obtained from the Admiralty without paying 
for it. He would like to see the inspection clause altered. 

On Thursday Mr. Minter's evidence was concluded. He thought 
the right to reject plant considered by the Postmaster-General to 
be unsuitable was a valuable one. There was nothing in the 
agreement which conferred a monopoly upon the company. 

Capt. Fitzmaurice, the representative of the Admiralty on the 
Cable Landing Rights and the Imperial Wireless Telegraphy Com. 
mittees, said he thought that cables would ultimately be soper. 
Beded by wireless telegraphy. He preferred a State-owned system, 
and regretted that an Admiralty scheme which he laid before the 
Cable Landing Rights Committee had not been put forward. The 
matter was still extremely urgent. We had not lost strategically, 
because we had not had a war. The urgency was on strategic 
grounds, but it did not matter, strategically, whether the stations 
were operated by the Admiralty or by a company. He had no 
interest whatever in the Marconi or any other company. 

Col. Macdonogh, of the General Staff, who represented the War 
Office on the Committees, expressed similar views; he said that 
sites had been considered, and the work could be begun almo& 
immediately. The matter was even more urgent now than in 1910. 
After the decision in their favour in February, 1911, the Marconi 
Co. had asked the War Office for royalties amounting to 420000 
down and £5,000 a year. The War Office offered £180 per station, 
which the company refueed, and the matter was referred to the 
Treasury. For strategica] reasons the War Office preferred simplex 
working. They had decided to concentrate their defence on the 
transmitting station, of the two duplex stations. The agreement 
met their requirements, and should be carried out. They could not 
agree to the inspection of any military station. He had no financial 
interest in the Marconi Co. ` 

Major R. H. Boys, of the Engineering Staff of the War Office. 
gave evidence as to the question of patent rights between the War 
Office and the Marconi Co. 

On Monday last the examination of Mr. J. E. Taylor, one of the 
staff engineers of the Post Office, occupied the sitting. The witness 
stated that on November 8th he informed the engineer-in-chief to 
the Post Office that he purchased 30 £1 ‘shares in the Marconi Co. 
on December 21st, 1911, not then having any connection with the 
Imperial scheme, Later he thought that, tor the sake of appear- 
ances, it would be wiser to part with them, and on March 19th he 
sold the shares, as well as 100 shares of the-Canadian Marconi Co. 
which he had purchased on February let. He still held 200 #1 
shares in the latter company, with which the Government had no 
dealings. Не was in no way influenced by his holding in the com- 
pany, as might be gathered from the tenor of his reports. Hemade 
this statement in advance, in order that the Postmaster-General 
might not be prejudiced before the Select Committee by his action. 

At an interview with the Postmaster-General, on November 26th. 
he explained that he bought the shares because he believed them to 
be a sound investment, having a considerable knowledge of the 
Marconi Co. The Postmaster-General pointed out that he, being in 
a responsible position in charge of the staff concerned with wireless 
telegraphy, ought not to have purchased the shares. In a further 
statement to the engineer-in-chief he said he was not aware of any 
precedent which should have deterred him, as a Post Office servant. 
from making investments.in & company oontracting with the 
Government. h 3 

A letter from the Postmaster-General, dated November 13th, was 
read, in which he expressed his “grave displeasure” with Mr. 
Taylor's transactions; on December 15th, 1911, Mr. Taylor was 
present at a meeting of the Committee which was advising in the 
negotiations, when the subject of the contract was fully discussed, 
and on December 218t he bought 30 shares. He sold them on 
March 19th, 1912, when the price bad increased 50 per cent. The 
Postmaster-General could not regard Mr. Taylor's explanation s 
satisfactory; such actiontwas contrary to the traditions of the Civi! 
Service, and tended to impair public confidence in its integrity. 
Had Mr. Taylor used his position to support the claims of the oom- 
pany his retention in the public service would have been im- 
possible ; but he was satisfied that he had not at any time shown 
any disposition to favour the Marconi Co., and, in view of that fact. 
and his honourable and very efficient service of 24 years, the milder 
course of reducing him to the rank of assistant superintending 
engineer would be followed. 

The witness stated that he did not buy the shares on the faith 
of the Government contract. He bought 200 Canadian Marconis оп 
July 15th last, which he still held. After the tender was accepted. 
he thought he would probably be engaged in the supervision of the 
work, and that his name had better not appear on the list of share- 
holders. There was no rule in the Post Office that he knew of 
against such transactions, but he thought it was desirable that some 
such regulation should be made. | 

Regarding the relative merits of the Marconi and Poulsen systems. 
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he said the latter was less liable to atmospherio disturbances, and 
would probably be more easily worked at a higher speed than the 
former. Assuming that the Poulsen system was reliable and could be 
worked over 2,000 miles day and night, it would be considerably the 
cheaper both in first cost and running oost. 


Improved Telegraphic Apparatus.—Mr. Herbert 
Samuel, the Postmaster-General, recently stated that his department 
was experimenting between London and Liverpool with new 
machines which would send telegrams both ways simultaneously at 
the rate of 150 words & minute and transmit 1,000 telegrams an hour. 
The Department was taking measures further to improve the tele- 
phonic communication, and esrly in the New Year four addi- 
tional circuits would be brought into operation between London 
and Liverpool. 


Mongolia and Thibet.—Arrangements are in hand for 
the establishment of a system of telegraphs in Mongolia and Thibet. 
As it is expected the work will occupy ®t least three years, it is 
proposed, in order to furnish prompt and reliable information on 
the development of current affairs in these countries, to install for 
present use wireless telegraph stations in Urga, Uliasutia, and 
Kobdo, in Mongolia, and in Chamdo, Batang, and Lhassa, in Thibet. 


Portugal.—Marconi's Wireless Telegraph Co., Ltd., 
has received information from Lisbon to the effect that Parliament 
has ratified the contract entered into with the Government, amount- 
ing to 2,006,000 fr., for the erection of wireless stations at Lisbon, 
Oporto, Ázores, Madeira and Cape Verde. 


The Telephone Service.—Mr. Bridgeman recently 

asked the Postmaster-General if it could be arranged that at all 
post offices where telephones for service purposes were installed, 
‘those telephones should be made available for the use of the general 
public at the usual charge. Mr. Samuel replied that this was being 
done. Nearly 200 such call offices had been authorised in the pro- 
vinces since January Ist. | 


CONTRACTS OPEN and CLOSED. 


OPEN. 
Abértillery,—December 16th. 100-Kw. Diesel engine 


and dynamo, water-cooling apparatus, pipework, overhead crane 
and &witchboard panels and connections, for the U.D.C. See 
Official Notices November 29th. 


Australia,—VicroRIA.— December 31st. 
tectors, for the P.M.G.s Department. 
November 22nd. | 
. January 10th, 1913.— Prahran and Malvern Tramways Trust (V.) 
invites tenders for trucks, wheele, axles, motor equipment and brakes. 
Australian Mining Standard. 

January 24th, 1913. Two 4,000-Kw. steam turbo-alternators, for 
the Melbourne City Council. See “Official Notices " November 22nd. 

January 28th. — Thirty-three miles of paper-insulated lead- 
covered cable for P.M.G., Melbourne. High Commissioner's Office 
in London, 72, Victoria Street, S. W. ; 

January 28th.— Paper-insulated lead-covered cable for the P.M.G. s 
department. See "Official Notices " to-day. 
| SYDNEY.— January 20th. Storage batteries, motor-generators 
and switchgear. City Electrical Engineer, Town Hall. 

January 8th and 22nd.— Fifty induction motors (Speci- 
fication No. 386) ; two turbine-driven centrifugal pumps (Specifica- 
tion No. 390). Chief Commissioner, New South Wales Government 
Railwaye, Sydney. | | 

TASMANIA (HoBART).—January 13th. P.M.G.’s department :— 
„ lead covered cables. See Official Notices Decem- 

r 6th. 

QUEENSLAND.—January 29th. Detectors (Schedule 242), for the 
a n See Official Notices" to-day.  . 

ICTORIA.—February 21st. Four 1,500-Kw. ro converters, 
for the Melbourne City Council See “ Oficial Notices Е De- 
cember 6th. 


Balderton (Notts.).—December 14th. The Parish 
Council invites tenders for an electrical installation for street 
aa For further particulars see this column for November 

n a j 


Barton-on-Humber. — Wiring for electric light at 
Bardney Hall. Particulars obtainable up to, and including, Friday, 
December 13th, from Mr. A. Stamp, architect and surveyor, Ferriby 
Road, Barton-on-Humber. 


Belfast. January Ist. The Harbour Commissioners 
are inviting tenders for a 120-ton electric derrick crane at 
Alexandra wharf. Specifications, &., from Mr. W. R. Kelly, 
Harbour Engineer, Harbour Offices, Belfast. 


Belglum.— March 1st, 1913. The municipal authorities 
of Molenbeek St. Jean, Brussels. Concession for the supply of 
electrical energy for public and private electric lighting and power 
purposes in the town. Tenders to La Maison Communale, whence 
particulars may be obtained. . 


Blackpool.—December 17th. The Tramways Depart- 
ment is inviting tenders for a motor tower wagon. Mr. Charles 
Furness, Tramways! Manager,; West Caroline Street. 


Thirty de- 
See Official Notices 
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Bournemouth. — December 20th. Tramway clothing 
and caps, for the T. C. Mr. I. Bulfin, General Mauager, Tramway 
Offices, Lansdown Crescent. 


Dewsbury.—December 17th. Two water-tube boilers, 
guperheaters, mechanioal stokers, &c., for the Corporation electricity 
works. See Offioial Notices November 29th. 


Dundee.—December 20th. 5.000-KW. steam turbine 
and alternator, condensing plant, and one 500.Kw. rotary converter 
with transformer, for the Corporation. See „Official Notices 
December 6th. 


Eastbourne,—December 16th. 99 long-burning flame 
arc lamps for etreet lighting, and sale of 99 open-type double- 
carbon lamps to be displaced, for the Corporation. See "Official 
Notices November 22nd. 


France,—January 15th. Concessions for six railway 
schemes in the Department of Calvados, France, are offered for public 
competition. The lines are to be of 1 metre gauge, and the service 
is to be either electric or steam. For further particulars see this 
column for November 29th. | 

The State Railways Department are inviting tenders for the 
gupply of 197 passenger coaches of various types. Particulars from 
the Bureaux du Service du Matériel et de la Traction, 44, Rue de 
Rome, Paris. 

December 23rd.—The French State Railway authorities (Bureau 
du Service Electrique), 43, Rue de Rome, Paris, are inviting tenders 
for two seta of transformers at the electricity generating station at 
the railway station at Le Mans. | 

RENNES.—January 2nd. Tenders will be received for the 
supply of two switchboards for the Rennes railway station. 
Particulars from Bureau du Service Electrique (1° division), 43, 
Rue de Rome, Paris. 

Offers 


Germany. — SLAWENTZITZ. — December 15th. 
required for the supply and erection of lightning conductors on 34 
rural public school buildings. Particulars (70 pfennigs) from, and 
tenders to, Der Schulverbandavorsteher, Slawentzitz O.S., Germany. 


Hebden Bridge.— December 31st. One 240-Kw. Diesel 
engine and dynamo, for the U.D.C. See “ Official Notices " to-day. 


London.—FuLHAM.—January 9th. Steam dynamo. 
switchboard and connections for the Workhouse, Fulham Palace 
Road, W., for the Guardians. See Official Notices December 6th. 


MHanchester.— December 24th. (a) Three motor- bus 
engines and chassis; (5) one motor- car. Mr. J. M. McElroy, 
General Manager of the Corporation Tramways. 


New Zealand.—January 6th, 1913. Switchboards, for 
the Auckland Harbour Board. See“ Official Notices " November 
15th. 

Ramsbottom.—The U.D.C. is inviting tenders for 
31 miles of overhead electrical work. Specification and forms of 
tender (£5 5s., returnable) from the Clerk, U.D.C. 


Spain,—The municipal authorities of Villacanas (province 
of Toledo) have just invited tenders for the concession for the 
electric lighting of the town during & period of 15 years. 


South Africa.— December 31st. 107,580 yards of 
insulated wire, 6,336 yards of flexible wire, and 28 cwt. of bare 
copper wire, for delivery during February next. Tenders to 
Secretary to Tender Board, S.A. Railways Headquarter Officer, 
Johannesburg. Further particulars at the B. of T. Commercial 
Intelligence Department in London, and in the current Board of 
Trade Journal. 


Switzerland.—BrrNe.—The T.C. are about to spend 
897,000 fr. on the purchase of additional rolling stock for the city 
tramways. ' 

Warrington.— December 20th. Three motor-omnibuses 
for the Electricity and Tramways Committee. Tramways Manager, 
Car Sheds. 


— —— 


CLOSED. 


Belgium.— Six German, two Belgian and one each French 
and British firms competed last week for two contracts for the 
supply of telegraph cable to the Belgian Telegraph Authorities. 
In one case the lowest offer was that of the Land und See Kabel. 
werke Gesellschaft, of Nippes, Cologne, and in the other the Rheydt 
Kabelwerke Gesellschaft, of Rheydt. Messrs. W. T. Henley's Tele- 
graph Works, London, competed for both orders. 


Bradford.—The Corporation has accepted the tender of 
Messrs. Ferranti, Ltd., for extra-high-tension switchgear for the 
1,500-Kw. rotary converter to be erected at Valley Road electricity 
works, at £166. | 

British Columbia.—The B.C. Electric Railway has 
ordered five electric locomotives from the Westinghouee Electric 
and Manufacturing Co. 


Canterbury.—The T.C. has accepted the tender of 
Messrs. Chamberlain & Hookham for two battery meters. 


Colchester, Тһе T.C. has accepted the tender of Messrs. 
H. G. Merry & Co. for 600 tons of Mansfield or Shirebrook nutty 
slack for the electricity works, at 13s. 10d. per ton, or, if the firm are 
unwilling to supply at that price, to accept the tender of Mesers. 
Cory & Sons, for Shirebrook nutty slack, at 158. 2d. per ton 


— - 
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Dartford.—The U. D. C. has accepted the tender of the 
western Electric Co., Ltd., for cables and boxes, at £372 ; and that 
of the Woodville Electric Co., for wiring work at the electricity 
Works, at £88, 

Doncaster.— In connection with the equipment for the 
Bentley tramways extension, the Tramways Committee has accepted 


the tender of the British Mannesmann Steel Tube Co. for light 


poles, at £5 118. each, and for medium poles, at £7 11s. each. 


Finchley.—Messrs. Francis Reade & Co. have received 
the order for the electric lighting work, bells and speaking tubes 
for block of flats and houses for the Brent Garden Village 
(Finchley), Ltd. 


Glasgow.—The Works and Stores Committee of the T.C. 


has accepted the following offers :— 


Gas heating appliances for Partick Depót.-—Corporation Gas Department. 

Chip dryers.—Municipal Appliances Co. 

Lead-covered cables.— National Conduit and Cable Co., Ltd.; Western 
Electric Oo., Ltd. 

Nidged Sette.—M’Creath, Taylor & Co. А 


Gosport.—For installing electric light at the new Stone 
Lane Council Schools, the tender of Mr W. N. Walters, of High 
Street, Gosport, has been accepted. 


Hull.—The City Council has accepted the tender of Mr. 
Р. T. Kettlewell, of Trinity Street, Hull, at £5,095, for extensions 
and alterations at the power etation. 


Johannesburg. — The electrical equipment of the 
Johannesburg Town Hall is to cost £5,536, the local contractors 
being Messrs. W. Haine, Ltd.— British and South African Erport 
Gazette, | 


London.—Woo.wicu.—The B.C. has accepted the tender 
of Messrs.'F. Wells for 1,500 tons of coal for the Plumstead electricity 
. works, at 13s. 11d. per ton. 

Mesars. Siemens Bros. Dynamo Works, Ltd., have obtained the 
contract for the supply of tantalum traction lampe for the 
Aberdeen Line of steamers for the year 1913. 

L.C.C.— Messrs, Chamberlain & Hookham, Ltd., have received an 
order, ria the British Westinghouse Co., for supplying car meters 
for the Woolwich section of the L.C.C. tramways. These meters 
are of a special design for working on the conduit system, so that 
the meter reads always forward on the counter, no matter in which 
direction the current passes through them. : 

The Highways Committee received the following tenders for two 
dyn&mometers for testing car motors at the central car repair 
depót (third section) :— 

Buck & Hickman, Ltd. .. .. (recommended) 2598 
Heenan & Froude, Ltd. .. ve 25 ee .. 668 

With reference to the Council's recent decision to keep the con- 
tracts for tramway tires, &c. in the hands of British firms, it is 
stated that the Council on Tuesday, after all, had to place part of 
the contract with & German firm, as the great activity in the 
British steel trade made delivery impossible in less than six or 
nine months. 

The Stores and Contracte Committee has recommended offers 
from the following for acceptance for 1913 :— 


Electric insulating materials.—L. Andrew & Co.; Wm. Geipel & Co.: 
General Electric Co., Ltd.: J. N. Hardy & Bon; J. G. Ingram & Bon; 
Mi "anite and Insulators Co., Ltd.; Siemens Bros. & Co., Ltd. 

Electric lamps — A. E. G. Electric Co., Ltd. (carbon · filament lamps) (British) ; 
Brimsdown Lamp Works, Ltd. (metallic -fllament lamps, with filament 
not of drawn wire) (British); Edison & Swan United Electric Light 
Co., Ltd. (metallic-fllament lamps of drawn wire in one continuous 
length) (British). 


Ramsgate.—The T.C. has acepted the tender of Messrs. 
Vitty & Hopper, of Ramsgate, for the installation of an electric 
fire call-bell system, at £106, with first year's maintenance, and 
£12 per annum maintenance, for seven years. 


St. Helens,—The T.C. has accepted the tender of the 
British Insulated and Helsby Cables, Ltd., for 1,000 yd. of trolley: 
wire for an additional feeder on the pole line to the Sherdley district. 


. Sheffield.—The City Council has decided to extend the 
contract with Messrs, A. Reyrolle & Co., Ltd., for the supply of 14 
panels of extra-high-tension three-phase sub-station switchgear, to 
provide for a further 14 panels at the same price, viz., E 1, 682. 
The tenders of Messrs. T. A. Ashton & Co., Ltd., have been accepted 
at £121, and £76 for carrying out wiring and fitting work at the 
Penistone Road depot, and installing electric light and bells at the 
Corporation Street baths, respectively. For supplying two water- 
tube boilers, together with chain grate stokers, superheaters and all 
accessories, spares, &., the tender of the Stirling Boiler Co., Ltd., 
has been accepted at £7,790. 


Shipston-on-Stour.—The B. of G. has accepted the 


tender of Mesars. Brown & Parsons, Ltd., of Leamington, for wiring 
and fitting the Workhouse for electric light, at £58. and to supply 
current at 61d. per unit, or, alternatively, at £35 per annum for 
five years. | 

South America.—The Hart Accumulator Co., Ltd., 
have secured the contract for the supply of storage battery of 222, 
700 A.H. cells and automatic reversible booster, for the Talcahauno 
Electricity Works, South America. 


Stockport.—The T.C. has accepted the tender of Messrs. 
Bayliss, Jones & Bayliss, Ltd., for tie-bars for the tramways, at 
Is. 72d. each, and bolts and nuts, at £9 10s, per ton. 

Stoke-on-Trent.—The B.C. has accepted the tender of 
Mr. Leonard Vaughan, of Hanley, for wiring Longton Town Hall, 


and supplying fittings, at £498. Messrs. Newton Bros. of Longton, 
tendered at £520. The Council has also accepted the tender of 
Messrs. R. Baker & Co. for 10 tons of steel tramrails (18 lb. to the 
yd.). at £5 15s. per ton. 


Stretford.—The T.C. has accepted the tender of Messrs, 
G. Brady & Oo., at £80, for the supply of an electric service lift. 


Sunderland. — The Town Council, on Wednesday, 
accepted the following tenders :—~ - 


Cable Accessories Co.— a sets street lighting fittings. 

Ferranti, Ltd., and Reason Manufacturing Co., Ltd.—Meters. 

W. G. Farrow & Co.—Cast-iron frames and covers. — 

British Insulated and Helsby Cables, Ltd.— House service fuse boxes, switch 
pillar, cable, &0. 

IR. G. P. Co.—8ervice cable. 

Reyrolle & Co., Ltd.— Oil switch. 

British Westinghouse Co.—Three- phase E н.т. meters. 


Swansea.— The T. C. has accepted the tender of Messrs. 
Wm. Griffiths & Co., for extending the tramways through Castle 
Street to Harbour Road, Oxford Street and St. Helen's Road, at 
E 6, 226. | ; 


Walsall.—The T.C. has accepted the following tenders 


for annual supplies of stores to the Tramways Department :— 


Anti-Attrition Metal Co., Ltd., trolley wheels. 
British Insulated and Helsby Cables, Ltd., mechanical ears, section insu. 
]ators air gap). 
British Thomson-Houston Co., Ltd., controller fingers. 
British Hele-Bhaw Patent Clutch Co., Ltd., pinion wheels. 
J. W. Caparn, malleable iron castings. 
Edison & Swan United Electric Light Co., Ltd., O. K. dry cells. 
Electric and Ordnance Accessories Co., Ltd., aro lamp globes, “S.E.” opal, 
and arc lamp carbons. 
Fleming, Rirkby & Goodall, Ltd., stranded wire. 
Le Carbone, В.В.” carbon brushes. 
‘National Rail and Tramway Appliances Co., Ltd., brake blocks. 
Siemens Bros. & Co., Ltd., tantalum lamps. 


Watford,—At the last U.D.C. meeting, a recommendation 
of the E.L. Committee, accepting the tenders of the British 
Westinghouse Co. Ltd. at £3,004, for a steam alternator and 
regulator, and the Electrical Construction Oo., Ltd., at £103, for a 
generator, and additional feeding panels as required at the firm's 
schedule of prices, was adopted. In accepting these tenders the 
Committee protested against being compelled to adopt the general 
conditions of contract, as drawn up by the British Electrical and 
Allied Manufacturers’ Association, such conditions, in the opinion 
of the electrical engineer, not being satisfactory from a practical 
engineering point of view. = 

West Ham.—The T.C. has decided to extend the con- 
tract for cable with the British Insulated and Helsby Cables, Ltd. 


for two years as from March 31st next, at thé present basis 
charges. 


York,—In connection with the Bishopthorpe Road tram- 
way extension scheme, the City Council has accepted the tender of 


Mr. Wm. Dobson, of Edinburgh, amounting to £15,147, for the 
construction of the road track, 


— 


FORTHCOMING EVENTS. 


Electro-Harmonic Society.—Friday, December 18th. At 8 p.m. At the 
Holborn Restaurant, Smoking concert. 


Institution of Electrical Engineers (Students' Section). — Baturday, 
December 14th. At 7, for 7.80 p.m. At the Trocadero Restaurant, 
Piccadilly Circus, W. Annual dinner. 

ednesday, December 18th. At 7.45 p.m. At the Institution, Embank- 
ment, W. C. Paper оп “Sterilization by Electric Light," by Mr. J.C. Rennie. 


Junior Institution of Engineers.—Saturday, December 14th.—At7 p.m. At 
Caxton 1, Westminster, S. W. Reception, dance and whist drive. 
Friday, December 20th.—Paper on Electric Power Plant Troubles and 
Breakdowns," by Mr. E. F. Hetherington. 


North of En d Institution of Mining and Mechanical = 
Saturday, mber 14th. At 2 p.m. At the Wooa Memorial Hall, New- 
castle. Discussion on papers on The Ignition of Coal.Gas and Methane by 
Momen Electric arcs,” by Prof. W. M. Thornton. and “ Electrically- 
Driven ding Engines in South Africa," by Mr. A. W. Brown. Exhibi- 
tion and description of the Ceag," Stach,“ and Tudor" miners’ electric 
safety lamps. 


Institution of Electrical Engineers (Newcastle Students’ Section).— 
Monday, December 16th. At 7.80 p.m. At the Armstrong College, New- 
castle. Paper, "Notes on Design and Running of the p.c. Sub-station,” 
by Mr. H. D. Phelps. 
Friday, December 20th.—At Tilley's Market Street Rooms, Newcastle. 
Annual Dinner. 


Royal Society of Arts.—Monday, December 16th. At8 p.m. Cantor Lecture 
on " Methods of Economising Heat," by Mr. C. R. Darling. Lecture III. 


Institution of Sanitary Engineers,—Monday, December 16th. At 8 p.m. 
At Caxton НАП, Westminster. Sessional Meeting. Paper on The 
Collection of Home and Trade Refuse,” by Mr. J. O. Neumann. An electric 
furnace destructor wagon will be exhibited. 


Institution of Electrieal Engineers (Manchester Section). — Tuesday. 
December 17th. At 7.80 p.m. At the University, Manchester. Paper on 
" Electric Welding," by Mr. P. Bucher. 


Institution of Electrical eers (Scottish Section Tuesday, December 
17th. At6.80 p.m. Piquet, Glasgow. Eleventh annual dinner. 


Physical Society. — Tuesday, December 17th. At 8 and 7 p.m. At the Imperial 
College of Science, South Kensington, B. W. Annual bition. 


Institution of Electrical Engineers (Birmingham Section) —Wodnesday, 
December 18th. Meeting at the University, Birmingham. 


Institution of Electrical Engineers (London).—Thursday, December 19tb. 
At 8 pm. Paper on "The Work of the International Eleotrotechnica 
Commission,” by Dr. 8. P, Thompson. 


Association of Mining Electrical Engineers (West of Scotland Branch).— 
Selle Gla Art. Meeting. At 4.80 p. m. At the Royal Technical 
ollege, w. | А 
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THE ELECTRICAL ENGINEERS 
(LONDON DIVISION). | 


Commanding OffBicer—LizvT.-Cor. H. M. Lagar. 


The following orders have been issued for the current week :— 
Monday, December 16th.— A" Company. Company training, 7 to 10 p.m. 


Tuesday, December 17th.—‘B” Company. Recruit training, 7 to 10 p. m.: 
company training, 7 to 10 p.m. Last recruiting night before the New 
Year. 


Thursday, December 19th.—" O” Company. Company training, 7 to 10 p.m. 
Friday, December 20th,—" D" Company. Recruit training, 7 to 10 p. m.: 
company training, 7 to 10 p.m. 


Saturday, December 21st.—Headquarters will be open from 10 a.m. till 12 
noon for regimental business only. 
Headquarters will be closed from December 21st, 1912, to January 5th, 
1918 (inclusive), except for busines of an urgent nature. 
(Bigned) P. Н. CAMPBELL, Capt. R.E., and Adjt., 
For Officer commanding L. B. B. 


SS RARE ANTS 
NOTES. 


The I.M.E.4. Convention, 1913.—The eighteenth 
annual Convention of the I.M.E.A. will be held in London from 
June 17th to 20th, 1913. The Council of the Institution of Elec- 
trical Engineers has kindly placed the Institution premises at the 
disposal of the Association for its meetings during the Conven- 
tion. The headquarters of the I.M.E.A. Council will be the Hotel 
Ceci. As the Convention is being held during the height of the 
London season, members and delegates are strongly advised to make 
early arrangements for booking hotel accommodation. A pre- 
liminary programme will be issued early in the new year. | 


Carnegie Awards,—The Carnegie Hero Fund Trustees 
have made awards of £10 each to John Thompson and Mra. Ross, 
who rescued, or attempted to rescue, victims who received electric 
shocks at Dingwall in Auguat last, as already recorded. An allow- 
ance is also being made to the youngest daughter of Mrs. Grant, 
who was one of those killed. 


Under the Round Table.— 


THE “ ELECTRICIAN.” 

A contemporary complains 
that the programmes of the 
Electro-Harmonic Society are Ina programme of but 11 items, 
not, classical enough, and re- to perform two complete instru- 
marks :—" To perform twocom- mental trios would be enough to 
plete instrumental programmes clear the King's Hall, 
would be enough to clear the 
King's Hall.“ Comment is 
need less. | 


THE CONTEMPORARY. 


Comment is, indeed, needless ! 
Electricity Supply Rifle League.—The following are 


the results of the matches shot during November in connection with 
the above League :—Stepney (Barber 99), 555, r. Ilford (Brown 94), 


541; Stepney (Jager 95), 546, v. Central (Law 97), 548; West- 


minster (Horley, W. and H. Pearman 96), 563, r. Ilford (Brown 96), 
548; Westminster (H. Pearman 99), 570, r. Shoreditch (Weakes, 
East & Renvoyze 96), 569. 

Shot. Won, Lost. Drawn. Points. For. Against. 


Westminster... 8 8 0 O 16 4,641 4,395 
Central 8 6 2 0 12 4,435 4,394 
Shoreditoh 9 5 4 0: 10 5,043 4,972 
Stepney .. 8 3 4 1 7 4,369 4,409 
Ilford... . 9 2 7 0 4 4,849 4,990 
Hackney ... 10 1 8 1 3 6,426 5,503 


Northampton Polytechnic Institute.— On Friday 
evening last the annual prize distribution took place at this 
Institute, in St. John Street, E. C. The awards were distributed by 
the Marquess of Northampton, after au appropriate address from 
Mr. Sebastian, the chairman of the Governors, and the reading of 
the annual report of the Principal (Dr. Mullineux Walmsley). 
A very attractive programme had been arranged, including organ 
recitals, lecturettes (kinematograph illustrations of twisting and 
breaking, by Mr. C. E. Larard, the head of the mechanical engi- 
neering department, and "Liquid Air,” by Mr. W. M. Wilcox, 
lecturer in Applied Physics), visits to laboratories and workshops, 
and the usual gymnastic and swimming displays. In the course 
of his report, Dr. Walmsley said that the total number of students 
enrolled during the session was 2,012, as compared with 2,035 in 
the preceding session. The slight diminution was more than 
covered by a very special cause, namely, the diminution in the 
enrolments іп the classes in telegraphy and telephony, owing to the 
state of unrest produced amongst the staffs of the telegraph depart- 
ment of the Post Office and of the National Telephone Co., owing 
to the absorption of the latter by the former. Apart from the dis- 
turbance naturally caused by such a large transaction and the 
additional work thrown upon numerous members of the staff, the 
position and prospects of a large section of employés were for a 
time somewhat un in, and in fact it might be said that things 
had not yet settled down to a condition of normal working, as 
shown by the fact that the classes in this particular department 


for the current session were smaller even than for the session under 
review. The day courses and classes have also been well maintained, 
especially in the engineering sections, in which, during the session, 
an exceptionally strong fourth year section was at work. For the 
eighth year in succession, the Principal was able to place without 
any payment of premiums the whole of the second and third year 
students in commercial workshops for the summer, and could have 
placed additional students had they been available. Still more 
important was the fact that the students who obtained the 
certificate for the four years’ course in July had practically all 
obtained good starts in their engineering careers. A new 
departure in the day classes was the institution of morning 
classes in horology, following on an experimental and pioneer class 
of a similar kind, which was continued during the session in the 
electrochemistry department, The method of these classes is to 
take apprentices or boys of the apprentice grade for four hours 
every morning, on five days in the week, their afternoons being 
spent in the commercial workshops of their employers, for all the 
students were actually employed in commercial workshops. This 
meant a certain amount of sacrifice on the part of the employers, 
which not all were willing to make, but it was believed that the 
experience of those who had faced it showed that the arrangement 
could be made without serious detriment to the commercial work 
of the workshops. Dr. Walmsley felt that unless employers were 
prepared to make some sacrifices of this kind, the technical training 
of young apprentices in London could not be carried out under the 
best conditions, and it was hoped that in the future more employers 
would be disposed to make these sacrifices for the general advance- 
ment of the trades which were so important to them. As 
regards external examinations, five students of the engineering 
classes obtained the Degree of B.Sc. (Eng.) during the year, and 
three of these passed in Honours. 

At the conclusion of Friday's proceedings, the Marquess of 
Northampton was presented with a specially bound copy of the 
syllabus by one of the students. The students’ and members’ con- 


versazione was held on Saturday. 


Strikes.— LIVHRPOOI.— A Liverpool newspaper states that 
the men employed in the electrical departments of the shore gangs of 
several of the leading steamship companies of Liverpool came out 
on strike on December 4th, for an increase of wages to 39s. 9d. per 
week, and shorter hours. ‘At present the wages range from 36s. 
to 378. 6d. per week. The companies affected are said to include 
the Cunard, White Star, Leyland, Pacific, &c. The notices expired 
yesterday.” | 

THE CLYDE ELECTRICIANS.—<According to a Glasgow paper, the 
Clyde members of the Electrical Trades Union, who have been on 
strike since November 18th, decided last week by 219 to 149 to 
adopt the recommendation of their Executive Council in favour of 
resuming work in the shipyards. The men asked that the 
"majority " rate in the shipyards should be 9d. per hour, but the 
employers refused to make any advance on the current rate of 84d. 
"In consequence of the strike of shipyard electricians, the Elec- 
trical Contractors’ Association decided to lock out the members of 
the Union who were employed in the building trade in Glasgow. 
These men have also been idle during the past fortnight. Their 
position was considered at a meeting of the Strike Committee, and 
it was agreed to issue an instruction to the men not to return to 
work until they have received the sanction of the Union officials. 
Unlike the men who have been on strike, those locked out have been 
in receipt of Union benefits.” 


Institution and Lecture Notes.—THE ROYAL INSTI- 
TUTION OF GREAT BRITAIN.—The following is a list of the 
arrangements for the Friday evening meetings before Easter, 
1913 :— 

January 17th, at p Bir J. J. Thomson, Further Applications of 
| 0 


the Method of Positive Rays.“ 

January 24th.—Prof. John Oliver Arnold. Recent Advances in Scientific 
Bteel Metall "n | 

February l4th.— Prof. Andrew Gray. New Gyroscopes and their 
Applications.“ 


February 28th.—Mr. C. T. R. Wilson, Photography of the Paths of Par- 
tioles Ejected from Atoms. 

March 7th.— Prof. the Hon. R. J. Strutt. Active Nitrogen." 

March 14th.—Mr. A. B. H. Tutton, Great Advance in Crystallography "’ 
(experimentally illustrated), 


Other oourses of lectures inolude the following :— 

" Recent Research on the Gas Engine," by Prof. B. Hopkinson. 
T wo lectures on Thuredays, January 30th, February 6th, at 3 o'clock. 

"Surface Energy," by Mr. W. B. Hardy, Fellow and Tutor of 
Gonville and Caius College, Cambridge. Two lectures on Thursdays, 
March 6th, 18th, at 3 o'clock. 

"The Properties and Constitution of the Atom," by Prof. Sir J. J. 
Thomson. Six lectures on Saturdays, February 8th, 15th, 22nd, 
March 1st, 8th, 15th, at 3 o'clock. 

INSTITUTE OF MABINE ENGINEERS.—On December 2nd, Mr. 
A. E. Battle gave the concluding part of a lecture on Wave 
Motion and Modern Developments in High-Frequency Electricity,” 
illustrated with experiments. 

JUNIOR INSTITUTION OF ENGINEERS.—On Wednesday the Pre- 
sidential Address was delivered by Sir A. Trevor Dawson, R. N., 
M.Inst.C.E., on “Staff Officers in Industrial Works: their 
Scientific and Practical Training and Duties.” 

"Modern Developments in Electricity " was the subject of & 
lecture under the auspices of Edinburgh Typographia, by Dr. 
George A. Carse who submitted a number of interesting experi- 
ments. 


Inquiries. — Correspondents ask for the makers of 
“lubricon " and Wilkins beating apparatus. 


r ̃ . 
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INSTITUTION OF ELECTRICAL ENGINEER&(WESTERN SECTION).— 
The first ordinary meeting of the Section in Bristol was held on 
Monday last, when Mr. T. Schontheil read a paper on '' The Use and 
Design of Overhead Linee for the Transmiseion of Electric Power." 
A discussion followed, which was adjourned. A stroboec: pic 
demonstration of phase shifting was given in the Electrical Engineer- 
ing Laboratory of the University after the meeting, and an informal 
dinver party followed. 

INSTITUTION OF CIVIL EN GINEERS.— The highest marks in the 
October Associate Membership Examination have been obtained by 
Mr. C. Quartanos, of Newcastle-on-Tyne, апа Mr. Н. Knowler, of 
Sutton, Surrey. The Council has accordingly directed that Mr. 
Quartanos, who is ineligible for the Baylies Prize, by reason of his 
not being a present or former student of the Institution, receive 
honourable mention, and that the prize, of the value of £15, be 
awarded to Mr. Н. Knowler, Stud. Inst. C. E., under the conditions of 
its foundation. 


Tramway Social, —The Dunfermline and District Tram- 
way employés held their annual social and dance on Thursday last 
week, when Mr. J. H. Shepherd presided over a gathering of 80. 


Appointments Vacant. — The Government of India 
invites applications for the post of assistant foreman electrical engi- 
neer, for the Gun and Shell Factory at Cossipore ; a resident electrical 
engineer is required, for the Todmorden Corporation (£150) ; switch- 
man, for the Corporation Electricity Works, Newport, Mon. (25s.) ; 
assistant electrician, for the Posts and Telegraphs Department of 
the Gold Coast Government (£250) ; draughtsman and design office 
assistant. for the City and Guilds Engineering College, Exhibition 
Road, S.W. (£200). See our advertisement pages to-day. 


Annual Dinner.—On Wednesday last week the staff of 
the Cleckheaton electricity works held their first annual dinner. 
Mr. A. Pickersgill (chief engineer) occupied the chair, and some 
members of the Council were present. The Chairman of the 
Electricity Committee (Lieut.-Col. Atkinson) urged the employés 
to poll together and so make the electricity undertaking a great 
success. A smoking concert followed, at which songs were capably 
rendered by Merers. Pickeregill, McDowell, Kerehaw and Fawcett, 
whilst Mr. J. Beckett gave an interesting exhibition of card 
tricks. 


Electricity Works in Austria.—The Elektrotech- 
nischer Verein, of Vienna, has rent us particulars of a statistical 
directory of all the public electricity works in Austria, which 
number about 1,000, and supply energy to almost twice as many 
towns and villages. The book is issued under the title 
"Statistik der Elektrizititswerke in Osterreich,“ and contains 
the name and address of the proprietor of each undertaking, makers 
of the plant, population of the places supplied, system of supply, 
pressure, &c., and a variety of data relating to the conduct of the 
business. Information is also given regarding the Austrian 
electric railways, the towns that possess a supply of electricity. &с. 
The work will be published in January next, and those who apply 
fer it before December 31st can obtain it for 28. 9d. The address 
of the society is Theobaldgasse 12, Vienna VI. 


Municipal Tramways Association, —А its meeting 
on Wedneeday, the Sunderland Town Council agreed to invite this 
Association to hold its next annual conference at Sunderland. 


Electrical Treatment Claim.—At the Birmingham 
Aesizes this week, an action haa been heard in which O. F. Freeman 
claimed damages from Dr. F. Hall-Edwards and Dr. E. Jones, for 
personal injuries sustained through alleged negligent electrical 
treatment of the plaintiff for analgesia. On Wednesday, after a full 
hearing, a special jury returned a verdict for the defendants. 


Lock-out in Germany.—45,000 metal-workers have 
been locked out by firms in the Menden district. According to 
the Morning Post there bave been differences between emplóyers 
and employés in the Rhineland and Westphalian metal trades for 
tome time, consequent upon the men's demand for a 50-hour week. 
The masters are only willing to concede a 57-hour week. 


Educational Notes.— We have received from the 
" University Engineering College particulars of the corres- 
pondence courses in electrical engineering and allied subjects 
which have been organised by the promoters; the syllabus com- 
prises nine courses, intended to supply the needs of students in the 
various branches, and a special feature of the course is the fact 
that it is not limited to a fixed number of lessons, but is continued 
until the student is proficient. A number of scholarships are 
offered to students who enter for any course before December 31st. 


Electrical Imports and Exports in November.— 
The trade returns for November chow large increases in value in 
both imports and exports and re-exports. The increases in these 
three claescs are respectively 8°5 per cent., 5'7 per cent, and 22˙9 
per cent. 

Ini ports of electrical gcods and apparat us. other than machinery 
and telegraph and telephone wire, amounted to £143,983 during 
the month, a decrease of £8,973. For the 11 months they were 
£1,320,182— an increase of £23,334 over 1911. 

Firports of ditto were £304,409 for the month, a decrease of 
415.775: and for the 11 months £4,(49,758, an increase of 
£1.442,706 over 1911. 

Im ports of machinery advanced by £87,275 for the month, and 
by £890,569 for the 11 months. 

Exports of machinery adyanced by £34,060. for the month, and 
by £2,091,938 for the 11 months. | 


The B.A. Meetings, 1913 and 1914,—The Exeentive 


Committee for next year's meeting of the B.A. meeting at 
Birmingham was held the other day. The meeting will open on 
September 10th, with the presidential address of Sir Wm. White, 

The Times publishes in its issue of December 4th some parti- 
culars relating to the Australian meeting of the British Associa- 
tion the year after next. It is expected that some 150 repre 
sentatives of the Association, including. Dominion and foreign 
scientists, will take part in the visit. The party will arrive 
at Fremantle on August 4th; Adelaide, Melbourne, Sydney, 
and Brisbane visits follow, the return to London being oom- 
pleted by October 11th. 


OUR PERSONAL COLUMN. | 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials.— The Parliamentary Com- 
mittee of the St. Helens T.C. has recommended that the ealary of 
Mr. J. W. WARR, outside superintendent of the electricity depart- 
ment, be increased from £180 to £200 per annum as from April 1st, 
1918. 

The Burnley Electricity Committee has recommended that the 
salary of the electrical engineer, MR. STARKIE, be increased £100 a 
year. | 

Мв. BENDIX has been appointed assistant station superintendent 
(electrical) under the West Ham Electricity Department at a salary 
of £200 per annum, and Mr. J. ALLAN, now mechanical superinten- 
dent, is to be station superintendent at a salary of £350 per annum. 

MR. REGINALD W. KLITz, who has held the post of mains engineer 
at Wimbledon electricity works for the past nine years, has been 
appointed chief assistant electrical engineer with an increase in salary 
of £25 per annum as from the ist inst. 


General.—The Norwich Corporation electricity staff has 
presented a barometer to Mr. S. J. COOPER, superintendent of the 
lamp department, who is leaving to go into business for himself. 

Mr. H. W. BUTLER, engineer, of Craven House, Kingsway, 
London, W.C., who was chairman of the Executive Committee of 
the Electrical Exhibition, Olympia, 1911, informs us that he has 
taken into partnership Мв. S. L. BENTLEY., M. S. I. E., Paris, repre- 
sentative for many years of the Electrical Power Storage Co. in 
the Nortb, Scotland and Ireland. Among the sole agencies held 
by the firm may be mentioned those for Crocker-Wheeler Co., 
electric plant, Temco electric drills, and Durvite case hardening 
compounds. They will continue to trade as manufacturers’ agents, 
under the style of H. W. Butler & Co., and will be pleased to hear 
from firms wishing to be represented in London. 

Mr. HENRY TALBOT, who has been manager of the Todmorden 
gas and electricity works for the last eeven years, has resigned to 
take up the position of manager of the Holyhead Corporation Gas 
Works. 

The daily Press states that Mr. C. A. PABK has resigned 
his position of managing director to the British Westinghouse 
Electrica] Manufacturing Co. 

Mr. E. H. W. WEsTWOOD, honorary secretary of the Victorian 
Institute of Electrical Engineers, is returning to Australis, per 
ss. Morea, from Marseilles on December 20th. 


Obituary.— PRor. ANDREW JAMIESON.— With great 
regret we announce the death, after a severe illness, of Prof. 
Andrew Jamieson, M.Inst.C.E., at Glasgow, on the 4th inst. He 
was born at the Manse of Grange, Banffshire, in 1849, being the 
eldest son of Dr. George Jamieson, of the Cathedral, Old Aberdeen. 
After a lengthy apprenticeship at the Aberdeen Ironworks, during 
which heattended the Aberdeen University, he gained a Whitworth 
Exhibition and the Sir Jobn Anderson special prize for Applied 
Mechenics. For atime he occupied a responsible position with the 
Great North of Scotland Railway ; in 1872, he was chosen by Sir W. 
Thomson (Lord Kelvin) and Prof. Fleeming Jenkin as assistant in 
the testing and subeequent laying of cables on the coast of Braiil, 
and later he became chief electrician abroad, between England and 
India. to the Eastern Telegraph Co., under Sir John Pender and Sir 
James Anderson, in which capacity he carried out special work 
during the Ruseo-Turkish war of 1878, connecting up the positions 


where the British warships were stationed. In the course of his 


work he visited al most all the countries between England and Indis, 
as well ae North and South America and the East and West African 
Coasts, his last expedition being to the Cape in 1899 to investigate 
and report upon alleged interference between stray currente fro 
the tramways and the submarine cables. | 
In 1880 Mr. Jamieson was appointed Principal cf the College of 
Science and Arts, Glasgow, which subsequently, in combination with 
Anderson's College, formed the nucleus of the Glasgow and West of 
Scotland Technical College; in tbis institution he was appointed 
Professor of Engineering and chief of the Electrical Engineering 
department, positions which he held until bis retirement in 1899. 
Prof. Jamieson was a most popular and successful teacher, and 
over 6,000 students passed tbrough his hands, many of whom have 
since attained to positions of distinction ; he took a keen interest 
in his pupils and in the members of his staff, and his kindly 
die position endeared him to all who were associated with bim ав 
students or otherwise. He was also the auther of numerous text- 
books for the use of students, which ranked amongst the most 
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lucid and efficient of their kind. &nd of which over 150,000 copies 
were sold; the best known of h's works amongst practical men is, 


no doubt, the Pocket-book of Electrical Rules and Tables,“ 


which has always maintained its position in the foremost rank, and 
has passed through 19 editions. | 

. Prof. Jamieson acted as consulting engineer in connection 
with many electrical undertakings, and as arbitrator in engineering 
disputes; in recent years he established a system of teaching 
engineering by correspondence, which attained to a considerable 
measure of success. He contribnted to the Proceedings of the 
technical societies, and was awarded a Telford premium by the 
Institution of Civil Engineers as well as the Gold Medal of the 
Institute of Engineers and Shipbuilders in Scotland. He was 
married twice, and leaves a widow. 

Mr. P. C. RoBERTS. News received from South Africa brings 
the details of the death of Mr. Percy Claud Roberts, who had re- 
cently returned from a health trip. Mr. ‘Roberts was stopping 
with some friends in Cape Town, and while showing them a 
Browning automatic pistol] it accidentally exploded in his hands, 
and the bullet passed through his heart, killing him on the spot. 
Mr. Roberts was connected with several important works, and for 
the past four years had been chief electrician on the Giant Mine 
at Gadzoma. The elimate of Rhodesia, however, wore him down, 
and in June last he was ordered by his medical adviser to take a 
trip to England. This he did, and had only been back in Cape 
Town a little more than a week when he met with the fatal acci- 
dent, as described. He had resumed work in Cape Town the day 
before his death. 


Mr. WILHELM SCHARINA.—A Glasgow paper states that shortly ? 


after 11 a.m. on 7th inst. Mr. Wilhelm Scharina, of Mesers. Siemens 
Bros., Ltd., Glasgow, was found dead on the tloor of a lavatory in 
the Central Railway Station, Glasgow. His son, by whom the 
body was identified, stated that Mr. Scharina had been affected 
with heart disease for ten years. He was 64 years of age, and 
resided at Mount Park, Gourock. 

Мв. RoBERT INGHAM.—The death took place on Thursday last 
week, at Devonshire Street, Skipton, of Mr. Robert Ingham, who had 
occupied the position of electrician at Belle Vue Mills, Skipton, for 
& period of 30 years. 

Мв. T. Ramsay.—The death is announced, after a pro- 
longed illness, of Mr. Thos. Ramsay, head of the firm of Ramsay 
Bros., electrical engineers, of the Phwnix Works, Albion Street. 
Whitehaven. Deceased, who was 68 years of age, established the 
business at the Phonix Works with his brother, the late Mr. Wm. 
Ramsay, some 25 or 30 years ago, and since his brother's death, in 
1901, he has been assisted by his sons, who will continue the 
business. | 


NEW COMPANIES REGISTERED. 


Tramways, Light and Power, Ltd. (125.699).—Registered 
December 3rd, by Ashurst, Morris, Crisp & Co., 17, Throgmorton Avenue, Е.С. 
Capital £600 000 in 300,000 preference, 200,00 ordina: y, and 100.000 de ferred 
ordinary shares of EI each. Objects: To take over the undertakings of tbe 
Nottinghamshire and. Derbyshire Tramways Co., the Derbyshire and 
Nottingbamshire Electric Power Co., the Leamington and Warwick Elec- 
trical Co., Ltd., and the Leicestershire and Warwickshire Electric Power Ca., 
and to carry on the business of contractors for the construction and equip- 
ment of tramways and railways, with electric or other mechanical power, 
owners of tramways, light railways, and electric lighting and other works, &c. 
The signatories (with one shnre each) are:—Geo. Balfour, M. I. E. E., 224, 
College Hill, E.C.; A. H. Beatty, 224, College Hill, E C., company director; 
W. Shearer, Swanton, King's Avenue, Bromley, Kent, company secretary ; 
W. J. Belley. 36, Holmwood Road. Seven Kings, clerk; E. L. C. Feilden, 97, 
Gloucester Terrace, Hyde Park, W., Reserve of Officers; H. L. Williams, 
Brierwood, Worcester Park, engineer; А. S. Valentine, 87, Inderwick Read, 
Stroud Green, N., engineer. Minimum cash subscription, 100,000 thares. The 
signatories arc to appoint the first directors; qualification, £250; remunera- 
tion, £1,000 per annum, divided between them. 


Robin Electric Lamp Co., Ltd. (125.723).-—Registered December 
4th by Ashurst, Morris. Crisp & Co., 17, Throgmorton Avenue, E.C. Capital 
£76,000 in £1 shares. Objects: To carry on the business of manufacturers of 
and dealers in incandescent electric lamps and gas mantles, burners and fitt Dgs 
for use in connection with electric light and gas, engineers, &c., and to adopt 
an agreement with R. F. 8ynd, Ltd. The signatories (with one share each) 
are :— A. J. Swan, 4, Sutherland Road, Chiswick, clerk; W. H. Walford, 
239, Mortlake Road, Ilford, clerk. Private ccnipany. The first directors (to 
number not less than two or more than five) are to be appointed by the 
signatories. Remuneration as fixed by the company. 


Birchington and Westgate Electric Light Co., Ltd. 
(125,675).—This company was registered on December 3rd, with a capital of 
£5,000 in £1 shares, to carry on the business indicated by the title, and to 
adopt agreements with Sir Wiliam J. Ingram, Rart., L. J. Simons and F. J. 
Cornford. The subscribers are:—8ir William Ingram, Bart., The Bungalow, 
Westgate-on-Sea, 1,000 shares; F. J. Cornford, Town Hall Buildings, Westgate- 
on-Sea, architect, ome share. Private company. The number of directors is 
not to be less than three or more than five; the subscribers are to appoint the 
first; qualification, £50. Registered oftice, Town Hall Buildings, Westgate- 


on-Sea. 

Ready Syndicate, Ltd. (125.671).—Registered December 3rd, 
by Courbold-Ellis & Mitchell, 14, Clements Lane, Е.С. Capital, £10,000 in £10 
shares. Objects, to carry on business as manufacturers of, and dealers in, 
electrical appliances or specialities, &c, Every subscriber for shares in the 
syndicate will be required, in respectof each suchehare,tounderwriteor procure 
the underwriting at par of £55 sharea of the proposed issue of £85,000 7 per 
cent. comulative participating preference shares in & new company to be 
formed and called the Briti-h Kver-Ready Electrical Co. (1913), Ltd., or similar 
title. The signatories (with one share each) are :—L. R. Andrews, 53, Grandison 
Road, Clapham Common, B. W., clerk; G. T. Little, 7, Dornehffe Road, 
Fulham, 8.W., clerk. Private company. "The first directors are not named. 


Voight & Haeffner (England), Ltd. (125,729).—This com- 
pany was registered on December 4th, with a capital of £10,000 In £5 shares, 
to acquire inventions in relation to improvements in apparatus for the control 
of electricity. The subscribers (with one share each) are :—A. Haetfner, 
Renterweg. 82, Frankfurt o/M., general director: G. Cooper, Hampton in- 
Arden, electrical engineer; M. Mueller, Fatkstrasse, 23, Frankfurt o/M., 
director; M. Vogelsang. Borkenheimer Landstrasse, 101, Frankfurt о/м., 
director. Private company. The number of directors is not to be less than 
three or more than five; the first are A. Haeffoer, chairman, G. Cooper, 
M. Mueller and M. Vogelsang (all permanent). Registered office, 95, Colmore 
Row, Birmingham. Solicitors, Lane, Clutterbuck & Co., Minoriee Chambers, 
Birmingham. 


` 


CITY NOTES. 


British Columbia Electric Railway Co., Ltd. 


MR. R. M. HonNE-PAYNE (chairman) presided on Tuesday at the 
Great Eastern Hotel, E.C., over the meeting of the above company. 

The CHAIRMAN, who, in consequence of illness was unable to 
address the shareholders, had prepared his remarks, which were 
read by Mr. Blundell Brown. He said the accounts recorded 
another satisfactory year. Their two hydro-electric installations 
which had been so long under construction, and had involved the 
expenditure of such large amounts of capital, were beginning to 
earn money. In February last the first unit at Jordan River was 
put into operation, and it had successfully delivered power into 
the city of Victoria ever since with satisfactory results to the earn- 
ings of the Victoria branch. The second unit was aleo completed 
successfully about a fortnight ago, and they had commenced the 
work of increasing the water storage capacity, in accordance with 
the original plans, so that they might be able to gradually increase 
the electrical development unit by unit to its ultimate capacity of 
about 45,000 H.P. Thus they were providing in advance for the 
increasing demand for power in Victoria and the surrounding dis- 
tricts, where it seemed probable that trade of all sorts, and their 
business, would increase rapidly. Their great bydro- electric 
development at Lake Coquitlam and Lake Bunzen was described 
at some length in the annual report. (See ELECTRICAL REVIEW 
last week.) The completion of this mighty and costly enter- 
prise was now well within sight, and it was safe to say that it 
would not only be one of the greatest developments in the 
world, but also one of the most satisfactory from the stand- 
point of producing cheap power and of requiring comparatively 
little expense for upkeep and maintenance. They would have been 
deriving some of the benefit of the increased etorage during the 
past month but forthe great delay in the manufacture of electrical 
machinery, owing to strikes in this country. The directors ordered 
thie machinery so well in advance that it seemed impoesible that it 
would not be ready and would not be delivered in time to assist in 
carrying the present winfer load. In addition to these great 
engineering undertakings, the company had constructed new lines 
of railway in many directions, and had carried out improvements 
on its old lines, to meet demands of traffic, and it had greatly 
extended its light and powet system. This work could not be 
described in detail, but it had involved large expenditure and a vast 
amount of thought and planning and work to the manayement and 
directors. There were two matters in connection with the 
company's affairs which had received a great deal of publicity in 
the Press, on which they would expect him to give some 
information. It had been stated that the company had entered 


into a contract for the purchase of power from the Western Canada 


Power Со. The facts were that the general manager of the 
Western Canada Power Co. approached the directors in an entirely 
businesslike and courteous way to ascertain whether the company 
would be prepared to purchase power from his company. The 
directors came to the conclusion that although the works at Lake 
Coquitlam would supply all the power they would need for several 
years to come, it would be wise to secure an alternative supply of 
power from the Western Canada Power Co., if it could be obtained 
cheaply enough. The subject was thoroughly discussed between 
the representatives of the two companies, but unfortunately the 
offer received from the Western Canada Power Co. was not, 
acceptable to the company, and a counter-offer put forward by the 
directors had not been accepted by the Western Canada Power Co 
That was all there was to say on the subject. With regard to the 
long negotiations which had been reported in the newspapers 
between the municipal authorities of Vancouver and the company, 
the facts were as follows :—The area covered by what was really 
one great city, and which might be called Greater Vancouver, was 
for administrative purposes divided into the three municipalities 
of Vancóuver, Point Grey and South Vancouver. The City of Van- 
couver originally covered a comparatively small area, and had beer 
extended in recent years to include the areas formerly known as 
Hastings Town and District Lot 301. The company owned 
franchises empowering it to carry on its electric lighting and 
electric power business throughout the whole of the above-named 
municipal areas, as well as in many other -districts, for very 
long: periods. The company also owned franchises authorising 
it to carry on its electric railway business for long periode 
of years throughout the whole of the above-mentioned areas and 
districts, with the exception of the old, not the extended, City of 
Vancouver, where their franchise might be terminated by purchase 
on fair terms in 1919. In particular they owned franchises in 
Point Grey and South Vancouver which had still 37 years to run 
before these municipalities had their first option to purchase. At 
the end of 37 years there options occurred at intervals of 10 
years in South Vancouver and Point Grey, and in the 
case of old Vancouver at intervals of five years 
after 1919. These franchises constituted the guarantees on the 


strength of which they had invested their n oney, and the directors 


were sati-fied that they sufficiently protected the future. They had 
not initiated any steps to get them changed, nor had they asked for 
further advantages. In the last few years a desire had sprung up 
in Vancouver and Point Grey and South Vancouver to consolidate 
the three into one great city, and it was thought by some 
people to be desirable to at the same time consolidate the 
railway franchises within the three municipalities, во 
that - they might operate under the ваше conditions 
and charge the same fares throughout the new city. They 
were first approached by the City Council of Vancouver on 
this subject some three years ago, and had every desire to meet the 
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wishes of the people fairly and even generously, but were com- 
pelled to break off the negotiations because they found that the 
opportunity was being taken to put forward a number of 
extravagant demands upon the company. They could not concede 
these demands, as, had they done 8o, they would have been unable 
to finance, and would actually have landed the company in bank- 
ruptcy, and they found that in refusing them they were making 
enemies who intentionally or unintentionally published statements 
which were utterly misleading—some of them grotesquely untrue 
—to the detriment of the business. On two subsequent occasions 
they had been approached by the city authorities and induced to 
reopen and to carry on exceedingly lengthy negotiations, but each 
time they had been compelled to withdraw for the same reasons. 
and at last they had to decline to again discues the subject. A few 
weeks ago they received a written proposal from a Committee com- 
posed of representatives of the Councils of three Municipalities. 
The terms of this proposal being reasonable they accepted it, but 
were it not that they had desired to avoid the appearance of un- 
reasonably standing in the way of the development of the city and 
the wishes of the citizens, he did not think that they would have 
accepted it. The terms included the consolidation of their 
franchises in these three municipalities into one franchise for a 
period of 25 years, and 5-cent fares throughout their area, an 
increase in the percentage on the railway earnings payable to the 
city, and the retention for five years of certain cheap tickets, a 
privilege which they had hitherto voluntarily conceded to the 
public, but which they had decided to withdraw in consequence of 
increasing expenses of every description in the Railway Department 
in Vancouver. This would have involved a considerable financial 
sacrifice to the company during the next seven years, and 
they would also have given up the last 12 years of their 
franchises in Point Grey and South Vancouver, and it was these 
last 12 years of the franchises which would be by far the most 
valuable years to them. On the other hand, they would probably 
have gained a further 18 years in the old city, which would have 
enabled them to better centralise on Vancouver their plans for the 
development of the surrounding districts, and they would have 
gained some other advantages. The Committee in due course 
reported to the Vancouver City Council, unanimously recommend- 
ing their proposals, and requesting that they be laid before the rate- 
payers, but to their astonishment, and to that of everybody con- 
cerned, the Council did not approve of the arrangement, and sum- 
marily rejected a motion to instruct the city solicitors to prepare a 
by-law for submission to the people. This closed the matter. 
Their permanent stability as an enterprise was entirely unaffected 
by the failure of the negotiations. The position briefly was that 
the City of Vancouver could purchase in 1919 their linea within the 
original limits of the city (excluding their interurban lines), and no 
more. These lines comprised only a very small portion of their 
280 miles of railway. In the districts recently annexed to the city 
their railway franchise covered a long period, and in South Van- 
couver and Point Grey their franchises had at least 37 years to 
ran. Accordingly, if Vancouver exercised its option to purchase 
in 1919, people travelling between the outlying suburbs and the 
centre of the city must pay a double fare. He thought this was 
likely to be во objectionable to the people and so injurious to the 
business interests of Vancouver that the option to purchase in 1919 
would not be exercised, and that they would continue to operate as 
at present throughout the city and surrounding areas for another 
37 years, when South Vancouver and Point Grey would have 
‚ their first option to purchase. Their lighting and power 
business was not touched in any way by these negotiations. 
In 14 years, they had grown from nothing to be the largest elec- 
trical enterprise in the British Empire, with probably one exception. 
They had expended $36,000,000 of cash up to the present. Ata 
rough, but fairly reliable, estimate, the company had itself expended 
in wages since 1898 $14,430,000, not including contractors’ wages. 
During the past year alone they bad spent on capital and revenue 
accounts $12,564,717, of which $674,638 represented salaries of the 
local officials and staff and $3.676,720 the wages of other employés, 
leaving $8,213,359, a large proportion of which represented wages 
paid by contractors working for the company. The total number of 
employés on the company’s pay-roll at June 30th, 1912, was 5,660, 
and the estimated number of employés paid through contractors was 
2,500, making a total of 8,160 employés in the service. Assuming 
an average number of pereons dependent on each wage-earner as 2, 
they had a total number of persons maintained by the British 
Columbia Electric Railway Co. directly, and through its contractors 
of 24,480, or 11 per cent. of the total population served by the 
company. At the end of 1898 they had 40 miles of track; 
to-day they had over 280. In 1898 they had 2,000 H. P. avail- 
able; to-day they had 128.000 H.P. In 1898 they were 
operating 14 passenger cars; in 1908 they had 71; in 1909, 
97; in 1910, 128; in 1911, 240; and to-day they owned or 
had under contract for prompt delivery 369 passenger cars. 
They had kept well ahead of developments by building lines into 
territories practically unsettled when they firet went there, with 
the object of building up these districts, and they were giving a 
splendid eervice on eeveral lines which did not even pay operating 
expenses, At the present moment they had extensive development 
plans mapped out which would benefit all concerned, and he would 
appeal to the common sense of British Columbians in their own 
interests ‘to assist them in every possible way in their power, and 
to vigorously put down all such unreasoning opposition to their 
plans as was recently raised in connection with the Port Grey 
Franchise. With regard to the profits which they had made there 


was no secret, He had taken out the amount of cash invested in . 
their enterprise in each year since 1898, and the amount paid out 


in dividends and interest. He found that only in one year, namely, 


1902, had they paid more than 5 (per cent. on the capital actually 


\ 


employed. At the end of the past year the amount of capital 
involved was $34,976,990, and the amount paid out, including the 
dividend which they were asked to declare that day, would be 
$1,457,190, or, eay, 44 per cent. on the actual cash in vested. Their 
enterprise had been carefully and patiently built up in a con- 
servative and thoroughly sound way; their investment was, in - 
the opinion of the directors, an absolutely safe one, and that they 
believed the success of the company was abeolutely assured for 
many years to come. 

Mr. CAPEL CURE asked whether if the municipality did not 
exercise its right in 1919, their franchise would continue for 
37 years, or would it have to be renewed from time totime. And 
further, what bad happened with regard to the threatened com- 
petition they heard about last year ? 

Mr. BROWN said their city franchise terminated in 1919, and 
after that in five yearly periods. With regard to the competition, 
they had experienced that for the past six months, and it had not 
shown any serious effect. | 

Mr. DAVIDSON expreseed the hope that the proportion of working 
expenses would be reduced when they got the great hydro-electric 
plant developed. ~ 

Mr. BROWN eaid, of course they hoped it would be profitable, 
but whether the ratio of expenses would be decreased for some years 
they could not eay, as in a new country the development Was 80 
Jarge. All the time they were working with this object in view. 

Мв. C. W. BUTLER, speaking from experience, drew a very rosy 
picture of the future of British Columbis. 

On the motion of Mr. MORTON, seconded by MR. J. BUNTZEN, 
the report was adopted, and a further motion was agreed to for the 
payment of dividends at the rate of 6 per cent. on the preferred 
ordinary stock, and 8 per cent. on the deferred ordinary stock. 

Mr. HAROLD BROWN proposed that the best thanks of the meet- 
ing be given to the chief manager and officers and staff in British 
Columbia for their loyal and successful efforts on the company's 
behalf. 

Мв. T. BLUNDELL BROWN seconded the motion, and it was 
carried. 

An extraordinary meeting was afterwards held, when a resolution 
was carried increasing the capital of the company to £4,600,000 by 
the creation of new shares of £1 each. Resolutions were also 
carried for the alteration of the articles of association, the object 
being to put beyond all possible question the right of the directors 
to make in the future, as in the past, simultaneous issues of prefer- 
ence, preferred and deferred ordinary shares, 


Stock Exchange Notices.—The Committee have (1) 
appointed special settling days as under :— 


Wednesday, December 18th.—Bonecourt Surface Combustion, Ltd.— 38,643 
shares of £1 each, 10s. paid (Nos. 1 to 88,649). 

Thursday, December 19th.—Consolidated Cities Light, Power and Traotion 
Co.—Fully-pafd scrip for $4,000,000 first lien 5 per cent. gold bonds. 


And (2) ordered the undermentioned securities to be quoted in 
the Official List :— 


Consolidated Citiee Light, Power and Traction Co.—Fully-paid script for 
$4,000,000 first lien 5 per cent. gold bonds. 

Portland Railway, Light and Power Co.— 816,000,000 5 per cent. first and 
refunding mortgage 80-year sinking fund gold bonds (Series ~“ A) (Nos. М1 to 
15,400 of $1,000, D1 to 800 of 500, A to J1 to 200 of $100 each). | 

Underground Electrio Railways Co, of London, Ltd.—F'urther issue of 12,000 
shares of £10 each, fully paid (Nos. 47,698 to 50,692, 469,201 to 474,900, and 


` 480,901 %0 484,900); 14,568 A ordinary shares of 1s. each, fully paid (Nos. 


1,185,910 to 1,150,477); and £80,208 6 per cent. first cumulative income 
debenture stock and £15,800 6 per cent. income bonds (Nos. 59,028 to 59,180 of 
£100 each). 

North Berwick and District Electric Light and 
Power Co., Ltd.—At the first annual meeting, Prof. Schafer, 
chairman, who presided, said that the shares allotted numbered 
4,860. Thecontract for the erection of the power station had been 
given to Mesars. John Wilson & Sons, of North Berwick, and it was 
expected that the works would be completed within three months, 
and that by the spring a supply would be available for consumers. 


British Electric Traction Co., Ltd.—The directors 


have declared the dividend for the half-year to September 30th on 
the 6 per cent, cumulative preference stock. 


Consolidated Gas, Electric Light and Power Co. of 
Baltimore.—A dividend of 1j per cent. on the common shares 
(5 per cent. per annum) has been declared for the quarter ending 
December 31st. 


Manila Electric Railroad and Lighting Corporation. 
A dividend of $13 per cent. for the quarter ending December 31st, 
on the capital stock is declared, also an extra dividend of $1 per cent., 
making a total of $24 per cent. per share. 


Eastern Extension, Australasia and China Tele- 
graph Co., Ltd.—The directors bave declared an interim dividend 
for the quarter ended September 30th, of 2s. 6d. per share. 


Winnipeg Electric Railway Co.—The directors have - 
declared & quarterly dividend on the capital stock, exolusive of the 
recent issue of new ehares, at the rate of 12 per cent. per annum. 


Continental.—FRaANcE.—The report of the Societe 
d’Electro-Metallurgie de Dives for the last financial year shows a 
profit of £29,896. A dividend of 5 per cent. is being declared. 


Western Telegraph Co., Ltd, — The directors have 
declared the first quarterly interim dividend of 3s, per share for 
the year ending June 30th, 1913, being at the rate of 6 per cent. 
per пиш The transfer books will be closed from December 14th 
to 20th. | 
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India-Rubber, Gutta-Percha and Telegraph Works 
Co., Ltd. 


THE directors’ report for the year ending September 30th, 1912, to 
be presented at the meeting on Tuesday, December 17th, 1912, at 
12 o'clock noon, states that the accounta show, after provition for 
doubtful debts, & net profit of £51,247. Adding £4,657 brought 
forward and deducting £9,375, the dividend on the preference shares 
paid in January snd July, snd £3,125, the preference dividend 
accrued to September 30th, there remains a disposable balance of 
£43,404, which, after providing for the proposed dividend on the 
ordinary shares, will leave £5,904 to carry forward. The directors 
recommend that the payment of the half-yearly dividend of 5s. per 
share, or at the rate of 5 per cent. per annum, be made to the pre- 
ference shareholders, and that a dividend of 15s. per share, or at the 
rate of 74 per cent. per annum, be paid to the holders of ordinary 
shares; both there dividends to be payable on January lst prox. 
The general business of the company has been fully maintained. 
The price of its principal raw material had considerable and 
irregular fluctuations during the year, making the future position 
very uncertain, and there was a material decline towards the close. 
In March a general coal strike occurred, and July brought a London 
dock strike, which interfered both with the free delivery of the 
raw material which the company was receiving and the dispatch of 
its manufactured goods. The trading of the French factory and 
some of the foreign agencies has not been satisfactory, while other 
foreign agencies have produced quite gratifying results. The 
volume of the submarine cable work has increased, and the steamers, 
Dacia and Buccaneer have had employment. The Silrertewn 
has just completed the laying of a submarine cable between 
Australia and New Zealand, and will probably leave for home 
towards the lend of this month, when the contract period of 
guarantee should terminate. Profita in this branch of the business 
are somewhat severely limited by competition. The works at 
Silvertown and Persan have been maintained in the usual state of 
efficiency. The directors regret to record the death of Mr. B. 
Bishop and Mr. D. McNaught, the former having served the com- 
pany since its inception and the latter for a period of about 25 years. 
Mr. J. Y. Buchanan resigned from the board at the beginning of the 
year. | 


Adelaide Electric Supply Co., Ltd. 


THE eighth annual general meeting was held on Tuesday at the 
officer, Finsbury Pavement House, Moorgate Street, E.C., Mr. J. B. 
Braithwaite presiding. 

The CHAIRMAN said that they again had a satisfactory report. 
During the year they bad expended £102,646 on capital account, 
bringing up the total cost of the undertaking to £480,619. That 
capital had been provided by the issue of the remaining £50,000 
5 per cent. debenture stock, which was sold in the market on terms 
which gave them a profit of £1,464 ; and by the issue of a further 
amount of ordinary capital. The shares were offered at £8 each 
to the existing shareholders, and realised a profit of £29,595. 
They recommended that the whole of that £31,049 should be put to 
general reserve and that £3,720 be written off from certain special 
items in tbe capital account on the recommendation of the chief 
engineer. The auditors called attention to the fact that no pro- 
vision had been made for depreciation, That, as he had told them 
on previous occasione, was a policy which the board felt bound to 
adopt, and instead of calling it depreciation, they were building up 
а general reserve which, with the sum to be added this year, would 
stand at the substantial figure of £37,329. The investments at 
cost, made on account of the dividend equalisation account, stood 
substantially at the prices at which they were purchased, and the 
account stood untouched at the figure of £25,000, as last year. 
Turning to the profit and loss account, owing to their losing 
the tramway load, which, in the previous year, produced 
& revenue of £30,841, they were very doubtful how the 
year would work out. They knew that their own business 
was rapidly increasing, but they felt that it would take them 
a year or two to make up for the tramway load. He was glad to 
say they had been agreeably surprised at the rapidity with which 
their own business had extended, and the result was that they had 
no need to trench upon the dividend equalisation account in order 
to maintain the same dividend as last year. The private supply 
bad amounted to £48,647, as against 236,476, an increase of 
£12,171. The supply for power had amounted to £17,315, as com- 
pared with £14,140, an increase of £3,175, and other items in the 
revenue account, gave them a total of £73,154, against £86,347 in the 
previous year, an increase— excluding the tramway revenue— on their 
own business of £17,648, which he was sure they would all consider 
a most gratifying result. The generation of electricity had cost 
. £18,263, against £25,791, а decrease of £7,638. They bad an increase 
in general charges in Australia to meet of £1,885, and they had had 
to pay £6,875 interest on their debenture stock, against £1,250. 
The net result was that they carried forward to the balance-sheet 
213,361 lees than last year. That, however, stil! left them an 
amount which enabled them to pay 10 per cent. dividend on the 
ordinary shares, and а 2 percent. bonus, and to carry forward asum 
of slightly over £5,000. The increase in the business was shown at 
every point. The units sold had increased 1,125,868, the 
increase being divided fairly evenly between light and power ; the 
lighting increase was 30 per cent., and the power increase 38 per 
cent. They had had the advantage during the year of a visit from 
Mr. Wheaden, their chief engineer, and had had an opportunity 
of conferring with him in detail about the position in 
Adelaide, and they had also had Mr. J. K. Samuel, one of their 
local directors, over. They had adopted the policy of giving their 


consumers the full benefit of the metallic-filament lamp, which 
was equivalent to reducing the price of current 66 per cent., and 
he was glad to ғау that the policy had been crowned with succese. 
He thought that the follow ing figuree as to the progress of the under- 
taking were really remarkable. The area of their district was 
now 155 eq. miles; an increase of 49 per cent. over last year. The 
population of the area that they supplied was 193,000, showing an 
increase of 10 per cent, The miles of street in their supply area was 
245: an increase of 41 per cent. The capacity of their plant was 
now 3,500 Kw., showing an increase of 23 per cent. The maximum 
load during the year showed a decrease owing to the loss of the tramway 
load ; during the year they had connected to their mains no fewer 
than 3,058 new connections, a record which, he thonght, it would 
be hard to beat even in any English supply company— an inorease 
of 90 per cent., and the total number of consumers connected at 
the end of the year was 7,868, showing an increase of 63 per cent. 
He was glad to say that the development was continuing up to the 
present, according to the latest returns they had received from 
Australia. 

Мв. ABTRUR F. PARISH £econded the motion, and the report was 
adopted. 


Jsle of Thanet Electric Tramways and Lighting 
Co., Ltd. 


THE meeting of this company was held on Thureday last week at 
Winchester House, E.C., Mr. A. R. Monks, the chairman, presiding. 
The CHAIRMAN, before moving the adoption of the report (see 
ELECTRICAL REVIEW, page 924), explained that he was occupying 
the chair because he had been elected by his colleagues on the resigna- 
tion of Lord Arthur Butler, who, having been chairman of the com- 
pany since its inception, felt that the time had come when he 
should be relieved of some of the more arduous duties appertaining 
to the chairmanship. He (Mr. Monks) and the other directors pointed 
out to Lord Arthur that he had piloted the company into a more 
successful position than it had occupied for some years, and that 
it was a pity he should retire now, but bis lordehip 
replied that that was exactly the reason he had taken the 
step. Coming to the accounts the capital and the loans remained 
the same; but the creditors had increased by £4,610; which was 
attributable to further expenditure on plant and maine. During 
the year they had paid off one creditor's balance of £1,000. On the 
other side of the balance-sheet it would be noticed that they had 
expended four sums aggregating £9,440 as follows :—additional 
machinery, £1,881 ; new sub-station at Broadstaire, £4,177 ; electric 
lighting installations, £3,303, and a small sum of £137 on street 
lighting. On the revenue side there was a decreased profit of 
£2,116. The decrease in the rcceipts from traction amounted to 
£2,683, but there was an increase in lighting of £1,684, and the 
expenditure had increased by £1,181. The decrease in the tramway 
receipts arose from the disastrous summer weather. As they were 
aware the undertaking was a fair weather line, and he did not suppose 
a more unfortunate state of affairs was possible than that which 
they hed to contend with during the summer. Their season was 
mostly in August and September, and it rained every day in the 
first month and nearly every day for the first two or three weeks in 
the latter, and when the weather took a change for the better it 
was tco late for them to reap the advantage, as the visitors had 
gone home. The lighting receipts, he was glad to say, showed an 
improvement of some 24 per cent. over those of the previous year. 
The extra expenditure was practically all due to the increased cost 
of coal and cokc—-coal having increased 48. 3d. a ton and coke 
3s. 8d. The strike aleo affected them somewhat, as they were 
forced to use the best coal instead of coke, but they kept up their 
service and gave an unlimited supply of light. As to the future, 
in the ccming yesr they would have to spend consider- 
able sums on further plant. They had contracted for a 
new Diesel engine which they expected to be delivered about next 
June, and with an additional expenditure of some £7,000 or £8,000 


^ he hoped they would be able to meet all the demands upon them 


for lighting, and that they would be free from any further 
material capital expenditure in the future. Of course there would 
always be expenditure for mains, and fortunately tbat was во, 
becaure it was to their lighting business that they would have to 
look for dividends. He would liked to have met the shareholders 
with an increase in the dividend this year, but in view of the 
finances, and seeing the importance of progressing with the light- 
ing part of the undertaking, that was not possible. 

Mr. W. M. Mon PRT seconded the resolution. 

The CHAIBMAN, in reply to questions, said he did not think the 
board had put too much towards the maintenance of the permanent 
way. That was спе of the most serious problems they had to face, 
especially as the company got older, and they must remember that 
in the carly deys they were not able to do what they cught to have 
доре in that regard. They certainly hoped for great econcmies іп 
working when they got the Diesel engine in operation. 

The report waa adopted. 


Melbourne Electric Supply Co., Ltd.—The directors 
have declared a final dividend of 5 per cent., making 74 per cent. 
for the year, together with a bonus of 1 per cent., both free of 
income-tax, on the consolidated ordinary stock, in respect of the 
year ended August 81st. 


Shawinigan Water and Power Со, —А dividend of 
11 per cent. on the common sbares (6 per cent. per annum) is 
declared for the quarter ending December 81st. 
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Metropolitan Electric Tramways, Ltd. 


Мв. EMILE GABCKE presided on December 4th at the Holborn 
Restaurant over an informal meeting of the shareholders of the 
Metropolitan Electric Tramways, Ltd., called to hear an explanation 
of the proposals recently made by the: London and Suburban Trac- 
tion Co. 

The CHAIRMAN said that the proposal which they had received to 
exchange their preference, ordinary and deferred shares into deben- 
ture stock and shares of the London and Suburban Traction Co., 
was an offer which was made by the new company to each individual 
shareholder in their company, and it was open to the shareholder to 
accept or decline it, as he thought fit. The formation of the 
Tramways (M. E. T.) Omnibus Co. led to negotiations with the 
Underground Railways Co. of London, who controlled the L.G.O.C. 
and held the majority of the ordinary shares in the London United 
Tramways. These negotiations had resulted in the present pro- 
posals. The three companies in which they were interested, namely, 
the Metropolitan Electric Tramways, Ltd., the Tramways (M.E.T.) 
Omnibus Co., and the North Metropolitan Electric Power Supply 
Co., would each continue to have a separate existence as before, but 
the London and Suburban Traction Co. would, if the scheme became 
operative, be the holders of preference shares and ordinary shares 
in the Metropolitan Electric Tramways and the whole of the 
ordinary shares in the Tramways (M.E.T.) Omnibus Co., and the 
shareholders would become shareholders in the London and 
Suburban Traction Co. Butthe debentures of the Metropolitan 
Electric Tramways Co. were not interfered with by the scheme, and 
for the present the debentures issued by the M.E.T. Omnibus Co. 
would remain unaffected. Further, no change whatever would take 
place in regard to the North Metropolitan Electric Power Supply Co. 
If the scheme became operative, the capital of the London and 
Suburban Traction Co., Ltd., would consist of £550.000 44 per 
cent. first mortgage debenture stock, £1,500,000 5 per cent. 
cumulative preference shares of #1 each, and £1,750,0C0 
ordinary shares of £1 each, the preference shares having 
priority as to capital over the ordinary shares. If he 
assumed for a moment that all the shareholders in the 
Metropolitan and London United Companies accepted their offer 
of exchange, the capital uf the new company which would have to 
be issued in exchange for the shares in the two tramway companies 
would be: £200,000 in 44 per cent. first debenture stock ; 
£1,449,336 in 5 per cent. preference shares: and £1,749,336 in 
ordinary shares. They would observe, therefore, that whereas 
practically the whole of the preference and ordinary rhare capital 
would have to be utilised for the scheme, there would be a balance 
of £350,000 debenture stock available for purposes other than the 
exchange. It was intended that this £350 000 debenture stock 
should be issued to the public and the proceeds of the issue applied 
to paying the expenses of, and incidental to, the formation of the 
new company and the carrying out of the scheme, the purchase 
of the share capital of the Tramways (M.E T.) Omnibus Co, Ltd., 
and providing the last mentioned company with funds required 
for completing ita fleet of 350 omnibuses, and building and equip- 
ping the necessary garages. The preference shares which they now 
held in the Metropolitan TramwaysCo. were £1 each, and were entitled 
to & 5 per cent, cumulative preferential dividend and to priority of 
capital over the ordinary shares. The holders of these shares were 
invited to exchange them for debenture stock and preference shares 
in the new company, receiving 10 per cent., or 88. per share, in 
44 per oent, debenture stock and 70 per cent, or 148. per 
£1 share in 5 per cent, preference shares, They would therefore 
receive 228. of new capital in exchange for 208. of present capital 
and their revenue would also increase. In future they would 


receive £5 68. percent. per annum instead of £5 per cent. as at 


present. With regard to the ordinary shares of the Metropolitan 
Tramways Co., which were £1 each, and which received a dividend 
last year of 6 per cent.—the holders of these shares were invited to 
exchange them for £1 of 6 per cent. preference shares and £1 of 
ordinary shares of the new company. They would therefore 
receive a bonus in new capital of 100 per cent., or, in other words, 
double their present holding. On one-half of this new capital 
they would receive a fixed cumulative preferential dividend of 5 per 
cent. On the other half, or the bonus capital, they would receive 
such dividend as might be distributed on the ordinary shares of the 
new company. With regard to the deferred shares, the offer to 
the holders of these shares was on the basis on which they had 
been placed by the recent resolutions passed by the company, 
authorising the conversion of the deferred shares into ordinary 
shares in the proportion of four deferred shares to one ordinary 
share; i.e, under the present scheme the deferred shares would 
receive as to one-fourth, exactly the same terms as were offered to 
the ordinary sharebolders. The proposal to convert the deferred 
Bhares into ordinary shares waa still awaiting the approval of the 
Court; but the holders of the deferred shares who accepted the 
offer of the London and Suburban Traction Co. would at once 
place themselves in the position which they would occupy if the 
approval of the Court had already been obtained. The chairman 
next referred to the terms offered by the new company to the 
London United Tramways Co. in so far as they affected 
the position of the shareholders in the Metropolitan Co. 
It might be asked how was it that the position of each party to 
the bargain could be improved without either making a sacrifice to 
the other. The answer was that this double advantage would be 
secured by the consolidation of interests which the scheme pro- 
pored to extablich. In the first place, they hoped to be able to 
effect considerable economies by joint management, through book- 
ings. and generally by establishing a community of interests, with 
results which it might be difficult to express in figures at this 
stage, but whith they with their knowledge of the business felt 


confident could be brought about. But more important atill 
would be the profits which the new company would earn from the 
operation of 350 motor-omnibuses to be provided by the Tramways 
(M.E.T.) Omnibus Co. It might be eaid that these omnibus ptofits 
belong to the Metropolitan Co, and that by allowing them to come 
into the joint account, the London United Tramways shareholders 
would be participating in profits which at present belonged exclu- 
sively to the Metropolitan Co. This was perfectly true in a way, 
but sharehglders in the Metropolitan Co., must understand that if 
the scheme did not go through, they would not be able to run 350 


omnibuses in the metropolis without exposing them to severe competi- 
tion, and that the omnibuses in that event would not then earn what 


they would earn when under the control of the new company. More- 
over, competition of motor-omnibuses with their tramways would be 
still further increased, and altogether theshareholders in thiscompany 
would not be in as good a position as they believed they would be 
if they made the exchange and the scheme became operative. He 


laid particular stress проп this point, because the experience they 


had already had of the competition compelled him to tell them that 


the prospect of a bitter warfare between powerful rival interests 


was certain to involve both companies in heavy loes, without advan- 
tage to the public or anyone elee. He was sorry to say that the 
profite of the Metropoliton Co. during the present year had Aready 


been materially reduced by omnibus competition, and if it were not 


for the steady improvement in their electric power business, he 


. would have to prepare them for a serious reduction of dividend. As 


it was, some reduction of the ordinary dividend was inevitable, 
but those shareholders who accepted the exchange of 
shares would be more than compensated for this in future years 
by the bonus of capital they received from the new company. 
Continuing, the chairman pointed out that the traffic problem and 
the competition which the company had to face were peculiar to 
London, inasmuch as the tramway did not cross the central parts 
of the Metropolis, and hence the omnibuses had exceptional advan- 
tages. They had good grounds for believing that provincial tram- 
way undertakings were not exposed to the same competition from 
motor-'buses, It was sometimes thought by those who were 
solicitous for the interests of the public, that combinations of the 
kind proposed, meant increased profits to the capitalists at 
the expense of the travelling public, but in this case one 
could say with confidence that the result of combination 
and co-ordination of travelling facilities would be to produce 
greater benefits for both the travelling public and the 
shareholders. Coming to the question of what were the 
proepects of the new company earning sufficient profits to pay fair 
dividends on its capital, he said, in the first place, they must realise 
that there was no watering of capitalin the scheme. Although the 
Metropolitan Tramway preference and ordinary shareholders 
received a bonus in new capital, the capital of the new company 
would not be greater than the combined present capital of the 
companies. This result arose from the fact that while the Metro- 
politan Co. shareholders received more than par, the London United 
Tramways shareholders received less than par. The maximum 
subscribed share and debenture capital of the new company to be 
issued under the scheme of exchange would be £3,398,672, as 
against the present issued capital of the two tramway companies 
who were parties to the arrangement, of £3,459,848. The prcfite of 
the new company would be derived from the dividends which it 
received on the shares it held in the Metropolitan and London 
United Tramways Companies, and also in respect of the whole of the 
ordinary shares in the (M E.T.) Omnibus Co. Of course, it was 


difficult to gave an exact figure, because they did not know what 


proportion of the present capital would be exchanged, bnt thete 
could be no doubt whatever that shareholders who did exchange 


would receive a larger share of the profits than the shareholders - 


who stood out, because if the scheme became operative, the new 


company, by reason of holding the whole of the shares in the(M E.T.) 
Omnibus Co., would receive the whole of tbe net profits on 


the working of the 350 omnibuses, while the shareholders 
in the M.E.T. Co. who did not exchange would, unfortunately, but 
unavoidably, suffer а diminution of profits by reason of some motor- 
omnibus competition — for, however much the tramways and 
omnibus interests might work together, the tramways would 
certainly have to give up some of the traffic to the omnibuses. 
Assuming, for the purpose of an estimate, that the whole of the 


shareholders in the Metropolitan Co. and in the London United. 


Tramways Co. exchanged their shares for shares in the new company, 
then the new company would receive the whole of the tramway 
profits of those companies, after paying interest on the existing 


debentures, and in addition to these profits the new company would 


have the profits from the working of 350 omnibuses. Of course, it 


would be some time before this number of omnibuses were in 
operation. They were being delivered now in batches, but it must 


take nearly 12 months before the full number could be placed in 
public service, and by that time the conditions might not be the 
same as at present. It would therefore be unadvisable, or rather 
impossible, for him at this juncture to make any definite estimate 
of the dividend which would be paid on the new ordinary shares. 
They bad taken every possible precaution to protect the share- 
holders’ interests, and the arrangement they had made with the 
L.G O. Co. was that the new company should receive the average 
receipts per omnibus of the L.G.O. Co.'s fleet in the metropolitan 
area, and there were other respects in which. the terms 
were advantageous to them as shareholders. The directors 
therefore had no doubt whatever that the holders of the 
preference shares in the Metropolitan Tramways Co. who 
made the exchange would receive their £5 ба. per cent. in future, 
which was more than they were receiving at present, and that the 
holders of the Metropolitan ordinary shares who made the exchange 
would receive 5 per cent. on'one-half of their new shares, and aleo 


— — — um 


Vol. 71. No. 1,829, ресемвев 13,1912] THE ELECTRICAL REVIEW. 


967 


& fair dividend on the other half, or bonus portion of their new 
capital, but -what the dividends on this bonus capital would be it 
was not easy to say with any certainty at the present moment. 
Another advantage of making the exchange was that, inasmuch as 
the new capital would be & combination of the capital of two 
separate companies, there would be a better market for the new 
shares. On the whole, the scheme had been well received, and the 
number of assents which had already come in was considerable ; 
but he feared that some of the shareholders had not fully under- 
stood the scheme. Mr. Devonshire, their managing director, was 
managing director of the new company, which included the L.U T. 
He had also joined the board of the new company to represent their 
interest, and the Tramways (M.E.T.) Omnibus Co. had appointed 
another director (Mr. Soames). The L.U.T. Co. was represented by 
Mr. Acworth, the chairman of that company, and by Mr. Stanley, 
who was managing director of the Underground Railways Co. of 
London and of the L.G.O. Co. Mr. Barber, their secretary, was 
secretary also of the new company, and the whole organisation of 
the new company was designed with a view to securing unity of 
interests between the various tramway and omnibus undertakings, 
which at present provided so great a part of the traffic facilities of 
the metropolis. , 

Мв. ENNIS asked if the burden of the arrears on the London 


United Tramways 5 per cent. cumulative preference shares would 


be a burden on the new company, and what proportion of share- 
holders had already expressed their approval of the scheme. 

The CHAIRMAN said the arrears of interest on the London 
United shares would not be the concern of the new company, and 
would have to be dealt with by the London United Co. in their own 
way. Assents were coming in continuously, and he had not exact 
figures before him. In the case of the.M.E.T. ordinary shares, they 
had already а very large majority, and the same remark applied to 
the deferred shares, and also to the ordinary and preference shares 
of the London United Co. With regard to the Metropolitan 
Electric Traction preference, they had a large holding, but not the 
necessary proportion at present. | 

Мв. BALDWIN contended that they were parting with а very 
valuable and improving asset in the North Metropolitan Electric 
Power Co. The preference shareholders felt that the new security 
offered to them in exchange for their present holdings was not of 
that value estimated by the chairman, who was generally such an 
optimist. Then he considered the value of the new security was 
somewhat sapped by the power of the new company to issue 
£550,000 of debentures, whilst they were also putting nearly 
£2,000,000 of debentures of the London United Co. in front of 
their security. He did not see where it was to the interest of the 
preference shareholders to share in the undertaking of the London 
United Co. 

Mr: ENNIS asked what area was mesnt when the chairman said 
the new company would receive a proportion of the omnibus earn- 
inga in the metropolitan area. 

The CHAIRMAN said it meant the Connty of London area plus the 
areas served by the Metropolitan Electric Tramways and the 
London United Tramways—a very valuable concession. Mr. 
Baldwin’s points were good, but it was not true to say that they 
were parting with the North Metropolitan Power Co. The only 
way in which it was affected, was that new interests were intro- 
troduced into the holding company, but the other interests would 
rank after theirs. There was no sapping in value by the new com- 
pany having the power to issue debentures. £200,000 of these 
debentures would go to the preference shareholders, and the 
remaining £350,000 were for the payment of the omnibuses, and 
if the holding company did not provide that money, it would have 
to be provided by the M.E.T. Tramways Co. Consequently, they 
were no worse off. It was an economical financial arrangement 
for the purpose of raising capital in the most convenient and the 
cheapest possible way. 

MR. BALDWIN raised the question of the quoted price of the 
shares, but 

The CHAIRMAN pointed out that heattached no great value to the 
reoent Stock Exchange fluctuations. At the same time, if they did 
take Stock Exchange quotations, they were higher in consequence 
of the scheme than before. 


Мв. ENNIS'remarked that they were all acquainted with the | 


broad facts of the situation in London. 'They found the London 
County Council which pushed the old tramway companies into & 
corner, were now feeling the pinch themselves, He regarded the 
present scheme as one of self-defence, and after hearing the chair- 
man, would support it. 


Mz. DADE moved: "That this meeting of the Metropolitan 


Electric Tramways Co. approves of the scheme for the consolida- 
tion of the interests of the Metropolitan Electrio Tramways and 


the London United Tramways, and recommends the shareholders to 


exchange their holdings in accordance with the directors’ circular 

of November 25th, 1912.“ 
Мв. PARKER seconded the motion, and it was carried unani- 

mously. ; 


Manx Electric Railway Co., Ltd.—The directors have 
declared a dividend of &4 per cent. per annum on the preference 
shares. £1,000 is placed to reserve for special renewals, and £920 
is carried forward. 


China Light and Power Co.—The net profit for the 


past year is nearly $16,000, an improvement of over $10,000 on the 
previous year. No dividend is to be paid, and $10,000 is to be 
devoted to depreciation on machinery.— Indian and  Eustern 
Engineer. . 


Prospectuses.— 7Zramways, Light and Power Co., Ltd 
A prospectus has been advertised this week inviting subseriptions 
for 300,000 6 per cent. cumulative preference shares of £1 each at 
par. The company has been formed tc acquire and work various 
concerns in the counties of Derby, Nottingham, Leicester, and 
Warwick, namely, the Derbyshire and Nottinghamshire Electric 
Power Co.; Nottinghamshire and Derbyshire Tramways Co-. 
Leicestershire and Warwickshire Electric Power Co.; and 
Leamington and Warwick Electrical Co., Ltd.; the amount pay- 
able being £220,600 (£90,600 in caeh, £45,000 in ordinary shares, 
and £85,000 in deferred ordinary shares). Contracts have been 
entered into with Messrs. Balfour, Beatty & Co., Ltd., for the con- 
struction and equipment of 134 miles of single tramway track 
between Ripley and Nottingham, and for the extension of the power 
plant and distributing system of others of the undertakings 
mentioned. £150,000 will be issued in 6 per cent. debentures 
or debenture stock at & later date. A report by Mr. W. C. C. 
Hawtayne estimates the net earnings of the undertakings at 
£46,500, and after paying debenture interest and preference 
dividend, he shows a surplus of £21,000. The operating manage- 
ment of the properties will be in the hands of Balfour, Beatty 
and Co., Ltd. 

The British Electric Transformer Co., Ltd.--This company is 
offering for subscription an issue at par of 42,286 6 per cent. cumu- 
Jative preference shares of £1 each. The liet is to close to-morrow 
(Saturday). The increase in the company's business for Berry 
transformers, Tricity " cookers, and other electric appliances neces- 
sitated the provision of additional manufacturing capacity last 
year, so that the largely increased turnover might be handled 
economically, The works were, therefore, extended, and it is 
chiefly che cost of the new factory and its equipment that has 


. called for the provision of further working capital, whieh the 


present issue will produce. In anticipation of tbis issue 18,000 
preference shares were subscribed for and fully paid up in August 
last, and arrangements have been made under which applicante 
can. purchase these with the benefit of the dividend acoruing 
thereon. 


Dorsetshire.— The County of Dorset Electric Supply 
Co., Ltd., has been formed to deal with the as yet unexploited 
field for electric supply in Dorsetshire. A good number of towns 
in Dorsetshire are without electric supply, and this company pro- 
poses to operate over a wide area, covering Dorchester, Sherborne, 
Wimborne, Swanage, Blandford Forum, Wareham, Bridport, Shaftes- 
bury, and other towns. The majority of the directors are Dorset 
men, and support in raising the necessary capital is anticipated 
from the county. The prospectus, we are informed, is being issued 
this week, and we understand that it includes a favourable report. 
by Mr. W. C. C. Hawtayne. The company takes over one going 
concern, the Lyme Regis Co., which paid 4 per cent. in its second 
year of working, after placing an equal sam to reserve. Two of 
the directors are connected with existing undertakings, i.e., Dr. J. H. 
Hosker, who ie a director of the Bournemouth and Poole Electricity 
Supply Co., Ltd., and Mr. F. W. Reynolds, who is a director of the 
County of London Company, the City of London, and other. 
companies. )] 


Power-Gas Corporation, Ltd.—The directors report 
that the works of Ashmore, Benson, Pease & Co., have been main- 
tained in & condition of efficiency and repair during the year, and 
all expenditure for this purpose has been charged to revenue. The 
coal strike caused & serious reduction in output of the works and 
greatly retarded the execution of contracts. The profits for the year 
are substantially less on this account. The results of the year's 
trading to September 30th of the Power-Gas Corporation, Ltd., 
show a total profit of £11,852, plus £3,264 brought forward, 
making £15,116, The directors propose to apply to reserve fund, 
£2,000 ; dividend at 4 per cent. per annum upon the ordinary 
shares, £9,984 ; to be carried forward, £3,131. 


STOCES AND SHARES. 


Tuesd ay Evening. 


STOCK Exchange markets are moving in zig-zag fashion, the 

brightness of one day being dimmed by some rumour or other on the 

next. Business is very fitful, as is only to be expected a fortnight 

before Christmas, and prices have been depressed by fresh foreign- 
political fears, The sensation of the week, so far as electrical. 
markets are concerned, was a steep slant in National Telephone. 
Deferred stock. Part of the fall was subsequently recovered. 

The market for English Electricity Supply shares continues very 
hard. It does not, however, take much to move prices rather 
materially in one direction or the other. For instance, a seller of 
comparatively few Brompton and Kensingtons formed sufficient 
excuse for the price of the Ordinary to be dropped 5s. County of 
London Ordinary rose as high as 12 bid, business being done in the 
shares at 124—a figure which not unnaturally brought out shares, 
with the result that the quotation eased off to 119, still showing 5s. 
rise on balance, while the market for the shares is a good one, and 
there are better buyers than the nominal price would indicate. 
Metropolitan Preference and Chelsea Ordinary went back 4, and 
Charing Cross remain dull. In City’sthere is nothing much doing, 
but the Preference receded 10a., which took the price back to 1217. 

A comical little incident occurred in a certain house in the City 
the other day which is served by the Charing Cross Company and 
the City of. London Company. Owing to some accident, all the 
lights of those tenants who take their current from one of the 
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companies went out, and the subscribers to the other were greatly 
tickled at the sudden demand for candles on the part of their 
fellow-tenante. 

The Railway market lies once more beneath the shadow of strike 
fears. On the North-Eastern, difficulties have come to an acute 
point, and certain of the Midland staff are also restless, voicing 
their grievances іп no mild manner. This influence has sutficed to 
` depress prices all round, the Undergrounds not escaping the con- 
tagion of general weakness. Metropolitans and Districts, for 
instance, both lost 14. Central London fell a point, while City 
and South Londop shed 2. The last-named company's four Pre- 
ference stocks are again each a point to the good, the yields 
attracting attention from buyers, who found that there was little 
stock about at the quoted prices. | 

Considerable publicity has been given during the past few days 
to the extensive schemes of the London and South-Western for the 
electrification of part of its suburban system, and this may have 
something to do with the drop of a point in London United Tram- 
ways Debenture. The North-Western, too, is far advanced with 
ita proposals for the conversion of part of its suburban lines to 
electric traction. It is said that a start is about to be made 
almost at once. 

The prospectus is being advertised this week of the Tramways, 
Light and Power Company, Ltd., 300,000 6 per cent. Cumulative 
Preference shares of £1 each being offered at par. The company 
acquires four undertakings in the Midlands, and although there 
may bea big future for the concern, investors perhaps might do 
better with their money elsewhere. The British Electric Trans- 
former Company, too, has been offering 42,286 6 per cent. Cumula- 
tive Preference shares of £1 each, also at par. The business of the 
company consists of the manufacture and supply of electrigfrans- 
formers and electrical apparatus of all kinds for cooking, heating 
and general domestic purposes, and the new capital should be of 
substantial use in developing its business. 

Foreign tramway issues are quiet, the movements being mostly 
oonfined to small fractions. Mexico Trams fell back a trifle, but 
the Company’s 6 per cent. bonds continue in demand, and improve- 
ments have taken place in Mexican Electric Lighting bonds and 
Mexican Light and Power Preferred. Monterey Fives also show a 
small improvement. On the other hand, Mexican Light and Power 
Common has given way. Brazilian Tractions fell ł on sales from 
the Continent, where they are held extensively by the speculative 
investor. Anglo-Argentine Tramways first Preference hardened up 
to par, but Calcutta Trams lost 5s., and one or two of the British 
Columbia Electric issues eased off on sales by those who wish to 
apply for the new issue of stock. River Plate Ordinary shows a 
loss of 4, and Northern Light and Power bonds slumped 5 on a little 
pressure to sell. Shawinigan Water more than regained its drop of 
last week. Victoria Falls Preference went back +, in sympathy 
with the dulness of other shares in the Kaffir Circus. 

The bears made a drive at National Telephone Deferred stock on 
the finding of Monday, when the Company agreed to accept two 
million pounds instead of three millions claimed. From 162 the 
price dropped to 143, at which there came a recovery to 148, it being 
argued that too much stress need not be laid on the figures just 
“ quoted.” The latest Stock Exchange estimates at the price at which 
this Deferred stock will be repaid, range from 140 to 170 percent. ; 
so, manifestly, as we have said again and again, the stock is no 
purchase for the small investor. 

Marconi's, too, gave way sharply when a few of the tired 
" bulls" began to press their shares for sale. The fall embraced 
Canadian, Spanish and American Marconi's, and the market for the 
time being is & dull one, American Telephone and Telegraph 
descriptions are lower, because of the suggestion raised that in 
view of the Supreme Court's finding against the Union Pacific Rail- 
road, the Telephone Company may be attacked on & somewhat 
similar principle. This contention, however, commands little 
adherence. West India and Panama’s drooped to 3}, but the 
Eastern group is steady, Eastern Ordinary again rising a point. 
Great Northern Telegraphs went up 10s, Indo-Europeans regained 
the 10s. lost last week. India Rubber shares have been particularly 
good, with a rise of 358. on the declaration of an interim dividend 
at the rate of 74 per cent, against nothing a year ago. Of the 
advance, 10s. was subsequently lost. Telegraph Constructions at 
354 are £1 down. 

Manufacturing shares are firm on the Board of Trade figures 
showing how excellent is the trade of the country. Babcock and 
Wilcox hardened to 3}, to ease off later to 34 again. Dick, Kerrs are 
& rather better market, and Britieh Aluminium have improved. 
Rubber shares have developed unwonted activity, and prices have 
been going up—in some cases subetantially— on the theory that 
the price of the raw produce will continue its present upward 
movement. 


Bullers, Ltd.— The directors’ report for the ycar ended 
July 31st last, as abstracted in the Financial New», states that the 
volume of the company s business shows considerable and satisfac- 
tory increase; but the trading has been adversely affected by the 
great rise in the prices of raw materials. The railway and coal 
strikes also caused heavy losses through stoppage of work and dis- 
location of business. Several large contracts are on hand, and it is 
anticipated that the revival of trade will be continued. The 
accounts show a profit of £11,415, with £583 brought forward. 
The interest on the preference shares, £7,500, has been paid, leaving 
£4,498. The directors propose to further strengthen the reserve 
account by the amount of £4,000, making that account £52,000, 
and to carry forward £498, 


ELECTRIGQ TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


Fort- | Receipts for Route 
Locality night the Total to date. miles 
ended. fortnight. ' open. 
a 4* £ a’ Ine 
Aberdeen .. ..|Dec. 4 | 4,746 |+ 28 27 41,998 |+ 518 | 144| .. 
A э 0 ee "м 7 871 + 2 99 10,687 + 968 8 ee 
+ ; ‘ » 4 689 |— 53 49 48,175 |+ 2,264 | .. Я 
Birmingham Corp. Nov. 80 | 92,219 |+ 5,669 | 85 | 874,901 |4- 112,619! 67-17} .. 
Blackburn . Dec. 4 | 9,166 |+ 148 | 869 | 48,5838 |+ 968 |148 .. 
Blackpool se „ 5 988 |+ 78 62,684 [+ 5,854 | 11°87 .. 
Blackpool-Fleetw'd „ 7 482 |+ 222 | 24,621 |— 499 8 |.. 
Bournemou А „ 4| 2,886 |+ 106 | 863 | 68,274 |+ 9,098 |21 - 
Bradford Nov. 80 | 10,494 |+ 591 | 86 | 195,591 |+ 509 56 
Brighton . Deo. 8 | 1,686 |+ 82 86 86,468 958 | 96 | .. 
Bristol РР oe „ 6 106 [41,446 | .. | 889,091 |+ 28,525 8051 .. 
Brit. Elec. Trao, Co 
{Airdrie .. .. | Nov, 29 599 |+ 65 | 48 14,880 8,507 | 8651 .. 
Barnsley .. „ 29 2001 |+ 46 „ 8, 725 169. 
Barrow .. К „ 99 655 |+ 96 „ 18,180 8,845 | 6'81| .. 
Devonport . „ 29 951 |+ 38 „ 25,691 |+ 1,740 | 8:86 | .. 
Gateshead . „ 20 | 9,181 |+ 67] „ 50,246 185 | 11°96] .. 
Gravesend Е н 29 416 |+ 36| „ 10,160 6:56 | .. 
Greenock.. ‚ „ 29 | 1.417 |+ 186 | „ 88,805 |+ 8,967 | 7°95) .. 
Kidderminster „ 29 180 i+ 6|, 6,705 104] .. l.. 
Merthyr .. è н 29 896 |+ 8 „ 9,078 870 | $9|.. 
Metropolitan „ 29 16.586 |+ 749 | „ | 490,747 482 | 293. |.. 
Middleton n 29 585 Xe и „009 827 | BS | .. 
Mid. Joint Com'tee| „ 29 6,768 |+ 612 „ | 187,506 8,490 
ld —Ash „ 29| 1.154 % 64] „ 29, 08 1,687 |9:18| .. 
Peterborough .. „ 29 230 |+ 19 „ 6.552 875 | 6°81) .. 
Potteries .. eis „ 29 | 4804 |+ 192 „ 086 1179 | 99 |... 
Rothesay .. s » 29 25 1 81, 10,538 500 | 2°75 | .. 
Bouthport T „ 29 484 |+ 22] „ 14,991 208 | 8&11| .. 
B. Metropolitan. „ 29 | 1,448 |+ 182 „ 40,493 788 | .. |.. 
Bwansea .. T „ 29| 9,321 |+ 65| „ 55,375 840 | 12.5 
e mouth „ 29 288 |+ 3 „ 11. 928 | 8'16 | .. 
eston-s-Mare .. „ 29 52 T 8] „ 6,812 1,2296 | 8 |.. 
Worcester co „ 29 505 1+ 68| ,, 14,186 64 | 5°75 | .. 
Wrexham oe „ 29 228 T2 y 5, 614144. 
Yorks. Wool, Dist.| „ 99 | 9,108 |+ 127 „ 51.997 1,889 vi 
Miscellaneous. „ 29 4131 29 „ | 1), 311 E 
ey фа е Dec. 7 2,869 + 226 ee ee е 1 
Burton-on-Trent .. » 8 615 |+ 686 9,829 455 T 
se 7s „ 8| 9,887 1+ 186 | 36 | 47,003 42 id 
is as „ 7| 46078 | 219 | 936 88,95 1,952 А 
Chatham and Dist. | Nov. 28 | 1,689 |+ 186 | 48 41,105 86 А 
ork ee ee ee Dec. b 64 — 8 49 23,491 942 ee 
Croydon. .. |Nov, £9 | 8291 |+ 810 08,583 612 . 
t Darlin a e „ 90 226 |+ 20 | 85 4,908 1,1C6 MS 
Darwen aa Deco. 6 614 |+ 211096 10,098 833 m 
Dover Р Nov. 80 878 |+ 90 | 85 890 576 << 
Dublin es Dec. 6 | 10,666 .— 10. | 182,627 |— 8,136 * 
East Ham .. ` „ 717]| 2,048 — 45 36 38,721 РЕ 
al w oe e 90 7 86.974 5 906 ° е 510,686 10, 000 
Has ee ee ^ 5 1,268 e 8 pe ee — 9, ae 
Hull .. op T „ 7 6,029 |+ 170,86 | 106.024 |+ 1,471 —1 
iflkeston .. T ‚ 5 109 |— 1186 4,060 151 эз 
Ipswich sis А 5 701 (+ 2886 16,865 110 si 
1 Kilmarnock ee | Nov. 30 147 |— 828 4,6-1 164 ee 
Lancashire United Dec. 4 2,544 |+ 81 | 49 65,957 190 е 
= es „ 7 | 14,931 |+ 642 | 36 | 281,485 |+ 9,089 75 
Leicester .. os „ 75, 275 |+ 347 | 49 | 125,869 |+ 4,296 ET 
Leith а ee | Nov, 80 600 |+ 17 | 288 | 19,595 |+ 524 ря 
Live l a А „ 20 | 28,842 |+1,708 | 479 | 574,193 | + 95,949 8 
L. O. U. - Deo. 6 | 81,889 |—1,768 | .. 1, 462, 786 —74, (85 -1% 
nåon nited ° [T] 7 10,686 80 oe 804,167 —1 oe 
Lowestoft ee oe " 7 817 16 9 1,714 — 8 ee 
Manchester PT „ 7 | 32,828 11.288 86 | 605,729 |-- 21,464 э 
Newcastle .. ee „ 7| 8828 |+ 326] .. | 159,983 + 8,485 вё 
N ec es | Nov, 80 1,379 84 | 35 — ee 
Oldham is es | Dec. 8, 8,792 118 | 37 16,05 |+ 4,617 А 
ee ee | Nov. 80 44 | 36 18, 997 — oe 
Rotherham .. ee | Dec. 4 1,678 855 3l 271,465 4. 8,023 6 
rå eo ee 50 9 9 639 250 | 36 183,204 + ee 
Sheffield... T „ 10 18,901 904 | .. | 948,199 711, 181 5 
Bouthampton ee „ 4| 2,188 З | 85 ; ES m 
Bouthend-on-Bea .. „ 4| 1,00 189 | 36 29.622 |+ 8,186 m 
ee „ 71.152 9 | 86 999 |+ oo 
eside ..  .. » 4 €61 7 | 98 | 11,201 — 579 M 
allasey ee өе [1] 7 1,965 8 359 40,480 — 24 ee 
Waltham ee [I] 7 1.289 85 36 26,868 — 1,1 17 ae 
West Ham.. ee | Nov. 28 | 4998 151 | 844 | 91,165 |— 3, 13 
Wolverhampton .. : es oa ie " E 
Oen. London . Dec. 7 | 11,618 714 | 28 | 112,890 |+ 3,776 5 
City & B. Lon. , » 8| 6,165 842 | 28 7,492 |— 5,968 is 
Dublin-Lucan Rly, ss » "A ue se 
G.N. and City Rly. „ 1| 8,000 494 | 48 81,459 |— 874 ee 
L' pool Overh'à Rly. „ 8 8,89 990 | .. 87,657 |+ 9,174 se 
landudno-Ool, „ 6 261 98 | .. aa " ee 
Lond. Bleo, Ry. Co. „ 7 | 29,465. 6|.. | 801,815 | + 4,520 .. 
Mersey Rail T н 7 4688 802 | 28 49, 4 4,866 - 
Metropolitan Rly... н 8 | 85,486 149 | 23 | 899,015 |+ 5,270 8 | .. 
Met. District TP » 7 | 26,580 [+ 1,848 281 422.978 | 28 |... 
Argen 2 [109,959 45,197 9,470,258) 4 116,682 


Angio- ёё : - 
bd „Nov. 19.174 2.580 
bay (B. N. T.) . Nov. 8 6266 — 810 | 45 | 196 526 |+ 5,055 
5 ee . @e Nov, 24,810 + 2,420 ll 228,421 € 551 
| сола F. A. ae 7 а 005 +1,1С8 | .. NIIS e ley 
Kalgoor е, ehee о ct. . e. * x 
Madras as ». | Nov. 80 1460 88 | .. 86,826 |+ 8/775 |147| 3 
Montevideo Nov. | 59 623 |48C09| .. 
erth W. A.) .. | Deco. 6 8.883 


* One week only. 
One month. 


* Compared with the corresponding pericd of 1911. 
‚ Includes horse, steam and other receipts. 


Caleutta Electric Supply Corporation, Ltd.—The 
number of units delivered to consumers during the four weeks 
ended September 27th, 1912, amounted to 1,258,799 compered with 
1,032,358 unita in the corresponding four weeks of 1911. For the 
five weeks ended November Ist, 1912, the unite delivered amounted 
to 1,386,195, compared with 1,116,408 in the corresponding five 
weeks of 1911. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


ENGLISH ELECTRICITY SUPPLY AND POWER COMPANIES. 


Closing Rise | Present Stock Dividends Closing Rise | Present 
Gactetions +or| Yield MAME, or for Quotations | + ог | Yield. 
Dec. 10th. Fall] p.o, Share, Dec. 10th. p. o. 
. Bo th & Poole, Ord. 10 | f pr 1 9 4 5 Kensington & Knightsbridge, Ord rae marry "ü— 83 dn 
. üurnemou e ee eo =» oe 
pe Do. 96 Pref... ў ee es 10 4 4$ ee 4 19 4 Do. Deb. Stock 4 4 90 — 98 ae 4 6 0 
Do. 888694 8 Pref, " 10 6 | 6 | 0—1 514 8 Kent miel Power % Deb, .. | Stook 4% | 78 — 89 . |& 9 9 
Do. 4$ Deb. took . @e Stock 4 4$ 98 —100 4 10 0 е өө EL 8 oe 1 2 ee 8 16 0 
Brompton & Kensin oe 6 | 10 9+ — 9j — 45 8 1 an 6 6 6 5i „ 165 14 B 
Do. таш. Prel. - | 6 7 7 — 9 ^ 817 9 Do D Fiza Mort, Bob. Stock 4 4 90 — 98 . |4 6 0 
Central Electric Supply, 4 % 100 | 49 — 9 a. |4 1 8 | Мем MM ETE тав af N $00 
Charing Cross, West End & City b 6 b 4—. 415 8 Pint Mors. Deb. Btock 99 —102  |4 8 8 
Do. d Cu А 5 6 4 € 4$— 4 А 4 14 9 Do Mort. Deb. .. .. | Btock 86 — 88 eo | 19 7 
Do ON e em. Fel. 5|4 4| 4- 4 |.. 0 0 Fus Mon, Dep.] 10 | F 4| 99- 101 ew 
Do. Do. 4 Deb... e. 100 4 4 94 — 96 4 8 4 Newoastle-on-Tyne 5 [I] 
50 iai px us lee 4 4 | o8 —101 EZ 9 1 * rth M m К ogg маб f! н 
. ө эө eo е — еа 0 e n ower u 
[] Cum. et, ee . == ER eu Cuni. 
; 6d Deb. : . |Bock B | б 118 11297 42 0 r Pret}; 10 | 6 | 6 10 — u m sl. 
4% i .. | 100 | 4 4 | 100 —109 4765 wee M 6| | 6 — . |6 9 6 
County don, Ord... 10 | 6 | 4t, 114— 12 +1|5 0 0 || St. James and Pall Mall, Ord. | 65 | 10 | 10! 1 - |4617 7 
Do. 6 Pref. ee ee ee 10 6 6 112— 12$ [EJ 4°19 0 . 1 Pret. ee ee ee 5 7 3 7 ae 4 16 7 
Do, Deb. ee ee lee Stock 106 —108 oe | 4 8 4 Do. Deb. ee ee ec 100 83 588 85 —, 88 ae 8 19 7 
Do, Seoond . Stock 98 —101 с 48 8 Smithfle kets, ‚ Ме 6 3 |. 1 14 А e. 
Edm в, Ord. ee oe 8 N oe i— ü е Nil South London, Ord. 4 b oe "R 8i 5 18 4 
Jo. 6 96 Cum. Pref. 69 6 Nil] Ni 8 — is Nil Do. 596 First Mort. Deb. . 100 | 5 b 98 —101 А 419 0 
Do. б % First Mort, Deb. .. 100 4| | 8 — „ |& 8 6 South Me ип Ry e 1 1 1 ld— 14 . 5 9-5 
Folkes tone . ee 6 6 6 oe 617 1 ] е Deb. oe 100 4 4$ | — 99 411 8 
Do. 6 Cum. Pref, ee °з b b 6 oe 4 17 7 Urban, ewe ee 0 eo £8 Ni oe oe oe 
Do. d$ First Dob, [17 ee 100 4 Hi 92 — 95 ee 414 9 Do. 6 Cum. Pref. Ф 0 6 9 t oe ee 
OVE .. 60е ee ee ec b 9 8 %— 8 ae 5 12 6 ron Mort Desi 100 é$ % ee 6 1 8 
Westminster, Ord КЕ Б 110 9 .. 168 1 
% Cum. Pret... ee 6 «4 44 4 = oe 5 9 
5 x i 


COLONIAL AND FOREIGN ELECTRICITY SUPPLY AN D POWER. 


— а 0 a — — - — — — —— —e— - T — ÁÁ ы 


Adelaide, 6 Pref, ee ee 6 6 R | БА oe 6 6 8 Montere Rly. pe Power, 

Calcutta 84 enn] 7 A- "à | 1519 4 J I f Mort. Deb} | 100 | 5 | 5 | Bi en | +1 |514 
Do. 5 Pret. .. aa ea 6 b 6 | H — Mà 416 6 Montreal, Lt., Peer Wa 8 9+ | 284 —989 .. | 8 15 

: Calgary Power, lst Mort. Bas. 100 6 b 94 — 96 15 4 2 || Northern, Lt., Power and lí $50 | Б 5a 29 — 38 —5 " 

Canadian Gen. EJ, Com. . | $8100 | 7 | 7 | 118 —122 ‚ 1514 8 б 95 1st Mort. Bon ' 

Do. 7 Рге!, $100 3 7 118 —122 ee 6 14 9 River te € of ee oe Stock 10 "c A — 244 —4 4 2 0 

Cordoba Lt. Power and f. Ord. 1. 5|. e воо) De 6 Non-Cum, Pref. .. Do. | 6 | 6 | 106 —101 . |5 6 В 
Do. 5% Deb. 100 | 5 | 5 | 95 — 58 ‚‚. |5 2 0 Deb. B Btock Do. | 6 | 5 | 102 —104 . 1416 2 

Bleo, Bu Vio aud | Shawinigan W Mie бы" $100 | 6 Б | 141 —145 44 |8 9 0 

m Mori d.] 10 8 | 6 юв—® | 41 | 512 4 Соп, ist Mort. Bonds | $500 | 5 | 5 | 100 —108 4 3 

Me ОШ шю | o | o eon | [sat fe . а 4 сая 

Kalgoorlie Dleo. P. and pon Ord. | 10f- | Nil! .. р à Nil Vera - oras Lt, аа T., 5 10 | 8 5 994— 964 588 
Do. 6 Eror 1 6 6 Ti 1814 6 Д 

сарша quia Рожег,6% G. Вв. $0 S Б 104 —1 4 „ |4 14 4 7220 K. Falls Power, Bret, ү. 14.7344. $8—. d$ 1-4 ee 

ee ' ae 00 Wer an 

e e КЫ Ыы Ыы чы 
exioan б 0 ee + ` 

| Mexican Lt. & Power Common | $100 |.4 | 4t eel —1 412 6 
Do. 7 . Pret. $100 1 9 | 104 —107 +1 6 10 10 - 
Do. 5 1st Mort, Gold Bas, SN 8 b 96 — 97 i 5 8 1 ‚ i 
TELEGRAPH AND TELEPHONE COMPANIES. 

Amason Tele ee sé 10 4 44 78— 7 .. 1514 8 || Monte Video Telephone, Ord. .. 1 6 6 —1 . [618 0 
Do. 59у Deb. Bed. :. ee Stock 6 ^ "m 905 oe 8 1 0. Do. 6 Pref. ee on ee 1 6 8 i h, — 3» 6 18 6 
Do. Collat, rust as e- | 81000; 4 98 — 96 — 4 4 8 | New York Telep., Gen. Buda. 100 4 «| m- — 1411 2 

American Telegraph .. Stock 8 8 67 — 69 4 7 0 [Oriental Telep. dx 1 8 6+ | 184—1 „ |4 910 

Do. Tx Fre 2e ef Do. 6 | 6 pumps 5 78 Я Cum. Se. ас 1168 143—1 + 4 18 6 

Do. Def... ee ao oe Do. 80/- °з .95 96 5 15 5 Do. 4 Red. eo ee Stock 4 4 — 90 ee 4 9 0 

cited Mele Deb. 10 | 6 | 6 | 100 —104 416 2 European Tela 4%) | Do, | a | € | 99—00 | 40 0 

Telephone 5117,48 SE: >. 15.8 8 | Reuters .. оаа | 10 |10 10 10j— 118 .. |816 9 

Gomme Cable, Big. i% Deb. Pioni 4 6 M 82 и р тр oo Trost „ | Cort. | 6 6 | 127 —180 +1 412 4 
ee oe — | 6 one 

Do. 10 o n | 10 10 10 | 16—11 . 517 8 Bab. Re] S,, 4 4 oo |.. 488 

Telegraph, Ord. 8 44 m 4 5 0 0 || United River Plate Telephone 5|8|.. Ti- 7 1 6 510 

Do. Cum. Pref. .. A 5 |10 |10 7 7 910 Do. Cum. Pref. .. -— 5 b 5 4 8 11 

Direct W. India Cable, e „| 10| 6 | 4 7— 7h S |618 4 M erar err ee % 94 |. 1 e |818 6 

Direct W. Hes Саре, j| 100 | @| @| ioo 49 % 7° kuse by Bras. Sab. foL | 100 | 4 | 4 | %8 — 99 * |4 010 

gw Telegraph Ord. Воск | Stock; 7 | 7+ | 189. —186 +1 |6 3 0 || West and Teleg. 10 | 2% |14 8) — [melee 
Do. 81 Bock. Do. | 83 84| 77 — 79 4 8 7| Do 69 Cum, lst Prei. 10 | 6 | 6 | 10—1 . |534 8 

Do. 49% Mort. Deb. .. .. | Do. 4 4 18— 133 .. |4 2 1 ||. Do 6% Cum. 2nd Pref. .. 10 6 6 9$— 10 œ. 6 0 0 

Bastern Extension ee ow | = 1 1+ | 18— 1 6 8 8 Do. 6 оз ee ee | 100 6 | 5 | 101 — aa dui 7 
Do. 1 % Deb. E aas Stock! 4 4 96 — 98 . |4 1 8 реш Iogwph, 144. Y 10 7 | 7t шс . |B 1 

Ms. Db, Mauritius Bub.]| 99 | 4 | 4 % — 10% | .. |819 8 Western Union i $ PAg: Bandi 6100 afal жыша. . 4 6 1 

Globe Telegraph and EX 10 6 6+ |} 1 111 5 7 7 | 
Do. 6 96 Pret. nA е [Ej 10 6 6 12— 18 — 4 12 4 

r | EA шю [ils 
O- [EJ = + i 

` Mackay Com es on 100 5 5t | 86 — 89 5 12 4 , 
Do. 4 Pref. аа 100 | 4 4 69 — 78 5 9 7 " 
Magconi's Wireless Tele, egraph 1 | 90 а — 4817 2 
Do. 1% Оша. Partio, Prat 1 |11 @— 4 —1/|818 7 | 
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* Unless otherwise stated, all shares are fully paid. ` Paid in deferred interest warrants. . 1 Interim Dividend. t 8s. in Funded Dividend 1 Bein Funded Dividend Certs _ 
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Bank rate of Discount 6 ber cent.. October 17th, 1912. 


Btock Closing Rise | Present Stock Olosing Rise | Present 
NAME, or |Dividends! Quotations | + or| Yield NAME, or |Dividends| Quotations | + от | Yield 
Share. Deo. 10th. | Fall] p.e. Share Dec, 10th. | Fall] p.e. 
Bath Pret, Ord, . 1 NU Nil | . [^nt ET. tropolitan Railway Consol xo 1 % 641— 54} NE 
0 6 06 эө ee 6 eee — 
Е Do. 5% t. [Y . oo ee 1 6 5 Ñ ee 6 8 i Do. 8 as ee ee 100 + 62 — 64 ев 4 6 0 
Do. 4% Deb... ae ee | 100 é 43 — Bl . 5 11 1 Do. Deb. .. ee ». | 100 87 — 89 .. 18161 
Brit. Eleo. og t. ee 100 ee ee 114— 134 ee eo Do. Pref. oe ee oe 100 85 od 8T —1 4 0 6 
Do. * Delerred ee 100 * oe 5 — 7 oe oe Do. Oon. € ee ee 100 B4 — 86 ae 4 1 5 
Da. Do. 696 Cum.Pr'f, | 100 616 £0 — 93 .. |6 9 0| Me tan Dis «© eo | 100 | Nil | Ni 401— 41} —13 Nu 
Da. . i 3 Non-Cum. Рг". 100 ee ee 89 = 42 +1 ee Do. 6 Deb. ee ee ee 100 6 6 141 — 148 ee 4 4 0 
: Do. i ý 5 ете Deb. ео 100. b 6 90 — 98 —2à 5 7 6 Do. 4 Deb. ee ee oe 100 4 + 94 — 96 ee 4 8 4 
Do. 4$ 96 and Deb. .. | 100 44 g Ti — 81 .. 16 7 2 Do. 4% Prior Iden .. .. | 100 4 4 99 —101 +1 1819 8 
` Central: London Railway, Ord. | 100 8 8 Bl — 88 +1 8 12 8 Do. Firat Pref. .. ee | 100 43 | 88 — 90 „ [6 0 0 
: Do. Pref. fe ee ee 100 4 4 81 ==» 88 ee 4 16 5 7 Do. G 0 ee ee ee 100 16 — qR ee é 9 
Do. Def. ..| 100 9 80 — 83 .. 19 8 9 | Metropolitan Elec. Trams, Ord. 1 6 1 12 . 1416 
Do. 4 % Deb. .. aa ee | 100 4 4 | 100 —102 . |818 5 | Do. Def... ee oe T 1 |Nl " . 2 ` Nil 
Eis lg South London А os 100 16 11 —2 8 15 4 Do. б Pret. ее ee oe i 6 6 oh — 3 ae 6 6 8 
° b % Prof., 1891 ee ee 100 b 6 109 —111 41 4 10 1 Do. 4 Deb. ee se [EJ 100 4$ & m 95 | ° е 414 9 
. ° 1806 .. .. | 100 b 6 | 109 —111 +1 |410 1 Do. 6 * e - ee | 100 8 5 94 — 97 eo |5 3-1 
. Do. T 1901 ee eae 100 6 6 109 —111 41 4 10 1 Potteries Ord. 66 ee ee 1 84 . -— Ta ep ee 
. Do. 198 . ..| 100 | 5 3 (109—111 | +1 |410 1|| Do. б e^ we ВВ M |. leipo 
Do. 4 Deb. ee ae oe 100 4 4 98 —100 oe | 4 0 0 Do Deb. oo б 0 100 4% 4 — 88 ee 5 3 8 
. Dublin U ted Trams, 6 % Pref. 10 0 6 12 — 18 .. |412 4 || South Metro. Trams, 6 96 Pref. 1 6 Em B 1118 
' Great Northern & City, Pr’f, Ord 10 | Nil | Nil 27 ә Nil Do. 4 d. ° 100 4 4 — .. 145 11 1 

Hastings Trams, 6 % Pref. es 1 6 6+ d 1 » 186 8 || Underground Biles, Railways 10 ooh зе 44— 4 — 4 Ni 
Do. Deb. oe es 100 43 = 1 e 6 1 7 Do. bu | 1/- ee ee — й | э е @e 

Isle of et Trams, 59% Pref. 6 os 9)— 9! os |411 0 Do. 6% First Cum. Ino. Deb. | 100 | .. | 6 | 112 —114 .. 15 5 3 
.Do. - xs ..| 100 4 4 T] — 82 — |417 7 Do. 4% % Bonds ee es K s 100 —102 . 148 3 

Lan United, 5 96 Deb. eo 100 5 Б 81 — 88 oe 6 0 6 Do. 8 Income ee ee £ 90 — 92 —1 ee 

London Deo. Railw' ys, (% Deb. | 100 4 4 96 — 98 .. |4 1 8 || Yorksbire est Riding) Ord. 6 |N oe | al T Nil 

London United Trams, 6 $ Pref. 10 | Nil | .. 54— 64 ee .. Do. 6 - oo ee 6 8 Pe з — T 5 · 
Dob. ee eo ee 100 4 4 78 =» 16 ` —1 5 5 8 Do. e Deb. ee oe ео 100 t 4$ T9 = 88 . 8 

ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOREIGN. 

Anglo-Arg. Trams, ist Pret. ee 6 6 4 — 4 17 9 La Piata eo. Trina, Ord. ee 1 Nil a. | = A eo ec 
Do. 904 Pref. .. eo oe b 5i of 4 di 617 4 Do. Le oe T ee 1 6 T — 1 . |6 00 
Do. 4% Deb. | 00 [4 | 4 — 95 4 4 8 || Lisbon Bleo. Trams, Ord. ee 1 | 6 6! — 1 . | 416 0 
Do. Р Deb. oe өе oe 100 4 42 99 —101 A е 4 9 1 Do. Pret. ee ee oe 1 6 6 1 = 1 we 4 16 Ü 
Do. 5 e ә ee oe 100 b b 97. 9? xd + 4 6 0 6 Do. 6 Deb. oe ев ee 100 6 6 — 97 ee 6 8 1 

Aucklan Deb. ..| 100 | 6 | Б | 1084—105 414 9 || Madras Т rag Бер. .. | 100 5 5 | 100 —102 „ |418 0 

Bombay Nec. B. & " А 10 6 6 11 — 12 6 0 Q | Manaos Trams & Deb... | 100 b 6 — .. 1588 
Do. ax eo o. oe | 100 | 4| | 98 —10 €10 0 || Manila Elec. R. and Lig., Bonds 8100 5 | Б 1 eo [4m 
razilian Traction Light an . Gen. А B oe А — m 

| Power] 8100 .. |7.. | 981-941 4 Do. 6% Bonds.. .. ..| 10 | 6 | 6 | 1013—1084 | + 4 (5160 

Brisbane Trams Invt., Ora 6 8 8t bom 7 5 9 5 || Para Elec. Rlys. & Lt., Ord. .. Б |10 | 10+ 74— + & 16 90 
Do. 5% Pref. .. ee - b 6 6 i 415 8 | Do, 6% Pref. .. ee ee b 0 6 5 — 5 . {6 9) 
Do. Deb. ee ee ee 100 a 4 1 -l з 4. 7 n . b 1s$ Deb. oe ee 100 6 6 964— ee 6 1 6 

B. Columbia Elec. Riy., Def, .. | 100 | B | .. | 143 —148 5 8 1 || Perth (W. A.) Elec, Tr., Ord. .. 1 5 53 1 — Háxd| .. 314 6 
Do. Prei. Ori. 108 | 6 | 6 |1164 120 419 7 . 6% ist. Bed. 100 5 | b | 99 —104 — аво 
Do. 5% Pref. .. oe А 100 6 Б | 106§—109 411 4 » Tr, & Sup., Pref. .. b 6 6 53— 6 45 08 
Do. lst Mort. Deb. .. 40 98 —101 : 49 1 Ist Deb. .. .. | 100 43 44) 99—101 oe |4 91 
Do. Vancouver Deb. .. | 100 —106 4 5 9 || ойе Hr он Б | Б | 102 —104 + 41416 1 
Do. Oon. Deb, ee oe 100 . 100 —108 4 2 6 \ 6 Bonds s 

ee | € eo ee 4 H р — sh, 1 14 : Eu 6 96 1 100 b b 97 — 99 .. {6 10 
Do, 4% Ded. 100 2 —108 488 ! "5 % in Deb. | 950 | 6 |, 6 | 1014—1038} xd) — |416 7 

ee oe 1 oe == ec Singapore b ee 100 6 6 82 — 85 ee 617 8 

City Buenos Aires Trams (1900) b 6 bt e 4 8 0 || Southern Bl. Tr. »5% Deb. | 100 5 6 96 — 98 . |6 20 

» 4% Deb. .. ВМ 100 b 5 — 418 0 |i mere onte Video b 1 ee 51— 46141 
Colombo „Tr. & LA., 6 * Deb. | 100 Ü 6 98 — 97 6 8 1 6 T ee ee b 6 ss 5 — .„ |6 91 
атава спо А e? шю wa Ü 99 CAT 4 Ru 1 Do. 6 leo. Riy 4 Deb. m УА 4 155 C ee i ре - 
е өе eo oe LI] — ee 
Do. 6 A Deb, ee oe 100 6 5 | — §1 610 0 - 
Do. 6% B Deb. өө e. | 109 6 8 85 — 48 oe 
MANUFACTURING COMPANIES. 

Aron, Ord, .* se .* 1 | 6 | .. 1 * | 8 0 0 || Crompton & Oo, „* se se 8 Nil * à— + += Nil 
Do. 696 Pref. .. ee 136 6 | t {* jv Ae 1871 Do. Deb... - oe 100 5 5 56 — 66 . 71 6 

Babcock & Wilcox ee | 1 |28 1411 8—8 „ |4 6 2 || Dick, Kerr .. ee ое 115 Nil re n 24 Y 
Do. Pref. P uss i wae l | 6 | 6 | 127—154 .. |84610 | Do, Pret 1 Xe 1 |6 | 6 1— sA | 6.17 2 

British Aluminium, Ord. 1 | ИУ 3— å + 7 * | Do. Deb... * s 100 4 44 | 97 —100 „ 1410. 0 
Do, 6 % Cum, Pref... * 1 Nil | ў H— 43 4 * Edison & Swan, A, £8 paid 5 N * — # , Nil 
Do. 5 & Prior Lien Debs... | 100 | 6 | Б | 92 — 95 * 8 6 2 Do. fully pad. 5 | Nil] ..| 1 2 . | Nl 
Do. Deb. Stk. .. 100 | 5 b R6 — 89 ss P619. 4 Do, 4 eb. ^ 100 4 | 4 65 — 69 . | 516 

B. I. & Helsby Cables 5 10 Bt) 7 — 8 „ [5:5 0 Do. 5% Second Deb, 100 5 5 72 — 75 | *..|6 18 

Do. Pref. - Б 6 | 6 bi— 68 ‚„„ | 414 1 || Electrio Construction 2 24 | 233 H— 14 «11 1 
i Do. Deb... a vs | 100 44 | 44 103 —105 20426. 9] Do. Pref. * * 2 1 1 1 2 417 0 

British Thomson-Houston, Deb. | 100. 4 44 94 — 96 „ | 418 9 || Greenwood & Batley, Pref, 10 | 1 | 4 1 - e 8 5 

British Westinghouse, Pref. .. 8 | Nil| Ni — {$ va Nil | Do. Deb... » 50 100 5 5 92 — 94 oe | 5 4 
Do. Deb... T * 100 | 4 4 58 — 6! |—1 |611 2 || Genera) Eleotrio, Pref, .. 10 | 6 | 5 10 — 11 * - 
Do. 6 Ф Prior Lien .. 100 | 6 | 6 |100 —108 .. 1516 6| Do. Deb... - ә 100 | 4 | 4 | 90 — 95 ($14 9 

Browett, Lindley, Ord. .. 1 sv. РУ 2/- —8/. ў Nil || Henley's, Ord, 5 17 61 4 — 13 .. 6 10 
Do. Pref, - га 1 Ба ». 4/6 —5/ Ni | Do, Pret, - 5 | 478— ÖA .. 144 

Brush, 7% Pref. .. - 2 | Nil| Nil 0— 1 Nil | Do. Deb... ка 100 | | 101 —108 es - К p 
Do. 596 Prior Lien Deb. 100 | 5 Б 75 — 80 |6 5 O || India-Rubber, G, & T, 10 |.. 74 1 11 +1 es 
Do. 4 Deb. .. * 100 4à | 4 47 — 52 8 18 2 Do. Pret. T T 10 5 b 1 : 411 

Do. 4 Becond Deb, 100 | 4 80 — 84 13 4 8 e Construction. 13 174) 5t | B4$ — 363 —1 |513 

Oallender’s Cable.. oe Б | 16 | 10+ | 104— 11 6 13 4 Do. eb... we ө 100 4 4 97 —100 „ | 40 
Do, Pref, Б Б Б 4— 5 417 " | Willans & Robinson е 1 | Nil ye д Nil 
Do. Deb... 100 | 3 44 | 994—101} | авв || Do. Pret, $e ada 6 | Nil )j-— ` Nü 
Castner-Kellner 1 |90 | 20 91à4— 31йха 5 411 | Do, Deb. . ee ec А 100 4 4 57 — 59 xd 615 7 
Do. Deb... 100 | 44 | 44 | 105 —108 48 4 

| | , 
| | | 
| 
* Unless otherwise stated, all shares are fully paid. + Interim dividend. ý 
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INDUSTRIES AND INDUSTRIAL | 
CELL IN THE ARGENTINE. 


Bv ALFRED II. GIBBINGS, A.M. 10 E., of Buenos Ayres 


Tur ba ot these ids is one on which there is 
remarkable dearth of information. 
the Argentine Government's statistics—more or less buried 


in oblivion—there is no treatise or publication which makes: 


more than the briefest reference to any industry other than 
that of agriculture and cattlz-rearing. Hence the Argentine 


has been looked upon as a non-manufacturing country in: 


which the exports of wheat, grain, frozen meat, hides, and 
certain natural products are set against the imports of manu- 
factured goods. In terms of percentage imports to home 
manufactures, this view is, of course, very largely the: correct 
oné, but on closer acquaintance with the country, it becomes 
evident that the industrial side is already firmly established, 
and, moreover, that it is making rapid headway. | 

It is the intention in this article to give a general 


indication of the position, gathered from residence in the. 
country, and the exigencies of a business which necessitated | 


the compilation of considerable data. By way of preliminary 
and explanation, it may be stated that neither the Govern- 
ment nor the Municipalities concern themselves with the 
publication of any other than statistical information 


necessary for the purposes of taxation and incidental thereto. - 


The only serious attempt at classification and location is 
contained in the “Guia Kraft,“ a voluminous directory 
dealing with the whole of the provinces and territories, and 
modelled on the lines of the Post Office London Directory. 
The information given, however, is merely a record of names 
and addresses, with no attempt at grouping, or indication 
of the importance of, the respective concerns. The official 


books issued by the Government are purely statistical, there 


being nothing to correspond to our Factory and Workshop 
Acts, Inspection of Factories, or Inspection of Mines. To 
add to these difficulties, there is the immense area of the 
country, and the characteristic indifference of the Spanish 
race to do more than the immediate occasion requires. 

In the coming year (1913) some attempt will be made to 


.remedy this state of things by the Union Industrial. 


Argentina, an immense trade organisation whose head- 
quarters are in Buenos Ayres, and to which further refer- 
ence will be made when dealing with the industrial 
conditions. Before proceeding with the enumeration of in- 
dustries, it will be advisable to consider the position as 
regards the general demand for goods. 

Demand for Goods.—It is assumed herein that the 
characteristics of the country are well known a8 regards its 
.main sources of wealth, its climate, minerals, productions, 
geography, inhabitants, and its laws and customs. On this 
account itis not proposed to deal with the agricultural and 
cattle-rearing industry, as that is the staple industry on 
which many voluminous treatises have already been written ; 
but the other industrial features arising directly out of it 
will be considered, as far as space will admit. 

The most startling fact of this most extraordinarily 
prosperous country is that the annual exports (amounting to 
over £80,000,000 in 1909) exceed the imports by 
£20,000,000, or, in other words, the money coming into the 
country annually is over 30 per cent. more than that going 
out. Hence, notwithstanding the extremely high prices for 
everything which rule here, there is ample money available for 
the development of business and for luxurious living. "These 
two factors, therefore, mean a constant demand for goods 
of every description, апа usually for DUO of the highest 
quality and class. 

It would-be difficult. ^ find anywhere: a. more. active and 
busy eity than Buenos Ayres. It. has an area. of. 70 sq. 
miles and a- population of. 1,500,000, and within an- area of 
-4 sq. miles in the. centre, the traffic. and: business. life are 
equal, to- the busiest parts. of the city. area оѓ London. 
From this and other causes arises a great demand for. both office 
and living accommodation, and consequently the value of 
property stands at a very high figure. 
is about £6 per superficial yard per annum, or twice that 
obtained in the City of London. This prosperous state of 
trade clearly indicates that the demand ‘is greater than the 


With the exception of . 


the Argentine Government. 


The average rental  . 
“position at the end of 1909, since when no farther census 


supply, and this again is due very largely to the following 
factors :—(a) No local production of manufactured articles; 
(^) inability to obtain goods delivered to the port owing to 
congestion of shipping: (7) increase in population—through 


 immigration—being greater annually than increase of 
. imports ; and (d) duties on all imported articles. 


The quality of all goods has to be of the best, with articles 
for domestic üse highly finished and ornate. No better 
tailoring or dressing is to be found either in London or Paris. 
The natural inference from all this is that every country in 
the industrial world caters for this market. The proportion 
of such imports among the more important countries for the 


. the three years ending 1909 is shown in the following 


Table I :— 
TABLE I.—ToTAL IMPORTS INTO THE ARGENTINE. 
| 1907. 1908. . 1909. 

Great Britain £19,587,000 £18,674,000 19,840,000 
Germany 9,162,000 7,569,000 8,911,000 
U.S.A. . — 7,168,000 7,119,000 8,613,000 
France 5,093,000 5,295,000 6,160,000 
Italy 4,800,000 4 983,000 5,373,000 
Belgium : 3,181,000 2,550,000 _ 2,714,000. 
Other Countries 7,571,000 8,400,000 9,740,000 

Grand Total 257,162,000 454, 590,000 261,351,000 


Works and Factoriex.—Notwithstanding the foregoing 
immense importation of manufactured goods, there is a con- 
siderable number of works and factories as shown by the 
figures in Tables II and III. 


TABLE II.—Works AND FACTORIES CLASSIFIED ACCORDING 
TO THE NUMBERS OF OPERATIVES EMPLOYED ~ 


No. of 
/ No of operatives Н.Р. 
‘works. employed. installed. 

Manufacture of wine 3,409 45,776 6,258 
Sugar mills... ss a 37 38,591 34,650 
Boot factories (u^ vise MIA 13,154 943 
Brick works .. 1,281 11,150 379 
Carpenters' shope . es 2,814 9,324 , 2,806 
Smithies —. 2,932 8,735 1,569 
Saw mille. qx T 283 8.081 7,641 
Printers .. 739 6,763 1,757 
Cold storage plants... - 8 5,817 12,424 
Carriage and cart works sei 876 5,229 1,427 
Tobacco factories ... se 171 4,525 654 
Mechanics’ shops ... .. 335 1,399 2,713 
Flour mills ... my -— 330 4,309 16,348 
Leather dealers Je 747 3.579 128 
Foundries... — iue 98 3,415 1,853: 
Tanneries ... vds зга 227 3,389 4,014 
Breweries... го bd 24 3,049 2,206 
Wool factories e yis 33 3,006 ‚ 1,993 
Confectienery works er 230 2,998 936 
Canvas shoe factories 4 140 2,986 793 
Lithograph works .. кез 39 . 2,838 516 
Agricultural implemente .. 88 2,642 1,935 
Meat preserving factories .. 6 2,535 1,404 
Electricity works ... к 56 2,402 80,826 
Cloth weavers TT ies 47 2,390 798 
Match factories  ... Sed 10 2,313 - 289 
Vermicelli works ... * 272 2,301 2,379 
Sack works ... „ ae 20 2,272 464 
Lime works... aes sea 116 2,249 917 
Distilleries ... na — 263 2,233 465 
Gas works ... re 12 2,208 1,697 
Mineral water works .. 560 2,195 890 
Mosaic works аз sas 149 1,559 281 
Ship repairers nee aes 23 1,504 407 
Cotton mill 5 1,415 800 
Paper mills... wus 8025 12 1,405 4,733 
Copper mines T bes Б 1,269 1,165 
Sugar refineries ... ... 1 1,000 . 1,600 
Marble works ... 215 | 965. 247 
Soap factories ae, Sero * 2200 942 215 
. Dyers and cleeners ... Kis 82 872 \ 442 
Electric and gas fittings ... 41 - 759 244 
Ilse factories ' to. Wu 0D. „+ 593 2,580 
Galvanised iron works 1 520 200 
Other works (Small). . 12,748: 99,838. 21,614 
. Totals .... . 91,988. . 329,490 . . 229,660 

The total Некра! invested in the Жуй industries is over - 

. . .£146,000000. . . 


"These tables are compiled. from the “ Censo Industrial de 
la Republica” issued by the Ministerio de Agricultura of 
They are representative of the 


has been taken. In nearly every instance, however, great 
increases have taken place, and an indication of the progress 
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TABLE III.—WORK8 AND FACTORIES OLASSIFIED ACCORDING TO LOCATION IN THE SEVERAL PROVINCES AND TERRITOBIES, 


| 


— — — — — —— — ſ — — — — ee 


being made will be apparent from the analysis which follows 
herewith. 

The works and factories referred to do not include those 
of the Government, municipalities, railway companies, tram- 
way companies, steam companies, irrigation, or other under- 
takings of a public or private character unless operated 
under the usual competitive conditions of trading. 

A large percentage of the works and factories in the 
Argentine are only small workshops where but few hands are 
employed, and they cannot be considered as manufactories in 
the English acceptation of the word. Taking, for example, 
the industry: represented by boot factories, brickworks, 
carpenters’ shops, smithies, sawmills, printers, mechanics’ 
shops, and similar trades, as listed in Table I, although these 
appear high in the list as regards the number of works and 
workpeople employed, the average size is quite insignificant 


Provinces and territories. 
Federal capital (Buenos Ayres) 10,427 — — 
| | | Ол the Coast e 1 E А ? 
Buenos Ayres (Province of) a 8,988 427 783 
Santa Fé S 2,986 96 415 

‘Entre Rios si ai ye 1,513 124 36 

-Corrientes 8 АЕР Dus 632 48 — 

| |. Central, 

Cordoba (Province of) 1,310 | 47 | 5,266 
San Luis ^" M 251 14 — 
Santiago del Estero (Province of) 280 15 | — 

з | 

, Andes. | 
Mendoza (Province of ) : | 1,950 | 97 1.783 
San Juan г " Э | 673 | l | 366 
La Rioja н 577 3 721 
Catamarca К 418 | 37 35 

North, | 9 

Tuoumän (Province of) 652 16 50 
Salta * 369 | 5b | 126 
Jujuy 194 | 2 43 

Territories, | | | 

‘Misiones | | 199 4 85 
Formosa | 48 4 | 15 

"Chaco | 114 6 4 
Pampa is А ets 988 TT 207 9 | 
Neuquén ... vi ius us M 40 — 55 
Rio Negro ... 83 — 52 
Chubut 65 1 — 
Santa Cruz ose ee een eee 17 == те 
Tierra del Fuego ... Noy s as 8 — 10 
Los Andes eee ove eee TT eee | 1 — л: 

Total ` 81,988 956 


. 150,000 H. p. in another 12 months. 


at the present moment, and the capital employed is relatively 


small. At the same time they probably form the nucleus 
of larger works in the very near future. 

The industries already established on a large scale, and 
the capital invested therein, may be taken to be as follows, 
уіл. :—(a) Sugar mills, £15,000,000; (b) Wine presses, 
£14,000,000 ; (c) Electricity works, 10,000,000 ; (d) Gas 
works, £9,500,000 ; (e) Flour mills, £8,000,000 ; (7) Frozen 
meat industry, £6,500,000 ; (g) Breweries, £6,000,000 ; 
(h) Tanneries, £2,500,000; (i) ‘Tobacco factories, 
£2,000,000; (7) Boot factories, £2,000,000 ; (k) Paper 
works, £1,500,000. . — > 

In addition to these, there is one sugar refinery with a 
capital of £700,000; one wool-washing works with a 
capital of £600,000; one cotton-thread works with a 


capital of £200,000; and one gold mine with. £650,000 | 


capital. mE | 

These represent a capital of £79,150,000, out of a total 
capital for all works of £146,000,000. 

With respect to ** output,” the annual value is greatest in 
the cases of flour mills and the meat preserving industry, 
each of which has an annual turnover of £20,000,000. 
Next in order of importance come the wine, bread, sugar, 
‘tobacco, spirits, and boot industries. ' The total value of the 


production of the whole of the factories in 1910 was 


£245,500,000. . 


oa ** «а б a $95. 7 tlt LI * + tq- n . + 
8 К M ` ` . 3 — + 


Motive power. 

нат ри е CC ME CR ү a No. of 
о Gas, | Electricity. Steam, | Total m.p, | 90010706. 
476 | 1,939 | 12,505 | 90,655 105,575 | 118,435 
862 | 1,147 3,235 35,089 41,543 | 48,775 
483 526 2,666 9,701 18,887 21,866 
149 199 155 3,621 4.277 14,785 
35 2 26 1.719 1,830 3,429 
116 ^ 43 1,701 8,010 10,183 11,708 
24 | — Ese 110 148 948 
4 16 = 1,769 1,804 11,267 
1261 ; 411 894 | 2,706 7,122 26,864 
158 90 33 1,441 2,089 7,765 
„ M NEC: "Ed 48 772 4,560 
zo dr бы == 987 359 3,848 
43 — 283 32,345 32,737 | 33,240 
66 Ss E 1,046 1,243 5,859 
4 —— 9 2,487 2.495 9.145 
ш a T 148 238 1,119 
ae — 823 842 1,277 
Е = RN 1.438 1,448 3,171 
65 | 1 3 107 190 512 
7 22 Es m 62 89 
4 2= = = 56 205 
50 10 == 4 65 134 
es Ё 2 == i 173 
— -- — 4105 415 158 
= is 280 oe 280 159 


nd — 


9,820 3.808 4,377 21,790 188,909 229,660 | | 329,490 


— — 


On reference to Table I, it will be seen that the most 
important item for motive power is that of the electricity 
works, which account for 80,826 в.р. This industry, how- 
ever, has made such rapid strides, that at the end of 1912 
the figure is nearly doubled. The Campania Aleman 
Transatlantica de Electricidad, which supplies current for 
lighting, heating and power purposes for a portion of te 
Oity of Buenos Ayres, has generating machinery d 
100,000 HE. p., and this, it is anticipated, will reach 
For some inexplicsble 
reason the Government has not included in ite Blue Book 
issues any dataof the many tramway companies in the Republic, 
but these bave large independent power works and employ 
many thousands of hands. A tramway, of course, isnot 
strictly a factory or works, but in England it comes under 
the Factory Acta. The Anglo-Argentine Tramway Co. in 
Buenos Ayres employs over 8,000 men. | 

Another interesting feature in this very cosmopolitan 
country is the nationality of the proprietors of the works 
and factories. These are given as in Table IV. 


TABLE IV.—NATIONALITY OF THE PROPRIETORS OF WORKS, 


Provinces and 

territories. Argentines. Foreigners, Mixed. Total. 
Federal capital 1,847 8,107 973 10427 
On the coast... 2,392 106213 1,565 14,110 
Central. . 8322 1,826 198 1.841 
Andes 1.149 1,392 1,07 3,618 
North ... T sis 474 432 30 1,215 
Territories РР c 126. 487 164 777 

| | 5,750 21,957 4281 31.988 


A reference to a map of the Argentine in conjunction 
with Table III will indicate more clearly the disposition and 
location of the industries. In nearly all cases the works are 
situated in and around the capitals of the provinces, and tbe 
other towns. For instance, the centre of the sugar industry 
is located at Tucuman ; the wine industry at. Mendoza ; the 


frozen meat industry in and around the City of Buenos 


Ayres and La Plata; electricity works in most of the towns 

of over 5,000 inhabitants; breweries, tobacco factories, boot 

factories and paper mills within the Federal capital. 
.o be continued.) ` 


| 
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THE LOADING OF SUBMARINE 
TELEPHONE CABLES. 


A COMPARISON BETWEEN CoIL-LOADED AND 
CoNTINUOUSLY-LOADED CABLES. 


By J. G. HILL. 


(Concluded from page 983.) 


If n be taken at 1,000 and pat 110, the formula becomes— 


11:79 7% (d + t) ohms per km. (19) 


As an example, take the conductor with a resistance of 8" 
per km. in Table VI, taking p.at 150 x 107%. 


tables, and the above formula becomes— 
^ 1179 x (0:328) 

| 150 x 107 (2:371 + 0:525) 

4 represents one thickness of iron. 


== 0'‹88. 


approximate formula (19). 


TABLE IV.—WEIGHTS AND DIMENSIONS OF COPPER, G.P. AND IRON WINDINGS, WITH CONSTANT CIRCUIT CAPACITY = 
167 MF, PER NAUT OR 09 MF. PER KM. AT 1,000 PPS. AND DIFFERENT CONDUCTOR RESISTANCES. 


Coil.loaded cable, 


The values 
of ѓ and d corresponding to this conductor are given in the 


. therefore on the amount of inductance added. 


If there are several 
windings, each of thickness p, then рі replaces / in the 


— — — 


d + 24 and it can be shown that the relation of the weight 


of gutta-percha for equal capacities in the two types of cables 
is as given in the following equation— 


w, = (1 + 2 40) w, (20) 
where w, is the weight of gutta-percha required to give the 
same capacity in a continuously-loaded cable, as the weight 
of gutta-percha w gives in a coil-loaded cable, / is the thick- 
ness of the iron winding, and d is the diameter of the con- 
ductor used for both cables (the assumption being that 
circuits of equal ohmic resistance are being dealt with). 

It may be seen that so long as the ratio żid is unaltered, 
the expression (1 + 2 / ): is unaltered. This means that, 
in order to keep the capacity in the continnously-loaded cable 
the same as in the case of a coil-loaded cable having the same 
geuge of copper conductor, the gutta-percha in the former 
must always be a fixed percentage heavier than the gutta- 
percha required for an ordinary cable, and this percentage 
obviously depends on the thickness of the iron wire, and 
In the case 
where the inductance is 16 mb. per naut, the thickness 
required is that given in Tables 1V and VI, and the 
increase in gutta-percha is in every case 62 per cent., as 
compared with that required to give a coil-loaded cable the 


Continuously-loaded cable, 


— 3 НОНО 


Per naut. i Per kilometre, Per naut. | Per kilometre. 
Weight | Weight | | Weight | Weigh . Weight 
E d. D of gp. | of Cu. B. d. D. of g.p. Cu. 2421.1 D of g.p 


2035 | 0:828 


R = Loop resistance of cable per unit length; d = diameter of copper conductor ; D = diameter of g. p. core; 


We are now in a position to proceed with the consideration 


of the cost of providing loaded cables of the types under 
review, and Tables IV and VÍ have been calculated to 
permit of this being done. Table IV gives the dimensions 
and weights of the principal materials required for cables 
having the efficiencies shown in Table II, including the 
thickness of the iron winding “ necessary to give 16 milli- 
benrys inductance per naut for continuously-loaded cables, 
and also the amount of gutta-percha required to give a 
capacity of 0°09 x 107% farads per km., together with the 

ight of copper involved. Table VI gives corresponding 
détails for use in connection with Table V. 


— 


COIL-LOADED  4-CONDUCTOR 
TELEPHONE CABLES 


200 
6 00? 


008 0099 010 оп +2 03 © 
| 13 PER KILOMETRE c Т. > 


co. fied (Based on Tables III and IV.) 


In order to keep continuously-loaded cables equal in capa- 
city to coil-loaded ones, it is fairly evident that the weight 
of gatta-percha must be increased, as the capacity of coil- 
loaded cables depends upon the ratio р/а as given in Tables 
IV and VI. Now d is increased by the iron winding to 


| Ета. 2. (Based on Tables Vand VI. The сой of the cheapest 


ess of iron winding. 


same capacity. The actual value of the capacity does not 
affect the matter so long as it is the same in both cases, the 
percentage given will hold for egwal capacities so long as 
16 mh. per naut is required, and the thickness ¢ of the iron 
given is necessary to produce it. 'The effect of this added gutta- 
percha would be to increase greatly the cost of continuously- 
loaded cable as compared with coil-loaded cable, even if the 
B of the former were not, on the whole, much higher than 
that of the latter. The curves in fig. 1 show the relative cost 
of B in the two cases, assuming that ordinary gutta-percha is 
used, the assumption being that the capacity is equal in the 
two cases, and that it ig constant in all cases. The relative 


. ES | . à à 


MED 


COMPARATIVE COST OF CONTINUOUS AND COIL. 
LOADED 4.CONDUCTOR TELEPHONE CABLES 
WITH ECONOMICAL QUANTITIES OF MODIFIED 
GUTTA-PERCHA IN EACH CASE 


$ 


В PER NAUT 


cable in the tables is 1°0.) 


B’s in the two cases are given in Table III, and on the cost 


of cables to provide those /(j's the price is based. Tt 


will be seen that for small values of B, the cost 
is twice as great in the case of the continuously-loaded cable 
aa in the case of the coil-loaded cable, but that the difference 


TABLE V.—ELECTRICAL CONSTANTS AND, CORRESPONDING “88” IN CABLES WITH EcosowicAL QUANTITIES ( or 
GUTTA-PERCHA CONSISTENT WITH SAF Err. А 


Cort- LOADED CABLES (WITHOUT SUPERIMPOSING COILS) WITH MINIMUM QUANTITY OF GP. 


— 


Per naut. 


— саа — e шь 


IA DE — — Ет 


JJ ˙ w | ОЛЕ 8 
Сова, | Coil | t T кс | Cond, соп |. ИСИТО ЗУ укы, 
n. В). sls. | э | K 1. | В. =з m | .. . 8 ^ LK. 
_ | | | M CE | In à cu —— F .. LM d dE 
71 Xi2, 12 | 60 | 198 x 1077] 52 x 107% 7˙27 х10°| 512 2 | 168 107 x 10— 28 * 10^. 302 x 1035 312 
7.42 618 | 12 | 60 |173 „ 103 „ 9'ü4 ＋ 771 4 3.309% „ 56 „ 52 „ẽ 771 
1113, 618 12 ' 60 167 „ 103 „ 1181 „ 784 6 336190 „ 56 „ 6˙37 „ 784 
148 6˙18 12 60 | r57 „ 103 „ 13˙76 „ 806 8 336/846 „ (56 „ 742 „ | ко; 
| COIL-LOADED CABLES WITH EXTRA COIL FOR SUPERIMPOSING. . = 
3771 321 12 72 1°98 x 1077 15 x 10°} 78 x10?| 477 | 255; 173 107 x 10^ 24 x 107 422 x 107%] 477 
742| 64 12 172 173 „ 89 10˙38 y 717 4 345 | 9˙3 wo MERC n ^6 n 717 
1113 748 | 12 72 | Y67 , 103 12:6 » 784 6 | 408 9˙0 06 n 614: „ 784 
14:84 | 748 12 7 | L57 . 103 „ 1 49 ЕА 806 8 403 | 816 | „ 56 , TEL „ 806 


— 5 — — 


CONTINUOUSLY-LOADED CABLES (SAME CAPACITY АЗ CoIL-LOADED CABLE) 


А Per naut. | | Per kilometre. ` 
Cond. | Added | | | | ' Cond, Added 78 
Н Ba. SİK | RL. K. L. B. | ~ LÍK. ` R. Re É X. L. | B. Мык 
3˙71 176 | 12, | 110 | 1°98 x 1016 x 107 |100 x "E 284 А 27^ B 107 * 10K x оз 54 x10? 28. 
742) 176 12 110 | r733 „ 16 „ І 34 4 | 93 „ 8.7 „ ' 8298 „ Зи 
11˙13 r76 | -12 110 | r67 p 16 „. TERE „ 310 6 | 90 90 „ 087 „ 37 „ 310 
14˙8 | 176; 12 ; 110 | 157. „ 16 „ 26˙23 „ 320 8 96 | 846 „ ^S? „ 1414 „ 320 
CONTINUOUSLY-LOADED CABLES WITH MINIMUM QUANTITY OF G. P. Е | T 
371] 176 12. | 110 2:25 — 16 x 107? 1062 267 2 ; ^96 | 127 8.7 X 10% 572^ | 36 
742| 176 | 12 | 110 1°88 16 „ 1600 291 4 906 1014 Nr „ 8-62 291 
1113! 176 12 110 173. fle „ 2]'5 304 6 96 93. кт „ 11˙6 304 
14˙8 | 176 12 110 1˙68 16 „ 275 | 307 | s | 9 wo c7 8˙7 „ 14°56 307 
TABLE VI. —WEIGHTS AND DIMENSIONS OF COPPER, G.P. AND IRON WINDINGS IN CABLES WITH. ECONOMICAL | 
QUANTITIES OF GUTTA-PERCHA CONSISTENT WITH SAFETY. Я А 
‚ CoIL-LOADED CABLES WITH MINIMUM QUANTITY B CONTINUOUSLY- LOADED CABLE WITH SAME CAPACITY 
| ОЕ G. P. j EN АВ COIL-LOADED CABLE. - . 
rer r naut: | Per kilometre. В ] ` Рет паш. ела | Е | Per kilometre. 
NE: id ——— | Lor : | % 86 | 
"P QN $4 Weight | | Weighs | | Weight | | Weight | Weight , a - 0| Weight 
R. d. i D. 1 R ' d. | р К ; | Ў 2 : б 
NE t i oe | copper. | cere pue ol g. p. чал t id + 21. D. | of g. p. d ＋ 2 t. PD. | of gp. 
mils. mil. mle | dw. mm. mm. Kg. | kg. are mils. mils. lo. mm. mm. mm. | kg. 
371 | 187 449. 880 | 615 2 | T43 | 11'4 85˙7 б I50'8 25°5| 238 71 567- 07646 6˙035 14:5 1388 
742 132 300 235 308 | 4 4.35 914 576 754 |180] 168 |4586 3807 , 0456, 4266 | 11°64 | 932 
11°13 | 10X 303 1677 | 205 | 6 | 2:38 | T7 ^ 409. | 5027. 14.7 137 385 271˙3 ` 0373 3˙484 9˙77 6636 
14˙8. hid 279. 145 154 ` 8 | -2'371 408 35˙5 377 12˙7 109. 357 , 2849 - 0˙323 $3017 | 79067 / STS 
xxn — 8 зыны байышы Ж: ‘Cortinvor RLY-LOADED CABLE WITH MINIMUM 
TAE ЭКЕ 3 AS Е QUANTITY ОЕ С.Р. 
t = thickness of iron winding. . 25˙5 248 512 432. 0646 6035 12˙97 2 
d = diameter of conductor. INO 168.420 311. | 0456 | 4266 | 1066 |. 562 
‚ D = diameter of dielectric. | uos crc Ж оя 
R = loop resistance per unit t length, 137. 179 333 208 || 0323 | 3017 | 845 dd | 


—— — € 


-raem асаа 6 } 


in price gradually becomes less as the gets higher, owing 
to the fact that the expensive item, gutta-percha, becomes a 
less prominent factor in the total'cost, and the manufacturing 
The quantities and 
prices on which the estimate is based are made up on a 
manufacturing basis and have been independently supplied 
The actual cost is not the 
main consideration in this case, and the table is merely 


cost becomes a greater proportion of it. 


for purposes of comparison. 


given for comparative purposes. 


It should be remarked that the amount of Sai percha 
required to give a capacity of 09 mf. per km. is considered 
to be rather too small for safety in the case of the coil-loaded 
cable with a resistance of 8° per km., and is unnecessarily - 
It is 
always the cheapest method to obtain efficiency in a loaded 
cable by the use of the smallest quantity of. gutta-percha 
I have, therefore, calculated tbe 
cost of the most, expensive items in such cables and plotted 
the relative cost of B on that basis; this gives very approxi- | 
The efficiencies 
and dimensions of the cables are shown in Tables V and VI,- 
It 
will be seen that the comparison is again greatly in favour of 
Of course, the comparative cost 
depends to some. extent on the cost of materials and labour, 
and is not an invariable quantity. As a basis of comparison, 
gutta-percha has been taken at 68. 8d. per Ib., copper at 


large in the case of some -of the other cables. 
consistent with safetv. 


mately the comparative prices of the cables. 
and the curves in fig. 2 give the comparative cost of B. 


the coil-loaded cable. 


. LG MEETS — — —— . — 


ы? - 


* 


£4 10s. n ewt. : Ый the special kind of sheathing v wire 
used · by the- Post Office at £16 рег ton. 

Now the actual cost-of - heavy-gauge cables is in › ay ode 
very great, and such cables would only be required for long- 
distance cable service. ^ If a cable 250 nauts im length 
were required, it is very doubtful whether a. paying com- 
mercial service could be provided in the case of a con- 
tinuously-Joaded cable, owing to its high. cost. combined 


a with the fact that the B 7 of such. a circuit would. be 2°65, 


against 1:82 in the ease of the--coildoaded:--cable (se 
Table V), which could be provided much more.cheaply. 

In view of the foregoing facts, it appears clear that a coil- 
Jed cable is of greater electrical efficiency, and therefore 
is to be preferred to a continuously-loaded submarine cable 
ol the type examined, if. it can Ље satisfactorily maintained. 
It follows from the nature of the case that it is not possible 
to state absolutely the life of such à cable, and this is, of 
Course, а necessary consequence of its recent introduction, 
but the Anglo-French loaded cable has new been immersed 
nearly 24 years, and has not yet required any attention 
whatever. The Anglo-Belgian cable also haz not been inter- 
rupted since it was handed over to the Post Office by the 
contractors. Those who have the greatest knowledge ‘of the 
design ‘of such cables, moreover, do not anticipate. ‘any 
exceptional difficulty in the future. 

Vo far as continuous: loading is 'éonterned “considerable 
attention bas been, and doubtless will continue to- he, devoted 


1. 
E 
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to its development, but even if it be assumed that material 
progress is made, now or at an early date, the increase in the 
diameter of the conductor brought about by the iron 
wrapping, and the necessity for an increased weight of 
gutta-percha as compared with a coil-loaded cable, would in 
any case appear to be a serious drawback to it. The type 
of continuous-loading examined in this paper, that produced 
by the Te'egraph Maintenance & Construction Co., represents 
good work in that direction, inasmuch as the speaking range 
of the cable so loaded was rather more than doubled, as 
compared with an unloaded cable. It will, however, be 
necessary to decrease the ratio R, = 110, and to increase 
considerably the permeability of the iron winding before 
continuous-loading can be considered to be electrically equal 
to coil-loading as an efficient electrical device. 


ErraTuM.—In connection with equation 11, page 932, it 
should have been stated that * 2 d is the distance between 
the centres of the conductors,” not “d” as previously stated 


COSTING. 


[COMMUNICATED. ] 


CosTING is a common generic term denoting any systematic 
procedure of recording the elements of the cost of pro- 
duction, output, construction, or whatever suitable appella- 
tion may be given to the result achieved. The ingredients 
of costing are naturally those of labour, materials, and 
expenses, and the art of costing may be said to consist. of 
the display of such knowledge and skill as are necessary in 
recording and allocating the details or minute of these 
factors, so that they may be of practical utility for the 
purpose which they are intended to serve. | 
Subject to the prevailing degree of personal opinion and 
point of view, which loom largely in matters of classification 
and in other respects, and which not infrequently are mere 
distinctions without differences, we may exhibit the general 
composition of cost in the following manner :— | 


1, Wages \ 

2. Materials 

3. Direct expenses—e.g., 
Wages 


Repairs and maintenance | +3 
Water . ‚|. S 8 * 
Light (and other charges) г | T" E Ў Hd 

. = . | E 3 


4. Indirect expenses—r.v., 
Directors' fees 
Office rent and salaries 
Travellers’ salaries, commissions and 
expenses 
General expenses 
Warehouse wages and expenses (and 
other expenses) 
5. Profit 


— o 
— 


All methods or systems of remunerating labour owe their | 


existence to the following principles :— 

1. Day work, t.e., paying for the time spent,on work. 

2. Piecework, 7.e., paying for the quantity of work done. 

Let us notice some of them. | 

Differential piecework rates may be stated as meaning a 
high rate of pay for a'definite high or large production, 
with a lower price if such definite production be not attained. 
For instance, if the maximum number of operations, or 
Products. as the case may be, for a workman, be 20 per day, 
-and the rate 8d. per operation or product, he would receive 
18s. 4d. if he performed the work satisfactorily. Should 
the quality of the workmanship be indifferent or below the 
recognised standard, he might be entitled only to a 7d. rate, 
or it might be graded, that is to say, if ten operations were 
performed satisfactorily he might receive therefor an 84. 
rate, if six, then a 7d. rate, with a minimum rate of wage 
per diem? . | 
. Опе of the principle defects of piecework remuneration 
is that of ** cutting," or reduction of rate, and if it be cut 
the workman soon discovers the length he can proceed with- 
out incurring risk of reduction, and limits his production 


accordingly.. Absolute. or fixed piecework rates are those 
which are, of conrse, fixed, but usually without the grading 
to which we have alluded. "E m 

We may here note some of the premium or bonus methods 
in vogue. As is well known, the basis generally: embraces 
an hourly rate with a standard time for each operation or 
job, the workman receiving in addition to his hourly rate of 
pay a premium, or a proportion of a premium, the monetary: 
value of which varies according to the intensity of pro- 
duction, or the time saved on the completion of the job. 
Let us suppose the following data :— | | 


Time allowed, 54 hours; hourly rate, 9d.; workman actually 
completes the specific work in 49 hours. | 


1. The workman receives 49 hours at 9d. Ж 441d. 
Saving on standard time 5 hours at 9d. = 46d. m 
One-third of 988 xdi las .. 46d, 15d. 

| | 466d. 
= 466/49 per hour for the work. 
2. Or 49 hours at 9e... 441d. 
Saving 5 hours at 9d., 45d., one-half thereof. 22 50d. 
463'50d, ` 


= 463'50/49 per hour for the work. ` 


"TTE ovo 441d. d 
44d. 


3. Or 49 hours at 9d. si е 
15th of 49 hours = 14th hours at 9d. 3 

MM | 486d. 

= 485/19 per hour for ћемо, 
Taking 54 hours as the time of an ordinary week's work, it 

will be perceived that the workman in the usual cou 


without earning any premium, would receive 486d. for 
the week, i. e., 54 at 9d., as against e 
- DETAIL. · CasEl. Cask 2. Case 3, © 
49 hours 441d. 441d. 441d. 
Bonus eee ` өө», 15d. 22'b50d. ., 2 44d. Uwe o 
6 hours at 9d. 46d. 45d. 46d. 
| 501d. 508'50d. ‚ 530d. 


It is not clear why, of the total premium earned by the 
workman, the employer should participate therein to the 
extent of two-thirds in Case 1 and one-half in Case 2. If 
the workman were paid the whole of the premium earned, he 
would be entitled, for his week's work, to 531d., to which 
Саве 3 approximate. s 

It is often stated that, in the industrial world, the employer 
seeks to obtain the labour that he requires for the least 
possible pay, whilst the workman seeks the highes 
remuneration for the minimum amount of labour. Asa step 
towards substituting some measure of practical confidence and 
goodwill for the present and long-existing antagonism, the 
principle of co-operation, profit-aharing, or co-partnery, which 
in various forms is in restricted evidence to-day, seems to be 
accorded only a mixed acceptance, and consequently has its 
detractors as well as its supporters. Only by some such means, 
it is often averred, can the establishment of contidence 
between capital and labour, the encouragement of produc- 
tion, and the security of economical and excellent workman- 
ship, be realised. Some who favour the idea go so far as to 
say that the principle is applicable to all forms of business 
with general success, that it produces good results by getting 
men to work more intelligently and with less waste, whilst 
it brings ont more sympathetic management, and that some 
losing concerns by adopting co-partnery usually “turn the 
corner." Others emphasise its unsuitableness for some 
businesses. Some allege that the principle is not worth 
while pursuing, and that a liberal system of piece- 
work or bonus remuneration acts much more to 
the pecuniary advantage of the employé than that of profit 
sharing. Where the employer, whether he be in the form of an 
abstract entity or otherwise, obtains money at, say, 4 per. 


cent., and lends it to the employés at, say, 5 per cent., to 


give effect to profit-sharing proposals, the principle seems 
to be, it is sufficient to state here, objectionable. 

An effective system of costing implies the efficient pur- 
chase of stores and materials for consumption in manufacture 
or construction, and an efficient system of storekeeping for 
the reception, custody and issue of stores, whilst it is desir- 


able that the cost accounts should be interlocked with the 
principal books of account. | | 
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: Referring to the appropriation of direct and indirect charges: 


Where numerous or many varied jobs, orders or contracta, are 


in course of execution, some of the former charges in their 


entirety may be readily allocated to a job, whilst many others 
necessitate apportionment in the process of arriving at their 
final destination. What the basis of apportionment should be 
—and this may vary as between certain forms or descriptions 
of expenditure —will depend upon the decisions arrived at 
from a practical consideration of the precise circumstances. As 
to indirect charges, these are for the most part inherently of 
an apportionable character if in some instances there be 
any special object to be attained in so exhausting 
them over the cost accounts. It is necessary to bear in 
mind that apportionment in costing merely means in this case 
estimating, and that to the extent that costs contain com- 
putations of this character, they are naturally estimated. 

In many cases a large production is essential to the 
profitable working of a company having regard to the amount 
of capital sunk therein (though the Companies’ (Consolida- 
tion) Act provides a means for removing the incubus of lost 
capital), and to the narrow margin of profit made, and 
generalising in this connection we may conclude our 
elementary notes with the introduction of efficiency, increased 
capacity of plant, and on cost, the latter varying as it does 


with output. For instance :— | 
To materiale MUS .. £20,000 By sales £40,250 
„ wages wa "T ecc 9,000 
„ on cost TS aes 6,000 
„ profit (15 per cent. on cost) 5,250 
i Е | 440,250 240,250 


IIf the sales be increased to £80,500 owing to the donbling 


of the plant, we may have :— 


£10,000 By sales £80,500 


Materials — ine eee 
Wagees . 17,000 
On cost ys | °оо P LEA J eon 9,000 
Profit (вау 22 per cent. on cost) 14, 500 
i & 80.500 £80,500 


Supposing that it be unnecessary to double the machinery 
installation, as after careful consideration of the details of the 
operations of the workmen and of the existing production 
machinery and appliances, it is estimated that the increased 
output can be obtained by some slight extensions and improve ; 
ments and by greater labour efficiency, we may have :— 


Materials see . 840,000 By sales £80,500 ` 
Wages өөө "PP eee ooo 13,500 : 
On cost ... T T 8,000 


; Profit (say 30 per cent. on cost) ` 18,500 


£80,000 £80,500 
On this basis (first and third examples)— | 
£35,000 on £40,250 = say 87 per cent. 
£61,600 on £80,500 = say 76 per cent. 


a decrease in cost of 11 per cent. 


Particular attention should be paid to the item of on cost, 
by which is here meant every addition to revenue expense, 


financial, administrative, distributive, or of whatever nature, 


and whether it be fixed or fluctuating. Its relativeness to 
its neighbours of labour and materials should be under 
cohstant supervision, and to be of value it should be com- 
prehensive of suitable detail. 6. J. 


: The Electrical Refining of Nickel.—It is reported 
from Kristiansand that the Kristiansand Nickel Refining 
Works, which only a short time ago increased their capital 
and extended their plant, have now decided on further 
extensions so as to be able to double their present pro- 
duction. This extension may have some connection with an 
invention that was made a short time ago, viz., an electrical 
refining. furnace for nickel. Experiments with such a furnace 
have been in progress for some time at the Technical College at 
Trondhjem, with good results, and it is anticipated that the furnace 
will prove as satisfactory for commercial purposes as it already has 
roved to be in metallurgical respects. It is stated that this 
urnace is the first of its kind in which metallio nickel can be 
produced by an electrical process. The Zigeland Aluminium 
Manufactory, which is also situated in the neighbourhood of 
Kristiansand, is now worked to ite full capacity, but as the demand 
for aluminium has increased lately, it has been resolved to increase 
the production further by erecting a new building and equipping it 
with the necessary plant. The cost of the building alone will 
mount to £5,555, apart from the plant. E 


` PROCEEDINGS OF INSTITUTIONS. ` 


Earthed v. Unearthed Neutrals on Three-phase A.C. 
я Systems. | 


(Discussion on paper read by MB. J. 8. PECK, before the INSTITUTION 
OF ELECTRICAL ENGINEERS, at Birmingham, November 27th, 1912, - 
For abstract of paper see p. 935.) 


Мв. К. A. CHATTOCK agreed that with 10,000 volts and upwards 
it was probably beneficial to earth; but below this voltage he did 
not consider that it was necessary. In Birmingham, on their 
5,000-volt three-phase 25-period system they had not yet found the 
slightest necessity for earthing, and they did not propose to do во 
as long as the conditions remained as satisfactory as at present. While 
he admitted that an earth on one phase generally produced a com- 
plimentary earth on another phase, and a short circuit occurred, 
he had known cases in which an earth on one phase had developed 
and it had been possible to maintain the supply for some con- 
siderable period until this earth had been located and reotified. 
With an earthed neutral under such conditions a section of the 
supply would have been automatically cut off. Maintenance of 
supply was one of the chief points that supply undertakings had: 
to consider, and any arrangement that tended to carry this out 
should always receive first consideration. The second point was 
the greater safety to human life in case of accident. With an 
earthed system, if a man touched one of the phases he was bound 
to be killed, but more than one case had been known iu which on 
an unearthed system, & man had accidentally touched one of the 
phases, and had not been killed. The third point was the compli- 
cation and the unsatisfactory nature of the arrangements used for 
earthing. Mr. Peck described two or three methods of earthing, 
and advised trying one, and if it were found to be unsatisfactory, 
then another should be tried. This did not look as if the methods 
adopted were at all standardised. If the generator neutrals were con- 
nected solidly together, there appeared to be liability of large 
currents circulating in the windings, the effect of which, super- 
imposed upon the wattless currents which ciroulated in the generator 
windings under conditions of low-power factor, must be very serious. 
on the heating of the generators, and must cut down the capacity 
of the machines to handle useful load. These circulating currenta 
depended upon the wave-form of the alternators, and it was highly 
probable that the wave-forms of machines designed by different 
people would be dissimilar, the result being that it was impossible 
to prophesy what quantity of circulating current would have to be 
dealt with. The alternative to this was to connect one generator 
neutral to earth, and this had to depend upon the attendant in 
charge, or else upon the very complicated apparatus installed at the 
London County Council power station at Greenwich, which was so. 
complicated that, under prolonged use, there was no doubt trouble 
would be experienced. Again, with one machine coupled to earth, 

in case of a fault on one phase, it was quite likely that the over- 
load circuit-breakers on this particular machine would be opened at 
the generating station, and the system would then be running 
unearthed just at the time when further trouble was most likely to 
appear. In Birmingham they had designed their high-tension 

cables to stand the full voltege to earth on any phase rather than 
cut down the iusulation, as was possible with an earthed 

system. He considered that economy of this kind was far from 

advisable, and the results obtained in Birmingham had fully justified 
this provision. Very few breakdowns to earth of any kind had 

been experienced, and these had always occurred in connection with 

broken insulators in the switchgear, or coils in generators, He 

considered, therefore, that for a system having a preesure up to 

10,000 volts, it was certainly better to allow a large factor of safety 

in the insulation, and to run with an unearthed neutral. 

Мв. F. FORREST said that in considering the earthing of the 
neutral of any three-phase transmission system, the factor of safety 
of ita insulation to earth should largely determine this point. By 
the factor of safety of the insulation was meant the ratio between 
the normal working voltage to earth (in all systems whether 
earthed or not this was } of the. voltage between phases) and the 
voltege to earth which would cause breakdown when continuously 
applied under the worst atmospheric conditions likely to be met 
with. In the case of bare overhead transmission lines working at 
voltages above 50,000 between phases, this factor of safety was 
usually about 2:5. In order that this factor of safety might be 
maintained, and also in order to save a large additional capital 
expenditure for insulators, such transmission lines should always 
be operated with an earthed neutral. In this country, where vol- 
tages were comparatively low and underground systems prevailed, 
the factor of safety was usually much higher than 2°5, and the 
question of earthing would largely be decided by other considera- 
tions. One of the chief points in favour of earthing the neutral 
was the question of lightning or pressure arresters. If full use was 
to be made of these, they should be set to spark over at a voltage 
25 per cent. in excess of the normal working pressure to earth, so as 
to clear the system of all pressure surges, but if the neutral was 
unearthed, the arresters must be set so high that they were never 
likely to operate at all. Ри =. Ee. m 

Dr, C. C. GABRARD said that the sole advantage of the earthed 
neutral which we need consider in this country, was the possibility 
of cutting off any wire or feeder in the event of an earth upon it. 
Considering the case of a generator feeding a network of under- 
ground cables, if earthing of the neutral was adopted it must be 
through a current-limiting. resistance, -He agreed with Mr. Peck 
that the simplest method was to connect the neutrals all together 
on to one bus-bar, earthing this through a resistance, Even with 
turbines, however, heavy circulating triple-frequency currenta 


- 
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might flow. A case which came under his notice was with water 
turbines. Efforts were made to test the generator wattmeters 
under inductive load by altering the relative excitatjon of the 
machines. This, however, caused large cross currents to flow 
through the neutrals which were connected together, which upset 
the tests altogether. The method of balanced protected gear illus- 
trated in fig. 1 was very interesting. Would Mr. Peck also advocate 
the protection of underground feeders by this method alone, or 
would he install overload protection in addition? The very clear 
exposition of the case of the generator supplying transformers 
which stepped up to a very high voltage, in which Mr. Peck showed 
the absolute necessity for some form of earthing, would apply to 
gub-stations in which were situated step-down transformers feeding 
converters. In asub-station fed by step-down transformers having 
a primary voltage of 10,000 and a secondary of 500 volte. The 
secondaries of the transformers, although heavily insulated, kept 
on breaking down to earth, and examination of the point of 
punoture showed clearly that it was the result of an abnormally 
high potential. The difficulty wasobviated by putting & permanent 
leak on the low-tension side of the transformers by means of resist- 
ances connected between phase and earth, It was not possible to 
earth the neutral,as the trensformers were delta-connected. He 
fully agreed with the author's condemnation of earth shields 
between the primary and secondary wi sof transformers. He 
was very doubtful, however, of the utility of a spark gap in the 
earth connection ; instead of the spark gap, a permanent leak from 
line to earth through resistance would be better if earthing of the 
neutral were impossible. 

Mr. S. A. MAHOOD said the conclusions arrived at in the paper 
were not very convincing. His experience with a three-phase 
5,500-volt, 25-cyole system, in which the neutral was earthed solid 
withont any resistance between, had been quite satisfactory in 
actual practice for eight years. They had had no complications 
due to the way in which the system was earthed, and saw no reason 
why they should make any change. i 

рв. W. E. SUMPNER said that he favoured the view that the 
neutral should be earthed in all cases, except where it could be 
clearly shown that there was a great disadvantage in doing so. 
This opinion was based on genera] considerations of simplicity. A 
three-phase circuit really consisted of three circuits interlinked, 
except when the neutral was earthed, when the circuits were essen- 
tially separate. In the latter case а defect in one circuit was not 
likely to affect the others, though it might prove more serious in 
the circuit in which the defect occurred. On the whole it seemed 
preferable to localise the trouble, especially in view of possible 

, dangers arising in high-tension systems from what were known as 
surges. These were likely to occur whenever a sudden change 
occurred in the circuit conditions, and they might give rise to much 
higher potentials than those indicated by a simple theory, such as 
that given by Mr. Peck in connection with fig. 2. At one time 
almost the only formula needed for electrical engineering was 
Ohm's law. Nowadays, with high-tension work, engineers were 
face to face with what might be called the “lightning-flash " 
stage of theory, a theory which as yet no one had been able to 
make very simple, but in which they had to consider phenomena 
akin to lightning discharges and to wireless telegraphy. 

Мв. A. M. TAYLOR thought that Mr. Peck had not proved the 
necessity for earthing the neutral on a low-voltage system such as 
that at Birmingham. To put in an earthing resistance sufficiently 
heavy to pass enough current to operate the feeder over-load trip gear, 
was quite out of the range of practical politics. Consider the serious 
interruption to supply that would result from cutting off even one 
feeder carrying 400 amperes at 5,000 volts. If the neutral were 
earthed this interruption was deliberately invited for even a 
trifling fault. In most cases the faults did not occur in the cable, 
but on the consumer's premises. Hence, it was much better to 
devise means to cut off the faulty consumer, rather than the whole 
feeder. The other alternative, viz., to install apparatus as in fig. 1, 
again assumed that the whole feeder had to be cut off for the sake 
of a fault that might be quite unimportant. Mr. Chattock had 
already spoken of a case where the fault was on the system for over 
an hour, and was cleared without affecting anyone but the con- 
sumer concerned, and the speaker knew of other cases. Moreover, 
the arrangement shown in fig. 1 gave no protection against shorts 
between phases. As regarded working with the arrangement in 
fig. 1, but having no earth whatever, this was only possible on very 
large systema having a capacity current of perhaps 100 amperes and 
many feeders. Even then there tended to be an operation of the 

relays on all the feeders, and not only on that on which the fault 
had developed. 

Dr. WALL asked the author whether he had any data as to the 
magnitude of the equivalent capacities as shown in fig. 2, and 
whether it was likely that the capacity currents would ever caus 
an appreciable amount of heating. 

Mr. T. P. WILMSHURST said with an earthed neutral on a star- 
connected system, the voltage between any phase and earth could 
not exceed ^8 percent. of the line voltage, and in consequence a 
smaller dielectric thickness might be used. The difference in cost 
between a cable built for work with an earthed neutral and one 
built for non-earthing was about 7 per cent., and this might 
amount to several thousand pounds on a large system. 


The Faraday Society. 


„TRE Billiter Alkali-Chlorine Cells" DB. A. J. ALLMAND pre- 
sented a paper describing these cells, which are coming into 
extensive use on the Continent and in America, before the November 
meeting of the Society. In the opinion of the author, and as a 
result of personal observation of some of the plants at work, the 


newer type of Billiter cell, known asthe “membrane” oell, is one 
of the most efficient electrolytio alkali cells now being operated on 
a technical scale, but it does not seem to have attracted much . 
attention in this country. The earlier type of cell (Billiter-Siemens) 
is a diaphragm cell, but it differs from others of its class in having 
horizontal instead of vertical diaphragms. Apart from the disadvan- 
tage of occupying more floor space, and being lees accessible, the 
horizontal cell seems to have the balance of advantages, for the 
diaphragm is attacked more slowly chemically, and the hydrostatic 
pressure upon it being uniform, there is a more uniform flow of 
liquid through it, and consequently a more efficient checking of the 
movement of the OH'ions towards the anode, and thus greater 
electrochemical efficiency. The diaphragm in this cell consiate of a 
mixture of asbestos wool and barium sulphate spread out on top of 


. &sheet of asbestos cloth that is carried by the iron network forming 


the cathode. The cathode makes contact with the iron bottom of a. 


Fia. 1. 


trough, the sides of which are lined with cement, and the anode 
chamber is formed by а non-conducting bell-jar which is cemented 
around the edges of the diaphragm. The electrolyte is heated by 
means of earthenware pipes immersed in the brine at the top of the 
bell-jars. Working at 85-90°, 12 to 16 per cent. caustic soda, or 
18 to 20 per cent. caustic potash can be made at a 95 per cent. 
cathodic current efficiency with a voltage of 3'5. The process is 
now in operation at the following places :— 

(a) In Aschersleben, Saxony, by the Kaliwerke Aschersleben A.G. 
Ten 2,000 ampere units. 

(b) In Höchst, by the Farbwerke Höchst. 

(с) In Brückl, Bosnia, by the Bosnische Elektrizitäts A. G. Sixty- 
four 2,500-ampere units. 

(d) In Krumdu, Bohemia, by Ignaz Spiro und Bóhne. Thirty-two 
500-ampere unita. 

(е) At Niagara Falls, by the Niagara Alkali Co. A 1,000-kw. 
installation of 3,000-ampere units. This plant is now being 
increased from 1,000 to 3,000 Kw. It has also been made known 
that a new factory for caustic alkali and ibleach is being erected, 
commencing with 78 2,000-ampere unite, and that a textile facto 
is installing 24 100-ampere unite. s 

In the newer type of cell referred to above, the Billiter-Leykam 
cell the diaphragm is done away with altogether, and the cathodes 
are hooded in asbestos tubes, as shown in fig. 2. The special feature 
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of the cell is that these cathodes are not placed at the sidea of the 
bell-jar, as in other bell jar cells, but immediately under- 
neath it, as shown in the accompanying diagrams. This 
arrangement ensures uniform current density and aleo 
uniform flow both of electrolyte and of current between the 
anode and cathode, and the motion of the brine being directly 
opposed to that of the current lines, the OH! injection towards the 
anode is everywhere uniformly overcome. Hence high current 
densities can be used, stronger caustic liquors produced, high 
current efficiencies obtained, and large units constructed, while at 
the same time the essential advantage of the bell-jar cell, absence 
of diaphragm, is retained. The liquid which passes the cathode 


. hoods—made of woven asbestos—is charged with caustic, and this 
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protects them from the chemical action of chlorine compounde ; no 
purification of the brine is necessary at all. The only function of 
the hoods being to lead off the hydrogen gas (for which purpose the 
cathodes are slanted, as shown in fig. 1), they can be made quite 
coarse, so that their resistance is inconsiderable. The general con- 
struction of the cells will be quite apparent from the sectional 
diagrams, бов. 1 and 2. The cell B itself is made of reinforced con- 
crete, the upper part being lined with earthenware bricks set in 
cement, In the plant at Gratwein, in Austria, there are 56 of these 
cells, each measuring internally 5'5 metres long, 1`1 metres broad, 
and 1°3 metres high. The cement lids A, which in practice are 
cemented with putty on to a shallow shelf cut out of the walls of 
the cells, together constituting the bell-jars, carry the Acheson 
graphite anodes. At Gratwein each cell has three lids, each 
carrying eight anodes, measuring 1'0 х 0°18 x 0°05 metre. Each 
anode takes 60 amperes at ac.D. of 1°6-1'7 amps./sq.dcem., во that every 
cell takes 1,200 amperes. The cathodes c are made of T-iron, and, 
as already indicated, they are enclosed in asbestos tubes, which carry 
off the hydrogen gas. The cathodes are 1 m. long, and the tubes are 
about 5 cm. broad; between each two there is a space of 5 to 8 mm. 
At Gratwein, some of the cells, at the time of inspection, were being 
worked at low temperature, and some were Steam heated up to about 
70° С. Тһе voltage of the former was about 4, and of the latter 
3'4 to 3'5, The brine is led from a reservoir to distributing boxes 
placed above each cell, proceeding thence by a series of short 
capillary tubes to 22 tin tubes, which pass through the cell lide. 
The causticised brine is drawn off by means of siphon overflows, 
shown diagrammatically at p. The cells are worked under slightly 
reduced pressure, so there is no escape of chlorine into the air. 

The Gratwein plant, which is the first that has been installed, is 
in the paper factory of the Leykam-Josefsthal A.G. The plant 
has a capacity of 350-400 f. P., and it produces some 1,700—1,800 kg. 
of active chlorine daily at a total cost, as far as power is concerned, of 
£7 108. per H.P.-year. The current efficiency is as high as 92 per 
cent. when the cells are worked at 85° C., and the voltage is then 3'1. 
The cathode liquors contain 12 to 13 per cent. caustic soda and about 
20 per cent, salt, yielding, on evaporation and concentration, 97 per 
cent. caustic soda, A second installation of this cell is now being 
erected in Saxony. 

At the same meeting papers were read by MR. RIDSDALE ELLIS 
on A Neutral Oil Emulsion as а Model of a Suspension Colloid,” 
and by Mr. J. H. STANSBIE on The Electrolysis of Nitrio Acid 
Solutions of Copper.” 

Mr. Ellis's work was carried out with a view to obtaining some 
quantitative data on the relations between the electrical charge 
carried by the particles of an emulsion, the surface tension on the 
oil-water interface, and the phenomenon of coagulation, with a 
view to throwing light on the nature of colloidal solutions, and 
particularly on the conditions which cause coalescence to occur. 
An emulsion, of course, contains in suspension particles very much 
larger than those of a colloid; in Mr. Ellis's experiments the size 
of the oil globules was about 2 и, but in all probability there is 
no essential difference in the two classes. As coalescence or coagu- 
lation is deemed to be an electrica] phenomenon, Mr. Ellis has studied 
the influence of the presence of acids and alkalies on the interface 
potential at the surface of the oil globules, by direct measurements on 
а microscope slide apparatus. He has found this potential to be 
altered enormously by acids, and to a lesser degree by alkalis. 
The maximum interface potential corresponded to a concentration 
of about 0'001 N alkali, and this was also found to be the 
point of maximum stability of the emulsion. Stability 
appeared to depend only on the interface potential, and 
not on the surface tension, as  Bredij has taught. The 
explanation suggested by Prof. F. G. Donnan is that the presence of 
an electrical double layer around the particles prevents them from 
coming into sufficiently close contact unless the kinetio energy of 
the collision of two particles is sufficient to enable the electrical 
double layer to be disrupted, and if so the less chance there will be 
that two particles colliding with one another will coalesce or adhere 
to each other. Strong confirmation of this view is given by the data 
obtained in connection with the iso-electric point. According to 
the above theory, wben the charge is zero there is no opposition to 
the force tending to produce coalescence or aggregation, so that in 
the case of & colloidal solution in which all the particles are in 
rapid movement or vibration, coagulation will occur extremely 
rapidly. - | 

Indirect evidence that coagulation occurs at the iso-electric point 
is given by the ratio of concentrations of salts with mono-, di- and 
tri-valent kations required to just neutralise the charge on the oil 
globules, since the ratio of these concentrations forms a geometrical 
series agreeing with that obtained by coagulation experiments, a 
result, be it said, however, not confirmed by some experiments of 
Freundlich quoted by Dr. Senter. | 

In order to study the coagulation of опе colloid by another of 
opposite sign, the coagulacion of oil emulsions by colloidal ferric 
hydroxide was tried, and it was found that the oil was completely 
precipitated within two well-defined limits on either side of the 
iso-electric point of the oil emulsion. Mr. Ellis considers the 
ccagulation here to be due to surface precipitation effects 
taking place between the oil globules, similar to the oon- 
densation of water vapour on surfaces of various curvatures, Thus 
when two oil particles come into contact there is formed at the 
point of contact the equivalent of a surface of negative curvature 
with a very small radius on which Fe (OH)s will very readily 
precipitate, thereby uniting the two particles together. This 
precipitation will not occur until the amount of the Fe (OH), is 
sufficient to produce, in the short space of time the particles are in 
contact, a bond sufficiently strong to prevent the globules separating 
again by Brownian movement. When the globules are united in 
pairs, others will be joined to them in exactly similar manner until 


all the oil globules are held together in large columns oemented by 
ferric hydroxide. 

Mr. Stansbie's short note explained in a very interesting way 
why it is not possible to deposit copper completely from nitric acid 
solutions. It appears that in the electrolysis of such solutions 
nitrous acid is formed, and it is the action of this or of nitrites 
which dissolves away the deposited metal. The presence of free 
sulphuric acid retards the formation of nitrous acid, and a rotating 
cathode also very effectively prevents redissolution, so that under 
proper conditions, all but the merest trace of copper can be 
deposited. 


Roller and Ball Bearings. 


AT the Leeds University on Wednesday last week, PROF. GOODMAN 
lectured to the members of the YORKSHIRE LOCAL SECTION of the 
INSTITUTION OF ELECTRICAL ENGINEERS on Roiler and Ball 
Bearings." He explained in detail the use of the testing machinery 
operating at the University, particularly emphasising the facilities 
that it afforded for measuring the end thrust, which, he said, was 
an extremely valuable accomplishment, The reason why there 
was end thrust on a roller bearing was that the roller was not 
perfectly parallel to the shaft as it rotated, and thus it 
tended to give in the direction normal to itself. If there was 
a millionth of an inch of error, the end thrust was just as bad as if 
there was an error of an eighth of an inch. 

Discussing the extravagance of the claims made by some makers, 
he instanced in particular an American roller bearing guaranteed to 
be free from end thrust and with no friction which, on being put into 
the testing machine, proved to have so much end thrust and friction 
that the rollers were smashed. The last time he addressed them, 
ho said, he had declared that there was not a single roller bearing 
on the market worth having, but since then he had found one 
which, so far as his tests had gone, was entirely satisfactory. They 
had tried to break it and could not ; they had broken the shaft in their 
efforts, and had had to put in another, but the bearing remained as 
good as when it was putin. That was a bearing with a short roller. 
The length of the roller was only equal to the diameter. He had 
run it at a great overload, much beyond what the maker intended 
it for, and the results were still satisfactory. Some of these par- 
ticular roller bearings had failed in actual practioe, but he believed 
that the rea«on for the failure was that grit had got into them. It 
was most important to keep grit out of roller and ball bearings. 
These bearings ought to be as carefully guarded as the springs of a 
watch. The short roller bearings cost about 25 per cent. more than 
ball bearings, but they would carry twice the load. What the 
maximum load was he could not say definitely yet, because he had 
not yet smashed one of them. So far as his tests had gone, the 
short roller was an entire success, There was a little end thrust, 
but it was a negligible quantity. 

With regard to ball bearings, he said that in the early days the 
makers thought that adjustment was necessary, and some of them 
did not appear to have got over the adjustment fit yet, but, as a 
matter of fact, there was no necessity whatever for adjustment, 
and they could not adjust a ball bearing if they wanted to. The 
early four-point bearing was good for light work, such as bicycles, 
but beyond that it was never used. 

Later on thrust bearings came: 45° grooves were made for the 
balls to race in, and it was very soon found that the grooves were 
very badly scored, showing that they had been grinding. That 
type of bearing was wrong, because they could not increase or 
decrease the load without failure. The three-point bearing failed 
because of excessive friction and other faulta, The two-point 
bearing was eventually found to be the proper thing, the friction 
being very much less and the load carried much higher. Then it 
was found that the hollow race was the right thing instead of the 
flat race. Hoffmann's were the first in this country to use the 
hollow ball race. If there was any doubt about being able to keep 
the shaft and the bearing in line, the flat race was the better. If 
they were certain of keeping everything in line, then the hollow 
race was unquestionably the right thing. А properly-faatened 
bearing with a hollow ball race would carry about twice the load 
that one with a flat race would. | 

The best practice was to make the radius of the groove 10 per 
cent. greater than the radius of the ball. The theory was that the 
closer they could make this groove fit the ball, the higher was the 
load that the bearing would carry ; but the friction would go up 
at the sametime. The friction was least on a flat surface, but it 
would only carry half the load, so they had to take into considera- 
tion all the circumstances of the case. 

After discussing the effect of static friction, Prof. Goodman 
dealt with the use of an adapter. The fixing of the sleeve on the 
shaft, he said, was by far the most important problem oonnected 
with ball bearings, and four-fifths of the failures had been due to 
improper fixing. The man who worked to the nearest sixty-fourth 
of an inch went hopelessly astray. By far the best thing to do in 
preference to using the adapter, was either to make the shaft 
deeper and use & nut and fix it solid on the shaft, or have a ring 
bored out parallel and either forced on by hydraulic preseure or 
shrunk on. But they must be very careful in the shrinking. If 
they did not allow enough shrinkage it would get loose; if there 
was too much shrinkage it would jam the bearing. They would 
think they had got a 2-ton load upon it, when they had got 20. 
Thousands of ball bearings had been destroyed by getting too much 
shrinkage, or by forcing them on at too great pressure. The 
amount of shrinkage should be zcboth part of the diameter, and if 
they materially departed from that they would bave trouble. 
They should heat the ring in a bath of oil up to about 154° F., and if 
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then they could not get the ring on to the shaft, it would clearly 
prove that they had got too much shrinkage. 

In most cases in wbich the maker was blamed, the fault was 
due to people using ball bearings carelessly., The housing of the 
bearings must be properly arranged. If the outer ring was fitted 
into & housing which was too small for it, as had frequently been 
done, even if it was only a thousandth of an inch too small, it 
would nipin the side when the load came on. If there was noise 
in the use of ball bearings, it was clear proof that they were doing 
something wrong. At the University they ran ball bearings under 
much more severe conditions than any in practice, and got no 
noise. Step bearings for heavy pressures he described as not a 
bit of good. In the Skefco bearing the shaft could move relatively 
to the housing to any extent. Whilst ordinary ball bearings were 
guaranteed to a ten-thousandth of an incb, the Skefco was 
made to a hundred-thousandth of an inch. It had been tested, 
terribly overloaded, with success. 

With regard to rings, he said it was very important not to depart 
greatly from the spherical form—the simple form of ring. 
Emphasising the need of accuracy of workmanship. Prof. Goodman 
said if they were wrong to the extent of one-thousandth of an inch 
—вау a thousandth over the inch—they would, approximately, 
increase the load of the bearing by 100 per cent. Hence there must 
be accuracy at all coste— wonderful accuracy. Whilst there were 
some firms in this country who worked to a millionth of an inch, if 
necessary, there were others who even yet hardly seemed to realise 
that there was anything less than an eighth of an inch, and the 
latter were the people who were always complaining of ball bear- 
ings. In the University they had carried out thousands of experi- 
ments in the attempt to find out the safe load and speed of ball 
bearings. They had been at it for 10 years, and they had found 
out how to get it. 

If they looked at a ball under the microscope, as soon as ever they 
exceeded the safe load or speed, they would find it covered with 
fine specks where crystals had broken away. As soon as these 
specks appeared they might know to-a certainty that the ball was 
damaged, and would ultimately fail; otherwise, if he had to run 
ball bearings until they failed, he would be as old as Methuselah 
before it occurred. The examination of the ball under the micro- 
scope had been a complete success. Speed was a most important 
point, and he illustrated on the blackboard the way in which they 
were able to find the relation between the speed of the ball and the 
safe load. He did not know why speed had anything to do with 
the matter. The wear of the balls was practically ail under 
proper conditions, even after very severe running. After 
dealing with some misconceptions of the rough-and-ready 
manufacturers as to the effect of slight variations in the 
sizes of the balls, Prof. Goodman spoke of lubrication. 
Provided that there was absolutely no rust at all, the balls 
would be better without lubrication, for oil or grease always 
increased the friction. Lard oil was the best lubricant. Lubrica- 
tion was needed only for the sake of preventing corrosion, and once 
in 12 months was probably sufficient. 

Speaking in conclusion of the general qualities of ball bearings, 
the lecturer said the friction was extremely low ; with a properly 
fastened ball bearing, the starting effort was so small that 
they did not get a jump, and the friction was entirely inde- 
pendent of the speed. The ball bearing cost three times as much 
asthe ordinary bearing to carry the same load, but the friction 
was lers, no attention was required, and practically no lubrication, 
and an important point also in the case of a dynamo or motor was 
that the use of the ball bearing would shorten the shaft and shorten 
the bed. That was of very great importance, as they saved metal ; 
but what was of importance also with regard to a motor was that 
the mechanical efficiency of the motor was very considerably higher 
with a ball bearing than with & plain bearing. So they could 
supply a smaller machine with ball bearings to give the 
same horse-power that & much larger machine would give if it had 
plain bearings. If they asked makers to quote for motors with 
and without ball bearings, they would find that in many cases 
the quotations would belower with ball bearings than with plain 
bearings. 


It was true that there were some people who said they would 
not have ball bearings at any price. They were generally people 
who had not yet learned that there was anything smaller than 
one-eighth of &n inch—the rough-and-ready people. 


DISCUSSION. 


The CHAIRMAN (Mr. Wilson Hartnell) said it would appear that 
roller bearings, except the narrow sort, were practically out of it. 
Ball bearings would last a great length of time under proper con- 
ditions, one of which was that they should fit tightly on the 
shaft. In putting a ball bearing on an alternating-current dynamo, 
however, they were met with difficulties, and he had found that 
there was a dangerof cracking. From experience in the working 
of dynamos, it appeared that every shaft with ball bearings should 
have an end-thrust collar on it. He knew of a case of roller 
bearings running very well for many years. 

Ма. T. HARDING CHURTON said a great deal of the trouble with 
ball bearings in electric motors appeared to have been due to the 
high speeds at which these motors usually ran, but he thought 
that a more productive cause of trouble was a failure on the part 
of the makers in many cases to realise the imperative necessity for 
accuracy in the fitting of the housing of the ball bearings. He had 
confined his attention with regard to ball bearings to relatively 
small machines, and he had been absolutely free from trouble. 

Dr. POHL said that the earlier experiments with ball bearings in 
electric motors in Germany ended in complete failure, and he 
believed the reason for this was the inaccuracy of the ball bearings 


themselves. Some years ago he induced his firm to start afresh with 
ball bearings and roller bearings, and the result had been unqualified 
success from every point of view. The first thing they discovered was 
that if they wanted to use ball and roller bearings they had to employ 
machines of much greater accuracy than those which they had been 
using. The new ones they had used for over four yeara, and they had 
turned out in that period at least 3,000 to 4,000 motors, and the 
number of complaints that they had received since, was only a frac- 
tion of those that they had received before. The chief trouble in elec- 
trical motors was the presence of oil, and he attributed the 
diminution of complaints entirely to the absence of oil. The great 
point was the accuracy of the machine, and that applied, perhapa, 
even more to the housing than to the shaft—an easier fit on the 
outer race, and a tighter fit on the inner race, and making absolutely 
sure that the inner race did not revolve on the shaft. As to 
lubrication, he had known cases of friction being increased to such 
an extent from this cause that the bearing got hot, and they had to 
stop the lubrication altogether. A great point in connection with 
bell and roller bearings was that it was so extremely simple to 
make them dust-proof. 

Mr. J. W. DAWSON said that in communications with motor-car 
manufacturers he had pointed out that at least the inner races should 
be a tight fit on the shafte, and the outer races should be a fit 
in their housing. He had to object to bearings which were quite 
loose both in the outer and the inner housing. End thrust would 
be very simply dealt with if they had a combined bearing which 
would take both end thrust and the ordinary load. The weakness 
of the bearing ordinarily was ite inability to carry any large pro- 
portion of the end thrust. . The L.C.C. tramways had tried ball 
bearings, and found that at the end of 11,000 miles the bearings 
were as good as when they were put in, but in Bpite of that the 
motor manufacturers said No.“ If they could bring into general 
use for tramway motors either the short roller bearing or the ball 
bearing, there would undoubtedly be a great saving. 

PROF. GOODMAN, in replying to the discussion, said a good many 
people wanted him to tell them which were the best ball bearings, 
but he would not tell them, as it was unfair. Some of the lists 
were woefully wrong. He knew several firms who had put roller 
bearings on ocrank-pins, and found them work very well. 
He had such faith in the short roller bearings, that he had chosen 
them on occasion rather than the ball bearings, because he thought. 
they would carry a higher load. Streibeck quite unintentionally 
led people astray at first, when he published a formula for a safe 
load for ball bearings, taking no account of the speed. A great 
many people commenced working upon that formula and at too 
high speeds, and the ball bearings failed. Whilst some of the 
makers’ lista were distinctly too high, others were too low. Some 
of the ball bearings on the market would safely run on bigger 
loads and speeds than the makers gave. The success or failure of 
ball bearings depended enormously on accuracy of workmanship ; 
nine-tenths of the failures had been due to rough-and-ready work- 
manship. With regard to the suggestion of cone roller bearings 
for taking end thrust, he did not think any bearing ought to be put 
to the double purpose ; they ought to use two bearings, one to take 
the radial load and the other to take the end thrust. There were 
ball bearings on the market intended to take both, but he had never 
seen one which he considered to be a success. With regard to the 
overhung pinion on a tramway motor, he would not hesitate to 
put in a ball bearing there, provided it was not overloaded. He 
was talking to a chief railway engineer the other day, and said, 
Why don't you put ball bearings on some of your rolling stock? " 
The reply was, "We have tried it, and it was too successful, If 
you put ball bearings on any of your rolling stock for goods 
traffio you must put them on all, because if you don't you will kill 
all your shunters. If you get one truck fitted with ball bearings 
and another not, the driver cannot judge the distance the truck is 
going to run." That was & point which had never occurred to 
him before; and it was astriking illustration of the way in which 
the practical man could teach things to a mere theorist. 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


AMENDMENTS, 


FRANCE.— The French Customs authorities have decided that 
"locomobiles?" driven by gas are to be dutiable as gas motors, 
according to kind, under No. 510 of the French sent as 
follows :— 


Weighing from 250 to 100,000 Kg. .. 12 fr. per 100 kg. 
S less than 250 Kg. TIME 00" a 


Bearings for the shafts of electric alternators are to be dutiable 
as detached parts of machines, at rates varying from 12 to 20 fr. 
per 100 kilograms according to weight. Speed reducers, whether or 
not imported at the same time as the machines with which they 
are to be connected, are also to be dutiable under this latter heading 


HOLLAND.—With reference to the paragraph on page 727 of the 
ELECTRICAL REVIEW of November Ist calling attention to a new 
tariff which it was proposed to put into force in Holland, the 
Board of Trade have now issued certain corrections to their original 
translation of the proposals. The details given in our extract 
require modification as follows. as a result of these corrections :— 
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Machine tools, boilers, pumps, &c., should read prime morers, 
boilers, pumps, Ko. 

Appliances (apparatus) mot being machine or hand tools, not 
specially mentioned, should read appliances (apparatus) not being 
prime movers or tools, machines or appliances for producing an 
alteration of form in some given material. 


The following headings Should also be added to the extract we 
gave, immediately before " implements not separately mentioned " :— 
Other tools, machines and ао not separately 

mentioned a uis " 955 Free 


Parts of toole, machines and EN 


(a) In во far as they are recognisable as being parta 
of toole, machines or appliances exempt from 


(b) Other... T ae sie sae — . . 6 95 ad val. 


AUSTRALIAN COMMONWEALTH.— The Customs authorities 
have issued the following decisions as to the duties to be levied on 
certain electrical and similar goods on importation; the duty 
quoted is in every case the preferential rate applicable to British 
goods :- — 


Batteries, storage, eee with and for street 


tramway cars i 35 96 
Binders, made of round copper wire which has 

been flattened at each end НАЯ .. 10% 
Switch case. A cast-iron case enclosing а а switch 

and fuses only  ... is ios .. Free 


Switch case, as described above: when containing 
compensating or rheostatic equipment 


20 $ 
Switch. Time. A clockwork apparatus to switch 


on or off at fixed intervals or at fixed times .. Free 
Tapes, for electrical purposes, being merely copper 
strips cut to length Mes Free 


Magnetos for use in the manufacture of motor 
cycles, provided security be given that they will be 
incorporated in motor cycles manufactured in the 
Commonwealth, and that proof of such use be fur- 
nished to the satisfaction of the collector within 
six months after delivery, by the Customs ... .. Free 

Electrical stoves д us ids p 


NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED. z 


comet iled expressly for this journal by Messrs. W. P. THompson & Co., 
lectrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


‚ 27,024, ** Solenoid coll for alternating current arc lampes."  KonTING AND 
MATHIESEN AXT.Gxks. (Convention date, December 2nd, 1911, Germany.) 
. . November 25th. (Complete.) 

27,046. ''Live rails and collectors of electric roundabouts, scenic railways 
and the like.” L. A. Hackett and Е. W. WHATTAM. (Divided application on 
: 28,899 of 1911, December 22nd.) November 25th. 


27,049. “Electric lamp." J. J. Килт, J. M. DorLx and A. Cours. 
» November 25th. 


27,065. ‘*Incandescent Jampholders, ceiling roses, and like electrical 
fittings.” E. B. GRAx, November 25th, 

27.069. Regulation of electric installations and systems.“ 
Brown, Boveri zT Сік. 
November 25th. (Complete.) 

27,090. ‘* Automatic reverse current cut - outs.“ 

: 26th. (Oomplete.) 

27,094. Means for reducing the duration of sparks produced by magneto- 
electric generators." P. Mascow. (Convention date, January 25th, 1912, Ger- 
many.) November 25th. (Complete.) 


27,160. Lamp and shade holders for incandescent electric lampe." G. A. 
Colin n. November 26th. 


Axt-GEs, 
(Convention date, February 8rd, 1913, Germany.) 


P. AckERMAN. November 


27,235. “ Regulating mechanism for electric distribution systems.” BRITISH 
| Тиомвон-Ноовтон Co., „E. Garton and A. H. Sr. O. Watsox. November 
H th. 

27,986. * Electric control systems." British Тномвох-Носвтои Co., LTD. 


. (Allgemeine Elektricitate-Ges., Germany.) November £6th. 


27,944. “Means for and methods of changing the frequency of alternating 
currents. " A. M. TAYLOR. (Addition to 8,858, 1911.) November 27th. 


27,946. '' Armature for direct-ourrent watt-hour electricity meters.“ Н. E. 
Моп. cao & Mathiesen Akt.-Ges., Germany.) November 27th. 
mplete. 


27,276. * Reflectors for electric incandescent lampe." О. Damzy. November 
Tth. (Complete.) 


27,825. *'' Blectriclamp." O. W. HILLIER. November th. 


27,345. ''Oovering for telephone receivers and the like." E. M. Davixs. 
November 28th. 


ae * Electro-dynamometer instruments.“ 


nom ." Galvanic batteries." А. F. Hawpon. November 98th. 


“ Арган for winding up and starting of the number switches in 
К telephone subscribers’ stations."  ZivWOSTENSKA BANKA V PRAZE 


J. T. InwIN. November 


(Firm of). (Convention date, November 28th, 1911, Austria.) November 28th. 
Complete.) 
27.408. Short circulating device for the ignition mechanism of 5 


.combustion engines.“ R. BoscH (Firm of). (Convention date, January 1 
1912, Germany.) November УНЬ. (Complete.) 


27,492. Incandescent lamps." British '"Тномвок-Носвтои Co., LVD. 
- (Allgemeine Elektricitats Ges., Germany. November 28th. 

27,4133. '' Manufacture of filaments." British THomson-Hovuston Co., LTD. 
(General Electric Co., United states.) November 28th. 

21,442. ‘*Manufacture of bodies of tungsten, with small additionsof other 
metals, for use in electric incandescent lamps." WorrRAM LAMPEN AET.-GES. 
(Convention date, June 3rd, 1912, Germany.) November 28th. (Complete.) 

27.482. Dynamo-electric brakes for electric motors." ETCHELLS, CONGDON 
AND Murr, LTD., and F. Murr. November 29th. (Complete.) 

27,496, “ Electric welding 1901." E. H. Jonas. November 29th. 
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10 % ad val. 


97,500. Apparatus for controlling electrical ene 


for lighting, heating 
and power purposes." А. І. Оклвнлм, November 29% ) 


(Complete. 


27,501.  "''Switchboards." С. A. VANDERVELL and A. Н. MrporLEY. 
November 99th. (Complete.) 

N. 503. Electrio lampholders." M. J. Ramme and J. H. Corriwos. 
November 29th. 

N, 501. Electrical controlling devices for lifts.“ R. 8. T. ИНкинтү. 
November 29th. 


97,510. Apparatus for use in forming joint ends on ‘electrical conduits; 
drain pipes an nd the like.” R. Lawton. November 20th. (Complete.) 

97,526. ‘Electric arc lampe." British CTHoMsomR-Hocsrow Co., LTD., 
(General Electric Co., United States.) November 29th. 


27.530. Automatic electric olrcuit-breaking arrangements.” Е. О. 
MurLER. (Divided application on 6,990/12 September 21st.) November 29th. 
(Complete.) 

27,534. Means for indicating when the flow of current in an electric 


circuit is interrupted or varied." A. F. BERRY. November 29th. 

21,535. ‘Methods of reducing the loss of energy in lines for variable 
electrio ourrents," F. A. Becker. (Addition to 65, 1911.) November 39th. 
(Complete.) 

27,563. ‘*Controlling devices for electric motors.“ А. Н. Curtis, А. H, 
MACLEY and ADAMS MANUFACTURING Co., Lap. November Boch. 

27,575. Согӣв and weights of telephone switchboards." M. 8. Commer. 
November 30th. 

97,609. “ Combined interrupter, commutator, and ourrent reverser." L. L. 


Lzpvc. November 80th. (Complete.) 
27,610. Electro- magnetic bolts for locks." L. т. Lepvo. November 30th. 
(Complete. ) 


27,612. * Method or process for utilising or re-energisíng exhausted electric 
dry cells," A. H. Mayes. November 80th. 


27,620. Means for communicating orders and information from one place 
to another." EVERSHED & VioNOoLES, LTD., and 8. EversHep. Novem- 
ber 30th. . 


27,624. Control of electric motors." Brrrish THomson-Hovston Co., Lp. 
(Allgemeine Elektrioitäts Ges., Germany.) November 80th 


27,638. “ Electric batteries. " W. H. Lowe. November 80th. 
97,634. “ Electrolytes.“ W.H. Lowe. November 80th. 


27.651. Production of insulating layers or coatings on eleotrícal con- 
ductors.” J. LOEWENTHAL. November (Complete.) 
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PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
. of Messrs. W. P. TuouPsoN & Co., 285, High Holborn, W. C., and at 
Liverpool and Bradford; price, post free, 9d, (in stampe). 
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INcAXDESCENT ELECTRIC Lamps. G. Ludecke and Brimsdown Lamp Works, 
Ltd. 97,268. December 5th. 

MATERIALS FOR Dyxamo BRUSHES, SHAFT AND OTHER BzaRiwos. British 
Thomson-Houston Co. (General Electric Co.) 27,621. December 8th. 

COMBINED ELECTRICAL SWITCH AND RESISTANCE OR CURRENT GRADUATING 
Device. Dimming Switches, Ltd., and W. L. Barber. 29,284. Deoember 
28th. 

APPARATUS FOR LIGHTING AND EXTINGUISHING LIGHTS AT PREDETERMINED TIMES. 
J. Gunning. 24, 07. November 7th. 

APPARATUS FOR AUTOMATICALLY MAINTAINING A UNIFORM LOAD ON THE PRIME 
Mover oF AN ALTERNATING-CURRENT GENERATING Вкт. · Lancashire Dynamo 
and Motor Co. and Н. C. Siddeley. 25,109. November 110, 

ELECTRIC CLocks. №. J. Blenheim. 25,944. November 18th. 

Mane FOR PRESSING AN INTENSIFYING SCREEN AGAINST A PHOTOGRAPHIC PLATE 
IN X-Ray APPARATUS. W. Otto. 25, 828. November l4th. 
OVERHEAD Systems FOR TRANsMITTING ELECTRICITY. J. Paul. 96,804. No- 

vember 14th. (November 29th, 1910. « Addition to 98,687, 1910.) 

COUPLINGS FOR ELECTRIC Mains oR WiRES ON RAILWAY PaASSENGER COACHES AND 
OTBER VEHICLES. J. Stone & Co., Ltd., and A. H. Darker. 26,877. No- 
vember 14th. 

EIL xCTAIC Resistances, J. A. Hirst and P. В. Brook. 27,189. December Sth. 
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Miners’ Lamps, T. Heaton. 289. January 8rd. 

APPARATUS FOR CONTROLLING Motion FROM A DISTANCE, APPLICABLE MORE PAR- 
TICULARLY TO THE CONTROL OF BEARCHLIGHTS OR PROJECTORS, BTEEBING 
GEAR AND THE LIKE. Siemens Schuckertwerke. 966. January 12th. 
(Septe mber 28th, 1911.) s 

AvTOMATIO Ткмвом REGULATORS FOR SHUNT Dynamos. J. Gallay. 1,599. 
January Igth. | 


TELEPHONES. F. С. Sbardlow. 1,721. January and. 

Protecrep ELEcTRIO Fuse BLooks. W. F. Price and Callender's Cable and 
Construction Co. 2,880. January 30th 

METHOD or SUPPOKTING THE COMMUTATORS OF DyNAMO-ELECTRIC MACHINES. 
A. W. Jones. 8,282. February 9th. 

CORTINUITY or EL&cTRIC CONDUIT SYSTEMS. 
8,479. February 12th. 

IMPULSE TRANSMITTER FOR AUTOMATIO TELEPHONE Systems. M. Baum. 6,905. 
March 18th. (March 18th, 1911.) 

SELECTIVE ELECTRIC SIGNALLING ON TELEPHONE Юхснливк Party Lives. G. Н. 
Crook. 6,640. March 18th. 


Lamp PiLLARS ror ELECTRIC LIGHTING. J. Southall. 7,056. March and. 


ELECTRIC APPARATUS POR RECORDING THE DISCHARGE OF MATERIALS FROM 
Wagons. J. Wasgestian. 7,889. April Ist. 

APPARATUS FOR PHONOGRAPHICALLY RECORDING TELEPHOXICALLY-TRANSMITTED 
Conversations.  Walseck & Starcke (Firm of) 9,751. April Dith. 
(October 30th, 1911.) 

APPARATUS FOR PHONOGRAPHICALLY RECORDING TELEPHONICALLY-TRANSMITTED 
ConvERSsATIONS. Walseck & Btarcke (Firm of) 9,754. April 94th. 
(November 25th, 1911.) 

IMPULSE TRANSMITTER FOR SEMI-AUTOMATIO 'I'RLBPHOWE Systems. Siemens and 
Halske Akt.-Ges. 10,444. May 2nd. (May 2nd, 1911.) 

IMPULSE VRANSMITTERS FOR SEMI-AUTOMATIC TELEPHONE SvsTERMS. Siemens 
and Halske Akt.-Ges. 11,464. May 14th. (May 16th, 1911.) (Addition to 
No. 10,444, 1912.) 

APPARATUS FOR THE OPERATION OF ELECTRICAL CLOCKS BY ELECTRIC WAVES. 
F. Schneider. 12,680. May th. (Divided application on No. 8,966, 1912. 
February 16th.) 

Devices РОВ PRoTECTING TELEGRAPH AND LIKE LINES AGAINST INDUCTIVE ACTION 
FROM NEIGHBOURING Cincurrs. О. Moll and P. Kuschewitz. 12,764. 
May 90th. 

Commins Шара Lamp AND Maanetic Compass. Н. Neuburger. 18,001. 

une А 


M. J. Railing апа T. Taylor. 
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CANADA. 


KNowiNG something of the habit of mind of some men 
to-day, we can imagine в few of our trade readers exelaini- 
ing, not without a sign of impatience, as they observe the 
heading to this article : ** Here's the Review at it again! 
What is the use of talking to us about Canada 7” Well, 
let us each settle for ourselves the matter of our relation to 
the trade of that vast territory, now in the fever-heat of 
development, but not without the ripest deliberation. If 
the reader knows all that there is to know about Canada 
let him kindly pass on to the next article—maybe there he 
will find something more to his liking, but if perchance he 
is still open to receive information, let him read at any rate 
these present notes to the very end. 

We have written so much respecting the largeness of tlie 
opportunity across the Atlantic that it might be thought 
that we had little more to say, unless in repetition of the 
old story, but the subject is as inexhaustible as the resources 
of the great Dominion, and every man whom we meet after 
liis jourueyings across the thousands of miles that separate the 
Atluntic from the Pacific, sees something new and interesting, 
or sees something old in his own particular way, and thus 
furnishes new material for our assistance, cither by way of 
encouragement or guidance. Some months ago we announced 
the departure of Mr. C. Hamilton Wickes from these shores, as 
H.M. Trade Commissioner to Canada and Newfoundland. 
Possessing an intimate knowledge of the value of the work 
done by him in the interests of British trade in Australia, 
we looked with eager expectation for information concerning 
his impressions formed in Canada. 


An emphatically strong 
man in more senses than one, a man of ripe experience 
and great determination, and knowing the 
which the Canadian was alleged to present 
to the British manufacturer, he went to this great 
field with which he was already to some extent person- 
ally familiar, with a firm resolve to vet at the bottom of 
things and do everything reasonably within the power und 
scope of a Government functionary to render the market 
more accessible to the Britisher. © We have had the good 
fortune to cross his path this week, more or less accident- 
ally, he being back in England for a brief holiday, and, 
naturally enough, we wanted to know what lie had to say 
for our readers’ enlightenment. In a few months one 
would hardly expect mord a than preliminary survey of the 
situation to have been made, but already Mr. Hamilton 
Wickes has left his impress where he has gone, and he has 
prepared material on questions of vital import to the future 
of British electrical trade, concerning which more, perhaps, 
in a later issue. Of course Mr. Wickes has not gone to 


difficulties 
market 


Canada purely as ап eleefrécal representative—that is but one 


out of u hundred different industries whose interests 
he is out to foster, though the importance of electricity to 
the future of Canada and the reasonablencss of the Mother 


Country iu wanting to get her due share of the resultant busi- 
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ness would have amply justified his being sent even 
exclusively in that capacity. As we have said before, if the 
British Government were sufficiently alive to the importance 
of the matter, it would make a very gencrous vote to cnable 
this matter of Trade Commissioners and Consuls to be dealt 
with in a most aggressive and complete manner. Fancy, 
one Commissioncr to work the vast territories of Canada and 
Newfoundland on behalf of the British Board of Trade, and 
the entire British industries! To those of us who are 
thirsting for valuable information and keepa running stream 
of inquirics under the eyes of such officials, the position 
seems nothing short of ludicrous. How can.the British elec- 
trical manufacturer expect to have prepared for him, and dis- 
tributed to him in reasonable. time, well-thought-out reports 
which will be of real assistance to him in his operations when 
those whom the Board of Trade sends out to perform these 
services find the activities of their office so circumscribed by 
financial considerations ? One has only to imagine the great 
distances to be traversed in a colony of such vastness as that 
of Canada, to bear in mind the immense opportunity that 
there is now open for all departments of industrial develop- 
ment, the desire from our people at home for answers to 
queries, the high cost of living, and other such like factors in 
the situation, to feel that there should be an immediate 
allocation of many thousands of pounds a year, in order that 
the Trade Representative of the British nation may have at. 
his command all the machinery, organisation and funds neces- 
sary to enable him to fulfil the manifold duties of his office 
without handicap and with maximum efficiency. 

Returning, after this digression, tothe impressions of Mr. 
Hamilton Wickes, we find him convinced, as the result of 
his present study of the position, that the trading 
opportunities in Canada are not utilised to anything like the 
full capacity by British manufacturers. Indeed, he goes 
further than this, and says the same with revard to our trade 
efforts in the United States. Some of our readers would 
as soon think of selling electrical goods at the North Pole 
ав below the Canadian border line, but we know of a number 
of British electrical firms who have taken the trouble to try 
even the United States market, and they have got'in to 
their satisfaction with their own special lines of goods. 
Mr. Wickes aflirms that a high tariff does not form a 
sufficient wall to prevent our people from selling goods 
that the other people desire to have. He would hardly have 
had the temerity to mention it himself had he not first 
had representatives of American houses in England expressing 
to him their astonishment at the goods which they found made 
in the United Kingdom, and which they had bought and 
shipped to Ainerica within the last 12 months, and had sold at 
a profit. Mr. Wickes is anxious to direct our manufacturers’ 
attention to the following aspect of the matter :—W hat are 
the imports into the United States of manufactured merchan- 
dise? What are the proportions shipped there by Germany, 
by France, by Italy, by Austria, and by the United Kingdom, 
of the article in the manufacture of which they are particu- 
larly interested? If the share of any of these other countries 
in a leading line exceeds that of Great Britain, is that a satis- 
factory position 7—16 is quite clear that if the tariff does 
not keep out the German and the Austrian trader neither 
should it keep out the British. 

As may be gathered, one’s pen may run away with one 
after only a brief vacation conversation with Mr. Wickes, 
and we must conclude this article with a reference to one 
other point concerning Canada. Are our consulting 
engineers so weighed down with work that they cannot spare 
time to consider whether there is any scope for their 
activities on the other side? Mr. Wickes’s advice 
to them is to open branch offices there, and һе 
supports that advice by pointing to the multiplicity of public 
water, sewerage, electrical, goods-handling and transportation, 
and other undertakings which are the problems of the hour 
in many parts of Canada, with its new and ever-growing 
cities and towns. We leave this sced in the fertile brains of 
gentlemen in Victoria Street and other members or non- 
members of the Association of Consulting Engineers. 


SOME time ago there was an impression 
abroad that for some occult reason the 
cylinder of a Diese] engine could not have 

а diameter greater than 20 inches. Such a limitation could not 
arise, outside mere imagining, from any mechanical difficulty. 
The causes of the limiting diameter of the Diesel cylinder 
are, we believe, solely of a physical nature, and connected 
with the ignition and supply of the fuel. A given weight 
of fuel can be burned at a given centre. Any further 
weight of fuel at that one centre cannot meet the oxygen 
necessary for its combustion. To the lay mind two 
remedies suggest themselves. By one the fuel must be 
injected at more than one point, so that oxygen may be 
available for its complete combustion. By the other the 
fuel would be injected at a tangent to the circle of the 
cylinder, so that the incoming high-pressure air blast should 
set the compressed air charge in a whirl, and so expose the 
-fuel to a sufficient proportion of air. The burning of the 
charge is a matter of time, and is not a sudden explosion 
like the burning of a mixed charge of gas and air. Is this 
time effect of such duration that the- tangential 
method would meet the difficulty ? These ar 
matters for experts, who may have made all thee 
experiments which suggest themselves. It can at leas 
be rationally anticipated that there are no limits to the six 
to which the Diesel or any other internal-combustion engine 
can be made, unless we allow as a limit the largest 
machine tools that are available, or the largest, lifting cranes. 
In its early days the gas engine was often granted very 
small sizes beyond which it could not be made. We never 
heard of any limits being set to the diameter of steam-engine 
cylinders. 'l'hese have certainly been made 120 in. in diameter, 
if not more. That a 2,500-H.r. Dicsel cylinder has been 
made already, is interesting, and it will be of greater interest 
when the fuel snpply arrangements are available as general 
knowledge. It may well be asked, why should the Diesel or 
any heat engine have limits set to its dimensions? Indeed. 
would not a double fuel entry be particularly advantageons / 
In any new departure, it is at least better mot too early to 
put limite on the extension that may be possible. 


Large Diesel 
Cylinders. 


ALTHOUGH confirmation is not obtain. 
able in Berlin administrative circles of the 
German Transmarine Electricity Co., it is 
reported from Buenos Ayres that the dispute with regard to 
lighting concessions in the Argentine capital is in a fair way 
of being adjusted. It is stated, for instance, that the 
Lacroze Tramway Co. is prepared to renounce the privileges 
granted by the National Government with regard to the supply 
of light and power in Buenos Ayres, of which details were 
given in this journal a few weeks ago, provided that the 
municipal council will confer upon the company an incon- 
testable concession for supplying on the same conditions as 
prevail in the case of the German company. It is impossible 
to say what motives have prompted the Lacroze Co. to 
make a promise of this kind, unless it is desired to obviate 
the prospect of protracted legal proceedings through the 
interference of the National Government in the munici 
affairs of the capital. At any rate, the municipal council is 
said to be agreeable to the offer made by the company, but 
the latter intends to maintain ite special rights under the 
Government decree until the new concession is actually in 
its possession. When this has been obtained, the German 
company will be placed upon an equality with the Lacroze 
Co. and the Italo-Argentine Co., to which a lighting con- 
cession was also recently granted, and the supply business 
therefore is likely to be divided among the three under- 
takings in the future. The large area of the city and the 
enormous possibilities of expansion in the next 50 years, 
over which the concessions will or do extend, certainly 
afford scope for the activity of more than one individual 
enterprise. | 


Competition at 
Buenos Ayres. 
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BELT ACCIDENTS: THEIR BEARING UPON' 
THE INDIVIDUAL ELECTRIC DRIVE. 


Bx W. О. HORSNAILL, A. M. I. M.E., A. M. I. E. E. 


A STRONG argument in favour of the individual electric drive 
for certain industries is afforded by the number of accidents 
arising from the putting-on of belts. 

Where a number of independent machines, many of which 
stand idle for a week or more at a time, are driven through 
shafting, it is customary to keep all belts off except those of 
the machines which are actually in use. In fact, this is the 
only efficient method of driving through shafting, as the 
losses incurred by constantly running a large number of belts 
and loose pulleys through which power is only occasionally 
transmitted would be very considerable. | 

These conditions obtain especially in grain warehouses, 
where machines have to be maintained for the many kinds of 
cereals dealt in. The trade in foreign wheats, horse fodder, 
and so forth, varies a good deal with the seasons, hence 
certain machines may be idle for months at a time, and it is 
not uncommon to find some of them driven through a couple 
of countershafts, two or three belts, and perhaps a bevel gear. 
Fast and loose pulleys are obviously out of place under such 
conditions, the usual alternative being to take off the belts 
and stop all the driving gear until it is required. In cases 
such as these, a separate motor for each machine is un- 
doubtedly the correct solution, both as regards economy and 
the absence of danger from the putting-on of belts when the 
machinery is running. That such belts will be put on with- 
out slowing down is abundantly evident to those acquainted 
with this industry, as, although a considerable number of 
accidents occur throughout the whole country, they are rare 
enough in individual cases to make the men careless. 

Malting is another grain-handling industry where the 
machines are run under similar conditions, and a horrible 
accident recently happened in a large malting at Mistley, in 
Essex. In this instance a man was putting a belt for a large 
elevator on to & pulley running at 185 revolutions per 
minute. The floor was several inches deep in barley, and 
he had to stand on a stool about 3 ft. high to reach the 
pulley. In spite of a guard rail he was caught in the belt 
and his body was torn in two, one part being hurled through 
a window. In justice to the firm owning the malting, it may 
be said at once that every suggestion made by the factory 
inspector as regards fencing the machinery had been carried 
out, and it was actually possible to stop the shaft in question 
by fast and loose pulleys. "The latter were, however, situated 
in another department, involving a walk of some distance to 
get at them, and to save this amount of trouble the man 
essayed to put on this large belt at full speed, as he had no 
doubt done successfully many times b::fore. | 
.' There is very little doubt that the individual electric 

drive is the correct method for mer: grain warehouses and 
maltings, except as regards the snip elevator gear, as the 
latter, with its inside elevators and conveyors, forms an 
interdependent collection of machinery which is always 
running together. | 

The application of electric driving to old undertakings of 
this nature is a different proposition, as the shafting already 
exists, while in almost every case the capital expenditure is 
a serious item, and the installation of separate motors would 
be at once condemned on the score of excessive initial outlay. 

In spite of this drawback, individual motors would pro- 
bably pay for themselves in a year or two by the saving in 
power, particularly where old buildings are concerned. "The 
weight carried in grain warehouses varies enormously accord- 
ing to the stock of grain, and old buildings always *'give 
a little" according to the load, the result being heavy 
frictional losses in the shafting. Then again, shafting and 
belting involve a considerable amount of attention, together 
with occasional breakdowns which may entail costly delays, 
particularly when ships are waiting to be discharged. 

The reduction in the cost of electrical apparatus—and we 
have not reached finality yet in this direction—is continually 
strengthening the case for the individual drive, and we may 
hope:to see in time the entire elimination of accidents 
arising from the putting-on of belts. 


‘dockyard " is simply delicious. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 


the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. Мо letter can be published 
unless we have the writer's name and address in our possession, 


The Official Balance. 


The writer had intended to ignore the childish gibes 
contained in “ Representatives ” last letter, but a desire 
to hold one’s end up is a natural one, hence this trespassing 
once more upon your space. 


„Representative is singularly destitute of imagination. 


If a motor gets so saturated with moisture through standing 
in a compartment awash with water, for months— tlie writer 
never said the motor was immersed—that the task of getting 
up the insulation, owing to an exceptional combination of 
circumstances, becomes a long and difficult one, then, accord- 
ing to Representative, it points to a “ poor quality of 
insulation," or “ exceptional carelessness ” on the part of those 
in charge. 

As a matter of cold fact, the erector in charge had agitated 
daily for several months to get the water removed, the only 
result being a bale out now and again, but nothing done to 
stop the water accumulating afresh. 

The writer has never tried six coke fires in one unventi- 
lated compartment, and has no wish to. He had other 
reasons for not using coke, but space forbids. “ Represen- 
tative might try to guess another reason, or be might go 
so far as to credit the writer with sufficient intelligence not 
to spend a sovereign upon prepared charcoal if a few penny- 
worths of coke would have done, or its use been allowed. 

Respecting the head room, the writer, being a careful 
engineer," duly measured this, and finding it а near thing, 
had no alternative but to attempt what he did. 
regard to the tallow dip, if Representative has ever been 
* below ” during balancing," he must know that different 
circuits, sometimes all of them, are cut off for hours ata 
time while testing for, or picking up, faults. With regard to 
transporting the coils while hot, the writer duly covered 
them with sailcloth, but it was certainly not dry at the 
journey’s end. Any dampness contracted in transit, or odd 
drops of rain getting on while the coils were being carried on 
board, quickly dried off before getting through the outer 
tape, thanks to the heat in the coils. | 

The gem of “ Representative’s” letter, however, is when 
he suggests blaming the dockyard people and insisting upon 
help being given, also his assertion that assistance is always 
given if trouble arises through ill-luck. This latter, as 
applied to dockyards, is the most amazing assertion the 
writer has ever heard. The suggestion to blame the 
The writer once only, on 
his first ship, when very green, was going to blame the dock- 
yard for something, but was providentially restrained by the 
erector, an old hand, with an extensive knowledge of dock- 
yards. Now, Sir, the writer will, with your permission, give 
* Representative” the following challenge :—Will he care- 
fully study the conditions under which the writer had to do 
the work, and say how he would have got the insulation up, 
or rather how much better he would have done it? The 
conditions were :—Six days to complete everything (two 
motors and two controllers), the parts not to be discon- 
nected as the motors were required during the week. 
At the end of the week a few days more were 
given. Only after several false alarms being given about the 
ship's leaving was time given for stripping the motor. 
Representative must not assume at first that more time 
was going to be given later. No assistance from the dock- 
yard was possible, even when the writer signed the usual 
requisition on behalf of his firm, undertaking to pay for such 
assistance, owing to shortage of men. No appliances were 
obtainable from the dockyard, even if paid for, owing to all 
available gear being in use. A limited amount of current only 
was available for running the motor—none at all after taking 
the armature out the first time. No coke or coal fires were 
allowed, owing to several seamen's hammocks being slung 
across the opening to the compartment, and, of course, as 
„Representative says, no responsible engineer would burn 
charcoal. It took the writer a fortnight’s hammering at the 
dockyard people to get the water stopped: from entering the 
compartment. 
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Now if, after carefally reading the article again, and bear- 
ing all the conditions in mind, “Representative” will 
describe how much better he would have done the work, he 
will, no doubt, provide some more amusing reading." 


A „М, I. E. E. 


[Regarding this instance of difficulty in meeting the 


official requirements, we are in possession of further par- 
ticulars which it would not be to the interests of those 
concerned to publish, but which go to prove our contributor's 
contention that the case was one of exceptional complexity. 
Without a knowledge of these facts, criticism would be neither 
fair nor profitable ; this correspondence, therefore, i8 now 
closed.—Eps. E. R.] | 


The Dangers of Termini. 


In the cage Hull Corporation v. Stickney, reported in this 
week's ELECTRICAL REVIEW, the point in question appears 
to be which is the driver's platform and which the con- 
ductor’s when а tramcar is stopped at а terminus? To my 
mind this is easily answered irrespective of the position the 
car occupies in the roadway. The driver's platform is that 
which has its exit on the off side and the conductor's that 

which allows the passengers to alight on the near side as 
close to the curb as possible. : 

Tramcars are already sufficiently dangerous in that they 
are unsteerable vehicles, and discharge their passengers in 
the roadway on the near side; drivers of other vehicles, 
however, are now used to this, but if passengers are to be 
allowed to alight from both enas of the cars chaos 
prevails. | 
_ The writer knows at least one terminus which is a posi- 
tive death trap on Saturday and Sunday afternoons due to 
this and the heavy motor traffic, and no doubt when there 
has been a fatality or two this will be seen to. 

The sooner the B. of T. Regulations are altered and 
enforced to give other road users a chance, the better. 


F. Percy Seager. 
Sheffield, Derem ber 10th, 1912. 


The Institution of Electrical Engineers. 


The suggestion of Mr. A. J. Abraham in your issue of 
December 13th that al? engineers in charge should join the 
Institution and “ shout for themselves," might appear at 
first to be a solution of the problem of getting chief engi- 
neers to pay a living wage to their engineers in charge of 
generating and sub-stations: but can anyone imagine 
employer and employé discussing questions of hours and 
wages at an Institution meeting? One might as well suggest 
that the directors of the railway companies should become 
active members of the Amalgamated Society of Railway 
Servants. 

The question of hours and wages could only be effectively 
put forward by an Association to which employers could not 
belong. 

Such an Association, as suggested hy *'Zantha" in your 
issue of November 22nd, could be formed, I know, in the 
eastern and northern districts of London : and it is proposed 
to make a start early in the New Year. It is not so much a 
matter of subscriptions, as of a little time and energy, devoted 
by a few men in the various districte, in obtaining members 
for such an Association. I should be pleased to hear from 
all those interested. 

W. J. Ebben. 


Stratford, E., December 16th, 1912. 


Enough has been said by unfortunate sub-station men 
to sbow that we have a real grievance; take, for instance, 
“ W.M.E.'s ” letter in this week's issue. He says he knows of 
milkmen taking charge of a sub-station; they, I suppose, 
would be experts where “ milking boosters were installed, 
knowing so much about the dairy in their “ apprenticeship " 
days. Flashover's letter is much to the point, and only 
goes to show, like most of the other letters, what a rotten ” 
state the electrical profession has deteriorated into. 

I notice most of your correspondents are in favour of an 
“ association of shift men," but, like myself, it is not 


advantageous for them to disclose their names. I know some 
submen myself who will join this association if this corres- 
pondence comes to anything. | TM 
No wonder so many young engineers go abroad when 
such a state of affairs exists at home. I know myself, 
personally, some who did so and who are getting on well now, 
where, as they say themselves, they get a fair chance of a 
living wage. | 
Booster. 


During the past month I have been an interested reader 
of the various lettefs appearing in your valuable journal re 
the Institution and the conditions of sub-station engineers. 
Interested because I myself happen to be one of the 
“ Unfortunate Individuals " alluded to by Mr. A. J. Abraham 
in last, week’s issue. 

The pay is exceedingly bad, and I can vouch for the 
accuracy of “М otor-Generator's " reference to 58. engineers. 
I know a yardman who has boasted to me on more than one 
occasion as to how he used to start up and synchronise in a 
traction sub-station some few years ago. 

I believe that an association should be formed in the 
interests of sub-station engineers alone; but it must be 
approached very carefully, otherwise many men might be 
quietly dispensed with when it became known that they had 
joined. 

* Flashover" has correctly stated that Trade Union 
principles are not applicable to station engineering. There- 
fore I hope the Association when formed (perhaps I am too 
optimistic) will not be based to any great extent on Union 
principles, some of which are decidedly bad. 

During all this correspondence the consensus of opinion is 
that the Institntion is of no advantage to young men; an 
opinion which I share, and believe it to be only a 
medium of social intercourse to its full and well-positioned 


members. 
Surging. 


I am heartily glad to see so many readers voicing their 
grievances as regards the salary paid to sub-station engineers, 
assistant engineers, &c., but I am sorry to see that there 
are other companies which employ 5s. a week engineers 
besides the particular company that I mentioned before. 

Now the great cry is, Why not form an Association? 
How many have used that expression ! yet, how many would 
be ready to give a helping hand? In my last letter I stated 
that I would do all in my power to help in the organisation 
of an Association, and I now guarantee that all the sub- 
men and assistant engineers in this town would. join hands. 

* Sub-Man " remarked in a letter appearing in a recent 
issue of the Review that he would be pleased to act as 
hon. secretary. І would ask “ Sub-Man " to send his name 
and address to the ELECTRICAL REVIEW offices endorsed 
* Motor-Generator,” as I would like to have a word or two 
with him regarding the forming of an Association. 

I propose that this Association be restricted to those 
actually doing shift work, or those in any way responsible 
for the running of a plant, e.g., assistant engineers, sub- 
station engineers, switchboard attendants, or anyone who 
would be in any way capable of furthering tbe interests of 
this Association, to be called The Electrical Shift Engi- 
neers’ Association,” the object being the furthering of a 
living wage cause, and to be recognised as a body of 
men of education and training; the Association not 
to be run on Trade Union principles. Then the I.E.E. 
could be approached for recognition of the Association, and, 
as practically all “ chiefs " are M. I. E. E., our object would 
be attained. I wonder would it ever be possible for an 
Electrical Association to be as strongly united as the British 
Medical faculty are to-day ? Let us only hope so. 

Could any sane man expect a sub-station engineer or 
others in responsible positions to have the economical running 
of a station at. heart when they have, perhaps, thousands of 
pounds’ worth of machinery under their control, spending 
every day of the year in the station, including Sundays, 
Bank Holidays, and Christmas Day, for the princely salary 
of from 5s. to 20s. per week? What on earth will become 
of the young engineer 10 years hence ? 

Fellow sub-station engineers, assistant engineers, and 
switchboard attendanta! I entreat you all once more to join 
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hands, be united, and strike one blow for this great cause, 


form an Association, refuse starvation wages, and let us all 
start the New Year with fresh hope and vigour, and ‘shut 
down " this sweating once for all! 

I propose that every town in which reside more than 
10 individuals who would be eligible for membership to the 
proposed Association should form & committee and hold a 
meeting, the names and addresses of members to be taken, 
with a nominal subscription. Let the head branch of this 
Association be formed in London (the reason being obvious), 
and let the names and addresses of outside branches be 
forwarded to the head. Canvass for members, and do not 
restrict the names to those actually in need of the Associa- 
tion, but include all those in the electrical profession who 
are likely to further the interests of the Association; this 
ought not to be very hard. I would like to see other pro- 
posals put forward. 


I am sure we are all grateful to the Editors of the ELEC- | 


TRICAL REVIEW for allowing us the use of these columns to 
voice our cause, and hope that they will leave them at our 
disposal for some time longer. 

Motor Generator. 


The Kelvin. 


I read in а contemporary that as long ago as 1892 the 
Board of Trade attempted to persuade the industry to adopt 
the name of Kelvin for the outrageous unit called now a 
Board of. Trade unit. 

Many, I am sure, will be glad that this attempt has not 
succeeded, for if the name Kelvin is to be used for any unit, 
it must be adopted by general approval and not by coercive 
pressure, and for obvious reasons it must be international. 
How can we expect the logical mind of the Frenchman to 
accept the name Kelvin for a unit which is an odd number 
of a well-established unit ? 

We call the unit of work an erg, and as this is small 
(about one-thousandth of a gramme-centimetre), it is con- 
venient to take 10 million of them, and call this new unit a 
joule. This is what we sell to the public, our predecessors 

aving selected the coulomb and the volt such that their 
product equalled the mechanical unit of work (the joule). 
Our other units, the ampere, &c., are derived from these. 

We, however, having been misled, selected 3,600,000 
joules, and called it a Board of Trade unit or kilowatt-bour, 
but this is no reason for degrading the name Kelvin. 

Why not go back and become logical, and call 10,000,000 
joules 1 kelvin ? We then get a simple decimal system :— 


_ 10,000,000 ergs, 1 joule. 
10,000,000 joules, 1 kelvin. 


The kelvin is then a mechanical as well as an electrical 
unit. 

The effect in practice would be to convert a present price 
of 4d. per “unit” to 11d. per kelvin. 

If there is any good reason, some other multiple of 10 
could be used, but not an odd number. 

Perey Good. 
London, S. E., December 14th, 1912. 


NOTES FROM INDIA. 


[FROM OUR SPECIAL CORRESPONDENT.] 


ANagpur.—The Nagpur Electric Lighting Co. has been 
Started to provide the chief city of the Central Provinces 
with electric light and power. Work has already been com- 
menced, and it is expected to have some of the engines and 
dynamos running by next hot season. The prospects of a 
good load are healthy, as all the new and old Government 
buildings are to be wired for fans and lights. An arrange- 
ment has been come to with the local Government, whereby 
& minimum load is guaranteed; this, together with the 
current required for 14 miles of street lighting, private 
bungalows, and railway yard lighting, should be a fair start, 


In time to come, the local cotton milla might be induced to 


buy power in bulk from the company. The machinery is to 
be provided by Messrs. Crompton & Co., who are the main 
contractors and local agents. 

Delhi.—The Government of India is now gradually 
taking up its winter abode in the new capital, and the 
amount of electrical work which has been carried out depart- 
mentally during the past few months, reflecta great credit on 
the engineers responsible forit. Many firms of contractors 
who felt that the work should have been put out to open 
tender have been disappointed that the authorities should have 
decided to do a good deal of it themselves departmentally : 
but the indefatigable electrical engineer has a will of his 
own, and knows best how to shape his own line of action in 
these matters. | 

Hooghly Side Mills.—A few very modern electric power 
drives are now to be seen in some of jute presses and flour 
mills on the Hooghly side. The earlier ones were 6,000-volt 
A.C. motors ; but experience has taught that at this preesure 
insulation troubles, due to nitric acid and general damp- 
ness of the atmosphere (in the rains this latter is often 
96^ saturation) were numerous; it is now, therefore, the 
custom to transform down from the supply company voltage, 
6,000 volts А.С. to 500 volts A. C. 

Darjecling.— This single-phase 88:3 ~ 220-volt hydraulic 
installation is one of the oldest in India, and its energetic 
engineer has boosted up its load very considerably within the 
last few years. The local tea gardens are finding it 
economical to install motors to drive their machinery now 
that wood fuel is becoming scarcer year by year. It is a 
difficult matter to get British motor builders and local agents 
to quote, for single-phase motors of the above strange 
periodicity. Some of them refuse point-blank to quote, others 
say they will **refer the matter home." There is at least 
one home firm, reminiscent of Tennyson, and whose 
picturesque and cheery advertisements adorn your pages, 
several of whose motors are dotted here and there through 
the tea fields, and are working successfully. 


PROCEEDINGS OF INSTITUTIONS. 


Overhead Transmission Systems. 


Ar Bristol, on December 9th, the WESTERN SECTION of the INSTITU- 
TION OF ELECTBICAL ENGINEERS held their firet meeting in that city. 
During the afternoon a number of the members were shown over 
the chocolate factories of Messrs. J. S. Fry & Sons, Ltd. 

Following this a meeting was held in the University of Bristol, at 
the Merchant Venturers’ Technical College, by the permission of Dr. 
J. Wertheimer. An address was given by Mr. T. Schontheil on " The 
Use and Design of Overhead Lines for the Transmiesion of Electric 
Power." As time went, he said, the necessity of being able to buy 
and sell electrical energy at as low a cost as possible would be of 
increasing moment. In that connection the oost of transmission was 
a very important item. In the construction of overhead transmission 
systems the question of wayleave played a very important part, and 
it would be seen that a compulsory modification of the veto poesessed 
by local authorities and a modification of the present Board of Trade 
regulations would be desirable. In many respects this country 
was hampered in not having abundant water power to employ 
for generation purposes, and with that fact in view it was 
only reasonable to ask that further difficulties should not 
be placed in the way of power supply by fantastical 
arrangements of wayleaves. Dealing with transmission iteelf, 
wooden poles of Norway fir were chiefly used in this country, being 
creosoted with 10 lb. of oil per cubic foot of timber. Of all modes of 
preserving the timber against the ravages of damp and insects, 
creosoting was the most satisfactory, providing that the wood when 
treated was reasonably dry. For heavy lines A poles were prefer- 
able to singles poles. Careful tests showed that an A pole, pro- 
perly scarfed and braced, would sustain a load in a direction acrora 
its two members nearly five times greater than would a single pole 
of the same diameter as one of the members of the A pole. A ratio. 
of height to base of 8 to 1 for A poles, and a factor of safety of 10, 
with flexibility in the direction of the line, were desirable for all 
wooden poles, | 
. Steel poles were usually constructed in tower form of either 
angles or tubes, as the main members, braced together in tbe form 
of a hollow square, by flat sections, which formed a lattice 
work. Such lattice poles were of good appearance and had great 
mechanical strength, together with a certain amount of flexibility. 
Owing to the difficulty of properly protecting them from corrosion 
with paint or other anti-corrosive material, they were open to con- 
siderable objection on that score. 

In Italy and France iron poles of single channel section for straight 
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lines, and two-channel sections bolted together for strain poles 
were being largely used. Such poles possessed the advantage of 
being. easy to handle, and easy to keep in good condition, besides 
being much cheaper than the lattice type. Tubular steel poles, 
owing to their cost and the difficulty of keeping the interior free 
from corrosion. were seldom used for transmission lines. In this 
respect it was quite likely that some of the older tramway systems 
would soon have either to replace many of the poles now in ure, 
owing to their weakening by corrosion from the inside, or elee fill 
the centres with reinforcing concrete. The reinforced concrete pole 
had not yet been used in England, but it seemed to have many 
points in its favour. It was easy to construct, and could, if 
necessary, be made on the site, with a consequent saving of the cost 
of transportation. At Oklahoma City, U.S.A., about a thousand 
concrete poles were in use for transmission lines. They were 30 ft. 
long, and hexagonal in section, with a hollow centre 16 in. in 
diameter at the base and 17 in. at the top, the walls being 2? in. 
thick. Running through each pole were 12 }-in. diameter twisted 
reinforcing rods at a tension of 11,000 lb. The weight of each 
pole was about 2,000 Ib., and the cost $8.50. A mixture of one part 
cement, two of sand, and three of crushed stone, was employed in 
their manufacture. Another American concern, which had some 
30 miles of high-voltage line, used poles 30 ft. high, 6 in. square at 
the top and 9 in. at the bottom. These poles were reinforced with 
віх 4 in. eqnare high carbon steel rods, extra short lengths being 
added to take the excessive strain near the ground. | 

The efficiency of any line depended chiefly on the ability of the 
insulators to withstand not only the conditions of service, but such 
increases of electrical and mechanical pressure as were likely to be 
met with. In this country, porcelain insulators were almost ex- 
clusively used. | 

An insulator, consisting of several units linked together and 
known as the suspension type, was coming into very general use for 
high-tension lines. 

Of conductors there were only two metals commonly used. i.e., 
copper and aluminium. Alloys of copper, such as phosphor bronze, 
were stronger, but were not as good conductors ; whichever was 
used, the most important consideration was its strength. The 
factor of safety required by the Board of Trade, of ten, was much 
too high, one or two, or at most three, being ample for copper and 
aluminium lines, but no concuctor ehould be &maller than No. 6 
S.W.G. The respective merits of the two metals resolved itself 
mainly into a matter of cost, and aluminium seemed to have all in 
its favour, the present prices representing a saving of about 35 per 
cent. in favour of the latter. To secure a continuity of supply it 
was often deemed advisable to run double the number of trans- 
mission lines actually required, either on the same poles or on a 
duplicate set. In the majority of cases, however, one line was 
quite sufficient to serve as a stand-by. 

The question of earthing was most important, but was too often 
neglected or done in as cHeap a manner as possible. 

Perbaps not the cheapest, but certainly the most reliable and 
efficient arrangement was to affix underneath the lowest cross-arm 
of each pole a small bracket carrying a reel insulator supporting a 

. line of No. 8 gauge copper wire, this being run from one end of the 
line to the other, A similar-sized copper wire was fixed to project 
about 6 in. above each pole roof and then led down the pole back- 
wards and forwards along each cross.arm, under each insulator pin 
collar, and so to the main earth wire, which should be properly 
grounded at each third pole. 

Guard wires or cradles, when used to prevent lines falling to the 
ground, were often a source of danger, and it was far better to run 
an extra length of conductor on separate insulators, placed as close 
as possible to the others, over road ways and crossings. The end of the 
extra conductor to be extended well beyond theextreme width of the 
roadway or crossing and bound to the main conductor for a length 
of 4 ft. or во. 

Accumulations of dust and dirt often gave rise to faults, and at 

pressures usual in this country. Ifthe line ran near collieries or 
railway lines, it was advisable to have the insulators washed and 
wiped occasionally. Insulator pins were often a common source of 
weakness, and which could be guarded against by having them of 
ample strength. Wooden pins were useless, as they soon burned 
' through. Weak binding was to be avoided as a frequent source of 
trouble. Of all the forms of wire clasps designed, none was equal 
to binding wire properly applied and of sufficient size. The great 
advantage of binding wire was that if a conductor broke, no 
insulator pins in the immediate vicinity of the fracture were 
damaged, the conductor being allowed to slip through its 
bindings. 

A frequent cause of failure was due, not to any weakness, but a 
punctured insulator causing a partial leak, and во generating 
sufficient heat to burn the conductor through. In this respect a 
decided advantage could be gained by metal bands around the insu- 
lators to assist in dissipating the heat. Pole troubles were not 
numerous, but wooden poles, if not properly treated, were sometimes 
attacked with wet rot. Replacing such poles was a costly matter, 
and occasioned much inconvenience and loss, owing to the fact. 
that the line had to be kept dead whilst the work was going 
on. A remedy of some value would be found in cementing tbe 
poles from the bottom to about 3 in. above the ground line. and 
leaving an annular space between pole and cement to about 5 in. 
below the ground line, the space to be filled with bitumen or & 
similar material. Another method of guarding sgainst rot was, 
when the polea had become firmly set, to make an opening 4 in. to 
5 in. wide round each pole to a depth of З ог 4 ft., and into such 
hole pour concrete, tamping it well in and finishing off the top 
with an inclined watershed a few inches above the ground level. 
Such a method not only prevented water collecting around the base 
of the pole, but gave it a neat appearance, The lecture was illus- 


trated by a number of photographs and line drawings, and examples 
of the different insulators. x НАРК li 

The discussion that followed was carried on by Messrs. S. F. 
Walker, L. A. Hards, A. T. Kinsey and J. L. Wilson, and was 
adjourned to the next meeting of the Section. 


The Generation and Distribution of Prodncer-Gas in 
South Staffordshire. 


Ву Н. A. HuMPHREY, M. Inet. C. E. 


(Abstract of paper read before the INSTITUTION OF CIVIL 
ENGINEERS, December 10th, 1912.) 


THE South Staffordshire Mond Gas (Power and Heating) Co. is a 
pioneer undertaking, since it is the first example of a company 
giving under Parliamentary powers a supply of producer-gas for 
public purposes, The advantages of such a supply have now been 
amply demonstrated. The company’s Act contains claures 
prohibiting the sale of gas for domestic purposes or for illumina- 
tion. and the limit ef carbon monoxide in the gas distributed is 
fixed at a maximum of 14 per cent. | 

The area of supply comprises 123 eq. miles, within wbich there 
are six Corporations, 16 Urban District Councils, and three Rural 
District Councils. For thecentral station an area of about 10 acres 
of land, adjacent to railway and canal, was secured at Dudley Port. 
Tipton, which is practically the centre of gravity of the whole ares. 
The designs of the central station plant and buildings, and the 
distribution system, were carried out by the author, as consulting 
engineer to the company, and the contract for the whole of the 
work was let to the Power Gas Corporation, Ltd. 

The unit of plant adopted was based on a capacity for gasifying 
140 tons of coal per day, and consisted of eight Mond gas pro- 
ducers, together with the necessary gas-cooling, cleaning, and com- 
pressing plant ; plant for the recovery of sulphate of ammonia and 
tar; and the machinery, comprising steam boilers, circulating 
pumps, electric generating plant, motors, fans, &c. The first unit 
erected was started in operation in February, 1905. and at the 
present time additions are being made which will incréase the out- 
put by about 80 per cent. 

The eupply to the public was commenced in May, 1905, and up to 
date there has not been a single stoppage of the gas supply 
from the station, the pressure being maintained in the trunk mains 
throughout the whole period. О 

For each ton of coal gasified, more than two tons of steam have 
to be blown into the producer with the air blast; most of this 
steam is generated by a recuperative system, and the remainder is 
derived from the exhaust of the engines and pumps about the 
works, which are driven by steam with this object in view. The 
boilers were originally of the Climax type, burning small coal 
with the aid of forced draught. At times when the demand for 
gas is small, the boilers are fired with gas. The Climax boilers are 
capable of generating steam quickly to meet a sudden demand, 
and have a very large grate area necessary to burn small fuel. The 
author devised a method for gas-firing without interference with 
the ordinary coal-firing. In order to prevent the deposit of scale 
on the boiler tubes, which are of a shape difficult to clean, the 
feed water had to be softened, and further purified by heating it to 
the full steam temperature, with the unexpected result that exces- 
sive priming resulted. As this could not be remedied, Lancashire 
boilers were substituted, with Bennis stokers and в simple but suc- 
cessful system of gas-firing. The latter gave a heat efficiency of 
79'1 per cent. | | ' 

The blowers are of the Roots type, driven by steam, as reliability 
is of the first importance, and work at a pressure of 28 in. water- 
gauge. An automatic device is used for controlling the pressure. 

The producers are 10 ft. in diameter inside, of the Power Gas 
Co.'s standard type, with a special fuel-distributor which gives a 
level surface to the top of the bed of fuel. Each producer can 
gasify 20 tons of coal per day of 24 hours, or 30 tons on oocasion. 
The ashes are drawn from the bottom of the producer through a 
water-lute once in eight hours. Over each producer is a large 
storage hopper holding 50 tons of fuel, as a measure of precaution 
against breakdown. The gas from the producers passes through 
superheaters to heat, the incoming blast into the collecting mains, 
each of which receives the gas from four producers ; it is delivered 
to the mechanical washer through an emergency valve. There are 
two washers, each fitted with three electrically-driven dashers 
throwing up large quantities of spray to cool the gas and wash out 
the solid particles of dust. Various cross-connecting pipes and 
by-pass valves are provided; for the 6 ft. 6 in. gas mains special 
valves have been designed, which can be operated in spite of 
deposits of tar and hard carbon. 

From the washers the gas is Jed to the lead acid-towers, which 
аге 14 ft. in diameter and 59 ft. high. and are filled with 4j-in. 
metalline ring tiles, over which the acidified liquid is distributed, 
meeting the ascending gas as it trickles downwards; the ammonia 
in the gas here combines with the sulphuric acid, forming sulphate 
of ammonia, which is allowed to remain in the solution until it 


accumulates to 40 per cent. i 


Next the gas passes through two or three cooling towers in series, 
14 and 12 ft. in diameter and 57 ft. high. The hot water from the 
first tower is pumped to the top of the air-heating tower, which is 
10 ft. in diameter and 57 ft. high, to heat and saturate the air from 
the blowers. The same water is returned to the first cooling tower. 
The water from the eecond tower.is pumped.to the top of a Worth- 
ington cooling-tower, of which two are installed, each 12 ft. in 
diameter and 40 ft. high, with forced draught produced: by elec- 
trically-driven fans; the water is then returned to the second tower. 
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A third tower has been provided with an independent circulation of 
cooling-water. 

Three electrically-driven fans with water injection are provided 
for cleaning the gas, which finally passes through six sawdust 
scrubbers in parallel, emerging with less than 0'5 gm. of tar per 
cubic metre of gas. 

After passing through large rotary meters on the anemometer 
principle having a capacity of 500,000 cb. ft. per hour, the gas is 
-compressed to 10 Ib. per sq. inch by three steam-driven compressors 
for distribution. No storage is provided. 

Two three-cylinder 250-H.P. Westinghouse gas engines driving 
dynamos supply current to the various motors, and for lighting the 
works. The exhaust from these passes through tubular boilers to 
reclaim some of the waste heat. 
be liquid containing sulphate of ammonia is concentrated by 
évaporation until it crystallizes out, when the superfluous liquor ів 
drained off and the sulphate d.ied in electrically-driven centrifugal 
machines before it is bagged for sale. Both the annual consump- 
tion and the market price of the sulphate have been increasing 
during the past 10 years. 

The majority of the machines run about six weeks continuously 
day and night before being stopped for examination. The acid 
towers run for two years continuously, and during the seven years 
of operation it has not been found necessary to change over the 
gas cooling and air-heating towers. 

The tar collected from various parts of the plant contains 30 to 
40. per cent, of water; before selling it, it is heated to 80° C., and 
stirred until it contains less than 10 per cent. of moisture. 

The fuel used has an average calorific value of 11.600 B. TH. u. 
per lb, and the ashes contain about 10 per cent. of carbon. The 
Mond gas distributed averages over 150 B.TH.U. per cb. ft. with 
great regularity. 

The gas is used by consumers in gas engines and furnaces, and 
practically every gas producer in the neighbourhood has been shut 
down; the price varies from 11d. to 21d., according to the quantity 
supplied, the average price received being 13d. per 1,000 cb. ft. 

There are 150 gas engines connected to the maine, aggregating 
9,500 H. P., and for tbe last four years the Wednesbury Corporation 
has generated all its electricity by this means, at a works cost per 
unit generated lower tban that of any other station having the 
same output. The original estimates for cost of production have 
been practically realised, though based on a very much larger plant. 
New plant is now in course of erection. 


Institution of Electrical Engineers. 


THE report of the Rerearch Work Committee, which was adopted 
by the Council on December 12th, states that the Committee, in 
со the scope and ecale of the research work which might 
be undertaken by the Institution, is of opinion that it is desirable 
to avoid overlapping the work of other Societies, and therefore 
suggests that the work of the Institution be confined, as far as 
possible, to the following lines :— 

(a) The organieation and correlation of research work in 
electrical engineering. 

(2) The origination and supervision of specific researches in sub- 
jects connected with the electrical industry, and the allocation of 
grante in aid of the same. 

The former should include: (1) .The establiehment of a 
General Committee for research, to which investigators would be 
invited to send particulars as to 'the subject and character of the 
researches they are undertaking. Members of the Institution, 
especially those connected with the manufacturing side of the 
industry, would also be invited to communicate to this Committee 
any special difficulties they had encountered which called for 
investigation, and to make suggestions for subjects for research. 
The General Committee would thus act as a species of “ clearing 
house" for research topics, receiving suggestions from various 
sources, and sending them on after consideration to the most suit- 
&ble quarters, (2) The collection and publication of particulars of 
plant available for special testing and investigation work in the 
various laboratories, together with a list of the subjects in which 
researches have been carried out. (3) The compilation and 
publication of bibliographies of specific fields of research. 

With regard to the second heading, the Committee considers that 
it is desirable that the Institution should originate and direct 
researches in certain subjects, and suggests that ithe General 
Research Committee should have power to appoint sub-committees 
of experts to deal with researches in selected subjects. 

In the first instance a series of investigations might be initiated 

n “The Electrical Properties of Materials,’ which would deal 
with such matters as:—Magnet steel, copper, carbon, paper, 
rubber, mica, porcelain, oils and varnishes, &c. for which fuller 
data are required. 


Auction Sale: No Bids.—By order of the Recciver in 
the matter of C. & A. MUSKER, 1901, LTD., Messrs. G. N. Dixon and 
Co., of Liverpool, offered for public auction at Liverpool on Thurs- 
day, December 12th, the whole of the land, buildings, plant and 
machinery. used by Messrs. C. & А. Musker, for the purposes of 
electrical and general engineering works at Tue Brook. The motive 
power plant embraced two Stockport gas engines of 120 and 
95 H. P. supplied with gas from a bituminous gas- producer plant, 
and two Westinghouse generators of 85-KW, and 65. KW. capacity. 
The property was offered in one lot, and was withdrawn, there 
being no bids. 


LEGAL. 


ГА 


THE DISTRIBUTION OF THE ASSETS OF THE NATIONAL 
TELEPHONE Co. 


Ф 


PENDING the award to be made by the Railway and Canal Com: 


mission in the proceedings between the National Telephone Co. 


and the Postmaster-General as a result of the taking over of the 
company's system by the Government, the Liquidator of the Tele- 
phone Co., Mr. George Franklin, applied in the Chancery Division 
this week to Mr. Justice Swinfen Eady asking his decision on 
certain questions as to the distribution of the aseets. 

Мв. DANCKWERTS, K.C., who, with Mr. Percy Wheeler, appeared 
for the Liquidator, said the object of the summons was to get froin 
his Lordshipa decision upon certain points connected with the dis- 
tribution of the surplus among the various classes of shareholders 
and stockholders. The surplus was used in two senses. First, in 
the sense of а surplus of assets over liabilities to outsiders, and 
secondly, in the present case it was used in the senee of surplus over 
liabilities and over the nominal capital returned to the various 
stock and shareholders. In the order which his Lordship might 
make counsel asked him to make it clear that he was dealing with 
the surplus of the assets of the company over the liabilities of the 
company to outsiders, and after adjustment of the accounts 
between the Postmaster-General and the company, and after the 
return to the stock and shareholders of the amount of the nominal 
capital, and the payment of the costs of the liquidation and 
arbitration. There were altogether five classes of shareholders and 
stockholders, 

The first preference shareholders who had got a small holding, 
viz, £150,000, were represented by Mr. Butcher, K.C., and Mr. 
Cartmell. 

The second preference shareholders also held £150,000, and they 
were represented by Mr. P. Ogden Lawrence, K.C., and Mr. Beebee. 

The third preference shareholders held £1,250,000, and they were 
represented by Mr. Astbury, K.C., and Mr. Tomlin. 

The preferred stockholders held £2,225,000, and were represented 
by Mr. Frank Russell, K.C., and Mr. Whinney. 

The deferred stockholders held £3,725,000. They were repre- 
sented by Sir Alfred Cripps, K. C., Mr. Younger, K. C., and Mr. 
Herbert Asquith, 

The 34 per cent, debenture stockholders amounting to £1,537,464, 
were paid off on January 29th last; the 4 per cent. debenture 
stockholders to the amount of £1,652,362, were paid off, with 
interest, on November 28th last. The capital of the first, preference 
shareholders was paid off on March lat; and of the second 
preference shareholders on April 3rd. Both first and second 
preference shares were £10 shares. The third preference shares 
were £5, and were paid off on July 81st last. The 6 per cent. 
preferred stockholders were also paid off on July 31st last. The 
total capital amounted to £10,683,780, including loans at thé date 
of the winding-up in January last. The stock and share capital, 
withont loans, amounted to £7,500,000. 

His LORDSHIP : Is your short point this? All the debenture debt 
has been paid off, and all the capital repaid except £3,725,000 
deferred stock. 

Мв. DANCKWERTS : That is so. 

Continuing, Counsel described the position and nature of the 
National Telephone Co.’s business. The company, he said, ran a 
telephone system throughout the three kingdoms and the Isle of 
Man, and did so under a licence granted by the Postmaster-General, 
under which the company paid to the Postmaster- General 
10 per cent. of their gross takings. The licence came to an end on 
December 31st last. In 1904 a contract had been made, subject 
to the sanction of Parliament, with the Postmaster- General, 
whereby, upon the expiration of the Telephone licence, he agreed 
to take over the whole of the plant of the company on an agreed 
sum, or, in default of agreement, the sum to be fixed by arbitration, 
the arbitral tribunal to be the Railway and Canal Commission. That 
arbitration had been going on for some months, and came to an end 
last week. A great number of items, amounting in value to some 
millions, had been agreed upon between the parties and the 
remainder was dependent on the award of the Arbitration Court. 

His LoRDsHIP : What is the present position ?-—The figures have 
been agreed up to a certain amount. 

Mr. DANCKWERTS : Yes, upon certain parts of the claim. 

His LORDSHIP: How much has come to the company as терага 
agreed figures ? 

Мв. DANCKWERTS : Between two and three millions. 

His LORDSHIP: Has the Liquidator exhausted the assets already 
received ? 

Mr. DANCKWERTS : We have had payments on account. 

His LORDSHIP: But has the liquidator exhausted whas he has 
received ? ; 

MR. DANCKWERTS: Nearly. 

His LoRpsHIP : So that if that were all that were to come, and 
if the claimants did not succeed upon any of the disputed iteme— - 

Mr. DANCKWERTS: Which is out of the question. : 

His LoRDSHIP: True, but in such case there would, not be mm 
cient to pay the deferred stockholders ? 
- Mr. DANCKWERTS : Yee 

In answer to further aadatan by his Lordship; mem said the 
claim, overand above some two or three millions representing agreed 
figures, was £18,000,000. They had received £7,000,0U0 on account. 
The original capital of the company was £600,000, divided into 
5,)00 pr erence shares of £10 each, and 90,000 ordinary shares o 
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£5 each. The ordinary shares formed of the deferred and pre- 
ferred stock of the company. a 

His LoRDsHIP asked if the whole of the National Telephone Co.'s 
businega had gone; it did not continue on any restricted lines ? 

Mr. DANOKWERTS said it could not do that: everything had 
been banded over to the Postmaster-General The company had 
alan sold a private wire business. 

His LoRDSHIP: That was what was in my mind when I asked 
the question. I did not know whether they were entitled to con- 
tinue in that business ? 

Мв. DANOKWERTS replied that that was not so; everything had 
been taken over by the Postmaster-General. 

Мв. BUTCHER, K. C. on behalf of the first preference share- 
holders, claimed that his clients were entitled to share the surplus 
asete of the company rateably with the other classes of share- 
holdere. They were entitled to 5 per cent. cumulative dividend out 
of profits upon the whole of the paid-up capital, and they got their 
preference dividend down to December 31st, 1911. There was а 
eum of profits available to pay them not only down to that time, 
but down to March, 1912, wben the nominal amount of capital was 
paid off. He asked his Lordship to say that they were entitled to 
interest on dividends down to this latter date. He based his 
claim on the original articles of the company and on the rights 
conferred by those articles, and he asked his Lordship to say, as 
regarded the articles, their rights were specially preserved. 

Мв. CARTMELL followed also on behalf of the first preference 
shareholders. 

MR. OGDEN LAWRENCE, on behalf of the second preference shere- 
holders, firat combated the contention put forward by Mr. 
Butcher—that the first preference shareholders were entitled to 
any anticipation in the surplus assets. Secondly, he submitted that 
his clients were entitled to anticipation in the assets. The extent 
to which they were entitled was the extent which their capital bore 
to the capital of the deferred stockholders, plus the amount the 
preferred stockholders would get under a splitting resolution of 
1901. In other words, they were entitled under that resolution to 
& certain portion of the surplus assets in respect of preferred stock 
created by that resolution, but not to any suplus profits in respect 
of future preferred stock issued. 

His LORDSHIP asked counsel what attitude he took up with 
regard to the third preference stock. 

MR. LAWRENCE said he wae in some difficulty with regard to 
dealing with that class of stockholder until be had heard what the 
learned counsel appearing for them had to say. 

His LORDSHIP : And as to the others? 

MR. LAWRENCE said with regard to the £3.725,000 deferred 
stock, he admitted the whole of that would share the surplus 
assets, but with regard to the £2,225,000 of preferred stock, that 
would only share to the extent of £1,000,900 under the splitting 
resolution of 1901. 

MR. ASTBURY said he appeared for the third preference share- 
holders, and he opposed Mr. Lawrence's claim, and submitted the 
claim of the first preference shareholders was also a bad one. It 
was Clear that the latter were entitled to their 6 per cent. out of 
. the annual distribution, and to have their capital back on a final 
distribution. Beyond that they were entitled to nothing. The 
articles clearly provided that the excess capital was to be distributed 
among members of the company other than the first and second 
preference shareholders. The assets should be more than sufficient 
to repay the whole of the paid-up capital, outside liabilities, &c. 
Then the excess should be distributed among the members in pro- 
portion to capital paid other tham the first and second preference 
shares. 

His LORDSHIP raid that the only two figures apparently which 
were material were the £1,225,000 third preference shares rateably 
with $4,950,000 stock. . 

MR. ASTBURY said that was ro. 

Мв. TOMLIN, for the third preference shareholders, argued that 
on the true construction of Article 126, the first and second 
preference shareholders were expressly excluded from participating 
in the excess, 

His LORDSHIP pointed out that there was no special term 
entitling the third preference shareholders to participate. 

MB. TOMLIN said they based their case on a decision given by his 
Lordship in another action. 

Mr. RUBSELL, К C., on behalf of the preferred stockholders, said 
his claim was twofold. First, he olaimed interest; and, secondly, 

he ojaimed to be entitled to share in the surplus assets. As regarded 
. the first, the business wae sold on December 81st, 1911, but his clients 
were not paid off until July 81st, 1912. The payment of the purchase- 
money, for the convenience of the purchase, waa postponed, but on 
the terms of interest in respect of the postponed purchase-money. 
With regard to the right of the preferred stockholders to share in 
the surplus assets, he realised he mnst get to the right side of the 
door before he shut it in the face of other people. There would be 
a very substantial sum to divide by way of the surplus assets. If 
- . that were not во, they would not be before his Lordship in such 

large numbers. Since the eplitting resolution the preferred stock- 
holders had received their 6 per cent., and the deferred stock- 
^ holders had also received 6 per cent., but between 1901 and 1907 
the dividend varied, and did not reach 6 per cent. He conceded 


that in tbe divieion the deferred stookholders should receive a- 
sufficient sum to level them up to the preferred stockholder in the E 


wey of dividends and business. ie : 

MB. YOUNGER, on behalf of the deferred stockholders, said it was 
his duty to resist all the attacks which had been made from every 
quarter. The surplus assets ought pot to be diminished by the 
payment of any interest or dividend on any of the stock or shares 
of the stockholders. 


(To be continued.) 


come within the meani 


PETITION BY BRITISH WESTINGHOUSE ELEOTRIO AND MANU- 
FACTURING Co., LTD. 


THE petition by the British Westinghouse Co. for the compuleory 


winding up of the Garnant Anthracite Collieries was again before 
Mr. Justice Neville in the Companies’ Court on Tuesday last. 

The petition had been standing over since December Srd with a 
view to an arrangement being come to, and his Lordship now, with 
the consent of all parties, adjourned it until the first petition day in 
the next sittings. 


HAMPTON & Sons, LTD., v. PRINCESS ANNIE DE LUSIGNAN. 


A CLAIM for electrical fittings by plaintiffs, of Pall Mall East, 
S. W., wos heard in the Official Referee's Court before Mr. Verey, 
against Princess Annie de Lusignan to recover £162 6s. 11d, for 


. decorative and electrical work done in her flat at 11, Wellington 


Court, Knightebridge, S.W., last year. 

Mr. FRANK MELLOR, for the plaintiffs, said the flat was on the 
fifth floor, the kitchen and domestic offices being on the floor above 
Most of the work was in respect of the fifth floor. 

The defence was apparently an allegation that the work was 
negligently and unekilfuly done, and that 2100 which was ten- 
dered was sufficient payment. 

Counsel said that from the firet the plaintiffa had taken up the 
position that if anything had been defective they ehould have been 
allowed to put it right, but the defendant had never given them 
that opportunity. К pu 

MATTBEW GREENWELL, electrician in the plaintiffs employ. 
eaid they altered existing wires, and did work in respect to counter- 
weight fittings. They rewired pendants and refixed bell pusbes. 
Some of this witness did with his own hands. He also super- 
vised men in the employ of Messrs. Hampton in their electrical 
department. | 

After evidence for the defence, the OFFICIAL REFEREE said that, 
on the whole, he came to the conclueion that the plaintiffs had 
carried out the work specified, and, taken on the whole, in а proper 
manner. The plaintiffs had been ready and willing at all times to 
put right whatever small defects there might be, if only they had 
been allowed, and he thought that the defendant, in not giving 
them access, had taken a rather unreasonable attitude. He thought 
that £9 5s. 11s. should be allowed for the cost of making good 
these little things to complete the work. There would, therefore, 
be judgment for the plaintiffe for £160 and costa. 


MoTOR-CAR ACCIDENT: DAMAGES, 


At Durham County Court on the 16th inst., before Judge Bonsey, 
Joseph Cooper was awarded £50 as damages for injuries received 
through being knocked down by a motor-car belonging to the 
County of Durham Electrical Distribution Co. It was agreed that 
the damages, if any, should be assessed at £50, and the question 
before the Court was one of liability only. This was decided in 
plaintiff's favour, with coste. 


THE EARTHING OF A SWITCHBOX: APPEAL. 


IN the King's Bench Divisional Court on Monday, the Lord Chief 
Justice, and Justices Coleridge and Rowlatt, heard the appeal of 
Mr. John Atkinson, Inspector of Mines, sgainst the decision of the 
Gateshead Justices, who hed refused to convict Mr. Henry M. 
Imrie, the manager of the Chopwell Colliery, Gateshead, for an 
alleged offence under the Coal Mines Regulation Act. 

Counsel, who appeared on bebalf of the appellant, said Mr. Imrie 
was summoned at the instance of the Inspector for neglecting to have 
an electric switchbox earthed. which was contrary to the regulations 
of the Act. The justices, however, declined to convict, holding 
that an offence hed not been committed. The whole question 
turned, said counsel, on the meaning of the word “construction.” 
It appeared that the switch in question was used for controlling a 
portable electric motor, which worked a conveyor for carrying 
coal. The box was not properly earthed, and last May, while it 
was out of order, a workman tovching it was killed by an electric 
shock. If the switchbox hed been in proper order and earthed, 
this would not bave happened. The box in question was con- 
structed before 1911, and to earth it, it would be neceseary to carry 
a new cable to the surface. His contention was that it constituted 


an installation, but it was the respondent's argument that it was: 
‘covered by the word construction, and that he was shielded by the 


epecial rüles of tbe Aot, which did not come into force until 1990, 
and which provided for the earthing of all electrical apparatus 
in mines after that date, and exempted all apparatus constructed 
before 1911. Counsel contended that the plant in question could 


easily have been earthed by “ placing a piece of copper wire around 


it and sticking it into the earth,” and that the respondent had been 
guilty of an offence. | е. 

Oounsel for the respondent said the justices dealt with the 
question very carefully, they saw the plant, and had it described 
to them, and they decided that earthing the switohbox would 
of construction, and that, therefore, the 
respondent was protected by the spécial rules. In this case he did 
not fight the matter on the ground of expenbe, but. in some mines, 


where they had not an armoured cable, the expense of earthing 


the electrica] plant would be enormous, because cables would have 
to be taken the whole length ofthe mine. The special rules dealing 
with the construction of electrical plant in mines had been made 
enforceable in 1920, so that some of the old plant would become 
worn ont before the colliery owners were bound by law to 
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incur the expense of earthing, and to give them an opportunity 

of purchasing new machinery. In the present case, seeing a new ' 

. cable would have to be laid down, he argued that it was a part of 
the construction, and he was therefore protected by the special 


rules. | 
. , Their Lordships reserved judgment. 


THE TELEPHONE ARBITRATION. 
(Concluded from page 952.) 


Continuing his summing up of the case for the company, SIR 
ALFRED CRIPPS dealt with the question of plant depreciation, 
whioh he desoribed as a most important part of the case, and which 
he said required very careful consideration. According to the 
estimate of the Post Office, the valhe of the plant when new was 
£12,000,000, and by its method of calculation, the figure of 
$7,000,000 was arrived at, after allowing for depreciation. In con- 
. sidering this figure. he submitted that the Court must have regard 

to the life of the plant, and by that phrase he meant the period of 
time for which the plant could be efficiently used, after eliminating 
the human element and changing conditions consequent on 
changing business. That was the basis Mr. Gill, engineer-in-chief 
to the National Telephone Co., enunciated at the start. On the 
other hand, the Post Office had taken as its basir, what was called 
effective life, the period of efficient user diminished by changes 
brought about for business reasons. He oontended that the basis 
adopted by the company was the correct one, and that the figure 
arrived at by the Post Office for deductions in respect of deprecia- 
tion was simply ludicrous, The Court must eschew from their 
minds any notion that they were valuing second-hand plant. They 
had to ascertain what was the proper cost of construction 
and the proper amount to deduct in respect of depreciation. 
The plant had to be valued on the basis that it was 
established and ready to earn a profit. Although they had nothing 
to do with the business element they had none the lees to bear in 
mind that they were valuing the plant as agoing concern. As to 
the oost of raising capital, the company claimed that it was entitled 
to the cost of buying the capital used in connection with the con- 
struction of the plant. The srrangement between the Post Office 
and the company was that the latter should be paid in Exchequer 
bonds terminable in 18 years. He wished to point out that when 
the company received some of these bonds a short time ago they 
were only able to get £92 6s. for £100 bond. That meant 7 per 
cent. discount on any sum the Court awarded the company. 

Sir Jas. WOODHOUSE asked if counsel suggested that that 7 per 
cent, was a charge the company were entitled to make. 

Sir A. Cripps said he did not, but he simply mentioned the fact 
to show what the company had to pay. 

SIR J. WooDHOUSE : Do you limit the claim to brokerage and 
commission ? 

RIR A. CRIPPS : That is во. 

Conoluding his speech, Counsel said : The company have neither 
asked for nor given any quarter. They ask for nothing more than 
fair treatment, and I am confident that this Court will give them 
nothing leas. 

The SOLICITOR-GENERAL, dealing with the question of the cost 
of raising capital to construct the plant of the company, sub- 
mitted that that was an expenditure which should not be added to 
the charge for the plant. 

Mr. JUSTICE LAWRENCE asked if it were not conceivable that 
plant of some £10,000,000 in value could not be constructed without 
expense having been incurred in raising capital. í 

The SoLICITOR-GENERAL : I submit, my Lord, that before a man 
can hope to pay fora thing, he must first take the necessary steps 
to find the money. 


SIR A. CRIPPS said he was only entitled to what was necessary - 


as an element of cost in raising capital. He did not suggest he 
should receive more under that head. 


This brought the proceedings to a close, tbe arbitration having ' 


occupied 71 days. 

The Commissioners, of course, reserved their judgment, No 
announcement was made as to when the Court would sit again to 
deliver ite verdict, 


BRITISH ECONOMICAL LAMP Co, LTD, ғ. 
| -END, LTD. 


. IN the Lord Mayor's Court, before the Recorder (Sir Forrest Fulton, 
K.C.) on Frica last, plaintiffs, of Old Bailey, E.O., sued the 
defendants and Mr. Alexander Bernatein, of 140, Fenchurch Street, 
E. O., the mang ing director and largest shareholder in the company 
(a picture palave concern) to recover 1,099 electric lamps ог the 
sum of £135 los. 11d., their value. Mr. S. Mayer was counsel for 
the plaintiff while the defendants were represented by Mr. 
Rankin. | dh 
Mn. MAYER stated that the defendants were the lessors of a 
theatre in the Mile End Road, and apparently they let tbe building 
to a concern known as the Yiddirh Opera and Operette Co. The latter 
found that the electric lamps in the theatre were not suitable forthem, 
and they applied to the plaintiffs for fresh metal-filament lampe. 
In all, the plaintiffs supplied 1,099 electric lamps, of which 846 were 
--metel-filament lamps at 38. each, 250 carbon lamps and 300-0.р. 
lamps. Those lamps were not sold, but were let to the Opera Oo., 
under an agreement at £3 a week. The plaintiffs had never suo- - 
ceeded in getting any of that money. Unfortunately the plaintiffs 
also supplied new fittings for the theatre, but as those were sold 
. they could not claim for them from the defendants. So far as the 
lamps were concerned, they were let to the Opera Co. on September 
18th last, and by October Sth, as nothing had been secured, an 
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. Witton works as from January Ist next, when 


application was made for payment. They were then informed by 
the manager that he had closed the theatre, but hoped to open 
again very shortly. Subsequently it was found thst Mr. Bern- 


stein, the manager of the defendant company, was in possession. 


He eaid that he was the landlord; and everything was forfeited to 
him. The defendants had taken possession, as the Opera Co. 
had not paid the rent of the theatre. Correspondence then 
ensued between the solicitors to the parties, and the defendants 
solicitors stated that the lamps were fixtures, and could not 
be removed after the tenancy of the Opera Co. had been 
determined. The defendants offered to allow the lamps to 
be removed on certain conditions, but the plaintiffs did not 
eee fit to accept that offer, and therefore proceeded with 
the present action. In the defence which had been filed, the 
defendants said that when they Jet the premises they conteined 
certain lamps which belonged to them, and which were affixed to 
the building. That, declared Mr. Mayer, could not be true, as an 
electric lamp was never affixed to premises. The defendants 
further admitted that they entered into possession of the theatre 
and determined the lease in October last, as the rent had not been 
paid. The defendants set up that if the lamps claimed were in the 
theatre, then they had been affixed to, and become part of, the 
premises, and were now their property. Counsel added that the 
worst feature of the case was that the defendants had been running 
the theatre as a picture palace with the plaintiffs’ lamps, and, 
doubtless, making a good thing out of it. | 

. Evidence was given by Мв. CHARLES BUTFIELD, an inspector in 
the employ of the plaintiffs, who eaid that the defendants were 
being sned for 38. for each of the metallic-filament lamps. although 
it had been agreed that the Opera Co. should only pay 1s. 9d. for 
each of the lamps which were broken. The witness declared that 
there was a ring in existence which kept up the prices of metallic-fila- 
ment lamps. His firm supplied metallic-filament lamps which were 
made in this country. They were better than the German lamps 
imported into this country. but he declined to say who the manu- 
facturers of the lamps were or where they were manufactured. 

On behalf of the defendants, it was urged that the lamps were 
tenant's fixtures and not landlord's fixtures. As the lease was for- 
feited the tenant could not expect to take the lamps away. | 

Mr. MAYER said that no distinctions could be made between a 
Jandlord's and a tenant's fixtures. The sole question was whether 
the lamps were fixtures, and the plaintiffs claimed that they 
were not. m 

The RECORDER : If they are fixtures you cannot claim them ? 

Mr. MAYER: That is во. | 

Mr. RANKIN said that if the lampa were chattels and not fixtures | 
then the trade of the plaintiffs would probably be ruined. If the 
lamps were chattelaand not fixtures a distress could bave been put 
in immediately the rent was in arrears, and the lamps distrained 
upon. i 

Mn. MAYER: Before the Law of Distress Act of 1908 you could 
have done во. 

Мв. RANKIN further stated that when the defendanta let the 
premises they were fitted with electric lamps, which had been 
removed. and those supplied by the plaintiffs were substituted. 

After hearing further legal argument, the RECORDER held tbat 
the Jamps were trade fixtures, and entered judgment for the 
defendants with costs. ö | 

Leave to appeal was applied for and granted, and a stay of execu- 


tion granted on the usual terms. 


——À— 
BUSINESS NOTES. 


Trade Announcements. — Last week we had the 
pleasure of going over the very fine premises into which MESSRS. 
KRUPEA & JACOBY, LTD., have removed at 26-86, Chapter Street, 
Westminster. The buildings cover a very large area, with most 
extensive office and storeroom accommodation, and since their 
purchase by the firm, have been transformed and generally adapted 
for the purposes of the business at large expenditure, and in very 
fine style. When the transformation is perfectly complete—s 
number of finishing touches were being given at the time of our 


‚ visit—and tbe stock is well displayed and stored, with the staff 


accommodated in bright and comfortable surroundings, there will 
still remain ample room for further extensions, which it is 
expected will be necessary as a result of the firm's policy of com- 


_ mercial expansion. At present the buildings are two-storied with 
flat roofs, so that new floors can easily be added. The Graetzin 


metal-filament Jamp is, of course, used throughout for lighting, and 


much of the store accommodation will be devoted to keeping Jarge 


stocks of these lampe, in sizes from 16 to 1,000 С.Р, for high 
voltage. The wiring is effected in screwed conduit, and a 20-line 
Sterling interoommunication system of telephones serves all depart- 
ments. In addition to Graetzin lamps, the stocks to be carried will 
include carbon brushes, cables, and genera! electrical accessories. 
THE Авмоврост MANUFACTURING Co., LTD., ennounoe that 


their agency arrangement with Mr. H. B. Done has come to an 


end; the Midland business will in future be handled by Mr. A. H. 
Broadribb, who has been connected with the company for a number 
af years. Mr. Broadribb will make his headquarters at the firm's 
ence should 
be addressed to the company there. Until that date letters should 
be sent to Farringdon Avenue, E.C. 

Mr. W. 8. WILSON, electrical engineer, of Watford, has removed 
his business from High Street to larger premises in Water Lane. 

Messrs, W. V. WAITE & Co., LTD., announce that their address, 
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from January let next, will be Alpha Works, Taffs Well, Glam., 
where they have taken more convenient premises, and will extend 
their business along additional lines. 

MEssns. WATLINGTON & Co., LTD., announce that from Christmas 
all communications should be addressed to them at their new 
premises at Britannia House, 48, Milton Street, London, E.C. 


. Germany's Electrical Exports.—During the autumn 
of this year, says Elektrotechnik und Maschinenbau, the exports of the 
German electrotechnical industry underwent a remarkable expan- 
nion. While in September, 1911, the deliveries of electrotechnical 
products abroad totalled 86,953 quintals, in the same month this 
year the figures rore to 102,106 quintals. In the period from 
January to September the progress was also evenly sustained, reach- 


ing a total of 808.620 quintals, or an advance of 54 698 quintals, on 


the amount for the previous year's corresponding period. In the 
values of the exports the progress was illustrated by the differ- 
ence between the figures for the current year of 161˙8 million 
marks, and those for last year, namely, 154°23 million marks, 
and this improvement was effected notwithstanding that 
the most important articles of export hitherto—viz, cables 
showed a considerable retrogression. Exports of these latter 
articles in the first three-quarters of the preceding year were 
286,813 quintale, against 260,690 quintals in the current year. The 
cause of this decline is not so much the lesser exports abroad, as 
the shrinkage in the shipments of submarine cables, which. in the 
first 10 months of last year, were exported to the extent of 
59,835 quintals. while this year the figures fell to 13,814 quintals. 
Contrasted with Swiss exports of dynamos. which, in the 
first half of the current year, showed a falling off in both 


quantity and value, German exports of these goods 
in the first eight months registered steady improve- 
ment. The January to August figures for the last 


six years in double centners make the following ‘showing :— 
1907. 468.341; 1908, 532.829; 1909, 491.284; 1910, 569,394; 1911, 
666.969; and 1912, 706.407. How quickly the German electrical 
industry haa recovered from the evil effects of the 1907 year of 
depression is shown by the fact that in that year Germany's 
exports of all kinds of electrical goods aggregated 108'67 million 
marks, whereas in the current year the figures were 141°04 million 
marks. Compared with laet year, there is, too, an increase of 4°35 
‘million marks, As regards the export of individual articles, 
advance was most noticeable in emall dynamos, motors 
and transformers. These. were shipped in the eight 
months to oversea markets to a total of 63.920 
quintals, against 53.305 quintals in the corresponding period. 
their values aleo rising from 11°36 million marks to 1285 
‘million marks, Austria was the chief purchaser and took 10,637 
quintals, against 8,563 quintals last year. The exports of large 
dynamos, motors, &c., of above 5 quintals in weight failed to main- 
tain the height of the previous year, the figures being 146.641 
quintals, against 158,997 in the same period last year. Values also 
declined from 19°36 million marks to 17:66 million marks. Ship- 
‘ments to particular countries, however, showed numerous increases. 
Thus, Italy took 17°62 million marks’ worth, against 14°34 million 
in the preceding period; Belgium. 10,723 quintale, compared 
with 7.504 ; and the shipments to Argentina rose from 9.693 to 
17.153 quintals. Notwithstanding general trade shrinkage, 
exports to Japan attained the figure of 18,524 quintals. Complete 
armatures and commutatora were shipped in the first eight months 
of the year to the extent of 26,018 quintals, representing a value 
of 3'98 million marks. Important purchasers were likewise Italy 
and Grest Britain. The export of electric cable in this period 
ander review amounted to 228,778 quintals, the relative money 
worth being 17°04 million marks, Holland took 35,081 quintals, or 
8.357 more than in the eight months of the foregoing year; the 
exports to Japan rose from 33,441 quintals to 34,160. 
Taking third place, Argentina was & purchaser to the extent 
of 29,179 quintals, or 3,792 more than in the previous year 
In Europe, Sweden took 24.499 quintals and Belgium 24,407 
quintals. Lastly, fittings for lighting and power transmission, Xc., 
were exported in steadily growing volume, the figures being 71,989 
quintals last year, against 91,429 from January to August in the 
current year. Values likewiee increased from 19°76 to 24 37 million 
‘marks. Russia, Austria and Argentina were takers together of 
about half of the total of Germany's exports.— Elektrotechnik und 
Maschinenbau, - 


. Ihe Advertising Exhibition.—This Exhibition was 
held at the Horticultural Hall, Westminster, during last week. 
The Horticultural Hall certainly does not lend itself to the exhibi- 
tion of large electric signs, but there are innumerable small electric 
flash and transparency signs for external and window ute, and why 
more of these were not exhibited must remain a mystery. Broadly 
spedking, not a single electrical advertising device received adequate 
representation, though honourable exception must be made in the 
case of the British Electrical Federation, the activities of which are, 
however. chiefly concerned with tramcar advertising. The Federa- 
tion is able, by its association with the electricity supply under- 
takings in 24 districts, to offer specially favourable terms for the 
supply and maintenance of electric signs of any kind, but the 
exhibits shown were practically confined to improved styles of plates 
for advertisements on tramcar and other vehicles, and to trans- 
parency and rocker signs for the same purpose. The transparencies 
shown included “ orograph ". plates for use in the back: of destina- 
tion boxes nnd small panels for use in place of ordinary shades over 
the other lamps used'to. illuminate traméars. In both cases the 
advertising rign is hs effective by day as by night, and since the 
artificial light employed by night has necessarily to be provided for 
other purposes, the rental for these signs is actually lower than the 
cost of the energy consumed in the lamps. 


The rocker sign mentioned is constructed under Huckle's patent, 
and employs a 6-in., eight-spoked star wheel to oscillate an 
indicator or disk device in any appropriate advertising sign. The 
star wheel is actuated by a metal ball rolling to and fro in a 
runway (as the vebicle oscillates), and displacing, in one direction 
or the other, the vanes of the wheel, which reach into its path of 
motion. The mechaniam is the acme of simplicity and strength, and 
the driving force, being that of gravity, costs nothing. 

Numerous examples of electric sign transparencies— offering con- 
siderable advantage over earlier types as regards artistic effects and 
durability—were shown by the Orograph Process Co. In all the 
exhibits including transparency signs, appreciation was shown of 
the fact that "spot" effects must be avoided—by the use of 
reflected illumination or by placing the lamps at a suitable distance 
behind the transparency, with the interposition of diffusing screens 
if necessary. The arrangement of the illumination with regard to 
the subject of the transparency also showed a marked advance on 
what is, even now, very common practice on users’ premises. It is, 


of course, essential for good effect that lamps should be placed 


behind the high lights of the design or, in other words, the artificial 
illumination sbould be from that direction which is assumed by the 
artist in designing the sign. | 

It is to be hoped that, at the next Advertising Exhibition, elec- 
trical activity in this field will be adequately represented. Apart 
from electric signs proper, pertinent lines for exhibition in the 
recent show would have been various types of flasher motore and 
controllers, electric motors for use with multigraphing machines, 
display light fittings for electrical publicity. 


Sheftield.— Messrs. THOS. A. ASHTON, LTD., have just 
secured the following contracts for electrical work in the Sheffield 
district :—Penistone Road destructor, lighting ; Corporation Street 
bathe, lighting and bells; Yorkshire Garage Co., garage and body 
building shop, light, power and telephones ; Swinton U. D. C., water- 
level indicating system between reservoir and pumping station. 


Christmas Holidays.—Tue CABLE ACCESSORIES Co., 
LTD., of Britannia Street Works, Tividale, announce that their works 
will be closed until the Monday morning following Christmas. 

THE MIDLAND ELECTRIC MANUFACTURING Co., LTD., Rea 
Street South, Birmingham, announce that their works will be closed 
from noon on Tuesday next, December 24th, unti] the morning of 
Wednesday, January Ist, for stocktaking. A small office staff will 
attend to urgent correspondence. 


Bankruptcy Proceedings. —SauuzLl Lorp, director of 
a limited company, 18, James Street, Liverpool.—The first meeting 
of creditors in this matter was held at the offices of the Official 
Receiver, Union Marine Buildings, 11, Dale Street, Liverpool, last 
week, when it was reported that the receiving order was made 
on the debtor's own petition, and according to the statement of 
affairs the liabilities amounted to £3,338, and were made up of 
the claims of unrecured creditors, £1,190, three contingent liabilities 
of £2,144, the whole of which were expected to rank for dividend, 
and preferential claims for £4. The assets consisted of a watch, 
chain and two rings, valued at £2, and one fully paid-up £1 share 
in the Lord Howe Electrical Engineering Co., Ltd., valued at 10s, 
making a total of £2 10s, The failure was attributed to the 
difficulties of the firm of the Howe Electrical Engineering Co., 
which hsd been caused by bad trade, bad debts, and losses on con- 
tracts. The debtor stated that he was employed as managing 
director of an Electrical Engineering Co. at a salary of £3 a 
week ; and about 18 years ago he was admitted into a partnership 
with two others under the style of the Howe Electrical Engineering 
Co., paying £600 into the partnership, which sum he borrowed on 
the security of his reversionary interest in his father’s estate, the 
loan being repaid on his mother's death, when the estate was dis- 
tributed. About 15 years ago one of the partners retired, and the 
debtor continued the business at Redcross Street, Liverpool, with 
Mr. Wesley Sutton, the other partner, when a Mr. J. W. Garsden 
was admitted into partnership, and a branch was opened at Black- 
burn. In September, 1909, tbe partnership assete, with the excep- 
tien .of book debts. were sold to a company called the Howe 
Electrical Engineering Co., Ltd., for £1,200 in cash, and £2,400 in 
‘shares, the partnership liabilities not being taken over by the 
company. On October 30th, 1909, the debtor and Mr. Garsden 
paid Mr. Sutton £100 on the dissolution of the partnership, and in 
the deed of dissolution they agreed to indemnify him against all 
liabilities. The company only lasted until February, 1911, whenit 
was voluntarily liquidated, part of the assets being acquired by a 
new company, in the employment of which the debtor was at 
present. The debtor stated that the whole of the cash consideration 
of the rale in October, 1909, was applied in payment of trade 
liabilities, but the book debts turned out so very badly that nothing 
remained wherewith to рау the cash creditors. One of the cash 
creditors in May Jast obtained judgments against Messrs. Sutton 
and Garsden and the debtor. Garsden filed his own petition in 
June last in the Blackburn Court, and proceedings were taken 
against Mr. Sutton in the Liverpool Court in November last, in 
respect of the judgment, and each partner had now been adjudicated. 
There was not a quorum of creditors present, and the matter was 
therefore left with the Official Receiver. | | j 

The hearing of a ‘bankruptcy motion took place at Blackburn 
County Court. on December 12th, when Mrs. Annie Simpson, widow, 
Birkenhead, applied for a decision of the trnstee in the estate of 
John Wm. Garsden, electrical .enginéer, in Düke's Brow, rejecting 
her claim of £1,183 8e. 9d., фо be reversed. Garsden formerly 
carried on business ав an electrical engineer in partnership with 
Samuel Lord (applicant's brother) and Wesley Sutton. That 
partnership continued until September, 1909, applicant having lent 
& considerable sum of money to the partnership. When the 
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partnership was dissolved, the partnership assets were transferred 
to the Howe Electrical Engineering Co. In June last applicant 
recovered judgment against Gareden and the two other partners. 
Then Garsden became bankrupt, and Mrs. Simpson put in proof in 
the ordinary formal way, but the trustee rejected it on the ground 


there were joint partners. The application was dismissed, with 
coats | 


Electrical Tapes.—Mkxssns. Јонх MacLennan & Co., 
of Glasgow and London, who specialise in fine cotton tapes such as 
are largely used by electrical engineers for insulating purposes, 


were recently awarded the New Zealand Government contract for 
railway corda. . 


For Sale.— The Ayr T.C. has for sale one 50-1. H. P. 
Belliss compound engine, direct coupled to a 25-Kw. single-phase 
alternator, with exciter, and one 20-1. H.P. Belliss compound engine. 
See our advertisement pages to-day. 


Catalogues and Lists. —Mzssns. Pove’s ELECTRIC 
LAMP Co., Ltp., Hythe Road, Willesden.—This firm has recently 
issued four different picture postcards in colour emphasising the 
strength and economy merits of the Elast& metal-filament lamps. 

THE BRITISH THOMSON-HovusTON Co., LTD., Rugby.—Folder re- 
lating to their "Fabroil" pinions which were described in our pages 


some months ago. We understand that the pinions are being very 


widely used for driving oranes, pumps, printing presses, kc. Alsoa 
folder showing and giving prices of the firm's electric convectors 
and radiators. — 

BRITISH’ THOM8ON-HovsTON Co., LTD., London, E.C.—8-page 
booklet (No. 2,302) giving information respecting their B.T.H.- 
Edison carbon lampe. 

Тнк A.EG. ELECTRICAL COMPANY OF SOUTH AFRICA, LTD, 
Caxton House, London, S.W.—A batch of publications has been 
received as follows :—42-page illustrated catalogue very fully 
describing the Tirrill automatic voltage regulators: pamphlets 
describing respectively A.E.G. electric crucible furnaces, house water 
supply pumps, 375-100 H. P. С.С. motors and generators with auxiliary 
poles, electric sinking pumps and cables, and in most cases tabulating 
prices and other information; reprint describing the Dorman Long 
electric generating stations at Middlesbrough ; and an article 
relating to reflector selection and height of suspension for street 
lighting metal-filament lamps. 

Messrs. NEVILLE WILLIAMS & Co., 80A, Southwark Street, 
London, 8.E.—Pamphlet illustrating their Ensign standard 
pattern electric fire, and the "Ensign" fire-box. The former gives 
a red-hot appearance, and is made for all voltages up to 250 volts. 
It is a simple design in iron, with a copper ledge in front, and is 
Buited for halla, smoke-rooms, offices, kc. А 12 months’ guarantee 
is given with the heater wire. 

Messrs. LITHOLITE, LTD., 55 and 57, Hackney Grove, London, 
N.E.— Revised sheet No. 16, showing and giving prices of standard 
Litholite insulators, including tube end bushes, lampholder 
insulators, electrolier nipples, &c. 

Mx. H. D. BonET, 9, Billiter Square, London, E.C., senda a list of 
sailings for 1913 for vessels of the Deutsche-Australische Dampf- 
schiffs- Gesellschaft, from Hamburg, Rotterdam, Antwerp, Lisbon 
and Scandinavia to South Africa, Australia and Netherlands India. 

MEssRS. BAXENDALE & Co., LTD. Miller Street, Manchester. 
Very fine bound catalogue of 120 pages, art paper, admirably illus- 
trated, covering their electric light fittings. Alphabetical and 
numerical indexes precede illustrations of great varieties of designs 
of brackets, ceiling fittings, pendants, electroliers, Holophane 
fittings, wireless cluster fittings, hall lamps, table and floor 
standards, church pendants, Jinen, glass, bead and bamboo shades, 
and accessories. 

THE BRITISH INSULATED AND HELSBY CABLES, LTD., Helsby, 
near Warrington.—Two new leaflets, one describing, and tabulating 
sizes and prices of, the Helsby patent condensers, " Telephone 
type, and the other the "Power" type for the improvement of 
power factors and the suppression of arcing in contact breakers and 
switches, and for high-voltage lighting on А.С. circuits with metal- 
filament lampe. | | 

THE CONCORDIA ELECTRIC WIRE Co, LTD., Crown Parade, 
Cricklewood Lane, N.W.— Priced leaflet reapecting the Johnston 
automatic pipe wrench and spanner. 

THE BRITISH ALUMINIUM Co., LTD., 109, Queen Victoria Street, 
London, E.C.—Leaflets, in their uniform style, relating to aluminium 
switch connections, aluminium field coils, aluminium in the gas 
industry, and the erection and jointing of aluminium overhead 
conductors. 

THE WALSALL ELECTRICAL Co, LTD., 57, Bridge Street, 
Waleall.—48-page catalogue (January), well-illustrated, with care- 
arranged prices, brought out in very clear figuring. The con- 
tente include switchboards for various kinds of service, switches, 
cut-outs, fuses, and fuseboards, motor-starters, various electric 
meters, and other instruments. Owing to radical alterations in 
prices, clients should have this new catalogue, and a note of 
‚ discounts, without delay. 


-Tae HURLEY MACHINE Co., Chicago.—16-page pocket pamphlet. 


attractively illustrating their “Thor” electric wringers and washing 
machines, i 

THE RBLgCTRICAL Co., LTD, 122-124, Charing Cross Road, 
London, W.C,— 56-page illustrated pamphlet (No. 13) containing 
descriptive and tabulated information relating to their electric 
heating and cooking material, copiously illustrated and priced. The 
lines covered include flat-irons, for domestic service, and for 


heavier work in laundries, tailoring, and other establishments, — 


electric kettles, coffee makers, toasters, sterilisers, water boilers, 
cooking ranges, ovens, Bastian heaters, and so forth. Copies of the 
catalogue will be sent on application. | | 


Book Notices.— Whitaker's Almanack, 1913.—London : 
Half-bound edition, 28. 6d. net: paper covers, 1s. net.— To the office, 
Whitaker ів as necessary as a directory; to the library of the reader 
or student, as essential as the dictionary— perhaps more во, in cases. 
To both it comes with the regularity and promptness of the income- 
tax paper, but it receives the welcome always accorded to old 


_ friends. The work has deservedly a great popularity in many 


countries, and at home Whitaker is a household word. The present 


is its 45th annual appearance since Joseph Whitaker first brought 


together his heterogeneous collection of notes, newspaper cuttings, 
and Blue Book extracts in a form for publication. The present 
editor has included a number of new features, bringing the contents 
up to date, among tbem being articles on the Insurance Act, Labour 
Unrest, tables dealing with the devolution of intestates' estates, the 
last-named being an old feature restored. 

The International Whitaker.—London. Cloth, 2s. net. After 
what we have said of the above, little need be said in commendation 
of this new volume. Naturally there is not the need among 
English-speaking abroad for precisely the same information as in 
the home edition, во, in the расе of some sections, the International 
editor has given more complete information relating to other 
nations. The first part deals with the relative functions of the 
componente of the universe, the gecond with a general description 
of the earth, physical geography, &c. ; the third, which really forms 
three-quarters of the entire book, deals with each nation, its area, 
population, history, industry, trade. communications, and so forth, 
the fourth giving a list of British and American diplomatic and 
Consular representatives in foreign countries. This summary of 
contents should indicate to our readers the almost certainty of the 
book containing matter which will be of value to them when going 
abroad or if already there. We understand that the first issue of 
the book is already exhausted and a reprint is now in hand. 

Whitaker's Peerage, Baronetage, Knightage and Companionage for 

1913.— London: 58. net. This is a third work received from the 
same publisher. It has now reached its seventeenth edition. The 
great bulk of the contents consists of an alphabetical directory of 
peers, baronets, knights and Privy Councillors, together with sons 
and daughters of peers, dowager ladies, Lords of Session, Scottish, 
Irish, Colonial, missionary and retired bishops, Companions of 
Orders of Knighthood, Maltese Peers, kc. It is a low-priced guide 
to these charmed circles, and is therefore a popular one. Every 
effort has been made to ensure accuracy, but if any of our readers 
happens to find his name missing from the list, we hope he will not 
communicate with us, for the editor may not be altogether respon- 
sible for the omiesion. 
_ Rules of Golf.—The Royal Insurance Co., Ltd., 1, North John 
Street, Liverpool, has issued the sixth edition of this excellent little 
pocket set of rules. It contains important alterations made at the 
autumn meeting of the Royal and Ancient Golf Club of St. Andrews, 
and a comprehensive index, and, we are sure, would be very accept- 
able to our golfing readers. The company will be pleased to forward 
copies as far as their stock will permit. 

"The Practical Electrician's Pocket-book and Diary, 1913." 
London: S. Rentell & Co., Ltd. Price 1s. net. 

"Winding Engines and Winding Appliances.” By George 
McCulloch and T. Campbell Futers. 1912. London: Edward 
Arnold. Price 218. net. 

Proceedings of the American Society of Civil Engineers.” 
Vol. XXXVIII, No. 9. November, 1912. New York: The Society. 

‘Regulations and Syllabuees for the Examinations in Science 
and Technology, 1913." London: Wyman & Sons. Price 3d. 

" Recherches Expérimentales et Theoriques sur La Commutation 
dans les Dynamos à Courant Continu.” -By A. Mauduit. 1912. 
Paris: H. Dunod & E. Pinat. Price 9 fr. 

Journal of the University of Liverpool Engineering Society. 
Vol. I, No. 2. December, 1912. Liverpool: University Press. 
Price 1s. 6d. net. | 

“ Transactions of the North-East Coast Institution of Engineers 
and Shipbuilders.” Vol. XXIX, Part 2. December, 1912. New- 
castle-on-Tyne: The Institution. Price 5s. 

“La Télégraphie sans Fil pour Tous.’ By F. Duroquier. Paris: 
E. Orlhac. Price 3 fr. 

“Science Abstracts.“ Vol. XV, Part 2. November 25th, 1912. 
Sections A and B. London: E. & F. N. Spon, Ltd. Price 1s. 6d. 
net each. 

“А Laboratory Manual of Alternating Currents.” By John Н. 


Morecroft. 1912. London: Longmans, Green & Co. Price 
7s. 6d. net. 


Dissolutions and Liquidations, — COWPER - COLES 
INVENTIONS DEVELOPMENT Co., Ltp.—This company is winding up 
voluntarily, with Mr. W. Craddock, 10, Vestris Road; Forest Hill, 
as liquidator. 

HARTLEPOOD ELECTRIC TRAMWAYS, LTD.—At a meeting held 
at Electrical Federation Offices in London on November 25th, it was 
resolved to wind up voluntarlly, with Messrs. H. W. Davis and 
H. A. Stagg as liquidators. A meeting of oreditors is called for 
December 30th. 

ROSS RECORDING TARGET Co., LTD.— A meeting is called for 
January 20th at 85, Gracechurch Street, E.C., to hear an account of 
the winding up from theliquidator, Mr J. Leith. 

PUNJAUB ELECTRIC TRACTION Co., LTD.—A meeting is called 
for January 16th at Broad Street House, E.C., to hear an account 
of the winding up from the liquidator, Mr. W. L. Waite. 


Calendars for 1913,—Merssrs. Bruce PEEBLES & Co., 
LTD., of Edinburgh, have again favoured us with one of their khaki- 
coloured desk blotting pads. Along the top border there is a com- 
plete calendar for the coming year, and on the right-hand side, as 
before, there is an ample supply of squared paper, also a number of 
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illustrations, with abridged specifications and tabulated particulars 
and prices, of various electrical machinery manufactures of the 
firm, also views of the works. The right hand aide is probably a 
convenient position for this material if desks are leas congested 
than those of an editorial office must be. 

Messrs, SIMPLEX CONDUITS, LTD., of Garrison Lane, Birmingham, 
have sent us one.of the excellent pocket diaries which for some 
years have constantly reminded us of their good taste. The diary 
is printed on sectional paper, a week to an opening; at the be- 
ginning and end of the book, and nowhere else, some particulars 
are given of the many Simplex specialities. together with a model 
specification and a collection of useful data. Neatness and con- 
venience are-marked features of this useful companion. 

THE VICTA ELECTRICAL Co., LTD., of 60, Queen's Road, Battersea, 
S.W., has issued & wall calendar for 1913, with monthly tear-off 
slips. 

Messrs. MAWDSLEY'S, LTD, of Zone Works, Dursley, Glos., have 
gent us a wall calendar for 1913 with monthly slips. The design is 
very pleasing, and the сору, in suitable colouring, of A Lassie 
from Lancashire,” (W. E. Webster), in an old plaid shawl, with an 
appropriate setting with smoky chimneys in the background (wait 
till all those mills are electrified with Mawdsley's motors!) is quite 
appropriate for an industrial calendar. 

From MEssns. STEWART & LLOYDS, LTD., of Winchester House, 
London, E.C., we have received a most acceptable hanging or desk 
calendar with monthly slipa in a neat white and gold frame. 


LIGHTING and POWER NOTES. 


Aberdeen.— Mr. Bell, the city electrical engineer, has 
recently presented a report to the Electricity and Cleansing Com- 
mittees adverse to the proposal to install a refuse destructor and 
utilise the waste heat for generating electricity. Mr. Bell shows 
what is fairly well understood now, that there is no saving in using 
refuse instead of coal as fuel under the conditions obtaining in the 
modern power station, and suggests that the available power might 
be employed in making artificial paving. 


Argentina.— Messrs. Arias and Torres have obtained a 
20 years’ concession for an electric light station at Vera (Sante Fe), 
and also one for a similar period in San Lorenzo (Santa Fe). 

Messrs. J. G. White & Co. have applied to the Legislature of the 
Province of San Juan for a concession to make use of the various 
water powers in the province for electric power stations, which 
would embrace nearly the whole of the province. : 

According to the Reriew of the Rirer Plate, the question of the 
electric light concession in the city of Buenos Ayres is atill 
engaging the attention of the authorities. A new phase has been 
given to it by Messrs. Lacroze Bros. who, after numerous interviews 
with the members of the Council, expressed their willingness to 
accept a concession from the Corporation under the same terms as 
those accorded to the German Electric Light Co., and more recently 
to the Italo-Argentino Co. According to the local Press, however, 
this willingness on the part of Messrs. Lacroze will not overcome 
the question raised by the German Electric Light Co., unless the 
decree of the Minister of Public Works regulating the law which 
granted the concession to Messrs. Lacroze is derogated. It would 
appear that the only method of finally arriving at a solution would 
be by Congress derogating this law, and our contemporary says it 
will require very strong grounds of argument before taking such 
a step. 

The plans relative to the installation of a hydro-electric power 
station in the district of the Rio Tercero works, have been approved. 
The work is to be done by the Central Argentine Railway, and the 
cost will amount to $150,000.— Heriew uf the River Plate. 


Bingley.—At the request of the U. D. C., the Electricity 
Cummittee of the Bradford Oorporation has decided to supply elec- 
tricity to Bingley district at the usual rate. The cost of installation 
will amount to about £4,000. 


Birmingham.—The Electric Supply Committee of the 
City Council has had under further consideration the scheme for 
making extensions to the electricity undertaking which have been 
rendered necessary by the steady increase in output during recent 
years, and especially since the extension of the city area. Some 
time ago the Corporation decided to seek Parliamentary powers to 
acquire from the Birmingham Tame and Rea Drainage Board for 
extension purposes about 17 acres of land situated between the 
Nechells destructor and the bacteria beds of the sewage farm at 
Saltley, and also to raise additional capital the extent of 
£500,000 for the purchase of the site and the erection thereon of 
the necessary works. Under the scheme of Mr. R. A. Chattock, the 
engineer, it is proposed to erect eventually buildings and plant 
capable of producing 100,000 kw., but the work will be carried 
out in sections as the development of the undertaking may warrant. 
If the proposals meet with the City Council's approval it is intended 
to commence next spring with the first section ; this provides for 
the putting down of buildings and plant for 25,000 kw. at an 
outlay estimated roughly at £250,000. The Committee has 
generally approved of the idea, but before settling the details of the 
echeme, some of the principal stations in the country are to be 
visited in order that the Committee may see for itself recent 
developments in plant, &c. Afterwards the question of estimates 
will be discussed, and the report and recommendations of the Com- 
mittee presented to the City Council. 


Blackburn.—The town’s first electrically-driven weaving 
shed, the India Mill of the Little Harwood Manufacturing Co., 
has started with between 200 and 300 looms each with its own 
motor. 


Bolton,—The B. of T. has formally approved of the 
construction of the new generating station at Back-o’-th’-Bank. 
The scheme involves an expenditure, for buildings and plant, of 
£120,000. | 


Bo'ness.— The T.C. has decided to borrow an additional 


£1,000 to carry out further extensions upon the burgh electric 
light installation. | 


Bradford,— Ав a result of the action of the Drighlington 
and Gildersome Gas Co. in increasing the price of gas supplied to 
the Hunsworth (Yorks.) D.C., it was suggested that the Corpora- 
tion should be requested to extend its electric lighting system 
from Tong Street, Bradford, to Hunsworth, and eventually it was 
resolved that the Corporation sbould be asked to receive & deputa- 
tion from the Hunsworth Council to discuss the matter of suppying 
electric light for Hunsworth. 


Carlisle,—The Electricity Committee of the T.C. has 
decided to entertain applications for the hire, hire-purchase, or 
purchase from the electricity works of eleotric cookers, heating 
appliances, &o. . 

Continental Notes, —DENMARK.—Àn important scheme 
—that of establishing a plant at Holmstad, in Western Sweden— 
to utilise certain available water-power in the generation of elec- 
trical energy, and to transmit the eame to Copenhagen for lighting 
and power purposes, is at present under consideration. It is stated 
that 15,000 H.P. is available. 

SWEDEN.—A correspondent writes that the idea of transmitting 
electrical energy from the Trollhattan waterfalls to Denmark by a 
submarine cable from Seania to Zeeland, over the Sound, has been 
under discussion in interested circles for a considerable time. It is 
now reported from Copenhagen that an agreement has been made 


between the South Swedish Power Co. and the North Zeeland 


Electrical Works and Tramway Co. for the transmission of abont 
10 million units per year from Trollháttan to Zeeland. This con- 
tract is the result of negotiations, carried on eince last summer 
between the two contracting parties, and there is no doubt that 
the coal famine in Zeeland last summer, in consequence of the 
British coal strike, acted as an impetus to the speedy realieation of 
the idea embodied in the agreement made. . The permission of the 
respective Governmenta bas not yet been obtained, but it is thought 
that the Swedish Government will raise no objection to such an 
arrangement, by means of whieh the surplus energy from Troll- 
hüttan, which is now wasted owing to the lack of consumers, can 
be made use of. As far as the consent of the Danish Government 
is concerned, it is merely а matter of form. Having crossed the 
Sound, the submarine cable will be landed somewhat to the north 
of Elsinore, and the electrical energy conveyed to a eub-station, 
from which it is to be distributed to Copenhagen, where the Danish 
company is running several tramways, and to other places in the 
northern part of Zeeland. | 


Crewe.—The T.C. has decided to replace the oil lamps 
used for public lighting at Church Coppenhall with electric lampe, 
at an estimated cost of £430, for which a loan is to be applied for. 
The annual cost of maintenance will be £2 198. 6d. per 50.C. P. lamp, 
or £2 per 16-c.P. lamp. 


Croydon.—At the last meeting of the Education Com- 
mittee a report from the General Purposes Committee was con- 
sidered recommending the expenditure of £954, in addition to the 
ordinary estimates of the Committee, for improving the artificial 
lighting in 10 schools by converting the present lighting from fist- 
flame gas burners to electric light. Councillor Newnham moved that 
the question be referred back. It would, he said, cost only £87 to 
satisfactorily light the schools by incandescent gas. Councillor 
West said that Councillor Newnham’s remarks were somewhat mia- 
leading. The £87 was only for converting the present flat-flame 
to incandescent burners, but the gas company said that would be very 
unsatisfactory. Incandescent gas required special fittings, and the 
cost of properly equipping the schools would beover £1,000. It was 
pointed out that the Winterbourne Road School, with an accommoda- 
tion for 1,376 children, cost on an average £20 a year for electricity, 
which included replacement of old-fashioned lamps by newones. Port- 
land Road, with accommodation for 1,483, was lighted by incan- 
descent gas, at an average cost for the three years, without any 
extraordinary expenditure, of £28 a year. At Tavistock Road the 
average cost was £15 for electricity, against Princess Road, 
with about the same acoommodation, £19 for gas. There was 
a saving of about £50 a year, which would represent a capital 
expenditure of £1,000. Counciller Roberts, replying, said that if 
they were to fit up the schools properly with incandescent gas 
according to the gas company's ideas they would have to spend 
£1,100. On the question being put to vote, the amendment was 
carried by 13 votes to 9. 5 


Darton (near Barnsley).—The U.D.C. has again had 
under consideration the question of having the district lighted by 
electricity. The Electrical Distribution of' Yorkshire, Ltd., which 
submitted terms, stated that its figure was £9 15s. 6d. per “ pole,” 
which included the full equipment. The estimated cost for the 
respective localities would be: Darton, 40 lampe, £391 ; Staincross 
and Mapplewell, 60 lamps, £664; Barugh and Higham, 46 lamps, 
£449 ; approximate total, £1,504. The poles would be of wood ; if 
steel poles were used the increased approximate cost would be 30 
per cent. It was decided to refer the matter to the Lighting 
Committee. | 
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Dawlish,—At a meeting of the U.D.C., on the 11th inst., 
the surveyor presented a summary of the tenders received for 
lighting the town from the Gas Co., and the Electric Light Co. 
Resolutions were adopted by the Council, the effect of which is 
that the town will be supplied with 34 electric lights at £5 28., and 
106 at £2 178. per lamp (£537), a reduction of £13 10s. on the gas 
contract, | 


Edinburgh.— Recently the Corporation decided to obtain 
estimates of the cost of lighting the Calton Hill by high-pressure 
gas. Ata meeting of the Parks Committee last week, however, it 
was agreed that the electric lighting department should have an 
opportunity of reconsidering its tender for the lighting of the hill, 
and with this object in view the matter was remitted back to a sub- 
committee. 


Gravesend.—The T.C. intends applying to the L.G.B. 
for a loan of £2,700 for the electricity undertaking, and for £300 
in respect of that at Northfleet. The Empire Cement Co., which 
desires a large supply of current, has, it is etated, decided to accept 
the terms of the T.C. as to the supply and guarantee. 


Heywood.—At a special meeting of the Electricity and 
Tramways Committee, the report of Mr. S. J. Watson, electrical 
engineer of Bury, on the general condition of the electricity under- 
taking, was discussed. The Committee decided that consideration 
be deferred, and that Mr. Watson be asked to attend the next 
meeting. 


Hindley.— The agreement between the Lancashire Power 
Co. and the Council for the supply of electricity in bulk is to be 


revised to the extent that (1) the electricity will be measured at 


the sub-station where it is transformed for the service of the 
Council; (2) that the charge will be at the reduced rate of £4 
per KW.; and (3) an acknowledgment of £1 1s. 1d. for large con- 
sumers supplied by the Power Co. will be paid to the Council 
annually in recognition of the Council's rights. A letter hag been 


received from the Board of Trade, stating with regard to the above 


revised agreement that, under the circumstances, the Board reserves 
for the present further consideration of the question of revoking 
the Hindley Electric Lighting Order, 1901. 


Hove.—The T.C. on December 12th decided by 25 votes 
to 4 to proceed with the Bill, the clauses of which include powers 
to purchase the undertaking of the electric light company. 


Hyde.—On the motion of Councillor Pope, the T.C. has 
-instracted the Highways Committee to consider and report to the 
General Purposes Committee as to the advisability or otherwise of 
lighting by electricity the whole of the streets on the Stalybridge 
Joint Board’s tramway route from Hyde market place to the corner 
of Ashton Road and Bennett Street, Newton. 


Leicester.—The controversial question of electrical and 
gas lighting for the streets hasarisen. Up to the present the local 
gas department has been in sole possession of the public lighting 
but the electricity department having claimed a share in the work, 
rival installations of high-power lamps have been put up for teat 
purposes, and a local paper suggests that it may be necessary to 
indulge in blue spectacles when visiting the experimental area. 
It is to be hoped that the Corporation will seriously consider the 
question of electric lighting, in view of the recent Manchester 
reporta. | 


London.—ISLINGTON.— The Special Committee appointed 
by the Guardians to consider the advisability of introducing electric 
light and power into the several institutions of the Board, has 
issued its report. The Committee states that it has considered 
statements from the Gas Light and Coke Co. as to gas lighting, 
also reports from Mr. J. Enright, consulting engineer, as to the 
uses of electricity ; in addition it has conferred with the Lighting 
Committee of the Borough Council as to the lowest terms upon 
which current could be supplied, with the result that an offer had 
been made to supply at the flat rate of 2d. per unit under a five 
years agreement, the Board to take not less than 125,000 units for 
power, and after the first year to take a supply to the minimum 
value of £1,000 per annum. Regarding the question of the cost of 
the two systems, the Committee makes the following comparison :— 
Cost of gas per annum £1,320, which, after five years, would be 
reduced to £1,129; cost of electricity for first year, 100,000 units 
at 2d. per unit, £833; repayment of cost of installation, £270 ; 
maintenance, lamps, &c., £120; total—£1,223. There would also 
be a saving of expense in cleaning, but the Committee did not go 
into detail on this point, as it states that in modern public build- 
ings where electricity has been installed, the result has been that 
considerable saving was effected. Having fully considered the 
matter, the Committee recommends (1) that the L G.B. be asked to 
sanction the installation of electricity for light and motor power 
in the two workhouses, school and relief offices; (2) that Mr. 
Enright be employed to prepare plans and specificationg, &c., and 
supervise the works at a commission of 5 per cent. on the expendi- 
ture. The consideration of the question was held over at the last 
board meeting. | 

BETHNAL GREEN.—In connection with the proposal of the 
Electricity Committee to take a supply of electricity in bulk from 
the Stepney undertaking, which was referred back to it at the 
meeting of the Council in September last, the Committee now 
reporta that it has carefully inquired into the effeot of (2) the pro- 
poeal of the Stepney B.C. as to the administration of an electricity 
supply, and also (0) the liability of the Shoreditch B.C. in respect 
of the mains laid by that authority in the Bethnal Green area, upon 


‘the estimates set out in the report of Mr. Snell Inquiries are 


continually being made by large manufacturers and others fora 
supply of electricity, and the Committee is confident that if it 
were available, some, at all evente, of the existing empty property 
would be let, and a substantial inducement would be afforded for 
other firms to remain in the borough, rather than to remove to 
a district where a supply of electrical energy is obtainable. 
The Committee accordingly recommends (1) that the report of Mr. 
Snell be received, and the scheme contained therein (already given : 
in this paper) for the proposed supply of electricity within the 
borough, be approved ; (2) That the Council ‘accept the proposal of 
the Stepney B.C. for а supply of electricity in bulk, on the extra 
H.T. three-phase system for a period of 15 years, at a charge in 


~ accordance with a sliding scale, of £3 per KW., and 0'254, per unit; 


(3) That the Committee be authorised to take such action as may 
be requisite for the purpose of settling the terms of, and entering 
into, an agreement with the Stepney B.C. to carry into effect the 
acceptance of this proposal, subject to confirmation by the Council ; 
(4) That application be made to the B. of T. for sanction to the 
proposed system of electrical distribution, &c. | 
ST. MARYLEBONE.—In accordance with instructions, Mesars. Price, 
Waterhouse & Co. have issued & report upon the financial effects of 
the operations of the Council's sales department arising from the 
sale cf apparatus and works incidental thereto, as distinct from the 
other duties of that department. The firm state that, as it is 
always a matter of difficulty to separate entirely the accounts 
relating to any particular section of business done from those of 
other sections, they have drawn up a profit and loss account covering, 
as nearly as could be ascertained, the year ended March 316% last. 
This account they have divided into two parte, the first of which 
covers the proceeds and the direct cost of articles sold and services 
rendered by the sales section, and the second the apportionment of 
the general expenses of thedepartment. Dealing with the former, 
the firm state that the gross turnover of the department was 
£21,388, and the direct cost £15,803, leaving a gross profit of 
£5,585, Thus the price charged for supplies and work done 
includes a gross profit of 26°11 per cent., or an addition of 
35°3 per cent. to the direct cost of the work done. 
With -regard to the second part of the account, the expenses 
80 apportioned amounted to £4,539, exclusive of any interest on 
the capital employed, or 21:2 per cent. upon the turnover already 
referred to. Deducting these expenses from the gross profit, there 
remains an estimated net profit of £1,045, which is equivalent 
to 4'9 per cent. upon the turnover, or 8:36 per eent. upon the capital 
of £12,500, which they estimate to be invested in this section of 
the department. In another report, upon the revenue account of the 
whole undertaking for the past quarter, Messrs. Price, Waterhouse 
and Co. state that the increase in the sales of energy over the similar 
period last year amounts to 409,128 units, or 19°72 per cent. 
Eliminating the public lighting figuree, the rate of increase is 22°54 


per cent. For the six months to September, the increase is 518,505 


units, or 11°68 per cent. The number of units sold during this 
period, so far as private consumers are concerned, is 131) per cent. 
above the quantity sold for the first half of last year. This rate of 
increase (13°11 per cent.) compares with the rate of 7°5 per cent. 
allowed in framing therewenue estimates for the current year. The 
average yield per unit sold to private consumers during the 
September quarter works out at 2°64d., last September quarter's 
average being 2:837d. Thus there is a reduction of 6˙94 per cent. 
in the average price obtained during the quarter. In June quarter 
the reduction was 5 per cent., and the previous September 1˙5 per 
cent. only. Taking the six months, the rate of diminution in price 
is 5°98 per cent., compared with 5 per cent. diminution allowed in 
the annual estimate. The income from the sale of energy to 
private consumers, including meter rentals, amounted to £25,332 
for the quarter, against £22,431 for last September—an increase 
of £2.901, or 12:92 per cent. This is the largest increase in 
revenue yet obtained in any quarter, summer or winter. 

At the meeting of the Council last week, the firat portion of the 
report regarding the sales department came under discussion. Coun- 
cillor Duncan Watson said there was no evidence that the sales depart- 
ment had been of any use at all to the undertaking. The whole 
report was based upon the assumption that the sales department 
was necessary, but this was not the case. Alderman Debenham 
said the sales department was not an undertaking started because 
there was a loss on the electricity undertaking ; it was to expand 
the work and to double the sales of electricity. Councillor Strauss 
supported the Committee, because he was of opinion that it had 
done its work well, especially in the direction of reducing. the price 
of energy. Alderman Hopkins, chairman of the Electric Supply 
Committee, pointed out that that Committee had nothing whatever 
to do with the report. Surely it was not expected that there 
would be a profit on the publicity department, the object of which 
was to push the sale of electricity. Did not the gas company 
advertise their commodity ? Councillor New said he looked upon 
the sales department as being part of the advertising department, 


‘and he would not bs concerned if it did show a loss, so long as the 


sale of energy was increased. After further discussion, the report 
was adopted. - 

£1,750 is to be borrowed from the L.C.C. for the provision of 
50 accumulator cells at the Rathbone Place sub-station. 

HAMMERSMITH.—The Electricity Committee has decided to 
purchase from the Fulham underta such electricity as may be 
required for the purpose of furnishing Olympia with a separate 
supply of electricity for the purpose of a duplicate system of 
lighting required by the L. C. C., at the rate of 2d. per unit for a 
period not exceeding seven years, 


Lowestoft.—The T.C. has appointed a committee to 


report as to the lighting of the streets by incandescent gas and 
electric light. 
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assistant secretaries, gave evidence regarding the draft agreement 
and the course of the negotiations. 


Military Wireless.—It is reported that the Army 
authorities have decided to establish 20 wireless sections, similar to 
that of the Royal Engineers, at Aldershot. Each of the new 
sections will carry its apparatus upon light wagons, capable of 
kecping pace with the Royal Horse Artillery or the cavalry if 
necessary. Ав a result of this extension, it will be necessary to 
enlist a number of skilled operators. 


Postal Telegraphs.—The report of the Postmaster- 
General for the year 1911-12 was recently issued. It states that 
during the year 71,716,000 ordinary telegrams were transmitted, an 
increase of 2°8 per cent.; 4,472,000 Press telegrams, and 16,931,000 
foreign telegrams were also handled. The receipts were respectively 
22,216,592, £148,394, and £502,413. Railway telegrams (mostly 
free) numbered 1,535,000, and Government free telegrams 546,000, 
the total of all kinds being 89,200,000, bringing in a revenue of 
of 22,867,934. The telegraph system was extended to 110 post 
offices, and on March 3let there were 11,561 post offices open for 
public service, as well as 2,426 offices at railway stations, &c. 

A night telegraph-letter service was introduced on January Ist 
experimentally, and has since been extended to all offices open all 
night. The delivery by telephone of telegrams addressed to tele 
phone numbers has been extended. 

The coast communication system has been improved, 150 exten- 
sions to lighthouses, &c., having been made. 

The underground telegraph line between Leeds and Hull is 
approaching completion, and during the current year cables will be 
drawn into pipes between Canterbury and the coast, completing the 
line, and enabling the landlines in connection with France and 
Belgium to be put underground, The Birmingham-Bristol line has 
been extended to Cardiff. The stability of the overhead lines has 
been increased, and the liability to breakdown considerably 
lessened. 

The use of жає telephone in small offices instead of the Moree 
sounder has bee extended, and proves very efficient both in speed 
and accuracy. Two superposed telegraph circuits for duplex work- 
ing have been installed between Leeds and Scarborough with 
excellent results, and the system will be extended. The use of high- 
. speed machine telegraphs has been adopted on several additional 
routes, and the Baudot working between London and Birmingham 
is satisfactory. Eight telegrams can now be sent over this one 
circuit simultaneously, and 600 have been dealt with in one hour. 
Murray multiplex working has been introduced between the Central 
Telegraph Office and Manchester, and the Murray automatio system 
on one of the London-Leeds wires. 


The increased use of high-speed working has set free room on the 


poles for many trunk telephone circuite. 

Baudot multiplex working has been permanently established on 
wires to Amsterdam and Berlin, with satisfactory resulta, and the 
system will be extended. 

Reference is made to the steps which have been taken to secure 
Government control over the rates charged for trans-Atlantic tele- 
graphy through the licences for landing rights. The arrangements 
made for day cable letters, plain language deferred telegrams, and 


non-urgent Press telegrams, and the reductions of foreign telegraph 


rates generally, are also described. - 

About 425 British ships are now equipped with wireless 
apparatus, as compared with 290 in the previous year ; the outward 
radio-telegrams to ships numbered 6,680, and inward telegrams, 
37,827, an increase of 11:8 per cent., the revenue being £7,941. In 
March last the Cullercoats station was purchased, and the whole 
of the ordinary commercial ship-and-shore business of the country 
is now in the hands of the Post Office, spart from the long-distance 
Marooni stations at Clifden and Poldhu. The ooastal service is 
undergoing complete reorganisation. 

From May lst, telegrams for the United States and Canada have 
been accepted for transmission rid Clifden and Glace Bay, at 4d. a 


word less than the cable rate for ordinary and 2d. less for deferred 


telegrams. During the year, 153 new licences for wireless telegraphy, 
covering 202 land stations, were issued. On March 31st, there were 
eight licences in existence for private business and 258 for experi- 
ments. 

The telephone transfer is dealt with at considerable length, and 
the difficulties congequent on the transfer are explained in detail ; 
it is admitted that the present position is unsatisfactory, and that 
the service has suffered from the effects of the transfer, but the 
troubles are of a temporary character and will be removed as 
quickly as possible. 

Besides the automatic exchanges installed at Epsom and the 
Official Exchange of the Post Office, another type is to be tried at 
Hereford. Conversations over the trunk Jines numbered 33,499,495, 
bringing in a revenue of £855,411 from inland calle, and £25,772 
from Continental calls. The original Post Office London Exchange 
system included 81,339 subscribers’ stations and 905 call offices; 
the total number of calls originated was 99,890,000, and the length 
of underground. wires (including 49,168 miles for telegraph and 
15,202 miles for trunk telephone purposes) was 552,973 miles, 
the net increase during the year being 41,919 miles. The number 
of telephone stations transferred from the National Telephone Co. 
. was 140,947, and the total of the combined systems on March 31st 
was 232,009. During the year 110 Post Office exchanges were 
opened in the provinces, and 46 public call offices at small places, 
besides 34 call offices with limited facilities. The total number of 
Post Office telephone stations in the provinces at the end of 1911 
was 45,607, and the National Telephone Co.'s total was 420,791 ; 
at the end of March the combined total was 471,972. The rates 
for ‘farmers’. lines" had been revised, and an active canvasa 
is in progress. The Corporation of Hull, whose licence ex- 


pired on December 31st, will continue to work thé telephone 
System as agenta of the Post Office until the terms of purchase 
are settled. The licence of the Corporation of Portsmouth 
does not expire till 1926, and the Post Office having tsken 
over the National Telephone Co.'s plant is therefore in competition 
with the Corporation. a 

As soon as it is possible to bring the new submarine telephone 
cable laid by the French Government into use, the rates. for tele. 
phonic communication with Paris will be lowered by half, and 
other reductions will be made. "The Anglo-Belgian telephone 
cable will be brought into use as soon as the necessary landlines in 
Belgium are completed, and negotiations are in progress with a view 
to obtaining a telephone eervice between this country and Holland 
and Switzerland. 

The total mileage of Post Office wires at March 31st, 1912, waa 


. for telegraphs, 313,805; for telephones, 2,234,215 ; and private 


wires, 62,630. Of these, 870,973 miles were aerial, 1,729,131 under. 
ground, and 10,546 submarine—total, 2,610,650. 

On the transfer of the National Telephone Co.'s business, 10,592 
men and 8,404 women were taken into the service of the Post 
Office. i 

The telegraph revenue of the year was £3,149,484, & decrease of 
£16,523 ; the expenditure, including interest on the purchase 
money, was £4,276,877, a decrease of £75 803. The net deficit was 
thus £1,127,393, or £59,280 less than Jast year. 

The telephone revenue was £3,542,187, an increase of £1,603,858, 
and the expenditure £2,788,216, an increase of £789,025, subject to 
adjustment when the purchase price of the National Co.'s system is 
known. The net revenue of the postal, telegraph and telephone 
services was £5,165,175, an increase of £939,179. 


South Africa.—The telegraph department has arranged 
to keep wirelees stations at Durban and Slangkop in continuous 
communication with Cape Town, East London, Port Elizabeth, and 
Mossel Bay, to ensure that distress signals received at either station 
will be instantly transmitted to the port in the best position to 
render succour to any vessel needing it. ' 


The Telephone Service.—Replying to questions, the 
Postmaster-General stated that for the year ended March 318, 
1912, the capital expenditure on trunk lines was somewhat lees 
than the expenditure for the previous year. A very large number 
of additional circuits was being constructed during the current 
financial year. He also gives the following figures regarding 
telephone subscribers and rentals :— 


National Telephone Co.'s Original Post 

| system. Office system. 
Total number of subscribers’ 
lines (excluding сап 
offices) on January Ist, 

1912 a Vis P 362,614 80,456 

Approximate percentages of 
these paying subscriptions 


at the following rates 
(with approximate rentals 
where available) :— 
Unlimited service . 39 per cent. (£1,574,000) 17 per cent, 
Message and measured 
service rates intro- 
duced before 1907 . . 26 per cent. (£684,000) 65 per cent. 
Measured service rates 
introduced in 1907 ... 35 per cent. (£1,027,000) 18 per cent. 
Party line rates (in- ` 
cluded in the above)... 11 per cent. (£160,000) `3 per cent. 
Wireless Telegraphy.—The Century Magazine says 
that there are nearly 100,000 amateur wireless receiving stations in 


the United States, of which about 40,000 are also equipped for 
transmitting messages to short distances. | 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.— VICTORIA. — January 24th. Two 4,000-Kw. 
steam turbo - alternators, for the Melbourne City Council See 
“Official Notices " November 22nd. 

January 8th.—Heilways Construction Branch of the Common- 
wealth Dept. of Home Affairs, Tubular iron or steel poles and 
fittings for 1,062 miles of two-wire telegraph line (average 20 to 30 
poles per mile), with insulators, copper wire, &c., for the Kalgoorlie 
Port Augusta Railway.— Board of Trade Journal. 

January 3rd.— 1,100 opalescent arc lamp globes, for the Melbourne 
City Council. See "Official Notices” to-day. 

January 28th.— Paper-insulated lead-covered cable for the P. M. O. s 
department. See Official Notices" to-day. 

February 21st.— Four 1,500-kw. rotary oonverters, for the 
Melbourne City Council. See Official Notices December 6th. 

SYDNEY.— January 20th. Storage batteries, motor-generators 
and switchgear. City Electrical Engineer, Town Hall. 

TASMANIA (HoBART).—January 13th. P.M.G.s department 
Paper mpnlated lead-covered cables. See Official Notices Decem- 
ber 6th. 

QUEENSLAND.—January 29th. Detectors (Schedule 242), for the 
P.M.G.'s Department. See Official Notices to-day. 

WESTERN AUSTRALIA.—February 19th, 1913. Armoured tele- 
graph cable, for the P.M.G.'s department. See “Official Notices” 

day 
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Belfast.—January Ist. The Harbour Commissioners 
are inviting tenders for a 120-ton electric derrick crane at 
Alexandra wharf. Specifications, &c. from Mr. W. R. Kelly, 
Harbour Engineer, Harbour Offices, Belfast. 


Belgium.—BnvsskLs.—Tenders are requested for the 
telephone instruments and accessories needed for the projected 
improvement of the telephone system throughout Belgium. In 23 
lots. Particulars in cahier spécial de charges No. 3,605, of Musée 
Commercial, Rue des Augustins, Bruesels. 


Bohemia,—S«icHov.—January 3rd. Tenders are in- 
vited for the installation of the electric light in the new Post 
Office buildings. Particulars of the K. k. Statthalterei, Prague. 


Eastbourne.— January 14th, 1913. One 1, OOO-Kw. 
horizontal steam turbine and alternator, without condensing plant, 
for the Corporation. See Official Notices to-day. 


Franee,—BovnaES (CHER).—January. 16th. Tenders 
are invited for the supplying of two lots of electric cable, wire and 
accessories for the electric installation at tbe Bourges railway 
workshops. Particulars obtainable at the works or at 2, Avenue 
de Saxe, Paris, and samples submitted before December 23rd to the 
Directeur de l'Atelier de Construction de Bourges.  Lota not 
adjudicated upon will be reconsidered on January 30th, and samples 
therefor should be forwarded before January 21st. 

VOSNE- ROMANEE (CoTE.D'OR) — December 23rd. Tenders 
are required for the construction and. installation of electric 
hydraulic machinery, to raise the waters of the River Bornue to the 
Le Grande Rue reservoir. Guarantee, 500 fr.  Particulars from 
the Mairie of Vosne Romanée. i 


Harwich.— January 13th. Four motor-driven centri- 
fugal pumps, two motor-driven sewage rakes and screens, with 
awitchgear, and about 400 yd. of 15-in. cast-iron rising main, for 
the Corporation. See Official Notices to-day. 


Hebden Bridge. December 31st. One 240-kw. Diesel 
engine and dynamo, for the U. D. C. See „Official Notices 
December 13th. 


Leeds.— December 27th. Electric lighting installation 
at Holbeck Union Workhouee. G. Diment, Clerk to Holbeck B. of G., 
Lane End Place, Holbeck. z 


.London.—FuLHAM.—January 9th. Steam dynamo, 
switchboard and connections for the Workhouse, Fulham Palace 
Road, W., for the Guardians. See “Official Notices December 6th. 


Manchester.—December 23rd. Testing battery at the 
Polygon Works of the Electricity Committee. Specifications, &c., 
from Mr. F. E. Hughes, Secretary, Electricity Department, Town 
Hall. 


New Zealand.—January 6th. Switchboards, for the 
Auckland Harbour Board. See Official Notices November 16th. 


- Norway.—December 28th. The Norwegian State Rail- 
way authorities in Christiania are inviting tenders for the supply 
of an electrically-operated travelling crane. 


South Africa.— December 31st. 107,580 yards of 
insulated wire, 6,336 yards of flexible wire, and 25 cwt. of bare 
copper wire, for delivery during February next. Tenders to 
Secretary to Tender Board, S.A. Railways Headquarter Offices, 
Johannesburg. Further particulars at the B. of T. Commercial 

Intelligence Department in London, and in the current Board of 
Trade Journal. 

JOHANNESBURG.—January 22nd, Tenders are requested for the 
supply and erection of electric bells and carillons in new Govern- 
ment buildings in a large South African town. Tenders to be 
forwarded by mail leaving Southampton at latest on December 25th. 
Particulars of South African Union Offices, Victoria Street, S. W. 
La Metallurgie. 

January 218t.—31,800 tungsten wire-drawn lamps for train 
lighting, for the South African Railways Administration. Secretary, 
Tender Board, S.A.R. Headquarters Offices, Johannesburg ; High 
Commissioner, 32, Victoria Street, London; B. of T. C.I. Depart- 
ment, London. | 


Spain.—The municipal authorities of Huesca have just 
invited tenders for the concession for the electric lighting of the 
town during a period of ten years. 

Sweden.— December 31st. An electrically-driven trestle 


crane of 50 tons; 17 metres gauge for Alfkarleby power station. 
B. of T. C.I. Department in London. 


Uruguay.—March 29th. Five electric gantry cranes 
for Customs warehouses at Monte Video. B. of T. C.I. Depart- 
ment in London. 


CLOSED. 


Australia, — MELBOURNE.— The Australian Mining 


Standard reports the placing of the following contract by the 
P.M.G.'s department :— 


5-xw. 500-period converter, £525; two tuners, £105; six 7. kw. rotary con- 
verters, £1,950.— Maritime Wireless Co. (Shaw System), Ltd., Sydney. 4 


^ 


BRISBANE.— P. M. G.'s department: 


2,000 “Hellesen” dry cells, at 28. 9d. each.— Brisbane Electrical Co., 
Brisbane. 


Ayr.— The Corporation has agreed to accept the tender of 
Messrs. Walter Scott, Ltd., for Sandberg rails, at £1,930 15s., 
plus 5s, per ton payable to the patentee; and Mesare. Callender's 
tender, of £2,048 13s., for the cables has aleo been accepted. 


Barnsley.—The Corporation has accepted the tender of 
Messrs. S. Rushforth & Son, amounting to £35, for electric wiring 
at new waterworks and workshops. 


Brighton.—The B. of G. has decided to have a private 
telephone service installed between the new receiving homes and 
infirmary and the euperintendent's office, &c., together with an 
electric fire-alarm system, at an estimated cost of £82. 


Chester-le-Street,— The В. of G. has accepted the 
tender of Messrs. S. Stobart & Co., amounting to £375, for lighting 


by electricity the workhouse, offices and other buildings. 'The 
other tenders were :— 


N.E.G. Electric Co., Ltd. .. £378 R. W. Cairns. ee 29 . . £497 
Falooner. Cross & Co. .. .. 481 Robson & Coleman. a .. 480 
T. G. Usher & Co. .. sa oe 467 


Douglas (Isle of Man).—The T.C. has accepted the 
tender of Mr. Hanson Perry for wiring and fitting the Villa 
Marina for the electric light, at £520, and appointed Mr. F. R. 
Edmondson to supervise the work. 


Dublin.—The Dublin United Tramways Co. has ordered 
50 car meters from Messrs. Chamberlain & Hookham, Ltd. 


Dundee,—Messrs. D. H. Fleming, Sons & Co., Lochee, 
bave ordered from the Schorch Electrical Co., London, 160 
* ВсһогсЬ " single-drive motors for their jute weaving and pre- 
paration machinery. 


France,—The competition for the supply of telephone 
instruments and material in 11 lots to the French Administration des 
Postes et Telegraphes, tenders for which were returnable on Novem- 
ber 23rd, has been decided as follows: Lot 1, successful tenderers, 
Mambret et Cie., 25°35 fr. each. Lot 2, Association des Ouvriers en 
Instruments de Précision, 21:60 fr. each. Lot 3, not adjudged, all 
tenders above price limit. Lot 4, ditto. Lot 5, M. Delafon, 5°63 fr. 
each. Lot 6, ditto, 5°49 fr. Lot 7, ditto, 5'48 fr. Lot 8, M. Sidot, 
5'58 fr. each. Lot 9, Société des Téléphones Système Berliner, 
3°95 fr. each. Lot 10, Société Industrielle des Téléphones, 3°57 fr. 
each. Lot 11, Mildé Fils et Cie., 6°45 fr. each. The competing 
firms included, besides those named, Messrs. Thomson- Houston and 
Le Matériel Téléphonique. 


Government Contracts.— The following tenders have 


been accepted during the past month by the Government Depart- 
ments named :— 


War OFFICE. 
Electric cable.—Johnson & Phillips, Ltd. 
Electric motors.—Laurence, Scott & Co., Ltd. 


Installation of electric light, &c., Old College, Sandhurst.—V. G. 
Middleton. 


Overhead conductors and supports for electricity supply at Tidworth and 
Bulford.—British Insulated and Helsby Cables, Ltd. 
Inpra OFFICE, STORE DEPARTMEST. 
Cells.—Biemens Bros. & Co. 
Crown AGENTS FOR THE COLONIES. 
Diesel engine set.—Willans & Robinson. 
Insulators.—Bullera, Ltd. 
à GENERAL Post OFFIOE. 


Telephonic 8 e Бинар L. M. Ericsson Manufacturing Co., Ltd. : 
Western Electric Co., Ltd. 

Telephonic cable.—British Insulated and Helsby Cables, Ltd.; W. T. 
Henley's Telegraph Works Co, Ltd.; Jobnson & Phillips, Ltd.; 
Siemens Bros. & Co., Ltd.; Western Electric Co., Ltd. i 

Insulators.— Taylor, Tunnicliff & Co., Ltd. - 

тестер ironwork.—Bullers, Ltd. ; Guest, Keen and Nettlefolds, Ltd. ; 
T. W. Lench, Ltd. 

Beco ey. batteries, Central Telegraph Office, London, E.C.—Sandyoroft, 


Telephone exchange equipment, Hop Exchange, London, and Ken- 
sington, W.— Western Electric Co., Ltd. 


Gravesend.—The T.C. has received the following tenders 
for the supply of boosters for the Northfleet station :— 
Crompton & Co., Ltd. .. CRANE i3 T . . £150 
Lancashire Dynamo Co. P T ‘a .. 160 
Electromotors, Lt - 2s v3 - .. 291 
Cie. de l'Industrie Electrique et Mecanique .. .. 246 
The Council has accepted the tender of the Lancashire Dynamp 
Co. for a switchboard panel, at £50. 


London,—L.C.C.—The Stores and Contracts Committee 
recommends the acceptance of tenders from the following for 
materials during 1913 :— 

Electric carbons.--8loan Electrical Co., Ltd. 

Electric flexible cords.— Liverpool Electric Cable Co., Ltd. 

BERMONDSEY.—The Electricity Committee has accepted the 
tender of Messrs. Lassen & Hjort, at £535, for new softening plant 
at the electricity works, capable of treating 7,000 gallons per hour. 


Lowestoft,—The T.C. has accepted the tender of Messrs. 
Estler Bros. for & supply of tramway trolley wheels; also the 
tender of the British Thomson-Houston Co. for three sets of 
resistances for tramcars. The tenders of Messra, J. W. Brooke and 
Co. have further been accepted for a supply of brake blocks, at 
£6 128. 6d. per ton, and metal castings, at Is. per lb. 
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Mersey.—The Mersey Docks and Harbour Board has 


accepted the following tenders :— 


Bpencer & Co., Ltd.—To convert the present floor of No. 6 bridge, Prince's 
landing stage, into two movable electric baggage platforms. 
Edison & Swan United Electric Light Co., Ltd.—Insulated electric cable. 


Reading.—The T.C. has accepted the tender of Messrs. 
Allen & Simmonds, of the Thames Side Engineering Works, for 


carrying out improvements to the steam engines at the power 
station, at £185. 


West Bromwich.—The Electricity Committee of the 
Т.О. has accepted the tender of Messrs. Musgrave & Co., Ltd., for 
induced-draught plant for new boilers. 


FORTHCOMING EVENTS. 


Junior Institution of Engineers.—Friday, December 20th. Paper on “ Elec- 
tric Power Plant Troubles and Breakdowns," by Mr. E. F. Hetherington. 


Institution of Electrical Engineers (Newcastle Students’ Section).— 
Friday, December 20th.—At 'Tilley's Market Street Rooms, Newcastle. 
Annual Dinner. 


Association of Mining Electrical Engineers (West of Scotland Branch).— 


Saturday, December 21st. Meeting. At 4.30 p.m. At the Royal Technical 
College, Glasgow. 


NOTES. 


Our Next Issue.—Owing to the Xmas Holidays our 
issue of next week will go to press two days earlier than usual, and 
all matter must be in our hands by Monday mid-day, excepting late 
news, which can be handled up to Tuesday morning. 


* A Merry Xmas,"—The ELECTRICAL REVIEW wishes 
everyone whose eyes these words may meet a merrier Xmas 
than he has ever had before. The Scrooge of the electrical 
industry has buried his past, and the Spirit of Christmas is 
abroad. At the moment grumblers are not numerous. Many 
men will leave their offices and works with a lighter heart this 
year than they have sometimes had on Xmas Eve, for trade is 
good. After afew days’ respite, they will return to work off accu- 
mulating orders and ready to prepare for a record year in 1913. To 
many of our foreign and Colonial readers these lines will only come 
when Xmas is an event of the past. To these—indeed, to all—we 
send a wish fora New Yearof Great Prosperity. 


Copper.—Messrs. Merton’s statistical circular for mid- 
month (December 14th) shows stocks in England and afloat thereto 
at 39,393 tons, a reduction of 1,323 tons on the quantity under the 
same heading on November 30th. -The quantity actually in English 
ports has increased by 617 tons, the reduction being made up of 
7 15 tons less at Havre, 225 tons less afloat from Chile, and 1,000 tons 
less from Australia. The European stocks are less by 1,391 tons, 
Hamburg having put out or consumed 71 tons, Stocks in Rotter- 
dam, at 350 tons, are very low just at present. 

In detailed supplies North America sends Europe 13,576 tons, 
which, if doubled, would give an average quantity for the month. 
Spain and Portugal have sent nearly two-thirds of their average in 
the fortnight ; Chilean shipments are above the average, and 
Australian the same. The total deliveries, at 24,096 are fairly high, 
though, with the holidays intervening, there is no reason why the 
second half of the month should show figures the same as the first 
half. American producers stocks, at 38,466 tons (end of November) 
showed an increase of 4,205 tons over the figures for October 31st. 
The world's eupply for November 30th showed an increase of 
1,145 tons over that on October 31st. The figures are 81,747 tons. 


Feeder Pillara Again.—A serious interruption to the 
lighting and power supply at Stretford, happened on the 16th inst., 
about 11 o'clock in the forenoon. А main feeder pillar-box, 
situated at the junction of Chester and Stretford Roads, was com- 
pletely demolished by a heavily-laden horse lorry, which had 
pulled up at an adjacent water trough. The horse, it appears, 
started prematurely, crashing with great force into the pillar-box. 
In connection with the feeder pillar, which is a very large one, 
containing some 30 or 40 main cable connections, there is a sub-pit 
directly underneath the pillar base, and the lorry was precipitated 
therein. The debris caught fire and ignited the lorry, but this out- 
break was quickly suppressed, and, fortunately, both horse and lorry 
were extricated, little the worse for their mishap. After the pyro- 
technic display, nothing remained of the feeder pillar but an 
almost unrecognisable mass of blackened ruin. The supply to the 
district affected (Old Trafford) served from the feeder piller, was 
totally cut-off until about 4 pm., by which time temporary 
arrangements had been made for practically normal supply. 
Fortunately, no interruption was occasioned to the public street arc 


lamps and tramway supply, these circuits being both controlled 
and fed from a different point. 


Will.—According to the Times the late Sir J. Irving 


Courtenay left unsettled property of the gross value of £48,694, of 
which £15,204 ів net personalty. 


Parliamentary Notes,.—TRAMWAY AOCCIDENTS.—Mr. 
Fell asked the President of the Local Government Board if any 
further Orders had been granted for the construction of tramways 
on steep gradients; if his attention had been called to the reoent 
accidents to tramway cars on such hills owing to the failure of the 
brakes to act; and if any brake had been found for tramway cars 
which was really efficient under all circumstances.— Mr. Robertson, 
in reply, said that all proposals for tramways on steep gradients were 
carefully considered by the Board of Trade, and provisional orders 
authorising such tramways were submitted to Parliament for con- 
firmation only when the Board were advised by their inspecting 


officer, that? subject to the provision of proper arrangements and. 


the exercise of due precaution, there was no ground for refusing 
sanction to the proposals. Some of the recent accidents to which 
the hon. member referred, were not due to any fault of the brakes, 
but to the brakes being improperly ueed. There was no brake 
which was really effective in all circumstances if not properly used, 
but tramways on gradicnts were approved only on condition that 
the brakes provided were sufficient if properly maintained and used 
to control cars. 

WIRELESS TELEGRAPH EXPERTS. — Attention having been 
called to the statement of Capt. Charlton at the Marooni 
Inquiry that there was great difficulty in finding suitable 
wireless experte, Mr. Churchill said that the only three 
civilian experts in wireless were required to assist naval officers, 
and there was no probability of another being required under 
present circumstances. The definition of a University education 
had been interpreted in a wide sense, and provided that the can- 
didate possessed the requisite technical qualifications, no rigid line 
would be drawn as to the college or institute at which he might 
have been trained. 

ROYAL ASSENT.—The Light Railways Act, 1912, and the Electric 
Lighting Orders Confirmation (No. 4) Act, 1912, have received the 
Royal Assent. 


The Melbourne Railway Electrification Contracts.— 
In connection with this scheme the total amount of the suggested 
appropriations for which is £2,537,000, 2 1, 112,000 being in respect 
of tenders that have not yet been invited, while £1,425,000 is based 
upon the tenders that have already been submitted, The Melbourne 
Argus says that the items in respect of which tenders have been 
invited. and the approximate appropriations, are :— 

Power Station.—Boiler house and boiler house equipment and 
structural steel work, £300,000 ; turbo-alternators and transformers, 
£140,000. 

Distribution System.—Sub-station equipment, £225,000. 

Rolling Stock.—Rolling stock electrical equipment, £760,000. 

The following firms have tendered :—A.E.G., Berlin ; Allen, Son 
and Co., Ltd., Bedford ; Babcock & Wilcox, London ; Belliss & Morcom, 
Birmingham; B. T. H. Co., Rugby; British Westinghouse Oo., Man- 
chester: Brown, Boveri & Co., Ltd., London; Danks & Co., Ltd., 
Birmingham; Dick, Kerr & Co., Ltd., London; Escher. Wyss & Co., 
London; Ferranti, Ltd., Hollinwood; General Electric Co., Ltd., Bir- 
mingham : General Electric Co., New York ; .Mirrlees, Watson & Co., 
Glasgow: Parsons & Co., Ltd., Heaton; Reyrolle & Co., Ltd., Heb- 
burn; Richardsons, Westgarth & Co., Hartlepool; Siemens Broe. 
Dynamo Works, Ltd., London: Stirling Boiler Co., London; and 
Willans & Robinson, Ltd., Rugby. 

The detailed capital expenditure estimated as necessary to furnish 
an electric service to deal with the traffic in 1915 is as follows :— 


Power station 


885 eve e. 4761, 053 
Trapsmission system 
Underground cables ... "X xus M 888 83,188 
Overhead transmission lines... с: $a "T 59,875 
Sub-stations ui 5% 82 s m Ж 328,708 
Track equipment... $us bus wee idy i 562,280 
Alterations to ways and wórks— ` 
Overline structures РА e P S 4,350 
Telegraph and telephone wires and other sundries 20,000 
Equipment of car-sheds, pits, &c. ... as Р 66,000 
Rolling stock— 
Electrical equipment of coaches £634,354 
Coach bodies and bogies , 485,050 
£1,119,404 
Less cost of providing additional steam 
stock— 
Credited to electric scheme £821,438 
Net cost of electric rolling stock S js 297,966 
£2,183,420 


It is interesting to note that the resolution embodying the 
recommendation of the Government that the report should be 
adopted, has been passed by the Victorian Legislative Assembly 
(Lower House) by 43 votes in favour to 5 against. The resolution 
comes before the Upper House this week. 


Clyde Electricians’ Strike.—A settlement has been 
arrived at, and work resumed by the Clyde electricians, members of 
the Electrical Trades Union, who had been idle for about three 
weeks in consequence of a wages dispute. The men returned at the 
same rates of wages as prevailed before the dispute arose. 


Railway Fraud.— The sixteen employés of the 
London Electric Railway Co., who, as already reported, were 
charged with defrauding the company by intercepting and selling 
кошы fickete, have been committed for trial, beil being 
allowed. 


(Continued on page 1004.) 
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LARGE WILLANS TURBINES 
FOR SYDNEY. 


Messrs. WILLANS & ROBINSON are 
completing the third of four large steam 
turbines for the New South Wales 
Government Railways. 

In 1911 a 5,000-kw. Willans turbine 
set was brought into use at the Govern- 
ment's Ultimo Power Station, and 
subsequently the N.S.W. Government 
ordered the four units mentioned above. 
The first of these is a duplicate of the 
plant already supplied, and will be in- 
stalled in the Ultimo Station, but the 
remaining sets are to be installed in a 
new station situated at White Bay— 
both stations being in Sydney. 

The White Bay sets differ in size 
from those at Ultimo, in having a 
capacity of 7,000 Kw. each. All these 
sets run at a speed of 750 R. P. u., which 
apparently low speed is due to stringent 
conditions imposed by the specification 
in the matter of temperature rise ; 
moreover, where such large units are 
nstalled thousands of miles distant 
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FIG. 1.—7,000-K.v A. WILLANS DISK AND DRUM TURBINE IN THE ERECTING SHOP, 
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FIG. 2.—CONDENSER, BUILT IN HALVES FOR TRANSPORT, 


from the makers’ works reliability is 
obviously of paramount importance. 

The Ultimo turbines are designed to 
work with steam at a pressure of 150 lb. 
at the turbine stop valve, superheated 
100° F.; the White Bay machines will 
work with a steam pressure of 190 lb. 
and a superheat of 200° F. 

Fig. 1 illustrates the first of the White 
Bay turbines in Messrs. Willans's erecting 
shops connected up for steaming light. 
The machines are of the maker's standard 
disk and drum type, and embody the 
following special features of design :— 
The nozzle chest consists of a separate 
cast - steel body to withstand high 
degrees of superheat. The governor 
gear is of the standard direct-acting 
throttle type, a simple arrangement 
which at the same time ensures suffi- 
cient accuracy in governing to meet the 
severe conditions prevailing on the pure 


traction load at Sydney. The impulse 


blading used is of special bronze, and 
the reaction blading is of the Willans 


patent shrouded type built up in sections, no individual 
caulked distance pieces being used. 

The condensing plants for all these sets are of the 
Willans vacuum-augmentor type, with motor-driven Edwards 
air and circulating pumps. Fig. 2 shows one of the White 
Bay surface condensers in the erecting shop ; this condenser 
has a cooling surface of 13,750 sq. ft., and it will be noted 
that the condenser body is split vertically to facilitate 
transport. 

The plants are designed to maintain a vacuum of 
28°35 in. (Bar. 30 in.) when supplied with cooling water at 
a temperature of 70° F., and when dealing with the exhaust 
steam from the turbine when working on full load. 

The generators throughout are of Messrs. Dick, Kerr and 
Co.’s manufacture, designed for a pressure of 6,600 volts, 
unity power factor, and a frequency of 25 cycles. 

These machines have salient pole rotors, and are of the 
makers’ standard totally enclosed, chimney type, vertically 
divided in the case of the 7,000-K.v.A. machines, and 
horizontally divided in the 5,000-K.v.A. machine. Each 
machine is provided with an independent blower set, driven 
by a low-tension motor for ventilating purposes, the cool air 
being led into the machine through ducts in the foundations 
and the heated air discharged, after passing through the 
machine, at the chimney opening above the stator. 

The guaranteed temperature rise after a normal full-load 


Fic. 3.—7,000-K.v.A, TURBO-ALTERNATOR, міти VERTICALLY-DLVIDED- STATOR, 


F 
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run of 12 hours will not exceed 45° F. above an air tempera- Fig. 3 illustrates one of the 7,000-K. v. A. White Bay 
ture not exceeding 77° F., and after a subsequent overload of ^ alternators with half the stator removed. 

We are indebted to 

FWW Messrs. Willans for 

—— | supplying us with the 

ğ , foregoing particulars, 

зны ү S and to Mr. O. W. 

E) ' A Brain, chief electrical 

LC T engineer to the N.S.W. 

Government, for facili- 

| tating their publica- 

tion. We understand 

that Messrs. Willans 

have in hand a number 

of other large disk and 

drum type turbines at 

the present time, in- 

cluding one of 8,500. 

KW. output for the 

Sheffield Corporation, 

and a 7,500-Kw. unit 

for the Leeds elec- 
tricity department. 


M i 


GENERATOR 


A KILKENNY 
ASYLUM 
INSTALLATION. 


AN electrical installa- 
tion has recently been 
carried out at the 
Kilkenny District 
Asylum under the 
supervision of Louis J. 
Lawless, of Rathmines, 
to whom we are in- 
debted for the following 
particulars regarding 
the work. 

The generating 
plant comprises two 
40-B.H.P, Hornsby 

Бтв. 4.—SHOWING ARRANGEMENT OF 7,000-K.v.4. WILLANS-DICK, KERR TURBINE UNIT Stockport gas engines 

FOR N. S. W. RAILWAYS. and two suction gas 

| | plants, the connecting 

50 per cent. for two hours the temperature rise will not mains between the engines and plants being arranged so that 
exceed 75 F. | either producer may be used to supply either engine, The 


ELECTRICALLY-DRIVEN PUMPING PLANT. HornsBy-E.C.C. GENERATING SET, 
KILKENNY DISTRICT ASYLUM INSTALLATION, 


The overload capacity of the machines is 25 per cent. con- engines are fitted with heavy fly-wheels carried in aie 
tinuously and 50 per cent. for two hours. bearings, andiare coupled. direct, through flexible couplings 
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open type'shunt-wound dynamos by the Electric Construction 
Co. Each set has an output of 25 kw. at from 220 to 240 
volts. А D.P. storage battery has also been installed, having a 
capacity of 160 ampere-hours at the ten-hour rate, with a 
final voltage of 220. The cells are placed on single tier pitch 
pine stands supported 
on porcelain insulators 
on brick piers, and 
battery charging is 
carried out by a New- 
ton motor-booster. A 
fine white marble panel 
switchboard by Messrs. 
Veritys, Ltd., and 
equipped with Elliott 
instruments is provided 
for the control of the 
generators, battery, 
&c., and asylum cir- 
cuits. Separate fittings 
are provided for each 
circuit, including 
the main and aux- 
iliary asylum build- 
ings, pumping plant, 
laundry power plant 
and power house. The 
power house circuit is 
fitted with a switch 
and fuse only; the 
other circuits have 
an ammeter in addition, 
and the pump motor 
circuit also has a start- 
ing switch, shown on 
the bottom panel. The 
board is provided with 
a general service volt- 
meter mounted on the 
centre panel with a four-way р.р. switch, and a sector pattern 
voltmeter with an illuminated dial is mounted on a swinging 
arm at the right hand side of the board. All the main con- 
nections consist of bare copper conductors supported on 
porcelain shackles bolted to wrought-iron straps. 


Fic. 1—MARBLE INSULATOR AND CONCRETE BASE FOR 
AERIAL TOWER. 
WIRELESS TELEGRAPH STATION AT FORT MYER, VIRGINIA. (See page 1002.) 


The Asylum is wired for about 537 lamps. About 419 of 
these lamps were originally 8 and 16-c.P. carbon lamps, 
and the remainder Osram metal lamps, as it was antici- 
pated that trouble from broken filaments would attend the 
adoption of metal-filament lamps throughout. These fears 


have proved groundless, and 20 and 30-watt Osram lam 
have practically replaced the carbon lamps throughout ; the 
life of the metal-filament lamps has been very satisfactory, 
some of the original ones being still in use. 

The whole of the asylum wiring has been carried out with 
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INTERIOR OF ENGINE RooM, KILKENNY DISTRICT ASYLUM. 


C. u. A. 600-megohm grade cables, run in whitewood casing 
in all positions except in the pump house, where steel tubing 
is adopted, carried on insulators. | 

The main conductors between the various buildings and 
the power house are lead-covered paper-insulated and 
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FIG. 2.—GENERAL VIEW OF STATION, 


armoured cables of Messrs. Glover's make, and are laid direct 
in the ground. 

The laundry is driven by a 75. H. P. Siemens protected- 
type geared motor, and six electric irons have been provided. 
An 8-с.р. lamp is placed in circuit with each iron as a shunt, 
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at the point of connection with the flexible cord, to show 
when the current is on. 

The pumping plant comprises two direct-coupled turbine 
pumps and ‘motors of the Rees Roturbo type, each 
designed to deliver 2,000 gallons of water per hour 
to a height of 160 ft.  'The water is supplied from 
a well situated about 40 ft. below the level of the 
Asylum and about two-thirds of a mile distant from the 
main buildings. The pumps deliver into two 15,000-gallon 
storage tanks placed on towers at each end of the Asylum, 
about 90 ft. high. "The motors require no attention beyond 
periodical inspection, and are controlled entirely from the 
Asylum power house switchboard. 

The initial outlay on the complete equipment, including 
building and foundations, was £2,500. The fuel cost per 
annum for all purposes, including lighting, pumping, laundry 
power and ironing, only amounts to £60 when using Welsh 
anthracite at about 30s. per ton. The cost of gas pre- 
viously was £360 per annum, and the coal for pumping 
purposes another £180, although the pumps were not giving 
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Fig, 3.— VIEW OF TOWER STRUCTURES FOR AERIALS, 
Fort MYER, 


more than 12,000 gallons per day. The Resident Medical 
Superintendent, in his report to the Committee of Manage- 
ment for the financial year ending March 31st, 1912, stated 
that there was a saving of £165 per annum after allowing 
for repayment of loan and interest, cost of upkeep, running 
and insurance of plant. The illumination of the house has 
been doubled, and the water supply has been greatly 
increased. 

The men who formerly had charge of the steam engines 
and boilers were trained to work the electrical installation, 
and the plant has now been in use for over 12 months. 
The whole installation, with the exception of the generating 
plant, was carried out by Messrs. Maguire & Gatchell, of 
Dublin; the engine and dynamo contract was. given to 
Messrs. R. Hornsby & Sons. 


Cardiff. —А L. G. B. inquiry was held on December 12th 


into the application of the T.C. for a loan of £7,672 for service 
transformers and additional plant. There was no opposition, 


THE NEW WIRELESS TELEGRAPH STATION 
AT FORT MYER, VIRGINIA. 


By DAVIS H. TUCK and MILLARD B. HODGSON. 


UNTIL quite recently, the United States and Italy, of all 
the important nations, were the only ones that had not 
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FIG. 6.—ARRANGEMENT OF SWITCHES ON DISTRIBUTING POLE. 


installed Governmental coastal wireless telegraph stations 
with facilities for intercommunication with the mercantile 
marine. Although quite a number of private commercial 
stations had been established in the United States, these 
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were operated with the single idea of business gain, were 
merely news channels for incoming and outgoing steamers, 
and rarely performed, except by special contract, the function 
of a distributor of general items, such as storm warnings, &c. 
Also, due to trade jealousy, little was attempted along 
co-operative lines ; each company used its own system and 
each was free to give and receive as it pleased. This lack of 
co-operation was brought out very prominently at the time 
of the Titanic disaster. The few stations operated under 
the Federal Government confined themselves strictly to 
military and naval uses. | 

It is to meet this lack of co-operation that the Govern- 
ment of the United States, acting through the Navy Depart- 
ment, has installed at Fort Myer, Virginia, the wireless 
telegraph station described in this article. "While primarily 
a, naval order distributing centre, it has been designed to 
include a much greater range of activity. In addition to its 
use as & naval distributing centre, the equipment and 
facilities for an experimental station have been installed 
which, together with the practical working equipment, will 
be very valuable as a.laboratory for the 'development and 


testing of new apparatus and appliances. This station, 


acting in conjunction with coastal stations, will also comprise 
a bulletin distributing bureau. At a pre-arranged time each 
day, notification of which will be made to the mercantile 
marine of all nations, news bulletins stating the bearings of 
ships, derelicts and icebergs (reported), together with storm 
warnings, will be sent out. Also individual reports of 
maritime interest will be recorded and sent out. 

The station is situated just outside of Washington, D.C., in 
the Virginia hills, and is 150 ft. above the sea level. The 
entire plant, which comprises the laboratory and the three 
towers, occupies a federal reservation of about five acres. It 
was designed and built under the supervision of the Bureau 
of Yards and Docks of the Navy Department, the Baltimore 

Bridge Co. being awarded the contract for the erection of 
the three towers, and the Electric Signal Co., Pittsburg, Pa., 
supplying the special apparatus. 

‘Lhe three towers are built on the corners of an isosceles 
triangle, and are respectively 450, 450 and 600 ft. in 
height, the 600-ft. tower being erected at the apex of the 
triangle. The dimensions of the two smaller towers are 

‘identical, being 125 ft. sq. at the base, and tapering to 
15 ft. sq. at the top. The 600-ft. tower is 160 ft. sq. at 
the base, and tapers to 15 ft. at the top. All three are of 
the same general construction (shown in figs. 2 and 3), being 


built up of box girders whose angles are of j-in. steel rein- 


forced with g-in. plates. The platforms at the top are 
accessible by zig-zag ladders arranged with convenient 
landings. The four legs of each tower are embedded in a 
mass of concrete 10 ft. sq., running into the earth a 
distance of 12 ft. to a rock and clay sub-foundation. 
The entire structures are insulated from the ground by 
marble washers waterproofed with varnish (see fig. 1). There 
being no reliable data on the possible effects of great elec- 


trical capacity, such as that of the towers, on the signalling 


devices, it was deemed advisable to take this precaution. 
The towers are connected to earth by ground wires and 
disconnecting switches, so that the above-mentioned data can 
be obtained. | 

The laboratory building in connection with the station 


was designed to meet the requirements of an up-to-date 


radio plant, including well-equipped research and testing 
laboratories. Space has also been included for a machine 
shop and dormitories for employés. Оп the first floor, 
occupying а space of about 2,400 sq. ft., is the gene- 
rating room. At present the energy is supplied by a local 
power company at 6,600 volts, 25-cycle, three-phase, and is 


stepped down to a pressure of 220 volts to operate a West- 


inghouse synchronous motor rated at 200 H.P. at 500 R.P.M. 
This motor is separately excited by a direct-connected direct 
current: generator. This direct-current generator-excitor is 
also used as a source of energy for auxiliary apparatus. The 


synchronous motor, which is first brought up to speed as an 


induction motor, is belt-connected to a Westinghouse 220- 
volt, 500-cycle, single-phase generator running at 1,250 


R.P.M. The voltage of this machine is then stepped up 


to в working pressure of 25,000 volts. The revolving type 
of spark-gap is employed, being a 4-ft. wheel whose 50 ter- 
minal spokes, corresponding to the 50 poles of the generator, 


ive 1,650 discharges per second. These pole spokes are 

-in. copper, about 8 in. in length. Because of the great 
centrifugal force which their fastenings must withstand, 
life and apparatus are safeguarded by a 12-in. beam erected 
so as to repel any flying spokes. The minimum spark-gap 
is zu-in., but owing to the high potential the air breaks 
down about 3 in. before and after the zu- in. gap discharge. 
There is a constant capacity of a bank of nine condensers in 
parallel, each having a capacity of 0:036 mf. These con- 
densers are made up of steel plates set in steel cylinders, and 
all air insulated at an air pressure of 800 lb. per sq. in. 
The wave length is varied by means of three variable-in- . 
ductance units. These inductance units, together with thecon- 
denser apparatus, are the same that were formerly used ab the 
Fessenden station at Brant Rock, Massachusetts. Thesignalling 
contacts are actuated from the operating room by relay, a 
variable resistance of 220 ohms maximum being shunted 
across the contact points on the low-voltage side to prevent 
excessive sparking at the contacts. The ground wires, which 
are led out through the basement, terminate in 6,000 ft. of 
bare copper wire laid in trenches between the towers. The 
generating or sending wires to the aerials are led out through 
a l-in. thick window pane to a distributing pole (see fig. 6) ; 


. this distributing pole is a very interesting and ingenious 


device. The sending wire from the generator, the receiving 
wire from the detector, and a third wire, deeply grounded, 
terminate here. The two wires from the generator and the 
detector respectively are heavily insulated from their wire 
supports by composition strain insulators, and from the poste 
of the distributing platform by double-petticoat porcelain 
insulators of special design. The terminals of these three 
wires form the three contacts of a three-way switch, which is 
controlled from the operating room by a system of chains and 
pulleys. The moving arm of the three-way switch is con- 
nected to the wires leading direct to the aerials. A second 
switch, suspended between the distributing poles and the 
wall of the building, but insulated from both by strain insu- 
lators, is placed in the detector side of the line. This switch 
is also actuated from the operating room by means of chains 
and pulleys, With this three-way switch arrangement it is 
obvious that the operator can at pleasure close the circuit 
for receiving messages, change over to sending thém over the 
same route, or ground the entire system, as in time of electric 
storms. 

The wires are run direct to the aerial spreaders in the 
manner shown in fig. 4. "These aerial spreaders are built up 
(see fig. 5) of 24-in. galvanised iron pipe reinforced with 
8-in. strapping of galvanised steel. They аге 88 ft. in length, 
square in section and 8 ft. on a side at the largest part. 
Their weight and that of the wires of the aerial ів held up 
by a bridle of 15 j5-in. galvanised steel cables, connected to 
the pipe by turn-buckles, and terminating at the top in a 
10-in. steel ring. The aerial wires proper, 23 stranded 
cables of }-in. diameter phosphor bronze, are soldered both 
directly to the iron pipe and by auxiliary wires to the bridle. 
These bridles are connected to and insulated from the 
trusses at the top of the towers by 10-in. buck links, The 
connections from one aerial to another are made by means 
of cages (see fig. 4). This cage contains 23 phosphor-bronze 
wires soldered directly to the bridles of the spreaders. 
Hence connections at any point are not dependent at any 
place on one strand or cable. The wires between the 600-ft. 
tower and the 450-ft. towers are about 400 ft. in length, and 
between the two smaller towers 300 ft., 40 ft. being allowed 
in each case for sag. It is estimated by needle-point test 
(length of spark being 11 in.) that an electromotive force of 
150,000 volts is obtained at the topmost point of the 
antenne. As an illustration of the great current density, a 
piece of cloth which was blown from the top of one of the 
towers and landed on the aerial, instantly burst into flame. 

The operating room, situated on the first floor in the 
extreme southern wing of the building, is an example of all 
that is modern in receiving and transmitting devices. As 
outlined before, the telegraph key operates, by relay, the 
contacts in the generating room, which in turn control the 
rate at which the radiant energy leaves the aerials, the 
impulse being transmitted to the topmost antenna from 
the s rk-gap, and the wave-length being kept at the 
desired value by the variable inductance units. 5 

The generating room when entirely equipped, іп addition 
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to the apparatus already enumerated, will contain some 
novel features. To put an end to the dependency on 
the local power company, an internal-combustion engine will 
be installed. With this the officials in charge hope to do 
away with the somewhat elaborate spark controlling system 
now used, by being able to maintain a close regulation in the 
flow of current. In addition to this gas engine set, several 
small motor-generator sets will be available for lighting and 
Storage battery systems, and also to operate & number of 
lines of 25, 40 and 60 cycles, as they may be needed, for 
laboratory experimental and testing purposes. "The switch- 
board by which these changes can be made is the latest pattern 
of laboratory board of the plug type, and is thoroughly 
equipped with ammeters, voltmeters, frequency meters, &c. 
By the storage battery system any electromotive force of from 
one to 250 volts will be made available for laboratory use. 
A novel and useful item in the equipment of this room is 

the provision made for testing out complete generating sets 
for any of the (Governmental stations. A space of about 
20 ft. square is reserved, I beams being laid 3 in. apart in 
the -floor, to which heavy apparatus, such as motors and 
generators, may be temporarily bolted. This testing plat- 
form will have a special switchboard and current distri- 
buting system, so that any desired voltage or frequency may 
be obtained. 

With this magnificent equipment for both practical work 
and experimental endeavour, it is safe to say that the United 
States will soon be abreast of the European nations in the 
development of wireless telegraphy. Officials of the station 
hope to attain, when working at full capacity, a maximum 
range of from 3,000 to 4,000 miles. 
tion has been established with the Marconi station at Glace 
Bay, Canada, and the Naval station at Key West, Florida. 

Up to the present time the Marconi stations at Glace Bay, 
Canada, and at Clifden, Ireland, both being nearly alike, 
signified the latest development in the wireless telegraph 
field. Those two stations with towers of 450 ft. have inter- 
communicated for some time. There has also been a 
German station at Nauen, with a mast of 450 ft., but little is 
known of what it has accomplished. Hence this station at 
Fort Myer, Virginia, with its 600-ft. tower, and its 
maximum range of 4,000 miles, should rank foremost among 
the recent radio developments. | | 
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Institution and Lecture Notes.—TueE INSTITUTION oF 


ELECTRIGAL ENGINEERS (STUDENTS’ SECTION).—The ninth annual 
dinner of the Students’ Section of the Institution of Electrical 
Engineers was held on Saturday evening last, the 14th inst., at the 
Trocadero Restaurant, Piccadilly Circus. Mr. J. C. Rennie, chair- 
man of the Section, presided, and amongst others present were Mr. 
W. Duddell, F. R. S., President of the Institution, Mr. W. M. Mordey 
and Prof. Silvanus P. Thompson, F. R. S., Past Presidents; Messrs. 
A. Russell, J. Rennie, P. С. Bowie and S. А. Smith. Between 50 
aud 60 were present, and a very pleasant evening was spent ; Mr. 
Fred Rome, in his humorous items, and Mr. Louis Nikola, in his 
repertoire of magical problems, were specially good. After the 
usual loyal toast, Mr. D. Betts, vice-chairman of the Section, 
proposed the toast of “The President and the Institution." 
Referring to Mr. Duddell as &n example that all Students 
ehould try to copy, inasmuch as he had worked through all grades 
of the Institution, from Student to President, he pointed out that 
the Students were hoping for very sympathetic consideration 
of any requests they might make to the Council during his term 
of office, Mr. Duddell, in his reply, thanked Mr. Betts for his 
remarks, and urged all to do their best for the Institution. Every 
effort was being made to use the Institution for the best intereste 
of the industry. An influential Business Committee had been 
formed on one side, and within the past week or two a Research 
Committee on the other. The aim of this Committee would be to 
co-ordinate as far as possible electrical research work. This would 
be of great use to Studente, who might obtain valuable advice as to 
the direction in which they might usefully turn their energies. 
The President then referred to the changes now being made in 
the constitution of the Institution, and pointed out that the new 
Graduate Class was only intended as a temporary resting place in 
the progress from Studentship to full Membership. 

The toast of “The Students’ Section was proposed by Mr. 
W. M. Mordey, who spoke of the importance of the Students’ class, 
which numbered over 1,300, or one-fifth of the entire membership. 
He dwelt on the advantages which students obtained by association 
with the Institution, and urged all to see that they subscribed to 
Science Abstracts, & valuable publication for which the Institution 


Already communica- 


was principally responsible. Mr. J. C. Rennie, the chairman of the 
Section, in responding, spoke of the advantages which the Students 
Section gave not merely of a technical but also of a social character, 
Now that Local Students’ Sections were in existence at Newcastle 
and Manchester there was growing up a healthy rivalry, and it 
might be that in future it would be possible to arrange social 
intercourse with them. All such joint action would be productive 
of good. 

Mr. Moir, in proposing “ Тһе Colleges," coupled with the toast a 
warm eulogy of the work of Prof. 8. P. Thompson, and the cordislity 
with which the toast was received spoke volumes as to the esteem 
and affection in which Dr. Thompson is universally held. Dr. 
Thompson, in his reply, spoke of the good work which so many of 
the small colleges in provincial towns were doing ín training real 
electrical engineers. Hethen denounced the premium pupil system, 
which had done much in the past to keep good men out of the 
profession, and permitted incapable but rich men to enter. He was 
glad to know that some of the best up-to-date firms were now 
setting their faces against it, and in this movement he wished 
them every success, Dr. Thompson then spoke of the 
coming examinations for admittance into the higher grades of 
membership of the Institution. He pointed out that the aim of the 
examinations, as he understood it, would be to find out what a 
candidate knew, not what he did notknow. They would be human 
in character, and should not frighten anyone from trying to pass 
them. Finally, Dr. Thompson referred to the fact that the Colleges 
at heart were the students, and that the students made the colleges. 
Without them, the celleges were mere buildings, mere staffs of 
professors. It needed the life and energy of the students to make 
them really live. 

The remaining toast, that of The Guests, was proposed by Mr. 
Mould, and responded to by Mr. P. G. Bowie and Mr. S. A. Smith. 

INSTITUTION OF ELECTRICAL ENGINEERS (SCOTTISH SECTION). 
—There was a large and representative attendance at the annual 
dinner of the Scottish Local Section, held in Glasgow on Tuesday, 
December 17th. The Imperial Forces" were proposed by Mr. 
Robert Caird, L.L.D., and responded to by Engineer-Commander 
Wood, R.N., and Sir George Thomas Beatson, M.D., K.C.B. Sir 
John Ure Primrose gave The City of Glasgow," and Lord Provost 
Stevenson acknowledged. The taast of “ The Institution of Elec- 
trical Engineers" came from the Bishop of Glasgow and Galloway, 
and Mr. Wm. Duddell, F.R.S., president of the Institution, replied ; 
while the “Scottish Local Section was submitted by Mr. R. K. 
Morcom, member of the Council I.E.E., and Mr. Wm. McWhirter, 
chairman of the Scottish Local Section, replied. There was a 
larger attendance than at previous functions, the company 
numbering about 300. 

Ata meeting of the Section held in Edinburgh on December 
10th, Mr. F. Creedy read a paper on “ The Turbo-Converter.” 

INSTITUTION OF ELECTRICAL ENGINEERS (DUBLIN SECTION).— 
On Thursday last week an informal paper was read by Mr. E. 
Handcock on "Illumination—Metal-Filament Lamp Lighting in 
relation to the Eye." A discussion followed, in which many 
members took part. It was decided that the day of meefing should 
be changed to the second Friday in each mont. 

ROYAL SOCIETY OF ARTS.—On December llth Dr. F. Mollwo 
Perkin read a very interesting paper on " Natural and Synthetic 
Rubber,” in the course of which he stated that when all the new 
sources of supply were in full swing there would probably bes 
glut of rubber on the market, ünless new uses for rubber were 
found. The Badische Anilin und Soda-Fabrik had put aside 
£1,000,000 for research in connection with synthetic rubber. In 
the discussion, Mr. R. Kaye Gray pointed out that the raw rubbers 
differed in their properties according to their origin, and plantation 
rubbers had their drawbacks; they could not be expected to be 
absolutely uniform. He had no doubt that synthetic rubber would 


be produced in the future, but it would involve a great amount of 


work. Mr. W. F. de Bois Maclaren believed that plantation rubber 
would eventually be sold at 5d.alb. Mr. W. F. Reid did not think 
there was a great future for synthetic rubber. 

INSTITUTION OF ELECTRICAL | ENGINEERS (MANCHESTER 
SECTION).—On Tuesday evening a paper was read on “ Electric 
Welding,” by Mr. P. Bucher ; a discussion followed, to which the 
author replied. | 

SOCIETY OF ENGINEERS (INC.)— The third annual general 
meeting was held on Monday, December 9th. The report of the 
scrutineers of the postal ballot for the election of council and officers 
for 1912, showed that Mr. Arthur Valon had been elected Preeident, 
and Messrs. Н. С. H. Shenton, Norman Воогріе, and T. E. Bower 
Vice-Presidents. The President's gold medal was awarded to Mr. 
W. P. Durtnall, for his paper on “The Generation and Electrical 
Transmission of Power for Marine Transportation.” 

INSTITUTION OF ELECTRICAL ENGINEERS (LONDON). — On 
Thureday last week a paper was read on A Single-phase Motor 
with Pole-Changing Windings, by Messrs. J. S. Nicholson and 
B. P. Haigh, and a discussion followed. The annual dinner of the 
Institution will take place on Thursday, February 6th, at the Hotel 
Cecil. 

The annual dinner of the LEEDS ASSOCIATION OF ENGINEEES 
was held on Saturday, December 7th; the sole subject of the 
speeches was the Leeds electricity supply. | 

BRIGHTON.—Mr. J. Christie, engineer and manager of the 
municipal electrical undertaking, on Monday delivered a lecture on 
"The Brighton Electricity Supply Undertaking " to the members 
of the Preston Litetary and Debating Society. The conclusion was 
devoted to the advantages of the “Tricity cookers and utensils, 
and afterwards an interesting demonstration was given. 


Appointment Vacant.— Switchboard attendant, for the 


Corporation Electricity Works, Paisley (258.). See our advertise- 
ment pages in this issue. 
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Fatalities,—A youth aged 14 years, named Harold R. 
Raymond, son of & farmer, of Erdington, near Birmingham, had 
been in tbe habit of making electrical experiments and giving him- 
self light electric shocks in а bath. Asarule, he contented him- 
self with a small battery, but on Saturday he fixed his wires to the 
electrio light apparatus and got into his bath, and was afterwards 
found dead. At the inquest it was stated that the pressure was 
230 volte. A verdict of " Accidental Death was recorded. 

According to Lioyd's newspaper, Mr. Thomas Smith. traction 
inspector of the electrified section, was knocked down by a train 
and killed while crossing the line on the elevated electric line of 
the London, Brighton and South Coast Railway, in the vicinity 
of the workshops at Peckham Rye Station on 14th inet. 


Physical Society Exhibition.—On Tuesday last the 
Society's annual exhibition of electrical, optical and other 
apparatus was held at the Imperial College of Science. The 
number of exhibits was less than usual, but several very 
interesting novelties were shown, and-will be described in our 
later issues, 


A Christmas “ Caution."—The British Fire Prevention 
Committee has issued a timely “ Caution " as to certain fire dangers 
common to the festivities of the Christmas season, such as enter- 
tainments and parties ; Christmas trees are fruitful sources of fires, 
as well as paper lanterns, tissue paper, cotton wool and celluloid, 
, and children especially are liable to dangerous accidents at this time. 
Copies of the “ Caution,” in packets of 10, 25 or 50, will be provided 
free upon written application to the offices of the Committee, 8, 
Waterloo Place, London, S. W. 


Educational Notes. — As will be seen from an announce- 
ment in our advertisement pages, the new course at the Crystal 
Palace School of Practical Engineering will commenoe on 
January Sth. 

BATTEBSEA POLYTECHNIC.—Mr. Edwin Tate, J. P., has given to 
the Battersea Polytechnic the sum of £7,000, the interest upon 
£5,000 of this sum to be utilised for scholarships, and the interest 
upon the remaining £2,000 to be devoted to the purchase of books 
for the Tate Library, which was also given by the same donor. 


Magnetic Sender for Wireless Work.—From small 
equipments, such as may be used in outlying stations and by 
explorers, &c., where accumulators cannot be conveniently charged 
and maintained, quite good wireless signals can be emitted by aid 
of & simple magnetic tapper. As early as 1865, Ruhmkorff 
observed that, under certain conditions, the sparks obtained from 
the secondary circuit of his induction apparatus were longer and 
more intense when the primary circuit was broken by hand than 
when a high-speed hammer break was employed. This phenomenon 
was attributable partly to incomplete saturation of the magnet core 
. in the latter case (owing to the short current duration), and partly 
to the effect of "extra current" on olosing the primary circuit. 
These facts are applied in the following apparatus: 

The core of a Ruhmkorff apparatus, without primary winding, is 
excited by a bundle of high-class permanent magnets (weighing a 

few pounds) To obtain a long spark from a light apparatus, the 
reversal of fiux in the core must be as rapid as possible, the magnetis- 
ing period must be as long as possible and the air-gap in the magnet 
circuit must be reduced toa minimum. A convenient arrangement 
is to place a number of highly saturated U magnets of decreasing 
perimeter parallel to each other and so as to form opposite poles in 

‘two straight somewhat divergent extensions. The ends of the 
magnets terminate in soft-iron blocks. 
the core of the induction apparatus to lie between the two poles, and 
the core is provided at its ends with two pairs of iron arms, of which 
one surrounds the two poles at the end where the latter lie closer 
together and the other lies between the poles at the other end. 
This arrangement enables the magnetic circuit to be completed 
through the core, and practically the whole of the flux can be made 
to traverse the latter if care be taken that the movable arms make 
good contact with the magnet extensions, The displacement of the 
magnet core and arms, to reverse the direction of flux through the 
core, requires a certain expenditure of energy, but can easily be 
effected by hand. Z/ Elettricista. | 


Trading with Russia.—A correspondent who bas 
recently visited Russia sends us the following communication :— 

In view of the large number of manufactories in Russia, and 
the large amount of money which appears to be available in that 
country, it seems strange that the quantity of electrical goods im- 
ported from this country should be so small. During a recent visit 
to Russia the writer looked round carefully for English electrical 
machinery, but, alas! “made in Germany” seemed to be the only 
label to be seen, the whole of the business being apparently in 
German hands, In vain was the name of an English firm sought 
for; not a single one was discovered, while Siemens & Halske, 
the A.E.G. and other German firms have branches there, and are 
doing a large and profitable business. 

In the Clado Egorivsky Mill, near Moscow, 2,250 H.P. was recently 
added, in three Diesel units of 750 H.P. each, by Sulzer, with 
generator and motors of German manufacture, and elsewhere 
the same thing is going on. 

Naturally the writer made inquiry as to the causes of this exclu- 
sion of English goods, and found that the first reason was that 
English firms were not represented on the spot; the second reason, 
that they did not take the trouble to quote to the requirements 
even when large orders were in the market; and thirdly, when 
they did quote, their prices and terms of payment were not aocept- 
able, as the competing German firms offered much better terms for 


This arrangement permits - 


- 


payment, giving lengthened credit wherever asked for by a firm of 
repute. - 

As regards representation, the British firms expected to geta 
representative on terms that no one in Russia could or would accept, 
forgetting that, in the large centres, the cost of living is just double 
that in England, the standard being higher. They expect the 
agent to pay cash on B/L even on goods sent over for eale, instead of 
sending goods on consignment, to be paid for when sold. 

What this means is not generally realised, but it amounts to this : 
On a 10 per cent. basis, an agent must do £12,000 to £15,000 per 
annum turnover to make the business worth his while, as his 
remuneration would have to be at least £600 to £800 per annum to 
allow him to live in such style as to aid him in obtaining business, 
wbile his office, showroom, travelling and other expenses would 
make a big hole in £500, and in the case of large contracte the 
expenses mount up enormously. The Englishmen employed at the 
mills must not use а restaurant or place of entertainment below a 
certain grade, and the cheaper cafés are practically barred to them ; 
and this applies to commercial agente equally, as it is only in the 
9 places that the buyers can be seen outside of their own 
offices. 

Even when a British firm sends over a representative, he is seldom 
familiar with the language, manners or customs of the Russian; 
his catalogues are in English, list prices, weights and measurements 
are in English also, and when he has departed, they are seldom 
again referred to, the metric system and home currency as used in 
the catalogues issued by German houses getting at once that prefer- 
ence which comes from familiarity. 

Finally, there is the question of bribery, direct and indireot, on 
a scale hardly understandable here, and without which doing business 
is well-nigh impossible. 


Tramway Socia],—The Lancaster Electrical and Tram. 
ways staffs held a social evening the other day in the Alexandra Hall, 
120 being present, including the Mayor and Mayoress and Councillor 
T. Wilkinson (the new chairman of the Tramways Committee). Mr. 
Milnes, electrical engineer, acted as chairman of the Organising 
Committee. 


Electricity Applied to the Finding of Lost Pipes.— 
It has been a common experience in the older towns that metallic 
pipes which have been useful in their day have been discarded, and 
after their abandonment have been lost. Moreover, even if they are 
still in use it sometimes occurs that accurate plans have not been 
kept during the process of laying the pipes, with the result that 
when it becomes necessary to determine the position underground 
of the pipe service, even the most important pipes are sometimes 
situated at positions varying somewhat from those at which they 
were expected to be. In the case of extensions and street improve- 
ments, this sometimes leads to difficulty, and it is, therefore, 
interesting to hear that a device well-known to mains engineers 
has been usefully applied to the purpose of detecting the position of 
pipes underground, and has been adopted by a considerable number 
of water companies and gas companies in the United States, as well 
as by the Water Department of the United States Government at 
Washington. The principle which the Modern Ironworks, of 
Quincy, III., the manufacturers of the apparatus, have adopted 
depends on the fact that a conductor carrying an intermittent 

electric current is surrounded by a magnetic field, and if a coil 
of proper construction is brought within this field an electrical 
current is induced in the coil. If the coil is connected to a tele- 
phone receiver, the effect of the current is manifested by a sound 
produced in the receiver. Moreover, the nearer the coil is brought 
to the conductor the louder is the tone. The pipe localiser consists 
of a specially formed vibrator and induction coil placed in an oak 
box, provided with a space for the battery ; this part of the appa- 
ratus is designed to produce the necessary current in the lost pipe. 
A specially-constructed detector coil and receiver is provided for 
tracing the circuit. Supposing, fer example, that it is not known 
to which main a service pipe is attached, which supplies a par- 
ticular house on a street corner. The circuit is formed by con- 
necting the instrument on one side to the house service and on the 
other to, say, the nearest fire hydrant. On closing the battery 
circuit the current flows through a certain area underground, and 
anywhere in the field formed by the pipes and the wires the tone 
can be heard by the operator so long as he carries the coil parallel 
to the ground and applies his ear to the detector telephone. In 
passing over the service pipe or main an abrupt change in the tone 
is noticeable ; stopping where this change takes place, the operator 
will be found to be standing almost directly over the pipe. By this 
means it has been made possible to find pipes which were buried 
more than 15 ft. underground, while pipes in walls or floors are 
easily found. For general street work the device is obviously of 
considerable use, as it will find pipes without pulling up the 
pavement and digging for them, 


LI 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with tha 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW »osted as to their movements. 


Central Station Officials, —T wo switchboard attendants 
have been appointed to the Portsmouth Corporation electrio lighting 
department following on the recent advertisement, namely, MR R. L. 
AXFOBD, formerly of the Bradford electricity works, and Mr. W. 
TAYLOR, formerly of the Manchester electricity works. 
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e 
Мв. WILLIAM JONES, superintendent at the Valley Road Electricity 
works of the Bradford Corporation, has resigned his position owing 
to ill-health, and Мв. FAIRBURN bas been appointed to gucceed him. 
Мв. Jones has been with the electricity department since it com- 
menced operations 23 years ago. 


Tramway Officials.—Mr. BiNws, the retiring engineer 
and manager of the Reading Corporation tramways, has been pre- 
sented by the borough officials with an engraved silver salver and 
silver tea tray, and by the workmen of the tramway department 
with a set of gold cuff links and gold studs. As announced in the 
ELECTRICAL REVIEW, Mr, Binns is leaving for Brazil. 


General.—On Thursday last week the engineering staff, 
past and present, of the City of London Electric Lighting Co., enter- 
tained Mr. FRANK BAILEY, the chief engineer of that company, to 
a complimentary dinner at the Waldorf Hotel. The company, 
which included a number of the contractors intimately connected 
with Bankside in the past, totalled 70 odd, was presided over by 
Mr. R. A. Chattock, chief engineer of the Birmingham Corporation 
electric supply department. Among those present were Sir 
Alexander Kennedy. Bart, Mr. 8. Z. de Ferranti, Mr. J. H. 
Rosenthal, Mr. A. L. C. Fell, Mr. G. Nisbett, Mr. A. Bruce 
Anderson, Mr. J. C. Bull, Mr. A. F. Harrison, Mr. F. J. Walker, 
Mr. S. Dobson, Mr. H. W. Kolle, Mr. T. Browett, and Mr. F.H. 
Jackson. Sir Charles Parsons, Mr. W. W. Blunt and several others 
wrote expressing regret at their inability to attend. Mr. Chattock 
was in quite his best form, and the proceedings went with a 
Splendid swing. In proposing the guest of the evening, Mr. 
Chattock recalled first meeting Mr. Bailey 23 years ago, and being 
put through the mill Those were the days of colossal difficulties, 
but in spite of these, Mr. Bailey had always been a friend to the 
men under him, and had done his best to give them good advice. Mr. 
Bailey also had & wonderful personality with the directors of the 
company, and obtained their complete confidence even during 
_ the times when interruptions of the supply occurred almost daily. 
He regarded Mr. Bailey as one of the generals of the industry, for 
he had carried his plans through with complete success, as witness 
the position of the City of London Electric Lighting Co. to-day. 
The presence of Sir Alexander Kennedy reminded him of the D.c., 
A.c. controversy, when D.C. stood for "doubtful continuity " and 
A.C. meant ‘‘all correct.” Singularly enough, the years had com- 
pletely reversed the positions of the then champions of the two 
systems, Mr. Bailey being now for D.C. and Sir Alexander for A.C. 
Mr. Chattock recalled the manner in which Mr. David Wilson used 
to handle the boiler plant. At the conclusion of his speech, Mr. 
Chattock presented Mr. Bailey with a handsome solid silver tea 
tray аа a token of the esteem and regard in which he is held by 
past and present Banksiders. The toast of Mr. Bailey's health 
was then drunk with great enthusiasm. Mr. Bailey, in reply, said 
that it had always been an honour and pleasure for him to work 
with the members of the Bankside staff, and he felt that his was 
a difficult task to thank them appropriately for their magnificent 
present. He would cherish it in memory of that occasion, and of 
their many agreeable associations in the past. He could not help 
feeling that he had done nothing expecially to deserve such a gift, 
nor was it yet his intention to retire from active service. 
Recalling the troublous times of pioneering they only seemed like 
yesterday. He remembered the incident in which Rothschild’s 
Bank, in St. Swithin's Lane, was nearly burned out through a short 
on a small length of bitumen cable and how the authorities 
warned them to be careful what they were doing. The staff at 
Bankside were then experts in spectrum analysis, and when a flash 
occurred would remark quite casually, “ Аһ! that’s an armature 
by the colour.” The relieving watch always inquired anxiously 
how many machines were left, and they never received the same 
answer. In all those trials and difficulties he always had had the 
cordial sympathy of the entire staff, and was greatly encouraged 
by it. But many things were done then which would not be 
dreamed of now. The City Company was, he believed, the only 
one which ever signed a contract and drew up a specification after- 
wards. This had actually happened in General Webber's day. The 
chief difficulty with which the company had always been con- 
fronted was the procuring of plant of the required size. Mr. 
Ferranti had proved of great asristance then, not only in the way 
of big units of his own, but in rebuilding the coils on other 
machines. In switchgear also Mr. Ferranti had replaced inade- 
quate designs and saved the concern from a disastrous end. Mr. 
Bailey humorously descrihed the Ferranti engines at Bankside as “a 
sort of fair," and said that the valves never miered whatever else 
happened. The Ferranti plant was still at Bankside because 
all the heavy parts were shrunk together and could not be taken to 
pieces. They were the despair of metal merchants, who could make 
offers but could not get the plant away. Mr. Bailey's speech was 
bristling with many other humorous incidente, which amused the 
company immensely. In conclusion, Mr. Bailey remarked that he 
hoped to continue to carry on the good work of the City Co. In 
response to the toast of The Visitors,” proposed by Mr. A. F. 
Harrison, Sir Alexander Kennedy referred to the pleasure it gave 
him to join in the expressions of esteem and affection for Mr. Bailey 
which had been voiced that evening. Speaking of the " battle of 
the systeme," he thought that experience had proved the wisdom 
of combining them, and he suggested that absolutely complete and 
devilish current" would describe that combination. Mr. J. H. 
Rorenthal (Babcock & Wilcox) proposed The Bankside Staff, Past 
and Present,” and recalled the interesting fact that 12 of the old 
members held positions as the chief engineers in important electric 
supply undertakings and two had joined his own staff. Mr. F. 
Jackson replied and was amusingly reminiscent, recalling the proud 
feeling with which the H.T. amperes used to be read with a magnify- 


ing glass. He also mentioned an incident in which a driver reported 
the vacuum had escaped, and was last seen near No. 4 
machine, slightly blue in colour! Mr. Ferranti was also 
very amusing in hia proposal of The Chairman.” He 
said that, as a contractor, he had to try and make money 
but it was Mr. Bailey's fault if he had not done so. He eulogised 
the good work which Mr. Chattock had done both during and eince 
the days of Bankside, and referred to the geniality with which he 
had presided over the evening's proceedings. An excellent concert 
programme was gone through after the dinner, and the gathering 
broke up at a late hour. A hearty vote of thanks was given to 
the Committee and hon. secretaries, Mr. F. Samner-Smith and Mr. 
P. F. Rycroft, for the work which they had done in organising the 


party. 

Mr. F. W. Cooke, M. I. E. E., is retiring from the Great Northern 
Railway Co.'s employ at the end of this month, after 43 years’ con- 
tinuous service as head of the technical staff and assistant super- 
intendent of the telegraph department. He is commencing business 
immediately as consulting engineer and electrical expert, with 
offices at 50, London Road, Retford, Notts., where he will be glad 
to receive communications. Mr. Cooke will be remembered by 
some of our readers in connection with the early experiments in, 
and introduction of, train lighting by electricity on the Great 
Northern Railway during the eighties, &leo in the electrical inter- 
locking of blocks and signals, and various other applications of 
electricity to railway working. 

The staff of the Corporation Electricity Works at Peterborough 
has presented a framed photograph of the whole of the electricity : 
undertaking to ALD. CLIFTON, chairman of the Electricity 
Committee. 

Мв. W. F. LLovp, who has resigned his position with the Coat- 
bridge and Airdrie Electric Supply Co., to take up an appointment 
at the steelworks of Messrs. Wm. Beardmore & Co., of Parkhead, 
near Glasgow, has been presented by his colleagues with a gold 
watch. 

Мв. Ernest TAYLOR, of the electrical staff at Denaby Main 
Colliery, has been appointed chief electrician at the newly 
developed Rossington Colliery, near Doncaster. 

SIR CLARENDON HYDE has been elected a director of the 
Metropolitan Railway Co., and MR. PAUL SPEAK has been elected 
deputy- chairman. 

The Western Union Telegraph Co. have appointed MR. STANLEY J. 
GODDARD, lately general superintendent of the National Telephone 
Co., Ltd., to be their European representative. Mr. Goddard, who 
will exercise general control of the business in Europe in con- 
nection with the Western Union Atlantic Cables, will have his 
office at 26, Old Broad Street, E.C. 

MR. FRANCIS POLLARD, of Preston, bas been appointed elec- 
trical and mechanical engineer at Salford Infirmary. 


NEW COMPANIES REGISTERED. 


Electric Tramways of Ribeirao Preto, Brazil, Ltd. 
(125.780).— Registered December 7th, by G. W. Grice Hutchinson, 90, Bedford 
Row. W. C. Capital, £210.000 in 200.000 preferred ordinary shares of £1 eacb, 
and 200,000 deferred shares of Is. each. Objects, to construct, purchase, lease 
or otherwise acquire any tramway or tramways in the State of Sao Paulo, 
Brazil, to equip and work the same by electricity, steam, ojl, horse or other 
power, and in particular to enter into an agreement (tbe parties to which are 
not named), for the acquisition of a business of tramway proprietors at 
Ribeirao Preto, in the said State. The signatories (with one share each) are :— 
A. J. Hughes, 1, Pump Court, Temple, E. C., barrister; H. Burnett, 18, Feather - 
stone buildings, E C., engineer; W. Gwyn Jones, 55, Chancery Lane, W. C., 
company secretary; A. R. Pratt, 81, Goldrmith Avenue, Manor Park, E.; 
Е. W. Roser, 221, Earlsfield Road. S. W., law stationer; H. J. Thorpborrow, 8, 
Belgrave Street, King's Croes, W. C., law stationer; W. H. Masters, 97, 
Urimington Square, W.C., gentlemen. Minimum cash subscription, £100. 
The first directors (to be not less than seven or more than 11) are to be 
appointed by the signatories; qualification, 100 shares; remuneration, £300 
each рет annum. The company may pay underwriting commission not 
excecding 25 per cent. to the nominal value of the shares. | 


Thistle Syndicate, Ltd. (8.464).—This company was registered 
in Edinburgh on December 6th, with a capital of £1.000 in 250 preferred ordi. 
nary ard 750 deferred shares of £1, to carry on the business of makers of 
electrical appliances, machinery, &o. The subscribers (with one share each) 
are:— C. Robinson, Beechworth, Dunoon, engineer; Н. M. MacCallum, 175, 
Bt. Vincent Street, Glasgow, consulting engineer. Private company. The 
number of directors is not to be less than two or more than four; the firet 
are not named, Registered office, 37, Bank Street, Kilmarnock. 


Gleeson O' Dea & Co., Ltd. (3.917)— Tbis company was 
registered in Dublin on December 2nd, with a capital of £5,000 tn £1 shares, to 
acquireand carry on the business of ironmongers, electrical engineers, &c., carried 
on by Gleeson O'Dea & Co., at 21 and 22, Christchurch Place, and 9, Werburgh 
Street, Dublin. The subecribers (with one sbare each) are :—J. O'Dea, 
Capel Street, Dublin, ironmonger; J. A. кое, Bt. James, Kilmanham, Dublin. 
ironmonger: K. O’Dea, Bouth Circular Road, Dublin, book-keeper. Private 
company. The number of directors is not to be less than three or more 
than five; the firet are J. O'Dea, J. A. Foley and K. O'Dea : qualification, 
one share. Registered office, 21 and 22, Christchurch Place, Dublin. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


` Krupka & Jacoby, Ltd.—Partioulars of £8,000 debentures, 
created November 26th, 1912. filed pursuant to Вес. 98 (3) of the Companies 
(Consolidation) Act, 1908, the whole amount being now issued. ph 
charged: The company’s undertaking and property, inclading uncall 
capital. No trustees. 
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Sunderland District Electric Tramways, Ltd. — А 
memorandum of satisfaction in foll on December 2nd, 1912 (a) of charge dated 
December 14th, 1906, securing 420, 000, and (b) of mortgage or charge dated 
May 29th, 1948, securing 420, 000, and (c) to the extent of £40,000 on same date 
of mortgage and charge dated December Sth, 1908, securing £100,000, notified. 
Particulars of first mortgage income bonds not exceeding £72,000, created 
December 2nd, 1912, also filed, pursuant to Beo. 98 (B) of the Companies’ 
(Consolidation) Act, 1908, the amount of the present issue being £70,074 18s. Id. 
Property charged: The company's undertaking and property, presert and 
future, including uncalled capital. Notrustees. Particularsof second income 
bonds, not exceeding £12,000 created rame date, also filed pursuant to same 
section, the amount of the present issue being 411.241 бв. ld. Property 
charged: As above. No trustees. Particulars of £30,000 prior lien debentures, 
created December 2nd, 1912, and secured by trust deed of even date also filed, 
8 to same section, the amount of the present issue being 4 20, 000. 

roperty charged: The company's undertaking and property, presens and 
future, including uncalled capital: interests inthe Houghton-le-Spring Distriot 
Tramway Order: land in Newbottle, benefit of agreements, and the company’s 
undertaking and property, present and future, including uncalled capital. 
Ghee. F. Last, 7, Norfolk Place, 8.W.; and G. Cursons, Grove Park, 
swick. 


Vaughan & Son, Ltd. (61.526).—Capital £50,000 in £1 shares 
(20,000 preference and 80,0(0 ordinary). Return dated August 21st, 1912. 16,380 
preference and 26,789 ordinary shares taken up. £48,169 paid. Mortgages and 
charges, 25,000, 


W. R. Sykes Interlocking Signal Co., Ltd. (93,078).—Capital 
£50,000 in 87,500 A and 12,540 B shares of 10s. each. Return dated 
October 2nd, 1912. 42,797 A' and 12,500 "B" shares taken ор. Js. m. рег 
share called up on 42,297 “ A," £7,986 188. 0d. paid. 10s. per share considered as 
paid on 12,500 B '' (£6 250) and 5s. per sbare ор 42,297 * A (4 10, 574 68.). Mort- 
gages and charges, £16,000. 


Pirelli, Ltd. (103,068).—Capital £8,000 in £5 shares. Return 
dated October 7th (fi'ed October 14th), 1912. All shares taken up. 48.000 paid. 
Mortgages and charges, nil. 


Grindell-Matthews Wireless Telephone Syndicate, Ltd.— 
Particulars of £3,800 debentures, created November 2&th, 1912, filed pursuant 
to Bec. 98 (8) of tbe Ccmpanies’ (Consolidation) Act, 1908, the amount of the 
present issue being £2,500. Property charged: The company’s undertaking 
and property, present and future. No trustees. 


Pontelec Welding Patents, Ltd.—Iseue on November 22nd, 
9 F4 1 debentures, part of & series of which particulars have already 
een filed. 


Egham and Staines Electricity Co., Ltd.—Iseue on November 
28th, 19:2, of £500 debentures, part of a series of which particulars have 
already been filed. 


James Keith & Blackman, Ltd.—Psrticulars of £10.000 
second debentures, created November 18th, 1912, and secured by trust deed 
of even date, filed pursuant to Sec. 98 (8) of the Companies’ (Consolidation) 
Act, 1908. There is no issue at present. Property charged: The company's 
undertaking and pope present and future, including uncalled capital 
of various properties in Forfarshire and London... Trustees: Bir Francis 
Webster, Kt., and W. K. Macdonald. 


Yarmouth (I. W.) Electricity Supply Co., Ltd. (56,884).— 
Registered April "th, 1°98; capital, £6, in £l shares return dated 
October 81s$ «filed November 7th, 1919); 361 shares taken up; £1,805 con- 
sidered as paid. Mortgages and charges: Nil. Registered office, Yarmouth, 


I.W. 


Pacific and European Telegraph Co., Ltd. (36.683 C.).— 
Capital, £100 000 in £10 shares; return dated November 26th, 1912 (filed 
November 28th, 1912); all shares taken up; #4 per share called up; £40,000 
paid, Mortgages and charges: £72,400. 


A. 8. Cartwright, Ltd.—Charge on 75 and 76, Ford Street, 
Hockley, Birmingham, dated November 28th, 1912, to secure all moneys due or 
to become due from the company to United Counties Bank, Ltd., 68, Colmore 
Row, Birmingham. 


Rhondda Tramways Co., Ltd.—A memorandum of satisfaction 
to the extent of £2,800 on November 28th, 1912, of charge dated March 2th, 
1911, and November 13th, 1912, securing £240,000, bas been filed. 


Johnson Secret Wireless Telegraph and Telephone Testing 
Syndicate, Ltd.— A memorandum of satisfaction in ful! on November 26th, 1919, of 
debenture dated February 20th, 1911, securing £100, has been filed. 


Yorkshire Cable Co., Ltd. (99.015).—Return dated October 28th, 
1912. Capital £5,000 in £1 shares, 2, 422 shares taken up. £2,422 paid. Mort- 
gages and charges, £1,200. 


Stock Exchange Notices.— Applications have been made 
to the Committee to allow the following securities to be quoted in 
the Official List :— 

Calgary Power Co., Ltd.—Further issue of £31,000 6 per cent. 80-year first 
mortgage bonds of £100 each. 

Toronto Power Oo., Ltd — Further issue of £619,816 44 per cent. consolidated 
guaranteed debenture stock. : 

The Committee have (1) appointed special settling days as 
under :— 

Friday, December 20th.—General Electric Co.—Scrip, fully paid, for 
24,000.000 5 per cent. gold debenture bonds (London issue). 


Sao Paulo Fleotrio Co., Ltd.— Scrip, fully and partly paid, for £1,880,000 
b per cent. 50-year first mortgage bonds. 


And (2) ordered the undermentioned securities to be quoted in 
the Official List :— i 

Canadian Western Natural Gas, Light, Heat and Power Co., Ltd. Further 
issue of £113 018 5 per cent. first mortgage debenture stock. 

General Electric Co.—8crip, fully paid, for 64,000,С00 5 per cent. gold deben- 
ture bonds (London issue). * 


Bao Paulo Electric Co., Ltd.—Scrip, partly paid, for £1,890,000 5 per cent. 
60-year first mortgage bonds. 


Yorkshire (West Riding) Electric Tramways, 
Co., Ltd.— The Transfer Books, so far as they relate to 6 per cent. 
cumulative preference shares, are closed to December 31st. Divi- 
dends will be payable on January Ist, 


CITY NOTES. 


Melbourne Electric Supply Co., Ltd. 


THE report of the directors for the year ended August 3lst (as 
printed in the Times) states that the balance of the company’s 
holding of ordinary sbares in the Adelaide Electric Supply Co. has 
been disposed of during the year at satisfactory and advancing 
prices; the total net profit so realised amounting to £30.381. The 
increasing prosperity of the company enabled the directors tu con- 
clude an arrangement in January last for the sale of the unissued 
balance of £125,830 consolidated ordinary stock at a price equal to 
par net to the company. Before tbe close of the year under review, 
the whole of such stock had been allotted and paid for in full. By 
arrangement with the holders of the above stock, they will waive 
the undermentioned final dividend, receiving in lieu thereof interest 
at 1 per cent. above bank rate for an agreed period. The saving 
thus effected enables the board to recommend a bonusof 1 per cent., 
free of tax, on the consolidated ordinary stock, which, with the 
final dividend of 5 per cent., makes a total dividend for the year of 
84 per cent., free of income-tax. The proceeds of these transactions 
enabled the temporary loans from the company's bankers to be paid 


off; provided the funds necessary to cope with the expansion of 


the company's undertakings at Melbourne and Geelong ; and at the 


close of the financial year left a balance in hand of £78,242 avail- 


able for furtber capital expenditure. The profit and loss account 
shows that the gross profit derived during the year from the Mel. 
bourne and Geelong undertakings, including the Geelong tram ways, 
was £56,272. After payment of management and general expenses 
at the London head office, together with interest on debenture 


stock and temporary loans, &c., and after placing to depreciation 


and general reserve £10,860, there remains & credit balance of 
£24,892, to which has to be added £5,207 brought forward, making 
a total of £30,100. After paying the dividend and bonus there 
will remain £5,585 to be carried forward. With regard to the 
profit of £30,381 realised on the sale of the company's holding of 
Adelaide shares. the directors have added thereto £46, representing 
the difference between the purchase price and par value of deben- 
ture stock redeemed during the year; and they recommend that 
out of such fund a sum of £10,287 be applied in writing off certain 
items in the Melbourne and Geelong sccounta, and that the balance 
of £20,140 be added to the depreciation and general reserve account, 
making a total addition to the latter of £31,000, and thereby raising 
it to a total of £55,000. 


In the tables of progress the following figures appear :— 


Total 
equiv. 
No. of Light- Motors connections Total 
- соп. ing in rated expressed units Gross 
Date. sumers. in KW. H.P. in EW. sold. profit, 
MELBOURNE— ы 
August 81et, 1910 8,005 4,097 3, 688 f. P. 7,576 3,994,525 £19,279 
A 1911 5.076 5,6800 6196 „ 10,668 65,099,162 33,296 
is 1912 8,6906 . 8,282 7,458 „ 15,786 7,082,871 60,981 
GERLONG— . 
August 81at, 1910 7% 1,018 994 m.p- 1,918 418.101 22,099 
70 1911 804 1,138 1,183 „ 2.225 506.207 8,206 
j 1912 1,099 1,453 1,880 „ 8,049 708,011 5,951 


In the case of Melbourne, the number of consumers has increased | 


by 71 per cent., the total connections by 47 per cent., the total units 
sold by 38 per cent., and the gross profit by 51 per cent., as com- 
pared with the previous year. Further illustration of the develop- 
ment of the Melbourne undertaking is afforded by graphic curves. 
Orders in Council for the supply of electricity in the Melbourne 
suburbs of Sandringham, Hampton and Oakleigh, have been granted 
to the company during the year, and distributing mains are being 
laid in these districts. The Geelong undertaking also shows satis- 
factory growth, and the directors are pleased to say that the small 
system of electric tramways at Geelong, a portion of which was 
opened for traffic in March last, is working well, and already shows 
а small profit. The remaining section of the lines—-viz., that to 
South Geelong --which, owing to circumstances beyond the control 
of the company, could not hitherto be proceeded with, is now under 
construction ; and the directors anticipate that the completion and 
opening of the same will materially increase the traffic returns. 

The shareholders at the meeting on Monday next will be asked 
to pass two resolutions increasing the number of directors from five 
to six, and also increasing the remuneration of the directors. 

It is intended to nominate Mr. Benjamin Brookman for election 
as the sixth director, 


Central London Railway Co,—The directors have 
sent a circular to stockholders inviting them to take in exchange 
for their stock an equal amount of a new stock to be issued by 
trustees against the deposited Central London stock, and carrying 
a dividend of 4 per cent. per annum, guaranted by the Underground 
Electric Railways Co., of London, Ltd., and a right to 40 per cent. 
of the amount paid in dividends on the nominal amount of the 
deposited stocks in excess of 4 per cent. in any year after the divi- 
dends received by the trustees on the deposited stochs for three 
successive years shall have exceeded an average of 4 per cent, 


Alidays & Onions Pneumatic Engineering Co., Ltd. 
—For the past year the directors recommend a dividend on the 
ordinary shares at the rate of 5 per cent. per annum, and a bonus 
of 5 per cent. per annum, leaving to be carried forward £20,097. 
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Costa Rica Electric Light and Traction Co., Ltd. 


THE directors in their report for the year ended June 30th, 1912 
which is to be presented at the annual meeting to-day, stated that 
the net earnings in Costa Rica, after charging all expenses incurred 
amount to £22,034, as compared with £18,151 for the previous 
year, being an increase of £3,582. The net surplus profit for the 
year is £5,732 (against £3,643 last year) and the directors propose 
to carry the whole of this amount to the credit of discount and 
commission on debenture issues account. At a meeting of the 5 per 
cent. debenture-holders, held at the offices of the company on June 
24th, 1912, it was unanimously resolved to suspend the operation of 
the 1 per cent. sinking fund until the year beginning July Ist, 1916, 
the amount thus released to be applied to the development of the 
company’s business. The number of lamps installed in the lighting 
department increased by 18 per cent. during the 12 months, and 
the motor supply by 55 per cent. The first section of the new 
power station at El Brasil was inaugurated in December last, and 
has been supplying electricity since that date, for all the purposes 
of the business, with entire success, As stated in the last report, 
the directors deemed it necessary to install a second pipe line, for 
safety’s sake, and to increase the power of the station by enabling 
the management to run all the plant (three sets of 500 Kw. each) 
at the same time, if required for peak load. This work has been 
carried out, and the danger of & breakdown through accident to 
one of the pipes reduced toa minimum. In view of the increased 
output of electrical energy demanded for tramway and power pur- 
poses. the installation of & gecond main feeder from the Anonos 
sub- station to the city of San José was found to be necessary. This 
work has been carried out at a cost of approximately £3,300, and 
three new cars have been purchased and delivered, costing about 
£2,600. To provide the necessary cash for the above-mentioned 
items, and for the installation of a fourth unit of plant, so as to 
utilise the full power of the second pipe line when needed, the 
directors have arranged for the increase of the loan, referred to in 
the last report, to £20,000, secured on the unissued 5 per cent. 
debentures, which the lenders have an option to purchase. The 
installation of the fourth 500-Kw. set will mark the completion of 
a fully-equipped and homogeneous power station capable of supply- 
ing 2,000 KW. on an emergency at the switchboard—and with a 
reserve of water-power equivalent to a further 1,000 Kw. available 
whenever the exigencies of the undertaking may demand the 
acquisition of further machinery to utilise it. The management 


of the business in Costa Rica continues to give the directors every . 


satisfaction. During the year the gold premium has averaged 
1124 per cent., as against 113 percent. for the previous year, The 
general manager certifies that all buildings, machinery, plant and 
permanent way have been kept in good working order. The 
insurable buildings and machinery, including the new erections 
at El Brasil, and rolling stock are adequately covered against risk 
from fire. 


Manx Electric Railway Co., Ltd. 


THE tenth annual meeting of the shareholders of the above company 
was held on Tuesday at the offices, 3, Finch Lane, E.C., Col. Sir 
A. G. Boscawen, M.P., presiding. The CHAIRMAN, in moving the 
adoption of the report, said that unfortunately they had had a very 
bad summer as regarded weather. He also rather thought that the 
resources at the disposal of the holiday making public were, in conse- 
quenceof thestrikesandlockouts which preceded the season, somewhat 
seriously crippled. He also pointed out that the counter attrac- 
tions of up-to-date rival holiday resorts on the mainland might be 
responsible for the falling-off of visitors to the island. This fact 
was beginning to be realised in Douglas, and a committee was formed 
there last spring for the purpose of dealing with the advertising of 
the island. A fund was started called the Chamber of Commerce 
Advertising Fund," to which they amongst others contributed hand- 
somely, and of which committee their general manager was an active 
member. More than that might be done, as he had pointed out on 
former occasions, to make the island generally, and Douglas in par- 
ticular, more up to date, and they could only hope that the powere 
that be might see their way to do this. The fact remained that & 
considerable falling off in the total number of visitors tothe island, 
aud consequently also in their passenger traffic, had to be recorded. 
He thought they might congratulate themselves that the conse- 
quences were not more serious, for when all was said and done the 
net result of the year's working, after taking into account the 
whole of the revenue from the various sources, and deducting 
working expenses, various depreciations as last year, debenture 
interest and interim dividend on preference shares, was only about 
£900 worse than last year, that was to say, with the carry forward 
from the previous year, they showed a balance on net revenue of 
£5,501, as against £6,456 last year. They proposed to apportion 
thie balance as to £3,580 for final dividend on the preference 
shares; £1,000 as reserve for special renewals; and £920 as carry 
forward. Their reserve was thereby raised to £8,232, which was a 
considerable sum, but which he hoped to see increased within the 
next few years, both as a safeguard for their large debenture issue 
and as the nucleus of what he might call an insurance of their share 
capital. The official figures of visitors to Douglas between May 
and September gave 493,073, as against 540,067 in 1911, a decrease 
of 46,994, and the number of passengers carried on their 
lines totalled 574,187, as against 606,497 in 1911, a 
decrease of 32,310. He might, however, point out that 
although they had this decrease of 32,310 passengers 
carried, they were still 27,500 higher than the previous beat, which 
was in 1907. The gross revenue amounted to 234, 375, as against 
£36,013 last year, and the working expenses totalled £17,669, as 
compared with £17,214, an increase of £455 over last year, This 


inorease, however, was largely accounted for by extra expenditure 
incurred in day work, &c. and from this source, goods traffic, &o., 
they actually had an increased revenue over last year. of 2615 
which more than made up for the increased expenditure. The 
ratio of working expenses to receipts was 51°4 per cent, as against 
47 78 per cent. last year, and 53°12 per cent. the year before. The 
mileage run was 325,640, as compared with 344,968 last year. 
Passenger traffic receipts per mile was 22°33d. this year, 22 64d. last 
year, or per passenger carried, 12°66d. this year, 12°88d. last year. 

Sig W. Н. VAUDREY seconded the motion. 

Replying to a shareholder, the CHAIRMAN said he would be very 
unwilling to say to what figure they wished to get the reserve for 
special renewals before paying any dividend on the ordinary shares. 
It was most important for the financial position of the line that they 
should continue to build up that account, which was the best 
guarantee that when it had reached a certain amount, ordinary divi- 
dends would be paid. What they aimed at was thoroughly to 
maintain the line out of revenue, and in view of the fact that it was 
an electrical undertaking, and that heavy renewals might be 
required any day, they must have a substantial fund to fall back 
upon. 

The report was adopted. 


Tata Hydro-Electric Co. 


THE annual meeting of Hydro-Electric Power Supply Co., Ltd., 
was held recently in Calcutta, and is reported in the Calcutta 
Statesman, Мв. R. J. TATA presided, and said that the third report 
was а record of progress and construction, promising that power 
would be supplied to consumers at the date intended. Construction 
costs will be higher than estimated. The estimates had been made 
in 1906, and since then land alone has gone up immensely in value, 
Our engineering advisers also, when they came to close quarters 
with problems, found it necessary to increase hydraulic quantities, 
and to make more expensive electric and mechanical recommenda- 
tions. On the other hand, we are confidently advised that we shall 
get very good work. The demand for power has proved gratifying. 


The whole of the original installation has been sold; and it has 


been found necessary to contemplate a small extension at once if 
we are to meet the applications already made, and others apparently 
waiting for the extension. At first it looked as if outside the 
cotton mills there would be no demand for power, but recently 
negotiations seem to indicate the probability of substantial demand 
from other sources. Your directors have decided to apply for 
licence to supply power outside the Island of Bombay. Firm 
application for about 3,000 H.P. has already been received from the 
moffussil; and the promised electrification opens out an obvious 
market for your company’s power. As you are aware, arrange- 
ments have been completed for the extra capital of 25 lakhs which 
the directors have found necessary to meet the cost of the small 
extension contemplated. For the present, nearly all the necessary 
orders have been placed for electrical material. Staff quarters, the 
power house, and the receiving station are being erected. The 
pipe line is being laid. The transmission line is in course of con- 
struction. Cables for feeder system have been laid; and the 
work at the Thana and Panval creeks has proceeded throughout 
the year." 

The report was adopted. A dividend of 4 per cent. from the 
capital was declared. 


Prospectuses.— County of Dorset Electric Supply Co. 
Ltd.—This company is inviting subscriptions for 51,000 ordinary 
shares of £1 each. The list opened on Saturday last and will close 
on Saturday, December 28th. The company proposes to commence 
business by giving a supply in Dorchester, Sherborne, Wimborne 
and District, Swanage, Blandford Forum and Lyme Regis. The 
prospectus mentions that competitive tenders were obtained for 
plant and mains for the towns affected other than Lyme Regis, and 
the, lowest tenders complying with the specification hai been 
provisionally accepted. The estimated capital expenditure at the 
end of the second year of working is £44,250, which includes £5,750 
for the acquisition and development of the Lyme Regis under- 
taking. Messrs. J. & W. Purves are the promoters of the company. 
They will receive £2,000 in cash for their services in securing prov. 
orders and agreements; also 5 per cent. on plant. mains and 
apparatus capital expenditure for engineers’ fees as the works are 
carried out. 


Continental, — BELGIUM. — The balance-sheet of La 


Compagnie Belge d'Electricité Siemens-Sshuckert, of Brussels,- for 
the last financial year shows a profit of £3,264. 

The report of the Compagnie Internationale de Lampes Elec- 
triques Zircone-Wolfram, of Brussels, for the financial year ending 
June 30th last, shows a loss of £29, 167, 

FRANCE.- The balance-sheet of La Société des Trefileries du 
Havre, wire and cable manufacturers, Le Havre, for the last 
financial year shows a net profit of £161,498, as compared with 
only £113,248 in the preceding 12 montha. 

La Sociétó Manufacture Fra^caise de Lampes Electriques à Fila- 
ment Etiré Incassable is the name of a new company which has 
lately been formed at Levallois-Perret (120 Rue de Courcelles) near 
Paris, with a capital of £8,400, to manufacture а new unbreakable 
metal-filament lamp. 

29 Ltd.— 


Automatic Telephone Manufacturing Co 
The dividend for the half.year ending December 31st inst. on the 
6 per cent. preferenoe shares has been declared, and the . 
books will be closed from 17th to 24th inst, 


.— - — E, — ARA 


— — kan — а 


? 
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India-Rubber, Gutta-Percha and Telegraph Works 
Co., Ltd. 


MAJOR DARWIN (chairman) presided on Tuesday at the offices, 
106, Cannon Street, E.C., over the forty-ninth ordinary general 
meeting of the above company. 

In moving the adoption of the report, the CHAIRMAN regretted 
that by. inadvertence they had omitted a reference in the report 
to the death of Mr. P. M. 8. Brodie, which took place in February 
last. Mr. Brodie at the time of his decease occupied the position 
of works manager at Silvertown. He was much esteemed by his 
co-workers in the company’s service. He was glad to find him- 
self before them under pleasanter circumstances than was his 
fortune at the last annual general meeting of the company, as the 
board on this occasion felt themselves fully justified in making the 
recommendation that the ordinary shareholders should receive a 
dividend of 73 per cent. for the year. When the payment of a 
dividend to this class of shareholders was passed a year ago, every 
sympathy one could express was expressed; but the fortunes of 
war were against them. He pointed out at the time that in his 
opinion the stage they were passing through was quite abnormal, 
and that, although one could not prophesy as to dates, yet they 
felt sure that the normal condition would before long re-assert 
itself. The board were grateful to the ordinary shareholders for 
the manner in which they accepted the situation. It was, therefore, 
with all the greater pleasure that the board found they could 
recommend a substantial dividend to the holders of ordinary shares, 
The year under review had not, however, passed without its anxieties. 
The coal strike in March forced them to pay heavy prices for coal 
for a short time, as they had on hand work of a seasonal character, 
which could not be completely arrested. Even in spite of these costly 
purchases they were obliged to curtail their working hours at Silver- 
town. In July & London dock strike occurred, This strike inter- 
fered with the reception of raw material and the dispatching of 
manufactured goods. The result to them, however, was not so 
serious as it might have been had the general li боот situation been 
quieter in the provinces, because their competitors established there 
did not have the whole advantage over them which they would 
otherwise have enjoyed. The raw rubber market had on balance 
been in their favour, but its uncertainty and the fluctuations it had 
undergone had made it a difficult factor in their calculations. He 
was glad to say the quality of their goods continued to command the 
respect of buyers, and that their turnover had increased during the 
year. Inthisconnection they must ask the shareholders to commend 
to their friends the Palmer tire whether for motor, motor-cycle or 
bicycle. In the report it was stated that the trading of the French 
factory and some of the foreign agencies had not been satisfactory, 
while other foreign agencies had produced quite gratifying results. 
The foreign agencies, it must be remembered, were not so immediately 
affected by home disturbances as they were in Great Britain, though 
their markets were subject to local conditions. Their competitors 
might or might not be stocked with goods in these distant places, 
and on this to a great extent depended the result of the business done 
in each locality. He did not think it was in the company’s interest 
to enter into too much detail on these questions, as it was manifest 
that if they were doing a fair business in any locality they should 
not draw too much attention to the fact, nor, on the other hand, did 
they wish to point out the places where things were less favourable. 
Indeed, with regard to many matters the position of a chairman of a 
manufacturing company was a difficult one, for although he wished to 
communicate to his co-shareholders as much information as he could, 
yet he must always have before him the fact that while his shareholders 
heard him, his company's competitors and those who dealt with the 
company as buyers and sellers had also the opportunity of hearing 
the information he gave, and the opinions he expressed. As men- 


tioned in the report, they had just completed the laying of some 


1,300 nautical miles of submarine cable for the Pacific Cable Board 
between Australia and New Zealand, and their staff had carried 
out the work with their usual efficiency and dispatch. They expected 
the Silvertown to sail from Australia about the middle of January, 
under charter. They regretted to say that local taxation at Silver- 
town was increasing again after a short period of some slight 
relief, They had, moreover, to face in the future charges under 
the Insurance Act, which were not inconsiderable, and increased 
premiums payable for insurance under the Workmen's Compensation 
and Employers’ Liability Acts. Still, these extra charges were 
‘applicable to all home manufacturers, and would not unduly affect 
them prejudicially so far as the home competition was concerned. 
They found, however, that the increasing quantity of regulations 
and forms to be filled up was becoming rather a serious matter, and 
' preoccupied the minds of those who should be engaged іп the 
more useful work of attending to their business as manufacturers, 

Mr. R. K. GRAY seconded the motion. 

Мв. FLINT asked a question on behalf of Mr. Lloyd, whether there 
was an annual sto k-iaking and audit of the company's shops in 
provincial towns to ascertain whether they paid their way or not. 

Mr. H. SULLIVAN inquired (1) Whether, in the agencies where 
losses had occurred, steps had been taken to reorganise them ; (2) 
What were the separate amounts of each item under the heading 
"Debts and loan from bank owing by company, and amounts 
received on account of partly executed contract, £262,374 "; (3) 
How much of the reserve fund of £400,000 was invested in the 
business of the company and how much in subsidiary companies ; 
(4) How the value of shares in other companies was arrived at ; and 
(5) What was the proportion of the freehold and leasehold property 
of the company. 

Mr. CHARRINGTON wanted to know to what extent the rates at 

Rilvertown had risen, and if the company was affected. 

Mr. Brook asked why there had been no depreciation on the 

steamships. 


The CHAIRMAN, in reply, said that the ships had been heavily written 
down and were kept well under repair. They believed they were not 
shown at too high & price. With regard to the agencies, there had 
never been a case of want of organisation. It was only a case of 
some agencies not doing so well as others. The books of the agencies 
were closed on July Ist, and, consequently, they were somewhat 
more affected by the bad times which they had passed through. 
They always had their misfortunes in trade, but there was really 
nothing wrong in the agencies, although some had not done во well 
as they hoped they would in the future. The reserve fund was 
invested in the company’s business. Most of the shares in other 
companies were mere cross entries in the balance-sheet. For 
instance, the Palmer Tire Co., of which they held 25108, appeared 
on both sides of the accounts, and, therefore, it was not a 
very material matter what value was placed on it. The 
shares were, to the best of their ability, valued at a figure at less 
than they were worth; but as the shares did not come into the 
market, it was impossible to get a fixed value for them. They had 
also investments in two electric lighting companies, whose 
shares were never in the market, but they were paying, and the 
shares were put in the accounts at less than value. He 
could not give the items as to freehold property, as it had 
not yet been valued, according to Form 4. The largest item 
in the not-completed contracts was the cable he had referred to 
which had been laid, and in a week’s time they would receive pay- 
ment for it. 

Mr. R. K. Gray said the stocks in the home agencies were taken 
each year, but they had not large stocks, and there were always the 
stocks at Silvertown to fall back upon. The rates at Silvertown 
had been down to 9s. 4d., but this half-year's rate was 11s. 2d. 

The report was adopted, and the Chairman was re-elected a 
director. 

MR. FLINT brought forward a motion to the effect that in the 
future the directors’ remuneration should bear a fixed relationship 
to the dividends paid. He disclaimed any idea of the motion being 
in the nature of a vote of want of confidence, but thought that suchia 
sliding scale would encourage the directors to pay better dividends, 

Mr. 8. SULLIVAN seconded the motion. 

Mr. E. J. Fox said he knew neither the directors nor the 
officials of the company, and had only recently become a share- 
holder. Before doing so he took the advice of the chairman of a 
concern which was one of the largest competitors of the company. 
That gentleman said to him, “ In these matters you are in the hands 
of the directors, and if the directors wish to deceive you they can 
do so; but," he added, There is no more honest company trading 
in Great Britain than the India-Rubber and Gutta-Percha Co., and 
you can take every item in the balance-sheet as not only being 
true but probably very much under-valued." He opposed the 
amendment. ; 

The CHAIRMAN said the directors did receive extended remunera- 
tion when the profits rose above a certain point, but that was not 
payable on the amount of dividend paid. He agreed with what 
one shareholder had written to him, that to pay directors on the 
dividend deolared was fundamentally pernicious. 

The motion was defeated by a large majority. 


City & South London Railway Co.— The Financier 
states that the holders of considerably more than 75 per cent. of the 
ordinary stock of the City and South London Railway Co. have 
accepted the offer of exchange recently made by the Underground 
Electric Railways Co., of London, Ltd., and that the offer has in 
consequence become binding. 


A Norwegian Electrolytic Copper Co.—It is reported 
from Kristiania, that the Norwegian Electrolytical Copper Extrac- 
tion Co., which has adopted the Hybinette process, has increased its 
capital from £22,000 to £41,700 minimum, and £55,500 maximum. 
The company has recently taken over the Bandak Electrolytical 
Works, and the increase of capital is in connection with this trans- 
action. The purchase sum in question is £14,000, which is going 
to be paid in shares. 


STOCES AND SHARES. 


Tuesday Evening. 


Stock Exchange markets as a whole remain depressed and 
unhappy. The approach of Christmas is heralded by more than 
‘the usual crop of troubles at home and abroad. Uncertainty seems 
to dog the footsteps of finance and politics alike. “Nothing is 


. cheap nowadays,” said an experienced member of the Stock 


Exchange. “In many cases prices are considerably undervalued, 


but in view of the abnormal condition of the times, you cannot call : 


anything really cheap." This, of course, is looking at it from the 
speculator's point of view; but the investor, too, is troubled by the 
obscurity of the outlook. | l 

One of the bargains to be found in the markets with which we 
deal, is Westminster 84 per cent. Debenture stock. The price is 
nominally about 873, at which the yield is 4 per cent., allowing for 
the accrued interest; but inasmuch as the stock is redeemable at 
par in March, 1920, the return on the money is raised to at least 
2 per cent. more, and 6 percent. on a security which is absolutely 
gilt-edged, must be regarded as а real bargain. Unfortunately, 
there is a scarcity of the stock, but if & buyer could get hold of it 
at the present price he would be indeed foolish to allow his 
opportunity to slip. 


. the Government until the middle of next month ; aud, 
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Other prices in the English Electricity Supply department are 


soarcely so firm as they have been recently. Brompton Preference 
were marked down 5s, but soon rallied again, and Charing Cross 
Ordinary fell 3. County of London Ordinary are somewhat easier 
at 111. Edmundson's shares are now quoted in their new guise, as 
a referenoe to our price lista will show. Kensington Debenture has 
been in request, and at 934 is 2 points up on the week. 

The Railway market, after being depressed by the North-Eastern 
business, braced up upon the conclusion of the strike on that 
system. The decision arrived at by the Commissioner has been 
received with a good deal of dissatisfaction in the Stock Exchange, 


since it is feared that it opens an avenue to fresh trouble hereafter. | 


However, prices rallied to some extent, but substantial falls remain 
so far as Undergrounds are concerned. Metropolitans and Districts 
are flat. Central London Ordinary and Deferred show falls of a 
point apiece, notwithstanding the publication of the company's 
circular to shareholders anent the amalgamation with the Under- 
ground Electric group. City and South Londons fell away— 
this, too, in spite of the fact that the shareholders by the 
necessary majority have decided to accept the offer made by the 
same group. Underground Electrics themselves are lower, the 1s. 


Shares falling ў; and the Ordinary losing 5s., though it is argued 


in well-informed quarters that the latter are amongst the cheap 
speculative lock-ups. 

London United Tramways and Metropolitan Electric Tramways 
issues became a nominal market as the last day approached for 
sending in consents to the London and Suburban scheme. The 

uotations for London and Suburban issues themselves are 8s. 6d. 

or the Deferred, 14s. 9d. the Preferred and the Debenture stock 
about 87. British Electric Tractions are steady, the Б per cent. 
Perpetual Debenture stock being 21 better at 94. Business has been 
fairly animated in most of the Railway and Tramway descriptions, 
but, like everything else, prices suffered from the general uneasiness 
which prevailed throughout the Stock Exchange. 

The Telegraph market has seen a good deal of excitement over 


‘Marconi shares. At one time the price of the Ordinary fell to 4%, 


holders getting out for the reason advanced here last week, This drop 
upeet the pricea of the subsidiary companies, Canadians, Americans, 
and Spanish indicating falls—severe in the case of the first- named. 
A slight rally followed as the price of the parent shares recovered, 
but still a fall of 10s. remains on balance. National Telephone 
Deferred, after being 146, fell to 136, hardening from that price to 
1373, a drop of 18 points in a fortnight. Market anticipation does 
not look for an unofficial announcement as to the purchase price by 
pending this, 
some of the holders have been getting fidgety. The intrasion into 
the situation of claims from holders of First and Second Preference 
shares is another cause for modification of optimism as regards the 
Deferred stock. 

Amazon Telegraphs have been fiat, falling 7s, 6d. Direct 
Spanish dropped J. and West India and Panama la. 8d. The 
market, as a whole, suffered from depression, though for the 
prior charge securities there has been a fair demand, and improve- 
ments are shown in Direct West India Debenture, Eastern Tele- 

ph Debenture, and West India and Panama Debentures. 

&rious issues were marked ez dividend last Thursday. Allowing 
for this, there is no particular net change in the quotations. 

Foreign Traction stocks and shares are mostly weaker. Sub- 
stantial falls have ocourred in Brazil Traction, Mexioo Tramways, 
Montreal Light and Power, River Plate Ordinary, and Shawinigan 
Water. For some of these there are special reasons, aa, for example, 
in the case of the Brazil Traction shares, where selling has pro- 
ceeded from German sources said to be in financial difficulty. 
Shawinigan Water was affected by the steep fall in Canadian 
Pacific shares, and the slump which has taken place in Americans 
cast ite reflection upon Latin-Canadians as well. The news from 
Mexico is tolerably reassuring ; but, with markets more political 
than financial, it failed to have any favourable influence, and the 
drop in Mexico Trams is 9 pointe, Kaministiqiua Common lost 2 to 
143}. La Plata Ordinary recovered a little to Ж middle. United 
Electric Trams of Monte Video are easier, while the Anglo-Argentine 
group maintains its prices with marked strength. 

In the manufacturing division, the principal change is a fall of 
10s. in India - Rubber shares, which is not surprising in view of the 
big rise that took place previously. Edison & Swan came back 1, 
and British Westinghouse Preference fell j. Castner-Kellners are a 
trifle easier at 343. The rubber share market sagged off, in sympathy 
with a decline in the priceof the raw produce at the sales this week. 
There is, however, a fair amount. of quiet investment buying going 
on in the cases of the leading shares, and the floating supply of stock 
is steadily becoming restricted. 


Electromobile Co., Ltd.—The directors report that the 
accounts for the year to August 31st show that, after providing for 
debenture interest, writing off £4,683 in respect of the Charrington 
Street building scheme, and £5,862 for depreciation of carriages 


and plant, the debit balance of £19,978 brought down was increased 
to £30,145.— Financier. 


Eastern Telegraph Co, Ltd.— The directors have 
declared a dividend at the rate of 84 per cent. per annum, less 
income-tax, on the preference stock for the quarter ending Decem- 
ber 31st, and the third quarterly interim dividend of 1} per cent. 


December 31st. 


on the ordinary stock, free of income-tax, for the year to 


MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and may vary according to quantities and other circumstances, 


Wednesday, December 18th. 


CHEMICALS, &o. pee Ге. 
a Acid, Hydrochlorio ec ec per owt. 5j- oe 
a Nitric ee ee PT ee 70 99/. ае e 
a n 0 A vs por lb. 7 a 
a „ Sulphuric per cwt. [6 sa 
а Ammoniac Sal es ee oe 90 J ee 
a Ammonia, Muriate (large crystal) per ton 19 vs 
а riescono antec "s ж " £5 10. " 
a Bisulphide of Carbon " £18 ss 
a Borar.. ee ee » 416 10 ө» 
а Bulphate .. 8 435 10 10s. dec. 
a „Nitrate vx » н 4 #1 dee. 
e [1] te Sugar ee 90 еэ 
а [1] P xide ° о ee [1] 233 Ф 
e Methylated 8 irit oe per a 2/6 е 
а Potassium, Bichromate, in casks per lb. Ex és 
a Potash, Caustic ( д} .. рег ton 10 es 
a „ Chiorate .. PN per lb. " 
a „  Perchlorate бв a " А 
а Potassium, Cyanide (98/100 %).. ^" ө 
(for mining purposes only) 
a Shellac vs ee ss .. per owt, 72/6 ea 
a Sulphate of Magnesia ee per ton 84 10 ee 
a Sulphur, Bublimed Flowers oe nw 46 10 eo 
а „ Recovered ss 2d и 46 10 be 
a 50 Lump T ee ee [T] £5 е 
a Soda, Caustic (white 70/73 90) .. н 210 5 ee 
а [T] Chlorate * ee ee per lb. ry ee 
8 5 d la has is .. per 5 v 
a Sodium ichromate, casks .. per lb. 8d. oe 
METALS, &c, 
b Aluminium ts, in ton lots .. per ton #5 inc. 
b a wie in ton lots " 8119 PIN 
ы b [] Sheet, in ton lots ee I 8190 Фе 
p Babbitt’s metal ingots .. .. £88 to £145 5 
с Brass (rolled metal 2° to 19" basis) per ib, 94. 
Ü » rased) е 8 m 
O „ ‚ (solid drawn) ‘ is d. 
€ v Wire, is . eo 10 
o Copper Tubes (brased) .. 1 
© * 9$ (solid drawn) ee " 119d. 
к „ Bars (beet selected). per ton 
g и Bheet [EJ ee ee » £90 
E [11] Rod . е ee КЕЈ ee " £90 
d : м (Blectrolytic) Bars. ee » 829 ee 
4 » 90 Sheets ° ә н . ee 
d „ „ E. G. Wire per lb. à e 
f Ebonite Rod oe ee ee [:] е 
f н Sheet 0 oe " е 
13 . а и 1/10 T 
utte-percha, ee oe . н oe a ee 
В Indie-rubber, Рага fine " 4/6 34. deo 
i Iron (Cleveland warrants) .. per ton 66/9 4d. 
1, № v. No. 8, P.O. qual, 10 214 FE 
g Lead, к ee ^ ° [i] 318 10 ee 
m Wire No. 98 ее ee ‘peor Ib. P ee 
g Mercury as . per bot. 8 6 41- dec. 
e Mica (in original oases) small per lb, 6d. to 88. iis 
e " rv) ' ө medium ө 86 to 147 0 
, Phosph Brons оа : : 14 о 11 : 
or " à 
A L м rolled bars & roda » 13 oe M 
» rolled strip & sheet 10 1% ae 
o Platinum ee ee es per os. 185/- eo 
d Silicium Bronse Wire per ib eu 
Bteel, et, in . . per ton . we 
g Tin, Blook (nghan) sé bi 10 £999 10 to £28010} ДІ ine 
m Wire, Nos. 1 to 16 .. ee per lb. 9/9 V. 
White Anti-friosion Metals .. per ton £45 to £18) : 
È Zino, Bh's(VieilleMontagnebnd.) ^. 491 126 : 
Quotations supplied by 
a G. Boor & Oo. 1 & Lowe, 
b The British Aluminium Oo., Ltd. k Morris by, Lid. 
c Thos, Bolton & Ltd, - J Blohard Joh & N Led. 
Smith & m W. T. Glover & Oo., 
F. Wigeins & Sons. ` aP. ton & Bons 
f inaia- ubber, Gutte-Percha and e Johnson, Matthey & Oo., Ltd. 
Telegra Works Oo., Lid. 2% 7 ан 
ames ' r W. Е, Dennis 
Edward Till & B. N 


Blackpool, St. Anne's and Lytham Tramways Со. — 
In the report for the year ended October 31st, the directors regret 
the unsatisfactory result on the year's working. Up to the end of 
May the traffic showed a gradual expansion, the inoreaee to that 
date totalling about £1,000. Afterwards, owing to bad weather, 
there was a diminution of іга ся in the summer months of 42,480. 
On the other side, there is an increase in the expenditure, arising 
on the upkeep of the permanent way. The trustees for the deben- 
ture-holders have, upon the recommendation of the directors, 
intimated their intention of paying 1¢ per cent, on account of the 
‘arrears of interest due on the deventure stock, and to enable this 
payment to be made the annual payment of the sinking fund has 
been suspended for this year. . 


Electrical Securities Trust, Ltd,—The directors 


report for the year to November 14th, a loss of 81,486, increasing 
the total deficiency to £56,026. e us 
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SHARE LIST OF ELECTRICAL COMPANIES. 


ENGLISH ELECTRICITY SUPPLY AND POWER COMPANIES, 


| Stock х Closing Rise | Present Btock | Closing Rise | Present 
МАМЕ, egen. Quotations Tor Yield МАМЕ, | or * Quotations | + ог Yield 
| Share, | Р Dec. 17th, Fall p.c. | Bhare, " | Dec. 17th. | Fall | p. o. 
11911. 1912. ё в. d. 1911. 1912. 2 8. d. 
Bournemouth & Poole, — га 10 | 53 6+ 94— 104 b 4 9 Kensington & Knightsbridge, Ота 5 9 8I 78— ВА .. |510 9 
Do, 44 % Pret.. 4 10 | 4 44| 84— 9 4 19 4 Do. 4% Deb. Stock 4 | 4 | 92—95 7 |4 4 8 
Do. Becond 6 00 Pret. ee 10 6 6 10 — 104 514 8 Kent Elec. Power, 4 % Deb, Stock af | 44) "78 — 82 IT uM Lii. 
Do. 44 % Deb. Stock. Stock 44 | 45 | 98 —100 410 0 || London Electrio, Or T . 8 W .. là— 2 815 0 > 
Brompton & Kensington, Ord.. 5 | 10 9% | 8}— 91 5 8 1 Do T Pref, .. e Б 6 6 43— 64 5 14 8 
Do. 1% Cum. Pref. .. AN. 7| 84— 9 317 9 | First Mort. Deb, ..|Btock| 4 1 88 — 91 xd 4 8 0 
Central Electrio Bupply, 4 a 100 | 4 4 or 98 | 418 лы ы e se 5 | 4 | 4 — 83 5 8 3 
Guar. Deb 95 — 98 | Do, 44 Cum. Pref... 5 43 4 14— 44 5 0 0 
Charing Cross, West End & City B. |E 51 48— 53 — 1.417 7 Do. 44 % First Mort. Deb. Stock d | 99 —102 4 8 3 
m 24 Cum. Pref. . х 5 4 4 4j— 43 4 14 9 a 10 Mort. өн 1 шө | | 3 B6 — B8 819 7 
o, “ City Underta. ing "у idland Electric orporat on | і е 
5 5 19 Deb. Pret. | 5 аа, 4- 4 соо 1 “ 96 First Mort. Deb. * 42 00 —101 | А А 
о, o. 4 eb... $e 100 | 4 1 92 — 94 xd 4 5 1 ewcastle-on-Tyne 5 96 i, | i | 
Chelsea, Ord, T * 5 | Б 4+ | 44— 5 5 0 0 А i Non-Cum, 11 б б | 6 4i— 4i {++ | АТ 
Do. 44 95 Deb. . ec .. Stock 44 | 44 | 98 —101 4 9 1 North Metropolitan Power Вар. | , 3 6 
a of oye Ord. ee * 10 ^ 6+ 16 — 18 49D = ply, iil, 6 4 Nor 8 1 100 | 5 | 6 984—1014 * | 418 ( 
o. 6% Cum. Pref, .. * 10 6 6 19 — 133 490 otting Hi 95 Non-Cum. | | К asl | | 
Do. 64 Deb. .. .. stock 5 | 6 | 118 —122 420 Prt,j| 10 610 — 1 ү Р 1 
Do. 44 % Second Deb, E 100 | 4 44 100 —108 475 Oxford 5 71 6t 63— 68 „ 6 
County of London, Ord.. RM 10 | 6 4+ | llà— 12 .. |5 0 о || St. James’ and Pall Mall, Ord. 5 10 10 94— 103 » pera v 
Do. 695, Prof. .. .. «| 10 | 6 | 6 | ug- 123 .. | 419 0 Do, 796 Pref. .. Е ve 64— "i [416 7 
Do, d4 Deb. .. | Btook 4 | 44 106 —108 . |4 84 | Do. B% Deb. T 100 BA | Bà | B5 — 88 1319 7 
Do, & Becond Deb, ..|BStock| 4$ | 44| 98 —101 pf ЖШ Smithfield Markets, Ord, oo | 5 2 | 18— 14 ale 
‘E*mundson’s, Ord. . £3 | Nil| .. | #— Ë T Nil Bouth London, Ord. T T 4 5 28— 88 5 18 4 
Do, 6 % Cum. Pret, 5 Nil! 8| 4—5 oe T Do. 5% First Mort, Deb, .. | 100 5 5 98 —101 419 0 
Do. 6% Non-Cum. Pref. .. B. Е ч 1 — 2 * và Bouth Metropolitan, 7 96 Pret... 1 1 7 | 15—15 5 9 5 
Do, 44 First Mort, Deb, .. | 100 44| 44 | 84 — 87 5 3 6 Do. 4496 First Deb. Stock .. | 100 | 4 4 96 — 99 411 3 
Folkestone . ae P b 6 6 48— 54 517 1 Urban, Ord.. T oe | £8 | Nil | | Se 
Do. 5% Cum. Pref, 5 5 5 48 — bi $ IT 3 Do, 5 % Cum. Pret. .. ec 5 2 | 28— 81 ө 
Do. 43 96 First Deb. ..| 100 4) 435 92 — 95 414 9 Do. 44 % First Mort. PA +» | 100 4& | 44 | B44— 8S4 5 18 
Hove .. T T ee - b | 9 81 7— 8 „ |519 6 Westminster, Ord, ec | 5 | 10 9t Bi— 92 5 8 J 
| | | Do, 49% Gum. Prei. 6 4 44| 42— 5 1 5 9 
| | | 
| | | | 
| | | 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
Adelaide, 6 & Pref. оо o 5 6 | R 54— bà .. |6 6 8 |, Monterey Rly. Light & Power, 
Омош, Ord, о | | ЮРТ oe 2: jsa 1 12 fert. Beb.] 10 | 6 | 5 es- еъ 614 
6% b b b 4$&— Б 416 6 Montreal, Lt., H. and Power .. | $100 | 8 9+ | 227 —9283 — |817 7 
Calgary ower, let Mort, Bds, | 100 | Б | Б | 94 — 96 . 6 4 2 | Northern, Lt., Power and Coal, $500 | 5 | ба | 29 — 38 
ren Di: Com. 8100 | 1 1117 —121 —1 [615 8 5 & 1st Mort. Bonds ae 
Do. Tx Pro f. [ * $100 3 9 118 —192 6 14 9 River Plate * ee eo Stock 10 ee 225 — 285 —11 4 5 1 
oe x be power and F., Ord. 1 B 5 à— fxd) .. |5 6 8 Do. : Non-Cum. Ре, ..| Do. 6 6 106 —111 - 6 6 8 
— and i ELIT 100 6 | 6 | 32— 9 xd .. |6 7 8 || BOY leo. Оо, Моше, B. 100 | a| 4 | 98 —100 .. [410 0 
Eleo. Supply Victoria lst | Bhawinigan Water, Са ..| $100 | 5 | 5 | 188 —148 —94|810 0 
сте Ontario Aet rt, De J xd Ra oe EP $14 4 Do. A ME $50 | 5 | 5 | 106 —108 ITE 
v. 0 8 н . er. ° tock — 
Mori, oaa | $500 | 6 | 5 | %4— 97. | .. |5 3 7 | Toronto 1 f. ыз ..| Do 4 4 914— 9%ха| .. |410 5 
Kalgoorlie Bleo, P. P, and L., Ord. ш. Ni 4 | a P 5 315 : Vera Crus Lt., P. and TENIT 10 | 6 | 5 | 989—993 |.. l6 88 
Keie Gig Power, 60% G. Bs. $500 | 5 5 104 14 .. |4 14 4 | Victoris Falls Poner Pref, .. 1 пап а a3— 8 ee oe 
Melbourne, 6 % 184 Mort. Deb. | 100 | 5 | 5 102 —105 . [415 8 1st Mort, 6 % Gold 063—106 e 
Mexican Ef. Li, 6% 14 М. Вав, | .. | 8 | б i ва S |618 0 
Mexican Lt. & Power, Common $100 | 4 4} | 884— 412 6 
Do. $95 Cum. $100 | 9 7 | 103 —106 —1 6 12 1 
Do. 6 1st Mort. Gold Bas, ee b Ü 96 — 97 oe 5 8 1 


TELEGRAPH AND TELEPHONE COMPANIES. 


Amason Telegra ae 6 10 4 4M| 7 — Th — #16 0 0 || Monte Video Telephone, Ота... 1 6 6t 1— 1  |618 0 
Do. 5 Deb. Stock 5 b 97 — 99 6 1 0 Do. b Pret. oe ee ee 1 b 5 I af . . 6 18 6 
American Telep. & Teleg., Cap. $100; 8 Bt | 142 —144 —$/|511 0 || National ephone Def. .. Stock 6 |.. | 186 — —9 | .. 
Do. t. Prost са 81000 4 4 98 — 96 4 4 B || New York Telep., Gen. Buds. 100 44| «4| m- А 411 9 
Rue American Telegraph .. Stock 8 8 67 — 69 4 7 0 || Oriental Telep. eo, is 1 В 611 1 1 .. |4 910 
Do. 6% ва ee ee | Do. 6 6 | 1105—1114 . |6 7 8 Do. 6% Cum. Pref. .. - 1 6 6 1 1 . . 1418 6 
Do. De eee ee U 90 / oe 25 mad 964 $3 i 6 16 0 Do. 4 Red. Deb. ee ee Stock 4 4 90% + Ф 4 8 5 
Anglo - Portuguese Tel., 6 10 | 5 | 5 |102 —104 «16 9 || Pacifo and European Tel, 4 % Do, | « | 4 | 98 —100 4 4 0 0 
Mort. Deb. Guar. ры 
88 5 7 8 7 7 T 5 8 8 Reuter's 10 |10 10 102— 113 — 38 17 10 
Mure Cable, В. 4% Deb. stu - $ 804— 82 éi : H 0 Баршаға e Gables n -. | Cort. | 6 6 | 127 —180 412 4 
oe eo ee — eo one в о 
Do. 10 W Pref... >. 10 |10 10 | 16 — 17 — 5 1 8 Р Ben As) Brock | 4| 4| 993—101} | .. 4 88 
то ph, Ord. b 4 | 4t 83 — 45 6 8 || United River Plate Telephone b 8 |.. Ti — 7 5 5 10 
Do. 1 Cum. Pref. ee ee b 10 10 7 @e 7 2 10 Do. 5 Саш. . ee ee 5 5 5 e. tto 4 8 11 
Direct United States Cable 10 b 4 7— 72 . |618 4 || West Coast of America .. ‘ 94 | 94 | .. 1 143 „ 1818 5 
Direct W. India Cable, 4} % 100 | | a 99-101 ff 4% | Do ae D Bras. Bub. Tel. 10 | € | 6 | 96 — 99 .. |4 010 
Ord. Btook 7 71 | 188 —196 Р 5 3 0 || West In Panama Teleg. 10 94 | 141 8 — — E: 
Do. 84 е tock.. eo e 84 84 77 — 79 ee 4 8 7 Do. 6 Cum. lst Pref. ee 10 6 6 10 — 1 ov 614 8 
Do. 4% Mort, Deb. .. .. | Do. | 4 4 96 — 98 +4/4 1 8 . 6 pum. жар, < 10 | 6 | 6 94— 10 -- {6.0 0 
Bastern Extension ғә és 10 7 7t | 18 — 134 688 Do. 5 bs. .. a e. | 100 5 Б 102 —104 + 416 2 
Do, 4% Deb. .. 24 .. | Віоск | 4 4 96 — 98 „ | 4 1 8 || Western elegraph, L ae 10 7 7t | 18 — 184 — 5 3 8 
Mt. Db. Mauritius Sub. * Western die 43 % Fdg. Bonds $1000 | 4 | é| 97—100 —1 1410 0 
Globe Telegraph and Trust Je 10 6 61 104— 11 xd — 5 9 1 MES heres 
Do. 6 Pret. oe oe | е 10 6 6 12 — 197 ха — 4 18 2 ^ 
Great Northern Telegraph .. 10 | 18 | 18 274— 294 — 6 2 0 
Indo-European Telegraph .. % | 18 6t | 66 — 58 : 512 1 
Mackay Oom $a Common is 100| 5 b 85 — 88 хі .. | 518. 8 | 
Do. 4 . Pref. ° э ee 100 4 4 67 — 70 xd ee 6 14.4 “a . i 
Maroconi's less Telegraph 1190 — 4 7} 411 6 
Do. 1% Cum. Partio, А 1 (17 — 8 — 478 


* Unless otherwise stated, al] shares are fully paid. a Paid in deferred interest warrants. t Interim Dividend. t 8s. in Funded Dividend Certs 


CONTINUED ON NEXT PAGE. 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued.) 
ELECTRIC RAILWAYS AND TRAMWAYS.—HONME. 


^ Closing Rise | Present Stock Closing Present 
NAME, Dividends! Quotations | + or | Yield НАМЕ, or Dividende Quotations Yield 
itas: Dec. 17th. Fall] p.o. Share. or Dec. 17th, p- o. 
Ba Pret, Ord 1 Nl Nil o wo | i 1475 512— $35 
th Trams , tee ee ee 6 Do B tee 1 d a) 
Do. Б % Pret. ee ee ee 1 5 5 1 n .. 6 8 1 ni benda .. ee 100 t 62 — 6A- T4 6 0 
Do, 4} y ^ Deb. . ee 100 44 43 — 81 5 11 1 Do Deb. ee ee se 100 . — R3 К 8 16 11 
Brit. Elec. 'Trac., B % Pref, ee 100 oe ee 1l4— 134 ee Do, Pref, se ee [ES 100 R5 €— 87 &- 0 6 
0. Deferred 100 „> LE — Do. Con. Pref. ee se 100 > B4 ** 86 4 1 Б 
Do. Ро. 6% Cum.Pr'f, | 100 6,6 87 — 89 xd 613 4 | Metropolitan District Ord, .. | 100 | Nil | Nil | 392— 40+ Nil 
Do, 7% Non-Cum. Pr'f. | 100 5% T 89 — 42 ‘a Do. 6% Deb ee .. | 100 6 6 | 141 —148 440 
Do, Perp. Deb, 100 5 Б | 92 — 96 424|5 4 2 Do. 4% Deb. 100 4| 6 | 94 — 96 4 84 
Do. 9nd Deb. 100 | 4à 44 77 — 81 67 2 Do. 4% Prior Шеп .. .. | 100 | 4 | 4 | 09—101 819 8 

Central ЧИ, 2. Railway, Ord. | 100 8 8 80 — 82 —1 |818 20 Do 4 First Pret, .. e. | 100 4 88 — 90 5.00 
Do. t. T ae ње: UD + 4 81 — R8 416 5| Do, Gtd. 100 - 16 — 78 499 
Do. "rus se ee ee ee 100 2 ee 79 == 81 —1 2 к 9 Metropo tan Heo. ‘Trams, Ord. 1 5 1 1 5 " 1 1 
Do. 4% Deb, ..| 100 4 4 | 100 —102 818 5 Do, Det.. Ww wi f INN Nil 
Do. 5 % Pre EI 1 5 „% ШШ (9% | 6: 11004111 410 1 Do. 44% Deb... .. .. | 10 | 4| 4 — 95 414.9 
Do, А jé s»T 8 b 5 | 109 —111 410 1 Do. 696 Deb. .. ab oo | ME b b 94 — 97 5 8 1 

о. Do. T ee 100 5 5 169 = lil 4 10 1 Potteries, Ord. .. . .. 1 Bà .. po Y $= өө 
Do. Do. 1908 .. ..| 100 b B | 109 —111 410 1 о. 6% Pref. .. oe * 1 b 5 - 619 0 
Do. 4% Dev.. | 100 | 4| 4 | 98 —100 4 0 0! Do. 4495 Deb... 100 | 4| 4 — 88 528 

Dublin United Trams, 6 % Pref. 10 в 6 12 — 13 412 4 || South Metro. Trams, 6 & Pref. 1 6 чё E m E. 7178 

Great Northern & City, Рт'!. Ord 10 | Nil Nil 2 2 Nil о. 4% Deb. 100 * 4 — 511 1 

Hastings Trams, 6 % Pret... И СБТ M3 8 6 8 || Underground Elec, Railways| 10 Nil 

Ay % D 100 44 69 — 74 6 1 7 Do. VAT 1/- .. LL "T же 

Isle y T OD "Trains, Ba Pret. 5 2 24 2à— 28 xd 415 3 Do. 6% First Cum. Inc. Deb, | 100 6 | 112 —114 558 

Lancashire United, 59% Deb. 100 5 5 Bl — 83 6 0 6 Do. 6 come 100 1 — 903 ае 

London Elec. Railw’ IINE Deb. | 100 4 4 96 — 98 418 orkshire (West Riding), Ord. 6 N i» E Y un 

London United Trams кк» 10 Nil — 5 = 6 . Do. 6% Pret. ee ee .. 5 B .. 8 — 4. y 
Do, 496 Deb, . 100 | 4$ | 4 | 72— 75 —1 {6 6 8 Do, é% Deb... .. 100 | 4) @| 79 — 88 5.8 * 

/ 
ELECTRICAL RAILWAYS AND TRAMWAYS.—COLONIAL AND FOREIGN. 

Anglo-Arg. Trams, lst Pref, .. 5 5i E 4i — 417 9 | La Plata Elec, Trins, Ord, өө 1 1 NDA. -2< | 8 | +H |e 
Do, ind Pref, .. 95 = 5 t 44— 44 517 4 Do, А ow ce е 1 6 T 1 „ Ө 0 
Do, 496 Deb. .. T А 100 4 4 934— 95 + 4% |4 B 9 || Lisbon Elec. Trams, Ord, аә 1 6 6+ — b.. 14 0 

. 44 b. ee se . 100 44 44 99 —1 1 а 9 1 ро, 6 Pref. ee .. .* 1 6 6 1 сл oe 4 0 

. Do. 6% Deb. .. "m és | A00 Б Б 974— oet 5 0 6 Do. 5 % Deb. 100 5 5 | 98 — ae 3. 81 

Auckland Trams, 5 % Deb. .. | 100 Б Б | 1084 —105 414 9 || Madras Elec. Tr. 1800, Deb. .. | 100 5 5 100 —102 . |418 > 

Bombay Elec, B. & B, Mic А 10 6 6 11 — 12 Б 0 0 || Manaos Trams & Ist Deb... | 100 6 Б.) 89 — ..|5 8 
Do. 4à X Deb. Rt 100 43 43 | 98 —100 410 0 || Mantia miso R. and 1 Bonds 61000 б | б 1093 | .. |411 7 
Do. 5% 2nd Deb. 85 100 b 5 99 —101 .. |4 19 0 || Mexico Trams Com ..| $100 | 7 | 7+ | 109 —111 —8 |6 6 

Brazilian Traction Light and 8100 90 — 92 —3} Do. Gen. Con. Б % Bonds T ka b b — . 

Power л i = Do. 696 Bonds. e 100 6 6 | 101$—1 .. 15 16 0 

Brisbane Trams Invt,, Or 5 R 81| "A&— 7 5 9 5 | Para Elec. Rlys. & La. Ord. . 6 10 | 10 \ — 3 6 1 3 

— 5 Pref, ee se [E 5 b 5 se 4 15 8 Do. 6 ef, ee ee 6 6 6 5 ==> ГҮ E 91 
44 W Deb. .. 100 | 4| 4 | 1004—1 4% 145-9 9 Do. Б 186 Deb.  .. ..|10|5|6|9—9 |-44|51. 

* Columbia Elec, Rly., Det. oe 100 a es 139 —144 xd ee 5 11 4 Perth (W. A.) Elec, Tr. Ord, ee 1 5 55 i < ee 3 14 
Do. Pref. Ord, .. "Y ax 17И 6 6 | 164—120 ce 1418 7 . 596 lst. Deb. "m b Б — „ 418 
Do, 5% Pref. ..| 100 5 | 6 | 1064 —109 es d$ IL 4 cns 1, e s Bop. Pret, ee 5 6 | 6 53— 6 i 15 0-0 
Do, 1st Mort. Deb. 40 3 4 984 —101 +4/4 8 8 A 100 44 | 44 99—101 we. S ЖОК 
Do, Vancouver Deb. . 100 108 —105 45 9 Rib do Jen rams, tsi Mort } 5 5 102 —104 4 16 2 
Do. 4 Con. Deb, ee ^ 100 4i 5 97 —100 —8 4 Б 0 5% Bonds Rx 3 ° ay. , ^ 

Calcutta 8 б оо e b 7 558 — 6% 514 8 Do. 596 Mort. Bonds .. | 100 b 5 | 904— 984 —141|5 1 
Do. 5 % Pref. - T ec b 5 b + Бү 416 5 || Bao Paulo Tram, Lt. and P.) $50 | Б 5 | 1015—1094 | 4 16 7 
Do. 449 Deb. 100. 4 43 —102 488 '6 % 1t Deb. i — 14216 

Cape Electric Trams 1 $5 -— і ҚА Singapore Trams, 6 . 5 5 82 — B5 -- |617 8 

City Buenos Aires Trams (1904) b 5 5+ — 4 8 O || Bouthern El, Tr. B. A.,5% Deb. | 100 5 Б 95 — 97 —1 |5 8 

4 % De 100 | 5 b —1 418 0 || Un. Elec. Trams Monte Video .. 6 | 7 | 6 6 — ё 5 16 
Colombo Hleo. Fr. & Lt., & M Deb. 100 | Б | Б | 98 — 97 a 3 o. Pr 7 4 o 61616 |] 4— tà |—à|5n 7 
Havana Elec. Rly., 5 % Bonds $1000| 5 b 99 —108 417 1 Do. 1st Deb. 100 b b 99 —102 418 0 
Kalgoorlie Elec. rams. Py r Nil Winnipeg leo, Rly., 4 * Deb. 4à | 4 | 100 —108 14 7 6 
' r ' T ee | 100 b 5 86 — 91 510 0 . КЕ 
П B Deb, ee ee 100 6 8 85 — 43 * ee < + i" 

е 3 

* 274 

* = 1 

MANUFACTURING COMPANIES. 
Ord. ee ee ee 1 6 . se R 0 0 ] Crompton & Oo. ee ee ee 8 Nil ee T Ss Nu 

Do. 6 Pref. .. eo ee 1 6 6 - —ф 71811 Do. Deb... өө өө өө 100 6 Б 56 — m id 711 6 

Babcock Wilcox ee ео | 1 r 14t = oe i 6 2 Diok, Kerr ee eo ee ee 1 r 5 Nil ee "T 
Do. . ee ee 1 ‘ 6 li 1 ee 8 16 10 Do, Pref. ee ee ee 1 6 6 ee 6 17 3 

British Aluminium, Ord, ee "E I — § oe ee Do. Deb... өө e " 100 d 4à | 97 —100 „ |410 0 
Do 6 % Cum. Prei. 1 | Nill .. Bb Lo Edison & Swan, A, 48 pa. 6 | Nû). | i— TE 
Do, 54 Prior Lien ређа... | 100 | 6 | 5 | 91—94 |—1 |b 6 5| Do, fully pala je "xw A] oM el oboe He олу, NE 

Deb. Stk. oe .. | 100 5 5 86 — 89 — |512 4 Do, 4 b os T .. | 100 | 4 | 4 65 —69 | „ 5 16 0 

B. I. & Helsby Cables ee 6 | 10 8t Th— 8 „ |6 5 0 Do. 6 V Second , .. | 100 b b 72 — 75 „ 1618 4 

Pref. - ee ee ee 6 6 6 5i— 68 | ee E 14 1 Electric ee ee 9 3 83 E — 1% eo. 7 1 4 
Deb... ee se ee 100 4 е 108 —106 ee 4 5 9 Do. ee ee ee a 1 2 2 ee 4 0 0 
E oo a = 2d 94 — * у 4 А 9 || Greenwood & Batley, Pref, .. — i Ч А. K- ET n A - 
estinghouse, we $ . . ' "es se ee ee -— eo. 

Deb... oe ee ee 100 А á А 4 58 = 61 ve 8 1t 9 eo ee 10 6 8 10 — 11 ee ee 
Do. 6 Prior Lien ee ee 100 6 6 100 —108 f * b 16 6 Do. Deb... ee ee ee 100 4 4 90 — 95 ee “4 4 B 
Ord. ee ee 1 oe ee ie E. В ee Nil Henley's, Ord, ee ee ee b 17 18 . 6 10 a 
ee ee ee 1 ee Г oe —/- ee Ni) Do. Pref, ee ee es 6 4 52s ee 4 u 0 

Brush, * ee ee ee 9 Nil Nil 0 ано i . Nil Do, Deb... ee es ee 100 10 —108 es 4 7 5 
Do. 596 Prior Lien Deb, .. | 100 Б Б 75 — 80 6 Б O || Indis-Rubber, G. 4 T. .. e 20 iss n 1 — 36 19 6 
Do. 4 Dees T ..| 100 47 — 52 .. |818 2 Do, Pret. ee ee T 10 B. | oe 19 V 

» ee 100 1 ғ 80 — 84 ee 18 E B Telegra se ee 19 174 [21 — ee 5 18 0 
Callender's Cable.. ee ee 4 " ee 6 18 4 Do. b... ee ee ee 100 4 4 97 L + 4 8 19 a 
Do. Fref, eo ee ee 5 b 417 " || Willans & e T 1 |Nil|.. й Че Ni 
LI Deb LE ee ee ee 100 43 44 —101 j 4 8 8 Do. ‘Pret, se ETE LE b Nil А m. ў Tw» Nil 
- a T ec 1 |90 | 20 * ;h 5 6 8 Do Deb... .. oe es} 100 | 4 | 4 67 — 59 ~ ge 1616 7 
Do. Deb... ee oe ee 100 4 44 106 —109 * 4 9 7 ; е f < å i 
| ^n P" 
* EE A. 


* Unless otherwise stated, all shares are fully paid. + Interim dividend. 


L] 
= 


Bank rate of Discount 5 per cent., October 17th, 1912. 
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INDUSTRIES AND INDUSTRIAL 
CONDITIONS IN THE ARGENTINE. 


By ALFRED Н. GIBBINGS, A. M. IO. E., of Buenos Ayres, 


. (Continued from page 972.) 


From what has already been said, it is apparent that the . 


really important works are few in number. The following 
are the principal :— 
Sugar Industry.—As stated, the centre of the sugar 
industry is at Tucuman, where there are 37 sugar factories, 
which also turn out a considerable quantity of rum. This 
industry is also being extended to other parts, notably in the 
territories of Misiones, Chaco and Formosa. The value of 
the sugar produce and its by-products amounts to over 
25.000, 000 per annum. The machinery for sugar crushing 
and refining is principally of British manufacture, certain 
well-known firms having made a speciality of the market. 
The crushed cane residues are used as fuel for raising steam 
in specially-constructed boilers, and wood is also used as 
fuel. From other points of view, the industry is not of any 
special engineering interest, except perhaps, now that the 
Hydro-Electric Co., of Tucuman, will shortly be supplying 
electricity in bulk, electrio driving, lighting, and possibly 
electric processes may replace some of the existing methods. 
The annus! output of sugar is about 200,000 tons. 
Wine Industry.—ln the Argentina there are 3,409 wine 
presses, principally in the province of Mendoza, with 1,077 
establishments, and also in San Juan, Salta, Rioja, Cata- 
marca, Entre Rios, Cordoba, and Buenos Ayres. The raw 
materials used annually amount to over £4,000,000 in value, 
producing wine to the value of nearly £6,000,000. The 
most popular wines are red and white clarete, the better 
qualities of which are excellent. Nearly the whole output 
(about 50,000,000 gallons) goes to the City of Buenos Ayres, 
and even then the importation of foreign wines is about 
equal in quantity. 
-Electricity Works.—These are referred to again under Ње 

section on Industrial Conditions. On the 56 undertakings 
in the country, 18 are operated by the Compania Alemana 
Transatlantica de Electricidad, and of these 14 are sub- 
stations. The electricity works at Bahia Blanca is now 


under the control of the Buenos Ayres and Pacific Railway 


Co.; the Provincia de Buenos Ayres Electric Light and 


Power Co., Ltd., own the undertakings at Azul, Junin, and 


about half a dozen other small towns, in the province of 
Buenos Ayres. There is alsoa German Syndicate, which is 
obtaining control of several of the existing private com- 


ев. 
Pa The Rosario Electrie Light and Power Co., originally a 
British concession and undertaking, has now passed into the 
hands of the Belgians with head offices in Brussels. 

In Cordoba and Tucuman there are a few waterfalls, 
but the energy they furnish is comparatively small. "There 
is one below the Barrage San Rogue, in the Sierra de Cordoba, 
belonging to the North American Light and Power Co., and 
having a capacity of about 3,000 Н.Р. It supplies electric 
energy for lighting and power to the city of Cordoba and also 
for the manufacture of carbide of calcium. 

A company has recently been formed, called the Hydro- 
. Electric Co. of Tucuman, to utilise the waterfalls in that 
neighbourhood and to supply electric energy in bulk to the 
city of Tucuman and district. 

The Nationa] Government own a large number of small 
electric light and power works. | 

Cold Storage.—The following are the principal cold-storage 
concerns i— · 

The La Plata Cold Storage Co., Ltd., La Plata. 

Cia. Frigorifico Armour de la Plata, Buenos Ayree. 
The River Plate Fresh Meat Co., Ltd., Buenos Ayres. 
Cia, Frigorifico Santiago, Ltda.. Buenos Ayres. 

Las Palmas Produce Có.. Ltd., Buenos Ayres. 

The Sansinena Frozen Meat Co., Ltd., Buenos Ayres. 
Sociedad Anonima La Blanca, Buenos Ayres. 
Sociedad Anonima La Negra, Buenos Ayres. 

Cia. Frigorifico Argentino. | 

These companies jointly kill upwards of 8,000 head of 
cattle per day, principally for export as chilled meat. The 
Compania Frigorifico Armour de La Plate, а branch of the 


. One of the Departmental 
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great Chicago house, has no separate works in operation, but 
is building an immense factory at La Plata. It has also 
some controlling interest in some of the other companies, 

Breweries. —The principal breweries are :— 

Cerveceria Argentina, Quilmes. 
Cerveceria Bieckert, Buenos Ayres. 
Cerveceria Palermo, Buenos Ayres. 
Cerveceria Buenos Ayres, Buenos Ayres. 
Cerveceria Rio Segundo. 

Cerveceria San Martin. 

Of these the Quilmes is the largest, turning out more than 
half the total beer consumption of the country. These 
breweries use a large amount of machinery, and there is 
room for other breweries, owing to the continual increase in 
the demand, and hence for machines for the preparation of 
malt, power plant and handling. | 

Ship Repairing, Engineering Works, Foundries, &c.— 
The only important engineering works in the Republic are 
situated in Buenos Ayres, the most prominent being (а) 
James Majoribanks, Boca, ship repairers and launch builders ; 
(b) Pedro Vasena & Sons, engineers and iron and brass 
founders ; (c) Talleres y Fundicion La Union, Ltda., foundry ; 
(d) Zimmerman, Noe & Co., Barracas, agricultural imple- 
ment makers. 

These firms employ many thousands of hands, and the 
firm of Pedro Vasena & Sons are also large erectors of steel 
work for buildings. | 

Flour Mills.—Of the 380 flour mills scattered over the 
country, the majority are small concerns meeting the require- 
ments of the immediate localities respectively. Much of the 
grain produced is exported without milling, and the heaviest 
demands for flour are in the City of Buenos Ayres, with its 
1,500,000 population. | 

The largest establishment situated adjoining Dock 3, in 
Buenos Ayres, is the Molino del Rio de la Plata. It 
employs over 2,000 hands, and has machinery for milling 
and endless belt transmission of over 7,000 H.P., which con- 
sumes over 100 tons of coal per day. The power required 
for this one mill is equal to that of the remaining 329 flour 
mills together. 

Other Industries.—With the exception of the general 
information given herein in the statistical tables there are 
no other works which call for special mention. At the same 
time interesting descriptions of many others oould be given— 
notably the paper mills of Zarate, and the Alpagatas and 
cotton factories—but such descriptions would occupy much 
more space than is here at disposal. As no attempt has yet 
been made to bring this subject up to date, or to add in any 
way to the Government statistical information, the writer 
hopes to give it special attention during the coming year, 
with the object of issuing a publication of utility to com- 
merce. 

Industrial Conditions in the Argentine.—In an official 
publication of the Government, entitled ** Boletin Nacional 
de Trabajo,” issued annually, reporta are made by 
Departmental Commissioners of the state and conditions of 
the several industries in the respective provinces and 
territories. The report for the city of Buenos Ayres is kept 
separate owing to the exceptional nature of its situation. 
ommissioners referred to states 
that during normal periods the shop and factory hands are 
able to satisfy all demands, but as the years advance manu- 
facturers are beset with serious difficulty in finding skilled 
artisans, even with an offer of 25 per cent. above the ordi- 
nary wage. | 

TABLE V.—SALARIES AND WAGES IN THE REPUBLIC. 


The following is a list of salaries and wages paid in the 
Republic in 1909. Since that date, however, they have advanced 
considerably (20 to 25 per cent.) in the case of the more qualified 
skilled Jabour. 


| Рег дау. 
Brickluyers.— в. d. B d. 
Front finishers (plecework)  ... TF . 10 0 #012 6 
Qualified workers s Е .. 7 0 „ 8 8 
Improvers ^ ... .. ee uk .. 5 0 „ 5 10 
Labourers $ 40, 4 6 
Carriages.— 
Box makers ds Amb XM $us e 8 4 ,13 6 
Spring makers ... sai ER б - — 8 4 
Anvil workers ... T S S .. 10 0 „ 12 6 
Files  ... 7 6 „ 8 4 
Upholeterers — 8 4 
Painters ... 9.3 ,10 0 
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Per 097; 

Carts. — в. d. s. d. 

Blacksmiths 7 6 to 8 4 

Carpenters ©... 6 8 , 8 4 

Rim fitters 8 4 , 13 4 
Carpenters,— 

Qualified workers : i ET we 7 6 „ 8 4 

Improvers TT ^ i xus .. 5 0.6 0 

Labourers... per month £7 to £7 8s. 4d. 


Ebonits (Cabinet Makers).— 
Qualified workers 
Improvers 
Polishers ... 
Apprentices 


„ 1 


— -) vt Ту, 
х хе о 
М» х о Ф 


oo O 


hleotricians,— 
Qualified workers А e i ec 7 0 
Improvers ix zas ud ids ua. uk 0 
Apprentices 1 
Tinkers.— 
Qualified workers 52 2 T e. G 8 
Improvers s de E 9 TE 
Apprentices vas Ms or ET ec de 58 


Dlachsmiths.— 
First-class qualified workers ... та n — 
Second-class qualified workers 
Improvers Sas is iss ds 
Labourers ae hi ess ve sis — 
Stone maronry.— 
First-class qualified workers (placere) 8 4 
Second-class анаа workers € -- 6 8 
Improvers Ves kis - 5 0 
First-class polishers she sis ei 885 — 
Second -class polishers ... jas om ыз — 
Third-class polishers  ... ass а .. 5 0 


Dainters,— 
Plain painters РА sis s der d 
Letter painters ... s iod inh — 8 
Improvers s m T" 858 a — 
Apprentices ES n oe $us se x 0 


= 4 
co" „ 


= 

* 2 
о до» 
Qe NK 
Coon 


ә 
ә 
pt 


Фо о0о то © 
©› © + оњ © 


77 


0» 
w 2» ЮО ос 
* оо N t2 


Bronze and Brass (Mechanical and Metallurgical Shops),— 
Founders "T zak bis su: .. 6 8 
Improvers ean T T dies — 4 2 
Apprentices a ae ess ваз 855 — 
Mounters 
Filers 
Turners 
Euamellers 
Grinders and polishers .. 


з Р 
— 
бо OOO DX N 


ы Ж Ж Ке г 
Aarne = 
м о Ф Oe ос о 


Рег month. 
Dock Labourers,— 8. d. s. d. 

Stevedores 885 . 6 8 

Stevedores for night work sis — 13 4 

Coaiers ... $us ss E we 6 8 

Elevator bands ... T ...5 Oto6 8 

Cranemen (private)... à zs М 

Depot labourers ... Р 6 


39 97 ees ее eee eee eee өтө 


£8 6 8to £10 
£7 10 0 


The foregoing rates are those published in the Govern- 
ment returns for 1909—the latest available—but since then 
there has been an increase of 20 to 25 per cent. 

This is not due in any sense to the influence of Trade 
Unions, but arises solely from the increased demand for 
locally manufactured goods—such as carts, carriages, motor- 
cars, boots and shoes, furniture, clothing, &c.—and the 
small percentage of the immigrants who are craftsmen. The 
Trade Unions, except as regards railway employés, are not 
in a strong position ; and, in fact, they have a very poor 
sort of material to work upon, including many nationalities. 

With regard to the nationality of these workmen, exclusive 
of the native Argentino, the immigration statistics for 1910 
are as given in Table VI. 

Of the foregoing, 189,866 were men, 58,414 were women, 
and the remainder children under the age of 13 years. Of 
the men, 78,016 were agricultural labourers, 4,398 masons, 
bricklayers and plasterers, 3,001 carpenters, 9,406 clerks 
and business men, 391 electricians, 140 stokers, 231 engine 
drivers, 1,626 mechanics, 525 miners, 479 painters, 75,967 
day labourers and journeymen, and 2,135 shoemakers. Of 
the women, 16,432 were domestic servants. Up to the end 
of September last, the figures for 1911, so far as they аге 
available, show an increase over those for 1910. Я 

The number of factory workers—skilled and unskilled— 
in the whole of the Republic is under 40,000. It might be 
held that the high rate of salaries and wages is an object 
lesson of the value of import duties to the workman. But, 
as а matter of fact, it does not benefit the workman at all, as 
rent and food cost more than twice as much as in England ; 


sanitary conditions are sadly neglected ; clothes, domestic 
articles, and furniture fre more than double in price, while 
recreations and every form of luxury are at prohibitive 
prices. 

TABLE VI.—IMMIGRATION FOR YEAR 1910. 


Nationality of the Immigrants. 


Italians 102,019 ^ Dutch Р MT .. 281 
Spaniards . 131,466 ` Fins der aes sa “T 
Russians . ... .. 12,766  Montenegrins  ... eo 151 
Turks ... -— 15,478 . Rwedish ... € e. 96 
French... 4,380 Peruvians... =... se. 43 
Austrians 4,542 Japanese ii ss 72 
Hungarians ... gis 694 Paraguayans % 13 
Germans 3,282 1 Bervians ... sai .. 226 
English 1,825 > Cubans  .. dus e. 58 
Argentinos .. 1,881 Bolivians ..  ..  .. 13 
Roumanians ... T 310 7 Bulgarians... t .. 880 
Bwiss ... des 7 710 ^. Norwegians ... e. 64 
Danes ... fis a 553 - Africana ... Ex, S. 48 
Belgians а eee 349 Venezuelans $us kx OT 
Portuguese .. 2,848 Mexicans ... ds 2 di 
North Americans ... 467 Chinese Dis we. 13 
Brazilians ae ses 795 Boers =) Ms КР 5 
Greeks ... : E 3,289 Indians... 255 . 3 
Moroccans  ... jos 128 Colombians ds — 9 
Uruguayans ... ko 106 Egyptians... . ... e. 25 
Chileans ju eue 103” Persians ... ste — | 


Total ... sie T as eee 289,640 


" Workmen's Insurance.— During the past four or five years 
insurance against accidents to workmen, both as regards 
personal insurance and insurance by the masters, has become 
almost as general as in England. The percentage of acci- 
dents in industrial establishments is slightly higher than in 
England. The percentage of accidents in the building trades 
is abnormally high, arising principally from the indifferent 
manner in which the scaffolding is fixed. The cause of this, 
again, is partly due to the very narrow pavements and streets 
which do not admit of the scaffold poles being erected from 
the ground. They are brought out from the building at a 
height of about 12 ft. from the street Jevel.: 

The regulations and customs existing between the ingur- 


ance companies and the insured firms are practically on 


similar lines as those in England. The floating policy is in 
vogue, usually on a six months’ liquidation. The insurance 
companies, of course, reserve the right of inspecting the 
insured firm's pay-sheets at any time. Most of the well- 
known insurance companies are represented out here, and the 
competition amongst them is fairly keen. 

The usual premiums paid are :— 

All workmen employed on building erections, 23 per cent. 
of wages paid. 

Mechanics and others employed in machine-driven shops, 
14 per cent. of wages paid. 

Other classes in proportion. 


(To be concluded.) 


THE COMMERCIAL DEVELOPMENT. OF 
ELECTRICITY SUPPLY. | 


IV.—TurE RELATION OF SUPPLY AUTHORITIES AND 
CONTRACTORS. | 


THE present unsatisfactory position in the relations of these 
two important sections of the electrical world cannot be denied, 
and it is the more deplorable seeing that a sound working 
understanding would exert a powerful influence on the welfare 
of electricity supply. A further regrettable fact is that unless 
the cause of unpleasantness i8 soon removed, the breach 
wil tend to widen instead of close. With interests so 
closely allied it seems absurd that wise counsel on both sides 
has not found a way out of the threatened impasse. Con- 
stantly at cross purposes, the two. parties would &ppear 
to regard one another with a feeling somewhat resembling 
the natural antipathy which exists between cat, and dog. 
Those who have. laboured in both camps will no doubt 
find some difficulty in locating any sound cause for friction. 
That irritation does exist is undeniable, and it may prob- 
ably be accounted for by the failure hitherto to find 
some common basis for amicable working.» At the present 
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time, when the need for re-organisation of. the forces of the 
electricity supply industry is most unmistakably apparent, the 
possibility of effectively enlisting the activities of the contract- 
ing fraternity in the cause of progress must be fully considered. 
Further mutual friendly overtures might result in clearing up 
grievances, real or imaginary, and a frank understanding 
might be arrived at enabling a co-operative policy to be 
adopted. An unbiased consideration of apparent existing 
conditions may be of assistance in improving the position. 
From the supply engineer's standpoint the contractor is 
regarded as lacking in business energy. He is constantly 
suspected of inferior work, and although a sigh of thankful- 
ness is breathed when an installation passes the insulation 
resistance test, it is tinged with regret that there is nothing 
to grumble at. A certain amount of disappointment is 


felt if no low-grade. wire, shoddy accessories, or bad work- 


manship are found. The adoption of this attitude on fhe 
part of the mains engineer is largely due to the existence of 
the jerry wireman or black sheep of the contracting com- 
munity, the man who undertakes work at a price incon- 
sistent with soundness and a reasonable living profit. Such 
work is sometimes accomplished by the utilisation of. inferior 
wire bought up in job lots of broken coils, and cheap and 
nasty accessories mounted on poor quality porcelain, the 
erection of which is carried out by incompetent boy labour. 
Injustice may also be done to contractors of high standing 
by subsequent additions in a very indifferent manner to 
first-class installations. The supply authorities may have 
no knowledge of such additions, and should their attention 
be drawn to serious faults which develop in consequence, it is 
possible that the whole of the work may be condemned, and the 
reputatjon of the original contractors unjustifiably damaged. 
With regard to tbe accusation of lack of business ability, the 
position of the electrical contractor renders him to a great 
extent dependent upon the commercial policy of the supply 
industry, which is at present indeterminate. The contractor 
justifiably feels a distinct lack of security in his sphere of 
activity, and it is unreasonable to expect him to jeopardise 
further capital in extending his business operations on an 
unstable foundation. 
there is no satisfactory assurance that progressive efforts 
would receive àn adequate return. 

Reviewing the contracting community, it will be found 
that there is great diversity with regard to the status of indi- 
vidual members. Included in its ranks are expert electrical 
engineers of long standing, many of whom are regarded 


as authorities on installation matters, and the humbler: 


members are reinforced by the foreman and intelligent journey- 
man wireman commencing business on their own accounts: 
Many large furnishing and decorating firms have electrical 
departments, and the field has also been entered by a pro- 
portion of the plumbing and gas-fitting fraternity, who have 
hoped to retrieve business which vanished with the decline 
of the private gas-fitting industry. 

Although the interests of electricity supply ‘authorities and 
contractors are to a. great extent parallel, the fact must not 
be overlooked that many of the latter. are as busily engaged 
in installing generating plant as in carrying out installations 
to be supplied with current from public mains. In fact, 
' the electrical equipment of country houses and other self- 
contained installations forms the bulk of many electrical 
contractors’ businesses. In the case of the Metropolis, another 
point to be considered is that in comparison with the gas 
companies the territories of individual electricity supply 
authorities are almost parochial,.and contractors cannot 
afford to restrict their activities to the district in which 
their business premises happen to be situated. Many con- 
tractors may, therefore, be doing excellent work in the 
interests of electricity supply generally, although .perbaps 
not in sufficient, quantity in.any one.particular district tó 
attract the attention of individual supply engineers. 2i 

It may not be unreasonable to assume that as electricity 
supply authorities have displayed so little energy with regard 
to business development, whatever increase has been obtained 


has been largely due to the existence of contractors, who in 


their own interests bave induced additional installations. It 
is no exception to find that reputable contractors have the 
implicit confidence of their clients, and their recommenda- 
tions and advice are generally acted upon. This inclination 
‚ to turn to the contractor rather than the supply authority 


Under the existing chaotic conditions 


has probably arisen on account of the lack of interest dis- 
played by the latter in the welfare of the consumer, except 
on quarter days. | | | 

Among those officials of the electricity suppiy industry who 
are giving serious attention to the subject are a section of 
extremists, who are propounding the firebrand gospel of the 
total extermination of the contractor. "They profess to see 
exactly similar circumstances in electricity supply to those 
existing when the elimination of the private gas fitter by the 
gas companies was commenced. In all probability the 
positions are not so analogous as the casual observer might be 
led to believe. It may be recalled that at the time when gas 
companies were seriously menaced by the competition of 
electricity, the incandescent gas mantle was also introduced. 
In accepting the inevitable, the gas industry adopted a 
thoroughly broad and liberal-minded policy. It was realised 
that the sale of gas for lighting purposes would be greatly 
reduced, and all efforts were directed to developing business 
in heating and cooking. Attention was also turned to the 
value of by-products, with such good effect that they will 
probably in the near future rank equally in importance with 
gas itself. At any rate, it is certain that to supply the pre- 
sent, demand in the residual market, gas must necessarily be 
manufactured and sold. Gas companies, therefore. saw that 
abnormal efforts had to be made to put before the general 
public effectively the special claims for the utility of gas for 
purposes other than lighting, and, furthermore, that careful 
attention must of necessity be given to the maintenance of 
existing installations. Apparently the private gas fitting 
industry was not regarded as being in a position to meet 
the pressing requirements, and gradually sank into obscurity 
as a negligible quantity in gas progress. 

In order to secure further development under the broader 
policy, it is imperative that action in the matter be taken by 
supply authorities, and the policies that may be adopted may 
be defined mainly on the following lines :— 

1. Extermination of the independent contractor as at 
present existing. к 

2. Establishment of installation departments by supply 
authorities, and sub-letting of labour to contractors. 

. 9. Combining the forces of supply authorities, contractors 
and manufacturers by amicable co-operation. 

Those who adopt the whole-hogging attitude of exter- 
mination must bear in mind tbat in the process advocated 
the closing of contractors’ establishments will really entail 
the loss of centres of activity, exerting in a greater or less 
degree a beneficial influence on the expansion of electricity 
supply, and, unless similar branches are established by supply 
authorities, will tend to greater centralisation and lessened 
elasticity of the commercial system. Assuming that the 
elimination of the contractor is gradual, there is certain to 
be solid opposition to the scheme, even where powers already 
exist, and measures to obtain legislative sanction in the 
future will prove costly. | 

With the necessary powers the question of the suitable 
organieation of the new department must then be considered, 
and in the case of supply companies, there is no doubt that in 
course of time the various details would straighten out, and 
work would proceed satisfactorily, but in the case of municipal 
authorities the result is not quite so certain. The few 
examples of the past working of such departments where 
constructive work has been carried out by direct labour are 
instructive, if not praiseworthy. Expert supervision is 
essential, and cannot be undertaken by  '*volt-ticklers," 
fresh from the station, or “ohm grinders,” from the mains 
department. Efficient labour must be employed, and 
although odd jobs may be carried out on installations in 
the buildings of the supply department by cable jointers, 
such men are not necessarily practical wiremen. The con- 
ditions of employment in & municipal department of this 
description would not be conducive to efficient labour. 
Workmen would not.feel that necessity te expend their 
energy at the same rate as in private employ, and this 
aspect would be reflected in a ‘bond fide system of accounts. 

The sub-letting of labour to contractors would also prove 
expensive, as this would in such a case necessarily be 
expected to bear its full measure of profit. Under present 
conditions, contractors are content to shorten somewhat the 


return on labour, in consideration of profits resulting from 


the sale of material, fittings and apparatus. The establish- 


\ 


r 


1016 


THE ELECTRICAL REVIEW. [VoL 71. No. 1,980, DBOEMBER 20, 1919. 


ment changes in connection with the department would not 


in all probability be less on account of the sub-contracting 


of labour, and the overall ‘result of either of the above 
experiments would possibly be higher cost of installations, 
which would be distinctly contrary to the aims and expecta- 
tions of the promoters. 

Having seen that the circumstances under which the gas 
mannfacturers embarked upon the policy of extermination of 
the private gasfitter are not exactly similar to those with 
which the electrical industry is confronted, we may now 
consider the proposals for co-operation. Electricity supply 
is not menaced by a new competitor, but by the thoroughly 
earnest efforts of a rejuvenated and reorganised industry, 
and in order to embrace the attractive opportunities for 
development which are now presented, it is necessary to 
discard effete methods, and in formulating a new policy to 
give full consideration to the utilisation of existing forces in 
the cause of p І | 

If assured that the intentions of supply authorities were in 
no way antagonistic to the interesta of contractors, it is quite 
possible that the latter body would welcome friendly over- 


tures, and render valuable assistance in the formulation of a 


programme of co-operative effort. They probably realise in 
common with other reasonable people that a house divided 
against itself is a very unstable structure, and that measures 
undertaken for its permanent security are worthy of support. 

As contractors would share in the prosperity which would 
result from properly organised co-operative endeavours, there 
is no reason why they should not be regarded as important 
factors in the success of the industry. Up to the present 
reputable contractors have been in many quarters regarded in 
the light of canvassers in the interests of electricity supply, and 
the advantage might be extended by making their establish- 
ments really useful branches for publicity activity. Satisfac- 
tory arrangements might be made whereby the expense of 
literature and other items might be suitably apportioned, and 
with the feeling that their interests were vitally associated 
with those of the supply authorities, the zealous support of 
the contracting fraternity might be brought to bear on the 
fortunes of the industry. | 

The importance of the manufacturing community working 
in accord with both supply authorities and contractors has 
also a distinct bearing on the question of expansion. At 
present, owing to Jack ofi co-ordination and organisation 
of these powerful factors for the common welfare, 
full benefit is not being obtained by the supply authorities 
from the activities of manufacturers. No really decisive 
line with regard to apparatus can be drawn, as exact require- 
ments are not clearly understood, and makers are working 
independently, and more or less in the dark. Joint confer- 
ence would, however, eliminate many difficulties in this re- 
spect, and as it is important that existing prices of appa- 
ratus be materially reduced in order to assist in the 
popularising of electricity for all purposes, the case for co- 


operative publicity efforts is forcibly and prominently estab- . 


lished. In reviewing the foregoing leading points, it is їо 
be hoped that the various aspects of the case will be 
thoroughly deliberated upon before vital steps are definitely 
taken, and that able and experienced counsels will be brought 
to bear on the subject with success, and a really forward policy 
inaugurated. = | 


WIND MOTOR DEVELOPMENTS. 
а-а-а 


TRE wind motor and the possibility of using it for eleotricity supply 
purposes on a small scale have attracted considerable attention in 
all parte of the world. Competition, however, in the shape of oil 
and spirit engines, and the necessity of providing for the very 
uncertain behaviour of the wind iteelf, have rather tempered 
enthusiasm for the wind motor as a possible prime mover. 

Still, a good many examples of this claes of apparatus have been 
brought into use, and an interesting description appeared in the 
Mining and Engineering Review of a new plant of this class, 
designed by Mr. W. A. P. Turnbull, electrical assistant to the N. S. W. 
Government Railways and Tramways, specially for dynamo driving, 
which was exhibited at the Sydney Agricultural Show early in the 


year. 
The novel feature of the mill is the method of speed regulation, 
which has been patented. 


This is shown diagrammatically only in fig. 1, in which (a) is 
a plan, and (5) an elevation of the apparatus, The wind wheel x 


runs on shaft D, which is rigidly connected dd casting 7, which is 


FId. 1. 


М 


-—— 


Fig. 2.—AN AUSTRALIAN WIND MOTOR, SHOWING ARRANGEMENT 
oF DYNAMO, SLIP-RINGS, & d. | 


pivoted at Р on the supporting tower. The centre line of shaft D 
is to one side of the centre line of the pivot and tail apparatus. 
The teil of the mill T is free to turn horizontally on a fulcrum x 
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Fic, 8.—4A 40' DIA. BRITISH WiND-MOTOR, WITH MOVABLE VANES, 


асу supported from the casting 2, through frame L ; the other 
end of the tail arm is, however, restrained in its movement by a 
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weight w, to which it is attached by a rope running over a pulley P 
carried on the framework. | 
The regulation is automatic. 


of the wind in the direction shown by the arrow o. The wind, 


however, tends to keep the tail T in the direction of the wind. If 


LIP We | 


Fig, 4.—40-Fr. WIND MOTOR WITH VANES OUT OF THE WIND. 


W were made extremely heavy the tail would act as though rigidly 
connected to z, and the regulation would be unstable. The weight, 
however, is so adjusted that the resultant of the two parallel forces 
acting at each end of the tail at right angles thereto, and which 
takes effect on z through the pivot ү, balances the turning move- 
ment of the main wheel about the vertical axis of Р, in such a 
manner that the wind-wheel turns out of the wind or into the 
wind acoording to whether the wind velocity rises or falls; the 
wheel then revolves at practically constant speed, over and above & 
maximum wind velocity—generally fixed at from 10 to 15 miles 
per hour.’ No matter what hurricane is blowing, the speed of the 


re When the wind is blowing in the 
direction shown by the arrow K, the wind-wheel tends to turn out 


casting, by brushes, and carried thence by suitable connectors to 
the battery and switchgear, which may be situated at will, in the 
base of the tower or.within the premises, taking up very little room 
with the few cells employed. A simple, effective cut-in, cut-out 
(also specially designed by Mr. Turnbull), is provided on the switch- 
board, so as to connect or disconnect the generator and battery 
at the voltage of supply, say 12 to 50 volts, as required. The 
battery is always connected to the house wiring, unless specially 
switched off. 

With limited wind velocities the battery will supply the required 
current until the generator takes up its load, and, if necessary, 
charges the battery. From observations by Mr. Turnbull and 
others, extending over lengthy periods, and from statistics furnished 
from the office of the N.B.W. Government Meteorologist, batteries 
can be provided with each equipment of sufficient capacity to tide 
over even abnormal periods of windless weather. It is not claimed 
that the apparatus wil work satisfactorily in all localities. 

According to our contemporary, a strong syndicate is in charge 
of the business arrangements connected with the invention, which 
is designed to suit Australian conditions. 

Several firms in this country have specialised more or less success- 


ful in the modern windmill, and, of course, examples of their 


work are to be found in most of our Colonies. We illustrate here- 
with a 40-ft. diameter mill constructed for pumping purposes for an 
Indian railway by Messrs. Robt. Warner & Co., and designed to move in 
a light wind of about 10 miles an hour, but provided with movable 
vanes on account of the large area exposed to heavy winds. 

Our illustrations show the mill with the vanes both in and out 
of the wind, and the mill cap with the link motion for operating 
the vanes. The views also show the erecting cranes and a smaller 
mill of normal type with fixed vanes in the rear. 


TRADE STATISTICS OF THE STRAITS 
SETTLEMENTS, 1911. 


THE following statement, showing the imports of electrical and 
other materials into the various Straits Settlement porta in 1911, is 
taken from the recently issued trade statistics. The figures for 1910 
are given for purposes of comparison, and notes of any increases 
or decreases have been added :— 


IMPORTS INTO SINGAPORE. 


1910. 1911. Inc. or dec 
Dollars. Dollars. Dollars, 
Electrical goods (not otherwise shown).— 
From United Kingdom ... 114,000 Not — 
” British India eee 16,000 shown Mos 
„ Belgium бав 1,000 as — 
» Germany ... ‘ive 6,000 such — 
» Italy eve СІІ) 5,000 — 
„ Other countries... 5,000 — 
Total T 147,000 


Figs, 5 AND 6.—VIEWS OF MILL CAP, 40-Fr. WIND MOTOR, SHOWING LINK MOTION FOR OPERATING THE VANES. 


wind-wheel does not exceed this maximum, turning right out of 
the wind momentarily when the gusts are very severe, but 
maintaining the constant speed. In actual practice, in the 
larger sizes of wind-wheel, the inertia of the apparatus 
to a slight extent was found to affect the theoretical 
regulation, and for that reason Mr. Turnbull devised a simple and 
inexpensive electrical means of overcoming this, The most con- 
-vincing proof of the regularity of the speed lies in the reading of 
the voltmeter connected across the generator terminals; this 
reading was found with very variable winds to be quite steady. 

The action of the equip..ent, as a whole, is then as follows :— 
The main shaft of the wind wheel is connected directly (or through 
suitable gearing) to the generator, mounted in a water-tight case, 
on top of the tower, as shown in fig. 3. 

The current іа collected from slip-rings mounted inside the main 


Gas and electric lighting materials,— 


From Germany ... “з 9,000 Not "ER 
» United Kingdom ... 64,000 shown um 
„ United States 1,000 as such — 
Total 74,000 
Telegraph and telephone materials.— | 
From Belgium "T 10,000 89,000 + 29,000 
» Germany ... T" 1,000 28,000 + 27,000 
„ United Kingdom ... 162,000 123,000 — 39,000 
1 Other countries... 5, 000 9,000 + 4000 
Total  .. 178,000 199,000 + 31,000 
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1910. 1911. 7nc.or dec. 1910. 1911. 2с. or dec. 
Dollars, Dollars. Dollars. i в. Se Dollars. Dollars. Dollars, 
Tramwa y and railway materials,— Lamps and lampware.— | 
From Belgium nm 27 21,000 21,00 -— From Austria eee IP 2,000 == = 2,000 
T Е ves TG — 1095 + 1,000 (X) Belgium eee eee 1,000 3,000 + 2,000 
„ United Kingdom. 254,000 102,000 — 152.000 » German... 43,000 47,000 + 4000 
„ Australia u 51,000 22 — 51,000 » United Kingdom ... 48,000 - 61,000 + 13,000 
„ Other countries 2.000 2.000 2% „ Other countries 6,000 7.000 T 1,000 
Total. 328,000 126,000 — 192,000 Total ... 100,000 118,000 + 18,000 
Machinery.— Telegraph and telephone ере 
From Belgium. I 1.000 Separately we From United Kingdom ... 4,000 23,000 + 19,000 
„ Denmark 1,000 classified ee „ Other countries — 3,000 + 3, 000 
„ France enm 21,000 in 
» Germany ... dps 93,000 1911 Total 4,000 26.000 + 22,000 
„ Holland dis 6,000 —- 
„ United Kingdom ... 1,242,000 — Tramway and railway materials,— | 
Ty United States ecc 97,000 T= F U d Ki d ` PE — 
„ Other countries ... 145,000 m RRC боо 
Total .. 1,606,000 ‚ IMPORTS INTO MALACCA. 
Electrical machinery.— Telegraph a nd telephone materials.— 
From United Kingdom Not 181,000 — Pon . DE 1990 2000 + о 
„ Germany ... ... shown 14,000 — А "n NN : 
» Italy ec separately 11,000 — | __ 
„ Belgium . i 6,000 — Total ud 2,000 2,000 
» onim s eee B UD == Muchinery.— 
" e ' Es From United Kingdom ... 6,000 Separately = 
Total 236,000 „ Other countries 11,000 classified —- 
Engines, boilers and parts,— | Total - 16,000 
From United Kingdom. Not 330,000 — Die mach nery.— 
, Germany ... shown 11,000 — : с РЕ; ' 
, United States $us 12,000 — bg 7 ids | 
i Other countries 45,000 A Engines, 00 iiu parts, | | | 
From United Kingdom ... Not shown 1,000 — 
| Total £15,900 Mach iner y, other (except sewing machinesx).— ; 
Machinery, other (eccept sewing machines),— From United Kingdom ... Separately 34,000 x 
From United Kingdom ... Not 686,000 — „ Other countries classified 20,000 FT 
„ Australia өө shown 15,000 - - 
» Germany ... ... separately 26,000 zs Total en 54,000 
27 United States eve 83.000 — L à d l 3 
„ Other countries. 66,000 = V 
| From United Kingdom ... — 2,000 + — 2,000 
Total eis 879,000 | | 
| IMPORT8 INTO LABUAN, 
Lamps and lampware.— | Machinery.— 
From Belgium. aes 10,000 6,000 — 4,000 Р ; РЕ 
„ Germany | on 264,000 238,000 — 96,000 From United Kingdom ... 72,000 — — 72,000 
к arie воа M pom ее + 999 ей ne idt id materials,— c | | 
» Other countries 34,000 32,000 — 2,000 From United Kingdom ... = 7,000 + 7,000 
Total vee 423,000 436,000 + 13,000 N.B.—Dollar = 28. 4d. 


IMPORTS INTO PENANG, 
Electrical goods (not otherwise xhown),— 


From United Kingdom ... 21,000 Not . 
„ Germany .. б» 30.000 shown 
„ Other countries 2.000 as such 
| Total. 53,000 
Muchiinerj.—— | | 
From Belgium  ... T 18,000 Separately 
» Germany ... ii 22,000 . classified 
„ United Kingdcm ... 322,000 . jn 
» United States eas 14,000 1911 
„ Other countries. 35,000 
Total ... 411,000 
Electrical machinery.— 
From United Kingdom ... Not | 56,000 
„ Germany .. xus shown 39,000 
„ Other countries ... separately 7, 000 
Total si 102,000 
Engines, boilers and parts.— 
From pated Kingdom ... Not 429,000 
„ Germany .... 12 shown 88.000 
i Belgium E ..  Peparately 8,000 
» United States Vis 22,000 
„ Other countries 21,000 
E Total eee 518,000 
Machinery, other (ercepting sewing machines).— 
From United Kingdom ... Not 54,000 
„ Belgium . pe shown 4,000 
„ Germany .. separately 3,000 
» Other countries : 10,000 
Total eee 


71,000 


EN 


| 


Ilir 
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THE OTHO ELECTRIC ENGINE STARTING, 
IGNITION AND LIGHTING DYNAMO 
FOR MOTOR-CARS. 


4 


— 


IN view of the interest which is just now being taken in arrangements 
for enabling the engines of motor-cars to be started from the driver's 
seat, and so avoid the old familiar, yet troublesome handle grinding, 
it is not surprising that new devices are continually making their 
appearance. At present the movement in favour of abolishing the 
starting handle has made most progressin the United States, where 
quite @ number of devices, wrongly named “ self-starters,” have 
recently made thbir appearance. Among the latest to come 
under our notice is the electrical system introduced by the 
Otho Motor Co., Boston, U.S.A., and as the arrangement is such 
that it acts not only as an engine starter, but provides the current 
for the ignition, and the lighting of the lamps, and also for the 
operation of the horn, the following description may be of interest. 

Though the mechanism is similar to others of the same nature in 
that it generates its own current, stores it in an accumulator and 
then uses it to start the engine and light the lamps, the Otho 
arrangement is radically different from anything else of its kind in 
construction and the disposition of its few parte. Briefly, there is 
but a single moving part, and that forms the fly-wheel of the engine. 
There are no moving wires, no rotating field or armature coils, and 
there is nothing to require lubrication, the bearing which supports 
the fly-wheel being lubricated automatically from the crank case of 
the engine. 

Technically, the system is of the type in which the principal 
unit is s combined electric generator and motor, the generator 
capacity being 40 amperes at 6 volts. A feature of the arrange- 
ment is that all the wiring, both that for the field and the arma- 
ture, remains fixed, only the pole pieces and the brushes rotating. 
‘The engine fly- wheel itself forms the pole pieces, which are eight 
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in number, and also carries the brushes, the arrangement being 
indicated in figs. 1 and 2, which show two views of the movable 
portion, All the wiring is fixed on a “plunger,” or central 
member, which is bolted to the engine crank case, and remains 
stationary between the rotating pole pieces formed in the fly-wheel. 
In addition, this central member carries the commutator, which is 
also shown in one of the accompanying pictures. By reason of the 
fact that there is no moving wiring, the possibility of damage to 
this portion of the system is claimed to be extremely remote, 

In operation the system is as simple as it isin construction. A 
single switch serves to divert current from the storage battery to 
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the motor-generator, the excitation of the field coils causing the 
fly-wheol pole pieces to rotate, and thereby start the engine. Asa 
motor, the device is stated to be powerful enough, andthe capacity 
of the battery sufficient to permit of the crankshaft of the engine 
being rotated at 75 R. P. M. for a period of 20 minutes if necessary. 
Such long applications of current are, however, rarely necessary, 
three or four revolutions of the crankshaft being sufficient to cause 
the engine to take up its own cycle of operations. Nevertheless, 
because of the speed at which the crankshaft is rotated, it is quite 
possible to start the eng ine on the magneto, though it is considered 
that a magneto will be an unnecessary adjunct, as current from the 
storage battery may be used for ignition purposes. 

Immediately the engine commences to fire the motor auto- 
matically becomes a generator, though it is not connected to the 
storage battery until the car speed reaches approximately 10 miles 
an hour, when an automatic centrifugal switch comes into action. 
Current control depends not upon the strength of the current, but 


upon the speed of the engine, there being no magnetic switches 
in the make-up of the system. The centrifugal switch, which cuts 
in the battery when the car speed approximates 10 miles an hour, 
also cuts it out immediately the car speed becomes higher than 
35 miles an hour. The charging current from the generator is, 
therefore, maintained between the limits which have been asccr- 
tained by experiment to give the best all-round resulte, 

The simplicity of the apparatus is carried even to the wiring 
which connects the motor-generator unit with the storage battery. 
For this purpose only two wires are used, and they lead to the 
battery. A third wire to the chassis for earthing purposes com- 
pletes this portion of the installation. Despite the comparatively 
large size of the motor-generator, the total weight of the system, 
exclusive of the storage battery, is only about 50 Id. Inasmuch as a 

of accumulators is generally carried for lighting purposes, the 
total net weight added by the motor-generator is nominal. 


‘FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


AMENDMENTS, 


MEXICO.— Information has been received at the В, of T. to the 
effect that a Bill has been submitted to Congress by the Ministry of 
Finance authorising the Government to revise the existing Customs 
Tariff of Mexico. The proposed measure authorises the Government 
to increase in the interests of national industries, the duties leviable 
on foreign articles similar in character to those produced in the 
country, such protection being limited to what may be indispensable 
to enable native to compete with foreign goods, due regard being 
paid to the interests of consumers. For similar reasons the duties 
on raw materials used in national industries are to be correspond- 
ingly reduced, provided that such materials produced in the country 
are not sufficient in quantity, or of sufficiently good quality, or can 
only be obtained at prices too high to be borne by the industries. 
It is also proposed to increase, to a reasonable extent, the ‘duties on 
articles which are not of prime necessity, and which are at present 
dutiable at a low rate in the Tariff.. The Bill also contains certain 
further provisions, including a proposal to increase the duties on 
goods imported through the Parcel Post. 

' It was anticipated that the Bill would be passed by Congress in a 
few days, and that the new duties would probably be promulgated 
and enforced by the Government within a comparatively short 
time, " 

URUGUAY.—A new law designed to accord privileges in favour 
of national industries has recently been passed. Under this law 
the Government is allowed to provide exemption from Customs 
duty for a period of 10 years for machines, apparatus, spare parts, 
accessories and material for the first installation of new factories 
established in the Republic ; and to extend a like privilege, during 
the same period, to factories already existing, in connection with 
the renovation or improvement of their machinery. Exemptions 
from duty already conceded in virtue of special Laws remain in 
foroe. Drawback and temporary admission privileges may be 
conceded by the Government is respect of all articles imported from 
foreign countries and re-exported in any form. Imported goods 
which are free of Customs duty in virtue of this law are not to be 
subject to the surtax of 5 per cent. of the official valuations 
imposed in 1899 ; but they are to be subject to the surtaxes of 3 per 
cent. for port works, 4 per cent. for Consular service and 12 per 
mil. in respect of merchant's licence. 


Poulsen Radiotelegraphy.—In a letter addressed to 
our American contemporary, Science, Mr. Robert Anderson draws 
attention to recent achievements of the Poulsen system of wireless 
telegraphy, in which undamped continuous waves produced by an 
arc are employed. He states that Stations ranging in power from 
5 to 30 KW. are in operation in the large cities on the Pacific Coast, 
from Seattle to San Diego, and at Phonix, El Paso, Fort Worth 
Kansas City and Chicago. Telegraphic messages are being trans- 
mitted constantly, day and night, along the Pacific Coast and as 
far east as El Paso, and messages are sent from there by night to and 
from the comparatively low-power stations so far installed at Fort 
Worth, Kansas City and Chicago. Since the recent establishment 
of a 30-KW. station at San Francisco, with two 440-ft. towers, it 
has been found possible to send messages direct from the coast to 
Fort Worth and Kansas City, and do away with the intermediate 
relays. Within the past few weeks а station has been completed 
at Honolulu, and every day from 1,000 to 4,000 words 
of news and private messages are sent thither by the 
San Francisco station. . . . This distance ів more than 2,350 miles, 
and is the longest over which continuously successful wireless com- 
munication has ever been established. Furthermore, it is the 
longest single span of ocean necessary to cross in circling the globe, 
and forecasts trans-Pacific wireless communication in the near 
future. The power used at these Pacific coast stations is only a 
small fraction of that necessary for sending messages by the 
spark system across the 2,000 miles of ocean from Ireland to Nova 
Scotia. 

"With the aid'of mechanical transmitters and receivers, from 
100 to 300 words per minute are accurately sent and received by 
the Poulsen system over distances of several hundred miles, and 
a method has been devised whereby two messages can be sent or two 
received simultaneously over the same antenna. The wave- 
lengths can be readily varied, and, a8 each station has its assigned 
wave-length to which it keeps its receiving apparatus attuned, 
messages can be sent to any point desired without troubling other 
stations. Or, if desired, all stations within range can receive the same 
message simuManeously. Messages sent by the Poulsen system are 
not read by the operators of other systems and the stations do not 
experience the interference from outside operators which is so 
troublesome a feature of the spark stations. 

“In addition to telegraphic communication the Poulsen system 
has been proved successful for wireless telephony. I can personally 
attest the simplicity and clearness of this method of transmitting 
speech, having telephoned more than two years ago between 
Stockton and San Francisco, a distance of 80 miles over land. Sub- 
sequently speech has been carried in this way from San Francisco 
to Los Ángeles, 450 miles, but as yet no thorough tests have been 
made of the system's telephonic possibilities, attention having been 


concentrated upon the telegraph.” 
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NEW PATENTS APPLIED FOR, 1912. 
(NOT YET PUBLISHED. 


Compiled Стра ыу for this journal by Messrs. W. P. Тномрком & Co., 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to whom all inquiries should be addressed. 


71,6604. '"Dynamo-clectrio machines." Bnornr, LTD., B. Brooxs and W. 
Нот. (Addition to 26,880, 1910.) December 2nd. 


27,788. *''Electrio insulators.” A. R. Mutter. December 204. 

27,758. Regulating mechanism for electric distribution systems.“ 
British TiiomMsoN-Hovston Co., Lip., E. Garton and A. H. Sr. C. WATSON. 
December 2nd. 

27,765. ''Electrio lamps or torches. F.J.Turquanp. December and. 


27.775. Spring mounted footstep bearing for electricity meters," KORTING 
AND MATHIESEN Акт. Ges. (Convention date, March 15th, 1912, Germany.) 
December 8rd. (Complete.) 


27,780. Thermostats for controlling electric circuits." A, W. Рвм and 
F. W. Rover. December 3rd. | 


27,781. "Electric are lainps.” А, H. Кликс and A. E. ANGoLp. Decem- 
ber Вга. 


27,788. “Electric lamps for automobiles." J. GALLAV. December 8rd. 
(Complete.) * 

27,808. Controlling switches for self-regulating dynamos." G. Innic and 
G. IRIG, Lro. December 8rd. 

27.887. Control of electric motors." F. E. Case. (Convention date, De- 
cember 4th, 1911, United States.) December 8rd, (Comipiete.) 

27, 85 1. Electrical switches." W.A.KNapton, December Вга, 

27,859, “ Manufacture of tungsten." C. GLA DI TZ. December urd. 


27,874. ''hlectrie switches." Ві. мем» Bros, Dynamo Works, Lrp., and 
R. A. R. Borron. December 3га. 

27,881, “Electric reduction of zinc ores," W. McA. Jourson, (Convention 
date, October 17th, 1912, United States.) December 3rd. (Complete.) 

27,941. * Process and means for the production of electrotypes for letter- 
press printing.“ I. T. NELSON and J. Murray. December ith. 

27.922. Electromagnetic lifting device." K. Miras. (Convention date, 
December 4th, 1011, Germany.) December 4th. (Complete.) 

27.923. Electric machines.“ Soc. B. T. A. R. (Systeme de Traction Auto-Regu- 
lateur). (Convention date, December 4th, 1911, France.) December 4th. 
(Complecte.) 

27,894. ‘Apparatus for the heating of liquids by means of electric resistances 
or gas.” I. J. Б мом, December dth. 

27,94. © Method for directing wireless radiations and means therefor.” 
G. E. Нехт, and T. T. Baker. December 4th. 

27,956. Starting devices for mercury vapour, electrometers, and the like.“ 
G. W. Jonsson, (W. C. Heraeus, G. in. b. H., Germany.) December 4th. 

27,961. Devices for the automatic regulation of clcotric machines.” R. 
BoscH (Пет of). (Convention date, November 16th, 1912. Germany.) Decem- 
ber ith. (Complete.) 


27,965, Art of electrical smelting.“ G. Н. BENJAMIN. December 4th. 
(Complcte.) 


27,69. Telephone receivers.“ J. BenigsstLER, (Divided application on 
1,407, 1912. February 21st.) December ith. (Complete.) 


28,006, ''Device for automatically reversing connections of electric motors 
and like vehicles." C. II. Bignckr. December bth. 


28,015, Apparatus or appliances for use in connection with thc electro- 
deposition of metals. A. Rounp and F. Fisukn, (Addition to 15,492, 1012.) 
Decembor oth. 


í ni “ Bystem of duplex wireless telegraphy.” B. D. WILLIAMS. Decem- 
er 5th. 


5 „ Electrically-heated cooking apparatus.“ A. F. Berky, Decem- 
Y t . 


28,001. '' Electrical potential regulators.” M. Fuss. (Addition to 7., 220/11. 
Convention date, December 6th, 1911, Germany.) December 5th. (Completo.) 


25,070. ''Circuit arrangements for the reception of signals transmitted hy 
means of clectromagnotic waves." O. INA V. (Compagnie Generale Radio- 
iclegraphiquc, France.) December Sth. (Complete.) 


98,071. “ Method of charging condensers in parallel and discharging them 


in series." O. Imeay. (Compagnie Generale Radiotelcgraphique, France.) 
December 5th. (Complete.) 


2,086, © Electric storage batteries." G. O. Davies. December 5th. 


23,004. Joint boxes for electrical cables.“ W. T. HENLEY's TELEGRAPH 
Wonks Co., LTD., and W. H. NicuioLs, December Sth. (Complete.) 


25,100. *''Trackway for electric telphers.” 8.CvurLEn, jun, December 5th, 


28,118. ''Electrical horns or like sounding devices." F. L. HOLLISTER. 
December bth. 


28,122. '' Electric are lamps." British THomson-Houston Co., LV. 
(General Electric Co., United Btates.) December 5th. 


W, 110. Electric signalling system and appliances to be used therewith,” 
Venitys, Lro., and H. GREEN. December 6th. 


W. 152. Electromagnets.” E. C. VILLIERS. December 6th, 
28,159. Electric welding." W. A. E. CROM IE. December bth. 


.. 98,189, ''Electro-imedical physical developers and the like.” R. Fox. 
December 6th. 


W, 222. Starting dovice for induction motors." Piua.Nix Dynamo MANU- 
FACTURING Oo., LTD., and R. Pour. December 6th. 


28,227. ** Electrical measuring instruments.“ British TuoMsoN-HovusTON Co., 
Lry., and F. Hotpen. December 6th. 

28,22). '' Electric lighting systems." Soc. INTERNATIONALE DE LUMIERE 
Fnoi»r (Proceprs Dussavp). (Addition to 8,087, 1912. Convention date, 
December 8th, 1911, France.) December 6th. (Complete.) . 

28,284. ''Electrical adaptor," В. R. LILO Db. December 7th. 


28, 900. Electric lighting systems of а, carriages and other vohicles.“ 
VARIABLE Br'&kb GEAR, LTD., and J. Rosson. December 7th, 


PUBLISHED SPECIFICATIONS. . 


Copies of any of the bpecitications in the following list may be obtained 
of Messrs. W. P. Тномьзом & Co., 285, High Holborn, W. C., and at 
Liverpool and Bradícrd ; price, post frec, 9d. (in stamps), 


1911. 


REFRACTORY MET ALI BODIES AND THEIR MANUFACTURE, W. D. Coolidge. 
18,467. August 15th. (August 15th, 1910.) 


ELrcrmic DIGHTING EQUIPMENTS FOR PERSONAL WEAR. H. Н. Hirsch. 20,665. 
September 16th. 


ELecTRIC Lighting or VEuicLEs, Compagnie Internationale d'Electricitc Soc. 
Anon. 25,334. November láth, (February Ist, 1911. Patent of Addition 
not granted.) 

ELECTRIC Tonsion DyNAMOMETERSs. F. Lux. 25,837. November 14th. 


Insunarion or ELECTRIcAl Сошь ов тнк Like. Pollak. (Specialfabrik fur 
Aluminiunm-Bpulen und Leitungen Ges. m.b.H. 25,672. November 17th. 
(Convention dave not granted.) . 


ELECTRICO Licht FITTINGS FOR ATTACHMENT TO MUSICAL INSTRUMENTS AND 
1 HornpbEns, P. R. J. Willis. (J. G. Mackenzie.) 25,756. November 

BaArkrv DEVICES FoR ELECTRICAL INSTALLATIONS, W. Dierman. 25,776. No- 
vember 18th. (August And, 1911.) 

APPARATUS FOR MEASURING, INDICATING AND DETERMINING THE CuHanogs 
INCURRED BY A CONSUMER OF ELECTRICAL Emenoy, E. T. R. Murray. 26,426. 
November 25th. 


STARTING APPARATUS OF INTERNAL-COMBUSTION ENGINES, N. A. Christensen. 
26,619. November 28th. 

CONTROL or ELECTRIC MoTor-GENERATOR Bers. British Thomson-Houston Co. 
and E.I. David. 26,868. November 80th. 


ELECTRODES FoR Anc Lamps. British Thomson-Houston Co. (General Electric 
Co.) 27,620. December 8th. 


Dynamo ELECTRIC MACHINES FoR Use IN ELECTRIC GKkKNERATIVE SYSTEMS or 
Motor VEHICLES AND THE Like. B. Brooks and W. Holt. 28,137. De. 
cember 1440, (Cognate application No. 18,896 of 1912.) 


1912. 
BPARKING PruGs. G. Farina. 14,251. June 18th. 


BRE UTE RADIATORs. V, C. J. Nightingall. 16,506. July 15th. (March 19th, 

Anc PnojErcTORS. Korting & Mathicsen Akt.-Ges. 16,937. July 90th. (Docem- 
ber 27th, 1911.) К 

a Биши Вноск Macuine. L. Bauer and A. Ficker. 17,152. 

uly 23rd, 

WIRELESS TELEGRAPH TRANSMITTERS, A. Shaw. 18, 111. August 6th. 

Arc Lamps. I.. Kanm. 28,155. October 10th. (Divided application on 
No. 24,333, 1911. November 2nd.) 

JOINT FOR THE METALLIC COVERINGS OF INSULATED ELkcTRIC Wires. F. J. 
Whiting. 81. January lst. 

INCANDESCENT ExrEcrric limes. T. W. Lowden, 1,180. January 15th. 

Ег.ксткіс Power TRANSMISSION Apparatus. Macfarlane Engincering Co. and 
W. A. Macfarlane. 2,817. February 8га. 

HYGIENIC ATTACHMENT OR CovER rox TeLeruone Movrgrikecks, F. M. 
Stanton. 2,998. February 6th. 

PxuorBHonovra METAL ALLoYs. Elektrochemische Werke Ges. 3, 850. Feb- 
ruary Oth. (March 28th, 1911.) 

ELrcermc Covrzias оң Сохмесгокв. J, Wilkie. 3,779. February 15th. 
(July 9th, 1912.) 

Evecrric SKARCHLIGHTS. Geb. Siemens & Co. 3,812. February 15th. (April 
29th, 1911.) 

Anc AMPs FOR OPTICAL LANTERNS. F. W. Branson. 4,431, February 22nd. 

INTERCOMMUNICATION TELEPHONE Systems. Н. G. White and I. Н. Parsons. 
6,036. February 29th. 

BRUSH-HOLDERS FOR Мломкто MaciisEs ron ELECTRICO IGNITION. A. С. 
Bloxham. (Robert Bosch, Firm of). 5,446. March 4th. 

AÁrrARATUR. FORK THE ELECTRO-DEPOSIMH ION OF Iron. G. Tischenko. 5,864, 
March 5th, 

Cannon ErLreTRopE For ELECOM Furnaces. Planiawerke Akt.-Ges. fur 
Kohleníabrikation. 14,967. June 18th. (July 21st, 1911.) 
ELECTRICAL Contact PLUGS FoR BWITCHBOARDS OR THE Like, AND THK METHOD 

„ THE Same. M. B. Richter. 16,144. July loth. (July loch. 

ILLUMINATED IN DICATINd DEVICE on SN. R. H. Hutchison and Fred. Wilkins 
and Brother, Ltd. 161. January 2nd. 

ELEcTRiC Fuses, C. H. Wordingham and E. R. Grote. 1,889. January 17th. 

Merrnops ок NEUTRALISING ELECTRIC CHARGES FORMED ON TEXTILES, FIBRFS, 
РАРЕВ AND LIKE MATERIALS DURING THE WORKING Processes. Siemens 
Bros. & Co. (Siemens & Halske Akt.-Ges.) 1,555. January 19th. 

Exectric Anc LAurs. H. Е. Prestwich. 1,980. January 24th. 

Means FOR GovknNiNG THE BrEED OF ALTERNATING-CURBENT  CoMMUTATOR 
ET E li. C. E. Jacoby. 8,007, February 6th. (Addition to No. 78,619 
of 1909.) 

DYNAMO-ELEcTRIC MaciiiNEs OF THE HomoroLAR Tyre., British Thomson- 
liouston Co. (Noegeerath.) 4,186. February 19th. 

BwiTCH-LOCKING ARRANGEMENTS ON SWITCHBOARDS USED IN CONNECTION WITH 
ELECTRICAL INSTALLATIONS ON MoTOR-CARS AND LIKE VEHICLES. C. A. 
Vandervell and А. H. Midgicy. 4,682. February 94th. 

ELkECTIUuCALLY-OPERATER. MEANS OR DEVICES FOR EXHIBITING ADVERTISEMENTS, 
Picrures, Notices oR THE Likk. H. F. Joel. 4,974. February 28th. 

TELEPHONE METERING Sysrems. А. J. Boult, (International Telechronometcr 
Co.) 5,972. March 8th. 

REMOTE-CONTROLLED ELECTRIC Bwirenes. H. G. C. Fairweather, (Hart 
Manufacturing Co.) 10,838. May 7th. : 

MEANS For ATTACHING ELECTRIC WIRES AND CABLES TO INSULATOMS. T. Taylor. 
16,324. July Ist. 

Сікст CONNECTIONS FOR ALTERNATING-CURKENT COMMUTATOR MoToRs. Siemens 
Schuckertwerke G.m.b.H. 16,790. July 18th. (July 18th, 1911.) 


Process AND APPARATUS FOR THE BurPLY or Mica FLAKES To MACHINES ron 


MAKING ComposiTE Mica PLATES. М. Meirowsky and Meirowsky & Co. 
Akt.-Gos. 17,982. July 25th. 

AUTOMATIC BkcrroNALISING. Devices FoR ELECTRICO DisTRiBUTING BYSTEMS. 
L. A. Hawkins. 21,264. September 18th. (September 11th, 1911.) 

Мҥктно or Preventina CatHonic Repuction. A. Pietzsch and G. Adolph. 
22,028. September 7th. (October 7th, 1911.) 


New York's 30 Years of Electric Supply.— 77% 
Electrical Review and’ Western Electrician recently recalled the fact 
that September 4th last was the thirtieth anniversary of the 
beginning of commercial incandescent electric lighting, for in 1882 
Mr. Edison commenced in New York his first central station, with 
a single 175-H.P. generator, which supplied some 400 lamps in an 
area of less than a square mile, through. underground cables. 
Thirty years of commercial growth has seen the system of the 
Edison Co. become one of 1,300 miles of cable (360 being н.т. trans- 
mission cables), while the incandescent lamps in use now number 
5,245,000, the connected load equalling 714,000 H.P. The system 
now covers ап area of about 60 square miles in Manhattan and 
Bronx, supplied from the Waterside stations built in 1900 and 1906. 
and forms an interesting comparison with the original Edison plan, 
calling for 36 independent L.T. steam stations. So far as figures 
ате available, it appears that the connected load for lighting and 
power (exclusive of traction) in the London area is something like 
600,000 H.P.. The recent return relating to London's electricity 
supply for the year 1910-11 shows that the tota] numberof units 
sold for municipalities and companies (excluding traction supply) 
was 231,169,302, and that the capacity of the generating plant was 
228,000 rw. 
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THE WOOLWICH LOAN. 


THE agenda paper of the London County Council for 


: Tuesday, December 17th, contained a long report from the 


Finance Committee to the Council with regard to the appli- 
cation for a loan of £40,000 by the Woolwich Metropolitan 
Borough Council. 

' Set out briefly, the facts are as follows: In March of 
this year Woolwich applied for £36,570 to extend its elec- 
tricity undertaking in order to meet further demands. In 
view of the unsatisfactory results of the undertaking, the 
County CouncH suggested that Woolwich should obtain 
expert advice on the undertaking generally. This was done, 
and the advice received was to abandon one of the 
two existing generating stations, viz. Plumstead, to 
extend the Globe Lane station, and to increase 
the loan application from the figures given above to 
£50,000, when, on the basis of carefully pre- 
pared estimates, it appeared that the present loss of 
£16,000 per annum would be reduced to about £9,561. 
Further consultations resulted in a reduction of the proposed 
capital expenditure from £50,000 to £40,000 by removing 
some of the plant from the station to be abandoned at 
Plumstead, and fixing this plant at Globe Lane, the cost of 
removal being charged to revenue—the revenue, as noted above, 
being £16,000 deficit (or as actually printed in the latest 
return issued by the statistical officer of the L. C. C., 
£16,818, aggregating since the undertaking has been in the 
hands of the Borough Council a deficit of £106,318). The 
consulting engineer also considered the question of taking a 
partial bulk supply, which would have involved a capital 
expenditure of £16,330, upon which the L.C.C. Finance 
Committee made the comment, even if the Borough 
Council’s estimates are fully realised, as to which there is 
considerable doubt, the scheme proposed is only slightly 
more favourable than the partial bulk supply scheme, while it 
has the great disadvantage of involving much larger capital 
expenditure." The Borough Council, however, definitely 
declined to adopt the partial bulk supply scheme. 

The only redeeming feature about the whole business is the 
undoubted increase of output, which must be met to enable 
Woolwich to meet its obligations in the matter of electricity 
supply—obligations as to keeping down the rates are, of course, 
a secondary consideration now that the elections are over. 
After dealing with the question of certain outstanding loans 
on the machinery to be abandoned, and the early repayment 
thereof, the L. C. C. Finance Committee said. We do 
not feel that the County Council can in this case decline to 
sanction the application," and therefore appended a form of 
recommendation that a substantial amount on account be 
sanctioned, which was duly agreed to. 

Evidently the whole matter has been very carefully looked 
into; the very great and grave cause for regret is the sad 
financial position in which municipal mismanagement has 
engulfed this enterprise—in a district, curiously enough, where 
some of the largest and most prosperous electrical. manu- 
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facturers have their works. It will be remembered that the 
Borough Council purchased the Globe Lane Works from the 
Woolwich District Electric Light Co. in 1908 for £79,700, 
some 10 years after the establishment of the works by the 
company, which had paid a dividend of 5 per cent. in 1900 
and of 6 per cent. in 1901, во that the business has now been 
in existence for some 19 years, involving during the last nine 
years losses, as stated above, which total £106,318, with & 
present annual loss of £16,813. Wesearch in vain amongst 
ihe statistical columns of & contemporary, whose every senti- 
ment is in favour ,of municipal ownership, to see the 
Woolwich figures. 
the other metropolitan undertakings owned by Local 
Authorities ; its absence naturally gives rise to the ques- 
tion, Why? Information, however, is provided in abundance 
in the complete return dated 1910-11 issued by the County 
Council, from which we have previously quoted. Here it is 
seen that the units sold for the year amounted to 2,889,022, 
with a load factor of 26:79, the highest figure under the 
latter heading in London except one. With such figures 
again a question forces itself upon us: Why the disastrous 
results? It is at all times a pleasure to us to know that electrical 
enterprise is expanding, that output is increasing, and that 
means must, of necessity, be found to meet the demands of 
new consumers, but we have never hesitated to condemn such 
a profligate policy as is here set forth. We acquiesce in the 
advice tendered by the Finance Committee of the County 
Council to limit further capital expenditure, and purchase the 
additional energy required in bulk; this would give time to 


The name does not appear with 


a 


reflect and opportunity to reform some weaknesses of the system 


which have led to the existing drain on the ratepayers, but 
whilst system“ that is unsound continues, it is a practical 
= impossibility for an engineering scheme, no matter 
how good, to succeed, and we cannot help doubting 
the wisdom of the County Council’s decision to lend 
the money without availing itself of its option to 
refer the question to the Local Government Board, who 
would hold an inquiry in open Court, and afford the 
Woolwich ratepayers an opportunity of expressing their 
views. 

The whole matter brings to our mind the words of Maud 


Muller— 
For of all sad words of tongue or pen, 
The saddest are these: “It might have been." 


"To which Truth added a further stanza— 


Far sadder still are some things I've seen, 
Which are but never ought to have been. 


THE PREVENTION OF CORRUPTION 
| ACT. 


We have before us News Sheet No. 25” of the Secret 
and  Bribery 
counsel's opinion on certain cases submitted by the Society. 

The first case is that of a quite independent third party 
introducing buyer and seller and receiving а commission on 
the transaction. It is a relief to find that counsel's 
opinion is thet such a commission is legitimate. But why 
counsel’s opinion should be necessary on such a point we 
cannot imagine. The second case submitted is that of a 
wholesaler delivering goods to a shipper and sending him 
two invoices—one a '*show-er and the other a blower,“ ав 
the Irishman said about his two pocket-handkerchiefs. 

The * shower ” indicates a small cash discount which the 
shipper allows to his customer abroad. 

The blower ” shows the real trade discounts, and is the 
basis for the shipper’s cheque. Some one is evidently 


‘Commissions 


Prevention League, giving: 


itching to say that this is illegal, but he contents himself by 
saying that if the shipper proved to be in a fiduciary capacity 
to the actual buyer abroad, and were pocketing a secret discount 
in addition to what his principal allowed, he would render 
himself liable under the Act. With that, of course, we 
entirely agree: but we do not agree that the wholesaler is 
concerned to inquire whether the shipper, who is actually 
his customer, occupies such a fiduciary position or not. We 
should suppose that if he asked any such question he might 
expect to be told to mind his own business. 

Other cases include that of a builder who claims trade dis- 
count on ironmongery supplied to him to fix by the owner, 
to whom, of course, he is not in a fiduciary position. 
A separate commission note to a merchant is questioned, 
apparently on the sole ground that it is not to be disclosed 
to the actual foreign purchaser. | 

Counsel's opinion is clear, that the whole essence of the 
question is that of the relationship between the intermediary 
and the final buyer. Are they as defined by the Act, 
principal and agent? Counsel says it would be for the 
Court to decide whether the wholesaler knew, or ought to 
have known, that such a relationship existed, before giving 
his two invoices or his commission note. We confess that 
we are rather surprised that these elementary questions 
are occupying the energies of the Society and its advisers. 
They would be wiser to leave alone the ordinary and 
everyday transactions of commerce, when absolutely free 


from corruption. 


We gather from the Press that they are intervening on 
the subject of tradesmen's corrupt Christmas boxes to 
domestic servants, by issuing declaration forms, to be signed 
by both servant and tradesman, which, no doubt, they will 
sign with perfect composure. But we are still awaiting 
the onslaught of the Society upon those larger offenders who, 
while chiefly in the service of the public bodies, continue to 
extort large quantities of blackmail on every possible 
occasion, and to ruin those who refuse it, by means of the 
“club: clauses” in their iniquitous contracts; while they 
regard the Act as one of the best cloaks ever bestowed upon 
hypocrisy to cover sin. 

Neither the Act nor the Society appears to have any 
effective machinery for “finding out,” and that is the w 
point. The result is that the Society, by fussing over 
trumpery offences, and calling in question such perfectly 
legitimate, regular and almost universal commercial operations 
as those referred to, still further lowers the effective force 
of the Act for any practical good. 


a ыр т се == ЫНСЫ БНРИ 


Тнк first India paper copy of the 
Transactions of the American Society of 
Civil Engineers has arrived. It contains 
1,230 pages, and, with a considerable number of folded 


India Paper: 
An Example. 


plates on thicker paper, can be pinched down to 4 in. 


thickness between thumb and finger. If the Americans do 
this, why not ourselves? All our Institutions and Societies 
use respectably thick paper, and annually fill many feet of 
bookshelves that would be better occupied by India paper 


volumes. | | 

The paper used is such that 50 leaves go to vath in., or 
800 to the inch.. This is a fairly thin quality, yet it is qute 
sufficiently opaque for comfortable reading. The sheets of 
the folding plates are heavier. The innovation 1$ most 
commendable, as possessors of the thin edition of the “ Ency- 
clopwdia Britannica " must have found. n 

For engineers, who are so nomadic, the use of thin-peper 
editions is truly valuable, if a man’ requires to carry any of 
his library with him. 


Vol 71. No. 1,831, DeczwsER 27, 1912.] THE ELECTRICAL REVIEW. 


1098 


THE COMMERCIAL DEVELOPMENT OF 
ELECTRICITY SUPPLY. 


V.—TuHE JOINT PUBLICITY COMMITTEE. 


THE purpose of the publication of these articles is to assist 
in the arousing of the electric supply industry to a proper 
sense of the urgent need for reform in business methods, 
and the establishment-of future development on thoroughly 
sound and practical lines. Individual authorities are at 
present blindly groping for a solution of the problem from 
various standpoints, and throughout the industry there is a 
general feeling of helplessness and inability to grapple with 
the situation. The vital importance of the subject is 
apparent from the fact that it is being dealt with in various 
ways by the entire electrical Press, and honest endeavours 


of this nature for the betterment of the industry should at 


least be recognised as such. 

In the opening remarks of the first article of this 
series brief mention was made of the operations of the 
Electric Supply Publicity Committee, and while due acknow- 
ledgment was made to those gentlemen of the executive who 
have so generously given their services gratuitously to the 
work of the Committee, it was pointed-out that the forma- 
tion of а far more effective organisation was imperative to 
meet the immediate and growing requirements of the elec- 
tricity supply industry. We have reason for believing that 
the opinion thus expressed is endorsed in the main in many 
quarters, and in any case we contend that the remarks are fair 
comment and of general interest. Anxious as we are to 
support by all means in our power the furtherance of the 
interests of electricity supply, it would be absurd for us to 
disparage any well-intentioned effort to that end, but it is 
realised that the Electric Supply Publicity Committee's 
activities are not sufficiently effective or convincing. In 
‘taking a broad view of the whole situation, it was intended 
to confine our remarks on this subject to the passing refer- 
ence in the first article, but as a letter in the nature of a 
protest has since appeared in our Correspondence " columns 
from Mr. Cramb, who holds the position of vice-chairman 


of the Committee, a return to the subject has become to a 


certain extent necessary. 

Dealing with the constitution of the Committee, it is 
admitted that the .gentlemen composing the executive hold 
high administrative positions on important electric supply 
undertakings, and are undoubtedly well versed in the duties 
of their respective offices, but it is logical to conclude that 
such duties absorb practically the whole of their available 
time and energies, leaving but a small margin for devoting 
to the emancipation of their brethren who are struggling 
with the difficulties of efficient organisation. "The letter of 
protest above mentioned commences with the inference that 
contributors to the electrical Press on the subject of com- 
mercial development are ignorant of essential conditions. 
This is hardly fair or courteous, as it must be evident to the 
members of the Committee, and the industry generally, that 
at least equal knowledge of the subject is possessed by many 

men actively engaged in administrative duties, but who have 
not assisted at the deliberations of the Electric Supply 
Publicity Committee. 

It is hardly reassuring to those whose support is invited 
to learn that the Committee which professes to be in a position 
to perfect the organisation of others, has not been able to 
complete its own internal organisation. It is understood that 
a complete scheme was drawn up at the inception of the 
Committee, but the difficulties met with must have been 
very real, and practically insurmountable, as they have pre- 
vented all but the pamphleteering section being put into 
operation. This being the net result of nearly three years 
of organisation, it would be interesting to estimate in how 
many years, at the present sectional rate of progress, the 
advantages of the complete scheme will be available to the 
electric supply industry generally. 

Returning to the constitution of the Committee, from 
whatever cause, the fact remains that the General Com- 
mittee is comprised, with few exceptions, of gentlemen 
whose interests are identified with the fortunes of London 
and suburban undertakings, and one of the chief obstacles to 
the operation of the Committee's complete scheme appears 


to be the prevention by Government auditors of financial 
contributions by London boroughs. This being so, why 
does not the Committee devote its energies to the disposal of 
difficulties on home ground? Unless such difficulties are 
dealt with in & practical manner, it will become increasingly 
difficult for the Committee to convince the industry that the 
solicitude for the general welfare is sincere, as already 
provincial authorities do not feel assured that their interests 
can be adequately served by the Committee. | 

If a really valuable comprehensive scheme has been 
formulated in the past, it surely would not suffer by being 
brought intothe open, but, on the other hand, if approved 
by supply authorities and other bodies whose interests are 
allied, it might result in the acquisition of the support so 
ardently solicited. As matters stand at present, the 
procedure of the Committee is very similar to asking а man 
to buy a pig in a poke, and by continuing to hide the light 
under a bushel, the Committee calls upon its collective head 
sarcastic comment, cheap and otherwise, which the vice- 
chairman so strongly resents. Honest criticism exerts 
considerable influence for good, although from constant 
reiteration it may appear ‘“‘sheep-like” to the irritated 
recipient. 

Borrowing this simile, and quoting further from the 
letter in question, a “ bleat” will be noted in regard to the 
refractory conduct of manufacturers. It is stated that as 
they have not subscribed literally to the funds of the Com- 
mittee, they have not realised their responsibilities. By 
this it is assumed that these responsibilities actually exist, 
but manufacturers will no doubt contend that in this view 
their intelligence is computed at a very low estimate. 
Generally speaking, they are shrewd business men, whose 
profits are cut fine in the face of keen competition, and who 
are beset by many harassing details. Until convinced that 
concrete benefit will result, they cannot be reasonably 
expected to commit themselves to liberal subscriptions to the 
funds of the Electric Supply Committee. Their support is 
also contingert on the publication of the complete 
propaganda, and at present they are not rushing in where 
supply angels fear to tread. : 

'The intimate connection between the interests of manu- 
facturers and contractors is also an important point to con- 
sider when discussing the question of contributions. The 
latter community is not vet in a peaceful frame of mind in 
regard to the designs of a section of the electric supply 
industry upon its business, and until a definite understanding 
has been arrived at; a co-operative policy will be difficult to 
formulate. Both manufacturers and contractors fully realise 
that measures adopted for promoting an extended use of 
current must benefit them materially, and, given assurance 
that honest co-operation was fully intended, both.bodies 
would undoubtedly welcome, and liberally support, an 
organisation in a position to put a scheme into practice. 

With regard to gas interests, the Vice-Chairman of the 


Committee falls into the **sheeplike error of repeating the 


fallacy that gas companies have been driven to combine. by 
realisation that they are fighting for existence. By the 
attraction of their attention to the puny efforts of the 
Electric Supply Publicity Committee, the gas companies 
realised that their immense resources placed them in a very 
favourable position to organise a thoroughly powerful 
association which would consolidate their strength. The 
wise counsels which are brought to bear in the administra- 
tion of gas companies have taken the precaution of preventing, 
as far as possible, the weakening of their strong position, and 
their descent to the penurious condition common to many 
electric supply undertakings. | 
Smug self-satisfaction is the bane of electricity supply, 
and, unless the present significant warnings are heeded, may 
prove the undoing of many. The satisfaction of members of 
the Electric Supply Publicity Committee should be tem- 
pered with the realisation that in their trifling with the 
organisation problem they have raised a Frankenstein 
in the Commercial Gas Association, and, unless they 


realise the gravity of the situation, the support which 


they are in a position to give to the electricity supply 
industry in combatting the activities of the monster will 
be as serviceable as a pea-shooter in the hands of a man 
opposed to an adversary armed with a Mauser pistol. The 
vaunted increase of business may become а vanishing 
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quantity when the forces of the Commercial Gas Association 
are equipped to carry the war permanently into the 
competitive camp. In the course of another “bleat? a line of 
argument is put forward whieh will not appeai very forcibly to 
business men. In effect, criticism of the methods of the Com- 
mittee is unwarranted until, having been provided with suffi- 
cient funds, the Committee has been unable to give value for 
the money. The position of authorities who have handed 
over money which most can ill-afford, would, therefore, be 
similar to that of the man who is granted the privilege of 
locking the stable door from which his horse has been stolen. 
On the evidence of the vice-chairman, the Committee 
apparently wishes to work on autocratic lines, and it yet 
remains to be proved that such an attitude commends itself 
to the industry generally. It is fully realised, by those 
who, in spite of opinion to the contrary, are not ignorant of 


essential conditions, that the formulation of a complete 


scheme involving the co-ordination of existing forces is not 
an easy matter, and it is also equally realised that the 
existing organisation of the Electric Supply Publicity 
Committee does not inspire hope that such a scheme will 
materialise in the immediate future. The Committee 
cannot accomplish impossibilities, and no one of the many 
critics would be idiotic eneugh to expect it to do so. To 
expect the Committee to spend huge sums on advertising, 
and to do many other things which can only be carried out 
when a proper technical staff is at command, would be 
absurd. 

To sum up the situation it must be admitted that the 
Committee, after nearly three yeara' existence, has not even 
the lukewarm support of the industry. The position might 
have been greatly improved had the Committee openly 
stated the details of the complete scheme, and given the 
industry an opportunity of estimating the value of its 
proposals. Confidence begets confidence. As professional 
pamphleteers, the members of the Committee have attained 
a certain degree of proficiency, but even present supporters 
would, no doubt, excuse some cessation of activity in this 
direction if a start were made on another section. 

Even if & complete scheme were formulated in the past, 
there is no guarantee that such a scheme would be of a 
suitable nature to meet the requirements of the present time 
and of the immediate future. The characteristics of electricity 
supply are now rapidly varying, and only those who have 
closely studied the commercial situation from an expert point 
of view are in a position to shape the policy of future deve- 
lopment. Emphasis must, therefore, be given to our 
previous assertion that spare time and intermittent effort is 
merely wasting valuable time, and wearying to those who are 
anxiously looking for real assistance. The industry generally 
appreciates the fact that the problem can only satisfactorily 
be dealt with by the application of permanent and unremit- 
ting expert ability. 

The Publicity Committee excuse their lack of progress on 
the ground that, owing to the withholding of financial sup- 
port, it has been impossible to establish the necessary expert 
technical staff. Potential subscribers contend that the non- 
existence of such a staff precludes the possibility of receiving 
value for their money. Thus a deadlock has arisen, and a 
‘satisfactory settlement appears to be no nearer accomplish- 
ment as the years pass. Speculation naturally arises in the 
mind of the average supply man as to whether this position 
is to be maintained indefinitely, and the internal difficulties 
of the Committee are to be allowed to retard the progress of the 
whole industry. The adherence to a Micawber-like policy 
at the present critical juncture will, no doubt, have a serious 
effect on future expansion, and it is difficult to satisfactorily 
account for the complacent attitude of the Committee in the 
light of recent events. 

What is really needed, and will become an accomplished 
fact, perhaps without the acquiescence of the Com- 
mittee, unless that body rises to the occasion, is an 
association with a permanent staff selected from those 
possessing the highest expert commercial organising ability in 
the electric supply world. An association so équipped would 
be eagerly welcomed and assured of adequate financial sup- 
port. Its practical utility for the serious work to be coped with 
would engender the confidence of supply authorities and 
others whose interests are concerned. Even pamphleteering 
under expert guidance would be materially improved, and the 


Л 


general smoothing of the rough commercial path of the 
harassed supply engineer would be gratefully appreciated. 
Compilation of statistics should bean important branch of the 
work of а real development association. At present a custom 
prevails among municipal managers of circularising their 
confréres for information on various matters and tabulating 
replies. Although possibly convenient, it is at the best a 
rather cambersome proceeding, and often a source of irritation 
to the recipients of the lists of queries if carried out to any 
great extent. The existence of а statistical branch to which 
reference could be made, and from which information could 
be promptly received, would save much time, labour, and 
mental stress. 

A thoroughly organised development association would 
also be in a position to act in an advisory capacity on com- 
mercial mattera generally, and many instances of difficulties 
similar to the above will readily occur to those who have up 
to the present been compelled to flounder along unaided. 
With expert assistance assured, it may be safely assumed 
that the supply industry would only be too glad to avail itself of 
the advantages to be obtained by rendering the requisite 
financial support. ` 

The adoption and recommendation of apparatus, more 
especially for domestic purposes, is with most supply authori- 
ties rather a haphazard proceeding. Manufacturers are more 
or less working in the dark, and their goods are disposed of 
more on the strength of the maker's reputation than on 
practical knowledge of the construction and performances. 
Selection of the most suitable apparatus may thus prove a 
tedious and costly process to all concerned, and might well 
be simplified by the existence of a central body who could 
undertake the examination and testing of all types of 
apparatus likely to be of service. In addition to conferring 
a distinct advantage on the electricity supply industry, the 
interest of manufacturers would also be served by the 
pointing out of unsatisfactory details, and the direction of 
energies into the right channels. 

Among other leading duties of a development association 
should be the education of the supply industry to the im- 
portance of exhibition and showroom details, and the proper 
recognition of an efficient business-getting staff. These 
matters bave up to the present received but scant attention, 
and are but imperfectly understood. This position is largely 
due to the fact that in no quarter has authoritative advice 
been available, and the blind have been turning to the 
blind for guidance. Although overlooked or disregarded in 
the past, the right material is in existence for the formu- 
lation of at least a nucleus of a really effective development 
association, and the sooner such material is usefully employed, 
the better will be the outlook for the welfare of electricity 
supply. We feel that in continuing to offer the advice 
„Wake up, Electricity Supply!" we are acting in the best 
interests of the industry, and at the risk of being deemed 
monotonous, and in all probability arousing resentment in 


some quarters, we intend to point out the weakness and dis- 


advantages of the present system. At the same time we do 
not profess to be in a position to offer a complete panacea for 
all the existing ailments, as we are of the opinion that the 
adoption of curative measures must be the result of a 
consensus of expert opinion, but we are anxious to do all 
that lies in our power to assist in deliberations to that end, 
and in taking this stand our advice to the somewhat inverte- 
brate Joint Publicity Committee is: **Get on or get out." 


—— — —ſ— 


OUR LEGAL QUERY COLUMN. 


[ Questions addressed to this column should be written on one side 
of the paper only.] 


“HAL” asks: Is it compulsory for a company (running an electri- 

city supply undertaking under provisional orders, granted under the 

1882 and 1896 Acts) to comply with the local building by-laws, 

e 1 not being within the area of the London County 
uncil?" 


*, If there are any building by-laws in force in any district 
outside the metropolis, it is presumed that they will apply equally 
to all persons and companies irf that district. The mere fact that 
a company is working under the provisions of a private Act will 
not exempt it from liability to observe those by-laws. 


Vol. 71. No. 1,831, ОЕскмвкв 27, 1912.] THE ELECTRICAL REVIEW. 


1025 


* 


A PLEA FOR THE USE OF HIGH-TENSION 
CONSTANT CONTINUOUS CURRENTS 
IN MINES. 


By SYDNEY F. WALKER, R.N., M. I. E. E. 


Ir is common knowledge that electricity is used all over the 
world in mines for lighting and power transmission. It is 
also well known that in the great majority of mines three- 
phase alternating current is employed. Further, it is also 
common knowledge that, owing to the large areas served by 
euch pair of shafts in the case of coal mines, and the great 
depths and large areas in the case of metalliferous mines, it has 
become absolutely necessary to employ high-tension, and, in 
the great majority of cases, extra-high-tension ; 2, 000 volts 
has been employed in mines for a long time, 3,000 volts 
has also been employed for a number of years, and 6,000 
volts is quite common for distribution to groups of mines 
from a central generating station. The generating stations 
of large mines, and of groups of mines, compare very favour- 
ably in regard to size with those of a great many towns. 
An installation of 5,000 Kw. for a group of mines is quite 
common, while the power generated at stations supplying 
mines of various kinds ranges from a figure above 5,000 Kw. 
down to very small figures—under 100 xw. 

High-tension, and extra-high-tension, three-phase current 


has captured the mining field for two reasons. It 


lends itself so very conveniently to transformation, from 
higher to lower pressures, and vice rersá, In the second 
place, with the exception of M. Thury's method of using 
high-tension continuous current, there has been no other 
system available ; and while M. Thury has been very busy, 
developing his system, and his works, continually enlarged, 
have been kept fully employed, no one has apparently taken 
much interest in it in this country. The present writer 
raised the question in the discussion upon Mr. Robert Nelson’s 
paper before the Institution of Mining Engineers in 1909, 
but Mr. Nelson, in reply, appeared to ridicule the idea. 
Since then a great step has been made towards the attain- 
ment of a footing in the United Kingdom for the high- 
tension continuous-current system, by its adoption by 
Mr. Highfield, in connection with the Metropolitan 
Electric Supply Co.’s transmission. The writer understands 
that the Board of Trade have sanctioned the use of a 
pressure with high-tension continuous current, by the 
Metropolitan Co., of 170,000 volts ; and, further, that they 
have allowed the Metropolitan Co. to use earth, 
practically as they choose, for 12 months, in order to carry 
out necessary experiments. It may, perhaps, be as well to 
outline briefly, the difference between the method of working 
by high-tension continuous current, and by three-phase 
alternating current. With three-phase alternating current, 
it will be remembered, the generators are connected to the 
bus-bars in parallel, and the feeders are also connected to 
the bus-bars in parallel; and any service that is required, 
whether for lighting or power, is connected either to the 
three phases, again in parallel, or between two of them. If 
no current is being taken for lighting or power, there is an 
open cireuit between all the feeders. 

With the high-tension constant-continuous current there 
is always a closed circuit. The generators are connected in 
the circuit, in series; any service that is required, 
either for lighting or power, has also to be connected in the 
circuit in series. A generator or a motor that is out of 
service i8 short-circuited, and either is put into service by 
opening the short-circuiting switch. 

With the three-phase method of distribution, every effort 
is made to maintain the pressure as nearly as possible 
constant at the terminals of lamps and motors taking 
current from the feeders. | 
With the high-tension continuous-current system, the 
strength of the current is maintained as constant as prac- 
tical working will allow. It is maintained as constant as 
the pressure is maintained with the three-phase system. 

. With the.three-phase system, if any considerable amount 
of load is suddenly switched on, the pressure at the bus- 


service alive. 


bars i8 lowered, and the engineer in charge of the generating 
station provides the additional current necessary, either by 
alowing one or more of the generators to furnish more 
current, or by running up an additional generator and con- 
necting it to the bus-bars. | 

In the high-tension continuous-current system, if any 
considerable load is suddenly thrown .into service, the 
strength of the current passing throughout the circuit is 
reduced, and the engineer in charge of the generating station 
takes the necessary steps to add to the pressure, so as to 
bring the current up to iis proper strength. He does 
80 by either increasing the pressure furnished by one or more 
of the generators already in service or by running up another 
generator, exciting it, and switching it into the circuit. 


"THE ADVANTAGES OF THE HIGH-TENSION CONSTANT 
CONTINUOUS-CURRENT SYSTEM. 


As the writer understands them, the following are some 
of the advantages of the high-tension continuous-current 
system, as developed by M. Thury, over the three-phase 
system. 

In the first place, there are two cables everywhere, instead 
of three. This in itself is a great advantage in mining work. 
Those who have any experience of mining will appreciate 
the great importance of keeping everything as simple as 
possible. Everyone who has had anything to do with 
making connections to three-phase plant, particularly in the 
awkward positions in a mine, where sometimes connections 
have to be made, wil appreciate the advantage of the 
greater simplicity of two cables over three. We do not know, 
it i8 probable we never shall know, how many fatal accidents 
have been caused indirectly, by mistakes in connecting up 
three-phase apparatus quickly, in a flurry, and with the 

In the second place, it appears to the writer to be a very 
great advantage that while, with the three-phase system, the 
full pressure of the service, less, of course, any drop in 
voltage due to the passage of the current through the con- 
ductors on its way to any particular apparatus, is present 
everywhere, with the high-tension constant continuous- 
current system, the full pressure between the two cables is 
only present near the switchboard. As the switchboard is 
receded from, the difference of pressure between the two 
cables decreases. In mining work, this again appears to the 
writer to be a matter of considerable importance, seeing 
that at the face of the coal, after allowing for all special 
arrangements for supplying the different districts, the 
pressure existing between the two conductors of the service, 
would be comparatively small. Next, it will be remembered 
that with the three-cored cable almost universally employed 
with three-phase work, there are six times as many chances of 
a short as there are with the high-tension constant 
continuous-current service. With a three-core cable there is 
the possibility of a short between any two of the three 
cables, and between any one of them and the lead sheath or 
armour. The difference of pressure between either of the 
conductors and the lead sheath or armour, presuming the 
neutral to be “ earthed,” is of course only 58 per cent. of 
the pressure between any two of the conductors, but as with 
& 8,000-volt service this means 1,740 volts, the effects of a 


“short” to the armour are sufficiently disastrous to that core 


to cause trouble in the other cores and in the cable generally, 
owing to the heat liberated by the current passing up to the 
“ short,” and possibly the arc at the short.“ 

A point may be noted in connection with this which 
M. Thury has mentioned. With three-phase parallel 
working, if a ** short occurs anywhere between two phases, 
the whole service is put out of gear until the “short” is 
taken off, and the cable repaired. Even when a short 
occurs between one core and the armour, it is more than 
probable that the whole of the service will be temporarily put 
out of gear, owing to the liberation of heat mentioned above. 
With the high-tension constant continuous-current system, 
the only effect of a short between the two cables any- 
where, is the cutting out of the apparatus previously in 
service beyond the short.“ | 

Next, there is the question of armouring. The Home 
Office evidently favours the use of armour very strongly. 
The present writer has no need again to repeat his objections 
to the use of armour. He will only mention here that the 
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Home Office has very wisely decreed tbat the armour 
must be “earthed " on the surface; and that it must 
be maintained absolutely continuous. As readers of 
what the writer has written upon the above subject will be 
aware, this is one of his greatest objections to the use of 
armour. If the armour is “earthed ” at the surface, say, 
and is continuous from the surface to the pit bottom, and 
thence perhaps along the main roads where falls are not likely ; 
if a fall occurs further in-bye, and the cable is broken, 
as so frequently happens, it is a matter of very great 
difficulty to thoroughly repair the armour ; во that the con- 
ducting earth path by way of the armour, wisely 
insisted upon by the Home Office, is not easily arranged 
beyond the break. As he has also pointed out, it is 
particularly difficult to make the armour good when a break 
occurs in a three-phase cable. Joint boxes, of course, may 
be used, but for a joint box to be of any service, for three- 
phase cables, it must be fairly heavy, and the writer submits, 
it is not an easy thing even with joint boxes, to keep the 
armour thoroughly continuous on three-core cables. Their 
use if frequent, might add seriously to the sheath losses 
referred to below. On the other hand, with high-tension 
constant continuous- current working, if the concentric 
system is adopted, as would be convenient, it would be 
absolutely necessary that the armour, and the outer con- 
ductor, which are virtually: one, electrically speaking, should 
be properly jointed. Unless the outer conductor was 
properly jointed, the resistance in the circuit would be 
increased, and if the joint was a very bad one, it might 
mean a severance of the circuit, so that the whole system was 
put out of gear for the time. 

Some years ago, when the concentric system was developed 
in connection with parallel working of the medium pressure 


continuous currents, it was claimed by the eminent firm who . 


had worked it out, and who were exploiting it, that the 
system prevented, or at any rate, very considerably lessened 
the possibility of shock. It appears to the present writer 
that if concentric cables were adopted with the high-tension 
contant continuous-current system, the chance of shock 
would be reduced to an absolute minimum, and with .a 
reasonable amount of care in looking after the apparatus, 
should be practically eliminated. 

It should be remembered also that the chances of shock 
. with the high-tension constant continuous-current system, 
would be considerably lessened in the working of most mines, 
by the fact that the pressure between the live cable and the 
return conductor, the outer, would be lessening all the way 
from the surface to the workings. | 

Further, it should be perfectly practicable to arrange that 
it was very difficult, indeed, for anyone to get a shock under 
conditions similar to those ruling where so many shocks have 
been received in mines during the last 10 years. It will be 
remembered that a great number of fatal shocks have been 
received by men touching metal objects which ought to have 
been perfectly harmless. Thus, a man taking hold of the 
haulage rope of a coal-cutting machine, received a shock 
which killed him, because one of the conductors of the three- 
cored trailing cable had become connected to the case of the 
motor. Apparently it had been impossible to protect it by 
“ earthing.". With what may be termed very ordinary pre- 
cautions, with precautions that can easily be taken in every 
mine, and which every electrician about a mine knows how to 
arrange, and whicb many colliery managers know algo how to 
arrange, such an accident as the above should be rendered 
practically impossible with H.T. constant continuous-current 
and concentric cables. In another case, it will be remem- 
bered, some men received a shock by touching signal wires, 
which had themselves become connected to the three-phase 
service. The writer believes he is correct in saying that, in 
that case, the armour of the three-phase service had become 
alive, and that the electric signal wires had touched either the 
live armour, or some other metal which was making contact 
with the live armour at some other part of the mine. With 
the high-tension constant continuous-current system, worked 
with concentric cables, it should be almost impossible for such 
a case as this to occur. 

But when referring to the question of shock, it should not 
be forgotten that, in mining work, under certain conditions 
that may easily arise, it has been shown to be practically 
impossible to guard everyone from the chance of receiving & 


fatal shock with three-phase currents. Readers of the 
ELECTRICAL REVIEW will doubtless remember the paper read 
by Mr. W. Wellesley Wood before the Newcastle Section of 
the I. E. E., upon Earthed v. Insulated Neutrals in Colliery 
Installations." In the volume of Transactions in which the 
paper is printed, a diagram is given, in which ẹ case is 
shown where a man actually received a severe shock, 
fortunately not fatal, but which, under quite ordinary circum- 
stances, might have been fatal, from touching the case of a 
three-phase electric motor that was connected to earth. 

As will be seen from the diagram, particular care had 
been taken to efficiently “ earth " the motor, and strictly in 
accordance with the new Home Office Rules. The motor 
was connected by means of ап “ earthed ” wire to an earth“ 
on the surface, to which also the neutral of the generator was 
connected. The liability to shock arose from the fact, to 
which the writer has frequently called attention in the 
Transactions of the Institute of Mining Engineers and else- 
where, viz., that the strata of a mine vary in their electrical 
properties. In the mine in question there was a consider- 
able thickness of high-resistance strata between the surface 
and the coal seam in which the motor in question was fixed. 
Further, the ground upon which the motor was standing 
was also of high resistance. Consequently, when a leak to 
* earth" developed upon one of the cables of the three-phase 
motor, earth,“ or, as the far more expressive American 
term ground" would more properly describe it, became 
alive. Ground in the neighbourhood of the motor wes 
in more or less direct connection with one phase of the 
supply service; while the case of the motor itself was in 
direct connection with the “earthed” neutral. Hence, а 
man standing on the ground, and touching the case, 
would get а more or less severe shock, depending entirely 
upon the nature of the ground, and the resistance of the 
fault. 

It may be objected that something of this kind might 
occur with high-tension continuous currents. The reply is 
tbat it is not as likely to occur ; and in any case, there are 
three chances of the conditions arising, necessary for a 
shock between ground and the motor case, with three- 
phase working, to one with high-tension continuous-current 
working. 

THE QUESTION OF ECONOMY. 


And behind all this there is the question of economy. 
There will, of course, be cases where three-phase working 
may be more economical for ial reasons, than high-tension 
constant continuous current, but a little consideration of the 
matter will show, the writer believes, that economy is all in 
favour of the latter. The volumes of Transaclions of the 
Institution of Electrical Engineers for some years past, 
are full of very ably written papers, by men who have 
taken a great deal of trouble to investigate the sources of 
loss in distribution cables in towns, in which high-tension 
alternating currents are employed. Mining work is not 
town work; but as anyone who has followed mining work 
and town work closely will know, mining work has copied 
town work to & very considerable extent. When mine 
owners were persuaded that switchboards were necessary, 
the first switchboards that were fixed were designed on 
exactly the same lines as those that were then in use in town 
generating stations. In fact, it would not be too much to 
say, in the writer’s opinion, that a good many of the troubles 
that have arisen in connection with the use of electricity in 
mines, have been due to the fact that the designers of the 
mining plant have not appreciated the difference between 
the conditions ruling in mines and those ruling in towns. 


There are certain conditions, however, that are common 


to both. With both town supply services and mining 
electric power services, the same conditions rule up to a cer- 
tain point. Where three-phase currents are employed it has 
become the common practice to use three-oore cables in 
nearly every case, the cables being armoured, with single or 
double armour, according to the fancy of the engineer. It 
has been shown very clearly in the papers which have been 
Pama to the Institution of Electrical Engineers by Mr. 

ordey, Mr. M. B. Field, Mr. Miles Walker, and others, 
that there are several important sources of logs, wherever 
alternating currents are employed. "There is the well-known 
transformer loss. The writer is mentioning that first, 
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because it is the smallest source of loss in the great majority 
of mines. It is the common practice to take the 2,000 
or 3,000 volts directly from the service to the motors 
driving haulage, fans and pumps, where the power is above 
а certain figure; and in those cases there are no losses due to 
the transformer magnetisation currents. In allgroups of 
mines, however, there aré a certain number of transformers, it 
i8 80 convenient to transform down to some low pressure for a 
particular service, and the transformer losses may be in 
some cases at least appreciable. 

There are the more important losses, however, in the 
cables themselves ; the loss due to dielectric: hysteresis, and 
the loss due to the currents generated in the sheaths and 
armour of the cable, and to the magnetisations and demag- 
netisations of the armour. Mr. M. B. Field, in a paper read 
before the Institutionof Electrical Engineers, estimated that the 
loss in the sheath of a three-core cable, having circular cores, 
each 0°275 in. radius, with distance between the cores of 
0:8 in., and a mean radius of sheath of 1:05 in., a thickness 
of lead sheath of 0°188 in., with a current per core of 200 
amperes, and a frequency of 60 periods, was 0°67 KW. per 
mile with a lead sheath only, and 8 Kw. per mile with steel 
armour. 

Taking a mine with 5 miles of cables, and a distribution 
by means of three-phase alternating current at 3,000 volts, 
the writer estimates that the combined losses in the sheath 
of the cables by dielectric hysteresis, and by magnetising 
currents, &c., in transformers, might easily be in the neigh- 
bourhood of 500, 000 B. of T. units per annum. 

And this, unfortunately, is not the whole story. The 
above represent the losses which cannot possibly be got rid 
of. As everyone who has gone into the matter of working 
with alternating current knows, the actual losses are nearly 
always very much greater than those that would occur if 
every precaution were taken to reduce them. The charging 
currents for the dielectrics of the cables have to be provided 
by the generators, though in some cases they go to assist the 
exciting currents of the same generators. The power factor 
of а mine service as a whole is usually fairly low. In mining 
. work, in fact, the idea usually is to keep things working. It 
is necessary that that idea should be uppermost. Any loss 
in output would be serious. But when continuous working 
is ensured, the questions arise, Cannot economies be 
obtained ? Is it not possible to work the thing cheaper ? 
Electricity 1s produced in generating stations in mines, 
in the majority of cases at a very low figure, but it is quite 
easy to practically raise the cost of generation, by throwing 
away a large portion of the current that is generated : and that 
the writer maintains is done to some extent under the very 
best conditions with three-phase alternating current, and to 
avery much larger extent in the great majority of cases. 
The conditions in mining work, in connection with the use of 
electricity, are very much the same to- day, as they were 
in the early days when steam was applied to mining. No 
one thought then of economising in the use of steam; 
no one thinks now of economising in the use of current 
generated. 


THE QUESTION OF COMPLICATION IN THE SWITCHBOARDS. 


There are a number of other points the writer would 
like to have dealt with, had the space been placed at his 
disposal. He will only now mention in conclusion that 
the bug-bear, as it appears to him, of the supposed 
complication in switching, &c., with high-tension constant 
continuous currents, will be found literally to be a bug- 
bear, and, like many other difficulties, will be found to 
be easily overcome when it is faced. If anyone will take 


the trouble to go into the question of the switches necessary 


in the generating station, and at the different points where 
power is used, with three-phase alternating currents, and 
with high-tension constant coftinuous currents, he will find, 
the writer believes, that the latter has slightly the advantage in 
the matter of simplicity. Itisclaimed by M. Thury also that it 
has great advantages in the working of motors, in the 
avoidance of loss in useless resistances. It has the undoubted 
advantage that the speed of motors can be regulated 
easily, and within wide limite, and with as many steps as 
may be desired. 

There are many other advantages i in the writer's opinion, 
which he has not space to detail. 


ELECTRICAL WORK IN CANADA. 


DuRING the past year electrical developments in Canada 
have been many and various, and constantly from all 
parts of the Dominion records of new schemes and ex- 
tensions are being received. We are indebted for the 
particulars given in the following notes to the Electrical 
News, Toronto. 

As with ourselves, the street-lighting problem is in a 
period of evolution, and ‘in many of the towns the principal 
streets are being well equipped with ornamental standards 
carrying incandescent lamps or flame arcs. The main 
shopping centres in Vancouver are now almost entirely pro- 


‘vided with ornamental cast-iron standards spaced from 85 to 


100 ft. apart and carrying, generally, five 75 or 100-watt 
tungsten lamps each in an opalescent globe. By the close of 
the present year it is expected that some 800 standards will 
be in use, serving about 7} miles of street. 

Ina number of streets the benefiting property-owners paid 
the whole of the installation costa, and are providing 75 per 
cent. of the cost, of current, the remaining 25 per cent. being 
met by the City Council. 

The lighting seryice is at 110-220 volts three-wire, and, 
for the main streets the service leads are brought down the 
poles i in nearby lanes, and run thence, through fibre conduit 
in some cases, and sherardised conduit in others, along the 
sidewalks to the standards. For any future underground 
work, however, it has been decided to use steel armoured 
cable, as being less costly in labour and material, and as 
likely to obviate many of the minor troubles common to the 
usual conduit system. 

T wo gystems of lighting are in use, one consisting of 11:3- 
volt, 6°G-ampere tunpsten lamps in series, with automatic 
cut-outs, and the other employing standard 110-volt 
lamps. | 

An arrangement has just been made for a trial of 
G.E. ornamental luminous (flame) arcs in certain streets, 
the City Council being always on the look-out for some- 
thing whicle may be likely in any way to suit their require: 
ments better. 
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SECTION OF GENERATING STATION АТ MAdod, QUEBEC, 


At. Moose Jaw (Assiniboia) some 50 well-designed 5-light 
ornamental standards have just been installed. The bases, 
which are 20 in. square, are cast with inside lugs to take the 
holding-down bolts. The columns are fluted, and taper 
from 8 in. diameter above the base to 4 in. diameter at the 
top. The height from ground to top of top globe is 
14 ft. 8 in., from ground to bottom of bottom globe 10 ft., 
and the upper and lower cross-arm lamp centres are 24 in. 
and 36 in. respectively. 

Whilst for many purposes the five-lamp standard is par- 
ticularly suitable, the light is not sufficiently strong for wide 
streets of 80 ft. and over, and in a large number of places 
luminous (flame) arcs are being adopted therefor. At 
Edmonton (Alberta) the lighting department, on a careful 
examination of the conditions, and after visiting many cities 
in the various provinces, have reached the conclusion that 
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luminous (flame) arc lighting is the most efficient and best 
adapted form for the business centre of the city. In the 
latter city the increase this year in the lighting and power 
demands has been phenomenal. А new 2,000-kw. steam 
turbine, by the Willans & Robinson Co., is being installed, 
and specifications for an additional one of 4,000 Kw. are now 
being issued. 

An interesting hydro-electric plant has been inaugurated 
during the past 12 months at Magog (Quebec). A con- 
crete dam 144 ft. long, 35 ft. high and 45 ft. wide at the 
base, has been built across the river at a point which gives 
а 20-ft. head some two miles below the town. Six stop log 
sections 14 ft. x 15 ft., and two blind sections are provided, 
and tumble bays break the force of the falling water. To 
enable the racks to be cleaned and repaired, the gate chamber 
has two sets of stop logs also. 

The present installation consists of two Escher-Wyss water 
wheels of the twin horizontal type, each of a rated capacity 
of 850 H.P. at 150 R. P. u., with a guaranteed full load effi- 
ciency of 81 per cent. The turbine gates are of the wicket 
type controlled by Escher-Wyss governors. The regulation 
is 3 per cent. variation in speed on а 25 per cent. change of 
load, and 15 per cent. on a 100 per cent. change, on a basis 
of a fly-wheel effect of 225,000 lb. ft. The generators are 
of 500 Kw. capacity, 2,400 volts, 60 cycles, two-phase, and 
have a full load efficiency of 94°7 per cent. at 100 per cent. 
power factor. 

The temperature rise is 35° C. for 24 hours’ run at full 
load, and at 25 per cent. overload it will not exceed 50^ C. 

The stator outside diameter is 14 ft., and the total weight 
of generator 50,000 lb. The two 50-kw. shunt-wound 
exciters are driven from the shafts of the generators by silent 
chain drives, and each is capable of exciting both machines. 
Double-throw oil switches connect the generators to either of 
two sets of bus-bars, and the outgoing cables from the latter 
are protected by Garton Daniels lightning arresters. 

The transmission lines are carried on 32-ft. cedar poles, 
spaced at intervals of 125 ft., and consist of No. 0000 
B. & S. bare aluminium wires, 21 in. apart. The entire 
power house, 70 ft. long x 29 ft. wide, is built of rein- 
forced concrete, and space is left for a third unit when that 
becomes necessary. é 

In quite other directions also electricity is playing an 
increasingly important part in the laying out of Canadian 
cities, a case in point being the new fire-alarm system 
recently installed at Port Arthur, on the north shore of Lake 
Superior. | 

The equipment includes a four-circuit repeater, 52 alarm 
boxes, and from 20 to 25 miles of No. 10 double-braided, 
hard-drawn copper wire. Two battery sets charged by a 
motor-generator, together with the necessary charging board 
and circuit panels, are located in the central fire hall, as 
well as a protector board equipped with lightning arresters 
and fuses, to protect the magnets of the various station 
apparatus against damage due to the alarm circuits getting 
crossed with foreign systems in any way. 

The street boxes are of the non-interfering type, and are 
divided into four circuits covering the entire city. Over 
each box a red light is placed, rendering location easy at 
night. An Ideal punch register at the central station auto- 


matically records any signal given, and stamps out the number 


of the box from which the alarm came, on a tape. At the 
same time this number is also displayed from an indicator 
over the station gong, as well as being struck out by the 
tower bell in the belfry over the fire hall. A stop clock is 
part of the equipment, and by means of it the time of 
receipt of a call can be recorded. The giving of an alarm 
is further automatically recorded on the gong and 
indicators at the two hose houses, and is received on gongs 
at the pumping station, as well as at the chief’s residence. 
An automatic control releases the horse stall doors at the 
first blow of the signal from any street box. 

The four circuits are entirely separated, but a call from 
either box is automatically transmitted over the whole system 
by means of the repeater. The latter is positive and non- 
interfering in its action, and will allow one call only to be 
transmitted at a time ; no confusion is caused, therefore, by 


two calls being given practically simultaneously. Either. 


of the boxes would give its four rounds of complete 
signal. | 
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A Single-Phase: Motor with Pole-Changing Windings. 


By J. S. NIcHOLSON, B. So., A.M.LE.E., and 
B. P. HA1GH, B. So., Assoc. M. Inst. C. E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS, London, December 12th, 1912.) 


A NEW type of single-phase commutator motor, recently installed 
in the James Watt Engineering Laboratories of the University of 
Glasgow, was brought to the notice of the Institution on the 
occasion of ite recent visit to Scotland. This motor, which is the 
invention of one of the authors, may be termed a railway motor, 
although the machine tested is of emall size and open construction, 
suitable for experimental work. The main difference between this 
type of machine and other commutator motors lies in the use of 
pole-changing windings, and the first pert of the paper deals with 
the principles involved in the use of euch windings in commutator 
motore, 

When the motor has to work over a wide range of speed, and 
especially when it has to develop a heavy torque when starting, a 
commutator is necessary to ensure that the bands of armature 
currents are kept in suitable positions relatively to the flux, so that 
the useful flux per pole shall be as nearly as possible identical with 
the total flux produced by the field magnets. This essential prin- 
ciple being common ground for all commutator motore, the new 
motor shares in many of their characteristic features and limit- 
ations. In order to ascertain the proper aim of a pole-changing 
winding applied to a commutator motor, the authors make a brief 
comparison between two ordinary motors of equal size, developing 
equal torques, bnt differing in their design in the choice of the 
number of poles. i 

The stator winding of their motor is shown in fig. 1, which 
shows how eight or four poles are obtained by means of four coils. 
When these are coupled in the two paire, 1, 2, and 3, 4, which may 
be connected in series, as in fig. 1, a, or singly, or in parallel, an 
eight-pole field is produced, covering nearly five-sixths of the total 
pole area at uniform density. By reversing the currents in Coils 3 


F1G. 1. 


and 4, while thoee in Coils 1 and 2 remain unchanged, as shown in 
fig. 1, b, the directions of the currents in four of the eight groupe 
of slots are such as to fulfil the purpose of an extra main winding, 


while the directions of the currents in the remaining four groups 


are such as to neutralise one another. 

Comparing the motor with a normal repulsion motor, the authors 
state that the output of the armature is not greatly reduced by 
using the shortened-step connections suitable’ for pole changing. 
The pole-changing motor is, therefore, not only capable of develop- 
ing a greater starting torque, but is equally efficient, and on 
account of the shorter armature end connectors and commuator, is 
more compact and simpler in construction than the normal design 
of compensated-repulsion motor. 

While the above comparison is.applicable in the case of motors of 
moderate size, suitable for multiple-unit vehicles, it does not apply 
directly to large-sized locomotive motors. The compeneated-series 
motor, working with a rectangular field-wave and designed with a 
large number of poles, appears to give better results than the 
repulsion motor with sinusoidal field, in machines of large size. 
The pole-changing motor is similarly handicapped by its sinusoidal 
field, and on account of the distribution of its windings the output 
is not greatly increased when a rectangular field-wave is used. The 
output is, therefore, materially less than that of a series motor 
with the greater number of poles. 

The authors describe four methods of controlling a pole-changing 
motor intended for railway service. Part of the problem lies in 
making provision for reversing when running with each number of 
poles, and in each case the motor is reversible and controllable over 
the full range of speed in both directions. The motor is started as 
a repulsion motor with the greater number of poles, and after 
running up to half epeed is changed over to the lower number of 
poles, running as a compentated-repulsion motor excited by a 
magnetising current in the armature. 

The motor installed in the James Watt Engineering Laboratories, 
which embodies the principles dealt with in the paper, is directly 
coupled to a emall generator which acts as & load. The output cf 
the motor is controlled by regulating the excitation and load resist- 
ances of the generator, and is measured by the torque transmitted 
from the megnet-wheel to the stator of this machine. The stator, 
which is mounted on ball bearings, carries a graduated arm with a 
movable weight, and a counterpoise is fitted so that the complete 
alternator is balanced on its ball bearings when the moving weight. 
is almost at its innermost position. The torque developed is there- 
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fore proportional to the distance the weight bas to be moved ont- 
wards in order to effect a balance. The moving weight is fitted 
with а vernier, and ав the alternator is balanced with a slow pericd 
of o:cillation and has little friction in its ball bearings, it is pos- 
sible to measure the torque with remarkable exactitude, the error 
being within one-thousandth part of full load. 

The motor tested is one rated at 10 H.P. at 150 volts, 30 cyclee, 
this size being chosen to suit the supply available in the labor- 
atories. The stator-winding is similar to that shown in fig. 1, 
and is arranged for eight and four poles, so that the speeds 


Amperes. 


FId. 2. 


córreepending to tynchrencus running are respectively 450 ard 
900 R.P.M. The motor was built by Messrs. Mavor & Coulecn, Ltd., 
Glat gow, to the authors’ design. 

The motor was ran with eight poles as a plain repulsion motor 
and with four poles as a compensated repulsicn mctor with eight 
working brushes, connected together in four paire. 

Curves giving the relation between the speed and line current of 
the machine, supplied at various voltages, sre shown in fig. 2. The 
two sets cf curves correspond to eight and four poles respectively, 
and it will be noted that the working speed ranges are in the 
. neighbourhood of the synchronous speeds of 450 and 900 R.P M. 

In fig. 3 the torque (measured in equivalent borse-power at 
1,000 R.P.M.") is plotted ав a function of the speed, It will be 
noted that the curve for 200 volta with eight poles approximately 
overlaps the curve for 100 volts with four poles, and it follows 
that if the connections are changed over from cne of these ranges 
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to the other, the motor continues to run against any given torque 
at approximately the same speed, and no mechanical shock is 
experienced. For lower speecs the eight- Pole winding is supplied 
from transformer tappings giving 120, 150, or 180 volts: while for 
higher speeds the four-pole connections are uted with 120 or 150 
volts. The dotted lines indicate the speecs at which the con- 
tactora are operated in order to maintain a high and fairly uniform 
torque during the starting period. There speeds are 300, 460, 
650 and SCO k. P. M. During this procees the torqte varies between 
13 and 8 “H.P. at J, COO k. P. u.“ A higher average torque may 
naturally be maintained by changing over at somewhat lower 
speede, and in this case the motor is liable to spark slightly when 
subject to the extra load. This is especially noticeable when 
changing over to four poles at the lower speeds, and on this 
account it is preferable to use the 200-volt eight-pole tapping in 
place of the corresponding 100-volt four-pole connection. 

It is not intended to suggest that the pole-changing mot ris 
in general preferable to the compensated-series machine asa traction 
motor. Wheret low-frequency current is employed, it appears that 
the latter machine is simpler and equally satisfactory, as gocd com- 
mutation is obtainable, together with a sufficiently high power-factor 
to meet practical requirements. 
ployed, the repulsion motor in which armature excitation is 
employed gives a materially higher power-factor than the series 
machine, and it may be that the pole-changing motor marks a 
sufficiently great advantage over the normal repulsion mutor, as 
regards commutation, to warrant the use of the higher frequency. 


The discussion was opened by DR. S. P. SMITH, who, while appre- 
ciating the work carried out by the authors, felt that the motor 
was not one that would establish itself for single-phase railway 
work. It was, he thought, impoesible to build a plain repulsion 
motor of the size required for a locomotive, say, of 1,000 to 
2,000 H.P., and he felt satisfied that it would not be possible to 
make a satisfactory machine of the type suggested by the authors 
of 500 H.P., as they had the added complication of pole changing. 


When a higher frequency is em- 


r 


Moreover, the motor was ticd to sy nchroniem; it gave only two 
efficient epceds—tsynchronous and double synchronous. The com- 
mutator was intre duced to get over the frequency difficulty in the 
comper sated series motor, but it did not effect this in the authors 
macbire, and he thought it did not carry them any nearer to the 
desirable single-phase railway motor. | 

MR. ROGER SMITH raid the aut отв had themselves pointed out 
almost as many dis advantages as advantsges in their design, and 
left it to the judgment of their hearers. It appeared that the rotor 
was thorter than that of a corre sp nding repulsion motor, but any 
saving in d mensions for railway work should be in diameter, and 
unless the new motor showed a ccmparative saving in weight, its 
advantages would not be many for 18ilway use. He asked whether 
it was always possible to arrange atmooth change-over from the 
eight tothe four-pole connection. He assumed from the paper that 
the advantsges of this machine сп]у came in at over 25 periods 
the highest usual fgure for railway work. 

Mr. W. M. MonpEx suggested that the authors might profitably 
carry out experiments with their machine, using a fixed rotor and 
stator, with a view to obtaining the iron loss with a rotating field. 

MR. W. E. BURNAND thought the worst feature of the Cesign was 
the large initial current at starting, which was thetrcuble with А.Є. 
motors generally. He favoured the straight series macb ine, but 
had always found better reeults from repulsion motors, and be 
considered that for stat'cnary wol k, if a motor was used for any 
length of time, a plain slip-ring motor would give the best result. 

Mr. HAIGH, in replying, raid the difficulty in regard to startirg 
and sparking was the fame ір all the three motors referred to. The 
synchronous character of the repulsion motor was overstated; it was 
not like an induction motor. The polecharging mctcr was only 
euited for t mall sizes, and the moderately high frequency suggested 
wae, for railway work, вау, 25 pericds. Tay pings from tbe tr: ns- 
former could be easily arranged to give a smooth cherge-cver 
bet ween the different pole connections. 

MR. NICHOLSON added that they were carrying out experiments 
to ascertain the irom loss in the machine. | 


The International Electrotechz ‘cal Commission. 


On December 19th PROF. SILVANUS THOMI: ON delivered a lecture 
on The Work of the International Electr technical Cuminusicr," 
at the Institution. 

In the course of an interesting acdress he dealt chr nolcgically- 
with the events which have led up to the p:esent time, illu-trating 
the necessity for internatioral agreement and uniformity in the 
matter of standards, definitions, symbols, &c., by many well-known 
examples. 

He traced the inception of the idea of international sts ndards to a. 
paper by Sir Chas. Bright and Prof. Clarke Maxwell, touching on tbe 
various events which intervened between that time and the Inter- 
national Electrical Congress of St. Louis in 1904, when Col. R. E. 
Crompton—the present hon. secretary of the Commission—read a 
paper on electrical standardization, the discussion on which ulti- 
mately led to the formal constitution of the present permanent Com- 
mission in 1906 under the presidency of the late Lord Kelvin. 

Since then the work of the Commission has been continued under 
the successive presidencies of Prof. Elihu Thomson and Prof. Dr. E. 
Budde, and the 1908 Meeting in London, the Brussels Conference of 
1910, and last year's Turin Meeting have been held, while future 
meetings in Berlin, next year, and San Francisco, in 1915, have been 
arranged. | | 

In the course of his remarks, Prof. Thompson explained the 
working and organisation of the Commission, the formation of the 
Special Committecs to deal with the preliminary details of subjects 
brougbt forward, and the progress which has been made in such 
matters as nomenclature, sym bols, &c. l 

He further emphasised the world-wide approval of the Com- 
mission’s objects as evidenced by the probable formation of electro- 
technical Committees in Australia, New Zealar d. Siem, South Africa 
and South American countries, scene of which have already taken 
this step. Detailed information on this subject is, of course, 
contained in the published reports of the Commission and the 
Institution Journal, 

At the conclusion of the address, COL. CROMPTON said he himself 
had not been able to realise the great develop ment which had taken 
place, in regard to which English electrical engineers could con- 
gratulate themselves. All the countries which had taken part had 
already gained frem the mutual work, and he felt wholly a gainer 
by his own exertions in that connection. He concluded by paying: 
a tribute to the work of the secretary, Mr. Le Maistre. 

PROF. MILES WALKER said the main benefit of the work accom- 
plished now was in the direction of machinery ; asto nomenclature, 
he thought the only fault was the small number of words dealt 
witb, although he appreciated the labour involved. He urged that 
no hesitation should occur in adopting foreign words where they 
were more appropriate than Englith ones, giving instances, and 
further suggested the advisability of employing sketches where. 
possible instead of long descriptions. Symbols for mathematical 
use should never be letters, which should be displaced by a distinct 
notation. 

Mr. Rost. HAMMOND caused some amusement by remarking that. 
as hon. treasurer of the ТЕЕ, he had attended with a view to. 
hearing what the Institution had got for its expenditure on the- 
delegates, and had heard with pleasure that Prof. Thompson had 
had a very роса time. He thought the Institution was entitled 
to hear from time to time an account of the work accomplished, and 
defended the labours of the Nomenclature Committee, explaining 
the difficulties which had to be contended with, a matter which was 
also mentioned by Mr, A. P. Trotter, who pointed out that the Com- 


1030 


THE ELECTRICAL REVIEW. (99.71. No 1881, Рвскмввв 27, 1912 


mittee was merely trying, in the first place, to record the accepted 
usage of words by British engineers, and that later the difficulties 
of international ageement would have to be overcome. : 
Reference having been made to the use of the word Kelvin,“ 
Мв. TROTTER said that 20 years ago Sir Courtenay Boyle advised 
the President of the B. of T. to adopt the name Kelvin for the 
"unit," The President cordially approved, and the decision was 
communicated to the electrical Press of that day; a fortnight 
&fterwarde, Lord Kelvin, on grounds of mere modesty, desired that 
it should be withdrawn. No one need wait for any authority to 
use it; it had been already officially sanctioned, and it only 
remained for them to use it. . i 
Pror. THOMPSON briefly replied to the various speakers, 
indicating a preference for the term “continuous” rather than 
“ direct" current, which, however, could not be arbitrarily 
enforced. The question of mathematical symbols was outside the 
scope of the Commission's work; the question: of printing would 
have a great influence on any new symbol adopted. 


ГА 


Modern Methods of Indirect Lighting. 


A PAPER under this title was read by Messrs. F. W. WILLCOX and 
H. C. WHEAT, before the ILLUMINATING ENGINEERING SOCIETY, 
on December 3rd. The authors, after a brief description of various 
forms of direct and semi-indirect lighting, claimed that indirect 
lighting was an improvement on the other systems for the follow- 
ing reasons:—While on the score of pure physical efficiency (in 
lumens per watt) indirect lighting may stand below other 
systems, yet in point of visual efficiency its general results are 
comparable, and in many cases superior, to those given by direct 
lighting. The efficiency of indirect lighting depends very largely 
on the appliances used. The development of the Eye- rest system 
has given to indirect lighting an economy comparable with that 
of the best systems of direct lighting, and higher than that found 
in the general run of direct lighting installations. The substitution 
of eye-rest lighting for direct-lighting has, in numerous cases, 
resulted in improved illumination and reduced current consumption. 
Theoretically, the ideal direct lighting installation must have a 
higher energy efficiency than indirect lighting, because, in the latter 
case, the light has to undergo double reflection ; the great point, 
however, about indirect lighting is that it enables one to get from a 
single point a more evenly distributed illumination than can be 
obtained from a much larger number of direct lighting units. 
In other words, the man who has become converted to the 
desirability of a uniform general illumination can, by sub- 
stituting an eye-rest fitting for a single direct lighting point, 
make the intensity of illumination on the working plane 
approximately even. Without the aid of indirect lighting he 
would need in a fair-sized room at least half a dozen direct 
lighting unite to accomplish thie. Therefore, in view of the 
usual type of installation, with its strictly limited points, indirect 
lighting is actually and practically more economical than direct 
lighting, because it provides an ideal illumination with a minimum 
of wiring extension or alteration to the wiring. 

Glare is undoubtedly redaced to a minimum by the indirect 
system of lighting. The lamps themselves are completely hidden, 
and the greatest surface brightners, that on the ceiling, is very much 
lower than with other forms of lighting. The large area of the 
reflecting surface, i.e, the ceiling, ensures perfect light diffusion, 
жы a total absence of the uncomfortable effects associated with 
giare. 

In respect of shadow effect, indirect lighting stands pre- 
eminent. Shadows are less dense, and have softer edges than in the 
case of direct lighting, Indirect lighting, however, is not shadow- 
less—it would be objectionable if it were. Indirect lighting does 
not affect the natural contrasts of light and shade given by good 
daylight illumination, aud thus there are no flat or monotonous 
effects such as accompany cornice or cove lighting. | 
A diffured illumination is produced resembling the effects of day- 
light entering a room through a skylight or obscured glass roof. 
By proper tinting of the walls the light can be toned to give rich 
warm attractive effects. Harsh contrasts, glare and heavy shadows 
are eliminated, and the architectural features of the room are shown 
to the best advantage. 


RECENT IMPROVEMENTS IN MERCURY 
VAPOUR RECTIFIERS OF LARGE POWER. 


AN account appeared in these columns some two years ago giving 
particulars of a mercury vapour rectifier of large size in which sheet 
steel cylinders took the place of the usual glass containing vessel. 
Since that time further improvements and alterations have been 
suggested by the experience gained, and some acoount of these and 
of the first completed European installations are given by Herr B. B. 
Shüfer in the Z/ektrotechnishe Zeitschrift for November 7th. 

The form of joint originally adopted, and consisting of a double 
packing of asbestos or similar material, with a layer of mercury 


between, has proved thoroughly satisfactory. Fig. 1 shows this 


joint as used on the main enclosing tube. g is the wall of the steel 
tube turned at the lower end, and having a ring a shrunk on to it. 
This ring is bolted to the base ö, and exerts a uniform pressure on the 


asbestos packing c, leaving the space e for the mercury. Exhausted 
vessels sealed in this way have been sent by rail, and have arrived at 
their destination with unimpaired vacuum. Fig. 3 shows the 
arrangement for leading in the upper electrode, It will be seen that 
a single nut applied outside holds the whole in position, and at the 
same time provides a simple means of taking up ang slack in the 
asbestos packing if this ehould be necessary at any time. 

Although the jointing employed has thus proved itself eatis- 
factory, it was soon found that some modification of the internal 
arrangement of the electrodes was necessary if back-firing " (or 
the flow of current in the reverse direction, instead of only in the 
rectified direction) were to be avoided. This back-firing trouble has 
long been known to occur, especially with higher voltages, such as 
220 or more, and with higher outputs. Normally the current 
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flowing through the rectifier in the reverse direction is a matter of 
only a few milliamperee, and of quite negligible importance. 
Occasionally, however, the valve-like action of the rectifier will 
disappear suddenly, and current flows equally readily in both 
directions, and this, with the connections ordinarily adopted, means 
the complete short-circuiting of the supply. With the older glass 
rectifiers this occurrence generally resulted in the destruction of 
the glass vessel, whilst with the new steel apparatus an explosive 
blowing of the fuses at least follows. 

As a result of lengthy experiment, it was found that "back- 
firing " may occur :— 

l. If the vapour pressure in the exhausted veesel bcomes too 
great, and so permits the discharge to change from the harmless 
glow discharge into an arc-like discharge. 

2. If the electrode normally intended for the anode comes into 
contact with the condensed drops of mercury dripping back to the 


- 
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cathode, under such circumstances the anode develops the same 
characteristics as the mercury cathode. 

3. If the solid electrodes lie in the path of the so-called " nega- 
tive flame," or stream of hot conducting vapour rising from the 
cathode. | 

The question of а sufficiently high vacuum can be satisfactorily 
dealt with in practice, but points (2) and (8) require a complete 
modification of the arrangement originally adopted. Following 
the construction adopted in the glass rectifiers used in America for 
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very high D.C. voltages, such as 6,000 or 8,000, the new steel recti- 
fiers are now arranged with the anodes enclosed in long protecting 
hoods, and removed from the centre line directly over the cathode 
and placed olose to the sides of the vessel. 


к One great additional advantage of this arrangement is that it 


lends itself to the use of & number of small anodes in parallel 
instead of one large one, and this prevents overheating and vapor- 
isation of the anode material. 

The new arrangement is shown in fig. 2. Here the cathode at 
the bottom of the vessel is separated from the anodes by a non- 
conducting screen with a central opening. The conducting part 
of the vapour, after passing through this opening, is deflected 
towards the various anodes whilst the non-conducting portion is 
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FIG. 7. 


partly cut off by the screen before entering the anode chamber at 
all, and partly rises up vertically through the opening — in either 
case avoiding all risk of coming into contact with the anodes. 

This type of rectifier lends itself especially well to polyphase 
work, the various anodes, in & single enclosing vessel, being dis- 
tributed amongst the different phases, as shown, e.g., in fig. 4, for 
the case of a three-phase supply. 

The peripheral arrangement of the anodes also enables a large and 
effective cooling chamber to be easily fitted above thg rectifier in 
much the same way as that used with the small power glass 
rectifiers. Figs. 5 and 6 show the arrangement of the anodes and 
cathode respectively of a 100-Kw. rectifier, whilst fig. 7 shows the 
general arrangement of a finished 100-Kw. rectifier. S 

Amongst the other improvements introduced as a result of 
extended experience is an arrangement for measuring the state of 
the vacuum. The vacuum required isa high one of the order of 
'01 mm. of mercury or less, and no convenient direct method of 
measuring this is available, consequently an electrical indirect 
method has been adopted, as shown in fig. 8. In this apparatus 
the fact that the conductivity of the gap between an anode and 
the active cathode depends greatly on the vacuum, is made use of. 
If the ordinary supply voltage is applied, and a suitable ammeter is 
introduced into the circuit, the indications of the instrument (after 
calibration with a McLeod gauge) serve as avery delicate indicator 
of the state of the vacuum. i 

Another arrangement for the same purpose is shown in fig. 9. 
A glaes chamber containing an iron wire resistance is connected to 
the rectifier chamber and a voltage is applied to the resistance 
through an ammeter. The current flowing depends on the 
temperature of the wire, which itself varies with the vacuum 
owing to the greater or less heat conductivity of the surrounding 
gas. 
Both these arrangements are suitable for mounting. on the 
switohboard at a distance from the rectifier, and, if desired, they 
can be made to operate alarms when the vacuum becomes defective. 

With regard to the actual plant in practical operation up to 
present time the following particulars are given :—Since November, 
1911, а 220-volt 80-Kw. rectifier has been in regular use in an iron 
foundry, and has been supplying the whole power plant for some 
10 hours daily. The supply is a single-phase one at 2,850 volts 
45°3 ~, In this case the continuous excitation of the cathode is 
maintained by a small rotary converter of l'4-kw. output, hut 
this might equally well be replaced by a small stationary rectifier 
When the current taken from the rectifier excceis about 
200 amperes, it is found necessary to keep the vacuum pump 
running contiguously, but for smaller loads this is not necessary. 


A smaller rectifier of 20-Kw. capacity and -self-exciting is in use 
in a sub-station at Strassburg, giving 110 to 160 volts for use in a 
small local D.C. network, and for charging a stand-by battery. In 
this case, three separate rectiflers of 100 amperes output each are 
installed, one of them being a spare. | 
. Another larger self-exciting rectifier of 300-kw. capacity has 
recently been erected at an engineering works in Mannheim. It is 
supplied from a 3,150-volt three-phase 50 ~ circuit through a trans- 
former, arranged to give out low-tension six-phase currents, which 
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Fie. 9. 


are rectified into a direct current of 2 x 220 volta, with practically 
no pulsations. Complete efficiency and other testa are now being 
carried out on this plant, and will be published later. 

Tests on various rectifiers have shown that the pressure drop in 
the arc is as low ав 117 volts, with a 7-cm. gap, and 14 volts, with 
a 25-cm. gap, between electrodes. The temperature of the iron 
anode in the case of a 32 sq. cm. anode loaded with 30 amperes, was 
found to be from 550° to 650° C. The temperature at the hottest 
point in the arc was about 1,000* C. | 

The amount of the reverse current was only about ‘4 milliampere - 
at a load of 110 volts and 30 amperes, and ‘6 milliampere at a load 
of 60 amperes. As the voltage is raised the reverse current also 
increases, but not quite in proportion. 

In conclusion, the following weight comparison between these 
mercury vapour rectifiers and ordinary high-speed rotary converters 
is given :— | 

d Approx. total weight in lb. 


KW, Output. Meroury rectifier. Rotary converter. 
20 T TT 400 1,040 
40 ois oe 470 1,820: 
75 ЖУЗ ri 760 2,880 
100 sai 1,060 4,200 
NEW ELECTRICAL DEVICES, FITTINGS: 


AND PLANT. 


| Stage Lighting B.T.H. Lens Arc Lamps. 


THE BRITISH THOMSON-HovusTON Co., LTD., of Mazda House, 
77, Upper Thames Street, E.C., have brought out a lens or spot 
lamp for theatrical purposes, designed to withstand the rough usage 
to which such apparatus is constantly subjected. The mechanism 


FId. 1, —B. T.H. LENS ARC LAMP, 


is of extreme simplicity and reliability. The lamp is of the hand- 
feed " type, and ig easily adjusted ; after the first adjustment of the 
carbons, an arc can be maintained without interference for 30 
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minutes or more. It can be tilted in any direction while burning, 
without readjustment and without, fear of the lamp parts earthing 
on to the casing. 

The lamp box is a solid aluminium casting, with an aluminium 
door held closely against a rabbet set in the box casing, by self- 
closing phosphor-bronze spring hinges, thus preventing leakage of 
light. The lamp and lens frame are well ventilated ; the orifice is 
adapted for standard lenses of 44 in. or 6 in. diameter, expansion 
being allowed for in either case. 

Focusing is accomplished by the operation of a carriage rod, to 
which is attached a handle in the rear of the lantern controlling the 
mechanism of the focusing rod. The vertical spindle which su[- 
ports the carbon-holders is fastened to two focusing rods by means 
of spring steel shoe slides. The carbon-holders ere adjustable by 
means of heavy thumb screws, so that practically any position of 
the carbons may be obtained, and the holders are made in two parts, 
one of which is detachable. The vertical spindle for an alternating - 
current arc is made six threads to the inch (right and left hand), 
and for direct current, four and six threads to the inch respectively. 
This arrangement renders the use of carbons of different diameters 
unnecessary, as the positive carbon, burning more rapidly than the 
negative, is fed at a proportionately greater speed. 


New Electric Winch. 


The accompanying illustrations show the construction of a new 
patent electric winch which has been made for the inventors, Messrs. 
Tyler х Freeman, by the INDIA-RUBRER, GUTTA-PERCHA & TELE- 


Еа. 2 —TYLER & FREEMAN'S SELF-CONTAINED ELECTRIC WINCH. 


GRAPH WoRKS Co. LTD., of Silvertown, and which possesses 
remarkable features. Briefly, the motor is inside the barrel of the 
winch, and the whole is totally enclosed and waterproof. 

As will be seen in the drawing, fig. 5, the revolving barrel on 
which the hoisting rope is wound forms the yoke of the D.c. 
motor, the pole-pieces being screwed to its internal circumference ; 
the windings are attached to the pole-pieces, and the brush gear 
carrier is also fixed to the barrel, together with a flange to which a 
diaphragm with a gland on the armature shaft is attached, thus 
ehutting out any oil that might leak from the gear to the windings. 

The gearing is of the epioyclic type, with three pinione, which 
engage with two internaily toothed rings; one of the latter is 
attached to the revolving barrel, and the other to the end bearing. 
For high-speed hoisting the barrel is mounted on ball bearings of 
large diameter, but for low-speed work the bearings are plain. 
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The design shows that the motor is entirely enclosed, there being 
no openings for water at either main or central bearings, Hand 
holes are provided in both end bearings, which have water-tight 
covers. 


Fic. 3.—WiNCH DETAILS; BARREL, SLIP RIN GS, BRUSHES, kc, 


Lubrication is well provided for, and the winch is mounted on a 
substantial cast-iron base, 

The gear shown is very fairly silent, and the efficiency is very 
high, The winch is specially designed for shipwork, but is equally 
applicable to any position where compactness and complete pro- 
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Fig. 4,—INTERNAL ARMATURE AND EPICYCLIC GEABING, 


tection from weather, &c., are essential. It is made in various 
sizes, and the gear lends itself especially to adaptation for any ratio 
of reduction, high or low. 


Henley's Cable Suspenders. 


Messrs. W. Т. HENLEY'S TELEGRAPH WORKS Co., LTD., Blom- 
field Street, London Wall, E.C., have issued a new price list of 
their patent cable suspenders. These are now made in Balata 
canvas and impregnated canvas, as well as in raw hide and zinc, new 
suspenders in these materials haying been standardised by the firm 
to meet a demand for cable hangers having a much longer life in 
damp situations or places where they are likely to come in contact 
with fumes which would be injurious to other types. The present list 
also contains particulars of 14 in. suspenders in all types suitable for 
use where it is impossible to place the suspenders close together, or 
for use with very heavy cables. We learn that many hundreds of 
thousands of Henley patent suspenders have been sold in the 


British Isles and abroad, and that the approximate breaking strains 


are as follows :— 
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Fig. 5.—SECTIONAL VIEWS OF WINCH WITH INTERNAL MOTOR. 


The armature shaft is aleo mounted on ball bearings, and is 
hollow, a central tie-rod passing through it. The end bearing at 
the armature end carries four slip rings, which enable the current 
to be taken to the fields and to the armature. Reversing is 
effected by means of an ordinary controller, The separate views 
(figs, 2 to 4) show the details very well. A curious feature of the 
design is that the field magnets revolve slowly in the same 
direction as the armature, carrying the brushes with them. 


& in. wide. 13 in, wide. 
Zinc TT TI) ҮҮ 200 to 250 ]b. 400 to 450 Ib. 
Impregnated canvas 200 lb. 300 lb. 
Balata canvas 200 ,, 300 ,, 
Raw hide dis 100 ,, 200 ,. 


The firm will send copies of the list and discounts to anyone in 
the trade. In the figure we show a 2 sq. in. cable suspended by 
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Fig. 6.—HENLEY ZINC SUSPENDERS IN USE, 


Henley patent zinc suspenders (14 in. wide) from a 7/10 strand. 
The illustration is half full size. 


Arc Lamp Lowering Gear. 


THE LONDON ELECTRIC FIRM, of George Street, Croydon, have 
fitted up at their works working exhibits of their raising and lower- 
ing gear for arc lamps, including swan-neck and wall-bracket gear, 
span-wire suspension gear, and lyre-shaped centre-pole gear, for the 


inspection of prospective buyers. 


Jes 
—— — 


* 
Fic. 7.—SHADOWLEss ARC LAMP CARRIER, 


The accompanying illustration shows their new shadowles (“half 
lyre”) arc lamp carrier, supereeding, at less cost, jibs and swan 
necks, or ladders, for the lighting of railways, docks, harbours, 
quays, works, &c. This is an adaptation of the firm's patent lyre- 
shaped centre carrier, and is adaptable for any size or kind of pole, 
of wood, iron or concrete. It is provided with their automatic 


connector and patent suspender, or if ‘a cheaper arrangement is 


desired, with their patent safety catch only, either plan ensuring 


that the weight of the lamp is positively taken by the carrier, and 
not left on the hauling rope when in the burning position. 

In designing this new carrier the makers have had in mind the 
desirability of obviating the excessive swinging of the lamp in 
exposed positions during windy weather, anu an efficient limiting 
device can be provided when necessary. The winch used with 
these carriers is of their patent self-sustaining type, by which the 
risk of failure in raising or lowering is eliminated. 


Electric Vulcaniser. 

THE ST. HELENS CABLE AND RUBBER Co., of Warrington, 
have recently designed and patented (No. 2,8451—1912) & novelty 
in the form of an electric vulcaniser, of which fig. 8 is a view. 

This has been specially devised for use in connection with the 
jointing and repairing of their patent cab-tire sheathed cables, and 
is based upon arrangements suggested by Mr. R. W. Besford, of 
Chester-le-Street. 

The principle is the electrical heating of the mass of wax used 
for vulcanising purposes, by means of a current passing through 
wire spirals contained in the wax. The heat is regulated by the 
rheostat shown, so that the maximum heat can be switched on at 
first to melt the wax, and when the required temperature is 
obtained in the bath, it can be kept constant by switching on to a 
more suitable combination 


Ете. 8.—AN ELECTRIC VULCANISER, 


It is not always easy or possible to vulcanise cables (at the place 
of use, such as in mining work) by means of steam, as this varies 
so considerably both as to pressure, heat and humidity. Gas is not 
always available, whereas electric current can be had wherever 
cab-tire sheathed cables are used, and the practical constancy of 
electrical pressure renders the apparatus easily used without skilled 
attention. 

We have received a piece of jointed cable, which shows the homo- 


_ geneous character of the joint made with this apparatus. 


The jointing tape is the same cab-tire material as that used in the 
sheathing, made in the form of tape, which is bound around the 
already prepared joint and then further lapped with astrong fibrous 
tape, which compresses it tightly, and under the heat of the vulcan- 
ising process, makes the solid joint. I 

A recent instance of this electrical vulcaniser's usefulness may 
be mentioned: A cab-tire sheathed crane cable at a Middlesbrough 
dock had been damaged by the crane making a split in the 
sheathing of 28 in. This was repaired by this patent electric 
vulcaniser while the crane was operated by current passing through 
the cable under repair. The operation took two hours, and the 
cothpleted job appeared to be equal to new. 


Lightning Files. 


A high-speed Lightning file has recently been placed on the 
market by Messrs. Lockwoop BROS., LTD., of Spital Hill, Sheffield, 
who inform us that a 14-in. file, tested on both sides, made 120,000 
strokes, and in 39 hours removed 78'8 in. of metal weighing 22 lb. 
from an inch-square bar, and at the conclusion of this severe trial 
the tool was slightly worn." The makers claim the result of the 
test to represent the highest point of working efficiency ever 
attained by a file under similar conditions. It is stated that the 
Admiralty require the files they buy to make only 20,000 strokes and 
to remove 6 in. of material. In round figures the Lightning file is 
capable of doing treble the amount of work that can be got out of 
an ordinary file, and as the increased price is inconsiderable, it must 
be highly economical in use. 


* 


THE PHYSICAL SOCIETY EXHIBITION. 


THE exhibition of physical apparatus which was held on Tuesday 
last week at the Imperial College of Science, while leas compre- 
hensive than usual, contained several features of great interest. 
Amongst these may be mentioned the beautiful "rainbow cup 
recently devised by Mr. C. V. Boys, F. R. S., for the examination of 
liquid fllms, with which the most fascinating colour effeots can be 
produced ; the Gray-Burnside motor gyrostats ; the Marconi radio- 
goniometer ; the Nalder insulation recorder for А.С. circuits; new 
" Unipivot" instruments; the Levy apparatus for the estimation 
of firedamp ; and a Cardiographic apparatus. | 

In the afternoon and evening Mr. S. G. Brown lectured on Some 
Methods of Magnifying Feeble Signalling Currents.” 
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Westminster Engineering Co., Ltd. 


A very neat projection arc lamp was shown by this firm, for 
currents from 2) to 12 amperes on D.C. or A.C. circuits, of 100 to 
250 volts pressure. As shown in the accompanying illustration 


Fic. 1.—" WESTMINSTER" PROJECTION ARC LAMP. 


the mechanism is of great simplicity; the arc is formed in a 
closed chamber, enabling it to burn for half an hour or more 
without attention, and the adjustment is effected by hand. The 
carbons are at right angles, the crater of the positive carbon (in the 
case of direct current) being thus utilised to the utmost, and the 
source of light remains practically stationary at the focus of the 
lantern for long periods, being always on the centre line of the 
condenser. 
carbon is small. The light obtained is either white or violet. 
tinted, according to the purpose for which the lamp is being used, 
and the hamming of the lamp on А.С. circuits is very much reduced 
by the glass enclosure. 


Alex. Wright & Co., Ltd. 


An instrument for the continuous registration of the specific 
gravity of a gas to 1 part in 1,000 was shown, as well as an 
improved arrangement of the Orsat gas analysis apparatus. The 
most noteworthy novelty was Dr. Leonard A. Levy's apparatus for 
the estimation of fire-damp in the air of mines, to meet the require- 
ments of the Coal Mines Act of 1911. This interesting device is 

illustrated in fig. 2. 
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е „ Ета. 2.—9LEvY Fire-Damp ESTIMATING APPARATUS. 


The measuring burette A, surrounded by a water jacket, contains 
10 c.c. The narrow graduated stem contains 0'4 c.c., and reads to 
2 per cent. of fire-damp. The burette is graduated to read -to 
0°01 per cent. B is a cock with an L-shaped bore arranged so 
that it is impossible to place the oxidation tube c in communica- 
tion with the atmosphere. The plug of the cock has a screw 
washer fixed at the back, so that it cannot be accidentally with- 
drawn from the barrel С is a new type of oxidation tube devised 
by Dr. Leonard Levy ; it consiste of a quartz capillary tube through 
which à platinum wire runs axially. 'This wire is heated to 
whiteness by a current derived from the small storage cell J 
supplied with the apparatus; the expansion of the wire on heat- 
Ing is taken up by a spring to which one end is attached. The 
walls of the capillary tube are coated with a very thin layer of 
platinum, which catalytically accelerates the rate of oxidation of 
the combustible gases. This oxidation tube is entirely surrounded 
by a water-jacket. The current passes through the platinum wire 
when the mercury in the burette reaches the fused-in platinum con- 
tact D, connection to the mercury being made through the fused-in 
contact at E. It is thus evident that the current only passes when 
the reservoir F is raised to drive the gas through the tube c. Thus 
the Operation of passing the gas over the wire automatically 
switches on the current, 


The light is very steady, and the consumption of 


During its passage through the quartz platinum capillary tube 
over the heated wire, the fire-damp present, no matter how little, 
is completely oxidised by the oxygen in the sir to carbon dioxide 
and water; a contraction «qual to twice the volume of fire-damp 
is thus produced. The burette is graduated to read directly the 
percentage of fire-damp present. The graduations at 025 per 
cent., 0°5 per cent. and 1°25 per cent., the three limits specified in 
the Act, are marked in red. Two passages of the gas through the 
quartz platinum capillary are sufficient, and an estimation can 
readily be effected in 2 minutes. An aocuracy of 1 part in 1,000 
is easily attainable. 

Before using the apparatus, the vessel G must be filled to the 
mark н on the capillary neck with mercury, the cock B being 
turned so as to communicate through the empty burette with the 
atmosphere: E is therefore the level of the mercury in G at atmos- 
pheric pressure. The reservoir F is also filled with mercury, and 
the jacket surrounding the burette is filled with water. These 
manipulations are made on receipt of the apparatus, and do not 
require subsequent repetition. 

The apparatus is very small and compact ; the external dimensions 
of the case are 134 in. х 8 in. x 3 in., and the total weight ready 
for use is 8 lb. | | 

By adjusting the reservoir F by the rack and pinion until the 
mercury in the capillary neck at H is accurately at the mark, any 
change in the temperature of the gas is corrected. 

The apparatus can be used in the most fiery mine, without the 
slightest danger, as it is impossible to produce a spark in air with it, 
even if it is dropped and broken, and it сап be manipulated by an 
inexperienced person. А more elaborate apparatus is made for the 
complete examination of the air of mines. 

In view of the stringent provisions of the Act regarding the ure 
of electrical apparatus in places where the percentsge of fire-damp 
present exceeds 11, this device is of considerable importance to mining 
electrical engineers. му 

| Evershed & Vignoles, Ltd. 

Tbis firm had an interesting historical exhibit of Evershed resist- 
ance testing sets, from the first made, in 1889, to the introduction, 
in 1904, of the Megger" and, in 1904, of the Bridge-Megger," 
covering a range of measurements from 0'1 ohm to 5,000 megohms. 


Gambrell Bros., Ltd. 


The convection radiometer and thermo-galvanometer recently 
designed by Mr. F. W. Jordan for measuring small steady rates of 
evolution or absorption of heat was shown ; this was described in 
our issue of November 15th, page 814. 


John J. Griffin & Sons, Ltd. 


The most novel exhibit of this firm was the Boys " rainbow cup " 
mentioned above; the electrically-driven gyrostats of Mesare. J. С. 
Gray and G. Burnside were also shown in operation. 


The Synchronome Co., Ltd. 


A complete working exhibit of electrical instruments suitable for 
the measurement and distribution of time in obeervatories and 
scientific institutions was shown, employing the Synchronome 
astronomical regulator; the improved Synchronome controlling 
pendulum with Mr. W. H. Shortt's inertia escapement was also 
shown in operation. 

( To be continued.) 


LEGAL. 


THE DISTRIBUTION OF THE ASSETS OF THE NATIONAL 
TELEPHONE Co. 


(Continued from page 988.) 


CONTINUING his address on behalf of the deferred stockholders, MB. 
YOUNGER, K. C., said the preferred stockholders, he contended, had 
not established any right to a dividend or interest in respect of 
their holding after December 31st, 1911, the date of the sale of the 
company's business, and beyond the £105 which had been repaid to 
them as their capital holding, they were not entitled to share in 
the assets of the company. Beyond the £105, everything else went 
to the deferred stockholders, according to the terms of the resolu- 
tion by which the stock came into being. The sum which the 
deferred stockholders were entitled to bring forward as their con- 
tribution to capital, and in respect to which they were entitled to 
participate, was 5, 950, 000, the capital paid up on the preferred 
and deferred stock. The first and second preference shareholders 
were excluded by the articles of the company, and the third pre- 
ference shareholders were, on the principle that a preference share 
gave its holder no more than it bargained to give, and also on the 
principle laid down in another case, they were not entitled to 
participate in the surplus assets. 

After MR. YOUNGER had concluded his arguments, his LORDSHIP 
said that any order made on this or any other summons dealing 
with the matter was to be a final order covering everything in 
relation to the way the assete were to be distributed, so that if there 
should be an appeal from his judgment to the Court of Appeal, and 
ultimately to the House of Lords, which might very well be, having 
regard to the magnitude of the sums involved, the decision of the 
House of Lords would govern the matter. He proposed, therefore, 
to put the matter in such a form that, if it went to the House of 
Lords, that House would be in a position to pronounoe a final judg- 
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ment on the whole case, and to have a final order of his 
going up to the House of Lords, and the whole of the distribution 
of the assets remaining in abeyance until some further points were 
decided. Of course, there could not possibly be any final eettlement 
or distribution until after the award, when one knew the amount 
to be distributed. He therefore proposed, at the conclusion of the 
erguments upon the present summons, not to reserve judgment, but 
to adjourn the further hearing of the matter, first, until after the 
- award, and, secondly, until after any person who might wish to 
take out a summons raising any other point, had had an opportunity 
of doing so. If and when such a summons was taken out it would 


be adjourned to come on for further hearing, so that there might 


be one comprehensive order dealing with every point. 

MR. YOUNGER said that the course proposed by his Lordship 
would cause no inconvenience, because there could be no distribu- 
tion until after the award was made. 

The further hearing of the summons was then adjourned until 
after the award. 


HEREFORD ELECTRICIANS’ CLAIM. 


AT the Hereford County Court Messrs. Walker & Co., of 11, Wide- 
mareh Street, Hereford, electrical engineers, sued Leonard Lane, a 
commission agent, of Victoria Street, for £24 5s., for work done. 
There was paid into Court the sum of £20, and the full claim was 
resisted, because it was alleged that part of the work was not done 
properly. | 

Evidence was given by Мв. WALKER, who claimed that the 
charges for the work were quite reasonable. He said he did not 
put a main switch in because it would have cost £5, and Mr. Lane 
had complained of what the work was costing. It took from May 
to September to put in the supply, because the firm had to work 
with the builders. 

Мв. C. E. GRAY, electrical engineer and chief secretary of the 
Ross Electric Light Co., said the price Messrs. Walker had charged 
was reasonable. 

The Solicitor for the defendant contended that the work took a 
long time, and the requirements of the local by-laws 
had not been ccmplied with. No main switch was provided, 
and when the authorities knew that this was the case, they sent to 
Mr. Lane and told him if the matter was not attended to within 
48 hours the supply would be cut off. 

In giving judgment, His Honour said there were two points in 
the case. One was that the work was not properly done, because 
a switch was not provided. He thought two guineas must come off 
the claim because of work that had to be done later owing to this 
omission, The second point was that of the percentage on the 
discount— Mesers. Walker had promieed 10 per cent.—but as Mr. 
Lane was not present, he would not go into that. He would give 
judgment for £21, costs to follow the event. 


WORKMAN 'S COMPENSATION CASE. 


AT the Manchester County Court on the 19th inst., a peculiar case 
under the Workmen's Compensation Act came before Judge 
Millor. Messers. Halliwell & Co., electrical engineers, of Thomas 
Street, claimed an award terminating compensation of 178. 8d., pay- 
able to Thos. M'Dunough, of Tell Street, Chorlton-on-Medlock. It 
was stated that in December, 1910, the workman struck his left 
hand witha hammer and injured it so severely that one of the 
fingers had to be removed, owing to blood poisoning. Eventually, 
bis mind gave way, and the Court appointed Mr. James Rowan, 
secretary of the Electrical Traders’ Union, of which Mr. M'Dunough 
was a member, as his guardian ad litem. Mr. T. Lord, solicitor for 
the employers, contended that the present incapacity did not arise 
cut of the accident, and produced the evidence of two medical men 
to the effect that the lunacy was caused by disease and alcohol. 
Mr. Ashworth, solicitor for the workman, admitted that his medical 
men being of the eame opinion, all he could now insist upon was 
& declaration of liability to cover possible future developmenta. 
The Judge agreed, &nd made an order accordingly. 


APPEAL BY BRISTOL TRAMWAYS AND CARRIAGE Co. 


THE Court of Appeal, composed of the Master of the Rolls and 
Lords Justices Farwell and Hamilton, on Friday delivered a con- 
sidered judgment on the defendants’ appeal in the case of Newberry 
t. Bristol Tramways and Carriage Co., Ltd., in which the plaintiff 
was awarded £150 at the trial before Mr. Justice Channel and a 
special jury at Bristol. i 

The plaintiff, Mr. James Newberry, a traveller and dealer in 
general goods, of Bristol and Birmingham, claimed damages in 
respect of personal injuries sustained by him while travelling on 
the outside of one of the company’s tramway cars, It appeared 
that the trolley came away from the overhead wires, and while the 
conductor was endeavouring to replace it, the trolley arm 
became detached from the standard, and in its fall it struck 
the plaintiff. The plaintiff pleaded that there was an onus on the 
company to prove absence of negligence on its part, or, alternatively, 
that it was guilty of a number of acts of negligence, which were 
set out in the particulars. The defence was a denial of liability. 
The jury found that the company, having used a detachable 
trolley arm, knowing the risk to passengers, did not take sufficient 
precautions for their safety, and in reply to the judge, the foreman 
added that not being engineers, they were not able to state what 
precautions should have been taken. Judgment being entered for 
the plaintiff, the company appealed on the ground that there was 


no evidence that it could, by the exercise of ordinary care and 
diligence, have avoided the accident, and also that it was protected 
from the consequences of the accident by its statutory powers. 

The MASTER OF THE ROLLS said he thought the verdict of the 
jury showed that the company had discharged the burden upon it. 
It was sufficient that the company, as carriers, should have and ure 
the best known apparatus, keep it in proper order and worked 
properly by competent men. The company discharged all these 
obligations, and, therefore, he was of opinion that the appeal 
should be allowed and judgment entered for the company, with 
costs. 

Lorp Justice FARWELL faid that the evidence was that nobody 
on the company's behalf had ever tried experiments in order to eee 
what could be done to protect the passengers from these accidents. 
The truth was that the company had not troubled to see whether 
it could find any remedy for it, and it had taken the chance. In 
his opinion, the verdict was one the jury were entitled to give 
upon the evidence, and he was not satisfied that the company had 
exercised due diligence and care. There was nothing in the Act of 
Parliament which justified the company carrying a full load of 
passengers outside if, by rearrangement of the seata, safety to the 
passengers could be secured. Under the.circumstances, he thought 
the appeal should be dismissed. 

Lorp Justice HAMILTON agreed with the judgment of the 
Master of the Rolls, and by a majority of the Court, therefore, the 
appeal was allowed, with costs. 


BUSINESS NOTES. 


Private Arrangement.—THE Simms MacxETO Co., 
LTD., Kimberley Road. London, N.W.—Pursuant to the provisions of 
the Companies’ (Consolidation) Act, 1908, a meeting of thecreditors 
of the above was held on Tuesday, December 17tb, at the Institute 
of Chartered Accountants, Moorgate Street. E.C. It was reported 
that the shareholders of the company had already met at the offices 
of the company, Welbeck Works, Kimberley Road, Kilburn, on 
November 28th, when a resolution was passed in favour of voluntary 
liquidation, with Mr. Archibald White, C.A., of 79, Wool Exchange, 
E.C., as liquidator. The chair was occupied by the liquidator, who 
stated that it had not been possible in the short space of time at his 
disposal to fully investigate the position, but he bad prepared an 
approximate statement. There had been an action by debenture- 
holders, and he was appointed by the Court to act as manager and 
receiver, and he was now in possession of the whole of the company's 
property and undertakings. The debenture action was started in 
the name of Mr. Agnew, who was a holder of 6,500 debentures, Sir 
George Wm. Agnew who held 1,000 debentures, Miss Agnew who had 
5,500 debentures, and two others. The total amount of the deben- 
ture charge was £34,000, but in addition there were debentures for 
£6,000 deposited as collateral security fora loan of £10,000. There- 
fore the total debenture charge was £40,000, plus the arrears of 
interest of £3,770. Thecompany was formed in October, 1907, when 
it took over the businers previously carried on by the Simms Manu- 
facturing Co., Ltd. The assets taken over comprised stock, £7,100 ; 
plant and machinery, £6,200; fixtures and fittings, £1,220; 
patterns, £1,000 ; new buildings, £2,300; book debts estimated at 
£7,750; caeh in hand, £1,600, and expenditure in advance, £445. 
In addition there were other assets consisting of licences, patents, 
and goodwill of the value of £25,921. There were also liabilities 
amounting to £18,435 which the company discharged, and that left 
the net value of the property taken over, including the goodwill, «c., 
at £34,270. The consideration in respect of that was the allotment 
of 10,508 fully-paid shares of £1 each in the new company ; 16,917 
shares of £1 each, on which 138. 4d. was paid; 4,645 shares of £1 
each, of which 15s. was paid ; and £9,000 in fully-paid debentures. 
The debentures were allotted to Mr. F. Simms, one of the vendors. 
Debentures to the extent of £6,000 were also subscribed for in 
cash, and subsequently a further £10,000 was raised on second 
debentures. At a later date thore debentures were cancelled, and 
there was a fresh issue of debentures for £410,000. Certain of the 
debentures were subscribed for at 80 per cent. of their face value, 
but the balance of 20 per cent. was paid over, and shares were taken 
in the company for the amount, Mr. Agnew and Mr. Simms held 
debentures for £6,000, against sn advance of £10,000. The total 
issued share capital was £61,727. With regard to the assets, they 
were of a problematical character. The goodwill, licences, &c., 
stood in the books at £26,339, but what they were worth at the 
present time he was unable to say. The stock in trade was 
estimated at £20,000, and it was said to have been taken at cost. 
The stock included finished machines worth about £7,000, the 
remainder being in parts. The company manufactured all ite 
goods in this country, and none were purchased from the Simms 
Magneto Co., of America. The English concern had no connection 
with the American company. The machinery and plant were 
valued at £10,117, and the other assets, included fixtures £875; 
book bebte, £7,619, expected to produce £6,900; cash in hand, 


£062; and Paris branch, £6,000. The liquidator added that the 


Paris branch had always been a losing concern, and in the previous 
year the loss had been over £1,000. The company also held 
1,525 shares of $100 each in the Simms Magneto Co., of America. 


Of those shares, 250 were attached in New York, and certain of the. 


other shares were held as security for a cash advance. He hed no 
intimation as to what the value of the American company’s shares 
was. Excluding the goodwill and the shares, the assets of the 
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company amounted to £44,714. Against that there were 
debentures and interest for E43, 700, a charge of £4,550 on the 
American shares, and preference claims of £800, or total liabilities 
to secured creditors of £48,020. With regard to the unsecured 
claims, they aggregated £10,284, and were all due to trade 
creditors. 

In answer to questions, Mr. White said that there was а possi- 
bility of the husiness being sold as a going concern. He was con- 
tinuing the business with a view to finding a purchaser for it, and 
was now in negotiation with two or three people. 

Mr. E. H. Hawkins asked if the liquidator was making any profit 
in carrying the business on, and Mr. White replied that he would 
not like to say he was, although he had reduced the standing 
expenses very considerably. In answer to furtber questions, he stated 
that the business had been carried on latterly at a heavy loss, and 
no dividends had ever been paid. 

A creditor said he understood that originally Mr. Simms had a 
working sgreement with Mr. Bosch, and he asked if the company 
was formed after the termination of the agreement. 

Mr. White replied that it was, and the creditor then stated that 
" of course Bosch has now got the trade.” 

Replying to further questions, the liquidatcr said that the busi- 
ness had been too heavily weighted by the establishment and 
supervision expenses. The company suffered very severely by the 
keen competition of Continental firms, who were selling at very 
cheap prices. He could not tell whether the Continental manu- 
facturers were turning out goods cheaper than the Simms Magneto 
Co.? or whether they were making а bid for the trade. At the 
present prices he did not know how the company could hope to 
make a very large profit. 

The opinion was expressed that a joint liquidator should be 
appointed to represent the interests of the trade creditors. The 
matter was discussed ut some length, and eventually it was decided 
that application should be made to the Court for the appointment 
of Mr. Е. H. Hawkins, of Mesers, Poppleton, Appleby & Hawkins, 
4, Charterhouse Square, E.C., as joint liquidator with Mr. White. 
A committee of the principal creditors war also elected. The 
principal creditors are :— 


Johnson. Matthey & Co. ce M 25 FS . £1,216 
Krefeld Steel Works a3 ex a x "T 730 
Bimpscn Bros. ёз “> - i % sx 675 
Electrical Co, ИР m - ea ks as ZA 778 
Automatic Btandard Screw Co. T M. da us 640 


Trade in 1912,—Mxssns. BOLLIN AE & Lows, in their 
annual trade review, refer to the unprecedented improvement that 
took place in trade conditions in all departments, in spite of labour 
troubles during the year. Not only in the British Isles was this the 
case, but in all industrial countries there is evidence of exceptional 
prosperity, and this is accentuated in the iron, steel and allied trades. 
In regard to the copper market, they write as follows :— 

“ Тһе copper market has been іп a wonderfully strong position, 
and prices of standard metal rose from about £61, early in the 
year, to £50 or thereabouts, about the middle of June, remaining in 
the neighbourhood of the higher figure, though with fluctuations, 
until now. The advance was bared upon a continuance and exten- 
sion of the sound conditions which in 1911 took prices from £53 to 
£04. 
statistical position improved steadily. On December 31st laat the 
total visible supply was 110,619 tons, while on June 30th 
low-water mark was reached at 67,930 tons, During the 
second half of the year the visible supply increased 
steadily in consequence of accumulations being in pro- 
gress at the United States refineries, which more than oounter- 
balanced a drain upon the reserves in Europe, hence the market 
suffered a diminution of buoyancy, standard metal developing 
an irregular movement, even though the big American producers, 
who lifted their price for electrolytic copper to £32 in the autumn. 
showed an unbending front. The war in the Balkans has affected 
sentiment adversely during the past two months or eo, and this, in 
conjunction with the very heavy American production, affords ample 
justification for the halt which has been called in the upward move- 
ment. Just at present, and on the basis of current supplies and 
demands, copper judged from a broad standpoint, seems sufficiently 
dear, although a boom in America, synchronising with exceptional 
activity in Europe, might justify higher prices. The extent to 
which production has increased is shown by the fact that the United 
States output for the first 1] monthsof 1911 was 584,000 tons, while 
for the same period of this year it was 642,000 tons, The monthly 
average of 53,000 tons last year has thus been converted into a 
monthly average of about 58,500 tone. Actually the increase has 
been on a progressive sale from 49,030 tons in November last year to 
65,000 tons in October of this year." 

In their concluding observations Messrs. Bolling & Lowe describe 
1912 as the banner year" of British prosperity. and they add :— 
We do not attach the importance that some of our friends do to the 
troubles in the labour world. The leaders of Capital and Labour 
bound by the common bond of economic conditions, will find a satis- 
factory method, possibly that of Sir Charles Macara, to adjust the 
claims of both without the suicidal strike or lock-out. With an 
absence of labour troubles, and a settlement of the European com- 
plications, we see no reason why the present prosperous trade 
conditions should not cortinue throughout 1913." 

Messrs. W. C. MARTIN & Co., electrical engineers, of Glasgow, 
Хе., who specialise in the electrical equipment of steamships, report 
having experienced a steady flow of bueiness during the past year. 
Among the larger vessels fitted out by them were the British India 
Steam Navigation Co.'s t.&s. Aronda, built at Linthouse, and the 
t. s. s. Z/urunni, built at Port Glasgow, for the New Zealand Shipping 
Co. Ltd. Special mention may be made of the в.в. El Uruguayo, 
also built at Linthouse for the South American frozen meat trade, 


Throughout the first six months of the year the world's | 


containing the largest refrigerating plant ever fitted on ‘board a 
ship, also the large Austro-American steamer Kaiser Franz Joseph I, 
built at Monfalcone, Trieste. In addition, this firm completely 
refitted the t8. Carmania, involving some 2,500 lights, besides 
power circuits, after the disastrous fire which practically gutted the 
vessel. Messrs. Martin have large orders in hand with which to 
start the New Year, including the electric installation on the new 
Cunard R. M. S. Aquitania, the largest ever fitted on board a vessel, 
also the t.s. s. Gelria and Tubantia, for the Koninklijke Hollandsches 
Lloyd,*Amsterdam, as well as a number of other smaller vessels. 
One of the greatest lessons emphasised by the terrible ò isaster to 
the R. M. S. Titanic was the advisability of providing means on board 
ship, by which the electric supply of the principal parts of the 
vessel could be maintained up to the very last moment in the event 
of such a disaster. The method employed by Messrs. Martin to 
provide an emergency generating plant fitted on the highest deck, 
is now being adopted on a number of large vessels. 

Another special feature in electrical installations as fitted by 
Messrs. Martin is the increased use of electrical appliances of 
all kinds on board ship, not only in driving auxiliary machinery in 
the engineers’ department, such as pumpe, fans, thermotanks, &c. 
but for working goods and passenger elevators, cranes, winches, and 
also in the culinary and stewards’ departments. Electric dough. 
mixers, knife-cleaners, egg-boilers, grille, hotplates, toasters, and 
other appliances too numerous to detail, are now the rule rather 
than the exception, while a ship's laundry is not now consideret 
up-to-date without electric washing and ironing plant, and no liner 
is complete without an electrically-driven gymnasium, not to 
mention such appliances as electric hairbrushes, electric hair dryers, 
electric curling irons, electric cigar lighters, &c. 


Liverpool Exhibition, 1913.—We ‘have received а 
copy of the prospectus of this Exhibition, which is to be held 
from May to October next on the Edge Lane Hall Estate, 
Liverpool, under the direction of Liverpool Exhibitions, Ltd. 
Applications for epace are required by the general manager (Mr. 
C. P. Hainsworth, 31, North John Street, Liverpool), by January 
21st, so firms interested should write for particulars and forms at 
once. Sir Chas. Petrie is chairman, and Sir Robert Cranston is one 
of the directors. The object is to demonstrate to the citizens and 
to the general public, the commercial development of the city and 
its great activities as a centre of commerce and industry. It is 
stated that no great industrial exhibition has been held in 
Liverpool for over a quarter of acentury. There will be, among 
other features, a Palace of Electricity " for the display of elec- 
trical appliances, machines, &c., also a Machinery Hall" and a 
"Palace of Industries.” In the classification list, mention is made 
of mining engineering and metallurgy, transportation and motive 
power, lighting, heating and ventilation, chemistry and scientific 
appliances, and во on. - 


Fire Alarms,—At a cost of £182, the Sutton (Surrey) 
U.D.C. has accepted a tender for the installation of an electric 
system of fire.call bells; 19 bells will be fitted at the fire 
men's houses, and an automatic switch at the fire station, together 
with an " on " and " off " switch to the turncock and steam hooter. 


Catalogues and Lists,—TuEe Hoyt METAL, Co. or 
GREAT BRITAIN, LTD., 26, Billiter Street, London, E.C.—32-page 
booklet, also a number of separate testimonial leaflete, relating to 
Hoyt's standard Babbitt or anti-friction metals, tests of same. 
directions for use, output figures over 13 years, code-words, and 80 
forth. 

THE FOSTER ENGINEERING Co., LTD., Wimbledon, S. W.—Leaflet 
concerning their A.C. electric geyser, showing the alteration in 
general appearance since its first introduction. It is now supplied 
with an external casing of sheet copper or braes. Copies will be 
gent on application. 

THE BRITISH WESTINGHOUSE ELECTRIC AND MANUFACTURING 
Co., LTD., Trafford Park.— Envelope pamphlet entitled The Power 
Policeman—What He Can Do for You,” in which are described and 


illustrated their portable wattmeters and watt-hour meters. 


THE BRITISH PROMETHEUS Co., LTD., Salop Street Works, High | 
gate, Birmingham.—Third edition of catalogue No. 141. It consists 
of some 40 pages, and contains illustrations and prices of a variety 
of their electric cooking and heating apparatus, from a curling-iron 
heater to a hot cupboard. A number of original designa of 
Prometheus convectors are shown and priced on a separate leaflet. 
Contractors can have a number of copies of the catalogue bearing 
their own name and address. 

THE GENERAL ELECTRIC Co., LTD., 67, Queen Victoria Street, 
London, E.C.—T wenty-page pamphlet entitled Table Cooking by 
Electricity," containing illustrations, descriptive notes, and prices 
of electric toasters, cookers, hot-plates, “composite " breakfast sete. 
tea-pots, kettles, flat-irons, and во on. | 

MEssrs. BORLAND, HAGEDORN & Co., LTD., 66A, St. Martins 
Lane, London, W. C.— Illustrated and priced four-page list, describ- 
ing stage projectors, gallery and vertical projectors, resistance 
frames, stage connectors, &c. 

THE HART MANUFACTURING Co.,, 76 and 77, Rochester Row, West. 
minster, S.W.—Leaflet briefly describing and giving prices 
diagrams of connections of their ceries-parallel three heat 
Diamond Н” switches. 

Messrs. TETLEY & Co., Falcon Electrical Works, Salford.—An 
illustrated leaflet describing their "Standard" ironclad stage plug 
also a price leaflet of Falcon mercury cut-out, permanent magnet 


type. " 
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Trade Announcement.—Messrs. SHOOLBRED AND 
CONNELL, engineers and electricians, announce that their only 
address is now 11, Cheapside, J.uton, Beds., and all communications 
should be addressed there. 


Holidays.—Messrs. CRysELCO, LTD., of Bedford, have 
their works closed from the 24th inst., until Monday morning, the 
30th inst. 

THE LONDON ELECTRIC FIRM, of Croydon, announce that their 
works are closed until Monday morning next, December 30th, for 
holidaye. 


Patent Restoration.—An order has been made restoring 
patent No. 5,542, of 1900, granted to C. Darrah, jun., and J. G. 
5 for “Improvements in safety devices for miners’ safety 

mps." 


Dissolutions and Liquidations.— THE Marzi Lorn- 
SPEAKING TELEPHONE Co., LTD.—This company is winding up with 
Mr. A. D. Foggo, 11, Queen Victoria Street. London, E.C., as 
liquidator. A meeting of creditors is called for January 4th. They 
are required to send particulars of debts, &c., to Mr. Foggo, by 
February 1st. 

ELECTRIC FLASH Licuts, LTD.— This company is winding up 
voluntarily with Mr. R. G. Sidford, 20, John Street, Adelphi, W.C., 
ав liquidator. A meeting of creditors is called for December 30th. 


CowPER-CorES GALVANISING SYNDICATE, LTD.—À meeting is 


called for January 23rd at 11, Ironmonger Lane, E.C., to hear an 
account of the winding up from Mr. A. E. Tug wood, the liquidator. 
THE REFLECTOR SYNDICATE, LTD.—4À meeting of this company 
is called for the same time and place for a similar purpose. 
LANGDON-Daviges Motor Co., Ltp.—A meeting is called for 
January 22nd at 12, Coleman Street, E.C., to hear an account of the 
winding up from the liquidator, Mr. C. Cape. 


Bankruptcy Proceedings.—W. F. FLIxr, electrical 
engineer, Hull.—Release of trustee (W. G. Hall), November 28th. 


Mexico: Leaving the Field Without Fight.—The 
following letter has just appeared in the Glasgow Daily Herald :— 


" Servicio Consular Mexicano, 

" 116, Hope Street, Glasgow, December 14th. 
"Sir,—I beg space in your important paper for these few 
remarks, calling the attention of the merchants who received from 
me an invitation to participate in the local exhibition in the State 
of Colima, Mexico, towards the not very despicable fact that 
those not availing themselves of that kind of advertisement really 
miss a good opportunity to introduce their products in a new 
market, leaving the field without fight to other very enterprising 
competitors, a very considerable factor for commercial supremacv. 
As the expense would not be ruinous for those wishing to send 
samples to that Exhibition, it would be desirable for me to know 
how many of them are they, so that the steamship company could 
give the capacity required for freight up to Puerto Mexico, in the 

Gulf of Mexico.—I am, &c.. 
“MIGUEL BARRERA, Consul for Mexico.” 


Meters Approved.—According to the London Gazette 
for December 20th, the Board of Trade has approved of the follow- 
iog meters :— 

Rex meter, type S.G. 1, deposited April 16th, 1912, on behalf of 
the Société Genevoise, Geneva, for constant-pressure 8.P. two-wire 
A.C. ' 

Bat Meter type H, deposited February 23rd, 1912, by the Bat 
Meter Co., Ltd., for constant pressure two-wire C.C. 


Calendars and Diaries. —From the Union ELECTRIC 
CO., LTD., of Park Street, Southwark, London, S. E., we have 
received an interesting wall calendar for 1913, tbe outstanding 
feature of which is a Union motor with pulley and belt-driving 
machinery, executed in colour. This cannot help effectively 
driving home the power side of the firm's business. Neat monthly 
date sheets are interleaved with illustrations of Union apparatus. 
As only a limited number of the calendars are available, applica- 
tions should be sent in at once. It is intended later to issue the 
card itself as a showcard. 

Мв. JOHN WHITELAW, of 15А, Duncan Street, Edinburgh, has 
gent us a gerviceable monthly sheet wall calendar for 1913, lighting- 
up times being indicated in small red figures. The upper half of 
each sheet has а " Highways and Byways” picture appropriate to 
the month—" Ploughing in Hope, "A Halt in the Lane," 
" Springtime's Bounty," and so on. | 

Ав а Christmas souvenir the ST. HELENS CABLE AND RUBBER 
Co., LTD. of Warrington, are sending out to their friends а small 
desk-card, “Lest ye Forget," with small monthly date slips for 
1913. 

Messrs, GEO. M'CARTNEY & Co., makers of Orb switchgear, 
Cumnock, N.B., have brought out a serviceable calendar for the 
coming year, with clearly-printed dates on monthly sheeta, 

THE BRIMSDOWN LAMP WORKS LTD., Kingsway House, W.C.— 
A neat little calendar and postage stamp case has been received 
from this firm, together with a pack of playing cards ornamented 
on the backs with a reproduction of the familiar poster recording 
the world-wide popularity of the well-known Wirum lamps. 

To.the ELECTRIC CONSTRUCTION Co., LTD., for whose New Year 
souvenir we always look with interest, we are indebted for a very 
neat and handy vest-pocket diary and stamp-case, together with a 
pocket wire gauge—a nickel-plated gem. 

e 


in operation. 


LIGHTING and POWER NOTES. 


Australia.—The following interesting notes show the 
progress that is being made by the Newcastle City Council elec- 
trical department :--The reconstruction scheme which has been in 
hand forthe greater part of this year is now nearing completion. 
Two-thirds of the entire mains for the city have been reconstructed 
and completed ; new high-pressure feeders have been erected to the 
city sub-station, which is an entirely new building, containing 
three banks of transformers with high and low-tension switch- 
gear, suitably housed in a three-storey fireproof building. The top 
portion of same contains the switch-gear, the middle section the 
transformers, and the bottom section the cables from the switch- 
gear to the transformers. New low-tension feedera have been 
erected in the main streets, which will increase the carrying 
capacity. The new General Electric Co.'s series incandescent 
system single lamps of 60 C. P. is now partly installed with gratify- 
ing results. The water-softening plant, which is of Kennicott 
type, has been delivered and erected by the contractors, and is now 
The condensing plant, which embraces a multi-jet 
condenrer of Mirrlees-Leblanc type, is partly erected, with the oil 
eliminating plant, and the spray cooler as designed by Messrs. 
Fyvie & Stewart, of Melbourne. Two other sub-stations are in 
course of erection and will be in operation early in the new year. 
The mains have been extended into the municipality of Hamilton 
and Wickham, and a third municipality is now negotiating street 
lighting, which will also give the Council the right of private 
supply. ` 

The financial results of the first half of this year under the 
present management, as compared with the first half of 1911, show 
a net difference of £1,600, despite the fact that during this year a 
considerable sum has been spent from revenue for reconstruction pur- 
poses, and to date the undertaking has not received the full benefit 
of the extra £10,000 that is now being spent, which will be reflected 
in largely increased business, and greatly decreased working costs. 
It is expected that the system will be completely in order during 
the first few months of the new year. Mr. Guy Allbut is the city 
electrical engineer, 


Baildon.— The District Council decided last week to ask 
the B. of T. fer a prov. order to construct electric tramways, and 
also for an Order under the Electric Lighting Acts. Negotiations 
are in progress with the Bradford Corporation with reference to 
the proposed tramway facilities. 


Bolton.—The Electricity Committee has decided to 


supply current for motive power to the works of Messrs. Dobson 
and Barlow, Ltd., on terms to be arranged. 


Bradford.—The Electricity Committee of the Corpora- 
tion has decided to recommend the City Council to illuminate Tong 
Street—a long thoroughfare commencing at Dudley Hill and 
extending therefrom for over 1} miles to Westgate Hill—with 
electricity in place of gas. 


Bradford-on-Avon.—The U.D.C. has deferred the 
electric light question, broached by Messrs. Purves, of Exeter, until 
the new Council is elected next April. 


Bridlington.—The T.C. ou December 18th decided to 
apply to the L.G.B. for a loan of £5,000 for the provision of new 
generating plant of 600-K w. capacity and extensions to the engine 
room. 


Canada.—The New Westminister (B.C.) Power Co. is 
about to obtain extensive water rights on Brandt Creek, Indian River, 
Young Lake and Norton Lake, waters contiguous to the city. The 
object of the company is to establish & power plant to supply the 
Fraser Valley district with current forlighting and power purposes. 
The New Westminster Power Co. is composed of a number of lccal 
parties backed by English capital. 


Chesham.— The U.D.C. has entered into a seven years’ 
agreement for public lighting with the local electricity company. 


China.—The establishment of generating stations has: 
made great strides in China in recent years. Besides Shanghai, the 
use of electricity has extended to all the large cities in the 
surrounding districts—Hangchow, Ningpo, Soochow, Chingkiang 
and Wousih. Four. fifths of these undertakings are, says Lu Herve 
Pratique de Г Electricité, in the hands of German firms, whose sale 
prices defy all competition. 


Chorley.— A Bradford firm have taken land for a new 
cotton mill to be erected in Chorley, and to accommodate 700 looms. 
It will be the first shed in this locality to be electrically-driven. 


Chorley Wood.—The Watford U.D.C. has, in view of 
the formation of an Urban Council for Chorley Wood, deferred the 
question of the electric light scheme included in a prov. order 
being applied for by a private company. The draft order provides 
that the local authority shall have the option of purchasing the. 
undertaking at the end of 21 years, and each subsequent seven years 


Cleckheaton (Yorks.).—At the last meeting of the 
District Council it was decided to confirm the recommendation of 
the Electricity Committee that the prices for electricity should be 
advanced by 10 per cent., except in cases where the supply is under 
agreement. This increase is a result of the enhanced prices of 
coal, Я 
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GERMANY.—The monopolist tendencies of the large electric coon- 
struction and supply companies in Germany are generally resented, 
and in Schleswig - Holstein some nine districts have banded 
themselves together in an electric Zweckverband, with the object 
of safeguarding the interests of its members in all questions relat- 
ing to the supply of their districts with electric current. The 
Verband will not itself carry out installations, but will confine its 
operations to tendering advice and clearing the ground for private 
initiative. The departure is expected to prove a boon to the smaller 
electrical manufacturing firms who have hitherto been excluded 
from participation when schemes were launched by any of th 
monopolist companies. i 

HOLLAND.—Several schemes for the establishment of generating 
stations are being considered in Holland. One station is planned 
to serve the Communes of Nieuw Buinen, Buinerveen, Coeselle and 
Gieten in the province of Drenthe ; a second is for the supply of 
the Communes of Wondsen, Ijlst and Balk in Friesland, and a 
third for Giekerk, Molesend and Roodkerk, also in Friesland.— 
Rerue Pratique de Г Electricité, 


Cwmavon,—The U.D.C. has decided to apply to the 
B. of T. for & prov. order for electric lighting; exclusive of the 


cost of the site for the generating station, the cost of the scheme 
is placed at £6,000. 


Fife.— The Fife Electric Power Co. has acquired a site in 
Nethertown, at the south side of Dunfermline, for the purpose of 


erecting & sub-station, in order that power may be better trans- 
mitted to the Rosyth area. 


Finchley.—At the last meeting of the Council, the Elec- 
tricity Committee reported that it had considered a special report of 
the electrical engineer on the matter of the cheaper production of 
electricity, and recommended that tenders be invited for the installa- 
tion of an oil engine at the electricity works at an estimated cost of 
£4,500, The report was adopted. 


Fleetwood.—The U.D.C. has decided to apply to the 
L G.B. for sanction to borrow £7,176 to meet the cost of proposed 
extensions at the electricity works, and to request that permission 
may be given for the work to be proceeded with. А 


Hornsey.— The Council has decided: to ensure the elec- 
tricity works against loss of profits in the case of fire or explosion. 
According to the statement of the working of the electricity depart- 
ment for the half-year ended September 31st last, it appearsthat the 
amount received from private consumers had been £6,987, an increase 
of £435 over the corresponding period. The total receipts were 
£7,799, as against £7,334, or an increase of £465. With regard to 
the expenditure, this had been £4,456, as against £3,730 at the 
corresponding period. 


Huddersfield, — Тһе Corporation has decided to apply to 
the L.G.B. for powers to borrow £60,000 for the purposes of the 
local electricity undertaking, to which a number of detailed 
improvements are proposed to be made, including some alterations 
to the buildings, and the fixing of new single-phase switchgear. 


King's Lynn.—At a recent meeting of the T.C., the 
chairman of the Electricity Committee stated that the Committee 
felt the time had come when considerable outlay must be made on 
extension of plant. This was owing to the large number of fresh 
customers who had lately been obtained, several of them being 
large consumers. They include the Great Eastern Railway Co., 
which has introduced electricity in the place of gas at the passenger 
station, and also lighted the harbour sidings. The total private 
connections are now equivalent to 41,591 lamps of 8 c.P., and this in 
а town with a population of 20,000. In addition, all the streets 
are electrically lighted. 


London.—The Bethnal Green Council has decided to 


adopt the electricity supply propoeals, particulars of which were 
given in our last issue, 


Mexborough.—The Council has decided to apply to the 


L.G.B. for powers to borrow £10,000 to be devoted to the extension 
of the local electricity works. 


New Zealand.—The Council of Devonport, New Zea- 
land, is inviting schemes, for adoption by the Municipality or for 
execution by private enterprise, for the installation of electric 
lighting in the town. Full details are required, including, in 
schemes for private enterprise, the charges that would be made for 
the supply of current and what share of profits would be given to 
the local authority.— Financier. 


Salford.—A fire broke out at Salford electricity works 
early last Thursday. The extent of the damage is estimated at 
£10,000, including the destruction of & switchboard which will 
cost £5,000 to replace. It is stated that the fire was caused by a 
workman dropping a spanner which in its fall came in contact 
with a live wire. There was a great blaze, and the fire extended 
rapidly, destroying many cables. The fire brigade were able 
to prevent serious damage being done to the electrical machinery. 
The tramway service had to be suspended for several hours, but the 
co-operation of the Manchester, Bury and Eccles electrical systeme 


greatly minimised the ‘dislocation. Some of the larger works 
which ‘depend entirely upon electricity for their motive power 
.have been compelled to'close until the damage at the electricity 
station 18 repaired. 


South Africa.—At a public meeting recently held, the 
Harriemith, O.F.S. Municipality were authorised to raise a loan for 
the carrying out of a hydro-electric scheme. The power will be 
generated by water supply on the top of Platberg mountain, and 
used for the lighting of the town, and supplying power for 
industries. This scheme, it is supposed, will be the first of its type 
in the country. 


Swinton and Pendlebury.—At a meeting of the D. C., 
held last week, a letter was read from the Lancashire Electric Power 
Co., stating that it had arranged, subject to the consent of the 
Council, to supply Messrs. A. Knowles & Sons, Ltd., with current 
for haulage purposes, principally at the Pendlebury and Clifton 
Hall Collieries. The present requirements were about 320 H. P. at 
Pendlebury, and 250 H.P. at Clifton Hall. It was resolved that the 
Council consent to the arrangement. 


Wood Green.—The District Council is one of the few 
local authorities round London which has no electric supply in ita 
district, with the result that the largest firms generate their own 
energy. About 12 years ago Wood Green and four contiguous 
districts combined in & proposed scheme of generation and distribu- 
tion, but in the end that fell through. Six or seven years ago 
Wood Green decided to embark on a scheme of its own, involving 
an outlay of £60,000. The L.G.B., however, refused to sanction 
the application fora loan. Then the District Council obtained a 
provisional order, which was from time to time extended. Now 
the Council has another scheme on foot—viz., to sell the order 
outright to the Tottenham and Edmonton Gas Co., and, with that 
aim in view, the company, with the sanction of the local authority, 
is promoting a Bill in Parliament in the ensuing session. The 
company has agreed to pay the Council the sum of £500, together 
with the full amount of its coste and charges incurred in applying 
to Parliament for the necessary powers, and to commence a supply 
of electricity within & period of 12 months from the date of the 
transfer of the order. The actual prices to be charged are limited 
for lighting purposes (private consumers) to 5d. per unit; for 
power, heat and domestic purposes (private consumers) to 2d. per 
unit; for street lighting, 23d. per unit in roads or streets in which 
houses are being supplied by the company. The Council will 
have the right at any time after the expiration of 14 years to pur- 
chase the undertaking upon payment of the capital expenditure, 
and, in addition, a sum calculated on that capital expenditure at 
rates ranging from -20 per cent. if the purchase is made in the 
fifteenth year, the percentage decreasing 1 per cent. on each addi- 
tional year's purchase. In the course of a discussion on the subject, 
Councillor Holmes said it might be uselees to oppose the scheme, 
but he should do his very best to prevent one company obtaining a 
monopoly of both electric and gas lighting in the town. The 
present automatic gas lighting was bad. Councillor Davies said the 
automatic gas lighting was experimental, and it was improving. 
The Council signified its approval of the scheme 

The North Metropolitan Power Supply Co. has also given the 
Council notice of its intention to apply for a provisional order for 
Wood Green. 


West Kirkby.—The Electricity Supply Committee of 
the U.D.C. has reported that for the year's working up to November 
30th last there was a profit on the undertaking of £116. 

The L.G.B. has sanctioned the borrowing of £1,157 and £168 for 
the purposes of the electric light underteking. 


West Wickham.—The Beckenham U.D.C. proposes to 
apply to the B. of T. for a prov. order for eleotrio supply at West 
Wickham, which is in the area of the Bromley R.D.C. : 


Wisbech.— The B. of T. has forwarded to the T.C. an 
application from the National Electric Construction Co., for its 
E.L. Order to be extended, and not revoked. The Council has 
referred the matter to a Committee for consideration. 


Southend-on-Sea.—The T.C. has decided to apply to 
the L.G.B. for a loan of £11,000 for additional plant, &c., at the 
electricity works. It is proposed to install two new Babcock 
boilers, with economisers, feed pumps, and an automatic coal and ash 
conveyor. 


Willesden,—In considering the proposed improvements in 
the public street lighting, the Electricity Committee is to be given 
an opportunity of submitting tenders in competition with the gas 
company. 


South Africa.—According to the South African Mining 
Journal an application to amend ita licence by the Victoria Falis 
Power Co., and any objeetions thereto, was to be heard in public by 
the Power Undertakings Board on December 17th, at the office uf 
the Government mining engineer, Johannesburg. 

RBODESIA.—The Lone Hand mine on the Tuli River is installing 
machinery with electricity for motive power. An overhead railway 
has been erected between the pit head and the mill, and & powerful 
pump, driven by electricity, has been placed in the river bed. 


Prospects are held to be most promising. < 
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MESSRS. J. SADD & SONS’ TIMBER 
MILLS AT MALDON, ESSEX. 


Messrs. Sapp & Sons, LTD., can claim to be one of the most 
progressive firms engaged in the timber trade in the Eastern 
Counties, if not in the whole country. Their history, from 
the establishment of the business about 150 years ago to its 
conversion into a limited liability company in the year 1889, 
is a record of steady, natural growth. The firm made great 
strides under the guidance of its late head, Mr. John Granger 
Sadd, J.P., who was five times Mayor of Maldon, but 
the most noteworthy developments have occurred since the 
mill was burnt down three years ago. 

The opportunity which this afforded for a complete re- 
organisation and layout on modern lines was immediately 
realised, and since that event an immense amount of 
careful thought has been devoted to every detail of con- 


GENERAL VIEW OF THE TIMBER MILLS. 


struction and operation of all the machinery, both mechanical 
and commercial, which is vital to the welfare of a successful 
concern. i 

After the death of Mr. J. G. Sadd the management de- 
volved upon the three present directors, Messrs. John, Harry 
and Herbert Sadd, and Mr. Alfred Thorn, who has just 
resigned after 45 years’ service. | | 

The work naturally divides itself up into four sections :— 
The foreign timber trade, the English timber trade, the 
engineering plant, and the secretarial duties. Each of the 
four directors had received a training specially fitting 
him for one of these branches in particular, and in the 
order named. 

The foreign timber trade, which is under the special care 
of Mr. John Sadd, now involves a capital of about £30,000. 
and includes the purchase and resale of all squared-up 
imported timber and its conversion into suitable scantlings 
to meet the builders’ requirements. Practically the whole 


PART OF THE FOREIGN TIMBER MILL AND JOINERY LOFT. 


of this timber is brought up the Blackwater by steamers of 
about 1,000 tons, and delivered to the extensive yards, which 
are well covered with lofty sheds, containing at all times 
large stocks of Swedish and Russian timber ; this is seasoned 
under very favourable conditions, and afterwards trans- 
ported to the Foreign Mill, siding, or barge by gravity feed 
conveyors. 

This Foreign Mill has been built upon the site of 


the old mill, which previously to the fire dealt with both 
English and foreign timber, and was much handicapped by 
lack of space and modern conveniences. It is constructed of 
brick with reinforced concrete # ог, to minimise the danger 
of fire. A second floor of lighter construction is utilised 
for joinery manufacture. The whole is covered by an 
Anderson lattice girder roof of 64 ft. span, with a skylight 
giving an excellently distributed light in the daytime; 


AMERICAN PLANER DRIVEN BY 50-H.P. CROMPTON MOTOR 


electric arc and incandescent lamps perform this duty 
at night. The mill is provided with an excellent equipment 
of machinery. 

The largest machine is a. No. 77 eight-cutter planer and 
moulder, by the American Woodworking Machinery Co., 
U. S.A., driven by a 50-H. p. Crompton compound-wound 
interpole motor, and needs about eight men to keep it supplied 
with raw material and. to remove that which has passed) 
through it. This amount of labour is being reduced by the 


ui 


MOTORS ON CONCRETE PIERS IN THE BASEMENT. 


installation of runways from the timber storage sheds to the 
finished goods warehouse, or direct to the railway siding 
or river. 

The cutters are designed upon the pencil-sharpener 
principle, and consist of thin knives of high-speed steel, 
firmly secured to a cylindrical hub at the best cutting angle. 
Mechanism is provided for “jointing” these knives in 
position, and they are afterwards ground up to the best 
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angle for tlie stock upon which they are to be used by a 
double-wheel automatic grinder, specially designed for the 
purpose by the same firm, and driven by a small 2-H. p. 
motor attached to the ceiling. "The whole of the cutters are 
driven by belts kept at a suitable and uniform tension by 
means of adjustable jockey pulleys, the two main cutters 
being driven from both ends. 

For lighter work, a Bolinder No. 7B planing and moulding 
machine has been installed, with six rotary cutters, and 
fixed knives top and bottom, to ensure a perfect finish. 
This machine is capable of turning out about 20,000 ft. of 
matching in an ordinary day’s run, and is driven by a 
24-H.P. Crompton motor, placed under the floor, to which 
a Sandycroft liquid starter has been applied with very satis- 
actory results. To this machine has been fitted the Miles 


ELECTRIC GANTRY IN TIMBER YARD. 


patent attachment, enabling the stock to be split and planed 
or moulded on the two inner faces simultaneously with the 
other six. 

Next to this machine and feeding from the opposite end 
is a No. 5 Bolinder circular re-saw, which is capable of a 
very large output and easily keeps the above planer supplied 
with freshly sawn timber. It has three speeds of feed, 
operated by a feed roller which is readily turned out of the 
way when not required. 

In addition to these there is a very complete equipment of 
minor machines of modern design, each driven by a separate 
Crompton motor, the whole electrical installation being below 
the floor on concrete piers in a roomy basement about 7 ft. 
high, which enables it to be inspected or attended to without 
disturbing the workmen. 

The first floor is occupied by a turning and joinery 
department, which, though only recently established, is 


RANSOME Cross-Cur SAW AND 8-H.P. SLOW-SPEED CROMPTON 
MOTOR. 


proving itself to be a very promising branch of the industry. 
The plant comprises drum, radial-arm and belt sanders, 
vertical spindle and panel planers, tenoning, morticing, and 
boring machines, and copying and other lathes. All these 
machines are motor-driven, electricity being further utilised 
for heating glue kettles and for lighting purposes. 

. The whole of the refuse from this mill is removed by 
means of a pneumatic installation operated by a 25-H.P. 
motor, part being deposited.on the producer house charging 


floor, and the surplus on a dump heap well away from 
the mill. 

This department also handles all classes of builders’ 
material such as slates, tiles, drain pipes, cement, roofing 
felt, sideroleum, and tar of all descriptions, the demand for 
treated timber being met by a creosoting plant recently 
installed. 

The English mill, before the fire, was much handicapped 


RANSOME HORIZONTAL BAND-SAW WITH LANCASHIRE MOTOR 
BUILT ON RH. WHEEL AXLE, 


by lack of room. It was therefore decided to put up a second 
mill at the opposite end of the yard, the employment of 
electric power alone making this arrangement practicable. 
This gives ample yard room and storage space round each 
mill for the class of timber for which it is designed. 

The building is of timber and corrugated iron, and 
is fitted with an ** Anderson " roof of 54 ft. span, with a 
37-ft. span lean-to on the one side to accommodate the 
lighter machinery, and a smaller lean-to on the other side 


CROSSLEY Woop REFUSE GAS PLANT. 


used as a sharpening shop. The main building has open 
ends to admit of the unhampered use of the 3-motor H.M. 
and B. electric traveller of 5 tons’ capacity, with a 50-ft. 
span, running on a timber gantry 200 ft. in extent. The 
height of the gantry above the ground is 22 ft., and the 
whole of the laying ground beneath it is utilised to its 
utmost capacity with oak, elm and ash timber as it is brought 
in by road, rail or water. 

The logs are first cut off to the dead length required by а 


= 
ee ee — — 


Vol. 71. No. 1,831, DECEMBER 27, 1912.] THE ELECTRICAL REVIEW. 1041 


Power HOUSE, SHOWING CROMPTON GENERATORS AND AUTOMATIC 


BOOSTER. 


Ransome reciprocating cross-cut saw, 
which. is direct coupled to a low-speed 
8-H.P. Crompton motor running at 220 
R.P.M. It is capable of dealing with 
logsup to 5 ft. diameter, which are placed 
on a geared travelling carriage to facili- 
tate rapid and accurate adjustment. 

The main feature of this mill is the 
No. 1 Ransome and Lavo type horizontal 
band-saw, nominally capable of handling 
timber 5 ft. in diam. or 4 ft. sq., by 
unlimited length on account of the open- 
ended building. It has actually dealt 
with a pollard oak 8 ft. x 5 ft. x 
about 20 ft. long, cutting it into planks 
of suitable thickness with perfect satis- 
faction, and without any special gear 
being required. This machine is driven 
by a 35-H.P. Lancashire enclosed fan 
ventilated motor, the feed works aud 
gear for raising and lowering the saw 
being operated by a separate 12-H.r. 
motor of the same make. The capacity 
of this machine is remarkable, 10,000 
ft. super. per day being quite easily dealt 
with. 

: The less valuable timber is broken 
down at the Lane Rack bench, which 
has a 5-ft. hoe inserted-tooth saw, and 


is driven by a 75-H.P. Crompton motor. The planks so 
produced are converted into boards at a 54-inch Clement 
vertical band re-saw, marketed by the American Woodworking 
Manufactory Co. It possesses several advantageous adjust- 
ments, the whole of the feed rolls being on a movable bed, 
which enables them to be canted to any desired angle for 
the cutting of feather-edged boards. All the feed rolls are 
power-driven, thus producing constant feed, which can be 
modified at will by means of patent variable gear. 

In the lean-to are placed four circular saw benches, one 
swing and one pendulum cross-cut, 36-in. band-saw, and a 
large hollow chisel mortising machine, all of which are driven 
by separate Crompton motors from 4 to 16 H. p. 

The refuse from this mill is removed by a motor-driven 
conveyor and elevator and discharged into a large hopper, 
high enough for a cart to come under the chute. 

The power plant, which was arranged and installed by 
Mr. Н. P. Girling, M.I. E. E., consists of two 100-H.P. sets with 
space forathird. It is run entirely from wood refuse, which is 
produced on the premises in sufficient quantity to supply about 
1,000 H.P. if required. Each set consists of a No. 6 
Crossley gas plant, and Z.E. type horizontal low-speed 
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CROSSLEY GAS ENGINES IN THE POWER HOUSE, 


engine running at 200 R. P. u., direct- 
coupled to a Crompton 63-KW. D.C. 
multipolar, compound-wound, interpole 
generator by means of a Zodel Voith 
flexible coupling. 

The wood-refuse gas plants, which were 
umong the first of their class to be 
installed on a satisfactory basis, have 
proved to be very efficient and give the 
utmost satisfaction ; they are connected 
to a bus-pipe through wheel valves, and 
both engines have been run simulta- 
neously from one plant for a period of 
over one month, which shows that they 
are very generously designed. Although 
they are arranged for the injection of 
water vapour as in the case of anthracite 
plants, this has been found unnecessary, 
owing to the large amount of natural 
moisture in the refuse. 

The gas is first passed through a dust- 
collecting box over a water seal, and 
then up through a coke scrubber and 
afterwards through a centrifugal motor- 
driven tar extractor to the wood-wool 
scrubber, and thence to the bus-pipe. 

The gas produced is of such excellent 
quality that the engines, though, like 


VIEW OF HORIZONTAL BAND-SAW, SHOWING MOTOR ON WHEEL AXLE. most gas engines, only designed {о give 


1042 


THR ELECTRICAL EEC LE [Vol.71. No. 1,831, DECEMBER 27, 1912. 


90 per cent. of their nominal output continuously, will and do 
with perfect freedom give the full 100 в.н.р. each for con- 
siderable periods. 

The engines are governed on the hit-and-miss principle, 
the variation in speed being so small that a perfectly steady 
voltage is maintained at the bus-bars. This desirable end is 
considerably facilitated by the very heavy fly-wheels, one of 
which, weighing about 9 tons, is fitted to each engine. The 
exhaust valves are water cooled and the exhaust valves and 
piston are lubricated by forced feed. * 

The generators run absolutely sparklessly at all loads up to 
25 per cent. overload without brush shifting, and will easily 
do 50 per cent. overload for short periods and 100 per 
cent. momentarily without dangerous sparking or over- 
heating. | | л | 

The engines are now assisted by a battery consisting of 
112 P21 E.P.S. cells of 1,200-ampere-hour capacity, 
capable of giving 1,000 amperes momentarily, and a fully 
automatic reversible Crompton booster designed to deal with 
the maximum output of. the battery. By this means, the 
engines сап be kept at full load in spite of the exceedingly 
variable station output, which is characteristic of all timber 
mills. The nature of the peaks to be dealt with can easily 
be imagined when the fact is borne in mind that the plant 
deals satisfactorily with 500 aggregate H.P. of motors of vary- 
ing size up to 75 H.P., 
in addition to lighting 
and town supply. 

The switchboard sup- 
plied by Messrs. Crompton 
and Co. consists of nine 
panels, one for each gene- 
rator, three for booster 
and battery, and four dis- 
tributing panels. It is 
designed to be as nearly 
fool-proof as possible, and 
includes eight heavy-cur- 
rent automatic circuit- 
breakers, dead-beat 
meters, integrating watt- 
metera in all outgoing 
mains, and a recording 
central zero ammeter in 
the battery circuit. 

The three-way battery 
and booster switch, the 
booster motor starter and 
automatic circuit breakers 
are all titted with auxiliary 
trip switches as specified 
by the designer, so that 
no harm can result from 
the attendant accidentally 
operating the wrong 
switch other than the 
opening of the battery 
circuit-breaker, which is 
fitted with a similar aux- 
iliary switch and coil. 
The generator circuit- 
breakers are of course 
fitted with reverse coils to facilitate parallel running, and the 
compound winding is never cut out. There is never the 
least inclination for the generators to pump. 

A 10-ton overhead traveller has been erected to cover the 
whole of the engines. 

The lighting of the mills and the extensive yards and 
sheds is accomplished by 20 arc lamps and numerous incan- 
descent lamps. This lighting proved so satisfactory that the 
directors decided to extend it to their own homes, some half 
a mile away, by overhead wires. Wayleaves were readily 
granted by the owners of property en route. This led toa 
number of applications for supply from other parts of the 
town, and current is now available throughout the whole 
of Maldon and also the adjoining village of Heybridge. 
The total output for the year ended September, 1912, 
including power and heat and light, was 275,000 units, and 
it is growing all the time. 

Electricity for heating purposes is being very favourably 


H. DicKiNSON, M. I. E. E. 


received in the town. One consumer has been cooking over 
100 dinners a day electrically, and considers the quality of 
the cooking quite equal to that obtained by the much- 
advertised paper bag system. Besides the usual heating 
apparatus, automatically- regulated incubators are in use in 
the town. The first service water heater is now in operation, 
and.several others are shortly to be installed. 

As regards the last, but by no means least important, 
department—the office—this is now being completely 
reorganised and extended with the aid of the new secretary, 
Mr. W. Ives, who is thoroughly conversant with the most 
approved modern systems of office management and cost 
keeping. 

We are indebted for the photographs and particulars 
embodied in the foregoing article to the engineer and 
contractor for the installation, Mr. Н. P. Girling, 
M.I.E.E. 


LIVERPOOL'S NEW ELECTRICAL 
ENGINEER. 


Mr. Навор Dickinson, A. M. Inst. C. E., M. I. E. E., 
M. I. Mech. E., engineer and manager of the Leeds Corpora- 
b tion electric supply under- 
taking, will shortly leave 
Leeds to take up the post 
of electrical engineer for 

Liverpool. 

Educated at Tettenhall 
College, near Wolver- 
hampton, he left there in 
1883, and served a pupi- 
lage of three years in 
the workshops of Messrs. 
Elwell-Parker, Ltd., elec- 
trical and mechanical 
engineers (afterwards 
formed into the Electrical 
Construction Co., Ltd.). 
Following that Mr. 
Dickinson took a three 

^ years’ course in electrical 
and mechanical engi- 
neering at Mason's 

College, Birmingham. 

From 1899 to 1890 he 

occupied the post of elec- 

trician with the House- 
to-House Electric Light 

Supply Co., Ltd., now 

the Brompton and Ken- 

sington Electric Supply 

Co., Ltd. The next year 

he was appointed assistant 

electrical engineer to the 

Electricity Supply Co. for 

Spain, Ltd., and was 

engaged in superintending 

the construction of the 

Madrid electricity works 
and the laying of mains. Mr. Dickinson was, from 
1891 to 1893, electrical engineer for Messrs. Hammond 
and Co. for the construction of the Dublin Elec- 
tricity Works and the laying of mains, and had control 
of the running of the works until they were taken over 
over by the Dublin Corporation. The following 19 years 
of his professional labours were spent in Leeds, the first 
five as engineer and manager of the Leeds Electric Supply 
undertaking for the Yorkshire House-to-House Electricity 
Co., Ltd. When the company’s business was bought by the 
Corporation in 1898, Mr. Dickinson was retained, and he 
has occupied the post up to the present time. 

From the commencement, when Mr. Dickinson was 
appointed engineer and manager of the Leeds Electric 
Supply Undertaking, he has been responsible for the design 
and construction of the generating works and mains and for 
the reorganisation of the works, as well as for the administra- 
tion of the undertaking. 
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During his 19 years in Leeds, Mr. Dickinson, through his 
courtesy and kindness, has endeared himself to the hearts of 
the members of his staff, the City Council, and all those 
with whom he came into contact, and whilst they keenly regret 
his departure, nevertheless at the same time he has their 
best wishes for his prosperity at Liverpool.—S. R. C. 


NOTES FROM CANADA. 
[FROM OUR SPECIAL CORRESPONDENT. ] 


Tug doings of the Hydro-Electric Power Commission аге 
again before the people of Ontario on account of a further 
reduction in rates. Only a few weeks ago the fact that 
substantial reductions were being made to take effect on 
November 1st last, was recorded in these notes, but in going 
over the new rates on the basis of the load for November, it 
was found that the cost of power could be brought still 
lower. 'lhe total saving to the municipalities due to the 
decreased price of power will be about £20,000 in the year 
to come. The new rate for Toronto, which takes very 
nearly one-half of the total power supplied by the Com- 
mission, is equal to £3 2s. 6d. per H.P. per year, and covers 
all charges, including capital costs, maintenance, deprecia- 
tion and sinking fund. From present indications, it is not 
at all unlikely that a further reduction in power cost can and 
will be made in six months’ time. In one case the rates have 
been increased, and in four others they are unaltered, but 
all the remaining municipalities will obtain cheaper power 
than before. 

In addition to the dealings of the Commission with the 
municipalities, there are those of the latter with their cus- 
tomers to be considered, and it is gratifying to learn that 
most of the towns and villages are already doing business on 
a paying basis. ! 

The Eastern Canada Power Co., which was formed some 
time ago, and has not since been heard of, is coming to 
the front again. It is said that it proposes to build a very 
large dam across the St. Lawrence, near the Catean, Cedar, 
Split Rock and Cascade Rapids, a few miles south-west of 
Montreal. The rapids themselves will disappear, as the water- 
level will be raised to that of Lake St. Francis a little higher 
up the river. This scheme will provide 1,000,000 H. P. 
according to estimates. 

The city engineer of Moose Jaw, Saskatchewan, has pro- 
posed the erection of a power plant on the site of some coal 
mines а few miles from the town, with the object of trans- 
mitting power, at high voltage, into the town. 

The New Westminster Power Co., B.C., are going to apply 
for water rights in order that they may erect a power plant 
to supply the Fraser valley district. 

At St. Catherines, Ontario, a large power house is to be 
erected by the Niagara, St. Catherines and Toronto Railway. 

The Dominion Government has been investigating the 
lignite deposita of Saskatchewan, and it is now reported that 
some 2,000 million tons of this fuel are available, in the 
southern part of the province, for power purposes. 

The dispatching of trains by telephones is growing rapidly 
in favour in this country. The C.P.R. has over 40 per cent. 
of its entire mileage equipped in this way, and other lines 
are adopting it very largely. In a recent paper read before 
the Western Canada Railway Club many advantages were 
claimed for the telephone over the telegraph, among them 
being a saving of time and labour, greater freedom from 
error, and that it is unaffected by wet and foggy weather, as 
is the case with the telegraph. 


The Hobart (Tas) Tramways.—In the Legislative 
Assembly, Mr. Ogden moved that the Government should take over 
the tramways owned and operated by the Hobart Electric Tram- 
ways Co. As was mentioned in a recent issue, the Assembly had 
previously rejected a Bill under which the City Council would have 
power to purchase the tramways, and a similar Bill has now been 
introduced in the Legislative Council. The voting was against the 
proposal, 


TRAMWAY and RAILWAY NOTES. 


Australia,—TuHe MELBoURNE RAILWAY ELECTRIFICA- 
TION.-—The resolution providing for the electrification of the 
Melbourne suburban lines which was passed by the Legislative 
Assembly recently, has now been parsed by the Legislative Council 
(Upper Houre) by 21 votes in favour to 6 against. The voting in 
the Lower House was 38 in favour—not 43, as mentioned in our 
last issue, 


Bingley.—In connection with the proposal to borrow 
£43,500, the estimated cost of laying and equipping the tramway 
track, including the provision of the feeder cables, the D.C. will 
obtain the necessary powers, and the interest and sinking fund on 
the outlay will be paid by the Bradford Corporation. 


Blackpool,—The ** toast-rack car has proved so popular 
that the Tramways Committee, on December 19th, decided to pur- 
chase another half-dozen, making the total number of these open 
cars 18. The cars will cost, with electrical fittings, about £575 
each. 

An experiment is being made in replacing the wooden seats of an 
old car with more comfortable rattan seats. If the experiment 
answers satisfactorily, the whole of the regular service cars will 
probably undergo a similar alteration. 

The total receipts, from April 1st to December 4th, were 
£63,130, an advance of £5,884 compared with the same period last 
year. 


Brighouse.— Much surprise has been caused by the 
decision of the Huddersfield Corporation not to proceed with the 
scheme for tramway connection with Brighouse. It had been 
generally expected that an attempt would be made to override the 
agreement arrived at between Brighouse and Halifax, giving the 
latter primary rights in Brighouse. This tramway question has 
been а very heated one for some time past in various parts of the 
district surrounding Huddersfield and Halifax, and in some places 
active hostility has been displayed to the propoeals of the Halifax 
Corporation. 


Canada.—4A proposed new electric railway from Morris- 
burg, on the St. Lawrence River, to Ottawa, is having some diffi- 
culties with the city of Ottawa on the agreement for entrance. 
The company desires a 20-year agreement. but the city will grant 
only 12, this being the number of years which the Ottawa Electric 
Railway's franchise with the city hasto run. The city will buy 
out the Ottawa Electric Railway, and wishes to avoid trouble with 
another railway occupying the streets of the city. 

An electric railroad stretching from Winnipeg to Quebec, a 
distance of about 1,500 miles, and with seven pointa of contact 
with the great steam roads of the country, was the future outlined 
for the Porcupine Rand Belt Electric Railway at the directors 
meeting in Toronto. A charter has been granted for operations on 
500 miles of road in Ontario, and applications have been made to 
allow construction of joining pieces of the line in Quebec and 
Manitoba. The road isto be equipped with storage battery cars each 
capable of running seven hours on a single charge. The power is 
to be obtained from the various water powers en route, and a 
number of small power plants will be built at various points along 
the line, where the batteries may be recharged. 


Continental Notes,—France.—A bargain has been 
arranged between the Compagnie des Chemins de Fer du Midi and 
the French Government, whereby the former undertakes to build 
certain lines of railway declared “of public utility,” on condition 
that the latter constructs two hydro-electric stations of 12,000 H.P. 
each. The Government has accepted the condition. The lines in 
question to be built are the Quillan to Mont Louis and the Quillan 
to Balesta. In addition, the company will build the Villefranche 
to Vernel, les Bains and Sahorre and the Bourg Madame to Latour 
de Carol lines. The stations to be built by the State will be situated 
at Porté and in the Carol Valley respectively. Revue Pratique de 
Г Electricite. ö =< 

SWITZERLAND.—For some considerable time the question has 
been discussed of the practicability of electrifying the Swiss 
Federal Railways. It appears that the Swiss railways are at pre- 
sent dependent upon the importation of fuel from abroad up to an 
amount approximating £1,000,000 annually. Experiments made in 
view of the working of the Lótschberg Railway by electric traction 
have shown that by utilising the available hydraulic power an 
economy of something like £30,000 to £40,000 per annum can be 
effected. The Committee entrusted with the investigation of elec- 
trifying the whole Federal system proposes to conduct operations 
in stages, commencing with those sections which can be most easily 
converted. Arrangements are already being made for the erection of 
an electric generating station at Amsteg in the Uri Canton. This 
station will be constructed and worked by the State, and the elec- 
trification operations are to be commenced on the Gothard line. 
The total expense of electrifying the whole Swiss Federal system is 
estimated at £20,000,000. 


Crewe,—The T.C. has again under consideration the 
question of providing & tramway service, Several schemes have 
been mooted within the last 40 years, but they have never 
materialised. The latest proposal is to provide a railless traction 
system,which would undoubtedly be an improvement on the present 
horse buses 
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Doncaster. — Over 2,000 citizens have petitioned the 
Council to proceed with the work of tramway extension as soon as 
possible. The scheme is estimated to cost about £40,000, and it is 
contended that the outlay would be returned with profit in ten 
years. 


Tancaster.—The traffic returns for November show 
91,530 passengers and £313 receipts, against 89,097 passengers and 
£332 receipts in November, 1911. The Lancaster and District 
Tramway Co. is not proceeding with the proposal to apply electric 
or petrol traction to its line from Lancaster to Morecambe, now 
worked by horse cars. 


Leeds.— It had been decided by the tramway men to take 


a ballot of both unionists and non- unionists on the question of 


withdrawing their labour until those recently dismissed or reduced - 


were reinstated. In the result, the ballot was against a strike, and 
the matter has been dropped for the present. 
Little Hulton.—Ater an agitation lasting for many 


years, the inhabitants are to have a tramway service from Walkden 
to Farnworth ria Little Hulton. The negotiations between the 


D.C. and the South Lancashire Tramway Co. were broken off by - 


the Tramways Co. about a fortnight ago, but the D.C. reopened 
them with the result that the Tramways Co. has given an under- 
taking to construct the tramways within the next 12 months. 
The D.C. has agreed to maintain the new track, in consideration of 
which the company will pay the D.C. 4100 per annum for 
33 years. 


London,—The Bermondsey B.C. has decided not to con- 
sent to any but the conduit system for the proposed electrification 


of the existing horse tramway from Tower Bridge Road to Rother- 
hithe New Road. 


Oldham.—The Tramways Committee decided on the 


19th inst. to purchase two motor-omnibuses to be used as feeders to 
the cars. 


Southport.—The Sub-Committee's report on the 
recommendations of Mr. C. W. Mallins on the tramway undertaking, 
was considered at a meeting onthe 18th inst. It was decided to 
recommend to the T.C. that in future what is known as the 
inner circle should be discontinucd, and that the cars should run 
from the town ria Manchester Road to the corner of Ash Road and 
Scarisbrick Road, and back by the same route, instead of continuing 
the journey down Scarisbrick New Road: the number of cars 
would thus be reduced from fourto two. Another recommendation 
was that the system of contract tickets be abolished from the end 
of the vear, but allowing the present contracts to run on to the 
date of their expiration. Books containing 26 halfpenny tickets 
will still be issued. 


TELEGRAPH and TELEPHONE NOTES. 


Imperial Wireless System.—On December 17th the 
Select Committee on the Marconi agreement again examined Mr. 
Mr. C. Ll. Davies, solicitor to the Post Office, who prepared the 
draft agreement. He said there was nothing in the tender or draft 
agreement to decide what information the Postmaster-General 
should give to the company when obtaining their advice regarding 
new inventions; the Postmaster-General would decide what was 
necessary. If apparatus used were found to infringe someone's 
patents, and an injunction were obtained, the Post Oflice would be 
entitled to an indemnily from the company. The right of 
inspection would not be granted to the company unless the latter 
could show reasonable ground for suspicion that their patents were 
being infringed. He had no financial inte-est in the Marconi Co. 

Mr. E. W. Farnall, assistant secretary to the Post Office, was aleo 
recalled. He stated that the conditions embodied in the tender had 
been settled in discussions between Mr. Godfrey Isaacs and himself, 
He had employed every argument that he could think of to 
induce Mr. Isaacs to lower his terms. He would not think it wise 
to give & contract to the Poulsen people. The question was 
becoming very urgent indeed ; if some other country secured the 
commercial business, it would be very difficult to recover it. After 
hearing all the evidence, he thought the agreement was a better 
one than he at first supposed it to be. Не had no interest in the 
Marconi Co. 

Mr. В. Wilkins, chief clerk at the Treasury, said the royalty of 
10 per cent. was the best figure the Post Office could secure, and he 
thought the Treasury was justified in agreeing to it. He was not 
surprised that the Technical Sub-Committees report was not 
presented, but it would have been bettertocirculateit. He thought 
the clause objectionable which compelled the Government to pay 
full royalties until 1930 or 1940, irrespective of the number of 
Marconi patents in use. 

On the 18th inst. letters from the Postmaster-General, showing 
that his relative, Mr. G. &. Montagu, had never held shares in the 
Marconi Co., though hia name had been used pro forma in this con- 
nection on behalf of one of his firm's clients, were read, Sir George 
Reid then stated that in his previous evidence he bad underrated 
the importance of the wireless stations at Fremantle and Sydney, 
and that he had no financial interest in the Marconi Co. 

Mr. R. Wilkine's evidence was resumed, and he was questioned 
regarding the opinions expressed by his superiors with respect to 
the royalty of 10 per cent. The chairman having ruled that the 
questions must be answered, the Witness eaid that his superiors 


generally approved of the line he had taken. Regarding the 
detailed memoranda of the Department, which were called for, it 
was decided that the Treasury should be consulted as to their pro- 
duction. The Witness thought that the 10 per cent. royalty was a 
very decent bargain. He had no interest in the Marconi Co. 

The case against the contract was then begun with the evidence 
of Sir Henry Norman, M.P., who said the ratification of the 
agreement would be against the public interest, as it would estab- 
lish something like a monopoly for the Marconi Co. If it were 
ratified, inventore would either be unable to develop their ideas or 
would have to sell them to the company, and in that case the 
monopoly would be strengthened. To get rid of the Marooni 
patents would be an expensive and wasteful operation. It would 
be to the interest of both the company and the inventor of a new and 
improved system of wireless telegraphy that the latter should sell 
his rights to the former. The Marconi patents could quite well be 
dispensed with, and in any case the agreement was unnecessary, in 
view of Sec. 29 of the Patents and Designs Act. He disputed 
the urgency of the matter, and stated that during the past two 
years wireless telegraphy had made a revolutionary advance. The 
strategical needs of the North Sea, the Eastern Atlantic, and the 
Mediterranean were met by the Admiralty station at Malta which 
was about to be eet in operation, and which would be in reguler 
communication with the Admiralty stations in England. He saw no 
force in the argument that other countries might forestall the 
British system ; moreover, other countries were not dependent upon 
the Marconi Co. 

On the 19th inst. Sir Henry. Norman expressed his views as to the 
scientific value of various wireless systems, discussing the spark, con- 
tinuous wave and high-frequency generator systems. He considered 
that the Goldschmidt system would render wireless telegraphy 
possible over great distances, and that the signals would be untap- 
able except with special apparatus. The continuous-wave system, 
he thought, must eventually supersede the spark system, and a few 
months would show whether one or other of the continuous-wave 
systems could fulfil the conditions of the Imperial service. He sug- 
gested that the Marconi Co. had not demonstrated their ability to 
carry out the contract. The agreement would not establish State- 
owned stations. He did not think the delay would be greater if 
some other system than the Marconi were adopted; the stations 
might still be completed by August, 1914, as provided under the 
agreement. He considered only the scientific side, not the com- 
mercial or financial aspect of the matter. The ad vantage of getting 
the best system would outweigh the disadvantages of further 
delay. If the agreement was not ratified, he supposed there would 
be nothing to prevent all the companies from combining except 
natural jealousy and the desire to be independent. 

Sir G.C. Marks, M.P., who was the next witness, maintained that 
the wording of the agreement would allow all inventions and 
improvements made by the company to be classed as patents, 
whether patented or not, and therefore there would be no limit 
to the period during whioh the company could claim a monopoly, 
nor could the validity of the claim to such an invention be 
questioned. Hence the company would not need to take out 
patents while the agreement was running, nor would they be 
subject to the 14 years’ limit. The whole equipment could be made 
dependent upon unpatented apparatus, so that the Postmaster- 
General could not free himself from the payment of royalty 
unless he removed everything from the stations. Inventors were 
working in the direction of dispensing with the high masta, and 
thus reducing the capital outlay very greatly. There was nothing 
in the agreement that would allow of a variation in the price if & 
different system were adopted, and for 28 years every new long. 
distance installation erected by the company would cost the Govern- 
ment £60,000. | 

The Committee adjourned until January Ist. 


Train Dispatching by Telephone,—The system of dis- 
patching trains by telephone has proved so satisfactory to the 
Canadian Pacific Railway that over 1,000 miles of telephone line 
are being put in this season. The C.P.R. is the second largest user 
of this method of dispatching trains in the world, and will soon be 
the largest. Practically all the main lines in the eastern division are 
now using this method, by means of which it is possible to get 
telephonic communication with any train on the line. Every 
train carries along pole and telephone, which may be hooked to 
the wire along the right of way whenever the need arises. 


Turkey.—The telephone installation in Constantinople 
has advanced so far that some 3,150 km. of wire are laid, the cast- 
iron pipe network having an extent of 30 km. At che present 
rate of progress it is expected that the system will be ready for 
inauguration by August next year. A European and an Asiatic 
district will be established, with 16 exchanges, three of them being 
of the largest size.—/ it. für Schwachstromtech nik. : 


Suffragist Outrages.—^A number of telephone wires in 


public call-boxes at Nottingham and in the Birmingham district 
were cut last week by suffragista. . 


CONTRACTS OPEN and CLOSET. 


OPEN 


Atherton.—January 29th. One E. H. T. switchboard and 
опе H. T. switchboard for the U. D. C. See Official Notices to-day. 
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Australia,—Victoria.—January 24th. Two 4,000-Kw. 
steam turbo-alternators, for the Melbourne City Council. See 
"Official Notices " November 22nd. 

January 3rd.—1,100 opalescent arc lamp globes, for the Melbourne 
City Council. See "Official Notices" December 20th. 

January 10th.— 14,500 metal-filament lamps, for the Melbourne 
City Council. See "Official Notices " to-day. 

January 28th.— Paper-insulated lead-covered cable for the P.M.G.'s 
department. See "Official Notices" December 20th. 

February 21st.— Four 1,500-kKw. rotary converters, for the 
Melbourne City Council. See ''Official Notices " December 6th. 

SYDNEY.—January 20th. Storage batteries, motor- generators 
and switchgear. City Electrical Engineer, Town Hall. 

TASMANIA (HOBART).—January 13th. P. M. G.'s department :— 
Paper-insulated lead-covered cables. See Official Notices Decem- 
ber 6th. 

QUEENSLAND.—January 29th. Detectors (Schedule 242), for the 
P.M.G.'s Department. See Official Notices" December 20th. 

VicTORIA.— February 4th. Thirty-six Morse keys, for the 
P.M.G.'s Department. See Official Notices to-day. 

WESTERN AUSTRALIA.—February 19th, 1913. Armoured tele- 
graph cable, for the P.M.G.'s department. See Official Notices 
to-day. 


Belfast.—. January Ist. The Harbour Commissioners 
are inviting tenders for a 120-ton electric derrick crane at 
Alexandra wharf. Specifications, &., from Mr. W. R. Kelly, 
Harbour Engineer, Harbour Offices, Belfast. 


Belgium.—December 31st. La Société de l'Exposition 
Universelle et Internationale de Gand, 1913, (Rue des Moineaux) 
Ghent, are inviting tenders for the supply, laying and maintenance 
of the low-tension electric mains required in connection with the 
1913 International Exhibition at Ghent. 


Eastbourne.—January 14th, 1913. Опе 1,000-Kw. 
horizontal steam turbine and alternator, without condensing plant, 
for the Corporation. See Official Notices December 20th. 


France.—Botrces (CHER).—January 16th. Tenders 
are invited for the supplying of two lots of electric cable, wire and 
accessories for the electric installation at the Bourges railway 
workshops. For farther particulars see this column last week. 

RovEN.—January 7th. Tenders are required for the supply of 
electric lamps for the Théátre des Arts and the municipal establish- 
ments for the year 1913, in two lots. Particulars from the Secré- 
tariat de la Mairie, Bureau No. 8, Rouen. 

CHALONS-SUR-MARNE.—March lst. 
supply of an electric pump for the local waterworks. 
at the Mairie of Cbálons-sur-Marne, France. 


Tenders are invited for the 
Purticulars 


Harwich.— January 13th. Four motor-driven centri- 
fugal pumps, two motor-driven sewage rakes and screens, with 
switchgear, and about 400 yd. of 16-in. cast-iron rising main, for 
the Corporation. See "Official Notices" December 20th. 


Hebden Bridge.— December 31st. 
engine and dynamo, for the U.D.C. 
December 13th. 


IIford.— January 11th. Refuse destructor for the 
U.D.C. Mr. H. Shaw, engineer, Town Hall ; (returnable deposit of 
£5 58.). 


Italy.— The municipal authorities of Rome are about to 
invite tenders for the supply of the material required for the new 
electric tramway between the Piazza Independenza and the Porta 
Traionfale; the contract includes 600 tons of tramway rails, 
Mannesmann poles, the overhead conductors, trailing cars, &c. 


One 240-KW. Diesel 
See "Official Notices " 


London.—FuruAM.—January 9th. Steam dynamo, 
awitchboard and connections for the Workhouse, Fulham Palace 
Road, W., for the Guardians. See "Official Notices " December 6tb. 


New Zealand,—January 6th.  Switchboards, for the 
Auckland Harbour Board, See Official Notices November J 5th. 


Nottingham,—January ith. The Corporation Tram- 
ways Department is inviting tenders for the supply of (a) 350 tona, 
steel tramway rails Bs Ві, 150 tons, steel tramway rails Bs Ві 
(Sundberg), and (4) 5 tons, mild steel tie bars. Specifications and 
forms of tender (EI le. each returnable) from Mr. A. Brown, 
engineer, Guildhall, Nottingham. я 


Spain,—February 10th. The municipal authorities of 
Badajoz are inviting tenders for the concession for the public 
electric lighting of the town during a period of 20 years. 

Tenders have just been invited by the municipal authorities of 
of Cancarlos del Valle (province or Ciudad Real) for the concession 
for the electrio lighting of the town during a period of 5 years. 


Sweden.—December 31st. An electrically-driven trestle 
crane of 50 tons, 17 metres gauge, for Alfkarleby power station. 
B. of T. C.I. Department in London, 


Uruguay.—March 29th. Five electric gantry cranes 
for Customs warehouses at Monte Video. B. of T. C. I. Depart- 
ment in London, 


CLOSED. 


Ashton-under-Lyne.— The T.C. has accepted the tender 
of Messrs. Robert Dempster & Sons, Ltd., for additional plant for 
the electricity works. 


Australia, —MELBOURNE.—A tender has been accepted 
by the City Council for the supply of 20,800 yd. of lead- covered 
cables for the electric supply department. Two tenders were 
received—one from the Western Electric Co. (Sydney), at £5,433, 
and the other from Siemens Bros., at £3,866. The Electric Supply 
Committee recommended the acceptance of the lower tender, there 
being such a significant difference in the amounts.— Tenders (Mining 
and Engineering Review), 

The same contemporary says that contracts have been secured by 
the India-Rubber, Gutta-Percha and Telegraph Works Co., for the 
electric light installations at the towns of Horsham (Vic.) and 
Temora (N.S.W.). In the case of the last-named town, seven 
months have been allowed for the completion of the work, the 

*contract value being £6,188, Mr. J. E. Donoghue is the consulting 
engineer. . 


Barnsley.— The T.C. has accepted the tender of Messrs. 


S. Rushforth & Son for electric wiring work at the new water- 
works and workshops, at £35. | 


Buenos Ayres.— The Review of the River Plate states 
that the Government has accepted the tender of Mesars. A. Scapusio 
and Co. for the electric light installations in the new Customs ware- 
houses in the port of Buenos Ayres. The cost is $106,965 paper. 


Finehley.— The U.D.C. has accepted the tender of 
Engineering and Arc Lamps, Ltd. at £314, for arc lighting at 
North and East Finchley. It is is proposed to use 30 flame arc 

- lamps. 


Germany.—The German Daimler Motor Co., of Marien- 
felde, Berlin, has just secured a contract from the Hamburg Fire 
Brigade authorities for six petrol-electric motor firo engine chassis. 

An order has been placed with Messrs. Brown, Boverie & Co., of 
Mannheim, for a 40,000-H.P. steam turbine unit for the Communal 
Electricitätswerk A. G., at Hagen in Westfalia. This, it is claimed, 
will be the largest steam turbine hitherto bailt in Europe.— 
Elektrische Kraftbetriebe und Bahnen. 


Hull,— The B. of G. has accepted the tender of Messrs. 
W. F. Flint & Co., of Springbank, Hull, for electrical work. 


Manchester.—Messrs. Chamberlain & Hookham, Ltd., 


have received an order from the tramways department for 150 car 
meters. This is the third repeat order. 


Norwich.—The T.C. has accepted the tender of Mossrs. 
Lucy & Co., Ltd., for brackets, fuses, switch boxes, hooda, reflectors, 
&c., for public lighting &t scheduled prices. | 

The Council has also accepted the tender of Messrs. R. Coller and 
Sons, Ltd., for 100 tons monthly of Griff peas coal for the elec- 
tricity works from April, 1913, to December, 1913, at 178. per ton. 


Rawtenstall.—The Т.С. bas accepted: the tender o 


Messrs. G. & J. Weir, Ltd., for a steam boiler feed pump for the 
electricity works, | 


South Africa.ä— The Rand Water Board received 29 
tenders for an electrically-driven centrifugal pump, and the lowest 
was that of the British General Electric Co., at £720, for a Sulzer 
two-stage pump, driven by a British G.E. 260-B.H.P. two-phase 
motor. The time for delivery, &., is 54 months. According to 
the South African Mining Journal, a tender of Orenstein Arthur 
Koppel, at £784, had previously been accepted, for a D.C. motor, 
owing to a misunderstanding with the Johannesburg municipality 
as to the kind of current available. 


Southend-on-Sea,—The following tenders have been 
accepted by the T.C. :— 


North-Eastern Steel Co., Ltd.— Rails, fish plates, &c., for tramway 
extensions to Southchurch, £1,€506. | 

E. Green & Sons, Ltd —Economiser and air heater, £015. 

Worthington Pump Co., Ltd —Five centrifugal pumps, three steam eagines 
and electric motor, £1,071. 

Expanded Metal Co., Ltd. Expanded metal, £85. 

Britith Thomson Houston Co., Ltd. — Switchboard for new steam 
generator, £96. А - 


FORTHCOMING EVENTS, 


Junior Institution of Engineers.—Friday evening, January 8rd. Paper 
Some Notes on the Practical Operation of Electrical Machinery for Power 
Purposes," by Mr, C. E. Catterson. 


Association of Engineers-in-Charge.—£aturday, J anuary 4th. At St. Bride's 
Institute, E.C. Social, Dance. 


Railway Train Lighting.—In his report on the fatal 
accident at Ditton Junction on September 17th, the B. of T. 
Inspector, Lieut.-Col. Yorke, referring to the burning of a number 
of the coaches, points out the danger of gas in railway carriages, 
and says that the companies would be wise to recoznise the fact that 
electricity is safer and better, 
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The Sheffield Corporation Bill,—In the ELECTRICAL 
REVIEW of August 9th we reported the proceedings before the 
Select Committee of the House of Lords on the Sheffield Corpora- 
tion Bill, the contentious part of which was Clause 90, providing 
that the Corporation might sell, let for hire, and fix, repair and 
remove, but not manufacture, lamps, motors, electric fuses, switches, 
lampholders and other electrical fittings for lighting, motive power, 
and other purposes." This proposal was opposed by a body of elec- 
trical engineers &nd contractors who were ratepayers, and as & 
result the Committee substituted the usual model clause, which 
only allows the local authority to sell electrical fittings through a 
contractor, 

The matter came before the House of Commons on December 16th 
and 17th, when Mr. Pointer proposed a motion disagreeing with the 
amendment made by the House of Lords, and this was carried, and 
ordered to be communicated to the House of Lords. 


Fatalities,—.JoHANNESBURG, TRANSVAAL.—Our Cape 
Town correspondent writes : — A serious accident occurred in the 
. distribution chamber of the Victoria Falls Power Co., on Bantjes 
Deep on November 29th, as & result of which two men have lost 
their lives and two others were seriously injured. It appears that 
the transformer at the distribution chamber had been opened up, 
and four men of the maintenance department started emptying the 
oil out preparatory to taking it apart. About a quarter of an hour 
after they had started the work an explosion was heard, and when 
the attendant at the station went round to see what had happened, 
he found all four men enveloped in flames. The necessary aid was 
at once forthcoming, and the flames were put out. One of the 


men, however, died practically immediately, while the other three 


were taken to the Johannesburg Hospital in a very serious condi- 
tion. The name of the man who was killed is W. F. Pullen. He 
Was a young man and unmarried. Another man named McCann 
died in hospital the following day. A tragic scene occurred at the 
funeral of McCann. Over 70 people were gathered about the grave, 
when a flash of lightning struck half of them to the ground. One 
map, Michael Connell, an employé of the Victoria Falla Power Co., 
was found to be past human aid, and many others were very 
seriously injured and taken to hospital.” 

CHESTER.— The Chester Coroner (Mr. E. Brassey) on Saturday 
held an inquest on the body of Albert Alcock (29), crane driver, who 
met with a fatal accident while following his employment at 
Messrs. Summers's Ironworks, Shotton, on Thursday, last week. % 

John Williams, scrapman, said that he was removing scrap from 
the electric crane on Thursday, when he saw the deceased fall from 
the crane to the ground. He went to him and found him unconsciour, 
He died in the infirmary. 

Mr. Thos. Davis, consulting engineer, of Liverpool and London, 
said investigations showed that one of the fuses had slipped out of 
contact, which caused the current to fail. The deceased probably 
thought there was something wrong with the crane switch, and 
when he opened the box his body must have come into contact 
with the current. The shock would cause momentary paralysis, 
and deceased would be unable to hold on to the crane. Witness 
was of opinion that where practicable, steps should be taken to 
prevent crane drivers from meddling with the switches. He 
also recommended the provision of a rope ladder, so that the driver 
could descend at any time. 

Mr. Kenneth Younghusband, the chief electrical engineer at the 
works, said the suggestion of a rope ladder wes a feasible one. 

The jury returned a verdict of “ Accidental Death, and recom- 
mended the provision of a rope ladder for the crane. 


Strikes.— BrapDrorpD.—Onr correspondent says that the 
strike of electricians in Bradford is settling itself by natural 
failure. “To so large an extent have the strikers been replaced, 
that they now see that there is no prospect of their success, and 
are dribbling back and asking for some job where they can be out 
of sight, if possible, of those still left out. Their organiser has 
moved on to Glasgow, it is understood, with the intention of 
stirring things up in that city.” 

EDINBURGH.—According to a Glasgow paper, between 40 and 
50 men in the employment of Meesrs. D. Bruce Peebles & Co., 
electrical engineers, Pilton Works, Edinburgh, stopped work on 17th 
inst. They were employed as armature winders, and had made 
certain demands for increased rates of pay, which the firm did not 
accede to. According to the firm the wages range from £2 10s. to 
£14 per week, and whether on piecework or not the men are 
guaranteed certain weekly wages." 


Calendars Going Astray.—“ Colliery Electrician ” 
writes to point out that many electrical manufacturers’ calendars, 
&c., sent to collieries fall into the hands of the clerical staff, and 
never reach the technical men for whom they are intended, and 
who would profit by the useful information often contained in 
them. It would be better if they were addressed to the electrician 
by n&me if possible, or at any rate to the manager or electrician, 
enclosing an unstam ped postcard for acknowledgment. 


Stoektaking.—Messrs. Siemens Bros. Dynamo Works 
inform us that their store and showroom at 38 and 39, Upper 
Thames Street, E.C., will be closed for stocktaking on Monday and 
Tuesday, the 30th and 31st inst. The incandescent lamp and 
fittings department at Tyssen Street, Dalston, N.E., will, however, 
ae as usual for the sale of tantalum and “ Wotan " lamps and 

ings 
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Institution and Lecture Notes.—INITITUTION OF 
ELECTRICAL ENGINEERS (NEWCASTLE SECTION).— The thirteentb 
annual dinner of the Section was held at Messrs. Tilley's rooms on 
Friday evening last, Mr. W. C. Mountain being in the chair. The 


toast of The Lord Mayor, the Sheriff and the Corporation of , 


Newcastle " was proposed by Mr. C. Faraday Prootor, who remarked 
upon the important part that local men had played in the develop- 
ment of electrical science, particularly Sir Joseph Swan and Bir С.А, 
Parsons. Turning to the achievements of the Newcastle Electric 
Supply Co., he mentioned that they had 14 power stations running, 
one having & capacity of no less than 40,000 Kw. ; their total 
generator capacity was 173,000 xw., not including that of the 
Cleveland and Durham Co. They had 76 rotary and 140 static 
sub-stations, 360 miles of H.T. mains, and 191 miles of L.T. mains, 
As evidence of the advantages of a cheap power supply, he men- 
tioned that eight new industries were being started up in the 
district, and that these would take at least 50 million units per 
annum. The utilisation of waste heat was also largely s local 
industry, and he had been told that the Cleveland and Durham Co. 
obtained 90 per cent. of their power from this source. The Lord 
Mayor, in reply, said that Newcastle had moved with the times. 
They had a tramway system second to none, and in addition tos 
cheap bulk supply of electricity, they had what was of equal 
importance, viz , low rates. 

Mr. Robert Nelson (H.M. Electrical Inspector of Mines) proposed 
“ The Institution of Electrical Engineers." He said that Newcastle 
was already famous in the worlds of hydraulic, military and eleo- 
trical engineering, and it had recently acquired fresh fame as the 
birthplace of a new beverage of singular potency. They were 
fortunate in their President, who had achieved what he believed to 
be the highest honour in the scientific world, namely, the Fellow- 
ship of the Royal Society. \ 

Mr. W. Duddell, in reply, said that it had been decided to 
institute a Research Committee to co-ordinate results and also 
to institute research. There was a vast amount of material 
regarding which further information was required, and manu- 
facturers were ready to help in regard to such raw materials 
as steel, india-rubber, insulating varnish, mica, &с. The question 
of nomenclature had aleo been engaging the attention of the Insti- 
tution, as it was of importance that they should come to an under. 
standing with their Continental and American friends regarding 
the terma to be used in connection with electrical engineering. 

Mr. C. S. Vesey-Brown proposed “The Armstrong College, 
Learned Societies, the Newcastle Chamber of Commerce, and our 
Guests.” Dr. Neil Maclay, replying on behalf of the medical pro- 
fession, said that medical men owed a debt of gratitude to the 
electrical men for giving them many new means of diagnosis and 
treatment. Mr. Herbert Shaw (Secretary, Newcastle and Gateshead 
Chambers of Commerce) replied on behalf of these bodies, and said 
there was a fortune awaiting anyone who could devise some elec- 
trical means of recording telephone calls which would be 
thoroughly reliable and automatic. 

In proposing " The Newcastle Local Section of the Institution of 
Electrical Engineers,” Mr. W. Judd said that the Section, which 
started in 1899 with 150 members, had increased to 340 in 1912, 
with over 120 students. Mr. W. C. Mountain, in reply, said that 
30 years ago he was asked by Mr. Cookson, of the North Seaton 
Colliery, whether he could pump water from a point 1 mile in-bye, 
&nd considerable surprise was created when he undertook to do 
во, and to use a voltage of 350 D.C. He was pleased to say 
that the pump was stil in existence, and he believed 
that it was working very well at the present time. 
He hoped to вее the membership of their Section brought up to 500 
before his term of office expired. 

The speeches were interspersed with songs by Messrs. Belbin, 
Richardson, Scope and Willcox, the programme being arranged by 
Mr. J. R. Andrews. Votes of thanks to these gentlemen and to Mr. 
Clothier, who had organised the dinner, terminated the pro- 
ceedings. 

ASSOCIATION OF MINING ELECTRICAL ENGINEERS.—The monthly 
meeting of the members of the Yorkshire branch was held at Leeds 
on Saturday, when a paper by Mr. S. A. Simon, of the West Scotland 
cae was read on the subject of Speed Control of Three-Phase 

otora." 

At King's College, London, there is to be a course of lectures on 
Fridays, commencing January 17th, by Mr. C. H. Wordingham, on 
“ Design, Organisation and Operation of Central Electric Stations.” 
Particulars will be found in our Official Notice" pages to-day. 


Tramway Socials.— The annual employés' entertain- 
ment in connection with tho Yorkshire (West Riding) Electric 
Tramways Co., Ltd., took place at Lofthoure Park, near Wakefield, 
last week, extending over two days. In the evenings concerts and 
cinematograph entertainments were provided. The manager of the 
company, Councillor H. England, presided each evening, and а 
number of Wakefield and other Corporation and tramway official’ 
were present. Some interesting speeches were made. 

At the invitation of Ald. Higham, J.P., chairman of Accrington 
Tramways Committee, the electric tramway employés were enter- 
tained on December 19th. Ald. Higham and members of the Tram- 
ways Committee were present, along with Mr. H. Pilling, tramways 
manager, and 95 tramway employés. Ald. Higham expre 
regret that there was discontent among the men. It was the wish 
of the Committee to make their conditions as satisfactory as they 
were on any other tramway system in the country, and he invited 
those with any grievances to put their case before them. It would 
receive attention, 


Inquiry.—A correspondent asks for the names of makers 


of electric water fountains; also for the makers of diaphragms for 
telephone receivers 
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Appointments Vacant.—Junior assistant to the Super- 
intendent of Telegraphs, for the Telegraph Department of Ceylon 
(£300) ; engineer-in-charge, for the Borough Electrical Engineer's 
Department, Stoke-on-Trent (£130); shift engineer for the Neath 
R. D. C. (25в.). See our advertisement pages in this issue. 


Educational Notes,—The Annual Conversazione of the 

: ROYAL COLLEGE OF SCIENCE AND ROYAL SCHOOL or MINES was 

held on Wednesday last week. The programme included a lecture 

by Mr. E. A. Wraight on “ Aluminium," and the R.S.M, Dramatic 

Society in The Bishop's Candlesticks,” as well as a concert by the 
R. C. S. Musical Society. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the com mercia side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW »osted as to their movements. 


Central Station Officials.— On Friday last the Hastings 
Council appointed MR. WILLIAM TRAVIS, of Southport, assistant 
electrical engineer, at a commencing salary of £150. There were 
120 applicants for the post. Mr. Travis was with Mesars. Dick, 
Kerr & Co., and has since held &n appointment at Singapore. 

Mr. F. J. DELVES, constractional superintendent for some time 
past of the sales department of the West Ham Corporation electric 
supply undertaking, has resigned that position on his appointment 
as electrical engineer to the United Malaysian Rubber Co., Ltd., 
whose operations extend over Singapore and other islands in the 
Malay group. Mr. Delves is leaving England for Singapore on 
January 8th, and carries with him the heartiest good wishes of his 
colleagues at West Ham for his future welfare. 


Tramway Officials, —In acknowledgment of his services 
as lecturer to the Huddersfield Tramway Men’s Ambulance Class, 
DB. RAFFAN has been presented with a case of pipes by the 
studente. The presentation was made by Mr. J. H. Tunnicliffe, who 
said that the good work which Dr. Raffan had done could be under- 
stood when it was stated that only one of 28 members of the class 
had failed to pass when examined. 


General.—4Zndian Industries and Power states that MR. 
J. H. CARDEW, M.Sc. (McGill), was appointed as an electrical 
engineer, and posted to the Oudh and Rohilkhand Railway from 
October Ist. 

At the Presbyterian Church, Muswell Hill, on Saturday last, Mr. 
Francis E. PHILLIPS, London representative of the Wardle 
Engineering Co. and the St. Helens Cable Co., was married to Miss 
Janet Drysdale, daughter of Rev. Wm. and Mrs. Ferguson. 

A financial paper states that MR. T. FRAME THOMSON has accepted 
a seat on the board of the La Plata Electric Tramways Co. 

Mr. A. H. STANLEY has resigned the position of managing 
director of the London United Tramways, Ltd., but will retain his 
seat on the board. MR. JAMES DEVONSHIRE, who has been elected 
a director, has been appointed to succeed Mr. Stanley as managing 
director. Mr. W. G. Verdon Smith, secretary, has also resigned, 
and Мв. A. L. BARBER has been appointed as his successor. 

ALDERMAN H. W. PEAL, J.P., has been re-elected chairman of the 
Ealing Borough Electricity Committee. ` 

Miss J. ARMINSON MACINTYRE, over 10 years manager of the 
publicity department of the C. W. Hunt Co., West New Brighton, 
New York, is resigning that position early in the New Year, and 
wil travel for a time. Communications will] find her— care of 
National Arts Club, New York City. 

Messrs. Dopp & Dopp, civil and consulting engineers, of 37, 
Waterloo Street, Birmingham, have removed to more spacious 
offices at County Chambers, Corporation Street, Birmingham. 


NEW COMPANIES REGISTERED. 


Thermo-Electric Ore Reduction Corporation, Ltd. (126,015). 
—Registered December 18th, by Bennett, Leaver & Hayward, 41, Moorgate 
Street, E.C. Oapital £160,000 in £1 shares. Objects: to take over the busi- 
ness of smelters carried on by the Electric Furnaces and Smelters, Ltd., at 


Luton, Beds. The signatories (with one share each) are:—H. W. Primrose, - 


44, Ennismore Gardens, S. W.; A. F. Maclaren, 110, Cannon Street, E.C., 
director, Robert Maclaren & Co., Ltd.; F. B. Henderson, Little Blakenham, 
Ipswich, director, National Minerals Corporation, Ltd.; A. Goodlet, 6, Broad 
Btreet Place, E.C., chairman secretary ; E. Hayward, 41, Moorgate Street, 
D. C., solicitor; W. B. Ballantine, 15, Devereux Court, Temple, E.C., metal- 
Jurgist ; D. C. Lee, 4, Paper Buildings, Temple, E.O., barrister. Minimum 
cash subscription, £7. The first directors (to be not less than two or more 
than seven) are H. W. Primrose, A. F. Maclaren and F. B. Henderson; 

ualification, £300; remuneration, £200 each per annum (chairman, £250), 

stered office, 6, Broad Btreet Place, E.C. 


Mid-Sussex Electric Light and Power Co., Ltd. (125,936).— 
This company was registered on December 16th, with a capital of £15,000 in £1 
shares, to carry on the business indicated by the title. The subscribers are :— 
T. Caffyn, Haywards Heath, gentleman, 25 shares; C. G. M. Dawson, High 
Combe, Balcombe, gentleman, 25 shares; J. Finch, Queen's Road, Hay wards 
Heath, builder, 25 shares; T. White, Franklynn Road, Haywards Heath, 
retired builder, 25 shares; E. Prior, Church Road, Burgess Hill, electrical 
engineer, 25 shares; H. P. Bummer, Leyntonville, Haywards Heath, assistant 
overseer, 10 shares; 8. Eaton, Haywards Road, Haywards Heath, clerk, 1 
share. Minimum cash subscription, 5,000 shares. The number of directors is 
not to be less than three or more than tive; the first are T. Caffyn, C. G. M. 
Dawson, J. Finch, T. White and E. Prior: qualification, £25. Registered 
office, office of E. J. Waugh, Bottro Road, Haywards Heath; solicitor, E, J. 
Waugh, Haywards Heath. | 


Electrolite, Ltd. (125,924).— This company was registered on 
December 14th, with a capital of £1,000 in £1 shares, to carry on the business 
of gas and electrical engineers, manufacturers of and dealers in gas mantles 
and burners, gas and electrical fittings and electrio lamps. ironmongery, & 
The subscribers (with one share each) are :—F. Durrant, 34 and 86, Gresham 
Street, E.O., contractor; A. Wright, 84 and 86, Gresham Street, Е.О 
accountant, Private company. The number of directors is not to be leas tha 
two or more than five; the first are F. Durrant and A. Wright: qualification 
£25; remuneration as fixed by the company. Registered by A. D. Leir 
11, Ironmonger Lane, E.C. 


Craig & Paton, Ltd. (3,928).—This company was registered 
in Dublin on December 11th, with & capital of £10,000 in £1 shares, to acquire 
the business of laundry and electrical engineers and contractors, &o., carried 
on as Craig & Paton." The subscribers (with one share each) are :— 
G. R. Craig, 11, Fisherwick Place, Belfast, merchant ; G. Paton, 11, Fisher 
wick Place, Belfast, merchant; G. A. Shipp, Rosetta Avenue, Belfast, mer 
chant; E. Larrsay, 59, Royal Avenue, Belfast, solicitor. Private company. 
The first directors are G. R. Craig, C. Paton and G. A. Shipp; qualification, 
100 shares, Registered office, 11, Fisherwick Place, Belfast, 


Kettlewell Electricity Supply Co., Ltd. (125,980).—This 
company was registered on December 17th with a capital of £625 in £1 shares, 
to carry on the business indicated by the title. The subscribers with one share 
are :—O. Robinson, Kettlewell, Yorks., worsted spinner; W. L. Carradice, 
Kettlewell, schoolmaster; J. H. Coutes, Kettlewell, farmer; W. P. Inman 
Kettlewell, postmaster ; J. Ram, Kettlewell, joiner; C. H. Walsh, Kettlewell, 
manufacturer. Private company. Table A mainly applies. Solicitor 
O. P. Charles worth, Bank Buildings, Skipton, Yorks. Registered by Waterlow 
Bros. & Layton, Ltd., Birchin Lane, B.O. 


Schinz & Co., Ltd. (125,93 1).— This company was registered 
on December 14+, with a capital of £1,000 in £1 shares, to construct, equip 
and work public works, including railways, tramways, gas and electric light, &c. 
The subscribers (with one share each) are:—E. R. Calthrop, M.I.C.E., 
M.I.Mech.E., Eldon Street House, E.C.; J. B. Earle, M. I. O. E., Eldon Street 
House, E.C. ; J. R. Williams, 17, Gracechurch Street, E.C., export merchant; 
P. Schinz, 8, Bloomsbury Place, W.C., gentleman. Private company. P. 
о а the first director. Registered by J. J. Edwards & Co., 28, Sackville 

treet, W. 
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CITY NOTES. 


Melbourne Electric Supply Co., Ltd, 


THE thirteenth annual general meeting was held on Monday at the 
Office, Finsbury Pavement House, E. C., Mr. J. B. Braithwaite 
presiding. : 

The CHAIBMAN, in moving the adoption of the report (see 
ELECTRICAL REVIEW, last week), said he had arain to congratulate 
them upon the remarkable progress which the undertaking had 
made during the year, which was reflected in every branch of the 
business. They would find very great changes in the balance- 
sheet. The capital account had been considerably increased during 
the year. They had issued the remaining £50,000 of their 7 per 
cent. cumulative. preference shares, which now stood at the full 
amount of £150,000 instead of £100,000 last year. They had also 
iesued the balance of the consolidated ordinary stock, viz., £125,830, 
raising that to £300,000, and in addition they had sold their 
Adelaide shares which appeared in the last balance-sheet at £82,376. 
Those three items together ‘made an addition to the capital of 
£258,205. In addition they realised by the sale of the Adelaide 
shares a premium of £30,000, so that altogether they had provided 
themselves with £288,206 additional capital. The effect of that 
had been that they had been enabled to meet the expenditure at 
Melbourne and Geelong amounting to £11,965 for Melbourne, 
and £14,886 for Geelong; to pay off the bank loan, and they 
had £55,000 cash on loan against security and a sum of 
£23,241 at the bankers or in hand. The arrangements which they 
were able to make for the issue of the additional capital were of a 
very satisfactory kind. They had gentlemen who believed tin the 
future of the company, who approached them early inthe present 
year, and who offered to purchase the entire amount of their hold- 
ing in the Adelaide Co. on terms which gave the company a profit 
of £30,000. At the same time they asked the directors to give 
them an option for a period of a certain number of months to take 
the unissued balance of the ordinary stock at par. At that time the 
shares were quoted on the Stock Exchange at from 83 to 88, and 
they therefore felt they would be doing a good stroke of business 
if, by the one transaction, they sold their Adelaide shares at £30,000 
profit, and, at the same time, got an option take the unissued 
ordinary capital at par. The efforts of the gentlemen in question 
to introduce the stock into the Colonies and make it better known 
had been successful, with the result that they exercised their option 
and they bad received the whole of the cash. Turning to the 
profit and loss account, there were considerable changes there, 
owing to their having parted with their Adelaide shares. Last year 
they received from those shares £9,715, a source of profit which was, 
of course, not open to them this year. On the other hand, 
Melbourne had yielded them an additional profit of £17,055 and 
Geelong £2,050, whilst the little tramway system which they 
opened early this year had yielded £738, so that they had £19,843 
extra revenue. Against that they had to put the loss of the £9,715 
from the Adelaide shares, leaving them with a net improvement of 
£10,128. Turning to the accounts of the two stations at Mel- 
bourne, the gross increase in the revenue was £20,019, the 
figures being £84,738 this year, against £61,719; whilst, on 
the other side, the generating expenses had only gone up from 
£15,237 to £17,470, from which they would see that of the 
£20,019 gross increase they retained 85 per cent. of it as net— 
that was, 4 17,055— which spoke extremely well for the ability 
of their staff and for the excellence of the management. So well had 
the staff worked that the generation costs had actually been reduced 
20°4 per cent., and the coal consumpticn alone had been reduced 
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18 per cent. That, of course, was due to the new turbines and other 
generating plant which they had sent out, and which was more 
economical in its operation. At Geelong they saw the same 
atory repeated, although on a smaller ecale. The gross 
increase in the revenue was £3,057, and they had retained 
£2,045 as net—that was, 66 per cent. The tramways account 
was only in its inception. The line was only opened for 
traffic for five months up to August, and the receipts amounted to 
£5,171, showing а small profit of £738. The total population of 
the district served by the tramway was 26,000 ; the total length of 
the track at present was four miles. The total number of 
passengers carried for the five months was 422,000, and the 
passengers carried by the motor-'buses which they had to supple- 
ment the tramways was 26,000, so it would be seen that every one 
of the population had ridden on the tramways about 20 times. 
They were now constructing an additional 11 miles for the South 
Geelong section, and no doubt when that was opened it would 
immediately increase their earnings from the tramways. With 
regard to the general] position in Melbourne, he could not do better 
than read them an extract from the report of Mr. F. W. Clements, 
their local managing director and chief engineer, Writing under 
date November 6th last, that gentleman said :— 

“The financial year under review should prove а red.letter 
year with us, for not only has the general progress during 
that period been phenomenal, but it is the first time that 
we shall have been in a position to pay a reasonable dividend 
on the whole of our invested capital. The progress made 
by the company has been manifested not only by the 
enormous number of consumers connected during the year, but 
also by the very large increased output in units and the 
increased maximum load. At no previous period of our history 
have we ever made anything like the advance in any of these three 
items in one year. The year is, therefore, a record one from nearly 
all points of view. The causes conducing to the great advances 
made appear to be several, the principal one of which is probably 
the long run of good seasons from the agricultural point of view 
which has taken place since the great drought in 1903 and 1904. 
This has been responsible for making the community generally 
much more prosperous, and the result has been that through the 
gravitation of the more well-to-do squatting and farming popula- 
tion to the city, an acceleration in the natural increase in popula- 
tion, a more active policy of immigration adopted by the 
Government, and the fact that large numbers of people have 
gradually got into the position of being able to build their own 
houses, enormous areas of suburban Melbourne have been built over, 
and the bulk of the new houses have taken onelectric supply. This, 
however, is only one cause, and it is quite certain that unless the 
metallic-filament lamp bad come to the fore, even under the con- 
ditions of general prosperity obtaining, people would not have been 
so ready to avail themselves of an electric supply. А third 
cause operating in the direction of the great increase experienced 
has undoubtedly been our policy of pushing forward into 
the residential districts with our mains in advance of the wave of 
houses rolling out into the country. It is a well-known thing 
amongst electric supply people that once an area newly built over 
has been missed, it may take years to get the houses to come on 
to the mains, whereas, if the houses,as they are being built, find a 
supply available, the chances of securing 'the bulk of them are 
enormously increased. So much во has this been the care with us 
in Melbourne, and to a smaller extent in Geelong, that we can say 
that there ia hardly a house in any new area which dces not come 
on to the mains. Best of all, architects, builders and small 
speculative builders, all now specify electric lighting as a matter 
of course, and newspaper advertisements announce the presence of 
an electric supply in a house as an added advantage." 

Continuing, the chairman said that during the year they had 
pushed out into three new districts, and their mains now pretty 
well covered the whole of the suburbs of Melbourne. The following 
figures were, he thought, very remarkable. The area of their 
Melbourne district was now 43 sq. miles, showing an increase of 
24 per cent. since last year. The population of the city was 
317,000, an increase of 2 per cent. The miles of street in 
which their supplies were available were 304, an increase 
of 47 per cent. The capacity of their plant was now 5,600 Kw., 
an increase of 48 per cent, and they had another 3,500 Kw. 
alternator, which would shortly be shipped, which would bring 
their plant up to over 9,000 kw. The number of new consumers 
they had connected during the year was 3,620--slightly over 300 
a month—and an increase of 75 per cent. over last year. The total 
number of consumers on their mains at the end of the year were 
8,696, showing an increaseof 71 percent. The units sold for the 
year were 7,082,000. At Geelong the story was the same, although 
оп a smaller scale. There were now 33 miles of street in which 
their supply was available, an increase of 19 percent. They had 
connected 215 new consumers during the year, an increase of 36 per 
cent., and they had now 1,099 consumers at Geelong, with 
its population of 27,800—an increase of 24 per cent. As to the 
future, as far as their information at present went the prospects for 
the current year were fully as satisfactory as those for the past. 
Down to the end of November, the first three months of the new 
financial year, their gross profit in Australia was £16,700 this year, 
against £6,076 last year. The total number of new consumers con- 
nected was 1,400, as compared with 690, and the number of new 
consumers awaiting connection was 720, as compared with 428 last 
year. Atthe moment the outlook for the present year was extremely 
good, although it would be foolish to expect that such a pheno- 
menal rate of increase could possibly continue indefinitely, The 
general resolution for the electrification of the Melbourne railways 
had been approved by the Victorian Government, and there was no 
doubt that the electrification would take place within the next 
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three or four years, If the Government could generate current 
cheaper than they could—which he very much doubted—and supply 
it to them in bulk, it would be to their advantage to take it from 
thatsource. The Government claimed that they were only going to 


supply the railways and that they were not going to enter into the 


field of distribution or compete with them in any way, and it would 
be for the directors to see that their promises in that respect were 
kept. 

Mr. DAVID FINLAYSON seconded the motion, and the report was 
adopted. 

The CHAIRMAN then proposed a resolution increasing the 
number of directors from five to six. He explained that the 
reason for the change was that he and his colleagues considered 
it would be to the advantage of the company to have a gentleman 
connected with Australia on the directorate, and should the resolu- 
tion be carried and confirmed, they intended to nominate Mr. 
Benjamin Brookman as the sixth director specially to represent the 
interests of the Australian shareholders. 

Mr. NICHOLLS seconded the resolution, and it was carried. 

The CHAIRMAN said that the next resolution, as follows, was 
intended to carry out what was suggested at the last meeting, but 
which he did not consider justified in accepting at the time: That 
the remuneration of the directors for the year ended August 31st, 
1912, be £1,500 instead of £1,000 as provided in Article 87, and 
that as from September Ist, 1912, the remuneration of the 
directors be upon the following basis, viz.: ‘So long as the issued 
capital of the company (including debentures or debenture stock) 
does not exceed £750,000 the remuneration of the directors shall be 
£1,500 per annum, and that if and when the issued capital of the 
company (including debentures or debenture stock) exceeds £750,000, 
then the remuneration of the directors shall be increased at the 
rate of £125 per annum for each £100,000, or part thereof, of 
further capital (including debentures or debenture stock) issued by 
the company.’ 

MR. B. BROOKMAN said that as he was the shareholder who 
suggested at the last meeting that they should increase the re- 
muneration of the directors, he had much pleasure in proposing the 
resolution which the chairman had read. 

Mr. Hawes seconded the resolution, and it was carried 
unanimously. | 

The auditors having been reappointed, the proceedings terminated 
with a vote of thanks to the officers and staff of the company in 
Australia and in London. 


Johnson Secret Wireless Telegraph and Telephone 
Testing Syndicate, Ltd. 


THE Financial News, of December 20th, contains an article relating 
to this company in which it reprints the report to November 30th 
last, and says that the annual meeting was held in private on 
December 19th, at 40, King Street, Cheapside, E.C.—The report 
states that :—" During the past year great progress has been made, 
both from a financial and from a technical point of view. The 
Universal Cheap Cables, Ltd., which was formed for the purpose 
of acquiring the undertaking of this syndicate, has now 10,000 
working capital shares issued, and arrangements are contemplated 
for the disposal of the balance of such shares. It is the intention 
of that company to get a special settlement granted by the London 
Stock Exchange in its working capital shares, and in due course in 
its vendor shares. 

"An agreement has been entered into for the transfer of the 
Johnson-Varley Patents and Instruments to the Universal Cheap 
Cables, Ltd., and the actual transfer will take place without delay. 
An agreement has been entered into, for the benefit of all con- 
cerned, to pool the shares to be allotted to this eyndicate in respect 
of the purchase price. Arrangements are also being made for the 
payment of the syndicate’s debts. 

„The Universal Cheap Cables, Ltd., has E to purchase the 
site at Norman's Bay on which the mast erected by this syndicate 
stands, and arrangements are being made to fit up a practical 
wireless station again there, Another station is being erected in 
London, and it is expected that demonstrations in the Johnson- Varley 
untappable system will be made between Norman's Bay and London, 
and elsewhere. 

" An exceedingly interesting report on the system has been given 
by Prof. Silvanus Thompson, F. R. S., and a copy of this report can 
be seen by shareholders at the ayndicate's registered office. The 
Universal Cheap Cables, Ltd., have appointed Mr. F. Heron 
Rogers, A.M.I.M.E., consulting engineer, to represent the interests 
of the Johnson- Varley system before the Marconi Commission and 
at the War Office Secret Committee on Wireless Telegraphy.”’ 


Hobart Electric Tramway Co., Ltd.—An interim 
dividend of 9d, per share, as compared with 6d. last year, is 
announced. 


J. 6. White & Co., Ltd,—The directors have declared 


an interim dividend at the rate of 12 per cent. per annum on oe 
ordinary shares for the half-year ended August 31st. 


Hart Accumulator Co., Ltd.— The directors have 
declared the usual dividend for the year, viz., 10 per cent., and 21 
per cent, bonus, free of inoome - tax. 


we _ SO, am ALAA PE 
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Central London Railway Co. 


Dr. H. F. PAnsHALL (chairman) presided on Thursday, December 
19th, at the Holborn Restaurant, over an extraordinary meeting of 
the shareholders of the above company held for the purpose of 
explaining the proposed arrangement with the Underground 
Company. 

The CHAIRMAN having explained that the meeting was held as a 
matter of courtesy, and that matters dealing with the domestic 
affairs of the company could not be raised until the ordinary 
meeting in February, said that in any dealing with the shares the 
fundamental consideration was, of course, the security of the 
guarantee. Their railway was opened in 1900, and was the first of 
the railways opened from east to west in London with a modern 
electric service. The takings of the line during the first few years 
were such as to warrant the company in paying 4 per cent., but 
later the Metropolitan District and the Metropolitan Railways 
were electrified, and the Great Northern, Brompton and Piccadilly 
Railway constructed, so that they were in close competition with 
railways which gave substantially the same facilities over different 
routes. As a result the dividend fell to 3 per cent., and had been 
since maintained at that rate under increasing difficulties in con- 
sequence of the bus competition over the route. In the last year 
they paid 4 per cent.; 155 ‘buses passed a certain point on their 
route in a given period, whereas to-day 354 ‘buses passed the same 
point in the same period. The earnings of the present half-year 
would amount approximately to £131,000, as against £186,000 in 
the past half-year, which was to say that there had been a shrinkage 
on the half-year of £55,000, which had arisen purely on account 
of the competition never anticipated when the railway was built. 
Since he had been chairman there had been a large reduction 
in the working expenses, and they had found new sources of 
revenue in the carriage of parcels, advertising, &c., so that 
taking advantage of all the means before them, the 3 per cent. 
dividend had been maintained. Last August they were able to 
open the Liverpool Street extension. Owing to the efforts of their 
engineers and contractors, it was opened earlier than anticipated, 
and they got five months’ working into their balance-eheet of this 
year. Liverpool Street would contribute from £40,000 to £50,000 
in their takinga, but the unsatisfactory element was that from 
£20,000 to £30,000 had been absorbed by increasing 'bus competi- 
tion. However, that extension had enabled them to maintain the 
3 per cent. The other prospective advantage was the Ealing exten- 
sion, which would take from 14 to two years to complete, and as 
Ealing was not as populous a neighbourhosd as the district they 
drew on from the Great Eastern, it might readily happen that 
the 'bus competition would anticipate any profit they might obtain 
from that extension. Consequently, it would appear that the best 
the shareholders had to look forward to was the3 per cent. dividend, 
after taking advantage of every possible resuurce available to the 
company. Under the proposed arrangement. the Underground Co. 
would guarantee a dividend of 4 per cent., and in casethe Underground 
Co. had a surplus, after having earned 4 per cent. on the average 
for three successful years, the ordinary shareholders of the Central 
London Co. would be entitled to 40 рег cent. of that surplus. It 
had been suggested that the Underground Co. might never be likely 
to declare a surplus, but if they did not pay the shareholders the 
40 per cent, they could not get the 60 percent. As regarded 
the financial position of the Underground Co. to make 
that guarantee, the figures in the last balance-sheet showed 
that it was secured more than 11 times over. The 
question of what would happen if the Underground Co. 
failed in their obligations had been most carefully considered, and 
the trust deed provided that in such an event the property should 
be restored to the shareholders in as роса a state as it was taken. 
The Underground Co. in the trust deed undertook (1) to exercise its 
voting power so that there should always be on the board of the 
Central London Railway Co. two directors to represent the interests 
of the guaranteed stockholders. (2) That the railway should be pro- 
perly maintained and operated, so that in the event of the deter- 
mination of the trust the railway and rolling stock should be found 
to be in proper and efficient condition. (3) Not to use the present 
reserve fund of the Central London Railway Co. for the payment of 
dividends. (4) That the provisions of any contract entered into by 
the Central London Railway Co., which would alter the position or 
character of the undertaking, or which would be calculated to pre- 
judice the guaranteed stockholders in the event of their exchanging 
their guaranteed stock for railway stock, should be so expressed as to 
come to an end, if and when the trust was determined, unless such 
provisions should have been approved in writing by the two directors 
representing the guaranteed stockholders or by an extraordinary 
resolution of & meeting of the guaranteed stockholders. (5) That 
any further capital which was issued by the Central London Railway 
Co. should be issued on such terms as would secure the greatest ad- 

vantage to the undertaking of that company. The debenture-holders 

and preference stockholders were not affected by the scheme. The 
ordinary stock consisted of the proportions of 56$ undivided 
ordinary, 211 preferred ordinary, 211 preferred ordinary and 21} 
deferred ordinary, and they were treated in the same way, as it was 
neceseary to have the preferred shareholders’ assent if the requisite 
majority of 75 percent. of the stockholders was to be obtained. The 
preferred stockholders might, of course, say that they were receiving 
4 per cent. and there was no reason for going to the trouble of 
handing over their stock to anybody else ; but the answer was that 
it would be to the interest of the Underground Co. to make the 
company as remunerative as possible, and the stockholders would 
share in any surplus. The whole expenses of the arrangement 
would be borne by the Underground Railway Co. 

Мв. WALFORD said he had been connected with the company 
from the first, and had taken great interest in it in good times and 


bad. He congratulated the board on the terms obtained from the 
Underground Co. They had been told what the Liverpool Street exten- 
sion had done for them, and when the Ealing extension was opened 
he thought the probability was that the takings would be as great 
as the Liverpool Street extension. There was also the proposal to 
join upat Gunnersbury with the South-Western Railway, and, taken 
altogether, he considered their contingent rights were very valu- 
able. They all knew what the general manager, Mr. Partridge, had 
done in reducing expenses, and what Mr. Moss, the secretary, had 
done, and he trusted that they would be well looked after. 

Mr. STURDY asked on what principle the board gave the deferred 
shareholders the same as the preferred. His opinion was that this 
was jobbery. 

Mn. F1TCH asked if the money now set aside for depreciation was 
to be used for dividends. 

The CHAIRMAN said the funds could only be used on the railway 
and not for dividends. It would be seen that they were amply 
guaranteed to have their railway back in good condition. 

Mk. FrTCH thought the arrangement was a good one, and that 
they would be able to get their electric supply at a cheaper rate 
from the generating station of the Underground Railway. 

MR. T, H. HAWKINs asked if the company kept their reserve 
fund. 

The CHAIRMAN said it would be carried forward as Central 
London property, and would be available for the purposes of the 
railway. | 

CoL. BENTLEY asked how the two directors of the company were 
to be appointed to the new board, and how future elections were 
to be made. 

MR. SEFTON JONES, as a preferred shareholder, supported the 
proposal. 

MR. ANDERSON thought they were bound to come into the scheme 
of controlling the traffic of London. 

Mn. BEARD asked why the deferred shareholders, receiving 
2 per cent., were to be put in the eame position as the preferred 
holders getting 4 per cent. If they ever had to receive their rail- 
way back, would they get their reserve fund back also? He also 
wished to know what compensation was being given to the directors. 

The CHAIRMAN, in reply, said he had already explained that to 
get the necessary majority it was necessary that the preferred 
shareholders should have some slight incentive to come in, and 
under this arrangement they got & better guarantee and also the 
right to share in the 40 per cent. It had to be remembered that 
the offer came from the Underground Co. As to the directors, two 
of the directors from the present board might be elected, or any 
two as representing the interests of the company. The compensa- 
tion to directors and staff fell on the Underground Railway Co. 
Suitable provision was made for the staff, and the staff were 
satisfied with it. 

Mr. Mounts (solicitor) said two directors of the company would 
remain on the board and the others would retire, and be replaced 
by nominees of the Underground Co. In the event of either of the 
two retiring from the board, a fresh director would be elected by 
the shareholders of the Central London Co. Everything else would 
go on as now. 

Several other matters with respect to the quotation of the shares 
in the future having been answered, the meeting ended with & vote 
of thanks to the chairman. 


Metropolitan Railway Co.— It is stated in the daily 
papers that the directors of this company have decided to insert in 
their Bill for next session power to raise £1,200,000 additional 
capital, exclusive of the capital that will be required to purchase 
the undertaking of the Great Northern and City Railway Co. Of 
the £1,200,000 new capital, £300,000 is proposed to be raised by 
the issue of debenture stock, if necessary “ata discount," and the 
balance of £900,000 is to be raised on such terms and conditions 
at such price above or below the nominal amount, and in such 
manner as the directors think advantageous to the company. 


Stock Exchange Netice, — Application has been 
made to the Committee to allow the following securities to be 
quoted in the Official List: 


Consolidated Diesel Engine Manufacturers, Ltd.—427,076 shares of £1 each, 
15s. paid (Nos. 1 to 427, 076), and 67,470 shares of £1, each, fully paid 
(Nos. 527,077 to 594,540). | 


Continental.—Avstria.—The report of the Austrian 
Brown-Boveri Works Co., of Vienna, for the last financial year 
states that large orders have been secured for tramway motors from 
the municipal authorities of Vienna and for & number of tramway 
equipments for the towns of Teplitz and Mahrisch-Ostrau.. The 
net profit for the year amounted to £13,280, out of which a dividend 
of 5 per cent. is being declared. 


: Direct West India Cable Co., Ltd.—The directors, 
says the Financier, have declared an interim dividend at the rate of 
6 per cent. per annum (1s. 6d. per share) on the ordinary shares for 
the half-year ended December 31st. 


Caleutta Electric Supply Corporation, Ltd.—The 
number of units delivered to consumers during the four weeks 
ended November 29th, 1912, amounted to 817,110, compared with 
712,454 units iu the corresponding four weeks of 1911. 


Osram Lamp Litigation.—4AÀn injunction has been 
granted in the Chancery Division against David Smith & Co., on 
the application of the Osram Lamp Co. We shall report the matter 


next week. 
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STOCKS AND SHARES. 


Satirday Afternoon, 


ONLY the prospect of a bare larder and a cold radiator on Christmas 
Day compels unwilling attention to such inappropriate matters as 
Stock Exchange markets at this season of the year. We could fill 
а couple of columns or so with descriptive matter of Mr. 
"Salvation" Smith's journey through the Stock Exchange 
markets, and the various other incidentals which are inseparable 
to the House in Throgmorton Street at Christmas time. But it is 
to be doubted whether the editorial frown would not censor such 
purely topical subjects, and one cannot write indefinitely even upon 
the charming effect produced by covering the electric lights in the 
Stock Exchange with tissue paper of various shades. 

Descending laboriously, therefore, from these considerations, it 
has to be noted as a feature of the electrical markets that prices 
are decidedly better than they were when we wrote at the 
beginning of the week. The Stock Exchange was relieved by the 
announcement on Thursday forenoon of the retention of the Bank 
of England Rate at 5 per cent.; while the pacific progress of the 
peace negotiations is another influence making for more confidence. 
A smart recovery in the price of Consols formed a useful adjunct 
to the strength of investment markets as a whole, and it looks as 
though the year will wind up with firmness in most of the active 
departments. 

This applies particularly to the Home Railway market, where 
there is a substantial rally. At the meeting on Thursday, Central 
London holders gave sufficient assent to the scheme of the Under- 
ground Electric Railways Company to make the offer made by the 
latter company binding upon it, and Central London stocks have 
improved to the extent of a point apiece in the Ordinary and 
Deferred, and two points in the Preferred. It seems somewhat 
anomalous that the quotations for the three stocks should not be 
on all fours; but what seems more anomalous still is that the 
Preferred should be treated in precisely the same mahner as the 
other two stocks. Of course, the scheme is purely optional on the 
part of holders, and therefore they cannot complain logically at the 
treatment offered them. There is, however, a good deal of feeling 
on the subject, nd quite possibly the resentment may come to a 
head before the year is out. 

City & South London rallied J, and Metropolitans jumped 1}, while 
Districts put on }. The Metropolitan Company announces that it 
intends to take powers for the issue of fresh capital, but this had no 
effect upon the buoyancy of the market. Underground Electric 
Railway shares have forged ahead on the successful passage of the 
company's offer to the City & South London and to the Central 
London stockholders, the shares rising 4 and the 6 per cent. Income 
bonds being 24 up at 921, amid vague suggestions that the latter 
will certainly receive their full 6 per cent. for next year, while 
optimists look for the redemption of the whole of this issue at par 
before very long. 

The English Electricity Supply market is not featured by one 
solitary movement. It would require the pen of a professional 
journalist to do full justice to a market which flouts in this way the 
energies of the weekly paragraphist, so maybe it is better to tay no 
more upon the subject. 

The market in National Telephone stock continues to attract a 
good deal of what little attention is left for stocks and shares. 
The price was jerked down the other day to 134, whence ensued a 
recovery to 1384, this leaving a rise of 1 on the week. All kinds of 
estimates are now current as to the figure at which the stock will 
be ultimately paid off; and since, so far as we can tell, it is 
impossible to form any reliable guess as to the final figures, we will 
forbear quoting the various prophecies. Marconis, after being still 
flatter, rallied a shade; but the market is not yet by any means a 
good one, and even some of the Company's supporters begin to admit 
that other competitive systems need to be taken into account. 
A little activity revived in American and Canadian Marconie, the 
prices for both hardening up; but it is noticeable how any 
improvement brings in sellere. However, Americans are better at 
1-5. and Canadians at 173. 9d. | | 

United River. Plate Telephones and Chile Telephones both gained 
vy, while American Telephone capital stock picked up ite small 
loss of a week: ago. In the Telegraph list proper, there is prac- 
tically nothing doing. Reuters shed 1, teking the price down 
to 103. | 

In the Latin-Canadian group, the principal change is a fall of 4 
points in Northern Light and Power bonds; but the rest of this 
section is steady, and improvements of a point or во have occurred 
in Brazilian Tractions, Shawinigan Water, Mexican Electric 5 per 
cent. bonds, and Sao Paulo Debenture. Kalgoorlie Electric Trams 
Debenture stocks are weak, especially the B;“ which has dropped 
to a nominal quotation of 35. Underwriting letters in respect of 
the new issue of British Columbia Electric Debenture stock had to 
be lodged, at the latest, this (Saturday) morning. The undcr- 
writing commission was 24 per cent. in cash. 

The Manufacturing group maintains its steadiness. India- 
Rubber shares, after their recent drop, recovered j to 10}. 
Babcock Preference are a shade easier. The rubber auction sales 
this week at Mincing Lane proved somewhat disappointing to the 
expectations of those who had been looking for an advance in prices, 
and the share market became very dull in consequence. Upon the 
completion of the sales, however, an improvement occurred in the 
price of the raw stuff, which was reflected in & general rally 
amongst the shares, and the market has regained its firmnees. 


ELECTRIO TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


Fort. | Receipts for | No. ` Route 
Locality. night the of Total to date. miles 
ended. fortnight. wks. open, 


4 * 4 A* Ine. 
Aberdeen .. „Dec. 18 | 2,695 |-- 8 | 99 44,628 144] .. 
Ayr i» Y » 14 + 10 . 10,887 8 . 
Bath .. a Ке „ 21] 1,974 1— 6) 61 44,550 2 m 1 
Birmingham Corp. „ 14 | 92,867 |- 5,5732 | 87 | 897,768 118. 190 5717] ., 
Blackburn a „ 11 1,190 |+ 105 3 | 44,604 1 1 К 
Blac l Corp. .. » 19 878 |-- 48 68,610 b 11:87 .. 
t Blac l-Fleetw'd| „„ 14 235 |+ 20 24,756 8 |.. 
Bournemouth .. „ 18 | 8,004 |+ 62 | 879 | 71,278 9 21 . 
Вгадіога .. T „ 14 | 10,569 |+ 508 | 87 | 906,160 1 65 |... 
tBrighton .. as » 15 193 a7 | 87 89,256 941195 |.. 
Bristol ss аб „ 20 | 14,178 |+ 1,680 868,215 | + 90,265 | 806 
Brit. Elec, Trao. Oo. 
{Airdrie .. ea » 9 571 |+ 43 50 14,954 8,598 | 8:66 | ., 
Barnsley .. » 3 894 |+ 81|, 9,119 1 же е 
Barrow .. n « 8 635 |+ 477 ,, 18,816 8, 581 | .. 
Devonport ča » 8 809 T 21, „ ‚100 1 886 | .. 
Gateshead as „ 8| 2,181 |+ 96 „ 59,431 331 11%... 
Gravesend А н В 408 n " 10,563 96 | 651... 
Greenock.. " „ 31 1,443 [+ 19 „ 40,247 8,983 | 7795 | .. 
Kidderminster .. » 8 1233 |+ 6B] „ 5 ected 
Merthyr .. - .. „ 8 383 |— 12) ,, 10,061 99 |.. 
Metropolitan „ 316.664 |+ 841] „ | 431,411 23 |. 
Middleton ee » 8 557 = 71 [T] 16,556 — 86 ee 
Mid.Joint Com’te „ 3] 0,04 |+ 621 | , | 165,150 |+ 9,118 |.. . 
Oldham—Ashton „ 9| 1.126 f 21| „ 3,431 [T 1, 9°18) .. 
Peterborough .. „ 8 229 {+ 10) „ 6,781 |+ 56811 .. 
Potteries eo ee » 8 4,225 + 29 [1] 97,812 —Ó 1,149 99 e. 
Rothesay .. s » 8 80 |+ 11 10,614 |+ 5002s 
Southport T n В 483|- 24) „ 4,875 |— 817) .. 
8. Metropolitan. . [T] ' B 1,456 t 15 [7] 41,949 — ee ee 
Bwansea .. à „ 3 9,281 |+ 89] ,, 57,696 | + 196) ., 
n os » 8 491 |+ 113] „ 12,001 |— 37 | .. 
eston-s-Mare .. м 8 52 |+ 97 ГА 6,891 — 1,238 oe 
Worcester s „ 8 483 | + 8|. 14,619 | — 5645 | .. 
Wrexham oe „ 8 204|*- 6 „ 5,740 |+ «s. | ve 
Yorks. Wool. Dist. н 8| 2071 |+ 64) ,, 64,069 |+ 1,402 | 17 |.. 
„Miscellaneous „ 3 437 1+ 81] „ 11,675 |+ 293 "i 
Burnley ... ee „ 14 1.548 |4 199 vá Я 1244| 8 
+ 3urton-on-Trent.. » 15 271 |+ 10 87 10,100 |— 6:6 | „ 
+ Bury.. x ee „ 15 1,225 |+ 79 87 48,249 |+ 92-5 | .. 
t Cardi és „ 24 | 2,519 |+ 169 | 37 90,776 |— 1,033 | 17°85) ., 
Chatham and Dist. „ 12 1.575 |+ 59 50 42,681 + . 14°98) .. 
Cor ee ee @e ” 19 912 кы 21 51 24,403 md 9:89 eo 
! Cro don ee ee ” 1,619 rd 18 86 65,154 _ 116 e 
Darlington .. oe „ 14 438 ＋ 18 87 347 |+ 4181 | . 
tDerwen  .. T" » 13 974 1+ 28 37 10,867 | + 485|., 
Dover oe os » 14 875 Р 87 9,266 |— 478 . 
Dublin oe ee " 18 6,576 + 916 ee 138,203 — 7 54°25 ee 
t East Ham ee ье 39 14 1,056 + 87 39,713 iae 71°81 es 
{Slasgow  .. ee „ 14 | 18,817 | 41,755 | .. | 623,953 |-— 8,119 | 98 |.. 
+ Hast T ee „ 12 684 |— 10 is — 2,409 | 19:8, ., 
Hull. i ee „ 14 3,100 |+ 101 87 | 110,025 |+ 1,673 | 18°56) —1 
Ilkeston |. "P „ 19 225 |— 17 | 38 4,986 |— 769. 
tlpswich  .. T „ 14 870 — 20 87 16,735 — 106. 
marnock ° „ 14 + 10 | 30 4,992 |— 425, „ 
cashire Uni „ 18 9,014 |+ 118 | 61 68,532 | + 89 |.. 
+ Leeds ee T „ 14 7,752 f 454 | 87 | 289.238 10,277 65 |175 
Leicester ee „ 14 2,674 |+ 175 | 60 | 128,044 |+ 4.544 20 .. 
Leith m T , са Us aa ВЕ T 848 | .. 
Live e e| „ 14 | 24,565 141,015 | 496 : $26,264 |119 | 2 
tL.C. oe is „ 11 | 81,978 | —2,683 1,634,760|—77,448 | 1422 4 
{ London United ee n 14 5,640 + 1 5707 —18,239 oe oe 
t Lowestoft .. T „ 14 17 7 10 1,882 | — 86 |.. 
! Manchester ee „ 14 | 17,084 |+ 957 | 87 | 622 818 22,579 105 
t Newcastie .. e| p 14 080 | + 164 334 |+ 4,24l 81°8|., 
Newport T 214 | 1,929 ＋ 104| 37 25.2385 |— 219 | T'36j .. 
!Jidham .. T „ 15 1.979 (+ 783 | 38 18,063 |+ 4,696 | 288 
Pontypridd .. T » 16 832 + 52 37 14,889 |— 649 | 5% |.. 
Preston T ee „ 4 1,497 |+ 78 | 36 99,919 |+ 1,876 | 10 
Rotherham .. oe „ 18 1,748 |+ 579 | 373 | 29,214 | + 8,401 | 18 | 6 
{3alford .. „ 106 6,022 |+ 283 | 37 | 187,276 |+ 4,600141 |.. 
+$3heffield .. T „ 17 "226 f 660; .. | 955,125 | 411,788 | 40 
t 'outhampton  .. „ 1| 1112 ＋ 62| 86 45,26 |— 110 | 1l |. 
soathend-on-Sea .. „ 15 | 1,098 |+ 171 | 38 80,716 |4- 8,807 ee 
+ jouth Shields » 14 641 |+ 654 | 87 28,641 |+ 821 1 ec 
1yneside .. e. „ 18| 1,190 |+ 899 | 95 12,891 ;— 240 1 oe 
ascy . " 11 1,994 а" 1 37 41,456 = £02 8:33 0 
t Walthamsto „ 14 664 |+ 49 | 37 27,008 |— 1,012! 9 |. 
West Ham . А „ 12 5016 |— 189 | 863 | 96,172 |— 3,8:2 | 16°45) 1% 
Wolverhampton “+ ЕЕ v ei 18°76) . 
1 Jen. London Riy. „ 14| 6,795 |+ 355 24 | 118,035 | + 4,121 | 6°78) 4 
t Зву & B. Lon. Rly. „ 15 8,204 — 13424 70.626 — 6,092 | 1'36 | oe 
Dublin-Lucan шү, „ 20 225 — 1125 3,592 — 87 T 
J. N. and City R * [T] 14 1.452 лати 210 94 83 94' = 1.081 [1] 
pool Overh'd Rly. » 15 1,599 b 51 | 24 892 2 | - 3,825 ee 
Llandudno- Col. Bay „ 18 138 ь 17 2 — 17 6B | o 
+ sond. leo. Ry. Oo. „ 14 | 14,830 |+ 1:5 | 24 816.505 | = 4,645 | UN. 
+ Mersey Railway .. „ 112870 + 8221 51,876 |+ 4.943 43 oe 
T aeropo n Rly. „ 16 18.46 „ 924 | 410,481 | 5,279 5 1 oo 
t Wet. District Rly, „ 14 | 18.053) + 546 | 24 | 300. 23 524 | 965 |. 
ADglo-Argentine .. „ 16 115.919 7 18,85 2.586, 217 + 180.489 
Auckland .. e| Nov. 19 174 2 3800 97.203 | «16.752 | M'I)! 8 
mbay (B. E. T.) . | Nov 21 237 + 659 | 47 142 73 6.714 К 
Brisbane. | Nov. 24.310 2.420 11 | 223,421 , — 551 a 
| Zaloutte .. . | Юес. 14 | 436 + t8) vu гё 
gKalgoorlie, Ў.А... Nov. 2 86! 8A 504 art. 
Madras Dec. 15 688 73 67,220 |+ 1,873 [147 3 
(Montevideo . Nev, 96.3 | +809 "n . 
t Perth (W. A.) Dec.18| 911]|4 322 98,733 


12 36) | 9 


* Comyared with the corres] onding } ericd of 1911. 
Includes horsc, steam and uther receipts, 


One week only. 
One montn. 


Reduction of Capital.— Application for confirmation of 
a reduction of capital of Miller & Sons (Ltd. and Red.) from £30,000 
to £15,447, was presented to the Court on December 5th and is now 


pending. Reference is made to the matter in our advertisement 
pages to-day. 


^^ = unus — — ees IAM. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


Vol. 71. 


No.1,831, Ококмвкв 27, 1912.) THE ELECTRICAL REVIEW. 


ENGLISH ELECTRICITY SUPPLY AND POWER COMPANIES. 


mo UP оО OQ non oo 


Btock Closing Rise | Present Btock . Closing Rise | Present 
NAMB, or | Dividends) Quotations |+ or Yield НАМЕ, or |Dividends Quotations | + or Yield 
Share Dec. Ast. Fall p. o. Share or Dec. 21st Fall p.c. 
Bo h & Poole, Ord ло 5 57 1 | f “| ts EL S 26 9 
urnemout oole um * ensington & Knightsbridge, чен 5 9 8ł 7 — 
Do, 459 Pref... ct) „ 0 d 44 0 1412 4 Do. 7% Deb. Btock| 4 | 4 92 — op ‚„ 1448 
Do, Becond 6 % Pret. „| 0161 6 |. 10— 1 | .. |514 8 || Kent Elec. Power, „4% Deb. .. Stock 44 | 78 — 82 O 6 9 9 
Do. 44 % Deb. Stock Stock 44 i 98 —100 .. [410 0 || London Electric, Ота. .. sè 8 ХР 1 2 .. | 8-15 0 
E WD Бевза, Ord... 5 | 10 9 83— 91 1 1 B. 1 Do, b- Pref. .. Б 6 6 4 54 „ |5 14 8 
Do. Cum, Pr è . b 1 1 — 9 | .. 1817 9 | Do. First Mort. Deb, ^. Stock 4 4 88 — 91 xd 62: | 4.8, 0 
бее lectric supply, Bez 100 4 4 96 — 98 | ** 418 = Д DN А - 4 41 d d .. : ? : 
Charing id On Wen mae City - a d 4— d | T : 1 : рь а M mons Deb, 5 — 9 d — c ee : Е. - 
Do, m e е * . ort. tee ee toc = „+ 
„ 
Do. "dh Оваа ваа) &= € воо | Mina Meee рек мо а d m-m. |. 4 
Do. Do. 4 Deb... .. | 100 4 H 92 —94xd | . |4 5 1 || Newoastle-on-Tyne 5 % Pref. 
Chelsea, Ord. - A А 8 ta 4 T. sm 5 Же Үү: А 0 ^x '} b b b 48— 4i se | 8:2. 7 
8 Deb. .. ae Е —10 ++ .. |4 1 | North Met litan Power Bu 
City of үг Ora. . 10 |8 16—18 77 490] pins Mortgages (Вей) j]| 10 | 6 | 5 | 995-101 se 619 6 
А um. el. .. .. cc ae | E ot on Pref. 
Do. 6% Deb. ..|Btock| 6 | Б | 118 —199 a HE е * f. 10 | 6 | 6 | 10—11 — 6 9 1 
Do. 4495 Becond Deb. 100 43 | 44 | 100 —108 . |4 7 5 || Oxford ae 5 | R| 6 — 6 2,159 6 
Opany c of оов, чб: А ә 10 6 41 | 114— 12 .. 5 0 0 || Bt. James' and Pall Mall, Ord. 6 10 | 10+ 94— 1 4714919 1 
Pref. .. = 10 6 6 118— 123 T 419 0 t Le T ee өө 5 7 7 7 T 416 7 
Do ETIAM .. | Stock 4 106 —108 >œ. [4 8 4 5) % Deb .. 100 83 84 | 85 — 88 319 7 
à Second Deb. | Stock 98 —101 1488 Smithe d arkets, Ord. T b 212 1 14 - T 
и к. в, Ога. o | £8 |NI|.. i— oe Nil South Er Ord. ee 416 |; 9í— 88 5 18 4 
Do. 6 % Cum. Pref. “+ .* 5 Nil 3 4 — 5 | ** | — * Do. 5% First Mort, Deb, ** 100 5 : 5 98 —101 .. 4 19 0 
Do. 6% Non.Cum. Pref. ... D. iae eo 1—2 | - és Bouth Metropolitan, 7 96 Pref.. 1 1 1 10 — ify 2109 5 
Do. 44 96 First Mort, ыш 100 23 4 84 — 87 46 8 6 Do, Get. irst Deb. Stock .. | 100 а 43 — 99 {an 8 
RE .. .. b 6 6 n 5 s». 5 17 1 Urban, ** ** £3 Ni "n — [IE ee 
Do, 696 Cum. Pref, .. 25 Б Б Б 48— 5 se: {ЖАЛУ Я Do. 5 95 Cum. Pret, .. b 2 t — 8 ve 
Do. 43 % First Deb. ,.| 100 44 | 44| 92 — 95 1414 9 Do. 4496 xo Mort. Deb... | 100 44 "nO" Pu 
Hove P ie * e б 9 8t Ti— 8 |... 5 12 6 Westminster, O vá 5 | 10 9 .. 5 8 1 
| Do. 4 X Oum. Pret, :: ae qr te TES rd 9-9 
| | 
| 
COLONIAL AND FOREIGN ELECTRICITY SUPPLY AND POWER. 
— — = & П Tm————————— — ———— ——— - — 
1 , 6 96 Pret, ee oe 5 | 6 6 | 55 5 6 8 Monterey Rly. Light & Power | y, 
%%% 4 VE dd me] SE Boc T 519 4 б 9% Ist Mort. Deb} | 100 | 5 | 5 | &k— en 228 
Do. 6% Pref. .. b H b 5 а} — 5454 416 5 Montreal, Lt., H. apd Power .. | $100 8 9+ | 227 —282 e 878] 
Calgary Power, 180 Mori ‘Bas, | 100 5 5 94 — 96 5 4 2 | Northern, Lt., Power and Coal, j $500 | 5 | 5a | 25 — 30 
Rte Gen. El. Com .. | $100 | 7 1 | 117 —121 515 8 || 5 95 1st Mort. Bonds р "M 
Pref. . B os "E : 7 ЖИ ха a 5 9 | oe yl ER NIAI a 0 к" —— anm $ : - - 
Е A. Power and 4 Ord, 5 Е x e 5 8 |! o. on- Cum. “К | , — T 
Cordo б ; 100 | 5 | 5 — $8 . 5 2 о Do. 555Deb.Btock .. ..| Do. | 6 5 | 102 —104 416 2 
ies, LA. ebd P. otGghabambe | 10 | 6 | 6 92 — 94 ха gp в || Жор Ж» Oe ee 22) 100 | 43 4 | 98 —100 .. [410 0 
$ ly Victoria, 5 96 18% | Shawinigan Water, Capital .. | $100 | 5 | 5 | 189 —143 „ 3 10 0 
TM PT Mort. Beb. 100 | 5 | 6 es — 69 512 4| Do. б % Con. 1st Mort. Bonds | $800 | Б | 6 | 107 —109 fi [eu 9 
enr Du Ontario 8 9 nds | sty Ld E, m ui 1| Toronto ower, 251 Deb. oo; Be, 44 01 00 24 2. |4105 
1 lie өе; P. and L. А [- е — e era Cruz Lt., P. an >, 
4289 d. Pre ' Cb ge ake = 3 . |814 6 ' ist Mort. we): 6 | 5 | 984— 26} 116.818 
N CEA b Power, 5% G. Bs, $500 | 6 5 104 —1 « 14 14 4 Victoria Falls Power, Pref. .. "Y 113ā./1724. 33— 3i РУ. 
Madras, Ord. 5 Nil | l— 2 à ^ West Kootenay Power and Lt } 100 6 6 | 1034—1053 518 9 
Melbourne, 5 96 lst Mort. Deb. 100 Б Б 102 —105 б, 4 15 8 | lst Mort. 6 96 Gold 
Mexican El. Lt., 596 1st M. Вав, T 5 6 | 57 — 89 +4/612 4 
Mexican Lt. & omen Common | $100 4 4} | 834 — 864 [$14 6 
Do. 7 % Cum. Pre $100 7 7 | 103 —106 4 612 1 | 
Do, 5% 1st Mort. Gold Bds. T 5 6 95 — 97 5 8 1 | 
TELEGRAPH AND TELEPHONE COMPANIES. 
— m | | — — x | i 
| | 
Amazon Tele h e» А 10 4 4M T— TA .. |6 0 0 || Monte Video Telephone жг, * 1 6 61 | — 1 se | 518 
Do. 6 Deb. Red. А Stock Б b 97 — 99 2 (Bed? D | Do. 5 % Pret. во 1 b 5 = Ч — 5 18 
American elep. & Teleg., Cap. | $100, 8 Bt | 1424—1444 + 3 5 10 9 || National elephone Def. ..|Btock| 6 |.. | 187 — Liv tl. |. 4 
Do. Collat. Frust ‚. 81000 4 | 4 | 93 — 95 .. |4 4 8 | New York Telep., 4% Gen, Buds. 100 | 44 | 44| 973— 98 .. 411 
a DUE Telegraph Btock | B B 67 — 69 . |4 7 0 Oriental Telep. and Elec, ee 1 8 6+ | 184— 14 491 
Do, 6% Prei. Do. | 6 | 6 | 110}—1114 |5 7 8| Do. 6% Cum, Prei. 2 | 6 | 6 | l&— 15; 4.18 
Do. Def. ..| Do. | 80f-| .. 258 — 26% | 516 0 Do. 4% Red. Deb. Btock | 4 4 — 90% 4 8 
Anglo · Portuguese ela Det} 100 5 5 | 102 —104 . |416 2 | Pacific an Boga Dai Do. 4 4 98 —100 Leo 
Chili Telephon б 7 8 1 71 + 35 1 7 Reuters ee 10 10 10 10)— 11 — {|9 11 
Commercial Cable, Bile. 4% Deb. жез - - — 824 T. : н 0 iarere Cables ‘Trost a .. | Cert. | 6 6 | 127 —180 ,..]4 123 
Cuba Tele h „ ә + 84— 94 4 | Telephone Co. o м 
Do. 10% Pret. . 10 | 10 |10 | 16 — 17 |517 в | Dub Rob] Stock | 4| 4| 99—103 -| .. |4 в 
Direct Spanish Telegraph, Ord, | b 4 |4! 94— 82 5 6 8 || United River Plate EM 5 . 71— 73 +& 5 3 
Do. 10 % Cum. Pref.. „ 5 10 10 64— 7 7 210 Do, 5 % Cum. Pref. .. A 5 5 6 51— 68 e 44 B 
Direct United States Cable | 10 b 5 7— 734 | 6 18 4 | ко racio c 906 NS 23|.. lf— Ask —% 14 00 
Direct W. India D e | о. е ж 
гес , » B.. 100 | 44) 44 99 —101 [49 0 gua? by Braz. Hub. Tel.] 200 | € | a | 96 — 99 .. |4 010 
Bastern Telegraph ond Btook Btock | 7 7+ | 138 —196 | 5 3 0 || West India and Panama Teleg, 10 | 24 | 14 з — "ATUS 
Do. 84 % Pret. Stock. | Do. | 8| 84| 7—7 | 48 7| Do. 6% Cum. lst Pref. ..| 10 | 6 | 6 103 — 105 ＋ 3 5 12 8 
Do. 4% Mort. Deb. .. ...| Do. | 4 4 96 — 98 4 1 83 Do 6% Cum. and Prei, .. 10 | 6 | 6 9à— 10 .1600 
Dastern Extension T T 10 7 71 | 18 — 134 5 8 8 Do. 6% Debs... T .. | 100 5 5 | 102 —104 "| 416 3 
Do. 496 Deb. .. Stock 4 4 96 — 98 se LÀ T8 | Western Telegraph, Ltd, ve 10 7 71 138 — 1 es | 5 ~ 3 
Hast and B. Africa Tel. 4 95 4 4 98 — 101 .. 1819 8 Do. 4% Deb. .. T Stock 4 4 — Ди 97 se [a 1 
Mt. Db. Mauritius Bub. Western Union 44 % Fdg. Bonds | $1000 | 4$ | 4& 97—100 410 0 
iche 8 and Trust T : at vi ра 121 m — 315 1 : | i 
» 6 — * .. .. — А XC 41 
pe А. еа ec — А y im 294 6 2 0 | 
o-European Те ар T 5+ | 56 — 58 612 1 
Mackay Gompaniès Gommon ee 100 5 5 B5 — 88 xd| 513 8 
Do. 4% Cum. Pref. .. 100 | 4 4 67 — 70 xd 514 4 
Marconi's Wireless Telegraph 1180 |... 465 — 4% TW 4 11 4 
Do. 796 Cum, Partio, Pref. 1 17 58 — 3i 478 


* Unless otherwise stated, all ahares & are fully paid. 


a Paid i in deferred eee warrants: 


CONTINUED ON NEXT PAGE. 


+ Interim Dividend. 
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SHARE LIST OF ELECTRICAL COMPANIES.— Cowwwed.) 


ELECTRIC RAILWAYS AND TKANWAYS.—HUME. 


Btook osing Rise | Present Stock Rise | Present 

NAME, or ршен Quotations | + or| Wield NAMB or aah aes tations | + or | Yield 
Share. Dec. 21st. | Fall] p.c. Share. ec.91st. | Fal| ро, 

+ J1911. 1912 8 s. d. ° 1911.) 1919. 2. d. 

Bath Trams, Pret, Ота, .. s 1 | ND | NO gs Nil Metropolitan Railway Consol... | 100 1 131 68 — 58} 1143 0 9 
Do 5 % Prem. 116156 — 16 8 1 Do. Sarplus ..  ..| 10 2 4 62 — 64 .. [460 
Do. 4 Deb. ee ee e 100 4$ 43 — 81 ae 6 11 1 Do. Deb. oe ee ee 100 87 — 83 oe 8 16 11 

Brit. leo. LI] 6 Pref. es 100 ee ee 114— 184 ee ee Do. Pref. ee ee 100 85 — 87 ө 4 0 6 

Do. Deferred oe 100 . 5 = 1 в | Do. Con. Pref. eo 100 84 == 88 e. 4 1 6 
Do. 6% Cum.Pr't. | 100 6 | 6 87 — 83) Ad .. | 613 4 '| Metropolitan Dis « es | 100 | Nil | Ni 40 — 403 i| Ni 

Do. 1 Non-Cum. Pr't. 100 ee t9 = 42 . ew 1 Do. 6 b. ег те . 100 6 6 141 —143 4 4 0 

Do. 6% Perp. Deb. .. | 100 5 | 6*| +2—16 . |5 42 Do. 4% Deb. „| 10 | 4 | 4 | 95—97 +1 |42 6 

Do. 4 Фа Deb. | 100 4 | 4 77 — 81 " 5 72 Do. 4% Prior Lien .. . | 1 4 4 $9 —101 . |819 8 
Central London Railway, Ord. | 100 8 B fl — ЕЗ 41 1812 8 Do. First Pref, .. „| 1 4 88 — -- 15 0 0 

Do. Pref, ee ee ee 100 4 4 ЁЗ — 55 +2 4 24 2 Do. e soe ee es 100 56 — 78 e 4 9 9 
. Do. Det... oe .. | 100 2 80 — 82 +1 |2 8 9 || Metropolitan Elec. Trams, Ord. 1 б| Б la 1; ss |5 11 

Ро, 4 96 Deb. ee ee ae 100 4 4 100 —102 8 18 6 Do. Def. ee ee ee ee 1 Nil i- в ee Nil 
onya Bouth London, Ord. .. | 100 18 Iz 75 — 36 +4|816 5 Do. 6% Pref. .. S " 1 b 6 2— 8 . |5 14 3 

i oat 1801 .. ..| 100 6 Б | 109 -111 410 1 Do. ре soi > 100 44| 4 | 93 — 9% . 1414 9 

Do. А 1896 .. ..| 100 6 5 |19-11 2 410 1 Do. 5% Deb. m 100 6 b 94 — 97 5 3 1 

. Do. 1901 ee , ә е 100 5 b 109 n 111 ee 4 10 1 Potteries, Ord, es oe ° 1 84 е — 15 . ee 

Do. Do. 1908 .. ..| 100 6 5 109 — 111 410 1 Do. A Fret. sa eid 1 6 6 . 1619 0 

Do. 4% Deb. .. ^ ..| 100 4 4 98 — 100 400 Do. 4 рер. .. 8 100 43 | — 88 .. 15 3 8 
Dublin United Trams, 6% Pref. 10 6 8 12 — 18 412 4 || South Metro. Trams, 6 % Pref 1 6 * 2 E. .. |7 7 В 
Great Northern & City, Pr’!. Ord 10 | Nil | Nil 9 < Nil Do. 4% Deb. .. 100 á 4 67 — .. |5111 
Hastings Trams, 6 % Pre. 1 | 6 | 6 .. |8 6 8 | Underground Elec. Baü]ways| 10 | 4- 4 £ 3| Nü 

Do. 95 b. ee oe ee 100 44 69 = 14 ее 6 1 7 Do. “А” К, 17. ee => » ә 
Isle of Thanet Trams, 5% Pref. 6 24 23— ха) .. | 415 3 Do. „ Inc. Deb. 100 . 6 |111 —118 —1 |5 6 2 

Do. 4 е ee oe ee 100 4 4 77 сты 82 е» 4 17 1 Do. Bonds: oe oe 100 4 100 —102 4 8 & 
Lancashire United, 5% Deb. .. | 100 5 6 81 — 838 · 5 вов Do. 6 % Income $i .. | 100 1 t2 — 93 +21 .. 
London Elec. Railw'ys, 4 9 Deb. | 100 4 4 f6 — (8 4 І 8 | Yorkshire (West Riding), Ord. 6 |N EM 3 x i 
London United Trams, 5% Pref. | 10 | М) | .. 5— 6 ee . Do, 696, Pref. .. .. č 6 | 8 i з — 84 . 45. 

Do. 496 Det, .. а 6. | 100 4 4 72 — 15 . |5 6 8 Do. % Deb. Feo ..| 100 4à | 44| 79 — 88 6 8 

KLECTRICAL RAILWAYS AND TRAMWAYS.—CULONIAL AND FOREIGN. 

Anglo-Arg. Trams, 1s$ Pret. ee 6 — 5 е 4 17 9 La Plata Elec. Trma, Ord. ee 1 Nil ee | 12— LL] ee ee 
Do. Pref, ee es ee Б 5 tf 4 À— 4 $ ee 5 17 4 Do. Pref. ee oe 1 6 . d- 1 ee 6 0 0 
Do, 4965 Deb. .. 85 ..| 100 4 4 9084— 95 .. |4 R 9 | Lisbon Elec. Trams, Ord. 1 6 61 — 1 .. 1416 0 
Do. 449% Deb... .. ..| 100 | @| @| 99 —101 . |4 9 1 Do 8 % Prem. 116161 1-1 — 1416 0 
Do. 5% Deb. .. .. ..| 100 | 5 | Б | 574—9 .. |5 0 6 Do. 5% Deb. . : 100 | Б | & | 98—97 . 1581 

Auckland Trams, 596 Deb. .. | 100 6 6 | 1084—1065 414 9 | Madras Elec. Tr. (1904), Deb. .. | 100 ә | 5 | 100 — 102 . | 418 0 

Bombay Dleo, S. & Trams, Pref. 10 6 6 11 123 + 41418 0 || Manaos Trams & Lt., lst Deb... | 100 6 b 89 — 92 .. IB 8 & 

50. Deb. | 100 4 4 98—100 ‚. 4 10 0 || Manila Elec. R. and Lig., Bonds 81000 5 | 5 | 1005—1095 . 41 1 
Do. 6 9 2nd Deb. zs -. | 100 6 5 99 —101 . |419 0 Mexico Trams Com. $100 | 7 9+ | 109 —111 . |6 6 3 

Brazilian Traction Light and 8100 91 — 98 Do. Gen. Con. 6 9$ Bonds . vs 6 6 | 954— 97 631 

Power NS * Ai Do. 6 % Bonds.. e» ..| 100 6 6 | 1014—1 ; 5 16 0 

Brisbane Trams Invt., Ora б 8 8t | 75 — 7 . |5 9 5 || Para Elec. Riys. & Lt., Ord. .. 6 [10 | 10+ 7à— d 611 

Do. 5 9% Pref. ee ae ee 6 5 Б 48— se 4 15 8 Do. 6 Pref. ee ee е 6 6 6 5 — ee Б 9 ] 

« 4 9% Deb. " .| 100 43 | 4% | 1004—1 - . |41 0 Do. 69$ 18 Deb. ; é 100 6 6 97 — 99 5610 

В. Columbia Elec. Riy., Def. .. | 100 8 139 —144xd | . 511 9 | Perth (W. A.) Elec, Tr., Or. 1 6 53 lg— 14 . |314 6 

o. f. Ord. .. E" ..| 100 6 6 | 117 —121 +4|419 2 Do. ranm — % .. | 100 6 8 —104 „ 1418 0 

Do, 596 Pref. . 100 6 6 | 1(64—108 411 4 n El. Tr. & Sup., Pref. . 5 0 0 6 - |5 00 

lst Mort. Dod. 40 983 -101 48 8! Do. 44% 18 Ded. ..| 100 44 | 44| 99—101 49 1 

Do. Vancouver Deb. .. | 100 103 —105 4 6 9 | Riode Jan Tre a Bont | `6 | Б 102 —104 416 2 
Do. Con. Deb. ee 100 4 4 97 —100 460 : b 9% Bonde 88 ы 

. e ee se ^s — ee шо 9 an ) 

Do. MEE EY m ous” . 46 5 5% 1st Deb. | $500 6 | 6 | 102 —104 + 44163 
Саре Electrio Tramm xà 1 — 7 EX Singapore Trams, 6 9 Deb. .. | 100 b 6 82 — R5 .. (617 & 
City Buenos Aires Trams (1904) 6 | Б | 8| 6%- 51 4 80 B. A., 6 % Deb. 100 | Б | Б | 96— 7 — [1581 

a% Deb 21 d pen 100 |5 | 5 —102 .. | 418 0 || Un. Elec. Trams Monte video. Б | 7 | &| 62— в — [616 8 
Colombo Bleo. Tr. & Lt., 596 Deb. | 100 5 Б ев — 9 ss: |6 B 1 Do. ar ЗА x 6 6 6 4á— ti 517 
71717... ff ше Big cd X Dol 19 | MT i My toe (85 

r e ес. ram ее ee * ee ес. ye e [] = —1 

Do. b A Det, ee ee 100 6 6 85 — го —1 6 1 1 : 

Do. 6 B Det, ee ee 100 6 8 80 — 40 —4 ee l ` 


Bouthern El. Tr. 


——— M — — v5.2 


MANUFACTURING COMPANIES. 


Crompton & Co. .. dx T 


Aron, Ord. ee ee өө . 1 6 ee = es 8 0 0 8 Nil LE i— i ee Ni 
Do. 6% Pref. .. ws . 1 6 6 24— 23 . 7138 11 o. Deb... Se $5 .. | 100 b 6 66 — 06 1u € 
Babcock Wiloox ee . 1 28 14+ 8 = e 4 6 2 Dick, err ев ев ee oe 1 6 Nil à ео ae 
Do. Pref. ee ee 1 6 8 )gR- 1 — 1 4 0 0 e er. ee ee ee 1 6 6 == ee 617 2 
British Aluminium, Ord. vos i |NI|.. #— 4 ai P . Deb... sa y ..| 100 4 4à | 97 —100 .. 1410 0 
Do. 6 96 Cum. Pret... es 1 | Nil} . 1 18 és - Edison & Swan, A, 48 paid 6 [N ә 1— 2 : Ni 
Do. 5 & Prior Lien Debs... | 100 | 6 | Б | 91 — 94 6 6 5 | ро. y pala e. e e| 5|NI|..| 1— 1H .. | Ni 
Do. Deb. Stk. ee ee ee 100 b b 86 — 89 • 5 12 4 Do. 4 eb. ee ee . 100 4 4 65 -a 69 es 5 16 0 
B. I. 4 Helsby Cables ee ee 6 10 8+ n— 8 . 6 5 0 Do. b Second e eo 100 5 6 72 — 16 ee 6 18 4 
Do, Pret. ae ae “+ б 6 6 6j— 6% . |414 1 || Blectrio Construction 2x 2 9à | 83 — 17 . 171 4 
Do. Deb... is 2 ..| 100 44 X3 —1(C5 А 459 Do. Pref. «e RS өз 2 1 7 — 2 1.0 6 
British Thomson- Houston, Deb. 100 48 4 94 — 96 .. |418 9 || Greenwood & Batley, Pref, . 10 7 7| UW 8 (8858 
British Westinghouse, Pref. .. 8 мМ — d oe Nil Deb. T ee ..| 100 b b 92 — 94 . |5 42 
Do. Deb... E oe e. | 100 4 4 68 — 61 . | 611 2 || General Electrio, Prei. T 10 b 6 10 — 11 ге T 
Do. 6 Prior Lien ee oe 100 6 6 100 —108 ee b 16 6 о. tee ee es ee 100 4 4 90 — 95 ee 4 4 8 
Browett dley, Ord. ee oe 1 ee ee 9J. —8/. ee Ni) Henley's, Ord. ee ee ee 6 17 5} 12 18 6 10 9 
Ро. еї, ee ee ee 1 ee ee 4/6 —6/- ee Nil Do, Pref. ee ee ee b 4 5 e 4 9 0 
Brush, 7 Pref. se . ee 9 Nil Nil 0 — i ee Nil Do. b... ee se oe 100 10 —108 4 q Б. 
Do, 5% Prior Lien Deb. .. | 100 b 5 75 — 80 - |6 5 0 [ India-Rubber,G.&T, 7. 10 |.. 7% 10 — 11 41,6104 
Do. 4 eee ee ee 100 ч 41 — 52 8 18 2 0 еї. ee ee eo 10 6 6 1 ee 4n 1 
Do. Becond Deb. ..| 100 4 80 — 84 18 4 8 Telegraph Construction.. és 12 174 6t 86 F 513 © 
Callender's Cable eo ee ee 6 16 10+ 104— 11 oe 6 18 4 Do. b.. . ee es ee 100 4 4 47 —1 8 19 6 
Do, Fref. ee „ ойе 6 Б 5 4 . 417 7 [ Willans & Robinson vs 1 | Nl| .. | — ù m NI 
Do Leb... .. .. .| 10 4 «4| o9j—101 7 48 8 Do Prei. вім | )— |; | ою 
Oastner-Kellner .. .. 4. 1 | 20 | 20 8d— . |5 6 8 Do Deb. [100 4 | 1—59 — 615 7 
Do. Deb... se ee ее 100 4$ 4$ 106 —109 qe 4 2 7 ? ii 


* Unless otherwise stated, all shares are fully paid. + Interim dividend. 


Bank rate of Discount ^ per cent., October 17th, 1912. 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING NOVEMBER, 1912. 


ALTHOUGH, compared with the previous month's figures, those for As might be anticipated, the export figures were lower all round 


November show a striking reduction in value, yet the total of as compared with those for October; the value of machinery 


"o NE exported, however, reached £177,000 approximately, while the other 
the ex ports — E468, 465 contained a comparatively small proportion staple rt, cable в, was valued in total at nearly £100,000.. The 


of tele graphic material (valued at £38,467, as compared with import figures show less variation than the foregoing, although it 

£234,311 in October, when the conditions were abnormal), and may be noted that Germany's share of the business was some £30,000 

represents a figure above the average of the earlier months of the less than in the previous month. 

year. Foremost of our own customers during the month was Japan, 
The imports, valued at £252,672, compare with £267,328 in the and it is & sign of the times that Canada occupied the second 

month previous, but the November re-exporta, at £30,204—a figure position in regard to value, outdistancing such well-known pur- 

pror the averago— were an аса on the October total of chasers as Argentina, India, our Australian Colonies and New 
27,191. Zealand. 


Registered Exports ef British and Irish Electrical Goods from the United Kingdom. 
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Germany вар TT T „ | 2,520 4.057 1 e I hee 58 1,966 300 Bl aes 35 74 9,586. 
Netherlands, Java & Dutch Indies ... E 510 2.627| 109 31 29 62 1,664|  ... 321.8.» 17 753) 5,814 
Belgium éco soe eee T sl 1068 1,070, 435 — 422 | 29 2,609 136 — 25 | 689 105, 6,283 
France ... 22 ds pa ae д 961 e» 464,762]: ... 61 44 13,259 734 2| 28 94 464| 20,409 
Portugal 46 ; 194 205 107 143 12 * 12H. ad 180] „ 1361 372 1,546 
Spain, Canary Isles and Spanich N. Africa.. - | 1,976 3,5200 1600 . 537 678 6,868) 920 191 4« 101 369 15,140 
Bwitzerland, Italy and Austria-Hungary ... 315 9] 293 12 136 | 9 5,774) 408 38 372 "P 240]| 9,849 
Greece, Bulgaria, Roumania and Turkey ... 155 167 e ШТУ Sz МЯ 6077 103. ... | 268 513] 1,813 
Channel Isles, Gibraltar, Malta and Cyprus... 48 426| 196 86 | ... 76 2606 ius TT a 12 170! 1,280 
U.S.A., P hilippines and Cuba 52% МЕР 560 10 BB) ‘ses 45 108 1,2980 215 111.2031. T 502 2,822 
Canada and Newfoundland ... oe | 1,118 5.312, 1,586| 1,365 | ... 4,593 , 14,341 „„ 12,447 „ 1,047 4700 42,277 
British West Indies and British Guiana 33 K 192 96 | 12 ФТ? i | 24 use OM un 744 
Mexico and Central America yes ore 113 80 BH 76. ^N 152 | ose 1: 374 1,139 
Peru and Uruguay = TM e» | 1,030 30 512 280 ene 1,881 ... 192) |... | 2€ 1,033, 4,728 
Chil. Le». eee 0X яй wm] 894 464 172 202 52| 411 2,008 37] 242! 17 170 2.122 8,709 
Brazil ... A eu» 2d in TN 845 535 551 872] ... 40 6,629) 223 325 155 15 7,906 18,096 
Argentina sha aa Р ... | 1,300 10,799 231] 473 | 171 | 605 | 7,176 1,169 15860 210 4,629 1,642| 30,164 
Colombia and V enezuela TT in 805 »^ TP 1,323 - TT 185 ies 120 ... | 191 ы 2,240 
| 
Egypt, North Africa and Persia ... 33s 184 226 72 38 [| г, 80 382 5 152 353 1,412 3,255 
British West Africa T- aes 100 204 76 Bb. ЕЕ А 291 93 3t 193 946 
Rhodesia, O. R. C. and T ransvaal 155 „% | 1,694 1,68 163 544 10 351 2.722 32 116 sme 199 883 7,827 
Cape of Good Hope ... T oe, .» | 1,736 4,3271 506 867 | ... 668 2,387 | 307] 1,748| 92 29 653 13,086 
Natal ... ise В ET we a 750:|. 6,330) STG): ul oues 66 | 3,482 98 214 40) 11,646 
Zanzibar, Brit. E. Africa, Mauritius and | 
Aden A t 81 252 58 82 12 | 1.408 47 86 100 5.221 7,776 
Azores, Madeira and Por bug ue Afriva M 176 534 179 117 14 3806 120 27 14 4 31 2,955 
French African Colonies, Madgascar, &c. ... ] 29 56 14 404 
China and Siam SE "e ЧЕН ar 786 1,187 95| 1,538 | ... 242 7 342 2 81 . 371 „ | 11,651 
Japan and Korea T ose T coe | 1,512 | 11.169] 3733 16 | 2,811 | 26244) 1,427| 6.218) 17 7.562 1,460) 48,809 
India ©? HR das sida „ | 4.260 | 15,868) 3.514 2,268 150 842 3 899 1.000] 2.198 230 402 2.988 37,619 
Ceylon 505 2173, 262 118 27 1318)... 33; 14 1,00! 139 65,590 
Straits Settlemente and Federated | Malay | 
States НР iis - ФА à 261 | 1,479 310 88.1 cus 519 L601| 530 8 {+ 1.583 6,448 
Hong Kong “ө Zr zr wee 164 203 133 234 one | 22 28800 291 8] 69 "T 4,123 
West Australia ase ave — TP 470 756 128) 374 | ... | 368 843 17 til- ose | 808 2760 4,087 
South Australia psa 505 der а 431 1.025 78 151 ког 84 3.269 16 118| . 14: 59 5,368 
Victoria. * ade ae .. | 3,554 9,975 909] 471 | 107 134 | 9,103) 584] 444(| ... | 652 73 29,996 
New South Wales ~... 125 - є 880 4,846 994) 282 | 147 | 1,462 | 17,811] 615 384| 11 | 1,972| 2,453! 31,887 
Queensland ... TT A TT T 7 1,453 бна 325 | ces 305 690 1 eve . | 1,68) 802 5,333 
Tasmania - гае 782 T san 127 T 990 sso * 3 MIC oat TN It um 94 334 
New Zealand ... sia e X5 * | 1,872 | 3,973] 1,314 96 | 27 | 1,120 | 15,066| 690 316! 27 9,36: 196| 34,090 
542 20,588 10,779 2,588 [17,493 166,401 10,498 33,3571, 1,373 33,454 38,467 468,465 


oo 


Total, £ 35,92 
Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


Russia, Norway, Sweden and Denmark ... 128 bn ws | 142 . 12.5688 95 | 606 33 14,436 | 28,015 
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Additional imports : Canada, бт £310; machinery, £15 ; Spain, carbone, £429. 
Registered Re-Exports of Foreign and Colonial Electrical Goods froth the United Kingdom. 
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Various countries, mainly as above 17,868; 768 |... | 1,671 | 205 ue - {11,987 | -cs | 316 | 577 812 30,204: 
' | 
TOTAL EXPORTS: £468,465, ToTAL RE-EXPORT8: £30,204. Tora IMPORTS: £252,672, 


Nork.— The amounts appearing under the several headings are classified according to the Customs returns. The first and 
third coJumns contain many amounts relating to "goods" otherwise unclassified, the latter, doubtless, consisting of similar. 
5 to those appearing in adjacent ши: Imports are credited to the country whenoe consigned, which is not necessarily 

e country of origin, ; | 
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INDUSTRIES AND INDUSTRIAL. 
CONDITIONS IN THE ARGENTINE. 


By ALFRED H. GIBBINGS, A. M. I. C. E., of Buenos Ayres, 


(Concluded from page 1014.) 


Fuel and Motive Power.—The question of fuel is of para- 
mount importance in any country, and more particularly in а 
country of such vast area as the Argentine, where motive 
power is wanted in all parts. The country produces three 
classes of fuel, viz., coal, petroleum, and a very hard wood, 

called quebracho.“ Each of these, however, is found at 
points very remote from the industrial area—so far away, in 
fact, that the cost of transit alone puts them out of the 
running with imported fuels. Quebracho wood is brought 
into Buenos Ayres from the forests of Tucuman and Entre 
Rios, but is only used for domestic purposes in place of coal. 
Coal is found but in small quantities in some of the outlying 


mountain ranges of the Andes, and is very poor in quality. 


Petroleum has been discovered in Commodore Rivadavia, in 
the south-east of the Territory of Chubut, and is being 
worked to a very limited extent. At present the quantity 
obtained from the few wells sunk is so small that it is of no 
commercial importance, but some of the locomotives of the 
Patagonian Railway are using it instead of coal. "The oil, 
moreover, i8 of poor quality, being only 50 per cent. of the 
calorific value of Texas or Mexican oil. There are very com- 
plete Government reports or Blue Books issued on this oil- 
field, containing chemical analyses and comparisons with the 
well-known oilfields of the world. 

The object here, however, is only to point out the con- 


ditions which exist at present, and it will be seen from - 


the foregoing remarks that the Argentine is really dependent 
upon importation of coal and petroleum. The present price 
of good Welsh coal in Buenos Ayres, Rosario, Bahia Blanca, 
and the other ports is about £2 5s. per ton, and petroleum 
(crude and in 40-gallon barrels) about £7 per ton. There 
are practically no facilities for storing petroleum in bulk, 
but a large fleet of tank steamers is now being built by a 
British firm for importing to the Argentine about 1,000,000 
tons of crude petroleum per annum. Crude petroleum is 
used for both firing boilers, and in the Diesel" type of 
engine. Anthracite is also imported for domestic heating in 
slow-combustion stoves, and for producer-gas plants. 

The motive power in general use is (% steam; (b) in- 
ternal combustion engines using crude petroleum, paraffin, 
petrol, town's gas, and producer gas; and (с) electricity 
from public supply mains. Steam power is general for all 
large undertakings, but in some of these cases the Diesel 
engine is replacing it owing to improvements in design, and 
particularly as regards reliability. Producer gas plants are 
not in great vogue, owing to the great difficulty of obtaining 
sufficiently intelligent men to look after them. At this 
juncture it may usefully be stated that comparatively small 
differences between the economy and efficiency of the 
several classes of prime movers do not appeal to the power- 
user here. What he wants above all things is reliability, 
and this can well be understood where any breakdown would 
mean many days, possibly weeks, before repair could be 
effected, thereby wiping out any small advantage due to 
high efficiency, and entailing-in addition a very serious loss. 
Moreover, in a country where everything is expensive and 
money is plentiful, profits are correspondingly large, and the 
refinements of economical operation are put on one side. 

The largest electric power supply undertaking in South 
America is the Cia. Alemana Transalantica de Electricidad, 
of Buenos Ayres, whose network of mains spreads over the 
whole city. This company has over 100,000 kw. of plant, 
and by the end of 1913 it is anticipated to reach 150,000 Kw. 
The system of supply is three-phase at 225 volts and 50 
periods, and direct current at 220 and 440 volts. 

The number of units (kw.-hours) sold in 1911 were :— 


Power ... 18,200.496 
Traction 63,718,787 
Light 46,909,629 

Total ..  ..  .. 128,828,912 


The cost for power averages 5d. per Kw.-hour, and for 
light 10d. per Kw.-hour. Electricity supply is also given 
by the Lacroze Co. and recently there has been formed the 
Compania Italo-Argentino de Luz y Fuerza to operate com- 
petitively in the same area. There are about 40 electric 
supply undertakings in the provinces, in fact, nearly every 
town of over 5,000 inhabitante is dependent on electricity 
for light as well as for power. It is noteworthy that nearly 
the whole of this enterprise is in the hands of Germans, 
Belgians or Italians. Great Britain is out of it. 

kaw  Materials.—The raw materials produced in the 
country include many metals, with the exception of iron. 
Steel is manufactured on a small scale in Buenos Ayres, but 
is employed for small castings only. The minerals embrace 
granite, marble of excellent quality, slate, china clay, soft 
stone, sandstone, graphite, chalk, lime, sand, asbestos, mica, 
and sulphur. There are over 200 varieties of woods of every 
class and character, india-rubber trees, and a great variety 
of grasses and willows suitable for wicker work. 

Among the by-products may be mentioned skins from the 
slaughter of over 20,000 animals per day, some of which 
hides are tanned, others being salted and exported. It is 
apparent, therefore, that there is ample raw material for 
manufacturing processes, and without doubt the country will 
in the near future develop into a manufacturing as well as 
an agricultural and cattle-rearing centre. 

The Position of the British Trader.—These articles would 
not be complete without some brief reference to the position 
and interests of the British trader. The term “ British 
Trader" is somewhat a misnomer, especially as regards the 
manufacturer in England, as in comparison with the busi- 
ness propaghnda and hustle of the German, Belgian, Italian 
and North American, he is conspicuous by his absence. 
This statement will be at once met by citing the statistics 
of imports into the Argentine, than which statistics there are 
no more fallacious indications. | 

The imports into the Argentine for 1907, 1908 and 1909 
are given in Table I, from which it appears that Great 
Britain holds 33 per cent. of the total importa into the 
country. This is an indisputable fact, but when subject to 
analysis it is found that out of the 33 per cent., no less than 
25 per cent. is for railway material. Now the railways are 
practically all owned by British shareholders, controlled by 
British boards of directors, and have the privilege of im- 
porting all their material duty free. Further, the goods are 
nearly all ordered direct from the London offices, without 
necessitating representation of the manufacturing and 
supplying firms in Buenos Ayres. Hence we have the net 
result of British manufacturing firms’ interests in the 
Argentine limited to about 8 per cent. of the total imports 
so far as they relate to the industrial trade of the country. 
This result is being rapidly diminished year by year, due 
entirely to the apathy, short-sightedness, or too-prosperous 
position of the manufacturer at home. And it does not merely 
apply to the Argentine, but tothe general export policy of 
Great Britain, whether appertaining to other foreign 
countries or the Colonies as will be emphasised hereafter. 

The trade, as regards supplying industrial requirements, 
is split up approximately as follows :— 

Great Brilain.—Agricultural machinery, cranes, coal, 
cotton goods, leather goods, hats, clothing, tools, steel, steam 
engines and a few general specialities. 

Germany. — Government contracts, engines (especially gas, 
oil and hydraulic plants), electrical apparatus and plant of 
every description, cranes, steam and petrol launches, auto- 
mobiles; brick-making machinery, textile plant, paper- 
making plant, printing machinery, steel girders and 
stanchions, &c. | я 

France.—Electric lifts (by far the larger proportion), all 
fancy articles, dress goods, household requisites, wines. 

Belgium.— Finance of industrial undertakings. 

Suwitzerland.— Watches and clocks, fancy goods. 

United States of America—Machinery of all kinds, 
boots and shoes, stationery and characteristic products. 

Il«ly.—Electrical plant, telegraph plant, provisions and 
wines. Nearly all the cafés, catering, and practically the 
whole of the electrical wiring industry, are in Italian hands. 

Of the foregoing some anomalous conditions exist. For 
example, the cold storage undertakings, of which the British 
hold a fair control, are rapidly becoming absorbed in the 
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North American combines. Then the recent large contract 
for the new underground electric railway has been given to 
Philip Holzmann & Son, the work being associated with 
the Anglo-Argentine Tramway Co., which is entirely a 
German concern. The Rosario Electric Light and Power 
Co., formerly a British concern with an English board of 
directors, has been bought out by a Belgian syndicate. 

Numerous other instances could be cited, the emphatic 
point being that wherever British interests can be ousted by 
foreign capital, the British manufacturer no longer has any 
market for his goods. E 

There is of necessity a reason for this state of affairs, 
which the English engineer or representative finds hinself 
up against. The following enumeration may help to eluci- 
date the mystery :— 

1. Nearly all foreign houses provide plenty of war funds 
for an active campaign. "They are not content with agents 
or representatives, but have their own branch houses, with 
their own staff of officials. | 

2. Foreign firms adapt themselves and their business 
methods to the requirements of, and intimate association 
with, the local conditions and market, in contradistinction to 
the attitude of British firms. 

3. The traveller for these foreign houses is a linguist, 
knowing generally English, German, French and Spanish. 


He sells customers what they want, not what they ought to 


want. 

4. The English settler or local business man will buy 
from the German, French, or other nationalities, but the 
other nationalities do not buy from the Britisher. 

5. The foreign firm sells from stock. He also gives 
reasonable credit, and the customer sees what he is buying, 
The British firm invariably asks for, cash against shipping 
documents in London, takes no risk, will not guarantee 
delivery, and the customer may waiq from three to six months 
for his goods. 

6. The British build railways, run ships, supply coal, and 
practically guarantee the financial stability of these young 
progressive countries to facilitate the trade of foreign 
competitors. 

In the Argentine it is fast becoming impossible to take 
orders for deferred delivery. Supply from stock on the spot 
Is insisted upon, and enormous stocks are kept by dozens 


of first-class: firms of engines up to 250 H.P., boilers,- 


agricultural machinery, traction engines, motor-cars, and of 
every conceivable commodity and in every variety of size. 

In a recent negotiation, the writer was informed by a 
firm who wished to be represented in the Argentine that 
* our experience shows us that an important agency such as 
we are able to confer demands that the agent should have 
adequate capital to efficiently work the business." The under- 
lying note here is that the name and quality of the goods 
were alone sufficient to guarantee a market—a fallacy which 
would be quickly apparent by a visit to the country in 
question, to say nothing of the other conditions already 
referred to. The “ conferring” of an agency is ideally 


characteristic of the attitude, but the illogical position of an 


agent spending his own capital—probably several thousand 
pounds—for the doubtful privilege of being tied up to one 
firm is entirely overlooked. In such a case, it is obvious 
that the agent would be able to buy in the best open market. 
After all, this “ conferring ” attitude is a relic of the old 
regime, which is rapidly passing away. | 

With regard to the Colonies a very similar position exists, 
of which some striking evidence is Piven in The Export World 
for November, 1912, page 207, in an article entitled Are 
we losing Canadian Trade ? " by an Englishman in Canada. 

In & recent paper read before the London Chamber of 
Commerce on Argentine trade, it was stated that warships 
go to the United States, great electricity and lighting con- 
tracts go to the Germans, dock and harbour works go to the 
French." The writer can add that crane contracts go to the 
Germans, electric lighting and tramway concessions go to 
the Italians, and that out of 15 tenders for Government 
contracts during the last 12 months, that of the writer's 
firm was the only British tender put in. 


 Water- Power.— A scheme of great importance has recently 


been presented to the Government for the utilisation of the 
rapids at “Salto Grande," on the River Uruguay (some 15 
miles above the town of Salto), for the generation of electric 


energy, which should be transmitted to towns on both banks 
of the river, and possibly even as far as Monte Video and 
Buenos Ayres. 

The scheme also provides for the construction of navigable 
channels through the rapids, which at present form a complete 
bar to the navigation of the river at that point, and fora plan 
of irrigation. 

The promoter of the scheme is Senor Antonio Piaggio, a 
Uruguayan engineer, formerly Director of Trafficin the Port 
of Buenos Ayres, and he is understood to have the support of 
Argentine, Uruguayan and foreign capitalists. The capital 
required is $12,000,000 gold, or about £2,550,000. 

The precise financial and technical details of the scheme 


have not yet been made public, but it is believed that the 


proponents ask a concession for 90 years, m return for which 
they offer to hand over to the Government 5 per cent. of 
the gross receipts and to supply it with a given amount of 
electric energy at half the current price. : 

They also undertake to obtain from the Argentine Govern- 
ment the permission necessary to carry out the works on 
that side of the river, which is under Argentine control. 

The utilisation of the abundant water power of Uruguay 
for conversion into electric energy i8 an idea. which has been 
present for some time past, and it is bound to -be carried out 
sooner or later, whether by the present scheme or by others. 
In fact, it is easy to foresee that it is destined, at no remote 
future, to play a very important part in the economical 
development of the country, precisely supplying that lack of 
fuel, which is one of the chief obstacles to its industrial. 
advance. 

With an unlimited supply of cheap energy drawn from its 


rivers, and with the development of its mineral resources 


that may also be expected before long, Uruguay should 
rapidly advance from the pastoral and agricultural to the 
industrial stage, manufacturing its own raw maierials both 
for home consumption and for export, and it is no mere 
freak of the imagination to see her becoming the Belgium 
of South Amcrica, supporting a population, not of 1 million 
as a present, but of 20 or 30 millions. 

Reference has already been made to the other water-power 
schemes at Cordoba and Tucuman. 

The Protection of Trade Inlerests.— There exists in 
Buenos Ayres an industrial organisation known as La 
Union Industrial Argentina,” which has for its object the 
protection of trade interests of every kind. 

It is composed of representatives of every class of 
industry, both manufacturing and selling, wholesale and 
retail. It is divided into “ Sections,“ each being concerned 
with some particular branch of trade, and these Sections 
nominate members for the General Council. The General · 
Council consists of a President, two Vice-Presidente, 
Honorary Secretary, Acting Secretary, Treasurer, Legal 
Adviser, Delegates, and Suplentes, which latter аге 
special members elected to watch over the interests of 


Sections. 


The Association includes many nationalities, and its 
strength and importance are very far-reaching. 

The professional element is also strongly represented, 
especially lawyers, but the Union is a business association 
entirely. , 

This Union issues a monthly “ Boletin,” consisting of about 
70 pages, and contains excellent articles and statistics of 
international progress in trade by recognised authorities. 
The issue for September, 1912, contained articles on “ The 
Protection of the Constitution," English Industrial Insur- 
ance," “ Economical Crisis from 1912 to 1917," “The 
Sugar and Mining Industry in Columbia,” “ Discovery of 
Minerals in the Argentine,” “The Importation of Books,” 
“ Exportation of Flour,” “Superfluous Inspections of the 
Department of Hygiene," The National Press,” The 
Right of Inspection of Machinery," ** Various Subjects,” and 
* Patents of Invention," and others of equal interest. 

It is very doubtful whether any other country in the world 
can show so much united and comprehensive force in one 
organisation. = 

In addition to including amongst its members many 
members of the National Congress, and possessing 


chemical and other laboratories for experiment and 


research, it is in the favourable position of having the 
strongest support of the Government, who desire by all 
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means to encourage local industry and new industries. Each 
Section also bas its president, vice-president, treasurer. 
secretaries and officials. 

The Union in association with the Municipality of Buenos 
Ayres also issues from time to time Grand Diplomas of 
Honour, Gold Medals and Silver Medals for excellence of 
workmanship and quality of materials. f 

Security of Capital and Stability of Trade. — On this 
subject the Argentine Year-Book says :—'* Nothing could 
be finer than the conception of the Argentine Constitution, 
the provisions of which are based upon the highest prin- 
ciples of Liberty, Justice and Equality. Every inhabitant 
of the Republic has the right to engage in any lawful com- 
merce or trade, to petition the authorities, to enter, remain 
upon, travel over, and leave Argentine territory at will, to 
publish his ideas in the Press without prohibition, to use and 
dispose of his property, to form part of any society or asso- 
ciation having useful ends, and to practise his religion 
freely. 

“Property is inviolable. Every author and inventor is 
given the sole rights of the products of his genius for the 
period allowed by law. A man's dwelling place is inviolate 
as are also his correspondence and his private papers. 
Strangers enjoy within the Republic all the civil rights of 
citizens, with liberty to exercise their trades, industries or 
professions." . 

'The stability of trade is amply emphasised by the annual 
official statistics of the growth of the nation in every direc- 
. tion. Some of the principal indications of the extent of 
business increase here are the congestion of the port, the 
enlargement of the docks, for which the contract has been 
given to Messrs. C. H. Walker & Co., Ltd., of London, and 
the large annual percentage increase in both the exports and 
the imports. 

Licences.—Special licences are required by every trader in 
Buenos Ayres, and other licences for the several provinces. 


REVIEWS. 


Modern Illumination. Theory and Practice. By Honsr- 
MANN and TovsLEY. London: American Book Supply 
Co., Ltd. Price 8s. 6d. net. 


The authors of this admirable work supply a long-felt 
‘want, insomuch that they present a book that deals solely 
with the subject of Light and Illumination" from a 
practical point of view. There is a prevailing idea that the 
illuminating engineer i8 a quite unnecessary person, and that 
illuminating engineering is in itself child’s play, but we 
believe that after even a hasty perusal of the little volume 
now before us, these ideas would disappear, and in their place 
one would wonder at one’s lack of knowledge and method on 
such an important subject. It is, indeed, to be hoped that 
the illuminating engineer will be allowed to justify his name 
and indace all to take a much more lively interest in good 
and efficient lighting than has been the case heretofore. 
Messrs. Horstmann and Tousley certainly help this propa- 
ganda and enable one to attain such an understanding of 
illumination as has up to the present been impossible. 

It gives one much pleasure to take up a book which pute 
before its readers in an understandable and logical manner 
the subjects which it purports to treat upon. At the com- 
mencement we are introduced to the more elementary prin- 
ciples, and after a chapter or so on photometry and 
calculations, the latter, by the way, being devoid of anything 
abstruse, we become acquainted with the characteristics of 
electrical illuminants. These are given at great length, 
and practically all known types of electric lamps are dealt 
with ; the following points taken at random will suffice to 
illustrate the utility of the chapter to those interested :— 
Voltage, current used, rating in candle-power, colour of 
light, natural distribution of light, life of carbons, general 
advantages, general objections, and practical hints. 


The frequent allusion to certain specialities stamps the book: 


as being written for American readers, and in this respect an 
English edition would not be amiss, especially if it were 


printed on thin paper, for, though of pocket size, the present 
publication is a somewhat weighty volume. 

The natural sequence to the chapter on lamp character- 
istics is & section on shades and reflectors, and following this 
we learn of the best:location and height of lamps, colour of 
light, choice of lamps, and choice of fixtures. Indirect 
lighting is becoming quite general, so that a chapter con- 
cerning this is by no means out of place. 

The practical considerations аге well worth perusal, and 
they should be a very great help to those whose business it 
is to advise others as to the intensities and arrangements 
necessary to provide good and efficient lighting for their 
requirements, for the applications dealt with are most 
comprehensive. 

The authors justly lay great stress upon plans and 
specifications ; the tables which complete the work should 
enable one to obtain definite figured results, provided that 
the specification is drawn up on the recommendations and 
facts stated therein. It augurs well for the utility of a 
volume when the index is comprehensive, and in this respect 
« Modern Illumination " is well served, so that it isa work 
for quick and ready reference. On the whole, all concerned 
are to be congratulated upon the reliability of the book, for 
only in one or two places does a slight, error appear to have 
crept in. We have no hesitation in recommending the 
purchase of such a handbook as this to all. 


Mémoires sur Ü Electricité еі l'Optique. By А. POTIER. 

Paris: Gauthier-Villars. 1912. Price 13 fr. 

This collection of the writings of A. Potier is prefaced 
by two interesting and touching appreciations by H. Poincaré 
and by A. Blondel. ~ Poincaré, in giving a short sketch 
of the career of this remarkable man, says that few of those 
who knew Potier as the calm rather austere and absent- 
minded professor of abstract science, suspected that the little 
red ribbon in his button-hole referred to his work as 4 
soldier in 1870, when he distinguished himself in several of 
the engagements in the environs of Paris. A man whose 
life was for years ravaged by the cruel disease from whicli 
he eventually died, his courage and control never deserted 
him, and to the end he bore himself with tranquil serenity and 
unclouded mental activity. A few weeks before his death 
he asked for books that he might take up a new mathe- 
matical study. 

Maxwell's theories were not well received on the Con- 
tinent, not so much on account of their method or their 
conclusions, as for the experimental and ron-mathematical 
work of Faraday from which they started. The great 
champion of Clerk Maxwell in France was Potier. His 
name is not well known in England, nevertheless bis role 
was as great in electrical ecience as that of Ferraris in Italy, 
and though he made no sensaticnal discovery his writings on 
optics are of the first order. Prof. Blondel in collecting and 
editing these papers pays affectionate tribute to the modeaty 
and disinterested character of his master. To this it is due 


that the world has known во little of him, though his help 


and knowledge were generously placed at the service of the 
physicist or manufacturer who wished to consult him. 

Potier was essentially a mathematician, and yet he appears 
to have produced but little original mathematical work. The 
list of writings not included in this volume includes papers on 
thermodynamics and geology. From the point of view of 
electrical engineering it is remarkable that a man born in 
1840, and succeeding Edmond Bequerel in the Académie 
des Sciences in 1891, should have applied his intellect to 
alternating-current engineering, particularly to the theory 
of asynchronous motors, and of alternators. His mathe- 
matical work on these was not of the “ironless ” type that 
used to bewilder and discourage students some 25 years ago, 
and yet he seems to have carried out little, if any, expen- 
mental work. In optics, too, he seems to have seized on the 
essential features of contemporary work, and applied his 
mathematical] ability to carrying it a step further. 

One cannot help regretting that Potier had not been born 
20 years later, for some of the subjecta on which he wrote 
were in their infancy. For example, his paper for the 
Société Internationale des Electriciens on the precautions to 
be taken against electrolysis in connection with electric 
tramways was written in 1896. He pointed out that the 
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‘return feeders without boosters entailed a huge expenditure of 
copper, and discussed various methods of returns, graphically 
and otherwise. But the conditions of modern practice have 
advanced, and this paper serves mainly as a hint for others 
to work upon. 

The volume owes much to the valuable notes by Prof. A. 
Blondel. 


Boiler Explosions. By E. P. RIMMER. London: Constable 
and.Co., Ltd. 1912. Price 4s. 6d. net. 


This book, written by a barrister and introduced by a K.C., 
tells us that there have been 2,000 inquiries held under the 
Boiler Explosions Act of 1882. It has been our fortune to 
be present at some of these and to note the huge mass of 

useless verbiage through which the inquiry drags itself, the 
thousands of questions put to witnesses by learned counsel 
‘absolutely ignorant of the subject on which they try to look 
во wise, the browbeating of honest witnesses by some counsel, 
whose one aim is not to elicit truth, but to shield one party 
‘at the expense of another. To an engineer it is a pitiable 
and Jamentable sight. That such inquiries are conducted 
by the Board of Trade is, unfortunately, no guarantee that 
all is well. It may not be so bad now, but in the early days 
of the Act, the reports of marine surveyors on happenings to 
land boilers did not tend to make an engineer feel so very 
safe as a passenger at sea in a vessel passed as safe by a 
B. of T. inspector. The author of this work, though 
&  barrister, seems to have come to the conclusion 
that the voluntary boiler insurance companies know 
more about their work than the Board of Trade can teach 
them, and in this we do not think he is far wrong. At 
the same time, when he says the boiler insurance companies 
guarantee the safety of the boiler, it is not quite clear what 
he means. What they do is to pledge themselves, under 
certain conditions, to pay a fine should the boiler fail. We 
believe the Manchester Steam Users' Association do this to the 
fairly liberal extent of £2,000, while the insurance companies 
issue policies, with amounts according to premium. The risk 


of a boiler explosion is now a very small risk, but, unlike fire . 


offices which take risks and do not inspect, the boiler insur- 
ance companies spend probably the bulk of their premium 
income in the work of inspection. Readers must have 
noticed in cases of certain explosions that boiler insurance 
companies will make recommendations, which boiler owners 
have for years continued to ignore. If the Insurance Co. 
вау we wil no longer insure your boilers unless you 
remedy these faults," the owner may try to place his insur- 
ances elsewhere. This has been done, and competition in 
boiler insurance has occasionally led to courses which are 
dangerous. Hence the advantage of the M.S.U. Associa- 
tion system. | 

The Association will continue to inspect, and will draw 
the equivalent of the premium payment, but it suspends its 
guarantee pending attention to the faulty matters in dispute. 
With the fatuity of our lawyer - drafted Acts of Parlia- 
ment, а boiler owner must have his boiler inspected periodic- 
ally by a competent person, but there is no definition as to 
competency. . According to recent decisions it is a serious 
matter for any engineer to profess to be in charge of steam 
boilers if he is not technically competent. A chief engineer 
of an electric light station was heavily fined on account 
of an explosion at his station, because he was not a steam 
engineer, however able he might have been as an electrical 
engineer. There are hundreds of electrical men in 
a similar position, and the knowledge of this was 
public property in the world of engineers, for steam 
men had been loud in their complaints that electrical 
men had been put in charge of steam plant. Had our 
Board of Trade had reasonable wisdom beforehand—any 


decent sort of prevision—would they have waited for a fatal 


boiler explosion before declaring that who tends fat oxen 
should himself be fat? It was at least unkind to let an 
electrical engineer put his neck in a noose without warning 
him. Of course, the Board will say they were not cognisant 
of the fact. But that is just what they should have been, or 
why do we have such a Board, if not to put things right 
before disaster ? | E 
The author is, we think, to be congratulated on the way he 
lias compiled his book and the extracts which he has inserted 


from various reports. We think, however, that many engi- 
neers will join with us in the wish that inquiries into 
accidents should be conducted in a different manner, and 
with less cost and waste of time. It is really absurd to 
watch half-a-dozen bewigged, and often befogged, counsel 
puzzling themselves and confusing witnesses by their futile 
questions on technical points. 

We believe it is still true, as pointed out some years ago 
by Mr. Longridge, if memory serves us right, that the 


‘ measure of safety secured by our English boiler insurance 


system is superior to that obtained either by German State 
Control or by our own Board of Trade, which supervises 
marine boilers. | 


The Una-Flow Steam Engine. By Pror. J. STUMPF. 
London: Constable & Co., Ltd. Price 10s. 6d. net. 


The author of this work, in spite of his professorial duties 


at the Technische Hochschule, Charlottenburg, appears to 


have evolved a new type of steam engine (known as the 
„ Una-flow" engine), and not only this, but to have been 
much more successful than the large majority of inventors, 
in that more than a year ago, we are told, there were Una- 


flow steam engines with a total output of over half a million 


horae-power either working or in actual construction. The 
first Una-flow engine was built by the Erste Brunner 
Maschinenfabrik-Gesellschaft, of Brunn, and was an imme- 
diate success, having a steam consumption equal to that of a 
good compound engine, whilst the first Una-flow locomotive 
is still in satisfactory use on the Moscow-Kazan Railway. 
Primarily the idea of the inventor was to perfect an engine 
of the uni-directional flow type, doing with one cylinder 
what is usually done with several cylinders. This is &ccom- 
plished somewhat on the lines of the steam turbine, where 
the steam enters at a high temperature, and has its energy 
extracted as it passes axially and always in the same direction 
to the cold exhaust. The success of the uni-flow system 
depends on an early cut-off and the use of a large expansion 
ratio, whilst the hot end must be kept hot and the cold end 


. cold. The author shows that the steam consumption of his 


engine is the same as, if not better than, that obtainable with 
an ordinary type of engine, whilst the cost of building and 
labricating a Una-flow engine is much less. The working 
Steam enters from below the cylinder into a hollow cover, 
which it heats, then passing by a valve in the upper part 


of the cover into tbe cylinder, it does its work on the 


piston, and, after it has been expanded, passes out 
at the end of the piston stroke by a ring of exhaust ports 
arranged in the middle of the cylinder, and controlled by 
the piston. By thus avoiding the counterflow of steam that 
takes place in ordinary steam engines, Prof. Stumpf claims 
that cooling of the clearance surfaces is almost entirely 
avoided, and hence “cylinder condensation is to a great 
extent eliminated, as also is the necessity of employing 
several expansion stages.” Thus the gauntlet is very 
definitely thrown down before the supporters of triple and 
quadruple expansion engines, but these will be quite able to 
defend their products, no doubt. An interesting result of 
the large cross-section .of the exhaust passage is that, by 
arranging for the condenser to be close up to the cylinder, it 
is possible to bring the cylinder pressure down to that of the 
condenser. Critics of Prof. Stumpf's engine will require 
proof of the claim as to the excellent thermal action of 
this engine," a proof which is provided in the volume under 
review ‘by several indicator diagrams, which show the 
expansion line to be an adiabatic for saturated steam, and 
the compression line to be an adiabatic for superheated 
steam. As the writer points out, the excessive initial con- 
densation, in an ordinary counterflow engine using saturated 
Steam, causes the expansion line to follow approximately the 
law of Mariotte. In the Una-flow engine, using saturated 


steam, there is practically no initial condensation, so that the 


resulting expansion line is necessarily an adiabatic, and all 
the more so if the steam is superheated." As regards the 
latter point, it is said to be possible, and there appears to 
be no reason to doubt the statement, without making any 
modification in the uni-flow system of construction to 
work: with superheate far in excess of those usually 
employed at present. The new construction would appear 
to open up a farther field of development by enabling 
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higher temperatures to be used, as the superheat is favour- 
able for the entire cycle. In the ordinary counter-fiow 
engine with multi-stage expansion, however, the superheat is 
usually excessive in the first cylinder and not sufficient in 
the succeeding cylinders. The book is profusely illustrated 
with Una-flow engines of very varied types, including 
stationary engines, locomotives, portable engines, rolling 
mill and winding engines, as well as engines for driving 
compressors, blowers, pumps, stamps and presses, the last 
chapter being devoted to the Una-flow marine engine. The 
uni-flow system would seem to be particularly adapted to 
meet the recent tendency in marine practice to introduce 
superheating and to employ balanced lift valves for dis- 
tributing the steam. Though the majority of the engines 
described are employed on the Continent, an interesting 
account is given of a 500-nH.P. Una-flow rolling-mill 
engine, built by Messrs. Musgrave & Sons, Ltd., of Bolton. 
G. 8. 8. | 


MECHANICAL STOKERS AND 
THEIR EFFECT ON THE COAL MARKET. 


By HAROLD C. WRIGHT. 


THE wonderful strides made by the various types of auto- 
matic stokers during the last 10 to 12 years, combined with 
the rapid expansion of electrical works run by steam power, 
have had a very noticeable effect in the coal trade. Perhaps 
less than 12 years ago the majority of works driven by steam 
power used large or unscreened steam coal of the smokeless 
or semi-bituminous variety in hand-fired boilers. Now 
there are very few works of importance which are not fitted 
with mechanical stokers. 

The chief deterrent to the use of bituminous or semi- 


bituminous small coals was the question of smoke, especially. 


in the centres of the big towns. The advent of automatic 
stokers, with their various contrivances for the consumption, 
or practically total consumption, of smoke, has overcome this 
difficulty. The result is somewhat startling. Small coal, 
i.e., the screenings obtained after the large coal, cobbles and 
nuts have been passed over l-in. or 2-in. screens, ten years 
ago was almost a drug in the market, and could be pur- 
chased at about 18. to 2s. per ton at pit. Smaller qualities 
still would be willingly given away if contractors would pay 
the wagon hire and railway carriage, or, in any case, a charge 

of a few pence only was made according to the demand for 
brick or ballast burning. At the present time rough smalls, 
i. e., the l-in. to 2-in. variety, fetch 68. to 68. 6d. at pit, and 
the smaller variety about 38. to 3s. 9d. The chief cause of 
this is the increasing use of mechanical stokers, and the 
demand for the better descriptions of sized small coals, ?.е., 
peas, single, double and treble nuts, is becoming so great, 
that within the last ten years screening and washing plants 
(and in some cases coal-crushing plants) have been installed 
at the principal collieries in Great Britain. 

An approximate list of the prices at collieries from 1907 
to date, is as follows :— 


Rough or 

Fine slack. nut slack. Peas Ю.В. nuts 
1907... .. 34d. to 6d. 1/9 to 2/6 3/3 to 4]- 4/ to 4/6 
1908... ase )]- 5i 1/6 2/6 $ 3/- 3/6 А 4/3 4/6 „ 5/- 
1909... eee 3/3 55 dr 2/9 5 3/6 3/9 » 4/6 4/6 ў 5/3 
1910... e. 2j- „ 2/6 3/3 5 3/9 4[- » 4/9 4/9 5/6 
1911... РР 216 T 3/3 3/9 li Ё 5/3 - 6/- 6/- уз 6/9 
1912... eas 3J- үз 3/9 5/6 is 6/6 6/9 » 7/9 7/6 v 8/6 


The average contract price is given, and no consideration 
is given to figures that were obtained through the threats of, 
and actual occurrence of, coal and lighterage strikes. 

It will be seen from the prices mentioned, that in most 
cases the price has doubled, and in others it has advanced in 
greater proportion. This advance is not all accounted for by 
the demand for coal for mechanical stokers, as legislation 
increasing the cost of working and transporting the coal is 
responsible for a considerable portion, but without doubt 
the question of demand and supply is one of the chief 
reasons. , 

What will be the outcome of this? Will small coals soon 


be as dear as the large? In that case will the works revert 
to the old style of stoking, or will it be necessary for the 
collieries or consumers to install coal-crushing plants in orcer 
to meet the demand for sized small coals ? - 

The erection of crushing plants would not add much to 
the actual cost of the coal, but when finally sold, it would be 
more costly than the ordinary types. It must be borne in 
mind, however, that broken small would give better calorific 
results. It would all be pure coal, while ordinary smalls 
contain the natural run.of the mine. 

There is not the slightest doubt that users of mechanical 


stokers have hitherto obtained better results in evaporation, 


owing more or less to the perfect combustion of coal. They 
have also effected economies with regard to price and quantity 
of fuel used ; but if the demand for small coal increases, the 
price will soon be as high as that of large screened coal and the 
economical results that have been obtained by the use of 
mechanical stokers will be unattainable. 

As an example, it may be interesting to note the costs of 


average contract coal at one of the largest generating stations 
in London :— | 


1909-10 — ... 118. Od. for single nuts alongside Wharf. 
- 1910-11 Bee 118. 4d. 


1911-12 eco 138. Od. 
1912-13 . . 16s. 6d. 


1, n n $35 
” ” 9 2-33 
» n ^ y LE 


/ 

In the case of the period 1911-12 purchases had to be made 
outside contract, and the mean price would be nearer 13s. 3d. 
than the figure quoted. 

With regard to the period 1912-18, it might be noted 
that an excellent Welsh through-and-through coal could be 
obtained for certainly not more than the nuts have been 


‘purchased at, and, assuming that the fires were hand-fed, the 


results given would be all round in favour of the Welsh 
throtigh-and-through. | 


TRADE STATISTICS OF CANADA. 


THE following figures, showing the importa into and exports from 
Canada of electrical and similar materials during the year ended 
March 31st, 1912, are taken from the recently issued trade statistics. 
Figures for the year 1910-11 are given for purposes of oomparison, 
and notes of any increases or decreases have been added :— 


: Increas 
1910-11. 1911-12. се 
Dollars. Dollars. Dollars. 
Brass wire, plain.— | 
From United Kingdom ... 5,000 7,000 + 2,000 
„ United States $us 37,000 31,000 — 6,000 
Total - 42,000 38,000 — 4,000 
Railway passenger cara,— | 
From United States 57,000 208,000 + 151,000 
Tram or horse cars.— 
From United|States — 5,000 5,000 = 
Celluloid manufactures.— 
From United Kingdom ... 9,000 8,000 — 1,000 
» Germany .. ose 2,000 5,000 + 3,000 
» United States eee 42,000 43,000 + 1,000 
„ Other countries 6,000 7,000 + 1,000 
Total eee 59,000 63,000 + 4,000 
Coal, bituminous. — : | 
From United Kingdom ... 20,000 13,000 — 7, 
» United States . 14,576,000 18,199,000 + 3,628,000 
Total - 14,596,000 18,212,000 + 3,616,000 
Copper wire, plain, tinned or plated.— | 
From United Kingdom ... 1,000 4,000 + 3,000 
» United States oes 64,000 72,000 + 8,000 
Total . 65,000 76,000 + 11,000 
Electric light carbons and carbon poixts.— 
„ Germany ... sue 14,000 17,000. + 3,000 
» United States ese 87,000 29,000 — 8,000 
» Other countries 2,000 ; — 
Total. ..- 61,000 56,000 e» — 5,000 
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In or | А Increase ot 
| 1910-11. 1911-12. 8 1910-11. 1911-12. “accrense. 
Dollars. Dollars. Dollars. Dollars. Dollars. Dollars: 
Electric apparatus not mentioned—insulators, Iron and steel wire, single or several, covered 
electric and galvanic batteries, telegraph with cotton, linen, silk, rubber, or other 
and telephone instruments.— material, including cables хо corered,— 
From United Kingdom. 360,000 544,000 + 184,000 From United Kingdom. 201,000 229,000 + 28,000 
$5 Austria ES зе 5,000 6,000 + 1,000 n United States eae 286.000 426,000 + 140,000 
„ France ta И 7,000 8,000 4 1055 „ Other countries 9,000 8,000 — 1,000 
, Germany eee eee 45,000 29,000 — 16, cot $ ри РЕ 
: Sweden 26,000 65,000 + 39,000 Total  .. 496,000 663,000 + 167,000 
„ United States MAS 3,751,000 3,975,000 + 224,000 Iron and steel wire not mentioned 
» Switzerland 22,000 2,000 — 20.000 Серо) e 
„ Other countries... 2,000 6,000 + 4,000 1 ~ 
| ———— o — — From United Kingdom 52,000 13, 000 — 39, 000 
Total e... 4,218,000 4, 635,000 ＋ 417,000 „ Germany ... eis 18,000 49,000 + 31,000 
„ United States 197,000 218.000 + 21,000 
Incandescent lamp bulbs, &e.— „ Other countries 4,000 8.000 + 4.000 
From Austria cae ses 15,000 17,000 + 2,000 T 271 8 17.000 
„ United states. 75,000 99,000 + 23,000 pi ш e 
„ Other countries. 5,000 5,000 == Lighting firtures of metal, ineluding 
= — ЕЕЕ electric light fixtures of metal.— 
Total .. 95,000 121,000 + 26,000 From United Kingdom ... 24,000 34,000 + 10,000 
| „ Austria  ..  .. 2,000 3,000 + 1,000 
Electric motors, generators, dynamos and s@kets,— „ United States 470,000 562,000 + 92,000 
From United Kingdom ... 24,000 76,000 + 52,000 „ Other countries. _ 11,000 10,000 .ĩ— 1,000 
France i ү 2,000 2,000 — E 
„ Sweden . 13000 30000 + 17,000 Total  ... 507,000 609,000 + 102,000 
United States 518,000 871,000 + 353,000 Asbestos А 
» , ’ , asbestos manufactures,— 
„ Other countries 1,000 4,000 ＋ 3, 000 is 
j From United Kingdom ... 33,000 43,000 + 10,000 
Total = 558,000 983,000 + 425,000 „ United States TT 212,000 298,000 + 86,000 
97 Other countries [rr 9,000 9, 000 — 
Lamp chimneys, glass shades and globes.— | Total 254,000 350,000 + 96,000 
From United Kingdom 3,000 4,000 + 1,000 
» Austria M va 13.000 13,000 == Plumbago, ground and manufactured.— 
5 Germany T wes 19,000 30,000 + 11.000 From United Kingdom ... 4,000 4,000 ims 
» United States 245,000 275,000 + 30,000 » United States 39,000 35.000 | — 4.000 
- „ Other countries 2,000 1,000 — 1,000 
Total 43,000 39,000 — 4,000 
Total ... 282,000 323,000 + 41,000 
EXPORTS, 
Rubber belting.— Mica.— | 
From United Kingdom. 29,000 36,000 + 7,000 To United Kingdom JM o ME s 
United Sta Nu 4, 47.000 13.00 , United States... ave 247,000 218,000 — 29,000: 
ái ni tes 34,000 ў + ‚000 Other countries DON 2,000 — — 2,000 
tal eee 63, 1 
1 | Den е ИИ Total 310,000 258,000 — 52,000 
Manufactures of india-rubber and qutta-percha, Electrical apparatus,— 
except clothing and similar goods. T United Ki a 9.000 16.000 + 7.000 
From United Kingdom.. 143,000 155,000 + 12,000 r Newfoandlind да 5000 59000 2900 
. 9 cee 9 M 9 
„ Austria M 3,000 $000 + 5,000 | ok 
France 5'000 4000 1.000 „ United States ... T 110,000 110,000 
1? eve 5 , — , 1 22s 7 ae 3 0 
„ Germany ... .. 44,000 48000 + 4,000 неке e Lie buds 
„ United States TT 568,000 615,000 + 77,000 0 
„ Other countries ... 4,000 1000 — 8,000 ME ER o ee чу эш 
: Machinery.— 
Total — . 767,000 861,000 + 94,000 To United Kingdom 78,000 70,000 — 8,000 
To i . rail „ Newfoundland 19,000 35,000 + 16,000 
comotives for railwa . — „ New Zealand... ... 3,000 3,000 — 
From United Kingdom 2,000 8.000 + 6,000 „ Argentina 8,000 33,000 + 25,000 
„ United States. 295,000 407,000 + 112,000 » France 2 e 11080. 10.000" 8.000 
97 United States 0 eee 570,000 461,000 — 109.000 
Total БЕ 297,000 415,000 + 118,000 „ Other countriee aes 65,000 75,000 + 10,000 
Gasoline enginas.— Total. ... 747,000 687,000 — 60,000 
From United Kingdom.. 126,000 189,000 + 63,000 i 
» United States 1,222,000 1,935,000 + 613,000 
3? Other countries m) 17,000 15,000 5 2,000 
The Electric Furnace for Cement Making.—One of 
Total eee 1,465,000 2,139,000 + 674,000 the worst difficulties in the manufacture of cement in an electric 
S . furnace has been the formation of carbide of calcium, which has 
ш на . combined with the cement and spoilt it. It is now reported that 
From United Kingdom ... 43,000 47,000 + 4,000 a Swedish engineer, Mr. A. R. Lindblad, has discovered how to 
„ United States а 202,000 280,000 + 28,000 prevent this. The invention is patented, and consists briefly in 
adding tothe charge a certain quantity of a metallic oxide which is 
Total m 245,000 217,000 + 32,000 capable of reducing the carbide of calcium. Oxide of iron is men- 
| . tioned as a suitable compound, and it can be added to the products at 
Boilers, steam.— the tapping in pulverised form instead of being added to the charge. 
Erom United States .. 126.000 12000 + 22009 Book Notices. —“ The University of Liverpool - Engi- 
" Other tri 1.00 zs j neering Society Journal" for December (Vol. I, No. 2; the Uni- 
б countries  ... ,000 — 1,000 : : : S 
: versity Press, Price 1s. 6d.) contains a description of the new 
Total t 181, 236 Harrison-Hughes Laboratories which have been specially equipped 
199 uiis + 55,000 for work relating to the utilisation of fuel for power purposes, 
] ҮКЕ ОО, ; particularly in connection with internal-combustion engines and 
Au „5 jn „ gas producers, at a cost of £40,000. There are also articles on 
machiner ies n uL "Ball Bearings,” by G. W. Goodchild; “ Тһе Electric Drive," by 
i , UP ge. 2 “ : 2 99 : 
ў . „E. Swinton; The Law Affecting the Engineer," by E. J. Rimmer ; 
From United Kingdom ... 1,241,000 1,713,000 + 472,000 and " The Specific Heat of Gases," by G. E. Scholes. 
„ France 27,000 6000 — 21,000 “Journal of the American Society of Mechanical Engineers.” 
» Germany ... ees 220,000 203,000 — 17,000 December, 1912. New York: The Society. Price 35 cents. 
» United States ... 10,976,000 13, 331,000 42,355,000 " Transactions of the University of Toronto Engineering Society." 
„ Other countries 93,000 111,000 + 18,000 November, 1912. Toronto: The Society. 


Total 2: 


12,557,000 15,364,000 


+ 2,807,000 


" Bulletin of the Massachusetts Institute of Technology.” 
Vol. XLVIII, No. 1. December, 1912. Boston: The Institute. 
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NEW PATENTS APPLIED FOR, 1912. 
Я (МОТ YET PUBLISHED.) 


Compiled expressly for. this ournal by Mxssns. W. P. 1 „ Qo. 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford, to «hom all inquiries should be addressed. 


b Ls. . a 


98,316. ‘Electricity meters," 8. Н.Ноцркн and C 
die S ia Hony HAMBERLAIN & HOOKHAM, 
28,927. “Automatic device for limiting 


7 the speed of vehicl 
posses by internal combustion engines 1 P ИОН, 


.ctricity.’” C. ROBINSON, 


ember 9th. 
se "Electric heating device." P. Соор and W.ALLDIs, December 
28,319. "''Electric automatic or hand-operated indicator or signal, com- 


bining advertisement display, to be used in public placed buildings, vehicles, 
or sea and river-going vessels." А, G. GRUNDEL. December 9th. 


28,858. ''Bhips' telegraphs or the like." T. L. Кмонт. December 9th, 

W, 359. Apparatus for heating liquids by electricity J. V 4 
December 9th. (Complete.) 4 Е id "тн НЕ Ек 

28,409. Means for controlling electrical devices." A, C. Я 
December 9th. (Complete.) ВИНЕ e 


28,412. Ignition plugs for internal.combustion ergines." A. RUPBECHT. 
r date, December llth, 1912, Germany.) December 9th, (Com- 
plete. 

28,437. Shade supports for electric incandescent lamps." J. N. М : 
December 10th. d BUSES 

28,469. ''Magneto-electric machinery." R. C. Stacnton. December 10th. 

28,470. ''Electricalsign mechaniem.” E. O. Brown. December loth. 

28,483. ''Bafety device for electric machines." S1zMENS-SCHUCKERIWERKE 
О.м.в.Н. (Convention date, December dith, 1911, Germany.) December 10th. 
(Complete.) | 

28,486. „Selective signalling apparatus for telephone or telegraph instru- 
ments.“ H. E. R. Roose and W. Т. FiNLAY. December 10th. (Complete) 

, 28,5083. Electric aro lights." GENERAL. Composine Co., G. u. ·. H. (Con- 
vention date, December 111}, 1911, Germany.) December 10th. (Complete.) 

28,518. Electric ignition." F. G. L. BippLkEcoMBE and G. THomas. 
December 10th. 

28.518. Process for preventing the development of chlorine gas in such 
cases where sea water penetrates into the interior of electric boats and the 
like." Н. WEHRLIN. (Convention date, March 25th, 1912, Germany.) Decem- 
ber 10th. (Complete.) 

28,519. Process and device for the protection of electric accumulators 
when over.flooded by sea water." Н. WEHRLIN. (Convention date, March 
25th, 1912, Germany.) December 10th. (Complete.) 

28,520. Process and device for the protection of electric accumulators 
when over.flooded by sea water." Н. WIBRIIN. (Convention date, March 
25th, 1912, Germany.) December 10th. (Complete.) 

28,528. '' Thermo-galvanometere, electric current detector, radio-meters, 
е like." Е. W. Јовром, T. E. GAMBRELL and C, T. GAMBRELL. Decem- 
er * Ф 

28,5388. Fittir gs of metallic conduits for electrical conductors." SIMPLEX 
Conpuits, LTD., and L. M. WATERBOUSR. December llth. 

28,542. '' Electrical beating apparatus.” E. G. Вухо and J. H. CoL Limes. 
(Divided Application on No. 6,768, 1912, March 19th.) December 11th. 

28,565. '' Electric lamp lock." J.BaiLEY. Decemer 11th. 


28,695. “ Appliances for producing electric oscillations." R. KRAUBE. 


Convention te, December 20th, 1911, Germany.) December lith. 
Complete.) : 
28,605. ‘* Control gear for electrical ard other machinery." G. H. Rax and 


CunNABD ErEAMBHIP Co., Ltp. December lith, 


28,619. ‘*Limit-switches for use in or with machinery driven by el i 
motors.“ W. A. Hexwoopv. December 12th. i керн 

28,624. " Electric arc carbon for use in cinematograph а . G. 
RATHBONE. December 12th. E dap Э 

28,627. Non-shunt electrio aro lamps.“ 
December 19th. (Complete.) 

18855 ef ошо SUC recit DE and controlling apparatus, such as 
electric motor starting and controlling apparatus and the like." J, A. Нтват 
and P. 8. Broox. December 12th. EUH 
2586 створ ш N and controller apparatus, such as 
electric motor starting and cont»olling apparatus and the like." J. A. 

and P. 8. Broox. December 12th. Нак 

28, 686. Switches for tramways and the like.“ R. Cumminc. December 


W. Rocers and G. Воже, 


28,689. “ Thermo-electrio generators." P. Ferra. December 12th. 

28,645. ‘* Electrode for diathermio treatment of the interior cavities of the 
human body." Sizmens Bros. & Co., Lrp, (Siemens & Halske Akt.-Ges., 
Germany.) December 12th. (Complete.) 

28,046. ‘* Watertight insulating plug for submersible vessels." Siem 
Bnos. & Co., LI p., and W. D. Lx Connex. December 12th. (Complete.) ш 

28,648. ''Electric time-keeping apparatus." F. T. Reip and C. Wiener, 
December 12th. : 

28,665. ''Electrically-operated pulley block." W. Е, Evans. (De 
Maschinenfabrik Akt.-Ges., Germany.) December 12th. (Complete. oe 

28,677. X-ray or like photographio a atus.” Н.Е. Bicor and F. R. 
Burr, December 12th. (Complete.) : pers ios 

28,724. Holders for readily interchangeable electrical apparatus such as 
glow lamps, fuses and the like.“ &SirxENs-BcHUCkERTWERKE G. m. b. H. (€on- 
ventien date, July 24th, 1912, Germany.) Deccmberlt£th. (Complete.) 

28,728. ‘* Electric imitation candle lamps." CANDOLITE Co. and P. J. Я 
December 18th. diis: POWER 

28, 740. Dynamo-electric machines." J. H. Garn. December 13th. 

28,748. '' Machines for generating electric current for dual purposes 
ignition and illumination." Е. L. HOLLISTER., December 13th. ете 

28,751. Telephone installation in which the subscribers’ connections are 
grouped according to the number of calls." SixXERS & HALSKE ART.-GxsG. 


(Convention date, December 19th, 1911, Germany.) December 18th. 
(Complete.) 
28,772. Electric miners'lamp." P. Rosxenperc. December 1Bth. 


28,779. 
the motors of electrically-propelled vehioles.“ 
WiLEINS, December 14th. 

96,798. "''Electrical: temperature-regulating apparatus.” W. E. 

W. BesT. December: 14th. marae мые 


" Method of transmitting electric current from external sources to 
B. M. BEARLE and J. Н, 


98,808. *'' Electric switches." H. G. Ковевтвок. December 14th, - 
8 "Unspillable electric accumulator cells." W. THomson. Decem. 
r А 


“Electric lamps for mincs.” H. Joris. December Mth, 


28,824. Electromagnetic relays." Bremens Bros. & Co., LID., and W. H. 
без | (Divided application on No. 14,564, June 21st, 1912.) December 14th. 


28,831. "Mears; for regulating generator strengths snd pressures.” E. 
EisEMANN & Co. G.m.b.H. and E. Essemann. December Mth. T 
28,841. “ Electrical apparatus for tele graphing, signalling and controlling 


of torpedoes and the like purposes." MEISN j 
December 14th. purpose ISSNER and V, KRASNIKOFF. 


28,846. '"Eleotrically-beated garments," A. C. Втовико. 
(Complete.) 

28,862. Relay apparatus particularly intended for use in connection with. 
telephonio and telegraphic systems." 8. G. Ввоти. December 14th. 

28,864. ‘* Electromagnets and the like.“ Вос. ANON. рев ErABLISSEMEXTS L.. 
BLEeRioT. (Convention date, December 15th, 1911, France. December lth, 
(Complete.) 

28,865. '' Wireless telegraph trangmitters." G. Mucom. December 141, 

98,866. *“ Wireless telegraph transmitters." G. Marconi. December 14th. 


December 14th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of the Specifications in the following list may be obtained 
of Messrs. W. P. THompson & Co., 285, High Holborn, W. C., and at 
Liverpool and Bradford; price, post free, 9d. (in stamps). 


1911. б 


ELECTRIC SWITCHES FOR USE MORE PARTICULARLY IN VOLTAGE REGULATING 
Systems. British Thomson-Houston Co. and E. Garton. 26,119. Novem- 
ber 22nd. n 

MEANS FOR INTERMITTENTLY INDICATING OR DISPLAYING THE NAMES OF STATIONS 
OR STOPPING PLACES IN TRAINS OR OTHER VEHICLES OR OTHER SITUATIONS 
OR OTHER Devices, OR MATTER IN SUCH VEHICLES OR OTHER SITUATIONS. 
C. J. Evans and J. Mel. Cater. 26,450. November 25th. (Cognate appli- 
cation, 4,272 of 1912.) | 

BwiTOH APPARATUS FOR USE IN COX¥NECTION WITH THE EIrcrRIC LIGHTING AND- 
HEATING EQUIPMENTS RAILWAY AND OTHER VaHiCLES. Electric and 
Ordnance Accessories Co. and J. Etchells. 27,010. December 2nd. 

ELzcrRIC FIRING APPLIANCES FOR SMALL ABMS. foc. Peuble et Durif, and G. 
Peuble. 27,191. December 4th. 7 | 

ELECIRICAL Time Switcnes. W. Hamilton and :Ferrenti < Ltd. 21,610. 
December 19th. (Addition to 18,704 of 1910.) 


1912. 


MEANS FOR THE MANUFACTURE OF BUSHES OR BEARINGS FOR SHAFTS, AXLES, 
SELF-PROPELLED VEHICLES, Exeixzs, ELECTRIC Motors, OR THE LIKE. 
W.G. Hanna. 1,698. January 22nd. 

BLACKLEADING MACHIXES РОВ 1HE Use or ЁТЕСТВО1ҮРЕВВ. R. Hoe & Co. and 
F.G. Lougee. 1,869. January 24th. 

LAMP Supports AND CASINGS PARTICULARLY DESIGNED ғов Use WITH ELECTRIC 
INCANDESCENT Lamps. J. S. Highfield. 8,746. February lith. (Addition 
to 27,991 of 1208.) 

CONTROLLING CONTINUOUS CURRENT REVERSIBLE DyxAMO-ELECTRIO MACHINES. 
G. Inrig and L. Inrig. 4,119. February 18th. 

BRUSH ов THE LIKE FOR THE MEDICINAL APPLICATION OF ELECTRICITY. H. 
Weiss. 4,882. February 91st. 

BATH ғов THE ELECTROLYSIS OF Inox. G. Tischenko. 5,858. March 8th. 

ELECTRO Heating Devices. Ferranti, Ltd., and J. Roothaan. 6,182. 
March 12th. | 

CONSTRUCTION oF Tramcars. R. S. Pilcher. 6,048. March 18th. 

TELEPHONE HELAYS OR REPEATERS. F. A. Stirrup. 8,798. April 18th. 

GALVANOMETERS. C. Hubert. 9,410. April 20th. 

MEANS FoR INDICATING FAULTS IN THE CIRCUITS oF ELECTRICAL TRANSMISSION 
BysrkMs. Siemens Bros. & Co., Ltd. (Siemens & Halske Akt. Ges.) 18,864. 
June 18th. . 

REFILLABLE CARTRIDGE-FusEsS FoR ELECTRICAL Purposes, E. B. Mallory. 
14,109. (June 17th, 1911.) June 17th. 

EL xCTRICAIL. Resistance Devices. Е. Ruhstrat. 15,058. (December 18th, 
1911. June 37th. 

PROCESSES AND APPARATUS FoR ELECTRIC WELDING, L. W. Chubb. 15,419. 
(February 16th, 1012.) July 2nd. 

RokwTGEN Ray EXAMINATION TABLE FOR GYNECOLOGICAL AND LIKE PURPOSES. 
Siemens Bros. & Co., Lp. (Siemens & Halske Akt.-Ges.) 15,760. July 5th. 

Execrric Авс Liouts, General Composing Co. Ges. m. b. H. 15,757. (July 15th. 
1912.) July 5. | ; 

TELEFHONES. H. Sefton-Jones. (Akt.-Ges. Mix & Genest Telephon und 
Telegraphenwerke.) 18,487. August 6th. | 

ELECTRICAL REGULATING APPARATUS. W. E. Lake. (J. B. M. Electric Со.) 
18,437. August 10th. 

TELEPHONE Systeme. Western Electric Co., Ltd. (Telephon Apparat Fabrik 
E. Zwietusch & Co., Ges.) 20,947. (Divided application, 21,260, 1911. 
September 26th.) September 18th. | 

Сооыне or DwAMO-ELECTAIC Маснікев. Siemens Bros. Dynamo Works, 
Ltd., and W. Marden. 21,479. September 20th. 


U. S. A.— All of the large generating companies on the 
Canadian side of Niagara Falls are at present engaged in building 
extensions to their systems with a view to utilising all the water 
available for power purposes under the existing treaty. The 
Toronto Power Co. has a number of new units already in place, 
and early next year will complete its station, which will have 
equipment aggregating 125,000 H.P. A new line fitted with pin 
insulators, and operated at 85,000 volts, will also be in operation 
between Niagara Falls and Toronto. The Canadian Niagara Power 
Co. is completing its station building, and installing additional 
units. It will expend $1,250,000 in the next two years in enlarging 
the forebay, so ав to be able to get enough water to generate all the 
electricity that it can dispose of under the treaty. The station of 
the Ontario Power Co. has been doubled in size, and will shortly be 
completed. With the installation of two 12,000-KW. unita now on 
order the company will be using almost all of the water granted to it 
by the Dominion Government. The stations on the American side 
of Niagara Falls are now using all the water allotted to them by 
the Secretary of War, and while the granting of additional water 
up to the amount at the disposal of the United States under the 
treaty is optional with the Secretary of War, there does not appear 
to be any inclination on the part of the Washington officials to 
release any of this water for power purposes. For the present, 
therefore, and probably for some time to come, the stations on the 
American side have reached their maximum development, and no 
further development will be possible on either side of the Falls 
after 1915, for by that time all the available water will be used.— 
Electrical World, . 
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MOULDED INSULATORS 


Of all Descriptions. 


Ltd., 


` 65-57, Hackney Greve, Lenden, N.E, 


моле па LEAD Adag ыйы eid it слан 
Committee earl fer tensions ир! te 80, 600 v. 


Qopper and n Wire Mills 
^ Large stocks el Vale. Rebier Wires and and Cables, Flexible 


{Көр ш Pond e & Viennas for oe prompt 5 
Low Compe 


ir. me Ani JER, 72, Finsbury Pn ү ши, 
BOLE AGENT for :— 


KABELFASRIK v wed Шаки ренче agree dein en 


ADAMS IGRANIC 
MOTOR CONTROL GEAR. 


ADAMS Mfg. co., Ltd., 
„BEDFORD & LONDON. 


SRA, 


All Voltages. 
All Candle- 


72; IN" powers. 
L 
. KRUPKA & JACOBY, 4мь,, 


28-38. Chapter St., Westminster, London, S.W. | 
— — — —— ÀMÓ— 


MACHINERY, 


SANDYCROFT LIMITED, 
| CHESTER. 


SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manafactaring Electrical . and 
Qovornment Contracto 


GREENLAND PLACE, CAMDEN TOWN, LONDON. 


ARTISTIC SHADES 


In Bilk, Lace and Paper, speciully designed 
for use with electric light, &0. 


TAYLOR а CO., 


40, Hatton Garden, London. 


AND MANFG. CO., 


Makers of Moters and Dynamos. 


Alternating Current Motors a Speciality. - 
“Конок Heuee, Laurence Pountney die 
. LONDON, E.C. 
Telephone No 8186, London Wall. 


18. Sd. (86.80); to all other countries, 8us 
dress: 


40 Moro d wine f 


ELECTRICAL 


DIRECT and 


RHODES ALTERNATING CURRENT 
MOTORS, Ltd. 
Head Office and Works: Riverside Werks, Doncaster. 


Telegra 
London: Manchester. "'RHODIQUE," "all offices. . 


Ex" MOTORS. 
— 2 —ñ— — 


LANCASHIRE 
-~ DYNAMO & 
TRAFFORD MOTOR 


PARK, 
MANCHESTER. 


The New Fireproof insulating Material. 


 &*CRYSTALATE STAR GRADE” 


High Blectrical Resistance. Ноп-Нуќговооріс. 
Absolutely Fireproof. 


Write for Particulars and Samples to the 


CRYSTALATE MFG. CO., Ltd., Tonbridge 


WESTERN- ELECTRIC 


COMPANY, LIMITED, 
Norfolk House. Victoria Embankment, W.C. 
Works NORTH WOOLWICH, LONDON, Е. 


TELEPHONES .& CABLES. 


See Advertisement last week, p. xiv. 


CONNOLLY BROS., Ltd., 


Yor 


WIRES AND CABLES. 


‘See Advertisement this week, p. Ш, 


"* SAXONIA 
"EUN 


Р? gehe OF 


7. d. WHITE & COMPANY, Id., 


Electrical, Mechanical & Civil Engineers 
GENERAL CONTRACTORS, . 


9, Cloak Lane, Cannon St., London, · 


Tel.: Whitseriok, London. | 
Telp. : 8806-7-8 London Wall, 9886 Central. 


PHCENIX DYNAMO| 


MFG. CO., LTD, 


. MOTORS v GENERATORS. 
BRADFORD. 


Ya TS EE, a E EE (S — Pamó—————— —————Á—ÀÁ— MÀÀ——— Á—— -— 
PYPE E A E E E T T E E E E E E E E E IIM 


CO., Ltd. |. 


' PRIOR 
FOURPENOR. 


аш, Postage inclusive, in Great 
е Асе, N € =o ity, 2 


CABLES AND WIRES. 
SWITCHBOARDS. 
ARC LAMPS. 


JOHNSON & PHILLIPS, | TD., 
CHARLTON, KENT, 
UNION ELECTRIC 00.40.’ 


Park Street, Southwark, London, S. E. 
ARC LAMPS 
PROMETHEUS 


ELECTRIC HEATERS. 


Guaranteed 5 Years. 


London Showrooms : 9, Newman 8t., Oxford St., W. 


THE BRITISH PROMETHEUS CO.. LTD., 
Salop Street Works. BIRMINGHAM. 


CHURTON 


; NJ 


$S MOTORS. 


T. HARDING CHURTON & CO., LTD., 
Atlas Works, Water Lane, LERS. 


STONE'S ELECTRICAL INSTALLATIONS 


for RAILWAY CARRIAGES. 
50,000 COACHES EQUIPPED ALL OVER 
THE WORLD.  . 
J. STONE & OOMPANT, Ltd.. 
Deptford. London. 


THERMIT LIMITED, 


am. Martin’s Lane. | 
CANNON STREET, 
| LONDON, Е.С. 


PATENT 
Alumino Thermio Welding Procoss. 


VICTORIA 


DYNAMO & 
CRAVEN HOUSE, MOTOR 
ONDON. CO., 


Send for Stock Liet of Meters ready fer delivery. 


INGLEBY & Co., 


вилт mus, TD. 
- LEEDS. 
те. э. 


MOTORS 
FOR DIRECT AND 
ALTERNATING CURRENT 


Delivery from Steck up te 50 Н.Р. 


E ў т "м" 
' AN “= 


Тош Ї 


Wanted in every. 


№ electrically lit Institution. : 


| NOTE the SAVING. 


The _The following test, cari test, carried 
out with - WATT 


METAL “LAMP on a 


р ! Ы. М N 220-VOLT CIRCUIT, i 
SWITCH 


Position W 
taken. effected. 
Full on 40 none 


FROM A GLIMMER | „ 30 2 
TO A GLARE. | 63 4% 

Full dim. 14 65% 
Dimming Switches, Ltd. Corroborated by official Faraday 
Rea St. South, Birmingham. Pouse Let 


| Wanted in every 


electrically lit Household. 


This switch must find 
its way into every 
shop, office, home, in- 
stitution, &c., where 
electric light is used. 
It is indispensable for 
night nurseries, fans, 
sick rooms, &c. It 
ensures any degree of 
light from a glimmer 
to a glare. 


CENTRIFUGAL 
PUMPS, C Type. 


150 Feet in One Stage. 
High Efficiency. 
Belt or Motor Driven. 


Dulsometer Engineering EU 
Electrically Driven. red вела 


Write for List No. 361. 11, Tothill Street, Westminster, S.W. Nine Elms Iron Works. 


E \ 
& os >. 
d * 
d 
\ ' PEPE e MET TT 
| Memes tx 


PATENT LTD. 


"мы STEAM BOILERS 


2, 400, 000 h. p. Marine Туре | ог on order. 


BABOOONK & WILOOX also Manufaoture :— 
White-Forster Water- Tube Marine Steam  Bollers. 
Steam Superheators. Mechanical Stokers. Bconomiser:. 
Feed-Water Heaters. Water Softeners Coal Conveyors. 
Structural Steel Work. . and Purifiers. Bleetrie Cranes. i 
Steel Chimneys. Steam Piping Plants. Steel Works Chargers. „ГӨ ЕК c $ 


“pancock Lowpom." Mead Offloee! sso HOLBORN ^ unas). 


lel House, Farringdon Strest, London, E.C. 


Works :—RENFREW. SCOTLAND. 


D | | 


hy 
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"BLACKLE Y TAPE' must be hest ! 
| TRADE MARK. 
Because more of it is sold than of. 
~! any other Insulating Tape in the World 
: —there is а big demand for it from those 


who want the best possible tape—they tried the 
rest—but “BLACKLEY tare” was the only one that 
gave ABSOLUTE SATISFACTION—Jshai’s why it is 
used by most of the GOVERNMENT DEPARTMENTS— 
MUNICIPALITIES—RAILWAY COMPANIES at HOME and 
ABROAD— besides CONTRACTING FIRMS—end it is new sold 
under the above TRADE MARK recently granted by SPECIAL 
ORDER of the BOARD OF TRADE. Have you our LIST for reference? 


4 


| 


PATENT | PATENT 


ENAMEL ENAMELLED 
INSULATED . BELL 


WIRE. WIRE. 


CONNOLLY Bros 


BLACKLEY, MANCHESTER 


| STURTEVANT £ 
VENTILATING 
FANS. 


Ask for Oatalogue K. AR. 1061. 


STURTEVANT ENGINEERING Co., LTD., 
147, Queen Victoria Street, LONDON. 


Paris. Berlin. Amsterdam - 


— ДА 


ELECTRICAL EREWVIEWV. 


INDINGS AND CASES.—Subscribers and others can have their half. yearly 
numbers bound handsomely in Black Cloth at the rate of 4s. per volume. 


Cases fer binding are also supplied at 9s, 6d. each. —4, Ludgate Hill, London 3 $ 
^ 
Я Ч 
E: 
THE *GROVER SPRING & к 
WASHER" NUT LOCK. : c 
Invaluable wherever a nut is liable to vibration. Е a 
Made for bolts of all sizes, from 8/16” upwards. ч s o 
Over 115,000,000 in Use. m 4 
BEWARE OF IMITATIONS. Write for Prices. 8 5 , i 
GROVER & CO. Ld., Wharf ка, оңуна, T © ЖОЕ ж i D 
Telgraphie Address® "Adopted, Nordo; Lawton. . es STAPLES 7 SHIELDS | у 
THE VERY THING FOR ELECTRICAL 8 MOSSES K MITCHELL à 
E FITTINGS. \\ 
Customers’ own sugges- ІЗ Write for Particulars. = | $ 
| tions carried out. INT S F Sketches Free. | x CHISW ELL WO RKS LA j^ 
» N ee ЖЛ N GOLDEN LANE LONDON EC; 
/ r 506, Moseley Raad. Birmingys — ———— 
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Telephone 
215. MANCEESTER. 


THE BEST 


MAGNETIC .BLOW-OUT LOOSE- HANDLE 


CIRCUIT BREAKERS 


MANOHESTER." 


They Break. ANY SHORT CIRCUIT. 


We tested a Batch of about 60 of our ordinary 400-ampere Breakers 12 * each with a Load of 


sæ- 1/60 HORSE-POWER. ^ 


They cack broke the Loed absolutely satisfactorily, doing no harm to the Breakers whatever. 


1 


WRITE FOR QUOTATIONS. 


BERTRAM TE 


— Sta, Hulme, Manchestor, ENGLAND. 


Large overload capacity with ‘low temperature rise 


Cast steel frame, either enclosed-ventilated or 
. and high efficiency i 


totally enclosed. 
Strong mechanical and electrical construction de- 


Inspection holes of ample size giviog easy 
signed to withstand rough usage. access to brush gear. 


Large bearings with oll ring lubrication and deep oll wells. 


DICK, KERR 


& CO., LIMITED. 


. Head Office: ABCHURCH YARD, CANNON STREET, LONDON, E. c. 5 
Branch Offices: Manchester, Cardiff, Newcastle, Glasgow, Tokyo, Jonannospur ge Sydney, Tae 
Buenos Aires, Rio de Janeiro, Moscow and Milam i 
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If you can get overall efficiency, 
reliability and economical work- 
ing, combined with simplicity 
and minimum upkeep, why go 

further? Adopt 


Tw WEIR FEED PUMP 


as thousands have done, and 
save further anxiety about your R, 
boiler feeding. 


Descriptive Catalogue on Application. 
Standard Sizes— Delivery from Stock. 


\ [ | ЕЕ п. Cathcart, 
g 8 1 j GLASGOW. 

TUBE е 

[TE TES 


А AUTOMATIC | ECE 


SCIENTIFIC | 


| — SYSTEM OF 
| CONTROLLERS | cee LIGHTING Q 


WITH METAL FILAMENT LAMPS 


— 


Is UNEQUALLED. 
FOR 


| SHOP WINDOW.LIGHTING 
J 


. 
B oe | ee 
en хе ии. 


= 
| 
TUBOLITE does not 
project into the space | | 
required for goods, nor | 
um P does it throw a glaring | 
light iin the direction. ot | 
РР the street. The win- r 
| dow-display is shown um 
T | to the best advantage. 
| in a clear, well-diffused | "WI 
200 H.P. D.C. Air.Compressor with Speed = and attractive light. 
Ё. Regulation and Unioading Device. ; . | 
== m ' 
Write for Leaflet. - | am 
| € Send for Particulars and Price Lists to p 
ELECTRIC CONTROL LIMITED, | E * n | 
a, Victoria Street estminster D 
B RI DG ETON, Phone: 244 Victoria. Tel. Add.: " Windelite, Vic., London." ^s | 
Code: A.B.C. 5ih Edition. á 
GLASGOW. 9 — 8 
| cm 8 т==г — 11 
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THE ыы” 


STEARN 


‘English Made 
Metallic Filament Lamps 
“LEUCONIUM” 


(REGD.) 


— — — . —— — —— Tt seriis — — 2 


Diploma of Honour, Pranco-Britisb Exhibition, 1908. 


ALL VOLTAGES TO 250. | 
There is a 


SCHOLEY MOTO 


for every Drive— 


from the tiny Fan Device to the Massive Totally 
Enclosed Type for Colliery requirements— 
and each Machine represents all that makes for 
excellence in every detail. ‘* Scholey” Motors 


are British manufacture throughout. 


Our Standard in Quality is high— but the 
| х price of the "Scholey" Motor is extremely 
4 | moderate — for either A.C. or D.C. Circuits. 
А good Stock of Standard Sizes is always on 

hand, ensuring quick delivery, 


„а че Illustrated Catalogues, Specifications 
200-VOLT 15-WATT FULL SIZE. and Estimates sent by request— 
Let us quote for your next require- 
ments. | 


200-Volt 15-Watt and upwards. 
100-Volt 8-Watt , „ „ 


Carbon Filament Lamps of all Classes. 


Write for Price List and Particulars to— SCHOLEY & C Q. y L D., 


THE STEARN ELECTRIC LAMP CO. 151, QUEEN VICTORIA ST., 
LIMITED, |... LONDON, Е.С. 


47, VICTORIA STREET, LONDON, S.W. 


FACTORY, SANDYCOMBE ROAD, KEW GARDENS, S. M. EN 


y" — À— —Ó—— 
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"ELBOTBRIO, LONDON," Telephone No, 8105 Londen Wall. 


THE LONDON ELECTRIC WIRE CO. 
AND SMITHS LTD., 


Offices and Warehouse: PLAYHOUSE YARD, GOLDEN LANE, LONDON, B.C. 
Works: LEYTON, E. 


SA ES I TPT ET TIE SLED 
MANUFACTURERS OF EVERY DESCRIPTION OF 


CABLES AND WIRES FOR ELECTRICAL PURPOSES. 


EUREKA 


AND OTHER 


HIGH RESISTANCE ALLOYS. 


DYNAMO WIRES, STRIPS and COMPRESSED STRAND. 


INSTRUMENT WIRES: Silk & Cotton covered. FLEXIBLES. 
PATENT ENAMEL-INSULATED WIRES. ^ FUSE WIRES. BRUSHES. 


JOINTING MATERIALS. — PRICE LISTS ON APPLICATION. insULATING VARNISHES. 


"FREDERICK SMITH AND COMPANY 


(Incorporated In the LONDON ELECTRIC WIRE CO. and SMITHS, Ltd.). 


COPPER WIRE. 


100 Per Cent. Conductivity. All Sizes to 001. 


Hard Drawn H.C. Copper Lino Wire; Speolal Tinnod Wiro. 


COPPER TROLLEY WIRE, 
SPECIAL SECTIONS. 


BRONZE TROLLEY WIRE, 


MAXIMUM TENSILE STRAIN, DURABILITY AND CONDUCTIVITY. 
дА А А-А-А-А-А-А-А-А-А-А-А-А-А-А-А-А-А- А-АА 


SILICIUM BRONZE WIRE 


"C" QUALITY FOR TELEPHONE LINES, &c. 


PHOSPHOR BRONZE SPRING WIR E. 
Aluminium Wire and Strip 10Р all Electrical Purposes. 


Anaconda Works, Salford, MANCHESTER. 
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PATENT SERIES FLOW | 


“UNIT” | 


SUPERHEATERS. à 


For all Types of Boilors. | 


Every Tube .Detachable and 
Interchangeable. 


SUPERHEATER UNITS, LTD., 4, Castle Square, SWANSEA. 


Telephone—Holborn 5264. Telegrams: " ‘ Seejasir,” London. 


CONTRACT JOURNAL 


ESTABLISHED 1879, 


s THE PAPER = 


CONTRACTS OPEN, 
RESULT OF TENDERS, 
BUSINESS NOTES, &c. 


Specimen Copy 6d. | Annual Subscription 26a 
ADVERTISEMENT RATES ON APPLICATION 
TO 
Mr. PITMAN, 


127/130, TEMPLE CHAMBERS, TEMPLE AVENUE, LONDON, E. c. 


LIGHT! LIGHT! LIGHT! 


Read or Work in Comfort. 


— 


Everybody wants light, i 
Nobody gets it | P 
Where they really want It. t 


WHY WORRY? 


| USE A LAZILITE EXTENDING FITTING. 


Tne light can then be placed exactly where it is 
wanted, and NOT only where the bullder puts it. 


(Dull Nickel). : 


б DIN Oxydised 
7 | " Copper 24/6 


"END it 
SF 1 Oxydised 
1 mH S Silver 2716 


| i | 
a | | Wall Є. 
і Brackets | “extra 


LAZILITE.. CQ., 


(Kent-Mitchell, Lia, 
Southampton House, 
Tel.—City 6005. High Ноірогп, W.C. 


IT OPENS, CLOSES OR ROTATES TO ANY POSSIBLE- POSITION IN À 
TEN- FOOT CIRCLE, 
Also made as a wall bracket. mE EE : 


THE ONLY PERFECTLY ADJUSTABLE ELECTRIC FITTING. 
Write for fully illustrated Liat and Prices. 


* 
— wp op 5 a эз ъз 
ъ amie EA, 4. 5 24 j * ' 
Mo ECC —— (n -———u— ———— — —— — ee — 


© = a 6 


V е E дь 


t MA 


" Soejasir,” Londen. 


NOTES, & 
Subecripbos ш 
TION 


ats hight 


it 
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Н. A. HARVEY & 00., LTD., 


Laurence Pountney Hill, 
—— LONDON, Е.С. —— 


MOTOR BOATS AND BARGES. 
HIGH CLASS BOILERS AND TANKS. 


| 
COAL AND ORE HANDLING PLANT. 
PETROL AND PARAFFIN ENGINES. 


ASBESTONITE 


| A PERFECT INSULATOR. 
Five Qualities for Every Conceivable Use. : 
Fire-proof Arc Shields a Speciality. 


D. JAROSLAW, . gte н, 


Open Type Motor. 


M*'CLURE & WHITFIELD, Srocxkponr. 


Telegrams: Motors, Stockport. Telephone 180. 


THE ELECTRICAL REVIEW. 


CITROEN GEARS 


ANDRE CITROEN & CO., 


The New Мт! 


Tor [PSWBLG. 

SHEETS, RODS AND 
TUBES AT A LOW PRICE. 

TEST A FREE SAMPLE, 


CARSON-EVANS 


3 .FENCHURCH BUILDINGS. 
LONDON. 


| watt per zandle. 


H е 
—— ä4—U — 


2— 250 volts. 
2—500 c.p. 


а 


All Standard 
Voltages 
Stocked. 


Best Lamp 
for up-keep of 
Candle-power. 


— ————— 


< GABRIEL 
LAMP C0., 


15, Victoria St., 
London, S.W. 


Telegrams: “Gabionage, Vic., London.” 
Telephone: Victoria 5228. 


THESE ARE 


Two Sets of 


On a 2000-H.P. South African Winder 
hy the British Westinghouse Co., Ltd, 


Manufactured evelusivelv by 


27, QUEEN VICTORIA STREET, LONDON, E.C. 


THE ELECTRICAL REVIEW. = 27, 1511. 


STRONG IRON FITTINGS. 
BAD 


Old Style 
Practice. 


Wires dragged through a half-inch or five-eighths nipple, 
and round sharp corners. Results: Loss of Time, 
Short-circuits, Annoyance, and Loss of Customers. 


GOO D Up-to-Date Practice. 
D. & S. Patent Easy-wiring Fittings with a straight 


run through for wires. Results: Time saved, a 
Sound Permanent Job, and Repeat Orders. 


DORMAN & SMITH, 


ORDSAL ELEOTRIOAL WORKS, SALFORD, жайма т 


LONDON: 17, Victoria Street, Westminster, 8.W. NEWCASTLE-ON-TYNE : 1, Higham Place. 
GLASGOW ı 198a, 8t. Vincent Street. 


ROTTERDAM: Zalmhaven 85 B. 
SYDNEY, N.S.W.: 163, Clarence Street. 


= 27, 1919.) 


POLISHING 


MACHINERY & MATERIALS, 


DISC GRINDERS FOR ELECTRICAL FITTINGS, 
POLISHING LEATHER & SPECIAL MATERIAL FOR ELECTRICAL FITTINGS. 


POLISHING LATHES, 


WITE SELF-OLILING & BALL. BEARINGS. 


ELECTRIC MOTOR POLISHERS: 


Galileo t Neps, 
Polishing | Bobs. 


Polishing Leather, 
Polishing Felt. 


POLISHING COMPOSITIONS. 


“POLISH. 


WRITE FOR LIST “E.R. 4." 


УЫ. CANNING & CO., 


Electro-Platers' aad Polishers' Engineers, 


BIRMINGHAM. 


London Office & Warehouse : 18, 19, 20,81. John’s Sq.. Clerkenwell, E. C. 


HIGHEST PERMANENCY 
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ШШ 


THE PERFECT SUBSTITUTE 
ror SLATE ano MARBLE. 


— —— 
Worked with the ease of wood. 
Non-hygroscopic. 
Absolutely pure. 
Enormously high insulation 
resistance. 
Fireproof. 
Will not warp. 
Good appearance. 
Reasonable in price. 


Sole Agent for United Kingdom— 


CHARLES A. MULLER, 


10, Arcade, Westgate, 
BRADFORD. 
— 


Large Assorted Stooke kent in Bradford: 


Tel. No. 2229. ! 


MAGNETS ao MAGNET STEEL ' BARS. 


MANUFACTURED IN HEROULT-LINDENBERG'S“ ELECTRIC FURNACE: 


AND 
MAGNETIC STRENGTH. Е a { = 


LOW PRICES. 


FINEST WORKMANSHIP. 


STEELWORKS RICH. LINDENBERG, Ltd., Remscheid- H. 


Representeo EET р BROS. & C0., LTD., 25, suice Row, LONDON, Е.С. 


JAMES GORDON & CO., 184 18 эт. 


interested in 


Enquiries to 
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The proof of the pudding 
is in the eating 


ND the proof of the excellence of ‘Pope’ Lamps 
A lies in the fact that consumers buy them, and 
buy them again. That's also where the value 
A B of a Pope customer is proved. Your reputa- 
| tion is maintained and your customer becomes 
permanent, 'Pope' Lamps need little pushing, but you 
can rest assured that your customers will thank you 
for recommending ‘Pope’ Lamps. The prices are right. 
The terms are right, and, best of all, 


Dy 2) 2932722222) )2/ 2) m Y 222222) 2 2927 
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ОЭБ БР DONA, 
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n 


" Pope 


æ d 
wa 


Lamps Satisty 
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Telephone : POPE’S ELECTRIC LAMP Co., Ltd., lepras 
1170 Willesden. Hythe Road, Willesden, London, N.W. “Planetary, London.” 
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PATENT 
ACCUMULATORS. 


-FULLER'S 
BLOCK 
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HOUSE LIGHTING TYPE. 


The Block Accumulator marks a new epoch in the history of Accumulators, and when it is generally known will replace all other 
Cells, either Primary or Secondary for Telegraph work. It has no plates to buckle or grow, but is formed with blocks of active material 
which improve with age. It has no pellets to fall out and short circuit. If it is accidently short circuited externally for a short time it 
immediately recovers its E.M.F. It does not sulphate, and holds its charge for a year or more. It is perfectly successful for House or Train 
Lighting, Motor Lighting or Ignition. : 
` | In consequence of its valuable property of holding its charge it is eminently suitable for all kinds of Telegraph or Telephone work. 
Ite high E.M.F. of two volts, its long life and economy of maintenance make it much superior to Primary Batteries. Our No. 1 Cells will 
work & busy Speaking Circuit for six months with one charge, or & Telephone for a year without recharging. It lasts three weeks on 
a Track Circuit with one charge, and is quite clean and no trouble. | | 
The Block Accumulators are being supplied to all parts of the world. 


м 


— a 


North Stetfordshire Railway, Stoke on-Trent, 
"2nd. December, 1918. 


„have had about £0 of the Telegraph Type on busy Telegraph Speaking circuits for the last 18 months, and they have only been 
recharged twice, and are giving every satisfaction. 
„ have a'so a number of No. З size on Track circuits, and find them a great improvement on the Gravity battery, they are less trouble, 
cleaner, and much cheaper to maintain. "(Signedj A. Е. ROCK, M. I. E. E 
. F. „ M. I. E. E. 


“ Electrical Engineer and Telegraph Supt." 
Prices and Particulars on application. 


J OEXIN C. FULLER & SON, LTD. 


(Patentees of Batteries, 1853), 
Makers of all kinds of Accumulators, Primary Batteries, sulaied Wire, Motor Accessories, Condeasers, eto., 
Telephones 822 & 823 East. Woodland Works, Wick Lane, BOW, LONDON. 
TAAA ee 
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\ Mesi 2 Ta PS m cae — 4^4 JH — 45 P. 4 ta ca «= “a чт m == — ~ ee 9 € ces J Io 
== of — — а Ё 


December 27, 1912.] 


POWER bis uae 


A BIG TRADE 
SMALL 


is the policy on 
because it benefits 
more important, it 


Diameter, 


No. 10. — Whole ОЕ 


block 


Bright turned steel | shafting 


per ft. 


Diameter, 
No. 8.—Plummer 


No. 7.— Bright 


flange couplings ... 


block, | 
brasses top & bottom, each | 
turned 


WITH 
PROFITS 


which we work, 
us; but, which is 
benefits YOU. 


ay | 


5d. 104. 1744 2/7} | 4/11 
IE 1711 1/8 ` 2/4 


1 MAL RUNE 


10d. | ИТ 3/24 ' 5/84 | 9/0} 
„ Am) 3/68 5/3} T/T} | 10/13 


Diameter. 


— —Ó—M — — — 


No. B8. 5 Pium- 


mer blocks, eac 


.4/8 2/10 78 8/6} | 13/6} 


Send for our new Illustrated '* В" Dept. Catalogue containing Sizes 
and Particulars of ALL our Transmission Appliances. 


JARDINE, Deering Street, Nottingham. 


Telegraphic Address: '* Jardine, Nottingham." Telephone Nos. 8295 & 3296. 


IL ‘ELECTRICAL REVIEW'S’ SUGGESTIONS 


for dealing with 


APPARENT DEATH 
from Electric Shock Er be in every Generating, Transforming 


4, 


ог ->—<—гг 


> 
pe 
rr 


SHORT 
CIRCUIT 
RISKS. 


PRICES 
Heavy!4/-\ 
понт! 


‘USUAL TRADE 
DISCOUNT. 


ILLUSTRATED LIST 


& SAMPLE 


ON APPLICATION. 


e Nenuated en Cardboard, 10. each : сеа: m entre. 
LUDGATE HILL, LONDON R.C 


Motor House. 


JA FETY 


ы 


ЮЕ -= 0-2-1 (ue 


ү mr ms Mim 


|] | 
| EVANS TW IN: Si | 
BAIT- PT ПБД! лб 
RECA 5 800 


: 1 
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BISHOPSGATE. 
LONDON.E.C. 


7238.LONDON WALL. 
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ELECTRIC RAILWAY 
DEVELOPMENT 


DEMANDS THE MAXIMUM 

EFFICIENCY FOR A 

GIVEN CAPITAL COST. 

RAILWAY AND TRAMWAY 

FEEDERS, OVERHEAD OR 

UNDERGROUND, SHOULD 
BE 


ALUMINIUM 


| 


pu — —2ÄUñä— ——— —— 2 — эл 


V" c All: eee mend smit: 


. 
X: 
Е 5 
* 
Е . 
! 
— — — 


Aluminium Feeder on a Light Railway. 


THE REASONS ARE: 


LOW COST, 
LIGHT WEIGHT, 
INCREASED EFFICIENCY, 


AND OTHERS. LET US 
PUT UP SOME FIGURES 
ON YOUR SCHEME. 


THE BRITISH ALUMINIUM C0., LTD., 


Eit. Dept., t00, QUEEN VICTORIA STREET, E.C. 
Phone- 4315 L, Wall. Tel.: Cryolite, Cent., London. 


ALUMINIUM AND ALLOYS. 


Ingots, Billots, Sheet, Rod, Bar, 
Wire, Cable, Sections, Tube, & c. 


N 
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WESTINGHOUSE 
BLUE PRINTING OUTFIT - 


(Manufactured under Cooper Hewitt and other patents). 


Sharp Dofinition 
Assured 


Low Curront 
Consumption 


No 
Mochanism Printing 
( , 
Stationary Type. T4 Outfit. 
Noisoloss Always ready for No Carbons to Horizontal 


oporation | use i ronow Cylinder 


Write for Particulars— 


THE WESTINGHOUSE COOPER HEWITT CO., Ltd., 80, York Road, King’s Cross, LONDON, N. 


The National Gas EngineCo.,Ld. 


Grand Prix, Turin Exhibition, 1911. 


“NATIONAL” TANDEM VERTICAL TYPE 450 B.H.P. GAS ENGINE AND SUCTION GAS PLANT. 
These Engines are also built in eizes ranging from 300 Н.Р. to 1,500 НР 


Suitable for working with г 
TOWN GAS, PRODUOER GAS, BLAST FURNAOE GAS and OOKE OVEN GAS. 


WRITE FOR CATALOGUE. 


Works & Office: Ashton-under-Lyne, MANCHESTER. 
| London Showroom: 75a, QUEEN VICTORIA STREET, LONDON, Е.С. 


— 
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A Sound ELECTRICAL TERMINAL 


WITHOUT 


SOLDER Р єў Єў 1 


USED FOR 


FUSE WIRES, 
CABLES 
AND 
WIRES 
Of all 
Description 8. 


g "im FM 
PATENT TERMINALS 


| “CENTURY MAINS ", TESTING SET |- r 
for the Mains Engineer, 


ILLUSTRATION HALF FULL SIZE. апа 
Send for List and Full Particulars, | — FOR GENERAL 
ROSS CO U RTN E m F TESTING WORK 
LTD., exc ы e pU MOM MS — 
ASHBROOK WORKS, LONDON, N. АЧ AP See As supplied to 
ШОО eee th British and 

Colonial 


ee | Government 
2 n e Am 9 
4 S > : * К " >; A * tob б 4 Departments, 
| ашы ОШО ОЛ ЩН the principal 
t ч Ан, e^ t ) ; 


. e LATOR Electric Light 


and Power 
GIVE COMPLETE чаво 
SATISFACTION 2 
not only when first 


G 17-22. 
installed, but through- 
out a very long life. 


А, 
PRITCHETTS & GOLD, Ltd, 


S8, Victoria Street, London, S. W. 


FULL PARTICULARS FROM | 


ELLIOTT BROTHERS ЈИ 
ESTABLISHED 1800 - 


FOR — SYSTEMS. 


REGENT 


INTERPHONE 
"me DS UNRIVALLED. 


ONLY ONE BATTERY. 
NO MOVING CONTACTS. 
ENTIRELY AUTOMATIC. 
USED EXTENSIVELY 

BY THE СРО. j 


& COMPANY, LTD., 


LONDON: FARADAY WORKS, 
25, Victoria Street, S. W. 


NEWCASTLE : LEICESTER. 


52, Blackett Street. 
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Telegrams: ‘Gearing, Hudd. Estd. 1860. 


FOR 


TURNED WORK 


AND 


MACHINE 


Of every known variety, shape, 
and size. In any Metal. For any 
purpose. Send your Inquiries 


» р Quotation per return. - R E D U C | МО 
THE AUTOMATIG STANDARD | 
. . SCREW GO., LTD., | | Гэ 


| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
HALIFAX, Eng. DAVID BROWN & SONS un) LTD., 
| 
| 
| 
| 
| 


Telephone :—No. 992. Tel. Add. — STANDARD.” 
| HUDDERSFIELD. 


THE G ШЕ | Perfect in Construction. 
' Perfect in Action. 
SECRET 
| Si eee cess — INTERCOMMUNICATION 


London, W.C. 


Sole Agents for Scotland :— 
Messrs. Watson & Whyte, R M E N Г. 


19, Waterloo Street, Glasgow. 


Contractors to 


H.M. Post Office, War Office, DN. 
Admiralty, India Office, . " Rebesi” (Reg.) System ко» ап Purposes. 


Colonial and other 
Patented Systems For 3 nae ne, саре 


ө 
Pneu пп a ti C | Tu bes Automatic constant Current Sisters. 


Government Departments, High Pressure Systems For Long Distances. 


London Oounty Council, | 
British and Fore Hand Power and Control Systems. 
Railways. cee 


" REBESI" Patent SYSTEM installed com- 
Electric Clocks plete with Wiring, Batteries, &., or MASTER 
12249 Cental CLOCKS, SECONDARY DIALS, wi 

тоердо 14406 City materials supplied only. 


Codes A.B.Q 


Telegrams : .'' BUPRA, LONDON.” 


REID BROS.. ENGINEERS, „ЫЛ? 
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gtROMO7, 


NK AW. Manches, ‚ Фе 


АМО 


К 


49, Queen Victoria Street. 


LIMITED, 


ON ADMIRALTY, WAR OFFICE and INDIA OFFICE LISTS. 


McDowall Circular Saw. 


MOTORS 


FOR DRIVING ALL TYPES OF 


WOODWORKING MACHINES. 
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Takes the same current 
as a 32-C.P. lamp. 
AR (BASTIAN PATENT). 


Real Red Heat. 


Price 6/6 (ана). 


Write for баай: to— 


LIBERAL TRADE TERMS. TME LONDON ELECTRICAL TRADING GO., LTD., 


| : (Dept. B.), 21, Bread Street House, LONDON, Е С. 


Everett, Edgcumbe Power-factor Indicators or Phase 
Meters are made for single and Polyphase circuits, 
and in the lat'er case for both balanced and 
unbalanced loads. They indicate both lagging and 
leading power factors, and on both motoring and 
generating currents. They are thus of great value in 
sub-stations where rotary converters are employed. 
The finish and appearance of the instruments are 


of the very highest class. 


EE PE TT, 2056032 : е н нна 


9 CY..L£79., SEE 


ALL ride npon orriez: 117, VICTORIA STREET, WESTMINSTER. | CATALOQUE SHEET 23. 


WESTON ECLIPSE 


D.C. SWITCHBOARDS are of the "soft-iron" or 


electro · magnetic type,” but in their electrical and mechanical characteristics they 
are so far in Teri of all preceding forms of soft-iron instruments as to mark a 
new epoch in that type of Instrument. 

They are durable, accurate, ‘‘ dead-beat,” practically free from hysteresis and 
temperature errors, and they possess the WESTON high grade finish through- 
out, and for such good Instruments they are inexpemive List Price from 
ESQl-. SEE OUR BROCHURE D 2 A. 


WESTON ELECTRICAL INSTRUMENT 60., 
Audrey House, Ely Place, Halbera, LONDON, E.C. 


| Glasgow Addrese: 
Telephene No.: 2029 Holborn. WESTERN ELECTRIC co., Ltd., 49, West Campbell Street. 


Telegssphie & Cable Address: Pivoted, London." Johannesburg, S. Africa: F. PEABODY RICE, 99, Standard Bank Buildings) Harrison Street. 


INSTRUMENTS ʻo” 


* — — Р — . 


——— 2 — ———— 
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` Holland House, Farnham. 
Electrical Contractors, Messrs. Child & Hill, Farnham. 


A recent installation carried out by means of 


Protected by Patents. 


Wiring System is the easiest, neatest 
and most economical system yet intro- 7 ; |] 
duced. @ It can be run down walls, E Б | 


alongside door frames, and behind picture —x , 
moulding, in such a manner as not to Wiring 7 йе, 
appear unsightly. © Existing decorations : a 

and fixtures are not disturbed nor damaged irr 
when The Henley Wiring System is 
used, and the workmen are finished and 
off. the premises quicker than with other 


methods. 


For surface wiring The Henley - | 


` 


A NEW 

| METHOD 
9 

Electrical 


@ Write for new Booklet G, which 
explains the system in non-technical 


| language. | wr | 


W. T. HENLEY'S TELEGRAPH WORKS 00., ui 
Blomfield Street, 
| LONDON, 


* ved tu z 3 


Sr t- OF 
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Our NEW CATALOGUE 1912—13 is now 


ready. We shall be pleased to send a copy 


on receipt of post-card. 


OSRAM 
MAZDA 


AND OTHER CONFERENCE LAMPS. 


Also write for particulars of our combined 
lamp contract scheme. 


DRAKE & GORHAM, E 


ETT = LONDON : 1, Felix street, S. E. | 2 
5 | MANCHESTER : 47, Spring Gardens. ‚ооз TM anche. 


“ ACCUMULATOR," GLASGOW : 50, Wellington Street. 2199 не lasgow. 


MANCHESTER or GLASGOW, 


" SWIFTSURE,” LIVERPOOL, LIVERPOOL : 37, School Lane. 


BEL „ Hou а bar pi 0 "HE o M DU ahill): BRISTOL —6, Bristol Bridge (Mr. W. H. R. Clea 
idings, ce); 


ve): 
UBLIN—Norwich Union Chambers, Dawson Street (Mr. D. d. Doolan): 


OCAROIFF—Drag ul Pac 
LEEDS—11, Upper Miil Hili, Bo Gar ipu 1 Mp ick Bro P MIDDLESBROUGH-—392, е Road (Messrs. J. T. Bell & Со.) 
NEWOASTLE-ON-TYNE —25, Pilgrim ве et (Mr. B. T. Dale); SHEFFIELD—74, Hig h Street (Mr. Wm, — 


WOTAN 


m — ——— t" —Am — — — — 
D ал н — 
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WHY WE WILL NOT CUT PRICES 


WE could build the Excello for at least 30°/o 


less cost, and it would still look the same; 


we could even make a Flame Lamp which would 


maintain an arc, and sell it at half the price of the 


EXCELLO. Some do. 


But into such a lamp we could not put fine 
workmanship and the best material; nor use our 
present perfect factory-organisation, our rigid inspection, 
our highly-paid, highly-skilled labour—all of which are 
factors in the success of the Excello, producing that 
evenness of running and sound lasting qualities which 
are among its characteristics. 


Nor, without these characteristics, could we give 


with each lamp our unique two years warranty. 


We do not intend to cut the cost on these lines. 
We offer the best Flame Lamp on the market—a lamp 
that will last, and give perfect satisfaction over the 


whole of its lengthy life and in selling it you secure 


both profit and satisfaction. 


SEE THAT YOU GET THE GENUINE EXCELLO. 


Union Elects 
| ja 
| "WARK 51. “souTHWARK , = оком SE 


TTT 
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CONTRACTORS’ COLUMN. 


(The following information is published in the interests of electrical] contractors and others who are seeking for opi 
Considerable expense is incurred in the production of this column, and every care is taken to ensure that the ыйы ae oe n ина. 
but it will be understood that in а matter where so many correspondents are engaged, and where the amount of information to be handled =, 


large, this cannot.always be guaranteed. If alleged inaccuracies are reported to the Editors, they will be fully investigated.) me: ery 
ABERDEEN.—Conversion of houses in Stevenson Street into business pre HARROGATE.—Alterations, &c., to Christ Church Schools: Rev. D. 8. G 
mises, for the Northern Loan Co., Ltd.; G. B. Mitchell, architect, Alterations to premises, King's Arcade, for J. W. Close. Alterations 
148, Union Street, Aberdeen. Conversion of building at junction to promisas, Montpellier Parade; G. R. Leach, architect. Additions 
of Great Northern'Road and Smithfield Lane into cinematograph and new motor garage, for the directors of the Grand Hotel С). 
theatre, for J. Clark, ironmonger, Peterhead. Ltd. : 


ABERY8TWYTH.—Proposed new agricultural buildings in connection with | HORSHAM.—Two schools, New Street; W. Sussex, architect, Education 


University College (£20,000) ; Ald. D. C. Roberts, Senior Treasurer Offices, Horsham. | 

to the Council, Aberystwyth.  . HOWDEN (near GooLE)—Proposed new Wesleyan Sanday School premises; 
ACCRINGTON.—Proposed rescue station ; Becretary, Lancashire and Cheshire Rev. P. Callier, Wesleyan minister. | 

Coalowners' Association. HUNGERFORD.—Extensions to Wallingtons, Kintbury (£8,000); Н. Freyberg, 
ATED RIE. Proposed extension or county buildings ; 85 Rennie, County Bur- architect, 24, Cromwell Place, Kensington, B. W. 

veyor, ndyhills ettleston asgow. ntemplated further IFIELD (near CRAwLEYy).—Proposed new school (450 places), for the W 

fever hospital accommodation. (£12,000); H. Inglis, Burgh Sur- Sussex C. G.; County Architect, Hon E h ша 

veyor. IRVINE.—Conversion of the old Artillery Drill Hall, West Road, i i 
en ; F. B. Dunkerley, architect, 17, St. Anne's Square, hall, for A. Strang, Princess Street, Kilmarnock. polis: 

anchester. KINGSTON-UPON.THAMES.— Proposed hurch (£ А 

ASHTON-UNDER-LYNE.—Proposed hall in connection with the parish tive Methodist нара e ЛОР ре РШ 


church ; Rev. F. В. C. Hutton, Rector. 


LARGS (N.B.).—Chil s H ; P. Cald wel . Largs. 
AYR.—Refrigerating factory and plant (£4,000); F. 8t. Clair Williams, archi- Vl 


LEIGH.—Mill, for Taylor & Bons, cotton goods manufacturers; Bradshaw and 
tect, Bandgate Btreet, Ayr. Gass, architeots, 19, Bilverwell Street, Bolton. 
pecs ene for Bacup Co-operative Society, Rochdale Road (£3,000); LEHITTH.— v. F. church hall; G. Craig, architect, 85, Duke Street, Leith 
. Cropper, architect, St. James Street, Bacup. : : E К | 
BARNSTAPLE.—Swimmiog baths (£8,000); E. Y. Saunders, Surveyor, Town | LEOMINSTER Proposed mew Н] hall, near the Territorial premises in 
BECCLES 5 (after fire) of premises, for Orisp & Sons Association, Ehe Barracks; Hereford. 
maltsters (damage £20,000), ? Ы e ыы шы buildings; В. А. MacBrair, Burveyor, Town 
BENFIELDSIDE.—Picture ball (£3,000) ; J. Eltringham, architect, Derwent : | 


Street, Blackhill, Co. Durham. LIVERPOOL. —Proposed new Council school in Netherfield Road South (1,000 


BINGLEY (near K&iGHLEY).—Proposed extension of Sunday school premises, places); J. G. Legge, Direotor of Education, Education Offices, Bir 


: à А Thomas Street, Liverpool. 
i Н 0 е [] 2 2 4 
Robson, Girouit Minister. Methodist Church; Rev. W. J. | LONDON (W.).—Business and residential buildiog; F. W. Pelham-Palgrare, 


BIRMINGHAM.—Contemplated new school at Erdington; J. A. Palmer, surveyor, 8, Argyll Place, W. 


Secretary tothe Education Committee, Education Offices, Edmund (HoLsonN, W.C.).—Business premises, Queen Street; Bird and Walters, 
Btreet. "Ygchool, Willow Avenue; H. J. Buckland, architect, architects, 64, Beymour lace, W. 

Norwich Chambers, Congreve Street, Birmingham. Theatre, Soho MALTBY.—Proposed new police station for the West Riding Standing Joint 
Hill; T. Silver, architect, 120, Soho Hill, Birmingham. Theatre at Committee; County Architect, County Hall, Wakefield. 
Erdington ; A. Hamblin, architeot, 115, Colmore Row, Birming- MANCHESTER.—Proposed girls’ school adjoining Alfred Street School, 
ham. Bottling stores, Cope Hill; W. H. Gibbs, builder, King's Harpurhey (22,000); С. H. Wyatt, Director of Education, Education 
Heatb, Birmingham. Offices, Deansgate, Manchester. Prospective rebuilding, after 

BLACKPOOL. contemplated extensions at fhe Victoria Hospital, for the fire, of ofl and tallow works, for H. Green & Son, Pump Street. 
ard of Management. esleyan Sunday Schools (£2,750) ; Potts, TC osed r i " 
Bon & Hennings, architecte, Victoria Street, Manchester. MARS EDD с торосоа n qne DEBA Font (55,590 ;: Pastor 


BLACKWOOD.—Hall; H. & D. Barclay, architects, 245, Bt. Vincent Street, NEWCASTLE-ON.TYNE.—Large clubhouse at Gosforth Park, for the 
Glasgow. Northumberland Golf Club; D. Hil! (Graham & Hill, architects), 
BOLTON E oe new Banoo) and кошор ce tha bilna, off Minden 6, Eldon Square, Newcastle-on-Tyne, 
ова; Н. Sissons, Court Chambers, Mawdsley Street, Bolton. | NEWTLYN.—S8chool; Н. Maddern, architect, Morrab Road, Penzance 
Central hall, for Lancs. Miners’ Federation (£6,000); Bradshaw and : on : в A. к 
Gass, architecta, 19, Silverwell Street, Bolton. NEWPORT (Mon.).—8chools for defective children (£4,000); J. Bain, archi. 


: Р tect, Shire Hall, Newport. 
BOOTLE (near LivenPooL).—Alterations and additions to Territorial head- 4 | 
uarters, Park Street; H. L. Beckwith, architect, Bank Chambers, | NEWPORT (Istre оғ Wiont.—Semi-detached villas, Cypress Road; T. aad 


Cook Street, Liverpool. | E. W. Jenkins, builders, Upper Bt. James's Street, Newport. 
: ill; е e orris, 
R Hawkmoor Estate ; E. H. Harbottle, architect, Gino Gom A sn ш ай der, 
unty Chambers, Exeter. m i Ded ; 
BRIGHTON.—Proposed alterations to old workhouse and new infirmaries W SEN п 


£1,710); B. Burfleld, Clerk, Guardians’ Offices, Brighton. : 

BRITON 5 school at Cwrt Bart; W. E. R. Allen: Deputy Clerk | NORWIOH.— Additions to East Anglian Institute for Blind and Deaf Children 
to the Glamorgan C.C., County Hall, Cathays Park, Cardift. (£2,175), for the Governors. 

BROADWAY.—Alterations and additions to Childswickham Schools, for | NOTTINGHAM.—Probable re-erection, after fire, of factory, Stanford Btreet, 


: : : for J. M. Perry & Co., Ltd., apron and pinafore manufacturers 
сене O. O.; В. 8. Phillips, architect, Shire Hall, (damage several thousand poun ds). 

BURNLEY.—8chools, Padiham Lane (£8,000), and Burnley Lane (£8,000); OLDHAM.—Extensive alterations to business premises, 25 and 27, Manchester 
H. Littler, County Architect, 16, Ribblesdale Place, Preston. Street, for Mr. Phillips, fancy goods dealer. 

BURSLEM.—Re-erection (after fire) of portion of works at Midland Tileries, ONGAR.—Alterations at workhouse; A. Richardson, Clerk, Guardians’ Offices, 
Longport, for Boulton & Co. (damage over £1,000). High Ongar. 


BURY.—Probable re-ereotion (after fire) of portion of Hudcar Mills, Free. | PETERBOROUGH.—New business premises in Midgate, for T. L. Barrett, 
town, for the Bury Felt Manufacturing Co. (damage £5,000). draper, Midgate. Motor-omnibus depót, Lincoln Road, for the 


, р Peterborough Tramway Co. i 
BUXTON.—Rebuilding Bi. Mary's Church; Vicar. PONTARDAWE.—Probable re-erection, after fire, of Tawr Printing Works, 


CARDIFF.—Rebuilding premises, Queen Street Arcade, for Messrs. Lewis, Holly Street, for T. O. Jones (damage about £1,000). New offices at 
house furnishers. the works of W. Gilbertson & Oo., Ltd., steel and tinplate manu- 
. Hospital; O. O. Baines, Surveyor, U. D. C. Offices, © facturers; J. C. Rees, architect, Parade Chambers, Neath. 
gnton. — А L 
CHESTER.—Proposed housing sch eme (£8,000); W. M. Jones, City Surveyor. RAINHAM RE Cement factory; P. E. Spoor, Rede Court, near 


CHESTERFIELD.—Extensions to Holy Trinity Church, Stonegravels; Vicar, ROCHDALE. - Contemplated additional Sunday school accommodation ; Vicar 

CLITHEROE.—Proposed church institute at Chatburn; Vicar of Chatburn. 7 of Bt. Clemente. 

CLYDEBANK,— Alterations to premises, Dumbarton Road, for the Clydebank E!! ee es ee 
and District Water Trust, , A | 

COLCHESTER.—Proposed baths (£8,000; H. Goodyear, Surveyor, Town BT. HELENS.—Proposed new school in connection with the Welsh Presby 


terian Church, St. Helens Junction; Rav. J. P. Jones, Pastor, 7, 
Hall, Colchester. Hardshaw Street, Bt. Helens. Contemplated rescue station ; 
COLWYN BAY—Additions to Royal Hotel, for Worthington & Co., Ltd., Secretary, Lancashire and Cheshire Coalowners’ Association. 


brewers, Burton-on-Trent. 


COTTINGHAM (near HvLL).—Alterations and additions to schools for the East 
Riding of Yorks O. C.; Building Surveyor, County Hall, Beverley. 


SCARBOROUGH.—Proposed harbour improvement and extension scheme; 
.J. Barron, civil engineer, 214, Union Street, Aberdeen. Proposed 
structural alterations at the Londesborough Theatre and new café; 


CROYDON.—Thirty-two houses, Bingham Road, Addiscombe ; A. C. F. Ducket, | | (new company being formed.) 
18, Addiscombe Avenue, Croydon. | BEDGEFIELD.—Hospital ; J. Stones, Surveyor, Council Offices, Sedgefield. 
DALTON (near HuDDERSFIZLD).—New Wesleyan church and Sunday schools. I MOM to шю; for Horlick's Malted Milk Co., Lid., infante’ 
N N Y —Prop 2 a è rril B Or To Hall D А 7 O. man acturers. 
s жерш T Abk SOUTHAMPTON.— Works, Western Shore, for Pirelli, Ltd., manufacturers of 
DENTON (near MANCHESTER).— Proposed rescue station depot; Secretary, Lan- electrio cable, &c., 45, Basinghall Btreet, London, E.C. | 
cashire and Cheshire Coalowners’ Association, Manchester. . 
; BSOUTHMINSTER (Essrx).—Re-erection, after fire, of motor works (lit by elec- 
DEVONPORT.— Municipal buildings (£70,000) ; J. F. Burns, Surveyor, Town - tricity), North Street, for the Southminster Motor and Cycle Co.; 
vnica aede 1 ТРИГЕР A8 8 к — W. H. Nix, manager (damage £1,000). 
DONCASTER.—Propo new club premises aroroft; Secretary M. m } 
DOUGLAS (Івтж or Max).—Picture theatre, Walpole Avenue, for H. B. Myl- гваш . | 
chreest ; J. Н. Cowle, architect, Douglas. BTIRLI Ne ered (£2,500); J. Allan, architect, 82, Dumbarton Street. 
DUBLIN.—Hall for the A. O. H., Rutland Square; A. Scott, architect = : 
49, Upper O'Connell Street, Dublin. ' ' | BTOKE-ON-TRENT.—Proposed Church of England Boys’ School, ёс. 


(£5,000); Rev. C. R. Cotter, Vicar of Fenton, Stoke-on Trent. Pro 
posed school for girls; W. L. Copeland, Education Offices, Stoke. 


DUDLEY.—Proposed new St. John’s Church and vioarage (£9,000); Right 
STOW MAREBT.—Additions to Sir Robert Hitcham Girls' School, Debenham ; 


Rev. the Lord Bishop of Worcester, Hartlebury Castle, Kidder- 


minster, ^ ` Lane 
DUNDEE.—Workshop, Ward Road, for the Dundee Water Commissioners, e ИНО MIN 
Alterations to property in West Henderson 's Wynd, for А, | STUDLEY.—School; J. Willmott, architect, 6, Waterloo Street, Birmingham. 


ELLAND.—New church; Pastor, Southgate United Methodist Church, | BUNDERLAND.— Proposed hall; Wright & Chapman, architects, 88, Grainger 


Elland. ; Street, Newcastle. Extensions to works, for Lynn & со 
FLEETWOOD.—Proposed drill hall in Bold Street, for the West Lancs. "eren ur ee ARE & Т. В. Milburn, architects, 90, Fawcett, 
Territorial Force Association ; Col. J. A. Edelsten, V.D., Secretary treet, Bunderland. — T 
to the Association, 21, Islington, Liverpool. RONDA нев 8 ыеп at Pentrechwyth; Rev. J. 1. 
— hurch at Low Fell; Rev. A. Simmons stor, Low ogers, Congregational Minister. 
ЕСО Tall Presbyteri an Church, Gateshead. gioi ee (40:090) ; J. & H. v. Eaglesham, architects, Wellington 
GLASGOW.—Contemplated new training college (for 1,200 students) at Jordan- Chambers, Ayr. : 
hill, with demonstration school and hostel accommodation ; Rev. WAKEFIELD.—Proposed new St. Michael's Church, in Alverthorpe saved 
Dr. J. Smith, Glasgow Provincial Committee, care of Royal Tech- Alverthorpe; Rev. T. H. Bywater, Rural Dean. Phthisis hospi 
nical College. (£1,500) ; of Guardians. 


HALIFAX.—Club house for the West End Golf Club (£2,000); C. Fox, 7, | WALLSEND.—Sixty-six houses, near Rising Sun Colliery, for the Walleend 
Rawson Btreet, Halifax. | | and Hebburn Coal Co., Ltd., Exchange Buildings, Newoastle-on 
HANDSWORTH.—Tramcar sheds; Harrison & Cox, architects, 109, Colmore Tyne. 
Row, Birmingham, i . (Continued on page xxvi.) 
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DICKINSON'S 
PATENT COVER 


PATENT Nos. 1302 and 5745/1 


JOINT BOX FITTED WITH DICKINSON’S PATENT COVER. 


The use of this cover avoids all troubles due to the 
shrinkage of compound during cooling. 


“Topping ир” and „filling by layers" are rendered 
- unnecessary. After pouring with compound the box may 
be buried immediately, thus effecting a considerable saving 
both in money and time. The compound sets hard, and 
it is impossible for air-pockets or blow-holes to be formed. 


Any type of joint box can be fitted with this cover at 
a small extra cost. 


BRITISH INSULATED & HELSBY CABLES, 


ELECTRICAL CABLE MAKERS AND ENGINEERS LIMITED, 
Head Office - - - . «a PRESCOT, LANCASHIRE. 
Works - - - += - «a PRESCOT and HELSBY 
| BRANCH OFFICES 
LOH DON—Lennox House, Norfolk Street, Strand. MANCHESTER—3. Parsonage Blackfriars. GLASGOW —260. 8t. Vincent Street. 
BIRMIRGHAM—9, Livery Street. CARDIFF—1 & Western Mail Chambers. NEWCASTLE-ON-TYNE—383, High Bridge. 


DUBLIS—17, Crow Street. ^. BELFABST—11, Queen Street. 


CONTRACTORS’ COLUMN. Continued from pago xxiv. 


WALBALL. Proposed new post office, for H.M. Office of Works; C. 8. 
vington, Postmaster, Walsall. Proposed new 8. Peter's Boys 
Sabo (82,000); Rev. C. B. McOreery, Vicar of Bt. Peter's. Addi - 
tions to the Blue Coat Sohool (£1,000), for the Managers. 
NEDDINGBORGUGH: —Isolation hospital; Sharman & Archer, architects, 
Bheep Street, Wellingborough. Buildings for London City 
and Midland Bank; T. B. Whinney, architect, 8, Old Jewry, E.C. 
WEYMOUTH.—Alterations to bottling store, Lower Bond Street; Crickmay 
and Son, architecte, 49, St. Mary Street, Weymouth. ‘Alterations 
to London Hotel: 8. Jackson, architect, Bridge Chambers, 
Weymouth. 
WHITBY.—Additions to Raithwaite Hall; H. G. Walker, architect, Golden 
Lion Bank, Whitby. Alterations and additions to the Royal 
" Hotel ; the " Proprietor. Proposed sewerage and sewage disposal 
works at Bleights ; G. Buchanan, Surveyor to R.D.C. 
WYKE (Braprorp).—Weaving shed at Norwood Green, near Wyke; Moore 
and Crabtree, architects, York Chambers, Keighley. 


ies’ tailor and furrier. Proposed extension of the tramway 
depot, near Fulford Road; Tramways Manager. Proposed school 
for defectives; Becretary, City Education Commitee: 


The 


"Electrical Review's” Suggestions 


for dealing with 


Apparent Death from Electric Shock 


should be In every Generating, Transforming 
and Motor Heuse. 


Mounted oa Cardboard, 15. sach; Postage 3d. extra. 


H. ALABASTER, GATEHOUSE & Co., 


4, Ludgate Hill, Londen, E.C. 


EUN v7 YD oe SS SANI ARARA 


PERMANENT 
E: MAGNETS ж 


FOR ALL PURPOSES. IIR 


W. F. DENNIS & G.,; 


49, QUEEN VICTORIA ST. LONDON EC. 


Sole Agents in United Kingdom 
e HEINRICH REMY, GmbH HAGEN fn. 


1,000 KWT. “HOWDEN” TURBO ALTERNATOR, 


Installed at 


Messrs. James Scott & Sons, Ltd., Dundee. 
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YORK. PA IM to business premises, 22, Coney Street, for J. Grisdale, 


JAMES HOWDEN 


GL A. $$ OW. 


Patentees and Manufacturers of 
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ELECTRICAL. 


SWITCHBOARD 
INSTRUMENTS. 


VOLTMETERS, 
AMMETERS, 
WATTMETERS, 
OHMMETERS, 
IN 
ALL SIZES 
AND 
FOR ALL KINDS OF 
CURRENTS. 


Жү M пинор „V 
А AwPERE "LS 


Highest 
Accuracy. 


Finest 
Quality. 


Absolute 
Reliabilily. 


PORTABLE 
Precision Instruments 


FOR 


à 
em os 


Insulation Testors. 


DISTANCE 
THERMOMETERS. 


Apply for special List “A.” 


HOWDEN’S Forced Draught. 


WALLSEND-HOWDEN 
011 Burning Sgstem. 


Fans for Suction Draught, 
Ventilating, att. 


Patent Combination Water 


Steam Turbines of the 
" IMPULSE " Tope & 


HIGH-SPEEO STEAM ENGINES. || 


—— M 


un Boilers, | 
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Over 300 Electric Light Station Furnaces 


stoked by “ ROCTOR™ GHOVEL GTOKERS. 


ШШЕН PATENT 


Darlington, Southport, Tynemouth, Wigan, Harrogate, Bournemouth, 
Huddersfield, Batley (to mention a few), selected the PROCTOR" STOKER 
and MOVING FIRE BARS to take the place of the expensive hand-firing 
method—they did so because money could be saved on the wages bill and cheaper 
coal eould used also—another saving—so the money expended on the 
^ PROCTOR” STOKER installation is all coming back, back again in the 
annual saving—but the PROCTOR” STOKER has such a long working life 
that after handing back its own cost—it makes a handsome PROFIT for the user! 
while the cost of upkeep is not worth mentioning. 

" PROCTOR'S'' COAL ELEVATOR fitted with the PATENT RAM FEED 
BOOT—and used im conjunction with the STOKER—makes the Boiler House run 


JAS. PROCTOR, LTD. 
HAMMERTON STREET, 


IRONWORKS, Меен. The RAM FEED BOOT makes every bucket сыту а FULL LOAD 
every journey—NO JAMMING can ocour—and the WEAR and TEAR is 
BURNLEY. 75 PER CENT. LESS than in the ordinary elevator. 


- — B fan er — —— a Me MN 


SWIVEL mi TRUNNION, 
DESK and BRACKET 


moer A. C. 
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12° D.C. TYPE AS BRACKET FAN. m 


WE MAKE ALL KINDS of ELEOTRIO FANS for any TENSION or PERIODIOITY. 


ERCOLE MARELLI & CO, (of Milan 


Works: Sesto 8S. Giovanni. 
LON Мол, ка E. C. 2 26, Garlick Hill, Queen Victoria Street. , — Teertore: ve сыа 


-—A— E. — ` 


ESTABLISHED 1827. TELEGRAPHIC ADDRESS: " UNSWORTHY, DEBBY.” 


d. B. UNSWORTH & SONS, Ltd., CEES LANE миз 


Manufacturers or Electrical Wires of Every Description for Electrical Instruments, ae Wachines, Telephones, and Electric Bells. 


INSULATED LINE WIRES AND CABLE. 


REC? = ARE THOROUGHBRED, 


EKTRIK | AND POSSESS A 


ACCESSORIES 


30 YEARS PEDIGREE. 
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FEEDER PILLAR 


Makers of 
all kinds of 


Makers of 
. all kinds of 


TRANSFORMER FEEDER . 
PILLARS, 


ARC 
LAMP 
PILLARS. 


INCANDESCENT 
LAMP 
PILLARS. 


| No. 1326 (Registered Design). 
MADE IN TWELVE STANDARD SIZES, BUT 


BRACKETS, QUOTATIONS ALSO CORONAS. 


GIVEN FOR OTHER SIZES. 


These Pillars are of very nice appearance, are thoroughly 
good castings, and are very éfficiently ventilated. Each Pillar is 
provided with two doors, hung on massive ornate malleable iron 
hinges pivotted on # in. dia. Brass Pins, and each door is fitted 
with a good Brass Lock. The first six sizes measure 4 ft. high 
overal above ground, the next 5 sizes, 4 ft. 3 ins. high, and 
size 5, 4 ft. 9 ins. high above ground. The underground part of 
all sizes is 1 ft. 8 ins. long. | 


CARRIERS. STANDARD SIZES : MANHGLES. 


Inside Dimensi8ns. Clear Openings of Doors, 

Size 1 19 x 12 ins. 88 x 15 ins. 
4, la 19 x 14 ins. 83 x 15 ins. 
» 1b 21 x 12 ins. 33 X 17 ins. 
2 21 x 14 ins. 88 x 17 ins. 

‚ 2a 21 x 16 ins. 33 x 17 ins. 
2c 21 x 18 ins. 33 x 17 ins. 
2b 25 x 14 ins. 86 x 21 ins. 

3 25 x 16 ins. 86 x 21 ins. 
3a 25 x 20 ins. 30 x 21 ins. 

„ 3D .. 91 x 16 ins. -— 36 x 27 ins. 
» 4 8 31 x 20 ins 86 x 27 ins. 


‚б 825 36 x 21 ins. ds 42 x 83 ins. 


ENQUIRIES SOLICITED. 


HARDY & PADMORE, LIMITED, 


ONLY ADDRESS « WORCESTER, ENGLAND. 


B — 
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PERFORATED LEAD 


For ACCUMULATORS, etc. 


PERFORATED STEEL 


For RESISTANCE BOXES, etc. 


W. BARNS & SON, 
GLOBE WORKS, HOLLOWAY, LONDON, N. 


Por Instructions on Cleaning and Pollshing 
Electrical Fittings and Electric Cookers, read 


CANNING'S HANDBOOK ON 
POLISHING, ELECTRO-PLATING & LACQUERING. 


Fully Illustrated. Price 2s. За. post free. Abroad 2s. ба. 


vw. CANNING & CO. BIRMINGHAM. 
LONDON: 18/20, ST. JOHN'S 8Q., CLERK" NWELL, Е.С. 


RALPH NEAL, 


Maker of Presses, Press Tools & Punches, 
Of Every Description for Electrical and Mechanical Engineers. 
BLANKS, WASHERS, PRESS PIERCINGS, DIE STAMPINGS IN 
STE EL, BRASS OR ANY MATERIAL FOR THE TRADE, 


LABELS and NAME PLATES A SPECIALITY. 
49 & 50, PERCIVAL ST., LONDON, E.C. 


Telephone: 4948 Central. 


“CANTIE” SWITCH MFG. CO., 


CONTRACTORS [0 THE ADMIRALTY, 
NOTTINGHAM. 


SWITCHES. SWITCH FUSES. 
INTERLOCKING IRONCLADS. 


DANIELS’ PATENT GAS PLANTS. 


Pressure and Suction. Large numbers working. 
Simple. Reliable. Efficient. Bconomical. 


DANIELS’ HIGH-SPEED PUMPS. 


With Gutermath Patent Spring Valves. 


DANIELS’ GAS ENGINES. соо, 


T. H. & J. DANIELS, Ltd., Engineers, STROUD, Eng. 


TH NEW 


BASTIAN iN METER. 


ALWAYS RE RELIABLE. 


MANUFACTURED and SOLD ONLY by 


BASTIAN METER CO., Ltd., Kentish Town, N.W. 
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BLOCKS, CLEATS, BOARDS for SWITCHES, 
S in stock and made to any design. 
è}! ACCUMULATOR CASES, BATTERY BOXES, 
made to order on shortest notice. 


is ў S 
SW g SS AS 
Ni 1 CON = 
NY N NS NS ғ d 
SS , NN DF 
УХ КО: "Y UN 
NS A~ С, SY LS 
d VR NE =? M UNS NEN 
ERPS Sn S SS 


Timber Moroliadts & Mouldia ge Mannfacturerh." 
YARDS ( 58E, WILSON STREET, FINSBURY, E. C. | Telephone: 
and IL LS, 107-8- 9, Snows Fields ‚ Ne |'wcomen St., Boro, S. E. No. 1168, 
LONDON. Palmer Ad., Green St. ,BETHNAL GREEN N.E. ) London Wall. 


Please write for Latest Illustrated Price List“. 


WARM FEET. 
COOL HEAD. 


ELECTRIC HEATING CARPETS, 


THE ELECTRICAL REVIEW. — 


THE THOMSON 


ELECTRIC LAMP 


Required by the the Meter Reader. 


Price .. sò os es 17s. 6d, (Postage 
Voltage 2 Volts extra.) 
Current Consumption of 


Glow Lamp 0*B Amperes 


Hours of Ligh; es * 6 to 8 Hours 
Size jè ee - 8} x 2 Inches 


Welzut 9 Ounces 


Description, Strong Handsome Nickel - plated 
Case, with Sliding Front, fitted with Turret, 
Reflector, and Powerful Bull’s- eye. Improved 
Bwitch, Unspillable Acoumulator, and Glow 
Lamp, complete, 


WRITE FOR NEW CATALOGUE. 
BoLE AGENTS; 


L. E. WILSON & CO. 


Tel. Add : 
urere, 20, Cross Street, 
MANCHESTER. 


Pelep.; Ge Bet. 

е ADUNCAN WATSON: С° 
V 62 BERNERS STREET, Lompon, W. 

THE MOST EFFICIENT ELECTRIC 

VACUUM CLEANER 


Licensed unde: Booth’s Patents. 


LIST ON APPLICATION. 


The HAGEN ACCUMULATOR WORKS, 


15, Holborn Viaduct, LONDON, E.C. 


Armature and Coil — Q B О. 


REGENERATIVE 


SURPRISINGLY ECONOMICAL AND EFFECTIVE. 


Н. W. TURNER, „StNr, MANCHESTER, S. E. 


Diploma of Honour, Turin, 1911. 


Electrically Heated Mats, Bed Warmers and Medical Heaters. 
MOST RATIONAL FLOOR HEATING OF THE PRESENT TIME. 
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gauge wire, run, therefore. at № very low stress, 
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EASTMAN & WARNE, 


241—3, Acton Vale, London, W. 
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| THE “BARROW” SYSTE 


OF STREET LIGHTING. 


==) 
М 


CHEAPLY 
NO “WIRED. 
SHADOWS. 
T THE 
PERFECT COMING 
DIFFUSION METHOD OF 
OF STREET 
LIGHTING. 
LIGHT. | 


| THE MOST EFFICIENT. LEAST EXPENSIVE. 
SPRING SUSPENSION OBTAINED IN ITS IDEAL FORM. WILL WITHSTAND THE HEAVIEST GALES. 


Write for Particulars and Convincing Data to 


THE WARDLE ENGINEERING CO., Ltd., 
196, DEANSCATE, MANCHESTER. 


POWER WITH ECONOMY. | 
THE 207" CENTURY MATERIAL 
M IRRL EES-DI ES EL POSSESSING EXCEPTIONAL INSULATING PROPERTIES 


OIL ENGINES. 


British Made. 


Best and most reliable for Electricity 
Works and Private Power Stations. 


UN 


Samples and Prices on application to :— 


PALLENDER'S CABLE & CONSTRUCTION Co., 


375 B.H.P. Mirriees-Diesel Engine. 


Wow N 


BUY FROM THE MAKERS: 


LIMITED, 
: MIRRLEES, BICKERTON & DAY, Hamilton House, Victoria Embankment. 
ý HAZEL GROVE, STOCKPORT. LONDON, E.C. 


Voledrams : ” Callender. Loadoa." Telephone: 1015, Helbeva. 


| _ . Loin Office: 122, Cannon Street, E.C. 
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Townshend’s Art Metal Co., Ltd. 


Hydraulic Speed Governons, 
Gordon, J., & Oe. 


Indis-R e ири 
Ru „P., AD 
Works Go., Lid. ph 


Instruments (Measuring). 


Adnil Rileotric Oo. 

British Thomson- Houston Co., Lid. 
British Westinghouse Е. & M, Oo., Led. 
Ellott Bros. 


Nelder Br r Bros. * oes. Led, 


Coutimued em mane xxmxi. 


Insulating Material (continued). 


Ivoride. 
Bonnella, D. H., & Son, Lid. 


Lacquers, 
Fred, Crane Ohemisal Os, 


Ladders. 
Heathman, J. H., & Co. Е 


Lamp Holders. 
Western Electric Oo. 


Lamps (Aro). 
British Thomson-Houston Oo., td, 
Grathorne & Green МИ. Ое, 
Drake & Gorham, L 


Bison ё Swan U. B. L. Oe, Lil - 


Bileotrical Oo., Ltd, 
General 81 


Co. 
| тый Ате LATOD ё NNNM Oh LM, 


Veritys L 


lamp (Carbon and ИР.) 
. 


Armorduct Mig. 
Brimsdown Works, Lad. 
British Thomson-Hcuston Oo., Ltd, 


Cryaeloo, Ltd. 

Edison & Swan U. . L. Oo., Б 

Electrical eering and Rau 
ment Со. А 

Feld Bros. k Oo., Ltd, 

Gabriel Lamp Co. 

General Blectrie Oc., Lakh 

Kra &J е 


Btearn Electric Poan Co. Ti Ltd. 
Wesdnghou 
у ghouse Cooper - Hewitt Co., 


Wholesale RES qu Lid. 
" 4" Miectrio Lamp Mfg. Co., Lid, 


Lamps (Portable). 
Wilson, L. B., & Oo, 


Lead Smelters. 
Pass ё Bon,-L4d, 


Lift Accessories. 
Кевпот, Thos., & Oo., Lid. 


NT нан. 
Wilcox, W. H., & Co., Lad, 


` Magnets. 
Dennis, W М, F., & Co. 
& Co., Led, 
Manufacturing Electricians. 
British Thomson-Houston Oo., Led. 


Metal Refisers. 


i Gemmell, W., 4 Oo. 


Mica. 
Jaroslaw, D. 

Taylor & Co, 

Wiggins, F., & Bons. 


петата, 
Adnil Electric Co. ous 


T. & Co., Ltd. 
Co, 


Dio! & Oo., Lid. 
Eleotrie ё Accessories Oo. 
Bleotremotors, А 

eral Bleetric Co., Lad. 
e 

pat y o& Оо, O0. Lid. 
Rhodes Motors. Lid. 
Sand ft, L 
Small Power о & Moter бо. 
Sun Eleetri ep 
Veritys 
Vickers, Ltd, 


Motor Starters & Controllers. 
Led. 
Adams . 


Omas. 
British Thomson-Houston Oo., Lud. 
Electrical Apparatus O0., Led. 


Eilisom, George. 

Mor, Е. PY ге. 
8 

Veritys Lad. 


Name Plates. 


Rndolithic Os. Le. 
Neal, B. Mis. : 


Y, 


ae ' 
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ШЕШ 4 GO, ro. 


General 5 Electrical Engineers and жан oa 


e. GATESHEAD. 


Contractors to British and у 7 «ыи: " WATERTUBE 
Foreign Governments. dl E BOILER 
| dg DS, 


ALL HEATING TUBES STRAIGHT. 


Telephones : 
Nat. 1070, 1078 Central. 
P.O. 187. 


Manufacturers of Steam and 
Eleotrioally-Driven 7— 


WINCHES, WINDLASSES, 

CRANES, CAPSTANS, PUMPS, 

HOISTS, also 

PROJECTORS, 

MIRRORS, LENSES, 

ENGINES, DYNAMOS, LONDON OFFICE: 

MOTORS, | ee. 50, Fenchurch Street, E.C. 

SWITCHBOARDS. | Teleg. Address : '' Cyclops," Fen, London. 
| 10-CWT. ELECTRICALLY-DRIVEN WHIP. 
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ARMSTRONG STEVENS & SN, 


WH = e STREET, 
BIR — M 


APPLIOATION. 


HIGH-CLASS ANTI-CORROSIVE 


LUBRICATING OILS 


FUR CYLINDERS, HEAVY BEARINGS, AND MACHINENY OF ALL KINDS. 


Cannot Correde, '" Gum,” or Clog.“ 
CYLINDER OIL, | GAS-ENGINE OIL, 
MACHINERY OIL, DYNAMO OIL. 


EFFICIENT AND .ECONOMICAL. 


Prices, Samples, and all Partioulars of- 


ENGELBERT & ÇO., ine 
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OLASSIFIED INDEX OF ADVERTISEMENTS.—(Continud from page xxxiv). 


011 Cans and Filters, 
Wells, A, O., & Oo. 


Ovens. 
Turner, H. W. 


Patent Agents, 
Cruikshank & Fairweather, Ltd. 
Lorrain, J. G. 

Raworth, J. D. 


Perforators (Metal). 
Barns, W., & Son, 


Petrol Alr Gas. 
Bafety Light, Ltd. 


Pillars. 
Hardy & Padmore, Ltd, 


Platinum. 
Edison & Bwan U. H. L. Oo., Ltd, 


Porcelain, China, &c. 
China Furniture Eleo, Fittings Mfrs, 
Association, 
Macint те, J., & Oo., Lid. 
Price, Powell & Co. 


Pulleys. 
Patent Cork Pulley 


B rra Pulley and à Mii Gearing | 


Co., L 
Pumps. 
Drysdale & Co. 
Gilkes, Gilbert, & Co., Ltd. 
Ward, William, & Co. 


Recording Instruments. 
Horn, Dr. 
Rose Bros. 


Rhadoonit. 
Maller, C. A. 


Adams Man E Lid 
B зданого ' " 


British Thomson-Houston Oo., Ltd. 
Isenthal & Co. 


Schools, 
International Corres. Schools, Ltd. 


Screws and Terminals. 
5 Ne doe & Son. 


Automatic Standard sorew Co, 


Davis & Timmins. Ltd, 
Moy, B. F., Ltd. 

Ross Courtney & Oo., Ltd, 
Veritys Ltd, 


Solder and Compounds. 
Auto-Controller & Switch Co. 


Stampings, 
чане, A. E., & Oo, 
Jenkins, R. 
Bankey, J., & Bons, Ltd, 


Steam Plpes. 
Dore & Oo. 


td. 
Underteed Stoker Oo., Lid. 


a ee, 
Gordon, Jas., 
Buperheater Unite, Ltd, 


Switchboards, 


Adams Manufacturing Co., Ltd, 
Bertram Thomas, 

British Thomson-Houston Co, 

British Westinghouse E. & M. dod 104. 
General Electric Co., Lid. 

Moy, E. F., Ltd. 

Reyrolle & 'Co., Ltd, 

Switchgear & Cowans (1911), Ltd. 
Veritys Ltd. 

Walsall Electrical Co., Ltd. 


Switchés, 


Bill, S., & Co., Ltd. 

British Thomson-Ho ston Oo., Lid. 
Cantie Switch Mfg. Oo. 

Dimming Switches Ltd. 

General Electric Oo., Ltd. 
Landberg, A. P., & Sons, 
MoGeoch, W., & Co., Lid. 

Midland Electric Mfg. Co., Ltd. 
Moy, E. F., Led. 

Record Electrical Eo Ltd. 


Veris 


Tachometers and Governors, 
Boving, Jens Orten, & 


. Tank and Girder Work. 
Braby, Fred., & Oo 


Telegraph Condensers. 
The Telegraph Condenser Oo., Lad. 


| 


Telegraph Poles. 
Wade, R., Sons & Co., Ltd, 


Telephones, 
Adnil Electric Co., Ltd 


British L. M. Ericsson а Mfg. Oo., Lid. 


General orn Oo., Ltd, 

Gent & Co., Ltd 

Graham. Al Co. 

ye io pees & Electric Oo., Ld, 


Veritys 
Western Electric Oo., Lid. 


Tools, &. 


Taylor & Challen, Lid. 
| Wolf, 8., & Co. 


Tramway Supplies. 
British Thomson DAR Oo., Ltd, 
Dick, Kerr & Oo., 

General Electric Gen Lid. 
McGeoch, W., & Co., Ltd. 

United Eleotrio Car Co., Ltd, 
Veritys Ltd, 


Transfers. 
Butcher, J. H., & Co. 


Transformers. 


British Thomson-Houston Co. 

British Westinghouse H. & M, Vio Ltd, 
Crathorne & Green Mfg, Oo, 

Crypto Electrical Co. 

Foster Engineering Co, 


Turbine Pumps. 


| Boving, Jens Orten, & Oo. 
Gord 


on, J., 


Turbines. 


Belliss & Morcom, Ltd. 

Borg s Jens Orien, & Co. (Wa 

W Oo., 
QUY MAE) 


Sued Metal S 
Automatic Standard Screw Oo. 


Vacuum Cleaner. 


Duncan Watson & Co, 


Varnishes, &c, | 


Bdison & Swan U. D. L. Oo., Ltd. 
Standard Varnish Works 


Е 
а 


Ventilation. © 
General Electric Oo., Led, 


Water Recorders. 
Lea Recorder Co. 

Weighing MACHINES. 
Harvey, H. A., & Co., Ltd 


Water-Softening Plant, 
Storey, I., & Bons, Ltd, 


Welding. 
Thermit, Ltd. 


Wire (Covered), 
Adnil Electric Co., 
Aubert, Grenier & on 
Armorduct Mig. Oo., Ltd. 
Um Insulated and Helsby Cables, 


td. 
Callender’s Cable and Con, Co., Ltd, 
Concordia неја у cere Oo., Lad. 
Connolly Bros 
Feld Bros. & Гү, . 
Felten and 7075 А Oarlewerk 
A. G., Mulheim 
General Electric Oo., Lec; 
Glover, W. P., & Oo., 
Hooper's Telegraph A "India-Bobber 
orks, Ltd, 
K. D. A. G. Cable Works. 
сетан Ю!есітіс Cable Oo., Lid. 
посао W 


°% 


1 & Oo., Led. 


«, Lid. 
Bt. Helens Cable 4 Rubber Oo., 148, 
Saxonia Electrical Wire Oo. 
Union Oabie Go., Led. 
ert G. B., ё Bons. Led, 


Western осно Oo., LAG, 


Thompson & Co. 


Wire-Drawlug Fats. 
Werths & Co. 


Woodworker (Electrical). 
Dewhurst, Е. 


MISCELLANEOUS ANNOUNCEMENTS 
relating to Situations, Articles for Sale and Wanted, &c., appear on Sup. 9, &c. 


Vor cannot reap all the advantage 


would ensure? 


YOU COULD TREBLE 
YOU WOULD SAVE 


as cold lacquers do not evaporate 


Have you ever thought of the time taken up by 
hot lacquering? Have you ever given a thought 


to the increased output which the use of 
CRANE'S tacovers 


YOUR OUTPUT, 
ON MATERIAL, 
SO Was! 
and you would turn out the best possible 


— THE TRADE BOOM. — 


es of a bu 
period unless you are in a positi 


ACCELERATE DELIVERIES. 


efully as hot, 


work 


FREDK. CRANE CHEMICAL CO., 
Armoury Close, Bordesley Green, BIRMINGHAM. 


Telegrams 2 


THE BEST, CHEAPEST, AND ONLY MACHINE SUITABLE FOR - 
TRUEING UP ALL KINDS OF COMMUTATORS IN POSITION. 


On the i 
War Office, India 
and Crown Agents L. ista. 


* Comgrinder, London." 


. COMMUTATOR GRINDERS, 


NO MOTOR REQUIRED. 


NO ELECTRIC STATION COMPLETE WITHOUT IT. 


Catalogue and Price List on application : i 
PHILLIPS COMMUTATOR GRINDER OO., Ltd., 
27, WALBROOK, LONDON, E.C. 


THE NATIONAL BOILER 


and GENERAL INSURANCE CO., Ld. 


Established 1864, 


Head Office ST. MANY’S PARSONAGE, NANCHESTER. 
Londen Office :i—60, QUEEN VICTORIA BTREEY, . c 


Telephone Ne,: 
5240 Bank. 


‚= a а 


-— - 


INSPECTION Ө 
INSURANCE of 
DYNAMOS, 
MOTORS, 


BOILERS OF ALL CLASSES, 
STEAM, GAS OR OIL ENGINES, 
HOISTS & LIFTS 66. 


SPECIFICATIONS PREPARED AND ADVICE GIVEN re ШЕЙ BOERS, 
ECONOMISERS, BUPERNEATERS, ENGINES, ёе. 


Economie Tests of Steam Power Plant, investigations ead 
Reports in Cases where Coal Exonomy, &o., Net Satisfactory 


EDWARD ©. BILLER. B.8o.; M. un O. I., M.L MochB. 
Сме Engineer 


and General, Manager, — 


— Rn — — 7 
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Рес Induced Draft Fan 
IS A GOOD INVESTMENT. 


HE cost of a “ бб” 
‚ Induced Draft Plant is 
about 30 to 40% of that of a 


chimney of equal capacity. 


[NCREASES the steaming capacity of 
existing boilers, and thereby increases 


the Works production. 


[3 EDUCES the Coal Bill because cheaper 
coal can be used than with natural 
draft. | 


ERMITS the use of the waste 
heat in the flue gases by mean; of 
economisers, superheaters, etc. S 


THE power to drive the Fan 


varies from 1 to 2% of 


the total power generated, 
while the saving frequently 
amounts to from 15 to 20%. 


| Send for Catalogue 19 G. 


Davidson. & Co., Ltd., 
Sirocco Engineering Works, 
BELFAST. 


SWITCH-GEAR 


FOR 


MINES. 


We have developed a complete line 
of iron-clad switchgear for colliery 
work, and should be glad to forward 
full particulars to engineers engaged 


in the mining industry. 

The outstanding features of all our 
designs are reliability and absolute 
safety. 


A. REYROLLE & CO., LTD., 


1 HEBBURN-ON-TYNE. 


а ТИЕ ELECTRICAL REVIEW De I 1948, 


mun 1 GRAND PRIX iuo una " GOLD МЕ... 


EXHIBITION; ALSO. 1 


YORK ROAD, KING'S ‘CROSS, aia N. 


SCREW MANUFACTURERS AND METAL — 


Conteacters to | Manufacturers of = >- 


H.M. GOVERNMENT, METAL SCREWS and TURNED won 


THE WAR OFFICE ADMIRALTY, CUT FROM SOLID DRAWN RODS. 
POSTAL TELEGRAPH DEPARTMENT, &c. By AUTOMATIC MACHINERY for 


And COLONIAL GOVERNMENTS. ENGINEERS, ELECTRICIANS, а, 
All these Goods are shown Full Size and kent In Stock. 


hacc AND IRON BRITISH ASSOCIATION TEREAD SCRHWS : 


ии DRAWN, BRASS, IRON AND STEEL, ROUND, HEXAGON AND FLAT, ш SIZES KEPT М WÜL 


Estimates for Screws and Turned Parts on Receipt of Patterns. — — 
GOMSIDEAENELI REDUCTION FOR LARGE QUZANTITINEN. 


. 4 ч» up — ~ AM. 
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€ DELIVERY 
AND QUALITY 


are really the most important items just now, and the 
firm who can satisfy you on these two points is 


THE CREDENDA E 
CONDUITS co., 


ASTON, BIRMINGHAM. 


. SOLID DRAWN TUBE is in great demand. This is our speciality. 
The CREDENDA PATENT CONTINUITY NIPPLE will interest you. 


Catalogues and Samples sent- on Application to the Works or any of our Depots. 


LONDON — Baxter & Caunter, Ltd., 219, Tottenham Court Rd, W. BELFAST—Harst Electric Manufacturing Co., King Street. 
GLASGOW —McGeoch & Co., Ltd., West Campbell Street. AMSTERDAM —Claessen & Со, 174, Singel. . 
NEWCASTLE—], P. Grabam, Sun Insurance Bldgs., Collingwood St. CHRISTIANIA—Borch Th., Christiania. 


HULL—Beadle & Co., 3, Castle Street. | 


р i 
' RAPIDOLITE, LONDON.” ` LONDON, GERRARD 3463 & 4. 
Telegrams : 5 N Telephones : {вто Bas 814. сы 


Codes: ABO, A1 and Engineering. 


Greens Economiser 


IS THE At Electric Light and 
REMEDY Power Stations. 


FOR BIG WASTE HEAT re- 

COAL . . covered from flue zases 

BILLS. . —Boilers supplied with 

high temperature feed 

— More power — Less 

strain— Fewer repairs— Large Reserve of 

feed at evaporative point—Always available 
for emergencies. 


— ä 


Cir. M., Beskiat 
Explains. 


VICTORIA TURBO PUMP. 
To deliver 200 gallons against a head of 535 feet. 


DZLIVEREO TO THE EAST INDIAN RAILWAY. 


REPEAT ORDER RECEIVED. 


BOVING & СО. LTD., 


91. Union Court, Old Broad Street, 


„ LOND ‚С. ! 
London Wall 4906 (nes! ЭМЕС ТЕ 


Wakefield and 
D, Maachestsr. 


THE ELECTRICAL REVIEW. 


VERT 


SILVERTOWN 
PRIMARY BATTERIES. 


LECLANCHÉ 
(Original Manufacturers in Great Britain). 


DANIELL, POGGENDORFF, BUNSEN, 
MINOTTI, GROVE, &c., &c. 
FIRING CELLS AND BATTERIES, 
TESTING CELLS AND BATTERIES, 
MEDICAL BATTERIES 
MEDICAL- COILS, &c 


HIGHEST GRADE ONLY 


SPECIAL TERMS FOR QUANTITIES. 


List No, 31 on Application. 
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The India Rubber, Gutta Percha B B 
& Telegraph Works Co, Ltd. ^ ,—. $4 | . 


Head Offices: f 
106, Cannon Street, London, E.C. 


Works: 
Silvertown, London, E. 


e Telegrams: СЕ 
'“ Silvergray, Cannon, London.” * Graysilver. Silver. Londoa.' 


Branches: 
Belfast, Birmingham, Bradford, Bristol, Cardiff, Dublin, 
Glasgow, Liverpool, Manchester, W -on- - Tyne, 
í Portsmouth, Sh 


Ра 
—~ Se 


wy 


е 


we E 


Printad we Wurm Caen. Lra.. Hogarth House, Bouverie Ma. ant PubMebed bg the Puopsiotess, Б. Arslan, Флтввесва а Uo., 6, LNB 


; 
| 
| 


= Ы Y ғ 
2 
a è Р Tor 
* А { ; ў Sn ; p 
А - , f ' 
$ „* 5м 
. i * * * 
s ; b | 
р . y . 1 + И ‘ № Е" * 
| | ZEE ET. 
4 
‘ s: n * wo 7 
‚ * $ 
" . П 1- 3 Y 
Ч i N23 A ‘ Pi 
* 
‘ . : 7 7 7 
Е = Ы 
* S zem s A 4 
n : * 
Р „ T 
i " 4 
L 4 a 
E 
D t d . . , 
К . t 
t r * 
` " r 
4 * * 
` 


+ 


Agam унет Ы cs РГ 
* 


| UNI | 


ШТ 


3 901 231 


LJ 


